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The  present  yolome  gives  the  title,  size,  prioe,  namber  of  volnmes,  pablisher's 
name,  and  date  of  publication,  of  67,500  distinct  works — being  the  English 
publications,  importations  of  original  American  works,  and  Continental  English 
books,  for  the  28  years  from  January,  1835,  to  January,  1868. 

The  latest  edition  of  the  London  Catalogue— now  incorporated  with  this  work 
— gave  42,340  works  for  the  25  years  from  1881  to  1855 ;  our  additional 
researches  have  added  to  this  number  about  5300  tides  which  had  escaped  former 
compilers;  from  which,  however,  we  must  deduct  1500,  omitted  by  reason  of 
^  the  four  years'  difference  of  date  in  commencement  This  calculation  leaves 
21,860  books  published  during  the  last  eight  years,  or  an  average  of  2670  per 
annum,  exclusive  of  reprints. 

The  chief  feature  of  the  present  Catalogue  is  the  addition  of  dates  to  every  tide, 
"^  indicating  either  when  the  work  was  first  published,  or,  if  it  was  not  originally 
\  published  within  the  period  embraced  by  this  volume,  the  date  of  the  last  edition. 
V  In  many  instances  both  dates  are  given,  as  also  the  dates  of  alterations  in  the 
"prices  of  the  books.  These  dates  were  first  introduced  by  the  editor  in  his  British 
N;:^atalogue  in  1849,  and  now  uniformly  adopted  throughout,  in  the  hope  of 
L^   approaching  more  nearly  to   his  idea  of  what  the  English  standard  catalogue 

should  be. 

^       The  old  London  Catalogue,  together  with  the  Brit  sh  Catalogue,  has  at  very 

considerable  cost  been  merged  in  the  present  publication ;  and  for  nearly  three 

years  past  the  time  of  the  editor,  and  that  of  his  assistants,  has  been  thoroughly 

}  occupied  in  supplying  deficiencies  and  correcting  proofs.    The  great  Catalogues 


t 


of  t^e  British  Museum  have  been  carefully  searched  for  every  publication 
of  importance  not  included  in  the  two  works  just  mentioned;  and  it  is  believed 
that  a  larger  amount  of  information  on  modem  English  bibliography  is  thus 
brought  together  than  has  ever  been  presented  in  any  similar  work.  The 
difficulties  of  the  task  will  be  readily  appreciated  by  all  who  have  had  any  expe- 
rience of  this  kind  of  labour.  The  preparation  of  a  Catalogue  of  any  library  or 
collection  of  books,  however  large,  to  which  the  compiler  has  access,  is  a  compara- 
tively easy  task,  or  is  at  least  one  which  depends  only  on  the  amount  of  personal 
attention  and  time  bestowed,  or  on  the  extent  of  the  staff  of  assistants  at  com- 
mand. In  the  compilation  of  a  Catalogue  like  the  present,  the  labour  is 
by  no  means  so  simple.    It  is  often  impossible  to  find  a  copy  of  works,  which 
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nevertheless  mast  not  be  omitted;  and  the  difficulties  of  establishing  dates, 
and  detennining  the  publishing  price  and  its  changes,  are  often  still  more  em- 
barrassing. 

It  will  be  observed  that  none  of  the  works  published  in  1863  are  included  in 
the  present  volume,  which  was,  of  course,  in  process  of  completion  during  that 
year.  Some  of  those  books  might  have  been  included ;  but  the  necessity  was  felt 
for  terminating  at  some  exact  point  of  time,  and  it  was  thought  better  to  omit 
the  books  of  that  year  altogether,  than  to  leave  a  doubt  as  to  how  far  they  were, 
or  were  not,  included.  It  is  proposed,  however,  to  continue  the  publication  of  an 
Annual  Catalogue  such  as  that  for  1863,  already  issued  during  the  progress  of 
this  volume  through  the  press.  It  is  also  purposed,  at  no  very  distant'  period, 
to  continue  the  Index  which  has  already  been  published  firom  1837  to  1855, 
firom  the  latter  period,  this  Index  having  been  found  especially  useful. 

It  has  been  often  said,  that  an  Englishman  will  sacrifice  everything  to  an  idea; 
and  were  it  not  that  the  Editor  is  fortified  on  all  sides  by  assurances  he  receives 
of  the  great  need  of  the  Dates,  he  would,  upon  considering  what  the  present  work 
has  cost  him,  be  filled  with  anxiety,  lest  it,  too,  should  prove  a  sacrifice  for  an 
idea.  This  is  the  only  alloy  to  the  satisfaction  he  feels  at  the  completion  of  his 
labours ;  but  he  clings  to  the  hope,  that  the  large  amount  of  time  and  capital 
bestowed  upon  it  will  obtain  for  the  New  Catalogue  the  appreciaticn  and  approval 
of  the  public. 

'*  PuBLisHBBs'  Circular  "  Office, 

14,  Lvdgate  HiO,  June,  1864. 
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Each  Authors  works  published  in  a  collective  form,  appear  first  under  the 
authors—the  detached  works  follow  in  alphabetical  succession. 

Classical  Authors — in  the  original  language  first— followed  by  the  translations. 

Biographical  works  are  generally  under  both  the  biographer  and  biographee. 

Works  of  Fiction — where  the  authors  are  known— will  be  found  under  the 
author. 
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Appendix  B. 
Publishers'  GollectionSy  Libraries,  Series,  &o. 
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Appendix  C. 
Magazines,  Reviews,  and  Miscellaneous  Periodical  Literature. 

Appendix  D. 
Works  first  printed  in  any  part  of  Continental  Europe  in  the  English  Language, 
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A  B  C ABBOTT 

A  B  C  of  Photographj,  poet  8to,  1«  Stere<aeopieCo.i%s% 

Abbwiie  (Jaa.)  Deity  of  Christ  EBsentuJ  to  Christianity,  by  Booth,  18mo,  Ued ReL  Trad  Soc.it^S 

AbbAtt  (iUcA.)  Plaoeuid  Spherical  Trigonometry,  new  ed.,  fcap.,  7«    OUell 1841 

Principles  and  Practice  of  Idneai  Perspective,  8vo,  6f Longmdn  1853 

' Treatise  on  Calcolos  of  Variations,  2nd  edit.  fcap.  Svo,  7t  6<2   Richardton 1841 

Abbess  of  Shafteebory;  or,  the  Days  of  John  of  Gaunt,  a  Tale,  12mo,  6«  6d  Rirington  1846 

Abbeyehaich;  or,  SeUE-Control  and  Self-Conceit,  fcap.  Svo,  i«  6d Modty   '...1844 

Abbot  (Geo.)  Rzpositioii  of  the  Book  of  Jonah,  by  Webster,  poet  8to,  7«  Hamilton 1845 

Abbotsford  and  Sir  Walter  Soott^  by  the  Author  of  Hawthomdale  YiUage,  I2mo,  2«  6(2  Marriott 1853 

Abbotsfocd  Miscellany AbbotrfordClub i%^7 

Misoellftny :  Selections  from  Scott's  Works,  8  v.  icap.  Svo,  each  la  M   ...  IlouUton    1855 

Belgium  and  Waterloo*  Romantic  Narratives. 

Descriptive  Heoes.  Scottish  Scenes  and  Characters. 

Fiance  and  Paris.    *  Sketches  of  Eminent  Persons. 

Hi^land  Clans.  Tales  of  Chivalry. 

Abbolnaeie,  a  Tsle,  by  Maiy  Qertmde,  12mot  6$ Whittaier 1846 

Abbott  (BroCAert)  Admiralty  Reports,  Svo,  91s  ed  Roston,  U.S.  ...1858 

{Oha,f  Lord  Tenterden)  Law  of  Merchant  Ships  and  Seamen,  roy.  Svo,  82f Skaw  ds  Sotu  ...1856 

(^«p.) Second  Latin  Book:  Rules  of  Syntax,  &c,  12mo,  U  6d    Longman 1858 

(^.  O.)  Forms  of  Writs,  Sec.,  in  Petty  Bag  Office,  12mo,  St  Qd Renning 1849 

(Oerr.)  Heirs  of  Cheveleigh,  a  Novel,  3  v.  post  Svo,  31«  6d  Longman  1858 

{G.D.)  First  English  Reader,  12mo,  1»  ;  Second  ditto,  It  6d Walton  1853 

{Jacob)  Caleb  in  the  Country,  82mo,  It,  AUman^  1840;  It Rogue 1843 

Town,  32mo,  Is  AUman 1840 

Cornerstone,  32mo,  It  AUman 1840 

by  Blunt,  new  edit.,  ISmo,  la  6rf,  RouUedgt^  1838;  la...  Rlaehwood x86o 

Smith,  new  edit.,  12mo,  5« Stdey 1838 

Ellen  Linn:  a  Franoonia  Story,  12mo,  fit Low    1853 

Every  Day  Duty,  32mo,  It AUman 1840 

Fireside  Piety,  32mo,  It AUman 1840 

Franoonia  Stories,  ISmo,  each  It RoutUdge  1854 

Beechnut. —Madeline. — Mary  Bell. — Mary  Ertkine. — ^Wallace. 

Fianconia  Stories,  ISmo,  each  It;  fine  paper,  each  2t    AUman 1853 

Beechnut.— Ellen  Linn.  ^MaUerille.— Mary  BelL— Maiy  Erskine. 
Rodolphus. — ^Wallace. 

— —  Franconia  Stories,  fcap.  Svo,  each  2t Ward 1853 

Agnes. — Caroline. — Stuyvesant. 

Heroines  of  the  Frendi  Revolution,  ISmo,  3t AUman 1858 

——— Histories  for  Youth,  12mo,  each  fit  Low    1^52-3 

Alexander  the  Great. —Alfred  the  Great.— Charles  I.— Charles  II.— 
Cleopatra.— Cyrus. — ^Darius. — Elisabeth. —  Hannibal.  —Josephine.  — Julius 
Cesar.— Madame  Roland.— Marie  Antoinette. — ^Mary  Q.  of  Scots.— Nero. — 

Peter   the    Great.— Pyrrhus.— Richard    I ^Richard   II Richard   HI.— 

Romulus. — ^WUliam  the  Conqueror. — Xerxes. 

' Also  in  82mo,  each  It AUman 1850-60 

•  fcap.  Svo,  each  It  6d Vooke 1853 


Alfred     the     Great.— Alexander   the    Great. — Cyrus.— Darius.  —  Nero. — 
pyrrhus.— William  the  Conqueror.— Xerxes. 


2  .ABBOTT ABERFFRAW  1835-186-2 

Abbott  (Jacob)  Hoaiy  Head  and  the  Yalleys  below,  32mo,  1«,  Alltnan;  18mo,  2»M  Tegg  1S38 

Little  PhiloBophcr,  82mo,  la,  AUman;  ISmo,  1«    JtomUedge  1847 

Lives  of  Kings  and  Queens,  18mo,  3<  AUman 1858 

McDonner ;  or,  Truth  through  Fiction,  32mo,  1«    AUman ....1849 

Mother  at  Home,  32mo,  la AUman  1840 

Fastor^s  Daughter,  4th  edit,  18mo,  UM Sedty 1851 

Fathof  Peace,  82nio»  It AUman 1840 

Reader:  Pieces  in  Frose  and  Yene,  18mo,  3« Parker^ Son,, iSs^ 

RoUo  Learning  to  Bead,  and  Learning  to  Talk,  2  ▼.  16mo,  each  1«  6d,..  llotUom  Jt  S<nu.iii9 

at  PUy,  and  KoUo  at  School,  2  v.  16mo,  each  It  6d Jfodaondi Son, .iS^S 

—  RoUo's  Code  of  Morals,  18mo,  2*  6d    Bogue 1837 

Tour  through  Europe,  2  v.  fcap.  8vo,  each  2«  6cf Low  - 1854 

Vacation,  and  Rollo  at  Work,  2  v.  1«mo,  each  la  td BodtonAt Son.,. iS^t 

School  Boy;  or,  Guide  for  Youth,  82nio,  1» AUman 1838 

Summer  in  Scotland,  12mo,  6« New  York 1848 

Teacher,  18mo,  8a,  Darton;  S2mo,  la AUman  1836 

Truth  through  Fiction ;  or,  Hoaryhc«d  and  theYallejB below,  fp.  8to,  2a  6d  Ward 1861 

Way  for  a  Child  to  be  Saved,  18mo,  la UouUUm   1839 

of  Salvation,  82mo,  la  '. AUman 1840 

to 'do  Good,  18mo,  2a  6d,  Tegg;  la,  82mo,  AUman;  18mo,  la  ...  RovUedge  ..;...  1857 

edit,  by  H.  Blnnt,  new  edit.,  18mo,  la    Jat.Bladnoood,  i^6o 


Works,  Moral  and  Educational,  8vo,  5a    Griffin 1850 

■  Young  Christian,  82mo,  la,  AUman;  new  edit.,  fcap.  8vo,  2m  6d NeUon i860 

by  Cunningham,  12mo,  2a  6</,  Bokn,  1847  ;  18mo,  2a  Jom, Blackwood. i96q 

18mo,  2a,  Tegg;  la  6d  RoutUdge  1839 


18mo,  8a,  A.  HaU;  12mo,  5a Seelty 1847 

>  (Jot,)  Advanced  System  of  Education  for  Higher  Classes,  8vo,  8a  M 7Vfi6iier  .........1857 

Handbook  of  Idiotcy,  12mo,  Z$M   TrUbner 1857 

Journey  from  Heraut  to  Khiva,  &c.,  2  v.  8vo,  21a Madden v. ..1843 

Logical  Arguments  and  Metaphysical  Yerities,  18bO|  la  6d   .., T%^ner .1857 

-Prometheus*  Daughter,  a  Poem,  postSvo,  7a  6^  Smiik  *  Elder^  i%^i 

T'Hakoorine,  a  Tale  of  Maandoo,  foap.  8vo,  5a  Madden 1841 


(/.)  Philip  Musgrave  ;  or,  Church  Missionary  life  in  Canada^  n.  ed.,  p.  8v0|  2a  Murray 1861 

--{JA'J.)  First  Beading  Lessons,  18mo,  la— Second  ditto,  la  6d AUman 1853 

(J.y.)  Sketches  of  Modem  Athena,  post  8vo,  5a P*gg^  1S49 

{J.S.C.)  Child  at  Home,  82mo,  la,  AUman;  18mo,  la,  RowiUdge;  2$  Seeley 1846 

edit  by  H.  Blunt)  new  edit.,  18mo,  la Jot, Blackwood.  1S60 

Confidential  Correspondence  of  Napoleon  and  Josephine,  or.  S\%  8a New  York  ....^1^56 

History  of  Henry  lY.  of  France,  82mo,  la ^ *..  AUmmn 1857 

ISmo,  la6<i— 12mo,  2»6d Knight  dr  Son,,  li  $7 


-  Madame  RoUnd,  12mo,  8a    * New  York 1850 


Kings  and  Queens  ;  or.  Life  in  the  Palace,  plates,  12mo,  6a New  York 1850 

Practical  Christianity,  16mo,  4a New  York 186m 

Young  Astronomer,  18mo,  laGrf    -....  AUman 1836 

(RobL)  Lectures:  Desolation  of  the  Sanctuary,  &c.,  12mo^  Sa Modoondf  Son,, list 

{W.H.)  Laws,  Canons,  &c.,  of  Bishopricks,  East  Indies,  roy.  8vo,  SOs AUendsOo^    ...1845 

Abbreviata  Cronica  ab  Anno  1877  usque  ad  Annum  1469  ., <7ami.Jiil.iSM.  1840 

Abdiel,  a  Tale  of  the  Early  Christians,  18mo,  2a  6(2    Bum9    184a 

Abduction  ;  or,  the  Marvels  of  Mesmerism,  8  v.  post  8vo,  81a  6d Sftoberi  1850 

Abdul  Medjid  Khan,  Sultan  of  Turkey,  Memoir  of,  by  Christmas,  8vo,  la  /.  F.SKaw 1854 

Abdy  {E.S,)  Cases  of  Disease  cured  by  Cold  Water,  8vo,  4a  ed  BenneU 184a 

B«8idenoe  and  Tour  in  the  United  States,  8  v.  post  8vo,  80a Murray 1835 

Abeel  (D.)  Journal  of  Residence  in  China,  1829-88,  12mo,  6a New  York  ......1835 

— Missionary  Convention  at  Jerusalem,  post  8vo,  6a ,.„....  New  York 1838 

Abeille  (A.C)  Latin  Grammar,  12mo,  2a  ed ,.  Stanford. 1835 

Abeken  (^.72.)  Account  of  Life  and  Letters  of  Cicero,  trans,  by  Merivale,  12mo,  9a6iil  Lon^^man  1854 

Abel  (CD.)  Bud.  and  Blem.  Principles  of  Machinery,  12mo,  la  ed  ;  Plates,  4to,  7a  6d  Virtne    18^ 

{F.A,)  and  Blozam  (CL,)  Handbook  of  Chemistry,  8vo,  15a   C^^mrchiU  1858 

Grey,  by  the  Author  of  Hannah  Lee,  Illustrated,  ISmOi  2a   Rel  Tract Soc.ii^o 

Massinger,  a  Romance,  12mo,  78  ed , Bogue 1846 

Abelard  and  Heloisa,  Letters  of,  roy.  82mo,  la ^ ,.. AUman 1840 

Abell  (ifra.)  Recollections  of  Napoleon,  pc»t  8vo,  10a  6(2   Murray 1845 

Abercrombie  {Dr.  J.)  Diseases  of  the  Brain  and  Spinal  Cord,  12mo,  6a ».  Longman  ......1845 

Stomach,  12mo,  6a Murray 1837 

Elements  of  Sacred  Truth,  Part  I.,  18mo,  la.  ed Longman  1844 

Essays  and  Tracts,  Culture  of  Mind,  n.  edit.  12mo,  8a  ed HamiUon  186a 

Harmony  of  Christian  Faith  and  Character,  18mo,  la  ed  Longmam 1837 

Inquiries  on  the  Intellectual  Powers,  &c.,  lith  ed.,12BM,  6a  W  Murreey..,,   ...1853 

Philosophy  of  the  Moral  Feelings,  12mo,  4a ,., iftirray  ,.•*.. ^.1849 

— — (JoKv)  Gardener's  Pocket  Journal,  by  Glenny,  n.  ed.  18mo^  2»  ...,•,.„  Tegg  .....,.^....x86o 

Companion,  by  Main,  82mo,  2a  ed «......«,  Loigmam  .^....1838 


{StrR.)  Memoir  by  his  Son,  Lord  Dunfermline,  8vo,  10s  ed HamiUton  i««i 

Aberdeen  and  Banff  Shires,  Collection  for  History  of,  ed.  by  J.  Robertson  *.....»... Sj^aiding  CM  1843 

Topography  and  Antiquities  of,  ed.  by  J.  Robertson Spalding  CM  1847 

Aberffraw  Royal  Eisteddfod,  1849,  Transactions,  I2mo^  5a JM,dBf,Pwrkeri%y^ 


lS33-!8ei>  ABERNETHY ADAIR  3 

Abernetliy  (/oAn)  Lecfcores  on  Anatonj,  Snigeiy,  &c.,  18mo,  6«  6(1 Hamhato    1835 

Memoirs  of,  by  Mactlwain,  2  r.  21 «,  MurU,  1853 ;  Si-d  e.,  8yo,  lOs  Cd  Hatrhard  1856 

AbldiDg  Frierthood,  and  other  OrdlDAQces  of  the  Charcli,  12mo,  2»  Bosvoorth, 1855 

Abjnratione  from  fV>pery,  12m0y  2m    Aylott 1837 

Abomination  of  Desolation  Come;  or,  Rerelation  Revealed,  8to,  S«  NiiJbet   1855 

Aboat  {Edmund)  Qreeee  and  tbe  Greeks  of  the  Preeent  Day,  12mo,  8<  Qd    Hamilton  1855 

King  of  the  Moontains,  trens.  by  L.  Wrazall,  fcap.  8vo,  1« Ward  ds  Lo<k  .  i86s 

Boman  Question,  tiansl.  by  H.  0.  Coape,  2od  edit.,  post  8vo,  7s  ^d  J^fft  i860 

■    ^-»—  Roand  of  Wrong,  a  Romance  of  To-day,  fcap.  8to,  \s Ward  d:  L(yck...\%^i 

ToUa,aTa]eof  Modem  Rome,  12mo,  2s Hamilton  185$ 

Abnhall  (CfT.)  AroUc  Bnteiprise,  a  Poem,  post  8yo,  7s Hojje 1&56 

Abnham,  life  of  :  Bible  Readings,  by  A.  H.  L.,  fcap.  8to,  8s  6(2 ffoi/ff i86f 

{C.J.)  Latin  Aeddenoe,  12mo,  2s E.  P.  WiUiam$:2s7 

Lectniea,  Festival  and  Lenten,  8to,  5s J.H.diJ.ParL'erit^^ 

— — ^— —  Lectures  on  Ancient  and  Modem  History,  8vo,  5$  K  P.  WiltiatnMit^s 

— —  Lessons  on  the  Church  Catechism,  12mo,  Is  Qd  £.  P.  K7//i(i ins  1849 

-  Readings,  Meditations,  JEC,  on  tbe  Communion,  12mo,  2s £.  P^  Wiltiafn$i$si 


-  SetecUoa  of  Prayers  with  Ptelms,  for  Families,  12mo,  Is  6(i  £.P.  WiUiamtit^ 

Abrahams  (&Bmw>  Constitution  aiid  Practice  of  the  Palace  Court,  12mo,  5s   Strvens  1848 

Abram  (/oAii)  Treatise  on  Arithmetic,  l2mo,  3s6cf      DaHmi  x84a 

Abrieht  {Jokatn)  Divine  Bmblems,  after  the  Fashion  of  Qnarles,  12mo,  is  Gd Black 1837 

Absymet  of  CUims  preferred  on  the  New  Forest,  Hants,  8vo,  5s JUalton   1853 

->  Infantiy  Tactics,  12mo,  7s  6d Bodon,U,S.  .    1836 

Acaster  (JiAn)  Solitaiy  Musing^  a  Poem  on  the  Hebrew  Nation,  12mo.  5s  6(2 Simphin 1853 

Aocideats  of  Childhood  ;  Cautionary  Stories  for  Heedless  Children,  roy.  18mo,  Is  6(2  RoutUdge  1860 

Aceommodated  Texts  ;  or,  Texts  and  Contexts,  18mo,  Is     Weriheim 1854 

AeooBOodation  Bill,  sq.  Is Bogue 1849 

AecoQBt  of  Auriies  giTea  by  the  Liouf  Dog,  Cat,  &c.,  roy.  8vo,  3s  6(2 Dtan 1859 

— — ^ the  Keailworth  Baflet,  Bxhibition  1851,  imp.  4to,  8s   Adcermann  ....1851 

.  ■  Tribes  and  Customs  of  the  District  of  Hy-Many    IrifhArc.Soc...i%\'^ 

■  — ^  Hy-Fiachrach    IritkArcSoe,     1844 

Aehilles  Tatina,  in  Bnglish,  from  the  Greek,  with  Notes  by  R.  Smith,  post  8vo,  5s  ...  H.  Bohn 1848 

Aehflfi (0r.(r.)  Dealings  with  the  Inquisition,  2nd  edit.,  post  8vo,  5s  Tegg  1851 

■         Imprisonment  and  Deliverance  of,  by  C.  B.  Eardley,  8vo,  8s  6(2  Partridge 1850 

AdEsnoaan  (C.)  Christian  Element  in  PUto  and  the  Platonic  Philosophy,  tr.  8vo,  7s  6(2   Hamilton  1 860 

Ackera  ((7.Ar.)  Universal  Tacht  Signals^  obi.  16mo,  10»— roy.  8vo,  20s Hunt 1851 

AekfieU  (£ksia)  Intelleetaal  Family,  a  Tale,  12mo,  3s   Simphin 1847 

AdLbBd(1Km.)HowtoTake  SteretMeopic  Pietores,  post  8vo,  Is    Simpkin 1857 

Aekkm  {Gf.)  Sermons  on  Popery,  12rao^  5s Simpkin 185a 

AckwsrthBaglishYocabulary,  or  Spelling  Book,  24th  edit^  18mo,  Is  6(2   i4. //a/2.. ....... 1850 

Aebnd  {Art.  D,)  Litnigia  Domestics  :  Morning  and  Evening  Services,  18mo,  2s J.H.AJ,Parkeri%^% 

(il. li.i>.)  Letters  on  Musical  Notation,  8vo,  Is  6(2  Darttm  1841 

{Cha.)  Manners  and  Customs  of  India,  2s  6(2,  1847;  new  edit.,  post  8vo,  2s  Murray   1861 

(if.  If.)  Memoir  on  the  Cholera  at  Oxford  in  1854,  4to,  12s    Churchill  1856 

-Suggestions  on  Health,  Work,  and  Play,  post  8vo,  Is J.H.d-J.Parkeri^s^ 

-and  Raskin  (/.)  Oxford  Museum,  Illast.,  post  8vo,  2s  6(2  Smith<lc  Elder. iZs^ 


(T.D,)  Oxford  Examination  for  Associates  in  Arts,  1858,  8vo,  5s  Ridgtcay    1857 

(7.  Q.)  Okanting  Simplified,  2nd  edit,  12mo,  2s6(2 BtUA  Daldy  .1843 

AereA  (O.  3.)  Treatise  on  Hernia,  8vo,  b» Houltton    1835 

( tbe  Atlantic,  post  8vo,  6s Earle 1850 

Carpathians,  post  8vo,  7s  6<2 Macmillan  ....i86a 

Channel;  or.  What  I  Did,  and  Whot  I  Saw,  post  8vo,  Is Ward  de  Loch...  i%S7 

,  consisting  of  Acrostics,  and  other  Poems,  fcap.  8vo,  Is  Cunni»gham...i944. 


Acta  CoMtlii  Tridentini,  iPaleotto,  edente  Mendham,  8vo,  18s Duncan 184a 

Aetinf'aundes,  by  W.  L.  T.,  12mo,  8s  6(2 Sheet  1849 

ActoB(j5lM.)En^Ush  Bread  Book,  for  Domestic  Use,  12mo,  4s  6(2  Longman   1857 

■  Modem  Cookery  in  all  its  Branclfes,  12mo,  7s  6(2,  1845;  new  edit Longman  1861 

(ffsit.)  Sermons,  with  Memoir,  by  W.  James  and  J.  R.  Wreford,  post  8vo,  7s  6(2  /.  Chapman  ...1847 

*—  (ifak)  Diseasei  of  Urin.  and  Generat.  Organs,  Sed,  8vo,  21s  ;  with  plates,  81s  6(2  Churchill i860 

■  ■  ■     ■      I  — ' plates  separate,  10s  6(2 ChtirchiU  i860 

•  Funetions  and  Disorders  of  Reproductive  Organs,  8rd  edit,  8vo,  lOe  6d  Churckill  1861 

•  ProstitnUon  in  its  Moral,  Social,  and  Sanitary  Aspects,  8vo,  10s  6(2 Churchill 1857 


Aetob  Owenl  Assembly,  Church  of  Sootbtnd,  1638-1842,  roy.  8vo,  82s  6(2  Smith  di  Elder .  1%^^ 

^ High  Commission  Coqrt,  Diocese  of  Durham,  8vo,  14s    Whittaher 1858 

^  LokI  Auditors  of  Causes  and  Complaints,  Scotland,  1466-94,  fol.,  15s    Longman  1846 

Lorda  of  Cooncil  in  Civil  Causes,  Scotland,  1478-95,  fol,  25s   Longman  1846 

*—  SsritameDty  Scotland,  Vol.  1,  1124-1423,  fol,  65s Longman  1846 

■■     ■  .   - — — « ■  1424-1707,  roy.  8vo,  21s  Longman   1841 

-— *  Ptoblie  Cknenl,  Abftiaetof  (iitimiaQ,  8vo^  4s  6(2  MacdonaJd i86a 

JUIhrny,  with  Notes,  bgr  R.  P.  CoUier,  12mo,  14f Benning 1847 

<^— ^«*«*...**<*  B^Smhrtaona,  1888  to  1860,  12mo,  6s   Bigg  i86g 

Acn.— See  also  SUtntes. 

Ada  Bnaton; or.  Plans  for  Life,  18mo,  Is   Knight  df  Son  .i860 

Ada*s  Aoi^hts ;  or,  Poetiy  of  Youth,  byB.M.  S.,  12roo,  2s  6(2 J.H,d!j.Parheri%s% 

Adsir  (Sir  Jt)  Memoir  of  hia  Misrion  to  the  Court  of  Vienna,  1806,  8vo,  18i   Longman  1844 


4  ADAIR ADAMS  1836-1863 

Adair  (Sir  R.)  Negodations  as  to  tlie  Dardanelles,  1808-9,  2  y.  8to,  28f  Longman  184$ 

— — On  Oiiganisation  of  the  Military  Force  of  Great  Britain,  8vo,  6s    Parker  A  Son  .1855 

{Shafto)  Works  on  National  Defence,  8vo,  3  pts.,  each  2«  6d Ridgway  1861 

Adalbert  {Prince)  Trayels  in  South  of  Europe  and  Brazil,  2  r.  8vo,  24f    BogM 1849 

Adam,  History  of  (Genesis  i.-Y.),  Polyglot  edition,  with  Tables^  8yo,  7«    Longman  1835 

{AUx.)  Latin  Grammar,  by  Pyper,  12mo,  8«  6d   Whittaktr 1853 

Eoman  Antiquities,  by  Boyd,  with  Questions,  12mo,  7« Bladeie  1848 

> Major,  8to,  10<  6c2   Longman  1835 

Rudiments  of  Correct  Beading,  12mo,  2s Simpkin 1851 


(O.  U.)  Exchange  Tables,  India,  8vo,  U    Smith  A  Elder.  \%s^ 

(Tko.)  Exposition  of  the  Gospels,  with  Memoir,  2  y.  8?o,  12<    Hatchard  1836 

Thoughts  on  Religion,  Essay  by  Wilson,  12mo,  2s  6d Griffin 1847 

(W,)  Dales,  Scenery,  Fishing  Streams,  &c.,  of  Derbyshire,  cr.  8vo,  2s6d  .„  Kent  1861 

First  Lessons  in  (Geology,  18mo,  \s6d  Mozley   1858 

Gem  of  the  Peak  :  Guide  to  Matlock,  12mo,  6«  ;  post  8yo,  12s  Motley    1851 

•  Law  and  Custom  of  Slavery  in  British  India,  post  Syo,  5s  6d    Smith  Jt  Elder,  1840 

-  Treatise  on  Trial  by  Jury,  Ciyil  Causes,  Scotland,  8vo,  16«     Benning 1836 


(W,P,)  Thoughts  on  the  Policy  of  Retaliation,  post  8V0,  2s  6d     Parker  d:  Son  .1852 

Graeme  of  Mosagray,  a  Story,  8  v.  81«  6<i,  1852  ;  post  8vo,  5s Hursts  B .1859 

Martindale,  Edited  by  Canon  Parkinson  CkeeihamSoe...  1^4.$ 

Adams  (Ann)  Convent  Tales,  with  Notices  fr^m  History,  post  8vo,  Ss  WesUeg  1838 

(J.)    Journal  and  Correspondence,  2  v.  12mo,  120 Wiley 1842 

{Art.)  Baikie,  and  Barron,  Manual  of  Nat.  History  for  Travellers,  p.  8vo,  12s  Van  Voorst 1854 

Zoology  of  the  Voyage  of  H.M.  Ship  Samarang,  roy.  4to,  70s Reeve 1850 


-  (C%arfo(fe)  Ben  Howard ;  or.  Truth  and  Honesty,  a  Tale,  18mo,  Is RouUtdge  1854 

Boys  at  Home,  a  Tale,  fcap.  8vo,  Ss  6d Rontledge  1853 

Child  of  the  Atlantic,  a  Tale,  18mo,  2s  dd   Parker ds Son... i^^^ 

Edgar  Clifton;  or.  Right  and  Wrong,  a  Story,  fcap.  8vo,.  8«  6ci Routledge  1852 

Errand  Boy;  or.  Your  Time  is  your  Employer's,  18mo,  ls6d Soc.  P.O.  K,...iSs9 

Etonian  and  Geoffrey  Selwood,  a  Tale,  18mo,  2$  6d Booth 1841 

Little  Servant  Maids,  18mo,  8«  W Soc.  P.  C.  if....i848 

Matilda  Lonsdale  ;  or,  the  Eldest  Sister,  a  Tale,  fcap.  8vo,  3<  6d Routledge 1854 


(C.P.)  Cressingham ;  or,  the  Missionary,  a  Tale,  2nd  edit.,  fcap.  8vo,  28 Masters 1848 

• (C.W.)  A  Spring  in  the  Canterbury  Settlement,  post  8vo,  5s  6d Longnuin 1853 

— ^— Drawing  Room  Charades  for  Acting,  fcap.  8vo,  2s  6d  Net^ 1856 

Randal  Yaughan,  a  Novel,  2  v.  post  8vo,  21«    Newby 1856 

^^^{Edward)  Polychromatic  Ornaments  of  Italy,  roy.  4to,  80f  ;..  iVtcHsto* 1847 

^—  (£<rft0m)  Notes  on  the  Geology,  Mineralogy,  &c.,  of  England,  new  ed.,  18mo,  Is  Longman i860 

Geographical  Word  Expositor,  fcap.  8vo,  28  6d Longman 1855 

(Ernest)  Elements  of  the  English  Language,  2nd  edit.,  post  8vo,  is6d Bell  d:  Daldy  ..1862 

—  (P.C.)  Manuel  Pereira;  Sovereign  Rule  of  S.  Carolina,  poet  8vo,  %s6d ^..  Clarke ds  Cb.  ...1853 

■  Uncle  Tom  at  Home ;  Review  of  the  Reviewers,  12mo,  \s   ClarkedsCo,  ...1%$-^ 


—  (Hy.dsArih.)  Genera  of  Recent  Mollusca,  3  v.  roy.  8vo,  plain,  90i;  cold.,  92 Van  Voorst    185 3 -8 

Ad?uns(//.a)  Elementary  Works,  12mo,  viz.:— NvU  1852-9 

Greek  Delectus,  Zs  6d,  1857— Greek  Exercises,  2s  Qd,  1858 
Latin  Delectus,  2s  6d,  1858— Latin  Exercises,  2s  6d,  1859 
Gospels,  Greek;  Matthew— Mark— Luke,  each  2s  bd — John,  2f; 

complete,  cr.  8vo,  9s.  NuU  1855 

< First  of  June;  or,  Schoolboy  Rivalry,  a  Tale,  2nd  edit.,  fcap.  8vo,  2s...  Routledge  1861 

Schoolboy  Honour,  a  Tale  of  Halminster  College,  newed  ,  fp.  8vo,  Ss6d  Routledge 1862 

Sivan  the  Sleeper,  a  Tale,  fcap.  8vo,  5s,  6rf.,  1857,  red.  to  2s Roudedge  1861 

Twelve  Foundations,  and  other  Poems,  fcap.  8vo,  5s MacmiUan 1858 

^(H.C>d:W.)  Tales  of  Charlton  School :  Cherry  Stones  and  Ist  June,  fp.  8vo,  Zs6d...  Routledge  1861 

(^.^.)  British  Butterflies  Described,  16mo,  Is  Qd Qroombridge  ...i^s^ 

— Cage  and  Singing  Birds,  fcap.  8vo,  Is Routledge  ^854 

. Cyclopffdia  of  Female  Biography,  fcap.  8vo,  5s Groombridge  .,.i%S7 

Poetical  Quotations,  fcap.  8vo,  Ss  Groomhridge  ,..i2$^ 

— — ■ Sacred,  fcap.  8vo,  5s Groombridge  ...i$t% 

Dictionary  of  Poetry  and  Flowers,  16mo,  Is Dean 1855 

Favourite  Song  Birds,  fcap.  8vo,  3«  6d   Groombridge  ...I^SS 

Grammar  and  Dictionary  of  Flowers,  16mo,  Is J)ean ^855 

Humming  Birds  Described  and  Illustrated,  fcap.  8vo,  1« Groombridge  ...1856 

-  Kentish  Coronal :  Original  Contributions,  12mo,  5s Simpkin 1841 


-^ Nests  and  %gs  of  British  Birds,  new  ed.,  16mo,  1  and  2  ser.,  ea.  Is  6<2  Groombridge  ...1861 

New  Testament  Verses,  with  Illustrations,  post  8vo,  2s  6d Partridge  1857 

Our  Feathered  Families:  the  Birds  of  PKy,  illust,  fcap.  8vo,  8s  6d.,.  Hogg 1862 

British  Birds  of  Song,  f p.  8vo,  3s  6d Hogg 1862 


, — Oriental  Text-Book :  Language  of  Flowers,  16mo,  2s  6c2 Dean 1851 

, ' — Peace  Reading-Book :  Scripture  Selections,  l2mo,  2s Bennett 1844 

Sea  Side  Lesson  Book,  18mo,  ls6rf ^roomftn'c^s  ...1856 

. — Story  of  the  Seasons,  16mo,  Is  6(2  Dean 1855 

. Wild  Flowers,  Birds  and  Insects  of  the  Months,  fcap.  8vo,  8s  6(2 Hogg 1862 

' (/oAn)  Anatomy  and  Diseases  of  the  Prostate  Gland,  8vo,  5s  Longman 1853 

Doctrine  of  Equity,  roy.  8yo,  21s    Benning 1^49 

^.^^ Lectiones  SelectsBi  ISmo,  Is— in  English,  18mo,  ls6d WhittijScer n.  d. 


1835-1862                               ADAMS ADDISON  5 

Adams  (/no.  Q*)  Life  of,  by  his  Ghandaon,  C.  F.  Adams,  8to,  lis  Boiton^U.S,  ...18^5 

life  aud  Woiks  of,  edit  by  C.  F.  Adams,  10  rola  8vo,  71  /?o»/on,^.Ai8so-*56 

— : CorreBpondenoe,  6  v.  12mo,  86«  Wiley 1841 

Oration  on  the  Jubilee  of  the  Constitution,  Syo,  Ss  Wiley 1839 

On  Sjectment^  4th  edit.,  roy.  8to,  18«  .! Benniny 1846 

(Jim. iS.)  Five  Thousand  Musical  Terms,  fcap.  8to,  If J/im.  B.  Office. ii6i 

TheFtnlmsof  Life,  12mo,  5s Bi>st<m,U.S,  ...1857 


(Jfra.)  Hints  on  Dress  for  Ladies,  18mo,  la  Groombridgt  ...1856 

(Dr.N,)  Friends  of  Christ  in  the  New  Testament,  2nd  edit.,  8to,  7>  6<i Boston,  U,S,  ...1853 

-  Disoonraes:  Friends  of  Christ  in  New  Testament,  feap.  8ro,  2s  6<i Griffin    1856 


. (i?icA.)  Memoir  of,  by  T.  Mann,  18mo,  2«  6(i    Ward 1849 

(Ao6<.)  Trealase  on  Kheumatic  Gout,  8to,  plates  4to,  21a Churchill 1857 

(J2.Z.)  Selection  of  Hymns,  18mo,  2a llatcJiard  1858 

{R,N.)  Sealed  Book  in  the  Apocalypse  Opened,  8to,  8a  6d  Parker^ Son,. m9 ^9 

—  (Sara4F.)  Viva  Perpetua,  a  Dramatic  Poem,  post  870,  da Fox 1841 

{Tko.)  Commentary  on  2nd  Epist.  St.  Peter,  ed.  by  Sherman,  imp.  8vo,  21a II.  Bohn 18^9 

10a  (Standard  Dirines)  Msbit 1861 

(7^.^.)  Typogiaphica;  or,  Printer's  Instructor,  12mo,  7a  6<2 Philadelphia... iZ^$ 

{Wau)  Cherry-stones;  or.  Force  of  Conscience,  6th  edit.  foap.  8to,  2a Jtoutledye  1861 

Distant  HiUs,  an  Allegory,  fcap.  8ro,  2a  6d,  1854,  and  la  Bivihyton  1861 

Elements  of  Christian  Science,  8yo,  12a  6(i  Philaddpkta... i%so 

Fall  of  Crcesus,  a  Story  from  Herodotus,  fcap.  8to,  2a  M  Masters 1846 

King's  Meaengers,  an  Allegory,  fcap  8?o,  2a  6<i,  1850,  and  la   Bivington  1859 

Notice  of  his  life,  with  Account  of  Bonchnrch,  post  8vo,  2a  6d Btrinyton  1849 

Old  Man^B  Home,  an  Allegory,  17th  edit.,  fcap.  8to,  2a  M,  and  la Bivinyton  i860 

—-' On  the  BeparatiTe  Prooeas  in  Human  Tendons,  plates,  8yo,  6a Churchill  i860 

Sacred  Allegories,  post  8vo,  new  edit.,  9a— illustrated,  4to,  20a Bivinyton  i86a 

Shadow  of  the  Cross,  an  All^ory,  cr.  8yo,  8a  6d,  and  fcap.  8to,  la  ...  Bivinyton  i860 

Silvio:  an  Allegory,  edited  by  C.  W.  Adams,  foap.  8vo,  2a Masters i86a 

Warnings  of  the  Holy  Week,  6th  edit.,  fcap.  8vo,  4a  6<i Bivinyton  1857 

— \W. .Bridges)  Roads  and  Bails,  their  Sequences,  Physical  and  Moral,  p.  8ro,  10a  6d  Chapman  is  JI.  i$6% 
Origin,  &c,  of  English  Pleasure  Carriages,  8vo,  7a  6rf N.  Bohn 1837 

—  (W.H.D.  History,  Topography,  and  Antiquities  of  the  Isleof  Wight,  4to,  42a ISmithA  Elder    1856 

Memorable  Battles  in  English  History,  p.  8to,  7a  M     Griffith^:  F.   ...1862 

• Men  at  the  Helm,  Sketches  of  English  Statesmen,  fcap.  8to,  8a  M Hogy 186a 

Neptune's  Heroes;  or,  the  Sea-Kings  of  England,  fcap.  8vo,  bs Griffith  is  F.  ...i860 

"Bound  about  our  Coal  Fire,*'  illust.  imp.  16mo,  bs    Jos.  Blackwood  i860 


—  (W.J.)  Enrironsof  London,  by  Blanchard,  12mo,  2a    IT. /.  Jc/ama...i849 

Guide  to  English  Lakes,  by  Blanchard,  12mo,  la  W.J.  Adams...  i^s* 

—  — —  London,  by  Blanchard,  12mo,  2a — witii  map,  8a  W.J.  Adams. ..i%so 

Watering  FhuMs  of  Engknd,  12mo,  2a  fT./.  Jciama...i349 

Adams,  Boot,  and  Sl^tser,  Singer  s  Manual,  18mo,  4a  6ci New  York 1849 

Adamson  (John)  Literature,  &c.,  of  Portugal,  post  8to,  part  1,  Sonnets,  7a  6<i   Sitrpkin     1343 

.  part  2,  Minstrelsy,  6s  6d  ...  Simpkin     1 846 

{J.L.)  Abraham  the  Father  of  the  Faithful,  18mo,  2a  6d Simpkin     1841 

■  Joseph  and  his  Brethren,  12mo,  2a  id Simpkin     1844 

■  Scripture  Metaphors,  8to,  7a  6^    Simpi-in     1849 


{Dr.L.)  Sermons,  8vo,  10a  6€i Lonyman  1838 

(RoU.)   The  Cottage  Garden,  12mo,  la   Lonyman  1856 

Adamus  Mnrimnthensis,  Chronica  sui  Temporis,  8to,  10a  6<i Petheram  1846 

Adoock  (i7eii.)  Engineers*  Pocket  Book  (J nnua/),  12mo,  6a    Simpi-in i86a 

Rules  and  Data  for  the  Steam  Engine,  12mo,  2a  6(i    Weale  1839 

Adderley  {C.  B.)  Essay  on  Human  Happiness,  ISmo,  la  6d    W.  Allan  1854 

Transportation  not  Necessary,  8vo,  2a  Parker  d:  Son  .1%$^ 

On  the  Present  Relations  of  England  with  the  Colonies,  2a    Parker  A  Son  .  1 86a 

Addey  {B.  M.)  Handbook  of  Lirerpool,  5th  edit.  3a  ;  cloth  gilt,  6s    Chapman  d:  ^.1846 

Addington  {Hen.)  Account  of  the  Abbey  Church  of  Dorchester,  new  edit.,  8yo,  6s   ...  J.II.A'J.ParkeriS6o 
Addison  {B.  B.)  Lectures  on  the  Bod  of  Moses,  with  Sermons,  12mo,  6s ;....  Bums 1846 

{CoL)    Traits  and  Stories  of  Anglo-Indian  Life,  post  8vo,  2a  6d    Smith  ik  Elder. 1$$^ 

{C.  G.)    History  of  the  Knights  Templars,  post  8vo,  10a  6d Lonyman  1851 

^^-^— — — ■ Temple  Church,  London,  8to,  6s  Lor^/man  184a 

Jaarnej  to  Damascus  and  Palmyra,  2  v.  8vo,  82a    Bentley 1838 

^— Treatise  on  Law  of  Contracts,  6\h  edit,  roy.  8to,  85a Stevens   x86a 

Wrongs  and  their  Bemedies,  toy.  8to,  80a Stevens  i860 


(G.  A.)  Indian  Reminiscences,  8yo,  14a Bull   1837 

{Hen.)    Hand  Book  for  Tourists  in  Belgium,  18mo,  5a Washhoume  ...1839 

(H.R.)  Diaiy  of  a  Judge,  fcap.  8to,  2a  Ward  d:  Lock  .iZho 

BeooUections  of  an  Irish  Police  Magistrate,  fcap.  8vo,  2a  Ward  ds  Lock  .i86x 


{Jos.)    Essays  on  Taste  and  Pleasures  of  Imagination,  8vo,  2a  6rf WaUon  n.  d. 

Gems  from  the  Spectator,  24mo,  la  Philip    n.  d. 

Life  of,  by  Miss  Aikin,  2  v.,  post  8to,  18a  L&nyman   1843 

Works,  by  Bp.  Hurd,  ed.  by  H.  G.  Bohn,  6  v.  post  8to,  each  8a  6d.  II. Bohn 1853-5 

(JuUa)    Crow's  Nest  Farm,  a  True  Tale,  post  8to,  10a  6rf     Saunders  de  O.1861 

Bffie  Vernon  ;  or.  Life  and  its  Lessons,  post  8vo,  10a  6d    Marlborouyh  ..i860 

Sister  Kate  ;  or,  Power  of  Influence,  fcap.  8to,  3a  6d  ;  Illust.  5a  ...  Marlborouyh  . .  1856 
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Addison  (^frs./.)  Loring  Worda  plainlj  Spoken  to  Poor  Women,  12mo,  1«    ^  /.  F,  Skam   ...i86a 

(Tho.)   Effects  of  Diseue  of  the  Supra-Renal  Caprales,  4to,  21« CkwrckiU  1856 

(Wm,)    Cell  Therapeutics,  8to,  4«  OkurekiU  1854 

Treatise  on  Healthy  and  Diseased  Stnicture,  Ice.,  8yo,  12«     ....v-..  Chmrkill  1849 

Two  Half-Crowns  ;  or,  Selfishness  and  Generosity,  32mo,  U6d Simpkin 1861 

Addon  (Edher)  Forest  Orange,  a  Series  of  Twelve  Letters,  12mo,  1«  HamUUm 1861 

Address  to  Medical  Students  Choosing  a  Profession,  18mo,  8f  M   CkwrddU  1843 

Addresses  by  Lords  Rectors  of  Glasgow,  edited  by  J.  B.  Hay,  roy.  Sro,  10s  M Pnuer   1837 

*— ^— -  and  Messages  of  the  American  Presidents,  4th  edit.,  8to,  14«   WtUtf 1843 

Sermons  at  Weston-super-Mare,  1858,  12mo,  2s  6«f HamiWrn  1854 

to  Medical  Students,  by  Dr.  Alison  and  others,  1865-6,  12mo,  8<  6c<   lAmgman  1S56 

:  Members  of  Church  of  England  on  Religious  Subjects,  12mo,  2s  Ptper   185S 

^  Those  who  Wish  to  go  to  Heaven,  8to,  Is     8uUy 184a 

Adelaide  (Q^een)  Memoir  of.  Consort  Wm.  lY.,  by  Dr.  Doran,  poBt8To,  2«6c<  BenHeg 1861 

AdeUide  Lindsay,ed.byA.of  Em.Wyndham,  8y.,  p.8to,  81s 6(i,  CcOnunHy  i85o;f^  1#  BmUUdgt  1851 

Adeline ;  or.  Mysteries,  Romance,  k  Reality  of  Jewish  Life,  by  A.  of  Leila  Ada,  12mo,  2t  Simpkin 1 86m 

Adeney  (W.)  Memoir  of  :  Wearing  not  Rusting,  2nd  edit,  fcap.  8yo,  2s    Dabon  ...* i860 

Adiard  (O.)  Sutton-Dudleys  of  England  and  Dudleys  of  Massachusetts,  N.E.,  8to,  9s  J.R.SwUih i86a 

Adler  ((?.  /.)  German  and  English  Dictionary,  roy.  8yo,  82s  New  York 1857 

Admiralty  Administration ;  its  Faults  and  its  Defaults,  2nd  edit. ,  8vo,  fit    Longman  ..*....  1 86 1 

Adolphus  {Dr.E,)  Essay  on  the  Pathology  of  the  Urine,  8yo,  6c /.  Zes     183$ 

(/.  L.)  Letters  from  Spain  in  1856-57,  post  8vo,  10«  M  Murray 1858 

(John)  History  of  England,  Geo.  IIL,  V.  1  to  7,  8vo,  each  14s  /.  Xee     1840-5 

'56 


(OUo)  Compendium  Theologicum,  for  Students,  2nd  edit.,  12mo,  5s  Bell  S  Daldjf  .,\%%l 

Adonibesek  ;  or,  the  Answer,  12mo,  Is  6(i    WkUiaker 185a 

Adopted  Child,  aStory,  by  the  Author  of  Katherine  Douglas,  fcap.  8vo,  Ss6<2 SeeUy 186a 

Adomo  (J.N,)  Introduction  to  Harmony  of  the  Universe,  roy.  8vo,  12s Weak    185m 

Adrian,  a  Tragedy,  8vo,  2s  6<i     Boeworth   1848 

Adshead  (Jot.)  Progress  of  Religtous  Sentiments,  12mo,  2s     HonUton    185a 

(Jo9.)  Prisons  and  Prisoners,  8vo,  7s  6(i    Jiongman  ..2. ..1845 

Advent  Readings  from  the  Fathers,  12mo,  !^    J,BJ:J,Patiheri2$2 

Adventures  at  the  Gold  Fields,  in  the  Bush,  &c.,  12mo,  Is    Dean 1859 

in  Borneo,  2nd  edit.,  post  8vo,  7«  6^ Colbum 1849 

in  the  late  Hungarian  Campaign,  edit,  by  Tyndale,  post  8vo,  10s  6d    ...  BentUff 1850 

— ^ Moon  and  other  Worlds,  8vo,  12s  Longman  1836 

of  Biddy  Dorking  and  the  Fat  Frog,  16mo,  2s  6d ;  ool.  8s  6<l GrijUk  S  F.  ...1857 

Caliph  Haroun  Abischid,  post  8vo,  2s  6d    A,  Mall 1855 

Gold  Finder,  written  by  Himself,  8  v.  post  8vo,  81s  6rf CoUmm 1850 

—— ^ Mr.  Ambiguous  Law,  an  Articled  Clerk,  by  Carr  Bunkle,  cr.  8vo,  5s  .  Jae.  Blaehpoodi96o 

My  Cousin  Smooth,  by  Timothy  Temj^eton,  12mO)  Is  dd    Ward  A  Lode  .1857 

Obadiah  Oldbuck,  oblong  8 ro,  7s  Bog^u    1841 

Quintin  Harewood,  16mo,  8s  6d    OrifilkAF.  ...183^ 

—  Sifmor  Gandentio  di  Lucca,  12mo,  2s  6«f  Benneti 1851 

-*—  Sir  Frissle  Pumpkb,  and  other  Tales,  12mo,  sewed,  2s  6d  ;  doth,  Ss.  Blaekwoods  ...1846 

■  Sydenham  (Greenfinch  in  London,  12mo,  Is  BmUUdge  1854 

--^-— Ten  Princes,  Sanscrit  Text,  by  H.  H.  Wilson,  roy.  8vo,  10s  6rf Aliens  Co,   ...1850 

WiUis  the  Pilot,  12mo,  2s  ;  iUustrated,  Ss  6d  C.  H,  Clarke...\%s7 

•  a  Donkey,  by  Armbella  Argus,  18mo,  Is  6<l  Darion  -1839 

— Gentleman  in  Search  of  the  Church  of  England,  12mo,  2s  J.  Chapman  ...1853 

Greek  Lady,  written  by  Herself,  2  v.  post  8vo,  12s Volbwm 1840 

Horse  in  Peace  and  War,  4to,  Is    Ward 4:  Lock.., iS$i 

Lady  in  Tutary,  Thibet,  China,  &c.,  post.  8vo,  7«  6rf Hope 1853 

Salmon  in  the  River  Dee,  with  Notes  for  Fly- Fishers,  12mo,  Ss  9d  .  Pickering  1853 

Volunteer,  translated  from  the  French  by  Copland,  12mo,  2s Wardd:  Zodb...  1858 

an  Attorney  in  search  of  Practice,  2nd  edit.,  post  8vo,  2s Ward  A  Lock...  isto 

with  My  Stick  and  Carpet  Bag  in  Austria,  &c.,  12mo,  Is J  at.  Blackwood  1854 

Wild  Animals:  Zoological  Notes,  ^.,  post  8vo,  5s Jkan  ...« 1857 


Advice  to  Clerks,  18mo,  Is MitckeU    1847 

a  Young  Gentleman  on  Entering  Society,  18mo,  2s  6d    Bailg    1839 

Adye  (Lt.Ool.  /.)  Defence  of  Cawnpore  under  General  Windham,  8ro,  2s  Cd Longmttn  1858 

Reriew  of  the  Crimean  War,  8vo,  7s  6<2 NvrHdsB,    ...i860 

£lfrio*s  Anglo-Saxon  and  English  Homily  on  St.  Gregory,  by  Elstob,  8vo,  6s    Pitkering  1849 

_.^— __^ ■  by  Thomson,  18mo,  Ss Lutnleg 1851 

iEschines,  Oratio  contra  Ctesiphon,  English  Notes  by  Arnold,  12mo,  4s    BMngton  1851 

— — -et  Demosthenes  de  Corona,  Bekker,  18mo,  2s    J.  ff. d*J, Parker ii$^ 

■  A  Stock,  er.  Svo^  Ss Simpkin  i86x 

— — — ^-^^^_ transl.  byMongan,  12mo,  2s   Simpkin  1859 

fisehylus,  Tragcediie,  Gr.,  A  Dindorf,  8vo,  6s  6rf J.Ji.SfJ.Parken9$i 

— ^ Tom.  2,  Annotationes,  2  v.  8vo,  10s J.Il.d'J.Parkeri$^i 

Tom.  3,  Scholia,  8vo,  5s J.  H. A  J.Parker  \t  it 

2v.  8vo,  16s J.H.*J.Parkeri%ii 

Notes  by  Pfcley,  2nd  edit.,  (Bibliotheca  Classica),  8vo,  18s Whittaker 1861 

with  Short  Notes,  ISmo,  Ss J.If.dfJ.ParkeriSsi 

byPaley,  18mo,  8s Bend:I>aldy...i$$9 

with  English  Notes  by  Peile,  8vo,  12s  Mwray 1849 
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JBwkjIoB  Tn^BBdim,  Short  Notes  to,  ISmo,  8«  M J,£JrJ,ParhentsS 

TngvdieB,  in  Bagluh  by  Bnckley,  post  8to,  5« Jf.Bokn 1849 

with  litezal  tmnslation,  by  Dr.  Giles,  V.  1,  18mo,  8i CWniiA i«6o 

, in  Soglii^  UtenUy  translated,  3rd  edit,  8vo,  7«.  6<L WhiUaker iS4» 

. AgunemBon,  Gr.,  A  Pale,  8to,  9«   Mwray 1844 

■ and  English,  Notes  by  ConingtoD,  8to,  7>  M    Parker  dk  80m  .1848 

A  Bbmfield,  8to,  12»  Feihwe$ 1839 

Pkley,  8to»  4«  6d     BHld:  DaUfy.,.nsi 


in  English,  by  Blew,  post  8to,  7«6d Longman  1855 

Sewell,  18mo,  Am Longman  1846 

W.  Pfcter,  fcap.  8vo,  it  i'At7a<W|i*fa...i85a 


Choephone  et  Eamenides,  Gr.,  A  Pkley,  8to,  7«  <W BdlS  J>aldg...i%4^ 

•  and  Ptvmethens,  in  English,  by  Pox,  12nio,  8f    Job,  Bokn 1839 

tzmnslated  by  H.  W.  Herbert,  12mo,  5i  td J,  Chapman  ...1849 

ChoephoTSB,  Gr.,  A  Blomfield,  8to,  %$    Fdlowa 1836 

Coniagton,  post  8to,  0t  ^ Parker  A  Son  ,i9 $7 

ROey,  8to,  8f  (W BdlA  DaUy..,i%^% 

Peile,  8yo>  »•  Marray 1844 


and  Scholia.  Beyiaed  and  interp.  by  J.  P.  Danes,  8to,  U  td  .    Bell^  Daldg,.A%^% 


•Bnmenidea,  Gr.,  A  Dnke,  8to,  *IsM  MaemiUan 1853 

linwood,  8vo,6# J M,  A  J, Parker  i%^ 

Pfcley,  8to,  if BtUde  Daidy.,.i%si 

-  Seholefield,  8to,  4s  6d    RivivgUm  1843 


Dissertations  on,  by  H&Uer,  2nd  edit,  post  8vo,  6s  9d    Parkerde Son..,i%s\ 

Translated  by  Swayne,  8to,  Is 6d Bkuikwwidt   ...i8$4 

Hermann's  New  Readings  in,  edit.  byBoigess,  post  8to,  8f  (kl H.Bohn 1853 


.  Ulwtaations  of,  by  Boyes,  8to,  9« WkiUaker 1844 

,  Lezioon,  bylinwood,  2nd  edit,  8yo,  12s  WalUm  ....1847 

— > Lyrical  Dnmas,  tianslated  with  Life  by  Blaehie,  2  ▼.  post  8to,  16s Parker  A  Son... i%s^ 

P^rsa,  Gt.,  a  Blomfield,  8to,  6s    PeUowe»     1857 

_ Pkley,  8to,  UM BeUdfJ>aldy...i%^7 

mJtt —  with  translation  by  Wood,  post  8to,  4s  6if  Belidf  lkUdg„.i9sS 

Popular  Bnglbh  Specimens  o£,  18mo,  8f  6c< Tegg  1848 

■  PKnaetheas  Yinctos,  Gr^  A  Blomfield,  8th  edit,  8yo,  8f Feliowet 1846 

Griffiths,  8yo,  6f J.HJbJ,Pairkeri%^% 

Pkley,  8to,  4s BeUd:Daldy...i%^<b 

Richmond,  8vo,  6s ^ Pickering  18^7 


with  Notes,  by  Davies,  12mo,  If   KtHue   186a 

in  English,  by  Pembroke,  8to,  8f  WkUtaker 1844 

Swayne,  8yo,  2s642    Whitiaker 1846 


Yersc,  by  C.  C.  Clifford,  8to,  2s   J,H.SJ.Pafrkeri%s% 

-  and  Sophocles  Bleetra,  in  English,  by  Fox,  8to,  8s  64^ Harvey  1835 


Septem  contra  Thebas,  Gr.,  A  Blomfield,  8to,  8s    Fdhmet 1847 

Grifilths,  8vo,  6s J.Jf.dfJ.Parkerii^s 

.  Paley,  8ro,  6s  fid BeUd:  Daldy... 1^47 


—  SnppUoea,  Gr.,  A  Paley,  8yo,  4s  6<<  BdlADaldy    1844 

Pbbaks,  Gr.,  k  Babrias,  edidit  G.  C.  Lewis,  p.  8to,  5e  6d,  1S47  ;  Pt.  2,  8s  6<(  Parker  dt  Son   1859 

Hamiltonian  System,  12mo,  6s AyloU    i86a 

Lai.,  HamiltonianQystem,  ]2mo,  4s    AyioU    i86a 


-*  life  of,  arranged  for  Children,  translnted  by  Diefits,  16mo,  Is  6d Dean 185a 

-^  and  other  FaUea,  Illnstratod  by  Bennett,  4to,  6s  ;  ooloored,  10s  6i< Kent  1857 

-by  Croxall,  fc^>.  8to,  8s  6(2 Simpkin i860 


BaUes,  by  James,  100  lllnstrations  by  Tenniel,  8to,  16s,  1848  ;  12mo,  2s  6d.   Murray 1851 

with  Woodeata,  32mo,  Is,  *%mf>ik»n;  82mo,  Is Tegg  186a 

InstraetiTO  Applications,  lUnstrated,  18mo,  Is  6d  B.  Lea 1858 


by  Bewick,  8to,  10s;  roy.  8to,  12s;  imp.  8to,  dls6d If.  Bokn 1850 

Cnnall,  12ino,  4s— with  Tfgnettea,  12mo,  12s   Bivington  1846 


&«baftk  Pkpeia,  edited  h]r  Elis.  P.  Peabody,  8to,  6s  Moslem,  £/.&... 1849 

'~     '  D,  ito  Flowen  and  Fmit,  8  ▼.  post  8to,  81s  6d Newby    1848 

B*8  Keepsake:  Flowers  of  Poesy,  32mOk  2s6<i Simjiin 1845 

^^ Fnrting  Gift,  82mo,  Is  6(i Nelton  1845 

^—  Soarenir :  Ohriginal  Poems,  by  A.  C.  D.,  18mo,  Is ^ WkiUaker 1850 

Aflicted's  Refuge  :  Prayers  in  Distreos,  12mo,  2s  6(2  ^.  Oroombndge  ...iZ^o 

AMietioB*s  Harp;  or.  Verses  on  Passages  from  Scripture,  82mo,  8s  Simpkin 1841 

Afrien  RedeeBBod  hjr  the  Growth  and  Prospects  of  Liberia,  12mo,  8s  6(2 ^ Niebei 1851 

Afler  the  Wedding,  l^  Author  of  '*  Lady  Unn,"  fonp.  8vo,  2s W,  Weeley 1856 

mooa  of  Unmarried  Life,  l^  Anthor  of  **  Moming  Clouds,"  2nd  ed.,  fp.  8to,  6s  Longman  1859 

'  (Jfrs.)  From  Ere  till  Morn  in  Europe,'  poet  8yo,  10s  6(2 ^ NeAy   i860 

Kuifl^of  the  Cross,  a  Tale,  fb&p.  8to,  6s Newby   1857 

(X.)  Bss^  on  GbasificatioB  of  the  Animal  Kingdom,  8to,  12s Longman  1859 

GsBiributions  to  Natural  History  of  Acalepha  of  N.  America,  4te,  42s...  CaiR&rid^,^.^.  1849 

America,  2  r.  4to,  72  7s BoeUm^U.S,  ...1857 


-  Lake  Superior;  with  NairatiTo  of  the  Tour  by  J.  E.  Cabot,  24s Boeton,U.S.  ...1850 

-Lsetnreson  GompantiTe  Embryology,  Sm .'. Boalon^U.S,  ...1849 

-  aad  Gould,  ComparatiTe  Animal  Physiology,  post  8to,  6s  H.Bokn, 1851 
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Aga&Hiz  (Zi.)  and  Gould,  Principles  of  Zoology,  12mo,  7«  6rf B(}tton,U:S.  ...i?46 

Agatha  :  Illustnting  part  of  the  6th  Chapter  of  Ephesians,  4to,  5s Griffith  A  P.  ...i8$6 

— ^—Beaufort,  a  Novel,  by  Author  of  "Pique,"  8  y.  post  8to,  81«  M Smith  A  Elder  185a 

Agathoma,  aRomance,  fcap.  8yo,  6t    Moxon  1844 

Agden  Court,  a  Tale  for  Children,  12mo,  2<  6c2    Highley i8^a 

Age  (The) ;  a  Letter  on  Improvement  of  Sacred  Architecture,  12mo,  8s  6d Batekard  1850 

of  Lead,  a  Poetical  Satire,  by  Adolphus  Pasquin,  8vo,  ^6d  Judd^  GUtn    1858 

Little  Men;  a  Review  of  Faroe,  fcap.  8vo,  2»M Hardviekt 186* 

Ages  of  Female  Beauty,  Illustrated,  edit  by  F.  Montague,  4to,  21c Bogvie 1837 

Aggesden  Vicarage,  a  Tale  for  the  Young,  2  v.  fcap.  8vo,  9f  Parker  A  Son,.. i%S9 

Aglen  {A.S.)  Lucknow  ;  the  Newdigate  Prize  Poem,  12mo,  1«  M Whiiiaker 1859 

Agnel  {H.R.)  Chess  for  Winter  Evenings,  post  8vo,  12s  M J. Chapman.... i%^% 

Agnes  Home,  illustrated  by  Pearce,  cr.  8vo,  new  edit.,  2«6d Simpkin i86a 

Hopetoun*8  School  Days,  by  Mrs.  Oliphant,  I2mo,  red.  to  3<  6(2 MacmiUan 186a 

Maynard;  or,  Dreams  and  Realities,  post  8vo,  10«  6rf Hope 1853 

Morton;  or,  the  Idolatry  of  the  Heart,  18mo,  2»6(i Sftfey 1847 

Yalmar,  a  Novel,  8  v.  poet  8vo,  81«  6<i Chapman4kII...iis^ 

Waring,  edit,  by  Author  of  *•  Kate  Vernon,"  8  v.  post  8vo,  31s  Qd   Netcby 1856 

and  the  Little  Key ;  or.  Bereaved  Parents  Instructed,  8rd  edit.,  fcap.  8vo,  Is  dd  Knight  A  Sim...  i860 

Agnew  {5*rJ.)  Memoirs  of,  by  Dr.  McCrie,  8vo,  10s  6rf Groombridge  ...1850 

(Z>.Ci4.)  Soul's  Business  and  Prospects:  Sermons,  post  8vo,  ^ Nithti i86a 

(E.G.)  Geraldine,  a  Tale  of  Conscience,  12mo,  8s  6(i Dolman 1838 

...^  Tales  Explanatory  of  the  Sacraments,  2  v.  12mo,  Ts Dolman 1846 

■  Tonng  Communicants,  18mn,  2s    Dolman 1840 

^—  {B.C)  Remarks  on  the  Great  Pyramids  of  CKxeh,  4to,  7«  6(i    Longman 1838 

Agricultural  Chemistry  Explained,  12mo,  8s  6(2   Soc.P.C.K.    ...1849 

Agriculture  in  Flanders  (Lib.  of  Useful  Knowledge),  8vo,  2s  E.  Law 1838 

Agriculturist's  Calculator,  12mo,  9s  Elackie 1851 

Agrippa  (H.C.)UU  of,  by  Hen.  Morley,  2  v.  post  8vo,  18s Chapmand:H...i%^6 

Aguiiar  (Grace)  Days  of  Bruce,  a  Story,  new  edit.,  fcap.  8vo,  6s  Groombridge  ...i%6o 

Home  Influence,  a  Tale,  with  Memoir,  new  edit.,  fcap.  8vo,  5s Groombrit^  ...1Z60 

— ^— Scenes  and  Heart  Studies,  new  edit.,  fcap.  8vo,  5s Groombridge  ...rt6o 

Jewish  Faith,  its  Consolation,  Ac,  fcap.  8vo,  9s  Groombridge  ...iS^6 

• Mother's  Recompense,  a  Tale,  new  edit.,  fcap.  8vo,  6s Groombridge  ...1^60 

Records  of  Israel,  fcap.  8vo,  2s  6d Groombri<i^  ...1$^^ 

Vale  of  Cedars;  or,  the  Martyr,  new  edit.,  fcap.  8vO|  5s Groombridge  ...i860 

— —  Woman's  Friendship,  a  Story,  new  edit. ,  fcap.  8vo,  5s Groombridge  . . .  1 860 

Women  of  Israel:  Illustns.  from  Scripture,  n.  ed.,  2  v.  fp.  8vo,  lOs  Groombridge  ...i860 

Auk  (Dr. p.)  Elbxbntabt  Foriion  Works,  vis.  : —  * 

Danish  Grammar,  by  Lund,  2nd  edit.,  12mo,  4s  Thimm  i860 

Dutch  Grammar,  2nd  edit.,  12mo,  is Tkimm  i860 

• remodelled  by  Henri  Van  Laun,  I2mo,  3s  6(2  Thimm  i86a 

French  Book,  Child's  First,  16mo,  8s Thimm  1853 

.y Class  Book  for  Beginners,  16mo,  Isdd .* Thimm  i86a 

Commercial  Letter- Writer,  fcap.  8vo,  isM Tr&bner 1861 

Conversation,  by  F.  Ahn  and  English  Assistants,  12mo,  2s  6(i    TrUbner 186a 

Course,  First  and  Second  (Author's  Own  Edit.),  12mo,  each  Is  ;  1  v.  8s.   TrObner 1861 

—  by  Buchheim,  3rd  ed.,  12mo,  each  Is  ;  1  v.  8s..   Williams  A  N..i%$^ 

Key  to  Exercises,  12mo,  each  %d.,  Williams^ N..\%s% 

■  Didier,  12mo,  each  U6d;  Keys  to,  ea.  Is  6d  Allman i85<5 


Third,  a  Prose  and  Poetical  Reader,  by  Buchheim,  12mo,  Is  6d..   Williams  A  N.,  1859 

—  Dialogues,  byDagobert,  12mo,  IsQd;  Key  to,  Isdd   AUman 1857 

—  Grammar,  8rd  edit.,  12mo,  Ss  6(2;  Key  to,  Is  Thimm  1863 

—  I^oetry  Book,  by  Didier,  I2mo,  Is  6d  ;  Key  to.  Is  6d  Allman 1854. 

—  Reader,  First,  12mo,  ls6(2 Thimm  1855 

by  Didier,  12mo,  Is  6(2  ;  Key  to.  Is  6(2 Allman i86» 


— — —  School  Grammar,  by  A.  Buchheim,  12mo,  3s  ;  Exercises,  2s  6(2  ;  in  I  v.  5s  Williams  A  N..i%s^ 

German  Book,  Child's  Course,  16rao,  8s Thimm  185a 

Commercial  Letter- Writer,  fcap.  8vo,  4s  6d  Triibner 1861 

Course,  First,  12mo,  Is  6(2  ;  2  parts  complete,  8s Williams  A  N.  x86x 

Key  to  Exercises,  8(2 WiUiamsA  iV.i86o 

Third,  a  Reading  Book,  12mo,  Is  6(2    Williams  A  N.  1 2 s^ 

First  and  Second,  1  vol.,  1 6th  edit.,  12mo,  8s    Thimm  x86o 

12mo,  3s    Triibner 1861 


First,  by  Pfeiffer,  12mo,  Is  6(2;  Key  to.  Is  6(2 Allman 1863 

Second,  by  Monteith,  12mo,  Is  6(2;  Key  to,  Is  6(2 Allman i86a 

Third,  12mo,  Is  6(2 Thimm  1857 

—  Dialogues,  by  Pf eifier,  I2mo,  Is  6(2  ;  Key  to,  Is6(2  AUman 1857 

—  Grammar,  I2mo,  is  6(2  ;  Key  to  Exercises,  Is  6(2 Triibner 1861 

-byMeissner,  Srdedit,  I2mo,  8s  6(2;  Key  to.  Is  Thimm  i860 


-  Manual  of  Conversation,  for  English  Tntvellers,  I2mo,  2s  6(2  Triibner 1861 

Poetry,  I2mo,  8s   TriUmer i860 

Reader,  First,  by  Altschul,  I2mo,  Is  6(2 ;  Key  to,  Is  6(2  Allman 1857 

Greek  Course,  First  and  Second,  by  Monteith,  I2mo,  each  Is  6(2;  Keys,  ea.  Is  6d  Allman  ....1856-59 
Hebrew  G^iammar,  by  Herzheimer,  1 2mo,  4s 7%tm«i  i860 


•18a5-l8te  AHN AINSWORTH 

Abs  (Dr.  P.)  Blkkkhtabt  Foreign  Works,  cowtitiued. 

Italian  Conrae,  Autbor'a  edit,  12mo,  8«6d TriAntr, 

'        First  and  Second,  by  Mcntcith,  12mo,  each  1«  (id ;  Keys,  ea.  U  6d  AUman  . 

•  Qrammar,  by  Marebetti,  3rd  edit.,  12ino,  45;  Key  to,  Is Tkimm  . 

'  Reader,  First,  by  Monteith,  12mo,  U  Qd  ;  Key  to,  U  6d  AUman  . 


Latin  Ooane,  Firsts  by  Monteith,  12mo,  Is  9d  ;   Key  to.  If  6d Alhnan  . 

Second,  by  A.  H.  Monteith,  12nio,  Is  6d   AUman. 

Grammar,  by  Seidensiucker,  2nd  edit.,  12mo,  Ss  ;  Key  to.  Is  6d Thimm  . 

Portugese  Ghrammar,  byCabano,  2nd  edit.,  l2mo,  is Tkimm  . 

Spanidi  Conne,  First,  by  Foerster,  12mo,  Is  M  ;  Key  to,  Is  6d    AUman  . 

Grammar,  by  Salvo,  2nd  edit.,  12mo,  is  ;  Key  to,  1«     Tkimm  . 


Svedish  Grammar,  by  Lenstrdm,  2nd  edit.,  12mo,  is Thimm 

Abrens  (H.L.)  Blementary  Greek  Reader,  edited  by  Arnold,  12mo,  Ss  Ritington  

Aid6  {HamiUon)  Carr  of  Garrlyon.  a  Norel,  3  vols,  post  8to,  Sis  6<i    Smith  *  Elder, 

Eleonore,  and  ofber  Poems,  12mo,  5«    Chapman  ds  J/. 

Aide-M6moire  to  the  MiHtaxy  Sciences,  2nd  edit.,  3  vols.  roy.  Svo,  905 Lochoood  

Aids  Oflered  to  a  Tonng  Christian,  12mo,  Is^d   Jteife: 

to  Catechetical  Teaching,  by  a  Cleigyraan,  leap.  Sto,  Ss6d  Seeley 

'  DeTelopment ;  or.  Mental  and  Moral  Instruction,  4th  edit.,  fcap.  8to,  6s Seeley 

Bngliah  History  :an  Epitome  in  Rhyme  to  1688,  12mo,  Is     Groombridge  ... 

Faith :  a  Series  of  Theolt^cal  Essays,  edited  by  C.  Thomson,  2nd  ed.,  8to,  95  Mwvray     

-Prayer,  roy.  32mo,  Is  (W    Strahan 


Aiken  (P.  P.)  ComparatiTe  View  of  the  British  and  American  Constitntions,  12roo,  Ss  L<m(/man  .... 

' War  ;  Religionsly,  Morally,  and  Historically  Considered,  12mo,  25    ...  Hamilton  .... 

Aikin (^rtJUir)  Calendar  of  Nature,  nev  edit.,  fcap.  8yo,  2s  6d Van  Voorst  . 

Illnslarstions  of  Arts  and  Manufactnres,  fcap.  8vo,  85 Van  Voorst  . 

(A.AtL.)  SreningB at  Home,  12mo,  3f  6<2,  Longman,  1858;  12mo,  ^Gd  Roulledgt  .... 

-24mo,  25,  Vomidt,  1850;  18mo,  ZsM    Washboumt  . 


{Berlc.)  The  Dean  ;  or,  Popalar  Preacher,  a  Noyel,  8  yoIs.  post  8to,  Sis  6<i  ...  Saunders  A  0, 

•Old,  Ohi  Story,  Lore,  kc.,  post  8vo,  IO5  W SaundersdiO. 


{Edm.)  Designs  for  Villas,  Rural  Buildings,  &c,  4to,  125    WeaXe.. 

-  {gfoikm)  Arts  of  Li£e,  edit,  by  Lucy  Aikin,  nev  edit.,  18mo,  I5  Qriffin    ... 

—  Letters  firom  a  Father  to  his  Son,  new  edit.,  fcap.  8yo,  55 W.  Smith 

-  Select  Works  of  the  British  Poets,  8to,  I85 Longman 


(^aejr)  Holiday  Stories  for  Toung  Readers,  18mo,  Is  id    Groomhridgt ... 

Aiknan  (J.)  Account  of  the  Tournament  at  Elginton,  4to,  IO5  6<2 ;  coL  155  Smith  A  Elder, 

(jTos.)  Aoeount  of  CoTenanting  in  Scotland,  8ro,  IO5   Nishet    

— ^— Annals  of  Persecntione  in  the  Church  of  ScotUnd,  8ro,  95  6(2  Smith  A  Elder, 


History  of  Scotland,  6  vols.  8vo,  6O5  Elackie  , 

{•/.  L.)  Cross  and  the  Sepulchre,  Meditations,  fcap.  8vo,  55 Griffin    , 

: —  Cyclopediaof  Cfanstian  Missions,  2nd  ed.,  cr.  Svo,  9s  M    Griffin    . 

Mornings  at  the  Sepulchre  ;  or.  Risen  Redeemer,  fcap.  8yo,  85  6<2  Griffin    , 


-  Sabbath  Evenings  at  Calvary,  fcap.  8vo,  ZsGd Griffin 

Alley  Moore,  a  Tale  of  the  Times,  by  Father  Baptist,  12rao,  35  Dolman 

Aiiieford,  a  Family  History,  by  author  of  John  Drayton,  3  vols,  post  8vo,  8I5  6<i Hurst  A  B 

Aimaid  {(hataxt)  Border  Rifles:  a  Tale  of  the  Texan  War,  fcap.  8vo,  25  ;  Illust.,  85  td  Ward  A  Lock 

■ Chief  of  the  Aucas  ;  or,  Foster  Brothers,  nevedit.,  fcap.  8vo,  25  ...  Rovtkdge  

Freebooters,  a  Story  of  the  Texan  War,  fcap.  8vo,  25 Ward  A  Lock 

Gold-Seekers,  a  Tale  of  California,  fcap.  8vo,  25  ;  Illust ,  85  Crf    ...   Ward  A  Loch 

■ Indian  Chief,  the  Story  of  a  Revolution,  fcap.  8vo,  25  ;  Illust.,  85  6rf  Ward  A  Lock 

■  Scout,  a  Story  of  the  Aztec  City,  fcap.  8vo,  25 Ward  A  Lock 


'  Last  of  the  lacas,  a  Romance  of  the  Prairies,  fcap.  8vo,  2s    Ward  A  Lock 

'  Loyal  Heart ;  or,  the  Trappers,  tr.  by  Robson,  fcap.  8vo,  Is  Gd    ...  Routhdge  

■  Pirates  of  the  Prairies,  fcap.  8vo,  25    Ward  A  Lode  , 

'  Prairie- Flower,  Adv.  on  the  Indian  Border,  fcp.  8vo,  25;  Illust.,  Ss6d  Ward  A  Lock  . 

-  Queen  of  the  Savannah,  a  Story  of  the  Mexican  War,  fcap.  8vo,  25  Ward  A  Lock  . 

■  Red  Track,  a  Story  of  Social  Life  in  Mexico,  fcap.  8vo,  25 Ward  A  Lock  . 

•  Tiger-Slayer,  a  Tale  of  the  Indian  Desert,  fcap.  8vo,  25;  Ulnst.,  85  6(2  Ward  A  Lock  . 

TraU-Honter,  a  Tale  of  the  Far  West,  fcap.  8vo,  25   Wai-d  A  Lock  . 

'  Trapper's  Daughter,  a  Story  of  the  Rocky  Mountains,  fcap.  8vo,  25  Ward  A  Lock  . 

-  White  SeUper,  a  Story  of  the  Texan  War,  fcap.  8vo,  25 Ward  A  Lock  . 


Aim6-Martin(i^.)  Education  of  Mothers  of  Families,  by  Le^»  post  8vo,  55  6(2    W.J, Adams  . 

Language  of  Flowers,  11th  edit.,  18mo,  IO5  6<2  Saunders  A  0, 

in  French,  roy.  82mo,  95  6<2 *.....  Bogue    n,  i. 


AhB^e  :  the  Story  of  a  Life,  cr.  8vo,  85  6<2    Marlborough. 

AiaM  and  Ends:  a  Novel,  byC.  C.  G.,  3  v.  post  8iro,  Sis  6d Newhg    

Ains**' (^^»)  P^ittr  Diseoones  on  Repentance,  12mo,  25  6<2    Parker  A  Son  , 

Sermons  on  Ptayer,  12mo,  2s  6d  Parker  A  Son  , 

• 1  Cor.  XV.,  2nd  edit.,  fcap.  8vo,  85 Rivington  

AisslSe  (Om.)  IlliMt.  of  Anglo-French  Coinage,  4to,  255,  1830  ;  Supp.  to,  4to,  125...  Heame  

■  {John)  Antipathy  ;  or,  the  Confessions  of  a  Cat- Hater,  3  v.  post  8vo,  8I5  6(2  Macrone    

Ernest  Campbell :  an  Historical  Novel,  3  vols,  post  Svo,  3l5  6c2    Cochrane  

— — Treatise  on  Land  Surveying  :  Galbraith,  8vo,  plates  4to,  2I5     Blackwoods   ... 

Aiasworth  (Geo.)  and  Teates  (/.)  Treatise  on  Elements  of  Algebra,  8vo,  45 Routledge 

"     '  -^ —  {Hen.)  Annotations  on  the  Pentateuch,  2  vols.  8to,  245    Blackie 


10  AISSWORTH ALADDIN  1836-1862 

Aixuswortii  (Robt)  Latin  Dictionary,  by  Barker,  12mo,  Ued  C.  ff.  Law    ..  1837 

BcatBon  and  Ellifl,  imp.  Svo,  15«  H.Bohn 185a 

Carey  and  Moreil,  new  edit.,  8vo,  10«  Qd LongnM^  1861 

. Duncan,  Syo,  9i Simpkin    1845 

. Dymock,  40th  ed.,  roy.  ISmo,  isM;  bd.,  5s  Tegg  1862 

■ Jamieson,  8to,  9«    H.Bohn 1847 

R08B,  8?o,  10« Mozley   1843 

(ir.  F.)  Researches  in  Babylonia,  Assyria,  &c.,  Sto,  12«  6d    Parker  dt  Son  .i%i% 

' Travels  in  Asia  Minor,  &c.,  2  vols,  post  8vo,  24a     Parker  d:  S<m  .184a 

Track  of  10,000  Greeks,  post  8vo,  7>  ed    Paricerd;  Son  .1844 


(IT.  71.)  Anriol,  12nio,  1«     Chapman  tk  B.iSso 

BaUads,  Romantic,  Fantastic,  and  Humorous,  fcap.  8vo,  2t  RouUtdge  ^855 


Constable  of  the  Tower,  St.  post  8to,  31«  6(£,  1861 ;  1  y.  p.  Svo,  5s  Chapman  ds  B.iS6% 

Crichton,  8vo,  18«,  Tegg,  1849 ;  fp.  8to,  Is  6d  ;  Illustrated,  8to,  5s  BoutUdge 1854 

Flitch  of  Bacon,  12mo,  5«,  1854;  fcap.  8to,  2s  BoutUdge  1854 

' Guy  Fawkes,  3  ▼.  8to,  25s  ;  fcap.  8to,  Is  ed  ;  lUusL  8vo,  8«  and  6«  BouiUdge  ...i84x-6a 

Jack  Sheppard,  8  t.  8vo,  25«,  BenUey,  1830  ;  Illust.,  8vo,  8f  and  dt  BoutUdge,.. il^^-tx 

James  the  Second,  8  v.  poet  8vo,  31<  ed,  Colhwm,  1848  ;  12mo,  la  BoviUdge  1854 

Lancashire  Witches,  3  t.  p.  8to,  31a  ed\  fcap.  8yo,  2a  ;  llL  8yo,  6a  BouJU€dge...i%^%-$^ 

. Lord  Mayorof  London ;  or,  City  Life  in  I^tCent.  8  v.  p.  8vo,  31a  ed  Chapman  Ae  IT.  1 86a 

Mervyn  Clitheroe,  fcap.  8vo,  2a;  Illustrated,  8yo,  3a  and  6a BoviUdge    1858-62 

Miser's  Daugh. , 3  y. p.  8yo,  31a  ed ;  fp.  8yo,  la  ed ;  111. , 8yo, 2a  6<j  and  6a  BouiUdge. . .  1 843-52 

Old  St.  Paul's,  8  y.  p.  8yo,  8la  ed,  1841 ;  fp.  8vo,  2a  ;  III.,  8yo,  6a  BoviUdge... i%^i'SS 

Oyingdean  Orange,  Illust.,  8yo,  6a,  i860;  new  edit.,  fcap.  8yo,  2a  BouiUdge  1861 

Rookwood,  fcap.  8yo,  la  6(2,  1853  ;  Illustrated,  8yo,  2a  ed  and  5a...  BouiUdge 1862 

Saint  James's,  3  y.  cr.  8yo,  31a  ed,  Mortimer,  1844  ;  fcap.  8yo.,  la  Boutledge  1853 

Spendthrift,  fcap.  8yo,  la  6<2  ;  Illustrated,  8yo,  5a Boutledge  1856 

Star  Chamber,  fcap.  8yo,  la  6rf ;  Illustrated,  8yo,  2a  6d  and  5a BouUtdge  ...1854-62 

^ Tower  of  London,  8yo,  15a  ;  fcap.  8yo,  2a  ;  Illust.,  8yo,  3a  and  6a  BoutUdge  ...1843-62 

Windsor  Cast., 3  y.cr.8yo, 31a  6<2;  fp.8yo,la6ci  ;Ill.,8yo,2a6<2attd5a  BoutUdge  ...\%^y 62, 

Ainl(  A  if.)  French  Syntax  Made  Easy,  16mo,  Ued  Aird  1846 

Student's  Self-Instructing  French  Grammar,  16mo,  la  Aird  184S 

Latin  Grammar,  16mo,  la  6rf    Aird  1848 

(Tho.)  Old  Bachelor  in  the  Old  Scottish  Village,  Tales,  new  edit.,  fcap.  8yo,  4a.  Blaekwoods   ...1857 

— — Othuriel  and  other  Poems,  8yo,  5a Longman  1839 

Poetical  Works,  new  edit.,  fcap.  8yo,  6a  BUickwoods   ...1856 

Airey  (SirBich.)  Addresses  before  Military  Board  at  Chelsea,  1856,  post  8yo,  3a  ed  .  Murray 1856 

Airy  (O.B.)  Astronomical  Obseryations  at  Greenwich,  Y.  1  to  11,  4 to,  each  50a Murray  ...1845-57 

^— Algebraical,  &c.,  Theory  of  Errors  of  Obseryations,  cr.  8yo,  6a  6<i    MacmiUan  ....1861 

<^^^— —  Lectures  on  Astronomy,  at  Ipswich,  4th  edit.,  post  8to,  5a   Simpkin     185S 

Mathematical  Tracts  on  Physical  Astronomy,  4th  edit,  8yo,  15a  MacmiUan  ....1858 


Reductions  of  Obseryations  of  the  Moon,  1750-1830,  2  yols.  4to,  5^    ...  Murray 1848 

■  Treatise  on  Grayitation,  8yo,  7a    C.  Knight 1834 

Trigonometry,  by  Blackburn,  post  8 to,  2s  ed  Griffin    '854 

Aitken  (/./r.)  Cbss-Book  of  Elocution,  12mo,  3a  6d  Simpkin    185J 

{B.)  Teaching  of  the  Types  :  Tracts  for  the  Clergy,  yol.  1,  8yo,  12a   WhiUaker 1856 

(Tho.)  Measurer  for  Mahogany,  roy.  8yo,  12a Longman  1838 

Sermons  and  Lectures,  8yo,  5s  ed     Longman  1835 

Tradesman  and  Measurer's  Assistant,  12mo,  3a  Longman  1838 

(T.J.)  Elemente  of  Physiology,  12mo,  6a B.  Law 1838 

{W.)  Manual  of  Science  and  Practice  of  Medicine,  post  8yo,  15a Oriffin    1857 

'  On  the  Growth  of  the  Recruit  and  Young  Soldier,  fcap.  8yo,  2s  ed  ...  Orr^n    1862 


Alton  (John)  Lands  of  Messiah,  Mahomet,  and  Pope,  8yo,  15a,  1852  ;  12mo,  5a    FuUarton 1854 

Manual  of  Domestic  Economy  for  Clergymen,  2nd  edit.,  fcap.  8yo,  3a  ed  Qriffin    1835 

St.  Paul  and  his  Localities,  Past  and  Present^  post  8yo,  12a   A.  HaU   1856 

Akenside  (Mark)  Pleasures  of  Imagination,  a  Poem,  18mo,  2a  ed  Knight  A  Son  .1853 

■ Poems,  Memoir  by  Dyce,  fcap.  8yo,  5a    Beild:  Daldy  .1845 

GilfiUan,  8yo,  4a  6rf    Nisbet    1857 

and  Dyer,  Poems,  by  Willmott,  12mo,  5a     BoutUdge 1855 

Akerman  (/.  Y.)  Account  of  Tradesmen's  Tokens,  1648-72,  8yo,  15a  ;  4to,  21a    /.  B.  Smith  ...1843 

Ancient  Coins,  Hispania,  Ghdlia,  Britannia,  8yo,  8a  6d » J.  B.  Smith  ...1846 

Arcbseological  Index  to  Remains  of  Antiquity,  8to,  15a J.  B.  Smith  ..  1847 

•  Catalogue  of  Roman  Coins,  2  yols.  8yo,  42a Washboume  ...1839 

-  Glossary  of  Words  used  in  Wiltshire,  12mo,  3a    J.B.Smith  ...1842 

■ Introduction  to  Study  of  Ancient  and  Modem  Coins,  12mo,  6a  6cf ...  J.  B.  Smith  ...1848 

; Legends  of  Old  London,  post  8yo,  2a  6c2   A.  Hall    1853 

— Numismatic  Illustrations  of  the  New  Testament,  8yo,  5a    J.  B.  Smith  ...1846 

■ Manual  to  the  Study  of  Coins,  8yo,  21a   Walton  1840 

— — Remains  of  Pagan  Saxondom,  4to,  60a J.  B.  Smith  ...1855 

■  Roman  Coins  Relating  to  Britain,  2nd  edit.,  8yo,  10a  6ci  J.  B.  Smith  ...1844 

Spring  Tide  ;  or,  the  Angler  and  his  Friends,  12mo,  8a  6ci     J.  B.  Smith  ...1852 

— — ^ Wiltshire  Tales,  lUustratiye  of  the  Dialect,  12mo,  2a  6d    J.  B.  Smith  ...1853 

Akroyd  {Edw.)  On  Improyed  Dwellings  for  the  Working  Claases,  xx>y.  8yo,  la  ShavASons  ...1862 

Alaooqoe  (ifarjy)  Life  of,  2  yols.  12mo,  8a    T.  Bichardson.t^^o 

AUddin,  and  Sinbad  th«  Sailor,  Tales,  18mo,  la,  Addey,  1853  ;  Aladdin,  4to,  3a  ...  J)ean    1861 


1 5S35-1 8Ca  ALANI ALEXANDER  1  ^ 

AUni  Prioxis  OaataariensiB  scriptse  quse  extant Caxt<mSoc,,..n.d, 

Alastor  ;  or,  ike  New  Ptolemy,  post  8to,  6«  Saunden^bO.  .1851 

AibftB  {Emsi)  On  High-PreBsnre  Sfeeam-Engine,  by  Pole,  post  8vo,  16«  6d     JLockwood  1848 

Aibcmarle  {Ihtke)  Memoire  of,  by  M.  Goiiot,  tnmfdated  by  Wortley,  8vo,  12«  Bentley 1838 

Albert  (Prmc<)  Addreascs  on  different  IHiblic  Occasions,  4to.  10«6<i Bell  A Daldy  .1857 

Ancestry  of,  by  E.  Tauerachmidt,  post  8vo,  4a  6rf     Black 1840 

Golden  Precepts ;  or,  the  Opinions  and  Maxims  of,  16mo,  2«6d Low   186a 

His  Oonntry  and  Kindred,  xx)y.  8vo,  if   Ward 1840 

Life  of  the  Prince  Consort,  by  Edward  Walford,  fcap.  8vo,  1« JlautUdge  x86i 

Principal  Speeches  and  Addresses,  with  an  Introduction,  8vo,  10$  6d  Murray 186a 

and  the  House  of  Saxony,  by  Y.  Sboberl,  post  8vo,  5«  6rf Cotbum^ 1840 

the  Good :  a  Nation's  Tribute  of  Affection  to  his  Memory,  4to,  18«   /.  F.  Shaw  ....186a 

Reminiscences  of  his  Life,  by  J.  H.Wilson,  cr.  8vo,  1«  Partridge  i86a 


{Prince^  Erjust)  Songs  and  Ballads,  English  and  German,  with  Music,  fol.  5a  H.Bohn 1840 

Alherti  {Pra,)  Pr.  and  Ital.  :  Italian  and  French  Dictionary,  by  Ronna,  12mo,  7a  ...  Bolandi 1836 

Alhin  {Tho,)  Sonnets,  MediUtive  and  DeTOtional,  12mo,  3«  6d Simphin    1835 

Ai bites  {AeL)  Authon  of  France  ;  Outlines  of  French  Literature,  2 4 mo,  3a Longman  1849 

— ^ Blunders  in  French  avoided,  12mo,  la  6d     Longman  1855 

French  Genders  conquered,  4th  edit.,  fcap.  8vo,  la     Longman  i86a 

Pronunciation,  Tlieory,  Practice,  &c.,  12mo,  la  Longman  x86a 

How  to  Speak  :  Dialogues  in  English  and  French,  fp.  8to,  5s  6d  Longman  186a 

Phases  de  THistoire  de  France,  12mo,  la  6rf    Longman  1855 

Start  in  French  and  First  Steps,  12mo,  la   Longman  1*858 


iP.C.)  Morality  of  all  Nations,  in  French,  Italian,  and  English,  8vo,  8a  Ihilau    1849 

Albrecht  (B.)  and  Moore,  German  Delectus,  with  Lexicon,  12mo,  6a,  1845  ;  Key,  Sa  6d  Dulau   1847 

A^breektBbeiger's  Theoretical  Works,  by  Merrick,  2  vols.  8vo,  42a Cocks 1835 

Album  of  Love  ;  LoTe  Thoughts,  by  various  Contributors,  12mo,  5a   Simpkin    1840 

— — ^— ^  Scripture  Illustrations,  50  Engravings  after  Elster,  1 2mo,  case,  2a    Phiip x  862 

Alcantaim  (/*.rf«)  Golden  Treatise  of  Mental  Praier,  18mo,  2a  64    Dolman     1844 

AkoA  (Dr. il.)  Treatise  on  Cholera,  8vo,  6* Churchill  1849 

(J.B.)  On  Legacy  Duty  as  to  Personal  Property,  E.  Indies,  8vo,  6a Bmning    1850 

{Ruth. )  Medical  History  of  the  British  Legion  in  Spain,  8vo,  5a    Churchill  1838 

{SirRuih.)  Life's  Ptoblems,  2nd  edition,  fcap.  8vo,  5a Belltk  Daldy. ..i26% 

Alcott  (ir.i4.)  Sabbath  School  as  it  Should  be,  82mo,  la  6d   Tegg  1842 

Letters  to  a  Sister  ;  or,  Woman's  Mission,  post  8vo,  5a  Nao  York 1850 

ToungMenon  Various  Subjects,  post  8vo,  5s New  York 1850 

Alder  (J,)  Pearl  of  Peristan  ;  or,  Last  of  the  Magi :  a  Poem,  12mo,  2a  6d  Gladding  1842 

(/{.)  Wesleyan  Missions,  cr.  8vo,  2a  6f2    Mason....'.....    1844 

Alderman  Ralph:  a  Novel,  by  Adam  Hombrook,  2  v.  cr.  8vo,  15a,  1853  ;  12mo,  2a  Qd  RoutUdgt 1855 

Aldershot  and  all  about  it.  Past  and  Present,  3rd  edit.,  fcap.  8vo,  la    Simpkin    i860 

Alderskottana  ;  or.  Chinks  in  my  Hut,  post  8vo,  2a  6d Ward  d:  Lock   1856 

Alderaon  {Baron)  Selections  from  his  Charges,  with  Life,  post  8vo,  10a  6c^  Parker  tk  Son   1858 

(CW.)  Notes  on  Acre,  4to,  21a  Weaie    1844 

■  W*'^-)  ObscnraUons  on  DlBeases  of  the  Stomach,  8vo,  10a  6d  Longman 1847 

Orthographical  Exercises,  revised  by  T.  Smith,  new  edit.  18n!o,  la     Whittaker 1861 

Pathology  and  Treatment  of  Acute  Rheumatism,  8vo,  4a  6d Parker  <fc  Son  1853 

-^-^—  (Jo€.)  Hebrew  and  English  Lexicon,  without  Points,  8vo,  6a AyloU 1854 

Aldfaelm  (Hp.)  Opera,  edidit  Giles,  8vo,  10a  6d   NuU  1845 

Aldi&e  Poets,  fcap.  Svo.   See  Appendix. 

Aldis  {Jokn)  Internal  Evidences  of  Christianity  Illustrated,  12mo,  2a  6<f Aylott    1 84 9 

: —  Six  Lectures  on  Christian  Union,  12mo,  2a  6d   AyloU 1846 

-  (TFm.)  First  Book  of  Geography  Made  Easy,  Srd  edit.,  18mo,  la Jarrold i860 

Aldrieh  (J/en.)  Artis  Logics  Rudimenta,  by  Hill,  12mo,  8a  J.II.ikJ.ParkeriS^^ 

Mansel,  8vo,  10a  6d  Whittaker 1862 

literaUy  transUted,  8th  ed. ,  1 2mo,  8a  6d. . .   WhiUaker 1861 

AMridge  (/r«n.)  History  and  Antiquities  of  the  Courts  of  Law,  Svo,  5a  Wildy    1835 

.-  {John)  Lectures  on  Urine  and  Urinary  Diseases,  8vo,  2a  6rf Simjiin 1846 

Trip  to  the  German  Spas  and  to  Vichy,  12mo,  8a  6d    Simpkin 1856 

Alevis  {James  de)  Buddhism  :  its  Origin,  History,  and  Doctrines,  8vo,  68    Williams  AN,  1862 

Alexander  the  Great,  Life  and  Actions  of,  by  Ven.  J.  Williams,  3ni  ed.  fp.  Svo,  3a  6d  Tegg  i860 

and  Canar,  Lives  of ,  ISmo,  la  6d ReLTractSoe,  1855 

I.,  History  of,  by  Ivan  Golovin,  post  Svo,  10a  6d  ..-. Newby   1858 

Alexaader(ii2cx.)  Commentaries  on  Puerperal  Fever,  &c.,  Svo,  5a Longman 1836 

(J ii€f.)  Remarks  on  Church  and  State,  18mo,  4a Smith  A  Elder  1838 

{Arch.)  Canon  of  Old  and  New  Tests,  ascertained,  new  ed.  12mo,  5a     Philadelphia... i%^x 

Hist,  of  Colonization  on  Western  Coast  of  Africa,  2  ed.  Svo,  10a  6d    Philadelphia...  \%^^ 

-History  of  the  Israelitish  Nation,  8vo,  15a  Philadelphia...  1%^'^ 


Life  of,  byJ.  W.  Alexander,  roy.  Svo,  16a    New  York 1854 

— (C.  P.)  L^end  of  the  Golden  Prayers,  and  other  Poems,  fcap.  Svo,  5a      ...  Bell  ADaldy... li^a 

Poems  on  Subjects  in  the  Old  Testament,  2  pts.,  ISmo,  each  la    ...  Masters     1857 

Verses  for  Holy  Seasons,  4th  edit.,  fcap.  Svo,  3a  6d  Bell  d:  Daldy  1858 

—  (Dr.)  Horse  Poeticaa ;  or,  Poems  with  Notes,  12mo,  5a Simpkin    1838 

—  (^t0.)  Memoir  and  Correspondence,  12mo,  2a Bennett 1849 

{O,  W.)  Letters  on  Slave  Trade,  12mo,  2a  6rf Bennett 1842 

—  (/of.)  Treatise  on  Rheumatism  and  Gout,  post  Svo,  7a  6d Churchill  1858 


lOr  ALEXANDER ALFORD  lS35-18^6a 

Alexander  (/.il.)Aet8  of  the  Apostles  Explained,  2  rols.  post  8vo,  15^     Xijthet 1857 

— ^^— Commentary  on  Acts  of  the  Apostles,  2  vols.  12mo,  10« Nne  York 1857 

■  Earlier  Prophecies  of  Isaiah,  8vo,  15«  New  York 1846 

Isaiah  Illustrated  and  Explained,  2  vols.  12mo,  16»   New  York 1851 

Later  Prophecies  of  Isaiah,  8vo,  168 New  York 184.7 

-  Psalms  Tmnslated  and  Explained,  3  toIs.  8vo,  24«     New  York 1850 


—  (J.E.)  Salmon  Fishing  in  Canada,  post  8vo,  10*  6d    Longman  x86o 

—  (/.//.)  Unirenal  Dictionary  of  Weights,  &c.,  roy.  8vo,  ISi  6d Baltimore 1850 

(Jot.  W.)  Christian  Faith  and  Practice,  fcap.  8vo,  3«  6(2   UamiUon  i8bi 

Consolation,  sm.  cr.  8vo,  8«  6rf JiamiUon 1861 

Diicourscs  on  Select  Topics,  8vo,  12«  New  York 1853 


. Faith,  treated  in  a  Series  of  Discourses,  12mo,  Is  6d New  York 1861 

Three  Ways  of  making  a  Happy  World,  12mo,  2«  6d  Nelton   1856 

Thoughts  on  Family  Worship,  I2mo,  it    6roomhridge...i2$z 

— -  (/oAn) Preacher  from  the  Press:  Sermons,  2  vols.  12mo,  7«  Jackton  Ae  W.  1838 

•  {Jot,  A.)  Comment  on  the  Prophecies  of  Isaiah,  by  Eadie,  8vo,  12s Griffin    1858 

Gospel  of  Jesus  Christ  t  Discourses,  cr.  8vo,  7s  6d Ne'son   1861 

St.  Matthew  Explained,  post  8vo,  5«    Nisbel    i86i 

Mark  ExpUined,  iK»t  8vo,  7«  6d  Nisbet    1848 


-  (/.  J?.)  Excursions  in  Western  Africa,  2nd  edit ,  2  vols.  8vo,  2U  Colbum 1840 

Expedition  into  South  Africa,  2  vols,  post  8vo,  21« Colbum 1838 

-Explorations  in  British  America,  2  vols,  po^lb  8vo,  21i Colbum 1849 

-  Passsges  in  the  Life  of  a  Soldier,  2  vols,  post  8vo,  I2s  JfurttdfB 1857 

-  Sketches  in  Portugal,  1834,  8vo,  10s  6d  Cochrane  1835 


(iSru.)  Life's  Phantoms,  and  other  Poems,  12mo,  2s   Jos.  BlackwoodiZ^s 

(iS.  F.)  Memoir  of,  by  her  Father,  18mo,  2*  6rf   Wertheim  1840 

(7%o.)EypositionofSt.  John's  Gospel,  Chap.  17,  12mo,  2f  Hamilton  1857 


Great  High  Priest,  new  edit.,  18mo,  Is Tretidder  1861 

. Penitent's  Prayer ;  an  Exposition  of  the  51st  Psalm,  cr.  8vo,  Ss  6df ...  Nisbei    i860 

Plain  Paths  for  Youthful  Runners,  fcap.  8vo,  2<  9d    Nelson   i860 

(Wm.)  Abridgment  of  Acts  of  Sederunt,  1582  to  1837,  roy.  8vo,  18i Longman  1837 

•  Scots  Acta,  1424  to  1707,  roy.  8vo,  21s    Longman  184a 


Chart  of  Proceedings  in  a  Sequestration,  2nd  edit.,  8vo,  6# Longman  1853 

Journey  to  Beresford  Hall,  Derbyshire,  sm.  4to,  5« J.  JL  Smith   ...1841 

Practice  of  Scotch  Commissary  Courts,  1850,  roy.  8vo,  lOa  6d  Longman  1859 

Scotch  Bankruptcy  Acts,  1856-7,  with  Supt.,  roy.  8vo,  18*  fid  Longman  1857 

Treatise  on  Bills  of  Exchange,  Scotland,  12mo,  ZsHd Longman  1847 

"(W.)  Memoir  of,  by  his  Son,  12mo,  U  6d    Hamilton i?^6 

Prise  Essay  on  the  Divinity  of  Christ,  8vo,  3s     J, H.ds J, Parker i%^o 


(Tf.X.)    Anglo-Catholicism  not  Apostolical,  8vo,  8«  Longman  1843 

Christ  and  Christianity,  12mo,  4« Longman  .1854 

Christian  Thought  and  Work  ;  Morning  Meditations,  fcap,  8vo,  5«...  Longtnan  i86x 

Connection  of  0.  and  N.  Test.,  8vo,  12s,  1841;  12mo,  5s Jackson  As  W..,\%$^ 

Death  of  the  Believer,  18mo,  Is Longman  1853 

Switzerland  and  Swiss  Churches,  12mo,  5s  /ocibon^fK  ..1846 


Alexandra  (Princess)  Memoir  of,  cr.  8vo,  Is Simpkin \%6x 

Alexandre  UO  Beauties  of  Chess,  including  2000  Positions,  roy.  8vo,  14s Barthes 1846 

Alexis  (St.)  Life  and  Times  of,  by  Keen,  12mo,  8s   T.Bichardson,  1^4.7 

(W.)  Burgomaster  of  Berlin,  3  vols,  post  8vo,  31s  6^    Saunders  dt  0.1843 

Alfieri  ((7/ia.)    Italian  and  French  Conversations,  12mo,  3s  6<{  J^s  1840 

(Vic.)    Merope,  Italian,  Hamiltonian  System,  12mo,  5s AgloU    1862 

Philip,  a  Tragedy,  in  English,  by  Childe,  l2mo,  2s  6d   Saunders  «fc  0.  1844 

Tragedle,  Italian,  Scelte,  &  Rampini,  18mo,  is6d Simpkin    «.  d. 

Alfiyya  ;  ou,  la  Quintessence  de  la  Grammaire  Arabe  Orien.  Trans,  Fund 

Alford  (C.B.)  Lectures  on  First  Principles  of  the  Oracles  of  God,  12mo,  8s Seeley 1861 

(Hen.)  Chapters  on  the  Poets  of  Ancient  Greece,  8vo,  7s  6<i  Whittaker 1845 

Greek  Testament,  8vo,  n.e.,V.  1,  28» ;  V.  2,  24s  ;  V.  3,  18s  ;  V.  4,  32s  RivingUm    x8s9-6x 

Homilies  on  the  Acts  of  the  Apostles,  Ch.  1-10,  8vo,  8s    JUvlngUm 185S 

Hulsean  Lectures,  1841,  8vo,  7«;1842,  8vo,  6s  Rivington  ......184a 

^— . Lectures  on  the  Influence  of  the  Fifth  Commandment,  8vo,  2s  6i{ Rivington  1849 

— '• —  Memoir  and  Correspondence,  by  his  Son,  8vo,  7s  M Rivington  1855 

Mourning  and  Praise:  Two  Sermons,  8vo,  Is    Rivington  186a 

-  Passages  for  Translation  into  Greek,  Latin,  &c.,  8vo,  6s     Whittaker 1845 

-         Poetical  Works,  new  edit.,  cr.  8vo,  8s  6(i     Rivington  1859 

- — _ Select,  12mo,  Is   Rivington  1851 

-i ■  Prose  Hymns,  Pointed  for  Chanting,  18mo,  2s     Rivington 1844 

Psalms  and  Hymns,  for  Holydays  and  Sundays,  18mo,  2s  6d    ;.  Rivington  1844 

— Sermons,  8vo,  10s  6ci Rivington 1850 

■  '• at  Quebec  Chapel,  V.  1  and  3,  12mo,  each  7s6rf Itivington  ...1856-& 

Vols.  2,  4,  5  and  6,  each  5s.     Vol.  7,  6s     Rivington  ...1857-8 


-  on  Christian  Doctrine,  fcap.  8vo,  7s6ci  Rivington  1862 

Practice,  12(no,  6s  Rivington  1856 


Parable  of  the  Sower,  12mo,  8s  6d    BelldsDaldg.  .1858 

■  Tillage  Sermons  on  Lord's  Prayer,  Beatitudes,  &c.,  12mo,  2s  6d   Rivington  1847 

-^ (W^')  0.  and  N.  Testament  Dispensations  Compared,  2nd  ed.,  or.  8vo,  7s  6d  HcUeJkard i86|. 


1835-186-:j  ALFRED ALL  13 

Alfred  {Kiny)  Boeihius  de  ConaoUiione  PhilosophiiB,  Anglo-Saxon,  by  Fox,  8to,  12«  Pickert'ng  1835 

Descripiion  of  Burope,  Anglo-Saxon,  by  Boaworth,  roy.  4to,  6.$«   Longman  1855 

and  English,  roy.  4to,  i2» Longman  1855 

. ■ 8to,  10»   Longman  1855 

Engliflh  only,  roy.  8to,  Bs    ..; Longman  1855 

Life  of,  by  PaoU,  edited  by  T.  Wright,  Svo,  5«    JientUg  185a 

with  Anglo-Saxon  Version  of  Orosius,  12mo,  6$ M.  Bohn 1853 


andlXmeaof,  byCKle8,8T0,  12«    BtlldcJMdy  .i84« 


-  Oronua'  Anglo-Saxon  History,  with  English  Translation,  roy.  8to,  16i  Longman  1859 

without  Translation,  r^y.  8to,  8«   Longm an 1859 


History,  Anglo-Saxon,  byBoeworth,  roy.  8vo,  \2» Longman  1855 


Poems,  in  English  Metres,  by  Tapper,  12mo,  8« A.IIaU 1850 

Works,  in  English,  2  Tols.  roy.  Svo,  42«  Boncorth   1858 

Dudley ;  or,  the  Australian  Travellers,  16mo,  Is  6rf  A.  Ball 184a 

: ;  or,  Puaeyism  Unveiled,  a  Tale  for  the  Times,  18mo,  U  6d NhbH    1851 


Leslie,  aTbdeof  Glasgow  Life,  Illustrated  by  Brown,  12mo,  is  6d    B(*gu€    1855 

Horeland,  the  Would-be  Traveller,  12iao,  2t  6d J/ouUt*m    1839 

in  India;  or.  Scenes  in  Hindostan,  (.Tuvenile  Library,)  18mo,  1«  Chambers  1848 

Al^  Britannicn,  with  Real  Specimens,  fol.  18«    WhiUaker «.  d, 

Alger  (F.)  Elementary  Treatise  on  Mineralogy,  Svo,  21«  Wtley i^44 

-  {W.B.)  History  of  the  Cross  of  Christ,  fcap.  Svo,  2s  6d Cambridge,  (/.S.i^s^ 

Ali  (Skak)  History  of  Bahawalpur,  &c,  post  Svo,  10#W    Madden     1848 

the  Sikhs  and  Affghans,  poet  Svo,  I2s  Murray     1846 

Ali  Baba  and  the  Forty  Thieves,  a  Story,  lUostrated,  16mo,  Zs If ,  Lea  1855 

Pasha,  life  of,  by  Davenport,  (Family  Library,)  fcap.  Svo,  S«  6d     Tegg  1848 

Aliee,  a  Talc  of  Real  life,  and  other  Poema,  by  B.  P.,  fcap.  Svo,  U6d    Wertkeim  i860 

Barlow  ;  or.  Principle  in  Everything,  fcap.  Svo,  2«  6d  Jid.  Tract  Soe,  1861 

Cunningham  ;or,  the  Christian  as  Daughter,  &c.,  by  Emma  Jane,  poet  Svo,  6f  ...   Wertheim  1846 

Errol  and  other  Tales,  (Library  for  the  Young,)  ISmo,  1« Cliambers  1861 

Goldburg,  poet  Svo,  7«6d Saunders  A  0.  iZdi 

Grant ;  the  Two  Cousins ;  the  Fair  Day,  ISmo,  l*6d i/orrey^fc />....  183 5 

Learmont,  a  Fairy  Tale,  by  Author  of  **  Olive,"  fcap.  Svo,  Is    Chapmand:  U.  1851 

Littleton,  a  Tale,  by  Forester  Fitx-David,  12mo,  6«    Longman  1859 

Lowther;  or,  Grandmama*B  Story  about  her  Little  Red  Bible,  roy.  32mo,  \s  HamiUon  i86a 

Nugent;  or.  Seed  for  Coming  Days,  12mo,  4« Hope 1854 

Offley;or,  the  Pervert  and  the  Soldier,  2  vols,  poet  Svo,  21«    Skut  185* 

Sherwin,  aTale,  byC.J.  M.,  12mo,  3«  Bums    1857 

Wentworth,aNovel,  8  vols,  post  Svo,  81#  6<i Hursid:  B 1853 

Alison  (Alex.)  History  of  the  Future  ;  or,  Science  of  Politics,  ixist  Svo,  6s    Bowsell  1852 

Improvement  of  Society  and  Public  Opinion,  Svo,  8*  6d O.H.Nichols  ...i86a 

New  Reformation  in  Europe  and  America,  Svo,  2s  ^d G.H.Nichols. ..1S61 

Philosophy  and  Histoiyof  Civilization,  Svo,  14« Chapmand:  H.1%60 

Second  Reformation  ;  or,  Christianity  Developed,  2nd  ed.,  post  Svo,  5s  Rowsell  1851 

{Arch.)    England,  1818-46;  or,  the  Currency,  Svo,  2«6d Blachooods   ...1847 

Essays  Political,  Historical,  and  Miscellaneous,  8  vols.  Svo,  46«    Blackwood*   ...1850 

On  Taste,  Svo,  2s  6d,  Smith  ;  Svo,  1«  Ingram 1853 


Free  Tradeand  a  Fettered  Currency,  Svo,  2t  6(2 Blaekteoods    ...1847 

>  History  of  Europe,  1789  to  1815,  14  vols.  Svo,  10th  edit.,  10/.  lOc...  Blackwoods    ...i860 

xx)y.Svo,  2n Blacl-woods  ...1850 


20  vols.  cr.  Svo,  7th  edit,  61 Blachooods  .1847-8 

■  Athw  to,  sm.  4to,  52s  6d  -demy  4to,  63»— roy.4to,  84*  Blachooods   1 847-8 
- 1789  to  1815,  (People's  Edit.,)  12  v.  post  Svo,  48<  Blackwoods  ...1853 

-Index  to,  8«— Atlas,  4to,  81f  6<2 Blackwoods  ...i8s3 

-  Epitome  of,  poet  8vo,  7f  6(2 Blachooods   ...1848 

Atlas  to,  sm.  4to,  7«  Blachooods  ...1848 


1816  to  1852,  8  vols.  Svo,  and  Index,  61.  7s.  6d...  Blachooods   ...1859 

Yob.  1  to  7,  each  15«.     Vol.  8  and  Index  Vol.,  22«  6d, 

Life  of  the  Duke  of  Marlborough,  2  vols.  Svo,  30«  Blackwoods   ...1847 

Lives  of  Lord  Castlereagh  and  Sir  Charles  Stewart,  3  vols.  Svo,  42«  ...  Blackwoods    ...1861 

Principles  of  Population,  &c.,  2  vols.  Svo,  80t Black-woods   ...1840 

—  {S.S,)  Medication  of  Interior  of  Larynx  and  Trachea,  Svo,  2s  6d Churchill  1853 

Observations  on  Oiganic  Alterations  of  the  Heart,  12mo,  2s  6d Longman  1845 

Physical  Examination  of  the  Chest  in  Consumption,  Svo,  12j    Churdiill  1861 

Propagation  of  Contagious  Poisons,  post  Svo,  "5*  WhiUaker 1839 

(W.P.)  Outlines  of  Human  Physiology,  Svo,  12*  Blackwoods   ...1839 

Pathology  and  Practice  of  Medicine,  Svo,  ISs Blackwoods   ...2844 


Remarks  on  the  Poor  Laws,  Scotland,  Svo,  6f  6cl    Blackwoods  ...1844 

Alister  (R.)  Barriers  to  National  Prosperity  of  Scotland,  post  Svo,  Is  6d Simpkin     1853 

Belief  in  Special  Providences,  examined  by  Scripture,  12mo,  3s    Houlston    1854 

AliTa(iZ^^  Anti-Spelling  Book,  ISmo,  Is  6d Churton     1835 

French  Language  its  own  Teacher,  12mo,  5«    Cliurton     184a 

Toung  Ladies*  First  French  Book,  12mo,  3< Hope 1854 

ADcen  (Hen.)  Art  and  Practice  of  Etching,  with  Examples,  Svo,  6s  Fuller    1849 

All  About  it !  or.  Hist,  and  Myst.  of  Com.  Things,  fcp.  Svo,  2s  6d,  1857  ;  new  ed..  Is  6d  Hamilton .1861 

~  for  tbe  Best^  a  Stoiy  of  Quiet  Life,  3  vols,  post  Svo,  31«  6(2  Hurst  de  B i86f 
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All  Rightl  an  Old  Maid'g  Tale,  cr.  8vo,  5» Jos.  Bl4ickwood iS6o 

Allan  {fat.)  Short  Memorials  of,  edited  by  A.  A.  Bonor,  fcap.  8yo,  If  6d Trendder  1861 

{John)  Handbook  for  Testing  Unitarian  Doctrines,  12mo,  85  6d    Blaekie n,  d, 

{J,H.)  Pictorial  Tour  in  the  Mediterranean,  4to,  6d< I^ngtMLn  1846 

—  {J,McG.)  Cost  of  a  Coronet,  a  Romance  of  Modem  Life,  8  vols,  post  8to,  8I5  6(i  .  Newby    i86z 

Grins  and  Wrinkles ;  or,  Food  for  laogbter,  post  Biro,  5<    /«.  Bladewood  1857 

Intellectual  Severance  of  Men  and  Women,  new  edit.,  fcap.  8vo,  U  6d  .  Newhy    i86t 

Last  Days  of  a  Bachelor,  an  Autobiography,  2  vols,  post  8to,  21«    Newby    i86a 

*—  (P./.)  Poetical  Remains,  edited  by  Christmas,  post  8to,  5<  Smith Ae  Elder. iZs"^ 

(i2o6<.)  Review  of  Uie  Calrinistio/Jroed,  12mo,  1«  6rf HamilUm  1847 

Allamiton  ;  or,  the  Infidel,  edited  by  I^dy  Chatterton,  8  vols,  post  8vo,  81«  6<i   Neveby    1844 

Allbut  {MnAVm  )  Much  in  Little:  Compendium  of  Facte,  &c.,  fcap.  8vo,  1«  Rautltdge  1859 

AUeine  {Joa.)  Alarm  to  the  Unconverted,  S2mo,  2«,  Tegg;   18mo,  If   Jlel  Trad  800,1229 

12mo,  2f  6d,  HouUlon,  1841  ;  12roo,4f...  Oriffin   1847 

His  Companions  and  Times,  by  Charles  Stanford,  cr.  8vo,  7f  6(f  Jaekaon  dsW,  .1861 

(/2tcA.)  Heaven  Opened,  18mo,  U6d    ...*. Rd.  Tract  Soci^^Z 

-  Instructions  about  Heart- Work,  post  8 vo,  4f    Maton   1846 


Allen    {Alex.)  Eclogae  Ciceronianie,  12mo,  2<  6<2 WaUon 1843 

Etymological  Analysis  of  Latin  Verbs,  12mo,  5f WaiUm  1836 

— ^ — — French  Delectus,  12rao,  2f ...  Simpkin    184.Z 

. _  Greek  and  Latin  Delectus,  12mo,  each  4f Walum 1843-54 

»— and  Comwell  {Janun)  English  Grammar,  18mo,  1«  9c2  ;  abridged.  If.  Simpkin    1843 

{A,  V.)  Child's  Book  of  Martyrs,  2  vols.  82mo,  each  1«  6d     Hotdd<m    1849 

{Card. )  Admonitions  to  England  and  Ireland,  1 588,  12mo,  6f     Duncan     1 84a 

-  (^.AO.nndia,  Ancient  and  Modem,  roy.  8vo,  14i    Boaton.U.S,  ...1856 

•     (P.  T.)  Law  of  Summoning  TradexB  to  Bankmptcy  Courts,  12mo,  8f Crockfard 1845 

{O.  W.j  Christianas  Song  in  the  House  of  his  Pilgrimage,  2  vols.  18mo,  6s GroombridgeiZ^-^6 

(ZT.)  Compendium  of  History  from  the  Creation,  cr.  8vo,  4i  6(i Bean 1862 

-  Prayers  for  Private  and  Family  Worship,  18mo,  2f  6d    Rivington  1839 

)  Mw;h  through  Scinde  and  Afghanistan,  1842,  post  8vo,  12f    Hatckard 1843 

(^j9./.)  Sermons  and  Charge,  8vo,  9f Rivington  1858 


(/.  N.)  March  through  Scinde  and  Aifghanistan,  1842,  post  8vo,  12f    Hatckard 1843 

(^j9./.)  Sermons  and  Charge,  8vo,  9f Rivington  1858 

(John)  Daily  Monitor,  82mo,  If     Ward. 1846 


>  Essay  on  Our  Home  Population,  18mo,  2f  6d  Simpkin     ....    1844 

State  Churches  and  Kingdom  of  Christ,  8vo,  8f  Qd Bennett 1853 


History  of  Liskeard  and  its  Vicinity,  post  8vo,  lOf    Bennett 1856 

Inquiry  into  the  Royal  Prerogative  in  Enghind,  8vo,  12f    Longman  1849 

Treatise  on  Arithmetic,  12mo,  8f  6d  ;  Key  to,  2f    WhiUaker 1836 

{Joteph)  Battles  of  the  British  Navy,  2  v.  new  edit.,  post  8vo,  lOf II.Bokn 1842 

Life  of,  by  Dunn,  18mo,  If  6<2 Simpkin    1838 

Navigation  Laws  of  Great  Britain  Considered,  8 vo,  8f  6<2 Ba^ly     1 849 


(/.J7.)  Ten  Discourses  on  Orthodoxy,  12mo,  5f  6<i Boston^  £^.^9.  ...1849 

(Jul.)  Autocracy  in  Poland  over  Russia,  post  8vo,  5s TiQbner 1854 

(Z^i'fjP.)  American  Herd-Book,  8vo,  24f    i?«/o/o, £^.5.  ...1856 

■  Rural  Architecture,  12mo,  6f     New  York 185a 


— (if .)  On  CUssification  of  the  Insane,  8vo,  6f    Walton 1837 

{Oewald)  Hymns  of  the  Christian  Life,  fcap.  8vo,  3f  Niabet    1862 

(P.)  Observations  on  Deafness,  8 vo,  2a  6d   Longman  1853 

{RoU.)  Forms  of  Wills  for  every  Situation  in  Life,  12mo,  5f  Stevens  .'.1841 

(i2.il.)  Diagnosis  and  Treatment  of  Venereal  Disease,  12mo,  2f Baillih^    1855 

(/?.i^.)  American  Farm  Book,  crown  8 vo,  6f    New  York i8$6 

■  {Wm.)  Collectanea  Ladna,  Constraing  Lessons,  5th  edit.,  12mo,  3f  Whiitaker 1849 

■ Life  and  Correspondence,  8  vols.  8vo,  24f .a Bennett 1847 

Memoir  of,  by  Sherman,  post  8vo,  6f  6c2  Bennett  1851 

■  Sermons,  2  vols.  8vo,  21f  Whittaker 1835 

-  {Capt.W.)  Dead  Sea,  a  New  Route  to  India,  2  vols,  post  8vo,  25f  Longman  1855 

—— Picturesque  Views  of  the  River  Niger,  oblong  4to,  25f   Murray 1840 

— — Views  in  the  Island  of  Ascension,  imp.  4to,  24f  ./. Smith  d: Elder  .1%^$ 

and  Thompson,  Expedition  to  the  Niger,  1841,  2  vols.  8vo,  82f    Bentley 1848 

(Dr.  IT.)  American  Biographical  Dictionary,  roy.  8vo,  81f  6d  Botton^  U.S.  ...1857 

• (Z.)  Philosophy  of  Mechanics  of  Nature,  laige  8vo,  21f  New  York 1851 

Allen*s  Infantine  Stories,  18mo,  If    .*. Simpkin     1842 

Allen  White,  the  Country  Lad  in  Town,  18mo,  If Book  Society  ...i%ex 

AUerton  and  Dreuz;  or,  the  War  of  Opinion,  2  vols.  12mo,  lOf  ^d   Weriheim  1851 

(Qeo.)  Mode  of  Operating  for  Stone  in  the  BUidder,  8vo,  8f  Ash    1855 

Mysteries  of  Medical  Life,  12mo,  2f  6d    Baillih^    1856 

Alle8ter(I>av.)  Chapters  on  Technical  Terms  for  Conveyancers,  post  8vo,  \sM    A  ylott    1 847 

.  Compendious  Interest  and  Commission  Tables,  8 vo,  \sM Aylott    1 846 

Decimal  Dividend  Tables,  post  8vo,  5f Aylott    1847 

Tables  of  Interest  for  Days  and  Tears,  8vo,  If  6d     Aylott    1846 

Allies  (Jahez)  Antiquities  and  Folk-Lore  of  Worcestershire,  8vo,  1 5f /.  H.AJ.Parkeri  852 

(T.W.)  Church  of  England  Cleared  from  Charge  of  Schism,  8vo,  12#  J.ff.ibJ.Parkerig^Sl 

Journal  in  France  in  1845  and  1848,  post  8vo,  10f6d Longman  1849 

— ^— Name  and  Office  of  St.  Peter,  as  Set  forth  in  Scripture,  8vo,  7f  T.  Richardson  .1851 

— — See  of  St.  Peter,  the  Rock  of  the  Church,  &c.,  8vo,  5f Bums    1850 

Sermons  on  Epistle  to  the  Romans,  Ac,  8vo,  lOf  id    JM,d!j,ParkeriZ^ 
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Allin  (/as.)  Old  Testament  Prophecies  bs  to  the  Twelve  Tribes,  8to,  Zsed  WcHheim  185$ 

{Tko.)  Dieoooraea  on  Modern  Atheism,  &e.,  12mo,  8«  dd  Partridrje 1^5^ 

Aninghjun  {Ja$,Bem,)  On  the  Teeth  in  Childhood  ;  their  Diseiuies,  &c.,  fcap.  8to,  la  WardikLoek...i%b% 

( ffm.)  Day  and  Night  Songs,  kc,,  Poems,  newedit,  fcap.  8vo,  6a  dd    ...  BtllJe  Daldy  .A%fto 

Alliott  (iStdk.)  Pastor's  Farewell,  fcap.  Sto,  la  (W    JIamtiton  1849 

Leetores  on  History  of  the  Children  of  Israel,  12mo,  4« HamilUm  1849 

Psychology  and  Theology,  post  8to,  7«  6<i     Jackson  A  W.  .1855 

Allison  {Miu)  Child's  French  Friend :  Oramicar,  Exercises,  &e. ,  1 8mo,  2s Simphin     1 84a 

— — ^ First  Lessons  in  English  Ghmmmar,  18mo,  U  Simpkin    1841 

Guide  to  Eng.  History  and  Biography,  by  Brewer,  8th  edit.,  18mo^'  8»  Jarrold 1849 

Petite  Fran^aise,  Vocabnlary,  Exercises,  &o.,  18mo,  2s  Simpkin     1838 

AllnaU(i2.//.)Treatmentof 'HcDoborenx,  postSvo,  5s6d  Churekili  1843 

Allnntt  {G.S.)  Piactice  of  Wills  and  Administrations,  4th  edit.,  12mo,  21s Cn>ckford i860 

Real  Property  Statntes,  8  fr  9  Vict.,  with  Notes,  12mo,  3s    Crorkford 1845 

(J2.Z.)  Sermons  on  Isaiah,  Chap.  6,  12mo,  2s  Hd    Hatchard  1847 

Allom  (E.A,)  Sea-Side  Pleasures,  a  Tale,  12mo,  U  6d  .: Aylott    1845 

Sea-Weed  Collector,  12mo,  5s    AyloU    1845 

Allshom  {G.£,)  Handy  Book  of  Domestic  Homoeopathic  Pi-aotice,  cr.  8ro,  3s BouUton    1862 

AUston  (»r.)Monaldi,  aTale,  8to,  10s6d   Moxon  1841 

—  (YKas4.)  Lectures  on  Art,  and  Poems,  edited  by  R.  H.  Dana,  Jan.,  12mo,  78  6d  .  New  York 1851 

Writings  of,  edited  by  R.  H.  Dana,  jun.,  2  Tola.  12mo,  18s    New  York  1850 

Ahnack  (B.)  Hints  to  Landowners  on  Tenure,  Prices,  Rents,  &c.,  8vo,  2s  6d    Longman  1846 

Almacks*,  a  Novel,  newedit,  post  8to,  10s  (k<    Saunders  A  0,  ,1%$^ 

Alms  Jfatres:  Letters  to  the  Freshmen  and  Dons  of  Oxford,  12mo,  7s  6<2 Hogg  A  Sons  ...1858 

Almost  a  Heroine,  3  vols,  post  8to,  31s  (W   Hurst  AB 1859 

''Almost  Persuaded,"  a  Tale,  by  a  Clergyman's  Wife,  18mo,  ls6ci    Setley 1861 

Aioadin,  Prince  of  the  Assaasios,  and  other  Poems,  12mo,  4s Simpkin     1838 

Aloysius  {St.)  Angelic  Youth ;  or.  Examples  of  Holy  Life,  18mo,  2s  6d T.  Hichardson.ii^j 

Al^OL,  a  Poem,  post  8to,  8s    Ball  1841 

and  Omega ;  Lectures  on  the  Titles  of  Christ,  12mo,  3s6<ti Nisbet    184a 

Alphabet  Annotated,  and  Hints  upon  Slip-Slop,  by  an  Old  Etonian,  4to,  14s  Arkermann   ...1853 

of  Flowers,  for  Good  Children,  16mo,  Is;  coloured.  Is  6<i  RoutUdge  1858 

—  Nations,  with  Illustrations,  4to,  2s   Tegg  1857 

Quadrupeds,  with  Illustrations,  square  16mo,  Is  6d  ;  coloured,  2*r<i  ...  H.Bohn i86» 

Alpine  Byways;  or.  Light  Leaves  gathered  in  1859-00,  by  a  Lady,  post  Svo,  IDs  M   .  Longman  1861 

Lyrics,  12mo,  6s  Longman  1854 

Alsop  (/.i?.)  Sermons  on  Faith  and  Practice,  8yo,  10s  6d    Masters 1858 

(Sam.)  Treadse  on  Surveying,  8vo,  12s    Philadelphia... jZ $7 

Alston  {Li€ut.A.H.)  Seamanship  in  the  Royal  Nary,  fcap.  8to,  9s    Bouiledge  i860 

Altar,  The,  or,  Meditations  in  Terse,  12mo,  6s    Masters 1849 

of  Incense ;  or.  Every  Day  Sanctified,  18mo,  28  6<i   Nisbet    1839 

the  Household:  Prayers,  ed.  by  Rev.  Dr.  Harris,  4to,  21s ;  with  plates,  25s Griffin    i860 

Althao  {Hen.)  Scripture  Teacher^s  Assistant^  new  edition,  18mo,  Is S.S.  Union    ...1852 

Althans  {Julius)  Spas  of  Europe,  8vo,  12s    TrUb  er i86a 

Treatise  on  Medical  Electricity,  8vo,  7s  6c2  TrUbner 1859 

Alihorp  Picture  QaUery,  and  other  Poetical  Sketches,  12mo,  5s Longman  1836 

Alvaiy's  Latin  PkXMody,  by  Geoghegan  and  Wheeler,  18mo,  ls6d   W.  Allan  1844 

Always  Happy ;  or,  Anecdotes  of  Felix  and  his  Sister,  15th  edit.,  18mo,  2s  dd    Griffith  A  F.  ...1854 

Ready;  or,  Every  One  his  Pride,  by  P.  and  O.,  12mo,  2s   A,  Hall     1859 

Amalie  {Princess)  Dramas  Illustrative  of  German  life,  post  8vo,  10s  Cd  Parker  f  Son  .1848 

Amaranth,  edited  by  T.  K.  Hervsy,  imp.  4to,  SU6d  Baily     1838 

Amari(ific.)Warof  the  Sicilian  Vespers,  ed.  by  Ellesmere,  8  V.  post  8vo,  31s  6(2 Bentley 1850 

Amatory  and  other  Poems,  by  A.  A.  F.,  12mo,  8s  6(£  Hardvoicke    ...1855 

Amasottian  Republic  in  Peru,  12mo,  3s Wiley 1842 

Amber  Witch,  the  most  romantic  Case  of  Witchcraft  extant,  fcap.  8vo,  Is    Tinsiey  1861 

by  Lady  Gordon,  12mo,  2s  6d,  1844;  newedit.,  2s Murray 1861 

Ambrose  {Isaac)  Christian  Warrior,  edited  by  T.  Jones,  12mo,  2s  6d    Sedey 1837 

Works,  8vo,  8s Tegg  1839 

Maclandreth,  a  Tale,  by  a  Clergyman,  poet  8vo,  4s  Hope 1851 

Ward  ;  or,  the  Dissenter  Reclaimed,  a  Tale,  12mo,  4s6<i Clearer 1844 

America  and  her  Slave  System,  post  8vo^  Is,  1 847  ;  8vo,  2s  6<i      Simpkin     1846 

as  I  Found  It,  by  Author  of  '*  Memoirs  of  M.  L.  Duncan,"  12mo,  5s Nisbet    185a 

compared  with  England,  as  to  Government,  12mo,  is    £,  Wilson 1848 

American  Almanac,  12mo,  5s  (annual)    Botton^  U. S.  ifi^o-S^ 

— Angler's  Guide,  post  8vo,  9s : New  York 1849 

-^—  Annual:  The  Charm,  by  E.  F.  Ellet,  fol.,  81s  6c2    Philadelphia... iS^.^ 

—  Biography,  Library  of.  First  Series,  10  vols.  12mo,  each  5s  New  York    1836-46 

— Second  Series,  16  vols.  12mo,  each  5s     J3oston,t/^5. 1844-47 

. Book  of  Common  Prayer,  8vo,  7s  6d;  12mo,  5s  ;  18mo,  Zs  6d Philadelphia. ..jZ$t 

Broad  Grins,  18mo,  2s   Tyas  1839 

Code  of  Procedure,  as  Amended  July  10,  1851,  Notes,  fcc,  8vo,  Uwcalf,  20s  New  York 1851 

Congress,  History  of,  from  1789  to  1793,  8vo,  12s  New  York 1843 

I Cydopedia  (New),  16  vols.  roy.  8vo,  lOnOs  New  York    ....1858 

Ephemeris,  &c.,  for  the  Tears  1855  to  1863,  imp.  8vo,  each  9s Washington  1853-62 

— —  ftrploriog  Expedition  of  U.  S.,  5  v.  and  Athis,  roy.  4to,  18/.  18s  Philadelphia... li^s 
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American  Bxploring  Expedition  of  U.  S.,  5  y.  imp.  8to,  82.  8« ;  5  ▼.  m.  8to,  50a  ..,'Philaddpkia...i%^ 

Condensed  and  Abridged,  1  voL  roy.  8to,  lOs  6d   ...  New  York 1845 

Farmer  8  Encyclopeadia,  8to,  2U   New  York 1858 

Hand-Book  and  TonrisVs  Guide  through  United  States,  12mo,  2s JtovnUtdge  1854 

In  Paris  in  1838,  2  vols,  post  8vo,  18« CoUnum     1838 

Machinery  ;  Drawings,  with  Descriptions,  fcc.,  royal  folio,  63* New  York 185a 

Miscellany  of  Popular  Tales,  &c.,  VoL  1,  6»  6<i Bergtr  1840 

i National  Portrait  (sbillery,  with  Memoirs,  4  yoIs.  royal  8vo,  each  36t New  York n,  d, 

Preacher,  Vol.  1  to  25,  each  7»  6d    New  Ymk    1836-5^ 

>  Seoood  Series,  Vols.  1  to  6,  12mo,  each  7<  M New  ybrib...  18 56 '6a 


-  Oriental  Society s  Journal,  Vols.  1  and  2,  8to,  32« /.  Okapman  ...1851 

-Poets,  a  Selection  from  the,  feap.  8yo,  6f Tilt    1839 

-  Pulpit:  Sermons  by  Eminent  Orators,  post  8yo,  Ss  Hamilton  ....  '  185a 

•  Question,  Secession,  Tariff,  Slavery,  post  8vo,  Is Simpkin i86a 

-  Scenery,  Illustrated  by  Bartlett,  2  vols.  4to,  40«    Virtue    1840 


•  Slavery  and  the  Kansas  Question,  from  '^Edinboigh  Review,"  8vo,  Bs Longman  1856 

■  Tari^  revised  by  E.  Ogden,  8vo,  7«  6d    New  York 1855 

Americans  at  Home  ;  or,  Byeways,  Backwoods,  &c.,  3  vols,  post  8vo,  31a  6d   Hurst  ds  B 1850 

Ames(Zc^ia)  *'^y  Cup  runneth  Over,"  18mo,  2tQd  Hamilton  i860 

The  Welsh  Valley,  a  Tale,  12mo,  2«6<i    Nisbct    1859 

Amesbury  (/o»epA)  On  Deformities  of  the  Spine,  4to,  31s  6c2 Longman  1840 

Amicable  Correspondence:  Popuhu:  Tenets  held  by  the  Church  of  England,  8vo,  is  ^  Whitfield   i86a 

Amidei  (The),  a  Tragedy,  in  5  Acts,  8vo,  8«  6rf  .-.  Pickering  1845 

Ammianns  Marcellinus'  Roman  History,  translated  by  C.  D.  Tonge,  post  8vo,  7s  6d  .  H.Bohn i86a 

AmoA{And.)  English  Constitution  in  Reign  of  Charles  II.,  8vo,  Ids   Stevens  1857 

Expediency  of  admitting  Testimony  of  Parties  to  Suits,  8vo,  3f    Parker  A  Son  .1850 

— — — -  Gems  of  Latin  Poetry,  with  Translations,  8vo,  12s    -....  Bain 1853 

■  Lectures  on  Advantages  of  Classical  Education,  8vo,  lOsCd Bentiejf 1846 

On  Statutes  of  the  Reformation  Parliament,  HeniyVIII.,  8vo,  10s  6d...  Stevens  1859 

Ruins  of  Time,  exemplified  in  Hale*s  Pleas  of  the  Crown,  8vo,  8s Stevens  1856 

— -  Trial  of  E^rl  and  Countess  of  Somerset  for  Poisoning,  8vo,  15s BeiUley 1846 

and  Ferard  (/.)  Treatise  on  Law  of  Fixtures,  &c.,  8vo,  16« Benning    1847 

Amphlett  (John)  Key  to  Knowledge  of  Scripture  Eras,  &c,  8vo,  10s    Hamilton  1855 

Amusing  Alphabet.     La  Fantasmagorie,  in  French  and  English,  sq.  Is  6(1  JJean x86x 

Alphabets  for  Children,  in  French  and  English,  4  sorts,  sq.  each  Is  Cd  Darton  i8^a 

• Stories  for  Boys  and  Girls,  Illust.  coloured,  royal  8vo,  2s  M  Ward de Lock  .1859 

AmusBat  (A>A,)  The  Employment  of  Water  in  Surgery,  tr.  by  F.  H.  Hamilton,  8vo,  5s  Buffaio.U.S.  ...185a 

Amy  Carlton ;  or,  First  Days  at  School,  a  Tale,  12mo,  2s     BoutUdge 1855 

Grant:  or,  the  One  Motive,  a  Tale  for  Teachers  of  the  Poor,  12mo,  8s6<i J.H.ikJ.Parktri%S4^ 

Harrington  ;  or,  a  Sister* s  Love,  12mo,  Zs  Qd  Nisbet    1848 

Paul,  a  Tale,  2  vols,  post  8vo,  21s     Colbwm 1852 

Rose,  and  other  Stories  for  Girls,  12mo,  8s  6d    Nelson     1853 

Wilson,  a  Story  of  the  Seasons,  18mo,  Is Soc.P,C.K,  ...i860 

and  Rosalie  :  a  Mother's  Memorials  of  Two  Children,  12mo,  2s  6d    Seeley .'.....1854 

Amy's  Kitchen,  a  Village  Romance,  12mo,  Is   Lockwood  i860 

Trials ;  or,  a  Character  Misunderstood,  12mo,  2s   Soc.P.C.K.   ...1856 

Amymone,  a  Romance  of  the  Days  of  Pericles,  3  vols,  post  8vo,  31s  6d Bentley 1848 

Amyott  Family,  a  Tale,  fcap.  8vo,  5s     Groomhridge.,.iS$% 

's  Home  ;  or.  Life  in  Childhood,  a  Tale,  fcap.  8vo,  3s  ;  Sequel  to,  8s Groombridge...  t$^o 

An  M.P.  in  Search  of  a  Creed,  by  Author  of  **  Squires  and  Parsons,"  post  8vo,  10s  6d  Saunders  d:  0.  1861 

An  Old  Man's  Thoughts  about  Many  Things,  post  8vo,  7s  Qd BellA  Ikddg...i%S% 

Anadol,  the  Last  Home  of  the  Faithful ;  or,  the  Turks  in  Asia,  8vO|  12s   Bentley  1853 

Analecta  Minora,  Gr.,  Hamiltonian  System,  12mo,  6s Aploti    1862 

Analogies  and  Contrasts ;  or,  Sketches  of  France  and  England,  2  vols.  8vo,  30s    Newby   1 848 

Analysis  and  Summary  of  the  Acts  of  the  Apostles,  post  8vo,  3s Bagster 185X 

. Old  Testament  History,  fcap.  8vo,  5s  6rf Virtue   1850 

■    of  French  Verbs,  arranged  on  a  New  and  Easy  Plan,  new  edit.,  12mo,  Is  M  Simpkin    i860 

. the  Geography  of  Palestine,  with  Historical  Questions,  12mo,  Is Longman  i860 

Hunting  Field,  royal  Svo,  31s  Qd  R.Ackermann  .1846 

Sects,  Heresies,  and  Writers  of  First  Three  Centuries,  1 2mo,  3s    Bell  d:  Daldy  .1857 


Analytical  Book  of  Common  Prayer  and  New  Version  of  Psalms,  1 2rao,  2s    Keay 1 849 

Digest  of  Cases  at  Common  Law  and  Equity,  1861,  roy.  Svo,  9s Stevens  185a 

Anastasia,  a  Poem,  post  Svo,  10s  6rf  Longman  1858 

Anastasio-;  Transfers  of  Monumental  Brasses  in  Lincolnshire Architect,  Soe,  n.  d. 

Anatomical  Drawings  from  Chatham  Medical  Museum,  5  pts.,  folio,  3.5s  Highley 1850 

Remembrancer ;  or.  Pocket  Anatomist,  5th  edit.,  32mo,  3s  6rf  Churchill  1857 

Anoell  (Hen.)  Treatise  on  Tuberculosis;  or,  Consumption,  Svo,  15s    ...» Longman  185a 

Anohieta,  Vermundt,  and  Berchmans,  Lives  of ,  12mo,  4s    T.  Richardson  %t9^^ 

Ancient  Britons,  a  Tale  of  Primeval  Life,  post  8vo,  3s  6d   Chapman  A  ir.1854 

Cornish  Drama,  edited  and  translated  by  Edward  Norris,  2  vols.  Svo,  21s  ...  J.H.dsJ,Pwrker\%$^ 

Danish  Ballads,  translated  by  R.  C.  A.  Prior,  3  vols.  Svo,  31s  6rf    WiUiamsd:  N,  i860 

Devotional  Poetry,  from  a  MS.  of  the  16th  or  17th  Century,  small  4to,  4s ...  Rel.  Tract  Soc  1846 

Egypt  and  Idumea  Described,  ISmo,  IsQd Rel,  Trad  Soc,  18^1 

^ Empires :  their  Origin,  Succession,  and  Results,  Svo,,  6s Rel,  Tract  Soc,  186% 

— History  (Educational  Course),  12mo,  3f  Chambers 1851 


1835-1862  ANCIENT ANDERSON  If 

Andeiit  History  from  Bdlin  and  others,  zoy.  8yo,  ih  Hel  TraetSoc,  184a 

of  the  Minor  Kingdoms,  roy.  8vo,  2« ReL  TraetSoc.  1845 

Hymns  for  ChiMren,  18mo,  la  6e<    BuntB  1843 

Melodies  of  tlie  litnigy  of  the  Spanish  and  Portuguese  Jews,  4to,  7> Cfroombridge...iS^7 

■  Metrieal  Bomanoes AhboUfordCUb  1836 

Myiteries  from  the  Bigby  Ma AbboUfordClub  1835 

Poems,  Ballads,  andSongsof  the  Peasantry,  by&t.  Bell,  n.  ed.,  fcp.  8ro,  2»^  Gnjin  1861 

Smitheiy,  with  100  Bxamples,  folio,  half-bound,  80«     Weak    1853 

Spaaidi  Bal]ads,tr.  by  Locidiart,Ill.,4to,  42«,  184a  ;  4to,21s,andl2mo,2«  6d  MfMra^ 1858 

Aneren  Riwle,  a  Treatise  on  the  Rules  and  Duties  of  Monastic  Life,  4to Camdet^  Soe, 

Anderdon  (/.X.)  River  Dove,  with  some  Quiet  Thoughts  on  Angling,  12mo,  7s  Pickering 1847 

(H^jy.)  Lectures  on  the  Catacombs  of  Rome,  18mo,  2<    Burm    185a 

Sermons ;  End  of  the  Year,  and  of  all  Things,  2nd  ed.,  12mo,  2$  6d  Pickering  1850 

Words  from  the  Cross,  Lent  Sermons,  2nd  edit,  12mo,  Z$  Pickering 1850 

Andeneii(ir.(7.)  Christmas  Greeting  to  my  English  Friends,  12mo,  3«  6d    Bentlei^ 1847 

Danish  Fury  Legends  (Illustrated  Library),  post  8to,  69    ff.Bohn 1861 

Talesand  Legends,  12mo,  8»  W EotUUdge  1858 

Story  Book,  16mo,  SaW;  coloured,  4s  6d Orifitk^s  P,  ,..1846 

Dream  of  Little  Tuk,  and  other  Tales,  12mo,  2a  ;  coloured,  3a  GriJjfUk  dE?  P,  ...1847 

— — — Improvisatore,  a  Bomanoe,  12mo,  2a    Ward  de  Lock  ,i%^f 

New  Tales,  tTansl.from  the  German,  by  F.  J.  B.,  feap.  8to,  2a  6<f...   Weriheim  i86a 

Nightingale,  and  other  Tsles,  16mo,  2a  6<i  ;  oobured,  ZsQd OriJUh^P,  ...1846 

Only  a  Fiddler,  and  0.  T.,  a  Romance,  8  vols,  post  8vo,  31a  6d    ...  BettUof 1845 

Picture  Book  without  Hctures,  12mo,  2a  6d Kent 1847 

— — Pictures  of  Sweden,  poet  8to,  6a  Bentley 1851 

Poets*  Baaar,  a  Romance,  8  vols,  poet  8vo,  81a  6<i    Bentley 1846 

■  Poet's  Day  Dreams,  12mo,  6a    Bentley 1853 

— Rambles  in  the  Harts  Mountains,  post  8vo,  10a  (W Bentley 1848 

Shoes  of  Fortune,  and  other  Tales,  12mo,  SsGd B.Bokn 1847 

Stories  from  the  Sand  Hills  of  Jutland,  post  8vo,  69  Bentley  i86a 

Tales  for  Children,  tran.  by  A.  Wehnert,  106  Illust. ,  cr.  8vo,  7a  6rf. . .  Bell  As  Daldy. . .  1 860 

-  the  Toung,  18mo,  2a  6c{     Lumleu 1857 


from  Denmaik,  16mo,  (Sa ;  coloured,  7a  6d Grifithde  P,  ...1847 

-  To  Be,  or  Not  to  Be,  a  Novel,  post  8vo,  6a  BenUey 1857 

-  True  Stoiy  of  My  Lif e,  12mo,  h%   Longman  1847 

-  Two  Baroneoses,  a  Romance,  2  vols,  post  8vo,  21a  Bentley  1848 


•  Ugly  Duck,  and  other  Tales,  16mo,  8a  6<f  ;  coloured,  ia  6<j Griffitk^P,  ...1848 

Wonderful  Stories  for  Children,  16mo,  2a  6ci  H.Bohn 1846 

LaiSiaaaa{AUx.)  Memorial  of,  by  Rev.  L.  N.  Walker,  12mo,  8a  6(2  Nid>el    1858 

■     (And,)  Ten  Lectures  Introductory  to  the  Study  of  Fever,  er.  8vo,  6a ChurehiU  1861 

(Cha.)  Remarks  on  Church  Architecture,  1 2mo,  6a Bwm*    1841 

(Caria.)  Annals  of  English  Bible,  2  vols.  8vo,  28a,  1845  ;  8vo,  16a Jackson  A  W,  .i86» 

Design  of  the  Domestic  Constitution,  12mo,  ^ Hamilton  1847 

Historical  Index  of  the  English  Bible,  8vo,  2a Pickering 1848 

Sketches  of  the  Ancient  Native  Irish,  12mo,  2»6d   Hamilton  1846 


Introduction  to  the  English  Bible,  12mo,  UM  Hamilton 1849 

lafe  and  Letters,  by  his  Nephew,  8vo,  10a  6d Hamilton  1853 

(iSiirC)  Jooinalof  aTourin  Norway,  1862,  post  8vo,  6a Bivington  1853 

{Bp,J).) Visit  to  Moose  and  Albany,  12mo,  ia  6<2 Hatchard 1854 

Notes  of  the  Flood  at  the  Red  River,  1862,  12mo,  2a  6d    Hatchard 1853 

— —  (E.)  Visit  to  Chamouni  and  Ascent  of  Mont  Blanc,  12mo,  la    Comish 1856 

{0,^P.)  Guide  to  the  Highlands,  ftc,  of  Scotland,  new  edit,  12mo,  IQsQd,  Longman  t86a 

(ITii^A)  Rath,  the  Moabitess,  18mo,  Uid HamUton 1849 

—  (Jos. )  Dura  Den :  Monograph  of  Yellow  Sandstone,  roy.  8 vo,  10a  6d    Hamilton  1859 

Ladies  of  the  Covenant:  Memoirs,  cr.  8vo,  7a  6<i Blaekie 1859 

■  Ref(Mmation:  Memoirs,  2  vols,  small  4to,  each  10a 6<i.  Blaekie 1856 

Light  in  Darkness:  Comfort  to  the  Sick,  &c.,  12mo,  5t Longman  1858 

Memorable  Women  of  the  Puritan  Times,  2  vols.  cr.  8vo,  12a    Blaekie 1 86 1 

•  Ministtts'  Directory  (Church  of  Scotland) ,  2nd  ed.,  fcap.  8vo,  69 Houlston    1861 


'  (John)  Acheen,  and  Ports  on  the  Coast  of  Sumatra,  8vo,  7a  6d Allen  <b  Co.  ...1840 

'  Bible  Incidents,  and  their  Lessons,  fcap.  8vo,  2a  Gd   NeUon   1861 

>  Lights  from  Bible  Lands,  12mo,  2a Grijfin    1855 


— ^- —  Chronicles  of  tbe  Kirk :  Scenes  and  Stories,  new  edit.,  12mo,  6a  6d .  Hamilton  1849 

•  Comparative  Anatomy  of  the  Nervous  System,  4to,  6a   Shenoood  1837 

Coarse  of  Creation,  post  8vo,  7a  6<i  Longman  1859 

History  of  Bdinbuigh  to  1860,  8vo,  10a    PuUarton 1856 

Legend  of  Glencoe,  and  other  Poems,  12mo,  4a  Longman  1857 

life  of  Christ  from  the  Cradle  to  the  Cross,  cr.  8vo,  7a  Hamilton  1861 

Pendllings  of  Palestine  ;  or,  Holy  Land,  12mo,  3a  6d Nitbet    1850 

Pleasures  of  Home,  a  Poem,  post  8vo,  4a A,  Hall 1856 

Sketches  of  Edinburgh  Cleigy,  8vo,  6a     Simpkin     1856 

Tourist*s  Guide  throng  Scotland,  new  edit.,  12mo,  4a    Simpkin 1862 

Wanderings  in  the  LsAd  of  Israel,  ^2mo,  2a    Gri^n    1853 

and  Johnston,  Memoirs  of :  Yoke-fellows  in  Mission  Field,  p.  8 vo,  7a  6d  Niibet 1 8  62 

-(J.H.)  Smenceof  Parlour  Magic,  12mo,  la , Prancis 1855 


18  '    ANDERSON ANDREWS  1835—1862 

Anderson  {/.It.)  LecturcB  and  Sermons,  am.  cr.  8vo,  4f  6(2    NUbet    i86| 

(/.5.i/.)AUdre«Be8  to  Young  Men,  2nd  edit.,  12mo,  is  6d    Riiington  185^  ' 

Cloud  of  Witnesses ;  Discourses  on  Hebreirs,  2  vols.  8to,  21«     Rivington  1843 

Discourses  on  Life,  &c.,  of  Moses,  12n)0,  if    J<u.Bohn  1835 

— History  of  the  Church  in  the  Colonies,  3  vols.  8to,  i2a Rivington.,. i^^S'SS 

^-_ 2nd"edit.,  8  toIs.  12mo,  2ii  Rivington 1856 

■  Memoir  of  the  **Chi8holm,"  2nd  edit.,  12mo,  5«  6d  Rivington- 184a 

■ Sermons  at  Lincoln's  Inn,  Michaelmas,  1850,  8to,  4s6rf  Rivington  1851 

— on  Elijah  and  John  the  Baptist,  2nd  edit,  8to,  10s6d   ...  Rivington  1836 

-  Varioos  Subjects,  2nd  edit ,  8to,  9<  6d    Riving'on  1841 


-  ( Mrs. )  Three  Paths  ;  or,  T ruth.  Vanity,  &g.  ,  2  yoIs.  1 2mo,  10s  6d    Rivington  1851 

-  {Phil.)  English  in  Western  India,  8vo,  Us  Smith ik Elder  .iZ SA^ 

(Ralph)  Ballads  in  the  Cumberland  Dialect,  32mo,  2s  6d Simj^n     1835 

{Rott.)  DLScourses  on  the  Beatitudes,  2nd  edit.,  12mo,  isM Hatchard 1837 

Communion  Office,  2nd  edit.,  12mo,  7s  M Hatchard 183)^ 


•  Exposition  of  Epistle  to  the  Bomans,  12mo,  9«    Hatchard 1837 

—  St.  John's  Gospel,  2  vols.  12mo,  I4f  Hatchard 1841 


Geographyfor  Junior  Classes,  12mo,  lid Nelson    1858 

Instruction  for  Field  Artillery.     From  the  French.     12mo,  10s  &d  .  Philadelphia... i2i^ 

-^  Modem  Geography,  12roo,  Is  6d  ;  Questions  in,  12mo,  Sd    Nelson   1856 

—  Pastoral  Address  on  Regeneration,  new  edit.,  18mo,  Is  6d     Hatchard 1842 

Practical  Religion  ;  Passages  from  his  Life,  6th  edit.,  12mo,  U Rivington  1855 

Treatise  on  the  Lord's  Prayer,  12mo,  2«  Burns    .1840 

— •—  (R.P.)  Personal  Journal  of  the  Siege  of  Lucknow,  12mo,  2a  Thacher 1858 

(27tc.)  Elements  of  Agricultural  Chemistry,  post  8vo,  6s  6<i  Longman  1S60 

(T.M'Call)  On  the  Parasitic  Affections  of  the  Skin,  8vo,  5s Chwehill  x86i 

{Wm.)  Blanche,  the  Huguenot,  a  Tale,  post  870,  2s  6d    Ingram 1853 

Contrast;  or,  the  History  of  a  Day,  18mo,  Is  Qd Smith  df  Elder  .1%  2^ 

Discourses,  Ist  and  2nd  series,  2nd  edit.,  cr.  8vo,  each  6s Longman  i860 

-  on  Regeneration,  cr.  8to,  6s  Longman  1861 


Gift  for  all  Seasons  ;  Prose  and  Verse,  12mo,  5s  6d     Orr    1S40 

Holy  Catholic  and  Apostolic  Church  :  a  Bicentenary  Essay,  cr.  8to,  Is  Ward 1862 

Landscape  Lyrics,  and  other  Poems,  12mo,  6s Bogue    1845 

Lectures  on  the  Mass,  Popery,  &c.,  12mo,  2s  6d Ward 1S51 

Little  Voyager ;  or,  Harry's  Visit  to  Foreign  Lands,  ito.  Is  6d Nelson   1855 

Practical  Mercantile  Correspondence,  11th  edit,  12mo,  5s    Triibner x86x 

Scottish  Biographical  Dictionary,  12mo,  lis    FiUlarion  184a. 

Self -Made  Men,  cr.  8vo,  5s    Snow i860 

Treasury  of  Histoiy  and  Biography,  12mo,  3s Hamilton  1855 

Manners,  Customs,  and  Ceremonies,  12mo,  8s    Hamilton  1854 


-  (Col.  W. )  Mode  of  Manufacturing  Gunpowder  at  the  Ishapore  Mills,  r.  8yo,  1  is  Weale    1862 

—  {W.J.)  Causes  and  Treatment  of  Nervous  A£fections,  post  Syo,  5s Chwrchill  1850 

-  Treatment  of  Diseases  of  Pregnancy,  post  8to,  is  6(2 Churchill  1852 


Andersson  (C.J.)  Lake  Ngami;  or,  Diacoyeries  in  S.  W.  Africa,  roy.  8vo,  80s Hurst dtB,    ...1856 

Okavango  River  ;  a  Narrative  of  Travel,  &c.,  8vo,  21s  Hurst4[B,    ...1861 

Andlau  (^aron)  German  language.  Key  to,  12mo,  3s  6<i     Stanford    1858 

Reading  Book,  1st  Course,  12mo,  8s  6rf    Stanford    1858 

• • 2nd  Course,  12mo,  4s  6(i Stanford   i86a 

Andral  Clintque  M6JicaIe,  translated  by  Dr.  Spillan,  8vo,  25s   Highleg 1836 

Andrew  {Tho.)  Cyclopeedia  of  Domestic  Medicine  and  Surgery,  roy.  8vo,  18s    Blachie  184a 

{W.P.)  Indus  and  its  Provinces,  Political  and  Commercial,  8vo,  10s  6<i    AlUndsCo 1858 

—  Memoir  of  the  Euphrates  Valley  Route  to  India,  8vo,  10s  %d Allen  <k  Co 1857 

Andrewes(£p.  )Theological  Works,  complete,  1 1  vols.  8vo,  66s    J,H.  Parker  1 841  -54 

English,  7  vols.,  45s  ;  Latin,  4  vols.,  21s. 

— — Devotions,  18mo,  Is,  Soc.  P.  C.  K.,  1853;  ^7  H*^»  12mo,  5s ;  18mo,  6s  Pickering  ^849 

Newman,  new  edition,  fcap.  8vo,  6s     J. H.4kJ.Parker i%6t 

Suinhope,  32mo,  2s  ;  18mo,  2s  id    Rivington  184a 

•  Life  of,  fcap.  8vo,  Is Masters 1849 

-  Minor  Theological  Works,  Memoir,  &c.,  8vo,  6s  J.  H. A  J. Parker  1%$^ 

•  OpuscuU  Postbuma  et  Index,  8vo,  4s  J.H.tkJ.Parbo'iZ^z. 

•  Parochial  Sermons  at  St.  Giles's,  Cripplegate,  12mo,  2s... Bums    1845 

-  Pattern  of  Catechistical  Doctrine,  8vo,  5s     J, H.<t J.Parker iZ^6 

•  Preoes  Privatn,  Gr.  et  Lat  12mA,  5s,  Bohn;  8vo,  5s J.H.dfJ.ParkeriZ^i 

-  Besponsio  ad  Apologium  Cardinalis  Bellarmini,  8vo,  6s  J.H.deJ.ParkeriZ^x 

•Sermons,  5  vols.  8vo,  85s  J.H.Parker ,i%^i-i 

-  Service  for  Consecration  of  Churches,  18mo,  Is   J.H.dsJ.Parkeri%^i 

Tertura  Torti ;  sive  ad  Torti  librum  Responsio,  8vo,  ^ J. H. ik J. Parker i%$i 


Andrews  (ii^.)  History  of  British  Journalism  and  the  Press,  2  vols,  post  8vo,  21s  ...  Bentleg 1858 

Illustrations  of  Manners,  &c.,  of  the  18th  Century,  post  8vo,  9s Chapman  ^H,  1856 

(E.A.)  Latin-English  Lexicon,  new  edition,  rojal  8vo,  18s   Low    i86z 

' and  Stoddart,  Latin  Grammar,  12mo,  3s  6<£  CasseU  1854 

. (O.H.)  Agricultural  Engineering  (Weale's  Rud.  Ser.),  8  vols,  in  1,  12mo,  3s  Virtue    1861 


—  Modern  Husbandry;  Ti-eatise  on  Agriplture,  8vo,  6s    Ingram 1854 

(H.C.)  Erica;  or.  Figures  of  Heaths,  6  vols.  roy.  8v6,  15/,  red.  to  7/  10s   ...  H.Bohn 1845 

(/as.)  Art  of  Flower  Painting,  4to,  16<     BoyuA    1842 


1835—1862  ANDREWS ^ANIMALS  19 

Andrews  (/«.)  Flon'B  Qema,  with  Poetry  by  Twamlcy,  imp.  4to,  2U   Boffue    1837 

Pftrterve;  or.  Beauties  of  Flora,  Drawings,  imp.  4to,  81«  6rf JBogue 184X 

ProgressiTe  Drawing  Book  of  Flowers,  oblong  8vo,  9#  i^oj/tte    1840 

(7.  JS.)  Four  Months' Tour  in  the  East,  post  8to,  4»  6rf Orr    185a 

(P.if.)  Six  Steps  to  Honour;  or,  Great  Truths  I  llustmted,  16mo,  5a   Dran  1858 

(5.P.)  and  Batchelor((?.)  New  French  Instmctor,  8a   New  York 1855 

(W.S.)  Illustrations  of  the  West  Indies,  2  vols,  oblong  folio,  e3«     Day d- Son >86i 


Androe  (A.C.)  Pen  and  Pencil  Sketches  of  a  Holiday  Scamper  in  Spain,  post  Svo,  7a.  Stanford   i860 

Andryane  {Alex,)  Memoir  of  a  Prisoner  of  State,  2  toIs.  post  8to,  21« i\>u%    1848 

Anecdotes  and  Traditions,  edited  by  W.  J.  Thoms,  Esq Camden  Soc.  1838-9 

Religious,  12  toIs.  18mo,  each  la  id     -R</.  Tract  Soc.  1840 

from  Roman,  English,  and  French  History,  by  A.  H.,  12mo,  1<  Cd  C.  II.  Law 1853 

of  Books  and  Authors,  12mo,  2a  6d Orr    1S35 

Kings,  selected  from  History,  16mo,  2»  W  ;  coloured,  3a  &d Gri^thd'F.  ...1849 

Peter  the  Great,  18mo,  2« Gnjfithd-F.  ...1843 

Soldiers  and  Sailors,  by  an  Old  Officer,  new  edit.,  12mo,  6s GriJithd:F.  ...1845 

the  Family  Circle,  16mo,  2»  6d    Orr    1836 

Angas  (Q.F.}  lUustrations  of  New  Zealand,  foUo,  10/  10* Maclean    1847 

South  Australia,  foUo,  10/  10s Maclean    1847 

the  Kaffirs;  or,  Port  Natal,  folio,  W   Jlofjarth    1849 

.  Rambles  in  Malta  and  Sicily,  roy.  8vo,  12» SmiOt  d- Elder  ,i%^% 

■  Savage  Life  and  Scenes  in  Australia,  &c.,  2  vols,  post  8vo,  24s     Smith  ds  Elder  .1847 

-  Views  of  the  Australian  Gold  Fields,  roy.  4to,  21«  ;  coloured,  42«     ...  Hofjarth    1852 


Angel  (Ifowt)  The  Law  of  Sinai,  and  its  appointed  Times,  12mo,  4s Ttyg  1858 

Angel  over  the  Right  Shoulder,  a  Tale,  12mo,  Is  Lmd   1858 

Voiees;or,  Wosds  of  Counsel  for  Overcoming  the  World,  18mo,  2«  6<i     Bennett 1851 

Angelas  Me&sage  :  a  Series  of  Angelic  and  Holy  Communications,  post  8vo,  5s  /.  Wcalcy  1858 

WoA  ;  or,  ChoristerB  of  St.  Marks,  and  other  Tales,  18mo,  2» J. II. dJ. Parker iSj^S 

Angelico  da  Piesole,  Life  of,  by  Rev.  T.  Goodwin,  12mo,  Sa  M   Birimjton  1861 

Angeil  (/.AT.)  Law  of  Carriers  by  Land  and  Water,  roy.  8vo,  10s  Stevata   1849 

On  Law  of  Fire  and  Life  Insurance,  Svo,  30s  BotUm^U.S.  ...1855 

Watercourses,  5th  edition,  royal  8vo,  30s  Botton.U.f^,  ..  1854 

concerning  Common  Carriers,  2nd  edit.,  8vo,  82s  Boatwi^U.S.  ...1851 

Limitationsof  Actions  at  Law,  &o.,  8rd  edit.,  enlarged,  roy.  8vo,  82s  Boston^  U.S.  ...1854 

Right  of  Property  in  Tide  Waters,  2nd  edit.,  enlarged,  8vo,  30s  ...  Sterena  1847 

' Treatise  on  Law  of  Highways,  Svo,  24s liottonjU.S.  ..1857 

and  Ames,  Law  of  Private  Corporations  Aggregate,  5th  ed.,  r.  8vo,  32s  Boston^U.S.  ...1855 


(S.)  Historical  Sketch  of  the  Royal  Exchange,  post  8vo,  2s  Qd  Jennings    1838 

Angelo  (J^m.)  Instructions  for  Cavalry  Sword  Exercise,  12mo,  4s Clovea    1840 

a  Romance  of  Modem  Rome,  2  vols,  post  8 vo,  21s Bentley 1854 

Sanmartino,  a  Tale  of  Lombardy  in  1859,  cr.  Svo,  10s  6d Hamilton  i860 

Angela,  Cherubim,  and  Gods;  an  Enquiry  into  their  Signification,  Svo,  10s  6ri Werthdm  ...... x 861 

Lodged  with  Abraham;  Meditations  on  Genesis,  Ch.  18,  18mo,  2s  (ki Niibet    1839 

Angler's  Remembrancer,  by  ai}  Officer  in  the  Army,  12mo,  Is  6<i  Coomea  1859 

ALgley  </.(?.)  De  Clifford  the  Philosopher,  post  Svo,  10s  6<<  Hatchard  1847 

Faith,  Hope,  and  Charity,  Svo,  2s  W Hatchard  1845 

Hezekiah  and  Sennacherib,  a  Parallel,  12mo,  5s J  at.  Blackwood  1858 

Angliean  Friar,  and  the  Fish  which  he  Took,  a  Comic  Legend,  12mo,  8s  M J. Darling  ......1851 

Angling,  Hints  on,  by  Palmer  Hackle,  Svo,  10s  6<i Robinton   1846 

Anglo-Hebrews:  liieir  Past  Wrongs  and  Present  Grievances,  Syo,  8s  td    Looth 1856 

Hindostanee  Handbook;  or,  Guide  to  Colloquial  Intereourse,  12mo,  12s Smith dsElder... iZ^o 

Ijkdia;  Social,  Moral,  and  Politicd,  8  y.  post  Svo,  27s AlUmkCo.    ..  1837 

Saxon,  V.  1,  roy.  Svo,  21s,  Longman^  V.  2,  roy.  Svo,  15s    Bosworth  1849 

Chronicle,  edit,  by  Benj.  Thorpe,  2  v.  roy.  Svo,  17s Longman  x86f 

Hymnuium,  fr.  MSS.  of  11th  Cent.,  Svo,  16s  (Surtees  Soc.)   Whidaker ...... \%$% 

Psalter,  V.  1  and  2,  Svo,  each  15s  (Surtees  Society) Whittaker  ...1848-9 

ADgoalfime  (Duchaa)  Memoirs  of,  by  Mis.  Romer,  2nd  edit.,  post  Svo,  12s BeniUy  1853 

Aczoville  (fl.C.)  Treatise  on  French  Grammar,  2nd  edit.,  ]2mo,  6s  td    Nult   ....1849 

An  JUS  (/os.)  Bible  Handbook :  Introd.  to  Study  of  Scripture,  12mo,  5s,  1854 ;  8vo,  10s  Bel.  Tract  Soc...  i96o 

'  in  French,  8vo,  4s Bel.  Tract  Soc...  J  9$^ 

Christ  Our  life,  in  its  Origin,  Law,  and  End,  post  Svo,  5s    Niabet 1853 

— ^ Christian  Churehes,  and  Churdi  History,  cr.  Svo,  2s  6d    Ward i86a 

Handbook  of  the  English  Tongue,  12mo,  5s IUl.TractSoc...M%6t 

: — Prise  Essay  on  the  Voluntary  System,  poet  Svo,  6a Jackaonf  W..,t9i^ 

(TTm.)  Bicentenary  Prise  Essay,  12mo,  Is    Ward i86a 

History  of  England,  18mo,  3s  Orr 1838 

Intellect,  and  its  Relations  to  Matter  and  Spirit,  12mo,  Is  dd  Wertheim 1851 

Kingdom;  or,  an  Arrangement  of  Animal  Histoiy,  ISmo,  2s Longman  ......1844 

———Magnetism:  its  History,  ISmo,  2a  fid Dyer 1841 

—— Physiology  (Educational  Course),  12mo,  la  6d Chamhera  1861 

Shadows  on  the  Wall,  Child's  Book  of  Shadows,  4to,  Is WardALock...\%^i 

Vegetable  and  Mineral  Kingdoms,  Account  of,  by  C.  H.  8.,  ISmo,  2s  ...  Booth 1847 

Animals,  their  Food  and  Instincts,  16mo,  2a6d  Ward 1846 

^ : Natures,  Habits,  ko.,  with  Verses  by  Bishop,  roy.  Svo,  Is Dean 1857 

■  Plciora^  Habit^  and. Uae^  ito,  2s6<i;  cold.,  5s    ^ Dean i860 
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AnimAted  A^pbabet;  or,  Picture  Changing  Letters,  roy.  8to,  1«  6<i  Ward Jb Lock.,. i^Si  - 

Anley  (CMrto/te)  Earlswood,  a  Religious  Tale,  fcap.  8to,  5<  Haiekard  i%S^ 

• Influence,  a  Moral  Tale,  fcap.  8vo,  6s Hatekard  1845 

Miriam  ;  or,  the  Power  of  Truth,  a  Jewish  Tale,  fcap.  8yo,  6« BtUehard  1845 

> Prisoners  of  Australia,  a  Narratire,  fcap.  8to,  itiid HiUchard  1841 

Ann  Ash;  or,  the  Foundling,  a  Tale,  18nio,  Is  Ad,  Soc.  P.  C.  K.  ;  2s J.H.AJ.Parkari%si 

Anna;  or,  Memoir  of  a  School  Girl,  new  edit.,  12mo,  8s  6ii Simpkin 1840 

— . Passages  from  a  Home  Life,  6th  edit.,  12mo,  8s  6d   Sedqf 1854 

the  Leech-vender,  a  Tale,  4th  edit.,  18mo,  Is Wertheim  1856 

Annals  of  Chemistry  and  Practical  Pharmacy,  V.  1,  8to,  12s Longman  1843 

the  General  Assembly  of  the  Church  of  Scotland,  12mo,  5s Wkittaler 1840 

. —  Christian  Martyrdom ;  Ancient  Martyrs,  18mo,  Is  6d   BelTfXictSoe.    1855 

■  England:  an  Bpitome  of  English  History,  8  7.  fcap.  8yo,  Ifis  J.H,AJ.Parkeri%ss 


-Horticulture,  1846-1850,  5  v.  roy.  8to,  each  16s  IfouUion    1850 

Humble  Life,  post  8vo,  9s  6d    Miland 1840 

Ireland:  Four  Masters,  by  Connellan,  4to,  42s   Simpkin 1847 

O'Donovan,  7  t.  4t<»,  6/  6s  ;  fine  paper,  14n4s  Simpkin 1856 


Yiigin  Saints,  by  a  Priest  of  the  Church  of  Bngkind,  fcap.  8to,  7s6ii Jfosters 1846 

Anne  Boleyn,  a  Tragedy,  8to,  5s   Kent  1861 

or,  Supprewion  of  the  Religious  Houses,  post  8to,  7s  jSSatt«M{ers^0...i854 

Hathaway;  or,  Shak^peare  in  Love,  3  v.  post  8vo,  81s  6(f BenUtjf  1845 

Sherwood;  or,  Social  Institut.  of  England,  a  Novel,  8  v.  post  8vo,  81s  6d BeniU^  1857 

of  Brittany,  Memoirs  of,  by  L.  S.  Costello,  po8t8vo,  7s  6d Bennttt  1854 

Annesley  {Jot.)  Researches* into  Causes  of  Diseases  of  India,  2nd  edit,  8vo^  14s   ...  Limffm4m  1841 

Annette  Gervais,  18mo,  2tM JfamiUon   1843 

or.  Bars  to  Hear,  by  Author  of  ^'Gleanings  from  Qcppel  Story,*'  fp.  8vo,  2t,.Knigki^ Son.. .iS6i 

Annie,  a  Romance  of  Indian  Life,  post  8vo,  2s  6d  J<u,Bladneood.i^6o 

Elton;  or,  the  Cottage  and  the  Farm,  fcap.  8vo,  3s  6<i ffamiUom  1861 

——^Barclay;  or,  Sketches  of  the  Society  of  Friends,  12mo,  5s Wrigktd:Co....j%s^ 

Foster,  a  Story  for  School  Girls,  18mo,  Is RelTra^Soe...iZs6 

Leslie;  or,  the  Little  Orphan,  a  Tale,  18mo,  Is Wertknm  1855 

Sherwood;  or.  Scenes  at  School,  18mo,  Is JUlTroHSoe.. .i9^7 

Anniversaries:  Devotions  and  Prayers  for,  2nd  edit.,  fcap.  8vo,  6s    Maaten i860 

Anniversary,  a  Christmas  Story,  12mo,  2s  6<2  Bogue    1856 

Annual  MisoelUny,  1848 :  Obituary,  Biography,  Oocnrrenoes,  81c.,  8vo,  7s  6d Saunders  4f0.  1849 

Register,  Dodsley's,  1835  to  1849,  8vo,  each  16s JtivingUm    1836-50 

1850  to  1861,  8vo,  each  18s JUvingitm     1851-62 

of  Scientific  Discovery,  Vols.  1  to  12,  12mo,  each  7t  M  {annned) BotUm^U.S.  1850-62 

Retrospect  of  Engineering  and  Architecture,  Y.  1,  1861,  post  8vo,  7s  6d  ...  Lodewood  1862 

Anonymous  Letters,  8vo,  2s    Saundends  0.  1849 

Poems :  OX<y«  Xi/S«f,  post  8vo,  8s  6(2     BenUeg 1850 

Another  Book  about  Wesleyan  Methodism,  12mo,  8s  BamiUon  1853 

*' Another  Gosper'  Examined ;  a  Criticism  of  **  Essays  and  Reviews,'*  8vo»  8s  6d  ...  )ra/i;er<lr(7o....i86i 

Ansell  (C%a.)  Treatise  on  Friendly  Societies,  8vo,  5s   ^ Baldwin    1835 

Anselm  {St.)  Cur  Deus  Homo  ;  or.  Why  God  was  made  Man,  12mo,  2s  6d    J.H.d:JJ^arheri%s% 

■■  Life  of,  by  Hesse,  translated  by  Turner,  post  8vo,  6s    Bivington 1850 

— — — M5ehler,  translated  by  Rymer,  12mo,  2s  6d    T.Jomea 184a 

_^ Meditations  and  Prayers,  ^ited  by  Jh.  Pusey,  fcap,  Svo^  5s     J.H.dsJ.Parktri%s^ 

Anselmo;  a  Tale  of  Modem  Italy,  2  vols,  post  8vo,  21s Saundendt  0,  i860 

Anson  (.LorcQ  Life  of,  by  Sir  J.  Barrow,  8vo,  14s Murray 1839 

Voyage  Round  the  World,  med.  8vo,  Is  6d    Orifin   1853 

• {Tho.)  Afghanistan,  a  Poem,  12mo,  4s   Pickering  185s 

Ansted(i>.  T.)  Elementary  Course  of  Geology,  Mineralogy,  &c,  post  8vo,  12s Van  Voont  ...1850 

Geological  Gossip,  fcap.  8vo,  2s  6d BouUedge  i860 

Geologiflt*s  Text  Book,  fcap.  8vo,  8s  6<2    VanVoorH  ...1845 

— — —  Geology,  Introductory,  Practical,  &c.,  2  vols.  roy.  8vo,  42s    Foil  FoorsC  ...1844 

Gold  Seeker's  Manual,  fcap.  8vo,  8s  6d   7o»  Foors«   ...1849 

■  Notes  on  Scenery,  Science,  and  Art,  8vo,  10s  td    Van  Voortt  ...1854 

Hcturesque  Sketches  of  the  Ancient  World,  new  edit.,  post  8vo,  10s  6d  Van  Voont   .. .  1 848 

Practical  Geology  and  Physical  Geography,  post  8vo,  2s  6rf    Cfriffin    1856 

Short  Trip  in  Hungary  and  Transylvania  in  1862,  p.  8vo,  8s  6d Allen  dc  Co.    ...i86» 

and  Latham  (/?.(?.)  Channel  Islands,  Illust.,  8vo,  26s   AUendtCo.  ...i86» 

Anstey  (T.  C.)  Guide  to  Laws  respecting  Roman  Catholics,  8vo,  7s    Stevens  1842 

-  Lectures  on  Laws  and  Constitution  of  England,  post  8vo,  12s Stevens  1845 

Anthologla  Davidica  :  Metrical  Translation  of  the  Ptelms,  12mo,  8s  6d Bivington  1846 

-  Gneca,  in  nsum  ScholisB  Rugbiensis,  12mo,  8s  6d    Longman  1856 

— ^— —  Sacra :  Christian  Aphorisms,  18mo,  8s  6c{ Whittaker 1835 

Anthon  (CAa.)  CUusical  Dictionary,  roy.  8vo,  81s  6<i  Wileg 1841 

First  lAtin  Lessons,  with  Exercises  by  Hayes,  12mo,  8s     Tegg  1845 

Greek  Grammar,  by  Major,  12mo,  8s  Tegg  1840 

• ' Prosody  and  Metre,  by  Major,  12mo,  2s  64 Tegg  1840 

• Reader,  by  Boyd,  12mo,  5s  6<i  Tegg  1844 

Anthony  (Lou.)  Footsteps  to  History  of  England  and  France,  fcap.  8vo,  6s  6d Longman  1853 

Anthony  Traugott,  the  Potter  Musician,  tnmslated  from  the  German,  18mo,  2s  Darion 1848 

Anti'ComngBby^  a  NoTel,  by  an  Embiyo  M.P.|  2  toU.  post  8?o^  21i iVei%   ...< 1844 
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AnU-lhmmoii ;  or,  uiBxpoBnreof  Munmon,  post  8ro,  ft*  6d   Nithet    1837 

Anti-Theiiiii :  its  MonJ  and  FhUosophical  Blindnen,  bj  P.  0.  H.,  12mo,  U  6d  Judd^  Glats...its^ 

AtttigQA  and  the  Antignans :  Account  of  the  Colony,  frc.,  2  yoIm,  poet  8to,  2U Saunden  Jk  0.  1844 

Antipodfli ;  or,  the  New  Existence,  a  Tale,  by  a  Cletmrman,  8  toIs.  poet  8to,  81*  M  ,  Hunt  A  B 1854 

Antiqiuiiaa  Etching  aab  PnUicationa,  1849,  4to^  8<6<i    /.  R,  Smith  ...1853 

■ 1850-58,  4  vola  4to,  each  lOi /.  R,  Smith  ...1853 

•  and  ArchitectnnI  Yeir-Book,  1844,  8to,  14s Neiebg    1845 


ADtiqnarian  Societies'  Publications,  London^  Neweawtle,  Scotland.     See  Appendix. 

Antiquities  of  Athens,  Monuments  of  Greece,  &c,  16mo,  10a  6<2,  Bogue,ii^i ;  12mo,5<  H.Bohn 1858 

Ionia  and  Attica,  by  the  Dilettanti  Society,  8  toIs.  fuL,  21/ Longman  1840 

AaftueU  (T.)  Manual  of  Agricultural  Chemistry,  12mo,  2«  Orr    1846 

-  (Z)r.r.)  Handbook  of  the  Useful  Arts,  8to,  12«    New  York 185a 

Antoise  and  Marie  ;  or,  Slare  Love  in  America,  12mo,  Is  Hope 1853 

de  Bonneval,  a  Tale  of  Ancient  Paris,  12mo,  8f  6(i    Bums    1858 

Aoton  (/.)  Setrospeet  of  a  Military  life,  12mo,  6s  HighUg 1841 

ABUNunui(if.^.)  ^^^^^''^  translated  by  M*Cormac,  12mo,  2«  6<l Longman  1844 

Noughts,  translated  by  Geoige  Long,  fcap.  Svo,  8a    BtUds  Daldg  .i86a 

Antony,  the  Deaf  and  Dumb  Boy,  a  Novel,  2  vols,  post  8vo,  21s    Bentley 1851 

Antrobus  iJB.  C.)  Base  and  Progress  of  Pointing,  8to,  5a  Staunton    i86a 

(/.)  Oratoi's  Guide ;  or,  the  Praotioe  and  Power  of  Eloquence,  cr.  8vo,  8a  Qd  Longman  1 86a 

-^—  (/.£.)  Parental  Wisdom:  Philosophy,  fcc,  of  Education,  8to,  7a  Suunden*  0.  1849 

Pilgrim's  Dream,  and  other  Poema,  12mo,  5a Simfkin    1850 

Student's  Manual  of  Mercantile  Knowledge,  post  8vo,  4a    Longman  1840 

•  Wrongs  of  Poland,  a  Poem,  8to,  5a Saundendk  0.  1849 


ADtwerp;a  Journal  kept  there,  with  Notices  of  Brussels,  ftc.,  12mo,  5a   T.Harrieon  ...1847 

Apd  {Ben.)  F<Hrmationof  Wordsof  the  German  lAngusge,  8to,  8a  6d  Simpkin    1844 

G^ennan  Grammar  for  Beginners,  12mo,  28  6d    Williamad:  N.  1859 

■  '  and  Exercises,  4th  edit.,  12mo,  8a  ;  Key,  4a WiliianaJk  N.  1857 

Elementary,  12mo,  7a  6d  Simpkin    1845 

•  Prose  Stories  for  Beginners,  12mo,  2a  M    WiOiamiJk  N,  1859 


Introduction  to  German,  according  to  Becker,  12mo,  5a  6d   Simpkin    184a 

Miichen  und  Sagen,  18mo,  4a    Rolandi 1838 

Prose  Specimens  for  Translation  into  German,  12mo,  4a  M   TrUbner 186a 

— Select  Specimens  of  German  Poetiy,  12mo,  5a WilliameA  N,  1856 

Aphorisms  and  Maxims  for  the  Toung,  18mo,  la  Set    Groomhridge  „.i%ii 

of  the  Wise  and  Good,  illuminated,  roy.  18mo,  9a    GrijjUhAF.  ...186a 

ApoUoniuiof  Tjkdb^  life  of ,  by  J.  H.  Newman,  post  8to,  la    Grifin    1849 

Apology  for  Cathedral  Serrice^  post  8to,  8a  Longman  1839 

Hebrew  Prophecy,  by  Omicron,  12mo,  2a  Holyoake  1854 

Millenarianism,  8vo,  6a  6d Nithet    1838 

' — >- Sir  James  Dalrymple  of  Stair BannatgntCluhitz^ 

the  Lollards,  MSS.  attributed  to  Widiffe,  edit,  by  Rev.  Dr.  Todd,  8a  ...  Camden  Soe,  ...184a 

ApotUes:  their  History,  to  the  End  of  their  Lives,  18mo,  UM  Rel.  Tract  Soe,  1849 

Aposto&c  Eptstles  (General  Introduction  to),  8vo,  8a 6d Bdld:Daldg,..i1t6i 

• Instruction  Exemplified  in  the  Fbrst  Epistle  of  St.  John,  12mo,  6a   SeeUy 1840 

SuooeMoon  Explained,  I7  a  Catholic  Priest,  12mo,  2a  M  T.RiehardMon^it^f 

Apoitotieal  Ads  and  Epistles,  trans,  from  the  Syriac,  by  Etheridge,  12mo,  7a  6<i    ...  Longmcm  1849 

-Christians;  or.  Catholic  Church  in  Germany,  12mo,  ZiM Wertheim  1846 

Constitution,  in  Coptic  and  Bnglieh,  by  H.  Tattam,  8to,  10a  6d Allen  d:  Co,  ...1849 

Epistles  and  Berelation,  literally  translated,  8to»  lOsM Rivingtom  1839 

— Socoession  Orerthrown,  and  E?angelical  Established,  8to»  5a Niebet 1854 

AppwOi  {F.B.)  Law  for  BeHef  of  Trustees,  with  Statutes,  12mo,  2a  M  WUdy    1853 

^Vfetkj  {Cha.)  Chase,  Turf,  and  Road,  fcap.  8to,  8a  6<f   Murray 185a 

'• —  Hunting  Beminisoences,  roy.  8vo,  16a    R,Aekennann,.i%^% 

Toun,  8to,  Z»6d   Templewuin  ...1843 

■ — Life  of  JohnMytton,  8to,  Srdedit,  25a  R.Ackermann.» i%$i 

— ^— ^— —  a  Sportsman,  roy.  8to,  16a;  82  plates,  42a R. Ackermann,. i^^t 

Nimnxi  Abroad,  2  t.  post  8to,  12a Colbum 1841 

Northern  Huntiiijg  Tour,  8to,  8a6d * »..  Templenum  ...1838 

— *•  Bemarks  on  Choice  of  Hones,  by  Cecil,  3rd  edit.,  post  8to,  7a  6d...  Pittman 1855 

— Sporting  Annual,  imp.  4to,  42a Bailg 1837 

' Treatise  on  the  Horse  and  the  Hound,  post  8to,  lOa  6<2  Longman  1843 

Apperiy  (/oa.)  Bevealed  Truth  Vindicated,  post  8vo,  5a  6d Snow 1845 

Appia  {P.L.)  Ambulance  Surgeon,  ed.  by  Nunn  and  Edwards,  fcap.  8to,  6a  Longman  186a 

Apple  Blossom  ;  or,  a  Mother's  Legacy,  a  Tale,  12mo,  8a  6d  Mattert 186a 

• Dumi^ing,  and  other  Stories,  for  Boys  and  Girls,  16mo,  8a  6<i Addey    ..185a 

Appleby  (7!&os.)  Orchid  Manual,  with  a  Calendar  of  Operations,  fcap.  8to,  2a  6d  ...  Jnl,o/Hort. Of. i%6i 

Applegate  (2%o.)  Sacred  Geography  and  History,  12mo,  8a Ward 1839 

Appleton's  DiAtionary  of  Maebines,  8cc.,  2  t.  roy.  8to,  72a New  York 1851 

Blnatrated  Handbook  of  American  Travel,  8to,  12a New  York 1857 

Appleyaid  (yoAi»)  History  of  the  Kaffir  Language,  8to,  8a Maton  1850 

Appraitiee's  Pocket  Guide  to  Wealth  and  Esteem,  82mo,  la  Whittaker 1838 

Apprentice  (The),  a  Weekly  Journal  of  Art,  2  t.  4to,  each  8a  6d  Simpkin    1843 

■  Affectionate  Hints  to  a  Toung  Friend,  18mo^  la JZci.  7Vac(  Soe..  1844 

Appnadung  Doimfali  of  Popery,  12m0y  2a  6<;; Ward .484a 
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Approximations  to  Troth,  Natane  Novum  Organon,  er.  8vo,  8« Mann    1861 

Apuleius  (Luc.)  De  Deo  Socratia,  edidit  Buckley,  12mo,  4a h Longman  1844 

Metamorphoeea,  translated  by  Sir  Qt.  Head,  post  8to,  12t    Longman  1851 

Works  Translated,  with  Tighe*s Fbyche,  postSvo,  6» H.Bohn 1853 

Aquatic  Notes ;  or,  Sketches  of  Rowing  at  Cambridge,  12mo,  3a    BeU^b  Daldy.,.iZs% 

Oracle;  or,  Record  of  Rowing,  1835-51,  18mo,  it    Simpkin 185a 

Aquinas  {Thomas)  Commentary  on  the  Gospels,  by  Posey,  8  y.  8yo,  ZSs  Qd J.  ff, Parker. it^i^s 

Aitib  Life  (from  the  French),  by  Walters,  fcap.  8yo,  Ss  Philip    1861 

(The)  Square,  U  Cd    MeLTract  Soe.  1846 

Arabian  Nights'  Entertainments,  Arabic,  by  Sir  W.  Macnaghtcn,  4  r.  roy.  8to,  6/ ...  Allen  <k  (70.1839-42 

by  Forbter,  Illustrated,  roy.  8to,  7»    Tegg  1853 

8vo,  I2t  6d— roy.  8to,  2U Willoughby    ...1853 

— _^  by  Harvey,  post  8vo,  7«  6d RoutUdge  1853 

Condensed,  2  t.  12mo,  7a Bums 1847 

— Lane,  Illust.  by  Harvey,  3  toIs.  roy.  8to,  41  is C.  Knight 1841 

Family  Edition,  3  t.  post  8yo,  18a,  1849 ;  1  r.  roy.  8yo,  21«  Murray 1853 


First  Fifty,  with  the  Poetry  by  Torrena,  8vo,  10a  6d AlUnACo.  ...1839 

Illust.,  new  edit.,  8vo,  5» GrijSX,n    1862 

by  Poole,  3  v.  8vo,  21  2a,  Murray^  1858  ;  red.  to  31»  6d    GrCjfin    1861 

— — post  8vo,  2a6rf,  Simpkin,  1854;  4  v.  fcap.,  10a  6d Wasftboumt  ...1844 

-  Selected  for  General  Use,  n.  e.,  in  1  v.  fcap.  8vo,  5a LumUy x86z 

Arabic  Reading  Lessons,  with  Grammar,  by  Davis  and  Davidson,  12mo,  5a BagsUr 1854 

—  Root  Book  of  every  Root  in  the  Language,  12mo,  5a    Nutt  n.  d, 

and  English  Exercises  and  Dialogues,  8vo,  5a   Madden 1855 

Arabs  in  Spain,  an  Historical  Narrative,  2  v.  poet  8vo,  18a CkurUm 1840 

Arago  (/'Va.)  Autobiography,  16mo,  la  (Traveller's  Library)    Longman  1855 

—  Biographies  of  Distinguished  Scientific  Men,  8vo,  18a    Longman  1857 

— —  Lecturea  on  Astronomy,  by  Kelly  and  Tomlinson,  12mo,  2a  Roulledge  1854 

Meteorological  Essays,  8vo,  18a Longman  1855 

■  Popular  Astronomy,  by  Smyth  and  Grant,  V.  1,  8vo,  21a;  V.  2,  24a  ...  Z/on^an...  185 5-5 8 

Treatise  on  Comets,  transL,  8to,  5a   Longman  1861 

Aran  {F*A.)  Manual  of  Diseases  of  the  Heart,  transL  by  W.  A.  Harris,  fcap.,  7a  6d.  H't'/ey 1844 

Arator,  Opera  Omnia,  cura  Giles,  8vo,  10a  6c2  Jqm.  Bohn 1836 

Aratus  {Sol.)  Phenomena  and  Diosemeia,  translated  by  Dr.  Lamb,  8vo,  7a  6(2    Parker  Ja  Son  .1848 

Arlranin  (Jas.'S  Dissertation  on  the  Regenerate  life,  new  edit.,  18mo,  2a  %d Hodson  Jt  Son  ,i%i^ 

Arbousset  (T.)  Exploratory  Tour  in  South  Africa,  transL  by  Brown,  12mo,  istd    ...  Bishop  185a 

Arbuthnot  {Lt.  O. )  Herzegovina ;  or,  Omer  Pacha  and  the  Chris.  Rebels,  post  8vo,  10s  6d  Longman  x  86a 

(/.)  Emigrant's  Guide  Book  to  Port  Natal,  fcap.  8vo,  2a    HamiUon i86a 

(3/r».)  Guide  to  the  Study  of  the  Scriptures,  12mo,  3a  6d  Parker  Jb  Son  .1840 

Archaeologia  ^liana,  4  vols.,  1822-55,  n.  ser.,  8vo,  2  vols  N€w.An.So.i%$6-^y 

• Sootica,  4  vols.  4to Scot  Antiq.  Soe, 

<  ;  or,  Misoellaneous  Tracts,  38  vols.  4to Antiq.Soc.  ij'jO'i^Sz 

— Cambrensis ;  First  Series,  4  vols.  8vo,  42a J.  R.  SmiUi  .1846  9 

Second  Series,  6  vols.  8vo,  63a  J.  M.  SmiihiS$o-s$ 


Third  Series,  Vols.  1,  4,  5,  8vo,  ea.  80a  ;  Vols.  2,  3,  ea.  25a  /.  R.  Smith   ...r.  y. 

AichtBoiogical  Collections,  illust.  the  County  of  Sussex,  8vo,  V.  1,  10a,  1848  ',  V.  2, 15a  J.R.  Smith  ...1849 

■  Album  :  Museum  of  Antiquities,  by  T.  Wright,  4to,  S2a    Chapman d:  H.  184$ 

Archaeologist  and  Jounial  of  Antiquarian  Science,  8to,  ICa  6d    /.  R.  Smith  .1842-5 

Archbishop's  Daughter,  a  Tale,  16mo,  la  6^     Darton 1838 

Akchbold  {J. P.)  Law  Praotiok  and  TrkattsKs,  yiz.  : — 

County  Courts,  Rules  and  Orders  of,  12mo,  4a Shaw  A  Sons  ...i%$i 

Criminal  Law  Procedure,  12mo,  22a  iSAaw <lr^ia  ...1856 

Plead,  and  Evid.  in  Crim.  Cases,  by  Jervis,  15th  ed.,  by  Welsby,  8vo,  26a  SweU x86a 

Statutes,  12mo,  21a Simpkin     1861 

General  Orders  and  Forms  of  Court  of  Bankruptcy,  12mo,  la  6d    Simpkin     i86« 

Justice  of  Peace  and  Parish  Officer,  4yols.  12mo,  82M Shaw dr Sons ...i9$^ 

Vols.  1  and  2,  Summary  Convictions,  45a. 

3.  Poor  Law,  28a— V.  4,  Indictable  Offences,  17a. 

Law  of  Appeal  against  Rates  and  Removals,  12mo,  10a  Shaw  A  Sons  ...1%$^ 

— —  Arbitration  and  Award,  12mo,  5a W.  H.  Bond- ...\%i\ 

-— ^—  Bankruptcy  and  Insolvency,  with  General  Orders,  2nd  ed. ,  1 2mo,  1 8a   ...  Simpkin     1 8  6a 

Civil  Pleading  and  Evidence,  12mo,  16a    B€nning.....-...iSxj 

— — — Irremovability  of  Paupers,  12mo,  la  Ud  Shaw  d!  Sons  ...i 96 1 

Landlord  and  Tenant,  12mo,  10a  Shaw tk  Sons  ..,j9$^ 

— Limited  Liability,  12mo,  6s   Shaw  As  Sons  ...ii$^ 

Nisi  Prius,  Personal  Actions,  2  vols.  12mo,  42a  Stevens  1845 

Parish  Officers,  England,  12mo,  10a Shawd:Sons  ...i2$7 

——— Partnership  and  Joint-Stock  Companies,  12mo,  5a ShawdkSons  ...1857 

Pauper  Lunatics  and  Lunatic  Asylums,  12mo,  15a Shaw  <k  Sons  ...1%^^ 

Succession  Duty,  12mo,.  7a  6<i   ShawdfSons  ...i%$% 

Laws  of  England,  Summary  of.  Vols.  1  and  2,  12mo,  each  15a  Shaw^Sons  1848-9 

Poor  Law  Cases,  abridged,  8vo,  21a  ShawASonsii^z^Z 

• Commissioners'- Orders,  by  Banke,  12mo,  9a     Shaw di Sons  ...iZ$f 

Statutes  to  1857,  12mo,  28a ShawikSons  ...1857 

.      Removal  Act^  12mo,  2«  6(2  ^...^ .^ Shaw di Sons  ...i^ ^9 
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AxcHBOLD  {J,F.)  IiJiw  P&AonoB  and  TKZAtisEa—eontinued. 

Fraciioe,  Oommon  Law  Qi^uxtB,  12ino,  35s ShawASon*  .. 

Coonty  Courts,  8th  edit,  12mo,  I2i  Sftawd:Sons  .. 

Poor  RemoTala  and  Appeals,  12mo,  10* ShaWikSons  . 

Qoarter  Sessions  Court,  12mo,  ]6« Shavjd:Son8  .. 

Qaeen^s  Bench,  Crown  Office,  12mo,  12« Shaw  de  Sam  .. 

•  C.  Fleas,  and  Bxcheqaer,  by  Prentice,  2  ▼.  12mo,  52«  6(2  Sweet 


Archenhol  {P.  W.  Von)  Seven  Years'  War  in  Germany,  transl.  by  P.  A.  Catty,  18mo,  6«  Wdliama  Js  N. 

Archer,  Families  of  the  Soraame  of  Archer,  4to,  12$  6d /.  B.  Smith  ... 

(C,P.)  Digest  of  Reports,  Oommon  Law,  Ireland,  8fo,  20j Benning    

{J.)  Sermons,  2nd  series,  3rd  edit,  2  vols.  8to,  12f Dolman 


-(/.IT.)  Vestiges  of  Old  London,  4to,  36<  Boffue 

-  l^idL)  IsUnd  Home:  Adrentores  of  Six  Toung  Croaoes,  fcap.  8tO)  8f  6<2    ...  RjtUledge  

-  (7%o.)  Madame  Prudence  and  other  Stories,  fcap.  8to,  Ib Warddk  Lock., 

-  {T.C.)  Krst  Steps  to  Bconomic  Botany,  roy.  16mo,  2«6<i RnUUdgt  

Popular  Economic  Botany,  sq.  12mo,  7<  6<f Boutledge  .... 

•  Yegetable  Products  of  the  World,  in  Common  Use,  illnst.  roy.  16mo,  2f  6d  RinUUdtjt 


{T.G.)  Index  to  ani«peaied  Statutes,  Wm.  lY.  to  1850,  8to,  fit  BuUenoorths  ... 

{Wm.)  Bachel  of  Padanaram  :  Type<>f^b«^«'c^»  12°^o>  ^' Simpkin 


Archer'a  (The)  Quide  to  the  Use  of  the  Long  Bow,  18mo,  1$  Joseph  d:  Co. ... 

Prise,  a  Tale,  18mo,  Is  6d Griffith ds  F.  ... 

Archippoa ;  oar,  the  Christian  Ministry,  by  Pastor  Bmeritus,  post  8yo,  6«  JudddsGloM... 

Architect  (The)  and  Builder's  Office  Book,  12mo,  3a  6d   J.WiUiatnt    ... 

Arehitectora  Gmonica ;  Canons  of  Church  Architecture,  12mo,  fi« Rivingtim  

Architectural  Antiquities  in  Neighbourhood  of  Oxford,  8to,  18* J.H.dtJ.Parker 

Description  of  St  Leonardos  Church,  Kirkstead ,  f ol. ,  10s /.  H.AJSarktT\ 

Engineering,  and  Mechanical  Drawing  Book,  fol.;  letterpress,  12mo,  16<  VfedU    

— ^   MaJ^azine,  5  vols.  8yo,  6/ 6^ Zon^num  ...... 

Nomenclature  of  the  Middle  Ages,  8to,  7s Camh.Ani^q.So. 

Notices  of  the  Churches  of  Northamptonah.,  roy.  8vo,  3fi«  ;  proofs,  fi2«  6<i  J.H.d:J.Parker. 

Precedents,  ed.  by  T.  L.  Walker,  Srded.,  8to,  18s,  with  Supplement,  23«  AtcUey  

TUtnaina  of  Blixabcth  and  James  the  Firsts  foL,  90a  ;  coloured,  6/  15a...  McLean 


Aretb  Miscellanies :  a  SouTcnir  of  the  late  Polar  Search,  Sto,  10a  6<i    Colburn 

News:  Facsimile  of  a  Journal  on  Board  H.M.  Ship  ''Resolute,**  fol.,  25a  Ackcrmann 

Searching  Expeditions,  Papers  and  Despatches,  1850-52,  8to,  is  6d Rivington  .. 

Arden  ((reo.)  ejection  of  Prayers  for  Families,  12mo,  la   Mozleg  

Cure  of  Souls  :  Prayers,  &c.,  12mo,  2s  6d  J. H.<kJ. Parker 

'  —  Lectures  in  Outline  on  Coniirmation  and  Communion,  12mo,  la  J.Ii.tkJ^Parker 

Manual  of  Catechetical  Instruction,  Srd  edit,  12mo,  2a    Masters... 

■  Scripture  Breviates,  for  Use  by  the  Bed  of  Sickness,  2nd  edit,  12mo,  2a  JJI.AJ,Parker] 

{Haz.)  Yeraes,  post  8ro,  is  M     SaundersAO.. 

Arior  (J/.)  Hints  on  Pronunciation  of  the  English  Langn-ige,  12mo,  la  6<j    Stanford   

Anrndts  {Dr.Carli  Practical  Aids  to  Study  of  Nat  History,  Botany,  frc,  r.  8to,  3a6<i  Ward  is  Lock  . 

Aresti  {Jos.)  lithosographia ;  or,  Aqua-tinta  Stipple  on  Stone,  imp.  8vo,  Ifia Aresii    

Aret«as  {M.)  Causes  and  Signs  of  Disease,  transited  by  Reynolds,  8to,  8a  6d    Pickering  

Argentiiie  ;  an  Autobiography,  post  8to,  10a  6(2  Smith  da  Elder  . 

Argument  for  the  Greek  Origin  of  the  Monogram  I.  H.S.,  8to Ecclesiolog.  Soe. 

Argyll  (Duke)  Essay  on  Ecclesiastical  History  of  Scotland,  2nd  edit,  12mo,  6s   Moxon  

Arioato,  Orlando  Forioso,  English,  by  Rose,  2  vols,  post  8to,  each  5a    H.Bohn 

Aristoency  of  Britab  and  the  Laws  of  Entails,  12mo,  2a  6(2;  cloth,  3a    Dyer  

-England,  by  John  Hampden,  Jun.,  12mo,  5a   E.  Wilson 


•  London,  Part  1.  Kensington,  cr.  dvo,  2«  6(2 WByme 


AristTdemos,  a  Tragedy,  8vo,  4a    Simpkin 

Aristoglyphics  ;  or,  Heraldic  Dictionary,  18mo,  2a  6<i Soater    , 

Ari^tomenes,  a  Qrecian  Tale,  2  toIs.  8vo,  21a   Tgas  .... 

Ariiftophanes,  Comoedin,  Gr.,  Dindorfii,  2  toLs.  8to,  11a J 11. A  J. Parker 

— ^^— Annotationes,  2  vob.  8vo,  11a J.H.dsJ.Parker 

Scholia,  3  Tola.  8to,  20a    J.  II. ds J. Parker 

(Oxford  Classics),  2  vols.  18mo,  ea    J.  II. di J. Parker 

■  with  Latin  Notes  by  Holden,  8vo,  15a     Parker  Jk  Son 

Separate  Plays,  each  la. 


-  Comedies,  English,  by  Hickie,  2  vols,  post  8vo,  10a     H.Bohn.... 

Walsh,  YoL  1,  8to,  15a Baily     .... 

Wheelwright,  2  toIb.  8to,  24a  WhUtaker  , 


-Achamenaes,  Gr.,  Notes  by  Blaydes,  8vo,  6a Whittaker . 

Mitchell,  8to,  10a  Murray. 


--Achamians,  Knights  and  Birds,  4to,  18a    Pickering  . 

■—  Atcs,  Gr.,  Notes  by  BUydes,  8vo,  5a WhiJttaker  . 

—  Birds  and  Clouds,  Essay  on,  by  Suvem,  2  rols.  post  8yo,  each  4a  6d  ...  Murray  ...x 83 5-36 


-  Clouds  and  Peace,  in  English  Prose,  8to,  6a Whittaker 

Equites,  Gr.,  Notes  by  Mitchell,  8vo,  10a  Murray 

'  with  English  Notes  (Oxford  Classics),  18mo,  la  J. II. d: J.Parker] 


■Nubes,  Gr.,  Notes  by  Mitchell,  8vo,  10a    Murray. 

.  and  Englijih,  by  Gerard,  8vo,  5a    -^ivSl* 


EaiUB^  Gr.,  Notes  by  Cookealey,  8vo,  7a  ParkerdiSon 
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ArUtophAnefl,  Bans,  Gr.,  Notei  by  Mitchell,  8^  15t  Mwrray 1840 

in  Bngliflh,  byCUffiord,  8to,  2«  6<2 9. J.U,A!^>Pwrhcri%^ 


YespflB,  (Jr.,  Notes  by  Mitchell,  8vo,  lOg    Mwrray 1835 

Arbtotle,  Opera,  ex  reoensione  Bekkeri,  11  t.  8vo,  50<  JMJsJJ^arkeri^^i 

Separate  Volamea,  each  5s  6<i,  ris. : — 

1.  Organon. — 2.  OobIo,  Generatione  et  Gormptione.— 8.   Fkrra  Nataralla. 

4.    Historia  Animaliam. — 5.    Pariibas  Animaliom. — 6.    Opiuoala  Variiu 

7.    Problemata. ->  8.   Metaphynca.  —  9.    Ethica;    Virtatibiu  et  Vitiis. — 

10.  Bepublica  et  (Eoonomica. — 11.  Bhetorica  et  Foetica. 

Ethica,  Gr.,  i  Brewer,  8to,  18a WkUUtker .... 

. Grant,  Y.  1,  8to,  8i  6<i--V.  2,  8vo,  12» Parker  A  Son. 

Jelf.  8to,  12«;  Text  aeparate,  5f— Notes,  7f  W J.H.AJ.Paa'ker\ 

Lancaster,  8to,  \U    WkiUaher 


Comment,  i  Magiri,  edidit  Walker,  8to,  18«  Wkittaker 

(Oxford  Clasmcs),  18mo,  2f   JM,4tJ.Parker 

•Bthics,  Analysis,  by  Lloyd,  12mo,  la   J.H.^,Pwrher 

and  Qaestions,  by  Paul,  12mo,  5<    WkUtaier 


Belections  from,  Notes  by  Fitzgerald,  8to,  7«  M Wkitiaker  . 

Translated  by  Browne,  post  8to,  6t H.Bokn..,. 

Chase,  2nd  edit,  fcap.  8to,  6«    Wkittaker. 

with  Notes,  8to,  10»  6d Wkittaker. 


History  of  Animals  in  ten  books,  translated  by  Oresswell,  p.  8vo.  5f H.Bokn. 

•  Life  of,  by  Blakesley,  8vo,  8»  6<i Parker  Je  Sm,. 

•  Metaphysics,  translated  by  M'Mahon,  post  8to,  U H,Bohn 

•  Organon;  Logical  Treatises,  translated  by  Owen,  2  r.  post  8to,  It  H.  Bokn 

-Politica,  Gr.,  i  Congreve,  Svo,  18a  Parker ASm.. 

Baton,  8vo,  10a  6<i  Lonf/man  

•  Politics  and  Boonomics,  timnslated  by  Walford,  poet  8n>,  &a If.  Bokn 

Posterior  Analytics,  translated  by  Poete,  post  8to,  4a H.Bokn 

Bhetorica,  Gr.,  Bekker,  Notes  by  Parsons,  8to,  14a   Wkittaker 


>  Bhetoric,  translated  by  Hobbes,  with  Questions,  12mo,  fia    H.Bokn 

•  Parsons,  8yo,  14a    J.H.dsJJ*arker\ 


with  Notes,  by  a  Giadnate,  12mo,  8a    WkiUaker  . 

•  Analyses  and  Questions,  by  Paul,  12mo,  5a Wkittaker . 

-  and  Poetic,  translated  by  Bnckley,  post  8to,  6a H.Bokn.. 


Vital  Principle,  transL  by  Collier,  post  8to,  8a  84  MaemiUan.. 


Arithmetic  of  England,  by  Mercator,  8to,  5t  Hd Relfe 

taoght  by  Questions,  18mo,  la  8d  Parker  ASon.. 

Arithmetical  Grammar,  abridged,  5th  edit.,  12mo,  2a Simpkin 

Ark  of  the  Covenant,  illustrative  of  God's  Presence,  12mo,  3a  8<i J.F.Skaw 

Arlidge  {J.T.)  Bemarks  on  the  State  of  Lunacy,  &c.,  8vo,  7a Ckun^ill  

Armi^eddon;  or,  the  Warning  Voice,  St.  8to,  80t Wertkeim 

Annan  (A  brtikam)  Complete  Beady  Beckoner  for  Admeasurement  of  Land ,  12mo,  la  6d  Weale 

Armengaud  (Af,)  Draughtsman's  Book  of  Industrial  Design,  4to,  28a  8d  Longman  

Practical  Draughtsman's  Book,  tiunsl.,  4to,  31a  M New  York 

Arminius  (Joi.)  Life  of ,  by  Brandt,  edit,  by  Guthrie,  12mo,  4a WarddsCo,  ... 

Armistead(fraaa»)  Select  Miscellanies:  Society  of  Friends,  8  t.  18mo,  21a BenneU 

Tribute  for  the  Negro,  8vo,  18a Bennett 

Flora  of  Lirerpool  for  1838,  12mo,  6$ Wkittaker  . 


Armitage  {Jokn)  History  of  Bnudl,  from  1808  to  1881,  2  t.  8to,  24a   Smitkik  Elder.. 

(T.R.)  Hydropathy  as  applied  to  Acute  Disease,  post  8to,  8a CknrckiU  

Armourer's  Daughter;  or,  the  Bonier  Birals,  3  ▼.  post  8to,  Sla6d  Newbjf    

Armstrong  (AUx.)  NarratiTe  of  the  Discovery  of  the  N.  W.  Ptasage,  8to,  18a Huret  ds  B 

•  Observations  on  Naval  Hygiene  and  Scurvy,  8vo,  5a CknrckUl 


'  (B.J.)  Lectures  on  Morning  Services  of  the  Church,  12mo,  2a  8<( RimngUtn 

•  Questions  and  Answers  on  the  Catechism,  18mo,  la  8(i    RivinyUm 


•  iC.E.)  Bngland  under  the  Popish  Yoke,  18mo,  la  6d   Painter  . 

•  (C.F,)  Cruise  of  the  **  Daring,"  a  Tale  of  the  Sea,  8  y.  post  8vo,  81a  M.  Nevchy   . 

lily  of  Devon,  8  v.  81a  8rf,  iVeio6y,  1859  ;  fcap.  8vo,  2a H.Lea    . 

Neapolitan  Commander :  a  Bom.  of  Sea  and  Land,  8  v.  p.  8  vo,  8la  6d  Newhy    , 

'  Wolf  and  the  Lamb,  fcap.  8vo,  la , Dtan  . 


—  (F.C.)  Bella  Sandford,  a  Tale,  12mo,  8a  8(2,  1858;  2a    Marlhorongk ... 

Frigate  and  the  Lugger,  a  Nautical  Bomanoe,  8  v.  post  8vo,  31a  8<£  Newby    

Lion  of  War;  or,  the  Pirates  of  Loo  Choo,  fcap.  3a  %d    Jaa. Blackwood. 

OPhe  Medora,  a  Sea  Tale,  12mo,  2a H.  Lea  

Two  Buccaneers,  3  V.  post  8vo,  81a  8€{  Newby   

•  Midshipmen,  3  v.  post  8vo,  31a  8<2,  Nacbtfy  1858;  12mo,  2a...  H.  Lea 


Warhawk,  a  Novel,  3  v.  post  8vo,  31a  8d,  Newby  1855  ;  12mo,  2a  H.  Lea  

—  Tonng  Commander,  8  v.  post8vo,  31a  8d,  Newby,  18^5  ;  12mo,  2a  H.  Lea  

Middy:  Adventures  of  a  Boy  Officer,  12mo,  5a Marlborougk. 

-  (Geo.)  Infallibility  not  Possible,  in  a  Series  of  Letters,  2nd  edit.,  8vo,  5a  Wki{/ield   .... 
Memoir  of,  by  Bobt.  Henderson,  8vo,  10a  6rf Wkitfeld  .... 

(^/)./.) Essays  on  Church  Penitentiaries,  12mo,  2a  6<i  J.H.dkJ.Parker 

Memoirs  of,  by  Bey.  T.  Carter,  12mo,  7a  8d J.  H  A  J. Parker 

Parochial  SermoDS^  12m0|  5a   JM,dbJ.Pa;rhBr 
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ArBistR>iig(B|». /.)^^^8tor  ia  h^  Closet ;  Help  to  I>eToiion,  12mo,  2« J.FLdrJ.Parhtri^^j 

: Sermooson  the  FeetiTals,  12mo,  5t J.UA'J,Parher\%^^ 

(JoM,)  Bxposition  of  Folfilled  Propheeios:  Apocalypse,  8vo,  6«  Seelty 1851 

{John)  Dyer  and  Green,  Poems  of,  by  Qilfillan,  8to,  U  6d Nisbd i8s9 

Notices  of  the  War  of  1812,  2  ▼.  12mo,  9« New  York 1840 


(/.Z.)  Story-teller;  or,  Pictures  of  Life,  32mo,  U  6d Simpkin i860 

(/.  8,)  Hanoal  of  the  Law  of  Bleotions,  12mo,  3«  6d Benning 1857 

(i\rie.)  Sermons,  8to,  12f BotwoHh   1854 

in  Gordon  Square  Choroh,  London,  post  8vo,  2«  6<i  Botworth    1857 


—  (iSo6<.)  Boiler  Engineeriog  Practioe,  reTised  by  Boome,  12mo,  2a  Span  1856 

Bssay  on  Steam-Engine  Boilers,  ^ro,  8« Weak 1839 

•laflaenoeof  Climate  on  the  OonsUtation,  8vo,  8< Lvngman  1844 


{IL  is  r.)  En^.  Composition,  12mo,  pt.  1,  1<  6ci{ ;  pt.  2,  2s ;  1  t.  3s  ;  Key,  2s  Hamilton  1861 

Bnglish  Etymology,  2nd  edit.,  er.  8to,  2s Hamilton  1861 


Army  Miarale,  with  Barrack  Thoughts,  and  other  Poems,  foap.  8to,'3s Saundend:  0.  .i860 

Annytage  (/.M)  Doctrine  of  Baptismal  Regeneration,  12mo,  3s  Qd Hamilton  1843 

Amalda,  Cfraddo^  and  other  Poems,  by  Lord  Byron,  and  others,  8vo,  12s  Groombridye  ...1836 

AxvAt{Fred.)  Lights  of  the  Morning:  Advent  to  Whitsuntide,  fcap.  8to,  $«  6^  BtUA  Daldif... 1S60 

Trinity ;  Preface  by  W.a  Magee,  fp.  8to,  5»6d  Betltk  Daldy,  .1861 

Amett  (y.A.)  Bookbindors' School  of  Detain,  4to,  2s  6(2   Groomf>ridge...i9s4. 

History  of  the  Art  of  Bookbinding,  12mo,  6s (rroomfrrtci!^  ...1835 

Anheifli  {Marie  von)  Memoirs  Written  by  Herself,  post  8n>,  7s    Longman   1848 

Arnold  (C%a.)  Boy's  Arithmetic,  pt.  1,  2nd  edit.,  1850,  pt.  2,  12mo,  each  3s  6d  ...  Rivington  1845 

(£U«m)  Book  of  GtMd  Counsels,  from  ^e  Sanscrit,  poet  8vo,  6s Smith  A  Elder  1861 

Grisefcia,  a  Tragedy,  and  other  Poems,  12mo,  6s Kent  ...1856 

Marquisof  Dalhousie's  Administratioa  of  British  India,  Vol.  1,8to,  15s  Saunders  d:  0.  1862 

Poema,  NarratiTe  and  Lyrical,  12mo,  5s    Pickering 1853 

{F.)  Ptaetieal  Lectures  on  the  Unfulfilled  Prophecies,  post  8to,  6$ NitbH    1850 

PnblisLtfeof  Lord  Macaalay,  8vo,  14s TinUeg  1862 


{H.H.)  Gospel  BxtiBiets  for  Tonng  Children,  12mo,  ds Rivington 1840 

Italian  Analyst ;  or,  Grammar  and  Parsing,  12mo,  8s  6i<    Rivington 1840 

-(•T.)  First  Latin  Course,  12mo,  Is  6d Newlyy   1854 


(J.M.)  Ishmael:  a  Katunl  History  of  Iskunism,  8to,  10s  6<i Rivington 1859 

-  {MattkfVB)  Merope,  a  Tiagedy,  12mo,  6s  Longman  1857 

On  Translating  Homer;  Three  Lectures,  er.  8to,  8s6«<    Longman  1861 

-^—— — Last  Words,  a  Lecture,  cr.  8vo,  3s  6d    Longman  i86a 

Foems,  12mo,  5s  6d,  1853;  2nd  series,  6s  Longman  1854 

Popular  Education  of  France,  with  Notices  of  Holland,  &c,  8to,  10s  6<f  Longman  1861 

(M.E.)  The  Painted  Window,  a  Poem,  12mo,  3$6d Low   1856 

{Tko.)  Fragment  on  the  Church,  8to,  6s  6d FeUowa 1845 

History  of  Rome,  3  r.  8to,  36s FeUowes  ...1846-49 

the  Later  Roman  Commonwealth,  2  9.  870,  24s Fellowea 1846 


—  Lectures  on  Modem  History,  5th  edit.,  8to,  Ss6d  Feltowes i860 

—  Life,  by  Stanley,  2  ▼.  8to,  24s,  1844;  8th  edit,  2  r.  post  8vo,  10s  ...  FcUowes 1858 

of,  by  Emma  Worboise,  post  8to,  3s  M Hamilion  ...     1859 

—  Manual  of  English  Litenture,  Historical  and  Critical,  post  8vo,  10s  6d  Longman  i86a 

—  Miscellaneous  Works,  870,  12s   FeUowe$ 1845 

—  Sermons,  St.  8to,  36s    Felhwea 1845 

for  Young  Persons,  12mo,  65  FeUowes 1845 

on  Christian  Life,  2  y.  8to,  each  12s Fdlowes 1849 

■ Interpretation  of  Scripture,  8to,  12s    ..; FeUowes 1845 

I  from,  12mo,  Is  6rf FeUowes 1857 


TraTeUing  Journals,  with  Extracts  from  Life,  fcc.,  12mo,  4s  FeUowes 1852 

<r./.)  Lawof  Mnnidpal  CorporationB,  12mo,  12s   <S%awdC;  ;SQns...i852 

{T.K,)  Account  of  the  Greek  Dialects,  12mo,  Is  6rf Rivington 1849 

• Anticleptic  Latin  Gradus  ad  Pamassnm,  8to,  10s  6(2  Rivington  1852 

! Chnrchman's  Companion,  fcap.  8vo,  4s  6d    Rivington  1844 

Classical  Examination  Papers  for  Schools,  8to,  4s Rivington  1850 

I .  Cornelius  Nepoe,  Pt.  1,  with  Ex.,  4  e.,  12roo,  4s,  i860;  Key  to,  8vo,  Is  Rivington  1851 

' : Demosthenes,  Philippic  Orations,  G^r.,  Eng.  Notes,  2nd  edit.,  12mo,  4s  Rivington  i860 

I Beloge  Aristophanicse,  Gr.,  pt.  1,  Nubes,  pt.  2,  Avea,  12mo,  ca.  3s  6d    Rivington  1852 

'        Herodotesp,  Gr.,  pt.  I,  12mo,  3s  6rf Rivington  1852 

I        HistoricsB;  Selections  from  Roman  History,  12mo,  4s Ruington  1848 

EclogiB  HoratiansB,  2  pts.,  12mo,  each  5s  Rivington  1848 

OridiansB,  pt.  1,  10th  ed,,  12mo,  2s6rf,  i860;  pt.  2,  12mo,  5s  Rivington  18 51 

_  transl.,  with  Notes  by  Serjeant,  12mo,  3s  6rf    Palmer 1849 

Ellisiaii  Latin  Exercises,  12mo,  Zs6d;  Key  to,  3s    Simpkin 1847 

Ei^slish  Gtrammar  for  Chusical  Schools,  6th  edit,  12mo,  4s  6<£    Rivington  i860 

Essentials  of  Greek  Accidence,  8to,  Is  6d Rivington 1838 

Freadi  Book,  First,  5th  ed.,  12mo,  5s6cf,  i860;  Key  to,  2nd  ed.,  2s  6d  Rivington  1854 

Vocabulary,  12mo,  4s  6rf Rivington 1850 


German  Book,  First,  5th  ed.,  12mo,  5s6c£,  1859;  Key,  3rd  ed.,  2s  6d  Rivington 1852 

■  Companion,  by  Fr&dersdorff,  2nd  edit.,  12mo,  4s  Rivington  1855 

Second,  12mo,  6s  6d   Rivington  1854 


*—- Vocabulary,  12mo,  4s   Rivif^ton  1850 
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Arnold  (r.  J'.)  Greek  Aocidcnoe,  7th  edit,,  Sto,  5t6d RimngUm i86i 

Key  to,  by  Heywood,  12mo,  St Watkboumt  ...i^49 

Mongan,  12ino,  2«    W.  Allan  1849 

Speciall,  8to,  6«   LunUey 1849 

Book,  First,  4tli  edit.,  12mo,  6«,  1859 ;  Key  to,  U  6d    RivingUm 1849 

Key  to,  12nio,  U  6d W.Allan  1858 

Second,  12mo,  6«  6<i,  185a;  Third,  8<  6<2  Rivington  1853 

Fourth,  12mo,  4a    RivingUm  1853 


•  Construing,  Sro,  6«  6<i RivingUm    1847 

-  Grammar  for  Schools  and  Colleges,  2nd  edit.,  8to,  10«  6<i   Rivington  1848 

Elementary,  12mo,  6$;  with  Appendix,  6«    Rivington  1848 


Prose  Composition,  pt.  1,  8to,  9th  edit.,  5<  6d;  Key  to.  Is  Gd...  Rivington  1859 

Key  to,  8to,  5s  LunUeg 1847 

pt.  2,  8to,  6$Gd  Rivington 1850 

Key  to,  2nd  edit.,  8vo,  i$6d    Rivington i860 


Reader,  Elementary,  12mo,  3s Rivington  185a 

Hebrew  Book,  First,  12mo,  7s  6d;  Key,  8s  6<2;  Second,  12mo,  9s Rivington  1853 

Helps  to  Daily  Derotion  for  the  Tear,  12mo,  8s Rivington  1847 

Henry's  English  Grammar  for  Beginners,  12mo,  8s  Oct Rivington  1853 

First  Latin  Book,  new  edit,  12mo,  Ss,  1861 ;  Key  to,  Is Rivington  1851 

Key  to,  by  A.  GUbert  Callan,  Is   W.  AUan  1861 

-Mongan,  12mo,  Is    W.  AUan  i860 


Second  Latin  Book,  12mo,  8th  edit.,  4s,  1861 ;  Key  to,  2<    ...  Rivington  1863 

Key  to,  12mo,  8s LumUg 1847 


Historisd  AntiqosB,  Epitome,  il  Jacobs,  7th  edit.,  12mo,  4s Rivington i860 

Latin  Exercises,  Longer,  pt.  1,  8rd  edit.,  1859  i  P^-  ^>  ^^^t  ®^^  ^  •••  Rivington 1850 

pt.  1,  Key  to,  8vo,  UM Rivington 1857 


Prose  Composition,  pt.  1,  12th  edit.,  8to,  8s  6<i    Rivington  1861 

Key  to,  12mo,  Is  6d  Rivington  1861 

8vo,  1846,  5s, Xvm/cy ;  18mo,  Is 6(2  Comtsk i860 

by  Cowan,  18mo,  ls6<i Comith 1848 

—  Mongan,  12mo,  Is  6d   W.  Allan  1859 


1 pt,  2,  4th  edit.,  8to,  8s,  186 i  ;  Key  to.  Is  6d  Rivington i86a 

Syntax  for  Beginners,  12mo,  8s  6d    Rivington  1840 

First  Verse-Book,  pt.  1,  8th  ed.,  12mo,  2s,  i86a ;  Key  to,  8to,  Is  Rivington  1856 

pt.  2,  2nd  edit,  12mo,  Is  Rivington  1859 


Verse  Composition,  8rded.,8yo,  5s  M,  1851 ;  Key  to,  2s    Rivington  1857 

Word-Building,  with  Vocabulary,  12mo,  it  6d     Rivington  1855 

Rennurks  on  **  Elliott's  Horao  Apocalypticse,"  8yo,  2s  Rivington  1845 

•  "Faberon  Regeneration,"  8vo,  2s    Rivington 1843 


-  Sermons  preached  in  a  Country  Village,  post  8to,  5s  6d  Rivington 185S 

-  Spelling  turned  Etymology,  pt  1,  12mo,  2nd  edit,  2s  6<2  Rivington  186 1 

(The  PupiPs  Book)  12mo,  Is  8rf  Rivington  1844. 

pt  2,  Latin  ct4  English,  12mo,  4s  Get Rivington  185a 

>  and  FrtUlersdorff  (/.  W.)  English-Greek  Lexicon,  2nd  ed.,  870, 21s Rivington  i860 

Riddle's  English -Latin  Lexicon,  6th  edit,  8to,  25s  Rivington 1862 

abridged  by  Ebd<m,  12mo,  10s  6<2   Rivington 1853 


's  School  Classics.     See  Appendix. 

(Dr.  W.)  Treatise  on  the  Bilious  Remittent  Fever,  8to,  10s    Churchill  1840 

(  W.D.)  Oakfield;  or.  Fellowship  in  the  East,  2  t.  post  8yo,  21s Longman      ...1854. 

Palace  at  Westminster,  and  Historical  Sketches,  post  8yo,  8s  6<2 Parker  <fc  Son   1855 

Arnold  Leslie;  or,  a  Working  Man's  Life  and  Experience,  18mo,  Is  6d Ret.  Tract  iSoc.1858 

Amot    {D,B.)  Gothic  Architecture  applied  to  Modem  ResidenoeB,  4to,  21s  New  York n.  c£. 

(Sand.)  Hindustani  Ghmmmar,  roy.  8vo,  10s  6d    Allen  A  Co.  ...1843 

()fm.)  Illustrations  of  the  Book  of  Proverbs,  2  ser.,  post  8vo,  each  ^  6d   ...  Nelson  1856 

— ~- — ' Race  for  Riches,  Six  Lectures,  12mo,  Is  6d Nelnon.., 1851 

' Roots  and  Fruits  of  Christian  Life,  post  8vo,  7s  6<i   NeUon   1S60 

Amott  (/as.)  On  Painless  Removal  of  Cancers,  8vo,  2s  Churchill  1858 

• Pathology  and  Treatment  of  Indigestion,  8vo,  5s Churchill  '847 

■  Remedy  for  Benumbing  Temperature  in  Disease,  8vo,  i$6d    Churchill  1851 

Treatment  of  Obstructions  of  the  Urethra,  8vo,  Zi  Churchill  1841 

Stricture  of  the  Urethra,  and  Stone,  2Qd  edit,  8vo,  7s...  Churchill  1841 

(Neil)  Elements  of  Physics,  V.  1,  8vo,  5  e.,  21s,  1835  ;  V.  2,  pt  1,  8vo,  10s  6d  Longman  18x8 

— ' Human  Progresb  towards  Higher  Civilization,  2nd  edit ,  8 vo,  6»6d  Lo7^/man  1 8  6a 

Treatise  on  the  Smokeless  Fireplace,  &o.,  8vo,  6s Longn^n  1855 


Amould  (Jos.)  Law  of  Marine  Insurance  and  Average,  2nd  edit,  2  v.  roy.  8vo,  2/ 16s  Stevens  1857 

*^— ^  Law  of  Marine  Insurance,  JEC.,  2nd  ed.,  2  v.  roy.  8vo,  32  8s    RostonyU.S,  ...1850 

Amulfus  (Epis.)  EpistoUa  ad  Hen.  II.  et  Alios,  edidit  Giles,  8vo,  10s  6c{...., NuU  1844 

Around  the  World,  a  Narrative,  by  an  Officer  of  the  U.  S.  Navy,  2  vols.  12mo,  15s...   Wileg 1840 

Arrian  (Flaviui)  Bxcerpta  ex,  edidit  Donaldson,  12mo,  28  6d Tegg  1847 

Arrivabene  (Count  C.)  Italy  under  Victor  Emanuel,  a  Personal  Narrative,  2  v.  8vo,  30s  Hurgt  d:  R 1 86a 

> (Count  John)  An  Epoch  of  my  Life,  trans,  by  C.  Arrivabene,  post  8vo,  7s  6d  Booth i86a 

Arrowsmith  (Aar.)  Ancient  and  Modem  Geography,  Eton,  by  Nicolay,  8vo,  12s  6c{...  £.  P.  Willianuii^6 

Grammar  of  Ancient  Gec^phy,  12mo,  6s;  with  Maps,  12s Arroummith  ...1839 

Modem  Geography,  12mo,  6s;  with  Ma^is,  12s ArrowmitU  ...1846 


1835- 1 862  AERO  WSMITH '  ARVINB  27 

ArrovBmiih  (A.)  QeograpHical  Dictionary  of  the  Holy  Scriptures,  8ro,  15s Longman  1854 

-^  (/<u.)  Fkper-H&nger's  and  UphoIsterer*B  Guide,  12mo,  2t Dean 1851 

ArtAlVom,  ^xteen  Facsimiles  of  Water-Colonr  Drawings,  4to,  21j  KerU  i860 

—  Joamal,  1849-62,  roy.  4to,  each  81»  M Virtue 1850-63 

Catalogue,  Exhibition  1851,  4to,  21*  Virtue    1851 

Kxhibition,  Paris  1855,  4to,  10a  Virtue   1855 

—  Treasnrea  Rxhibition,  Manchester,  4to,  68 Ccueell  1858 

Examiner,  foL,  12» Smithd: Son„.i^S7 

■ Report  of  Committee,  roy.  8vo,  5«    Longman  1859 

United  Kingdom,  with  Essays  by  0.  Jones,  Ac.,  foL,  16^  16# Day  «fc  Son   ...1857 

—  and  Natnre  under  an  Italian  Sky:  TraTels,  post  8to,  6$  Hamilton  i8^a 

de  ]&  Correspondance  Commerciale  Fran^aise,  12mo,  l*6d  W.Allan  n.  d, 

—  of  Brewing  on  Scientific  Principles,  18mo,  2a Cornish 1851 

• CoDTenation,  by  Sabertash,  12mo,  l$6tl  Bonwutorth 1843 

Correspondence,  French  and  English,  12mo,  5a Bigg  n.  cL 

Dress;  or.  Lady's  Guide  to  the  Toilette,  12mo,  4s   Kent  1839 

Letter  Writing,  with  Examples,  82mo,  la IfeUon   1858 

Ornamental  Hair- Work,  16mo,  2a  6<2 Bonoorih  1856 

Sail  Making,  8to,  7a    C.  WiUtm 1843 

Skating,  with  Directions  for  MoTementSy  post  8to,  2a  Bogu€    1855 

Arthonrand  Merlin,  4to AlAxttrfwrd ClvbiZjIi 

Aithnr  (T,S,)  Advice  to  Toung  Men  and  Young  Ladies,  18mo,  each  la  6d    ffodwn  A  Son  1854 

Agnes,  the  Possessed:  SeTeUtion  of  Mesmerism,  82mo,  la  6<2 Hodton  de  Son  1852 

Bell  Martin,  an  American  Tale  of  Real  Life,  12mo,  la  HodtonA  Son  1858 

Boy's  Own  Story-BooV,  d2mo,  la  6d Knight  ASvn  n.  d, 

Golden  Trains  from  life :  Hanrest  Field,  12mo,  69  6d    Philadelfhia...i%sS 

Good  Time  Coming,  12mo,  la ffodtond:  Son  1856 

^-^— ^^— -  Insubordination ;  or,  the  Shoemaker's  D&ughter,  32mo,  2a Hodson  d:  Son  1851 

Jane  Hardy;  or,  the  Withered  Heart,  12mo,  2a  KniahiASon  1857 

Lady  at  Home,  82mo,  la HodaonA  Son  1850 

Maiden,  ¥Rfe,  and  Mother,  82mo,  8a,  ffodson;  12mo,  2a  6d Ndeon  i860 

Married  life,  its  Shadows  and  Sunshine,  18mo,  la  6d Partridge 1848 

New  Story  Book,  82mo,  2a Darton  ».  d, 

Orange  Blossoms,  12mo,  2a;  fine  paper,  8a  6d Knight  A  Son  1857 

Poor  Woodcutter,  and  other  Stories,  18mo,  la  (W    Moutledge  1855 

Retiring  from  Business,  82mo,  la UodaonA  Son  1851 

Riches  hare  Wings,  82mo,  la ffodeonA  Son  1848 

Stories  for  my  Young  Friends,  16mo,  2a  HodsonA  Son  1851 

Story-Book  for  Girls  and  Boys,  82mo,  la  6d Knight  A  Son  1855 

Tales  for  the  Rich  and  Poor,  2  T.  82mo,  5a  BodtonASon  1854 

of  Married  Life,  82mo,  8a    HodeonA  Son  1861 

Tten  Nights  in  a  Bar-room,  cr.  8vo,  5a,  Philadelphia^  1855  ;  12mo,  la  Houhton   1855 

■ Three  Nights  with  the  Washingtonians,  12mo,  la ffoulston   1856 

True  Riches,  82mo,  la HodeonA  Son  1856 

Woman's  Trials;  or.  Tales  and  Sketches  from  life,  18mo,  la  6d  Partridge 1851 

Library  for  the  Household,  12  t.  18mo,  each  8a  ..% BodtonASon  1853 

Home  Scenes  and  Influences. — Lessons  in  life. — Married  life. — 

Off-hand    Sketches.— Seed    Time    and    Harrest. —Stories    for 

Parents. — Stories    for    Young    Housekeepers.  ^Tried    and  the 

Tempted. — ^Two  Wives;  or.  Lost  and  Won. — Ways  of  Ptovidenoe. 

— ^Woman's  Trials,-— Woids  for  the  Wise. 
— ^— —  and  Carpenter  (W.B,)  History  of  Geoi^gia  to  Present  Time,  12mo,  4a    Philadelphia.., i9s* 

■  Kentucky,  12mo,  4a   Philadelphia... iZ$z 

Virginia,  12mo,  4a Philadelphia...  1^$% 

(VTm.)  Italy  in  Transition,  5th  edit.,  cr.  8vo,  6a Bamilton  i860 

Mission  to  the  Mysore,  12mo,  7a    Bamilton  1847 

Successful  Merchantjikfe  of  Budgett,  12mo,  5a,  185a  ;  new  edit.,  2a  6d  BamiUon  186a 

Tongue  of  Fire;  or.  True  Power  of  Christianity,  12mo,  3a  6<i ;  ch.e.lafid  BamiUon  1856 

Arthur  Brandon,  a  Novel,  2  y.  post  8vo,  21a    Burst  A  B 1853 

Clifton,  aNoTel,  3  t.  post  8?o,  81a  6rf Newhy   1853 

Frankland;  or.  Experiences  of  a  Tragic  Poet,  a  Tale,  post  8to,  10a  Od    ^aitn^era  A  0.  1848 

Montague;  or,  an  Only  Son  at  Sea,  8  t.  postSFo,  81a  6d    SaundereA  0,  1850 

Arthur;  or,  the  Chorister's  Rest,  ISmo,  la  Soe.P.C.K   ...i86a 

Motherless  Boy,  by  Author  of  "Aids  to  Derelopment,"  ISmo,  la Wertheim  1S60 

Arthtor^s  lodestructible  Primer,  Spelling,  and  Reading,  16mo,  each  la  Low    1855 

Knights;  an  Adventure  from  the  Legend  of  theSangrale,  fcap.  8to,  4a Bamilton  i860 

ArtieleB  of  Faith  of  the  Protestant  Churches  and  Sects,  12mo,  2a  6d Washboume  ...1851 

Artificial  Production  of  Fi&h,  by  Piscarius,  12mo,  la  Beeve 185a 

Artia  Logicss  Compendium,  Notes  by  Hill,  new  edit,  12mo,  8a   J.B.AJ,Parkeri%^^ 

Aitiat  and  Cnftsman,  a  Tale,  post  8to,  cheap  edit.,  8a    Afacmillan i86a 

Arundale  (/*.)  Tour  to  Jerusalem  and  Mount  Sinw,  4to,  25a  Colbum 1837 

• and  Bonoml,  Antiquities  from  British  Museum,  4to,  42a    Weale 1842-43 

Anmd  ioes  Gami^  edidit  H.  Drury,  5th  edit,  post  8vo,  7$6d  Parker  A  Son   i860 

DsTe:  Poetical  Translations,  12mo,  la  6d  Simpinn 1853 

Arfine  {K.)  CyelqpndiAof  Beligioua  Anecdotes,  by  CheeTer,  poqt  8to^  8a  64  Ch^fin    1850 
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Arvine  (K.)  Cjclnpwdia  of  SeUgioos  Aneodot***  by  Flesber,  post  8vo,  6i  Cd    Hard i86a 

Asbary  {F.)  The  Pioneer  Bishop,  edited  by  S.  W.  Christophers,  post  8to,  2»    Simpkm i860 

Ascher  (BJI.)  Principles  of  Judaism,  for  Period  of  Confirmation,  12mo,  2f  Gd    Sokmum 1850 

Ash  {Edw.)  Brief  View  of  some  Parts  of  Christian  Doctrine,  12mo,  2«    Frf    1838 

Lectures  on  the  Apocalypse,  12mo,  2$  J/amilton  1848 

Notes  and  Comments  on  the  New  Testament,  3  t .  post  870,  21a    Pariridye 1 849 

(/a«.)  Artof  Double  Counting  on  the. Lathe,  8vo,  10« Booth 1857 

(/2o6.)  Conim««5i*l  Assistant,  8vo,  8<  AA    1845 

Ashbom,  a  Tale,  by  Aura,  12mo,  5« 8aunder»Jt  0,  1856 

Ashbumbam  (SirW.)  Restoration  of  the  Jews,  and  other  Poems,  8to,  10«  6<i  BeadUy 1849 

Ashby  (Eliz,C,)  Scripture  Teachings  for  Young  Children,  16mo,  2s   Bennett 1857 

from  the  New  Testament,  16mo,  2» Bennett 1861 

(Nat.)  Parochial  Sermons,  post  8vo,  6« SeeUp 1854 

{Dr.T.)  Common  Sense  and  Grammar,  12mo,  8<    Author  1854 

Ashdowne  {Marjf)  Seasons  of  Life,  Poems,  12mo,  Ss6d Simptin 1841 

Ashe  (/tfoac)  Book  of  Revelation,  with  Notes,  12mo,  5j Simpkin 1835 

(John)  Masonic  Manual,  edited  by  Dr.  Oliyer,  12mo,  7s  6c{    Spencer 1843 

{27io.)  Diyope,  and  other  Poems,  fcap.  8to,  6«    fieil diJkUdy. ..1S61 

Poems,  fcap.  8vo,  5a  BtUd:  J)aldg...ii^9 

Asher  (A,)  Biographical  Essay  on  Scriptores  Rerum  Germanicanun,  4to,  16«    Nutt  1843 

-  (David)  On  the  Stady  of  Modem  Languages,  and  English  in  particular,  12mo,  2«.  Triibner i860 

Ashford  {John)  Italy's  Hope,  a  Tale  of  Florence,  post  8to,  4s    Hope 1857 

-^—   London,  Past,  Present,  and  Future,  in  Sonnets,  post  8to,  (is  6d  Nope 1858 

Ashley  (Alf.)  Art  of  Etching  on  Copper,  4to,  10s  6d  DarUng 1849 

(P.B.)  Domestic  Cirde;  Duties  of  Husbands,  Wives^  &c.,  12mo,  8s  6d Hatchard 18^2 

(/.iT.)  Relations  of  Science,  fcap.  8to,  6s BeUADaldy.,.i^sS 

Ashmore  {Har.)  Narrative  of  a  Three  Months*  March  in  India,  12mo»  12s   Bcuiings  1841 

Ashpitel  {Art.)  On  Erection  of  Fire-Proof  Houses  in  FUts,  8vo,  2s  6d WeaU 1855 

Treatise  on  Hand 'Rails  and  Staircases,  4to,  18s    Weale    185s 

Ashton  {T.J.)  Causes  and  Treatment  of  Corns  and  Bunions,  post  8vo,  Ss  M   ChurekiU  1852 

Prolapsus,  Fistula  in  Ano,  and  Hemorrhoidal  Affections,  p.  8vo^  2»6d  ChurehiU  i86a 

Treatise  on  Diseases  of  the  Rectum  and  Anus,  8rd  edit.,  8vo,  8« ChwrehiU  i860 

Ashton  Cottage ;  or,  the  True  Faith,  a  Sunday  Tale,  new  edit.,  18mo,  Is  M Nitbet    1854 

Ashwell  {Sam.)  Treatise  on  Diseases  Peculiar  to  Women,  8vo,  12s  6d  Highletf 1848 

Ash  worth  (^.<(rT.)  Pisciculture:  Art  of  Propagating  Fishes,  12mo  Is Simpkm 1853 

{Henry)  A  Tour  in  the  United  States,  Cuba,  and  Canada,  cr.  8to,  2s  (M  ...  BenneU 1861 

Ask  Mamma;  or,  the  Richest  Commoner  in  England,  8vo,  14s  Bradbury 1858 

Askew  {John)  Voyage  to  Australia  and  New  Zealand,  1856,  12mo,  4s  6i2  , Simphin 1857 

Aslant,  a  Tale  of  the  Massacre  of  the  Nestorian  Christians,  posi  8vo,  2s  Bope 1858 

Aspin  (/.)  Cosmoiama  of  all  Nations,  16mo,  3s  6d;  coloured,  4s  6d Grifith  A  F.  ...1849 

English  Sports  and  Pastimes,  new  edit.,  16mo,  4s Grifith  A  F,  ...1849 

History  Made  Eaqr,  16mo,  8s   (?r^  dt;  ^....1849 

Aspinall  {Clar^i)  Three  Tears  in  Melbourne,  fcap.  8vo,  5s   Boioth i86a 

■  {Jaa.)  Liverpool  a  Few  Years  Since,  r2mo,  4s  6rf WhiUaktr 185* 

Pariah  Sermons,  12mo,  5s,  1854  ;  2nd  series,  12mo,  5s Bivinffton  ......1859 

Roscoe's  Library;  or,  Old  Books  and  Old  Times,  post  8vo,  2s Whiiiaher 1853 

Aspinis  et  Longini  Rhetorics,  recens.  Bakins,  8vo,  6s  dd    Pidtennff 1849 

Aspland  {Robt.)  Memoir  and  Correspondence,  by  B.  B.  Aspland,  8vo,  12s    Whitfeld  1851 

Sermons  on  various  Subjects,  8 vo,  12s  WhitfUid  1837 

Asplen  ((?.Tr.)TriptoKil]ameyandSouthof  Ireland,  16mo,  Is Benntit  1858 

Asselin  {Abbi)  Exhortations  on  Duties  of  a  Religious  Life,  12mo,  4s J^Jfy ..1843 

Assembly's  Shorter  Catechism,  Catechetically  Illustrated,  12mo,  2s  6(£ BamUton  1846 

. Explained,  by  Fisher,  23rd  edit.,  18mo,  2s  Simpkin i86s 

— Vincent,  new  edit.,  18mo»  2s Banulton  1848 

— ^-^— — — in  15  languages,  by  Tonng,  12mo,  21s NuU  «.  d. 

Arabic  (in  Hebrew  Letters),  2s  6^— Chaldee,  2s  6ci— Dutch,  Is—French,  1^— 
Gaelic^  Is — German,  Is— Greek,  Is — Hebrew,  Is— Italian,  Is— Latin,  Is — 
Portuguese,  Is  -  Samaritan  and  English,  2s  6{i— Spanish,  Is— Syriac,  2s  6d 

A8sisi(5^.)  Lifeof,  2  V.  12mo,  8s T.BichardMu^i^SA- 

Astley  {C.  T.)  Songs  in  the  Night,  translated  from  German  Hymns,  12mo,  4s  6d  ...  Bennett 1S60 

Aston  (/./.)  Chancery  Practice,  County  Palatine  of  Lancaster,  8vo,  8s Benmny 1852 

• Law  of  Pauper  Lunacy  and  Asylums,  >2mo,  5s Benning 1849 

Astrobger;  a  Legend  of  the  BUck  Forest,  2  v.  post  8vo,  21s Saundert^O,  .1846 

Astrology  as  it  Is;  Rules  and  Instructions  by  a  Cavaliy  Officer,  post  8vo,  6f  6d BaUUirt    1856 

AsTBOKOMXCAL  Obsxryatioks.    See  Appendix. 

Astronomical  Society,  Memoirs,  4to,  &o.     iSSee  Appendix Society    r.  y. 

Monthly  Notices,  V.  1  to  18,  8vo,  each  5s   Society  186a 

Tables  and  Catalogues,  4to,  25s  Society    r.  y. 

Atesb  Kedah,  or  Fire  Temple,  Persian  Text,  edit,  by  Bland,  8vo,  5s Madden 1844. 

Athauasion,  and  other  Poems,  by  the  Author  of  Christian  Ballads,  1 2mo,  6s   WiUy 1 843 

Athana8iu8(*&.)  Creed,  Few  Words  on,  8vo,  2s  6d Parker  A  Sim,,  1%^^ 

Illustrated  by  J.  Batddiffe,  8vo,  14s   Rvringttm  1844 

Festal  Epistles,  8vo,  4«  6d J.H.^^JJ^arkeriZsA- 

■ in  Syriac,  by  Cureton,  roy.  8vo,  15s    Madden 1853 

■ \ Letters,  Ancient  Syriac  Version,  8vo Oritn,Texi!^^A%\% 
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AUiaoaana   (St,)  Historical  Tracts,  Sto,  8»  J.H.diJ.Parkeril^^ 

— ^—  Treatises  against  the  Arians,  2  y.  8to  (Liby.  of  Fathers),  ISc JM,AJ,Parheri%^2, 

Atheism  of  Geology:  Lydl,  Miller,  &c.,  confronted  with  the  Rocks,  8to,  2«  6(i  Kent  1857 

Athektan,  a  Poem,  fcap.  8to,  6«   Moxon   i86i 

Atbeueiia,  DeipnosophiBts,  transl.  by  Tooge,  8  t.  post  8to,  15«..  Jf.Bokn 1854 

Athoia,  its  Gimndear  and  I>ecay,  12mo,  2s   Bel. Tract Soc.i^^i 

AthenAooo  (Edv.)  Fall  of  Ninereh,  a  Poem,  2  v.  12mo,  12« Chapman  Jk  ff,i9 17 

Handwriting  on  the  Wall,  a  Story,  St.  post  Svo,  81f  6d    Bentley 1857 

Israel  in  Egjpt,  a  Poem,  8to»  12s  Longman  1861 

Atfaertoa  ((Jka,)  On  Capability  of  Steam  Ships,  2nd  edit.,  roy.  8to,  10s  6(2 Weale 1855 

—  Marine  £i<gine  Gonstr action  and  Classification,  8to,  2s  6(£ Wtale 1851 

{Harper)  Adrift;  or,  the  Bock  in  the  S.  Atlantic,  ed.  by  Fowler,  p.  8vo,  10s  6d  Saundtn  4s  0..  1861 

Atkins  (^C9«.)  Theological  Discourses,  8vo,  10s  6d  Jffatckard  1842 

Lent  Lectures,  1885-il,  12mo,  7$    Hatchard  184a 

Isle  of  Wight,  a  Poem,  12mo,  8s Parker  ds Son,  ,i%n 

'{Wm.)  Six  Disoeurseson  Pastoral  Duties:  Donnellan  Lectures,  1860,  8vo,  6s  Rivington    1861 


Atkinson  <^mma)  Memoirs  of  the  Queens  of  Prussia,  8yo,  10s  6d Keht  1858 

(fieo.)  Laws  of  Shipping  of  the  British  Empire,  8to,  10s  6<2  Longman   1854 

Sheriff-Law,  a  Treatise  on  the  Ofiloe  of  Sheriff,  4th  ed.,  8vo,  10s  6<<  Longman  1861 

Worthies  of  Westmoreland,  2  r.  post  8vo,  6s J.Ri^ith 1849 


{O.F.)  ^' Curry  and  Bice;"  Social  Life  in  India,  40 pi.  8  ed.,  r.  4to,  21s...  Day  4:  Son i860 

-  Illustrations  of  Campaign  in  India,  1857-58,  fol.,  68s— col.  6/  6s...  Dayd:  Son 1859 

-  Pictures  from  the  North  of  Burope,  8to,  12s  OUivitr 1848 


•  {H.G.)  and  Ifartineau  (HarrieU)  Law  of  Man*8  Nature,  post  8yo,  5s  TrUlmer 1851 

'  (/as.)  Agriculture  and  Grasing,  in  N.  S.  Wales,  12mo,  2s    Oosf 1844 

Expedition  into  Affghanistan,  1841,  post  8to,  10s 6<i Allen  d* Son    ...184a 

Sketches  in  Afghanistan,  2  r.  fol.,  each  41  4s-  col.  10/  10s Gravet    184a 


{J.C.)  British  Birds'  ^gigsand  NesU  described,  fcap.  8vo,  Is— col.  8s6<i...  Roulledge  i86s 

Fallacies  regarding  Change  of  Air,  12mo,  2s  T.Harruon  ...1848 

Play  Hours  and  ^df-Holydays,  fcap.  8to,  5s RoutUdge  i860 

Sketches  in  Natural  History,  lUust.,  12mo,  5s   RouHedgt  i860 

—  (5b/.)  County  Court  Extension  Act,  1850,  12mo,  4s Benning 1850 

Law  and  Practice  of  County  Courts,  1850,  12mo,  18s   Btnning 1853 


(I%o.)  Elementary  Treatise  on  Arithmetic,  12mo,  8s E,Law  1856 

-  Hand-Book  to  the  English  Lakes,  18mo,  Is Longman  1847 


—  (T.W.)  Explorations  in  Oriental  and  West.  Siberia,  roy.  8vo,  42s Nurttd-  B 1857 

— . Travels  in  the  Bogionsof  the  Upper  and  Lower  Amoor,  roy.  8to,  42s  Ifurat  is  B i860 

—  (ir».)  Principles  of  Social  Political  Economy,  Y.  1,  8to,  18s    Longman  1840 

The  Chureh:  Its  Meaning  in  the  Bible,  2  ▼.  8yo,  80s   Long/nan  1854 


Atkyns  (if  rs.)  Krst  Lessons  on  French  Grammar,  18mo,  2«  6d  Simpkin 1846 

ATLASES. 

Atiuab.  Adami^  School  General,  Svo,  10s  6c2 Darton 1850 

Adlard's  School  Modem,  18  Maps,  roy.  8to,  8s  6d— 4to,  10s  M    Wertkeim 1849 

Aliaon*s  Europe,  post  4to,  21 12s  6<^-demy  4to,  8/  18s  6(i— roy.  4to,  4/  4s  Blachwood$  ...1848 

People's  edition,  4to,  81s  64 Blaekwocde  ...1857 

■ Epitome  of,  post  4to,  7s Blackwooda  ...1850 

America,  North  and  Central,  19  Maps,  4to,  16s  Stanford    1861 

United  States,  29  Maps,  4to,  25s ;  half-mor.,  80s Stafford    1861 

Arnold's  First  Classical,  15  Maps,  8vo,  7s  6d  BivingUm  1849 

UniTenal,  82  Maps,  4to,  12s  AUman 1861 

Arrowsmith's  Ancient,  12mo,  7s — with  Index,  8to,  12s Arrotoemith  ...1844 

King's  College,  19  Maps,  8to,  7« Felhwet 184a 

and  Mod.,  ComparatiTe,  4to,  24s— coL,  21$  6d Whittaker 184a 

Eton,  58  Maps,  4to,  80s  ...   Whittaker 1841 


Biblical,  roy.  8to,  12s— 4to,  21s Whittaker 1835 

General,  roy.  4to,  45s  OntchUy    184a 

London  General,  67  Maps,  fol.  17/  17s— 50  Maps,  fol.  18/  18s  Arrowtmith  ...184a 

Modem,  12mo,  7s— with  Index,  8yo,  12s  Arrowsmitk  ...184a 

EtonCoUege,  27  Maps,  8to,  15s E,P.WiUiam$  ».  d. 

King's  College,  25  Maps,  8vo,  7s Fellovfet 1844 


Bagster^s  Scripture,  18  Maps  with  Chronological  Chart,  12mo,  2s Bagtter n.  d, 

Chronological  Scripture,  sm.  4to,  10s  6d  Bagiter 1847 

Bean's  Classical,  roy.  8to,  12s— 4to,  16s  Bivington  1835 

School,  Ancient  and  Modem,  48  Maps.  imp.  8to,  12s Bean 1855 

by  Johnson,  18  Maps,  imp.  8to,  5s   Bean 1861 

Beard's  Biblical,  with  Scripture  Gazetteer,  8yo,  2s  6(/ Simpkin 1849 

Beits'  Family,  General  and  Physical,  64  Maps,  fol.,  68s BelU  i86a 

Juvenile,  9  Maps,  imp.  8vo,  8s  6c/  Belts  i860 

London  Modem,  25  Maps,  fol.,  10s  6d    Bettt  i860 

School,  8vo,  14s— imp.  4to,  18s  Bettt 1838 

Biblical,  with  Gazetteer,  roy.  8vo,  2s  6d— outlined,  4s— col.,  6s  6(/ Bel.  Tract  Soc.  185 1 

Blade's  Australian,  with  all  the  Gtold  Regions,  6  Maps,  4to,  6s  Longman  ig54 

County,  Scotland,  4to,  10s  6d   Longman  1848 

•"  General,  by  Sydney  Hall  and  Others,  70  Maps,  new  edit,  foL,  60s  Longman  i86a 

■  Supplement  by  Bartholomew,  fol.,  7s  6a  Longman  1858 


80  ATLASES  1835-1862 

ATLASES— continued. 

Black's  Hand  Atlas  of  Modern  Qeography,  88  Maps,  4to,  21« Longman  1856 

North  American,  20  Maps,  fol.,  16« Longman  1856 

School  Modem,  iO  Maps  hy  Hugheis  8yo  or  4to,  lOt  6e2 Longman  1861 

. r  for  Beginners,  27  Maps,  oblong,  2$  6d Longman  i86a 

Blackie's  Imperial  Atlas,  105  Maps,  with  Index,  roy.  4to,  61 5a Blaclde i860 

Blackwood's  County,  Scotland,  81  Maps,  poet  8vo,  10s  6d— imp.  8vo,  16f...  Blacheood*  ...1838 

Blair's  Classical,  18  Maps,  4to,  5$  6d Allman 1853 

School  Modem,  23  Maps  outlined,  4to,  6<  6d   Allman i86x 

Bradfthaw's  School,  83  Maps,  obi.,  6#  d^^ — with  Descriptions,  7<  6d  Bradthav 1836 

Brewer's  Historical  and  Geographical,  16  >laps,  2nd  edit.,  roy.  ^0,  12«  6<2  Longman  185$ 

Brookes' School,  8vo,  6« DarUm  1838 

Butler^s  Ancient,  24  Maps,  and  Modem,  30  Maps,  8to,  each  124 LongmAin  i86x 

. Ancient  and  Modem,  54  Maps,  1  v.  4to,  24« Ixmgman  x86i 

■ Junior,  12  Maps,  roy.  8vo,  each  U  6d Longman  1861 

Outline  Maps,  fol.,  7«  6d    Longman  1854 

Chambers'  Minor  Modem,  15  Maps,  4to,  5s CkamUn  i860 

Parlour  and  People's,  86  Maps,  roy.  8to,  each  15« Chantben  1856 

Primer,  9  Maps,  4to,  2«  6<i  Chamben  1861 

■  School,  Ancient  and  Modem,  84  Maps  4to,  10«  6d    Chamben  1862 

Child's  Modem,  sm.  4to,  5<    OroonUfridge,,,n.  d. 

Church  Missionary,  8rd  edit.,  roy.  8to,  5t Sedeg ...i86i 

Clark's  Ancient,  roy.  8vo,  10«  6rf— Modem,  27  Maps,  12« C.ff.Law  1852 

and  Modem,  School,  roy.  4to,  21s ^  C.H.Law  185a 

Minor,  10  Maps,  8vo,  5« T!:  C.H.La'W  n.  d. 

•  Modem,  to  "  Barclay's  Dictionary,"  4to,  6f Vhrtut   i860 


Classical  Standard  Library,  22  lifaps,  imp.  8vo,  7s  60^ H.Bohn 1861 

College,  83  Maps,  imp.  8to,  12j,  i86x— Junior  14  Maps,  imp.  8to,  5«  6d^...  BouUedge  1862 

Classical,  22  Maps,  imp.  8to,  12s— Junior,  15  Maps,  5s  6d BouUedgc  1859 

Collins*  British  County,  fol.,  81«  6d Stamford    1854 

Family  Modem,  37  Maps,  sew  edit.,  4to,  21s BouUcdge  1866 

Modem,  by  Mudie,  62  Maps,  imp.  4to,  52«  6d   BouUcdge  n.  d, 

Railway  and  Pedestrian,  England,  43  Maps,  8yo,  2s  6d Ikirton  1858 

Colonial  Church,  roy.  8vo,  10s  6d Soc.  Prop,  Qosp,  1^4% 

Comprehensive  General,  4to,  7s  6d Simpkin 1845 

CornweU's  School,  30  Maps,  12mo,  2s  6d—oo].f  is Simpkin 1848 

Cruchley's  School  and  Family,  81  Maps,  fol.,  16t CruchUy    i860 

7- 22  Maps,  16s Cruchity    1849 

—14  Maps,  8s   CruchUy    1849 

Cyclopaedian  (Soc.  of  Useful  Knowledge),  39  Maps,  new  edit.,  fol,  21s    ...  Stanford i86a 

Barton's  English  County,  fol.,  60s  DarUm  i860 

Junior  Class  School  Library,  col. ,  Is    Darton  1853 

Dower's  General  Modem,  58  Maps,  imp.  4to,  15s    Ward df  Lock... n,  d, 

Outline  Maps,  oblong,  2s  6d Ward ik Lock... n,  d. 

School  Modem,  41  Maps,  imp.  8vo,  12s  Ward  A  Lock... n,  d, 

— ^— Minor,  26  Maps,  imp.  8vo,  7s  6rf Ward tk Lock... n,  d, 

Short  Modem,  17  Maps,  imp.  8vo,  4s— imp.,  5s Ward ^ Lock... n.  d. 

Popular,  for  Schools,  12  Maps,  imp.  8vo,  28  6d Ward<bLod:...iZ6% 


Earth,  Miniature,  20  Maps,  32mo,  Is    Ward d:  Co .1856 

England  and  Wales  (Post  Office  Directory),  46  Maps,  fol.,  80s    KcUyA  Co 1861 

Estling's  Drawing.Room  European,  post  8to,  ^  Qd Longman   1859 

Eton  College  Ancient  Atlas,  26  Maps,  imp.  4to,  cold.,  15s  B.P.Williams   1862 

and  Modem,  60  Maps,  imp.  4to,  cold.,  88s   E.P.WiUiams   1862 

Lower  School  AiUs,  17  Maps,  Selected  from  the  above,  9s E.P.  WHUams   i86a 

. Modem,  84  Maps,  with  Index,  fol.,  21s E.P.WiWams   186a 

-  Skeleton  Outlines  to  Ancient  Atlas,  27  in  the  set,  6s  E,P,  Williams   i86a 


Ewing'a  General  Modem,  29  Maps,  new  edit.,  4to,  coloured,  7s  6d Simpkin x86a 

Family  (Soc.  of  U.  Knowledge),  80  Maps,  new  edit.,  imp.  4to,  col,  68s  ...  Stanford    1862 

Findhiy's  Classical  Ancient,  25  Maps,  roy.  8to,  9s  Tegg  1847 

• Junior,  13  Maps,  roy.  8vo,  5s Tegg  1858 

Comparative,  Ancient  and  Modern,  55  Maps,  roy,  4to,  20s    Tegg  1858 

General,  4to,  22s  .'. Kellg i860 

Modem  School  General,  88  Maps,  roy.  8vo,  9s Tegg  i86r 

Junior,  17  Maps,  roy.  8vo,  5s  Tegg  1848 


Gall's  Edinbui^h  Imperial,  Ancient  and  Modem,  fol,  81s  6d llouUton    i860 

School,  86  Maps,  4to,  2s  6(i— coloured,  8s  6c2 Jloulston   n.  cL 

Gaoltier's  Geographical,  15  Maps,  fol.,  15s-— with  Counters,  21s    Griffith  <fe  F.  ...n.  rf. 

General  (Soo.  of  U.  Knowledge),  280  Maps,  1  v.  new  ed.,  imp.  4to,  9/  10s  Stanford    1861 

2  V.  new  ed.,  imp.  4to,  101 10s  Stanford    1861 

■  without  Phins,  178  Maps,  new  ed. ,  1  mp.  4to,  7/  7s. . .  Stanford   1 8 6 1 

Gilmour  and  Dean's  Modem,  10  Maps,  sm.  fol.,  8s  6d    Griffin    1851 

Gover's  Bible  Pictorial,  4to,  2s  : Gover i8s8 

Historic- Geographical,  by  Dr.  Spruner,  atlas  4to,  25s Gover 1850 

Phymcal,  9  Maps,  4to,  2s  Gover 1854 

.  Hand,  24  Maps,  roy.  8vo,  10s  6(? Gover 1853 
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Govet's  Pictorial,  12  Maps,  200  Drawings  of  Animals,  4to,  2»  6d Govcr 185a 

School  General  anJ  Bible,  4to,  2s  6d    Gorer i8.S3 

Univerflal  Historical,  30  Maps,  imp.  8vo,  12t  Qd Gijrer 1854 

Gay's  School  Modem,  16  Maps,  8to,  6« Simpkiu 1840 

Hail's  First  Slementary  School,  10  Maps,  4to,  1*6(2   Lontjman  1849 

-  Qaestions  to,  by  Bovman,  12mo,  2»  Lon{/man  1861 


General  Library,  53  Maps,  fol.,  52«  6d    II.Bohn 1858 

Travelling,  Coanty,  50  Maps,  8to,  10$  ^d  Chapman  d:  H,\%s^ 

Harrow  School  Classical,  23  Maps,  new  edit.,  fol.,  12«  6(2 Stauftrrd    186a 

'. Junior,  11  Maps,  foL,  7i   Stanford    186a 

Modem,  30  Maps,  new  edit.,  fol.,  12«6d Stanford    1863 

-Junior,  14  Maps,  new  edit.,  foL,  7«   Stanford    1863 


Herbert's  Ancient  and  Modem,  12  Maps,  8m..4to,  Ij Abim/ton   1857 

Heywood's  School  Modem,  10  Maps,  4to,  ooL,  2< Sinq^inn 1857 

Higgins*  General  Atlaa  of  the  Earth^  51  lilaps,  imp.  4to,  81j  6(2~col.,  42<  Orr    1836 

Homerton  ColL,  ed.  l^Unwin,  fol..  Physical,  6s ;  Polit.,  6s  ;  1  t.,  10a  6(2  ...  Longman  186a 

Hydr^graphical,  Physical,  and  Political,  foL,  15f  Lontfman  i86a 

Hughes'  Biblical,  sm.  fol.,  5s — ^for  Schools,  sm.  fol.,  3s Parker  iL- S%.n  .185a 

Class,  sm.  4to;  16  Maps,  2s  6(2—29  Maps,  6s National S^iC,  .i860 

ConstmctiTe  Geography,  roy.  4to,  6s~Pt.  1,  roy.  4to,  3s  6(2   WeaU    1841 

Hand,  Modem,  4to,  21s    Black 1853 

Introductory  Modem,  12  Maps,  8to,  2s  6(2 Longman  1851 

School,  Bible  Lands,  12  Maps,  18mo,  Is  6(2   Longman  185a 

— Elementary  Modem,  12  Aiaps,  18mo,  Is— col.,  Is  6(2    Longman  i86a 

and  Political,  frc.,  17  Maps,  roy.  8to,  10s  6(2 Longman  i860 

and  Long's  Classical,  24  Maps,  roy.  8vo,  12»  Cd Whittaker 1858 

-  Grammar  School,  10  Maps,  roy.  8vo,  5s  Whittaker i86s 


Indian  (Society  of  Useful  Knowledge),  26  Maps,  fol.,  21s Stanford    1861 

Johnson's  General,  with  the  Eailroads,  &c.,  foL,  21s  Darton i860 

Johnston  (A.K.)  County,  Scotknd,  fol.,  6/ 6s  Jilackiooods  ...1855 

Hand,  Astronomical,  18  Maps,  by  Hind,  imp.  4to,  21s Blackwood*  ...1856 

— — — ^— ^-^—  Classical,  20  Maps,  imp.  4to,  21s Blackwooda   ...1853 

General  and  Descriptive,  26  Maps,  imp.  4to,  2js   Blackwood*   ...1863 

— — Physical,  20  Maps,  imp.  4to,  21s Blackwood*   ...1861 

Indian  Seas,  with  Charts,  4to,  7s  Qd  Stanford    1854 

National,  41  Maps,  imp.  fol.,  82  8s  ;  Index  BCpar.ite,  7*  Gd Black-wood*  ...1843 

lithographed  edition,  foL,  94s  6<2 Stanftrd   1855 


Physical,  imp.  foL,  102  10s,  1849  ;  122  12s,  1858  ;  n.  ed.,  82  8s  Blackwood*   ...186a 

Beduced,  25  Maps,  imp.  4to,  52s  M Blackwood*     ..1849 

—  Geographical  Projections  to,  4to,  in  a  case,  2s  C(2 Blackwood*   ...185a 


Royal  Modem,  48  Maps,  imp.  foL,  52  15s  6(2 Blachcood*   ...t86i 

School  Astronomical,  18  Maps,  imp.  8vo,  12s  6<2   Blackwood*  ...1856 

Classical,  20  Maps,  imp.  8vo,  12»  6<2   Blackwood*    ...1861 

Elementary,  20  Maps,  8vo,  6*  Blackwood*   ...i86a 

General  an<l  Descriptive,  26  Maps,  imp.  8vo,  12s  6(2 Blackwood*  ...1863 

-  Physical,  20  Maps,  imp.  8vo,  12s  6(2   Blackwood*   ...1861 


United  States,  Ac,  29  Maps,  fol.,  25s Stanford    1857 

-of  the  War,  incase,  6s  Blackwood*    ...i8q; 


Jndd's  Historical  and  General,  post  4to,  Is  6<2— Indestructible,  2s  6(2   Juddd:  (r2a«s...  1854 

Lizars*  Edinburgh  General,  fol,,  52s  6c2    H.Bohn 1840 

London  Cabinet  School,  12mo,  5«  6(2 Allman 1861 

,  its  Streets  and  Suburbs,  36  Maps,  post  8vo,  5s T.Hodgton    ...i860 

Lothian's  Biblical  Pocket,  24mo,  2s  6(2 Simpkin    1838 

County,  Scotland,  4to,  31s  6(2    Simpkin 1836 

General,  foL,  3 Is  6(2   H'as/ifef/ume  ...1839 

People's,  imp.  4to,  21s Simpkin 1S47 

Lowry's  Table,  100  Maps,  roy.  4to,  9s— col.,  12s Chapman d:H,i%^% 

Lowth's  Historical,  Bi<^graphical,  and  Genealogical,  f ol. ,  1 5s  6(2 Simpkin 1 8  5 1 

'- School  Edition,  4to,  10s  6c2 Simpkin 1851 

Lnmsden's  School  and  Family,  4to,  12s (7room^'(^e  ...1850 

Kaceulloch's  School,  Scripture  and  Geography,  24  Maps,  8vo,  2s  6(2 Simpkin i860 

Kacleod  (Walter)  Class  Physical,  20  Maps,  18mo,  3s   Longman  1856 

—  Bowman's  Questions  on,  18mo,  Is    Longman 1857 

Hand  General  CUus-Teaching,  29  Maps,  18mo,  3s  ..: Longman  1854 

Middle-Class  Atlas,  7  Maps,  4to,  2s Lmgman i86a 

Physical  Atlas  of  Gi.  Britain  and  Ireland,  30  Maps,  sm.  4to,  7*6d  Longman  1861 

Scriptural,  15  Maps,  roy.  8vo,  4s — with  letterpress,  7s jAmgman  ....;. 1861 

Iklalby's  Telescopic  Companion,  or  Celestial  Globe,  fol.,  25s McUby    1859 

llasson's  Chronological  and  Historical,  Middle  Ages,  fol. ,  16s    Partridge  1840 

Middleton's  Celestial,  fol.,  12s  6c2— col.,  15s WhiUaler 1843 

Companion  to,  12mo,  3s  6(2   Whittaker 1843 

Milner^s  Astronomical,  Physical  and  Political,  4to,  80s    Ward  d:  Lock. . .  1 86 1 

School  Atlas,  Physical  Geography,  4to,  15s    Ward <k Lock... n.  d, 

Modem,  30  Maps,  with  Indexes,  folio,  12s  SocP.CK,  ...i8f 
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Modern,  with  Alphabetical  Index,  150  Maps,  fol. ,  51  5< Stanford 

M«ale*8  English  County,  2  v.  4to,  60«— col,  90« : Virtue  ... 

Mnrphy's  Biblical,  24  Maps,  16mo,  It  M Simpkin.. 


'  Classical-Historical,  16  Maps,  8vo,  28  6d^22  Maps,  Ss  6d    Simplein.. 

•  School,  Ancient  and  Modem,  25  Maps,  8to,  8<  6d Siuipkin., 

>  historical  and  Statistical,  16  Maps,  8vo,  la  6d  SimpHn., 


•  Symbolical,  with  Geographical  Text  Book,  roy.  Svo,  2t  M Simplnn., 


Nelson's  School  CUtssical,  22  Maps,  8to,  7t  6<2 Belld:  Daldg.. 

Modern,  20  Maps,  4to,  8i  6rf   NeUon 


'  Worid,  with  Measurements  in  English  Miles,  Diy.  1,  fol.,  12«    ...  Nelttm 


Oliphant's  Biblical,  24  Maps,  8yo,  2»6d  JIamiUon 

Orr's  Ancient  and  Modern,  Primary,  post  8to,  2«  td — col.,  3«  6<f HoaUton 

Travelling,  England  and  Wales,  12mo,  8«  6d  Orr    

Ostell^s  General,  80  Maps,  4to,  J  4«— outlined,  18f--col.,  21 « Simpkin... 

imp.  4to,  81«  6rf    "  Simpkin,.. 

Peter  Farley's  Child's  Own,  12  Maps,  square,  2« Tegg  

First  Junior,  10  Maps,  4to,  1$    Darlon  ... 

School,  8vo,  28  M    Kent  

•Modem,  4to,  5« DarUm 


Petermann's  Physical,  by  Milner,  16  Maps,  4to,  15« WarddeLock 

Philip's  Cabinet,  by  Hughes,  84  Maps,  imp.  4to,  10«  6d Phifip  

Claancal,  Historical,  and  Scriptural,  49  Maps,  imp.  fol.,  63«   Philip  

'Elementary,  for  Beginners,  24  Maps,  cr.  4to,  2f  6d    Philip  

< Family  General,  by  Hughes,  66  Maps,  imp.  4to,  85«  ;  hf.-mor.,  42s  Philip  

General  of  the  World,  74  Maps,  imp.  fol.,  68f    Philip  

— ^  Imperial  Library,  edit,  by  Wm.  Hughes,  imp.  fol.,  51  53     Philip  

■  Libraiy,  Ancient  and  Modem,  47  Maps,  imp.  4to,  15<;  hf.-mor.,  21a  PhUip  

Penny  Maps,  52  Maps,  imp.  4to,  plain,  5t — coL,  9a  id PIdlip  

Pocket  County,  Scotland,  27  Maps,  18mo,  2a  M Philip  

Popular  of  the  World,  42  Maps,  imp.  4to,  8«  6<i— ooL,  12a  6(f Philip  

School  Classical,  21  Maps,  med.  4to,  5a  6<< PhUip  

'  Comprehensive,  40  Maps,  imp.  8vo,  10a  6d Philip  

•  Introductoiy,  18  Maps,  imp.  8vo,  5a Philip  


Seleot,  by  Hughes,  24  Maps,  imp.  4to,  7a  6<i  Philip 

Student's  Modern,  18  Maps,  imp.  4to,  8a  6d   Philip    

Toung  Scholar's  Modem,  12  Maps,  4to,  2a  6<i Philip    

Physical  School,  obL  8vo,  8a   Nat.Soeiety   .. 

and  Historical,  obi.  4to,  5a ParkerASon.. 

Prophecy:  Text  of  Daniel  and  St.  John,  4to,  18a SeeUy 

Quin's  Ancient  and  Mediieval  History,  10  Maps,  roy.  8vo,  10a  6<f Oriffin    

Hand  and  Universal  Hist ,  21  Maps,  roy.  8vo,  1 2a  Qd—voj.  4to,  21a  .. .  Gn^n    

Historical,  roy.  4to,  52a  6<l Griffin    ........ 

Reid's  Introductory  Modem,  10  Maps,  4to,  2a  6<2    Simpkin 

School  Modem,  16  Maps,  4to,  5a Simj^n 

Reynolds'  Travelling,  England  and  Wales,  12mo,  3a  M — col,  5t6d LReynoUU    .. 

Universal,  400  Maps  and  Diagrams,  8vo,  5a  6<i— col.,  10a  6<i   ...  J.Rqfnoldt    .. 

Routledge's  World,  12  Maps,  roy.  8vo,  la  6<f— col.,  2a  6d RoutUdge  

Russell's  Ancient,  28  Maps,  8vo,  10a— col.,  12a Simpkin 

and  Modem,  58  Maps,  roy.  4to,  24a    Simpkin 


Modem,  26  Maps,  8vo,  10a— col.,  12a   Simpkin.. 

School ;  or.  Key  to  Gk>ldsmith  and  Others,  8vo,  5a— col.,  79  6d  Darton  ... 

Ancient  (Soc  of  U.  Knowledge),  19  Maps,  foU,  11a — col.,  15« Stanford 

and  Modem,  45  Mi^ts,  fol.,  21a— col.,  80a.... Stanford 

'  Classical  and  Modem  (Soc  of  U.  Kn.),  25  Maps,  fol.,  12a  6e2  Stanford 

>  Modem  (Soc.  of  U.  Knowledge),  26  Maps,  fol.,  13a  6(2— col,  19a...  Stanford 


Scottish  School  General,  4to,  10a  6<i— Select,  4to,  8a  6d Griffin 

Sharpe's  Corresponding,  54  Maps,  fol.,  86a— ooL,  42a ChapmandeH, 

-  Student's,  26  Maps,  fol,  21a  Chapman  A  H, 

Smith's  Ancient  and  Modem,  83  Maps,  4to,  90a — col.,  5/  5a    Smith  A  Son  ... 

Classieal,  22  Maps,  4to,  24a— col.,  38a— reduced,  21  Maps,  18a  ...  Smith  A  Son... 

Gkneral,49  Maps,4to,  63a^col., 73a  6<2, 1857— red.,  35  Maps,col.,16a  Smith  A  Son ... 

— -  School,  Ancient  and  Modem,  28  Maps,  8vo,  each  9a Smith  A  Son  ... 

Spruner  and  Ruts's  School,  Histoiy,  and  Geography,  imp.  8vo,  12a  6(f  JUlfe 

Tate's  First  Classical,  with  Chronological  Tables,  8vo,  7a  6(2  Bdl  A  Daldy. . .  i 

Tallis's  General  Illustrated,  by  R.  M.  Martin,  fol.,  45a  Taliii  1849-51 

Thomas'  Imperial  School,  44  Maps,  4to,  12a— coL,  15a    Thomat 

Library,  80  Maps,  4to,  14a— col.,  21a Thomas 

Universal  Modem,  roy.  4to,  10a  ed    A.  Hall 

University  Classical  and  Modem,  53  Maps,  fol.,  ZU6d  Stanford    

Vogel's  Political  and  Elementary,  Illust,  imp.  4to,  6a Gover 

Walker's  British,  49  Maps,  imp.  4to,  63a— large  paper,  84a   Walker  A  Co.. 

——- General  Modem,  8vo  and  4to,  each  12a  6d   Williamwn  . 

"     School  Universal,  8vo,  10a  6(2 Longman  

White's  School  Modem,  24  Maps,  new  edit.,  4to,  6a   Simpkin 
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ATLASBS— ^MiliitMj. 

White*!  School  ModtfD,  Klemeniarj,  10  MapB,  4to,  2i(id  Simphin ]S6i 

WUkinaon'i  Claaucal  and  Soripfcual,  53  Maps,  imp.  4to,  ZU  6d    B.Bohn.*,^.,..i9i% 

0«iierml,  46  Maps,  imp.  4to,  25« H.Bohn *..'iM 

Scriptural,  4to,  7«    Jfamilton  1S39 

Wyld^s  Ancieni,  4t0p  12«— Modem,  4to,  15«— Classical,  4to,  12«   Wyid 1856 

County,  Bnglish,  4to,  dSf Wpid 1858 

Rmigraats',  fol.,  6«— coL,  7«  6<f    Wpld 1848 

Qeneral,  54  Maps,  imp.  4to,  52«  6<£,  i849<-41  Maps,  fol.,  61  6«  ...  Wyld i86a 

68  Maps,  foL,  IH  11a Wifld 186a 

London  and  its  Environs,  fol. ,  30<   , Wyld 186a 

Miarionaiy,  8to,  14j  Wyld 1839 

Popolar,  of  the  World,  fol.,  52«— eol.,  8^  15« Wyld 1849 

•School,  8vo,  12»^0atline,  8vo,  8t   Wyld a86l 

•  Seriptmal,  80  Maps,  4to,  10«  6d,  Bagtter  ;  imp.  8to,  25«— coL,  S0«  W'kittaker 1848 


Atmore  (C'Ao.)  Diseonnes  on  the  Lord's  Prayer,  12mo,  2s  6d Mason   1839 

AtUrhory  {Bp.)  Letters,  8vo,  18» Wright  ds  Co.. .1847 

Attield  (If.)  Neptane*8  Car,  a  Poetical  Tale  of  New  York,  12mo,  2<  6<2  Sauriderad'O.  .1857 

Atthill  (If.)  Way  of  Catechising,  12mo,  8f  L<mgman  1840* 

AttBcIl  (ffm,)  Table  of  Bnglish  Literature,  8to,  It  6d    Nope 1854 

Attree(/.IF.)  Benortof  Braintiee  Church  Rate  Case,  Sto,  7a  fid  .^Aaio<{;  iSofi«...i853 

Attvood  (i?.fF,)  Sermons  for  the  Clergy  and  Laity,  8vo,  St    Rirmgton  1859 

AQber(Pef.)  Rise  and  Progress  of  British  Power  in  India,  2  ▼.  8vo,  21#   Allen  <£r  Co.  .  .1837 

Auberlen  {C.A.)  On  the  ^phecy  of  Daniel  and  Beyelation,  post  8vo,  1$  6d    Hamilton 1856 

Aahrey  (Edw.)  Leisore  Minutes;  or.  Lines  on  Yarious  Themes,  post  bvo,  5« Hamilton  1839 

(/oAn)  Miseellanies  on  Various  Subjects,  fcap.  8ro,  is  J.  JH.  Smith  ...18^7 

AabreyLoson;  or,  the  Field  of  Sedgemoor,  a  Tale,  18mo,  5< W.  J.  Adams  1848 

Aschiaieek  ((?.)  War  of  1812,  between  Great  Britain  and  America,  8to,  8s  tkl    Toronto,  U.S,  ...i86a 

AnckkoMi  (H^m.,£ore2)  Journal  and  Correspondence,  4  T.  8vo,  60a    Bentley    ...i86o-6» 

Aoekbuid  and  the  Country  adjacent  Described,  post  8vo,  6j   Smith  Af  Elder  1%$^ 

Andsfey  {W.A:G.)  Guide  to  Art  of  Illuminating  and  Missal  Painting,  cr.  8vo,  la Rmcney i86e 

Aiidaboa  (/./.)  Adventures  and  Discoveries,  by  Mrs.  St  John,  12mo,  2s  6d    Longman  1856 

^— •  American  Ornithological  Biography,  5  t.  roy  8vo,  6/ 5a  Zon^man...  1831-39 

-— ; Birds  of  America,  4  ▼.  fol.,  col.  drawings,  200/;  unooL,  84/ New  York   1828-40 

— — — . 7  T.  roy.  8vo,  80/ New  York   1840-44 

Text  in  7  vols.  imp.  8vo,  68» New  York i86» 

' Synopsis  of  the  Birds  of  North  America,  8vo,  12a   Longman  1839 

8T0,31a6(/ Simpkin    1861 


and  Bach  man,  Quadrupeds  of  N.  America,  fol.,  8  r.  text,  3  y.  plates,  84/    PAtVcu/e/....  1843-49 

3  V.  roy.  8vo,  12/  12a New  Y<yrk 1854 


Ane  (Xhr.  (7.)  German  Grammar,  12mo,  6t  6c/   Longman  1847 

— and  Exercises,  n.  e.,  12mo,  8a Chambers  1861 

• Elementary,  n.  e.,  12mo,  la  6d    Chambers  1861 

Phrase  Book,  n.  e.,  12mo, la  6</    Chambers  x86r 

BeadingBook,  First,  n.  e.,  12mo,  la 6d-— Second,  2a  6d Chambers  1861 

Aur  (£.)  Diaoovery  of  the  Natural  Printing  Process,  8vo,  lOa    TrUbner 1854 

A8erbsch(Scr<4.)  Barefooted  Maiden,  a  Tide,  12mo,  6s Low  1857 

: Christian  Gellert,  and  other  Sketches,  post  8to,  lOaCd  Low   1858 

—  Ivo,  a  Vilhige  Tale,  16mo,  Sa  Bogue 1847 

Joseph  in  the  Snow,  transl.  by  Lady  Wallace,  3  t.  post  8vo,  81a  6d  Saunders  dt  0.  1861 

— NarratiTe  of  Events  in  Vienna,  12mo,  3a  6</ Bvgue 1849 

■ Professor  s  Wife,  a  Tale,  12mo,  2s  6d    Parker  A  Son   1850 

^  Village  Tales  from  the  Black  Forest,  16mo,  6a Bogue 1846 

Aifraebt  {Tk.)  Ha]ayudha*s  Abhidhanaratnamala :  a  Sanskrit  Vocabulary,  8yo,  18a...   Williams  &  N.  1861 

Augustine <iS!e.)  Biographical  Memoir  0^  by  Rev.  J.  Baillie,  12mo,  5a    Nisbet    185ft 

'. Catechixandis  Rudibus,  &c.,  edidit  Marriott,  12mo,  3a  6d J. H.^kJ. Parker iS^S 

Confessions,  18mo,  2a^— by  Pusey,  8vo,  7a    J.H.ds),Parkeri%^% 

—  abridged  by  Bickersteth,  32mo,  la  6rf Seeley 1836 

—  inlAtin,  8vo,  7a  J.H.tkJ.ParkeriZ^Z 

Exposition  of  Sermon  on  the  Mount,  by .  Trench,  cr.  8  vo,  7a  Parker  tk  Son  1851 

Homilies  on  Psalms,  6  v.  8vo,  2/ 16a  6rf J. H. Parker iZ^j-^S 

8t.  John's  Gospel,  2  v.  8vo,  21a  J.H.d-J.ParJieri^i 

Manual,  transUited  by  W.  Call,  12mo,  2s Bell  A  Daldy   1843 

of  Devotion,  12mo,.2a  6<f Hamilton i86a 


Sermons,  2  v.  8vo,  21a  J.H.iCJ.ParkeriZ^g 

■ Short  Treatises,  8vo,  12a   ., J.H.AJ,Parkeri%^j 

Sketch  of  his  Life  and  Labours,  by  Schaff,  12mo,  3a  6</ Bagster     1854 

Avid  Robin  any,  a  Ballad BannatyntClvb  i%%t 

Asldjo  (John)  Asoent  of  Mont  Blanc,  1827,  16mo,  la Longman  1856 

Visit  to  Constantinople  and  Greek  Islands,  8vo,  10s  6d Longman  183c 

kisaptt  {G.J,)  History  of  Isleworth,  &c.,  8vo,  21a     ..  Nichols 1841 

Ant  A&Ue's  Pretty Tlay  Book.     The  Babes  in  the  Wood,  moveable  edit. ,  2a Ward  ds  Lock    1 86 1 

— -Agnes;  or.  Why  and  Wherefore  of  Life,  by  a  Cleigym.  Daughter,  fp.  8vo,  8a  6d  Hogg 1861 

Anne's  History  of  England  on  Christian  Principles,  16mo,  8a  6</  Ni^tet    1849 

*-— Dorothy's  Tide ;  or,  Geraldine  iKorton,  2  t.  post  8vo,  21a Btntky 1837 

I 
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Aunt  DoTothj*!  Will,  by  CyeU,  2  t.  poit  8to,  21»  Mar&orougk... i96o 

Edith;  or,  Love  to  God  the  Beat  MotWe,  8rd  edit.,  18mo,  2»  ed NitbH    1858 

Effie'B  Gift  to  the  Nuraeiy,  16mo,  U6d NiAei    1854 

Bhymes  for  Little  Children,  16mo,  la RtmtUdgt i860 

Blinor's  Lectures  on  Architecture,  12mo,  4< SivmgUm  1843 

Henry's  Storiee,  18mo,  2«  6d ffamiUon  1849 

Jane*8  Budget  of  Stories,  16mo,  2»   Chapman^  B.ii^ 

— r- Mary's  New  Year's  Gift,  16mo,  2s  6d  ....'. JDarUm  1849 

Poetry  for  Use  of  Young  Persons,  2nd  edit.,  18mo,  Is  6rf HamiUon 1854 

Stories  for  Children,  16mo,  Ss DarUm  1845 


Iklavor^s  Everlasting  Picture  Book  for  Boys,  roy.  8vo,  81  6<I   JtautUdge i860 

Gift  Book;  roy.  8vo,  Zt  6d  RmUUdge i860 

■ Toy  Book  for  Children,  roy.  8vo,  8«  td MoutUdge i860 

Nursery  Rhymes,  Illustrated,  16mo,  2/ dd Routltdgt 1858 

Tales,  Illustrated  by  Crowquill,  roy.  8to,  (U    BoutUdge  1855 


-  Picture  Story  Books,  96  Illustrations,  roy.  8to,  S«  6d  Jioutledge  1863 

Present  for  a  Little  Boy,  88  Illustrations,  roy.  8?o,  8s  6(2   RowUtdgt 1856 

Girl,  74  Illustrations,  roy.  Svo,  Z9M  JtomtUdge  1856 


Oddemadodd's  Whispen  about  Little  People,  4to,  It Jkan 1858 

Pippin's  Tales  for  Girls.  12mo,  5t Brooks  1845 

Bosamond's  Historical  Enigmas,  12mo,  1»  6cl Oriffi^dtF.  ...1850 

Aurese  SententisB :  Select  Divinity  of  Seventeenth  Century,  ISmo,  2s  6cl ffhmiUon   1839 

A urelius  Victor,  Historia  Bomana,  Hamiltonian  System,  12mo,  4f Ayhti    i86« 

Austen  (Miss)  Emma,  12mo,  2t  6d,  BentUy^  1849;  If  6<f BmiUedgt  1850 

Mansfield  Park,  12mo,  2t  6rf,  BetUleyy^Z^-,  \sM  BavUedge  1851 

'  Northanger  Abbey  and  Penuasion,  12mo,  2t  M,  Bentley,  1849 ;  Is  M  BomiUdge  1850 

Pride  and  Prejudice,  12mo,  2s  6d,  Bentleg,  1849;  Is  6d BovUedge  1849 

Sense  and  Sensibility,  12mo,  2s  td,  BcnUeg,  1849  »  ^' Boutledge  1849 

Novels,  6  vols.,  fcap.  Svo,  adv.  to  16t BenUey t86a 

Austen  {Balph)  Spiritual  Use  of  an  Orchard,  18mo,  2s  6<i... PampUn    1847 

{Tho.)  Wounded  Soldier's  Dream,  and  other  Poems,  16mo,  fis    ffamiiUm  1848 

Austin  {Ayred)  Five  Years  of  it:  a  Novel,  2  v.  post  Svo,  21s    Hcpe 185S 

Human  Tragedy,  a  Poem,  8vo^  7f Hardwieks    ...i8q& 

My  Satire  and  its  Censors,  8vo,  8t  6<i Manwaring  ...i86t 

■  S^fcson  :  a  Satire,  2nd  edit.,  revised,  Svo,  bs Mtmwuing  ...1861 


(John)  Province  of  Jurisprudence  Determined,  2ttd  edit.,  Svo,  I6s Murray 1861 

(J.G.)  On  Preparation  of  Calcareous  and  Hydraulic  Limes,  12mo,  fit TrUbner 186% 

• (J.M.)  Golden  Steps  to  Respcjstability,  &c.,  12mo,  Is  6d Pariridge  185X 

—  (Mrs.)  Considerations  on  National  Education,  12mo,  8s  6(£ ilfwrrajf  .........1839 

Letters  on  Girls' Schools,  poet  Svo,  It Chapman dfH,.i9^j 

Sketches  of  Germany,  1760  to  1814,  post  Svo^  12s  Longman  1854. 

Story  without  an  End,  sq.,  2s  6d B.Wilstm  184J 

(Tho.)  Monograph  on  the  Crinoidea,  Pts.  1  to  9,  4to,  each  Ss  6<i— coL,  5s...  /.  Tennamt  1843-54. 

(W.S.)  and  Ralph  (/.)  Lives  of  the  Poets  Laureate,  Svo,  14s    BaUley 1853 


Australia:  its  Scenery,  Natural  History,  &c,  ISmo,  IsM Bd.TfXk^Soe,^iis4. 

My  Experiences,  by  a  Lady,  post  Svo,  lOt  Bd   Hope i860 

— ^    Tasmania,  and  New  Zealand :  by  an  Englishman,  post  Svo,  15s  W,IlaUdf  Co...  J%$S 

Australian  Keepsake:  Scenery  in  New  SouUi  Wales,  obL  4to,  21t Sands 1854 

Settlere' Handbook,  The  Farm,  ISmo,  It  6d  Bimphin 1861 

Year-Bookof  Facts,  1858,  foL  4t  6d  A.Hail  1854 

Austria  and  the  Austrians  Described,  2  v.  post  Svo,  21s Colbum 1837 

Authentic  Becords  of  Bevival  in  United  Kingdom,  ed.  by  Beid,  cr.  Svo,  8s  6<f    Nisbet i860 

Author  (The),  a  Poem,  16mo,  8s W.AUan    1854 

Authon  of  England,  Medallion  Portraits,  Notices  by  Chorley,  n.e.,  r.  Svo,  10s  6(1 ...  Grifin    1861 

Author's  Printing  and  Publishing  Assistant,  12mo,  2t  6d SaundersdiO 1840 

Autobiographical  Narrations  of  Crisp,  Webb,  Bevan,  &c.,  12mo,  8t  Bennett 1848 

Autobiography  of  Frank,  by  Author  of  The  Gipsy's  Daughter,  n.e.,  fp.  Svo,  Ss  6d...  Darton  1861 

' Maude  BoUngbroke,  by  Emma  Jane,  12mo,  fit    Weriheim  1849 

a  Beggar  Boy,  new  edit.,  12mo,  It  Tioeedie 1861 

Fugitive  Negro,  byS.  B.Ward,  post  Svo,  8t  6d Snow  1855 

Joint-Stook  Company,  edit,  by  E.  P.  Rowsell,  fp.  Svo,  ls6d Ward d:  Lock... i%6i 

Working  Man,  edit,  by  Hon.  Eleanor  Eden,  fp.  Svo,  It Beniley 186* 

an  English  Soldier  in  the  U.  States  Army,  2  v.  post  Svo,  21t   Burst  d;  B 1853 

Indian  Army-Suigeon,  poet  Svo,  10s  6d Bentiey  1854 

Irish  Traveller,  8  v.  post  Svo,  81s  6(2 Longman  1835 

Autographs  for  Freedom,  by  Mrs.  Stowe,  Jcc.,  12mo,  It;  post  Svo,  4t Low   1853 

12mo,  It;  lUnst  2s  6d Caudl   1853 

Aveline  (E.L.)  Mother's  Fables,  in  Verse,  new  edit.,  roy.  ISmo,  2t Hogg 1861 

(Af.^.)  Fairy  Charades  for  Acting,  12mo,  2s  BentUy 1857 

Aveling  (ffen.)  Poetic  Houra,  and  Musing  Moments,  post  Svo,  6s' ffatchard  1857 

(T,W.)  Naaman;  or.  Life's  Shadows  and  Sunshine,  12mo,  8t Snow "--"^SJ 

Travels  in  Lands  of  the  Tiber,  Jordan,  &c.,  post  Svo,  6s  Snow •'854 

Aventures  d'une  Chatte,  6crites  par  Ellem^me,  par  Mile.  C.  W.,  ISmo,  2s  6d Jhdau    ....1856  ^ 

Averoll  (Adam)  Memoir  of  his  Life  and  Labours,  by  Stewart,  12mo,  6s    Partridge 1849  * 

Avon  (W.)  Midsnouner  Day's  Dream,  and  other  Poemsy  post  Svo,  4i .'. ^Mwrrimm  ^.1839 
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AttUIm  {J.B,}  Boduaistie  tfediiatioiu  for  a  Months  tranal.,  feap.  Bro,  2s  M Masten i86a 

Chiide  to  Paonng  Advent,  by  Posey,  l2mo,  «•    J.  ff.d'J.Parker i9^ 

Lent,  by  Posey,  12mo,  7f J.N.drJ.ParkeriH^ 

Peiiteooiit»  82mo,  U  6d    T. ^icAarrfwwk.  1854 

Tear  of  Affeetioiis,  by  Pusey,  12mo,  6$6d     J M.dr J, Parker  i%\7 

Awas-I-HiBd ;  or,  a  Toiee  from  the  Ganges,  postSro,  6«    Manwaring  ...1861 

Away  fraiB  Home;  or,  Sights  and  Seenes  in  other  Lukds,  fcap.  8to,  2s    Bock  Society  ...1861 

Aziomata  Fseis,  poet  Sro,  8s Longman  i86a 

Ayckboon  (r.d&J7.)  <^u>eeiy  Pnetioe,  7th  edit,  8to,  21s Wildy    1861 

Forma  of  Proceedings  in  Chanoery,  12mo,  lOt   Wildy    1859 

AyeiBt  (/VtE.)  Ghost  of  Jonins  Identified  with  Lt.-Gen.  Sir  R.  Rich,  8to,  2«  (kl Botworih    1853 

(IFss.)  Jews  in  19thGentary:  Bssays,  Reviews,  be.,  post  8to,  6t Wertheim  1848 

— The  Pentatench  its  own  Witness,  an  Essay,  12mo,  2«  Macmillan    ...1859 

Aybner  (iDocfy)  Pussge  of  the  IHqne  acrosi  the  Atlantic,  12mo,  Ss   HaUhard  1838 

(Jfr«.i^)Bodi  Life;  or,  a  Woman's  Adventores  among  the  Gaffres,  fp.  8to,  Is  Ward  A  Loch,  .i86a 

Memoirs  of  a  Lady  in  Waiting,  fcap.  8vo,  If Ward d:  Lock,  .1861 

{Mrt^J.M.)  Distant  Homes;  or,  Giuham  Family  in  New  Zealand,  16mo,  3f  6d...  Griffiths P,   ...1861 

Ayxe  (TbAsft)  Leetores  on  the  LitoTgy,  12mo,  8s  6d Seetey 1836 

Mystery  of  Godliness,  12mo,  8s BumB    1836 

Sermons  on  the  Advent,  12mo,  8s *. Seeley     1835 

(/osl)  Christian  Philantitropist's  Pilgrimage,  a  Poem,  12mo,  5t   WhiUaker  1850 

Natoie  and  Origin  of  Dropsies,  8rd  edit,  8vo,  U  6d WhiUaker 1847 


Ayres  (^€».)  Rei^Bter  of  British  and  Foreip  Foods,  fro.,  8vo,  lOt   Richardton$  ...1857 

(Afri^)  Lady's  Arithmetician,  2nd  edit,  12mo,  6s— Key  to,  8s Longman  1846 

(no.)  Yoong  Lady  s  Arithmetie,  18mo,  2s ^VhiUaker 1845 

(Tr.i'.)Galtivationof  Cocombers  in  Pots,  12mo,  8s  W Sherwood  1850 

Ayiton  (^asi.)  Words  by  the  Wayside  for  Ohildien,  16mo,  8s  td—ooX,  4s  6<f Griffith  ds  P.  ...1854 

(/.  CiiicCo')  Lord  Bridgenorth's  Niece,  fcap.  8vo,  It Ward  A  Lock,  .i%S% 

(5crope)  Pxaetioe  in  Bankmptey  as  to  Bonds,  12mo,  4s  LumUy 1840 

Aytom  (iSiriK.)  Poems,  edit  by  Sir  0.  Roger,  post  8to,  6s Longman  1844 

■  {W.E/}  Ballads  of  Scotland,  2  t.,  2nd  edit,  fcap.  8vo,  12s Blackwoods   ...1859 

Bothwell,  aPoem,  8rd  edit,  fcap.  8vo,  7s  6d    Blctckwoods    ...1858 

•  Isiys  of  the  Scottish  Cavaliers,  new  edit,  feap.  8vo,  7s  6<f Black woodi    ...1855 

.  Norman  Sinclair,  8  T.  post  8vo,  31s  6<<  Blacheoods    ...1861 


J  a  Tragedy,  12mo,  2b  6d  Simpkin 1845 

Asaia  (A/L)  Qoadropeds  of  Paragoay,  translated  by  Hunter,  8vo,  10s  td Longman  1838 

Asev«do  (/|^)  and  St  Peter  of  Alcantara,  Lires  of,  2  v.  12mo,  8s T.Bichardion,  ,iSs7 

Baja;  or.  Sketches  of  Social  Evils:  aPoem,  12mo,  Ss Freeman    1862 

BabbsfB  (Cftos.)  Decline  of  Science,  in  Enghmd,  8vo,  *ImM  Afurray 1830 

^ Beonomy  of  Machineiy  and  Manofactores,  4th  ed.,  12mo,  6s..... Murray 1846 

Ninth  Bridgewater  Treatise,  a  Fragment,  8vo,  9s  6<I  Murray.. 1837 

Tables  of  Logarithms,  roy.  8vo,  ^ Murray 1S41 

•Views  of  Indostiy,  Sicienoe,  fcc.,  of  England,  1851,  8vo,  7s  6(/ Murray 1851 


Babel:  a  Satirical  Poem,  1692,  4to  Maitland  Club 

Baber  (Aaperor)  life  of ,  by  R.  M.  Caldecott,  8vo,  8s J.  Darling 1844 

Babsi  in  the  Basket ;  or,  Daph  and  her  Charge,  18mo,  Is,  Morgan^  i860  ;  fp.  8vo,  2s  Low    i860 

Wood,  lUoBtrated  by  Lady  Wateif ord,  roy.  8to,  21s,  cold.,  42s    Addey    1853 

moveable  edit,  roy.  8vo,  2s Ward ^  Lock... i96t 

-  with  Coloored  En^vings,  new  edit,  16mo,  5s  Low   i860 


Babim:km  ((7.C.)  Ancient  Cambridgeshire  (Cambridge  Antiqn.  80c.),  8vo,  8s  6cf  Parker  ik  Son   1853 

Botany,  Manoal  of  British,  5th  edit,  12mo,  10s  6<f  Van  Voorst   ...x86a 

—Flora  of  Cambridgeshire,  cr.  8vo,  7s    Van  Voortt  ...x86o 

■  the  Channel  Islands,  12mo,  4s Longman  1839 

^——— Synopsis  of  the  British  Rubi,  8to,  2s   Van  Voortt  ...1846 

« {CkmrdkiUj  Bmay  on  Macaolay's  Character  of  the  Clergy,  8vo,  is  6d   /.  //.d*/.  Parker  1 849 

Holsean  Essay,  1845:  Christianity  and  Slaveiy,  8vo,  5s   Rivington  1 846 

(Thm.)yUmoi  Early  Christian  Education,  9th  edit,  12mo,  5s   I/atchard  1841 

Bafasins:  Fiabol^  &opee,  with  Notes  by  G.  C.  Lewie,  p.  8vo,  Bs  6<2, 1846  ;  pt.2,  8s  6d  Parker  <k  Son  1859 

BabsiBs's  Fiables,  in  Two  Parts,  transL  into  English  Verse  by  Davies,  fp.  8vo,  6s Lockwood  i860 

Baby :  Dedicated  to  the  Mothers  of  England,  sqoare  16mo,  Is Day   1862 

BafaykB  and  the  Eophrates,  18mo,  lOct,  cloth.  Is  6<2,  (Monthly  vol.     )   Tt-actSocieiy  ...i%si 

: — Jerosalem  !  a  Letter  to  Countess  Hahn-Hahn,  12mo,  2f  6(i    Parkerd'Son..  1851 

Deaftnyed;  or,  Histoiy  of  the  Assyrian  Empire^  18mo,  2s  6d  Hamilton  1840 

I  and  the  Tee-Totailers,  sm.  4to,  6s   Sherwood  1840 

Bsdie  (/.)  Tkble  of  the  French  Langoage,  12mo,  Is    &9on  1846 

'^   "  "   r  Btttterily,  the  Veritable  History  of,  obi.,  5s   ..". Bogut 1845 

-of  the  Albany,  post  8vo,  9s,  1845;  new  edit,  12mo,  2s Chapman  d: H.  li ^4. 

-'sHolidayi^  12mo,  6s Ifoulslon    1835 

OwnBo<^  Illnstnted  by  Croickshank,  8rd  edit,  obi.,  5s,  cold.,  8s   Bogue 1845 

r  ((?.iSr. )  Chemistiy  as  Applied  to  the  Fine  Arts,  8vo,  7s  6d Carpenter  1837 

Be^  (Ciipf.)  Arctic  Land  Expedition,  1888-85,  8vo,  80s   Murray 1836 

Perils  and  Escape  of  H.M.  Ship  "  Terror,'*  8to,  21s Murray 1838 

ita  Histary  and  Practioe,  12mo,  8s  6<i  Bogue    1844 


3aekb0M(Jr.4rr./.)  Momoin  of  the  Sooietyof  Friends,' to-1 688,  yoI.  1,  dvo^  12s Bennetlt .: 1854 
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Backhonae  (/cm.)  Viait  to  the  AoBtralian  Cioloiiieg,  Svo,  16« ffamiiion  1843 

Mauritius  and  South  Africa,  8to,  16<   Bamilton  1844 

Backker  (Ifad.)  Celine  ;  Histoire  d'une  Emigrte,  18mo,  2a6d  JtolauuU 1852 

Petit  Th6Atre  de  la  Jeunesae,  12mo,  5* Dulaa    1836 

Souterrain  ;  ou,  Ics  Deux  ScBurs,  ISmo,  2«  6ci Dulau    1851 

Backwoods  of  Canada,  by  a  Lady,  18mo,  1»,  Car,  1846  ;  la HocUon i86» 

Bacon  (Lord)  Works,  by  Ellis,  Spedding,  &c.,  Svo  Xoiyman...  18 57-62 

y.  1—3.  Philosophical,  8  v.,  each  18t. 

4—5. TranaUted,  t.  1,  14»— t.  2,  18». 

6 — 7.  literary,  ▼.  1  and  2,  each  ISi. 

8—9.  Letters  and  Life,  by  J.  Spedding,  24». 

Montagu,  17  yoU.  8vo,  8^  IBs  M    Pidlmiv...  1825-3 6 

2y.  imp.  8vo,  SC*,  1846;  red.  to  25s ff.Bohn i86* 

Advancement  of  Learning,  by  Markby,  12mo,  2s Parker  A  S<m...iis* 

Montagu,  12mo,  ^ Pideering  1849 


Character  of  his  Life  and  Works,  by  Martin,  12mo,  6s    Maxwell 1836 

Essays,  82m9,  1«  6(2,  ^roo>A6rt0^,— by  Markby,  12mo,  Is  6d   Parker  A  S<m...iZs9 

and  Advancement  of  Learning,  with  Illustrations,  sq.  16mo,  4s  Knight  1840 

Colours  of  Qood  and  Evil,  by  Wright,  12mo,  4s  6(2,p.  8vo,  7s  6d  Macmillan 1 86x 

Locke's  Conduct  of  the  Understanding,  18mo,  Is  id Chambers  1862. 


-  Apophthegms,  &c.,  Notes  by  Devey,  p»  Svo,  8s  6d If,  Bohn   185* 

-by  Montagu,  12mo,  5s,  Ptdbmnry—ly  Spiers,  8s VfhiUaktr 1851 

—  Singer,  12mo,  5s BelUDaldy  ...i%s^ 

■  with  Annotations  by  Arebbp.  Whately,  5  e. ,  8vo,  10s  6d  Parker  d- S<m   1 860 


-  His  Writings  and  his  Philosophy,  by  G.  L.  Craik,  new  edit.,  18mo,  3s  6cl  GrijjU    i860 

-  Life  and  Correspondence,  post  Svo,  14s SaundersAO,    1861 

•  Life  of,  by  Lord  Campboll,  12mo,  2s  6d   Murray 1854. 

Rev.  J.  Sortain,  12mo,  8s  6d  Tract  Society    1851 


■  Novum  Organum,  and  Advancement  of  Learning,  by  Devey,  cr.  Svo,  5s  H.  Bohn  1853 

in  English,  12mo,  6s   BelldfDaldy  ...i^S9 

fcap.  Svo,  5s Pickering  1844 


Lat.  Notes  by  Brewer,  12mo,  4s Author  1856 

Kitchin,  Svo,  9s  6d  J MAJ. Parker i%$s 


Personal  History  of ,  by  Whl  Hepworth  Dixon,  Svo,  12s Murray i860 

Selections  from,  by  MoflFatt,  Svo,  9s Orr    1837 

Story  of  the  Life  of,  by  W.  Hepworth  Dixon,  12mo,  7s  6d Murray i86» 

Thoughts  on  Holy  Scripture,  compiled  by  John  G.  Hall,  post  Svo,  6«  ...  Hamilton 186s 

—•(De^.)  Philosophy  of  the  Plays  of  Shakespeare  Unfolded,  Svo,  18s  Groomhridgt  ,.,i%^7 

(£>.F.) Essays  on  Slavery,  12mo,  5s New  York ...... 1%^S 

Lives  of  the  ApMtles,  Svo,  16s New  York 1846 


^ (i7.^.)  Lectures  for  Use  of  Sick  Persons,  with  Prayers,  12mo,  2sM Hatchard i86t 

{J.F.)  Six  Years  in  Biscay,  1830-87,  Svo,  14s   Smith  A  Elder  1838 

(J.H.)  Science  of  Memory  Simplified  and  Explained,  Pt.  1,  fcap.  Svo,  Is  6d   ...  Bateman i86t 

Pt.2,12mo,  ls6(f;lv.oomp.8s  BaJteman    186a 

(Mary)  Historical  Tableaux:  Method  of  Studying  History,  fol.,  21s,  1858 ;  10s    Hamilton  1861 

{Roger)  Opus  Tertium  et  Opus  Minus,  ed.  by  Brewer,  roy.  Svo,  10s Longman  x86o 

{R.N.)  Prize  Essay  on  the  Agriculture  of  Norfolk,  Svo,  10s  6(i Ridgway    1844. 

{Tho.)  Impressions  and  Studies  from  Nature  in  Hindostan,  2  vols.  Svo,  30s AUen  ds  Co.  ...1837 

Bacon's  Guide  to  American  Politics,  National  and  State  Governments,  1 2mo,  Is Low   1862 

Bad  Beginning  :  Story  of  a  French  Marriage,  2  vols,  post  Svo,  21s  Smith  A  Elder  186a 

Badeau  (j4.)  The  Vagabond,  12mo,  6s  6<i New  York 1859 

lUden-Baden  displayed,  16mo,  6s  Tilt 1840 

Badger  ((?. P.)  Nestorians  and  their  Rituals,  2  vols.  Svo,  36s Masters ..185a 

Badham  (C7.)  Aids  to  Devotion,  roy.  82mo,  2s Hamilton  1843 

Selections  from  Robert  Hall,  fcap.  Svo,  6s  6d Ball  1840 

« (CD.)  Esculent  Mushrooms  of  England  Described,  roy.  Svo,  21s Reeve 1847 

Prose  Halieutics :  Ancient  and  Modem  Fish  Tattle,  post  Svo,  12s    Parker  A  Son    1854. 

(Dar.)  Insect  Life,  12mo,  4s  6rf  Blackwoods  ...1845 

Badier  (J.C7.)  Franch  Verbs,  printed  on  cloth,  8s  6(2    SpotHswoode  ...1854. 

Baedeker's  Manual  of  Conversation,  in  EngL,  French,  and  Italian,  1 0th  ed.  12aft,  3e<M    ivilliams  AN,  1855 

(K.)  Handbook  for  Travellers  on  the  Rhine,  &c.,  fcap.  8vo>  isM Murray t86i 

Baffled,  a  Tale,  2  vols,  post  Svo,  21s Newby     i8^8 

Bagatelle  (La)  Revised  by  Madame  N.  L.,  with  Cuts,  18mo,  2s  6d , Lockwood  1861 

Bagehot  (WaU.)  Estimates  of  some  Englishmen  and  Scotchmen,  Svo,  14s ChupmanAH,  1858 

Bagge  (H.T.)  Free  Development  of  the  Romish  System,  12mo,  3s   Seeley ;iS5t 

Text  and  Commentary  of  Epistle  to  the  Galatians,  Svo,  9s   Nisbet 1856 

(Jos,)  Sermons  Preached  at  Melton  Mowbray,  12mo,  5s  6(2  Hatchard  1835 

Bagh-0-Bahar;  or,  the  Garden  and 'the  Spring,  transl.  byE.  B.  Eaatwich,  Svo,  21s  ...  Madden 1852 

■  by  D.  Forbes,  roy.  Svo,  15s,  1846;  Svo,  10s,  1851 ;  post  Svo,  5s Allen  A  Co.  ...1859 

by  Monier  Williams;  post  Svo,  6s  6(2    Longman  '859 

Bagley  (Geo.)  Believer-s  Pocket  Companion,  12mo,  Ss6<2 Ward...: 185* 

(W.)  New  Practice  of  the  Courts  of  Law,  roy.  Svo,  84s Maxwell    1840 

Bagot  (D.)  Disciples  in  the  Storm,  Exposition  of  Matt.  xiv.  22-3,  12mo,  2s 6(2  Groombridge  ...1839 

»  Exposition  of  Matthew,  Ch.  1-17,  roy.  Svo,  7s^d <rroofltMl^...i854 

.- Tem^tatioiv  of  Chqat  in  t^*  WUd«me|i^  ISjno*  U^d Cfr09mMt^  ..,iZ^o 
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Bagoi  (Z>.)  The  Atonemant,  an  Aignmeni,  fcsp.  8vo,  Is GroomMdge  »,.ii6o 

Thom  in  the  Flesh,  32mo,  It  J^hiUaher 1839 

Treatiae  on  the  Lord's  Supper,  82mo,  Is  6d    OroomJbridge  ...1841 

- Tmnsfiguration,  S2mo,  ls6(2 Groomhridge  ...\%^o 


aw  ((?eo.)  Gknoe  at  Calvinism,  12mo,  2« Simpkin     1846 

Ba^ster  {S.Jr,)  Memoira  o^  by  J.  Broad,  12mo,  4«6d Ward    1837 

(Soflt.)  Treatise  on  the  Management  of  Bees,  12mo,  7«  SaundendsO,  1838 

'a  Analytical  Hebrew  and  Chaldee  Lezioon,  sm.  4to,  42« Bagtter 1848 

-  Chronological  SeriptnTe  Atlas,  4to,  half-mor.,  lOiGd   Bag$ier 1847 


Commentary,  wholly  Biblical,  3  Tola.  4to,  68f  Bagder i86o- 

Biblea,  Testaments,  Lexicons,  Ac.     See  Appendix, 

Baharie  (J la.)  Improved  Coaster's  Guide,  8vo,  ia  Simpkin 1845 

Bahin  (C.P.)  Uodei  S^eeiker  :  Guide  to  French  Conversation,  12mo,  8« Nutt  1859 

Babr  (/vl.)  Kanghty  B(^  and  Girls,  by  Mad.  de  Chatelain,  sm.  4to,  2«  6if Addey    185a 

Baikie<iZtdL)  Obsnrations  on  the  Neilgherries,  roy.  8vo,  15« AUen^Co* 1838 

Bailbimie  (./o^a)  Consumption,  the  Modem  Touth  Consumer,  12mo,  Is   Dartcn  1859 

Hydropathic  Aphorisms  and  Medicinal  Abuses,  12mo,  Is  6<2 Darion  1859 

Philoeophy  of  the  Water  Cure,  12mo,  8s Binnt 1845 

• ■ —  Speculum  applied  to  Diseases  of  the  Womb,  Svo,  10s Longman   1836 

Water  Cure  in  Consumption  and  Scrofula,  8vo,  8rd  ed.  16s  LongvMn  1856 

Words  of  a  Water  Doctor,  8vo,  2s GaMy  1848 

Bail  Covbt,  Rkpobts  or  : — 

Dowling,  9  T.  royal  8vo,  19M0s Stevent 1830-40 

and  Lowndes,  9  v.  201 10s  W Stevens    1841-9 

Saondera  and  Cole,  2  V.  royal  8vo,  4Z  4s   Stevens    1842*8 

Lowndes,  Maxwell  and  Pollock,  2  v.  roy.  8vo,  4^  7s Stevens    1850-1 

and  Maxwell,  roy.  8vo,  lis    Stevens  1851 

Bsiley  (^cft.)  Wedeyan  Local  Preacher's  Own  Book,  12mo,  Ss  6d  Longman  1848 

(C&of.)  Transcripts  from  Archives  of  Winchester,  post  8vo,  6s6d     J. H.d: J.Parker  1% $6 

(SUz.)  Lady  Jane  Grey,  and  other  Poems,  2  v.  12mo,  16s    Longman  1854 

(i7./.)  Church  Education  at  Home  and  Abroad,  post  8vo,  8s   Lon^ian  1851 

lituigy  Compared  with  the  Bible,  new  edit,  12mo,  6s     SocP.C.K.  ...1861 


(ffen.)  Testimony  of  the  Catholic  Church  to  the  Common  Prayer,  8vo,  16s Parker  Jk  Son    1847 

'  Three  Sermons  on  the  Prodigal  Son,  8vo,  Is  Bivington  i860 


(Jos.)  Comicorum  Gnecorum  Fragmenta,  pt.  1,  8vo,  9s  6d Parker^  Son    1840 

(John)  Missionary  of  Kilmany,  post  8vo,  2s,  1853;  7th  edit.  12mo,  Is IlamiUon  1855 

{Sir  J,)  Summary  of  the  Law  of  Bills  of  Exchange,  6th  edit.,  Svo,  22s  Benning    1849 

■  (/.)  Diatribe  de  Yocsb  Aielooroa,  cum  epimetro,  pars  prior,  12mo,  2s  6d    ...  Longman  1848 

Hermeisianactis  Elegiad  Fragmentum,  8vo,  7s  WhUtaker 1839 

(PA.  y.)  Angel  World,  and  other  Poems,  12mo,  4s  6rf Pidxring  1850 

Pe8tos,aPoem,  post  8vo,  8s;  6thedit.,po6t8vo,  8s6<f Cluipman  de  HA%io 

Inteznational  Policy  of  the  Great  Powers,  fcap.  8vo,  6s    Saunders  A  0,  1861 

The  ikge ;  a  Colloquial  Satire,  post  8vo,  6s  6d  Chapman  dt  JEr.1858 

The  Mystic,  and  other  Poems,  po8t8vo,  5s Chapman  de  H.i%$$ 

{Sam.)  DtseouTses  on  various  Subjects  before  Literary  Societies,  Svo,  Ss  6</ Longman  185a 

Essays  on  Formation  of  Opinions,  12mo,  6s  6rf Oreen 185a 

Pursuit  of  Truth  and  Progress  of  Knowledge,  Svo,  9s  6d Longman  1844 

Letters  on  Philosophy  of  Human  Mind^  1st  series,  Svo,  8s  Longman  1855 

2nd  series,  Svo,  Ss  6c< Longman  1858 


OntheTextof  Shakespeare's  Dramatic  Writings,  Svo,  Ss  6f<  Longman  i86a 

Beview  of  ^'Berkeley's  Theory  of  Yiaion,"  2nd  edition,  Svo,  7s Bidgway    1841 

Theory  of  Reasoning,  2nd  edit.,  Svo,  7s  C<2    Longman  185a 

-{Tkos.)  Advent  of  Charity,  and  other  Poems,  12mo,  2s  6<i    Simpkin 1851 

Handbook  to  Kewstead  Abbey,  12mo,  Is  6rf  Simpkin 1855 

History  of  Nottinghamshire,  4  vols.  roy.  Svo,  42s Simpkin 1855 


Records  of  Longevity,  post  Svo,  6s Darton  1856 

(ITm.)  Angler's  Instructor,  post  Svo,  2s  6(f    Longman  1857 

( IF.  J?.)  Voyage  up  the  Quorra  and  Tshadda  Rivers,  1864,  Svo,  16s Murray 1856 

BsiBe  {J.K.)  Fasciculus  Inacriptionum  Graearum,  v.  1,  4to,  16s— v.  2,24s Bivington  1846 

Baillie (/ban.)  Dramatic  and  Poetical  Works,  with  life,  Svo,  21s,  1853  ;  red.  to  10s  6d  H,  Bohn  i860 

Fugitive  VersM,  12mo,  9s  Moxon  1840 

{John)  Grace  Abounding ;  a  Narrative  ill.  the  Effects  of  the  Revival,  1 2mo,  2s  6d  Nisbet    1 860 

Life  Studies;  or,  How  to  Live,  12mo,  6s  Sedey 1857 

Rivers  in  the  Desert;  or.  Mission  Scenes,  new  edit,  post  Svo,  bs  Si^dey 1861 

Scenes  of  life,  Historical  and  Biographical,  cr.  Svo,  6s  Nishei 1861 

-^ The  Revival;  or,  What  I  saw  in  Ireland,  12mo,  Srf NiAei i860 

Thoughts,  &c.,  of  Christian  life,  ISmo,  \sM Nuibet 1857 

(JSr.J?.)MoohummudanLawof  Land  Tmc,  Svo,  6s Smith  d:  Elder  1853 

. gale,  Svo,  14s  Smith  ds  Elder  1850 

{Rob,)  Letters  and  Journals,  1687-1662,  ed.  by  Laing,  n.  e.  2  v.  roy.  Svo,  28s  Leslie 1841 

3  V.  roy.  Svo,  48s    Hamilton  184a 

{Wm.)  Hebrew  Grammar,  Svo,  6s  6d Simpkin 1841 

with  Praxis  and  Psalms,  Svo,  10s  6d  Simpkin 1843 


fiaily(FnB.)  Catalogue  of  47,390  Stars,  for  Beginning  of  Year  1800,  Svo,  21s Taylor  dt  P,  ...1847 

■  9,766  Stara,  Southern  Hemisphere,  8vo^  6i  Taylor  dsP,  ...1845 
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Baily  (Fni.)^^^™'^^  ^'  *  ^^^  ^  ^wik  America,  1796-97,  8to»  10«  M  Baify 

—^  (/oA»)  Description  of  Central  America,  post  8yo,  Ss  SUutford    .... 

...... Management  of  the  Dorking  Fowl,  12mo,  Is  6d HeMu»giam. 

BemariEB  on  Pheasants  and  Pheasantries,  24mo,  Is Hmwi/ngkam. 


Treatise  on  Principal  Breeds  of  Fowls,  12mo,  2s ^suntn^Aam . 

and  liund,  Treatise  on  Differential  Galcnlus,  8to,  10s  6d Baily. 


—  (L,R,)  Obsenrations  on  General  Arersge,  2nd  edit.,8To,  10s  6i2    BaUy 

Perils  of  the  Sea  and  Policies  of  Assurance,  8to,  12s S.WUmm 

Baily's  Foreign  Interpreter,  in  Six  Languages,  12mo,  Is  Baily 

■        -  London  in  Six  Rambles ;  with  Excursions  to  Ten  Iftiles  Round,  12mo,  Is    Baily 

Turf  Guide  and  Racing  Register,  Winter  edit.,  12mo,  2s  6d    Baily 

—  United  Serriee  and  East  India  Record,  12mo,  2s  6d Baily 

-  UniTonal  Railway  Guide,  obi,  8s  6<f Baily. 


Bain  (Alex.)  Application  of  Electro-Fluid  to  Useful  Arts,  8to,  4s    Chapman  4hff, 

■  Emotions  and  the  Will,  8to,  15s    Parker  di  Son 

•  Senses  and  the  Intelleorb,  8to,  15s Parker  ^8tm 

Study  of  Character,  with  an  Estimate  of  Phrenology,  8to,  9s   Pctrher  A  Son 

(C IT.)  Poems,  12mo,  Ss    Simpkin 

■  {Ihn,)  Mok  Astnea  ;  or,  the  Age  of  Justice,  an  Ode,  12mo,  4m Smi4h  ds  Elder 

Ireland,  ito  Wants  and  CapabilitieB,  12mo,  2s   Smith  A  Elder 

ObserTations  on  the  Potato  Disease  of  1845-46,  8to,  2s  M   Simpkin. 


(Rich.)  Lyniletia  ;  or.  Revelations  of  the  Heart,  and  other  Poems,  post  8to,  7s  6d  Longman  .... 

Bainbridge  [Mar.)  Rose  of  Woodlee,  a  Tale,  3  vols,  post  8to,  31s  dd Bull  

(O.C.)  Fly-Fisher's  Guide,  4th  edit.,  poet  8vo,  10s  6(2 Longman  .... 

\Rieh.)  Guide  to  the  Conservatory,  12mo,  5s Baldwin    ... 

(Wm.)  Treatise  on  Law  of  Mines  and  Minerals,  1856,  8vo,  24s    BtUtenoorthi  . 

Bunbrigge  (W,Jf.)  Lectures  on  Early  Education,  12mo,  Is  6d    W.  Allan  .... 

Baines  (i^«.)  First  Form  Latin  Gnunmar,  16mo,  Is Hope 

■ Histoxy  of  Cotton  Manufacture  in  Great  Britain,  8vo,  16s FiAer    

life  of,  by  his  Son,  Edw.  Baines,  8vo,  9s,  1851  ;  12mo,  2s  6d Longman   .... 

Visit  to  the  Yaudois  of  Piedmont,  16mo,  Is  (Traveller's  Libraiy)  Longman  .... 


•{Hen.)  Flora  of  Yorkshire,  8vo,  7s  6(i— Supplement  to,  8vo,  5s Pamplin 

•(John)  Tales  of  the  Austrian  Empire,  18mo,  Is  (id Matters  .. 

-  Twenty  Sermons  preached  at  Haverstock  Hill,  12mo,  7s  Matiere  . 


-(Thoe,)  History  of  Commerce  and  Town  of  Liverpool,  roy.  8vo,  20s    Longman 

-  Port  and  Town  of  Liverpool,  1859,  post  8vo,  fis  Longman 


Scenery  and  Events  in  South  Africa,  pt  1,  fol..  21s;  cold.,  36s    Aekerman  . 


Baird  (C.W.)  Chapter  on  Liturgies,  with  Preface  by  Binney,  12mo,  ZeUd Knight  dt*  Son 

« (ffugh)  Beaten  Oil  for  the  Light  of  Life;  Thoughts  on  Bible  Texts,  p.  8vo,  7s  6<f  Hamilton  

Words  in  Season  :  Homilies  for  the  Young,  82mo,  2s  Hamilton  


-(H.J.)  Tables  of  Foreign  Exchanges,  Weights,  and  Measures,  Equated,  4to,  15s  .  Simpkin 
•  (Jas.)  Claedoal  Manual,  12mo,  4s Whittaker 


(John)  Memoir  of,  byW.  Baird,  12mo,  2s  6d   Nitbet 

{J,8.)  Catalogue  of  Greek  Verbs,  8vo,  8s  6d    BeUADaldy 

First  Latin  Vocabulary  and  Accidence,  12mo,  Is  6d Parker  &  Son 

Forms  and  Peculiarities  of  the  Homeric  Dialect,  post  8vo,  l$6d Bell  d:  J>aidy 

(N.M.)  Modem  Greece,  8vo,  Illustrated,  8s  6d Low    

(Rdbt.)  Impressions  of  West  Indies  and  America,  1849,  2  vols.  cr.  8vo,  21s    ...  Blaekwoodi  .. 

Sketches  of  ProtestantiBm  in  Italy,  12mo,  2s    Hamilton  


View  of  Religion  in  the  United  States,  8vo,  10s  6(2 Blaekie  . 


(i2.J7.)  American  Cotton  Spinner,  12mo,  6s    Philadelphia.. 

". (S.F.)  Birds  of  North  America,  4to,  £6  6s    Philadelphia.. 

(S,J.)  The  First  Adam  and  the  Second,  8vo,  16s  Philadelphia.. 

Dictionary  of  Nat.  Histoiy,  Illustrated,  8vo,  12s  6<i,  1858 ;  n.  e.,  10s  6d  Orifin    

■  The  Passion  of  Jesus:  a  Course  of  Lent  Lectures,  1861, 12mo,  lt6d  ...  Biatten  . 


Baird's  British  Entromostraca,  8vo,  21s RaySociety 

Baker  (Anne)  Glossaiy  of  Northamptonshire,  2  vols,  post  8vo,  24s,  reduced  to  16s  ...  /.  R.  Smith  . 

(Art.)  Lectures  on  the  Saints*  Days,  12mo,  ls6d Rivington  ... 

Sermons  on  Holy  Joy  and  Saintly  Character,  12mo,  6s  6d   Rivington  ... 


-(C%as./.)  Bible  Characters,  Book  of ,  4th  edit.,  16mo,  Is    Hovltton 

Chronology,  Chart  of.  Is    HouUlon 

Events,  Book  of,  4th  edit.,  16mo,  Is    Houleton 

Geography,  Book  of,  4th  edit.  (Eight  Maps),  fcap.  8vo,  ls6rf...  Houldon 

History,  Breading  Book  of.  Gradation  1,  fcap.  8vo,  id  Wertheim 

Manual  for  Teachers,    „  fcap.  8vo,  Is  Wertheim 

Reading  Book  of,  Gradation  2,  fcap.  8vo,  Qd Wertheim 

Manual  for  Teachers,     ,,  fcap.  8vo,  ls6rf Wertheim 

Reading  Book  of,  Gxadation  8,  fcap.  8vo,  Is  Wertheim 

— Manual  for  Teachers,     , ,         (7  Maps),  fp.  8vo,  2s  6rf.   Wertheim 

Tablet  Lessons,  lar.type,  Gr.  1  (in  frame),  demy  4to,  8s  Wertheim 


ClassBook, with  Notes^  Poems, Maps,  and  Woodcuts,  fp.  8 vo,  Zt6d  Wetrtheim 

•  Catechetical  Exercises  for  Bible  Classes,  with  Maps,  fcap.  8vo,  Is  6d  Wertheim 

-Circle  of  Knowledge,  Gradation  1,  16mo,  6d   Wertheim 

-; Manual  for  Teachers,  Gradation  1,  16mo,  2s...  Wertheim 

; (h»dation2,  16mo,  6rf  Wertheim 
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Baker  (CAot.  /.}  Ciide  of  Knowledge,  Mumal  for  Teacbers,  Gradation  2,  ISmo,  2m...  Wertkeim  i860 

: Ghndation  S,  16mo,  I0 Wertkeim  1861 

-  l^nal  for  Teaehen,  Gradation  8,  f cap.  8 vo,  Sf  Wertheim  1856 


-Gradation  4,  fcap.  8to,  ^6d Wertheim  i86a 

-  Tablet  LeaBons,  laxge  tjfpe  (in  frame),  4to,  5« .. .    Wertheim  i86a 


-  Hctnie  LesBoos  for  Boys  and  Gijla,  16mo,  U  Wefih€iin  1856 

-  Beading  without  Spelling,  16mo,  4i2 Wertheim  1861 

>  Beading  and  Catechising— 1.  Nat.  and  Revealed  Religion,  1 6mo,  %d   BouUton    1 8  6 1 

The  Creation,  16mo,  6d    /f<mltton    i86i- 

-8.  Scripture  Characters,  16mo,  6d  IfmtUtom    i86f 


Sdentifie  Clan  Book,  880  Woodcuts,  fcap.  8vo,  8«6<i Wertheim  18631 

Tabular  View  of  the  Old  Teat,  for  Schools,  a  Charty  7s  ace Wertheim  1856 

•Students,     „      8« Wertheim  i8$6 


Watts's  Oateehisms,  A  Teacher's  Lenons  on,  16mo,  2d  Houleton    i860 

-  (C.J.)  Remarks  on  Sydney  and  Melbourne,  N.S.  Wales,  post  Evo,  8« Smith  d:  Elder  1845 

-(IWsk)  Guide  to  Family  Devotion,  post  8yo,  2»M    Painter 1848 

-  {E.A.)  Fruits  of  the  Spirit,  and  other  Poems,  12mo,  l»6d Groombridge .. .it^^y 

-  ((/CO.)  History  of  Northamptonshire,  2  rols.  foL,  ISZ  13t Niehole 1838 

(/sfliet)  Our  Volunteer  Army,  post  8yo,  2«    Macmillan    ...i86s 

-  (Jfr«.)  Companion  to  the  Lying-in-Room,  18mo,  Is  6<{   0.  Cox  1857 

Stories  of  the  Elements,  18mo,  ls6d:     Dean  d:  Son  ...iZ^,^ 

-  (Oaeat^  Songs  of  Frithiof,  from  the  Swedish,  Svo,  8«  6flf Bull  1841 

->(&H'.)  Eight  Tears*  Wanderings  in  Ceybn,  6vo,  15t    Longman  185S 

The  Rifle  and  the  Hound  in  Ceylon,  l2mo,  4s6d Longman  1857 

-  (Tiles.) Blements  of  Mecltanism,  12mo,  2i6d Weaie 1858 

Law  relatingto  Burials  in  BngUind  and  Wales,  1857,  12mo,  6« Mojcwell    1857 

Mannnnripts,  an  Index  to,  8vo.  7t  6rf  Parker  <h  Son   184S 

Mathematical  Theory  of  the  Steam  Engine,  1 2mo,  It  (Weale's  Series)    ViHue    1 86a 

— —  Naval  and  Civil  Service  Rules  for  Candidates,  12mo,  5s Weale    i86a 

Principles  and  Practice  of  Statics  and  Dynamics,  12mo,  Is    Weale    1851 

Rudimentary  Treatise  on  Mensuration,  12mo,  Is Weale 1850 

>  Rudiments  of  Land  and  Engineering  Survejring,  12mo,  2s Weale    1850 


Steam  Engine;  or,  Powers  of  Flame,  a  Poem,  post  8vo,  7s6d   Hodeon  «6  Son  1857 

Treatise  on  Railway  Engineering  and  Earthwork,  8vo^  5s   Longman  1848 

(r.A)  Anatomico-TheoloKf:  Skeletons  of  Sermons,  8vo,  5s  Wertheim  i860 

Christ  the  Man  of  Sorrows,  12mo,  8s  6<i Wirtheim  1846 

'  Skeletons  of  Sermons  on  Doctrines,  &c,of  Christian  Religion,  8vo,5s  Wertheim  i860 

(7. r.)  Operations  at  Rangoon  and  Martaban,  1852,  8vo,  bi Hatchard  185a 

{Val.S  Remarks  on  Oigantation  of  the  British  Cavabry,  8vo,  7s6d  Longman  1858 

{W.)  Compendium  of  the  Law  of  Coroner,  1851,  12mo,  14s   Butteneortk  ...1851 

Memoir  of,  by  John  Bowen,  8vo,  5s  Longman  1854 

Pac  Compendium  of  Statutes  affecting  Office  of  Coroner,  12mo,  5s  Butterworth  ...1854 

{W.B.)  and  Ainsworth  {W.F.)  Hist  and  Present  State  of  Cilida,  8vo,  8s  Sd  Oriffin    1856 

{W.B.)  Anti-Mystidsm;  or,  Man  in  Relation  to  the  Spirit,  12mo,  8s Ward 1855 

Evils,  Causes,  and  Cure  of  Intemperance,  12mo,  4th  edit.,  8s  Ward 1855 

-  Our  State  Church;  her  Structure,  Doctrines,  &c.,  12mo,  newed.,  2s   HouUton    1855 


Bsker  (The),  new  edit,  12mo,  Is   HouUton   1849 

Btkewell  {Mrt.  J.)  Mother's  Guide  to  Early  Training  of  Children,  4th  ed.,  12mo,8s6<2  Snow i86a 

(i?.^.)  Practical  Hints  on  Management  of  Sick  Room,  Is    Snow 1857 

{Robi/j  Introduction  to  Geology,  5th  ed^  21s    Longman  1838 

BakoQ  [Friar)  Pkt>phesb:  a  Satire,  1604,  edited  by  Halliwell  Percy  Society... 

Baliaida  and  YenruddsB  of  Great  Britain,  Fossil,  by  Darwin Palaontogr.So. 

Bslcarro^  Memoirs  touching  the  Rebellion  in  Scotland BannaltyneClvJbi%^o 

Btkh  (IT.  S.)  Ireland  as  I  Saw  it,  poet  8yo,  8s  6<2  H.K.Leicit    ...1850 

BdUasqu^  by  Count  Chicazd,  82mo,  Is Bogut 1848 

Bsldrsehi  {Joe.)  Ceremonial  according  to  the  Romish  Rite,  by  Dale,  8vo,  2ud  edit. ,  7s   Dolman 1 8 59 

Baklwen  {P.)  Two  Brides  ;  French  Chateau  and  English  Home,  cr.  8vo,  10s  6if Ja. Blackwood  1858 

Baldwin  (A.C.)  Themes  for  the  Pulpit,  12mo,  2s    Boutledge  1848 

— ■ Traveller's  Tade  Meenm,  12mo,  4s Low  1853 

{B.W.G.)  VMei,  new  edit.,  l2mOj  4»   Tegg  1840 

■  History  of  EngUnd,  12mo,  new  edit.,  8s  6<i    Longman  1859 

,.^____ Greece,  12mo,  newedit.,  8s  6«I   Tegg  i86i 

•  Rome,  12mo,  revised  by  W.  S.  Kenny,  2s  6d    Tegg  1861 


■  Ootlineeof  English  History,  18mo,  Is Longman  1856 

Plsntheonof  the  Heathen  Deities,  12mo,  4*6d    Tegg  1849 

(C?.C.)  Representative  Men  of  the  New  Testament,  8vo,  6s  6(2  New  York 1859 

(J.G.)  Faitj  Leaders,  8vo,  5s  td  TrUbner 1854 

(/.  IK.)  Narrative  of  a  Four  Months'  Campaign  in  India,  12mo,  Is Whittaker 1853 

(T.)  Universal  Pronouncing  Gaietteer,  12mo,  8th  edit.,  10s  6d J.Chapman  ...1849 

(W.)  ReliqnisB  Baldwiniang,  by  W.  Darlington,  12mo,  8s   Phila(Mphia...ii^2 

(Tr.C.)  African  Hunting,  from  Natal  to  the  Zambesi,  1852  to  1860,  8vo,  21s    BenUey  i86a 

Bsle  (0^.)  Kyng  Johan,  a  Phiy,  edited  by  Collier.. Camc{eniS'octW^i839 

Select  Writings*  8vo Parker  Society  1849 

Bsifeim  (IT.  P.)  Glimpses  of  Jesus,  8rd  edit.,  12mo,  8s  6d J.F.Shaw 1857 

■  '  LeaaoDBfroxa  Jems ;  or,  Teachings  of  Divine  Love,  12ino,  4s  M J,F,Shaw  ......1859 
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Balfour  {Clara  L.)  A  Mother*!  Leflsons  on  the  Lord*i  Prayer,  folio,  2f  ihl Partrulge  1861 

«__^ CoDfeesions  of  a  Decanter,  12 mo,  It Partridge  1861 

Drift,  a  Stoiy  of  Waifs  and  Straya,  fcap.  8to,  la ;  cl.  1«  6<2 ffouUtcn    1861 

Happy  Evenings ;  or.  Literary  Institution  at  Home,  12mo,  81  dd  HouUUm    1851 

.»^— — ^-^  Hints  on  Household  Management,  post  8to,  1<    Partridge 1862 

Lives  of  Working  Women  of  Last  Half  Cent. ,  new  ed. ,  1 2mo,  8«  (W  Bennett     1 860 

Moral  Heroism  ;  or,  Trials  of  Great  and  Good,  2  ed.,  12mo,  Ze  6<2  ffouUton   1854 

. _  Morning  Dew  Drops  ;  Juvenile  Abstainer,  6th  ed.,  post  8vo,  3»6d  Bennett 1862 

— Passages  in  the  Histoiy  of  a  Shilling,  12mo,  It   Partridge i86» 

Scrub  ;  the  Workhouse  Boy,  12mo,  6d PaHridge i860 

Sketches  of  English  Literature,  14th  to  19th  Gent.,  12mo,  7t    ...  Lmgman  185a 

-5  series,  each  It CatA  1855 


Sunbeams  for  all  Seasons,  fcp.  8t  6<i HouUion    1861 

Toil  and  Trust,  Life-Story  of  Patty  the  Workhoose  Girl,  fp.  8vo,  It  Partridge i860 

Two  Christmas  Days,  12mo,  It Partri^e i86a 

Uphill  Work,  fcap.  8vo,  3t  6d   Bouhtan    1861 

Victim  (The)  or  an  Evening's  Amusement,  6d HouUton    i860 

Wanderings  of  a  Bible,  12mo,  It Partridge i86a 

Warning:  a  Narrative  of  Facts,  12mo,  6d  PaHridge 1861 

Whisper  to  a  Newly-Married  Pkir,  12mo,  St  6d  ffoultton    1850 

Woman  and  the  Temperance  Reformation,  1 2mo,  1 1   Jffouiiton    1 849 

Women  of  Scripture,  12mo,  2nd  edit.,  8t  6d  ffovlMton   1850 

(Dr.  F.)  Prior  Delectus  Sententiarum  et  Hiatoriarum,  12mo,  28  6d Longman  1847 

(/.)  Painted  Ghus,  Treatise  on  ;  royal  8vo,  lOt  6d    Chapman<t  J f.,  1^4.$ 

(/.^.)  Botanist's  Companion,  cr.  8vo,  2t  6d Lw^man  i860 

Vade-Mecam,  12mo,  It Griffin    1855 


•  Botany  and  Keligion,  as  Illustrated  in  God's  Works,  cr.  8vo,6t  6d  Longman  1859 

-  Class  Book  of  Botany,  8vo,  81t  6d   Longman  1854 

Pt.  1.  Structural,  lOt  6d— Pt.  2.  Vegetable  Physiology,  21 1 

-  Manual  of  Botany,  by  Williams,  post  8vo,  new  edit.,  129  6d Longman  i860 


Outlines  of  Botany,  12mo,  7t  6d,  1854  ;  2nded.,8vo,8t  Qd Longman  1862 

Phyto-Theology ;  or.  Botanical  Sketches,  12mo,  d$  6d  Hamilton  1851 

Plants  of  the  Bible—Trees  and  Shrubs,  royal  8vo,  7t  M   Ndfon    ...-. 1858 

— .  (/.O.)  Sketch  of  New  South  Wales,  post  8vo,  6t    Smith  de  Elder  1840 

(r.il.  (7.)  God's  Two  Books;  or,  Nat.  and  Bible  have  one  Author,  c.8vo,8t6c{  NiAei    1861 

-  Typical  Character  of  Nature,  fcap.  8vo,  8t  6c2 Nithet    i860 


Baliol(lf.A)  Diary  of,  from  1753  to  1764,  post  8vo,  9t Chapma/nd: H.^iZ^-^ 

Ball  (C.)  Histoiy  of  the  Indian  Mutiny,  2  v.  imp.  8vo,  42t   Tallis 1859 

-(CarlJ»)  Jerusalem  as  it  Is  and  Was,  translated  by  Taylor,  18mo,  2t  M Wertheim  1843 

-  {Mn!)  Memoirs  of,  with  Preface  by  T.  Jackson,  12mo,  2t  6<f    Ma^on    1839 

*-  {Rick,)  Holy  Scripture  the  Test  of  Truth,  12mo,  2tM Hamilton  1835 

■  Perpetuity  of  a  Seventh-Day  Ordinance,  2nd  ed.,  12mo,  It  JwddAGlaM...\%$'f 

Millenarian  Inquirer,  formerly  the  '*Chiliast,"  12mo,  4t  Nitbet 185a 

>—  {Sam.)  On  Cultivation  and  Manufacture  of  Tea  in  China,  8vo,  14t Longman  1848 

r-  (7*.^.)  Persuasions,  16  Sermons  preached  in  St.  Andrew's,  Holbom,  c.  8vo,10t6<i...  Hope i860 

-  {W.J.)  Youthful  Devotedness,  fcap.  8vo,  2t  M   Seeleg 1854 

Ballad  of  Sir  Rupert,  aGhostStory,  by  E.  H.  R.,  12mo,  It Stmpkin    1855 

BalUds,  a  Little  Book  of,  4to RoxburgheClvbii^^ 

and  Metrical  Tales,  from  Percy,  Ritson,  &c.,  newed.,  12mo,  3t    Burnt    -1848 

— Songs,  from  Schiller,  Uhland,  Burger,  &c.,  12mo,  3t  Cd Bums    1845 

Poems,  in  GFerman,  edited  by  F.  Giesler,  j2mo,  6t Thimm  '854 

. Anterior  to  Charles  I.,  edited  by  Collins,  8vo Percy  Society... 

Early  Naval  of  England,  edited  by  Halliwell,  8vo  Percy  Society... 

—  of  the  East,  and  other  Poems,  post  8vo,  4t Longman   1846 

I  (Old)  Illustrating  the  Great  Frost  of  1683-4,  edited  by  Rimbault,  8vo    Percy  Society... 

Political  Commonwealth,  edited  by  Wright,  8vo Percy  Society... 

(Six)  with  Burdens,  from  M8S.  Corp.  Ch.  Coll.  Camb.,  ed.  by  Goodwin,  8vo  Percy  Society... 

Ballantine  {Jas.)  Book  of  Ornamental  Designs,  with  Essay,  imp.  4to,  21t Bladtie 1848 

— ^— Bums' Anniversary,  imp.  8vo,  12t  Fullarton  '859 

• Gaberlunzie's  Wallet,  a  Tale,  8vo,  8t    Bogue *843 

—  Miller  of  Deanhaugh,  a  Tale,  8vo,  8t    Bogue 1844 

On  Painted  Glass,  8vo,  lOt  6<i  Chapmand:  H.  1845 

..  Poems,  post  8vo,  6t Hamilton  1856 

{Wm.)  Introduction  to  Latin  Reading,  new  edit.,  12mo,  8t  dd Whittaker  1861 

Ballantyne  (J ./f.)  Mabel  Grant,  a  Story,  18mo,  2t  6<i  Niibet 1853 

Rainy  Afternoons ;  Tales  and  Sketches,  post  8vo,  6t Hamilton  1853 

{Ja».R.)  Christianity  Compared  with  Hindu  Philosophy,  8vo,  %$%d Madden     1859 

— — Elements  of  Hindi  and  Braj  Bhakha  Grammar,  4to,  8t  Madden    1839 

Guide  to  Hindoostanee  Conversation,  32mo,  8t   Madden     1841 

. Hindustani  Gkammar,  roy.  8vo,  6t;  Key,  It  Madden    184a 

Selections,  roy.  8vo,  6t   Madden     1840 


-  Interpreter,  English  into  Hindustani,  &c.,  roy.  8vo,  5t Madden  1843 

•  Mahratta  Grammar,  4to,  lOt  6<f    Madden  18^9 

•  Persian  Caligraphy,  2nd  ed.,  4to,  6t Madden  184a 

•-^-^ -  Grammar,  a  CatechiHm  of,  24mo,  It Madden  1843 
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IkllaatjDe  (JaM.lL)  SanBkrii  Grammar,  2iid  ed.,  8to,  Bs     Madden 

a  Catechiam  o^  2nd  ed.,  24mo,  It  Madden     ... 


-(Jtf./T.)  Stories  aboQt  Greece,  18mo,  3* Seelti/. 

—  (i2.)  Bett^Way;  or,  WbatdoIIiTefor?  l^mo,  2t6d    Nelson   ... 

-  (i2.itf.)  Cdnmbia  Gold  Fields,  1*   JIamillon 

Coral  Ldand,  aTale  of  the  Pacific  Ocean,  p.  8vo,6j,  1857  ;  12mo,  5$  NeUon   ... 

Cniaoe,  The  Dog,  a  Tale  of  the  Western  Prairies,  12mo,  5$  Nelson   ... 

Golden  Dream,  lUniirated,  fcap.  8vo,  fit J.F.Shaw 

Gorilla  Houtera,  a  Tale  of  the  Wilds  of  Africa,  fcap.  Svo,  6«    ...  Nelson    ... 

.  Hodaon*s  Bay ;  or,  Life  in  the  Wildsof  N.  Amer.  3rd  ed. ,  c.  Svo,  it  6d  Nilson    ... 

Man  on  the  Ocean:  a  Book  for  Boys,  12mo,  5t   Nelson   ... 

Martin  Rattler  in  the  Forests  of  Brazil,  12mo,  Zs  6d Nelson    ... 

Mee  a-Mow  ;  or,  Advice  to  Cats  and  Kittens,  sm.  ito,  2s  6d    ,..  Nelson    ... 

'  Red  Brie  ;  or,  the  Whaler*s  Last  Cruise,  fcap.  8vo,  3j  6(£ Routlahje 


—  Snowdakes  and  Sonbeama  ;  or.  Fur  Traders,  cr.  8to,  6t    Nelson 

—  Ungara:  aTale  of  Esquimaux  Land,  post  Sro,  5s Nelson    ... 

—  Wild  Man  of  the  West :  a  Tale  of  Rocky  Mountains,  12mo,  Zs  6d   RovUledye 
World  of  loe:  Adventares,  12mo,  8«  (ki Nelson. 


-  (T.)  Passages  Selected  from  Writings  of  Carlyle,  post  Svo,  Is  Chapman  d:  II. 

•  Prophecy  for  1855  ;  selected  from  Oarlyle's  Pamphlets,  12mo,  Is    Chapman  A  H, 


LaJlantyne^i  EnTirons  of  Bdinbni]gh,  new  edit.,  12mo,  2s  Nilson 

Lakes  of  Killaniey,  new  edit.,  12mo,  2s  M Nelson 

•  Ship,  Great  Eastern,  &c.,  new  edit^  12mo,  It Nelson 


IkJlud  {Edw.)  Artificial  Digestion,  12mo,  It  6d Walton 

Causes  and  Treatment  of  Pain  after  Food,  post  8vo,  it  6d Walton 

Elements  of  Materia  Medica  and  Therapeutics,  8vo,  12t Walton 

'  Physical  Diagnosis  of  Diseases  of  the  Abdomen,  cr.  Svo,  7t  ^ Walton 


(Hkot.)  Diseases  peculiar  to  Infants  and  Mothers,  post  Svo,  it  6d Churchill  

(ir./2.)  The  Capital  of  Italy,  and  How  to  Get  It,  Svo,  2t  6<i Ridgway    

KiIlbotB  {P.)  Grammatography,  roy.  8vo,  TtQd  Triibner 

LaiUnasloe  ;  Confessions  of  a  Hone-coper,  ISmo,  It  6(i Vickers 

LalUngaD  {Geo.)  On  the  ffite  and  Construction  of  Hospitals,  4to,  2t  6(£ &impkin 

Oatlines  of  Militaiy  Surgery,  5th  ed,,  Svo,  lit    Lonrjman  

Balkm  (J .)  Christian  Non-Resistanoe  Defended,  ISmo,  It Gilpin    

Expostion  of  Modem  Spirit  Manifestations,  12mo,  \t  ^d  Clarke    

Treatise  on  Spirit  Manifestations  i  n  U.  S. ,  by  Stone,  Svo,  8t  M BailU^re    

Balloon  Trarels,  by  Peter  Parley,  12mo,  2t  J  as.  Blackwood 

BdilyhluDder,  an  Irish  Story,  post  Svo,  6t Parker d: Son... 

ibUytnbber;  or,  a  Scotch  Settler  in  Ireland,  12mo,  3t  6d Houlston    

B.ilmain  (IF.JEr.)  Lessons  on  Chemistry  for  the  Use  of  Pupils,  12mo,  dt    Longnian    

B^ilman  {Tho.)  Researdies  and  Observations  on  Scrofula,  Svo,  7t  6<£ Longman   

lUlmanno  (Mrt.)  Pen  and  Pencil,  4to,  31t  M New  York 

lUime  {J'R-)  American  States,  Churches,  and  Slavery,  12mo,  It^d Simpkin 

'■ Magnet  of  the  Gfoepel,  12mo,  It Hamilton  

Telescope  of  the  Gospel,  ISmo,  It  Hamilton  

Palmer  {RxM.)  Academical  Lectures  and  Pulpit  Discourses,  2  v.  Svo,  14t Hamilton  

BrUinez  (/at.)  Fnsdamentai  Philosophy,  translated  by  Brownson,  2  r.  Svo,  ICt   Dolman 

Protestantism  and  Catholicism  Compared,  post  Svo,  9t Burns 


Balmerinaeh  et  Lindrols,  labri  de,  4to  , AhbotsfordCL 

B&ltie,  Rendence  on  Shonss  of,  post  Svo,  20t   ,,,.,..,, , ,, „  Mtirray^ 

Sidling  Directions  for  the  Coasts  of,  new  edit.,  Svo,  2t    Imray    

Baly  {P.P.)  On  Baths  and  Washhouses,  with  Phuis  and  Elevations,  4to,  4t  6<2    E.  Wilson 

(TTaa.)  and  Kirke  {W.S.)  Advances  in  Physiology  of  Motion,  Svo,  5t  6d Walton  

Gull  (}r.(?.)  Reports  on  Epidemic  Cholera,  Svo,  16t    Churchill  


halac  {ff,  de)  Balthaaar;  or.  Science  and  Love,  fcap.  Svo,  It   Routledye 

Contes  Drolatiques,  5th  ^ition,  illustrated  jiar  G.  Dor^,  p.  Svo,  12t  6<£  Ilotten    

Daddy  Goriot ;  or,  Unrequited  Affection,  fcap.  Svo,  2t  Ward  <fc  Lock 

Eugenie  Grandet,  fcap.  Svo,  It Routledge  

Grandeur  and  Downfall  of  C.  Blrotteau,  tr.  by  Simpson,  cr.  Svo,  It    ...  Saunders  Jc  0, 

Bamfofid  (/.)  Dialects  of  South  Lancashire,  12mo,  3s  6d  /.  R,  Smith  .. 

(Sam.)  Early  Days,  12mo,  2t  6d Simpkin........ 

Passages  in  the  I4fe  of  a  Radical,  12mo,  4t  6d Simpkin. 
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Bamp6e]d  (0.  F. )  Sir  ^Ifric,  and  other  Tales,  ISmo,  U6d /.  WhUaker  .. 

Bampton  Liectnres,  See  Appendix, 

Bancroft's  California  Lawyer,  Svo,  calf,  26t   San  Francisco 

{Geo.)  History  of  the  American  Revolution,  3  v.  Svo,  31t  6d    Bentley  

Colonisation  of  the  U,  States,  roy.  Svo,  12t    Fullarton  n.  d] 

United  States,  7  v.  12mo,  I7t6d RoiUledye.,. iZ6o-^i 

. 2  V.  roy.  Svo,  26t Fullarton  ..^,..n.  d, 

1  V.  roy.  Svo,  13t Orr    1843 

Band  of  Hope  Review,  1851-60,  4to,»12t Partridge  1861 

Bxndisel  (/at.)  Lufra  ;  or,  the  Convent  of  Algarve,  a  Poem,  12mo  6t  6d    Rivinf/ion  1851 

Milton  Davenant,  aTale,  8  v.  post  Svo,  31t  6rf ,..  Simpkin 1851 

Sermons,  Devotional  and  Practical,  12mo,  4t  6<2    Hamilton  1853 

Star  of  Lovell,  8  v.  post  Svo,  Sit  6d   Saundert  d:  0\  i86» 

'  Treatise  on  Shivery,  roy.  8vo,  9t , Longman  1841 
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Banerjea,  Purilna  Sangraha,  tr.  by  K.  M.  Baker,  No.  1,  Marliaiide]raPiiziiia,  8to,  8»  M  WiViami  A  iV.  1853 

(/r.A'.if.)  Dialognes  on  the  Hindu  PhiloBophy,  8to,  18j ^yiU^tt,T^9AN.  i86a 

BanfE;  Summer  Exconion  in  the  Neighbonrhood,  &o,,  12mo,  4» SmithAJBlder  1843 

Banfield(r.C.)  Industry  of  the  Rhine  ;  Agriculture,  &c.,  2  y.  18mo,  U  Cox    1848 

Lectures  on  Organisation  of  Industry,  2nd  edit.,  8to,  5$  Limgman  1848 

Statistical  Companion,  1852,  12mo,  5s  ;  1854,  12mo,  6s Longman  1854 

Bang,  The  Sportsman,  fcap.  8to,  Is  Johnaon 1855 

Bang(JV:)  Present  State  of  Methodist  Episcopal  Church,  24mo,  3s...., New  York 1851 

Banim  {John)  Bit  0'  Writin,  and  other  Tales,  8  r.  post  8to,  81s  6d.. Saunden  A  0.  1848 

Boyne  Water,  8  t.  post  8to,  81s  6d  SimplcMi 1836 

— Crohooreof  the  Bill-hook,  a  Tale,  n.  e.,  12mo,  Is T.  Hodgton  ...1838 

Father  Connell,  a  Tale,  12mo,  2s  (ki BwriM    1858 

Ghost-Hunter  and  his  Family,  a  Story,  new  edit.,  12mo,  Is  JtoutUdge  186a 

John  Doe,  a  Tale,  12mo,  Is    T,  Hodgwn  ...185a 

Mayor  of  Wind-Qap,  a  Tale,  8  t.  post  Bro,  81s  6<f Sawnda^  ds  0,  1836 

Peep  0*Day  ;  or,  SaTOumeen  Deelish,  fcap.  8to,  2s  C.  iT.  darle    1861 

Smuggler  ;  a  Tale,  12mo,  8s  6c{,  1849,  CoUnam  ;  12mo^  2s Ward d:  Lock... iS $6 

Tales  by  the  O'Hara  Family,  8  t.  12mo,  each  2s Orr 1846 

. TheNowlans;  a  Tale,  12mo,  Is T.  Hodgvm   ...1853 

Banker  Lord  ;  A  Novel,  8  v.  post  8to,  81s  W CoBmim 1846 

Bankers'  Common  Place  Book,  12mo,  4s  M Bodtm,  UJS,  ...1851 

Bankes  (Geo,)  Story  of  Corfe  Castle  and  of  Who  LiTcd  There,  post  8to,  10s  M  Murray 1853 

Banking;  a  Contrast  between  the  Bival  Systems,  8to,  2»  Qd Longman  1846 

Almanac  Directory  and  Diary,  edit,  by  D.  M.  Brans,  8ro,  6s  {Annual) Oroombridge  ...i86a 

Bankruptcy  Act,  1861  (County  Courts) :  Practice  of ,  12mo,  5s  Simpkm 186a 

and  InsolTency  Act,  with  Notes,  &c,  by  S.  C.  Horry,  cr.  8to,  Is...  Lea 1861 

with  Gen.  Orders,  by  W.  Haslitt  and  H.  P.  Boche,  12mo,  12s  6d...  Stevent   1861 

the  General  Orders,  separate,  12mo,  2s    Stevens  1861 

with  Notes,  &c.,  by  Alfred  Whiteacre,  8vo,  Is Macdonald  ...1861 

— • Consolidation  Act,  with  Index,  by  a  Barrister,  8yo,  Is  M GiUberi  1849 

Babkruptct  Coubt,  BspoaTs  of  : — 

Deacon,  4  T.  royal  8v9,  6218s    Sweei  1836-9 

Do  Gex,  1  T.  roy.  8yo,  2/  4s   SweH  1845-S 

Macnaghten,  and  Gordon,  9  parts,  roy.  8yo,  1217s    Suteti  I'si-? 

and  Jones,  4  parts,  roy.  8yo,  \l  4t  6S Sweei i860 

Montague  and  Chltty,  35s BuUerworth  1838-40 

Deacon,  and  De  Gez,  8  v.  7/ 15s  6<f Sweet    1840-44 

Banks  {Abr.)  Medical  Etiquette  ;  Laws  and  Regulations,  12mo,  8s  6<2 Fox    1839 

(^.X.)  Blossoms  of  Poesy,  12mo,  4s   Longman  1841 

Staves  for  the  Human  Ladder  :  Poems,  12mo,  6s Bennett 1850 

{Jot,)  Nug»    The  Solace  of  Bare  Leisure,  in  Verse,  12mo,  5s Hardwiche 1854 

(j.T.)  On  Nervooe  Disorders,  Melancholy  Insanity,  fcap.  8yo,  Is  6<2 ChwrchiU  1858 

(Sir  Jot.)  and  Che  Royal  Society ;  a  Popular  Biography,  12mo,  2s  Parher  de  Son    1844 

(Lau.)  Instructions  in  Staircasing  and  Handrailing,  4to,  18s    J^^ttaker 1849 

(T,C/)  Baronia  Anglica  Concentrata,  2  y.  4to,  68s    Simpkin 1849 

Banks  of  the  Wye,  and  other  Poems,  12mo,  5s /.  Moore  1856 

Bannatine  (iSic^)  Memorials  of  Transactions,  Scotland,  1569^70 BannatyneCL  1836 

Bannatyne  GharUmds,  4to Bannatyne  Ci.  1839 

(^eo.)  Memorials,  1545-1608,  edited  by  W.  Scott,  4to   BannatyneCL  1829 

Poems,  4to Bannatyne  CI,  1829 

(I.M.)  Guide  to  Examination  for  Pkiomotion  in  Infantry,  Pt.  1,  cr.  8yo,  5s    Smith  A  Elder  1861 

Bannerford  ;  or,  the  Yalley  of  Gold,  a  Tale,  8  y.  post  8yo,  Sis  M Bentley 1853 

Bannerman  (Hen.)  Coming  Eyents  :  Letters  on  Millennial  Theory,  12Tno,  8s  6d    Nitbet    1853 

Practioes  of  Early  Christians  Considered,  post  8yo,  4s  6d Whittaker 1838 

Bannister  (/oAn)  Memoirs  of,  by  Adolphus,  2  y.  8yo,  18s    BenUey  184a 

\j,T.)  Pictorial' Geog^phy  of  the  Holy  Land,  roy.  8yo,  18s WhiUaher 1851 

Surrey  of  the  Holy  Land,  new  edit.,  8yo,  10s  dd    Marlborough  ...1853 

Temples  of  the  Hebrews,  Courts,  Sanctuaries,  &c.,  cr.  8yo^  10s  6<f...  Ja$,  BladbwoodiZ6i 

m  (Saxe)  British  Colonization  and  the  Coloured  Tribes,  12mo,  5s  BuU 1838 

■  Records  of  British  Enterprise  beyond  Sea,  8yo,  ^»  Longman 1850 


Bantam  Family  (The),  by  Author  of  "  Conceited  Pig,"  ISmo,  Is  Motley  i860 

Banyard  (/.)  Plymouth  and  the  Pilgrims,  18mo,  4s Botton,  U.  S,.,.iZ$i 

Baptism  :  its  Design,  Subjects,  and  Importance,  12m9,  l»6d Simpkin i86a 

Importance  and  History,  8yo,  2s Bosworth   1854 

■  the  Holy  Ordinance  of  Christian,  fcap.  8yo,  Ss — fine  edit.,  4s ^ Jackton  de  TF.   184a 

Baptismal  Fonts :  Illustrations  of,  edited  by  F.  A.  Pidey,  8yo,  21s   Van  Voont  ...1844 

Baptist  Chapel,  St.  Mary's,  Norwich,  the  Suit  of  Attorney-General  y.  Gould,  8yo,  2s  HouUton    1861 

7  Confessions  of  Faith  and  other  Documents,  1611-90,  8yo  ffant.KnoU.So,i%^o 

Jubilee  Memorial,  12mo,  Is  6d Simpkin 1844 

-    -  -  Selection  of  Hymns,  yarious  sizes  and  prices   * ffaddon 186a 

Barba  Tassu,  the  Greek  Patriot,  a  Romance,  po«t  8yo,  10s  6<2    Bentley 1850 

Barbacori  (F.  V.)  Compendium  of  the  Literary  History  of  Italy,  12mo,  4s  6<f Hamilton 1835 

Barbadoes,  Desultory  Sketches  and  Tales  of,  12mo,  5s irasAfrottme  ...1840 

■  ■  Laws  of,  roy.  8vo,  21s Butterw<»ihs...i2$^ 

Barbauld  {Mr9,A.L.)  Hymns  for  Children,  16mo,ls6c;,/yoas(m<f*^oii,  183s;  18mo,ls  Simpkin 1861 
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B:ubaiild(Jlfr«.il.£.)Hymni  for  Children,  4to,  5i Dean '....1861 

.        French,  by  Clemence,  18mo,  l»    A.ffaU  1847 

Italian,  by  Mrs.  Tonna,  16mo,  2s    Dalton  183* 

Leeaonefor Children,  ISmo^n.e.,  2s,  Simpkin^iS^S;  18mo,2t6<i  Ma»ter$ 1861 

in  French,  18mo,  2« A, Hall 1853 


Selections  from  the  Spectator,  Tatler,  &c ,  2  ▼.  12mo,  7»    ..,  H. Bohn     1 849 

Barber  (F<iJii.)  Painter,  Orainer,  and  Writer's  Assistant,  new  edit,  12mo,  2b £lUoU    1854. 

((?.  O.)  Ancient  Oral  Beoords  of  the  Cimri,  or  Britons,  12mo,  5$ J,R,Sniith 1855 

{Job.)  OTcriand  Gnide  Book  to  In  ia,  TiA  %ypt,  2ad.  edit.,  post  Sro,  6«    ...  AlUn  A  Co,  ...  1849 

(J.W.)  and  Howe  (H.)  Our  Whole  Country,  2  t.  Sto,  85» CineinnatiU.S,  i^di 

(if.  J.^.)  Castle  Bag  ;  or,  Sins  and  Sorrows,  18mo,  2t    Nuhet 1858 

Childhood's  Duties,  18niOj  2s NubH 184a 

Du  Bourg ;  or,  the  Mercuriale,  a  Chronicle  of  1 559, 1 2mo — red.  to  \s  Cd  Griffin    1861 

Eariy  Daysof  Faith  and  Loto,  18mo,  2«6c?,  1847;  new  edit.,  2s NiibH i860 

Baming  a  LiTing,  12mo,  3»  6d Nishet 1861 

Hearths  of  the  Poor,  18mo,  1<  6<< NubH 1853 

>  Missionary  Tales,  18mo,  2s  ^  i860;  new  edit,  2«  Nubet i860 

Oahielle:  Life  in  the  Yomba  Country,  a  Tsle,  18ino,  2« Nisbet 1857 

•  Poor  Folk  at  Home  :  What  can  we  do  for  themi  18mo,  2s Nisbet.t 1855 

Bedemption  in  Israel :  Con rersion  am'ong  Jews,  12mo,  6s  Seeley 1855 

Sorrows  of  the  Streets,  18mo,  2s  Nisbei 1855 

Sunshine:  Narratives  of,  18mo,  2«  Nisbet 1853 

The  Lord^s  Jewels ;  or.  Unknown  Disciples,  16mo,  Is  6d  Nisbet ...1854 

(&ir.)  Arab  Bride,  a  Poem,  12mo,  6s BuU  184a 

(7%o.)  Views  in  the  Isle  of  Wight,  8to,  21«,  reduced  to  I Os  6(i    H.Bokn 1844 


Baiboor  (if.  i'.)  The  Way  Home,  &Howthe  Child,  reached  it,  n.e.,  16mo,  Is  6d ;  cl.,  2s6d  Nisbet    186a 

Baicbj  (.i.e.)  Mystery  of  God's  Dealings  with  the  Jews,  18mo,  2« Painter 1845 

{A,  W.)  Manual  of  Medical  Diagnosis,  2nd  edit,  12mo,  Ss  M Churchill  185$ 

—  (ffitgh)  Digest  of  the  Law,  Justice  of  Peace,  Scotland,  2nd.  edit,  8to,  ^ls6d  Benning    1855 

— — Iaw  of  Highways,  Scotland,  8vo,  7s  Steretts  1847 

Thoughts  on  Sabbath  Schooli,  12mo,  Is  (kl Hamilton 1855 

(Jaa.)  English  Dictionary,  4to,  nea' edit,  80s  Tallis     1851 

•  by  Dewhuist,  4to,  82« ViHue «.  d. 


(John)  Ale,  Wine,  Spirits,  and  Tobacco,  2nd  edit,  l» Botworth  1861 

Selection  from  his  Works,  12mo,  2s  M  Bishop   185a 

^  Sodnianism  and  Irringism  Eefuted,  12mo,  2s  6d Sitnpkin    1845 

-(RobL)  Agricultural  Tour  in  the  United  States,  post  8to,  7s  6d  Blackwoods  ...184a 

■  Apology  on  Divinity  as  regards  QuiJcers»  8to,  11th  ed.,  8«  Tegg 1849 


—(A. )  American  Bevolution—  Personal  BecoUections  of,  1 2mo,  6s  6d New  York 1859 

Bard (5.  J.)  Waikna;  or.  Adventures,  12mo,  2s,  J.  Blackwood;  n.  e.,  12mo,  Is  6d  Low    1859 

Bard  of  the  Dales,  in  the  Yorkshire  Dialect,  by  J.  Castello,  fcap.  8vo,  2a Green 1851 

Bazda  of  B^wmrth  ;  Poetic  Gems  from  the  Wesley  Cabinet,  12mo,  8«  6d  lleylin    1856 

Bardsley  (/.)  Britsin,  Introduction  of  Christianity  into,  12mo,  If Longman   1849 

Bardwail  {Wm.)  Healthy  Homes,  and  How  to  Make  Them,  roy.  8vo,  2s  Dean  A  Son  ...r854 

Temples,  Ancient  and  Modem  Described,  roy.  8vo,  2lt Eraser    1837 

Bsnttt  (/os.)  Italian  and  Bnglish  Dictionary,  by  Comeh^ti,  new  ecL ,  2  v.  8vo,  80t  ..... .   Vniittaker 1 860 

Bsrfoo*  (/.it)  Sketches  from  the  Animal  Kingdom,  folio,  bs\  coloured,  8s    /.  Belts 1843 

Barfeo«*8  Elements  of  Drawing,  4to,  7f .^ DarUm  1839 

Barhaa  {A.F.)  Key  to  Alism,  and  the  Highest  Initiations,  8vo,  5«   Theobald    1848 

(F.)  J.  BeuohUn,  orCapnion,  Life  and  Times  of,  fcap.  5«    Whittaker 1843 

Improved  Monotessaron,  18mo,  Zs  6d Eivingtons 1861 

Socrates,  a  Tragedy,  8vo,  2<  6rf  Painter 184a 

(fito.)  Psstoral  and  other  Poems,  12mo,  2s  6d  Simpkin     1854 

{AM.)  Ingoldsby  L^nds,  Istser.,  1840;  2ndser.,  184a  ;  Srdser.,  ea.  10s  6d  Bentley  1846 

newed.,  2  v.  21«;  1  v.  12mo,  5s Btniley 1857-61 


My  Cousin  Nichohu,  3v.p.8vo,  81«6d,  1841 ;  12mo,  Zs6d\  12mo,ls  6d  Boutledge   1859 

Theodore  Hook,  LifeliBemainsof,2v.p.8vo,21s,  1848;  n.e.,12mo,5s  Benlleg  1853 

{T.F.)  Bnkhiridionof  Hefsstion,  8vo,  8«  6(2 Parker d: Sow,.. \%j^% 

Philadelphia;  or,  the  Claims  of  Humanity,  post  8vo,  6s  6d Chapman  AH,  1858 

{Wm.)  Dsscriptions  of  Niagara,  from  various  Sources,  8vo,  5« HouUton    1847 

Bsiker  {Ckas.)  Charles  II.  Character  and  Anecdotes,  p.  8vo,  Is  (Beading  for  Travellers)  Chapman  dCr  iT.  1 85  3 
• (C.F.)  Syria,  Memoir  on,  8vo,  2s Madden     1845 

(Cftrur.)  Associative  Principles  during  the  Middle  Ages,  12mo,  Is  6d Longman   1859 

<if/ss  £,)  Extracts  from  the  Writings  of  Bminent  Authors,  3rd  ed. ,  2  v.  p.  8vo,  1 4s  Whittaker 1 847 

{E.H.)  Lempridre's  Classical  Dictionary,  Supplement  to,  8vo,  8s  6d  Black     1838 

-  literary  Anecdotes,  &c.,  of  Person  and  Others,  2  v.  8vo,  12s J,R.Snith 185a 

(Fro,)  Boadioea,  a  Poem,  12mo,  55  Jarrold 1859 

Scripture  Texts  for  Every  Day  in  the  Year,  32mo,  Is Mason    1853 


{Frt,)  Thirty-siz  Ptelms,  with  Commentary  and  Prayers,  12mo,  5s tSeeley 1854 

-(G.)  Essay  on  Article  87  of  the  Charch  of  Bngland,  ISmo,  Is  BenneU  i86a 


(j5r.ii.)  Crown  Jewels  Scattered  for  Youth,  12mo,  Is  6d  Bean 1854 

{Jokns,)  Poems,  12mo,  Is  6d Houlston    1849 

-  (•/os.)  and  CFrant  (B.),  Discussion  on  Origin,  &c.,  of  the  Bible,  12mo,  3s    ...   Ward 185$ 

{/'M.)  Apo;>tolle  Missions;  or,  Sacred  History  amplified,  12mo«  is  Qd Groombridge  ...1858 

—— Treatment  of  Fevere,  crown  8vo,  Is Jiiohai'ds  »€j6 
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Barker  (J.T.)  Beaaiy  of  Flowers  in  Field  and  Wood,  post  8ro,  5§  ;  oold.,  8s  M MaHhoroMffk...iZs7 

{Af.H.,ih€  Old  Sailor)  Vouir^ref.  18mo,  2a     Dean i860 

< Floating  Bemembranoes,  12mo,  2«  6<I  Simpkin     1S55 

Frank  Fairfield,  12mo,  8s  6<< Orr 1845 

Hamilton  King,  3  t.  post  Svo,  81s  6<I  BeniUtf  1839 


->«<- Jem  Bunt,  8vo,  14s, //ots,  184-r  »  870,  6s,  Xea,  1853  ;  12mo,  ls6d...  Routlvige  i860 

Land  and  Sea  Tales,  2  t.  p.  8to,  16s,  E,  WiUon,  1836  ;  12mo,  UM  RouUedffe  i860 

Naval  Club,  3  t.  post  8vo,  81s6d Colbum 1842 

•Keepsake,  12mo,  7s  6<2  Colbwm 1837 


Nigbt  at  Sea,  a  Tale,  12mo,  Is H.Lea  1852 

Old  Sailor's  JoUy  Boat,  8vo,  5s;  12mo,  Is  6rf WiUow;kby    ...1853 

Topaail-Sheet-Blocks,  St.  p.8T0,  24s,  Leniley,  1838;  12mo,  2s BoutUdfft  1859 

Tough  Yarns,  12mo,  Is  6<j BoutUdge  1858 

Victory,  St.  post  8to,  Sis  (W Oolbum 1844 

Warlock,  The,  new  ed.,  12mo,  Is  6d RautUdge  i860 

■  {Mra.R.)  Land  of  Promise,  an  Account  of  the  Holy  Land,  12mo,  8s  6d  Seeley 1859 

— (Rich.)  Tales  of  the  Blest,  a  Poem,  2Dd  ed.,  82mo,  2s Simj^-in 1S40 

—  (Tho.)  Plain  Sermons  preached  in  Parish  Churches,  post  8to,  Qb  6d J.H.dJ.Parkeri%s% 

-<*-  Strictures  on  <*  Maurice's  Doctrine  of  Sacrifice,"  cr.  8to,  2s  6(1 J.N.AJ.Parkeri%s9 


(T".//.)  Cystic  Entoioainthe  Human  Kidney,  8to,  Is HamilUm  1856 

Hygienic  Management  of  In&nts,  and  Children,  8to,  6s Churchill  1859 

( IF.)  Modem  Atheism  and  the  Bible,  12mo,  Is  Sd Ward     1862 

(IK 5.)  Historical  Account  of  the  Crimea,  12mo,  8s  6cl    Triilmer 1855 

Lares  and  Penates;  or,  Cilicia  and  its  Governors,  8T0,6f,  1853;  n.e.,3s6(i  Grifin 1856 

Turkish  Grammar,  Dialogues,  and  Vocabulary,  12mo,  4s   Quariteh    1854 

-  Beading  Book,  with  Grammar,  8to,  14s Madden 1854 


{W.G.)  Historical  Notices  of  Wensleydale,  8rd  ed.,  8to,  4s  6d  J.R.SmUh 1856 

( Wal.  0. )  On  the  Climate  of  Worthing,  its  Remedial  Influence,  post  8to,  Ss Chnrchill  1 860 

(irin.t?.)  Strictures  on  "  EUiott's  Hone  Apocalypticse,"  8vo,  3f  6<i    Nia>et 1847 

Borland  (iTa^A.)  Songs  of  Consolation,  ISmo,  Is  Oroombridge  ...iZ$t 

Barlee  (Edw.)  Explanatory  Version  of  the  Kpistles,  12mo,  6s Pickering  1838 

' • Minor  Prophets,  12mo,  4s Pickering  1839 

Barling  (/oAn)  Review  of  Trinitarianism,  post  8vo,  5s    J.Chapman  ...1847 

Barlow  {OM.)  Bianual  of  the  Practice  of  Medidne,  12mo,  1855  ;  2nd  ed.,  12s  6d  ...  ChwehiU  1861 

(H.B.)  Account  of  Railway  Engine  and  Carriage  ^lieeis,  8to,  6s  Weale     1848 

{H.C.)  Diseases,  on  the  Causes  and  Effects  of,  8vo,  Ss   Longman   1837 

(/.)  Medical  and  Surgical  Pupils,  Address  to,  8vo,  8s  6c< Ltmgman   1836 

{John)  Connection  of  Physiology  and  Intellectual  Philosophy,  12mo,  8s  6«i  ..  Parker  d:  Son.    1846 

'  Man*s  Power  over  Himself  to  prevent  Insanity,  12mo,  8s6rf Parker db Son...  1%^^ 

{Pet.)  Encyclopedia  of  British  Arts,  Manufactures,  &c.,  4to,  SUM  Orifin    1855 

Essay  on  Strength  of  lumber  and  other  Materials,  8vo,  16s   Wwle     1851 

Experiments  on  Strength  of  Malleable  Iron,  8vo,  6s   FeUowt» 1835 

Tables  of  Squares,  Cubes,  Roots,  &c.,  post  8vo,  8s '..   WaUon  i860 


(Pet.  Vr.)  Niagara  Suspension  Railway  Bridge,  8 vo,  Is  6<i  Weale     i860 

(T.)  Trip  to  Rome,  12mo,  5s Hamilton  1836 

(T,  W,)  Cheshire,  Illustrated  in  Biographical  Sketches,  8vo,  8»  6d J,R,Smith 1855 

Field  Naturalists  Note  Book,  oblong,  tuck,  8s W.Robineon  ...1848 

Mystic  Number;  Glance  at  System  o^Natnre,  cr.  8vo,  2s  6d Orr 185X 

■            Ornithology,  British,  a  Chart  of,  dieet,  4s— cover,  69 W.Robin$on  ...1847 

(ir./'.)TreatiseonFattyDegeneration,  poet  8vo,  4s Churchill   1853 

(W.H.)  On  ObUque  Bridges,  G.  W.  Buck,  roy.  8vo,  12s     Weale     1857 

Barmby  {Good,)  Poetry  of  Childhood  and  Poetiy  of  Home,  2  v.  12mo,  2f Tweedie 1853 

Spring,  a  Poem,  12mo,  Is Tweedie i860 

{J.G.)  Madhouse  ;  a  Poem,  fcap.  8vo,  2s  M  Stocking 1839 

Barnard  (3/rs./'.(7.)  Embroidered  Facts,  16mo,  4s  Orr 1836 

Life  of  a  Negro  Slave,  12mo,  4s Wtukboume  ...1835 

(f.il. P.)  On  the  Pendulum,  8vo,  2s  6d    New  York i860 

'  {George)  Alpine  Panes  of  the  Tyrol,  fco.,  2  pts.  imp.  4to,  each  8s    Barnard    1856 

"  '    ■        Drawing  Book  of  T^eea,  obi.  4to,  7s  6ci   Bogw 1S48 

Handbook  of  Foliage  and  Foreground  Plants,  post  8vo,  69 Ingram 1853 

— — ^  Practice  of  Landsoape  Painting  in  Water  Colours,  n.  e.,  imp.  8vo,  21s  Routledgt  i860 

■  Studies  of  Various  Artists,  fol.,  9s  Rowney n.  d, 

Switserland,  S^nes  drawn  from  Nature,  fol,  plates,  52s  6d  McLean 1S43 


(/.(?.)    C.  S.  A.  and  BatUe  of  Bull  Run,  8vo,  8s New  York 186a 

(Lieut.)  Three  Yean'  Cruise  in  Mosambique  Channel,  post  8vo,  10s  6<l Bentlcg  184S 

{Major  /.  O. )  Causes  of  Deviation  in  Elongated  Pi-ojectiles,  8 vo,  Is    Newhaven,  T.  5. 1 8  6  o 

Barnard,  a  Modem  Romance,  post  8vo,  2s   Simpkin 1846 

Bamefield  {A.)  Poems,  4to Roxburghe Club i9 16 

Bamfield's  Affectionate  Shepherd,  edit,  by  Halliwell    Percy  SociHy 

Barnes  (AU>.)  Butler's  Analogy  of  Religion,  new  edit.,  2s  6(2 HanuUon  1858 

— ■ Discourses  on  the  Way  of  Salvation,  by  Henderson,  12mo,  6s   Knight d? Son... 

—  Essays  on  Science  and  Theology,  by  Henderson,  12mo,  Ss  6d Knight d; Son... 

Inquiry  into  the  Apostolic  Church,  18mo,  2s   Knight  '854 

Notes  on  the  New  Testament,  6  v.  poet  8vo,  illustrated,  84»  6rf Blackie 1853 

^ —        ■  -   ■■.-  ■■■■■-  Old  Testament,  4  v,  post  8vo,  illustrated,  19» 6d Blackie 1853 
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Barnes  (ii&.)  Notes  on  the  Four  Gospels,  2  t.  roy.  18mo,  ea.  2»  JUL  Tract  Soc...  i^6i 

Acta  &  Romans,  ed.  by  Green,  p.  Svo,  4«  ;  Cor.  k  Gal.,  4«  B.L.Green 1851 

Acta,  med.  8vo,  2«  6d;  1st  Corinthians,  3«  6d  Ward 

Practical  Sennons,  12mo,  8«,  itfamiUon  ;  post  Svo,  2s  6d Roulledfjt  1856 

Questions  on  the  New  T«(tament,  post  8 TO,  3«  6c2  Blaakie  1851 

Sennons  on  ReriTsl of  Religion,  Prelaoe  by  Noel,  ISmo,  2s6d Blackader 

JjAToa  (Alb.)  Notes  ov  tbb  Old  Ajn>  New  Testaxskts,  ed.  by  Cumming,  roy.  16ino.  liouUed(/e...  1^60-62 
iMiah,  3  T.,  9*.      Job,  1  r.,  5s  Gcf ;  2  t.,  6s.      l>nniel,  1  r.,  6s  6d  ;  2  t.,  7s. 
Hsttiiew  &  Mark,  2f  6d.    Lnke  k  John,  2a  6d.   Acto,  2s  6(2.   Romans,  2«  6«r. 
1st  Corinthians,   2s.      2nd  Corinthians  and  Galatians,  2>  6<i.      Ephesians, 
Philipptana,  and  Colossians,  2$.    Thesaaloniana,  Timothy,  Titus,  and  Philemon, 
2s.    Hebrews,  2s.    James,  Peter,  John,  and  Jade,  3s  6d.    Revelation,  4s  6d.  ; 
in  18  T.  50s,  or  11  doable  ▼.  46s  6<i. 
Euoes  {ABf.)  Notes  oe  the  Old  ahd  New  Testameets,  edited  by  Cobbin,  12mo  ..  Knight  d: Son.. .iZ6i 
Isaikh,  2  r.,  7s.     Job,  2  ▼.,  6s.     Daniel,  2  r.  7s.     Matthew  and  Mark,  2s  6d. 
Lake  and  John,   2f  6d.     Acts,  2s  6d.    Romans,  2s.     1st  Corinthians,  2s. 
2nd  Corinthians  and  Galatians,  2s  6d.  Ephesians,  Philippians,  and  Colossians, 
2«.    Thessalonians,  Timothy,  Titas,  and  Philemon,  2s.    Hebrews,  2s.    James, 
Peter,  John,  and  Jade,  3s  6d,    Revelation,  is  6d  ;   in  18  v.  50s. 

— —  (Fro*,)  Twelve  Sermons  at*t*lymoath,  fcap.  8vd,  3s Longmdn   i860 

\P.C.)  Belgium,  Electoral  Laws  of ,  fcap.  8vo,  8s  6d  Longman   1849 

{Bp.Rie.)  lojonctions  of,  1575  to  1687,  ed.  by  J.  Raine  (Surtees  Soc.),  Svo,  25s...   Wkiltaker 1851 

(iZo6t.)  Treatment  of  Placenta  Pne via,  post  Svo,  6s Churchill  1858 

(R.  W.)  Sermons  on  Confirmation,  Communion,  and  Ordination,  Svo,  Is  6<i  ...  Soc,  P.  C.  K,...i$(>o 

(H'sa.)  Anglo-Saxon  Delectus;  or,  First-CIass  Book,  12mo,  2s  6d    /.  JR.  Smith  ...1849 

Arithmetical  and  Commercial  Dictionary,  1 2mo,  Is  6d Longman  1 840 

Elementsof  English  Grammar,  ISmo,  Is    Longman  184a 

-  Linear  Perspective,  12mo,  2s  6d Longman  184a 


Evidences  of  Truth  of  the  Christian  Religion,  post  Svo,  Ss    Beild:  Z>aWy...i858 

-^^— —  Bzerdses  in  Practical  Mechanical  Science,  12mo,  2s  6ii Rel/e  1844 

Investigation  of  the  Laws  of  Case  in  Language,  12mo,  2s  6d  Longman  1840 

Notes  on  Ancient  Britain  and  the  Britons,  12mo,  3s /.  R.  Smith  ...1858 

Outlines  of  Geography  and  Ethnography,  18mo,  3s  6rf Longman   1847 

Philological  Grammar  :  Help  to  all  liinguages,  Svo,  9s /.  R.  Smith   ...1854 

Poems,in  Dorset  Dialect,  l&2ser.,12mo,ea.5s,  1847  ;3rdser.,12mo,4s6(/  J.R.Smith   ...1862 

Poems  of  Rural  life  in  National  English,  5s  J.  R.  Smith   ...1846 

Tiw,  a  View  of  English  as  a  Teutonic  Tongue,  fp.  Svo,  5s /.  iZ.  Smith  ...i86i 

Views  of  Isibour  and  Gold,  12mo,  8s  J.  R.  Smith   ...1859 

Baraett  {H.N.)  Yonthfol  Enquirer  Counselled  and  Encouraged,  12mo,  2s  ed    Freeman    1853 

I'.imcy  {Mia  A.M.)  Star  in  the  East :  Missionary  Society*s  Work,  fcap.  Svo,  3s  Crf  . . .  J.  P.  Shaw    ...  1 860 

Bamham  {T.C.)  Questions  for  Law  Students,  by  Ings,  4th  edit.,  12mo,  Ss Stercns   1840 

liirniun  {P.T.)  Autobiography,  12mo,  Zs^Lea  ;  p.  Svo,  3s,  Knight  d:  S  ;  Is,  and  2s  6d  Low    1859 

Baron  (John)  Hints  on  Organs  for  Village  Churches,  Svo,  bs,  1858  ;  2nd  edit.,  ^  ...   Belld: Daldg...i^6z 

Munchausen's  Travda  in  Rossis,  ISmo,  Is  6d    Lonr/man  1861 

lUust.  by  Crowquill,  post  Svo,  7s  6d    Triibner 1859 

Nicholson  (Lord  Chief)  :  an  Autobiography,  fcap.  Svo,  2s Vickers i860 

Hiron's  Little  Daughter,  and  other  Talcs,  ed.  Gresley,  4s  6</,  1848 ;  2  e.,  ISmo,  2s  6d  Masters 1859 

Baroness:  a  Tale,  by  Author  of  "  Distinction,"  post  Svo,  10s  6rf  Seeley 1843 

Ban>aiai  HaUs  lUnsteated,  Text  by  S.  C.  Hall,  2  v.  iiBp.  4to,  3/  12s ChapmandsH.  1847 

Bamstorff  (/>.)  Shakspeare's  Sonnets,  Key  to,  trans,  by  T.  J.  Graham,  post  Svo,  6s...  Trubner 1862 

Barr  {Edw.)     Elevations,  Sections,  and  Details  of  Strixton  Church,  fol.,  10s  ^d J.H.d'J.ParJceri%^^ 

(-/as.)  Anglican  CSiurch  Architecture,  3ixl  edit.,  12mo,  5s J.H.d-J.Parherit^^ 

(yoAn)  Help  to  Professing  Christians,  12mo,  3s Blachie 1835 

• Scripture  Student's  Assistant,  12mo,  3s Blachie 1858 

{J.T.)  Governess,  post  Svo,  Is   PartHdge 1861 

— Recollections  of  a  Minister,  post  Svo,  3s  6d Snow 1838 

'{S.)  Art  of  Singing  at  First  Sight  Simplified,  Svo,  Is Simpkin 1847 


{IL  W.)  Journal  of  a  March  from  Delhi  to  Cabul,  1839,  Svo,  12s Madden 1844 

Bsma  {Bdw.)  Gallery  of  Eminent  and  Popular  Men,  12mo,  2s  %d Partridge 1852 

Barratt  (SoroA)  Alethea  ;  or,  the  Maid  of  the  Desert,  ISmo,  2s Ilodsond^Son  ..1853 

Barr(  ( Jif .i^.)  Complement  du  Dictionnaire  de  TAcadfemie  Fran9aise,  4to,  25s   JMdot 1 842 

Barxen  Honour, by  A. of  "Guy  Livingstone, "2  V. p.  Svo,  14s, Pariker^C'^S.,  1 8 62;  12mo,6s  Tindcy 1862 

Burera  (Mad.  (ie)  Gems  and  Jewels  ;  their  History  and  Ana,  post  Svo,  7s  6(i Bentleij i860 

Buret  {Geo.)  Theory  of  Water-Colonr  Painting,  roy.  Svo,  10s  6</ Ackermann    ...1840 

(/.  ^.)   Echoes  :  Amusing  Pictures,  cr.  Svo,  ]>lain,  2s;  col.,  3s  6rf Dean  <£r  Son  ...i860 

Reflections  :  Amusing  Pictures,  16mo,  2s  ;  col.,  3s  6rf    Dean  <£;  Son  ...1859 

Shakspeare  Fresh  Chiselled  on  Stone,  16mo,  2s ;  coL,  3s  6<i Doan  d-Son  ...1858 

Barrett  {A.C.)  Companion  to  the  New  Test,  for  Theological  Students,  &c.,  fp.  Svo,  5s  Bclld-  Daldg...iS6t 

Propositions  in  Mechanics  and  Hydrostatics,  3rd  edit.,  post  Svo,  6s  ...  Beild-  Daldg...  jZ6z 

(Alf.)  Boatman's  Daughter  :  a  Narrative,  ISmo,  Is  4rf Mus-m   1847 

Catholic  and  Evangelical  Principles  Compared,  post  Svo,  5s  6rf  Mason   1843 

' Christ  in  the  Storm  ;  or,  the  World  Pacified,  12mo,  4s  Mason   1849 

ConsoUtiou  :  Recollections  of  a  Departed  Friend,  12mo,  2s  II a milton  1856 

Essay  on  the  Pastoral  Office,  post  Svo,  6s  6(2    Mason   1839 

——— Latin  Exercises ;  Arthur's  Latin  Primer,  12mo,  Is Longman   1854. 
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Barrett  (il//.)  Latin  Exercises  for  the  Lowest  Fonn,  12mo,  3«  0<f  ttmffmOM  ......1S54. 

.  Ministry  and  Polity  of  the  Christian  Chnrdi,  post  8to,  5« Maion    1S54. 

Pastoral  Addresses  for  Retirement  and  Closet,  2  t.  12mo,  8« MaMo%   1S46 

(Bam,)  Designs  for  Gothic  Ornaments,  roy.  8to,  21s  ^ Aiehley  1S57 

(C.P.)  Overseers' Guide  and  Assistant,  2nd  edit.,  12mo,  2»  Shaw  A  Son  ...i%Ao 

(Lieul,  E,)  Ganneiy  Instructions  Simplified,  U.S.  Navy,  12mo,  7s  6fi(    New  Yark 1862 

{E.B,)  See  Browning  {Mr$.) 

Ie,S,)  Woman:  a  Poem,  12mo,  8s  6(2 Colbum 184^ 


{M.N,)  Youthful  Bn<ioirer  Counselled  and  Encouraged,  12mo»  2s  6d Freeman    1S54 

(/.C.)  Psalms  and  Hymns  for  the  Church  Senrioe,  18mo,  2s Wertkeim  1S53 

Psabns,  Course  of.  Selected,  new  edit.,  18mo,  IsW  Ledie 1844 

{J,T.)   Daily  Prayers,  for  Families  and  Schools,  12mo,  Is  6d    Parker  d: Son    1838 

Memorials  of  Attleborough  Church,  Norfolk,  imp.  870,  42s Parker^  Son    1848 

(if»».)  Practical- Art  of  Dressmaking,  8vo,  6s T,  Harriwon  ...185S 

{R.A.P.)  Criticisms  Old  Test.,  V.  1  and  2,  roy.  8to,  each  28s  ;  V.3,  Pt.  1,  14s  Longman  1847 

(TAo. )  Advice  on  Management  of  Early  Infancy,  18mo,  2s   Binn* 1857 

(H^.&.}GeologicalFaots:Cru8tof  theEarth;it«(j8es,12mo,8s6(2,i855  :  2«6<f  A.  IfaU i860 

Sketches  and  Skeletons  of  Sermons,  2  series,  new  edit.,  12mo,  ea.  3s6d  Jeppt 1861 

■        (W,  /.)  Andreas  :  a  Tiagedy,  post  8to,  4s  Sandermm 1857 

Leoni:  a  Play,  8vo,  3s  6d   HurBt 1841 


Harrington  {Arch,)  British  Genealogy  Simplified,  12mo,  8s Bell^  Daldy.,.i%^l 

Chart  of  British  Arxshitectnre,  4to,  with  Text,  12mo,  25s   Bell  A  DaUiy,..i%\s 

Foreign  Architecture,  12mo,  8s BdlA  Daidy...i%^^ 

Displayof  Heraldry,  12mo,  8s,  sheet;  case,  10s  6<i    Bell ik  J>aldy...i%^ 

__  Genealogy  of  the  Sovereigns  of  England,  12mo,  9s  BcUd:  Daldjf...i%^$ 

Introduction  to  Heraldry,  12mo,  5s;  coloured,  7s    ff.  B<An    1849 

Table  of  British  Architecture,  12mo,  Ss    Bell ik  Daidjf... iZ^6 

Tabular  Display  of  British  Architecture,  12mo,  5s  Bell  ikIkUdp... 1^4^ 


{Sir  J.)  Union,  Historic  Records  of,  new  edit.,  8vo,  14s Colbum 1844 

{Hon.  L.J.)  Child's  Preacher ;  or,  the  Gospel  Taught,  2nd  edit.,  16mo,  2s  ...   Wertkeim  1853 

Widow  of  Nain,  and  other  Lectures,  12mo,  4» Nisbet 1846 


Barron  (Wm.)  Practical  Treatu«  on  Evergreens,  12mo,  is6d Bradhnry 185a 

Barrow  (Geo.)  Ceylon,  Past  and  Present,  1857,  post  8vo,  6«  Murray     1857 

(Di,L)  Mathematical  Works,  ed.  by  Napier,  8vo,  12f Camb.Prtu  ...1851 

W.  Whewell,  D.D.,  8vo,  16s  Camb.Prtu  ...1861 

—  Theological  Works,  by  Alex.  Napier,  9  v.  8vo,  9it6d Camb.Pren  ...1859 

withldfebyDr.Hamilton,  3v.  8vo,  21s    NeUon   1843 


—  Works,  2  V.  8vo,  24s  WaMowme  ...1848 

—  Beauties  of,  post  8vo,  7s  Od  Ncieby   1846 

—  Sermons,  selected  from  his  Works  (Eighteen),  8vo,  4s Soe.  P.  C,  K,...iH9 

for  Schools,  12mo,  7s Longman  1843 

—  Treatise  on  Man's  Responsibility,  12mo,  4s Longman  1841 

Supremacy  of  the  Pope,  8vo,  9s  6d  Camb.PrcsB  ...1859 

ed.  by  Dr.  Cumming,  p.8vo,5s Exeter  NaU  ...1849 

by  McCrie,  8vo,  7s  W    Theobald    1853 


-(5ir/.)  Arctic  Voyages,  recent,  8vo,  15s    Murray 1846 

Aatobiographiod  Memoir  of,  8vo,  16s  Murray 1847 

HoUand,  Tour  in  (Family  Librai^,  v.  23),  n.  e.,  18mo,  Zs6d Tegg  1849 

Memoirs  of  Naval  Worthies,  Reign  of  Elisabeth,  8vo,  14s Murray 1845 

•Mutiny  of  the  Bounty,  18mo  (Family  Library),  n.  e.,  8s  M Tegg  1849 


Sketches  of  the  Royal  Society  and  its  Club,  8vo,  7s  6<2  Murray 1849 

• Vide  also  Anson  ;  Drake  ;  Howe  ;  Peter  the  Great. 

{J.,Jun.)  Facts  relating  to  North-Eastem  Texas,  8vo,  2s    Simpkin 1849 

Summer  Tours  in  Cent.  Europe,  1853-56,  3  v.  12mo,  ea.  Is  Qd DalUm  1857 

■      ■  Tour  in  Austrian  Lombardy,  Bavaria,  &c.,  1840,  post  8vo,  10s  6(2 Murray 1841 

-round  Ireland,  1835,  post  8 vo,  14s   Murray 1836 


Visit  to  Iceland,  1834,  post  8vo,  12s Murray 1835 

(J.n.)  Temperance  and  Teetotalism,  12mo,  Is  6(i     Snow 1846 

(Sam.)  Christian  Class  Book,  12mo,  6s — ^Questions  on,  4to,  iiewed.,  2s WhAttaker n.d. 

Dictionazyof  Facts  and  Knowledge,  12mo,  4s — with  Questions,  12mo,5s  J. Hughes  1841 

Questions  on  Old  and  New  Testaments,  n.e.,  18mo,  ea.  Is  ;  4to,  ea.  2s  Whitlaker n.d. 


Barrowcliffe  (A.J.)  Amberhill,  a  Novel,  2  v.  post  8vo,  21s,  1856  ;  ch.  ed.,  Is Smith  Js  Elder..  i%(iz 

Normanton,  post  8vo,  10s  6d Smith ds  Elder..  i%h% 

Trust  for  Trust,  a  Novel,  3  v.  post  8vo,  31s  6(i   Smith  A  Elder..  i%ss 

Barrow -diggers  :  Early  History  of  Barrows  in  England,  4to,  10s    WhittaJcer ...... 1%^^ 

Barry  Cornwall.     See  Procter  (/«s.) 

—  (Alf.)  Introduction  to  Study  of  Old  Testament,  Pt  1,  cr.  Svo,  6s  Parker  A  Son. .i%$S 

Notes  on  the  Gospels  for  all  the  Sundays  of  the  Year,  12mo,  2s Rivimjton  1856 

(G.)  Travellers*  Club  House,  Arohitecture  of  the,  4to,  18s Weale    1839 

•  Westminster,  Palace  of,  fol. — Pts.  1  to  6,  ea.  5s Warriitigton  ...1849 


(^.)  Manual  of  Happiness,  12mo,  5s    Nev:by   1862 

(H.B.S  Feudal  System,  Advantages  and  Disadvantages  of,  8vo,  2s  6(i   WhiUaker 1843 

— ■ —   (Jat)  Discovery  of  the  Falseness,  &c,  of  Anabaptism,  new  ed.,  18mo,  2s Pidmer 1848 

Refuge  of  a  Soul  Afflicted,  Two  Sermons,  new  ed.,  12mo,  Is Palmer 1856 

(itf./.)  A  Waterloo  Commemoration  for  1854,  8vo,  2s  6d    Longman  1854 
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Barry  (M.J.)  Lays  of  the  W»r,  12roo,  with  Miscellaneous  Lyries,  12mo,  2j  Crf Lonf/man  .......1856 

^  The  Pope  and  the  Roinagna,  8to,  It  Bidgvcay    i860 

Barteb  {A.)  Modem  IdDguist,  English  and  French,  18mo,  2t  Nutt  1850 

Bnglish,  Freiyh,  and  German,  18mo,  Z9M Suit  1850 

and  Gennan,  2<  6(i  NuU  1856 

(//.)  French  Grammar,  Reading  Book,  and  Exercises,  12mo,  4« C.H,Law  1851 

Barter  (CAos.)  Dorp,  and  The  Veld  ;  or.  Six  Months  in  Natal,  12mo,  6«  Orr 1851 

{W,B.)  Gainsaying  of  Core  in  Nineteenth  Century,  8to,  2nd  edit,  8«  6<i     ...  EivingUm  1858 

— ^— Progress  of  Infidelity  in  England,  8yo,  2j Rivington  1857 

Tracts  in  Defence  of  the  Sabhath  and  the  Church,  &c.,  8to,  16«  Jtiringlon  1851 

(W.G.T,)  AdTentoxesof  a  Summer  Eve,  a  Poem,  12mo,  6s    Xov    1856 

Homer  and  English  Metre,  post  8vo,  6»  M Bell    i86» 

Poems,  Original  and  Translated,  12mo,  is  6d Pickering  1850 


Baztli(C<?.)Benoni,  18mo,  \s    Werthtim  1856 

Bible  Stories,  18mo,  2t  Bel  Tract  Soe.it^ 

Christian  Missions,  2  y.  18mo,  ea.  2t   Bel  Tract  8oe.i% si 

Christmas  Morning,  18mo,  It    HamilUm    1857 

Cul^  the  Negro  B^,  18mo,  3rd  edit,  It Hamilton  1851 

Examples  and  Warnings,  16mo,  is Darton 1841 

General  Histoiy  Briefly  tojd,  18mo,  8t  6d Bel.  Tract  Soe.  1840 

Histoire  de  la  Bible,  12mo,  2t  Rel.  Tract  Soc.  1851 

— ^ History  of  the  Church  of  Christ,  18mo,  \t  Gd Bel.  Tract  Soc,  1837 

John  George  Sehinidgall,  16mo,  It  6rf Darttm  1838 

-  Jurenile  Artist,  10mo,  It  (W Darton  1838 

Mick  and  Nick,  transUted  by  Bey.  R.  Menzies,  18mo,  It  Hamilton  1849 

Morayians,  16mo,  It  6d Darton  1842 

Natalie;  or,  the  Broken  Spring,  18mo,  It   HamiUon  1857 

Poor  Henry:  a  ^KUe,  18mo,  It,  Werthdm—l^mOj  It  6<i Darton  1854 

Ren6  the  Young  Crusader,  16mo,  It  6d    Darton  1839 

Setma  and  Woodroof,  Stories,  12mo,  8t   B.Clarke  1838 

Stories  for  Christian  Children,  2  series,  18mo,  each  2t  Od Hamilton  1857 

Wanderer,  10mo^  lt6d Darton  1838 

Weayer  of  Quilbrum;  or,  the  Boll  of  Cloth,  18mo,  It  HamiUon  1851 

Winter  Byening  Stories,  16mo,  4t  6d    Darton  1838 

Young  Tyrolese,  lOmo,  It  6d Darton  1838 


{G.)  Mesmerist's  Manual  of  Phenomena  and  Practice,  2nd  ed it ,  1 2mo,  8t  Bailliirt    185a 

(Hein.)  Tisyels  and  Disooyeries  in  Africa,  2nd  ed.,  5  y.  8vo,  105t Longman  1857 

Yoeabularies  of  Central  Africa,  imp.  8yo,  12t Williams  A N,.i%t^ 

{J,B.)  and  Rogers  (H.)  On  Auscultation,  by  Newbigging,  12mo,  6t6<f WhitUika' 1842 

Barthgate  {W.)  God,  the  Moral  Character  of,  fcap.  8yo,  2t  6d Ward 1849 

BarthoUy  (/^.i^.)    Sef  Mendelssohn. 

Bartkdofliew  {Alf.)  Specbkations  for  Practical  Architecture,  8yo,  2St   AitcKUy 1846 

ice.)  Sermons,  8yo,  lOt  6rf ifot^ert 1853 

((Zco.)  Affoctiott's  Gift,  a  Poet's  Offering,  82mo,  It  W  Tegg  1846 

(/.)  Egypt,  new  ed.,18mo.  It     Houlston 1848 

Bartlett  (^.i>.)Hi8fcoiieal  Account  of  Camnor  Place,  Berks,  8yo,  5s J.H.d:J,Parkeri%so 

(^.)  Medical  Bdenoe,  Essay  on  the  Philosophy  of,  8yo,  12t     New  York 1844 

On  Typhoid  and  Typhus  Feyer,  8yo,  12t    New  York 1844 

(Getf.)  Cycbpndial  Question  Book  on  the  Earth,  12mo,  8t  6d WhiUaker 1850 

</.it)  Glossary  of  American  Words  and  Phrases,  2nd  edit,  Svo,  16t    TriUmer     1859 

^  Texas^  Personal  Nanatiye  of  Explorations,  2  y.  royal  8vo,  80t  BovJtUdgt  1854 

S.)  Hiatory  of- Christian  Church  from  First  Cent,  12mo,  2t  6d   J.H.Aef.Parkeritss 

)  Bailer's  Analogy,  Index  to,  8yo,  2t  6(2 Parker  ds  Son   184a 

-  Colonization  and  Resources  of  New  Holland,  poet  8yo,  7t  6d Longman  1843 

-  Observations  on  Stricture  of  Urethra,  &c.,  5th  edit,  12mo,2t  6d Piper 1858 

-  Btamraeiing  Practically  Considered,  12mo,  5s^d    Piper 1839 

-  Tablet  of  Memory  ;  or.  Chronicle  of  Remarkable  Events,  8vo,      Parker  <£•  Son   1840 

Treatise  on  British  Mining  on  Cost  Book  System,  Svo,  4t E.Wilson   1851 


—  (If. if.)  American  Scenery,  2  y.  4to,  68t   Virtue    1840 

Bosphoms,  Beauties  of.  Descriptions  by  Miss  Pardee,  4to,  42t Virtue    1840 

Footstepsof  OurLordandApoat.,r.8yo,10t6<f,t856,7i.ira//— red.7t6<2  H.Bohn 1861 

Forty  Days  in  the  Desert,  r.8yo,10t  6(2,1848,  A.  Hall;  n.e.,  p.8yo,  7t6<f  HBohn 1861 

Gleanings  on  the  Overland  Route,  roy.  Svo,  lOs  6d A.Hall  1850 

Jerusalem  Rerisited,  roy.  Svo,  lOt  6<2,  il.  ira2/,i854  ;  6t Nelson   i86a 

Memoir  of,  by  Dr.  Beattie,  pcist  4to,  21t Bickerhy 1S55 

Nile  Boat,  r.  8yo,  16t,i849  ;  lOt  6rf,  A.  Hall,  185a  ;  n.  e.,  p.  Svo,  7t  6rf  H,Bokn 186a 

Pictures  from  Sicily,  roy.  Svo,  lOt  6d  A. Hall  1859 

Pilgrim  Fathers  ;  Founders  of  New  England,  roy.  8yo,  lOt  6d  A.Hall  1853 

Scripture  S;tes  and  Scenes,  post  Svo,  4t    AMall  1851 

'  Walks  about  Jerusalem,  roy.  8yo,  lOt  6d A.Hall  185a 


--<fr.iSr.^.)  Elements  of  Analytical  Mechanics,  roy.  8yo,  16t    New  York 1853 

Bartfey  (A. i  Short  Essays  in  Yerse  on  Religions  Subjects,  12mo,  8t  Harveif  1839 

Bartol  (^.^.)  Marine  Boilers  of  the  United  States,  toy.  Svo,  2t    'New  York 1851 

{C.A.)  Disooorse  on  the  Spirit  and  the  Life,  2nd  edit,  12mo,  7t   Whitfield  )8so 

Woid  of  the  Spirit  to  the  Chnxch,  12mo,  St  6i{ £oston,U.S,  ...i860 
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Barton  (Bern,)  Culled  Plonrcrs,  a  Poetical  Selection,  12mo,  2$  Ball  1840 

Household  Verses,  12mo,  6« Virtue 184? 

Memorial  of,  a  Poem,  by  J.  J.  Qurney,  4to,  U — silk,  8«   GiljAn    1847 

— Nataral  History  of  the  Holy  Land,  Ac,  new  edit.,  12mo,  3«  6d  AUman 1862 

Poems  and  Letters, with  Memoir,  1 2mo, 3s  6d,  x 849 ;  p. 8vo, 5<— red. Ut^s^d  A. Hail i860 

Reliquary  ;  with  Appeal  for  Poetry,  12mo,  8»  6<i    ParAcr«fe  Sow...  18 36 

(B.H.)  and  Castle  (T.)  British  Floru  Medica,  2  ▼.  8vo,  cold.,  31  3«~red.  to 36<  H.Bohn 1845 

— -  (P.O.)  Religion  in  Heart  and  Life  ;  Fruit  of  the  Spirit,  12mo,  Z»    Weriheim  1854 

(^.)  Commercial  Ready  Reckoner,  It    HamiUon  n.  d, 

(Lucy)  Bible  Stories  for  Children,  18mo,  1849,  6th  edit.,  Is  6d JarrM 1857 

Gospel  History  of  Christ  for  Children,  12mo,  8s  6d  Piper 18157 

Scripture  History  for  the  Young,  12mo,  9s  Tallit     1838 

Natural  History  for  the  Young,  12mo,  Z»  6d   AUman 1856 


Testimony  of  Scripture  as  to  Prayer,  32mo,  2«  6rf  Harvey  1841 

Harwell  (3fr*.)  Childhood's  Hours,  12mo,  8s Chapman  <k  HiZst 

Edward,  a  Tale,  2  V.  ISmo,  9s  CTtapman  d:  ff.  i$^% 

Elder  Brother,  ISmo,  2s C.Knight   1839 

Good  in  Eveiything,  16mo,  2«  6rf  ;  cold.,  3«  6d   Griffith  A  P.  ...1857 

Infant  Education,  Two  to  Six  Years  of  Age,  Is  6(i Ckamhen  1861 

Treatment  under  Two  Years  of  Age,  Is    Chambers  1861 


Little  Lessons,  7th  edit.,  16mo,  2s  6<i  ;  cold.,  3s  6(2    G^-iffiih  4e  P,  ..  1859 

■  Tom  Thumb  the  Great.  16mo,  2s  6d     C%a/>man  <t' if.  1849 

Nursery  Goyemment,  l2mo,  2s,  1845,  Cfmpman  ^ H.-^ired.  to  Is   Griffin,    i86x 

Pleasant  Stories  in  Simple  Language,  12mo,  Is  6<2  Griffin    i86a 

Remember,  16mo,  2s  6d Chapman  ^  H.i  9 1% 

Sunday  Lessons,  6th  edit.,  12mo,  2s  6d;  cold.,  3s  Griffith  dP,  ...185X 

»  Trials  of  Strength,  12mo,  6s R.Clarke    1843 

^—^(Rich,)  Lectures  on  the  Care  of  the  Sick,  12mo,  4s,  1857 — red.  to  Is  6(2 Chapman  <t*  J7.i86i 

Treatise  on  Diseases  of  the  Joints,  Illustrated,  8to,  12s Churchill  i86i 

Pathology  and  Treatment  of  Asiatic  Cholera,  post  8vo,  4s  6(2    Churchill  1853 

Banillai  ;  or,  the  Triumph  of  Mercy,  ISmo,  Is   Soc.  P.  C.K....jZ6o 

Bascom  (John)  ^thetics ;  or,  the  Science  of  Beauty,  12mo,  5s Boston  i86x 

Bascome  (£Vi)0.)  Histoiy  of  Epidemic  Pestilences,  8to,  8s    Churchill  ...  .  1851 

Infantile  Life,  12mo,  3»  6(2 Churchill  1857 

Nature  and  Causes  of  Fever,  8vo,  Is Chure/iill  185X 

On  Cholera,  8to,  8s  Churchill  1853 

Basham  (W.R.)  On  Dropsy  and  Disease  of  the  Kidneys,  8to,  2nd  edit.,  9s  Churchill  i86x 

Bashforth  (Pra,)  Oblique  Bridges,  Construction  of,  8to,  9s— red.  to  6s Hell<S:Daldy...i9s^ 

On  some  University  Buildiugs,  8vo,  Is  6d Macmillan 1853 

Tables  for  Calculating  Earthworks,  8vo,  7s  6(2 -red.  to  4s BeUdi  Daldy...  194.7 

Basil  (St.)  Hexameron,  Anglo-Saxon,  with  TransL  by  Norman,  2nd  edit.,  8vo,  4s J.R.Smith 1849 

Basile  (G.)  Pentamerone,  trans,  by  J.  E.  Taylor,  post  8vo,  7s  6(2, 1 848— red.  to  6s...  Grifin    1851 

Basire  (/as.)  Locomotive  Engine,  Illustrated,  fol.,2nd  edit.,  8s Hebcrt   '^43 

Baskerville  (Alf.)  Selections  from  German  Poets,  English  and  GhBrman,  8vo,  6s   Williams  d:  N,.i2$^ 

Basket  of  Flowers,  translated  from  the  French,  24mo,  Is   Pield 1859 

Fragments  from  the  Field  of  Nature,  18mo,  6th  edit.,  3s  Ni^t    1859 

Basler  on  Harmony,  fol.,  8s Etoer  Jb  Co.    ...1850 

Bass  Rock;  its  Ecclesiastical  History,  Geology,  &c.,  post  8vo,  10s HamiUon  1848 

Bassemer  (H.)  Railway  Trains,  Atmospheric  Resistance  to,  4to,  2s Weak 1^47 

Bassett  (Compton)  AUhallows  at  Avillon,  a  Satire,  12mo,  Is Hardwicke    ...1856 

(Matilda)  Bible  Gleanings,  12mo,  3s  6(2 Partridge 1851 

Bastiat  (/'.)  Essays  on  Political  Economy,  12mo,  3s  6(2  Cash  i-^^SS 

Harmonies  of  Political  Economy,  ed.  by  P.  J.  Stirling,  8vo,  7s  6(2  Murray i860 

Popular  Fallacies  as  to  General  Interest,  by  Porter,  12mo,  Is   T, Hodgson 184.9 

;-  fcp.  8vo,  4s  64,  ifurray,  1 846  ;  fcp.  8vo,  4s  6d  Chapman 184.8 

Protection  and  Communism,  12mo,  Is  Qd    Parker d:  Son... i9^-z 

Bastile,  Chronicles  of,  1st  Series,  The  Bu'bandidre,  8vo,  21s Newby    1^45 

^—  2nd  Series,  Philip  of  Lutetia,  8vo,  15s Newby   1848 

in  America;  or.  Democratic  Absolutism,  Is Hardwicke 1861 

Bastius  (P. I.)  Commentatio  Palsographica,  Exoerpta  k  Hodgkins,  8vo,  6s  WaUon  >^35 

Bastow  (J. A.)  Bible  Dictionary,  3  v.p.8vo,15«,  Simpkin,  1856  ;  2  e.,  p.  8vo,  10s  6(2  Longman  1859 

Batchelder  (^.)  Poetry  of  the  Bells,  12mo,  6s  Riversdule,  U.S.i9 $9 

Bat,  Cricketer's  Manual,  12mo,  Is Baily 1851 

Batchelor  (Cha.)  Captive's  Vow  ;  or,  the  Bashaw,  a  Tale,  12mo,  4s  $*knuikin 1843 

(/Ten.)  Lectures  on  the  Logic  of  Atheism,  12mo,  2s  6^  JuadibGlcus.,.i9^2 

((K.)  Curableness  of  Cancer,  8vo,  Is  BaiUih^ '^54 

Hydropathy,  and  other  Systems  of  Medicine,  12mo,  Is    Leath ^845 

Bate  (C.S.)  and  Westwood  (J.O.)  Br.  Sessele-Eyed  Crustacea,  Pts.  1  to  6,  ea.  2s  6<2    Van  Voorst  1861-62 

(Hen.)  Vernon,  a  Poetical  Tale  of  the  Sea,  post  8vo,  5s A.HaU  1856 

(R.B.)  Tables  for  Bate's  Patent  Saccharometer,  8vo,  10s  6(2 Taylor  «k  P.  ...1851 

(W.T.)  Memoir  of,  by  J.  Baillie,  12mo,  5s,  1858,  Longman  ;  8rd  e.  12mo,  8s  6(2  Nisbet    18  6a 

Bateman(C.ir.)  Tables  of  English  History,  obi.   fol.,  3s  6(2 Simpkin 1838 

(C.R.)  Sacred  Melodies  for  Sabbath  Schools,  new  edit.,  32mo,  Is HotUston    1855 

»  (Hen.)  Heart  Melodies  :  Hymns  and  Psalms,  16mo,  7s  ^ois i86a 

— >—  (Jos.)  Orchidacee  of  Mexico  and  Guatemala,  fol.,  162  16s  Ridgway  .*'i837-43 
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Batemiui  (/m.)  Excise  Laws,  roj.  8to,  81<  6(f    Maxwell    1843 

Officer's  lianoal,  12mo,  7«  6c<   Maxwell    185* 

Genenl  High«ray  Act,  with  Notes,  12mo,  9«    Maxicell    1862 

■Laws  of  Eevenae  of  Excise,  12mo,  8s  6(2  Mcuttctll    1840 


Turnpike  Acta,  by  Welsby,  1854,  12mo,  12<      Maxwell    1854 

Treatise  on  the  Iaw  of  Auctions,  12mo,  Srd  edit.,  7«  td   Maxwell 1851 

(Jotiak)  Sermons,  preached  in  Guernsey,  2nd  edit.,  12ino,  4s  6d   Seeley 1859 

India,  12mo,  6s Ilatckard 1839 


to  Fkrents,  Mastera,  Servants,  &c.,  12mo,  Is  6d    Wkitlaktr 1850 

Why  Belieye  the  Bible  to  be  the  Word  of  God?  12uio,  4s Ilatehard  1850 

(ifrs./. a)  Forgiveness,  a  Novel,  St.  post  8vo,  81s  6d Ntv^    1861 

{Tko§,)  Descriptire  Catalogue  of  Antiquities  in  Museum  of,  12mo,  b$  J,R.Smiik 1855 

Synopsis  of  Cutaneous  Diseases,  8vo,  15« Longman  1819 

Atlas  to,  by  Thomson,  roy.  8vo,  6Ss...  Lonrjman  1840 


Ten  Tears'  Diggings  in  Celtic  and  Saxon  Grave  Hills,  8vo,  15s J.R.Smtth 1861 

Vestiges  of  the  Antiquities  of  Derbyshire,  8vo,  16« J.R.Smith 1847 

and  Willan  <r.)  Delineations  of  Cutaneous  Diseases,  4to,  5^  5s H.Bohn 1840 

(TFa».)  Afagna-copia  ;  Library  for  Chemists,  &c.,  18mo,  6t Ckurehill  1839 

ISatea  (iSl)  Doctrines  of  the  Society  of  Friends,  12mo,  2s BenneU  1843 

^glish  Analysis :  Forms  of  English  Composition,  12mo,  2s  6<< Boiton^U.S.  ...i86a 

—  (5. P.)  Mental  Culture,  cr.  8vo,  6s  6rf New  York 1859 

—  {Wai.)  College  Lectures  on  Christian  Antiquities,  poet  8vo,9«,  1845  ;  ^  6fl{ Parter 4kSon...iS$z 

Ecclesiastical  History,  12mo,  2nd  edit,  ^  M Parker (b  Son.,.  1^4.% 

' Hsrmonyof  the  Divine  Attributes,  8vo,  3s Ward 1840 

-^ with  Essay  by  J.  P.  Smith,  n.e.,  12mo,  4s   ViHue    1 848 


Bath  (/oAn)  Tradesman's  Profit  Calculator,  12mo,  2s  Piper 1856 

Bath  Abbey  Church,  4to,  80s Antiq,  Soc.  Lon. 

C^ty  and  Borough  Directory  of,  12mo,  8s  Simpkin 1854 

Bambles  about,  by  James  Tunstall,  8rd  edit.,  12mo,  5s Simpkin 1852 

Bather  {£.)  Hints  on  the  Art  of  Catechising,  2nd  edit.,  fcp.  8vo,  4s  (id ;  18mo,  Is  id  Rivington  1851 

Sermons,  y.  1,  2,  and  8,  8vo,  each  12s— red.  to  8s Batchard 1840 

on  Old  Testament  Histories,  8to,  4s SocP.O.K,   ...1850 

Bathgate  (JTm.)  Essays  on  Charscteristics  of  Popular  Literature,  12mo^  2s  6d Ward 1854 

— Soul's  Arena;  Views  of  Man's  Great  Contest,  12mo,  2b  M Ward 185a 

Bathujss  ;  or,  the  Dartmoor  GKpey,  a  Norel,  8  t.  post  8vo,  31s  6<2 Newby   1850 

Bathnrst  {Bp,H,)  Memoirs,  by  Archdn.  Bathurst,  2  v.  8vo,  50s— red.  to  5s H.Bohn 1839 

Supplement  to,  8vo,  8s Longmjan  184a 

and  Correspondence,  by  his  Daughter,  8vo,  21s BentUy 1853 

(C.)  Elements  of  Arithmetic,  12mo,  8s — Key  to,  2s  6(2  Longman  184a 

Lectures  at  a  Mechanics' Institution,  12ino, 5s ParkerdsSon...i%$^ 

New  Introduction  to  L()gic,  12mo,  Is Parker  A  Son... i%^% 

Selections  from  Dryden's  Poems  and  Plays,  1 2mo,  i$td Parker  A  Son.  ..185a 

—  Swift  and  Prior's  Poems,  ]2mo,  8s ParkerdrSon...i9$2 


—  (i7on.C.)  Notes  on  Nets,  12mo*  4s Van  Voortt   ...1838 

(IK//.)  Metrical  Musings;  Sacred  Thoughts  in  Verse,  12mo^  4s  6d Seeley 1849 


Batt  (i?.)  Poetry,  Gleanings  in,  12mo,  7s  M Harvey  1838 

Battel  and  its  Abbey,  Gleanings  respecting,  12mo,  5s Longman  1841 

Batten  {Edm^S)  Iaw  on  Specific  Performance  of  Contracts,  8to,  14s Benning 1849 

BoUle  for  Natire  Industry,  Collection  of  the  Debates,  2  v.  roy.  8vo,  25s Ollivier 1846 

fought  at  Ventry  Harbour,  Account  of    Omanie  Soc 

of  Alma,  and  its  Incidents,  by  an  Officer,  12mo,  8s HcUchard 1854 

(}abhra  (Garristown),  a.d.  283,  Prose  and  Poetical  Account   Omanie  Soc, ... 

London  life  ;  or.  Bos  and  his  Secretary,  post  8yo,  2s Pierce    1849 

Magh  Bath  (Moirs)  in  Irish,  Notes  by  O'Donovan,  4to,  10s /WsA^rcA.iSoc.i84i 

on  the  Bosphorus,  a  Bomance,  8  v.  post  8to,  31s  6d Newby    1855 

Battles  and  Bvents  of  Modem  History,  sq.  16mo,  Is  6<2 Steujart  1857 

' of  England,  The  Twelve  Gh^t,  sm.  8vo,  2s  6c<    Zoto   1861 

including  the  Punjab,  8vo,  4s    Appleyard 1846 


the  Bible,  by  a  Clergyman^s  Daughter,  12mo,  3s  6<i Hamilton  185a 

Battye  (TTko.)  Cancer  Extirpated  without  the  Knife,  Sto,  3s  6d Simpkin 1846 

Batata  Ibu,  Travels  of ,  edited  by  Dr.  Shee,  4to,  21s  Or.  Traru,  Soc, 

Bauer  {Ferd.)  Genera  of  Ferns,  by  W.  J.  Hooker,  n.  e.,  roy.  8vo,  6^.  6s  H.  Bohn 1841 

(^.Z.)  Theology  of  the  Old  Testament,  8 vo,  2s  6d Pox    1851 

Bauke  (il^vritow)  Poor  Law  Guardian  :  bis  Powers,  12mo,  8s  6cf    Shaw  ds  Son9...i%i% 

Baamgarten  (Dr.M.)  Acts  of  the  Apostles,  translated  by  Meyer,  3  v.  8vo,  27s    Hamilton 1854 

Bausor  (PaH^  Discorery  of  Atlas  Explained,  12mo,  Ss   Hamilton  1837 

Baotaln  (J/.)  Art  of  Extempore  Speaking,  12mo,  Srd  edit,  4s  6d Bosworth   i860 

Baxter  (A.O.)  Village  Sermons,  V.  1,  8vo,  10s  6<i,  Rivington,  1848  ;  V.  2,  8vo,  10s  6<2  Parker  A  Son...  iS^^ 

(^.fr.A)Bookof  theBastiles,  roy.  8vo,  25s  Smith  4S:  Elder  1841 

—  Don  Juan,  Jun.,  4s , Thomas 1839 

Humour  and  Pathos  ;  Essays,  Tales,  &c,  post  8vo,  7s  6d Thomas 1838 

(^.F.)  On  OiiganicPoUrity,  post  8vo,  5s Churchill  i860 

(John)  Agricultural  Annual,  with  an  Almanac,  12mo,  6s  6d  Simpkin 1841 

Chemistry  (BmUleif  s  Hand-Books),  fcap.  8vo,  2s  6d  BetUley  1843 

. — -  Library  of  Agriculture,  2  t.  roy.  8vo,  1846,  4th  edit.,  40s SimpHn *.;.i85i 
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Baxter  (John)  Models  of  ImproTod  Ftfm-Tard  and  Buildinga,  roy.  8vo,  2i  W Simpkiu 1S5' 

Bental  Book  of  Receipts  and  Expenditure,  4to,  5«  6<i Simpkin 1^7 

' Wiltshire  Faraer,  8vo,  3*  6rf Simpkm 1S35 

{J.A.)  Church  History  of  EngUnd,  2  t.  er.  8fo,  !«• ;  2nd  edit.,  8to,  18i...  Natehard 1849 

(Rich.)  Works,  Practical,  4  t.  imp.  8to,  68<    AMall  ij47 

Select,  roy.  8to,  26«  Blaekie i«6i 

Call  to  the  Unconverted,  18mo,  U  6d,  W.  AUan;  12nio,  8f HamiU<m 1840 

Crucifying  the  World  by  Cross  of  Christ,  ed.  by  Baillie,  iq.  cr.  8to,  5s.  Nitbet 1861 

Directions  for  Weak  Christians,  by  Sperling,  12mo,  5$  Nitbei 1836 

Dying  Thoughts,  by  StebHng,  12mo,  2t  6d ViHue    1850 

Key  for  Catholics  or  Jesuits,  with  Notes  by  AUport,  8vo,  12/ Hamilicm,  i«39 

Knowledge  and  Love  Compared,  with  Life  by  A.  Clarke,  16mo,  Is  <W  Cwmak i«S3 

Poor  Man's  Family  Book,  82mo,  2«   Ttgg  183* 

Reformed  Pastor,  12mo,  8*,  H^.  CW/tns,  1840  ;  med.  8vo,  8»  W    Ward i«53 

by  ReT.  W.  Brown,  6th  edit.,  12mo,  2i  6ci Bd.Tra€t  Soe„.i%(i% 

Gildas  Salvianus,  8vo,  7«  6rf Nitbti i860 

Saints'  BTorlast.  Rest,  32mo.  2f,  NiAet ;  18mo,  ^Tegg  ;  18mo,  IsM  NtUom    1856 

Essay  by  Brown,  2  T.12mo,6j,  1847— red.  to  5« Hamilton  i860 

Erskine,  12mo,  3«,  HamilUm,  1848;  2m  M  Tegg  1861 

Fawcett,  12mo,  2#6d  Tegg  i8|6 

Morison,  8vo,  9s,  Virtue,  1840;  8to,  7«  ...  Tegg  i860 

Wesley,  12mo,  3f Maaon   1850 


Self-Ignorance;  Essay  by  Dr.  Young,  12mo,  8«  Hamilton 1840 

(TZofce.)  Prophecy  the  Key  of  Proyidenoe,  8to,  7«  6d Se^y 1861 

{Wm.)  British  Phcenogamons  Botany,  6  ▼.  8to,  5/.  16«  ;  col.  »f. J.HJsJ.PaThtr\%^^ 

( IK.ir.)  America  and  the  Americans,  12mo,  Is  6cl Routledge  1855 

Hints  to  Thinkers  ;  or.  Lectures  for  the  Times,  12mo,  2s BouUed/je  i860 

Impressions  of  Central  and  Southern  Europe,  8vo,  12j  Longman   1850 

■  Travels  in  Portugal,  Spain,  Italy,  1850-51,  2  v.  cr.  8vo,  21« BentUg 1852 


{W.R.)  Handbook  of  Chemistry,  18mo,  Is    BemtUg 1851 

Bay  Wreaths;  or.  Stories  of  Genius  and  Merit,  18mo,  UQd Grwm^n'idg€,..i%si 

Bayard  (Chev.)  History  of  his  Feats,  by  Kindersley,  post  8vo,  9t  6d Longman  1848 

Bayes  (W.)  Nervous  Affections  connected  with  Dyspepsia,  post  8vo,  3«  6d BenneU 1851 

Bayeux Tapestry,  4to,  80s;  coloured  60t Antiq.SoCfLon. 

Elucidated,  by  the  Rev.  G.  C.  Bruce,  4to,  hf-mor.,  21s J.R.Smitk 1855 

a  Tale  of  the  11th  Cent.,  from  the  French,  cr.  8vo,  6s   Hamilton  .......1858 

Bayfield  (5./.)  Observations  on  Syphilis  and  its  Treatment,  12mo,  2s  ^d  Ren^aw    1858 

Treatise  on  Cupping,  12mo,  6s  Butler    1839 

Bayford  {A. P.)  Argument  in  Arohes  Court  on  Gorham's  Case,  8vo,  2nd  edit.,  7s SeeUg 1849 

Report  of  Proceedings  agunst  Rey.  R  Oakeley,  8vo,  6s Benning 1845 

Baylay  (C.F.R.)  ^'Essays  and  Reyiews,"  compared  with  Reason,  be.,  8yo,  Is  6d Hatchard 1861 

Bayldon  (&eo.)  Annals  of  the  Christian  Church,  12mo,  6s  JSoitse 185s 

(J.S.)  Art  of  Valuing  Rents  and  TilUiges,  by  Baker,  8yo,  10s  M Longman  1856 

{Ric.)  Treatise  on  Road  Legislation  and  Management,  postSyo,  3s  M Lwiman  1857 

Baylee  (Jm.)  Essay  on  Verbal  Inspiration,  12mo,  2s SeeUg 1854 

Genesis  and  Geology  ;  or.  Word  of  God  Defended,  12mo,  4s  6d A, Hull  1857 

Mysteries  of  the  Kingdom;  Exposition  of  Parables,  12mo,  4s  6d Longman  1851 

and  Miall  {£.)  Discussion  on  Churoh  Establishments,  8  ed.,  12mo,  Ss  6d  Simpkin 1838 


(/.r.)  Statistics  and  Facts  relative  to  the  Lord's  Day,  12mo,  8s  Qd Sedeg 1852 

Bayley  {E.)  Bloomsbury  Lectures,  bvo,  2s  6d  ;  d.,  8s    Robeton 1858 

Sermons  on  the  Person  and  Woric  of  the  Holy  Spirit,  12mo,  SsOd NiAet    i860 

{Elit.)  Memoir  of,  with  Introduction  by  J.  A.  James,  12mo,  Is  Hamilton  1856 

—  (F.ir.A^.)  Comic  Nursery  Tales— Blue  Beard,  12mo,  2s  6d Orr    184* 

-  Little  Red  Riding  Hood,  12mo,  2s  6d    Orr    184a 


New  Tale  of  a  Tub,  in  Verse,  16mo,  Is RontUdge  1857 

.Ill.byCotton,4to,10s6rf,Co/iiairAt,i84i;  I6iti0y2$6d  Orr    1846 


Wake  of  Ecstasy,  a  Poem,  4to,  10s  6d,  red.  to  7s  ed WiUoughbg  ...1849 

"  (0. )  Shipping  Interest,  Tables  shewing  the  Progre«  of,  8yo,  4s    Smith  A  Elder  1 844 

{Sir J.)  Iaw  of  Bills  of  Exchange,  6th  edit.,  by  DowdsweU,  1849,  8vo,  22s Benning 1849 

(/.J9.)  Commentaries  on  the  Iawb  of  England,  roy.  8vo,  28s  Benning 1840 

(J,H.R,)  Drama  of  Life  and  Lyrical  Breathings,  2nd  edit,  12mo,  2s  6<f    Longman  1856 

{W.)  Paneuphonon;  Psalm  and  Hymn  Tunes,  1st  series,  roy.  Svo,  8s  6(2  TgoM  1841 

( IF.  H. )  Slide  Rule,  its  Applicability  to  Arithmetic,  Ac. ,  1 2mo,  6#   Bell  A  Daidg,  .1861 

Baylis  {Edw.)  Arithmetic  of  Annuities  and  Life  Assurances,  8vo,  6s Longman  1S44 

(£'.il.)  Loving  Service;  or,  a  Sister's  Influence,  12mo,  2s  6d  Maaten 1862 

{T.H,)  Rights  and  Duties  of  Domestics  and  Employers,  8rd  edit.,  fp.  Svo,  Is  ,  Low    i860 

Bayliss  (TF.)  Atrial  Perepective,  Elements  of,  cr.  8vo,  Is    Reeve 1S55 

Allegory  of  Life,  Past,  Present,  and  to  Come,  4to,  3s  6d    Bogae    1857 

Bayly  (CAa.)  Descriptive  and  other  Poems,  fcap.  8yo,  Ss N^bH    i860 

•—  {Bp.L,)  Practice  of  Piety ;  Preface  by  Grace  Webster,  18mo,  new  edit.,  8s  6ei  ...  Hamilton  1842 

-^(MrsM.)  Ragged  Homes,  and  How  to  Mend  them,  12mo,  8s  6d  ;  new  edit..  Is  M    Nisbet    1862 

Working  Men  and  their  Difficulties,  fp.  8vo,  8s  6d ;  new  edit.,  Is Nisbet    1861 

{T,H.)  Kindness  in  Women ;  Tale8,8y.p.8yo,dls6<2,Amt/fy,i837;ch.ed.,12mo,ls  Routledge  1862 

Poetical  Works,  and  Memoir  by  his  Widow,  post  8vo,  n,  e.,  10s  6<i  Bentleg 1856 

Weeds  of  Witchery,  Poems,  roy.  8yo,  78  td Ackermann  ...1837 
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Ba^fu  {PdL)  Christian  Life ;  Social  and  ladividoal,  post  8ro,  new  edit.,  7<  6<f HoggA  Strnt  ...1859 

En&ySf  Biograpbtcid,  Critical,  and  Misoellaneoas,  post  8vo,  7«  6d Hogg^eSont  ...1S59 

Testimony  of  Christ  to  Christianity,  8to,  3«  6<i    Nvibet i86» 

(YTm.)  British  Youths' History  of  Bngbnd,  ISmo,  3«  DippU   1847 

Bsynes  (C7. 12.)  Notes  during  a  Banible  in  the  Esst,  post  8to,  10«  (kt Longman  1843 

(£1 //.)  Annals  of  Kigland,  a  Poem,  8vo,  5» Wkittaker 1847 

(Jfvv.)  Knitted  Laoe  Collar  Receipt  Book,  16mo,  UM  Simpkm 1847 

(£iir.)  Lyra  AngUcana;  Hymns  and  Saorod  Songs,  new  edit.,  12mo,  3«6d    ...  Uouldon  1861 

IVne  BeTivals,  Poar  Sermons,  ]8mo,  1«   Wertkcim  1861 

(T,S,)  Essay  on  the  New  Analytic  of  Logical  Forms,  8vo,  7«  6d,  1850  ;  it  6d  Simpkin 1853 

•  Translation  of  the  Port-Royal  Logic,  12mo,  6«6e<,  1851  ;  2nd  edit.,  U  Simpkin 1851. 


Buaaooort  (Baron)  History  of  the  Crimean  War,  by  Gould,  2  t.  8to,  28«  Low   1856 

Bssia  (/oAn)  Life  and  Experience,  by  Jas.  Crabb,  12mo,  4«    Maacn    183S 

Beadi  (IT.)  Medicine,  British  and  American  Reformed  Practice,  roy.  8ro,  50« Simpkin 1859 

Beaehcroft  (it. P.)  Sermons,  ed.  by  his  Widow,  8 ro,  9« Haichard 1840 

on  the  Lord's  Sapper,  12mo,  2s  6<< Sede}f 183a 

Beadle's  American  Biographies,  fcap.  8to,  fid  ea.     Ste  Appendix. 

Library;  Tkles.     V.  1,  2,8,  12mo,  ea.  1«  6d  Beadle  186a 

Beadflsi  {G  )  Obeerrations  on  Canals  and  Navigable  Risers,  870,  2f  dd Chapman  A  H.it^l 

Beal  (/fu.)  Inquiry  into  Free  Trade  in  Land,  post  8to,  5c J,C%apman  ...1855 

(&ir.)  Elisabeth  Stnart,  Prisoner  of  Carisbrook,  poet  8to,  Is  6<f DaUon  1856 

(Wwi.)  Britain  and  the  Gael,  2nd  edit.,  12mo,  2s WhUtaker i860 

Wesl^  Family,  Fathers  of,  1650-1662,  2nd  edit.,  12mo,  U  6d Freeman    i86a 

Beale  (.4 Mie) Baronet's  Family,  a  Novel,  8  v.  post  8vo,  81«6<i    Netvby    185a 

Poems,  12mo,  7«  6d    Longman  1841 

Simplicity  and  FascinatioD,  a  Novel,  S  v.  post  8vo,  31«  6(2    Bentley  1855 

■  — Yale  of  tbeTowey;  or.  Sketches  of  S.  Wales,  post  8vo,  10$  6d   Longman  1844 

{Dor,)  Stndento'  Text-Book  of  Eng.  and  Gen.  History,  12mo,2nd  e.,p.  8vo,2«6d  BeUA  Daldy..,\%hx 

{LJ.)  Health,  Disease,  and  Longevity  as  to  Diet,  &c.,  12mo,  2«  6<f CkurckiU 1854 

Laws  of  Health  in  Relation  to  Body  and  Mind,  post  8vo,  7«  Gd ChurckiU  1851 

{L.S.)  Anatomyof  Liverof  Man  and  Vertebrate  Animals,  8vo,  6s6(j CKurckill  1856 

lUostrations  of  Salts  of  Urine,  Urinary  Deposits,  &c.,  8vo,  98  6d CkurtkiU  1858 

— — — Microscope,  Application  of  to  Practical  Medicine,  8vo,  n.  e.,  14s    ChurckiU  1861 

How  to  work  with,  poet  8vo,  Illust.,  5«  6rf  Churdtill  185S 

Illnstrations,  post  8vo,  U  6d Churchill  1859 

« On  Siractare  of  Simple  Tissues  of  Human  Body,  col.  plates,  8vo,  7s  (id    Churchill  1861 

Tables  for  the  Chemical  Examination  of  Urine,  8vo,  2s  6<2 Churchill  1857 

>  Urinary  Deposits  and  Calculi,  Illust.,  cr.  8vo,  8«  6<i  Churchill  1861 


(rilo.)NaturaIHistoryof  the  Sperm  Whale,  post  8vo,12t Van  Vooni  ...1838 

(Tko.)  Rookeries  of  London,  Pftst,  Present,  &e.,  post  8vo,  5t Bosworth   185a 

_i  (ift.i^.)  Christian  Yisitoi^s  Companion,  post  8vo,  isM Werfheim  1858 

'{£[,ff.)  Lectmres:  Who  Lb  Antichrist  f  poet  8vo,  3s  Bagtter 1854 

On  Auricnlar  Confession,  12mo,  a  Sermon,  1$M Partridge 1851 

Reconciliation  by  Blood  :  Axiom  of  Revelation,  18mo,  Is   Wertheim  1856 

Romanism  and  Tractaiianism  Refuted,  12mo,  ii J.F.Shaw 1853 

The  Vicarious  Death  of  Christ,  Two  Sermons,  Is Seelry     i860 


-{K,L.)  Discovery  of  America  by  the  Northmen,  8vo,  10s Boone    1841 

History  of  the  King's  German  Legion,  1808-16,  2  v.  8vo,  30s  ^oofi«    1837 

Uses  and  Application  of  Cavalry  in  War,  new  edit.,  8 vo,  10s  6d    ...  Boone    1855 


(JHek.)  Treatise  on  the  Cold  Water  Cure,  12mo,  2d  edit.,  4s   Bighleg 1843 

BeamoBt  (IF1R.)  Diary  of  a  Journey  to  the  East,  1854,  2v.  poetSvo,  21s Longman  1856 

{W.J.)  Cairo  to  Sinai  and  Sinai  to  Cairo,  in  Nov.  and  Dec.  1860,  fcp.  8vo,  5s...  Belld:  J)aldg...i%6t 

-  Concise  Chnunmar  of  the  Arabic  Language,  12mo,  7s Bell ikJkUdy... i%6i 


(^.)  Melodies  of  Scotland,  folio,  15s   Simpkin 1849 

(W.J.)  Catherine,  the  Egyptian  Slave  in  1852,  fcap.  6$  6d  BeUA Daldy...\%^^ 

Bob  (/bs.)  Family  Prayers,  18mo,  Is  6(i,  Knight  A  Son  ;  12mo,  4s Rivington  185a 

Fsaioral  Advice  on  Recovering  from  Sickness,  18mo,  4s  Rel.7\ra4:t  Soe.  ,i%i^Q 

{JLL.)  Anatomy  for  the  Use  of  Artists,  8vo,  2s  6d  Rentkaw    1841 

Bean's  School  Atbs,  new  edit.,  roy.  8vo,  12s    Bean 1859 

Beaaey  {/am£»  O.)  Contributions  to  the  Practice  of  Conservative  Surgery,  8vo,  10s  6<f  Bobertton  i860 

BcsAtaoft  {PkiL)  Relics  of  the  Sacred  Ministry  of,  12mo,  4s  Edwardi    184a 

— —  Sermons,  Reprints,  8vo,  6s   Palmer 1835 

Beard  <CAa«.)  Port  Royal,  a  Contribution  to  the  Hist,  of  Religion,  2  v.  post  8vo,  24s  Longman  1861 

Sermons:  Outlines  of  Christian  Doctrine,  post  8vo,  5s  Whi^tld  1859 

{J.R,)  Arf^ment  for  the  Credibility  of  the  Gospels,  8vo,  8s  6d    Simpkin 1845 

Biblical  Atlas,  8vo,  3s  6d  Simpkin 1^49 

Primer;  Old  Testament  Narratives,  12mo,  ls6<f  Simpkin 1850 

Reading  Book,  12mo,  8s  Simpkin 1849 


CoQeetionof  Hymns,  new  edit.,  12mo,  4s    Simpkin 1861 

Confessional:  a  View  of  Romanism,  post  8vo,  7e  M  Simpkin i860 

Divinity  and  Atonement  of  Jesus  Christy  n.  e.,  12mo,  Is  Whitfeld  1861 

- —  Grounds  and  Objects  of  Religious  Knowledge,  2  v.  post  8vo,  15s  Simpkin i860 

Historical  and  Artistic  Illustrations  of  the  Trinity,  8vo,  88 Simpkin 1846 

—  Illustrations  of  the  Divine  in  Christianity,  8vo,  7s  6d    Simpkin 184^ 

—  Latin  Kctionaiy,  8vo,  7s  6d,  Cosset,  1854;  8vo,  7«6d    Ward  ik  Lock  .i$( 
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Be&Td(J.R.)JaiduUu(in9,l^o,Z8;  Key  to,  12ino,  2t Caaell  i8$3 

Made  Baey,  8th  edit.,  12mo,  3f  6<i  ;  Key  to,  2j    Simpkin 186* 

Lectures  against  OweniiiD,  12mo,  fit Simpkin 1S39 

Lessons  in  English,  12mo,  3< CoBtell  1854 

Greek,  12mo,  3*  6(i Caa»ell  1856 


•  Letter-Writing,  Introduction  to  the  Art  of,  U  Cd  Simpkin i860 


Man's  Origin,  Duty,  and  Destiny,  new  edit.,  postSTo,  2s  WkitfiM  i860 

-  People's  Biographical  Dictionary,  12mo,  3s  CatteU  1851 

-  Dictionary  of  the  Bible,  2  T.  8vo,  n.  e.,  22s   Simpkin 186a 


-  Reasons  Why  I  am  a  Unitarian,  2nd  edit.,  post  8vo,  2« Simpkin i860 

■  RoTisad  Sngltsh  Bible  the  Want  of  the  Church,  post  8vo,  new  edit.,  5s..,  Simpkin i860 

-  Sabbath  Leisure,  by  Unitarian  Members,  cr.  8vo,  5s  Simpkin i860 

-  Self-Culture,  a  Guide  to  Self-Instruction,  cr.  8vo,  6f Simpkin i860 

>  Service-Book  of  FaasAffesof  Scripture,  poet  8vo,  2a6d Simpkin 1861 

•  Unitarianism  Exhibited  in  its  Actual  Condition,  8to,  7»6d  Simpkin 1846 

-  Voices  from  Captivity  :  Prison  Scenes,  &&,  post  8vo,  Is  €d  T,  Hodymtn  ...185a 

of  the  Church  in  Reply  to  Dr.  Struuss,  8vo,  12s Simpkin 1845 


Beard's  People's  Dictionary  of  the  Bible,  Vol.  2,  8to,  lis Simpkin i86a 

Beardmore  (xV.)  Hydrology,  Manual  of,  8to,  10s,  185%;  n.  e.,42s WaUrUno  186a 

(iS.)  Globe  Telegraph,  roy.  8vo,  2s  6rf    Stamford    1859 

Beasley  {If.)  Book  of  Medical  Prescriptions,  2nd  edit.,  18mo,  6s    CKwrehUl  1858 

Druggist;^  General  Receipt  Book,  ^thedit.,  18mo,  0s ChwmkiU  1861 

Pocket  Formulary  of  the  Pharmacopoeias,  7th  edit.,  18mo,  6s ChurchiU  i860 

(Mat.)  Dictation  Spelling  Exerdses,  18mo,  2s WkUtaker  ......n.  cL 

{R.D.)  Elementary  Treatise  on  Plane  Trigonometry,  post  8vo,  3«  6d MaemiUan    ...1858 

{T.J.)  Chancery  Prsctioe  of  Ireland,  8to,  10s  6<2   Sioeei 1838 

(r.i2.)TheChristiad,  and  other  Poems,  po8t8TO,  Ss  6<2 ,.  Madden 1858 

Beast  and  His  Image;  or,  the  Coming  CriaiB,  poet  8vo,  2s  6<2 Saundendc  O..1859 

Beasts  and  Birds  ;  Natures  and  Habits  of,  with  Verses  by  Bishop,  roy.  8to,  Is Dea,n  AsSom  ...1857 

Beaton  {P.)  Creoles  and  Coolies  in  Mauritius,  12mo,  4s  €d^  Nithiy  1859— red.  to  Is  6(i  Grifin    1861 

Marion  Leslie,  a  Story,  3  rob.  8vo,  cloth,  31s  ^d  iTursI  de  B 186a. 

Six  Months  in  Re-union,  a  Cleiigyman^s  Holyday,  2  v.  post  8to,  21s  ....  Hw^  de  B.^  ...i860 

Beatrice  Cenci,  an  Historical  Novel  of  the  16th  Century,  new  edit.,  post  8vo,  2s Wanidf  Lock... l%6a 

Chesterford,  a  Novel,  2  v.  post  8vo,  21s Newby    1848 

Beatson  {B.  W.)  Exercises  for  Greek  Iambic  Verse,  8th  edit.,  12mo,  3s Simpkin 1861 

Prose  Composition,  new  edit,  12mo,  4s  dd  WkUtaker  ...^.1850 

— Latin  Prose  Composition,  12mo,  new  ed.,  4s  6d    Wkitiaker 185 1 

Index  in  Tragioos  Grwoos,  8  v.  8vo,  42s,  WhUtaker^nd,  to  Ifii  //.  Bohn   1836 

BeattiG(/as.)Chnreh  of  Scotland  during  the  Commonwealth,  12mo,  4s   Longman  184a 

Essay  on  Truth,  12mo,  4s Comish 1848 

— ^— — - —  Minstrel,  a  Poem,  lUustrated  by  Foster,  sq.  8vo,  7s  6d RoutUdgt  ^^S7 

• Nature  and  Immutability  of  Truth,  12mo,  4s Comi$k *853 

Poems,  with  Memoir  by  Dyce,  12mo,  fis,  Pickering^  1841 ;  32mo,  Is  6d    Groombridye...t$sZ 

Bcattie,  Blair,  and  Falconer's  Poems,  Notes  by  Gilfillan,  8vo,  4s  6<i   Nitbet    1854 

Campbell,  and  Goldsmith's  Poems,  16mo,  4s  6d Walker 1853 

and  CoUins's  Poems,  by  Miller,  poet  8yo,  12s  {TiWt  IUu».  CUusicM) Bogue 1846 

and  Thomson^s  Poems,  Illustrated  by  Foster,  12mo,  fis BtnUUdye  1853 

• {W.)  Castlesand  Abbeys  of  England,  new  edit.,  2  v.  imp.  8vo,  each  2fis  Virtite    1851 

-Danube,  its  History,  Scenery,  &e.,  4to,  42s Virtue    1844. 

Scotland  Illustrated,  2  voU.  4to,  63s Virtue    1838 

Waldenses  Illustrated,  4to,  40s  Virtue    1838 

Beaufort  {D.A.)  Scripture  Sufficient  without  Tradition,  8vo,  4s  M Parker  ik  Son.,  i$4.i 

{E.A.)  Eigyptian  Sepulchres  and  Syrian  Shrines,  ind  edit.,  2  v.  p.  Svo,  25s    Longman   1862. 

{Marg.  Ctn.  of  Richmond)  Memoir,  by  C.  A.  Halstead,  8vo,  12s Smith  A  Elder  4839 

{W.L.)  Sermons  in  the  Parish  Chureh  of  Glenmire,  8vo,  8s    Rivington  1851 

Beaufoy  {Chas.)  Portugal  and  Spain,  Journal  of  a  Ride,  8vo  (Privately  Printed)  Boone 1846 

{Sam.)  Guide  for  True  Pilgrims,  byT.  Williams,  82mo,  Is  Ifod9ond:Son...iZs3 

Beaugue,  Histoire  de  la  Ghierre  d'Ecosse,  4to   MaiUand  Club 

Beaumarehais  and  his  Times,  by  L.  de  Lom^nie,  4  v.  poet  8vo,  42s   ; Addeg    1856 

Beaumont  ((?./). ^.)  Iaw  of  Fire  and  Life  Insunmoe,  8vo,  6s Steven$  1846 

{Gu$. de)  Ireland,  Social,  Political,  and  Religious,  transl. ,  2  v.  p.  8vo,  21s    BenUeg  1839 

"  {Henri)  French  for  Children,  the  Complete  Primer,  1 2mo,  2* WiUiame  AN,.i%(k> 

(/os.)  Law  and  Practice  of  Bills  of  Sale,  12mo,  6s  6<2 CroAford 1855 

(Z>r./os.)  Life  of,  by  his  Son,  8vo,  8s  6<2 Hamilton  1856 

■ Sermons,  12mo,  4s  6<2  Partridge  1859 

{Lord)  Paynell ;  or,  the  Disappointed  Man,  2  v.  post  8vo,  21s Richardiont  ...1837 

{Wm.)  Experiments  on  Physiology  of  Digestion,  post  8vo,  7s   Simpkin 1838 

Instruments  for  Tying  Polypi  of  Uterus,  &c.,  4to,  6s ChurckUl  1838 


Beaumont  and  Fletcher's  Works  by  Darley,  2  v.  med.  8vo,  40t,  JI#<KBOii,i84a— r.  to  32s  Routiedge  ....    186 1 

Dyce,  11  V.  8vo,  84s Moxon 1843-46' 

Selections  from,  by  L.  Hunt,  post  8vo,  3s  6<i  H.Bohn... 1855 

Beauties  of  German  Literature,  12mo,  5s,  red.  to  3s   Burnt    1847 

*  "  Holiness;  or,  Moral  and  Sacred  Poetry,  32mo,  3s Simpkin 1838 

— — -  Moore,  Female  Portraits,  2  series,  each  42s;  together,  63s  ..* Chapmandd  H,  1846 

Nature,  a  Poem,  8vo,  6s „..  Houlattm    1858 


1835.186a  BEAUTIES BEDE  53 

B»,rt» rfTkMi  Holy  Bible,  p«it8yo,3i  ......^ ^       ,8^^ 

BeMtifol Poetry;  S*^^«=V*''' ^^.?^-t^  ♦  V^.Jn5m«  ?.  .. ffardwicke 1853 

Betati  aPowm  by  Author  of  "Silent  Love,    12ino,  1» -.^ ...1843 

-  of  Ainalfi%  an  Italian  Tale,  poet  8vo,  M •••••.••: ;*.; «1 i'Foctwood      18s? 

^_  hSb«Ls  llli»t«ted  in  2000  Pa«ige8  from  Scnptuw^  12mo,  6*   ^^^^T    .:::  8  8 

Be.aty'.C08U.mri838  and  1889,  4to,  each  2U  ;  colounxl,  42i    SX 1838 

Mirror,  18mo,2i6rf... •;;;•; ^^^   ,8^ 

Offering(i«45),i^y»112mo,10.6d^...... C.  H,  Law 1855 

BaiiT<»an  (M,)  ConfabuUteur Fran^aw,  12ino,  4« V:r';^;'"^'"  n  H  Law 1851 

_!Z-1-:  French  Acqaired  in  Four  Mentha,  12mo,  4th  edit..  U O.  ^:^""      ^\ 


—  lifeMdMartyrdom.  by  Black,  8vo V--;".:;'  ^'^^J  ^""^ ,0^ 

-UfeandMartyru_^y  ^^^^ .;  ^^^  g^^^  ,859,  d*- red.  to  4,  6d    Xon|/ma»  86^ 

v«..,        _j-j:a  n:i^     Q«    flv«    1/lA*  U/il«<l««r I»4 
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B.1^  w^)  Bn-A  »;?**  •"•  v£- 1"*  ^  •■  1-"  »"■•  '*• .;:::;:;;::;::;;  i^Z;,;:;;;  .K 

~ «Jm«iologyof  the  British  Dnunm  12mo,  2. |';««'*«'3' >«46 

ZZnZH  Vathek,  »TJe,  12ma,  U  WardiL.  ;  in  French,  12m(>,  «. ««>«'»^ «56 

i;^;;.,  (/.)  In^ntiine,  Hi^tor,  of '(St«.dMd  Lib.).  2  vol...  port  8vo.  7. ^/»»A»   .••••  M 

iSwaaTti(/.fl.)Life.ndAdT<»tur..of,port8»o.  8.W   •..........■•  ^i^-s-;:;:,,', 

B«»n  (T.)  Crtechism,  and  other  Pieces,  8to    ....  Parker  Soe.  ...184a 

B«riy  Wntaps  8ro ;• Parker  Soe.  ...i«44 

ISS^rx.')  Death's  je*  Book  K<-'^^'!?'i^''  "■"°'  *' :;::::::::::  p'S  :::::  .It' 

.  Poema,  with  Memoir,  12mo,  7»  oa  ••• n.^u^^JL  ,»p, 

ZUL W^  iBctading  "  Death's  J«rt  Book,"  2  T.  12mo.  12.  P^^ktnng ,8  « 

Bedd«M(B.)  Scriptnre  fepodtion,  18ino,  2« ••••••  ^^  ^""Ziii^ 

Sermons  mth  a  Memo^.S^^  «•••■"•••  "V; ;;;".: }IaMt«n  .843 

^Ziffi^^r^tW.^J'^a'^t-^V'^--- 11:::^ 'Z 


64  BEDE BEETHOVEN  1835-1862 

Bede  (C.)  Curate  of  Cranston,  with  other  Proee  and  Verse,  post  Sto,  10s  M  Saunden  4:  O.  i86f 

Fairy  Fables,  16mo,  4i  BemOe^ i«57 

Fanny  Figares,  4to,  plain,  l»6<i;  cold.  2s Jtu,  Blaekwoodt%st 

^—  Glencreggan  ;  or,  a  Highland  Uomein  Cantire,  2  rola.  post  8to^  25s   Longman  i86i 

Happy  Hours  at  Wynford  Grange,  16mo,  8s  6rf  Jaa.  Blaekwoodits^ 

Medley;  Prose  and  Verse,  postSTO,  Is    Job.  Blackwood  i2  $5 

Motley;  Prose  and  Verse,  post  8to,  Is    Jom,  Blaekwoodi$ss 

Nearer  and  Dearer,  a  Tale  out  of  School,  post  8vo,  2s   BenUejf 1857 

Photographic  Pleasures,  pourtrayed  with  Pen  and  Pendl,  8to,  4s HoUen    1855 

-  (Ten.)  Biographical  Writings  and  Letters,  edited  by  Giles,  8to,  10s  6d    J.  Bokn 1845 

Commentaria  Theologia,  edidit  Giles,  6  t.  8vo,  «3s    WhittaJoer  1838-4Q 

Ecclesiastical  History,  by  Giles,  8vo,  8s iMmUy 1840 

-^— and  Anglo-Saxon  Chronicle,  poet  8vo,  5s H,  SoAn   1847 

Historia  Eoclesiastica,  edited  by  Stevenson,  12« i^tslonc  Sue.  ...1838 

Historis  EcclesiaBticsB,  8ro,  12s,  PrfAmim— A  Hussey,  8vo,  7s  6d  J.UJsJ.Parktril'^t 

lAnfranci,  &c.,  Aneodota,  edited  by  Giles,  4to  Cavuden  Soc, ... 

Opera  Histories  Minora,  edited  by  Stevenson,  8vo,  10s  6<i ffittorieSoe,  ...1841 

Miscellanea,  English  Translation  and  Life  by  Giles,  6  v.  8vo,  63s  ...  WkiUaker 1840 

Bedell  (G.T.)  Basket  of  Flowers  ;  or.  Piety  and  Truth,  a  Tale,  82mo,  Is  6d A.  HaU 1853 

Sermons  and  Memoirs  of,  byS.  H.  Tyng,  8vo,  7s  6rf Stdqf 1857 

(Bp,W.)  Life  and  Episcopate,  from  Harleian  MS.  byClogy,  12mo,  5s Werihdm  i86a 

Life  of,  by  Monck  Mason,  8vo,  10s  6rf   Sednf 1841 

Bedford  (Barb.)  Gleanings  from  Ecclesiastical  History,  post  8vo,  5s  M Weiiktim  1849 

(Dake  of)  Corre.spondence,  ed.  byTiOrd  J.  Russell,  V.  1  to  8,  8vo,  48s  .^on^man...! 842-^6 

(P)  Architecture  of  Anglican  Church,  5th  edit.,  in  case,  7s  6(2 WtaU    1844 

. Westminster  Abbey,  in  case,  7s  6c2 BMnto9i   1841 

York  Cathedral,  incase,  5s   BamiUon  1845 


Art  Treasures  of  the  United  Kingdom,  imp.  4to,  16/  16s    Day  4s  Son  ...i85g 

Examples  of  Ancient  Doorways  and  Windows,  sheet,  8s  ;  cam  as,  4s  WeaU 1846 

—  and  Robinson  (J.C.)  Treasury  of  Ornamental  Art,  roy.  8vo,  78s  M Day  di  Son   ...1857 

(Dr.F.W.)  Basb  of  French  and  Latin  Grammar,  12mo,  each  M  Webb  df  Co,  ...1858 

Ghwek  Grammar,  12roo,  Is   , Webb d:  Co.   ...1855 


{Dr.O.S.)  Principles  and  Practices  of  Obstetrics,  roy.  8vo,  24s    New  York 1861 

(J.G.)  PropriA  qu»  Maribus  ;  or,  Rules  for  Latin  Genders,  12mo,  Is   Whitttiher 1850 

Questions  on  Scripture  for  Junior  Classes,  new  edit.,  12mo,  2$6d...  Whittaher 1861 

( W.  K.R.)  BUtfon  of  Episcopacy,  Archbishops  and  Bishops  of  England,  8vo,  15s. . .  J.R.  Smith  ...1858 

Bedingfield  (R.)  Madeline,  a  Tragedy,  3vo,  2s  6<f C.  MUchtU    ...1847 

{R.K.)  Latin  Delectus,  new  edit.,  12mo,  2s  6(i WhiUaJcer 1859 

Bee  and  the  Sloth,  and  the  Dutiful  Son,  18mo,  2s    ^ Darton  1855 

Wasp  ;  a  Fable  in  Verse,  Illustrated  by  G.  Cruikshank,  sq.  16mo,  5s  ...  Pickering  i86z 

Beech  {Ifugh)  Outlines  of  his  Life,  Lal)Ours,  &c.,  by  J.  H.  Beech,  12mo»  2s  6d  ffeylin  1856 

Beecham  (John)  Account  of  Ashantee  and  the  Gold  Cosst,  12mo,  5s  6d   Ma$on    1841 

Beecher((7a<A.^.)  Appeal  to  the  People,  &c.,  post  8 vo,  6s  6<2    f^ew  York i860 

Letters  to  the  People  on  Health  and  Happiness,  fcap.  8<  6d New  York 1855 

Physiology  and  Calisthenics  for  Schoob  and  Families,  1 2nio,  Ss  M   New  York 1856 

(CAa.)  Review  of  the  Spiritual  Manifestations,  12mo,  2s  Bonoortk  1853 

{E.)  Baptism,  with  reference  to  Import  and  Modes,  post  8vo,  7s Wiley 1848 

Concord  of  Ages,  cr.  8vo,  7s  6<2  Low    i860 


-Conflict  of  Ages,  12mo,  7s  6(i  Low    185 

Pftpal  Conspiracy  exposed,  Preface  by  Dr.  B^gg,  12mo,  3s NUibei 
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{Harriet.)  See  Stowe. 

— (//^.  TT.)  Eyes  and  Ears,  post  8vo,  cloth,  8s  6d Low  186& 

— — ■^— Lectures  to  Young  Men,  18mo,  2s  6rf,  Ward,  1851  ;  82mo,  U6d   Simpkin 1853 

Life  Thoughts,  Two  Series,  fcap.  8vo,  2s,  Collins,  i860  ;  2s   Low    i860 

sm.  4to,  with  ornamental  borders,  7s  6d    Low   i860 

Royal  Truths,  fcap.  8vo,  8s  M    Strakan i86x 

Sermona,  V.  1,  fcap.  8vo,  2s Heaton  i860 

Summer  in  the  Soul  :  Views  on  Religious  Subjects,  12mo,  2s  M...  Low   1859 

Talk  about  Fruits,  Flowers,  and  Farming,  12mo,  2s  6(f    Low    i'$9 

(Xym.)  Lectures  on  Intemperance,  12mo,  Is    ClarkedkCo,  ...i%^i 

'—  Political  and  Theological  Atheism,  12mo,  2s  6d CamU  1853 

Sermons  on  Various  Occasions,  3  vols,  post  8vo,  each  6s   Boston,  U,S,  51-53 

Beechey  (Cape.  Sir  P.W.)  Voyage  to  the  North  Pole,  8vo,  14s,  i843~red.  to  7s Bentley 1849 

Pacific,  Botany  of,  4to,  6?  5s If,  BoKn  ...1834-41 

Zoology  of,  4to,  78s  6d ff,  Bohn  1839 

Beechwood  (Warwick)  The  Friends  and  other  Poems,  12mo,  6$ Longman  1854. 

Beecroft  (Geo.)  Companion  to  the  Iron  Trade,  enlarged  by  J.  0.  Butler,  12mo,  12s..    Simpkin i860 

Beedell  (£«».)  British  Tariff,  12mo,  6s Daily Annwii 

and  Willmore  (G.)  Mercantile  and  Maritime  Guide,  new  ed.,  8vo,  25s  Grifin    18 58 

Beeman  (Isaac)  Remains,  Sermons,  and  Letters,  2  v.  8vo,  18s  Eedes *^^M 

Beesley  (Alf.)  History  of  Banbury,  Oxford,  8vo,  plates,  25« Nichols 1841 

Beeston  (Wm.)  Etymology  of  Proper  Names  in  the  Old  Test.  8vo,  2s  6<f   Heame 1843 

Genealogies  in  St.  Matthew's  and  St.  Luke*s  Gospels,  8rd  ed.  8vo,  2s6<f  Heame 184a 

Hicronymian  Hebrew  ;  or.  Grammar,  8vo,  Ss .^ Heame '843 

Beethoven  (Lud. )  Life  and  Correspondence,  by  Schindler,  2  v.  poet  8vo,  21s  Colburn 1 84 1 
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1835--1862  BEETON BELL 

Beeion  (Mr$J.)  Book  of  Honaebold  Management,  with  lUustrationB,  post  8to,  7«  Od  Betton 

Rngliahwoman't  Cookery  ik)ok,  12mo,  1«      Bteton 

(S,0.)  Book  of  Birds  ;  in  Sickneas  and  Health,  Svo,  3«  fid    Beiton 

Chiirtmaa  Annoal  for  1860,  1861,  and  1862,  each  U BeeUm 

Dietionaiy  of  Univenal  Infonnation,  8vo,  ISiSd  BeeUm,   1861 

Garden  Management;  Fruit,  Flower,  and  Kitchen;  12mo,  7t6<i  ...  Beeion  1861 

Home  Pets  ;  how  to  Bear  and  Manage,  12mo,  7*  6d   Bedof^   186a 

Poultry  and  Domeatic  Animals :  How  to  Bear  and  Manage,  12mo,  is  6d  Bedon   1 86» 

Beerer  (fT.  ffoU)  Notes  on  Fields  and  Cattle,  post  8to,  St6d  Cha}man  A  If.  iZ€i 

Before  and  After,  a  NotoI,  2  v.  post  8vo,  21«  iV«p6y    1849 

Beg»(&.)  Life  and  Miracles  of ,  edited  by  Tomlinson,  post  8vo,  28 J.R,Smiik    ...1839 

B«>glue  (^.TF.)Qaestions  on  Mosketiy,  and  Hythe  Papers,  12mo,  2«6<<    MitcheU 1862 

(Jiu.)  Contributions  to  Practiod  Medicine,  8to,  10«  6<< Longwum  i86a 

(P./.)  S»pematural  Illusions,  post  8to,  Ifif Newby   1851 

Begg  (/as.)  Handbook  of  Popeiy,  12mo,  2i  6<2 (rroomftrtd'^f...  185a 

Begga  {Tho,)  Inquiry  into  Bxtent  of  Juvenile  Depravity,  post  8to,  5<    Bennett 1857 

Beginning  and  the  Bnd,  by  a  Member  of  the  Carlton  Club,  8vo,  2i  Od SaundendfO,    1844 

without  an  Bnd,  an  Allegory,  by  M.  A.  E.  C,  12mo,  2f  6d Hardwieke    ...1856 

Behind  the  Scenes  in  P&ris  ;  or.  Clubs  and  Secret  Police,  2  v.  post  8to,  21«    Hogg  A  Sons...  1859 

Behr  {A.  «oa)  Handbook  of  Human  Anatomy,  by  Birkett,  post  8to,  10s  6d   lAingmoM 1846 

Beilby  {,Dr.  W,)  Memoirs  of,  and  Selections  from  his  Papers,  12mo,  2«  6(i Hamilton  1850 

BeitJi  {Alex.)  Christ  our  Life  :  Disoonnes  on  St.  John,  2  t.  post  8vo,  10«    Niebet    1857 

Two  Witnesses  of  Apocalypse  traced  in  History,  12mo,  2s Hamilton  1846 

Beke  (C%as. 7*.)  Abbadie*s  Journey  to  Kaffh,  2nd  edit.,  8to,  6s Madden 1851 

Few  Words  with  Bishop  Colenso  on  the  Kxodus,  Is  Williams  A  N.  186a 

Sources  of  the  Nile ;  with  the  Nilotic  Discorery,  8to,  i  860 ;  2nd  edit. ,  Cs  Madden 1 86 1 

B«Ianey  <iiiT&.) Hundred  Days  of  Napoleon,  a  Poem,  12mo,  5s  A,  Hall 1858 

Maancre  at  the  Carmes  in  1792,  8to,  4s  Lumleg 1855 

Belcher  (5i>JE!.)  Botany  of  the  Voyage  of  H.M.S.  Sulphur,  ed.  by  Hinds,  4to,  3/  3s  .  .  Smith  A  Elder   1844 

Horatio  Howard  Brenton,  a  Novel,  8  v.  post  8vo,  31*  6rf Hurttdt  B,...    1856 

Voyage  in  the  Bastexn  Archipelago,  1843-46,  2  v.  8vo,  36s    Xeere 1848 

H.M.  Ship  Assistance,  1852-54,  2  v.  roy.  8vo,  80s Beere 1855 

round  the  World,  1836-42,  2  v.  8vo,  36« Colbwm 1843 

— — . Zoology  of  the  Voyage  of  the  Sulphur,  ed.  Hinds,  2  v.  4to,  51.  10s  Smith  df  Elderly ^$ 

(H.)  Whitby  and  Pickering  Bailway  Illustrations,  8vo,  10s ;  roy.  8vo,  15)  Zoii4;ma»  1836 

{Joe.)  America,  the  Cleigy  of,  12mo,  7s  Cc/ Philadelphia    1849 

George  Whitfield  ;  a  Biography,  12mo,  4s  6d  New  York i860 

Pastoral  BeeoUections,  18mo,  2s    Baider  1837 

Beldam  {Joe.)  Scenes  and  Institutions  in  Italy  and  the  Bast,  2  v.  cr.  8vo,  21j.* Madden 1851 

Befeagnnd  Hearth,  a  Novel,  post  8vo,  5s Dolman 1856 

BeUsfor,  a  Poetical  Tale,  post  8vo,  3s  M      Starie 1840 

Belfast  {Earl)  Lectures  on  English  Poets  of  the  19th  Century,  12mo,  6s  6d    Longman  185a 

Two  Generations,  a  Novel,  2  v.  post  8vo,  21s BentUy  1851 

BeKast  and  its  Environs  ;  with  a  Tour  to  the  GKant^s  Causeway,  12mo,  3s  6<f Longman  184a 

Belfegor,  aPoem,  8vo,  5s   Siv^pkin 1837 

ISclitage  {Hen.)  lAte  and  Correspondence,  by  McKerrow,  8vo,  4s  Hamilton  1837 

Sacramental  Addresses  and  Meditations,  12mo,  6th  edit.  6s Hamilton i860 

BelgiaiD,  Bkine,  Italy,  Greece,  and  Mediterranean,  Illust ,  2  v.  4to,  50s     Tallie 1849 

and  Nassau,  Illustrated,  royal  8vo,  18s Black 1838 

the  Bhine  (Bogue*s  Gnide),  18mo,  Maps,  &c.,  6s Bogne    185a 

Up  and  Down  the  Bhine :  Metrical  Memorials,  post  8vo,  2t  6d Niebet    1858 

Belgravia,  a  Poem,  8vo,  2nd  edit.,  2a  6d Weeterton 1851 

Believer**  Daily  Treasure,  64mo,  8<f.  roan.  Is;  tuck,  Is  id  Bel.  Tract  Soe.iZ^t 

P-elisaje  {Hen.)  Compendium  of  Lithotripsy,  8vo,  new  edit.,  8« Bailliire  1837 

BefiMriua,  life  of,  by  Lord  Mahon,  post  8vo,  10s  6d Murrag 1848 

Beljasse  (^v.9.)  French  Grammar  uid  Exercises,  cr.  8vo,  8s  f <i Hamilton  1850 

Bclkaap  {D.P.)  Probate  Law  of  California  ;  2nd  edit.  8vo,  calf,  25e    San  Francisco  i86a 

BeO  {Alex.)  Bride,  a  Pky,  8vo,  3s    Cleaver 1847 

• Practical  Elocutionist,  12mo,  5s  6<f      Piper 1835 

Stammering  and  Impedimenta  of  Speech,  12mo,  5t    Piper 1849 

Tongue,  a  Poem,  8vo,  7s  6cf  Cleaver 1846 

-{Alex.M.)  Elocutionary  Manual,  12mo,  3s  M^  1851;  Srd  edit.,  4s  Hamilton i860 

.  Elucidation  of  the  Principles  of  Speech  and  Elocution,  8vo,  6s  6d Hamilton 1849 

Letters  and  Sounds  :  Introduction  to  English  Beading,  18mo,  Is Hamilton  1855 

Phonetic  Reporter's  Manual,  16mo,  2s  6a  Hamilton  1857 

{And.)  Algebra,  Exercises  and  Problems,  12mo,  2s  ;  Educ.  Course,  2s Chandlers  i860 

Theoretical  and  Practical  (Educ.  Course),  12mo,  3s;  Key,  2s  €d  Chambers i860 

Historical  Sketch  of  Feudalism,  12mo,  8s    Partridge 185a 

Mathematics,  PracUcal  (Educ.  ConrM),  12mo,  4s  6d ;  Key,  3s  6d    Chambers  i860 

Mathematical Tablea,  n.  e.  (Educ.  Course),  12mo,8s   Chambers  i860 

Plane  Geometry,  12mo,  new  edit.  2s;  Key,  2f  (Educ.  Course) Chambers  i860 

-iDr.And.)  Life  of,  by  Robert  and  C.  C.  Southey,  3  vols.  8vo,  42s  Murray... 1844 

{Arch.)  CMnet ;  a  Series  of  Original  Essays,  2  v.  8vo,  21s  Z>ttncaa 1835 

Count  dermonty  Tragedies,  and  other  Poems,  post  8vo,  6s  6d  Blackwoods  ...1841 

(C  it.)  OfBVM  of  the  Senaes described,  12mo^  6sj  Harreg,  1839;  2nd  edit.,  Ss6<<  Washbowme  ...1846 
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Bell  (Car.)  PictareB  from  the  Pyrenees,  roy.  16mo,  8«  6d  ;  oolonred,  4«  6<f  Griffith  AP.  ...1856 

^(Ca/A.A)  Arnold  Lee,  18mo,  8« Bamiiton  1S52 

: Aunt  Ailie,  fcap.  8vo,  5«  Hamilton  1861 

Aatnmn  at  Kamford,  ISmo,  2a  M HamUtoH  1X47 

Children's  Mirror,  12mo,  5«  Ndtim   1858 

Diary  of  Three  Children,  12mo,  6«  llamilUm  1857 

Douglas  Family,  18mo,  St HamiUon  1851 

— — — Georgie  and  laczie,  ISmo,  8« Hamilton  1849 

Help  in  Time  of  Need,  12mo,  8j  6d Hamilton  1856 

— — — Home  Sunshine,  12mo,  4«  6ci    Hamilton  .,..    1859 

— : Hope  Campbell,  12mo,  it  M Hamilton  1851 

Last  Hours  with  Cousin  Kate,  12mo,  St  6d Hamilton i86a 

Lily  Gordon,  12mo,  it  M Hamilton 1853 

Little  Nelly,  18mo,  It  6d  Hamilton  1854 

Major  Campbell,  12mo,  4«  W    Hamilton  1854 

— ^ Margaret  Cecil,  12mo,  5t Hamilton  1857 

Mary  Elliott,  12mo,  it  Hamilton  1856 

Rest  and  Unrest,  12mo,  5« Hamilton 1858 

Rosa's  Wish,  and  how  she  attained  it,  fcap.  8vo,  it  Qd  Hamilton  1861 

Self-Mastery,  12mo,  5« Hamilton  1857 

Set  About  it  at  Once,  18mo,  2<  6<2   Hamiltnn 1847 

Sydney  Stuart,  12mo,  it%d Hamilton  1856 

Unconscious  Influence,  12mo,  5s  Hamilton  1857 

What  May  I  Learn  ?  18mo,  2«  e<f Hamilton  1849 

"{Sir  Chat,)  Anatomy  of  Expression  in  Fainting,  new  edit,  imp.  8to,  21 « '  Mwrray 1847 

Hand,  its  Mechanism  Ac.,  8vo,  10*  6d,  1837  ;  6th  ed.,  cr.  8to,  6« Murray i860 

■  Institutes  of  Surgery,  2  vols,  post  Sto,  16»     Longman  ..,\%yj-^% 

Life  and  Labours  of,  by  Am6dee  Pichot,  post  8vo,  bt     Heniley  i860 

■  Nervous  System  of  the  Human  Body,  new  edit.,  8vo,  10«6</   Renthaw    1844 

Practical  Essays,  8vo,  12<G<i    Murray 1842 

• Treatise  on  the  Five  Senses,  12mo,  St6d     Harvey  1841 

—  {C.  E,  ds  A,)  See  Bront6. 

— (6Via«.Z>.)  Blanche  Neville,  a  Tale,  12roo,  6s   .., Low   1853 

Faith  in  Earnest,  exemplified,  let  and  2nd  series,  Is  Gd  Low 1851-54 

■  —  Miner's  Sous— Martin  Luther  and  Hen.  Martin,  18mo,  Is    Low    1853 

and  The  Bible  in  England,  1  v.  fcap.,  2s6<2 Low    1854 

Night  Scenes  of  the  Bible,  cr.  8vo,  6«  6d    Wertheim  1861 

(D.C.)  Modem  Reader  aud  Speaker,  lUh  edit.,  12mo,8«6«i   hTiiUaker i860 

Theory  of  Elocution,  12mo,  St6d    Whittaker 1857 


{E.A.)  Class  Book  of  Poetry,  2s  6d Simpkin i86i 

(Evant)  English  in  India:  Letters  from  Nagpore,  1857-8,  post  8vo,  5« /.  Chapman  ...1859 

((?.Zr.)  Exposition  of  the  Circulation  and  Nervous  System,  8vo,  St6d Simpkin iSS4> 

{O.J.)  Principles  of  the  Law  of  Scotland,  6th  edit,  by  Shaw,  8vo,  28s  Sterent   i860 

(t?.if.)Essay  on  the  Currency  Question,  12mo,  2«6<i Longman  1841 

Guide  to  the  Investment  of  Capital,  18mo,  2«   C.  Mitchell    ...1846 

Merchant  and  Banker's  Commercial  Guide,  new  edit.,  18mo,  Is    Simpkin 1856 

Notes  on  Country  Banks  and  the  Currency,  I2mo,  4s    Longman  184a 

• Philosophy  of  Joint-Stock  Banking,  8 vo,  3s,  1840;   2nd  edit.,  tt  Cd  ...  Longman   '855 

{Hen.)  Essay  on  Diabetes,  translated  by  Markwick,  12mo,  4s  Ptgott 1842 

•^^-^— —  Lectures  on  Certain  Parables  of  the  New  T^ttament,  12mo,  6«6d Rivington  1846 

Sermons  on  Holy  Communion,  12mo,  2s Wertheim  1862 


{H.O.)  Bankruptcy  Law  of  England  and  Scotland,  8vo,  Is    Hamilton  i860 

Life  of  Mary  Queen  of  Scots,  roy.  8vo,  3s  6rf,  MHiittaker^  1840;  2  v.  12mo  New  York 1844. 

(/acoft)  Pharmacy,  Sketch  of  the  Progress  of,  8vo,  Is  6<i   Churchill   '845 

. (/as.)  History  of  Gibraltar,  12mo,  5< Pickering  '845 

Mysteiy  of  Popery  Unveiled,  12nio,  10s6d Hamilton    ,  ...1854 

— (ATq;. /(OS.)  First-sight  Phenomena  of  Historic  Time,  post  8vo,  7t6d Baldwin ^853 

Historical  Tables,  25  Charts,  coloured,  fol.  50s E.  Law  i84.a 

Stream  of  Time,  oontinued  to  1846,  on  roller  and  varnished,  42s Sherwood   ...4.1845 

System  of  Geography,  6  v.  8vo,  with  Atlas,  78s Pullarton  1848 

Tabular  Teacher  Theory  and  Thrift  of  Historic  Memory,  p.  8vo,  it6d...  Baldwin ^853 

{John)  Compositions  from  the  Liturgy,  4to,  21s Longman   ^^A-^ 

Free  Hand  Outline,  Part  1,  3s,  1852;  Part  2,  Objects,  4s Belldf  Daldy  .1854 

Game  Laws,  Practical  Treatise  on,  12mo,  7s  6d Croftt '839 

(/.if.)  Arbitration  Law  in  Scotland,  8vo,  16s Stevent   1861 

(/.jP.)  Glory  to  God  and  Pardon  to  Man,  8vo Hamilton  1861 

Merey  as  Conditioned  by  Righteousness,  fcap.,  3s Hamilton  ^855 

{J.S:)  Journal  of  a  Residence  in  Circassia,  1887-39,  2  v.  8vo,  82s Moxon   1S40 

{L.O.)  Sunday  Evenings  with  Sophia,  a  Book  for  Girls,  12mo,  2s  6d  (rnffith  «fc  P.  ...185S 

(ilf.if.)  Deeds  not  Words;  or,  Flemings  of  Dunaik,  a  Story,  12mo,  2s Routledge  1857 

Eda  Morton  and  her  Cousins  ;  or,  School  Room  Days,  12mo,  2i6d RovlUc^e  ^857 

The  Secret  of  a  Life,  a  Novel,  12mo,  2s Routledge  1858 

{P.)  Roccabella,  2  V.  post  8vo,  21s  Blackwoodt    ...1850 

(Robl.)  Eng.  Poets, Annotated,12mo,29v.ea.2*6rf,Parl-(jr, 54-57— r.to2(12#6<i  Oriffin    1861 

— Hearts  and  Homes,  a  Novel,  8  v.  post  8vo,  81#6<i Colburn 185X 
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Bell  {RoU.)  History  of  Rusva  to  tiie  Treaty  of  Tilsit,  3  t.  12mo,  18f,  1838  ;  10«  Cd  Longman   1853 

Ladder  of  Gold,  a  Story,  8  v.  post  8?o,  Sl«  M,  BaUley^  1850  ;  2f    JtouUedge  1857 

Lives  of  Eminent  British  Poets,  2  T.12mo,  12<,  i839~red.  to  7c Longman  1853 

Marriage,  a  Comedy,  8vo,  Bs    Mortimer  184a 

Mothers  and  Danghters,  a  Comedy,  8to,  3« Mortimer  1843 

Temper,  a  Comedy,  8vo,  2f  6d Brown    1849 

Wayside  Pictures,  France,  Holland,  &c.  15s,  BentUy,  1849  i  ^*  ^^^'i  7<  dd  Routledge  1858 

{R.)  Memorials  of  the  Ciril  War,  2  t.  8vo,  80s Bentley  1847 

(&&)  Colonial  Administration  of  Great  Britain,  1859,  8to,  12s Longman  1859 

-  -  Dictionary  of  the  Iaw  of  Scotland,  8vo,  Sis Stevent   1861 

Law  of  Property  in  Relation  to  Husband  and  Wife,  8vo,  18s   Mojncell    1849 

Reports,  Scotch  Appeals,  H.  of  Lords,  1842-50,  7  ▼.  r.  8vo,  61 17* Maxwell    185a 

(TAof.)  Histoxy  of  British  Crustacea,  8vo,  25s;  roy.  8to,  50s  Van  Voortt  ...1853 

— Qoadnipeds,  8vo,  28s  ;  roy.  8to,  56s  ;  imp.8T0,  84s   Van  Voortt  1837-9 

Reptiles,  8vo,  12s;  roy.  8vo^  17s;  imp.  8vo,  25s  6rf Van  VoorU  ...1849 

(r.Z).)AMaD,  cr.  8to,  8s6<i  Philadelpkia... ildo 

Ruins  of  Lireden,  with  Notices  of  the  Tresham  Family,  4to,  6c Whittaker 1 847 

Rural  Album;  Poems,  post  870,  5s Matten 1853 

Testndinala,  Monograph  of.  Parts  1  to  8,  21s  each,  8vo Highley 1832-6 


{W.)  Conspectnsof  Pearson  on  the  Creed,  4to,  2s  6(/ Bell  di- Daldy...i%so 

(If.  J?.) Carpentry  made  Easy,  roy.  8to,  18s Philadelphia... \%^ 

BeUah,  a  Tale  of  La  Vendue,  12mo,  Is;  cL  ItM    T.Hodgson  ...1858 

Bellain  (ffy.)  Churchman's  Chnreh,  Two  Sermons,  18mo,  Is  6(i  Matters 1858 

—  (J7.  ifal/.)  Henry  Howard,  aTak,  12mo,  2s  6i Burnt    1845 

Tales  of  the  Town,  12mo,  5c Burnt    1843 

(Ifona)  Going  Abroad;  or,  Art  and  Character,  Prance  and  Italy,  cr.  8to,  10c  6d  Skeel  1857 

Redmarsh  Rectory,  a  Tale,  8  r.  poet  8to,  31s  6d    Skeet  1858 


Bellamy  (/.)  Works  of,  withaMemoir,  2  t.  8vo,  28c Botlon,  U.S.. ..!%$! 

{J.C.)  Natural  History  of  South  Devon,  post  8yo,  12c Simpkin 1840 

(/o«.)  Nature  and  Glory  of  the  Goapel  of  Christ,  8vo,  Is  Sd    Ward 1839 

True  Rel^on  Delineated,  870,  3s  6<{  Ward 1851 

(^in.)  Betiayal,  a  Sacred  Poem,  poet  8vo,  6t Hamilton  1838 

{Wm.)  Pupil  Teacher's  Guide  to  Arithmetic,  12mo,  8c  6<i Jarrold 1859 

BeUarmine  {Card.ykxioi  Dying  Well,  by  Dalton,  12mo,  2c T.  Bichardton  1847 

• ~  Eternal  Happiness  of  the  Saints,  12mo,  3c T.  Bichardton  1847 

Notes  of  the  Church  Examined  and  Refuted,  8to,  7c  6«f   Holdtwortk    ...1840 

Bellara  {H.J.)  Shells,  Catalogue  of  British,  Land  and  Fresh  Water,  coL  plates,  8s  ...  Hamilton   1859 

BeUchamben  (^.)  Biographical  Dictionary,  4  T.  24mo,  16s    W^AUan  1835 

Belle  of  tiie  Family,  3  T.  cr.  8to,  81s  6rf  Newby 1843 

Tillage,  3  T.  post  8vo,  81s  6<i CoOmm  1851 

Belleuare  {L.de)  Hero  in  Spite  of  Himself,  by  Capt.  Mayne  Beid,  8  t.  81c  6d    Hurtt  A  B.    ...1861 

Tiger  Hunter,  by  Capt.  Mayne  Reid,  1 2mo,  3c  ^d ;  Pari.  Lib. ,  2c  ...  DarUm    1 86a 

Woodranger8,by  C. M.Reid, 8  t. p.  8vo, 81  c  edJIurtl^kB,  1 86oj  1 2mo, 2s  H.  Lea    1 860 

Bellenger  {W,A.)  French  Convemtion,  12mo,  new  edit.,  2c  6<£   Simpkin 1858 

Fables,  by  Delille,  12mo,  new  edit.,  2c A.Hall 1853 

Gkrman,  French,  and  English  Conversations,  12mo,  2c H.  Bohn 1854 

Bdlett  (C?eo. )  Antiquities  of  the  Town  and  Castle  of  Bridgenorth,  1 2mo,  5c Longman    1856 

Parochial  Sermons,  12mo,  2,  v.  each  6c iSivtn^on  ...1853-61 

Bellew  (Capt. )  Memoirs  of  a  Griffin ;  or,  a  Cadet  in  India,  2  v.  poet  8vo,  21c A  lien  tkCo 1 843 

{HW.)  Journal  of  a  Political  Mission  to  Affghanistan,  in  1857,  roy.  8vo,  16c  Smith  df  Elder .  i86a 

iJ.C.M.)  Christ  in  life.  Life  in  Christ,  Sermons,  8vo,  12c Chapman^HalliiSo 

Sermons  at  St.  Philip's,  Regent  Street,  8  v.  8vo,  each  lOc  6d  Boone 1858 

Six  Occasional,  at  St.  Philip's,  Regent  Street,  8vo,  4c  6d Boone 1857 

Bellingham  (J.O.)  Sermons,  12mo,  5c   Simpkin 1847 

((/.&r^«n)  Diseases  of  Heart,  Treatise  on,  8  vo,  12s  6<2 Longman    184a 

Chart  of,  2c;  Lungs,  Chart  of,  2c Longman    1857 

—Elements  of  Materia  Medica,  by  Mitchell,  8vo,  6c  Longman    1857 

BeUia(J2ie.)  The  Ark,  and  other  Sermons,  12mo,5c Parker  A  iS^...i85a 

B^;  Chronioon  Monasterii  de,  8vo AngliaChr,Soe,  i%^6 

Belkm,  NoaveUes  Etudes  Francises,  12mo,  it6d   Hamilton  n.  d. 

Ivlloquet  {Baron  de)  Ethnog6nie  Gauloise,  6s  Nutt  1858 

Bellot  {J"A.)  Journal  of  a  Voyage  in  Search  of  Franklin,  8vo,  6c '.  Barthit  A  Z....J854 

Bfemoirs  of,  with  Journal  of  his  Voyage,  2  v.  post  8vo,  21c HurtH.  A  B.    ...1855 

(7%o.)  Sanskrit  Derivations  of  English  Words,  8vo,  7c6<i    Longpum  1856 

Bellows  (W.X.)  Value  of  Knowledge,  18roo,  Ic Harvey  1845 

Beit  {T.)  Mineral  Veins  :  an  Inquiry  into  their  Origin,  8vo,  2c  6d Weale i86z 

Belts  {O.F.)  Memorials  of  the  Order  of  the  Garter,  roy.  8vo,  80c Pickering  1841 

Bebonfs  Trareb  (Juvenile),  13th  edit.,  18mo,  8c Griffiths  F.  ...1855 

Beman  {N.S.8.)  Old  Ministry,  a  Lecture,  18mo,lc  Td Snow 1839 

Bcmroae  {W,Jun.)  Mannal  of  Wood  Carving,  4to,  5c  WhiUaker x86a 

Bea  Bradahave,  the  Man  without  a  Head,  8  V.  cr.  8vo,  die  6<2    Net^    1843 

Beaade  (ir.>7.)  Animals  and  their  Correspondences,  16mo,  8c  6c2  Hodtonis8on,,\%s* 

Benaidaky  (iV.)  Gore  of  Ouma,  a  Comedy,  transl.,  cr.  8vo,  7*  6<i  Simpkin iSe-y 

Btach  Fonuulist,  for  Magistrates,  Clerks,  &c.,p06t8vo,  18c   C. Knight  ^ 

Bendemann**  Desgns  of  the  Different  Stages  of  Life,  oblong  fol.,  42c Hering   
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Bondixen*s  Selection  from  Pictares  in  the  National  and  Dalwicfa  Qalleries,  ibi.,  S4m  ...  Colnagki    1S4S 

Benecke  (H'm.)  Expontion  of  the  Epistle  to  the  Romans,  8to,  10« Longman  1854 

Benedict(/>.) Fifty  Years  among  the  Baptists,  8vo,  6»  New  Yoi-k 1S60 

■ — — History  of  Baptist  Denomination  in  America,  roy.  8 vo,  24<  2iew  York 1 849 

(^.(7.)  American  Admiralty,  roy.  8vo,  82»  New  York 1850 

Run  through  Europe,  cr.  8vo,  Bt  M New  York i860 


(XfV.)  Life  and  Miracles  of,  from  St.  Gregory,  by  Formby,  12mo,  3tf  6d Longman  1858 

Treatise  on  Beatification  and  Canonization,  3  ▼.  12ffio,  12s T.RiehartUQn.,iisi 

Treatises  on  Heroic  Virtue,  8  v.  12mo,  12«   T.JiickartU<m,.iis^ 

Bencke  (F.W.)  On  the  Warm  Saline  Springs  of  Nanbeim,  traasL  by  SaUxi,  8vo,  6«...   William»d:N.,J$6o 

Benelachi  (&.il.)  Italian  ConTemtions,  12mo,  8«  6<i    Longman    1847 

Benet  {Capt.S.  V.)  Military  Law  and  Practice  of  Courts  Martial,  8to,  l&r New  York 1862 

{W.)  Bethlehem,  a  Poem,  8to,  2«  6<i RivingUm   1837 

Benett  {J,T.)  Sicilian,  a  Romance,  2  v.  post  8vo,  21«  Newby    1846 

Benevola,  a  Tale  Illustrative  of  the  Poor  Law,  12mo,  3<  6c2 CKniyU   1840 

Benevolence  in  Punishment ;  or.  Transportation  Reformatory,  post  8yo,  ittd Sedey 1845 

Benevolent  Merchant,  a  Religious  Narrative,  12mo,  3«  6(j   Hovldon    1840 

Benezet  (il.)  Memoir,  with  Additions  by  W.  Armstead,  12mo,  2s  6<i  Bennett  1859 

Bengal  and  Agra  Guide  and  Gazetteer,  2  v.  8vo,  40i   Smith  Je  Elder  1842 

Army,  Mutiny  of,  new  edit.,  8vo,  5t JBotwortk   1858 

before  the  Mutinies,  ?nd  edit.,  2  v.  po«t8vo,  21» BentUg  1858 

Rural  Life  in,  8vo,  18*    Tkaektr 1859 

Bengel  {J. A.)  Gnomon  Novi  Testameati,  by  Stendel,  roy.  8vo,  new  edit,  12#   NaU  i86a 

of  the  New  Testament,  byFaussett,  6  v.  8vo,  ZU6d ffamUlon    ..1857-8 

y.  1.    Introduction,  Matthew,  and  Mark,  8«  6(2. 

2.  Luke,  John,  and  Acts  of  the  Apostles,  10a  6d. 

3.  Romans  and  Corinthians,  Bt  6d.  « 

4.  Galatians  to  Hebrews,  8«  6d. — 5.  James  to  Rerelatiou,  St  Cd, 
-Memoir  of  his  Life  and  Writings,  by  J.  C.  Burk,  8vo,  10t6d BaU  1837 


Benham  (^av.)  Reflections  on  the  Genealogy  of  Oar  Saviour,  roy.  4to,  10<  Cochrane  1836 

(W.)    English  Ballads  for  School  Reading,  12mo,  Is  8<i  NaUSoeiely    ...i86a 

• St.  Matthew,  Authorized  Version,  1 2mo,  Sf    Nat.SoeUty    ...i86x 

BeningUh>Qgh  Hall;  a  Tale  of  the  Eighteenth  Century,  18mo,  8f6J Simpkin 1836 

Benisch  {A.)  Hebrew  Primer,  with  Interlinear  Translation,  12mo,  Si Jj/rii&ner 1852 

Jewish  School  and  Family  Bible.     See  Bible. 

i Lectures  on  the  Life  and  Writings  of  Maimonides,  8to,  2«  dd  TrUbner 1847 

Scripture  History  for  Jewish  Children,  8vo,  Is  Od Joel    1853 

Travels  of  Rabbi  Petachia,  12mo,  5« Truhner 1856 


Benjamin  (/.)  Univenal  Decorator,  4to,  15« UouUton    1859 

{of  Tudela)  Itinerary,  Hebrew,  translated  by  Asher,  2  v.  cr.  8vo,  24s    NuU  1840 

Benjamin,  or,  the  Pupil  of  the  Christian  Brothers,  new  edit.,  18mo,  2s Dolman 1854 

Benkendorff  {Cde)  Cossack,  a  Memoir,  transl.  by  Capt.  Gall,  12mo,  2s  (ki Parker  tk  So».,iHff 

Benmokel  (iV.L.)  India,  Ten  Sections  of ,  8vo,  UM Longman  1847 

Benn  (ilfar;^)  Lays  of  the  Hebrews,  and  other  Poems,  8vo,  2s Mattert    .......1854 

Solitary,  and  other  Poems,  in  Eng.  and  Lat.,  12mo,  8s  6d Masters 1853 

Bennet  (IftM  (?.)  Female  Education,  Remarks  on.  Is Longman  184a 

Lyrics  for  Youth,  post  8vo,  sewed,  9d  ;  cL  Is  ^     Mozleg  1855 

lanthe,  and  other  Poems,  2nd  edit.,  12mo,  4s    Longman   1841 

Lays  and  Songs  of  Home,  18mo,  Ssdd   Longman  1843 

Poetess,  and  other  Poems,  18mo,  4s    Longman  1844 

■  Woman  and  her  Duties,  18mo,  2s  6(i Longman  185a 


— {Jot. Hi/.)  Mentone  and  the  Riviera  as  a  Winter  Climate,  post  8vo,  3s  6<i ;  n.  e.,  !»<  Churchill  ...1861 -a 

Nutrition  in  Health  and  Disease,  poBt  8vo,  5s ChwchiU  1858 

On  Inflammation  of  the  Uterus,  its  Cerrix,  &c.,  4th  eilit.,  8vo,  1C«    Churchill  i86i 

Review  of  the  State  of  Uterine  Pathol<^,  8vo,  4s C/iurchill  1856 

(W^.//)  Treatise  on  Office  of  a  Receiver  in  Chancery,  8vo,  10s    Maxwell    1849 

Bennett(C.//.)  Fables  of  .ffisop,  4to,  6s;  col.,  10s  6d    Kent  i8«j7 

Little  Breeches,  Stories  and  Pictures,  4 to,  5«;  col.  7i  6d Low  186a 

Nine  Lives  of  a  Cat,  16mo,  new  edit,  2s;  col.  2t  6d  Grij^h  tLF.. ..1S62. 

Nursery  Fun— Little  Folks*  Picture  Book,  4to,  2«  6d GnJfUh  d:  F.  ...i86a 

Old  Nurse's  Book  of  Rhymes,  Jingles,  and  Ditties,  4to,  ZtQd  firij^  <(;  ^.  ...1858 

Proverbs  with  Pictures,  4to,  7«  6<i,  Chajman  <fc  H.  1858— nd.  to  U  Gd  H.  Bohn    i86a 

Shadows :  26  Humorous  Sketches,  2  series,  p.  8vo,  ea.2s  ^l ;  coL  4s  Gd  Kent  1856 

{Emer.)  Bride  of  the  Wilderness,  a  Tale,  12mo,  Is Piper 1854 

(F.D.)  Whaling  Voyage  round  the  Globe,  1833-86,  2  v.  8vo,  18s    Bentley 184a 

(Geo. )  Gatherings  of  a  Naturalist  in  Australasia,  Illust. ,  8 vo,  21« Van  Voorst  ...  1 8 60 

(6'.)  Empress,  a  Novel,  2  v.  12«  Smithd:  Elder  1835 

{OJ.)  Pedestrian  Guide  through  North  Wales,  1837,  8vo,  18s    Colbum 1838 

Tourist's  Guide  through  North  Wales,  post  8vo,  3<  6<i Whittaher 1853 

— {Dr. /as.)  Communion  of  the  Saints,  12mo,  2s   Hamilton  1837 

History  of  Dissenters,  1808-1838,  8vo,  12s  Hamilton  1839 

-of  the  Church  in  Silver  Street,  12mo,  Is  6d Hamilton  1842 


-  Justification  as  Revealed  in  Scripture,  8vo,  9«    Hamilton  1840 

-  Lectures  on  Acts  of  the  Apostles,  8vo,  7t  6d Gladding  1846 

Evidences  of  ReTelataon»  8rd  edit.,  12mo,  2s  6d  Gladding  1847 
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Beiiiiet4(2)r./af.)LeetaTe8  0ii  FreachiDgof  Glirist,  8to,  lOa  Gd ffamiUon  1836 

-^— Theologj  of  Barly  Church,  new  edit.,  12mo,  5a Jaehan  As  W,    185a 

Singing  (Prectioal  Introdnciion  io  Part  and  Sight),  oblong,  Az Cramer 1843 

(/m.JE.)  Nature  and  Treatment  of  Acute  Hydrooepfaalos,  8vo,  8«  llighUy 1843 

-^J.F.)  South  Australia,  Historical  and  Descriptive  Account  of,  fcap.  8ro,  2«...  Smith  d:  Elder  1843 

(/^If.)  Bojs' and  Girls*  Companion,  8»  W HouUton   1857 

(JoAii)  Angel  and  Trumpet,  a  Tale,  12mo,  2«  6<<   Kent  1853 

Arcanum;  Theory  of  Geometiy,  &c.,  8vo,  16«  /.  BmneU 1838 

Bricklayer's  and  Plasterer's  Pocket  Director,  18mo,  8« /.  BenneU 1838 

Carpenter*s  and  Joiner's  Pocket  Director,  18mo,  is  /.  Bennett 1838 

: Family  Mysteries,  post  8to,  S<  6<f  ff.Lea  1854 

Geometrii^  Illustrations  of  lines,  Squares,  kc.,  4to,  21»    J.Bennett  1837 

Geometry,  Practical,  8vo,  16< J.Bennett 1839 

■ Millwright  and  Engineers  Pocket  Director,  l8mo,  ZsM J.Bennett 1838 

Night  and  Day;  or,  Better  Late  than  Never,  12mo,  'is Wardd:Lock   1858 

Painter  and  Glazier's  Pocket  Director,  18mo,  8»  6d  J.BenneU  1838 

Revelations  of  a  Sly  Parrot,  12mo,  2f Ward  tk  Lodt   i86» 

Short  Hand  Bxplained,  4th  edit,  12mo,  i»6d Longman  1845 

The  Worst  in  the  World  12mo,  2«  Ficirer* 1859 

— (/.ir«i^A«0)  Clinical  Lectures  on  Practice  of  Medicine,  8  vo,  14«,  Simpkin,  185a;  SOt  Longman  1859 

Medicine,  Introduction  to,  4th  edit.,  12mo,  5« Longman  i86a 

Introduction  to  Clinical  Medicine,  new  edit.,  12mo,  5f    Longman  1857 

On  Caaoeroua  and  Cancroid  Growths,  8vo,  12«  Simpkin 1848 

Leneocythemia ;  or,  White  CeU  Blood,  roy,  8vo,  lOt  6d Simpkin 1854 

Outlines  of  PhysiiJagy,  post  8vo,  6«   Longman  1858 

■     ■  Fkthologyof  P^monary  Tuberculosis,  2nd  edit.,  8vo,  7f  <W   Simpkin 1859 

Treatise  on  Phthisis  PnlmonaUs,  8vo,  2t Simpkin 1856 

Use  of  Cod  Liver  Oil  in  Gout,  Rheumatism,  &e.,  new  edit.,  8vo,  4s  ...  Simpkin 1847 

(T:  IT.)  Ceylon  and  its  Capabilities,  roy.  4to,  SI  3s Alien  d:  Co.  ...1843 

(J.  IFV.)  Gateckism  of  Christian  Baptism,  with  Notes,  8vo,  5s   Nitbet.... 1849 

Distinetioo  of  Baptismal  sjmI  Spiritual  Regeneration,  8vo,  5s  Nisbet 1849 

—(Jfary)  Boy's  Own  Book  of  Stories  from  History,  82mo,  Is  6(2 Nelson  1850 

Cottage  Girl;  or,  the  Marriage  Day,  12mo,  2s  B.Lea   X85S 

— Don't  Tell;  or,  Mistaken  Kindness,  a  Tale,  new  edit.,  18mo,  la  M Tegg  1861 

—— Jane  Shore,  the Goldsmith'sWife,  a  Romance,  8vo,S«6<f,  1855  ;  n.e.,2«6(2  II  Lea    1857 

Martha  Bell;  or,  the  Old  Abbey  Farm,  a  Tale,  12mo,  1j  Gd    ff.Lea   1859 

Never  Mind,  new  edit.,  18mo,  Is  6rf Tegg  1861 

(Aar.)  Christian  Governess,  a  Memoir,  by  G.  B.  Bennett,  post  8vo,  5s    Nubet    i86a 

<7'.iK.)Cottstttutionalffijitory  of  England,  poet  8vo,  2«6c2  MacmiUan    ...x86a 

( ir».)  Btfaern,  a  Poem,  8to,  Sf  642    ChuHon 1848 

—  NarratiTOof  Six  Weeks'  Journey  in  Ireland,  12mo,  2« Bennett 1847 


-(TT.C)  Baby  May,  and  other  Poems  on  Infanta,  12mo,  1j Chapman  dt  H.i%$^ 

Poems,  12raO)6t,  Chapman^  H.  1850;  new  edit.,  5s    RoiUledge  i86a 

Queen  Eleanor's  Vengeance,  and  other  Poems,  12mo,  3«  6<2 C/iapman  ds  iT.  1856 

&)ngB  by  a  Song  Writer,  post  8vo,  Sf  6<2 Chapman  A  H.1%1% 

War  Songs,  12mo,  Is E.Wilwn  1856 

—  Worn  Wedding  Ring,  and  other  Poems,  post  8vo,  3s  6(2   Chapman  ds  iT.  x86o 


-(irV.f.)  Agnes  Brown,  16mo,  Is  6(2 Masters 1858 

Alice  Beresford,  3rd  edit,  fcap.  8vo,  8«  6^ Masters i86a 

Aunt  AUa,  16mo,  4«    Cleaver 1850 

Common  Place  Story,  12mo,  4«  6<2 Cleaver 1853 

Essay  on  Crime  and  Education,  8vo,  3s Cleaver  1847 

-  Bzaminatioa  of  ''Denison's  Propositions  of  Faith,"  8 vo,  fis    Whittaker 1857 

>  Farewell  Letter  to  his  Parishioners,  8vo,  4s  6(2 Clearer  1851 

-i Sermons  at  St.  Barnabas,  Pimlioo,  8vo,  2s Cleaver  1851 

FeneloB's  Counsels,  new  edit.,  18mo,  2s     Cleaver 1857 

Guide  to  the  Eucharist^  2  r.  18mo,  8s    Cleaver  184a 


—  History  and  Doctrine  of  the  Eucharist,  8vo,  12« ;  8rd  edit,  12mo,  6s...  Cleaver 1851 

—  Lectures  on  the  Errors  of  Romanism,  8vo,  13s Cleaver 184a 

—  Letters  to  my  Children  on  Church  Subjects,  2nd  ed.,  p.  8vo,  7s  6(2 Cleaver 1850 

-  Moral  Subjects,  post  8vo,  7*6(2  Cleaver 1849 

—  Idresof  Certain  Fathers  of  the  Church,  2  v.fp.  8vo,  12«,  1850;  red.  to  10s  Cleaver i860 

•  V.  3,  12mo,  5« Masters 1851 


—  Long  Vacation ;  or.  Aunt  Attay  again,  16mo,  4s  G(2 Cleaver  n.d. 

—  Old  Church  Porch  (Annual^,  royal  8vo,  3^     Whittaker i86a 

—  Our  Doctor,  and  other  Tales  of  Kirkbeck,  12mo,  5s Masters 1853 

—  Our  Doctor's  Note  Book,  12mo,  2f  6(2 Hages n.d. 

—  Principles  of  Com.  Prayer  considered,  12mo,  5s  6(2;  8  vo,  12s,  1845;  red. to8s  Cleaver ?i86i 

—  Sermons  at  St  Paul's  &  St  Barnabas,  Pimlico,  8vo,'12«,  1851;  red.toSs  Cleaver  1851 

on  Miscellaneous  Subjects,  new  edit,  2  t.  12mo,  14s   Cleaver  1841 


Tales  of  Kirkbeck,  V.  1,  2nd  edit,  12mo,  4s6(2,  1851 ;  V.  2,  7s  6(2  ...  CUaver 1850 

Why  Chuieh  Bates  should  be  Abolished,  8vo,  Is  6(2 WkUtako' 1861 

Bennie  {Artk.)  Sermons  and  Disconrses,  with  Memoir,  8vo,  10s  6tf  Blaekwoods  ...1847 

BoHisi  (£1)  Snais  de  Comapondanoe  Familidre,  12mo,  2s  6<2  C.ff.Law  1845 

BeMit<r.ir.)BotMMt'faoaipaBion,  82mo.  UM ^ CkurchiU  1838 
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Be  not  Deceived,  12mo,  2i  6rf SmaVJldd 1840 

Ben  Ehydding  and  the  Water  Cure,  new  edit.,  poet  8vo,  S«   Cath  1854 

Hydropathy,  Principle*  ol,  12mo,  UQd HamilUm  185* 

Bensley  (B.)  Lost  and  Found,  fcap.,  3« Gardner 1859 

Ben8on(CAr.)  Baptism  and  Baptismal  Regeneration,  2nd  edit.,  8to,  i$ Parker  A  Son  1843 

Diaoourses  on  Powers  of  the  Clergy,  &c ,  8vo,  69 Parker  df  Son    1841 

Tradition  and  Episcopacy,  new  ed.,  8vo,  is  Parker  d:  Son   1840 

Genesis,  First  and  Second  Verses  of  the  Book  of.  Examined,  It Sceleys   1861 

Rubrics  and  Canons  of  the  Church  of  England,  2nd  ed. ,  8vo,  U6d   Parker  d-  Son    1 845 

{Evelyn)  Ashcombe  Churchyard,  8  t.  p.  8vo,  81«  6d,  x86i  ;  2  t.  12s    Saundend:  0.  1862 

(/oj.)  Commentary  on  the  Bible,  n.  e.,  6  t.  imp.  8vo,  51  12«;  roy.Svo,  3/8*..  Maaon  1848 

•  New  Test.,  2  ▼.  imp.  8to,  88«;  1  v.  roy.  8vo,  21»  Maion   1852 


(R.M.)  Redemption  :  some  Aspects  of  the  Work  of  Christ,  fp.  8to,  6«  €d Mayei    1861 

{Robton)  Arabic  Derivatiyes  in  Hindustani,  8vo,  3f  W    Madden 1852 

Ben  Sylvester's  Word,  a  Story,  18mo,  U   Moasley   1856 

Bentall  {John)  Lectures  on  the  Liturgy,  8  ▼.  post  8vo,  each  $a  6rf Parker d'Soni%^2-i 

Bentham  {Oeo.)  Flora  Hong-Kongensis,  poet  8vo,  16« JUeve 1861 

Handbook  of  the  British  Flora,  post  8vo,  12i  JUeve 1858 

et Hooker  (J. 2>.)  Genera PlantarumKewensis,V.l,  Pars  l,r.8vo,21«  WiUianud-Pf,  1862 

— (/«r.)  Introduction  to  Study  of,  ty  Burton,  roy.  8vo,  2s  6d  Simpkin 1843 

Traitto  de  L^slation  Civile  et  Pfenale,  8vo,  10s   Taylord:F 1858 

Works,  by  Dr.  Bowring,  new  ed.,  11  Vols.,  W  18#,  1838— red.  to  5/  6t  Willis    1844 


{Sir  Sam.)  Brigadier-General,  Life  of.  Works,  Jus.,  by  his  Widow,  p.  8vo,  10s  6d  Longman  1862 

Benthamiana;  Select  Extracts  from  ''Bentham's  Works,"  8vo,  3«  «d  Simpkin 1843 

Bentinck  {Ld.G.)  Biography,  by  Disraeli,  8yo,  15s,  Colburn,  1851  ;  n.e.,  12mo,  2s...  RmUUdge  1861 

Tribute  of  Respect,  by  Clarence,  8?o,  2s  6cf  Bogw 1849 

Bentley(i?ti^A)  British  Class-Book,  Prose  and  Verse,  12mo,  4s  6(2 Cradoek 1844 

{John  C.)  Three  Churches;  Christian  Morals  and  Politics,  post  Sto,  7«  M  Hope 1852 

{Jos.)  Education  as  it  Is,  Ought  to  Be,  and  Might  Be,  new  edit.,  12mo,  Ss  6d  J.Beniley  1850 

: — Gems  of  Biography  for  Young  and  Old,  64mo,  Is   J.Beniley  1853 

Health  for  Young  and  Old,  64mo,  Is    J.Bentley  1852 

■■ Health  Made  Easy  for  the  People,  18mo,  Is J.Bentlty  1851 

and  Wealth  :  How  to  Get,  Presenre,  &c.,  post  8vo,  Ss  6d J.Beniley  1856 


Politics  Made  Easy  for  Englishmen,  18mo,  Is J.Bentley  1853 

Wealth:  How  to  Get,  Preserre,  and  Enjoy,  poet  8\0f  2s    J.Beniley  1851 

{Rich.)  Correspondence,  with  Notes  by  Word8W(NrUi,  2  ▼.  8to,  42s Murray 1842 

Critica  Sacra,  edit,  by  A.  A.  Ellis,  8yo,  8s  6d Belld;  I)aldy...i%e% 

Works,  edited  by  Dyce,  3  v.  8to,  36s    Maepherson  1836-8 


(ift.)  Manual  of  Botany,  lUust.,  fcap.  8vo,  12s  W  ChwrckiU  i8di 

{Sam.)  Prayer,  Six  Sermons  on,  12mo,  2s  6<i   SkeffingUm 1862 

{Sar.)  Biography  of,  by  Lyth,  18mo,  Is Mason    1848 

Bentley  Ballads,  Songs  and  Poems,  new  edit,  fcap.  8vo,  5s    Bentley  1861 

Bentley's Cook's  Every  Day  Book,  combining  Economy  with  Exoellenee,  fcap.  8vo,  Is.  Bentlejf  i860 

Monthly  Volumes,  cr.  8vo.     iSee  Appendix 

-  Parlour  Book-Case,  post  8vo.     See  Appendix 


'- Shilling  Series.    ^Appendix.. 
-  Standsfd  Novels,  12mo.     See  Appendix . 


Bent's  New  WeeVs  Preparation  for  L.  Supper,n.e.,  Pt8.1  and  2,  82mo  and  12mo,  ea.2s  Simpkin i860 

Benton  {Capt.J.O.)  Instruction  in  Ordnance  and  Gunnery,  8vo,  30s,  1861  ;  2e.,  24s  New  York 1862 

Benwell  (/.)  America,  an  Englishman's  Travels  in,  fp.  8vo,  3s  6^,  1853— red.  to  Is  ...   Ward  d:  Lock...  \i  $7 

Benzoni's  Travels  in  America,  1842-46,  edited  by  Smyth,  4to    ffakluytSoc....iZ^j 

Beolchi  ((7aWo)  Reminisoenze,  2nd  edit.,  18mo,  4s  Rolandi 185% 

Beowulf,  Anglo-Saxon  Poem,  transL  by  Wackerbarth,  12 mo,  10s  6(2 Pickering 1849 

■■  ' Poetry,  by  Kemble,  12mo,  15s;  trand.,  12mo,  16« Pickering 1837 

„ with  Translation,  &c,  by  Thorpe,  8vo,  15s J.Bf.d^jJParkeriSss 

Beranger  {P,J.)  Lyrical  Poems,  by  Anderson,  12mo  5s,  1847  ;  new  edit.,  2s  6<i    .  ...  Simpkin 1852 

200  Lyrical  Poems,  done  into  English  Verse  by  Young,  p.  8vo,  8s...  J. Chapman   ...1851 

Memoirs,  written  by  Himself,  2nd  edit.,  8vo,  14s Bfurstds  B 1858 

Songs,  translated,  12mo,  5s  Pickering 1837 

-  with  Translations  by  Young,  18mo,  5s ChapmandtH.  1S47 

of  the  Empire,  &c.,  transl.  by  Brougb,  12mo,  5s Addey    1856 


Wandering  Jew,  illustrated  by  Dord,  folio,  21s    Addey    1857 

Bere  ((7.5.)  Garland  of  Songs,  4to,  Is  Aylott 1861 

Berens  {Edw.)  Advice  to  a  Young  Man  first  going  to  Oxford,  6th  edit.,  12mo,  3s Rivingion  1853 

— — Christmas  Stories,  l2mo,  Is  6rf,  1848;  7th  edit.,  8s  Rivington  1854 

— — ^ History  of  the  Book  of  Common  Prayer,  2nd  edit.,  12mo,  3s    Rivington  1854 

-Lectures  on  the  Lituiigy,  12mo,  4s    Rivington  1850 

^ Letters  of  Advice  to  Oxford  Freshmen,  18mo,  2s    J.H.d'J.ParkeriZ^^ 

"  Private  Devotions,  18mo,  4s Rivington  ...1% ^2.- j 

Selections  from  Addison's  Papers,  12mo,  n.e.,  4s  Crf  ;  2nd  ser.,  5s  6d  Rivington  1855 

,  Ql^j  Yei^on,  with  Tunes,  cr.  8vo,  2s  6rf ;  Tunes  only,  2s  Rivington 1 846 


•  Sermons  on  Sickness,  Sorrow,  and  Death,  12mo,  Is  6d Rivington  1854 

•  Short  Sermons  on  the  Church  Catechism,  12mo,  4s  6d  Rivington 185 1 

•  Thirty-three  Village  Sermons,  12mo,  4s  6rf Rivington 1850 

•  Twenty-six  Village  Sermons,  2nd  edit.,  12mo,  5«  Od Rivington  ......1840 
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Beioford  (G.De  fa  P.^  Albania  :8oatlieni  Scenes,  folio,  42« Day  A  Son    ...1855 

'  GUra  Leicester,  3  v.  poet  8to,  81« 6(2  I/urttdgB 1854 


((^i/^.)  Sorrow,  a  Poem.  12mo,  6t    Nisbet    i8oi 

(£r.^.)  Aiiibic  Syntax,  roy.  8yo,  10»W    Madden 1843 

Bergamo  (F.G.)  Thoughts  and  Affections  on  Passion  of  Christ,  2  v.  I2mo,  5s T.Bichardson    1861 

Bergen  (ir.C)  Spherical  Tables  and  Diagrams  for  Circle  Sailing,  8to,  4«6d   JSimpkin 1857 

Beiger(^.)DayofaBabyBoy,  Zndedit.,  sq.  16mo,  2«6rf;  col.  8*6<i Grijfith  «fr /*....  1857 

— (iriM.)  Moral  Tales  in  German,  with  English  Notes,  12mo,  4t NiUt   1839 

Berington  (/oi.)  Literary  History  of  the  Middle  Ages,  post  8yo,  8«  6(2 Bogue 1846 

and  Kirk  (/.)  Faith  of  the  Catholics,  by  Waterworth,d  t.8vo,31*  M  Dolman 1846 

Berjean  </.)  BasaiBibliographlqnesarle '*Specidam  Humane  Salvationis,**4to,lO«  6(2  Stewart 186s 

(/.P.)  Homceopatbic  Chart,  12mo,  Sf Ltath 1858 

Berkeley  {Aiken)  Anne  Sherwood,  or  Social  lostitntions,  8  t.  post  8to,  81s  6(2 BentUy 1857 

{Bp,)  Meditations,  reprinted  from  edition  of  1670,  24mo,  Sf  td Low       1838 

— — ^^—  Theory  of  Vision,  &c ,  with  Annotations,  n.  e.  f  p.  8vo,  4f  6(2 MacmiUan 1 860 

Works  and  Life,  edited  by  Wright,  2v.  8vo,  16»— ted.  to  10*  6(2..    Tegff  1843 

{Oapt,)  The  Soldier  Monk,  12mo  (Parlour  Library),  2f    Dartou 1861 

(Hon.G.F,)  A  Month  in  the  Forests  of  France,  post  8to,  8f  6(2     Longman  1857 

Berkeley  Castle,  a  Romance,  8  t.  p()st  8to,  81s  6<2 Bent  1836 

I  English  Sportsman  in  the  Western  Prairies,  illust.,  roy.  8?o,  80s  ...  Iluratde  B 1861 

■ LoTe  and  the  Lion,  a  Poem,  post  8vo,  2s  6(2 Longman  1856 

Origin,  Nature,  and  Cause  of  the  Potato  Disease,  8vo,  Is Longman  1854 

Eeminisoences  of  a  Huntsman,  8to,  14«    Longman  1854 

Sandron  Hall,  a  Bomance,  3y.  post  8vo,  81<  6(2 Coibum 1840 

{M.J.)  British  Fungi,  Fssc.  1  and  2,  each  10*  ;  Fasc.  8,  20s Longman  1838 

Introduction  to  Cryptogamic  Botany,  8to^  20«    Bailliire    1857 

Outlines  of  British  Fungology,  with  coloured  plates,  8yo,  30«  Reeve 1 860 

Cerlepseh  {ff.A .)  The  Alps :  Sketches  of  life  and  Nature  in  the  Mountains,  tr. ,  8to,  1  &»  Longman  1861 

Beriini*s  Kanoforte  Tutor,  4to,  Is Sheard  1861 

Beiijn  Museums  and  their  Treasures,  illust.,  2  t.  4to,  46s Hagger 1854 

Wool  Work  for  Ladies,  f(»ip.  8to,  8s  Brook*  1843 

Beriyn  {PeL)  Architectural  History,  Crystal  Palace,  Hyde  Park,  8to,  4s  6(2    /.  GUbeH  ....    1851 

Narrative  of  the  Great  Exhibition,  1851,  l8mo,  Is  6(2    /.  Gilbert  1851 

Bermuda,  a  Colony,  Fortress,  and  Prison,  bya  Field  Officer,  8yo,  12s  M Longman  1857 

Beraal  CoUeetion,  Works  of  Art  (Illustrated  Library),  cr.  8to,  5« B.Bohn 1857 

Benian(fFa2.)  Art  of  Warming  and  Ventilating,  2  y.  12mo,  9s Bell d:  Daldg,„i%^% 

Bernard  (C.£l)  Essay  on  Arithmetical  PerspectiTo,  8to,  10s  6(2 Aichley  1839 

—  ( Dr.  C. )  ami  Huette  (C )  Operatiye  Surgery  and  Anatomy,  roy.  8to,  70s Baillih-e   1855 

(F.)  Physical  Education  of  Young  Ladies,  8to,  Is Simpkin i860 

(Zr.J?.)  Creed  and  Ethics  of  theJews,  8vo,  21s Simpkin 183a 

Guide  to  the  Hebrew  Biblical  Student,  8vo,  lOs  6(2 Parker  A  Son  1839 

(J.B.)  Theory  of  the  Constitution,  8to,  Vol.  1, 14s,  1834,  Vol.  2,  Part  1,  6s  Ridgway    1838 

(J.D.)  Voyages  of  the  "Nemesis,"  8to,   18f,  1844— red.  to 6s   Coibum i8sa 

(.l/(u2.)  German  Eciuiyalents  for  English  Thoughts,  12mo,  5s   NuU  1858 

{Rich.)  Sin  Apprehended,  Tried,  and  Condemned,  12mo,  2s  6(2 Ni^t    1851 

{SL)  Four  Homilies,  12mo,ls6(2 Leslie 1844 

Life  of,  by  Neander,  translated  by  Wrench,  1 2mo,  7s  6d Rivingtons 1 8i|  2 

>  Sermons  for  the  Seaeons  of  the  Church,  transl.  by  W .  B.  Flower,  8 vo,  ^  Masters 1 86 1 


(7%os.)  Comforts  of  Old  Age,  roy.  8vo,  6s  6(2 Longman  1847 

Bemats  (/.  Jf.)  Scenes  in  Ethiopia,  50  Illustrations,  fol. ,  62  6s Longman  1857 

Bemaa  {J.ff.)  Miarionary  Laboun  in  British  Guiana,  post  8to,  7s J.F.Shaw 1847 

Beniaya  (J (2o2.)  German  CouTeraation  Book,  16mo,  8s    Parker  d' Son   ii$% 

___.  Ezerciies,  12mo,  8s  6(2;  Key  to,  8« Parker  d:  Son  1858 

Grammar,  12dio,  3f  6(2 Parker  <k  Son  1859 

___—  Historical  Anthology,  12mo,  5s    Parker  ik  Son   1846 

Phrase  Book,  16mo,  8s Parker  A  Son  185a 

— — — — Poetical  Anthology,  12mo,  7s   Parker  A  Son  1843 

Poetry  for  Beginners,  12mo,  4s    Parker  A  Son   1836 

— — ^ Reader,  Translation  and  Notes,  12mo,  5s    Parker  A  Son   1846 

Word  Book;  or  Vocabulary,  12mo,  8« Parker  &  Son   185a 

Key  to  the  Difficulties  in  Schiller's  Thirty  Yeara*  War,  Is  6(2 Wertheim  1838 

•  {A.J.)  First  Lines  in  Chemistry,  for  Students,  8vo,  7s Parker  <fe  Son   1855 

Household  Chemistry,  3itl  edit.,  8vo,  4s6(2 Low    1854 

-Science  of  Home  Life,  post  8to,  6s  Allen  A  Co.  ...1861 


'{L.J.)  Church  in  the  School  Room ;  Sermons  for  Boys,  12mo,  5s Low    1851 

-Manual  of  Family  Prayers,  roy.  32mo,  2s Peacock 1845 


Translation  of  Goethe's  Faust,  Part  2,  8vo,  10s  &d Low    1839 

Bemeastle  {Dr.  J.)  Voyage  to  China  and  Cape  of  Good  Hope,  2  ▼.  post  8to,  21s Shoberl 1850 

Berne,  Guide  to,  by  a  Cantab,  12mo,  Is   Longman  1859 

Bernstein  {Dr.L.)  German  Reading  Book,  2nd ed.  8vo,  6«  M,  1 851— red.  to  8s  6(2   ...   Williams  AN.  x8^6 

Benjoin  {Am.)  Children's  Friend,  new  ed.,  82mo,  1< .'. Knights  iSon... i860 

Pidocs  Choisies  de  I'Ami  des  Enfants,  new  ed.,  12mo,  4s  6(2    Dulau    i86a 

Berridge  {John)  Christian  World  Unmasked,  12mo,  Is,  AyloU  ;  new  ed.  12mo,  Is  6(2  Simpkin 1853 

_-^— .— life  by  Dr.  Guthrie,  12mo,  2s  M   Longman  1853 

Worksand  Life,  by  Whitf ingham,  8vo,  10« Simpkin    1844 
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Berridge  (/oAfi)  Zion's  Songp,  and  Life  by  Fhilpot,  ro7.82mo,  2»td  .> Simplan 184a 

iUrrj  (C.J.)  Elements  of  Preucb  Gxammar  for  Oral  Instruction,  8ro,  If C.H.Law 1858 

(Mitt)  Social  Life  in  England,  and  other  Works,  2  t.  8vo,  21«   BenlUy  1844 

(H'»».)fi«i»5yclop»diaof  Heraldry,  with  Sapplement,  4  t.  4to,  newed.,  18/18*  Shermod  1840 

Genealogia  Antiqna,  new  ed.,  fol.,  10«  (W  ;  fine  paper,  15» Sherwood  1840 

Pedigrees  of  Berks,  Bucks,  and  Surrey  Families,  foL,  61  5t Skerwood  1837 

Essex  Famities,  foL,  66j,  Skerwood—ndi,  to  21« J.R.Smith 1841 

Hampshire  Families,  foL  (U  6«~x«d.  to  70«,  Sherwjod  ...  J.R.SmUh 1846 

Hertfordshira  Families,  foL,  70*— red.  to  25t J.R.Smith 1846 


BerteviUe  (<Si>Mr)  Expedition  en  Booeae,  1646,  4to  BavnatyneCluh 

liertha  Darley ;  or.  Life  in  her  Husband's  Curacies,  post  8to,  lOt  6d    Jot.  Blackwood  1%$^ 

Bertha'a  Visit  to  her  Uncle  in  EngUnd,  7th  edit.,  12mo,  7a  6d Murray 1851 

Bertheau  (JSmU)  and  Keil  (K.),  Commentary  on  Kings  and  Chronicles,  2  t.  8ro,  Zl»  HamilUm  1857 

Bertbet  (Elie.)  Margaret;  or,  the  Qold  Mine,  post  8fo^  lOf  M Kerr  1845 

BertholletcaZ.)  Artof  Dyeing  and  Bleaching,  by  Dr.  Ure,  8fo,  12«  Teyff  1841 

Bertie  {H.  W,)  Historical  Illustrated  Chart,  sheets,  26t ;  on  roller,  Tarnished,  42j Parker  A  Son... iZs% 

(LadyG.)  Five  Generations  of  a  Loyal  House,  sm.  ito,  2U Rivitufion  1845 

(P. Lord)  Memoir  of,  edited  by  C.  H.  Parry,  8to,  S'W Murray 1838 

Bertie's  Indestructible  Treasury,  16mo,  U  6d  Addey    1853 

Berttnchamp  (O.J.)  Conversational  Fr.  Grammar,  newed.,  by M.  deUYoye,  12mo,  it  R.  Y.Clarke  ...1847 

French  Student,  12mo,  3i « Simpkin 1838 

— ^—— ^—  Gennan  ConTersational  Student,  12mo,  5« Longman  1836 

Grammar,  12mo,  it    Wacfiy   1837 

National  French  Grammar,  4th  edit.,  12mo,  6f Whittaker 1855 

Bertini  (i.)  System  for  Learning  Music,  foL,  26f Lonffmam  1849 

Bertram  on  the  Sacrament,  Latin  and  English,  12mo,  81    ...  Rivington  1838 

(T.G.)  The  Stolen  Heir,  a  Novel,  St.  post  8to,  81a  6d JVewby    1858 

Bertrand  (Alex.)  ReTolution  of  the  Globe:  Geology,  3rd  edit.,  post  8to,  7« Rid(fway    1835 

BsiiTBAKi>'s  Febmch  School  Ci^88I08»  with  an  English  Vocabulary : —  WiUiamt^N, 

Cottin.  Elisabeth,  on  les  Exiles  de  Sib^rie,  12mo,  2t  iS6a 

FeneloD.     Les  Aventures  de  Telemaque,  Fils  d' Dlysse,  12mo,  2t  6d 1852 

St.  Pierre.  Paul  et  Virginie,  12mo,  2t  ...  1861 

Voltoire.     Hibtoire  de  Charles  XII.,  12mo,  2f  6d   1859 

Pierre  le  Grand,  12mo,  2t  6d 1859 

Beriiy  (AdoL)  Vocabulaire  Arch^ologique,  French  and  English,  8vo,  2< J.H.AJ.Parkeri%si 

Berwick (i^.Z^.) Dwarf ;  or,  Mind  and  Matter,  3  v.p.  8vo,  Z\t^,Ntwby,  1855;  fp.  2«  C.H  Clarke  ...1861 

Eveleen,  a  Novel,  3  v.  post  8to,  81j  6d Smith  A  Eldtr  1856 

B^jnelius  (/./.)  Kidney  and  Urine,  traiulated  by  Boye  and  Learning,  8vo,  ItCd Botton^  U.S....1 843 

Use  of  the  Blowpipe  in  Chemistry  and  Mineralogy,  8vo,  9«   . . . . : BotUm,  U.S.  ...i 849 

Besant  (W.ff.)  Treatise  on  Hydrostatics  and  Hydrodynamics,  8vo,  9t  Bell  A  Daldy   1859 

Besley  (John)  Discourses,  Doctrinal  and  Occasional,  8vo,  10s  6<i    RivingUm  1850 

One  Lord,  One  Faith,  8to,  12»  Rivington  1850 

Bessborough  (iSor/)  Notices  of  the  Viceroyalty  of,  8vo,  5«  Longman  1837 

..^eisser  (Rudolph)  Christ,  the  life  of  the  World,  translated  by  lluxtable,  cr.  8to,  6« ...  I/amiUon  i86x 

Lightof  the  World,  translated  by  Huxtable,cr.  8 vo,  6«...  ffamilton  i86» 

Beaaett  (yaneJf.)  Black  Princess,  a  Tale,  12mo,  2t Routledge  1854 

Lget  Child,  and  other  Stories,  16mo,  1*  Wetterton  1856 

Memoirs  of  a  Doll,  18mo,  1«  6<f Roudedge  1854 

Bessie  and  Jessie's  First  and  Second  Book,  in  Words  of  Three  Letters,  fol.,  each  2t  6d  Dean i86f 

Best  (//.)  Yorkshire:  Rural  Economy  in  1641,  8vo,  12» Whittaker 1857 

—  (/./.)  Excursions  in  Albania,  post  8  vo,  10s  6d  AUen^Co.  ...1S4X 

— .(AT.C)  Abi-oad,  and  How  to  Live  There,  fcap.  8vo,  5« Seeley     i860 

(Sam.)  Catechism  on  the  Collects,  EpisUes,  and  Gospels,  2nd  ed.,  postSvo,  1<...  J. Darling 1849 

Companion  to  Family  Prayer,  new  edit.,  12mo,  3s J, Darling 1858 

Discourses  on  Services  for  Sundays  and  Holydays,  cr.  8vo,  2«  6rf  J. Darling 1858 

Family  Prayers  from  the  Liturgy,  new  edit,  12mo,  Is  Cd J. Darling 1858 

Manual  of  Parochial  Institutions,  18mo,.  Is J.  Darling 1845^ 

On  Catechising,  with  Catechism,  post  8vo,  2nd  edit.,  1j    J. Darling 1850 

Parochial  Ministrations,  2nd  edit.,  12mo,  Zt^d J. Darling 1849 

Sermons,  12mo,  8s  6<<   J.  Darling  1836 

Pietas  Domestica :  Pniyers  and  Companion,  new  edit. ,  1 2mo,  4«  /.  Darling 1850 

(7'Ao.)Artof  Angling,  new  edit.,  82mo,  2t  6d  Tegg  1846 

-Letters  on  the  Circulation  of  a  Socinian  Tract,  12mo,  it  6d Hamilton  1846 


—  (Mrt.T.)  Casket  Rifled;  or,  Guilt  and  its  Consequences,  18mo,  2s   /.  P.  Shaw   ...1831 

—  • History  of  a  Family  Bible:  Tale  of  American  War,  18mo,  2t  /.  P.  Shaw   ...1851 

Home  of  Poverty  made  Rich,  12mo,  3s    Wertheim  x86a 

Tracts  on  New  Testament  Histories,  V.  1  and  2, 12mo,  each  2t  Gd  Iloultton    i2$% 

Old  Testament  Histories,  V.  1  to  4,  12mo,  each  2«  6d    I/ouftton    1854 

the  Parables,  12mo,  complete,  2s  6(j    I/oultton    1841 

Works  of  Creation  Illustrated,  new  edit.,  16mo,  4s  6d WhiUaker 1849 

(IT./.)  The  Organ  Student,  Nos.  1  to  3,  dbL  4to,  each  2s  64 Coekt 185a 

(IV.M.)  Dictionary  of  English  Law,  Pftrt  1,  8vo,  3s  W   Richards    1846 

Principles  of  the  Laws  of  Evidence,  8rd  edit.,  8vo,  28s Sweet i860 

Right  to  B^n  and  Right  to  Reply  in  Law  Courts,  8vo,  6f    Sweet 1837 

' ■  Treatise  on  Circnmstantial  Proof  in  Criminal  Cases,  8vo,  llis  , Sweet 1844 
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B«il  Metbodof  doing  Common  TMngs,  4tb  edit.,  12mo,  U  Ward  is  Loch 

Bdsie  {ff.D.)  FoTerty  and  the  Baronet's  Family*  a  Catholic  Story,  12mo,  U    T.JimtM 

(J.a.)  Alcaar,  a  Novel,  8  v.  post  Sro,  1^  Il«  64 Hunt  A  B. 

Beggai's  Coin,  and  other  Poems,  ISmo,  4« Ddvian 

Modem  Society  in  Borne,  3  rols.  poet  8vo,  8]«  6d    Uurti  A  B 

— ^  Odioos Comparisons ;  Cosmopolite  in  England,  2  v.  cr.  Syo,  21«  Saundera^O, 

Bondeanlx  ;  from  French  Black  Letter,  post  8to,  8j  6d  Saunden  <&  0. 

Wabash ;  or,  Bnglish  Family  in  America,  2  t.  poet  8to,  21<    HnrH  de  B.  .. 

Betbam  (VFsi.)  Btrnscan  Literatare  and  Antiquities  Investigated,  2  t.  8vo,  42« Grootnbridge  .. 

i^ell(ii^C)  poetnneof  R^eneration  in  Baptism,  5th  edit.,  8to,  9$  Jlivington  ..  .. 

I  at  Ba^r  Cathedral,  8to,  10«  6c< Mivitufton  

Cathedrals  and  Chapels  Boyal,  8iro,  10«  6d     Bivinyton 


(J2ie.)  Lessons  and  Exercises  in  Singing,  12mo,  1«    Groombridgt.., 

Beading  Lessons  in  Bnglish  History,  16mo,  It Groombridge .., 

r>«thaBe(^.)  Memoirs  of,  with  Selections,  by  McCombie,  12mo,  4«  6d  HamiUcn  

-  Scottish  Peasant's  Fire-side  Tales,  12mo,  4<,  Orr^  1838  ;  2« W.  Allan 


860 
846 
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«45 
856 

839 

855 
844 
850 
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856 
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843 
839 

837 
849 
84t 
848 
838 
86a 
859 
853 
861 
856 

855 
838 
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841 
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848 

847 
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•  Theological  Woiics,  complete,  12  t.  8to,  4/  4« J.H.Parhcr    1844-S 


— (i.^.)  Lectnres  on  Political  Economy,  12mo,  4«  Longman 

-  ((X)  aad  Heath  {L.  O.)  Yiews  in  the  Bastem'^rchipelago,  4to,  42«   McLean 

—  ((r.  VI)  Orations  and  Occanonal  Biacounes,  8to,  7*  6d iViio  York 

(/.}  Poems,  with  the  life  of  the  Author,  by  his  Brother,  2nd  edit.,  12mo,  4«  UamiUon  

~  {/.£/).)  Translations  of  Swedish  and  German  Poetry,  8to,  12« Murray , 

IkiLridse  (If.)  History  of  the  Church  in  Upper  Canada,  8to,  2«  iki Groombridge  .. 

Betwr  Days  :  a  Tale,  edited  by  Bev.  B.  N.  Shotte,  2  t.  post  8to,  21«   Saunders  A  0. 

Letti  ((7.  if.)  Sermons,  with  Memoir  by  J.  Carter,  Sto,  6« Bivington  

{ff.J.)  Seriptnre  Localities  and  their  Associations,  2  t.  12mo,  7» Bigg  A  Son$ ... 

Bcttfvarth  (/.)  Interest  Tables,  by  Goodluck,  new  edit.,  18mo,  2$  M  Simpkin 

Ccna  (a/>.)  Digested  Index  to  Statutes  at  lATge,  17  to  19  Vict.,  8vo,  fif Eyre  

{D.B.)  Food  for  Babes :  Sermons  for  Children,  new  edit.,  ISmo,  2s  Gd HouUUm    

{S.)  Honey  Bee  ;  its  Natural  History,  Physiology,  &c.,  n.  e.,  12mo,  10s  Cd  Van  Voorst  ... 

{H.)  Thirty  Tears*  Besidence  in  India,  2t.  post  8to,  21« Bichardsons  ... 

Beoordsof  the  Salop  Infirmary,  4to,  2t6<f Whittaker , 


•  (5y/.)  Treatise  on  the  Sliding  Bule,  8to,  6s * Longman 

{S.)  Sand  and  Canvas  ;  or,  Adventures  in  Egypt,  8to,  12i— red.  to  C<  6d...  Bennett 


{W.L.)  Manual  of  Andent  Geography,  edited  by  W.  Smith,  12mo,  2$Cd Parker  A  Son. 

BeT«ridlge(^p.)ChuTch  Cateehism  Explained,  12mo,  It  6<2 Bivington  

Codex  Canonom  Bccleeise  PrimitiTaB,  2  v.  8to,  14« J.HyAJ.Parker 

Diseouxse  on  the  Thirty-nine  Articles,  8vo,  8s JM.AJJ^arker 

Eodesia  Anglicana,  Beclesia  Catholica,  2nd  edit.,  8to,  8s  Bivington 

— ' Sermons  on  Church  Ministry  and  Ordinances,  2nd  edit.,  12mo,  4«..:...  J. H.AJ. Parker, 

Select,  18mo,2s6<2 Bd,  Tract  Soc. 

-  Twenty-six  Selected,  8yo,  8s SocP.C.K. 


-  Theaanms  ;  or.  System  of  Diriuity,  2  ▼.  8to,  21s J.ff.AJ,Parker, 

>  nioai^ts  on  Beligion,  24mo,  4s,  iKmnyfOR  ;  12mo,  5«   WaMoume 

by  Dr.  Chalmers,  4f  6d W.Ooilins  .. 

-  Stebbing,  2  r.  8s— red.  to  5s ViHue 


•  Treatise  on  Prayer  and  Communion,  by  Manning,  new  ed. ,  18mo,  Ss  6d  Whittaker . 

•  Two  Treatises  on  Public  Prayer,  Ice.,  18mo,  8s  6d  Longman  . 


(IT.)  History  of  India,  3  t.  n»y.  8vo,  8/ 3« Blackie 

{T.)  Guide  to  Judicial  Becords,  Session  Court,  Scotland,  8vo,  5s Stevens  

l^Tcrley  {May)  Moor  Cottage,  aTale,  post  8yo,  10s  6<i  ;  new  ed.,  Gs Macmillan 

Bomantic  Passages  in  English  History,  12mo,  2s  6d ffogg  A  Sons... 


-  {B.M.)  Letters  on  the  Visible  Church  of  Christ,  12mo,  4s  I>innis 

The  Cemetery,  a  Poem,  12mo,  Is Hamilton 

The  Bedan,  a  Poem,  2nd  edit.,  12mo,  Ss Hamilton 


'{T.)  Elements  of  Boad  Engineering,  18mo,  8s  Gd Hurst. 

Formula  for  Finding  Latitude  at  Sea,  4to,  8s  6rf Hurst.. 

•  Mariner's  latitude  and  Longitude  Computer,  1  5j  6(2  Hurst. . 


B.Terley  Priory,  with  Bescuesfroon  Lucknow,  a  Tale,  2  v.  po&t  8to,  21s   Newby    

Btris  (^FJ/amptoii)  Bomance  of,  4to    Maitland  Club. 

liewidc  (/of.)  Treatise  on  the  Ironstone  of  the  deveUnd  District,  roy.  8vo,  21s  Weak 

The  Howdy,  and  Xbe  Up-getting,  Two  Tales  in  the  Tyne-side  Dialect,  2s  Gd  Bell  A  Daldg. . . 

— ^(7^^)  HiKtory  of  British  Birds,  new  edit,  2  t.  8to,  Sis  Gd   Longman  

'' Memoir  of,  by  Himself,  8vo,  18s     Longman  

—  {T.AJ.)  DeacriptiTe  Catalogue  of  Works,  imp.  8vo,  10s  Gd  ;  imp.  4to,  18s /.  G,  Bell  

Select  Fables,  8vo,  red.  to  10s;  roy.  8vo,  I2s  ;  imp.  8vo,  21s H.G.Bohn 

IWwlej  (/oJb)  Decimal  Interest  Tables,  5  per  Cent.,  Svo,  21s   .• Longman  

li^^ber  (Iftss)  Early  Musings:  Sacred  and  other  Poems,  pobt  8to,  5s  Hope 

1^7  Hossein  and  Hers,  Turkish  Grammar,  12mo,  5s  Allen  A  Co.   ... 

l>7iBin«tie,  a  Hotel,  by  Author  of  **Lena,*'  kc,^  8  ▼.  post  8to,  31s  Gd  Smith  A  Elder 

l^yond  the  Orange  Biver ;  or.  Scenes  in  Southern  Africa,  post  8to,  lOt  Gd Newby    

Bea(7%<odL)  Latin  Testament,  S2mo,  3s  Gd,  Bagster)  12mo,  8s  Gd   Longman  

lJ«sat  (/.)  Geographical  Questions,  by  Stafford,  18mo,  Is  ;  Key  to,  2s Masters 

Bexd  {G.A.)  Beadin|CB  in  Italian  Prose  Literature,  12mo,  7s  Parker  ASon 

Bbfgi(iliii.)ProeBtoriItaliani:  Extracts,  l2mo,  Gs  Williams  AN. 
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Biagoli  (0.)  Italian  Grammar,  l2mo,  2t,  Dulau  ;  hy  Bampini,  12mo,  S« SimpJcin 1S44 

Bialloblotzky  (C.i^.jP.)  German  FuadigmB  and  Qlosaaiy,  12mo,  ij   Wareff  1838 

-— ———'Beading  LeasonB,  12mo,  6s Longman  1842 

Bianchi  (Luigt)  Incidents  in  the  life  of  an  Italian  Priest,  &c.,  12mo,  5t NiJbet    1859 

Biber  (0,£.)  Bngliah  Church  on  the  Continent,  12mo,  2«  6d HrvingUm  1846 

Sermons,  Occasional,  8to,  8« RivingUm  1844 

for  Saints' Days,  8to,  9s    Iiivingt4m  1846 

in  Reference  to  the  Revolt  in  India,  post  8vo,  2s  6d  Masters 1857 

— Seven  Voices  of  the  Spirit,  post  8to,  5s  Matters 1857 

Standard  of  Catholicity,  8to,  Us Parixrdi SQn...iHo 

■  Supremacy  Question;  or,  Justice  to  the  Church,  8to,  6s    Rivington  1848 

Vindication  of  the  Church,  8yo,  Bs  6d RivivgUm  1844 

Bible,  Annotated  Paragraph,  roy.  8vo,  20«;  l.p.,  28«  JW.2V.Si)C.  1854-60 

Arranged  Chronologically,  by  Burgess,  sm.  4to,  vis. : —  Blaekader 1852 

Genesis  to  Chronicles,  18«  ;  Gkwpels,  6s  ;  Acts  and  EpisUes,  6s  6d, 

Arranged  in  Paragraphs  and  Parallelisms,  12mo,  6c ReL  TradSoc,  1838 

Ananged  in  Paragraphs  printed  Phoneticiklly,  8vo,  10«  ;  nevarr.,  12*  Ptttnan 1850 

Bagster's  and  other  Editions,  See  Appendix. 

Beauties  of,  post  8vo,  3« Burek    1837 

Boys  of  the,  16mo,  ls6d    Simpkin 1857 

— -  Campbell's  Expository,  p.  8to,  5t6e{ ;  1.  type,  r.  8yo,  I84  ;  with  Index,  19«  ...  Hamilton  1857 

< Cobbin*8  Oriental,  with  Notes,  poet  8vo,  18«  6ci PaHridge 1850 

Coins:  Metallic  Facsimiles  of,  mentioned  in  Scripture,  Sto,  2s  6d Parkerdt Son... i^S^ 

Collectors;  or.  Principles  in  Practice,  by  L.  N.  R.,  I8roo,  1«   Bagsier 1854 

Commentary  wholly  Biblical,  3  v.  4to,  6Zs Bagster 1858 

ComprehensiTe  Reference,  18mo,  6s  Ndson    1846 

CyclopeMlia,  Manners,  Customs,  &c.  of  Eastern  Nations,  2t.  imp.  8to,  60«   ...  Parker 4t  Son... i%^\ 

—  Exercises  ;  Sabbath  Recreation  for  Toung  People,  16mo,  2s  6d  J.F.Shav 1854 

Facts  from  the,  82mo,  2s ffatehard  1857 

Family,  Boothroyd's,  8  t.  4to,  63«,  Tegg;  1  t.  imp.  8vo,  24« Partridge 1853 

'  Scott  and  Henry's  Comments  Condensed  by  Eadie,  fol.,  21t Hamilton  1858 

for  the  Pundits,  by  J.  B.  BalUhtyne,  Sanscrit  and  English,  8vo,  7s  6d    Madden 1860 

from  the  Latin  Vulgate  of  WycliflTe,  by  Forshall,  i  t.  roy.  4to,  6/  lbs  6d J.H,AJ.Parkeri%^o 

-Vulgate  by  Haydock,  Ac,  2  ▼.  roy.  8to,  60« Bums    1853 


• Gallery:  Female  Scripture  Portraits,  2  t.  imp.  Sto,  each  21«;  ooL,  42«   Bogus    1849 

Garden,  with  90  Coloured  EngraTings,  2nd  edit.,  square,  5c  Dean 1842 

• Gleaner;  Questions  and  Answers,  2  y.  I2mo,  each  Ic  6d Simphin 1852 

— -  Graphic  Illustrated,  with  Explanatory  Notes,  post  8to,  mor.,  lOs  6d     Partridge 1856 

Guide  to  Holy  Life,  18mo,  2s  6d Hamilton  1859 

Hexeglot,  Pts.  1  to  3,  Genesis  to  Leviticus,  roy.  4to,  each  6c  Wertkeim  1855 

History  for  Children,  Illustrated,  18mo,  2s  6d RotOledge  1856 

Young  Children,  8  v.  post  Svo,  each  2c  6d Simpkin i8$6 

Hour;  or,  Scripture  Lessons  for  the  Toung,  1 2mo,  Sc  6ci Nelson   1861 

Hymn  Book,  32mo,  Ic  6(2,  1856 — ^red.  to  Ic Nisbet i860 


Illustrated  by  a  Selection  from  Raphael,  8vo,  21c Ward  d.  Lock  .1861 

Imperial  Family,  foL,  mor.,  61  5c ;  plates,  61 15c Blackie 1848 

in  Many  Tongues,  and  our  English  Bible,  2  parts  in  1  r.  18mo,  cloth,  Ic  6tif...  Rd.  Tract  Soc,  1854 

the  Family,  12mo,  2c Nelson    1857 

— -  Jewi^:  Hebrew  and  English,  with  Translation,  by  Dr.  Benisch,  8vo : —  Longman  1861 

V.  1.  Pentateuch,  15c.— English  only,  6s  6d, 

V.  2.  Historical  Parts,  15c.— English  only,  6c  6d. 

V.  3.  Isaiah  to  the  Prophets,  15c.~English  only,  6c  6d, 

V.  4.  Hagiography,  15s. — English  only,  6c  6d, 

' Narrative  Chronologically  Arranged  by  B.  M.  ZornUn,  2nd  edit.,  12mo,  7c   ...  Parker  Jb  Son   1841 

Natural  History,  16mo,  10s  6d  Groombridge  ...tZ^S 

Notes  by  Giles  and  Wilson,  4to,  3  pts.,  ea.  5c  ;  Pentateuch,  comp.,  16c /.Chapman  ...1853 

of  Every  Land:  History  of  all  the  Versions,  4to,  42c Bagster    ...1851-61 

-  the  Old  Covenant,  IVansIated,  by  Wellbeloved,  3  v.  8vo,  22c Longman  1859 

Picture,  144  Plates  by  Martin,  Westall,  Notes  by  Caunter,  &c.,  8vo,  12c  6d  ...  H.Bohn 1850 

IHcture-Book  (Children's),  sq.  l6mo,  5c  ;  coL,  9c BeUADaldy...i%s7 

4to,  5c Barton  1845 


-  Pictures  and  Stories,  with  ill.  in  oil.  Old  and  New  Test.,  roy.  16mo,  each  3c  ...  Soe.P.C.K i860 

■  Pocket,  Illustrated,  with  Notes,  18mo,  mor.,  18c Bladcie 1855 

-Paragraph,  with  Maps,  18mo,  4c  Rel.  TraetSoe,  184.8 


-  Prayers,  under  the  Heads  of  Confession,  Petition,  &c. ,  1 8mo,  2c    Wertkeim 1852 

-Quadrupeds,  2nd  edit.,  sq.  16mo,  5c Bogue    1839 

-  Quartette,  No.  1,  Biography  ;  2,  Topography  ;  3,  Tabernacle,  case,  ea.  2c  6d    HouisUm 1861 

-  Reader's  Journal,  1859-60,  4to,  9c Morgan 1861 

■  Reading-Book  for  Schools  and  Families,  12mo,  Zs6d   Simpkin 1849 

-Scenery;  Views  in  F^estine,  with  Descriptions,  roy.  8vo,  5c Jos.  Blachoood  1857 

History  of  Joseph,  16mo,  2c  6rf;  col.,  Sc    Griffithd-F.    ...1846 

Moses,  16mo,  2c6d;  col.,  3c GrifithAF,    ...184S 


Our  Saviour,  16mo,  2c  6d;  col.,  8c  GriffithdkF.    ...1847 

Miracles  of  Our  Saviour,  16mo,  2c6d;  col.,  3ca<£ OriphdsF,    ...1850 

-  Self-Explanatory,  with  Mai^inal  References  in  full,  8vo,  12c Grijfin    1856 


I835-18C2  BIBLE BICKERSTETH  65 

Bible,  Short  Commenta  od,  8to,  10« JUL  TradSoe.  1838 

Storiai  for  Children,  Bq.,  2«  6<2 ;  od.,  S«  dd Griffith 4:  F,  ...1857 

laUle  Cbildren,  16mo,  2t  6<2,  JSimpkin;  2  ▼.  16mo,  4j Orwrnbridge  ...iS^s 

ToiuigChildreii,01dandN6wTe8t,byaiLof '*Chick8eed,'*ea.  1«6<<  Darton  1861 

-nevedit.,  sq.,  9»6d  DarUm 1861 


Old  and  New  Testament,  2  Series,  foap.  8yo,  each  3j  6<i  Dean  Jk  Son  ...i86x 

Studies:  a  Selection  for  the  Tonng,  in  a  Packet^  1« Truidder  i860 

Teaching  :  Bemaiks  on  CknesLs,  ^odos,  and  Levitieas,  post  8to,  7s J.F,Shaw 1855 

Texts  (Thoughts  suggested  by),  16mo,  28  M Longman 1859 

The  Minor  Proidiets,  with  Commentary  by  B.  B.  Posey,  Pte.  1  to  8,  4to,  ea.  6«  J.H.Parher  i86o>a 

The  Daoglott,  Welsh  and  Bngliah,  by  Bot.  J.  Harris,  Pts.  1,  2,  8,  4to,  ea.  1«...  HanUlUm.  i86a 

Thooghte,  Selected  from  Caryl,  82mo,  2«    DffO' 1841 

tranaUted  by  Wellbelored,  3  ▼.  4to,  70«    J.Chapman  ...1838 

Truths  for  Daily  Use,  82mo,  1«  Wertheim  i860 

with  Shakespearean  Flarallels,  12mo,  4< Whittaker x86s 

with  Condensed  Notes,  by  Macfarlane,  illust,  fol.,  4/ 4j Griffin    i860 

Beferenoes  and  Commentary,  abridged  from  Scott,  ISmo,  7«  6d A,  Hall 1848 

20,000  Bmendations  by  Dr.  Conquest^  n.  e.,  8to,  8t ;  n.  e.,  24mo,  5t ...  Longman  1861 

Biblia;  or,  a  SN&mmary  of  the  Old  and  New  Testaments,  64mo,  n.  e..  It  6d   Longman  1857 

Hebraica,  i  Vender  Hooght,  reopgnorit  D'AUemand,  8to,  n.  e.,  10$  6d  B.Bohn 1850 

8vo  (Leipsic),  lOj  WiUiam»AN,  1850 


Pbnperum  :  Facsimile  from  a  Block  Book  in  British  Museum,  roy.  4to,  42«    J,R.Smiih 1859 

Biblical  Atlas  and  Scripture  Qaxetteer,  roy.  8to,  2f  6d;  col.,  4t;  full  col.,  Of  (ki Rel.  Tract  80c,  1851 

Cabinet :  Translations  from  the  Qeiman,  12mo.    See  Appendix.  Hamilton  1838 

Inquiier,  8to,  4i Longman  1846 

Oibring,  2  ▼.  post  8to,  14j  Ckurton 1835 

Questions,  by  A.  de  0.,  80  Cards,  and  Key,  in  case,  U  dd  Simphin 1854 

^UasonWhy:  a  Handbook  for  Biblical  Students,  cr.  8to,  2i(kl  HouUton   1859 

Student's  Assistant,  by  Clericus,  roy.  8to,  Ik  fid   SimjJcin 1844 

•Trinity,  by  Theophilus,  12mo,  7«     J.Chapman  ...1850 

Bibliogimphia  Zoologis  et  QeologisB,  Agassis,  4  ▼.  Sto,  80f Ray  Society   ... 

Bibliographical  Notices,  Chnreh  libraries,  Tnrton  and  Gurton,  ed.  by  French,  8to  ...  Chetham Society \%$$ 

Bibliothaca  Americana :  1850-65  indusiye,  r.  8to,  42«  ;  1855-58, 18f  ;  1859-61,  21«  New  York r.  y. 

Classica  i  Long  et  Macleane,  8yo. .  See  Appendix.  Whittaker v.  y, 

Clericalis;  8vo,  8t     *. DarUng 1843 

GnBca,  cura  Jacobs  and  Bost,  8to,  %iM  WiliiamB  df  N.\%^ 

QrenTilliana,  2  ▼.  8to,  3^  3«  Payne  A  Poe9  ,i%^% 

Iiondinensis,  1814-46,  8to,  14«  6J  ;  new  edit.,  1881-55,  8vo,  28i    Hodg$on    1855 

Medico-Chirugico,  Germany,  1730-47,  8to,  7$  6d WiUiamt^tN.  1848 

Parra  Theologica  :  Catalogue  of  Books  for  Students  in  Dirinity,  8?o,  1«...  J.HJfJ.Parkeri2si 

Patmm,  8to.     ififee  Appendix.  J,H.^JJ^arkeri9$z 

Sacra  Panrulorum,  &c.,  18mo,  If    Rivington x86i 

Sanscrita ;  Catalogue  of  Sanscrit  Books,  Texts,  fcc,  12mo,  5«    William»Ae  N,.  1848 

Bieenteaaiy  Lectures :  Leeds  Series,  12mo,  2t  6fi{    Houlaton    1862 

Biekerstaff  </.)  Histoiy  of,  from  the  *'Tatler,*'  by  H.  B.  Montgomery,  p.  8vo,  10«  6d  Longman  1861 

Biekersteth  (Arckd.E.)  Articles  of  the  Church,  Questions  upon,  12mo,  3f  6d Rivington  1849 

Catechetical  Bxerciseson  Apostles*  Creed,  12mo,  8f    Rivington  1846 

— ■ Ptayers  for  the  Use  of  the  Clergy,  12mo,  It Rivington  1851 

(Miu  C, )  Broad  Shadows  on  Life's  Pathway,  4th  ed.,  fcap.  8to,  5t Seeley 1 86x 

-  Sayings  of  the  King,  fp.  8yo,  Be    J.F.Shaw 1861 


-(Ifufi?.)  Children  of  Long  Ago,  16mo,  2$6d Seeley i86» 

Come  to  Supper,  18mo,  Is Seeley 1861 

England's  Day  Break,  Narrative  of  the  Befoimation,  fp.  8  vo,  5t  Seeley 1 8  60 


-  Plain  Sunday  Beadings  for  Farm  Boys,  It  6(2 Ni^>ei    1855 

>  Woman's  Senrice  on  the  Lord's  Day,  12mo,  di  6d  Seeley 1861 

Words  for  Women,  18mo,  It6dand2t    Seeley i86z 

Working  Man's  Fireside,  18mo,  It  Seeley f86z 

Works  Collected,  16  t.  12mo,  48t i^ley 1853 

Occasional,  12mo,  7t  Seeli^ 1839 

{Edw.)  Book  of  PriTate  Devotions,  12mo,  2t  6d Seeley 1856 

Child's  Book  of  Prayers,  18mo,  It   Sedey 1850 

Christian  Fathers  of  1st  and  2nd  Centuries,  12mo,  5$  Seeley 1835 

Hearer,  12mo,  5t;  new  edit,  St  6(2 Seel^ 1853 

PHdmody,  24mo,  2t;  12mo,  4t  6<2   Deand:Son  ...184a 

Student,  12mo,  7t Seeley 1844 

Truth,  12mo,  6$^  184a  ;  6th  ed.,  4t  Sd    Seeley 1856 

Companion  to  the  Baptismal  Font,  18mo,  2t  Sedey 1842 

Commn.,18mo,2t ;  32mo,3t ;  16mo,  3t  6(2  Seeley 1857 

Condensed  Notes  on  Scripture,  by  his  Son,  post8vo,  10t6(f...  Seeley 1854 

Cottager's  Guide  to  Truths  of  the  Gospel,  18mo,5th  ed.lt  6(2  Seeley 1857 

Disoonrses  on  the  Chief  Concerns  of  Man,  12mo,  4t  6(2 Seeley 1S51 

Divine  Warning  to  the  Church,  4th  ed.,  12mo,  6$;  18mo,  St  Dalton  !...i846 

Bxpositions  of  Bpistles  of  John  and  Jude,  12mo,  dt  6(2 Sedey 1846 

Family  Guide  to  Truths  of  Gospel,  5th  edit.,  18mo,  It  6<2...  Seeley i86a 

—  Phiyen  for  Six  Weeks,  12mo,  Si  6(2;  1.  p.,  5t Seeley i860 
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Bickersteth  {Edw.)  Gmde  to  the  Prophecies,  9th  edit.,  12mo,  5j  Sedtif 185a 

Harmony  of  the  Four  Gospels,  12ino,  6f Sedey 184X 

Manual  of  Prayen  for  the  Tonng,  ISmo,  ZsM  SeeUy 1848 


■  Memoir  of,  by  Birks,  new  edit,  2  ▼.  12mo,  10* SeeUy 1856 

•Prince  of  Peace,  18mo,  81,  1847  ;  red.  to  2*  6d JkurUm  i860 

-  Promised  Qlory  of  the  Ohorch  of  Christ,  12mo,  5t Sedey 1845 

-  Kestoration  of  the  Jews  to  their  own  Land,  12mo,  Us Sedey 1841 


■  Scripture  Help,  n.  e.,  12mo,  6« SeeUy 1850 

-Signs  of  the  Times  in  the  East,  12mo,  (te Seeley 184s 

-Testimony  of  the  Reformers,  12mo,  6a Seeley 1836 

-Treatise  on  Baptism,  n.e.,  12mo,  6$ SeeUjf 1839 

-  Lord's  Supper,  new  edit.,  12mo,  3t6rf SeeUjf 1857 


Prayer,  18th  edit.,  12mo,  6» SeeUy 1853 

Treatises  (Pour),  ISmo,  6dea,,  or  1  v.,  2m  6d Seeley 1856 

Working  Man's  Fireside,  18mo,  1«    SeeUy 1859 

-  (£.^.)  Ezekiel :  Seatonian  Priie  Poem,  870,  U  BeUds  Dald}f...iis^ 

Poems,  12mo,  6t SeeUif 1848 

Sabbath  Brening  Dialogues,  18mo,  U6d Seeley 1855 


Scripture  Testimony  to  One  Eternal  Godhead,  n.e.,  p.8vo,  it Jtel.  Tract  Soe.  i860 

Water  from  the  Wellspring  ;  Meditations,  12mo,  2$  Mel.  Trad  Soe.  i8s3 

(&'.)aiid(/'.)Memorial8of  Doing  and  Suffering,  14th  ed.,fp.8T0,  8<6d Seelejf 1861 

(Jno.)  Lent  Lectures  on  the  Litany,  12mo,  8«  Gd    SeeUjf 1836 

Memorialsof  a  Beloved  Mother,  12mo,  4m,  1853  ;    n.e.,St6d Werikeim  1861 

Psalms  and  Hymns,  18mo,  2m  6d  SeeUjf 1847 

Sermons  on  the  Example  of  Christ,  12mo,  St * SeeUjf 1838 

{Robt.)  Bible  Undmarks,  12mo,  2m  6d     BaUen    1850 

Lent  Lectures  ;  Means  of  Grace,  12mo,  8#  6d    Haickard  1851 


Bickmore  (C.)  Greece,  Questions  on  Smith's  History  of,  12mo,  2« ifvfTay...^...i856 

(W.E.)  Historical  and  Chronological  Instruction,  12mo,  8»  6rf    ^ett<l?  Da/dy...  18 57 

Questions,  12mo,  ZmM  5e«««?Z)a/«<y...i844 

Tables  of  Comparatiye  Chronology,  4to,  Bm BeUA  DQldy...i^^^ 

Bicknell  (Alg.S.)  In  the  Track  of  the  Garibaldians  through  Italy,  &c.,  p.  8to,  10«6d  Manwaring  ...1861 

Bidding  Prayers,  Forms  of,  18mo,  St  6d   Eivington  1840 

Biddlecombe  (Geo.)  Treatise  on  the  Art  of  Rigging,  8to,  12t E.WiUon  1848 

Biddleston  and  Cox's  Statutes  relating  to  Magistrates,  12mo,  4«  M  Crockford 1851 

Biddulph  (M.A.)  Sketches  of  the  Assault  of  Sebastopol,  fol.,  lOt  M    Stanford    1855 

{T.T.)  Doctrine  of  Baptismal  Regeneration,  new  edit,  12mo,  2t  6d   SeeUjf 1837 

Lectures  on  the  Fifty-first  Psalm,  12mo,  lOt  6d— red.  to  6t SeeUjf 1836 

PUin  and  Practical  Sermons,  8  v.  12mo,  9t Hamilton  1847 

Biddy  Kavanagh,  and  other  Tales,  18mo,  It   MozUjf   1846 

Biden  (/ot.)  The  Only  Sacrifice,  post  8vo,  2t  6d  AyUU iXSS 

True  Church;  Showing  what  it  is,  12mo,7t6rf— red.  to  2t6rf   AyloU    1851 

Truth  maintained  as  to  the  Church,  8vo,  lOt  6<i— red.  to  6t    AyloU    1853 

(W.D.)  Rules,  Formulae,  and  Tables,  for  the  Valuation  of  Estates,  8vo,  12« Layton  1861 

Bidlake  (*/.P.)  Exercises  in  Orthography  and  Derivation,  18mo,  It  M AUman 1^61 

Physical  Geography  for  Children,  18mo,  It  6d   ".  AUman 1856 

Text-Book  of  Elementary  Chemistry  for  Schools,  12mo,  2t   AUman 1858 

Bidpai,  Fables  in  Persian,  Edited  by  Colonel  Ousely,  4to,  80t AUendfCo 1853 

Bidwell  (/.)  Rambles  in  New  Zealand,  8vo,  2t  6d    Orr    1841 

Bielefeld  (C.F.)  Treatise  on  Papier  Mach6,  for  Decorations,  4to,  21  2m  BUJrfeld    1840 

Bielfeld  (Hen.)  Guide  to  Painting  on  Glass,  12mo,  It Rowney 1855 

Biematzeki  (J.C.)  Maid  of  the  Hallig,  transited  by  Jackson,  12mo,  fit  Cradock 1843 

Bigby  (Z>V.)  Sea-Side  Manual,  18mo,  It  6(i  ;  cloth,  2t  WkUtaker 1841 

(£.  5.)  The  Tariff  Question  considered,  roy.  4to,  86t BotUin,U.S,  ...i86z 

(Jokn)  Jamaica  in  1850,  sq.,  6t NewTork 1850 

Bigg  (Carolo)  Milo,  sive  de  Gymnastica,  12mo,  It   WkiUakcr 1861 

(II.  H. )  Construction  and  Application  of  Artificial  Limbs,  post  8to,  8t ChurchiU  1855 

Mechanical  Appliances  for  Deformities,  cr.  8vo,  4t,  1858  ;  Pt  2,  4t  Qd  ChurckiU  i86a 

(Jae.)  Revised  Statute  Book,  20,  21,  22  Vict.,  poetSvo,  IStfirf Bigg  1859 

24  and  26  Vict.,  Seas.  1861,  post  8vo,  16t Bigg  1861 


-  (J.S,)  Alfred  Staunton,  a  Novel,  post  8vo,  lOt  6d  Joe. Blackwood  1859 

•  Night  and  the  Soul,  a  Dramatic  Poem,  post  8vo,  6t Qroomhridge  ...i%sA^ 

■Sea  King,  a  Metrical  Romance,  8vo,  lOt  6rf  WhiUaker 1848 

•  Shifting  Scenes,  and  other  Poems,  12mo,  8t  6<j Freeman    1863 


Bigge((?.-R.)Catftlog«eof  British  Birds,  18mo,  It WhiUaker 1846 

Bigland  (/./.)  Letters  on  History,  Ancient  and  Modem,  12mo,  6t Longman  1840 

System  of  Geography,  by  Birkin,  14th  edit,  12mo,  2t  6<i Jlfo^  1855 

Bigley  (C.A.)  Aurifodina ;  or.  Adventures  in  the  Gold  Region,  fcap.  8vo,  2t  6d New  York 1849 

Bigsby  (/./.)  Pictures  of  Travel  in  the  Canadas  ;  The  Shoe  and  Canoe,  2  v.  p.  8vo,  24t  Chapman  <!:  .ff.  1851 

(i2o6<.)  Miscellaneous  Poems  and  Essays,  roy.  8vo,  15t WhiUaker 1842 

Vbions.of  Times  of  Old :  Antiquarian  Enthusiast,  8  v.  8vo,  42t    C.  Wright  18  51 

Bigwood  tJohn)  Mystery  of  Godliness;  or.  Faith  and  Hope,  18mo,  It  6rf J.Brown    1857 

Bilby  (T)  and  Ridgway's  Book  of  Quadrupeds,  16mo,  4t  6d Darton  1841 

Infant  Teacher's  Assistant,  12mo,  4m  Simpkin 1849 

; —  NuneiyBook,  16mo,  3t  6d Darton  1844 
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Biley  (^.)  Exposition  of  Bevelation,  Chap,  xii.,  8to,  6s Sfeley 1849 

Supplement  to  Paley'B  Horn  Paulixue,  8vo,  7s  6d Seeley 1S45 

Billard  (CM.)  Treatise  on  DiBeases  of  Infants,  by  Stewart,  8vo,  lis    Churchill  1839 

Billet  (Jos,)  Salt  for  the  Chnrch,  in  Three  Parts,  8vo,  is    Seeley 1854 

Tribute  of  G^titnde  to  the  Memory  of  Calvin,  12mo,  2a Longman  1844 

BiUets  and  Bivouacs ;  or.  Military  Adventures,  12mo,  \s%d RmUUdge  1858 

Billing  (4re*.)  Krat  i^rinciples  of  Medicine,  8vo,  10«  6<i    Churchill  1849 

Observations  on  Diseases  of  the  Lungs  and  Heart,  8vo,  fSs   Churchill  1852 

(JS.  fT.)  Architeetuxe  of  Carlisle  Cathedral,  4to,  31  Ss  ;  \,  p.  illised Boone 1839 

imp.  4to,  India,  71178  6d    Boone 1839 


'  Durham  Cathedral,  4to,  51  5s  ;  1.  p.  71 17s  6d   Boone 1844 

imp.  4to,  India,  lZl2s6d    Boone 1844 


County,  4to,  Sls6d;  1.  p.  63#  Boone 1846 

Kettering  Church,  4to,  lOs^d;  1.  p.  21« Boone 1843 

Temple  Church,  4to,  42i  ;  1.  p.  68« Boone 1838 

Baronial  Antiquities  of  Scotland,  4  v.  4to,  8^  1848-51 — red.  to  6/...  Chapman  A  JI.,iZ$^ 

4  V.  roy.  4to,  12/  12*  ;  India,  18/18*  Billing  1854 


-  Geometrical  Projection  of  Gothic  Architecture,  4to,  5s  ;  1.  p.  IQs  6d...  Boone 1840 

-  Gothic  Pumelling  in  Brancepeth  Church,  4to,  12«  ^oofi« 1841 

-  Carlisle  Cathedral,  4to,  I5s  ;  1.  p.  24<  Boone 1841 


Infinity  of  Geometric  Design  Exemplified,  4to,  25c Blachooods    ..-1849 

Power  of  Form  applied  to  Geometric  Tracery,  roy.  8vo,  7«  6d  .....'....  BilUng  1851 

•  (iStdn.)  Law  of  Awards  and  Arbitrations,  8vo,  14« Benning 1845 

Patents  and  Registration  of  Designs,  8vo,  12t    Benning 1845 

Pews  in  Churches,  12mo,  %s Benning 1845 


Billington  (/o&»)  Architectural  Director,  8vo,  28«— red.  tol0«6cl H.Bohn 1848 

Bikoih  ((TsMt.)  Commentary  on  Epistles  to  the  Corinthians,  2  v.  12mo,  12« Hamilton  1838 

Billy  Bump  (Adventures  of)  in  Boston  and  California,  by  J.  C.  Goodrich,  18mo,  2a,..  Darton  185a 

Biiran  {Bp.T.)  Govemmmt  of  Christ's  Church,  edit  by  Eden,  8vo,  7s J.H,AJ.Parkeri%^% 

Klton  (S,P^)  Law  and  Practice  of  theSheriflb*  Courtof  City  of  London,  12mo,  2a6d...  Simphin 1861 

Chancery  Court,  Chart  of  Practice  of,  sheet,  fi«,  mounted,  8« Richards    i860 

Bindlqr  (C.)  (i^arrylfieoirer)  Bipeds  and  Quadrupeds,  12mo,  4«   Nevohy    1853 

Hints  to  Horsemen,  2nd  edit.,  12mo,  68 Newby    1856 

. Horses,  a  Treatise  on  Condition,  4th  edit,  fcap.  8vo,  2s6d  Newhy    1861 

Hunting  Field,  2nd  edit,  12mo,  5c Longman  1859 

Pocket  and  the  Stud,  2nd  edit,  12mo,  5c  Lon^pnan  1857 

■ —  Practical  Horsemanship,  12mo,  5c Longman  1856 

Precept  and  Practice,  12mo,  5c Netchg    1857 

Sporting  Facts  and  Fancies,  8 vo,  12c   Newby    1853 

■  World,  12mo,  5c Newby    1857 


Sportsman's  Friend  in  a  Frost,  12c,  Neuhy^  1856 — red.  to  5c  H.Bohn 1861 

Stable  Talk  and  Table  Talk;  Spectacles  for  Sportsmen,  2  v.  8vo,  24c  ...  Longman  1846 

The  Stud  for  Practical  Purposes  and  Piactical  Men,  fcap.  8vo,  5c Longman  1858 

World,  and  how  to  Square  it,  5c  NetAy    1854 


Bingham  (CJ7.)  Lectures  on  the  Thirty-Second  Psalm,  12mo,  5c    DaUon  1837 

(^.L.)  Short  Poems,  12mo,  Ic  6ci Simpkin 1848 

(/.^.i  Expedition  to  China,  2nd  edit,  2  v.  post8vov  21c  Colbum 1843 

(/oc.)  Christian  Antiquities,  2  V.  imp.  8to,  31c  6(2    H.Bohn 1835 

-^_ and  other  Works,  ed.  Pitman,  9  v.  8vo,  5£jSc  Straher 1845 

Works,  by  Bev.  R.  Bingham,  10  v.  8vo,  5/ 5c    J.H.d:J.Parh€riZsS 

(ifteA.)Family  Piayers  for  every  Day  in  the  Week,  12mo,  lc6d   Niabet    1857 

Sermons  at  St  Mary's,  Bryanston  Square,  12mo,  5c   J.F.Shaw 1858 


(J2./r.)  Immannel :  Lectures  on  Divinity  of  Our  Lord,  8vo,  10c  6<£    Seeley 1843 

Sermons,  Doctrinal  and  Practical,  8vo,  I0s6d Seelqf 1839 


(J2./.)Instmctionsin  the  Art  of  Photography,  12mo,  2s  6d G.Knight  1855 

(IT.P.r.)  Sermons  on  Easter  Subjects,  12mo,  iaOd Matters 1856 

Bingley  {Tko.)  Bible  Quadrupeds,  16mo,  8c Bogm 1856 

'  Stories  about  Birds,  Dogs,  and  Horses,  16mo,  ea. 4c,  1 840,  TiU— r.  to  3c  Bogue 1856 

on  Instinct  of  Animals,  16mo,  is,  1840,  TiU — red.  to  3c Bogue 1856 

Tales  about  Travellers,  16mo,  4c,  1840,  Titt— red.  to  3c    Bogue 1856 

of  Shipwrecks  and  Disasters  at  Sea,16mo, 4c,  1841, 7V/£ — red. to  3c  Bogue 1856 


Singly  (TTm.)  Animated  Nature,  12mo,  7c  6c/ Harvey  1851 

Natural  Histoiy  of  Animals,  12mo,  7c Harvey 1842 

Useful  Knowledge,  by  Cooper,  2  v.  12mo,  16c liivingion  1857 

'l^aamj{A.)Thito\oi^i6aXComig^inidL,^\%mOj  Ic  6</   Simpkin i86a 

(TAoc;)  ChzistiAn  Ministry  not  a  Priesthood,  12mo,  2c  /acJtcon  d*  fT...  1849 

Christians  at  the  Grave:  Funeral  Services  on  Harris,  12mo,  2c  6d Ward 1857 

^-  Cloeet  and  the  Church,  a  Book  for  Ministers,  12mo,  Ic  6d Jackson  it  Tr...i849 

.  Formation  of  Character,  18mo,  ls6d lilackader 185a 

Four  Discourses  on  the  Christian  Ministry,  &c,  12mo,  is  6d  Jackson  it  ^''...1849 

History  of  the  Gorham  Case,  12mo,  3c  6d Ward 1850 

-  lUnstrations  of  the  Practical  Power  of  Faith,  4th  edit,  or.  8vo,  5c Ward 1857 

Is  it  Possible  to  Make  the  Best  of  both  Worlds?  12mo,2c6c/,i853;  n.e.,lc6(/  Nisbet ...1855 

Lectures  on  the  Book  of  Proverbs,  18mo,  Ic  6rf    Paul 1851 

I^sbts  and  Shadows  of  Church  Life  in  Australia,  2nd  ed.,  cr.  8vo,  5« Jackson  di  fr...x86o 
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Binney  (Thos.)  Sermons  Freaclied  at  Weigh-hotuBe  Cbapel,  ISmo,  2»  M    Poitl 1850 

■  " Senrioe  of  Song  in  the  House  of  the  Lord,  12mo,  2s /odbsoK  4s  IT.. .1849 

Sir  T.  F.  Buxton,  a  Study  for  Young  Men,  pott  8vo,  U Ni^Kt    1857 

SpiritB  admitted  to  the  Heavenly  Houee,  8vo,  2$    Jackam  it  IK... 1846 

Wellington  as  a  Warrior,  Senator,  and  Man,  12mo,  la HauulUm  1852 

{W.O.)  Air-Breathing  MoUusks  of  the  U.S.,  8  t.  Sto,  11 10<.  and  Sup.  18« ...  J3of^ £^.5. 1857-60 

Binning  {Hugh)  Works  colle<Sed  by  Cochrane,  8  ▼.  12mo,  12f    Longman  1840 

byLeishman,  imp.  8to,  lOs    FuUarion  1847 

{R.B,)  Trarels  in  Persia,  Ceylon,  Ac,  2  v,  8vo,  28f    Alien  A  Co.  ...1857 

Binns  (i?cii0.)  Anatomy  of  Sleep,  post  8ro,  10<  6d  Chun^ill  1845 

{Jon.)  Miseries  and  Beauties  of  Ireland,  2  y.  post  8to,  25s    Longman  1838 

Notes  on  the  Agriculture  of  lancashire,  870,  5t   Simpkin 1851 

{Wm.)  Elementary  Treatise  on  Orthographic  Projection,  8yb,  8rd  edit.,  9« Spon  1862 

{W.S.)  Geometrical  Drawing,  a  Course  of,  12mo,  Pt.  1,  4s  ;  Pt.  2,  6s Weale i860  1 

Binns*  Exercises  in  False  English,  nev  edit.,  12mo,  It  6d Simpkin 1847 

Biographical  Annals  of  Hebrev  Nation,  by  rarions  Writers,  post  8to,  8s Or^in    1851 

Dictionary  of  Italian  Painters,  by  a  Lady,  post  8to,  6i  6d   Murrag 1855 

(Oeneral),  edit,  by  Rose,  new  edit.,  12  v.  8to,  10/  16s  Fellowet  ...1839-47 

of  the  Useful  Knowledge  Society,  Pts.  1-7,  8vo,  ea.  12j Longman 1842 

Magazine,  V.  I  and  2,  8to,  each  8s  6d Edwards   185a 

Memoirs  of  Celebrated  Physicians,  &c.,  imp.  8^0,  21«  Wkittaker 1839 

Sketches  of  Eminent  Christians,  8  series,  fcap.  8to,  each  2s Eel.  Tract  Soe.  1861 

Biographies  of  Gbod  Women  (More  Precious  than  Rubies),  12mo,  6* Mosley  1862 

Young  People,  Footprints  on  the  Sands  of  Time,  12mo,  2s  6d    J.ffAJ.Parkerit(>o 

Biography  and  Criticism,  from  *<The  Times,"  1st  k  2nd  ser.,  fp.  8to,  each  2s Eoutledge  i860 

ComprehensiTe  Dictionary  of,  sm.  4to,  21s Qrifjm    i860 

Blon,  Moschus  et  Theocritus,  Or.,  Selectn  i  Bingwood,  8to,  9s Longman  1846 

translated  by  Chapman,  870,  12s Eraser  1848 

and  Tyrtesus,  transL  by  Banks,  post  8ro,  Ss  H,  Bohn   1848 

Bionis  et  Moschi  Cannina,  recens.  Q.  Hermannus,  12mo,  8s  Williams  ib  N.  iH9 

Biot  {E.C.)  Parochial  Schools,  Scotland,  tnmslated  by  Lord  Brougham,  8to,  Is   Ridgway    1859 

{J.B.)  Elementary  Chapters  on  Astronomy,  by  Qoodwin,  8to,  3s  6<i Simpkin 1850 

Birch((7.  A)  Bible  Pictures,  with  Descriptions,  12mo,  12s    BagtUr 1858 

{H.)  Family  Altar  :  Ptayers  for  Eight  Weeks, new  ed.,  cr.  8vo,  2s  6<i Hamilton i860 

■  —  PositiTe  Theology;  or,  Christianity  at  One  View,  post  8vo,  5s Snow 1857 

(/.)  Lay  of  the  Last  Nibelungers,  roy.  8vo,  7s;  imp.  8vo,  10s  6d William  it  N.  1848 

(Sam,)  Histoiy  of  Ancient  Pottery  and  Poroelain,  2  t.  8vo,  42s Murray 1858 

{S.B.)  Constipated  Bowels,  the  Causes  and  Means  of  Cure,  post  8to,  2s  M CkurckiU  1861 

On  Therapeutio  Action  of  Oxygen  in  Diseases,  8vo,  2s  M   BaiUiire   1857 

-  {W.B.)  Standard  Psalmist,  a  CoUection  of  Tunes,  Y.  1,  4to,  7s  6d HaU  1853 

-  {W.J.)  Inquiry  into  Philosophy  and  Religion  of  Shakspere,  12mo,  4s  ..• C.  MitduU   ...1848 

the  Bible,  8vo,  Ss Holyoake  1856 

Real  and  Ideal;  Illusttations  of  Travel,  2  r.  poet  8vo,  21s Saunders  ds  0.  1840 

Birch  and  Rusholme  Chapel  and  Township,  Sto,  edit,  by  Booker    Cketham Soe....i%s^ 

Church;  or,  the  Two  Friends,  by  J.  A.  Nisbitt  M*Eroy,  12mo,  3s6<i Masters 1853 

Birchall  (Jos.)  England  under  the  Normans  and  PhintaganetB,'cr.  Svo,  4s  6d Simpkin 1859 

Tudors  and  Stuarts,  cr.  8to,  6s iSifii^n 1861 

Birckbek  (S.)  Protestant  Evidence,  revised  by  Dr.  Cumming,  2  v.  post  8vo,  each  Ss  Exeter  Hall  ...1849 

Bird  {0. S. )  Defence  of  the  Principles  of  the  English  Reformation,  8vo,  7s  Hatehard 1 843 

Eve  of  the  Crucifixion  ;  Addresses,  12mo,  Is  6d Wertheim  1858 

Examination  of  **Wilberforce  on  the  Eucharist,'*  12mo,  4s  6d  Seeley 1850 

For  Ever,  and  other  Devotional  Poems,  82mo,  2s  6d Hatehard  1851 

Lent  Lectures  ;  Baptism,  and  the  Means  of  Ghuoe,  2nd  edit.,  12mo,  8s  fid  Seeley 1843 

on  the  Church  Catechism,  12mo,  Ss  Gd  Cleaver  1843 

Decalogue,  8vo,  4s  6d   Cleaver  1845 

Plea  for  the  Reformed  Church,  8vo,  3s  Hatehard 1841 

Romanism  Unknown  to  Primitive  Christianity,  12mo,  5s    Hatehard 1851 

Sacramental  and  Priestly  System  Examined,  fcap.  8vo,  4s  6rf Seeley 1854 

Sermons  on  the  Parable  of  the  Sower,  12mo,  2s  M Hatehard 1847 

{Geo. )  Hints  on  the  Rerival  of  Ch ristian  Principles  in  the  Anglican  Church,  8vo,  9s  Wkittaker 1 841 

-  {Gold.)  Diagnosis,  &c.,  of  Urinary  Deposits,  8s,  1844;  5  e.,  by  Birkett,p.8vo,10s6flf  ChurehiU  1857 

Lectures  on  Oalvanism  and  Electricity,  new  edit.,  12mo,  5t  6d Longman  1849 

Sketch  of  his  Life,  by  Balfour,  12mo,  Is  Hamilton 1S55 

and  Brooke  (C)  Elements  of  Natural  Philosophy,  5th  ed.,  fc.  8vo,  \2s6d  CkurckiU  1860 

{Jas.)  Medicinal  Properties  of  Vegetable  Charcoal,  8vo,  1855  ;  2nd  edit.,  Sf  6d   CkurckiU  1857 

Poems,  Selections  from,  by  Harral,  18mo,  8s  6d  Simpkin 1840 

-  {R.M.)  Cortes;  or,  the  Fall  of  Mexico,  a  Romance,  8  v.  12mo,  27s Bentley 1835 

Hawks  of  Hawk  Hollow,  8  v.  12mo,  27s,  Newman,  1837;  fp.  8vo,  Is  6d  WarditLocfp...i^s^ 

Nick  of  the  Woods,  8  v.  12mo,  27s,  Bentley,  1837  ;  fcap.  8vo,  2s Ward di Lock.. .1^60 

Peter  Pilgrim,  a  Tale,  2  v.  12mo,  14s    Bentley 1839 

-  {R.W.)  Abdalla  :  a  Romance  of  Mexico,  4  v.  12mo,  24s  Newman    1835 

Birds,  sq.  16mo,  Is  6d Eel.TraetSoe.    1853 

Harmony  of,  a  Poem  of  the  16th  Century,  ed.  by  Halliwell,  8vo Percy  Society 

of  the  Sea-Shore,  sq.  16mo,  Is  8<<    Soc  P.C.  K....iSs9 

^Wood  and  Field,  ed.  byG.A.Johiis,lst,2nd,and8rd8er.,18mo,ca.ls Soe,  P.  C.  ^....1861 


Hirkinsbaw  {Maria  L.)  Chevaliers,  a  Tale,  8vo,  12« Simpkin. 

Birics(7.J2.)  Bible  mid  Modem  Thought,  12mo,  8<,  1861  ;  new  edit.,  8to,  7s  JUlTradSoc. 

ChriBtian  State :  Pint  Principles  of  National  Religion,  Sto,  12s    SeeUy 

Di£Bcalties  of  Belief  as  to  Creation  and  the  Pall,  post  Sto,  Udd MacmUlan    .. 

* — —  Kxposition  of  Pirst  Two  Visions  of  Daniel,  12mo,  6« Scelty 

' Berelation,  Chaps.  8,  9,  12mo,  61 JS'iabet 

-  Two  Later  Visions  of  Daniel,  12mo,  6s SetUy. 
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Bixds*  Nests  and  Kggp;  also  Directions  for  Bird  Stuffing,  12mo,  It     BickenA B%uik.i^fi% 

Birkheek  (Min)  Gleanings  from  Bastem  Europe.  2nd  Mlit.,  12mo,  7<    Darton  1854 

Birkenhead  and  LiTerpool  Dock  Bills,  Minates  of  Bvidenoe,  1848,  roy.  Svo,  5«    Chapman  ^H.  1851 

Biikett  (tf.IF.)  Trial  of  Creation,  and.other  Poems,  16mo,  3«  6rf  J.H,d:J,Parkeri%^% 

(/oibi)  Treatment  of  Diseases  of  the  Breast,  8vo,  \2tM Longman  1850 

Birkin  (Ifta.)  Interest  TabiM,  Pive  per  Cent.,  new  edit.,  12mo,  Zt AfozUy  n.  d. 

Rational  English  Expositor,  12ino,  1«  6d   Motley  n.  d, 

-       -  _  -     -       _-  gg^ 
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-  Pirst  JBlements  of  Sacred  Prophecy,  12mo,  8s  PaitUer 

•  Hore  Erangeticn:  Bridenoe  of  the  Qospels,  post  8to,  10s  Cd    Sfeley 

-  Leetnies  on  Modem  Rationalism  and  Inspiration,  12mo,  2s  6d Seeiey 

•  Matter  and  Ether ;  or,  the  Laws  of  Physical  Change,  p.  8to,  5»M MacmiUan, . 

-  Outlines  of  Unfulfilled  Prophecy,  12mo,  5f  Seel^ 

Treasures  of  Wisdom,  12mo,  8»  6d  SeeUy 

•  Village  Discourses  in  Walton  Church,  12mo,  is  Seeiey.. 


Birmingfaaol  Corporation,  Qeneialand  Trades  Directory,  1861,  8to,  17s   Davson 

Directory,  8to,  21s Kelly 

Educational  Association  Statistics'  Report,  4to,  Is Slmj^n 

Birrell  (Ebeti,)  Memoirs  o^  by  C.  M.  Birrell,  18mo,  Is  6d Simpiin 

Birt  (/oAm)  Patristic  Byenings,  12mo,  6s  Snow  

—  (>r.J2.)  Handbook  of  the  Law  of  Storms,  8vo^  5s Philip  A  San.,. 

Hurricane  and  Sailor's  Ghiide,  12mo,  3s Murray 

Table-Moring  and  Spirit-Rapping  Solved,  12roo,  Is S.  Eyre 


Birth  of  the  War-God,  a  Poem,  from  the  Sanscrit  of  Ealidasa,  8to,  Zs AlUn  A  Co... 

Biztiiday  Gift  for  Boys  and  Girls,  16mo,  5s   Darton  

and  Priendahip's  Offering,  12mo,  4s  6d Routledge  ... 

Present  from  a  Father  to  his  Son,  12mo,  2s  6rf Haichard  ... 

SouTenir,  a  Book  of  Thoughts  on  Life,  &c ,  new  ed.,  cr.  8yo,  \2»Qd OrifUh  A  F, 


—  Stories,  18mo,  2s Darton 

->-  Token,  by  the  Author  of  ''Affection's  Keepsake,**  32mo,  Is  6ci Simpkin 

Visit  to  Holly  Farm,  18mo,  Is Grij/UhikF. 


Bisdiors  Chemical  and  Physical  Geography,  2  7.  8to,  21s   Cavendish  Soe., 

Biaehoff(^M.)Rteearehes  on  Internal  Heat  of  the  Globe,  8to,  10s Longman  

(/oj.)  Foreign  TsrifE^  8vo,  2s Smith  de  Elder . 

History  of  the  Woollen  Trade,  2  t.  8to,  26s Smith  d:  Eldfr. 

Bidcoe  (Ric.)  Boyle  Lectures  on  the  Acts  of  the  Apostles,  8to,  9s  6d J,HA;J. Parker 

Bishop  (Jmia)  Mexico,  TiaTelsin,  1849,  12mo,  5s Philadelphia... 

{Dan.)  Introduction  to  the  Study  of  the  Mind,  new  edit.,  post  Sto,  Zs^d    ...  Longman  .... 

(F.)  Illustrated  London  Cookery  Book,  8vo,  ^   Ingram 

Wife's  Own  Book  of  Cookery,  new  edit.,  post  8vo,  3s  6<i  Ward  A  Lock 


<(?.}  Astronomical  Observations,  Regents  Park  Obs.,  1839-51,  4 to,  14s   ...  Longman 

\SirH.R.)  Glees,  Trios,  Quartetta,  kc..  Parts  1,  2,  and  8,  4to,  each  Is Sheard  ... 

-  Thirty  Selected  Glees,  Trios,  Quartetts,  &c.,with  Piano  Ace.,  4to,  4s  ...  Sheard 


'  -(/as.)  Animals:  their  Pictures,  Habits,  and  Uses,  Ist  and  2nd  ser.,  4to,  2s  6d  Dean  A  Son 

Handbook  for  Management  of  Fresh-Water  Aquaria,  1 2mo,  Is  ^ Dean  A  Son 

IVactical  Guide  to  the  County  Courts,  1858,  Idth  edit.,  12mo,  Is Dean  A  Son 

Stories  and  Tales  of  Animated  Nature,  12mo,  2s  6d  Dean  A  Son 


-^— (/no.)  Causes  and  Cure  of  Impediments  of  Speech,  Sto,  4s   ChurchiU 

Chants,  CoUeetion  of ,  oblong,  Is  id Cocks 

Double  Chants,  oblong,  2s Cocks 

On  Articulate  Sounds,  8to,  4s   Jlig/Jey ... 

—  Pathology  and  Treatment  of  Deformities,  8yo»  1  Os    Churchill 


—(/.^.)  American  Manufactures,  1608  to  1860,  V.  1,  8vo,  14s  P/Uladelphia... 

-nVm.)  System  of  Foot  and  Equitation  Drills,  12mo,  2s  6d Simpkin 

-(W.C.)  Sermons,  12mo,  7s  6d Sedey 


Kshop:  A  Series  of  Letters  to  a  Newly-Created  Prelate,  fcap.  8yo,  7s  Gd IJow 

Hatto;  a  Legend  of  the  Mouse  Tower  on  the  Rhine,  4to,  5s HamiUon  

]Kabop's  Daughter,  ^  the  Author  of  **  Life-Book  of  a  Laboarer,*'  fcap.  8yo,  7s  Dalton  

in  the  Eleventh  Century,  a  Story,  12mo,  5s Jas.Jilackwood 


lattle  Daughter,  s  Tale,  18mo,  2s    Masters  . 

Walk  and  the  Bishop's  Times,  by  Orwell,  fcap.  8to,  5s MacmiUan., 


Buhoprick  of  Jerusalem,  8to,  4s RivingUm 

Kamark  (Ct)  Lectures  on  Tactics  of  Caralry,  by  Beamish,  8to,  21s  Ebers 

Biase  {Tho.)  Beauty  of  Holiness  in  Book  of  Common  Prayer,  new  edit,  12mo,  3s  %d  Rivingion  

BUaeland  <T.)  Preaching  of  the  Cross,  12mo,  3s  6cf Jiatchard  

Sermons,  8to^  10s  6ci  Hatchard 

BisBet  {A.)  Nations,  Strength  of,  8yo,  9s  Smith  A  Elder, 

Treatise  on  Law  of  Estates  for  Life,  8vo,  ISs  Stevens  

Partnership,  1847,  8vo,  18s Stevens  
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Biyalresof  tbeCrag,  by  fl.  Wood,  Pt  1     Pate)iU.&e....i85» 

Bjornstjerna  {Ct.)  BritiBh  Empira  in  the  Bast,  tnnfll.  hy  Lloyd,  8to,  Bs  6d Mwrray 1840 

Essay  on  Theogony  of  the  Hindoos,  8to,  StM Mwrray iM 

Blaauw  {W.H,)  Barons*  War  ;  Battles  of  Lewes  and  ETesham,  4to,  15«   Simpkin 1844 

Black  (Z>r.^.)  Lectures  on  Conversion  of  the  Jews,  12mo,  2s Oroombridge  ...i^^ 

(Z>r.6\)  Letters  on  Management  of  Health,  post  8vo,  Sj  6(2  H'^tttaJber 1846 

. On  Bronchio-Fulmonary  Mucous  Membrane,  2  Pts. ,  8to,  ea.  3«  6(i Simpkin 1855 

4 Pathology  of  the  Tuberculous  Bone,  8vo,  2s  6d Simpkin 1859 

• (O.I.)  Messias  and  Anti-Messias,  a  Prophetical  Exposition,  12mo,  5$  Maden 1853 

• Prayer  of  the  New  Covenant,  llhno,  2$  6d  Matter* 1857 

— {P,)  Principles  and  Practice  of  Homoeopathy,  roy.  8to,  9s Leath 1843^ 

. (^.)  Drill-Book  for  Volunteers,  2nd  edit.,  post  8vo,  Is   Bidgway    1859 

• (/.)  Manual  of  the  Bowels  and  their  Treatment,  12mo,  5s  6ci   Longman  1840 

• (/.r.)  Lessons  in  Ghreek  Bllipns,  12mo,  St  6(2 Longman  1850 

{R.H.)  Introductory  Latin  Grammar,  new  edit.,  18mo,  2s  M Longman  1845 

. Student's  Manual,  Greek  Language,  new  edit.,  18mo,  2s  M Lotkgman  1861 

-Latin  Language,  new  edit.,  18mo,  5«  6d  Longman  1859 


-(If.)  Remarks  on  Bavarian  Beer,  London  Porter,  &c.,  8vo,  2s6<2  Longman  1846 

-  Treatise  on  brewing  and  Storing  Beer,  4th  edit.,  8vo,  10s  6(i    Longman  1849 


Black  Book  of  England,  12mo,  6s  6c2    C.Mitckdl 1847* 

Danes,  fcap,  8vo  (Historical  Tales),  Is J.H.dsJ.Parkeri%SQ 

Diamonds ;  or,  the  Gospel  in  a  Colliery  District,  by  H.  H.  B.,  fcap.  8vo,  Ss  6d  Nitbet    1861 

Knight;  or,  the  Unknown  Crusader,  12mo,  Is  6<2 ff.Lea   1859 

Prince,  by  Chandoe  Herald,  ed.  by  W.  H.  0.  Coxe,  4to    Boxburght  Club  i%24 

a  Record  of,  Illuminated  and  in  Carved  Binding,  16mo,  21s    Longman  1848 

Ship,  and  other  Allegories  and  Parables,  18mo,  2s  6d Nisbet    1861 

WiUiam's  Grave,  a  Novel,  3  v.  post  8vo,  24s Newby  1849 

Black's  Tourists'  Guides,  12mo,  viz.: —  Longman  1862 

Aberdeen,  Is—Argyleshire,  Is  6<2— Belfast  and  Giant's  Canseway,  Is  6<f— Derby- 
shire, 2*— Dorsetshire,  Devon,  and  Cornwall,  5s— Dublin,  Is  6d — Dublin  and 
Wicklow,  Is  6<2— Edinburgh,  Is  6(i— Edinburgh  and  Environs,  3s  6(i— England, 
10s  6ci— English  Lakes,  Is  6(f  ;  5s }  lUust.,  7s  6(^— Glasgow,  Is  and  2s  6(£— 
Gloucester,  Hereford,  and  Monmouth,  2s— Hampshire  and  Isle  of  Wight,  2s — 
Ireland,  6» — Isle  of  Skye,  Is— Kent,  3s— Killamey,  Is  6rf — London  and  Environs, 
3s  6d— Mofet,  Is— Perthshire,  Is— Scotland,  8s  6<i— Staffti  and  lona,  Is— Surrey, 
5s— Sussex,  Is  6(2— Sutherland,  Is— Troeachs,  Is  M  ;  Illnst.,  5s— Wales,  North, 
8s  6(2— Wales,  North  and  South,  5s~ -Warwickshire,  2s— Watering  Places,  2s  6d 
—Yorkshire,  2s  6(2,  5s. 

Black's  English  and  German  Dictionary,  new  edit,  12mo,  7s DtUau   1861 

Blackburn  {Ool.)  Treatise  on  the  Effect  of  the  Contract  of  Sale,  8vo,  12s Penning    1845 

(C.) ;  or,  the  Last  Hours  of  a  Secularist,  fcap.  8vo,  Is  6(2 Weriheim  1861 

(J/r».iy.)  Birds  Drawn  from  Nature,  folio,  10s6(2  Hamilton  1861 

»  (/.)  Handbook  round  Jerusalem,  new  edit.,  12mo,  8s6<2   Rivvngton  1849 

. Lectures  on  tbe  Rise  and  Ruin  of  Nineveb,  new  edit.,  12mo,  2s Partridge 1852 


Prize  Essay  on  the  Religious  Book  Society,  12mo,  2s  6(2 Society   1850 

(S.)  Poetic  Gems,  Original  and  Select,  12mo,  2s SimjJdn 1856 

Blackbume  (li.L.)  Decorative  Painting  of  the  Middle  Ages,  4to,  52s  6(2 AtAlty 1848 

Blacker  (B,  H, )  Doctrines  and  Duties  ;  or,  Practical  Addresses,  1 2mo,  2s  6(2 Weriheim  1 8  52 

Parishesof  Booterstown  and  Donybrook,  12mo,  2s  6(2 BeU4e Daldy.  .i860 

(FT.)  Claims  of  the  Landed  Interest,  8vo,  7s Simpkin 1836 

Bhicket  (H^.^.)  Suggestions  on  Adult  Classes  in  Sunday  Schools,  2nd  edit.,  8vo,  2s ...  Simpkin 1861 

Bbickett(2'.0.)  Essay  ontheUseof  the  Spirit  Level,  8vo,  8s Simpkin 1838 

Treatise  on  Cubical  Contents  of  Earthwork,  8vo,  8s  Simpkin 1847 

BUujkford  (if rs.)  Orphan  of  Waterloo,  new  edit.,  12mo,  8s  6(2  H,  Bohn    1847 

Blackhal  (0.)  Services  done  to  Three  Noble  Ladies,  1631-49,  edit,  by  J.  Stuart,  4to.  Spalding  Club  1844 

Blackham  (/.)  and  Hickie  {A.)  Railway  Promoters,  Advice  to,  8vo,  2s Longman  1846 

Blackie  (A.B.)  Bank  Parlour;  or.  Experiences  of  a  late  Banker,  er.  8vo,  7s  6(2  Ja».  Bladtwoodj^Si 

((^.5.)  Cretins  and  Cretinism,  a  Prize  Thesis,  8vo,  2s Simpkin 1856 

{J.S.)  Discourses  on  Beauty,  8vo,  8s  6d Simpkin 1858 

Lays  and  Legends  of  Ancient  Greece,  and  Poems,  post  8vo,  8s  6(2 Simpkin 1856 

—  Lyrical  Poems,  cr.  8vo,  7s  6(2 Simpkin i860 

Pronunciation  of  Greek  Accent  and  Quantity,  8vo,  3s  6(2  Simpkin 1852 

( IT. G".)  Imperial  Gasetteer,  2  V.  imp.  8vo,  95s Blackie 1855 

-  Outlines  of  Bible  Geography,  Physical  and  Political,  fcap.  8vo,  Is    ...  Nelson   x86i 


Biackie's  Commeroial  Hand-Book,  32mo,  Is Blackie 1852 

Black-lead  Pencil  Drawing  Book,  oblong,  3s  6(2 Dean 1861 

Blackley  (F.i2.)  Ghreenland  Minstrel,  a  Poem,  12mo,  5s  6(2 ^ Simpkin 1839 

(W.)  Gospel  Hist. between  the  Death  of  Christ  and  Day  of  Pentecost,  4to,  2s  Hatehard  1855 

(Wm,)  Lectures  on  St.  Matthew's  Gospel,  Ch.  1  to  4,  12mo,  5s  6(2 Hatehard  184a 

Scriptural  Teaching ;  Sermons,  12mo,  5s    Hatehard  1847 


Blacklock  (A.)  Treatise  on  Sheep,  18mo,  1838;  13th  edit.,  3s OroomJbndge  ...i%$7 

Blackmore  (/no.)  London  by  Moonlight  Mission,  with  Memoir,  new  edit.,  cr.  8vo,  4s.  Bobaon  x86i 

Newcastle  and  Carlisle  Railways,  Views  of,  4to,  21s   ....^ Bogue    1839 

{R.D.)  The  Fate  of  Franklin,  a  Poem,  fcap.  8vo,  2s  6d Hardwieke i860 

Blacksmith*B  Daughter,  3  v.  post  8vo,  31s  6(2,  Ntwhy^  1845  ;  12mo,  Is  ^ Piper 1838 
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Blackstock  {Edw. )  Mercy  manif eated :  Autobiography  and  Letteis,  1 2rao,  5«    Ifo  uhton    1853 

Bbckston  (/«o.)  Customs  Sure  Guide,  post  8vo,  8« E.  NeiUan 1835 

Blackstone  (H.)  Gomm<in  Heaa  Cases,  2  ▼.  8vo,  6th  edit.,  60t Phtfuy  1837 

{SirW.)  Commentaries,  by  J.  B.  Bayly,  8vo,  28» Saunden  1840 

Hargrave,  Sweet,  &c.,  4  t.  8to,  63«    Swe€t 1844 

Hovenden  and  Ryland,  9th  ed. ,  4  v.  8vo,  63< Maucwell    1836 

Kerr,  3rd  ed.,  4  T.  8yo,  63«  Murray 1861 

for  Students,  post  8vo,  9«  Murray 1858 

Stephens,  4  T.  8yo,  84« ButUncorih  ..  1863 

Stewart,  4  ▼.,  8rd  edit.,  8vo,  62j  6d SUvtm  1854 

abridged  by  Warren,  2nd  edit.,  post  8to,  18» Maxwell    1856 

-Wilmot,  3rd  edit.,  8vo,  69  6d   Longman  1855 


Select  Extracts  from,  by  Warren,  12mo,  7« Maxwell    1837 


-  Supplement  to,  by  Williams,  8to,  I2a Wildy    1848 


—  Law  of  Keal  and  Personal  Property,  by  Stewart,  4th  edit.,  8to,  20<    Stevens  1853 

Property,  12mo,  2«  6d    .: Whittaker 1858 

Analysis  of,  12mo,  isSd   Simpkin 1858 


Private  Wrongs  and  their  fiemedies,  by  Stewart,  2nd  edit. ,  8vo,  ISs    SpeUigue    1 844 

B>tfkwall's  British  Spiders,  8to,  31«  6d    Ray  Soc 

BUckweU  (J nna)  Poems,  12mo,  6f,  1853  ;  2*  6d /.  C%qpman  ...1854 

(Eltx,)  Laws  of  life  as  to  Physical  Education  of  Qirls,  n.  ed.,  12mo,  <>«  Gd  Low    1859 

{Mist)  EUen  Braye  ;  or,  the  Fortune-Teller,  2  y.  post  8ro,  2U    Saunders  d:  0..  1841 

Ernestine  ;  or.  Child  of  Mystery,  8  ▼.  post  8vo,  81«  6rf    Colburn 1840 


Bbdkwood  ( IT. jST.)  The  Model  Family  ;  or,  Jesus  at  Bethany,  12mo,  Isdd    Hamilton  1859 

Blades  and  Flowers:  Poems  for  Children,  by  M.S.  C,  12mo,  2s Griffith  JkF.  ...1855 

Bbgden  {N. C.)  Sunple  Allegories  and  Sacred  Thoughts,  16mo,  IsM;  c\.2s   Simpkin 1 860 

(/.)  Agnes  Tiemome,  2  v.  post  8vo,  21» Smith  Jk  Elder..  1^61 

Bbgdon  (F.W.)  French  Interpreter,  new  edit.,  oblong,  6«  6d Hodgson    1841 

Bb^  (Jf.  IF.)  Christ  the  Second  Adam,  3  Sermons,  Sto,  Is    Masters 1859 

BUikie  (A.)  Sectarianism,  Philosophy  of,  post  8yo,  6<  6d  Low    1854 

—  ( IF. (?.)  Bible  Histoiy  for  Families  and  Schools,  12mo,  3f  Nelson   1859 

David,  King  of  Israel,  6«,  Hamilton,  1856  ;  2nd  edit,  cr.  8vo,  5s Nisbet i860 

Bkin  (Jb&ii)  Bationale  of  Arithmetical  Teaching,  12mo,  Is  6d Longman  1857 

Bbine  (D.  P.)  Canine  Pfttholpgy ;  or,  Diseases  of  Dogs,  by  Mayer,  8to,  9<,  i  841  ;  5  e.  7^  Qd  Longman  1 8 5 1 

^  Encyclopedia  of  Rural  Sports,  8vo,  new  edit.,  42«  Longman  1858 

Outlines  of  the  Veterinary  Art,  by  Mayhew,  8vo,  26»,  1841 ;  6th  ed.  24«  Longman  1854 

(Z>.^.)Lawsof  Artistic  Copyright,  and  their  Defects,  8vo,  3s  6d  Murray 1853 

-  Suggestions  on  the  Copyright  (Works  of  Art)  Bill,  8vo,  It  Hardwieke 1 86 1 


(fTj^)  Village  Farrier,  6th  edit.,  12mo,  4« Tegg  1841 

BUir  {A.)  and  Ronald  {F,)  Sketches  at  Carnal,  in  BritUny  in  1834,  new  ed.^  folio,  25s  B.  Taylor 1843 

(Dan.)  Account  of  Yellow  Fever  Epidemic  of  British  Guiana,  3rded.,  8vo,  21t  Longman  185a 

(/>sr.)  GbssBook  ;  or,  Reading  Lessons,  new  edit.,  12mo,  5« Longman  i860 

English  Orammar,  18mo,  2t  6<i    Whittaker n.  d. 

Ozammarof  Philosophy,  n.  e.,  12mo,  ds  6d  Whittaker 1848 

Modelsof  Familiar  Letters,  new  edit.,  12mo,  is   Whittaker n.  d, 

Motber*s  Question  Book,  16mo,  U  6d  ;  2nd  series,  16mo,  Is  Gd Darlon  1845 

Reading  Kiercises,  new  ed.,  12mo,  2< Longman  1856 

School  Dictionary,  new  ed.,  12mo,  Ss Whittaker n.  d. 

Tutor^s  Key  to  Questions,  new  ed.,  18mo,  5s  Gd Whittaker n.  d. 

UniTersal  Preceptor,  80th  edit.,  18mo,  6*,  Whittaker;  by  Kenny,  6»...  AUman 1861 

-  {Mrs.F.)  Henwife,  her  own  ^perience,  illust.,  2ed.  fp.  8vo,  4s  Gd  ;  col.,  7s  Gd...  Hamilton  1862 

{Geo.)   Holocaust :  Lays  of  Palestine,  and  other  Poems,  12mo,  4s  Gd J.F.  Shaw 1846 

(£fi^A)  Lectures  on  Rhetoric,  new  edit,  8to,  12«   Longman  1845 

by  Dale,  cr.  8to,  5s Tegg  1858 

Sermons,  8vo,  9t, Longman,  1 846 ;  ed.  by  FinUyson,  8vo,  7j»,  Tegg  ;  n.  e. ,  Gs  H.  Dohn 1861 

{Jea.)   Scottish  Evangelist,  Life  and  Labours  of,  cr.  8vo,  4«  Gd Heaton  i860 

(/oA»)  Chronological  Tables  to  April,  1856,  by  Roase,  n.  e.,  post  8vo,  lOs  H.  Bohn    1856 

— ed.  by  Sir  H.  Ellis,  new  edit.,  imp.  8vo,  31«  Gd...  Longman  185 1 

{Mrs.)  Dreams  and  Dreaming,  l2mo,\sGd Darton  1843 

{Bob.)  Beattieand  Falconer's  Poems,  Notes  by  Gilfillan,  8vo,  4s  Gd   Nisbet    1858 

Grave,  a  Poem:  Young's  Night  Thoughts,  &c.,  8vo,  9« TaUis «.  d, 

— by  Farrar,  illustrated,  new  edit,  sm.  4io,  7»  Gd Longman  1858 

Bbtr's  life,  Ferme,  and  Melville's  Commentary,  8 vo,  IsGd WodrowSoc... 

i;iake(jl</».)Li£e  by  H.  Dixon,  post  8vo,  10<  Gd,  1854  ;  '^^mo,  2s  Chapman d:  H.  1856 

{And.)  Pftictical  Essay  on  Delirium  Tremens,  2nd  edit,  8vo,  5s Longman  1840 

{Bam.)  Infidelity  Inexcusable,  post  8vo,  4s Sk^nglon 1855 

U.L.)   Historical,  Biographical,  and  Poetical  Reader,  12mo,  2s AUman 1862 

Scholar's  O)mpanion  and  Fireride  Reader,  12mo,  1<  6c/   Groombridge  ...li^i 

iT.W.)  Long  Vacation  in  Continental  Picture  Galleries,  12mo,  Zs  Gd Parker  d:  Son...  j^s^ 

(Wm.)  Songs  of  Innocence  and  Experience,  post  8vo,  Zs  Gd Pickering  1839 

Blakeiock  {Balph)  Sermons  on  the  Atonement  and  its  Doctrines,  8vo,  49 SeeUy 1844 

Bkkely  (John)  ManifesUtions  of  Deity  in  the  Works  of  Art,  12njo,  2s  Gd  Jas. Blackwood li^S 

(2*.  J.)  Gunnery  Science :  Remarks,  2nd  edit,  8vo,  Is  Ridgway    1857 

Slftkeney  {Rich.)  Journal  of  an  Oriental  Voyage  in  the  Africaine,  12mo,  4s  Gd  Simpkin 1841 

{S.P.)  Extracts  from  the  Moral  Theology  of  Alphoiuus  Liguori,  f p.  8vt),  2s  Gd  Simpkin 1 846 


li  BLAKENEY BLESSINGTON  1835-1862 

Blakeney  (i2.P.)  Iniquitous  Principles  taaght  by  St.  Liguori,  2nd  edit.,  8vo,  Ct  /.  MUler  1S52 

MAQoalof  Bomish  ControTeny,  12mo,  2«  60!  Hamiltim  i<s» 

Blakesley  (/.  W.)  Four  Months  in  Alfieria,  and  a  Visit  to  Carthage,  8to,  lU Maemillan 1859 

Sennons  before  Cambridge  Uniyendty,  8vo,  6«  6d  Fellowea 1843 

Blakey  (/. )  ^^l^'Sy  0^  Inyentions,  12mo,  2$  6d    Ja$,  Blaekwoodiiss 

(Rob.)  Angler's  Qnide  to  Riyenand  Lakes  of  Bngland,  12mOy  2f Bogue 1854 

of  Scotland,  2nd  edit,  12mo,  2«  6(2 Bogue 1859 

Song  Book,  12nio,  2t6d  G.  Cox  1855 

Essay  on  Logic,  12mo,  5t   L<mgman  1848 

Moral  Good  and  Bril,  Sto,  8s L<mgman  1848 


-Hints  on  Angling,  Angling  Bxcoinons,  &c.,  8to,  10<  M    W.  J2o6»tis(m...i854 

-Historical  Sketch  of  Logic,  8vo,  12« BaiUiire   1851 

-  Philosophy  of  the  Mind,  4  T.  8to,  60«   Longman  1848 

-Political  Literature,  2  t.  8yo,  24s,  1854;  2  yoIs.  in  1— red.  to  Ss BerUleg 1861 

-Lives  of  the  Primitiye  Fathers,  8vo,  St  6(2  W,  Edward$..Ai4i 

-Manual  of  Shooting,  12mo,  Is  BoutMge  1854 


Old  Faces  in  New  Masks:  Humorous  and  Literary  Bssays,  Sto,  7s  6(2...  Kenl  1859 

Sketches  of  Angling  Literature  of  all  Nstions,  12mo,  5t   J.  R,  Smitk  ...1855 

Temporal  BenefiU  of  Christianity,  8yo,  9s  Longman  1849 

Treatise  on  Angling,  and  Where  to  Qo,  12mo,  Is RouUedge  1854 

Blakiston  (Cap^.)  Twenty  Years  of  Betirement,  2  t.  8ro,  24« Cochrane  1836 

'—  (E.F,)  Hearts  are  Trumps,  2  t.  8to,  21« :....  SauindenJe0..i%(it 

\Pey.)  Obeenrationa  on  Disesses  of  the  Chest,  8to,  12s CkurekiU  1847 

(TAos.  If.)  Five  Months  on  the  Yang-Tsse,  8to,  18s Mwrray 1862 

Blimire  (6'Msan)  Poetical  Works,  12mo,  6t  6d TgoM  1842 

{Wm.)  Biographical  Sketch  of,  by  H.  Lonsdale,  8yo,  Is Ronlledge  1862 

Bknc  (C.)  History  of  Painters  of  all  Nations,  edit,  by  Wyatt,  fol.  24s Ca$ieU   185$ 

—  {louU)  1848.    Historical  BeTcIations,  poet  8to,  10s  6d Chapman  d:  J7.i8s8 

Histoiy  of  Ten  Years,  1880-40,  2  T.  8yo,  26s    Chapman  A  N.ihs 

On  the  Working  Clusses,  with  Befutotion  by  Ward,  12mo,  2«  Cd BenUey  1848 

^  (SM.)  French-English  and  English- French  Dictionary,  32mo,  new  edit.,  3s  6(f....   Ward  d:  Xodb..  1862 

Spanish  and  English  Dictionary,  12mo,  7s  6(2 ff.Bohn 1848 

Blanch  {O.W.)  Efficacy  of  Traction  for  Cure  of  Diseases,  12mo,  8s    Wki^eld  1854 

(ir.^.)  Sportsman's  Pocket  Begister  of  Qame,  &c..  Killed,  obi..  Is  6(2    Mead 1861 

Blauchard  (£'F.)  and  Wilberforoe  (Edw.)  Poems,  12mo,  6s    Longman  1857 

Ie.L.)  Handy  Book  on  Dinners  at  Home  and  Abroad,  fcap.  8to,  Is Adamton   i860 

(Lam.)  Sketches  from  Life,  Memoir  by  Lytton,  8  ▼.  post  8to,  15s    Colbum 1849 

(A/.)  German- Word  Book,  Is;  Phraae  Book,  Is Souter 1841-3 

(P,)  Premidres  Connaiasanoes  i  TUsage  dee  Bnfants,  18mo,  new  ed.,  2s  Law   1849 


{S.L.)  Ganges  and  the  Seine  :  Scenes  on  Banks  of  both,  2  t.  p.  8to,  18s     Chapman  d:  J/.  1862 

Blanche  and  her  Betrothed,  a  Norel,  3  r.  post  8to,  31s  6(2 Nevby    1855 

Cleyeland ;  or,  the  Bain  and  Sunshine  of  Youth,  by  A.  B.  W.,  fp.  8yo,  2s  6d  Hogg 1861 

Cressingham,  a  Novel,  by  M.  B.,  2  v.  post  8to,  24s  Saunders d:0,..ii^ 

Leslie,  and  other  Tales,  1 8mo,  2s  6(2    Dolman 1854 

Lisle,  and  other  Poems,  by  Cecil  Home,  fcap.  8to,  4s  6(2 Maemillan i860 

Mortimer;  or,  Unconscious  Influence,  a  Tale,  12mo,  8s Cleaver  1851 

Bland  (Hare.)  Apocalyptic  Histoiy  in  Berelation  Solved,  12mo,  10s  6i2 AMaU 1858 

(if ifej)  Algebraical  Problems,  8vo,  10s  6(2;  Key  by  Darby,  8vo,  9s   WhUtaker 1849 

Geometrical  Problems,  8to,  10s  6(2    WhUtaker 1842 

(N.)  Atesh  Kedah;  or.  Fire  Temple,  roy.  8vo,  6s    Madden 1844 

(Phil)  Plain  Pariah  Sermons,  at  Botherhithe,  new  edit,  12mo,  5s    Weriheim  1854 

{Robt.)  Greek  Anthol.,  Merirale,  p.8yo,14s,  Longman^\%^% ;  Buiges8,12mo,  5s  H.Bohn 1852 

Latin  Hexameters,  by  Bowden,  n.  e.,  12mo,  3s;  Key  to,  12mo,  5s  ...  Simpkin 1853 

{Mr8,S.)  Memorials  of,  from  Her  Diary,  16mo,  Is  Partridge 1854 

(Wm.)  Construction  of  Arches,  Piers,  &c.,  8to,  7s;  new  edit,  12mo,  Is  6(2.   Weale 1862 

Hints  on  Teaching  Notation  to  Little  Children,  12mo,  Is  Longman  1854 

BUshfield  (J,M.)  Selection  of  Vases,  &c.,  from  Terra-Cottas,  4to,  31s  6(2    Wtale 1857 

Blasson  {M,C.)  Poetical  Star,  12mo,  6s Simpkin 1843 

Blatch  {Wm.)  Solemn  Contrasts;  or,  the  Bighteous  and  Wicked,  12mo,  Is  6(2 Bintu 1849 

Specimens  of  Death,  Lessons  for  the  Living,  12mo,  2s  6(2   WhiUaker 1846 

Blaxland  (Geo.)  Code  of  English  Law,  royal  8vo,  24s  BuUerworths  ...1839 

Blayney  (/^re.)  Treatise  on  Life  Assurance,  new  edition,  12mo,  7s     Stevens   1837 

Societies,  12mo,  3s  Stevens  1848 

Blaze  de  Bury  {Baroness)  Memoirs  of  the  Princess  PaUtine,  post  8vo,  lOs  6d  Bentley  1853 

Bleaden  (/.)  Selections  in  Prose  and  Poetiy,  post  8vo,  10s  6(2     R.  Wifson 1847 

Bieby  {Hen.)  Death  Struggles  of  Slavery  in  a  British  Colony,  12mo»  4«    Hamilton  1853 

Scenes  in  the  Caribbean  Sea,  18mo,  2s   Hamilton  1854 

Bleeck  (J.  i5r.)  Persian  Grammar,  12mo,  7s  6(2     Quaritch    1857 

Blenoowe  {Edw.)  Sermons  to  Country  Congregations,  3  vols.  12mo,  each  7s  6(2     BdldsDatdy  1850-1 

Blenham,  a  Story,  by  the  Author  of  '*  Labour  and  Live,"  post  8vo,  6s Bennett 1858 

Blenheim  Palace,  Description  of,  8vo,  6s  Longman  1848 

Blenkam(/.)  Bearing  British  Timber  Trees,  poet8vo,  5s,  1859  ;  newed.,  12mo,  Is  6(2  RouUedge  1862 

Blenkinsop  {Dr.)  Memoirs  of,  by  Himself,  2  vols,  post  8vo,  21s     Bentley 1851 

Blessington  {Ctss.)  Belle  of  a  Season,  a  Poem,  imp.  8vo,  31s  6(2    Longman  1839 

Confessions  of  an  Elderly  GtenUeman,  post  8vo,  14s Lon^ffnan  1836 


1885—1862  BLES8INGT0N BLOW 

Blesaingtoii  (Cte.)  Confeanons  of  an  Blderljljdy,  &c.,  p.  8to,  21«,  1S38;  12mo,  U 

Goontcy  Qoftrten,  8  voIb.  post  8to,  81«  M 

-^— ^^ Desultory  Thoughts  and  BefleetionB,  12mo,  U     

— ^-^— GoTernesB,  2  toIs.  post  8vo,  21»    

Idler  in  Fiance,  new  edit.,  2  vols,  poet  Sto,  l(5f 

Italy,  2nd  edition,  8  vols,  post  8to,  86« 

■  literaiy  lafe  and  Cbmepondenoe,  by  Madden,  8  vols.  8vo,  42$.. . 

Lottery  of  Life,  fce.,  8  v.  p.  8vo,  31«  M,  1841 ;  n.  ed.,  12mo,  2« 

Mannaduke  Herbert,  8  vols,  post  8to,  ilt6d 

-: Memoirs  of  a  Femme  de  Chambre,  3  vols,  post  8to,  81t  Qd  

Meredith,  8  vols,  poet  8vo,  8It  6rf     

Strathem,  i  vols,  poet  8vo,  42f     

Two  Friends,  8  vols,  post  8vo,  81»  6d  

Victims  of  Society,  8  vols,  post  8vo,  Sit  6d    

Blest  (Alberi)  Memoirs  of,  by  Motherwell,  12mo,  5s    

Blew  {W,J.)  Letter  on  Hymns,  Hymn  Books,  and  Anthems,  8vo,  8e  6d   

OMd  Gaontlett  (i7./.)  Church  Hymn  and  Tune  Bk.,  4to,  I84 ;'  12mo,  it  6d 

Bleweri  (ITm.)  Guide  to  the  Stocks  and  Ponds,  by  Brise,  8rd  edit.,  16mo,  7<  6d 

Blewett  {S,)  Bhymes  of  Royalty;  History  of  Bngland  in  YerK,  new  edit.,  12mo,  2tM 
Blight  (/.r.)  AncCroBMs,  lu^,  West  Cornwall,  2  e.,4to,7<6<i;  £ast,10i  6d;  comp.,18« 

^^  Week  at  the  Land's  Bnd,  fcap.  Sto,  6s  Qd 

Bli^t;  or,  the  Novel  Hater,  a  Tale,  8  v.  poet  8vo,  Zls  6d 

Bli^ted  Pasqoe-Flowers:  a  Plea  for  the  Work-room,  12mo,  2s6d 

Blind  Aliee,  by  Annt  Kitty,  18mo,  Is 

Celertineof  Pitnrages,  from  the  French,  18mo,  Is 

Fisherman  and  His  Three  Sons,  tnmsl.  from  the  German,  4to,  2s  6d  

Girl  of  Wittenberg,  translated  from  the  German,  post  8vo,  6s  M 

lilias;  or.  Fellowship  with  God,  a  Tale  for  the  Tonng,  cr.  8vo,  6c 

Man's  Holiday:  Tales  for  the  Nursery,  sq.  16mo,  8t  6d;  ooL,  4c  6d   

Sehoolmistreas,  a  Tale,  by  J.  J.,  fcap.  8vo,  Ic  6<<   

Bliss  (Geo.)  Fruit  Grower's  Instructor,  12mo,  new  edit.,  6s 

{Hem,)  History  of  the  Lives  of  Protestant  Martyia,  roy.  8vo,  2c  6d  

Ideas  seldom  Thought  of  for  Bxtending  Knowledge,  cr.  8vo,  7s  6d    

Bobespierre,  a  Trsgedy,  poet  8vo,  6c 

Bkjfield  (y.^.)  Account  of  Algeria,  8vo,  12c 

Biomiield  (^i>.)  .Ssehylus  Agsmemnon,  fthedit,  8vo,  12c 

Choephons,  8nledit.,  8vo,  8c 

Peine,  6th  edit,  8vo,  8c 

— — "  Prometheus  Yinctus,  8th  edit.,  8vo,  8c  

Septem  contra  Thebas,  8vo,  6th  edit.,  8c  

Family  Prayers,  18mo,  2c  ;  n.  e^  p.  8vo,  8c  6rf,  1858  ;  18mo,  Ic  id 

Historical  Sketch  of  his  Times,  by  Dr.  Biber,  poet  8vo,  7c  6d 

Lectures  on  the  Acts  and  St.  John's  Gospel,  new  edit,  8vo,  lOs  6d.., 

Manual  of  Private  Devotion,  18mo,  Ic  8d,  Fellawes  ;  82mo,  8d    ... 

Sermons  on  Christian  Doctrine  and  Practice,  8vo,  10c  6d 

(O.B.)  Sermonsfor  Country  Congregations,  2  v.  12mo,  ea.  6c,  1841 ;  Y.  8,  6c 

(Swe.)  Talent  and  Trial,  a  Tale,  18mo,  2c  6rf    

Blondelle,  a  Tsle  of  the  l^mes,  post  8vo,  10c  6d 

Bloodin,  his  Life  and  Performances,  by  G.  L.  Banks,  cr.  8vo,  Ic  

Bk»d  ( Vfflk)  Mercy  to  the  Chief  of  Sinners,  a  Narrative,  new  edit,  18mo,  ls6d  ... 

Miasictt  to  the  Indians  of  Orialla,  &c.,  12mo,  5c    

lOoodwortJi  {Emma)  Poems,  82mo,  Ic  6d  

Bloom  (J.H,)  Noticee  of  the  Castle  and  Priory  at  Castleacre,  roy.  8vo,  25c  

Bkwmcriam,  Beauties  of,  edit,  by  Debonh  Dreadnought,  illust.  by  W.  S.  Reed,  sq.  6$ 

BJoomfield  (J.B.)  Poor  Christian's  Companion,  roy.  82mo,  Ic 

(iZo6t.)  Farmer^s  Boy,  illust. by  Foster,  ftc.,  poet  8vo,  7c  6<f,  1857— red. to  5c 

12mo,  7c  6<i  ;  large  paper,  15c 

— ^— Poems,  12mo,  2c  6d,  Boutledge ;  Illustrated,  new  edit,  16mo,  2c  6d 

{S,T.)  Epitome  Bvangelica ;  Extracts  from  Greek  Gospels,  18mo,  4c 

■  Gbeek  and  Eng.  Lexicon  to  New  Testament,  8rd  edit,  12mo,  7c  6d 

-^— Lexilogus  Scholasticus  ;  Gr.  and  Eng.  Yocabulary,  18mo,  8c 

New  Testament,  Greek  Text,  with  Notes,  9th edit,  2  v.  8vo,  48c  ... 

• Sup.  Annotations,  roy.  8vo,  15c,  1850;  2nd  do,  14c 

for  Colleges  and  Schools,  7th  e.,  12mo,  7«  6d 

Thucydides,  2  v.  8vo.    V.  1,  18c— Y.  2,  20c  

Bloomsbnry  Lent  Lectures,  1848-45,  8  v.  12mo,  each  5c 

1846-51,  6  V.  12mo,  each  6c 

1852-57,  6v.  12mo,  eaoh5c 

1858,  8vo,  2s  6d 

Bkire(^.fr.)  Three  Plain  Sermons  in  1859,  Ic  6d  

Blosias  (JUof)  Oratory  of  the  Faithful  Soul ;  Devotions,  18mo,  2c 

Blossoms  of  Hope,  by  the  Widow  of  a  Country  Clergyman,  18mo,  Ic  6d 

;  Musical  Annual  for  1847,  4to,  21c 

Blots  OB  the  fiscntcheon  of  Borne,  by  Six  Protestant  Ladies,  post  8vo,  7c  6d    

Bh»w  Hoi^  Blow  Cold  ;  a  Love  Story,  ed.  by  Augustus  Mayhew,  12mo,  Ic    


T.  Hodgson   .. 

ShobeH  

Longman  

Longman  

CoUmm 

Colbwm 

Newbg    

Ward^'Lodt.. 

Bfnilejf  

BeniUff 

Longman  ..... 

Colbwm 

Saunders  ^0, 
SaundersA  0, 

Longman  

Mivington  

Rivington  

Causton 
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Simpkin 

Longman  

Hope 
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Ortm 
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New  York 

OriffitkAF,  ... 

Tweedie 
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ffaselden   

Boswortk  
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Fdlowes 

Feltowes 

Fdlowes 

FdUwes 

Felhwes 

Soc.P.C.K.  ... 

Harrison  

Feltowes 
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Hatchard  

Darton  
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Simpkin 
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74  BLOWPIPE BOAT  1835-18CQ 

Blowpipe,  Infitmctioii  in  the  Fnoiical  Uie  of,  for  Stodents,  post  8to,  7« BaiUiire   iS 5! 

Blozam  {J.C.)  On  the  Metaorolc^  of  Newport,  Isle  of  Wight,  2Dd  edit.,  4to,  26f  ...  Simphn 1S60 

(if.  ^.)  Principles  of  Qothic  Boclesiasticftl  Architecture,  10th  e.,  12mo,  1$iid..,  Kent 1859 

—^  (Ate.)  Regnlations  for  Bnsinen  at  Masters' Chamben,  Sto,  4j Sftvem  xSs7 

(W,)  Cjclopodia  of  Saigery,  16  Pts.,  fol.,  ea.  5f   MadcUy i»3S 

Bloe  Beard  Semi-Borlesqned,  by  Peter  the  Friar,  new  edit,  16mo,  ItBd CkapmamAB..Mt 

Bluett  (/.C7.)  Duelling  and  the  Laws  of  Honour  Examined,  2nd  edit.,  8to,  28  6d SeeU^ 1836 

Blumhardt  (CO.)  Christian  Missions,  edited  bj  Dr.  Barth,  new  edit,  18mo,  2s  M...  Rd.  TrfuiSocil^fi 

Blundell  (^.5.)  Treatise  on  the  Sphygometer,  8to,  AbM Longman  183s 

(/.)  Lectures  on  Mid wifeiy,  by  Severn,  12mo,  5«   Maiun 1840 

■  ObserratioDS  on  Diseases  of  Women,  by  Castle,  8to,  12«  E.Cox    1840 

*  Principles  of  Obstetric  Medicine,  by  Lee,  new  edit,  8vo,  24«  Builer   1840 

(/.  W,)  Medicina  Mechanica  ;  Cure  of  Chronic  Disease,  cr.  8to,  64  Ckurehill  185s 

8crofuU^  fce.,  as  Treated  by  the  Swedish  Practice,  8to,  It  6d    Simpkin 1856 


-{Wah.)  Painless  Tooth  Extraction  without  Chloroform,  2nd  edit,8T0,  2i  6d...  Churehill  1856 


Blunt  (CAa.)  Beauty  of  the  Heavens,  4to,  21<:  coloured,  28« Bogue    184s 

Civil  Engineer  and  Machinist,  Pts.  1  to  7,  fol,  each  21« Aekermann  ..  1837 

{Hen.)  Disconnes  on  the  Thirty-nine  Articles,  new  edit,  12roo,  5t  6d  BcUchard  1847 

-Trial  of  the  Spirits,  new  edit,  12mo,  1«  fid  Haichard 1844 


Exposition  of  the  Epistles  to  the  Seven  Churches,  newed.,  12mo,  5t  M  IftUehard 1838 

•Pentateuch,  new  edit,  8  v.  12mo,  each  6i   ffatekard i860 


Lectures  on  History  of  Abraham,  new  edit,  12mo,  69  M Haiehard  1856 

Christ,  new  edit,  8  v.  12mo,  each  5«  6ci HaJUkard  i860 

Elisha,  new  edit,  12mo,  Ik  M BaUhard i86a 

Jacob,  new  edit,  12mo,  UM  Haiekard  1861 

St.  Pfcoi^  oew  edit,  2  v.  12mo,  each  biM HaUkard 1858 

Peter,  new  edit,  12mo,  2  vols.,  each4«  8<l...  Haiekard i860 


Posthumous  Sermons,  new  edit,  3  v.  12mo,  each  6f Haiekard 1846 

Sermons  Preached  at  ChelM*,  new  edit,  12mo,  6« Haidtard  1855 

-  (H.)  Perils  and  Panics  of  Invasion,  1796-1805,  and  at  present,  cr.  8vo,  lOt  6<i  Newf^    i860 

-  (/.)  Shipmasters' Assistant,  new  edit,  roy.  8vo,  80« New  York 1849 

{JM.)  Atonement  and  the  At-one  Maker,  12mo,  6« Matters 1855 

(/./.)  Essays  Contributed  to  the  Quarteriy  Review,  8vo,  125 Murray i860 

History  of  the  Christian  Church,  First  8  Cent,  3rd  ed.  p.  8vo,  7«  6rf  ...  Murray 1861 

Introductory  Lectures  on  Study  of  Early  Fathers,  2nd  ed.,  8vo,  U  6d...  Bdldi  J)aldy...its^ 

Lectures  on  Duties  of  the  Parish  Priest,  4th  ed.,  post  8vo,  7s  6d    Mmrray x86i 

Right  Use  of  the  Early  Fathers,  8vo,  2nd  ed.,  15« Murray 1861 


Sermons  at  Cambridge,  1886,  8vo,  (is6d    Bivinffion  1847 

1846  and  1847,  8vo,  5$ Bivingion  1850 

1849,  8vo,  5*;  1850-51,  8vo,  5«6d    Bivington  1851 


—  ■  toa  Country  Congregation,  3  vols,  post  8vo,  each  7*  6d Murray  ...1858-61 

Sketch  of  the  Church,  Two  Centuries  after  Christ,  8vo,  6«  6d Binngton  1836 

English  Beformation,  new  edit,  18mo,  St  6d Tegg  1848 


Undes.  Coincidences  in  0.  k  N.  T.,  6  e.,  8vo,  9i,  1859  ;  n.  e.,  p.  8vo,  6«  Murray 1861 

-  (/«/ia  A)  Confirmation,  fcap.  8vo,  8#  6d Bell d:  Daldy... lUi 

Life  after  Confirmation,  18mo^  It Bell  it  Dale^...  i%Si 

Readings  on  the  Morning  and  Evening  Prayer,  12mo,  3t  6d BeU^  Daidy...i%$^ 

{B.0,)  Common  Sense  on  Common  Subjects  :  Health,  ^,  12mo,  It  Ward 1855 

IWm,)  Dissenters' Baptisms,  and  Church  Burials,  8vo,  4t   L<mgman  ....    1840 

BIyth  <£€^ir.)  Catalogue  of  Birds  in  Museum  of  Asiatic  Society,  8vo,  12t Williamad!N.,iis% 

of  Bengal,  8vo,  12t  ...  Williamtd! N.,iiSo 

, Report  on  a  Zoological  Collection  from  Somalie  Country,  8vo,  2t  6<l WiUiama  <fcJV..i86o 

(Geo.)  Reminiscences  of  Missionary  Life,  12mo,  4t  Partridge 1851 

(/>r./.)  Outlines  of  Qualitative  Chemical  Analysis,  12mo,  5t    WaUon  1849 

(PA<F.)  Presence  of  Mind  and  Pride,  a  Tale,  18mo,  It  6(i Harvey 1839 

. Tales  for  Youth,  18mo,  It  6d  Harvey 1838 

Blyton  {Emma)  Poetical  Tributes  to  Memory  of  British  Bards,  post  8vo,  8t  6<l   Bennett 1858 

Boaden  (/.)  Doom  of  Giallo,  2  v.  post  8vo,  21t  Macrone    1835 

Boag  (/oAn)  English  Dictionary,  2  v.  8vo,  21t  Hamihxm  1848 

Imperial  Lexicon  of  the  English  Language,  2  v.  med.  8vo,  40t PuUartem,  1853 

Board  of  Health  :  Report  on  the  Supply  of  London  with  Water,  8vo,  4t (7foioet    1850 

Boardman  {A.)  Pupil  Teaoher*s  Historical  Qeography,  2nd  edit,  12mo,  It  M Philip  de  Son. .,i%si 

(H.A.)  Bible  in  the  Counting  House,  n. e. ,p.  8vo,  8t  6rf,  Bonoorth^  "855;  12mo,  8t  Hughet  1857 

. Family,  12mo,  It,  BoutUdge;  12mo,  2t  NeUon   1857 

^ with  Essay  by  Campbell,  12mo,  3t Niahet 1853 

Great  Creation,  *'Subjectof  Personal  Religion,"  new  edit,  12mo,  lt6<2  Bel.  Tract  Soc.iSs5 

(/.i7.)  Arithmetic:  Rules  and  Reasons,  12mo,  2t  6ci Macmillan 1850 

-Arithmetical  Exercises,  12mo,  UQd;  with  Key,  2t   BeUd:  Daldy...i%s^ 


——(Jf. J.) Land  Tax,  Exposition  of,  12mo,  2t  6(i 2>oy   1854 

'  {T.J,)  Collection  of  Psalm  and  Hymn  Tunes,  roy.  8vo,  lOt  6<i Bivington  1849 

{W.B.)The  Higher  Christian  life,  12mo,  It  6d,  Xow,  1859  »  l^mo,  3t  6d  ...  JVtt6e<    1859 

Bosse  (if. 5.)  Philosophy  of  Nature,  8vo,  12t  Longman  i860 

Boat  and  How  to  Manage  it,  by  Salacia,  fcap.  8vo,  2t  6d  Baily 1861 

the  Caravan,  a  Family  Tour  through  Egypt,  ko. ,  new  ed. ,  fp.  8vo,  5t  6rf £ell  ds  Jkddy. . .  1 860 

Club,  a  Tile  for  Boys,  18mo,  U   Bo9Um,  U.S.  ...i860 
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Boate  iMr$.)  Maid  of  Avoea,  a  Tale  of  tbe  Indian  Wan,  12mo,  2i  6d Longnutn  1S53 

Boatman  of  the  BoBplioras,  a  Tale  of  Turkey,  8  t.  post  8to,  Zls6d Netiby    1854 

Boas  (I%ot.)  Description  of  ^ejpt^  its  Land,  People,  &c.,  12mo,  5<  6(2 Snow 1856 

Tbe  Mission  Pastor:  Memoriala  of,  by  his  Widow,  12mo,  5«  6d    ...^....  Snow 186a 

Bob  the  Terrier ;  or,  the  Dog  of  Knowledge,  18mo»  1$    Grifilh  ds  P,  ...1854 

Bobola  {And.^  Life  and  Martyrdom  of,  by  Father  Monaci,  6to,  2« T.  Jiichardton.iSs% 

Boccaccio^  Decameron,  in  Bnglisb,  by  W.  K.  Kelly,  post  8to,  d«  6d  //.  Bohn   1855 

Frederick  and  the  Falcon,  in  English,  by  B.  Martin,  4to,  28 Longman  1847 

Stories  from,  and  other  Poems,  by  J.  Piiyn,  16mo,  4»   Wright  <fe  Co... 185a 

Tales  from,  and  other  Poems,  12mo,  6a   BenUey  1846 

Bocdns  {GoU.)  Managemmt  of  Fresh-Water  Fish,  8to,  U Van  Voont  ...1841 

Boddington  (Afrt.)  Gossip's  Week,  2  T.  post  8yo,  24«  Longman  1836 

Poems,  8to,  21< Longman  1839 

Beminiscenoes  of  the  Rhine,  2  r.  post  Syo,  21« Lomgman  1834 

Sketches  in  the  Pyrenees,  2  v.  post  8vo,  24« Longman  1837 

BoddyCy.JO^^'l'ntian  Mission,  18mo,  St  6(2  W.Smith  1839 

Bode  (/.f.)  Ballads  from  Herodotos,  16mo,  5s Longman  1855 

Bampton  Lectnre  on  the  English  Formnlaries,  1855,  8to,  8« J.IL^.Park€ri%$S 

Hymns  from  the  Qospel  of  the  Day,  18mo,  1» J.UA^J.ParkeriZto 

Short  Occasional  Poems,  post  8to,  3«    Longman  1858 

-(Airoii d!f)  Travels  in  Joristan  and  Aiabistan,  2  vols.  8to,  28« Madden     ......1844 

Boden (/as.)  Method  of  Teaching  French,  12mo,  2t  6<f    WhitUMker 1851 

Treatise  on  French  Verbs  and  Grammar,  12mo,  3f WhUiaker 1851 

Bodflnhani  (Ctm,)  Converaationa  on  Dnties  of  Christianity,  18mo,  2m  6rf    Dolman 1854 

Bodenhamer  {Wm.)  Bectnm  and  Anns,  a  Practical  Treatise  on,  8to,  12«  New  York 1861 

Bodenstedt  (/Ve.)  Morning  Land  ;  or.  Days  in  the  East,  2  toIs.  post  8vo,  21«  BenUey  185c 

2nd  series,  2  vols,  post  8vo,  2U    Benileg 1853 

Bodichon  (Dr.)  Algien  as  a  Winter  Residence  for  the  English,  12mo,  2t  Piper     1858 

Bodin  (PeL)  Sommary  of  Histoiy  of  England,  by  Dancan,  18mo,  Sa Virtue    1840 

France,  hy  Duncan,  18mo,  8«    Virtue    1840 

BodingioB  ((Teo.)  Essay  on  Cnre  of  Polmonary  Consamption,  12mo,  3« Longman  1840 

Bodnel  (CbntedM)  Les  Affiures,  1568,  4to Ballatyne  Club, iZ29 

Body,  Mind,  and  Spirit ;  or,  life  of  Natnie,  ftc.,  traced  in  Man,  12mo,  2a  6d M*Clary    1853 

Boeekh  {Aug.)  Public  Economy  of  Athens,  tnuisl.  by  G.  C.  Lewis,  2nd  edit.,  8to,  18«  Parker de Son...  \%^% 

Bgnniwgbansen  (C.  M.  P.  von)  Manual  of  Homoeopathic  Therapeutics,  post  8to^  1 20  . . .  Bailliire    1 847 

Boethii  {H.)  Murthlacensium  et  Aberdonensium  Bpisooporum  Yite,  4io    BannatgncClubi%z$ 

Beethins  (H.)  Buik  of  Cronidis  of  Scotland,  Vols.  1  to  8,  roy.  8to,  eaoh  10a  Longman  1858 

Bogatak7(CJ7.)GoldenTrea8ury,12mo,2t,/ramt2ton,i86a;  2«6(f,i2.r.i9oc.,i854;  2s  Simpkin 1862 

Z2mo,lafSimpkin^2a,Aylott,i%si;layR,T.S.;U6d  Nelson   1856 

Memoir  of,  by  Himself,  trans,  by  Jadcson,  12mo,  2f Seeley 1856 

Steinkopff,  82mo,  Is  Knight d: Son...  1%$^ 


Boggie  (/oAit)  Obserrations  on  Hospital  Gangrene,  8to,  ia  6d Highley 1848 

Bqgie  (B.D.)  The  Crisis  is  Come,  12mo,  Za  6d Simpkin 1848 

;  or.  Approaching  Religious  Rerolution,  12mo,  ia  6d Hamilton  1836 

Pojue  (thm.)  Dirine  Authority  of  the  New  Testament,  18mo,  2»  Rd.  Tract  Soc.n.  d. 

^'s  Guides  for  Trayellers,  18mo,  each  8«  6d    J.Lee 1853 

Belgium  and  Rhine — Phris  and  its  Enriroos — Switierland  and  Savoy. 

TrarelWs  Dictionary,  English  and  French,  12mo,  ia Bogwe    1853 

Bohemia  {Princeu)  Life  and  Correspondence  by  Blase  de  Bury,  post  8to,  10s  6d Btnifey 1853 

Bohemian  Poems,  transL  by  A.  H.  Wratiskw,  fcap.  8to,  5a  Parker  df  Son  .iZ^g 

Bohlen  (P.von)  Introd.  to  Book  of  Genesis,  by  Heywood,  2  t.  8to,  14s,  1855— red.  to  6<  /  Chaiman  ...186a 

Bohm  {C.  J.  T. )  lights  and  Shadows  in  the  Present  Condition  of  the  Church,  cr.  Sto,  6a  Boaworth    1 860 

Bohn  (H.O.)  Dictionary  of  Latin  and  (heek  Quotations,  new  edit.,  post  8to,  68  k  6a  H.Bohn i860 

Index  Yerbomm  to  Dictionary  of  Quotations,  post  8to,  1«    B.Bofm i860 

Pictorial  Handbook  of  Mod.  Geography,  2nd  ed.,  p.  8to,  68  ;  ooL,  7»  6d  ff.Boftn 1862 

Polyglottof  Foreign  Prorerbs,  12mo,  6a I/.  Bohn 1857 

Bohn*s  Antiquarian  libnuy,  sq.  12mo,  5«pervoL  (YoL  1,  1847).     iSee  Appendix....  H.Bohn  ...1847-62 

British  Classics,  post  8to,  8s  6d{ per  yoL  (Yol.  1,  1853).    See  Appendix. H.Bohn  ...1853-62 

Oatalogue,  8to,  21« H.Bohn 1841 

Cheap  Series,  post  8to  (Yol.  1,  1850).     iSSes  Appendix H.Bohn  ...1850-62 

Claaacal  Catal<)gue,  roy.  Svo,  half.mor.,  2a  6d H.Bohn 1851 

-Library,  post  8to,  5<perToL  (YoL  1,  1847).    jSm  Appendix. H.Bohn  ...1847-62 

Beelesiastical  Library,  post  8to  (Yol.  1,  1851).     See  Appendix H.Bohn  ...1851-62 

English  Gentleman's  Library,  8to,  9«  per  vol.  (Yol.  1,  1861).     ^e«  Appendix.  H.Bohn 1861-2 

Extra  Yolumes,  post  8to  (Yol.  1,  1848).     5ee  Appendix H.Bohn  ...1848-62 

Historical  Library,  post  8vo,  5s  per  toI.  (Yol.  1,  1857) i^.l?oA».... 1857-62 

ninstrated  Library,  post  8yo  (YoU  1,  1849).     iSee  Appendix. H.Bohn  ...1849-62 

Libtary of  French  Memoirs,  post  8to  (Yol.  1,  1855).     ^eeAppendic H.Bohn  ...1^55-62 

Philological  Library,  poet  8to  (YoL  1,  1852).     &s  Appendix H.Bohn  ...1852-62 

Philosophical  Library,  poet  8to,  5«  per  toL  (YoL  1,  1857) i/.^oAn....  1857-62 

Rcjyal  lUustrated  Series  (YoL  1,  1862)  H.Bohn 1862 

Scientific  Library,  post  8to  (YoL  1,  1847).    See  Appendix H.Bohn  ...1847-62 

Standard  Cyclopsedia  of  Political  Knowledge,  4  ▼.  post  8yo,  Ha H.Bohn 1849 

Library,  post  870,  Za  6d  per  70L  (Yol.  1,  1846).     See  Appendix  ...  H.  Bohn  ...1846-62 


Bobny  {Nie.)  Pieture-BocA  of  Leasons  00  Fonn,  &c.,  for  Children,  iol,  lOaGd   Hamilton...  i9^6-Cz 
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Bold  ((?.)  Aiore%  Deaeription,  with  Plates  and  Mape,  8to,  12«  Churton 1S35 

Boileaa(/>.)  Artof  ModelliDginPaper,  16mo,  6«  Waeejf   184* 

French  Self -Instnictor,  12mo,  9t Simpkin 1836 

Key  to  the  G«nnan  Ungnage,  18m<s  8«  W ^ ^^^  '^39 

Linguist;  Institietions  in  Qerman,  12mo,  7«   Longmam  18^0 

Nature  and  Genias  of  the  German  lAngnage,  12mo,  &t NuU  1839 

(/,r.)  <Euvres,  ayec  Notes,  12mo,  5s  JHdot 1842 

-  Traverse  Tahles,  Latitude  and  Longitude,  roy.  8to,  8c  6d  AlUnJbCo 1839 


Boisragon  jr. 5.)  Illustrations  of  Osteology,  foL,  10«   Highletf 1839 

Boiste,  Di(*tionnaire  Unirersel  de  la  Langue  Fran^aiae,  18th  edit.,  4to,  20c Didol 1841 

Bojesen  (E.F,)  Grecian  Antiquities,  hy  Paul  and  Arnold,  new  edit.,  12mo,  Zt  M  ...  Riviwjtai^ 185$ 

Boman  Antiquities,  by  Paul  and  Arnold,  12mo,  8<  id   Jlivington 185a 

Bokeof  Curtasye;  Poem,  16th  Centuiy,  edited  by  Halliwell,  8vo Percy  Sockty  . 

Noblesse;  addressed  to  Edward  IV.,  1475,  4to  jioxburgke a. .li^o 

Bokenam  (Oc&Mra)  Lyrys  of  Seyntes,  4to Boxbvrghe  Q.  aZis 

Boker  ((?.ir.)  Anne  Boleyn,  a  Tragedy,  fcap.  8vo,  Zs  M Hamilton  1850 

:-  Cahiynos,  a  Tragedy,  2nd  edit.,  sq.,  5c Pkiladdpkia... i%A9 

Bokinga,  a  Novel,  by  Morton  Bae,  2nd  edit,  post  8vo,  10c  6d  ffookham  1854 

Boldheart  tbe  Warrior,  by  G.  F.  Pardon,  illust.,  roy.  8vo,  2c  6c{ ;  Zi  6d  Jom.  BUidkwood  1859 

Boldon  Buke  ;  Surrey  of  Pooessions  of  See  of  Durham,  1188,  8to,  10c  M WhiUaker 1852 

Bolingbioke  {Lord)  Memoirs  of,  by  G.  W.  Cooke,  2nd  edit.,  2  ▼.  8to,  28c  BemtUif 1836 

Works  and  Life,  new  edit.,  4  vols.  8vo,  45c PkOadefpkia... iZ49 

(ITaiMie)  Autobiography,  12mo,  5c  Wertkeim 1849 

Bollaert  {Wm.)  Antiquarian  and  other  Researches  in  New  Granadaa,  &c,  8to,  15c  ...  TrObner i860 

BoUand  (ITm.)  Cricket  Notes,  with  Hints  by  Clark,  12mo,  4c    T.  SaMmdtn  ...itsi 

BoUey  {P.A»)  Manual  of  Technical  Analysis,  translated  by  Paul,  post  8to,  5c ff.  Bokn    1857 

Bolsover  Castle,  a  Tale  from  Protestant  History  of  the  16tb  Century,  12mo»  5c    Ewins    1846 

Bolster  (/.J.)  Book  of  Private  Ptayer,  4th  edit.,  18mo,  2c     Parker ASw  .1837 

Bolton  {Abby)  Lighted  Valley;  or.  Closing  Scenes  in  Her  Life,  new  edit.,  12mo,  8c  6d  BamiUon  1859 

(C;.)  Criminal  Court  IVacUce,  8vo^  9c    Maxvell    1835 

Nothing,  in  Rhyme  and  Prose,  post  8vo,  7c6d Sa»nder$JkO.  .1844 

[ffan.)  First  I>rawing- Book,  oblong  4to,  7c  6<£ Oroombridge  ...J^Sl 

' —  Lessons  on  Dnwing  from  Objects,  8vo,  7c    Oroomhridge  ...i^S^ 

■  {II.)    Thoughts  on  Spiritual  Impressions,  fce.,  fcap,  8vo,  Ic Sin^pkin    1861 

{Jas,)    Life  Lessons :  Scripture  Truths  for  the  Young,  12mo,  2c  6d    Nehon    1861 

Fragments  of  the  Great  Diamond,  12mo,  2c  6(2,  1856  ;  8rd  edit.,  Ic  6d  Weriheim  1861 

Natural  History  of  British  Song  Birds,  4to,  63c  B,  Bokn    1845 

(RtM,)  Directions  for  Walking  with  God,  18mo,  2c  6d Rd,  Trad  Soe..it%1 

— (A. <lr  Af re.)  Memorials:  ** Footsteps  of  the  Flock,'*  fcap.  8vo,  4c    BamiUon  i860 

{W.J.)  Fireside  Pleaching  ;  Hints  for  Visitors  of  the  Poor,  12mo,  2c  6d     Sedetf 1856 

Hulsean  Essay,  1852  :  Evidences  of  Christianity,  8vo,  6c     MaemiUan    ...1853 

Bolus  {Fred.)  Tabular  Geography,  Europe,  n.  e.,  obi.,  Ic  9ci,  i860 ;  Asia,  oU.,  Ic  M  DavisAAUen  .1861 

Bombay  Almanac  and  Book  of  Direction,  8vo,  12c   Allen ^  Co.. Annual 

Government  Records  :    Smithd! Elder  .iZ^ 

1.  On  the  Supply  of  Water,  9c ;  2.  On  the  Southern  Districts  of  the  Surat 
Collectorate,  6d ;  8.  On  the  Settlement  of  Doras  Lands,  4c  ;  4.  On 
the  Collectorate  of  Sholapore,   and  Statistical  Report  of  Cambay,  Ic. 

Bon  Gaultier's  Book  of  Ballads,  new  edition,  square,  88  6d    Blaekwoods   ...185$ 

Bonaparte.    See  Napoleon. 

(Pr.  Luc.)  Langue  Basque  et  Langues  Finnoises,  roy.  4to,  20c  Williams  AN.  1861 

— list  of  Birds  of  Europe  and  North  America,  8vo,  5c    Van  Voorst    ...1838 

Polyglott,  Parabola  de  Seminatore,  in  72  linguas,  8vo,  20c     ...  QicanicA    1857 

Bonar  (And.)  Development  of  Antichrist,  12mo,  dc  6cl  Partridge  1853 

{A,A.)  Christ  and  His  Church  in  the  Book  of  Ptalms,  8vo,  10c  6d    Nithet    1859 

■  Commentary  on  Leviticus,  4th  edit.,  post  8vo,  8c  6(i  Nithet    1861 

Gospel  Pointing  to  the  Person  of  Christ,  32mo,  Ic    Nitbet ,  1852 

Letters  and  Biography  of  C.  Rutherford,  12mo,  9c  6<i    BamiUon  1848 

Memoir  of  D.  Sandeman,  12mo,  5c  Nitbet    1861 

•  and  Remains  of  R.  M^Oheyne,  new  edit.,  12mo,  5c   BamiUon  1857 


Mission  of  Inquiry  to  the  Jews,  post  8vo,  5c    BamiUon  1851 

NetUeton  and  his  Labours,  12mo,  is  6d  BamiUon  1854 

Redemption  Drawing  Nigh,  12mo,  5c    Ni^et    1847 

Visitor's  Book  of  Texts  for  the  Sick,  &c.,  new  edit.,  12mo,  8c  6d Nisbet    1858 

(il.JK.)  Last  Days  of  the  Martyrs,  18mo,  3c  6(2     Bamilton  1841 

Scenes  from  History  of  the  Christian  Church,  12mo,  3c  6<i   Nelson  1848 

-  (^or.)  A  Stranger  Here  :  a  Memorial,  5th  edit.,  fcap.,  5c Nisbet    1861 

Authentic  Records  of  Revivals,  12mo,  3c  6el   Nisbet' i860 

Blood  of  the  Cross,  82mo,  %d Nisbet    1849 

Brief  Thoughts  on  the  Gospel,  82mo,  8d  Nitbet    1851 

Coming  and  the  Kingdom  of  Christ,  12mo,  5c  6rf    Nitbet    1849 

God's  Way  of  Peace  :  a  Book  for  the  Anxious,  12mo,  2c ^Nitbet    1861 

—^ Hymns  of  Faith  and  Hope,  6  e.  ,f p. ,  5c ;  32mo,  Ic  6c2 ;  2nd  ser.,  5c,  1 861  NiAet    1 862 

Journey  in  the  Desert  of  Sinai,  2nd  edit.,  post  8vo,  6c  Nisbet    1858 

Kelso  Tzacta,  12mo,  2c  6<i JVtc6d    1848 

Lines  of  Time:  Events  from  Scripture,  8vo,  ICaps,  4to,  15c    BamHton 1854 
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Bonar  (Jlor.)  Mmi  ;  His  Beligion  and  His  World,  18mo,  2»  NUhH    1851 

Morning  of  Joy,  18mo,  2t  NUhet     1852 

Night  of  Weeping,  18mo,  2t  NUbel    1855 

French,  by  BmmadeBheims,  18mo,  2«6(i  Ni^t    1849 

Prophetical  Landmarks,  3rd  edit,  12mo,  5<    Nitbel    i860 

Storyof  Qraoe,  ISmo,  2$    Nisbet    1853 

Sommer  Journey  from  Beersheba  to  SIdon,  new  edit.,  post  Svo,  7»   ...  Am6«<     1857 

The  Sternal  Day,  18mo,  2t    Nitba    1853 

Truth  and  Error,  18mo,  2a     Hamilton  1849 

Words  of  Peace  and  Welcome,  18mo,  1«   Ninbet    - i860 

BooaTcninra  {Si,)  life  of  Christ,  translated  by  Oakley,  with  plates,  12mo,  Ca Toovey   1845 

• Psalter,  translated  by  Dr.  Camming,  12mo,  2« A.Hall 185* 

Boochurch,  Isle  of  Wight,  post  8to,  2»6d Rivington  1849 

Bond  and  Free,  by  the  Author  of  **  Caste,'*  3  vols,  post  8yo,  ZUM HurttJtB i860 

Bond  (ii^.)  History  of  En^and  for  Youth,  new  edit ,  18mo,  2mM Kent  1847 

—  (If raJET.)  Miscellaneous  Poems,  12mo,  7«  6d    WhiOaher 1838 

Sacred  Poems,  12mo,  7«  6d    WhiUaker 1838 

ifiobU)  Christian  Token  of  Remembrance,  32mo,  2f     AUman 1841 

Handbook  of  the  Telegraph  (Weale*s  Series),  12mo,  1j   ViHiu   i86a 

Phonetic  Reader;  Extracts  in  Prose  and  Verse,  12mo,  8<   Pitman 1849 

(ffowi)  Popular  Geography,  12mo,  5«    Thonuu 1836 

(T,S.)  Practical  Treatise  on  Dental  Medicine,  2nd  edit,  roy.  8to,  11« Triilmer     185a 

{W.II.)  View  of  Andent  Geography,  4th  edit ;  with  Key,  12mo,  44  M Simpkin     1853 

Bone  {S.  V.)  Precedents  in  Conveyancing,  by  Western,  new  edit,  4  ▼.  roy.  8to,  72s...  Steven*  1841 

Boner  (C%a.)  Cain,  a  Dramatic  Poem,  post  8to,  Zm  6d  Chapman  dfff.iisA- 

■■ —  Chamoi8HantinginBaTaria,8TO,18«,i853;n.e.,p.8TO,10«,i86o — red.to6<  H.Bohn i86x 

Forest  Creatures,  lUust,  post  8to,  10«  6c{  Longinan  1861 

Meny  Wedding  and  other  Tales,  12mo,  29  M Chapman  dsH,\%^^ 

New  Dance  of  Death,  and  other  Poems,  post  8vo,  Ss Chapman  Je  H^it^ 

Verse,  1884-1868,  12mo,  i$ Chapman  A  H,i%s^ 

Boniface  (J/.)  Modem  English  and  Knench  Conyersations,  12mo,  8f  BaiUi^re    1845 

(5ie.)  Life  of,  by  J.  W.  Coz,  12mo,  2«  6d   Maaten 1853 

Opera,  edidit  Giles,  2  T.  8to,  21t   NuU  1844 

Bonn  UniTersity,  its  Rise,  Progress,  ftc.,post8TO,  10s  6<i Parker  A  Son  .1%^$ 

BonnecboBe  (^.<2r)  France,  History  of,  2nd  edition,  12mo,  6s  RnviUdge  1856 

Reformers  before  Reformation,  by  Mackenzie,  post  870,  red.  to  6s  Simpkin 18  51 

BooneU  (y.)  Exemplary  Life  of ,  by  Hamilton,  12mo,  S«  6(2 Rivington  1851 

Life  of,  12mo,  2a  6d    Maatera 185a 

Bonner  (Bjp.jS'.)  life  and  Defence  of,  by  Townsend,  8vo,  10«  6rf Seeley 1841 

(/.)  United  States,  a  ChUd's  History  of,  2  ▼.  fcap.  7« Low    1855 

Bonnet  (A,)  Exile  from  Eden  :  Medit  on  Gen.  Ch.  iii.,  12mo,  4s  Niabet 1839 

Family  of  Bethany,  12mo,  6f,  1855;  14th  edit,  St  6(2 Niabet 1859 

Meditations  on  the  Lord's  Prayer,  12mo,  4* Niabet 1839 

Scenes  in  Bethany  :  Lectures,  12mo,  2a  M Niabet 1841 

Bonnend  (Oss.)  Life  and  Letters,  by  Lady  Fullerton,  2  y.  post  8to,  21s  Hunt  A  B 1858 

Bonnin  (r.^.)  Domestie  Altar  ;  Ptayers,  18mo,  2s  Hamilton  1851 

Bonnycaatle  (/.)  Algebra,  2t.  8yo,  26s,  1848  ;  byGalbraith,  12mo,  ia  6d;  Key  to,  5a  Simpkin 1850 

Maynard,  12mo,  4s;  Key  to,  4a  M  Simpkin 1847 

Tyson,  12mo,  4s;  Key  to,  4*6d...  Tegg  i860 

^Arithmetic,  by  Maynard,  19th  edit,  12mo,  3s  6d;  Key  to,  4«  Cd ...  Simpkin 1862 

Tyson,  12mo,  8<($(2;  Key  to,  4s  6d Tegg  1858 

■ Astronomy,  by  Young,  12mo,  9s Simpkin 1839 

Mensuration,  by  Maynard,  12mo,  4s  6d;  Key  to,  4s    Simpkin i860 

TyBon,  12mo,  4s  6<2 ;  Key  to,  6<  Tegg- 1847 

—  {Sh-Jt.H.)  Canada  and  the  Canadians  in  1846,  2  t.  p.  8yo,  2ls— red.  to  12« Colbum 1846 

as  it  Was,  Is,  and  May  Be,  2  y.  post  8to,  21« Colbum 185* 

Newfoundland  in  1842,  2  t.  post8?o,  21s Colbum 1842 

Bonomi  (C.)  Edith  Grey,  12mo,  Is     A.  Hall 1859 

(J.)  Egypt,  NuUa,  Ethiopia  :  Photographs,  with  letter-press,  4to,  63« Smith  A  Elder.  1Z62 

Egyptian  Antiquities*  Catalogue,  4to,  with  Atlas  in  folio,  2  Pts.,  ea.  21s  Weale     '. 1858 

Histoiy  of  NinoTeh  and  its  PaliMoes,  2nd  edit, post  8yo,  6a H.Bohn 1853 

•  and  Sharpe  (S.)  Triple  Mummy  Care,  4to,  7a  6d  ;  cold.,  12«  6d Longman  1859 


Bonus  (/.)  Disoonraes  on  Earliest  Types  of  Our  Saviour,  post  8vo,  3s  6d  T.Richardaon.,  1856 

Bonwell  (/.)  Sermons  on  the  Holy  Catholic  Chureh,  post  8vo,  6s Buma    1844 

BaDwi(^  (/nsp.)  Geography  of  Australia  and  New  Z^Uand,  18mo,  3s    Robertaon  i860 

Bcmwieke  {Amh.)  life  of,  by  Bp.  Bereridge,  12mo,  Is J.  H. A  J. Parker  1%  ^6 

Book  about  All  Kinds  of  Things  which  we  Eat,  Drink,  and  Wear,  12mo,  2a  6d Houlaton   i860 

—  Animals,  for  Children,  with  engravings,  16mo,  2s  Rel.TractSoc.  .iS$% 

—  Birds,  for  Children,  16mo,  2s ReLTixustSoci^^o 

—  Naughty  Boys;  or,  the  Suflferings  of  Mr.  Deltiel,  12mo,  4a Hamilton  1855 

-  Picture,  intended  for  the  Young,  18mo,  la  6d Rd.TraelSoc.  .184a 


and  its  Mission,  Vols.  1  to3,  ea.  8s;  Vols.  4  to  6,  ea.  3s  6<i ;  Vol.  7,  4a Kmt 1856-6* 

Story;  Bible  Narrative,  16th  e.,  p.  8vo,2s;  cl.,2s6d;  fine,  4«  Kent  186a 

Collector's  Handbook,  8vo,  2a  6d  Churton 1845 

far  all  Ages,  by  the  Author  of  "  Have  You  1"  fcap.  8vo,  8s  6d J.F.Shaw i860 


( 
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Book  for  Every  Hotuebold.  post  8vo,  2$ Ward  A  Lock,,  iS6o 

Sunday  Reading,  ed.  by  Rer.  A.  Cameron,  12mo,  Is NamUtom 1858 

the  Sea  Side;  Natural  History,  12mo,  St   BeLTradSoe,  185* 

of  Aids,  with  CatochlBm  of  the  whole  Syirtem  of  Equitation,  cr.  8to,  1<  Simpkin 1861 

Amerioan  Songs,  edited  with  Notes  by  H.  Paul,  12mo,  It Ward4t:Loek...i9s7 

Anecdote,  12mo,  2t  (W Burnt    1841 

Art,  edited  by  F.  K.  Hunt,  roy.  4to,  21« • How  1846 

Ballade,  fr. the  Qerman,  by  Ferey  Boyd, 8m.4to,10<6c£,  1842,0) r—red.to3e6c{  H.Bokn 1848 

Beauty,  1833-47,  Longman\  1848-9;  8to,  each  21<  Bogue  1833-49 

Bjjifls,  ISmo,  1«  6d Parkerib  iSim..i834 

Boats,  16mo,  2i  %d SocP,C.K,  ...1849 

Bridges,  sq.,  2i Soe.P.C.K.  ...1850 

British  BaUads,  edit,  by  S.  C.  Hall,  imp.  8vo,  2  t.  ea.  31«  tkir-l  y.  red.,  2&t  B,Bokn 1851 

Pbesy,  Ancient  and  Modem,  sq.,  7t6d;  cl.  gilt,  8»;  mor.,  12«  Tegg  1843 

• Celebrated  Poems,  lUust.,  8vo,  I5t Low  1853 

Children's  Hymns  and  Rhymes,  12mo,  dt  dd Hogg^Sont  ..1859 

Christmas,  in  Prose  and  Terse,  12mo,  12»  Spooner 1835 

-  Carols,  with  Illuminated  Borders,  sq.  6vo,  25« Low   1845 


Church  History,  2nd  edit.,  18mo,  Is   Mattert 1851' 

Common  Prayer,  according  to  MS. in  Rolls  Office,  Dublin,  S  v.  8yo,  81«  6<i ...  Ecd.Hut,Soe, . 
the  Sealed  Books,  by  Stephens,  St.Sto,  31<6<i  Eccl.Bui.Soe... 


—  adapted  for  General  Use,  18mo,  2«   Snow 1855 

Analytical,  with  Notes,  12mo,  2t;  2t  6d Giblw 1848 

arranged  by  Bosworth,  8to,  tt Longman  1^39 

— ^  Bagstor's  Editions.    See  Appendix. 

Cambridge  Editions.     See  Apperdix. 

Communion  Service,  Reprint  of  1662,  sm.f.,  red  fc  black,  55t  Pickering 1845 

Companion  to,  32mo,  2j  6rf   Hatekard 1848 

—  for  Use  in  other  Protestant  Churches,  12mo,  it  Pickering 185a 

French.     See  Liturgie. 

German,  12mo,  it,  P.AH.Soc.,  184a  ;  32mo,  3s  W.AUan   i86a 

Illuminated,  by  Jones,  med.  8to,  21s;  roy.  8vo,  45« Murray 1^49 

with  Notes,  12mo,  81«  6d  ;  8vo,  42« WhiUaker 1838 

111.  Borders  aft  Durer,  &c.,p.8TO,I5f,Ptciberinf7  ;  n.e.,12*6Gf  Bickert 1862 

edited  by  Rose  and  Burgon,  8vo,  42s    J M.^J*arher t%^i 

Italian.     See  Lituigia. 

Latin.    See  Lituigia. 

London  Editions.     See  Appendix. 

Musical  Notation,  by  Dyce,  4to,  76«;  1.  p.,  84« Burnt    1843 

Pt.  2,  Psalms,  &e.,  4to,  42«;  1.  p.,  84s...   Burnt    2844 


Notes  by  Merbecke,  1660  (reprint),  sm.  4to,  26s  ...  Pickering  1844 

Notes  by  Veneer  and  Kelly,  18mo,  6s  KeUg 185a- 

'On,  by  Anglicanus,  12mo,  8s Hope 185a 


-  Oxford  Editions.    See  Appendix. 

Pictorial,  imp.  8vo,  81«  6d    Knight  183a 

•  Notes  by  Stobbing,  8yo,  lOt  6d~ied.  to  6s Nattali 1846 


•  Reformed,  Ac,  12mo,  4«  Whitfield  1849 

•Reprint  of  1662,  Black  Letter,  roy.  4to,  84s  Pickering  1845 

poet  8to,  calf,  12s  6€^;  mor.,  15s MavUrt 1842 


Reprints,  Edward  VL— Charles  IL,  6  ▼.  fol.,  18/  18s   Pickering  1845 

Revised  by  Royal  Commission,  1689,  12mo,  8s  6<2 Sedey 1855 

slightly  altered  from  Church  Use,  12mo,  It Partridge 1855 

Spanish,  12mo,  4s  P.dsB.Soe,  ...1836- 

with  Anthems  as  pointed  for  Chanting,  18mo,  4s    EyreACo. 184a 

Scripture  Proofs  and  References,  post  8vo,  Zt  id    P.JbH.Soc.  ...185a 


Costume;  or.  Annals  of  Fashion,  by  a  Lady  of  Rank,  roy.  8vo,  21«  Colbum 1841 

Curiosities,  Natural  and  Artificial,  16mo,  2s  6d;  col,  8s  6ci    Orr    1843 

Daniel  and  Ezra ;  Chaldee,  Syriac,  Hebrew,  and  Greek,  1 2mov  6s   Wertkein^  1850 

Dates;  or,  Treasury  of  Reference,  new  edit.,  post  8vo,  7*  6(i  Orifin    i80a 

Denominations  of  the  Nineteenth  Century,  12mo,  7<  6<i   Virtue   1835 

Ecclesiastes,  transL  by  Christian  D.  Ginaburg,  8vo,  18« Longman  i86x 

—  18mo,  2t6d  funis    1840 


English  Poetry,  with  Sketches  of  the  Poets,  12mo,  Stdd Ndton 1853 

16th  to  19th  Centuries,  sq.  12mo,  2t  6d Ingram 1851 


Enterprise  and  Adventure,  18mo,  1«  (Holiday  Lib.)  Barton  1851 

Entertaining  Knowledge,  12mo,  3«  B.Clarke  184a 

Exotic  Birds,  Illustrations  and  Descriptions,  imp.  8vo,  21t  Jerrard 185a. 

Fable  and  Allegory,  18mo,  2s  6<2 funis    1847 

Familiar  Quotations  from  the  Best  Authors,  3rd  edit ,  f cap.  8 vo,  6a WhUtaker 1 86 1 

Family  Crests,  Mottoes,  &c.,  new  edit,  2  v.  12mo,  24< BelltkBaidy  .1855^ 

Prayers,  by  Clergymen  of  the  Church  of  England,  4to,  26s Wfrikeim  1845 

• the  Sacrist  of  Durham,  12mo,  Zt  6d  Mattert 1853 

•  chiefly  from  Jeremy  Taylor,  12mo,  1«   Longman  i86a 

Church  of  England  and  Ireland,  8vo,  7*  6d BeU<kDaldy...i%^S- 

composed  wholly  of  the  Words  of  Scripture,  8vo,  it  6d Kent  i86a- 
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Bookof  Ftmily  Fnyers,  edited  by  Goodhart  and  HoUoivay,  4to,  25# Wertheim  1839 

Worship,  12ino,  5$   Walton  1849 

and  Help  to  DeToiioB,  12mo,  2«  6d   Neimm    1861 

Fate,  by  Kirebenhoffer,  8to,  5«    Berger  1854 

• Field  Sports,  edit,  by  H.  D.  Miles,  Diy.  1,  V.  1  and  2,  roy.  4to,  each  18«  M...  Lta    1861 

Fisbee,  18mo,  1«  «  ParkerAS<m  ,..1%^^ 

Fun;  or,  Laiif(b  and  Learn,  2  t.  12mo,  each  4« Darttm   1843-4 

Games;  or,  School  Bo/s  Manual  of  Amusement,  8vo,  3»  M    BriUain.^ 1843 

and  Amosements  for  Boys  and  Girls,  16mo,  2t Tegg  1850 

Sports,  poet  4to,  1<  (ki   Nelt&n   1856 


Oems;  or.  Poets  and  Artists  of  Gkeat  Britain,  St.  8to,  each  16«   JI.Bokn 1847 

Genesis,  Hebrew,  revised  with  Notes  by  Wright,  2  pts.  8yo,  10«  M WiilianudsN.  1859 


and  Bnglish,  with  Notes  by  De  Sola,  dvo,  12f   Bagtter n. 


in  English  Hebrew, 4i  6d;  with  Hebrew  Text,  8to,  6$  6d Walton  1853 

.  German  Ballads,  National  Airs,  Drinkiog  Songs,  &c.,  Y.  1-3,  each  21« Htring  1847 

Songs,  translated  by  H.  W.  Doleken,  post  8to,  Z$  6<2  Ward  A  Lode    1856 


Ghost  Stories,  Illnstrations  by  Phiz,  16mo,  8«  6rf  Dawwn 1853 

Good  Gonnsels,  from  the  San^rit,  by  Edwin  Arnold,  or.  8to,  5« Smith  A  Elder  1861 

HealUi  and  Beauty,  by  a  Surgeon,  12mo,  3«  6d Tkomat 1840 

Home  Beauty,  by  Mrs.  Kirkland,  4to,  42s J.Chapman  ...1851 

Houses,  sq.  2i Soc.P.C.K,...  1850 

Initial  Letters  and  Ancient  Alphabets,  4to,  21« Kent  1847 

Jasber,  referred  to  in  Joehua  and  Samuel,  8to,  10s   Whittaker 184a 

Job,  Hlustrated  by  Gilbert,  with  Notes,  &c,  roy.  8yo,  18s   Nitbet 1855 

Jonah,  Chaldee,  Syriac,  JEthiopic,  &c.,  by  Wright,  8yo,  7t  6d Williams  dfN,  1857 

• Knitted  Mittens,  by  A.  A.  L.  M.,  rqy.  16mo,  Is    ff. /. /oA9isoni86i 

Legends,  2  Tola,  in  1,  sq.  7«  6d Bums    1844 

Life:  a  Bibliographical  Melody,  4to BoxburgheClubiZio 

Forma  of  DoTotion  for  the  Sick,  8to,  10s  6d Medola  1847 

-Many  Names,  12mo,  Is  6d    Jas.  Blackwood  i%s^ 

Melody,  edited  If  B.  Guylott,  4to,  7«  6d    Darton  1847 

Modem  Poets,  roy.  8to,  21s E.  Law  1841 

— Songs,  edited  ty  J.  E-  Carpenter,  24mo,  Is  RouiUdgt  1858 

Months,  and  Circle  of  tiie  Seasons,  fcap.  8to,  7s    Bogut    1843 

Mottos  of  the  Nobility  and  Gentry,  with  Translations,  12mo,  8s  6d    BellA  Daldy...i%$i 

•  Nursery  Tales,  3  t.  sm.  4to,  each  Ss  6rf .' Burnt    1845 

Obits  and  Mwtyrology  of  Christ^s  Church,  Dublin,  ed.  by  Crosthwaite IrishArchLSo,  1843 

■ OneSylkble,  16mo,  2s  6d Bogve    1851 

Ornament,  N08.  1  to  5,  4to,  each  4s    Bogue    1844-9 

Poetical  Apophthegms,  edited  by  A.  Park,  12mo,  Is Kent  185a 

■ Poetiy,  new  edit.,  18mo,  2s Lumley 1847 

-Poets:  ChftooertoBeattie,  newedit.,  8to,  15s  Darton  1841 

Pkorerbs,  Boelesiastes,  and  Canticles,  transl.  by  Noyes,  12mo,  8s J.Chapman  ...1846 

lUustrated  1^  Gilbert,  8to,  12s  Nitbet 1857 

Knlms,  arranged  by  Darnell,  18mo,  4s RivingUm  1841 

• Tucker,  post  8to^  8s    Pellowet 1840 

' for  Family  DoTotion,  8to,  n.e.,  4s;  roy.  8to,  7s  6rf Booth i860 

— ■ in  Daily  Portions,  by  Dallas,  12mo,  8«6rf Nitbet    1848 

Perallelism,  poet  8to,  3s Rel.TraetSoc.iZ^ 

•  byZillwood,  2  t.  8to,  20s Simpkin 1855 


by  a  Layman,  18mo,  4s  6d Pickering 1853 

Common  Prayer  Version,  by  Cresswell,  12mo,  6s RivingUm  1840 

— Hawkins,  2nd  edit,  12mo,  2s  6d    BdlJn  Daldy    1850 

_- Bng.  Verse,  by  Bowring,  cr.  8to,  5s     Parker  ie  Son.  n.  a. 

Difficmlt  Passages  in,  by  Walford,  8to,  7s6cf Jackton 1837 

Hebrew  and  English,  fcap.  8to,  5s Bagtter  1844 

Commentary  by  Phillips,  2  t.  8to,  32s Parker  A  Son  1846 

Metrically  arranged  by  Rogers,  n.  e. ,  12mo,  lOs  6c{  /.  H.ikJ.Parker  n.  d. 


—  Historical  Outline  of,  by  Good,  8to,  10s  6(i  Dalton  1854 

—  Metrical  Paraphrases,  by  Scott,  18mo,  Ss  6d     RivingUm  1848 

Translation,  accentuated  for  Chanting,  cr.  8to,  5t  6d   Bagtter n.  d. 

from  the  Hebrew,  post  8to,  8s    RivingUm  1838 

Version,  by  Scurry,  12mo,  5s  Picking  1843 

-Turner,  post  8to,  5s     RivingUm  ...1855-6 


Metrically  Paraphrased,  12mo,  3s  6d Whittaker 1844 

New  Metrical  Version  for  Music,  by  W.  H.  B.,  12mo,  7s Rodwell 1848 

—  Translation,  byC.  F.  andE.C.,  12mo,  5s  Simpkin     1838 


— -^—  New  Vernon,  by  Crane,  12mo,  2s  6d Simpkin     i8j8 

' — - — — -  paraphrase  on,  by  Hammond,  new  edit.,  2  toIs.  8to,  21s    J,H.^J.Parker\%\o 

Pointed  to  the  Ancient  Church  Tunes,  18mo,  2s    Burnt    1847 

Translated  by  Chorton,  12mo,  1t%d  J.  H.^: J. Parker  1%^^ 

' French  and  Skinner,  post  Svo,  12s Parker  &  Son... \%^% 

— Fry,  2nd  edit.,  poet  8to,  16s  6<i ffamiUon  184a 

— Good,  edited  by  Neale  Henderson,  81^0,  12s   Seeley '«-- 

— —  Horsey,  4th  edit.,  8to,  12s  RivingUm  ... 
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Book  of  PnlniB,  Tnndated  by  Jehb,  2to1b.  8yo,  21« Lmufman  1846 

Hanh,  8to,  12f    SttUy 1845 

■  — ^ Noyet,  2nd  edit.,  post  Sto,  7» J^  Chapman  ...1847 

Walford,  8vo,  \b9 JachtonAW, ...j%Z7 

Weill,  Sto,  10«  6rf    HamilUm  1852 

'  into  Bngliih  Yerae,  8rd  edit.,  18mo,  U  EivingUm i86a 

Quadrnpedi,  or  Oatlinei  of  the  Clan  Mammalia,  square,  ii     ReL  TractSocit^ 

Religiooi  and  Philosophical  Texts,  Arabic,  by  Cnieton,  2  y.  roy.  8to,  30«  ...  Maddem 1847 

Reptiles,  18mo,  U6d    Parker  A  80%  1836 

Revelation,  Arranged  in  Synchronal  Colomns,  12mo,  2«6d  BagtUr 1844 

(ireek,  Bng.  Vernon  by  Tregelies,  l2mo,  2«  ;  8to,  6«  M  BagBter 1844 

of  Jesos  Christ,  on  8  sh.,  8<{ ;  cloth,  2f ;  Tard.,  8«  Gcf;  roller,  6t  M  Simpkin 1848 

Simply  Analysed,  by  Delta,  12mo,  5s Ni$bel 1850 


Riddles:  Pastimes  for  the  Parlour,  18mo,  1<  (Holiday  Library)   DarUm  1851 

Rights,  edited  by  O'Donovan,  20«    JrithCeUieSocit^j 

Royalty,  edited  by  Mrs.  8.  C.  Hall,  imp.  4to,  62»M    Ackermann  ...1838 

Rogby  School:  its  History  and  Daily  Life,  8to,  12f  6d Longman  n,  d, 

Ruth,  Illaminated  by  Humphreys,  sq.  8to,  21« Longman  1849 

-  Illustrated  by  Lady  Cadogan,  4to,  12f  ;  coloured,  21s   Cundall 1849 


Scottish  Songs,  Illustrated,  post  8vo,  2s  6d^  Ingram,  1852  ;  8s  6d WardALodB...i9s4, 

Shakespeare  Gems,  8vo,  14* ff.  Bohn   1845 

Shells,  18mo,  l*6d    Parherd:Son   1836 

Song;  or,  Minstrers  Companion,  12mo,  5s Simpkin 1838 

with  Notes  and  Music  by  Hogarth,  4to,  21s A,  Hall 1852 


Songs  for  Children,  Illustrated,  16mo,  5s    Orr 1850 

Sonnets,  edited  by  Woodford,  post  8vo,  10$  6d Saundends  0,.i^^% 

Sports,  British  and  Foreign,  2  t.  4to,  82f SpierM 1842-3 

Stories  for  Young  People,  by  M.  Howitt,  Mrs.  Hall,  &o.,  12mo,  3s  M Orr    1847 

from  the '*  Home  Treasury,"  16mo,  8s    Chapman  Jk  ff.i9$^ 


Sunday  Pictures  for  Children,  Old  and  New  Test.,  16mo,  each  Is  BeL  Tract  Soe,  1856 

Symbols;  A  Series  of  Essays,  post  8to,  10s  6c< &....  Chapman  AH.i%^ 

for  Church  Needle  Work,  4to,  12s WiUa 1846 


Table  Talk,  2  vols.  18mo,  sewed,  2»;  cloth,  3s  C.  Cox  1847 

the  Baltic:  London  to  Moscow  by  Danish  Rulways,  12mo,  5s £,  WiUon 1859 

Calendar,  the  Months,  and  the  Seasons,  18mo,  2s  Parker  A  Son..,  1 9  $6 

Fathers  of  the  ChrisUan  Chnreh,^T0,  9s  6<l Parker d: Son.,.  1$  17 

Months,  the  Circle  of  the  Seasons,  12mo,  3s  6(i  Kent  1843 

Poets,  illustrated  by  Corbould,  8to,  12s   Darton  1848 

Salmon,  its  Natural  History,  &o.,  by  Ephemera,  12mo,  14s  Longman  1850 

United  Kingdom,  or.  Tales  about  England,  &c.,  2nd  edit.,  square,  7s  6d  DarUm  1840 

-  States,  8vo,  doth,  18s    Wileg 1838^ 


Thought  from  Yorious  Authors,  2  y.  p.  8to,  ea.  10s  6<i,  1844 ;  new  ed.,  ea.  5s  BivingUm  1851 

Trades  (The),  12mo,  2s SocP.CK.  ...i86a 

or.  Circle  of  the  Useful  Arts,  18th  edit.,  16mo,  2s  M  Oriffin    1861 


Trees,  18mo,  2s Parkerd:S<m...ii^Z 

Yagabonds  and  Beggars,  ed.  by  M.  Luther,  tr.  by  J.  C.  Hotten,  sq.  Sto,  5s.  ffotten    i860 

Yiews  at  Home  and  Abroad,  4to,  31s  6(2 Jerrard '853 

Waverley  Gems,  64  Plates,  with  Descriptions,  new  ed.,  8to,  15s B.  ^o4»   1847 

Wonders,  new  ed.,  18mo,  2s  6<2   Grifin    1853 

Bookbinding:  Finishing  made  Es^y,  with  Designs,  4to,  5s Ordmbridge  ...i^s^ 

Bookcase  (The),  12mo,  each  vol.,  Is  6d.     5e«  Appendix SimmsdsM,  ...v.  y. 

Booke  of  the  Universal  Kirk  of  Scotland  1 560-1618,  edited  by  Thomson,  4to Baniia^yiieC/.  39-40 

Booker*(^^2ff»)  Meditations  in  Poetry  and  Prose,  fcap.  8to,  U  6d  AyloU    1861 

'  {John)  Bible  and  Prayer-book  Glossary,  4th  edit.,  12mo,  Is  6d Simpkin 1859 

Exposition  of  the  Church  Catechism,  12mo,  8s  6rf OUivier ...1849 

^—- (J^«Jl;«)  Lectures  on  the  Lord's  Prayer,' 12mo,  8s  Simpkin ...1835 

(2*.  Tfm.)  Mineral  Productions,  South  Wales,  8to,  8s  6d Longman  1848 

Books  Lent,  not  Books  Lost,  by  a  Yictim,  newedit.,  12mo,  Is  9(2   Piper 1856 

Booksellers*  Periodical  Book,  folio,  half-bound,  5s    BeUde Daldy...\%^% 

Boole  (Gto.)  Inrestigation  of  the  Laws  of  Thought,  8to,  14s WaUcn  1854. 

Mathematical  Analysis  of  Logic,  8vo,  5s MaemiBan 184.7 

Treatise  on  Differential  Equations,  post  8vo,  14s MacmUlan 1859 

the  Calculus  of  Finite  Differences,  cr.  8vo,  10s  6c2 MttemiUan i860 

Boone  (/.iS.)  England,  Educational  Economy  of.  Parti,  8s  6d    OUivier 1849 

One,  Manifold,  or  System,  8vo,  sewed,  8s    Parker  d:  Son  .iS^Z 

Sermons  on  Yarious  Subjects  and  Occasions,  8vo,  10s  6<£  Parker  d:  Son  ,i9^-^ 

chiefly  on  the  Theory  of  Belief,  8vo,  12s  Longman  i860 

{T.C.)  Maniage  Looking-Glass,  12mo,  6s Bogue    1848 

Outlines  of  Man's  True  Interest,  12mo,  7s  6d Pickering ^844 

Boos  (Martin)  Life  and  Persecutions  of,  transl.  by  Bridges,  12mo, 7s,  1836  ;  12mo,2s  6d  Sedeg '^5  5 

and  Larater  (/.iT.),  Liresof,  18mo,  Is  6d Bel.  Tract  Soe.,iS^^ 

Boosey's  Ball  Room  Music  Book,  4to,  4s   BooMeg  i860 

English  Song  Book,  4to,  4s  Boosey   i860 

-^^~  Musical  Cabinet :  Drawing  Room  Pianoforte  Book,  4to,  4s  Boo$eg  i860 

The  Christy  Minstrels' Song  Book,  2  series,  4to,  each  4t...  ^oosry   1861 
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Bool  and  Shotmakei's  AjButant,  roy.  4to,  21« Oraomhridffe  ...iZs^ 

Boote  (R.)  Treatise  of  an  AcUoa  or  a  Suit  at  Law,  by  White,  7th  edit.,  8to,  lOt  6d  Shaw  ds  iSoiu ...  1839 

Booth  (^6r.)  Kingdom  of  Christ,  with  Saaay  by  Steane,  12mo,  2» HouUton    1S46 

•  Reign  of  Qraoe  ;  Essay  by  Chalmen,  24mo,  l«6(i;  12mo,  U   QriJ^n    184S 


Select  Works,  12nio,  8«  6<i    AyUM 1839 

—  (^.)  Theory  of  Cfures  and  Curred  Surfaoes,  8vo,  I4  iHmpkin 1843 

-  (hav.)  Analytieal  Dictionary  of  the  English  Language,  4to,  21s    Simpkin 1845 

—  Art  of  Wine  Making,  8to^  4s Simpkin 1834 

PrindpleBof  Engliah  Composition,  12mo,  4s  Piper 1850 

•Grammar,  12mo,  4s Piper 1837 


—  <^.)FtesentStateof  the  Law  of  Wilis,  with  Forma,  fp.8T0,  2s6<i Booth 1861 

-{Hen,)  Master  and  Man  :  Dialogae  on  Industrious  Cbunes,  12mo,  2s  6d  /.  Chapman  ...1853 

-  (yos.)  Carres  and  Cnrred  Surfaces,  8to,  Is    Simpkin 1843 

-  Education  and  Educational  Institutions,  8to,  8s Parker  A  Son  .1846 

-  The  Bible  and  its  Interpretation,  Three  Sermons,  2s  6d Belltk  Daidy. ..liSi 

-Theory  of  Elliptic  Integrals,  8vo,  7s  (W  Belld: Daldif...iZs^ 


'  {J,C.)  Chemistry,  the  Encyolopeedia  of,  2nd  edit.,  8vo,  26s   Philadelphia  .1853 

'{L.)  Ornamental  Designs,  24  numbers,  eadi  2s  6<i W,  Bobtson  ...1861 


—  (JfaryZ.) Clock  and  Watch  Maker's  Manual,  from  the  French,  12mo,  10s   New  York i860 

(Pa/.)  Essay  on  the  Existence  and  Attributes  of  God,  12mo,  4s  6d Hamilton  1855 

■ Sermons,  12mo,  2s Simpkin 1848 

Booth's  Battle  of  Waterloo,  with  Illustrations  by  G.  Jones,  11th  edit.,  roy.  8to,  16s  J^oolA 185a 

Boothby  (Jt.)  Law  as  to  Indictable  Offences,  by  Temple,  2nd  edit,  12mo,  15s Maxwell    1854 

Boothroyd  (^.)  Holy  Bible,  new  edit.,  roy.  8to,  24s Partridge 1853 

Notes  on  the  Gospel  of  St.  Matthew,  8to,  5s Hamilton  1851 

Boott  (Dr.F.)  XUustrations  of  the  Genus  Carex,  fol.,  10/  10s Pamplin  ...1858-60 

Booty  (P.)  Stamp  Collector's  Guide :  12mo,  3s    Hamilton 186a 

—  (jr.  TT.)  Epitome  of  French  History,  12mo,  4s    Law   1853 

Bopp  (P.)  Gnunmar  of  the  Sanskrit  and  other  Languages,  67s,  1 850  ;  3nl  edit,  42s.    Williams dgN,.i 862 
Bordeaaz,  its  Wines  and  the  Claret  Country,  tr.  hj  Cocks,  poet  8to,  8s  6d    Longman  1846 

{Ray.)  Mediseval  Iron  Work:  Serrurerie  du  Moyen  Age,  4to,  20s    J.H.4kJ.ParkeriiS9 

Border  An^er:  Guide  to  the  Tweed  and  Northern  Streams,  12mo,  8s Simpkin 1S58 

Lands  of  Spain,  and  Republic  of  Andorre,  post  8to,  10s  6<2 Chapman  <k  H.iZ  $6 

Borget  (Aiijir.)  fflcetehes  of  China  and  the  Chinese,  fd.,  84s  Bogue 1842 

Borpaa  (The) ;  or,  Italy  in  15th  Century,  a  Drama,  roy.  8to,  6s Pickering  1845 

Bor^Bow  {C.J^)  Commercial  Phraseology,  French  and  English,  12mo,  3s W.AUan    i860 

Boriasoma  {N.)  life  and  Times,  by  J.  A.  H^ud,  12mo,  5s Botwcrth   1857 

BiirmaBn  {Me^.-Oen,)  Shrapnel  Shell,  8to,  7s6rf Triilmer 1859 

Bocrer  {Hawton)  Campaign  against  the  Eabailes  of  Algeria,  poet  8to,  10s  6d Longman  1848 

Journey  from  Naples  to  Jerusalem,  8to,  14s    Madden 1844 

Borne  {Pet.)  Companion  to  the  Log  Book  for  Steam  Vessels,  roy.  4to,  16s   J.Taylor    1849 

Eomm  (Jlffs.)  Mother's  Beminiacencca  of  Instruction,  12mo,  2s    Virtue    1839 

^  Borrow  {Geo.)  Bible  in  Spain,  3  y.  post  8to,  27s,  1843  1  new  edit.,  3s  6d  Murray i86x 

>V Gipaiea  of  Spain,  2  v.  post  8to,  18s,  1846  ;  new  edit.,  3s  6d Murray i86x 

Lavengro:  Scholar,  Gipsy,  and  the  Priest,  3  y.  post  8yo,  30s  Murray 1851 

Romany  Bye:  a  Sequel  to  "Lavengro,"  2  y.  post  8vo,  21s  Murray 1857 

-  Wild  Wales:  its  People,  Language,  and  Scenery,  3  y.  post  8vo,  30s...  Murray 1862 


Borrows  <  TTm.)  Sacred  Maxims,  from  his  Discourses,  12mo,  Is  6d    Simpktn 1852 

-  Select  Sermons,  8yo,  7s  6d  Pamplin    1853 


Borthwick  (/.i>.)  Three  Tears  in  California,  8yo,  14s Blackwoodi   ...1857 

{Tko.)  Remarks  on  Language  and  Stammering,  8yo,  8s    Smiths  Elder,. iS'^S 

Boi  (Lamb.)  Antiquities  of  Greece,  with  Appendix  by  Barker,  12mo,  it6d   Whittaker 1839 

Boaaiiqiiei  {£dw.)  Lankester  (F.)  Account  of  British  Ferns,  12mo,  2s  6d;  coL  4s...  Hardwicke 1855 

Paraphrase  on  Epistle  to  the  Romans,  8yo,  10s  6<l   Burnt    :...i84o 

{J'W.)  Chronology  of  the  Times  of  Daniel,  Ezra,  &c.,  8vo,  8s  6d  Longman  1848 

Fall  of  Nineveh,  and  the  Reign  of  Sennacherib,  8yo,  8s  6<i    Longman  1853 

Metallic,  Paper,  and  Crodit  Cnrroncy,  3s  M  ;  cloth,  4s  Qd Richardson 1842 


{R.W.)  Remarks  on  Baptism,  and  Regeneration,  8vo,  2s  Simpkin 1850 

-  (5.  iZ.)  Essays  on  the  Principles  of  Evil,  post  8yo,  8s  6rf Burnt 1843 

I^rstSeal:  Homilies  on  St.  Matthew's  Gospel,  12mo,  8s    Halchard  1854 

Fourth  Seal:  Homilies  on  St.  John's  GK)8pe],  12mo,  7s    Hatchard 1856 

New  Rules  for  Pleading,  with  Notes,  12mo,  5s  6c{    Maxwell    1835 

Poor  Law  Amendment  Act,  12mo,  9s Maxwell 1839 

Principia,  a  Series  of  Essays,  post  8vo,  8s Bwme    1843 

Rights  of  the  Poor  Vindicated,  12mo,  6s  6rf Burnt    1841 

System  of  Logic,  8yo,  10s  6d Parker  A  Son..  1%'^^ 

• — -  Tithe  Commutation  Act,  12mo,  ^t^ Buitm 1841 

"Vestiges  of  Creation "  Exposed,  post  8vo,  2«  6rf Hatchard  1845 

(W.H.)  Translation  of  Caedmon's  Fall  of  Man,  post  8yo,  5s Longman  i860 

Btieoobel,  a  Narrative  of  Adventures  of  Charles  II.,  8vo,  ^  6d Simpkin 1859 

Tncts,  relating  to  Escape  of  Chitrles  II.,  edit,  by  Hughes,  2nd  edit,  8vo,  16s  Blackwoodt  ...1859 

Boaia:  History  of  the  War  in  1737-9,  edit  by  C.  Fraser,  8vo,  4s  Oriental  T, Pd, 

Bmob  Friend,  a  Novel,  3  v.  post  8vo,  31s  6dl  Newhy    1845 

Bosomworth  {W.J,)  Lays,  Legends,  and  Lyrics,  12mo,  5s    Simpkin 184$ 

Bceaoli  ((7.)  Sazdinia :  BirdVeye  View,  8vo,  2s  6d  Day   i^ 
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Boffloli  (C.)  SelMUtopol,  Autbentio  Views  of,  Part  1,  folio,  plain,  21«;  coloured,  42f..  Day  1S56 

Views  in  the  Crimea,  fol.,  5/  6s  ;  coloured,  10/ 10# Jktjf  1S56 


War  in  Italy,  roy.  8to,  21« J>dy  1859 

Bosauet  {Bp,)  Sermons,  par  le  Cardinal  Manry,  12mo,  5«— red.  to  U  6d Didot 1844 

Variations  of  the  Protestant  Churches,  newtransl.,  2  t.  8to,  12m Keating 1839 

BosBut  (if. a)  French  Exercises,  12mo,  3s;  Grammar,  18mo,  2$  M WhiUakar 1847 

Bostock  (John)  Elementaiy  System  of  Physiology,  Sto,  20s— red.  to  8s Bokn 1840 

Boston  {Tho.)  Works,  edit,  by  M'MiUan,  V.  1  to  6,  8vo,  6ai    Uamitim  1849 

— Select,  with  Memoir  by  Patterson,  roy.  8to,  16s FuUarton  n.d. 

Human  Nature  in  its  Fourfold  State,  12mo,  3«,  Simpkin ;  12mo,  4s...  Griffin    1843 

Personal  Humiliation  and  Fasting,  18mo,  Is  M Groombridge  ...i%^$ 

and  Baine,  Sermons  Select,  with  Bssay  by  Michael,  16mo»  2s  6d Fullarion  1850 

Bostieni  contra  Manichieos,  libri  IV.,  Syriace,  P.  A.  de  Lagaide,  4to,  18«  WilHamtJb  N,.i%S9 

Boswell  {Ja$.)  Letters  to  Temple  from  Original  MSS.,  with  Notes,  8vo,  14s BaUUg  1856 

Life  of  Johnson,  fcap.  8vo,  6s;  mor.,  8s  6d    Bogue 1840 

by  Croker, 8  T. fcp.,  1 6s, ir.^o^,  1 8 59 ;n.e.,r.8T0, 12s  Murray i860 

Tour  to  the  Hebrides,  new  edit,  post  8tq,  8s  6c2 BmOkdge  i860 

(if.)  Baptism  Considered,  12mo,  2s Baitkard 1859 

{Pet,)  Treatise  on  Bees,  Pigeons,  Babbits,  Iec.,  new  edit.,  18mo,  Is BouOedgt  1851 

the  Poultiy  Yard,  18mo,  2s  6d  CcU» 1839 


Bosworth(/os.)  Anglo-Saxon  and  English  Dictionary,  new  edit.,  8to,  12s  J.R,Smi(h 1859 

Essentials  of  Anglo-Saxon  Grammar,  roy.  8to,  4s  Longmam  1841 

Eton  Greek  Grammar,  with  English  Notes,  new  edit.,  12mo,  4s  Sin^tkin 1856 

Hochela^i  Depieta ;  or,  History  of  Montreal,  12mo,  14s    Simpkin 1840 

Latin  Construing,  12mo,  2s  6(2,  1850;  Introduction  to,  12mo,  2s  6d...  Simpkin 1846 

Origin  of  Dutch  Language,  roy.  8to,  fis   Longman  1836 

English,  Germanic,  &c.,  Languages,  roy.  8vo,  20s Longman  1838 

Scandinayian  Language,  roy.  8to,  4s  6c{ Longman  1848 


(/.)  Book  of  Common  Prayer,  Arrangement  of,  post  8vo,  6s Longman  1839 

(iV.)  A  Treatise  on  the  Rifle,  12mo,  6s WiUg 1846 

Bosworth  Field  :  a  Tale  by  the  Author  of  **  Arthur,**  &c,  8  t.  12mo,  31s  6d  Cochrane  1835 

Botanical  Mag.,  by  Sir  W.J.  Hooker,  3  series,  87  toIs.,  roy.  8to,  each  42s   Beeve Annual 

BotanisVs  Manual,  12mo,  2s  Groombndgt...i%^S 

Botanist  (The),  5  t.  fcap.  4to,  each  20s;  large  paper,  32s Oroombndgt.  37-41 

Botany,  12  coloured  plates,  newedit,  6s;  silk,  7s  6rf Tga9  184* 

British;  or,  The  Specimen  Flora,  8vo,  21s Longtnan  1847 

Library  of  Useful  Knowledge,  8to,  4s Baldwin 1838 

of  the  Bible;  Exercises  for  Week-Day  Schools,  12mo,  2s HamUtm  1857 

Botany  Bay:  a  Tale  by  J.  Lang,  post  8to,  8s  6d Ttgg  1859 

Boteler  {T.)  Africa  and  Arabia,  DiacoTery  Voyage,  2  t.  with  illustrations,  8yo,  30s...  Bentleg  1835 

Botfield  (^er.)  Notes  on  Cathedral  Libraries  of  England,  roy.  8to,  25s Pickering  1849 

Prefaces  to  First  Editions  of  Greek  and  Roman  dassica,  4to,  Ub9  ..,  H.Bohn 1861 

Bott  {T.)  Gospel  of  St.  John  in  French  and  English,  2  parts,  2s  M  Brittain 1841 

Botta  {Cha.)  Letters  on  the  First  Discoveries  at  Nineveh,  8yo,  10s  6d  Longman  1850 

War  of  Independence  of  America,  by  Otis,  roy.  8to,  12s FuUarUm  1844 

Bottai«lU  (F.)  Italian  Exercises,  byRosteri,  12mo,  8s  6d  ;  Key  to,  new  edit,  2s  6cl...   Whittaker 1851 

Bottomley  (/.)  Pianoforte,  New  System  for  Teaching,  4to,  5s Simpkin 1847 

Boucher  (/oA«)  Treatise  on  Rifle  Projectiles,  8vo,  5s  LayUm  1856 

Volunteer  Riflemen  and  the  Rifle,  12mo,  new  ed.,  5s Mitchell i860 

(J.S.)  Mensuration,  Plane  and  Solid,  for  Schools,  12mo,  3s Longman  1857 

«—  {Mou.)  Man*s  Right  to  the  Bible,  Preface  by  Villiers,  12mo,  2s  6d J.  F,  Shaw 1S47 

Bottchier  (B.)  Ark  in  the  House:  Family  Prayers  for  a  Month,  12mo,  3s ;  n.ed.,  Ss  6d  J.  F.  Shaw 1857 

Manna  in  the  Heart,  Comments  on  the  Pealms,  2  ▼.  post  8vo,  15s   ...  /.  F.  Shaw 1857 

_ House,  Exposition  of  Matthew  and  Mark,  1 2mo,  6s    ...  J.  F,  Shaw 1853 

Luke  k  John,  n.  e.,  12mo,  ea.  6s  /.  F.  Shaw 1854 

-. Acts  of  the  Apostles,  12mo,  7s  M  Wertheim  1858 

. — Parsons  Visits  to  the  Poor,  new  ed.,  2  series,  12mo,  each  3s  6d  /.  F.  Sftaw i8i;9 

Prophecy  and  its  Fulfilment,  18mo,  IsQd    Parker  Jb  Son...  liz^ 

SoUoe  in  Sickness  and  Sorrow,  32mo,  2s  6d  ;  gilt,  3s /.  F.  Shaw 1856 

Bouchut  (M.)  On  Diseases  of  Children  and  Infants  at  the  Breast,  8yo,  20s  ChvrchiU  185$ 

Boudier  {John)  Sacraments  of  Christian  Church  sa  to  Salvation,  12mo,  Is  6d J.J/\d-J,Parken'iS9 

Boughton  Grange  and  Some  Passages  in  the  History  of  its  Owner,  12mo,  3s    Bel.  Trad  Soc.  i86a 

Bouilly  (/.iV.)  Conseiislk  ma  Fille,  12mo,  newed.,  5s   Dulau    1862 

— -—  Contest  ma  Fille,,12mo,  new  ed.,  5s Dulau    1859 

Boulby  {John)  Daily  Scripture  Closet  Companion,  18mo,  Ss^d Whittaker 1840 

Boulger  (/o^n)  The  Master  Key  to  Public  Offices,  12mo,  3s  6d   Moulaton    i860 

Boultbee  (T'.P.)  Chronicles  of  Ancient  Faith,  12mo,  is  Qd Longman  1856 

^ » Lectures  on  Epistle  to  the  Hebrews,  Chap,  xi.,  12mo,  4s  6(2  Znmgman  1856 

_ Sermons  before  Students  of  Cheltenham  College,  12mo,  2s  6c^ Longman  1855 

^ — ' The  Toung  Traveller  to  an  Eternal  Home,  fcap.  2s  6d L&n^man  1855 

Boulter  {Geo,  H.)  Books  and  Bookkeeping,  three  sorts,  folio,  sewed,  2s  per  set  Simpkin i860 

. Course  of  Bookkeeping,  Single  and  Double  Entry,  8vo,  4s    Simpkin 1 860 

Bouquet  (Mie.)  Artist's  Ramble  in  North  of  Scotland,  fol.,  63s  ;  col.  8/  8s  Ackermann    ...1849 

Bouquet;  or  LiMlies*  Flower  Garden,  12mo,  3s Simpkin 1839 

deaSouvenirs:  Wreath  of  Friendship,  post  8vo,  10s  OJ T.  Nobis 184a 
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Bouquet  of  Beauty,  with  Illustrative  Yejae^  roy,  Svo,  6$  J<u.  Blaehoood 

BoarchUr  (Geo.)  (^unpai^  against  the  Sepoys,  1857,  poet  8to,  7»  6d  SnUdi  A  Elder, 

Boorctcaiilt  (Dion  L.)  Love  in  a  Maxe,  a  Comedy,  8to,  2f  M liaey  

Boordalone's  (L,)  Sermons  by  A.  Oazroll,  3rd  ed.,  dt Dt{fff 

Booidien  (/*.  du)  Wild  Flowers  from  Germany,  fcp.  8to,  6«   Farringion 

Boaxdillon  (ProMcU)  Short  Sermons  for  Family  Reading,  12mo,  8«  6<2 Hertkeim  

Bonrte  (i?ow.)  Precedents  as  to  Order,  &c.,  in  House  of  Commons,  er.  8TO,.12a Sweei 

-  {H.S.)  Visit  to  Petersbnigh  and  Moscow,  2  t.  poat  8to,  2U     Collmrn 


Bwurfier  (If.^.)  Sen^Kms  for  Children,  18mo,  UM   Jfaichard  

Booni  (Cfto.)  Principles  of  Engineering  and  Sorreying,  8To,10«6ci,i843 ;  newed.,  15m  T,  Harrison  .. 
Bourne  {B.F.)  Captive  in  Pktagonia;  or,  life  among  the  Giants,  2nd  ed.,  12mo,  Is...   ViieieUy    

((reo.)  Lorette,  the  Danghter  of  a  Canadian  Nnn,  12mo,  2<  Simpkiu 

(/u6.)  Lays  of  Labour's  Leisure  Hoois,  post  8to,  5s  JudddsGloM.. 

{Ja%)  Letters,  with  Outlines  of  his  Life,  edited  by  Wm.  Benson,  8 to,  9«  ...  Simpkin 

iffokn)  Catechism  of  the  Steam  Engine,  12mo,  new  edit.,  6f Longman  

Baiiways  in  India  Described,  Svo,  5s   AtchUy 

Treatise  on  the  Screw  Pkopeller,  newed.,  4to,  88s Longman  

Steam  Engine,  5th  edit.,  4to,  42s Longman  

{J.V.)  Great  Western  Railway,  folio,  34  plates,  94s  6(i Bogue 

oMd  Britton  (/.)  London  &  Birmingham  Railway,  fol.,  hf. -mor.,  94s  6ef  Ackemaann    .. 


iiJ.G.)  England  Won,  a  Poem,  12mo,  6« Longman 

{Lwl.)  Thoughts  upon  Catholic  Truth:  Poems,  12mo,  2s  6d Masten  .... 

-  (if ary^fisie)BTefgreen;  Poems,  12mo,  4s  6ci  WhUiiikar  . 

Game  of  Forfeits,  18mo,  Is  6d HoultUm 


■  Steps  to  Knowledge,  by  Mrs.  Bogg,  18mo,  new  ed.,  3s ffodson  <C;  Son 

.  Summer  at  De  Courcy  Lodge,  12mo,  3s6<i  HoulMon    , 

-  Winter  at  De  Courcy  Lodge,  12mo,  Ss6<2 Houltton    


>  {Tko.)  An  Hour  with  the  Kings :  Facts  in  English  History,  18mo,  Is HouUton    .... 

-  (Fuft.)  Poems»  I^tin  and  English,  12mo,  2s  6d  Wathhowmt  , 

-Memoir,  byMitford,  newed.,  12mo,  5s...  Pickering  ... 


-(ir.O.}  Book  of  Fables,  new  ed.,  8to,  with  Illustrations,  2s  6d Nelwn 


BoossinganH  {J^B.)  Rural  Economy,  transL,  with  Notes,  by  Law,  2nd  edit.,  8to,  18s  Bailliire    .... 

Bout^  (Cfta. )  Christian  Monuments  in  England  and  Wales,  8to,  10s   Bell  A  Daldg. 

Manuslof  British  Archaeology,  sq.  12mo,  10s  6<l   Beeve , 

Monumental  Brasses  of  England,  roy.  8to,  28s;  foL,  45s;  India,  84s  BellADafdy. 

and  Skbs,  8vo,  10s  6d;  1.  p.,  21s    Bdld:  Daldy. 

Bouterw^  {Fre,)  BBsttory  of  Spanish  Literature,  poet  8yo,  Ss  6<£  Bogue 

Eo«nrwie  (^.  FT.)  Horse  Buyer's  Guide,  18mo,  Is J,  JHcks 

{F.W.)  Force  et  Faiblesse,  new  edit.,  post  8vo,  7s  6d Simpkin 

life  and  its  Lessons ,  a  Tale,  post  8to,  6s    Seetey 


'  (F.W.B,)  Herbert  Lovell,  12mo,  8s  6d Hogg  , 

'  Six  Short  Stories  for  Short  People,  fcap.  8yo,  Is  6d Jlogg 


Bovrei  (Fro.)  Turicey,  Past  and  Present,  1858,  translated  by  Hotton,  12mo,  Is Clarke  ic  Co.. 

BouTier  {John)  Iaw  Dictionary  for  the  United  States,  new  edit.,  2  v.  8to,  50s StefoenM   

{J.B.}  Treatise  on  Indulgences,  tiansl.  by  Oakeley,  12mo,  5c  6d Bum» 

Bov  {R.H.)  Treatiae  on  Bracing,  with  its  Application  to  Bridg(«,  Sto,  3f  6c<    Weale 

Bow  in  tiie  Cloud  ;  Memoir  of  M.  E.  H.,  by  her  Sister,  12mo,  3s  6<£   Batckard  .... 

—  of  Fromtae,  Irf  the  Author  of  '*  Faithful  Witness,"  S2mo,  Is Hamilton,..., 

Bowoock  (IF.)  The  Life,  Experience,  and  Correspondence  of,  fcap.  8vo,  2»M  HouUton    ..., 

Bowdea  (ITim.)  Poetical  Remains,  2nd  edit.,  12mo,  Is  Bennett 

(c/oB.)  Hist  of  Soc  of  Friends  in  America,  cr.  8to,  V.  1, 10s  6d  ;  V.  2,8s  6c2  Bennett  . 


(/.  H^.)  Tbonghta  on  the  Six  Days  of  Creation,  12mo,  2f  6rf J.H.d: J.  Parker 

Bovditck  (jr.)  Guernsey  and  Jersey,  12mo,  8s  6c{ Butterworth  ... 

Law  of  the  Channel  Islands,  8vo,  Is Shawd:  Sons ... 

(W.R.)  Coal  Gas ;  a  Discourse,  8yo,  2s  6d Van  VoorU  ... 

Bowdlo- (if ass if.if.)  Sermons  on  Christianity,  18mo,3s,H'asA5ottfns,  1836;  12mo,5s  Masters 

{John)  Biography  of,  with  Writings,  by  Chas.  Bowdler,  1 2mo,  6s Longman  

-TheoIogioU  Essays,  18mo,  2s  6^ Groombiidgt ... 


{Tko,)  Few  Words  on  Family  Pnyer,  12mo,  Is  6c{ Masters  , 

-  Prayers  for  a  Christian  Household,  12mo,  3s   Masters  , 


-Sermons  to  Members  of  Gospel  Covenant,  2  t.  cr.  8yo,  15s    Masters  , 


Bowtt  (C.)  Lowell  Lectures,  roy.  8to,  14s Boston^  U,S. 

— • Things  to  Come  practically  Inquired  into,  12mo,  Is  6<£ Nisbet 

{E.E.)BtAnt:  its  Force  Considered,  8to,  Is Macmillan  . 

{G.F.)  Itliaca  in  1850,  3rd  edit.,  8vo,  2s  Ridgway    ., 

Koant  Athos,  Thessaly,  and  Bpirus,  Constantinople  to  Rome,  post  8vo,  6s  Qd  Rivington    . . 


{Jw».)  Bialiop  of  Sierra  Leone,  Memorials  of,  by  his  Sister,  post  bvo,  9f  Nisbet. 

<Jfrs.)  Tatasdffin,  a  Descriptive  Poem,  post  8vo,  7s   Longman 

(7./.)  QiBinmar  and  Dictionszy  of  the  Toroba  Language,  4to,  24s Waskington   , 

hemet  (Jf.)  Memoranda  on  Difficult  Subjects  in  Anatomy,  &c.,  32mo,  3«  6<£   Renshaw 

(JK.)  Ballads  and  Lyrics,  12mo,  3s Groombridge  , 

Treatise  on  the  Diseases  of  Horses,  &c.,  8vo,  10s  6<2 Longman 


Bowerhank  (J.S.)  Foasil  Froite  and  Seeds  in  London  Clay,  roy.  8to,  16s Van  Voorst   .. 

B&men  {G.M.)  Sermons  Plreached  in  St.  PaoFs,  Covent  Garden,  8to,  7s  6c2 H.Bohn  ,..'.. 

Bowel  (ArU)  Fiactieal  Synopeia  of  English  History,  3rd  edit.,  8vo,  2« Bell  d:  Valwy 
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Bowes  {0,S.)  niustratiye  GatberingB  for  Freaclien,  kc,  2nd  edit.,  fcap.  8ro,  5s Weiikeii» i86i 

(/no.)  TreatiBe  on  Christian  Union,  12ino,  5«  SifOfpkin 1835 

(Phil.)  Farm  Book-keeping  by  Double  Bntiy,  4  v.  roy.  8vo,  21« Simpkin 1853 

r—  (i?<.)  Correspondence,  8vo,  16«  (Surtees  Society) Wkittaker 184* 

Bowlby  (H.B.)  Lectures  on  the  Besuirection  of  the  Flesh,  8to,  5«    Rmnglim  1849 

Bowles  {Carol)  Works,  see  Southey  (Mn.). 

(Jfr».  a  C.)  Church  Prayers;  Reflections  on  the  litoigy,  12xno,  2s  6<2 J.Wrigkt  1849 

-  (iidm.H'i».)  Pamphlets  on  Naval  AflFairs,  1815-58,  8vo,  6«  JZtdsnroy  ...1854-60 

(ir.Z.)  Poetical  Works,  Notes  by  GilfiUan,  2  v.  8vo,  9« NUbH..... 1855 

Scenes  and  Shadows  of  Days  Departed,  Poems,  12mo,  6« Pickering  1837 

'  Sermons  on  the  Cartoons  of  Raphael,  8vo,  9s  6d  Murray 1838 

and  Nichols  (/.)  Laoock  Abbey  Annals,  8vo,  with  PI.,  20«  ;  I.  p.,  bik  Nichols .1835 


Bowling  {Ric.)  Questions  in  Arithmetic  and  Mensuration,  12mo,  2s  M Simpkin 1858 

Bowlker  {Cha.)  Art  of  Angling,  new  edit.,  12mo,  2«  6rf Longman 1855 

bowman  {Anne)  Among  the  Tartar  Tents;  or,  the  Lost  Fathers,  a  Tale,  cr.  8to,  5«    Bellds  Ddldjf  ..1861 

Bear-Hunters  of  the  Rocky  Mountains,  fcap.  8to,  Zsed JttnUledge i860 

Boy  Voyagers;  or,  Pirates  of  the  East,  12mo,  St  6d   RmUUdgt 1859 

Castaways,  new  edit.,  12mo,  3«  6d    Routkdisie i86i 

Charade  Dramas,  12mo,  new  edit.  Is   RtnUUdgt i860 

Clarissa;  or,  the  Merryn  Inheritanoe,  12mo^  Zs  Qd    ' RouiUdgt  186a 

Common  Things  of  Erery-day  Life,  12mo,  Is  Routftdge 1856 

Esperanza;  or,  Home  of  the  Wanderers,  12mo,  8»  6d Roudtdgt 1854 

_: How  to  make  the  Best  of  it,  aTale  for  Young  Ladies,  fp.  8to,  Ss  6rf  RouUedge   .  ...1861 

Kangaroo  Hunters;  Adventures  in  the  Bush,  12mo,  8«  6d RotUUdge  1858 

Laura  Temple,  aTale,  12mo,  2s RoutUdge  1853 

Poetry,  Selected  for  Schools  and  Families,  12mo,  2s    .  RmUUdge  1856 

Reading  made  Easy,  12mo,  Is    Routltdge  1859 

Sunshine  and  Clouds  in  the  Morning  of  Life,  fcap.  8vo,  2s  6d  Rovtledge i860 

Young  Exiles;  or  Wild  Tribes  of  the  North,  new  edit.,  12mo,  3s  6d  Routledge  1861 


(il.)  Norman  Invasion,  a  Poem,  12mo,  8t Richardsons  ...1857 

(Hen.)  Ecclesiastical  Architecture  of  Great  Britain,  roy.  4to,  46s J.ff,Parker  ...1845 

and  Crowther  {J,S.)  Churches  of  the  Middle  Ages,  2  v.  fol.,  10/  10s  £eUdrJ)aldy...ih7 

— « — {HcU7j}  Christian  Daily  Life,  fcap.  8vo,  3rd  edit.,  2»  6<i  Ndson   1861 

(/.A'.)  Practical  Chemistry,  edit,  by  C.  L.  Bloxam,  12mo,  4th  edit.,  Os  ikl.  CfhurchiU  1861 

Medical  Chemistry,  12mo,  new  edit.,  6«  6rf  Churchill  1858 


—  (7^.)  Questions  on  McLeod*s  Atlas  of  Physical  Geography,  18mo,  Is  Longman  1857 

—  ( If  m.)  Lectures  on  Operations  on  the  Eye,  8 vo,  6s  Longman  1849 

-  Remains  of  Antiquity  of  York  County,  6  Pts.  4to,  each  2fi  6d  J.R,Smith 1855 


B;)wna8  (Sam.)  Life,  Travels,  and  Christian  Experience,  poet  8vq,  8s  6c2 Bmndi 1846 

l>owring(^.il.)Bookof  Psalms,  8vo,  5s   Parker dtSon...iH^ 

(F.)  English  History  (Rudiments  of),  18mo,  2s  6d Mardon 1838 

Geopiphy  for  Children  (First  Book  of),  8rd  edit.,  12mo,  Is  6d J.Chajman  ...1841 

. (Jno.)  Decimal  System,  with  Illustrations  of  Coins,  post  8vo,  4s    Ingram 1854 

Duties  of  Poor  Law  District  Auditors,  1857,  12mo,  5s C.Knighi  1858 

■  Matins  and  Vespers,  with  Hymns,  18mo,  new  edit.,  2«  W  Whitfitld    1851 


Minor  Morals  for  Young  People,  8  v.  12mo,  18«  6d Sim^phin 1834-9 

Mission  to  the  Kingdom  of  Siam  in  1855,  2  v.  8vo,  828   Parker  A  Son.,  il^l 

Philippine  Isles,  Visit,  8vo,  18s  Smith  Jt  Elder  .1^9 

'  (r.)  Church  of  the  Saviour,  18mo,  2s  6d  J.Chapman  ...1841 

Lessons  in  Natural  Religion,  18mo,  Is  6rf Simpkin 1839 


Bowstead  (/fio.)  Practical  Sermons,  2  v.  8vo,  21s    Rivington  1856 

Bowyer  (Geo.)  Commentaries  on  Constitutional  Law,  England,  roy.  8vo,  22s    Stevens  1846 

Modem  Civil  Iaw,  roy.  8vo,  18s Stevens  1848 

Universal  Public  Law,  roy.  8vo,  21s    Stevens  1854 

' Dissertation  on  Statutes  of  the  Cities  of  Italy,  8vo,  7s  Rkhards    xgS^ 

■ Readings  on  Canon  Law,  Mid.  Temple,  1850,  roy.  8vo,  new  edit.,  8s.  Stevens 1854 

English  Constitution,  post  8vo,  16s  Richards  1841 


(T.)  Simple  Interest  Tables,  1  to  8  per  Cent.,  sq.  16mo,  5s,  1837  ;  8s  6d  ffoulsUm  d:S. ..i%^9 

Box  (/. )  Outlines  of  Arithmetic,  with  Examples  and  Exercises,  18mo,  sd.  Is ;  d.  Is  6d  Kent      1 86 1 

Boy  (The)  Who  was  Turned  into  a  Monkey,  a  Story,  4to,  2s6<i Nelson    1856 

Inventor,  a  Memoir  of  Matthew  Edwards,  fcap.  8vo,  8s  6rf Boston^U.S.  ...i860 

Boyce  (Dr.)  Cathedral  Music,  edited  by  Warren,  8  v.  fol.,  61  6s  Cocls 1849 

(^./.)  Parochial  Sermons  at  Godalming,  12mo,  6s    BelldsDaldy.^i^si 

(/. (7.)  Ground  of  Hop»;  or,  Self-Examination,  12mo,  Zs6d    Seeley 1859 

( FT. ^.)  Kaffir  Grammar,  4to,  8s;  8vo,  5s ^oson    1844 

Notes  on  South  African  Afftfcirs,  8vo,  5s  MoMm    1839 

Boyd (ilrcA.) Cardinal, a  Romance,  8v.  post  8vo,  81s  6(2;   fcap.  8vo,  2s Bentlty 1858 

Crown  Ward,  a  Novel,  8  v.  post  8vo,  81s  6d Sentleg 1856 

Doctrines  of  England,  Rome,  and  Oxford  Compared,  8vo^  9s Seeley 1846 

— Duchess;  or.  Woman's  Love,  &c.,  8  v.  post  8vo,  81s  6d  Bentleg 1850 

Episcopacy  and  Presbytery,  8vo,  10s  6<i Seeley 1841 

■  Letten  on  Episoopacy,  Ordination,  Litui^es,  &c.,  12mo,  is  6d  Seeley 1839 

— Sermons  on  the  Church  and  her  Ceremonies,  12mo,  4s  6rf Seeley 1844 

(A.)  German  Ballads  and  Poems,  with  English  Translations,  12mo,  5s    ffoulston    x86o 

{Chat.)  Turkish  Interpreter  and  Grammar,  8vo,  12i  SmUhtkBlder  .tS^i, 
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Boyd  <^.r.)Yoiee  from  AoBtnOia,  2iid  edit.,  8vo,  2«  6<f    Partridge 1856 

y»o.)  Trefttiae  on  the  Sovereignty  o£  God,  12mo,  5s Gro<nfibridge..,i^5S 

{J.McN.)Uuaal  for  Naval  Cadets,  12mo,  10«  6d,  1857  ;  2  e.,  poet  8vo,  12*  6rf   lAmgman  i860 

(P.)  Book  of  Ballads  from  the  Qeman,  8vo,  10*  6ci Orr 1848 

—  (SirW.)  Histoiyof  literatore,  4  y.  8vo,  each  9* Longman   1844 

{Zaeh,)  Christian  Poems  for  Spiritual  Edification,  by  Neil,  4to,  10* J.R.Smiik 1856 

Bojdell  {Jiu.)  Merchant  Freighter's  Messarer  for  Gh)odB,  12mo,  6*  6<2 Caruton 1853 

Treatise  on  landed  Property,  roy.  8vo,  10*  6d E.Wilwn   i»49 

Ullage  Cask  Ganger,  8to,  7*  CatuioH 185a 

Bovden  (i7.)  Ministers  of  Health,  12mo^  1*  6ci  and  2*  6c{  Ltrnart  186a 

Boyer  {A  bel)  and  DeletanviUe  (/.)  French  and  English  Dictionary,  8to,  12*     Wkittaker 1859 

Boyes  (/./".)  Bngliah  Bepetitions  in  Prose  and  Terse,  12mo,  4* Wkittaker  1841 

lUnstrations  of -fischylns*  Tragedies,  8vo,  9* Bdld:  Daldy...\U^ 

and  Sophocles' Tragedies,  8vo,  16*   Bdlds  Daidy...\Z^ 

Life  and  Books :  Beoords  of  Thought  and  Beading,  12mo,  5*   Bell ds  Doldy...  i%S9 

Boyhood  of  Great  Men  :  Examples  Intended  for  Touih,  new  ed.,  12mo,  8*  M RoutUdge  1853 

Boyle  (C3Ui.  /.)  Love's  Exchange,  a  Tale,  8  v.  post  8vo,  31*  6d Longman  1839 

{Oto.)  DifScolties  of  French  Langnage  Explained,  12mo,  8*  M Simplcin 1854 

.  Lessons  in  German  Handwriting,  oblong,  1*  3d    , Simpkin 1854 

{John)  Lectures  on  the  Lord's  Prayer,  new  edit,  12mo,  8*6rf JM,4kJ, Parker  i2 $9 

Sermons  on  Christian  Doctrine  and  Doty,  12mo,  8* Parker  A  Son... i9^6 


--(MiaM.L,)  Bridal  of  Melcha,  a  Dramatic  Sketch,  post  8vo,  5*  6(i ColbwTi 1844 

Forester,  a  Tale  of  1688,  3  v.  poet  8vo,  81*  8d Longman  1839 

State  Prisoner,  a  Tale,  2  v.  12mo,  21*  5oii«rfer»  «fc  O..1837 

(i2»esiL)Statementof  his  Case  with  **  Wiseman,"  8vo,  8*  ad   Partridge  1855 

(jeo«.)  Occasional  Beflections,  12mo,  6*  6d   J. If. dfj, Parker i%^i 

-Veneration  due  to  God,  &c.,  Essay  by  Rogers,  12mo,  2*  6d    Virtue    1847 


-(^oiklL)  Voyages  and  Adventures,  new  edit,  24mo,  2* NeUon   1840 

(IF.iS.)  Treatise  on  the  Law  of  Charities,  1849,  roy.  8vo,  24* Benning 1837 


Bojles  Fashionable  Coart  Guide,  12mo,  Dec.  and  April,  each  5* Office Annual 

Boyne  {Wm.)  Tokens  Issued  in  the  17th  Century,  Illustrated,  8vo,  42*  ;  4to,  68*  ...  /.  B,  Smith  ...1851 

Boy's  Annual  (The),  a  Holiday  Companion  for  all  Seasons,  lUust.,  sq.  er.  8vo,  8*  6d...   Darton  i860 

Birtii-Day  Book,  by  Mrs.  S.  C.  Hall  and  others,  2nd  edit,  5*,  1859;  8*  ^  ••■  ^oul^on    1861 

Book  of  Boats,  edited  by  W.  H.  G.  Kingston,  plates,  fcap.  8vo,  5* Low i860 

His  Own  Country,  new  edit,  16mo,  4* Darton  1857 

Ptatime  (The  Illustrated)  ;  or,  Fun  for  the  Holidays,  cr.  8vo,  1*  Ward ds Lock... lUo 

Sdenee,  3rd  edit,  square,  7*  6d    Tegg' 184a 

Sports  and  Games,  by  Unde  Charles,  16mo,  2*   AUman 1850 

Holiday  Book  of  Sports  and  Games,  18mo,  1*  6<i  Davidson  1849 

Keepnke  ;  Moral  and  Instructive  TUes,  18mo,  2* Darton  1845 

life  aboard  Ship,  as  it  is,  told  by  Himself,  r2mo»  8*  6c{  Ward df  Lock... i96o 

Own  Book  of  Ballads,  Illustrated,  sq.  cr.  8vo,  6*  Bell  d:  Daldy  .i860 

Celebrated  Countries,  roy.  8vo,  1*;  coloured,  2* J  as.  Blackwood  1%  $7 

Diversions,  &c,  new  edit,  16mo,  8*  6d  Locktoood  1861 

Selections  from,  16mo,  8*  6</  Lockwood  1859 

DrawingBook,  Landscape,  Animals, Human FIguro,  ob.,  ea.  2  Pts.,  at  8*6d  Tyas  1841 

Magazine,  an  Illustrated  Journal,  Vols.  1  to  8,  er.  8vo,  each  8*    Beeton    i86o-a 

Story  Book,  Illustrated  by  Harvey,  newed.,  12mo,  8*  6d BouUedge  1855 

Text  Bo(^  :  Selections  from  Old  Test,  by  a  Lady,  64mo,  1*    /.  F.  Shaw  ...1857 


Fietiue  Gallery,  sq.  16mo^  6d  Knight  A  Son  .1$ $7 

Sea  Stories,  new  edit,  fcap.  8vo,  5* War dds  Lock...  i%6o 

Sftary  Book  (Illustrated),  sm.  cr.  8vo,  8*6d WardtkLock  .i860 

(The  Little)  Own  Book,  by  Uncle  Charies,  sq.  4* AUman 1850 

Treaaaiy  (The  Illustrated),  or.  8vo,  5* Ward  d:  Lode  .i860 

Voyage  round  the  Worid  :  aSea  Story,  12mo,  2*  6d Addey    1856 

Voyages  and  Adventures  in  the  Merchant  Service,  12mo,  2*  6c2    Ad€Uy    1856 

Week-day  Book,  new  edit,  12mo,  4* Tract  Society... iSsi 

and  Giri's  Companionfor  Leisure  Hours,  n.  e.,  V.  1,  8*6(i  ;  V.  2,  2*  6d  ff.  Lea  1858 

Illustrated  Gift  Book,  sq.  16mo,  5*-;  coloured,  9*    BotUUdge  i86a 

Library  for  the  Cultivation  of  the  Mind,  18mo,  2*  r...  Partridge 1851 

their  Balers  ;  with  History  of  Christ's  Hospital,  new  edit,  poet  8vo,  1*  ...  Ward  ^Xodb...  1853 

of  the  Bible:  Descriptions  and  Diali^es,  16mo,  2*  M ;  roy.  8*  6d ;  n.  e.,  1*  6d  Simpkin  1857 

will  be  Boys,  by  Mrs.  Sherwood  and  Mrs.  Kelly,  12mo,  8*  6<i Darton  1854 

i&yt{£.G.)  Family  Sermons,  12mo,  7* T.  B.  ShaiTpe...i%^^ 

{Men.)  Sermons,  8vo^  10*  6d Bivington  1841 

(JKdk.)  Elements  of  Christian  Knowledge,  12mo,  8*  6<2  Varty 1838 

Primitive  Obliquities :  Beview  of  the  Epistles,  &c. ,  new  edit. ,  1 2mo,  8*  6d  Seeley 1851 

(Tko.)  God  and  Man  Considered,  fcap.  8vo,  5*   Longman  i860 

Word  for  the  Churoh,  with  Bemarks  on  "Noel,"  12mo,  8*  6d Seeley 1849 

{T.S,)  London  as  it  is,  with  Historical  Descriptions,  fol.,  His Boys  184a 

Buia,  Ghent^  &c..  Picturesque  Architecture,  fol. ,  6i  6* ;  mounted,  8^  8*     Boys    1839 

Bojton  (Cfta.)  Letter  on  the  Bnle  of  Faith,  8vo,  2*  6</    Bivington  1843 

Hfabaaoa(i?./.)  Home  Happiness ;  Three  Weeks  in  the  Snow,  12mo,  1*  6(i  J.Hughes 1854 

•Outlines  of  History  of  Ireland,  18mo,  3*  6c2 Longman  1847 

"^     '  k  and  her  GaiSy  post  8vo,  6< Theobald    1855 
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BFabas(ni(£,/.)  Stories  from  the  Rectory,  18mo,  S« Simpkin 1840 

T«les  from  History  of  the  Muslims  of  Spain,  12mo,  3«  6d  JarrdA 1853 

{CapL  £.)  Soldiers  snd  their  Science,  post  8vo,  7$  Parfeer  ^iSbii.1860 

(fFo/.)  I>oep  Sea  and  CoAst  Fisheries  of  Ireland,  8to,  5«  Sim/phn  184s 


Bracciano,  Dnchesse  de,  and  Original  Fables,  transL  by  B.  O'Hara,  12mo,  7<  6(i Smith dsEldtrAlso 

Brace  {C,L.)  Home  Life  in  Qermany,  post  8to,  5<   BemUey .....1853 

Norway  and  Sweden,  post  8to,  9« BmUey  1857 

Hnn/(aiy  in  1851,  post  8vo,  10«  6rf Beutley 1851 

(Geo,)  On  Extension  of  Copyright  of  Designs,  post  8vo,  fit  6d Smiikd:  Elder. li^ 

Brachiopoda,  Br.  Carboniferous,  4  Parts,  Davidson Paktun,  Socil^i-^ 

— — Cretaceous,  Davidson Po^ceon.  S0C....1851 

Oolitic  and  Liassic,  Davidson,  Fart  8 Pataon.  S0C....1851 

— _— ^^^—  Permean,  Davidson Paltron.  S0C....1856 

Tertiary,  Davidson Patoo».  &)€....  1851 

Fossil,  Great  Britain,  2  Pfcrts,  Davidson Paiavn,  &C.1853-4 

Brackenhury  (Gto,)  Crimean  Campaign,  2  vols.  roy.  8vo,  42s  ;  new  edit,  21s Gri^n    1856 

(ifrt.)  Questions  on  the  Pentateuch,  12mo,  8s    Waikam  1848 

(JZLC.)  Baithby  Hall  Memorial,  by  Mrs.  B.  Smith,  12mo,  2f  6<£   Wertkeim  ...:..i8s9 

Bradbee  (J/rs.)  Ladies'  Needlework  Instmctor,  18mo,  4« lAmgmani  1841 

Bradbury  (i/eii.)  Lectures  on  Bank  Note  Foigory,  &a,  4to,  fit  Bradbury  1856 

{S.  H.)  Bridal  of  the  Lady  Blanche  and  other  Poems,  12mo,  3t Bogue 1856 

■  Bdenor,  a  Dramatic  Poem,  post  8vo,  4t   Simpkin 1S54 

I  Leoline,  and  Lyrics  of  Life,  12mo,  fit A,  Hall 1859 

Yewdale,  and  Lyrical  Notes,  12mo,  4t ffouUUm    1857 

{Wm,R)  Whip-Poor-Will,  lustmction  with  Exercises,  oU.  12mo,  2t6d    New  York i860 

-Toung  Shawn,  School  Music,  obi.  12mo,  2t  6d   New  Twrh  ....  i860 


Braddon  (Af.  ^.)  Captain  of  the  Vulture,  12mo,  It Ward  A  Lock  ,\%(n, 

■  Qaribaldi  and  other  Poems,  fcap.  8vo,  7t Botworik    1861 

Lady  Audley*s  Secret,  7ih  edit,  8  vols.  8vo,  8]t  dd;  post  8vo,  6«...  Tindey  1861 

Lisle,  fcap.  8vo,  It   Ward  A  Lode... i%ii 

'  Balph  the  Bailiff,  and  other  Tales,  12mo,  It Ward  dEr  Lock  .n.  d. 


Trail  of  the  Serpent ;  or,  the  Secret  of  the  Heath,  fcap.  8vo,  2t  ...   Wardd?  Lock..  ii6i 

Bradford  {A.  W.)  American  Antiquities,  8vo,  12t Wiley 1841 

{John)  Life  of,  12mo,  2t  6J Seeley 1855 

(W,S.)  Notes  on  the  North-West,  post  8vo,  ds Wiley 1847 

Bradford's  Works,  2  vols.  8vo    ParkerSoc,  1847-53 

Bradley  (iirt.)  Sermons  Chiefly  on  Character,  12mo,  fit  Jffaichard  1854 

(Cha/)  Elements  of  Latin  Prosody,  12mo,  3t  6(2 ;  Key  to,  2t  6d  Longman 1856 

Questions  on  Latin  Grammar,  12mo,  2t  6<£ Longman  n.d, 

Murray's  English  Grammar,  12mo,  2t  6<f Longman  1851 

■  Sermons,  chiefly  on  the  Lord's  Supper,  new  edit,  8vo,  lOt  6d  Hamilton  1857 

■ at  Clapham  and  Glasbury,  new  edit,  8vo,  10$  6d  HanUUon  1854 

High  Wycombe,  2  vols.  8vo,  21t  HamilUm  1849 

for  Sundays  and  Holidays,  fith  edit,  2  vols.  8vo,  14t Hamilton  1861 

on  Repentance,  False  and  True,  18mo,  It Rel,  Tract  Soc.  1858 

Trials,  &c.,  of  Christian  Life,  8vo,  lOt  6c{ Hamilton  1853 


Sunday  Questions  for  Families  and  Jun.  Classes,  18mo»  It Hamilton  1858 

((?«o.)  System  of  Short  Hand,  12mo,  8t Simpkin 1843 

-  \ja9i)  Astronomical  Observations,  by  Buaoh,  4to,  sheets,  8t Ganiner 1838 

(/.  W.)  and  Goodwin  (T,G.)  Illumination  on  Paper  and  Velluro,  post  8vo,  It  Winwrdi  ^.  ...1861 

Companion  to,  cr.  8vo,  It;  complete,  2t  6d  WintorA N,  ...1861 


(L.)  Deposition  of  Lead  Ore  in  the  Mineral  Veins  of  Swaledale,  8vo,  21t    Stanford    1862 

-  (A.  B,)  Portion  of  Jeireel,  a  Sacred  Drama,  12mo,  6t Painter 1843 

>  (rAot.)  Geometrical  Drawings,  Elements  of.  Parts  1  and  2,  foL  hf.-bd.,  each  1 6t  Chapman  d:  H,  1 86x 
Geometry,  Practical,  Treatise  on,  8vo,  fit   H.Bohn 1846 


-      (TT.)  Dark  and  Bright  Spots  in  Life,  2nd  edit,  12mo,  It Cauldweil  1861 

-<Tr.  W.)  Latin  Prose  Exercises,  12mo,  8t  6d  ;  Key  to,  12mo,  fit    Longman  1861 

Troy  Taken:  Second  Book  of  Viigil,  12mo,  2t  6d    Longman  1857 

Bradnack  (/.)  Memoirs  of,  by  T.  Rowland,  18mo,  2t  6rf Ma$on    1835 

■  {J.  B,  astd  Mary  Anne)  Imjb  ot  the  Valley,  12mo,  2t  6d Maton   1843 

Bradshaw  {S.  A . )  Moments  of  Thoughts  on  Spiritual  Subjects,  1 2mo,  2t  6d Virtue    1 844 

(Wm.)  Thoughts  on  the  Lord's  Prayer,  12mo,  2t  6d  Groomhridge  ...1845 

(TT.jS)  Voyages  to  China,  India,  and  America,  post  8vo,  6t  Hope 1857 

Bradshaw's  Bombay  Presidency,  Handbook  to  the,  &c,  sq.,  lOt Adame  i860 

^— ^—  Companion  to  the  Continent,  by  Edw,  Lee,  new  ed.,  post  8vo,10t Adams  1861 

. Great  Britain  and  IreUnd,  n.  ed..  Sections  1  to  4,  16mo,  ea.  It ;  1  v,6s6d  Adanu   i86s 

^— Guide  to  London  and  its  Environs,  Fren.  or  Eng.,  12mo,  2«  6d ;  Phites,  8t  6<£  A  dams  1 862 

through  Paris  and  its  Environs,  16mo,  It  6d  \  Plates,  2t  Qd Adams   1862 

' Handbook  to  Manufacturing  Districts  in  EngUnd,  12mo,  4t Adams  1854 

• Illustrated  Handbook,  Belgium  and  the  Rhine,  new  edit,  16mo,  fit Adams  1862 

France,  new  edit,  16mo,  fit Adams  1B62 

■  Switzerland  and  the  Tyrol,  new  edit,  16mo,  fit Adams  1862 


-  Itinerary  of  Great  Britain,  Railway  and  Telegraphic,  16mo^  4t Adams  1861 

and  Ireland,  ^sQd AeUtms  1861 


Overland  Guide  to  India,  Bigypty  and  China,  new  edit,  16mo,  fit Adams  1862 
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Bnuiahaw's  Sailway  Sbareholder's  Kannal,  &C.,  new  edit.,  12ino,  7<  6<2  Adams  xS6a 

Bradatreet  {Anna)  Six  Legends  of  King  Golden-Star,  Poem,  1 2mo,  5«  l^milh  A:  Elder.  .1858 

Bndy(^.7'.)MemoiTB  and  Letters  of,  12mo,  2s  6d Harrcy  1839 

{J.H,)  Guide  to  Enole,  Kent,  12mo,  4«6rf;  8vo,  10s   /.  R.  Smith...  1839 

London  and  its  Vicinity,  12mo,  7s    Pari-erdfc Son...  1838 

Instnictions  to  BzecntorBand  ^dministntors,  18th  edit.,  8vo,  8s    Maxwell    1851 


Letter  Writer ;  or.  Epistolary  Guide,  12mo,  8s  MTiiUaker 1835 

Plain  AdTice  on  Making  Wills,  8to,  5s    Maxwell    1837 

(FTm.)  Eedge- Anchor ;  or,  Toung  Sailor's  Assistants,  roy.  8vo,  16s New  York 1861 

Brsemar  :  its  Topography  and  History,  by  J.  M.  Crombie,  fcap.  8to,  2t6d hlctckwoodi   ...1861 

Bragg  (^aiis)  Diakgnes  on  Birds  and  Insects,  16mo,  Ss  6d R.  Clarke 1845 

Braggadocio:  a  Book  for  Boys  and  Girls,  new  edit.,  18nio,  Is  Routledge  1854 

Braid  (JoM.)  Neuiypttology ;  Rationale  of  Nerrous  Sleep,  &c.,  12mo,  5s  ChurehiU  1843 

Besearcfaeson  Hypnotism  and  Electro-Biology,  8rd  edit.,  ]2mo,  2s ChurehiU  1852 

Braidley  (^at;.)  Memoirs  of,  18mo,  2s  6{2    Longman  1846 

Bnddwood  {Jokn)  Troe  Toke  Fellows  in  the  Mission  Field,  post  Svo,  7s  6d Niabei    1862 

Braim(r./^.)  History  of  New  South  Wales  to  1844,  2  t.  poet  8vo,  21s    Bentley  1846 

Bnine  (W.R.)  Hymns  for  the  Church  and  Home  Circle,  2nd  edit.,  roy.  8yo,  6s Skejfington 1861 

Brainerd  {Dav.)  Life  of,  by  Edwards  and  Pratt,  12mo,  5s;  new  edit.,  2s  M Seelejf 1856 

Preface  by  H.  Bonar,  12mo,  2sQd NeUon    1858 

,  and  Letters,  18mo,  4s Ward 1845 


Braintree  Church-Bate  Case,  Report  of,  8to,  ds  ;  Judgments  in,  8yo,  8s  M Richardt   1843 

Braithwaite  ((^.)  Sonnets  and  other  Poems,  new  edit.,  12mo,  2s  6^  Hamilton  1851 

(£r./.)  I>eBert  Isle,  and  other  Poems,  12mo,  4$  dd  Pickering  1849 

^(r.ir.)  Chancery  Practice  and  Orders,  1858,  12mo,  18s Steven$   1858 

— ^^— Ac,  Epitome  of,  12mo,  2s6rf I^epem   1851 

Directions  for  Administering  Oaths  in  ChanoAry,  12mo,  Ss  M  ...  StewM   1854 

Record  and  Writ  Practioe,  Chancery  Court,  8vo,  18s iS^^vfns   1858 


(Wm^AJ.)  On  Diseases  of  the  Eye  and  Ear,  12mo,  8  Piiurts,  ea.  Is Simpkin 1859 

^— — Midwifery  and  Diseases  of  Women,  &c.,  5  Pts.,each  2s6<f...  Simpkin  ...h.-yearly 

Retrospect  of  Medicine,  V.  1  to  8,  12mo,  each  4s  6d Simpkin  ...K-yearly 

•  4  to  11,  12mo,  ea.  5s  6c2 ;  12  to  46,  12mo,  eA.  6s  Simpkin  ...K-yearly 


Brake  (Cka^,)  On  the  Character,  Prophecies  &c.,  of  Enoch,  new  edit,  12mo,  ls6<i...  Palmer 1849 

BrakfJonda,  Chronica  Jooelyndi  de,  4to Camden  Soe,.., 

Branw  {W.R.)  Last  of  the  Czars,  a  Romance,  12mo,  3s  6d PaHridgt   1855 

Braaeld  ((7.  IF.)  Practical  Sermons,  cr.  8to,  Y.  1,  7s  6d;  V.  2,  dsM Hope 1858 

foamhaD  {Alp.)  Works,  with  Memoir,  new  edit.,  5  r.  8vo,  82  8s J.H.d:/,Parkeri^s% 

BnuBptoB  Rectory;  or,  the  Lesson  of  Life,  new  edit.,  post  8yo,  8s  (kl Parker  d:  Son...  i^$i 

BraaaeB  {Jdkn)  German  and  English  CouTersations,  18mo,  8s  WhiUaker 1839 

■ Dialogues,  18mo,  5s  6<2 WhiUaker 1835 

Guide  to  the  German  Language,  18mo,  4s WhiUaker 1834 

Bcmauton  {Sir  Jokn)  Autobiography  of,  edited  by  Lord  Braybrooke    Camden  Soe,  1845-6 

Btamwell  (Geo.)  ProoesB  of  Priyate  Bills  in  House  of  Commons,  4to,  25s Hantard    1839 

(W.)  Christian  Minister,  8nl  edit,  12mo,  8s    Needham  1855 

— ' Memoir  of,  by  his  Family,  poet  8to,  8s  6<2 Simpkin 1848 

by  Harris,  18mo,  8s Ma$on   1846 

■  —  Sigston,  12mo,  7s  6rf  Hamilton  1839 

Bran  {C.A.)  German  Grammar,  12mo,  5t  6d    T.  Harrison  .-.1853 

Bxaad  (^.  IT.}  Process  for  Proserring  Fresh  ProTisions,  12mo,  5s Simpkin 1838 

i/ohn)  Popular  Antiquities,  by  Ellis,  8  y.  post  8to,  15s    H.Bohn 1849 

^foaadan  (Si.)  Medisval  Legend  of  the  Sea,  English  Terse  and  PrtMe,  by  Wright,  8to    Percy  Soc 

BraBda(fr.T.)  Dictionary  of  Materia Medica  and  Pharmacy,  8to,  15s Parker  df  Son   1839 

' — ■ Science,  Literature,  and  Art,  8rd  edit.,  8vo,  60s Longman  1853 

— Lectures  on  Organic  Chemistry,  Iqr  Scoffem,  12mo,  7s  6rf Lor^num  1854 

Manual  of  Chemistry,  2  ▼.  6th  edit.,  8to,  45s    Parker  tt  Son  .194% 

' Tables  of  Chemical  Equivalents,  &c.,  8to,  8s  6<i Renahaw    1845 

im«f  Taylor  (A.S.)  Chemistry,  12mo,  cloth,  12s  6<2 /.  W.  Daviet. ..j%6% 


Bnader  {BouUon)  Sermons  at  Derry  Hill,  Calne,  cr.  8to,  2s Simpkin 1855 

Braadling  {B,C.)  Views  in  North  of  France,  fol.,  tinted,  68s ;  coloured,  52  5s Hannhart 1848 

Braadott  (fi.4fry.)  Analysis  of  Gothic  Architecture,  2  t.  imp.  4to,  5i  5s  Bogtie 1848 

__  Open  Timber  R00&  of  the  Middle  Ages,  roy.  4to,  68s   Rogue 1848 

— .._  Views  of  English  Eodes.  Structures,  new  edit.,  2  v.  roy.  8vo,  42s.  Rogue 1851 

(IFl)  London  CSty  Freedom  Laws,  8to,  14s   Buttenoortht  ...i%6z 

—    On  the  Cu^maiy  Law  of  Foreign  Attachment,  8to,  14s   RuUerworihi  ...1861 


Braadxctli  (2*.  5.)  Dissertation  on  the  Metre  of  Homer,  8yo,  4s  Pickering  1844 

— ^— — —  Homer's  Iliad,  with  Notes,  2  v.  8vo,  21s,  1841 — red.  to  16s Pickering  ...'...1849 

. translation  of,  2  y.  fcap.,  10s,  1846— red.  to  6s    ...  Pickering  1849 

Brasdi  {P.P.)  Frank  Marland's  Manuscripts,  post  8to,  10s  6d ^...  Hope 1859 

Far  and  Feathers :  Gkone  Laws,  12mo,  2s  ."...  Hope 1859 

Law  of  DiToroe  and  Matrimonial  Causes,  1858,  12mo,  7s  6(2   BuUenoorthB  ...1858 

Treatiae  on  Law  as  it  affects  Pugilism,  12mo,  2s 6d,  1857  ;  n.e..  Is Hardwcke i860 

Braagvyn  (IF. C)  Gothic  Memorials,  8yo,  Part  1,  7s  6d Author  1861 

Banks  (  Wm.)  &oa*8  King  ;  or,  Christ  as  Head  oyer  the  Church,  8vo,  6s  (kl  Hamilton  1859 

Bfaan'a  BejuTeneseeaee  of  Nature,  8to,  12s Ray  Soc 

I  iPkiL)  Guide  to  Bournemouth,  Illustrated,  new  edit,  post  8to,  Is  dd   Longman  1858 
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Biannon  (Phil)  lUiutraied  Gaide  to  Oorfe  Castle,  Warehain,  post  8to,  1«  6<2 Longman  i860 

■  Pictare  of  Southampton,  8vo,  5$ Ackermann  ...1850 

Branston  {T.F.)  Dragfcists*  Handbook  of  Practical  Receipts,  new  edit.,  12ino,  At  M    Philip  A  5oa...i857 

Branthwayt  (JEdiB.)  Deerbrook  Pknonage,  a  Novel,  3  v.  post  8ro,  SU  6c2 A^idfiy  1858 

Wayward  Heart,  a  Novel,  2  ▼.  poet  8vo,  21«  Skttt i860 

Braase  (/.)  Euclid,  Enunciations  and  Figures  of,  12mo,  \t\  on  cards  in  case,  5t  6<i...  £eUd:  J)aldy...i%^ 

■  Gieek  Gndus,  by  Yalpy,  8to,  15« Longmdn  184.1 

Braseeur  (/«t(i.)  Exercises  on  French  Phraseology,  12mo,  8«6<i PaAerSs  S<m..A^^ 

French  Qenders,  12nio,  2s  Barthet 1837 

■.  Grammar,  15th  edit.,  12mo,  5s JRdfe  i860 

Manuel  des  Eooliers;  or,  French  Beading  Book,  12mo,  8s Jidfe  1846 

i •— ^-  Fkrtie  Fran^aise  des  Thdmes  de  la  Grammaire,  12mo,  8«    JUlfe  1856 

Premidres  Lectures ;  or,  French  Beading  Book,  18mo,  1»  Od JUlfe  1850 


Selections  from  *'  Chesterfield,"  new  edit,  12mo,  8s  6d  ;  Key,  St6d  JUife  1S51 

Braun  (C.A.A.)  German  in  Fifty  Lessons,  with  Dictionary,  12mo,  5$  Black 1853 

: (C.R.)  Unemie  Convulsions  of  Pregnancy,  &c.,  by  Duncan,  8vo,  3s  M Simpkin 1857 

(iSffii/.)  Handbook  for  the  Ruins  and  Museums  of  Rome,  12mo,  9s Willianud:^.  1855 

(^.il.)  Art  Mythology,  100  PUtes,  4to,  21s WiUiamt  d:  N,  i^s 

Braune  {O.M.)  Persons  of  a  Toun,  First  Book,  fcap.  8vo,  2s Masten 1859 

Brave  Old  English  ConfesBors,  lUust,  post8vo^  5s Hogg 1861 

Bravo  of  Venice,  a  Romance,  transl.  from  the  German,  new  edit.,  12roo,  1$M  Wtvrd  ^  Lock  1856 

Yathek,  and.Castle  of  Otranto,  fcap.,  5s— red.  to  2s  6(2 BetOleg 1849 

Bmy(ifrs.C)Devonshire,  Tamar  and  the  Tavy,  8  v.  post  8to,  24s Murray 1836 

Henry  de  Pomeroy,  3  r.  post  8vo,  28s  6<i Bentleg 1842 

Life  of  Handel,  with  Thoughts  on  Music,  12mo,  2s   Ward 1857 

Mountains  and  Lakes  of  Switaerland^  3  v.  post  8vo,  31s  6d Longman  1S4.1 

-  Novels  and  Romances,  n.e.,  12mo,  6s  ea.,Zoiij^man,  1846-- red. to  ea. Is  6<<  Tegg  1857 


Courtenay  of  Walreddon — De  Foix — Fits  of  Pits  Ford — Henry  de  Pomeroy- 
Protestant — ^Talba ;   or,   Moor  of  Portugal — Trelawney  of   Trelawne— 
Trials  of  the  Heart^Warleigh  ;  or,  the  Fatal  Oak— White  Hoods. 

Peep  at  the  Pixies,  16mo,  3s6<<;  coloured,  is  ed  OrigUhtSf  F.^.j^s^ 

'  Physiology  for  Schools,  in  27  Lessons,  2nd  edit,  12mo,  Is    Longman  1860 

.  Trials  of  Domestic  Life,  3  v.  post  8vo,  31s  6<i ColbHm 1848 


(Cha.)  Education  of  the  Feelings,  post  8vo,  2f  6d,  1849  ;  8xd  edit,  5s  Longman  i860 

Outlines  of  Social  Systems  and  Communities,  12mo,  5c Lor^m4m  1844 

Philosophy  of  Necessity,  2  v.  8vo,  16»,  1841  ;  n.  e.,  8vo,  9s Longman  1862 


— {Edw.A,)  Selection  from  Sermons,  2  v.  fcap.  8vo,  14s Rivington i860 

Poetical  Remains,  with  Memoir  by  Mrs.  Bray,  2  v.  12mo,  12s Longman  1859 

Braybrooke  (Lord)  History  of  Audley  End,  Essex,  roy.  4to,  70s Bentleg 1836 

(IT.Z.)  Diaiy  in  Bulgaria  to  Battle  of  Alma,  12mo,  2s  6(i  Stanford  1855 

Brayley  (E.W,)  Brighton  Palace,  Dlust.,  imp.  foL,  42s NiehoU 1839 

History  of  Surrey,  5  v.  roy.  8vo,  SI ;  4to,  161 15s WiUiM    1850 

and  Britton  (/.)  Westminster  Palace,  8vo,  21s;  l.pu,42«;  4to,  42  4s  WeaU 1835 

Brayman  (J.O.)  Daring  Deeds  of  American  Heroes,  12mo,  9s    BuffaXo^  £^.5....  185a 

Thrilling  Adventures  by  Land  and  Sea,  12mo,  9s Biifalo,U,8,...\%siL 

Brayshaw  (T.)  Metrical  Mnemonics  Applied  to  Geography,  12mo,  6s Simpkin 1849 

Brasil:  its  History,  People,  Natural  Productions,  kc,  fcap.  8vo,  4s Rd,  TradSoe..  iZSo 

Breach  of  Promise,  8  v.  post  8vo,  81s  6d Newby   1845 

Bread  Cast  on  the  Waters :  Crumbs  of  Sermons,  12mo,  8s Darton  183S 

of  Deceit,  24mo— red.  to  Is  6d   Serfejr 1855 

Life;  or,  the  Sacramental  Mystery  Unveiled,  18mo,  2s  6d Painter 1849 

the  Pirat  Fruits  ;  Meditations  on  Scripture,  12mo,  6s Sedeg 1835 

upon  the  Waters ;  an  American  Tale,  18mo,  Is  Morgan 1862 

a  GovemeflB's  life,  by  A.  of  "J.  Halifax,"  n.e.,  18mo,2s  6d  Madden 1859 

-  Letters  to  Women  of  Great  Britain,  12mo,  Is Boultton   1862 

•  Old  Testament  Stories,  new  edit,  18mo,  Is  6d  Simpkin 185S 


Breakfast  Table  Companion,  32mo,  3s Darton  1838 

Breakwaters,  Report  of  Lords' Committee,  with  Evidence,  29  Bd  Par^ Papers  ...i860 

Breathings  alter  God :  Prayers  for  the  Closet,  by  a  Layman,  12mo,  Is J.P.Shaw 1858 

of  Consolation  for  the  Bereaved,  82mo,  2s HamilUm >854 

Breay  (/.(?.)  Lectures  on  the  History  of  Moses,  12mo,  U^ Hamilton 1846 

Memoir  and  Correspondence,  new  edit,  12mo,  %8 NiAet 1858 

Psalms  and  Hymns  :  Public  Worship,  32mo,  Is  3d  ;  18mo,  2s Simpkin 1848 

Sermons,  Notes  and  Recollections,  12mo,  6s  Simpkin 1840 


Eredon  (0.0.)  Tables  of  History,  Literature,  and  Painting,  5th  edit,  foL,  35s  Baldwin    1842 

Bree  (O.R.)  Birds  of  Europe  not  observed  in  British  Isles,  r.  8vo,  V.  1,  2,  3,  ea.  17s...  QroomMdgeiZ $9'^'^ 

Species  not  Transmutable,  nor  Result  of  Secondary  Causes,  p.  8vo,  3s  6(i. . .  Oroombridge  ...  1 8  60 

Breen  (iTen.)  Blemishes  and  Defects  of  Modem  English  Literature,  8vo,  10s  6d  Longman  1857 

Diamond  Rock,  and  other  Poems,  12mo,  4s Pickering  1849 

Historical  Description  of  St.  Lucia,  8vo,  12s Longman  1844 

(jETv^A) Guide  to  Pnyctical  Astronomy,  poet 8vo,  2s  6d    HouUlon    1856 

(ZT.ff.) Modem  English  Literature,  Svo,  10s  6(2  Longman  1857 

(Joi.)  Planetary  Worlds :  Topography  of  the  Sun,  &c.,  12mo,  6s Hardwicke 1854 

Brees  (/. /. )  How  to  Ship  and  Discharge  a  Crew  at  the  Port  of  Liverpool,  12mo,  Is  6d  Philip    186a. 

(AC)  Designs  for  Italian  Villa  Architecture,  foL,  21s  AUMey 1840 
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inei  (&a)  Qkmuj  oi  CiTil  EBgineeriiig,  new  edit.,  8to,  12$ ff.Bohn 1S40 

Kdoml  Illustrationa  of  New  Zealand,  fol.,  12$ Ackermann   ...1847 

Railway  Practice,  PlanB  and  Details,  4Y.4to,  each  62$  Gd Atckley 1848 

Sarreyingand  ^gineering  Arithmetic,  new  edit.,  8vo,  10$  6d AtcMey 185a 

LeTelling  Practice,  8vo,  8«  6d &P<m  1859 


Brtgioo  (/«.)««<  MiUcr  Uit«)  Practical  Ck)ok,  12mo,  7«  6rf Chapmamt  HaIj^s 

Br^nt  {T,  C.)  Cozdon  Training  of  Fruit  Trees,  Diagonal,  Vertical,  fcc. ,  fp.  Svo,  8«  6(f  Longman  1 860 

Bi««r(F.)  Wotka,  2  t.  roy.  Sro,  2i$ W.  Smith  1845 

by  Mary  Howitt,  4  V.  poet  Svo,  each  3«  6<i    ff.Bohn    1853 

Bondmaid,  byM.  S.  Putnuui,  12mo,  8«  6d /.  CAajpman  ...1844 

roy.  8to,  1$  Sd,  Smith;  24mo,  1$  6d    Clarke tk  Co.. ..1844 

and  Strife  and  Peace,  18mo,  2« Tegg  184a 


•  Biothen  and  Sisters,  by  liary  Howitt,  3  y.  post  Sto,  dl«  6ci    Colbum 1848 

-  Diaiy,  Strife  and  Peace,  byM.  Howitt,  2  ▼.  post  Svo,  21< Longman  1843 

-  Saster  Offering,  Tales,  byM.  Howibt,  12mo,  5s Colbum 1850 

>  Father  and  Daughter,  a  Portraiture  from  life,  post  Svo,  7$  dd A. Hall 1858 

-  Greece  and  the  Greeks,  trans,  by  Mary  Howitt^  2  v.  post  8vo,  21s   HunA  4s  B.    ...  i86a 


•  H Family,  ISmo,  2«,  Tegg;  roy.  Svo,  2s,  W. Smith;  24mo,  Is  W...  Clarke   1845 

and  other  Tales,  by  Howitt,  2  v.  post  Svo,  21« Longman  1844 

-  Strife  and  Peace,  32mo,  each  Is Knight  A  Son   2853 


•Bertha^  a  Swedish  Tale,  post  Svo,  2«  6d A.Hall  .: 1856 

Home,  by  M.  Howitt,  2  v.  post  Svo,  21s,  Longman—ied.  to  7s  6d Jf.Bolm     1843 

2  v.  24mo,  4s Clarke   1844 


-Homes  of  the  New  World,  3  v.  post  Svo,  31s 6d A.ffaU 1853 

-life  in  Dalecarlia,  by  W.  Howitt,  new  edit.,  ISmo,  2s6<f Chapman  AH,  1849 

-  Midni^t  Son,  by  M.  Howitt^  post  Svo^  10$  fid  Colbum 1849 

-  Neighbonn,  2  v.  post  Svo,  ISs,  Longman,  184a  ;  post  Svo,  3s  6d  Bohn 185a 

2v.  ISmo,  3s,  Tegg,  1849;  ^7-  8vo,  Is  6(2  CwAe 1853 


-  Pft8ident*8  Daughters,  by  M.  Howitt,  3  v.  post  Svo,  31s  6d Longman  1843 

ISmo,  2s,  Tegg;  post  Svo,  Z$6d    H.Bohn     185a 


-  Bectory  of  Mora,  H —  Family,  Bondmaid,  Axel  &  Anner,  roy. Svo,  Is  6d  Cooke 1853 

-Strife  and  Peace,  roy.  Svo,  2s,  Smith,  1843  ;  24mo,  2$6d Clarke  A  Co.. ..1848 

ISmo,  Is,  Slater;  2$ Tegg  1849 


Traveb  in  the  Holy  Land,  tr.  by  Mary  Howitt,  2  v.  post  Svo,  21s    Hw$t  ds  B,    . . .  1 86 1 

Twins,  T.%so,%d, Smith,  1844;  24mQ,ls6(2,  C/orib<<feCo.,x848;  18mo,l^  SlaUr 1849 

Two  Tears  in  Switaerland  and  Italy,  tr.  by  Mary  Howitt,  2  v.  p.  Svo,  24s  HurA  Je  B,    ...  1 860 

Bmimer  (£o6<.)  BziCiirsions  in  Denmark,  Norway,  &c.,  2  v.,  2Ss  Colbum 1839 

Interior  of  Russia,  2  v.  post  Svo,  21s Colbum 1840 

{W.L.)  Riot  of  ihe  Pentland  Frith,  and  other  Poems,  2s  M  ;  new  edit..  Is  Simpkin i86a 

Bccaaa  {JuaL)  Composition  and  Punctuation  Explained,  n.  e.,  ISmo,  Is,  l$6d,k2$^  B,  WiUon 1857 

Old  and  New  Logic  Contrasted,  ISmo,  3s Wcuhboume  ...1839 

Utility  of  lAtin  Discussed,  ISmo,  2s  E.  Wil$on 1830 

Breadlsh  (Mad.)  Tales  of  a  Jewess  ;  Manners  of  the  Jews,  post  Svo,  7s  Qd Simpkin 1838 

firc&t(aP.)Pigeaa  Book  for  the  Many,  12mo,  1$  Gd CoU.  Card.  Off.  iiS9 

{JJ.)  Battle  Cross,  a  Novel,  3  v.  post  Svo,  31s  M  Newby    1845 

— ■ EUie  Forrestere,  a  Novel,  3  v.  post  Svo,  81«  6(i Newbg    1850 

• Sea  Wolf,  aBomanoe,  12mo,  6$   Smith  dn  Elder  1835 

(/ohn)  Canterbury  in  the  Olden  Time,  &c.,  cr.  Svo,  6s Belldb  Daldy  ...1S60 

BiCBtsoo  {C.)  Honour ;  or.  The  Story  of  the  Brave  Caspar,  12mo,  2s  6<2— red.  to  Is  M  J.  Chapman  ...1847 

BnstoD  (SirCha,)  Pttdms,  Bible  and  Prayer  Book  Versions,  Parallel,  16mo,. 5s   Bag$ter i860 

{DaM,0.)  Notes  on  the  Floridan  Peninsula,  fcap.  Svo,  5$  Philadelphia... i%$o 

— ■ {E.P.)  Memoirs  of,  by  his  Brother,  Svo,  7s  6d     Nid>et 1842 

Naval  History  of  Gt.  Britain,  1783  to  1836,  2  vols.  Svo,  81s  6d...  Colbum 1837 

U^st. iStr/.)  Evenings  with  Orandpapa,  by  H.  M.  Carey,  sq.  16mo,  2$Qd I>ean i860 

Hope  of  the  Navy,  12mo,  5s  Nisbet 1839 

— Memoir  of,  re-edited  by  his  Son,  12mo,  5s   Ward  d:  Lock...  1$ $6 

— and  Services  of,  by  Baikes,  Svo,  16s Hatchard  1845 

iJ.H.)  Tragedy  of  Life ;  Phases  of  Lunacy,  2  vols,  post  Svo,  21s Smithds Elder    i86x 

(L.C.L,)  Septusgint  Yendon  of  the  Old  Testament,  English,  2  v.  Svo,  21s    Bageter 1844 

Bnret(ni(C^bas.)  Lectnres  on  Christian  Faith  and  Life,  poet  Svo,  2s  6<2  Bo$worth   1855 

' (C  D)  Refutation  of  the  Report  on  the  Constabulary  Force,  Svo,  7s     Simpkin     1 840 

(/.X.)  Prize  Poem;  BaUle  of  the  Nile,  12mo,  Is  6d    Simpkin     1844 

Travels  of  Prince  Legion,  and  other  Poems,  12mo,  3s  6<2 Longman  1857 

(Mrs.)  Woman's  Influence,  a  Novel,  3  voU.  poet  Svo,  81s  6cJ  Nev:hy  1845 

Brweton's Travela,  edited  l^  Mr.  Hawkins,  Svo  Chetham  Soe^.-.i^^-^ 

Bfeseraan  ami  Jones's  English  and  Danish  Dialogues,  Svo,  3s WiUiamedsN.  1845 

BrsbIsv  (Jf.JET.)  English  and  Hebrew  Dictionary,  l2mo,  8s* Weak 1858 

Hebrew  Grammar,  12mo,  Is  Weale  •J855 

and  English  Dictionary,  2  vols.  12mo,  7s  WeaU 1855 

Breton  (W.JET.)  Scandinavian  Sketches,  Svo,  with  Illustrations,  14s  S(^uludsCo....i%'^^ 

Bretscfandder  {C  O,)  Religion  and  History  of  Christian  Church,  cr.  Svo,  7s  6d Longtnan   1857 

Brett  (Fred,)  Frutical  Essay  on  Surgical  Diseases  of  India,  Svo,  ISs    Allen  and  Co,    1841 

{P.H,)  Gstaraet  and  Stralnsmns,  Svo,  2s  6<i C^urchiU 1847 

Oenisof  Tuscany;  Scenery  and  Descriptions,  Svo,  10s Ackermann    ...1854 

- —    (7%o.). Collection  of  the  Principal  Liturgies,  Svo,  10s6eif Bivington  183? 
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Brett  (Thos.)  Iteitoration  of  Suffiragui  BiBhopi  and  Rnnl  Deans,  er.  8to,  2s  (id BfaemUlan 1S53 

{Wm.)  Indigestion,  Rheumatism,  Goot,  &c.,  4th  edit.,  12mo,  2»M Simpkin     1861 

Principles  of  Astronomy,  Pts.  1  and  2,  Syo,  each  lOt Longman  1833 

Usurer^s  Daughter,  a  Flay,  8to,  3<  6ci Simpkin     1841 

( IT.  ^.)  Indian  Missions  in  Guiana,  12mo,  5« BtUJsDaldy  .1851 

Brettell  {Tho)  Handbook  to  the  Isle  of  Wight,  12mo,  fit OUimtr 1848 

Brettingham  (CM.)  Devotions  for  the  Hours  from  the  Flnlms,  16mo,  St6d Matten 1851 

Breviarium  Ab^onlense,  2  rols.  4to,  Mainland  duh;  1  y.  4to £aM»atyiieClmki%x4. 

— ^— Pars  Hyemales  et  .fistivalis,  2  Tola.  4to,  hf.-mor.,  61  5$...  Sichardtom    ...1854- 

Bomanum,  edidit  Hnsenbeth,  4  vols.  82mo,  20t Bnnit 1831 

Brewer  (^.C)  Guide  to  English  Composition,  2nd  edit.,  12mo,  5s  6d   Lonffmam  1852 

— . Grecian  History,  new  edit,  18mo,  8<  6d Jarrold 1861 

— ^«— ^— ~— — >-  Mythology  and  History  of  Ancient  Greece^  12mo,  4ff  Jarrold i8$8 

. Boman  History,  Sdedit.,18mo,8f  6<2  Jarrold 1861 

Scientific  Knowledge,  18mo,  8s  iid  ;  K^  to.  Is  Jarrold 1861 

— — ^— —  Scripture  Histoiy,  Old  and  New  Test.,  n.  e.,  18mo,  ea.  S«(kl  Jarrold i860 

-  Merchants'  Accounts,  Single  or  Double  Bntry,  folio,  each  5s    Jarrold 1858 

-— — — ~—  Poetical  Chronology  of  luTontions,  Itc.,  new  edit.,  12mo,  8f  6d   Longmam  1853 

School  Recitations,  12mo,  8s6d   AUman 1845 

Sound  and  its  Phenomena,  18mo,  8s  6c{   Lonffnum  1854 

System  of  Book-Keeping,  Single  Entry,  7th  edit,  12mo^  2s;  Key,  2i    Jarrold 1858 

Double  Entry,  8rd  edit,  12mo,  2s;  Key,  2s    Jarrold 1858 


Theology  in  Science,  for  the  Use  of  Schools,  12mo,  Ss  6d  ^....  Jarrold i860 

—  {J.S.)  Elementary  Atlas  of  History  and  Geography,  2nd  ed.,  roy.  8to^  12s  dd    Longman  1855 

— {T.M.)  North  American  Oology,  Part  1,  4to,  10s  6d,  pbiin;  81s  6d,  cold.     ...  Waahinglon  ...i86e 
-{W.)  Jesuitism  ;  Review  of  Montalembert's  Treatise,  p.  8?o,  10s  6d — ^red.  5s  Ward dg Lode... t9$^ 


Brewer;  a  Treatise  on  Brewing,  12mo,  Ss Loftus    1857 

Brewen  (/>r.  W,)  Family  Medical  Reference  Book,  12mo,  2s  6d Silverloek  1840 

-^— — ' Military  and  Naval  Medical  Reference  Book,  12mo,  7s  Siherlod:  184a 

Brewin  (R.)  Improved  Tu^t  Diagrams  and  Rifleman's  Register,  2nded.,  fp.  8vo,  ls6c{  Simpkin 1861 

Brewster  (^.^.)  Compensation;  or.  Always  a  Future,  12mo,  6s    PhUadelpkia   .i860 

{Dav,)  History,  Theory,  &c,  of  the  Stereoscope,  post  8vo,  5s  6d    Mwrrag 1856 

— ; Letters  on  Natural  Magic,  new  edit,  18mo,  8s  6d Tegg  1842 

— '• Life  of  Sir  Isaac  Newton,  12mo  ;  new  edit,  2  v.  8vo,  24s Hamilton  i860 

— ^- Livesof  Galileo, ^choBrah6,&Kepler,12mo, 7s,  1841  ;xLe.,12mo,4s6(i  Murray 184.6 

More  Worlds  than  One,  poet  8vo,  6s  Murray 1854 

Treatise  on  Magnetism,  poet  8vo,  6s,  1837  ;  new  edit,  Ss Longman  185 1 

— — — — OpUcs,  new  edit,  12mo,  8s  6ii    Longmnn  1853 

-  the  Kaleidoscope,  new  edit,  post  8vo,  5s  dd  Murray 1858 

-Microscope,  1837;  new  edit,  post  8vo,  6s Simpkin 1851 


(J no,)  Parochial  Sermons,  edited  by  his  Son,  8vo,  7s  M   JUmngton  185a 

— (Marg.M.),    See  Gordon,  Mrs. 

Brickdale  (M.J,)  Leases  and  Sales  of  Settled  Estates  Act,  12mo,  5s  ;  supt,  2s  Sd  ...  Stevent  1861 

Bricknell  (W^S.)  Judgment  of  the  Bishops  on  Tractarianism,  8vo,  10s  6ci   Simpkin 1845 

Preaching,  its  Warrant,  Subject,  and  Effects,  8vo,  5s  6^   Baialer  1845 

Bridal  and  the  Bridle,  post  8vo,  lOsQd Bentley 1851 

Gift,  Prose  and  Verse,  new  edit,  82mo,  2s  6d;  sq.  12tno,  12s  HamiiUm 1854 

Souvenir  :  Thoughts  of  Best  Authors,  Proee  and  Verse,  sm.  4to,  21s GriJgUh  A  JP.  ...1861 

• Token,  32mo,  Is  6(£  ;  silk,  2s Simpisin 1840 

Briddon  (/. )  Practical  Treatise  on  the  Veterinary  Art,  ^,  1 846 ;  new  edit ,  1 2mo,  2s  6d  Simpkin 1 8  50 

•Bride  (il.i».)Edrick  the  Saxon:  a  Tale,  2  vols.  12mo,  21s Maerone 1836 

Bride  Elect:  a  Tale,  new  edit,  12mo,  2s C.  H.Clarke.. .19$^ 

of  Christ;  Explanatory  Notes  on  the  Song  of  Solomon,  fcap.  8vo,  Is  6rf SeeUy 1861 

Ramcuttah,  Historical  Tales,  fcap.  8vo,  Is J.H.AJ,Parkeri96o 

Bridel  (M.)  Pastor  of  the  Desert  and  his  Mart.  Colleagues,  translated,  12mo,  2s  6d...  Nitbet  186 1 

Bridgart  (C.  Tf.)  Solitary  Musings  and  other  Poems,  12mo,  Is  6<i  WkOtaker 1859 

Bridge  (Bew.)  Treatise  on  Algebra,  by  Aykner,  8vo,  7s  6d ;  Key,  7s  6d  WkUtaker 184S 

Elementary, by Atkin8on,n.e.,12mo, Is;  Key,8s6<i  £.  Law i86a. 

Conic  Sections,  8vo,  5s Longman  1833 

Equations,  2nd  edit,  8vo,  iit Longman  1835 

— ^^— Plane  Trigonometry,  5th  edit,  8vo,  4s  Longman  184-7 

(IFto.)  Works,  with  Memoir,  5  v.  8vo,  24s Tegg  >845 

Sermons  on  Faith,  82mo,  Is  6d Ni^td 1836 

Bridgens  (R.)  Designs  for  Grecian  and  other  Furniture,  4to,  68s   Pickering  1838 

Sketches  of  West  India  Scenery,  imp.  4to,  80s Jennings    1836 

Bridges  ((7Ao.)  Essay  on  Family  Prayer,  12mo,  2s    Seeley ^^^7 

Exposition  of  Book  of  IVoverbs,  2  v.  12mo,  12s,  1848  ;  n.e.,  p.  8vo,9s  Seeley '859 

Eoclesiastes,  post  8vo,  6s    Seeley i860 

Psalm  11 9tb,  12mo,  7s,  1817;  new  edit,  12mo,  5s   ...  Seelqf 1861 


Family  Prayer  Book,  edit,  by  Goodhart  A  HoUoway,  8rdedit,4to,  25t  Wer&eim 1859 

Inquiry  into  the  Christian  Ministiy,  9th  edit,  8vo,  lOs  6d  Seeley i86x 

Life  of  Martin  Boos,  Hist.  Ch.  Biog.,  2i  6d  Sedey "855 

' Sacramental  Instruction,  12mo,  2s   SeeUy '849 

Scriptural  Studies,  new  edit,  2  v.  18mo,  each  U6d;  1  v.  2s  6d Nisbel iS?-* 

-^(EmmaA.)  Vicarage  of  Ellwood ;  a  Tale,  post  8vo,  10s  6rf  ffope 1854 
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BiidfH(/V«rf.)  GRBunftii,  Crimes,  and  ibeir  Goreniiiig  Lawi,  8tcs  U  PhiUpASon.. 

Hiate to KoUien  on  Home  Bduoatioii,  feap.  8vo,  5«  PMlipdgSon.. 

Pbrenologj  made  Pnetieal,  12mo,  8«  Od,  Low,  1857  ;  2]ul  edit,  8<  6d  Philip  A  Son.. 

Popular  Manual,  1» Philip  A  Son.. 

{G.W.)  Tmwt  ol  Falertine,  Illnst.  the  Bible,  Pte.  1  to  5,  foL,  ea.  7«  6<2 Hogarth 

{MoL)  Babittoome  and  other  Poems,  12mo,  6« Simpkin 

fijmnsof  the  Hearth,  32mo,  Is   T,  Richardson 

FMsion  of  Jesos,  18mo,  2i  6c2   T,  EiehanUon 

Popular  Ancient  History,  12nio,  2s  6d;  Modem,  12mo,  8f  6d Burm    


Bridge^  TI16M7,  PtaoyoOp  and  Architectore  of,  4  ▼.  roy.  8vo,  80« WeaU 

■  Sappiement  to^  roy.  8to,  60s Weale 

Bridgswater  rSaraA)  Meditations  on  Seiiptue,  vith  Memoir,  8yo,  2m    CoUingridge  ... 

Bxidgevatar  Traalaaea.     Su  Appendix. 

fini^san  {£.J.)  Sketches  of  Domestie  Life  in  Chinese  Empire,  12mo,  Is  M  Orifin    

(TVko.)  Tonng  Gardeaer*s  Aaristant,  8to,  12s WUey 

( ir^.)Gnide  for  Proper  Treatment  of  the  Teeth,  18mo,  8s Churchili  

Bodgndi  i/os.)  Indian  Commetcial  Tables  of  Weights,  &c.,  roy.  Sro,  21s   Smith  df  Elder 

Brief  fik^prapluH,  in  the  form  of  Traeii^  12mo,  Is  6c{  ifason   

DiseanTae  on  Troubles  in  1554  about  Common  Prayer,  Syo,  10s  ;  p.  Sto,  6«  ...  Petheram  

fismjs  on  Snbjects  of  Social  Economy,  by  T.  L.,  post  8to,  2s  6<2 Simpkin 

Rrawlnatiims  of  Opinions  on  Inspiration  of  the  Scriptore,  8to,  Ss6d Loi^gman  

HintB  to  Candidates  fer  Holy  Orders,  12mo,  8s ffal4:hard  

Interpretation  of  the  Apocalypse,  on  Hartliy  Frere*8  System,  8yo,  8s  M  Walton  

"  rol  an  Eton  Bc^,  2nd  edit,  sq.,  Is SeeUy 

I  of  Remarkable  Children,  18mo,  UM Nitbet 

lb  of  an  Only  Son,  Prefsoe  by  Bot.  W^  Marsh,  12mo,  2s    SeeUif 

Onftline  of  Anaent  History,  12mo,  2s  6<2  Simpkin 

Plea  for  the  OU  Faith,  8to^  2s Dolman 

Beaaoins  iar  Belief  in  Dirinity  of  Christ,  82mo^  2s  6c{ Cleaver  

Beeoid  of  Meditative  Hours,  12mo,  8s  6d Seeley 

Vievef  Boelesisstical  History,  18mo,  Is Wertheim  

Qreek  Phileeophy  to  Age  of  Perides,  12mo^  8s  6d  Parker  df  Son, , 

Coming  of  Christ,  12mo,  Si  6d  Parker  df  Son  . 

Brierley  (Btnj.)  Lancashire  life.  Tales  and  a^etches  of,  2  v.  12mo,  each  2s  6d  Simpkin 

Bneriy  (O. IT.)  EngUah  and  French  Fleets  in  the  Baltic,  1854,  51  5s;  coL,  9;  9s Day  

Brifinit  (ff.r.)  Prisoner  of  Ham,  post  8to,  5s Newby   

Brigg  (&.  IT.)  Bov  in  the  Clouds ;  Fifteen  Discourses,  12mo,  Am  6d /.  Chapman... 

Bright  (^.  IF.)  Pentecost  and  Founden  of  the  Church,  8to,  ZtM Maton   

-Principles,  Object,  Ac.,  of  Christian  Usefulneas,  18mo,  Is  8d  Simpkin 


{ET.O.)  Sketch  of  tiie  Parsis,  or  Modem  Jerdusthians,  8yo,  4s Simpkin. 

The  Nisam  :  his  Histoiy,  and  Belaticms  with  Britam,  2  y.  8ro,  42s  ...  Quariteh 

[J.)  History  of  Jim  Crx)w,  er.  8to,  8s SmaUfield 

'as.) Treatment  of  Strictoresof  the  Urethra,  8to,  8s Longman  . 


rA 


--{JoknA del. )  Practice  in  Conducting  Aetion»at-Law  (Plaintiff),  1 2mo,  Ttdd  Crockford 

—  (Odk/flAa)  India  and  Europe  Compared,  post  8to,  7s    Allen  de  Co.  ... 

State  of  Cotton  Trade  in  India,  1889,  8vo,  3s Parker  d:  Son. 

"{JoknJot.)  History  of  Melbourne,  Derbyshire,  8to,  7s  6d Whittaker 

</.P.)  Heathen  and  Holy  Lands,  post  8to,  12s    Smithd'JSlder 

Bri^t(^.J?.)  Yia:  Influence  of  the  Sunbeam  throughout  Creation,  8to,  5s Weale 


(iEf.^.)  Statistics  of  the  Com  Trsde,  1828-1858,  4to,  10s  0<l Longman 

(Ja».)  Heart,  Lung,  and  Air-Pasaages  Diseases,  8rd  edit,  post  Sto,  9s Churchill 

Synopsis  of  Diseases  of  the  Chest,  new  edit,  post  Sto,  7s  6d Churchill 

Tables  of  the  Yalue  of  Bstotes,  12mo,  lOs  6d,  i839->red.  to  7s  (kf  ...  HamiUon 


{J.)  NewZealand,  History  of,  for  Emigrants,  12mo,  5s   Hooper 


J  Iaw  of  Husband  and  Wife  as  to  Proper^,  2  t.  roy.  8to,  509 Benning 

{/.8.)  Apostolical  Independency  Exemplified,  new  edit,  12mo,  U'M    Snow 

(jtedk.)  Piaetiee of  Medicine,  V.  1,  Sto,  16s6d Longman  

(Wm.)  Ancient  Collects  and  Prayers  for  Clergy,  ISmo,  2s,  1857 ;  2  e.,  l2mo,  5»  J.H.deJ.Parker 

History  of  the  Church,  from  Edict  of  Milan,  813  to  451,  p.  Sto,  10s  (W  J. HM. Parker 

Bright  Ckmds  and  Dark  Shadows ;  or.  Sketches  of  Lowly  Life,  ISmo,  2s Cfroombridge  ... 

Gems  for  the  Toung,  a  Collection  of  Littie  Stories,  ISmo,  2s  60^ Jat.Blachoood 

light  in  Ear^  Dawn ;  or,  One  whom  Jesus  LoTed,  12mo,  2s Wertheim 

Sonbeams  in  Dark  Dwellings,  a  TUe,  by  Clerus,  fcap.  8to,  8s  6d  Nisbei    

Bfi^t's  EleDMolary  Landsc^ies,  obL,  9s  6d Fuller    

Brighton:  tJie  Bosd,  the  Place,  the  People,  with  10  niustrations,  12mo,  Is J.H.Thomton 

fei^twell  (C.L.)  Difficulties  OTeroome,  Scenes  in  the  Life  of  A.  Wilson,  12mo,  2s...  Low  

—  Heroes  of  the  Laboratory  and  Workshop,  12mo,  2$6d Routledge  

—  Paliflsy,  the  Huguenot  Potter,  aTale,12mo,  2s  6d Tract  Society... 

Bomance  Incidents  in  the  LItcs  of  Naturalists,.  &o.,  cr.  Sto,  3s  8d.  NeUon  


(Tho.)  Notes  on  the  Pentateuch,  1290,  7s  6<2 BaU 


Brimelsea;  or.  Character  the  Index  of  Fate,  2  t.  poet  Sto,  21s SaundertdsO.. 

Brimley  (O.)  Bamja,  ed.,  with  Memoir,  by  W.  0.  Clark,  p.  Sto,  7s  6<2,  1858  ;  2  e.,  5s  MacmiUan    .. 

BriflifieId(£r.)B«marks  on  the  System  of  Madhouses  in  England,  Is £.  Wilson.... 

Brinckmaa  (J  fi.)  Blfle  in  Cashmere,  poet  Sto^  Ss  6c{  Smith  de  Elder 

Brindl^  (7*..^.)  K^^i^  ^^  *^^  o^«r  Po«»^  ^^P*>  ^ Simpkin 
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02  BRINDLEY BRITISH  1885-1862 

Brindley  (T,B.)  Omnipotenoe  of  the  Deity,  and  other  Poexni,  8rd  edit.,  12mo,  4«  ...  Smpkx^ iS43 

(W.F.)  Treatise  on  Painless  Dental  Snigery,  12mo,  2«  M   Sii^n 1859 

Brine  {lAnduay)  Taeping  Rehellion  in  China :  its  Rise  and  Progress,  8ro,  lOs  6<;{   ...  Murray il^ 

Brinton(ir«.)  Food  and  its  Digestion,  post  8to,  12« Longman  1861 

Lectures  on  Diseases  of  the  Stomach,  post  8to,  10«  6c{,  1857  ;  5« ChvrchiU  1859 

Medical  Selection  of  lives  for  Assurance,  3rd  edit.,  fcap.  8vo,  2s   ...  LayUm  1861 

Pathology  of  Ulcers  of  the  Stomach,  post  8to,  6« CkwrchiU 1857 

Brisbane  {Emily)  Message  of  Life,  12mo,  2s  6(2  Sedty 1851 

Briscoe  (ifrs.)  Woman's  Life,  2  vols,  post  8vo,  21« Saunden  A  0.a%^^ 

Young  Bride,  a  Novel,  8  v.  post  8vo,  81«  6d  HwntAB 1857 

Bristed  (C.A.)  Five  Years  in  an  English  University,  2nd  edit.,  post  8vo,  7s  6d New  York 1851 

Bristol ;  Memoirs  Illustrative  of  its  Histoiy  and  Antiquities,  8vo,  21s BeUik  Daldy...i%sz 

Bristol  Pulpit,  Twenty-fivtf  Sermons  by  Bristol  Ministers,  cr.  8vo,  Ss WeHhdm i860 

Bristow  (£r.  IT.)  Glossary  of  Mineralogy,  post  8vo,  12s   Longman  1861 

(/.C.)  Poetical  Works,  6  v.  post  8vo,  80s S.Hodgton  184^-53 

Bristowe  (J.S.)  Poems,  post  8vo,  7s  W BeU  it  J)aldy..i^o 

(S.B)  Local  Government  Act,  1868,  with  Notes,  12mo,  2s  6d    Butterworiht...i%s^ 

Parliamentary  Private  Bill  Legislation,  1869,  12mo,  6s   CKnigkt  1859 

Britain's  Distemper,  1639  to  1649,  by  Gordon  of  Ruthven,  ed.  by  J.  Dunn,  4to Spalding  Chib  1844 

Plea  for  Sailors,  18mo,  2s   Snow 1836 

Britannia  after  the  Romans,  2  vols.  4to,  40s H.Bohn 184a 

—a  Selection  of  Poems,  trans,  into  German  by  Louisa  Von  Ploennies,  8vo,  9s  . . .   Williamt  iiN,  1844 

Britannia's  Pastorals  from  MS.  Salisbury  Cathedral,  edit  by  C.  Croker,  8vo    Percy  Soe, n.d. 

Royal  Chieftain,  a  Poem,  4to,  10s  Longman  1837 

British  Almanac  and  Companion,  12mo,  4s C. Knight.. annually 

Animals,  16mo,  Is  6<l ;  cold.  Iliust.  to  ditto,  in  packets.  Is SocP.C.K.  ...1861 

Association,  Catalogue  of  Stars,  4to,  63s Taylor  4k  F.  ...1845 

'■  Archaeological  Association,  IstRept.,  edit,  by  A.  J.  Duntrier,  8vo,  21s J,B.Smitk 1851 

Journal  of  the,  1860-61,  8vo,  each  81s  6rf Longman  ...annual 

— —  Army,  See  Historical  Records. 

Aviary;  or,  Bird-Keeper's  Companion,  12mo,  2s  6rf  ^ DeanASon  ...1838 

Beitish  Assooution  Reports,  8vo,  vis. : —  Murray 

1831-2.  York  and  Oxford,  13s  6<f.  1847.  Oxford,  18s. 

1833.  Cambridge,  12s.  1848.  Swansea,  9s. 

1834.  Edinburgh,  16s.  1849.  Birmingham,  10s. 
1836.  Dublin,  13s  M,  1860.  Edinburgh,  16s. 

1836.  Bristol,  12s.  1861.  Ipswich,  16s  6d. 

1837.  Liverpool,  16s  6d,  1852.  Belfast,  16s. 
1888.  Newcastle-on-Tyne,  16^.                   1863.  HuU,  10s  6d, 

1839.  Birmingham,  13s  6d.  1864.  Liverpool,  18sl 

1840.  GUsgow,  16s.  1866.  Glasgow,  16s. 

1841.  Plymouth,  13s  6c2.  1866.  Cheltenham,  18s. 

1842.  Manchester,  10$  ed.  1867.  Dublin,  16s. 

1843.  Cork,  12s.  1868.  Leeds,  20s. 

1844.  York,  2es.  1869.  Aberdeen,  16s. 
1846.  Cambridge,  12s.  1860.  Oxford,  16s. 
1846.  Southampton,  16s.  1861.  Manchester,  20t. 

and  Foreign  State  Papers,  1812-47,  86  vols.  8vo,  each  80s  Ridgway    1861 

Birds,  square  16mo,  3s Rti.  Tr.  Soc..  1853 

Botany  Familiarly  Explained,  by  a  Lady,  12mo,  10s  6ci Oroomlnidge  ...i%zS 

Butterflies,  12  Plates,  printed  in  Colours,  16mo,  Is  M Soc.  P.  C,K.. ..i%6o 

Catalogue  of  Books  1837  to  1852,  Y.l,  Gen.  Alphabet,  roy.  8vo,  Sis  6cf Low   1853 

*•*  Subsequently  published  Annually,  prices  various. 
Index  to  Subjects,  1887  to  1867,  roy,  8vo,  26s  Low   185* 

Church,  an  Outline  of  its  History,  4th  edit.,  18mo,  Is  6<i Parker  dt Son  .iH^ 

Colonisation  of  New  Zealand,  1837,  18mo,  4s  6rf   Parker  diSon  .1837 

Constitution;  its  Origin  and  History,  18mo,  3s Orr    1835 

Continental  Titles  ofc  Honour,  by  a  Traveller,  8vo,  3s  6<i  Cunningham. . .  1 84a 

'  Controversialist  and  Literary  if  agazine,  1  st  ser. ,  new  ed. ,  6  v.  1 2mo,  ea.  8s  6d. .  ffoulsUin   1 8  S  5 

2nd  series,  1856-7-8,  8  V.  12mo,  each  4s  6d    Hovdtion   ...1856-8 

8rd  series,  1869-62,  4  v.  12mo,  each  3s  6*^ HmdtUm  ...1859-61 


.  Cyclopaedia,  10  v.  roy.  8vo,  6/  6s Orr    1838 

Arts  and  ScienoAS,  2  v.  80s.        Geography,  &c.,  8  t.  45s. 

Biography,  2  v.  80s.  Nat.  History,  3  t.  46s  ;  cold.,  63s. 

-  Eloquence  of  the  Nineteenth  Century,  6  ser.,  12mo,  each  3s  6c2   Oriffin    1852-8 

■  Empire,  Biography,  Geography,  and  History,  post  8vo,  10s  6d Oriffin    1858 

'  Evangelist,  a  Christian  Magasine,  V.  1,  1861,  8vo,  2s  Treaidder  1861 

Farmer's  Pocket  Account-Book,  3rd  edit.,  post  8vo,  2s  6d  ;  tuck,  3s  6<i Hamilton  1847 

■Ferns,  a  Plain  and  Easy  Account  of,  fcap.,  2s Hardwieke 1854 

and  Mosses,  describing  their  Haunts  and  Habits,  fcap.  8vo,  Is Ward  de  Lode.  ..1861 

-  Nature  printed,  with  Descriptions  by  Moore,  2  v.  roy.  8vo,  each  42s  .  Bradbury  ...x 860-1 


•  Fossil  Crustacea,  London  Clay,  by  Prof .  BeU Palceontog.Soc 

--  Echinodermata,  4  Pts.,  by  Dr.  Wright PaloBontog.Soe, 


■— ^ Reptiles,  Wealden,  by  Prof.  Owen,  4v... Palaontog. Soc. 

Reptilia,  Cretao^us,  by  Plrof .  Owen Paiaontog.Soc. 
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BritiiBh  GftlleiT  of  Hutorieal  Portraita,  1420-1750,  4  t.  imp.  ftro,  42t Ikmidl 1S49 

Harmoniat,  Sacred  and  Secular,  2  t.  roy.  Sto,  8f  Simpiin 184S 

Hiotory  Brieflj  Told,  16mo,  Ss  6<i    OriffiihtkF.  ...1853 

Hosbaadiy,  new  edit.,  V.  1  and  2  (Lib.  of  TJaefnl  Knowledge),  8to,  each  8«...  Baldwin    1847 

Imperial  Calendar,  12mo,  bound,  5«    Vamham  ann. 

India  (Bdinb.  Cab.  lab.),  3rd  edit.,  8  t.  fcap.,  15<;  new  edit.,  1  r.  7»  M,..  NcUon    1840 

Joomal,  8vo,  Y.  1  and  2,  each  4^ AyloU    185a 

Land  and  Water  Birds  Described,  2  t.  12mo,  each  8t  6d  Tract  Society...  t$^ 

LooBte  bj  Bank  Failures,  1820  to  1857,  8vo,  5< WaterUno  ».  d. 

Medianie  and  Labourer's  Ghiide  to  the  United  States,  roy.  18mo,  4t Knight  1840 

Medical  Directory,  for  Engl.,  Sootl.,  and  Wales,  for  1853  and  1854,  8?o,  ea.  6«  Lancet  Ofice  ...  1853 

Metropolis  in  1851  ;  Claasified  Guide  to  London,  12mo,  5«   A.HaU 1851 

Military  Biography,  Alfred  to  Wellington,  18mo,  5<,  Scott,  1840  ;  n.  a  4«...  £.Law   1854 

Minstrel:  Modem  Songs,  32mo,  2t AUman 1848 

-  Songs,  with  Music,  3  y.  roy.  Sto,  each  5$  6d Simpkin 1846 


■  Mnsenm,  Ghdlery  of  Antiquities,  ed.  by  Amndale,  Pte.  1  and  2,  4to,  ea.  21«  Weale 1842-3 

Historical  and  DescriptiTe,  12mo,  4«  6d  Chamben  1850 

Papers  relating  to  the  Bnlargement  of,  8« Pari. Pc^ften  ...liSo 


Butbh  Miraiuii  PcmuoAnoini : —  Zongman 
Ancient  Marbles,  Desc.  of,  by  T.  Combe,  pt  1,  1812,  4to,  25« ;  L  p.,  85i. 
pt  2,  1815,  4to,  52»  (W;  1.  p.,  78«  W. 

pt.  8,  1 81 8,  4to,  30«  ;  1.  pi,  42«. 

pt.  4,  x8io,  4to,  42f ;  L  p.,  68«. 


-B.  Hawkins,  pt.  5,  1826,  4to,  21«  ;  L  p.,  31«  6d. 

•  C.  B.  Cockerell,  pt.  6,  1830,  4to,  42« ;  1.  p.,  68f. 

•  E.  Hawkins,  pt.  7,  1835,  4to,  42«  ;  1.  p.,  63s. 

pt.  8,  1839,  4to,  63«  ;  1.  p.,  94«  6rf. 

i pt.  9,  1842,  4to,  42<  ;  1.  p.,  63«. 

pt  10, 1845,  ^to>  0^ ;  1*P>  d^'  ^* 


-  8.  Birch,  pt  11,  1861,  4to,  63<  ;  L  p.,  94*  6d. 


TeiTBCottas,  Desc  of,  by  T.  Combe,  18x0,  4to,  81«  6d  ;  1.  p.,  52a  M. 

Birds  of  the  Tropical  Islands  of  the  Pacific,  List  of,  1859,  8to,  1<  6<I. 

-  Genera  and  Subgenera  of,  i855>  12mo,  4«. 

List  of.    Pt.  1,  AccipitreB,  2nd  edit,  1848,  12mo ;  pt.  2,  Pftsseres,  sec  1, 

Fusirostres,  1848, 12mo ;  pt.  3,  sec  1,  Bamphastids,  1855, 12mo,  6<<;  sec  2, 
Psittacidae,  1859,  12mo,  2a>  pt4,  Columbn,  1856,  12mo,  la  9(2. 

Books  of  B«£erenoe,  List  of,  in  Beading  Boom  of  the  British  Museum,  1859,  ^^^t 
7a  6<i,  with  coloured  Plan ;  Plan  separate,  6<2. 

Bibliotheca  GienTilliana,  pt  2,  1 848,  8to,  31a  6d. 

British  Animals,  list  of.  Pt.  1,  Badiata,  1848, 12mo,  4a  ;  pt  2,  Sponges,  1848, 
12mo,  10<{ ;  pt  3,  Birds,  1850,  12mo,  2»M\  pt  4,  Crustacea,  1850,  12mo, 
2a  6<2 ;  pt  5,  Lepidoptera,  1856,  12mo,  la  9d  ;  pt  6,  Hymenoptera  Aculeata, 
1851,  12mo,  2a  ;  pt  7,  Mollosea,  Aoephala,  and  Brachiopoda,  1851,  12mo, 
3a  ed ;  pt.  8,  Fish,  1851, 12mo,  3a  ;  pt  9,  Eggs  of  British  Birds,  1852, 12mo, 
2a  <kf ;  pt.10,  Lepidoptera  (continued),  1852,  12mo;  pt.ll,  Anoplura,  1853, 
12mo,  la  ;  pt.  12,  Lepidoptera  (continued),  1852,  12mo,  9<£;  pt  13,  Nomen- 
datore  of  Hymenoptera,  1853,  12mo,  la  id ;  pt  14,  Nomenclature  of  Neurop- 
ten,  1853,  12mo,  6cl;  pt  15,  Nomenclature  of  Diptera  L,  1853,  12mo,  la ; 
pi.  16,  Lepidoptera  (completed),  1854,  12mo,  3a ;  pt  17,  Nomendator  of 
Aaophna,  fcc,  1855,  12mo,  6(f. 

QeioeDtine  Epistles,  Facsimile  of  (Photograph),  63a. 

Codex  Alexandrinus,  Facsimile  of^  3  t.  folio,  182. 

Coins,  Anglo-GaUic,  Catalogue  of,  by  Edward  Hawkins,  1826,  4to. 

Nnmmi  Yeteres  in  Museo  B.  P.  Knight  ab  ipso  deseripti,  1830,  4to,  85a. 

Yetemm  Populomm  et  Begum  Numi,  ed.  Taylor  Combe,  18x4,  4to. 

Conls,  Marine  Polyzoa,  Catalogue  of.     Pt  1,  Cheilostoxnata  (Part),  1852,  12mo, 

17a,  plates ;  pt  2,  Cheilostomata  (Part),  1854,  12mo,  15a,  plates. 
Cimeifoim  Inscriptions  from  Assyrian  Monuments,  by  A.  H.  layard,  X851,  fol., 

21a. 
Grastaeea,  Ostakgue  of,  la.,  Amphipodous,  25a. 

-  of  Western  Asia,  by  Sir  H.  C.  Bawlinson  and  B.  Norris, 

Y.  1,  1861,  foL,  20a. 
Egyptian  Monmnents,  Belmore  Collection,  1843,  fol.,  15a. 
Fish,  list  of.    Pt  1,  Chondropterygii,  18  51,  12mo,  3a,  plates. 

Catalogue  of,  collected  and  described  by  L.  T.  Gronow,  1854, 12mo,  3a  6(2. 

Lophofaranchiate,  1856,  12mo,  2a,  plates. 

Apodal,  1856,  8to,  10a,  plates. 

Fishes,  Catalogue  of,  by  Dr.  Gunther.  Yol.  1,  1859,  ^^o>  ^^'  >  ^o^«  %  ''^> 
8^  8a  6d  ;  YoL  3,  1861,  8to,  10a  6d;  Yol.  4,  1862,  8to,  8a  M. 

Oeogra|dueal  Colleetion  in  the  Libraiy  of  King  George  III.,  Catalogue  of,  1829, 
2  vols.  8to,  24a. 

Homer^s  Hiad,  Frsgments  of,  from  a  Syriae  Palimpsest,  ed.by  W.  Cuieton,  1851, 
4to,  42a;  I  p.,  68a. 

Iaaecl8»BritidiCnxailioiiidaB,  1856,  12mo,  la. 
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Inseetef-Britiflh,  Fooaorial  Hymenoptezik,  Fomiotds  and  Ye^pidaB,  1858,  l2mo^  6«, 
plates. 

Hymenoptens  Cat.  of,  pt.  1,  Apidc,  1855,  12ido»  6$,  plates. 

■  Ichneumonidaa,  1856,  12iiio,  1*  94. 

Coleopterous,  Gat.  of.     Pt.  1,  Cetoniada,  1847,  12mo ;   pt.  2,  Hydro- 

canthari,  1847,  12mo;  pt.  3,  Baprestidss,  1848,  12mo;  pt  i,  Cleridae,  1849, 
12iiio,  1«  %d ;  pt.  6,  FftoalidiB,  1852,  12mo,  Set,  plates  ;  pt.  7,  Longioornia  I., 
1853,  12iP0,  2s  ^d,  plates ;  pt.  8,  Longioornia  II.,  1855,  12mo,  8«  Qd,  plates ; 
pt.  9,  CassididsB,  1856,  12mo,  8s.  Coleopterous  Inaecta  of  Madeira,  Cat.  of, 
1857,  8to,  Ss.  Coleopteront  Insects,  Lut  o^  pt  1,  Cncajidn,  jcc,  1851, 
12mo,  6d, 

Crostaoem  List  of,  1847,  12mo,  2f. 

Catalogue  of,  pt  1,  Lenooeiade,  1855,  12mo,  6d. 


Bipterons,  List  of.  Pt  1,  1848,  12mo,  ^6d;  pt.  2, 1849, 12mo,  8s  Od ; 

pt  3,  1849,  12mo,  8s ;  pt  4,  1849,  l^mo,  6s ;   pt.  5,  snp.  1,  1854,  12mo, 

4tM;  pt  6,  sap.  2,  1854,  12nio,  3s,  woodente;  pt  7,  sop.  8,  1855,  12mo, 

Zt6d. 
^—  Haltiddse,  Cat  of,  Physapodes  and  (Edipodes,  pt  1,  i860,  8to,  7s,  plates. 
Hemipterons,  List  of ,  ptl,  1851,  12mo,  7s,  plates;  pt  2,  185a,  12m0| 

4s,  plates. 

Hispidn,  1858,  Sto,  6s,  plates. 

Homopterons,  List  of,  pt  1,  x8$0|  12mo,  8s  6<{ ;  pt  2,  X8501  12mo,  5s  ; 

pt  8,  1851,  12mo,  Ss  6<f ;  pt  4,  12$%,  12mo,  4i^  pJates;  sup.,  1858,  12mo, 

4s6<2. 
HymenopterouA,  list  of,  pt.  1,  Chslcididw,  X846,  12mo,  1$  6d;  pt  2, 

ChalddidsB,  1848,  12mo,  2a. 

Cat.  of^  ptl,  Andrenidas  and  Apidn,.  1853,  12mo, 


2s  6d,  plates;  pt  2,  Apidie,  1853,  12nio,  6s,  plates;  pt.  3,  MntillidaB  and 
Pompilidn,  1855,  12mo,  6s,  plates ;  pt  4,  Sphegidn,  &c,  1856,  12mo,  6s, 
plates ;  pt.  6,  Vequdas,  1857, 12mo,  6s,  plates ;  pt  6,  Formicidae,  1858, 12ino, 
6s,  plates;  pt.  7,  Doiylidae  and  Thynnidaa,  1859,  12mo,  2s,  plates. 

— — —  Lepidopterous,  List  of,  pt  2,  Fapilionidn,  &o.,  1846,  12mo,  2s;  pt  2, 
Brycinidaa,  &c.,  1847,  12mo ;  pt.  8,  Appendix  to  FapilionidaB^  Erycinidaa,  kc, 
1848,  12mo,  9(2. 

Oat  of,  pt.  1,  Papilionidas,  185s,  4to,  25s,  cold,  plates. 

List  of,  pt.  1,  Lepidoptera  Heteiooera,  1854,  12mo,  4s ; 


pt  2,  1854,  12mo,  4s  6c<;  pt  8,  1855,  12mo,  8s  ;  pt  4,  1855,  12mo,  3s; 
pt  5,  1855,  12mo,  4s  ;  pt  6,  1855,  12mOy  Ss  6<f  ;  pt  7,  1856,  12mo,  4s  6(i ; 
pt  8,  Sphingidn,  1856,  12mo,  8s  6<i ;  pt  9,  Nootnidae,  1856,  12mo,  4s; 
pt  10,  1856,  12mo,  8s  6(2;  pt  11,  1857,  12mo,  8s  6(2;  pt  12,  1857,  12mo, 
8s  6(2 ;  pt  18,  1857,  12mo,  8s  6(2  ;  pt  14,  1858,  12mo,  4s  6(2  ;  pt  15,  1858, 
12mo,  4s  6(2;  pt  16,  Beltoides,  18  $8,  12ino,  8s  6(2;  pt  17,  Prides, 
X859,  12mo,  8s6(2;  pt  IS,  1859,  12mo,  4s;  pt  19,  1859,  l^i^^*  8s  6(2 ; 
pt  20,  Geometsites,  i860,  12mo,  4s ;  pt  21,  i860,  12mo,  8s ;  pt  22, 
i86x,  12mo,  8s  6(2 ;  pt.  23,  1861,  12mo,  8s  6(2  ;  pt.  24,  x86a,  12mo,  3s  6d ; 
pt  25,  1 86a,  12mo,  Ss  ;  pt  26,  1862,  12mo,  4s  6(2 ;  pt  27,  4s. 

—  LycaenidaB,  Specimen  of  a  Cat  of,  1862,  4to,  21s,  coloured  plates. 

;—  Hyriapoda,  Catalogue  of,  ptl,  Chilopoda,  1856,  12mo,  Is  9(2. 

List  of,  1844,  1^0. 


■  Neuropterons,  Catalogue  of,  pt  1,  Phiyganides— Perlides,  1852,  12mo, 
2s  6(2 ;  pt.  2,  Sialidad— Nemoplaides,  1853,  12mo,  Ss  6(2;  pt.  8.  TermitidaB, 
&&,  1853,  12mo,  Is  6(2 ;  pt.  4,  Odonata,  1853,  12ino,  Is. 

pt  1,  Termitina,  1858,  12mo,  6(2. 


■  Orthopterous,  Catalogue  of,  pt.  1,  PhasmidaB,  1859,  4 to,  60s,  plates. 

Mammalia,  Bones  of,  Catalogue,  1862,  Sto,  5s. 

Catalogue 0^  pt.  1,  Cetacea,  1850,  12mo,  4s,  plates;   pt.  2,  Seals, 

1850,  12mo,  Is  6(2,  woodcuts  ;  pt  3,  Ungulata  Fnreipeda,  1852,  12mo,  12s. 
List  of,  1843,  12mo,  2s  6(2,  plates. 


and  Birds  of  Nepal,  Cat  of,  presented  by  Hodgson,  1 846, 12mo,  2s  8(2. 
-  New  Guinea,  Cat  of,  1859,  ^^0*  ^'  ^- 


MSS.,  Additional,  List  0f,  1783-1835.  1849,  ^o^i  1836-1840,  870, 10s;  1841- 
1845,  870,  20s. 

Arundel,  Catalogue  of,  1834,  foL,  28s ;  coloured  platen  94s  6(2. 

" and  Bumey,  Index  to,  1840,  foL,  15s. 

Aysoough,  Catalogue  of,  1782,  2  7.,  4to. 

— —   Bumey,  Catalogue  o^  1840,  fol.,  18s  ;  or  with  coloured  plates,  68s. 

Cottonian,  Catalogue  of,  by  J.  Flanta,  1802,  folio. 

Harleian,  Catalogue  0^  by  H.  Wanley  and  N.  Nares,  1808,  3  7.  folio,  with 

a  4th  7ol.  of  Index. 

P.  HargraTe's,  Catalogue  of,  by  H.  EUis,  18x8,  4to,  12s. 

•— ^-   King's  Library,  Catalogue  of,  by  D.  Casley,  1734,  4to. 

Lansdowne,  Oatelogue  of,  by  F.  Bonce  and  H.  BUis,  1819,  folio. 

Maps,  Charts,  and  Plans,  Catalogue  of,  1844,  2  7.  870,  20s. 

-  Music  in  British  Museum,  Catalogue  of,  1842,  870,  5a. 
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MSS.,  Otkatafiua  Gaftalogaea.     Pftra  1,  Godioee  Symeos  et  Canhanioofl,  1838, 

folio,  12t;    pan  2,   Codicum  Anbioorum,   1846,  folio,  14< ;   partiB  2,   eon* 

tinitttio,  1852,  lotio,  14t;  pan  S,  Codices  JEthiopicoB,  1847,  folio,  lOt. 
MolhMas  Qvide  to  tlie  Sysfcematic  Distribution  of,  pt.  1,  1857,  8to,  St, 
and  Shellfly  List  of,  ooUectod,  ko^  by  MM.  Bydoox  and  SonleTet,  1855, 

ISmo,  Bd. 
UfJhmcaoi  Animala  and  Sheila,  Nomendatnze  o^  pi.  1,  Cydophorida,  1850, 

ISmov  1j6cL 
Osleologieal  Speomena,  List  of,  1847,  12mo,  2c 
P^yri,  Greek  in  British  Mnaeiiin,  pt.  1,  1839,  ^^  I^  '*  ^'  P«*  ^^ 
Hieratic  Character,    PL  1,  plates  1-84,  1841,  folio,  21<  ;  bds.,  2S«  6d, 

PL  1,  plates  3^98,   184^  foUo,  80«  ;  bds.,  32s  6d.     Pt.  1,  plates  99-168, 

1844,  £olio»  86t ;  bd8.»  88«  6d.     PL  2,  plates  1-19,  i860,  foUo,  20<  ;  bds., 

22t6A 

in  Hieroslyphic  k  Hieratic  Chaneten,  Behaore  Odleetion,  1843,  fol.,  6$, 

Plants.    Britiah  Diatomaces,  List  o^  1859,  12mo,  It, 
Printed  Books,  Catakgae  of,  181 3-19,  7  ▼.  8to. 

• Vol.  1,  1 841,  folio,  18f,  sheets  ;  20f,  bds. 

BcptOes,  Amphibia,    Part  2,  Batrachia  Gradientia,  Ac,  1850,  12mo,  2f  (U, 

Batrachia,  Salientia,  i8s8,  8ro,  6«,  plates. 

Shield,  OeiL  of.     Pt.  1,  Testadinata  (Tortoises),  1855,  4to,  50s,  phtes. 

CaL  ol     Pt.  1,  Tortoises,  &e.,  1844,  12mo,  Is  ^  pL  2,  Lisards,  1845, 


12mo,  Ss  6<f  ;  pL  8,  Snakes,  1849,  12mo,  2s  6(L 
Snakes,  Colobrine,  Cat.  of,  1858,  12mo,  4s. 


SeaEg^  Becent  Rrhinida,  CaL  of.     PL  1,  Echinida  Irrognlariay  1855,  I2mo, 

U6d,  plates. 
Siells,  AnrieaHdn,  Proeeipinids,  and  Tnmcatellids,  1857,  12rao,  Is  9d. 
BiTalre,  MoUnsca,  CaL  ol    Part  1,  Plaoentadn  and  Anomiada,  1850, 

12mo,4d. 

Conchifera,  Cat.  of.    Pt.  1,  Yeneridae,  CyprinidK,  and  Glaaconomida, 


1853,  12mo,  8f  ;  pL  2,Fetrioolada  (concluded),  CorbicnladaB,  1854, 12nio,  6<i. 

IfiBitlsn,  CaL  of,  1857,  12mo,  8s. 

MoUaaea,  CaL  of .    Pv  1,  Cephalopoda,  Antepedia,   1849,  12nio,  4s; 

pt.  2,  Pteropoda,   1850,   12mo,   Is  ;  pt.  4,  Brachiopoda  Ancyiopoda,   1853, 
12iao,  3s,  woodcats.    MoUuaca,  List  of,  pt.  1,  YolTitide,  1855,  12mo,  Qd. 

of  Cnba,  1854,  12mo,  Is. 

'  South  America,  1854,  12mo,  2#. 

the  Canaries,  List  of,  1854,  12mo,  Is. 


Phaneropnenmona,  Cat.  of,  185a,  12mo,  St, 

Pofanonata,  pL  1,  1855,  12mo,  2s  6d,  woodents. 

Yases,  Greek  and  Btmscaa^  in  BriL  Mns.,  CaL  of,  Y.  1,  1851,  Sto,  St ;  fine 

paper,  7tSd, 
Wonn^  Bntoaoa,  1853,  12mo,  2s^  plates. 

British  Museum,  Beport  of  Committee,  with  Eridenoe,  fcc,  with  plans,  7s  6^ Pari.  Papert  ..i860 

Naval  Biography,  "  Howard  to  Codrington,"  ISmo,  4s E.Law  1854 

OtiganicRemains, Geological  SnrTey,I>ecadeltolO,  4to,4s  6c2.,roy.  8vo,  ea.2s6cl  Lontftnan  1855 

Poets,  Hilton  to  Kirke  White,  4  v.  12mo,  14s    HJiohn 1850 

Psalmody,  8to,  4s lloultt&ndsS.  ..1844 

QnadrnpCKlB,  new  edit.,  sq.  16mo,  8s  6<f Hd.  Trad  Soe.  1853 

Beformera,  The  Lives  of,  12mo,  8s  ;  with  portraits,  St Jtel.  Tract  Soc  184a 

Beformen*  Writings,  12  Tola.— red.  each  3s  6<2  Rel.  Trad  Soc.  1853 

Seaweeds,  Natvre  printed,  with  Descriptions  by  Johnstone,  4  v.  r.  8?o,  ea.  42s  Bradbury....  i860- 1 

Settlen  in  India,  Memorial  delivered  to  the  Secretary  of  State,  8vo,  Is Ridgway    1861 

Shorthand,  12mo,  2s Berger   1840 

Soldier,  a  Plea  for.  Is Stanford    i860 

Statesmen,  new  ediL,  12mo,  2s Nelson   1854 

Idves  of,  7  V.  12mo,  42s— red. to  24s  6d  (Lazdner's  Cyclopedia)...  Longman  ...183 1-9 

Sytvm  and  Planten'  and  Forestera'  Manual,  fcap.  8vo,  8s Soc.P.C.K.  ...1851 

->  Tabernacle  Centenary  Services,  12mo,  2s  6ci Partridge 1854 

Workman,  1855-62,  1  v.  feL,12s    Partridge i86a 

Tear-Book  for  the  Country,  by  Macintosh  and  Kemp,  12mo,  4s  Sd Longman  1856 

Britt  (John)  Memoir  of,  by  Charlotte  Elirabeth,  18mo,  Is  6d    Seeley 1850 

fenttsia  (T.)  Qualification  of  Burgesses,  Law  and  Practice,  12mo,  Is Whittalser 1851 

Brittany  and  La  Yendte,  Tales  and  Sketches,  with  Life  of  Emile  Souvestre,  12mo,  ^Sd  RamilUm  1855 

Bhtton  {John)  Antiquities  of  Great  Britain,  5  vols.  4to — red.  to  121 12s Nattali  184a 

Architectural  Dictionary,  roy.  8vo,  66s;  4to,  5^ Longman  1838 

Authorship  of  the  Letters  of  Junius  Elucidated,  roy.  8vo,  6s    J,R,  Smith   ...1848 

Aotobic^raphy  and  Miscellaneous  Works,  6  Pts.,  with  Appendix,  8vo  Pvtly.pmtd.  i%^^.^q 

Bath  Abbey  Church,  roy.  8vo,  20s;  4to,  Z\»Sd Longman  1835 

Cathedral  Antiqnitiea  of  Great  Britain,  5  vols.  4to— red.  to  12/1 2s...  Nattali  1836 

Eariy  Domestic  Architecture  of  England,  by  Bontell,  12mo,  St Kent  1845 

— — ^-^—  Historical  Aooonnt  of  Cassiobuiy,  fol.,  68s;  L  p.,  10210s Longmmn  1837 
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BrittoD  {John)  Histoiy  and  Antiqiiitief  of  Wells  Cathedral,  new  edit.,  12mo,  2f  6d...  Rivington  1S48 

Lincoln  Cathedral,  4to,  25< ;  laTge  paper,  SU  dd  ff.Bohn 1S37 

Bedcliffe  Church,  Bristol,  roy.  8to,  12»  ;  4to,  21« M.Tayhr 1843 

.  Windsor  Castle,  folio,  5/ 5# Atddey  1841 


Britton  (/.)  and  Braylej(i?.  W.)  Houses  of  Parliament, 8to,  21«  ;  r.  8vo,  42<;  4to,  il  ii  Wetde 1836 

Britton  (/.)  and  Boutell  {C.)  Early  Domestic  Architecture,  sq.,  U Bogu€    1845 

{T.H.)  Bayford's  Aigument  on  the  Articles  Examined,  U J.H,^J.Parker\%^'j 

— Opinions  on  the  18th  Blis.,  0.  12,  Examined,  8vo,  ii J.H.dfJ.Parhari%si 

— —  Vindication  of  Sacramental  Articles  of  the  Church,  8yo,  6s MaMen 1851 

Broackes(Wiii.)  Constipation  Treated  Homoeopathically,  12mo,  8«  6d LeaXh 1837 

■  Cutaneous  Disease  Treated  Homoeopathically,  12mo,  Ss6<i Leaih 1837 

■    Oheerrations  on  Homceopathic  Doctrines,  12mo,  5f  Leath 1836 

Broad  (Jno.)  Lectures  on  Jonah,  with  Prefatory  Address  by  J.  Leif child,  p.  8to,  8s  ^d  Simpkm     x86o 

Broad  Arrow :  Passages  in  History  of  a  Life,  by  01in6  Keese,  2  vols.  cr.  8yo,  21«  ...  BetUley  1859 

Grins  from  China,  12mo,  1« WarddeLoek    1851 

Broadbelt  (iiftn)  Memoirs  of,  by  Sam.  Thompson,  12mo,  AtM  Maaon    1838 

Broadhead  (A.O.)  Navy  as  it  Is  ;  or.  Memoirs  of  a  Midshipman,  8vo,  5s Kent  185$ 

Broadhurst  {J<M)  Comparative  View  of  English  Baoer  and  Siwidle  Horse,  4to— red.  lOf  ffookham  x  8  54 

, Treatise  on  Political  Economy,  8vo,  7s Hatehard 1842 

Broad-Line  Drawing  Book,  obi.  8vo,  8i  M  ;  cold.,  fis /as.  .S2adhMNHii86o 

for  Use  of  Children,  obi.,  4#  ;  cold.,  7s  Addey    1851 

Broadmead  Eecords,  1640-88,  8vo Han9.Knol,So.iti6 

Broad  Shadows  on  Life's  Pathway,  12mo,  5« Seeley     :.Mi 

Brock  (Mra.C.)  Children  at  Home,  a  Tale  from  Real  Life,  new  edit.,  fcap.  8vo,  5i...  ^S^e^ 2862 

Home  Memories ;  Echoes  of  a  Mother's  Voice,  new  ed.,  12mo,  5«  ...  SeeUff   x86x 

Penny  Wise  and  Pound  Foolish,  12mo,  2s  6d Soe,P.C,E.   ...X862 

Rectory  and  the  Manor,  a  Tale,  new  edit.,  fcap.  8vo,  5« SeeUjf     i86x 

— — Sunday  Echoes  in  Week-day  Hours,  12mo,  5« Seeley i86z 

Wishing  and  Choosing,  18mo,  Is SocP.CK.    ...i86a 

— ' Working  and  Waiting,  new  edit.,  fcap.  8vo,  5s Seeley i860 

(MrM.H.PJ)  Christmas  Eve;  or,  Sympathies  of  lafe,  roy.  18mo,  2t  6<2 Sedey 1858 

DaUy  Readings  for  Passion-Tide,  fcap.  8vo,  4s MaemiUan i86x 

Old  Robin  and  his  Proverbs,  fcap.  8vo,  Is  6d   NeUon  x86o 

{Sir  I.)  Life,  by  F.  B.  Tupper,  12mo,  6s Simpkin 184.5 

(Mou.)  Church  and  the  Sacraments,  new  edit.,  12mo,  liSd Bauldon    1850 

— Doctrines  for  the  Church,  new  edit.,  12xno,  Is  6d BmUston  X851 

{That.)  Memoir  of,  by  Rev.  H.  Carey,  12mo,  4s  6d  Seeley 1851 

•  Sanctification  of  the  Spirit  unto  Obedience,  12mo,  2s  6d Seeley 1849 


'  {W,J,)  Tears  in  Heaven,  and  other  Poems,  12mo,  5s HouUton    1839 

— Twenty-seven  Smnons,  new  edit.,  post  8vo,  7s  6d   Ja».Blackwood  1858 

Way-Side  Verses,  12mo,  SbM ffouUUm   1847 


Brockedon  {W.)  Italy,  imp.  4to,  51,  1843— red.  70s;  hf.-mor.,  5/15s6d^red.  80s...  ff.Bohn 1848 

Road  Book,  London  to  Naples,  8vo,  24s  ;  roy.  8vo,  31s  6d Murray 1835 

Brockett  (/.)  Biographical  Sketch  of,  cr.  8vo,  2s    Simpkin     1843 

{J.T,)  Glossary  of  North  Country  Words,  2  vols.  po8t8vo,  21s Sinipkin    1846 

Brockhurst  (/.5.)  Who  is  on  the  Lord's  Side  ?  an  Effort  in  Rhyme,  5s  Skeet  1861 

Wife;  or,  Love  and  Madness,  a  Tragedy,  8vo,  7t6d Belldf  Daldy...i}i^e 

Brocklesby  (/oAn)  Elements  of  Meteorology,  12mo,  5s J.Chapman  ...1848 

Views  of  the  Microscopic  World,  sm.  4to,  6s New  York 1851 

Broderip  (P.F,)  Chxysal ;  or,  a  Story  with  an  End,  16mo,  5s  6d  Saunden  ds  O.  i86x 

Funny  Fablca  for  Little  Folks,  16mo,  2s6d;  cold.,  9$  6d  OriffithAP.   .-.1859 

My  Grandmother's  Budget  of  Stories,  Songs,  16mo,  3s  6e{;  cold.,  4s  6d  OriJfUh  d:P,  ...  x  86a 

"  Tiny  Tadpole,  and  other  Tales,  illust.,  16mo,  3s  6(1 GrfffiihdeP.   ...z86i 

Wayside  Fancies,  12mo,  6s Moxon  ^^57 

(W,J,)  Leaves  from  Notebook  of  a  Naturalist,  post  8vo,  10s  td Parker dt Son...  i%^\ 

Zo(»logical  Recreations,  post  8vo,  10s  6(2,  1847  ;  new  edit.,  5s Grifin    1857 


Brodhurst  (B,E.)  Diseases  of  the  Joints  involving  Anchylosis,  drded.,  8vo,  4s6<{  ...  Churchill  1861 

— Nature  and  Treatment  of  Club-Foot,  8vo,  Ued  Churchill  1856 

' Treatise  on  the  Crystalline  Lens  and  Cataract,  8vo,  6s Churchill  1850 

Treatment  of  Lateral  Curvature  of  the  Spine,  cr.  8vo,  8s  Churchill  1855 

Brodie  {B.C»)  Lectures  on  Diseases  of  the  Urinary  Organs,  4th  edit.,  8vo,  12s  Longman  1S49 

■ Local  Nervous  Affections,  8vo,  4s Longman  1850 

Subjects  in  Pathology  and  Surg. ,  8vo,  lOsBd',  new  ed. ,  12s  Landman  1837 


Observations  on  Diseases  of  the  Joints,  8vo,  10s  6(2   Longman  1836 

Physiological  Researches,  8vo,  6s  Longman  1851 

Psychological  Inquiries  as  to  Mental  Faculties,  2  v.,  12mo,  each  5s  ...  Longman...%%^S-6% 

(Job.)  Science  of  Articulate  Sounds,  12mo,  4s Groomhridge  ..,\%^c> 

— (/.)  Alphabet  Explained,  fcap.,  4s   WhiUaker 1840 

Inquiry  into  Rational  Creation,  post  8vo,  5s Hamilton  1855 


-(P.B.)  Fossil  Insects  of  Secondary  Rocks  of  EngUnd,  8vo,  9s  Van  Voortt    ...184.5 

•  On  Tax  to  Succession  to  Real  and  Personal  Property,  8vo,  8s  6d   Longman  1 850 


(i2o&e.)  Discourses,  Doctrinal  and  Practical,  post  8vo,  5s Hamilton   184S 

•—^—>()fiB2.)  Account  of  Pictaim*s  Island  and  Islanders,  post  8vo,  4s  6<2  WhiUaker iSci 

. —  Past  and  Present  State  of  New  Zealand,  1845,  8vo,  6t  fid WhiUaker x8>,- 

Brodrick  (J.B,)  I^ys  of  the  Sabbath,  appropriate  for  Suntlays,  12mo,  2s  64   L,Booth x  g^^ 


1 835-1862  BROGDEN BROOKS  07 

Bngden  (Jom.)  O&tbolie  Safeguards  agaiiut  Popery,  8  v.  8vo,  86« Murray    ...1849-51 

DlnetmUoM  of  the  Litarigy,  8  vols,  pott  8to,  27s  - Murray 184* 

■ Eecordaof  the  Sapremacy  of  the  Crown,  Svo,  4$  Murray 1851 

Bfokea  Ana,  a  National  School  Story,  new  edit,  18mo,  2t6d  Soc.P.CK.    ...i860 

Cisterna  ;  or,  the  Stoiy  of  Jeaaie  Worthington,  fcap.,  5f    Philadel'phia... i%6o 

Behov  a  Poem,  12mo,  8<  6d   Pidetring  1853 

Piteher,  and  other  Stories,  new  edit.,  post  8vo,  2t Rauiltdge  1861 

IVoth,  a  Tale  of  Yiilaire  Life  in  Tnacany,  from  the  Italian,  2  v.  fcp.  8to,  12«  MacmiUan    ...i86i 

Unity  of  the  Chnreh,  Papers  npon,  fcap.  8vo,  it Pewtreu i860 

Bromby  (Ci^.)  Book  of  Common  Prayer,  its  History,  &c,fcap.8T0,  Uid  Longman  1861 

Chorch  Student's  Manaal,  12mo,  8«    Simpkin i86» 

Notes  on  the  Liturgy  and  Church  History,  12mo,  1$  9d   Simpkin     185a 

Sorrows  of  Bethany,  and  other  Sermons,  12mo,  Za  6d Seeley     1846 

Teacher's  English  Qrammar  and  Etymology,  new  ed. ,  12mo,  2i6d...    Simpkin    1861 

Broaehnd  (J.C)  Paraphrase  on  the  Epistle  to  the  Romans,  poet  8to,  5i   Beilik  Daldy  ..1857 

BnHBield  {E.)  BeeoUections  of  Brittany,  in  Prose  and  Verse,  12mo,  2<  6d  Job. Blackwood  186a 

(/«.)  Brittany  and  the  Bible,  12mo,  1»  (Traveller's Library) Longman  185a 

Lower  Brittany  and  the  Bible  there,  post  8to,  9» Longman    186a 

(fT.il.)  Flowering  Plants  and  Fema,  LJe  of  Wight,  8vo,  21« PampUn    1856 

Bromil^  (Mist)  Memoirand  Remains,  by  T.  Areling,  12mo,  It  6d  JuddAp  Olatt...i%s^ 

Bromley  (/as.)  Sermons  on  Yarioas  Subjects,  Syo,  8s  6(i   Hamilton  1835 

{Mr9.)  A  Woman's  Wanderings  in  the  Western  World,  post  8vo,  \0t  6d Saundert  A  0,  1861 

BroBMB  {Rev.O.)  Sermons,  with  a  Memoir,  by  W.  B.  Spragae,  D.D.,  fcap.  8yo  Albany.U.S.  ...1861 

BroDt«  (Anne)  Tenant  of  Wildfell  HaU,ST.p.8vo,31s6</,A^ei06y,i848;  n.e.,2s  6d;  StGcf  Smith  A  Elder ,  1^61 

— {C^uaictU)  Jane  Eyre,  a  Novel,  8  t.  p.  Svo,  81s  6cf,  1848  ;  new  edit.,  2t  (id Smith  d:  Elder  .  1859 

Lifeof,  by  lira.  Gaskell,2  t.,24» ;  1  T.p.8vo,7i  6d ;  12mo,2«  6d  ;  3a6d  Smith  <(r  Elder . i86a 

Profeasor,  a  Tale,  p.  8to,  2  v.,  21s,  1857  ;  new  edit,  2t6d;  ^6d   ...  Smith  A  Elder  .186a 

Shirley,  a  Tale,  12mo,  8  V.  81s  W  ;  2s6(i;  8s  ed  SmUhA  Elder  ,\%^% 

Villette,  aNovel,  8  v.  12mo,  16s;  12mo,  2s  6d;  8s  6<i Smith dt Elder  ,i%h% 

--\C.B.deA.)Voeaa,  12mo,  4s Smith  Jk  Elder  .\%^^ 

{E,deA.)  Wutliering  Heights  and  Agnes  Grey,  12mo,  6s,i86o;  2s6<f,  i858;3s6<i  Smith  ds  EUUr  ,i%t^ 

Brook  Farm;  or,  American  Country  Life,  12mo,  2s 6c{  Wertheim  1859 

(A)  Culpepper's  Herbal,  18mo,8s(W;  cold.,  fis A.HaU 1848 

Brookbank  (T.)  Dante's  Divine  Comedy,  Pt  1,  Hell,  fcap.,  5s  Parker  d:  Son  .1854 

Brooke(f.J.)  Gardens  of  England,  Illustrated,  foL,  6/ 6s Maclean 1858 

{Hen.)  Fool  of  Quality,  Preface  by  Kingsley,  new  edit.,  2  vols,  post  8yo,  21s    Smith  de  Elder  .  1859 

^{Baf.SirJ.)  Memoirs  o^  in  a  Conne  of  Letters  to  his  Friends,  3  v.  p.  8vo,  31s  6d  Btntley  1853 

Narrative  of  Events  in  Borneo,  byMundy,  2  vols.  Svo,  32s  Murray 1848 

Private  Correspondence,  by  J.  C.  Templer,  8  vols,  post  8vo,  81s  6d  ...  Bentley  1853 

(/.  W.)  Democrats  of  Marylebone,  post  Svo,  6t  6d  Cleaver  1839 

{Bieh.)  Descriptive  Account  of  Liverpool,  1775-1800,  roy.  Svo,  25s  /.  B.  Smith  ...1854 

Office  and  Practice  of  a  Notary  in  England,  Svo,  21s  Stevent  1847 

Visits  to  Fields  of  Battle  in  England,  15th  Cent.,  roy.  Svo,  15s /.  B,  Smith  ...  1857 


(i2.5.)  Poems  Illustrative  of  Orsce,  Creation,  &c.,  12mo,  8s  C<f    Orr    185a 

-  (PAo.) 'Baptismal  Regeneration  not  Scriptural  l5octrine,  12mo,  8s ^tans 1848 

Lonl*a  Day,  its  Dirine  and  Moral  Obligation,  12mo,  5s  ^tnns 1851 


{W.B.)  Out  with  Qaribaldi  ;  or,  from  Melazzo  to  Capua,  fcap.  Svo,  2s  Ward d;  Loci,.. lUi 

Brookedale;  or,  the  Cousins,  18mo,  Is  Tresidder  i860 

Brookes  (/o&a)  Manliness  :  Hints  to  Young  Men,  12mo,  Is    Jat-Bluckwood  li^g- 

Manners,  &c.,  of  Eng.  Nation  since  Julius Ossar,  cr.  Svo,  5s J cu. Blackwood  lioo 

{Bich.)  Universal  Gazetteer,  by  A.  G.  Findlay,  ISmo,  5s;  newed.,  Svo,  10s  6d  Tegg  i86a 

-Landman,  ISmo,  5t6d;  Svo,  lit WhiUaker 1840 


<^.)  French  Gkammar,  Jacotot  System,  12mo,  2s  ed AyloU 1858 

Bnwkfie]d(F.)  First  Book  in  Composition  for  Schools,  16mo,  2t  6d Low    1856 

Brooks  (C.)  Christian  in  his  Closet,  12mo,  8s  6rf New  York    ....1845 

—  {li.F.)  Victories  of  the  Sutlej,  a  Prize  Poem,  12mo,  it  M Longman  1848 

—  {J.T.)  Four  Months  among  Gold  Finders  of  California,  cr.  Svo,  St  Qd  Bogue    1849 

(y.  fT.)  Elements  of  Plrophetical  Interpretation,  12mo,  6s Seeley     1855 

Family  Prayers  for  Three  Weeks,  ISmo,  Is  6<i Simpkin     1859 

• History  of  the  Jews,  12mo,  6s , Seeley     1841 

— Lectures  on  Prophecy,  12mo,  2s ,...^ Oroombridge  ...i^^^x 

New  Arrangement  of  the  Book  of  Proverbs,  12mQ,  2<  64    Seeley i860 

— (Shir.)  Amusing  Poetry,  edited  by,  12mo,  2s;  2s  6c{ , LambeH 1857 

Aspen  Court,  a  Tale,  8  v.  post  Svo,  81s  6d,  1854  ;  new  edit.,  2s  Jientley 1857 

■  Bussiaiis  of  the  SooUi,  Svo,  Is  (Travellers*  IJbrary) Longman  1856 

Silver  Cord,  8  v.  post  Svo,  81s  6d Bradbury 1861 

Story  of  the  Gordian  Knot,  Svo,  13s , Bentley  1859 

—  {S,lf.)  City,  Town,  and  Country  Architecture,  fol.,2Ms Atchley 1847 

Designs  for  Chimney  Pieces,  with  Elevations,  &c.,  fol.,  in5s   Atchley  1857 

Cottages  and  Villa  Architecture,  4to,  lll9a Eelly 1840  . 

in  Modem  Arehitecture,  4to,  2^  2s     Jtchley 185a 


Budimentaiy  Treatise  on  the  Erection  of  DwelHug-houses,  1 2mo,  2s  6(2 . . .   Weale    1 8  60 

—  (7%o«.)  Apples  of  Gold  for  Young  Men  and  Women,  12rao,  8s Hamilton  1859 

Unsearchable  Biches  of  Christ,  Svo,  2s  lOd     Ward 1839 

—  (IT. J.)  Improvement  of  the  Navigation  of  Elvers,  Svo,  5s  Weale    1841 


Qd  BROOM BROWN  1885-186'i 

Broom  (Eerh,)  Oommentaries  on  theCommoo  Law,  1S55  ;  new  edit.,  8to,  31«  6(i...  Maxwell   1861 

County  Conrte*  Practice,  by  Shelf ord,8vo,  new  edit.,  80»  Maxwell    185* 

'       Knlee  for  Determining  Fartiee  to  Actions^  Svo,  1843  ;  new  edit.,  I2t  Maxwell    i8$S 

Selection  of  Legal  Maxime,  8to,  1845  ;  8rd  edit.,  26f  Maxwell   185^ 

Bioome  {Art.)  History  of  Rise  and  Progress  of  Bengal  Army,  V.  1,  8to,  ISt Smith  A  Elder.  1 850 

{S.)  Cultureof  Chrysanthemum  in  the  Temple  Qardens,  1< Walker  dt  Co,   1861 

(Dr.  IK.)  Memoir  of,  by  T.  W.  Barlow,  12mo,  Is    J.R,  Smith  ...1854 

Broomhill ;  or,  the  County  Beauties,  a  Novel,  8  y.  post  Svo,  31s  6d Hwrtt  ds  B.  ..  185a 

Broete  (iSdroA)  Memoirs  of,  by  P.  C.  Turner,  12mo,  8«  C<Udar  1839 

Brother  and  Sister  ;  or,  Margaret's  Trial  and  Temptations,  18mo,  Is Modey  1861 

the  Way  of  Peace,  18mo,  UM Sd,TradSoe.  1853 

Bom  f or  Adyendty,  2nd  edit.,  18mo,  U6d ; Snow 1858 

—  Help  :  the  Heroism  of  Humanity,  post  8to,  7s  6d Jktricn 1861 

to  the  Moon*s  Visit  to  the  Court  of  Queen  Victoria,  5s ;  coL,  lOf Forts 184) 

Brother's  Gfift  to  a  Sister,  ed.  by  R.  D.Walker,  12mo,  SsOd Hoidston  1838 

Brotherly  InquiTy  for  the  Holy  One  of  Israel,  8yo,  6» Ridgway   1841 

Brothers:  a  Play,  8yo,  S«  Sim^n 1843 

■  —  Tale  of  the  Fronde,  and  other  Stories,  3  y.  post  8yo,  81s  6d Colbwm 1843 

(T,)  Rights  of  the  Poor,  in  a  Series  of  Letters,  Svo,  2s Longman  1841 

•  United  States  of  North  America  as  they  Are,  1840,  8yo,  18s    Longman  1840 


Brothers'  Controyersy  on  Unitarian  Opinions,  post  8ro,  6« Felhwes 1835 

Brongh  {J.C.)  Fairy  Tales  of  Science  for  Youth,  12mo,  5s   Oriffilh  d:  F.  ...i^s^ 

(R.B.)  Cracker  Bon-Bon  for  Christmas  Parties,  16mo,  8s  6d    Kent  1851 

-— ^ Life  of  Sir  J.  Falstaff,  illustrated  by  Cruickshank,  8yo,  12s Longman  1858 

Marston  Lynch,  his  Life  and  Times,  with  Memoir,  fcap.  8yo,  2s Ward  ds  Lock  .i860 

— ~<-^^  Miai  Brown,  a  Romance,  and  other  Tales,  fcap.  8yo,  2s Keint  i860 

■  Shadow  and  Substance,  8yo,  10s  6d;  coloured,  16s  Kent  1859 

— — ^-—  Songs  of  the  Goyeming  Classes,  and  other  Lyrics,  12mo,  Is H.  VizeUUg  ...1853 

XJlf,  the  Minstrel,  fcap.  8yo,  3s  6d,  1859 — ^red.to  Is Ward 4b  Z^^db  .i860 

Which  is  Which  ?  a  Picture  Story,  2y.post  8yo,  21s Ward  is  Lock  ,\%Ui 


Brougham  (Lord)  Works,  11  yols.,  new  edit.,  post  8yo,  each  5s'. Qrifin 1857-60 

V.  1.  Liyea  of  Philosophers  of  the  Time  of  Oeoige  III. 

2.  Men  of  Letters  of  the  Time  of  C^eorge  III. 

8,  4.  Sketches  of  British  Statesmen  of  the  Time  of  Geoiige  III. 

5.  Foreign  Statesmen  of  the  TXme  of  Qeoige  III. 

6.  Natural  Theology ;  Dialogues  on  Instinct,  &c. 

7.  Rhetorical  and  Literary  Dissertations  and  Addresses, 

8.  Historical  and  Political  Dissertations. 

9,  10.  Speeches  on  Social  and  Political  Subjects. 
11.  The  British  Constitution. 
Brougham (Z(f.)  Acts  and  Bills,  1811  to  1857,  by  Wilmot,  roy.  8yo,  21s Longman  1857 

■  British  Constitution,  fcap.  8yo,  3*  6d Knight  1844 

Chancery  Decisions  in  1883-35,  Vol.  1,  roy.  8yo,  24s Sweet 1835 

— ^— —  Contributions  to  the  Edinburgh  Reyiew,  3  y.  Svo,  36s Grijin    1855 

Dialogues  on  Instinct  and  Animal  Mechanics,  new  edit,  12mo,  2s  6d  Grifin    1853 

Discourses  on  Science,  new  edit,  18mo,  sd.,  Is  ;  cloth.  Is  6d Cox    1849 

History  of  England  under  House  of  Lancaster,  new  edit,  8yo,  I0s6d...  Griffin  1861 

Law  Reforms  since  1811,  ed.  by  Sir  J.  E,  Eardley  Wilmot,  12mo,  4a  6d  Longman   1 860 

'  Letter  to  Lord  Lansdowne  on  the  late  French  Reyolution,  8yo,  4s    ...  Ridgwny    1848 

the  Duke  of  Bedford  on  National  Education,  8yo,  Is  6d   ...  Longman   1839 

Men  of  Letters  of  the  Time  of  Geo.  III. ,  2  y.  r.  8yo,  ea.  21s ;  2  y.  Svo,  21s  H,  Bohn 1 846 

Natural  Theology,  2  y.  p.  8yo,  18s,  1828;  8  y.  f.  8yo,  7s6d  ;  1  y.3s6<i...(7ny»    1857 

Opinions  on  Politics,  Theology,  Law,  &c.,  post  8vo,  12s Colbum 1837 

—  Orations  of  Demosthenes  upon  the  Crown,  post  8yo,  10s  0<£ Knight  1840 

Political  Philosophy,  n.  e. ,  3  y.  8yo,  31s  6d,  C.  Knight,  1 844  -  red.  to  21s  ff.  Bohn 1 846 

Statesmen,  Cfeo.in.,3y.r.8yo,ea.  21s;  8yo,ea.l0s  6(/;8y.f.8yo,10s6d  Griffin   1859 

Speeches  and  Writings,  Selections  from,  8yo,  7s  6d   Ridgway    1832 

-  at  the  Bar  and  in  Parliament,  1838,  new  edit,  4  y.  8yo,  48s  Longman  1845 


Tracts,  Mathematical  and  Physical,  2nd  edit,  post8yo,  7«  6d Griffin i86c 

Brougham  (Ld)  and  Routh  (EJ.)  Analytical  View  of  Newton's  Principia,  8yo,  14s     Longman   1855 

Broughton(^tt2.)  Six  Years*  Residence  in  Algiers,  post  8yo,  10s  6d  Saundend:0,  .1835 

(^oni)  Journey  through  Albania  and  Turkey,  2  y.  8yo,  30s  Murray 1851 

'• Remarks  on  Italy  during  1816  to  54,  2  y.  post  8yo,  18s    Murray 185J 

(W^.t?.)  Sermons  on  Church  of  England,  with  Memoir,  8yo,  10s  6rf  BdlADaldy..,xZs\ 

Broun  (A.)  Justicis*y  Court  (Scotknd)  Reports,  1841-45,  2  y.  8?o,  75s Clark 1844.-1 

(5f»r  A)  Baronetage,  fcap.,  7s  6rf Cunningham.., \^^ 

Bpousson  (CZatKie)  Life  of,  12mo,  3s Hamilton   185 

Brouston  (Prof.)  Elocution,  or  Mental  and  Vocal  Philosophy,  5th  edit,  8yo,  14s    ...   WiUy 184. 

BroweU  (IFw.)  Real  Property  Statutes,  Will.  IV.  and  Vict,  post  8yo,  14s   Spettigue    184. 

Brown  (Alex,)  Memorials  :  Crushed  Hopes  crowned  in  Death,  fcap.  8yo,  5s Ni*bet 186 

(And,)  Inquiry  into  the  State  of  such  as  Die  in  Infancy,  18mo,  Is  Hamilton  185 

(-4 rt/mr)  My  littie  Book,  cr.  8yo,  2$  6d Ja8.Blackwood.\Se 

—  (.4. on<iZ>.)  Infant  Brothers,  6th  edit,  18mo,  3«,  1846— red.  to  2s  6d    Nitbei    186 

{^. if .)Eyenings  with  the  Prophets,  post  8yo,  8s Snow 185 

'^ Leader  of  the  Lollards,  his  Times  and  Trials,  12mo,  2s Partridge 184 


1885«186a  BROWN  90 

3n>wii  (ii.lf.)P«d6iiiIiePK»ph«t,  a  Tale,  post  8to,  6t  Snow 1859 

Wreath  around  the  Crow ;  Scriptare  TrothB,  82mo,  UM Simphm 1849 

(^ .  IT.)  GonrenatioD  Parti«8of  the  Rer.  Charles  Simeon,  post  8ro,  7$6d Hamilton  i86a 

Diflcourses  on  the  Song  of  Solomon,  ISmo,  2t  6d Oriffin    1848 

IntroitB,  or  Collect  Hymns,  ISmo,  U  6d Rivingttm,  1845 

Hannal  of  Short  Prajers  for  Private  Devotion,  ISmo,  U  Wtriheim  1849 

on  Romanism,  Ancient  and  Modem,  8to,  3«  6<2 Longman  1851 


•  {C.B.)  Bdgar  Hontly  ;  or,  the  Sleep- Walker,  aTale,  12mo,  n.e.,  2f  6<2, 1849  ;  If  T.  ffodgaon  ...1857 

'  (C7./.)  Chnrch  Establishmenta  Defended,  12mo,  Zt  6d    Burm    1833 

-  In£uit  Baptism,  its  Grounds  in  Scripture,  ftc,  18mo,  U  RamilUm  1861 


(C.A.)  lAys  and  Lyiies,  poet  8to,  5jr Hall  1855 

-  (j^)  Christ's  Seeond  Coming,  12iqo,  5«,  Nisbet,  1846;  new  edit,  79  6d  ...  Hamilton  1856 

Commentary  on  the  Epistle  to  the  Romans,  fcap.  8vo,  Ss  Oriffin    i860 

Restoration  of  the  Jews,  12mo,  cloth,  6s Hamilton  1861 

-  {Edw)  Seaman's  Narrative  of  his  Adventures  in  Cochin-China,  p.  8vo,  8<  6d  Westerion  1861 

•  {EUtn)  Stoiy  of  Alice  Cullis ;  how  to  Win  hy  Example,  Illust.,  4>.  8vo,  2«  6<2  Hogg i86f 

-  {P.O.)  Hygiene,  Questions  and  Ohservations  upon,  12mo,  Is  6cf    OhurehiU  x 849 

•  ((?eo.}  Personal  Adventures  in  Southern  Africa,  12mo,  St  6d    /at. ^/odhoood.  1855 

-  Railway  and  Canal  Act,  1854:  Law  of  Carriers,  12mo,  6t    Maxwell 1859 


-(^?oo^  Grammar  of  English  Grammars,  new  edit.,  8vo,  21t New  York 1857 

-(^en.)  Covenanters,  and  other  Poems,  12mo,  8«  6d    Whittaker 1838 

Tables  of  Simple  Interest  at  8J  per  Cent.,  8vo,  7t  6d Simpkin    1844 

-  YietoTia  as  I  Found  It,  post  8vo,  10t6d Newby    186a 


•  (H.S.)  Lectures  to  the  Men  of  Liverpool,  Vols.  1  to  4,  each  It Par<rt(^e...i859-6i 

'{l.B.)  Diseases  of  Women  admitting  of  Surg.Treat. , 8vo,  lOt  6c{,  1 8 54 ;  n. e.  1 5t  JJaviei   1 86 1 

Ovarian  Dropsy ;  its  Nature  and  Treatment,  post  8vo,  7t Daviei   186a 

Treatment  of  Scarlatina,  12mo,  4t;  new  edit.,  8t Churehitt  1857 

'  {Jat,)  Forester  :  Directions  for  Planting  Forest  Trees,  8vo,  8t,  1847 ;  8  e.,  21t  Blackwoods  ...1861 


^{Capt.Jno)Bero  of  Harper's  Feny,  Life  of,  by  J.  Redpath,  cr.  8vo,  It  6d Tweedie 1861 

- — . LifeandLetteraof,ed.byR.UWebb,  fp.8vo,  4t6rf  Smith  A  Elder,.  i96i 

— ■ Public  Life,  cr.  8vo,  4t  6«i  ;  ch.  e.,  2t  M  Thiekbroom    ...i86a 

(/Wno. )  Comfortable  Words  for  Bereaved  Christ.  Parents,  ]2mo,2t;n.  e..  It  6c<  Hamilton  1858 

Discounce  on  Important  Subjects,  12mo,  4t Hamilton  185a 

-the  Lord's  Supper,  8vo,  8t Hamilton  1853 


-  Epistle  to  tiie  Hebrews,  Exposition,  ed.  by  David  Smith,  2  v.  8vo,  18t  Hamilton  i86s 

'  Exposition  of  Disconrws,  Ac,  of  Christ,  newed.,  3  v.  8vo,  81t6(f...  Hamilton  185a 

Epistle  to  the  Galatians,  8vo,  12t Hamilton  1853 

" Corinthians,  Chap,  xv.,  8vo,  8t  Hamilton  185T 

— 1  Peter,  2  v.  2nd  edit.,  8vo,  21t Hamilton  1849 

2  Peter,  Chap,  i.,  8vo,  8t Hamilton  1856 

Romans,  2nd  edit.,  8vo,  14t    Hamilton  1857 


Our  Lord's  Intercessory  Prayer,  8vo,  7t   Hamilton  1850 

-  Hints  and  Thoughts  on  the  Lord's  Supper,  12mo, '2t  Oriffin    1850 

-Law  of  Christ  respecting  Civil  Obedience,  8vo,  13t    Simpkin 1838 

-  Memoir  and  Seleet  Remains,  12mo,  2t  6c{   (/roomWc^  ...1856 

-Memoirs  of,  by  John  Cairns,  D.D.,  cr.  8vo,  Ot Hamilton  1861 


-  Parting  Counsels,  8vo,  8t  Hamilton  1856 

-  Present  and  Future  State  of  the  Dead  in  Christ,  new  edit.,  18mo,  2t  Hamilton  1857 


Pusqrite  Episcopacy ;  Letters  to  Dr.  Pusey,  12mo,  7t  W   AyhU 184s 

Revival  of  Religion,  and  How  to  be  Obtuned,  18mo,  It  6rf Hamilton  1853 

{John)  Autobiography  ;  or  Sixty  Years'  Gleanings,  poet  8vo,  lOt  M    Willit 1858 

Christ  the  Way,  the  Truth,  and  the  Life,  12mo,  4t  6<i  BaU  1839 

Concordance  to  the  Bible,  24mo,  4t,  Bivington;  24mo,  4t  6d  Haddon 1843 

82mo,  U6d;  24mo,  2t,  Tegg;  18mo,8t...  HapUlton  n.  ef. 

-82mo,  It,  Blaekie;  18mo,  It  6c2  Nelson   1843 


Dictionaiyof  the  Bible,  2  v.  8vo,  22t,  Virtue;  2  v.,  21t Hamilton  1845 

4to,20t,iyoMZiton,i838;lv.8vo,8t,r(^Sr;r.8vo,21t  Blaekie t8s« 

Drawing  for  Primary  Schools,  Parti,  Sheet,  8t;  Part  2,  8t Longman  186a 

Health:  Five  Lay  Sermons,  l2mo,  It Hamilton  i86a 

Hone  SubsecivB,  new  edit.,  1st  and  2nd  series,  8vo,  each  7t  6d  Hamilton  i86a 

Rab  and  his  Friends,  12mo,  6c^  1859;  Illust.,  4to,  6a  Hamilton  1861 

Review  of  PUns  proposed  for  Search  of  Franklin,  2nd  edit.,  8vo,  15t  Stanford    i860 

Self-Interpreting  Bible,  by  Patterson,  roy.  4to,  45t    FuUarton  n.  d, 

SuileringB  and  Glories  of  the  Messiah,  8vo,  8t Hamilton  1853 

The  Three  Gatherings,  18mo,  It  6d Hamilton  1857 

Theological  Tracts,  new  edit.,  8  V.  12mo,  each  St  6(2 FuUarton  1854 

</.  B.)  Divine  Fatherhood  in  Relation  to  the  Atonement,  er.  8vo,  U  6d Ward i860 

-life  in  Man,  new  edit.,  post  8vo,  7t  6d    Ward i860 


Studies  of  First  Principles,  12mo,  It  6d Ward 1849 

The  Soul's  Exodus  and  Pilgrimage,  2nd  edit.,  post  8vo,  7t  6rf  Smith  A  Elder. i96% 

Views  of  Canada  and  the  Colonists,  12mo,  4t  6d    Longman  1851 

-  (J.H.)  Peter  the  Apostle  never  at  Rome,  a  Historical  Fact,  post  8vo,  2t  6d...  J. H.d:J.Parker i96i 
-</.^lf.)  Geology,  Reflections  on,  8 vo,  It  6(j  Bivington  1839 

-  (/.i?.)  Essay  on  Cultivation  of  the  Infant  Mind,  18mo,  2t  6rf  SimMn 1838 

-  (/©t.)  Defence  of  Revealsd  Rdigion,  postSvo,  7$M Bimngton  1851 
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Brown  {Job,  )  DweUings  of  Jacob :  Minifltntions  for  Snndayi,  12aio,  it  6<i,  1 847  ;  2i  6<<  Orifin    i  S6 1 

■  Lambs  of  the  Flock:  Sermons  to  the  Toang,  18mo,  It  6d Nitbet    "HT 

Sketch  of  the  Norwood  Schools,  18mo,  2* VaHy 1843 

(Z.  A)  Model  Church,  post  8to,  1»    Frteman   i«6i 

—   (ifoufU)  Postage  Stamps,  Catalogue  of,  2Dd  edit.,  16mo,  It Patsmore  x86» 

(Mrt.)  Plain  Needlework  for  Schools,  2nd  edit.,  8to,  2t  6d  Hardvridee i«6i 


(i?*cA.)  Bye- Ways  of  the  Bible,  12mo,-2f  6d;  new  edit.,  UM IfamUton  iS'io 

Principles  and  Practice  of  Perspeetiye,  roy.  4to,  25t Atchleif  1835 

Themes  for  Meditation :  Sketches  of  Texts,  12mo,  2t HamiiUm  1854 

Treatise  on  Domestic  Architecture,  4to,  42f    Virbu    184* 

— Sacred  Architecture,  roy.  4to,  80f TaUit 1845 

(Rt.)  Elements  of  Musical  Science,  cr.  4to,  21»    Hamilton  i860 

Exposition  of  Epistle  to  the  Hebrews,  Ch.  ri.,  V.  4-8,  12mo,  3«6<i...  Nitbet    1857 

the  Parable  of  the  Sower,  12mo,  Zt  6d Nitbet    1859 


-{Rowl.)  Beauties  of  Lyme  Regis,  Charmouth,  &c.,  2nd  edit,  fcap,  8yo,  8<  6<2...  Longman  i860 

Lily  Leares,  2nd  edit.,  fcap.  8vo,  4s LongmMH  i860 

Songs  of  the  Early  Spring,  12mo,  5« Kent 1858 


-  (R.D,)  Debate  on  Plrotection  of  Life  (Ireland)  Bill,  8to,  It  M Pickering 1846 

-  {Sam.)  Lectures  on  Atomic  Theory,  with  Essays,  2y.  post  870,  15f  Hamilton  1858 

Thoughts  on  Life  Assurance  and  Mortality  in  India,  Svo,  lOt  6d Bateman  1849 

•  Tragedy  of  Galileo  Galilei,  postSvo,  4s Oroombridge  ...i^^^ 


(MittS.)  Historic  Recreation,  16mo,  2t6d;  with  Key,  8s    Longman  1849 

{Staf.)  Truth  on  both  Sides ;  can  the  BelieTer  Fall  ?  new  ed.,  12mo,  5t Hatehard iS^* 

(7%ot.)  Animals  Portrayed,  St.  12mo,  12s FuUarion  1848 

Book  of  Butterflies,  Moths,  and  Sphinxes,  8  r.  18mo,  lOt  M..  Whittaker 1837 

Conchology  of  Great  Britain,  Fossil,  4to,  3/ 16« ;  cold.,  6M0» Smith tk Eider  .  i^^^ 

Recent,  4to,  63s   Smithd;  Elder  ,1%^ 

Dictionary  of  the  Scottish  Language,  12mo,  2s  6d Simpkin    1845 

■  Elements  of  Conchology,  8to,  St Longman  1838 

Fossil  Conchology,  12mo,  6s Longman  1843 


-  Illustrations  of  the  Genera  of  Birds,  4to,  36« Smtthik  Elder  ,iZ^7 

-  Key  to  Prophetical  Books  of  Old  Testament,  post  8yo,  8i Longman  1858 

-  Letten  to  Dr.  Gregory  on  Vaccination,  post  8^0,  4«    Whittaker 184a 

-Manual  of  Modem  Farriery,  8vo,  18s  6rf Virtue   1847 

•  Popular  Natural  History,  8  t.  12mo,  12« PuUarton  1848 

-  Psalms  and  Hymns,  with  Accompaniment,  roy.  8yo,  4« Bivington 1842 

-  Reminiscences  of  an  Old  Traveller,  8yo,  7s Duncan 1843 

•  Sermons,  chiefly  Practical,  8yo,  10s  6d Hamilton 1849 

•  with  Memoir  by  Macfarlane,  8yo,  10s  6d Hamilton  1849 


Statutes  concerning  Lunatic  Paupers,  12mo,  St  ShawdsSont  ...1$^^ 

Taxidermist's  Manual,  12mo,  2t  6d  ;  new  edit.,  8s  6fl{  PuUarton  1853 

(Dr,T.)  Lectures  on  Ethics,  Preface  byChalmers,  post  8yo,  6f Simpkin    1850 

Philosophy  of  Human  Mind,]6e.,4  y. 8yo, 36s, 6'tmjpl't»,  1845  ;  n.e.,80»  Tegg  1851 

8yo,  18s,  Simpkinj  1845  1  new  edit.,  IQt  6d  Tegg  i860 

Compend.  by  Boyle,  12mo,  3*  6d ...  Longman  1850 


—  (Tho$,  ,Jr. ).     See  Moore  {Thot. ) 

—  (r./.,.8p.)  <^n<^Baylee(/.)  Controyerey  on  Infallibility  of  Churoh  of  Rome,  12mo,5«  T.Bickardton  185a 

(T.N,)  Labour  and  Triumph  :  Life  of  H.  Miller,  new  edit.,  8yo,  4s  6d   Qrifin    1858 

-—  {T.R,)  Hebrew  Hieroglyphics  applied  to  Scripture,  8yo,  15f Simpkin 1840 

'■    ■         .—  Barometer,  on  the  Oscillations  of  the,  in  1842,  2s Taylor  184a 

Historical  Sketches  of  the  Electiye  Franchise,  12mo,  2*  6d  Hamilton  1856 

—  Man's  Restoration  by  Reconciliation  with  God,  post  8vo,  Zt  6d Bennett i860 

■ Narrative  of  his  Life,  written  by  Himself,  11th  edit.,  fp.  8yo,  2s  6d  .  Qilpin    1849 

— — — New  Zealand  and  its  Aborigines^  post  8yo,  8« Smith  ds  Elder  1845 

Propagation  of  Christianity  among  Heathen,  8rd  edit.,  8  y.  8?o,  36#.  Blackwoodt  ...1854 

— — Salmon,  Spawning  and  Hatching  of,  on  the  Tay,  12mo,  2s  6<£   A.  Hall x86a 

'(W.A.)  Ecclesiastical  DiUpidations  BUI  of  1861,  8yo,  Is  6d  Bdl  d:  JOaldg    i86a 


(W.H.)  Views:  Arctic  Exped.  of  Enterprise  and  Inyestigator,  imp.  4to,  2 is  ...  Ackerman 1850 

(FF,  IT.)  Clotel;  or,  President's  Daughter,  a  Narratiye,  12mo,  2t6d  Partridge 1853 

— Narratiye  of  an  Amerioan  Slaye,  edit,  by  S.  Green,  12mo,  Is  6d  Bennett 1853 

Three  Years  in  Europe,  with  Memoir  by  W.  Fanner,  12mo,  8«  6rf   ...  Bennett 185a 

Brown's  Robertson's  Sacred  Music,  2s  6<2 ;  cloth,  8s     HouUton    186a 

Browne  {CH.)  Plain  Instructions  on  the  Teeth,  new  edit.,  12mo,  2s  6c2  ChwrchiU  1844 

^  ■  »      (C.r.)  Plrophet's  Vision  and  other  Poem*,  12mo,  5s  Simpkin 1853 

»■■■         (jF/Zz.)  Modem  French  Phrase  Book,  12mo,  Is  6d Simpkin 1841 

—^  (E.O.K.)  Visits  to  the  Shiines  of  Our  Lady,  ^8fflo,  2s  TRiehardton    1848 

{E.H.)  Exposition  of  th^  Articles,  2  yols.  8yo,  21<,  i85o;»4thed.,  1  y.  16s...  Parker  d:  Son   1858 

Gerl«,  Question  to,  12mo,  StM    Whittaker 1858 

■  Fulfilment  of  the  Prophecies,  12mo,  Zt  6d Pickering 1836 

■  Messiah  as  Foretold  and  Expected,  8yo,  4s Bell   186a 

■■  Sermons  on  the  Atonement,  and  other  Subjects,  8yo,  0s  Parker de Son.., iti^'^ 

(l?.iV.)  Erro,  a  Romantic  Poem,  8to,  4s  T.  Hodgton  ...1840 

-  (/JVances)  Castleford  Case,  3  yols.  post  8vo,  SUSd Hurttdk  B 1861 

■'■■■  Granny's  Wonderful  Chair,  16mo,  Ss  6d  ;  cold.,  4s  6(2 OriJgUhAF.  ...1856 

*— — ^-^  Lyrics,  and  Miscellaneous  Poems,  12mo,  2s  6<i   Simpkin 1847 
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Brovue  (/Vs.)  Mj  Share  of  the  World :  an  Aatobiognphr,  8  toIb.  post  8to»  81 «  M  Hunt  is  B, 

Our  Uncle,  the  TraTeller's  Stories,  cold,  ilfusts.,  roy.  ICmo,  69    Kent  

Star  of  Attegfaei,  and  other  Poems,  12mo,  8« Moxon  

Stolen  yoyaf:e,  cold.,  ro J.  16mo,  3«  6<i     Kent  

Stories  for  Tooog  Friends ;  Ericksons,  and  Clever  Boy,  18ino,  1» HamiUoth  .. 

(^.)  Lyra  Rndis,  a  Poem,  12mo,  5f Longman  .. 

UniTcrsity  Prise  Poems,  12mo,  4«  6d  Longman  .. 

((7.)  Divoroe  Causes  Court  Practice,  12mo,  2«  6c2   Stevem   

History  of  the  Bible  Society,  2  vols.  Svo,  12« Bagtter  . 


(G.L,)  Biography  :  Mm  of  Mahomet,  a. p.  527  to  629,  18mo,  U  id  Soc.P,C.K,  ... 

(iJeii.)  Handbook  of  Hebrew  Antiquities,  12mo,  4«  Rivington  

Ordo  Saculorum ;  Chronology  of  the  Scriptures,  Svo,  20» ParkenkSon.. 

(J7.)  l^^oi^  oi^  ^<^  Ia^b  of  Health,  12mo,  Is Simpkin 


(H.K.)  HomeRctures,  4to,  plain,  12«;  cold.,  21« Cundall 

Illustrations  of  the  Senses,  obL  4to,  ZsM;  cold.,  5$  Qd GrifithdkP, 

—  (/(OS.)  America,  Trees  of,  numerous  engrarings,  sap. -roy.  8vo,  80s Wiley     

Highlands  and  Highland  Cbns,  4  vols.  8vo,  84«  ;  l.p.,  60s  PuUarton  ... 


(Jean)  Geoige  Barringtoo,  a  Tale,  3  vols,  post  Svo,  31s  6d  Newby 

(John)  History  and  Antiquities  of  York  Cathedral,  2  v.  roy.  4to,  SllStCd  Longman 

Sermons,  at  Cheltenham,  Svo,  12s   Haichard 

■  (Jo»,)  Ten  Lectures  on  'Ward's  Errata  of  the  Protestant  Bible,  cr.  Svo,  6s ...  Hamilton 


(J.C.)  Punjaub  and  Delhi  in  1857  ;  a  Narrative,  2  vols,  post  Svo,  21s   Blaciwood$ 

{J.D.H.)  Views  of  Ascent  and  from  Summit  of  Mont  Blanc,  fol.,  42s M'Lean 

{J, Sen.)  Inquiry  into  the  Character  of  Antichrist,  r2mo,  Ss  6<i HtUchard  .. 

Lives  of  the  Prime  Ministers,  Y.  1,  Svo,  14s Newhy    

Prophecy,  Thoughts  on,  12mo,  8s  6<i   Simpkin 

Strictures  on  some  Parts  of  the  Oxford  Tracts,  8vo,  6s Batchard  .. 


(J.R.)  Btchings  of  a  Whaling  Cruise,  and  Whale  Fishery,  Svo,  ISs Murray. 

Tusef ;  or,  the  Journey  of  the  Frangi,  post  Svo,  10s  M Low 


-( J/. ^. )  Ignatia,  and  other  Poems,  poet  Svo,  7s  6d  Hamilton  

-{R.Jay)  Practical  Treatise  on  Actions  at  Law,  Svo,  16s    Buttermrtht  .. 

-"{R-L.  Sermons  preached  in  Sussex,  12mo,  5s MoMten 

-  {ILW.)  Classical  Examination  Pa|»er8,  King's  CoDege,  12mo,  6s Parker df  Son.. 

History  of  Greece  to  the  Roman  Conquest,  12mo,  5s  id    Soc.P.C.K,   .. 

ISmo  (Qleig's  School  Scries),  9<i Longman  


'  Greek  Classical  Literature,  new  edit. ,  Svo,  1 2s    Bentley 

'  Latin  Classical  Literature,  new  edit.,  Svo,  12s Bentley 

-  Rome  to  the  Death  of  Domitian,  new  edit,  post  Svo,-  5s     Soc.P.C.K. 

FaUof  West.  Empire,  2nd  ed.,  post  Svo,  5s  ...  Soc.P.C.K, 

ISmo  (Gleig's  School  Series),  9d Longman 


Latin  Grammar  for  Ladies,  12mo,  Is  6rf Parker  de Son.. 

-  {S.  B.)  Rifle  Musket  Companion,  2nd  edit,  post  Svo,  2s  6c{ AlUn  A  Co,    .. 

'{SirT.)  Works,  by  Wilkin,  3  voU.  post  Svo,  16s U.Bohn 1% 

Religio  Medici,  and  Christian  Morals,  edit  by  T.  Peace,  Svo,  Ss  Longman  ....  , 

12mo,  7»U BoMlon,  U.S,.. 


by  Gardiner,  12mo,  69... Pickering 

12mo,  4s  6<i,  TTasA&ouyiM;  12mo,  5s Viriiu    ... 

(Tho.)  Testimonies  to  the  Truth  of  the  Gospel,  12mo,  Ss  6d    Rivington 

{T.B.)  National  Bankruptcy,  and  other  Poems,  12mo,  5s  Pickering 

' Oxford  Divines  not  Memben  of  the  Church,  12mo,  5s  Longman 

Thoughts  of  the  Times;  Men  and  Things,  12mo,  ^  Longman 


—  (IT.)  Brittania's  Pastorals,  new  edit.,  24mo,  2s  ClarkeJkCo,. 

-(TT.ii.)  Lectures  on  Insanity  and  Lunatic  Asylums,  12mo,  5s    Longman  .... 

>  (W.J.)  Arctic  Expeditions,  Views  and  Summary  of,  imp.  4to,  21s  Ackermann   . 

'{W.Y.)  Pun,  Poetry,  and  Pathos;  a  Miscellany,  post  Svo,  6s K.  Wilton  .... 


Browning  (CA.)  Convict  Ship,  and  England's  Exiles,  new  ed.,  12mo,  5s;  6 e.,  8s6ci  Nitbet 

(E.B.)  Aurora  Leigh,  a  Poem,  new  edit,  12mo,  7s CJhapmanAH. 

Casa  Guidi  Windows,  a  Poem  on  Italy,  12mo,  5s...: Chapmand: H. 

Last  Poems,  2nd  edit,  post  Svo,  6s  CkapmandsH. 

Poems,  5th  edit,  8  vols.  12mo,  ISs Chapman  AH, 

>  before  Congress,  post  Svo,  4s ChapmandeH, 

(J7.^.)  Aids  to  Pastoral  Visitation,  Svo,  5s,  i86o;  2nd  edit,  8s6<< BellA  Baldy... 

Algebra  of  Ratios,  &c.,  of  5th  Book  of  Euclid,  Svo,  3s  6d Simpkin 

System  for  Valuing  Carpenten*  Work,  Svo,  8s  6rf  Simpkin 

Theory  of  the  Negative  Sign,  Svo,  8s  6<f Simpkin. 


(Robt)  Bells  and  Pomegranates,  roy.  Svo,  10s  6d    E.Moxon   

Christmas  Eve  and  Easter-Day,  aPoem,  12mo,  6s ChapmandtH. 

Men  and  Women,  Poems,  2  voLl  12mo,  12s     ChapmandsH. 

Paracelsus,  a  Poem,  12mo,  6s    Moxon   

Poetical  Works,  2  vols.  12mo,  16s ChapmandtH. 

Selections  from  Poetical  Works  of,  ISmo,  6s    ChapmandsH, 

Sordello,  a  Poem,  12mo,  6s  64 Moxon 


-(7%9S.)  Church  of  the  Saviour,  ISmo,  2s  6<f J.Qreen 

^W.E.)  Court  for  Divorce  and  Matrimonial  Causes,  post  Svo,  Ss Bvltervtortht . 

'(W.S,)  History  of  the  Huguenots^  16th  Cent,  8  vols.  Svo,  81s  6(i  Pickering  .... 
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Browning  (W.S.)  History  of  the  Hugnenota,  16th  Cent.,  1  rol.  med.  8to,  6f  WhiUaker 1840 

, ^  — Hoel  Morvan ;  Court  and  Camp  of  Heniy  V.,  8t.  cr.  8vo,  31»  %d NoAif    1844 

Brownlee  (»r.C.)  Christian  Youth's  Book,  12mo,  8»  erf HamiUon  1844 

Brownlow  (John)  Chronicles  of  the  Foundling  Hospital,  new  edit.,  roy.  8to,  12j Warr 1858 

.— Hans  Sloane,  a  Tale,  12mo,  3» Warr 1835 

(M.H.)  Memoir  of,  hy  W.  E.  Brownlow,  12mo,  8«  6d,  1858;  2nd  edit,  2#  6d  Matters i86» 

{Wm.)  Direct  Solution  of  Cuhic  Equations,  12mo,  U6d    Longtfum   1841 

{W.O.)  Sketches  of  the  Else,  Progre8s,and  Decline  of  Secession,  fp.8T0,  8<  6d  PhiladelpMa...  j96% 

-(JT.  22.)  Lectures  on  the  Church  of  God,  a.  d.  81-168,  fcp.  8vo,  8«    MatUn 1861 

Brown-Sequard  {(XJB.)  Lectures  on  Paralysis  of  the  Lower  Extremities,  8to,  6»    WiUiamsdiN',    1861 

Physiology,  Ac, of  Central  Nervous  System,  8to,  16*  WUliavudeN,    1861 

Brownson  (H.F.)  Fundamental  Philosophy,  2  t.  8to,  16#   Dolman 1857 

1        .■■■■■  \o,A')  Charles  Elwood  ;  or,  the  Infidel  Converted,  post  8vo,  2*  6rf /.  Cha^pman  ...1849 

Convert;  or,  lieavea  from  my  Experience,  12mo,  6«  Dolman 1858 

■  ■  ■. Spiritrapper:  an  Autohiography,  12mo,  6«  6d Dolman 1854 

Bmee  {Elin)  Tillage  and  Vicarage  ;  or,  Eural  Sketches,  18mo,  2<  M    Teyg  1840 

—  (E.dfJ.)  Intrc^uction  to  Geography  and  Astronomy,  12mo,  5t Simpkin     1859 

...      ■■■ Use  of  the  Globes,  12mo,  2t  ed  ;  Key,  2*  6d  Simpkin     1859 

—  (ilfr«. iT.)  Scripture  Sonnets,  12mo,  6« Maemillan    ...1862 

{Jaa.)  Abyssinia  Travels  aod  Adventures,  sq.l6mo,  6«  6<2,  1839 — red.to  3a  6rf  Longman  1861 

■  ■■       Cbkssie  and  Historic  Portraits,  2  v.  post  8vo,  21*— red.  to  12* IfurtideB, 1853 

Life  of,  by  F.  B.  Head  (Family  Library),  18mo,  6»,  1830— red.  to  3*  6<i    Tegg  1849 

Lives  of  Eminent  Men  of  Ab^een,  12mo,  6s Smith  de Elder  ,i%^i 

Scenes  and  Sights  in  the  East,  post  8vo,  5* Smith  A  Elder  .1%$^ 


(/.a)  Bayeux  Tapestry  Elucidated,  4to,  21*  J.R.  Smith  ...1856 

*  Hand-Book  of  English  History,  12mo,  2*  6(f,  1848;  new  ed Simpkin     1857 

History  of  the  Roman  Wall ;  Tyne  to  the  Solway,  8vo,  21*;  1.  p.,  42*  /.  R.  Smith  ...1853 

•* >  (/oAn)  Biography  of  Samson,  18mo,  2«;  ]2mo,  8*  6<i    Hamilton  1854 

"  Calendar  of  State  Papers,  Charles  I.,  1628>-29,  roy.  8vo,  16*    Longman  i860 

•  Cypress  Wreath  for  the  Grave  of  a  Young  Person,  2nd  ed.,  18mo,  8*  6d   Hamilton  1845 

■  ' Eight  Watches  ;  or,  History  of  Jack  Sted fast,  12mo,  5* Simpkin 1839 

■  ■ Sympathy  ;  or,  the  Mourner  Consoled,  new  edit,  12mo,  8*  6(i Hamilton  i860 

-(Af.)  Hong  Kong;  illustrated,  12  Views,  5*;  with  letter-press,  7*  6<f  Maclure 1848 


*— — Mich,)  Lochleven,  and  other  Poems,  12mo,  5* Simpkin     1837 

—  (3fr*.>  Sacred  Poems,  8vo,  4*    Oroombridge  ..,1^4.6 

{Thos.)  Man's  Psit  in  the  Chorus  of  Creation,  12mo,  2*  6d Hamilton  i86a 

()F./>.)  Chronological  Tables,  18mo,  2*  6c2    Lmigman  1847 

Brace's  Sermons,  8vo,  15*' ITodrow  lSbc.... 
Bmck8  ((?.il.)  Autumn  Leaves:  Poems,  16mo,  2*  6<2 Qroombridge  ,..i%yj 

Bruff  (Pet. )  On  Engineering,  Field  Work,  and  Levelling,  8vo,  15*,  1 8  3  8  ;  2  e. ,  8*  6(f    Simpkin     1 840 

Brummeli  (Beau)  Life  of,  by  Capt.  Jesse,  2  v.  8vo,  288, Saunders ds  0.,  1844 ;  n.  e.2*  6d  Clarke    1854 

Brunei  (Sir  Marc  /mi.)  Memoir  of  the  Life  of,  by  R.  Beamish,  2nd  ed.,  8vo,  14* Longman  186a 

Brunei  (il^.)  Regal  Armorie  of  Great  Britain,  12mo,  10* Cautton 1839 

Briinow's  Spherical  Astronomy,  transl.  by  Robert  Main,  Pt.  1,  8vo,  8*  6<<    Bel4  A  Daldjf... ii$o 

Brunton  (Alex,)  Forms  for  Public  Worship  in  Church  of  Scotland,  12mo,  6*   Simpkin 1848 

— —  ((?€0.)  Select  Remains  of,  with  Memoir,  8vo,  8*    HamiUon  1855 

■  (/.)  Railways,  on  Excavatipg  Ground  for,  8vo,  2*  6d    Weale 1838 

{Mrs.)  Discipline,  12mo,  1*,  Jtoutledge-,  12mo,  2*6(2 BenUey  185a 

Self-Control,  12mo,  1*6(2,  RouOedgt  \  \2mo,  8*6(2 Bentley 1854 


Brus,  The,  ed.  Cosmo  Innes,  4to     Spalding  CI,. 

Brut  y  Ty wysogion.  Princes  of  Wales,  ed.  Ab.  Ithe),  roy.  8vo,  10*    Longman  1859 

Bryan  (Mic)  Dictionary,  Painten  and  Engravers,  by  Stanley,  imp.  8vo,  42*   H.Bohn 1849 

Bryant  (A.)  Millenarian  Views,  with  Reasons  for  receiving  them,  12mo,  6* New  York 185a 

(Edw.)  What  I  Saw  in  California,  12mo,  2*  6(2,  Bentley ;  12mo,  1*  6d    Routkdge  1849 

</.r.)  Pauline  Seward,  a  Tale  of  Real  Life,  2  v.  12mo,  8* Dolman 1847 

(T.)  On  Diseases  and  Injuries  of  the  Joints,  post  8vo,  -7*  6(2   Churchill  1859 

'  Surgery,  Clinical,  .Nervous  System,  1 2mo,  Pts.  1  and  2,  8*  6(2   Churchill  1 860 

(W,C,)  Discourse  on  the  Life  of  Washington  Irving,  cr.  8vo,  8*    Aew  York i860 

— — -  Forest  Hymn,  new  edit.,  with  illustrations,  4to,  12*  Low    i860 

—  Lettera  of  a  Traveller  in  Europe  and  America,  p.8vo,  10*  6c2,  1850  ;  2ser.  Bentley  1859 


Poems,  16mo,  2*6(2,  Knight;  18mo,  2*6(2,  Kent;  2*  RouOedge  i860 

with  Essay  by  GUfillan,  new  edit.,  16mo,  2* A,  Hall     1855 

■ Illustrated,  8vo,  21*  Low    1857 

; Spain  and  other  Countries  in  1857-^8,  Letters  from,  post  8vo,  8*  6(2    ...  Low    ...1859 

Bryce  (A,H,)  First  Greek  Reader,  for  the  Use  of  Schools,  fcap.  8vo,  2*  ^d  Nehon    1861 

'"  — Latin  Reader,  for  the  Use  of  Schools,  2nd  edit.,  12mo,  2* Nelson    i86a 

• Reading  from  the  Best  Authors,  12mo,  2* Nelson    i86a 

-^ (Cha.)  England  and  France  before  Sebastopol  in  a  Medical  Point,  8vo,  6* Churchill  1857 

• (Jas.)  Arithmetic  of  Decimals,  post  8vo,  ^d  edit.,  1*  6(2 Longman  i860 

_ Book-keeping,  new  edit.,  enlax:ged,  post  8vo,  5*   Longman  i860 

— ^^ Claims  of  Christianity  in  India,  post  8vo,  1*  6(2  Hamilton  1859 

■ Cyclopeedia  of  British  History  and  Geography,  post  8vo,  5* GriJUn    1856 

Elements  of  Algebra,  12mo,  3rd  edit.,  6*  Longman  1861 

■      ■  First  Principles  of  Geography  and  Astronomy,  post  8vo,  3* Origin    1848 

■  General  Gaietteer    or,  Qyclopcedia  of  Geography,  8vo,  12*  6(2 Grifin    1859 
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Biyoe  (/«.)  Xiibmiy  Quetteer  ;  or,  Dictionarj  of  Geography,  roy.  8vo,  21«  Orijb^    1859 

MayQueen,  a  Greek  Idyll,  12mo,  U  (Oxford,  Qaiaford  Priae)  WhUtaker 1861 

Sketch  of  Native  Education  in  India,  Svo,  9«  6d Alien  <k  Co.  ...1839 


Ten  YeaiB  of  the  Church  of  Scotland,  1833-^3,  2  ▼.  8vo,  21» Blackwood$    ...1859 

UniTeraal  Gazetteer,  8rd  edit.,  8yo,  8»  W Qriffin    i86» 

Biydea  (i. P.)  Treatise  on  the  Economy  of  Fuel  in  Steamers,  6vo,  5«  M.Taylor 1854 

Bi7dges(Str5.jP.)^oral  Axioms  for  the  Young,  18mo,  S«  6<i   Macnme 1837 

Brjdon  (/oA«)  Hints  on  Heraldry  for  Ladies  as  to  Needlework,  12mo,  1<  6c2   Simpkin 1853 

Biyologia  Britannica ;  or,  Muscologia  Britannica  of  Hooker  and  Taylor,  S  e.,  8 to,  42j  Longfoan  1855 

Bryon  (7%ot.)  Polyglot  Military  and  Naval  Interpreter,  sin.  4to,  7<  ^d Stanford   1856 

BiyKHi  {Alex.)  Account  of  the  Epidemic  Fevers  of  Sierra  Leone,  12mo,  As Renshaw    1849 

Beport  on  Climate  and  Diseases,  African  Station,  8vo,  S$  SigUey 1849 

(/oAa)  Three  Marys  of  the  Four  Gospels,  12mo,  2#    Hamilton 1856 

Bnbblstoa  Election,  who  was  Sold  at,  12mo,  If   Kent  1859 

BsdiBB  (A,  W.)  Advanced  English  Beader,  Prose  and  Verse,  12mo,  8«,i854 ;  2nd  ed.  Longman  1859 

Poetical  English  Reader,  2nd  edit.,  12mo,  1<  6cl  Longman  x86i 

JO.)  History  of  the  Christian  Church  in  Scotland,  12mo,  2nd  ed.,  8«  6c2...  BamiUon 1840 

(Wm,)  Dom. Medicine, 8 vo,7<6<2,Te^;  IO9  Qd,Longman^^^;  12mo,2«  6(<&  4«  MtLneti 1862 

Bachan's  ^linton  Tounamenl^  and  Gentlemen  Unmasked,  12mo,  6s   Simpkin    1840 

Baehsaan  {Clou.)  Christian  Besearches  in  India,  edited  by  Foy,  12mo,  Zs  6d JUnOUdge  1858 

— —  (Dav.)  De  Scriptoribus  Scotos,  edit,  by  Irving BannatyneCli^i^iy 

Inquiry  into  Taxation,  &c.,  of  Great  Britain,  8vo,  lOs  6d  Simpkin 1844 

-lifeo^  by  Pearson,  12mo,  6« Seeley 1846 

(Geo.)  FkiaphrasiB  Psalmorum  Davidis  Poetica,  12mo,  3«  Longman  n.  d 

-(/as.)  Comfort  in  Affliction  ;  Meditations,  I2mo,  2s  6d ;  8vo,  n.e..  Is  6d  Hamilton  1857 

Essay  on  the  **Tracts  for  the  Times,"  12mo,  Is  6d  Groombridge  ...1843 

"Essays and  Beviews"  Examined,  fcap.  8vo,  3s 6J Nisibet 1861 

Faith  in  God  and  Modem  Atheiam  Comiiared,  2  v.  8vo,  21f  Groomhridge  ...1855 

Improvement  of  Affliction  ;  Meditations,  new  edit.,  12mo,  2<  6<i.  Groombric^t  ...1856 

Office  and  Work  of  the  Holy  Spirit,  new  edit,  post  8vo,  Us Groombridge  ...1856 

-  {BL)  Disruption  of  Church  of  Scotland,  2  v.  cr.  8vo,21«,  1849 — ^-^  ^^  Blaekie 185a 

-  Sodesiastes,  Book  of,  post  8vo,  7s  6d Blaekie 1859 

■  Notes  of  Clerical  Furlough,  chiefly  in  the  Holy  Land,  p.  8vo,  7»  6c2  Blaekie 1839 

•  Sermons  with  Memoir,  8vo,  7s Joh7Utoned:H.,ii$z 


{Robertson)  Treatise  on  Mill  Work,  by  Tredgold,  roy.  8vo,  with  Atlas,  foL,  60s  Weale    184a 

Suppt.  to,  Srd  edit,  by  Bennie,  r.  8vo,  18s  WeaU    184a 

Wm,)  a)i(2  Gibbon  {0.)  Storm-Beaten,  fcap.  8vo,  Is   WardibLoek  .x86i 

~Af.)  Dictionaty  of  Arts,  Sciences,  Literature,  Trades, n.e.,  18mo,  is6d  Tegg  i86x 


Bttchheim  {A.)  French  Beader,  Selections  in  Prose  and  Poetry,  cr.  8vo,  Is  6c( WtUiamsde  N.  i860 

Thd&tre  Fran^us,  Arranged  for  Schools,  Pt  1,  12mo,  2s  6<i William* ds  N„i%^i 

Back  (C%as.)  Anecdotes,  Religious,  Moral,  &c.,  ]2mo,  5s  Longma/n  184a 

• mieological  Dictionary,  by  Henderson,  8vo,  10s Tegg  , 1847 

((?.  If.)  Essay  on  Oblique  Arches  of  Bridges,  by  Barlow,  roy.  8vo,  lis ;  n. e. ,  12s  Weale    1857 

(JiirfA)  How  Charley  helped  his  Mother,  18mo,  Is  6<f   Soc.P.C.K.   ...1861 

Jem  Morrison  the  Fisher  Boy,  18mo,  Is Morgan 1862 

• —   Midsummer  at  Hay  Lodge,  18mo^  Is Chambers 1861 

—   Pleaaant  Paths  for  Little  Feet,  18mo,  Is Morgan 186a 

Trials  of  a  Village  Artist,  18mo,  Is    Morgan x86a 

Backden  Pklaoe,  Illustrations  and  Historical  Account  of,  4 to,  21s    Simpkin 1839 

Baeke  {Cha.)  Beauties  and  Harmony  of  Nature,  new  edit,  3  vols.  8vo,  Sis  6d  Tegg  1837 

• Book  of  Human  Character,  2  vols.  12mo,  12*  C.Knight  1837 

Table  Talk,  2  V.  12mo,  12s,  C.  Knight,  1839;  2  v.  18mo,  2s     Cox    1842 

Buins  of  Ancient  Cities,  2  vols.  18mo,  7s Tegg  1849 

Bo^in^iam  {Hnke  of)  Courts  and  Cabinets  of  Wm.  IV.  and  Vict,  2  voIs.8vo,  30s  ...  Hurst  ds  B 1861 

life  and  Times  of,  by  Mrs.  Thomson,  3  vols.  p.  8vo,  31s  6d    Hurst  de  B.    ...1859 

—■ Memoirs  of  the  Court  and  Begency,  new  ed.,  2  vols.  8vo,  30s  Hurst  A  B,    ...i860 

— Poems  and  Songs  rekting  to,  edit  by  Fairholt,  8vo Percy  Soe 

— Private  Diary  of  Bichard,  3  vols,  post  8vo,  31*  6d  Hurst  it  B,    ...186a 

{J.S.)  America,  Eastern  and  Western  States,  8  vols.  8vo,  42s P.  Jackson 184a 

Northern  States,  3  vols.  8vo,  42s    P.Jackson 1841 

Slave  States,  2  vols.  8vo,  31*  6d P.Jaekson 184a 

■ Autobiography,  V.  1  and  2,  poet  8vo,  21s Longman  1855 

— Canada,  Nova  Scotia,  and  New  Brunswick,  8vo,  16s P.Jackson 1843 

• Coming  Era  of  Beform,  8vo,  10*  6d  Partridge  1856 

—  Evils  of  the  System  of  Popular  Elections,  12mo,  5s Simpkin 1841 

— — -  History  of  the  Temperance  Movement,  new  edit,  8vo,  7*  &d  Partridge 1854 

National  Evils  and  Practical  Bemediea,  8vo,  15s P.Jackson 1849 

Plea  for  the  Reign  of  Temperance  and  Peace,  12mo,  2s  6rf  ...  P.Jackson 1851 

Sketch  of  his  Voyages,  Travels,  Writings,  &c. ,  8vo,  5* P.  Jackson 1 847 

— Temperance,  Appeal  to  the  Nation  on,  8vo,  1*  6d Ridgway    1846 

' • Tour  in  France,  Piedmont,  Lombaidy,  &c.,  2  v.  8vo,  28s P.Jackson 1848 

• of  Belgium,  Rhine,  Switzerland,  &c.,  2  v.  8vo,  28s   ...  P.Jackson 1848 

Universal  Gazetteer,  8 vo,  21s Virtue   1840 

(Leic.)  Bible  in  the  Middle  Ages,  postSvo,  7s  6d Newby   1853 

K^'P)  Mary  Stuart,  Queen,  Memoirs,  2  vols.  8vo,  28«   Bentley  1843 
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Buekland  (Anna)  Lemmn  on  Elementa  of  Botany,  18mo,  If   A.Hall 1859 

{A.C.)  Lettera  on  Duty  of  Early  Rising,  new  edit.,  12mo,  UM  JlouhUm    1853 

.   ■ to  an  Attorney's  Clerk  on  his  Studies,  12mo,  Zm  6d   JHouUton    1 844 

^ {Anna  J.)  Little  Warringtons,  illustrated,  fcap.  8vo,  2$  6d ffoffg 1861 

Twelye  Links  of  the  Golden  Chain,  cold,  illusts.,  fcap.  8vo,  U  6d  Hogg 1861 


—  (F,T.)  Curiosities  of  Natural  History,  6th  ed.,  2 series,  fcap.  Svo,  each  6«  BentUy i860 

—  (Harv.)  Urn  and  the  Page,  Religious  Extracts,  12mo,  St  Qroombridge  ...1857 

—  ( Wm. )  Geology  and  Mineralogy,  (Bridgewater  Treatise),  2  v.  Syo,  35«  Pideering  1837 

■  new.  ed.  by  F.  T.  Buekland,  2  t.  870,  24f  RoulUdge  1858 


On  the  Sentence  of  Death  at  the  Fall,  8to,  1»  6d  Murray 1839 

Buckle  {CaptE.)  Services  of  the  Bengal  Artillery,  edit,  by  J.  W.  Kaye,  8vo,  21« Allen  d:  Co,    ...1851 

{H.T.)  Hi*t.of  Civilisation  in  Eng.,  V.  1,  8rd  ed.,  8vo,  21<,  1857}  V.2, 16*  Parker  dt  Sm    1861 

Buckler  (C.)  Views,  Elevations,  and  Sections  of  Wilcote  Ch.,  Oxon,  fol.,  8c  6<i   J. H. A- J. Parker  1^44. 

(E,B.)  Views  of  Southwell  Church,  Description  l^  Dimock,  fol.,  26»  Simpkin 1854 

(Geo.)  Churches  of  Essex  Architecturally  Described,  roy.  8vo,  21» BdlJsJ>aldy,.i%s^ 

(/.a)  Architecture  of  St.  Alban's  Abbey  Church,  8vo,  lU Longman  1847 

Buckley  <r.)  Simple  Psalmody,  roy.  8vo,  2<  6rf    Rivington  1844 

(T.A,)  Boys'  and  Girls'  First  Help  to  Reading,  2  vols.  12mo,  each  1«  6d   Routledge  1854 

-' Second  Help  to  ditto,  2  vols.  12mo,  each  2»  Routledge  1855 

Dawnings  of  Genius,  in  Lives  of  Great  Men,  new  cd.,  12mo,  3«  6c{ RotUUdge  1854 

Great  Cities  of  the  Ancient  World,  12mo,  8*6rf;  new  edit.,  4s RoutlecU/e  1856 

-Middle  Ages,  new  edit.,  12mo,  3«  6d    RoutUdge  i86a 


History  of  the  Council  of  Trent,  new  edit.,  12mo,  6a  Routledge  1852 

Buckley's  Sixty  New  Songs,  with  Choruses  and  Accomp.,  ed.  by  J.  Wade,  ito,  U    ...  Mut.Bouq. Off..  i$6i 

Buckman  (/. )  Cheltenham,  Botanical  Guide  to  the  Environs  of,  8vo,  28  6d  Bogue    1 844 

Classified  List  of  British  Geological  Formations,  cr.  8vo,  2s    IfamiUon  185a 

Natural  History  of  British  Grasses,  cr.  8vo,  S« HamiUon  1858 

■  Remains  of  Roman  Art  at  Cirencester,  8vo,  15a;  4to,  26» Bell  d:  Dali}y..i%%i 

Stone  Steps:  British  Geological  Formations,  12mo,  2jj6d  HamiUon  185a 

Buckmaster  {J.C.)  Elements  of  Inoi^nic  Chemistry,  18mo,  2«,  1858  ;  new  edit,  8i     Longmxin  i86a 

Buckminster  (J.S.)  Works,  with  Memoir,  2  vols,  post  8vo,  20a  J. Chapman  ...1848 

(/.<«?/. 5^.)  Memoirs  of,  by  Eliza  B.  Lee,  12mo,  8a  f'rf   J.Chapman  ...1849 

Buchner  {J.H.)  Mission  of  Moravians  in  Jamaica,  1754-1854,  cr.  8vo,  Sa  6<2 Longman  1854 

BuckniU  {J.C.)  On  Unsoundness  of  Mind  as  to  Criminal  Acts,  new  ed.,  12mo,  4a  ^d  Longman  18^7 

Psychology  of  Shakespeare,  8vo,  7a  6<i  Longman  1859 

and Tuke  (Z).Zr.)  Psychological  Medicine,  8 vo,  16a,  1858;  n.e.,  15a...  Churchill  1861 

Buckton  (r.)  Western  Australia,  2  Maps,  12mo,  2a OUivier 1840 

Buckworth  (/oAn)  Memoir  of,  by  Isaac  CUrkson,  12mo,  4a Haichatd  1836 

Budd  (Geo.)  Organic  Diseases  and  Disorders  of  the  Stomach,  8vo,  9a Churchill  1855 

Treatise  on  Diseases  of  the  Liver,  8rd  edit.,  8vo,  16a Churchill  1857 

(Hen.)  Autobiography,  Letters,  Remains,  &«.,  post  8vo,  10a  6d    Seeley 1855 

Infant  Baptism  the  Means  of  Natural  Reformation,  12mo,  10a  6d Seeley 1841 

Buddicom  (R.P.)  Christian  Exodus,  Discourses,  2  vols.  12mo,  14a Hatchard  1839 

— — Sermons,  Chiefly  Practical,  2  vols.  12mo,  14a Hatchard 1847 

— — Life  of  Abraham,  2  vols.  12mo,  14a Seeley.... 1839 

Budge  (^tftt.)  City  of  God,  a  Vision,  post  8vo,  8a  6ci  Parker  JeScn  .1850 

Mirror  of  History;  Lives  of  Men  of  Great  Eras,  12mo,  6a Baldwin 1851 

{P.E.)  Christian  Naturalist,  12mo,  8a Hamilton  1838 

(/oAn)  Practical  Miner's  Guide,  8vo,  12a  Longman  1845 

Budgen  (John)  Parochial  Sermons,  post  8vo,  7a  6d,  i860 — red.  to  6a;  V.  2,  6a Werthcim  i86i 

(£.//.)  Smuggler's  Children,  a  Tale,  16mo,  la  6d    Dean  d:  Son  ...1838 

Budgett  (Sam,)  Sketches  of  His  Life,  by  Arthur,  r2mo,  la6e/  &  2a6cf ;  cr.  8vo,  6a   ...  Hamilton  1859 

(Sar.)  Memoirs  of,  byGaskin,  12mo,  4a Simpkin 1840 

Budinger  (M.)  Way  of  Faith  ;  or.  Abridged  Bible,  by  Asher,  cr.  8vo,  4a Baffiter 184S 

Buds  and  Blossoms  and  Stories  for  Children,  17  packets,  82mo,  Sa  6d Groomlmdge  1852-5 

of  Thought;  Original  Enigmas,  Charades,  &c.,  82mo,  4a Bogue    1844 

Bn6  (Jules)  Application  des  Idiotismes  Fran^ais,  8 vo,  4a J.H. tk J.Parker  1 847 

. Exercises  for  Translation  from  English  into  French,  12mo,  2a..' J.H.JsJ.Parkeri%s7 

Buel  (5.)  Apostolical  System  of  the  Church,  12mo,  3a  6(i  Neva  York 1844. 

Buff  (Hen.)  Letters  on  Physics  of  the  Earth,  by  Dr.  Hoffman,  12mo,  6a     Wa^n 1851 

Buffier  (Cla.)  Elements  of  Metaphysics,  transl.  by  Pennell,  12mo,  6a WhiUaker 1838 

Buffum  (E.G.)  Residence  in  California,  1847-49,  new  edit.,  12mo,  6a Bentley 1850 

Bugden  (John)  Sermons  preached  at  Barkingside,  post  8vo,  6s   Weri/ieim x86i 

Bugg  (Geo.)  Key  to  Modem  Controversy  on  Baptism,  12mo,  2a Seeley 1843 

Bugle  of  the  Black  Sea,  by  Author  of  "Poems  by  Melanter,"  12mo,  la  6d Hardwicke 1855 

Bupi  (5.)  Italian  Manual  for  Self -Tuition,  post  8vo,  10a  6d  WhiUaker     ..  1835 

Bulk  of  the  Chronicles  of  Scotland,  edit,  by  Tumbull,  3  v.  roy.  8vo,  ea.  10a Longman 1859 

Most  Noble  Conqueror,  Alexander  the  Great,  4to ,.  BannatyneClub i^^t 

Builder's  and  Contractor's  Price  Book  for  1862,  by  Bumell,  12mo,  4a    Lockwood,.. Annual 

Practical  Director  ;  or.  Building  for  all  Classes,  4to,  36a   Hagger    ...1856-58 

Building  Act,  edit,  by  Chambers  and  Taitersall,  12mo,  12a    Lumley 1845 

Buildings  for  Mechanics' Institutions,  8vo,  la  6rf Longman  i860 

Bulkeley  (/oa.)  La  Hogue  Bie  de  Hambie,  a  Tradition  of  Jersey,  2  v.  12mo,  14a Whittaker 1837 

Bull  (B,B.)  System  of  Veterinary  Instruction,  8vo,  Oa   Simpkin 1835 

—  (%(?.)  Works,  edited  by  Burton,  8  v.  8vo,  4«a  J. H.d- J.Parker i2^6 
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BuH  (Bp,0.)  JMence  of  ibe  Nicene  Craed,  2  v.  8yo«  10« J.H.JkJ.Pa/rkersi'S 

'  Bngliflh  Theological  Works,  8to,  lOt  dd   J,H,^kJ^arkerit^ 

'  Htfmony  of  St.  F^al  and  James  on  Justification,  2  v.  8to,  18«— r.  to  10«  J,H^J.Parheri%^$ 

Defence  and  Vindication  of,  8vo,  12<   J.HukJ,Parheri%\% 

-  life  of,  by  Nelson,  18nio,  S<  6(2,  1840  ;  cb.  edit.,  18mo,  1<  6d    J,H^J.Parheri%^^ 

•  Sermons  and  Diaoooraes  on  Primitire  Christianity,  8to,  lOt  6<i Jiivinglon  1840 

-with  Life,  by  Nelson,  8  v.  8to,  18«  WhiUaker 1840 


Tindication  of  the  Charch  against  Rome,  18mo,  S<  M^nd,  to28  6d...  J,H.AJ,Parheri%^ 

Woriis  on  the  Trinity,  8  v.,  27«— red.  to  16*  J JLdsJ. Parker i%^o 

{Nic.)  Memoir  of,  by  Rev.  A.  N.  Ball,  12mo,  5f   Whittaker 1847 

\8ar,)  Baptisms  of  Scriptore  Unfolded,  12mo,  2« AyloU    1843 

(7%ot.)  Hints  to  Mothers  on  Health  daring  Pft^;naney,  13th  edit.,  12mo,  6$ lin^fman  i860 

Maternal  Management  of  Children,  7th  edit.,  12mo,  5f Lomgman  i860 

-  Sense  of  Vision  Denied  and  Lost,  edit,  by  Johns,  12mo^  U  6c{ Longman  1859 


BoUar  (MistA.)  Domestic  Scenes  in  Greenland  and  Iceland,  18mo,  2$ Van  Voortt  ...1850 

■  Sngland  before  the  Norman  Conqnest,  18mo,  2<  6<{    Tcm  Foorst  ...1851 

■  ■       Bvery-Day  Wonders ;  or.  Facts  in  Physiology,  ISmo,  2t  6d  Van  Voont  ...1850 

Habits  of  FMiriarchal  ^Kmes  in  the  Bast,  ISmo,  2t  6d  Van  Voortt    ...1855 

-  (Hdi.  «£/<».)  A  Winter  in  the  Asores,  2  y.  8to,  28s Van  VoorU  ...1841 

{John)  Lay  Lectures  on  Christian  Faith  and  Practice,  12mo,  6s Longman  1844 

Senpture  Questions,  ISmo,  2«  6d Longman  1846 

{Wm,)  Letteis  from  Abroad,  from  aPhysician  in  Search  of  Health,  cr.  8to,  7«  Van  Voont   ...  1861 

Bollea  (C%as.)  Sermons,  Sro,  7a  M  MatUrt 1850 

{Edwl)  Treatise  on  the  Law  of  Distress  for  Bent,  12mo,  9«    8hamdfSon»  ...1841 

and  Leake  (8.M.)  Precedents  of  Pleadings  in  Common  Law,  8to,  26s..  Stevent  i860 

{Hen)  Bodiments  of  Bnglish  Grammar,  by  Heyoock,  new  edit,  12mo,  2s  6d  A.HatL 1859 

BoUer  (CAo.)  Poor  Law  Acts,  by  Lamley,  12mo,  2f  M    CKnigU  1848 

{P.T,)  ApoUyon  and  the  Beaction  of  the  Slavonians,  8to,  1$M PaHridge 1847 

Bulletins  and  other  State  Intelligence  for  1 849,  by  Authority,  12mo,  U    OaxeUe  OJfice ...  1 8 50 

Bulky  {Fred.)  Variations  in  the  Sacramental  Offices,  1549-1662,  8to,  7s  6<{   J.BJsJ.Parierit4% 

Bollinger  {Hen,)  Five  Decades  of  Godlie  Sermons,  4  v.  8to  Parser  1806.1849-52 

Semums  on  the  Sacraoients,  new  edit,  8vo,  7f  6ci  Parker  A  Son  ,\%j^ 

Bullion  {ThoB.)  On  Management  of  a  Country  Bank,  12mo,  Be  (7roofli6nd|^...i850 

Bullock  {Chae.)  Syrian  Leper;  Bible  History  Ezponnded,  fcap.  8to,  8<6<i,i86i;  2<6d  Wtrtheim  i86a 

—  Way  Home ;  or,  Gospel  in  the  Pkrable,  12mo,  St  6d,  1858;  n.  e..  Is  6<<  Weriktm i860 

{Tkoe, )  Popolar  Bdueation ;  as  regards  JuTenile  Delinqneney,  1 2mo,  4«   Partridge 1 849 

{T.dfP.)  Illustrated  History  of  England,  fcap.  Sto,  2s;  with  Questions,  2f  8<i  Simpkin 1861 

{Wm.)S(mfftot  theChureh,  12mo,  5«  BeUik Daldg..,i$ss 

(W.J.)  Prize  Bstty  on  Adult  Education,  fcap.  8to,  Is  6d Low   1861 

Bulmaa  {T.)  life  and  Experience  of,  by  J.  Backhouse,  ISmo,  Is    Oilpin    1851 

Bnlmer  {Agnet)  Memoir  of,  by  Anne  B.  Collinson,  12mo,  Ss  6d Hivinrjion 1836 

Scripture  Histories,  3  y.  18mo,  6i  Meuon  1837-8 

' Select  Letten,  with  Notes  by  Bunting,  12mo,  Sf  Simpkin 184a 

(Joftn)  Hymns,  Original  and  Select,  18mo,  5s Jctekaon^  ^..1835 


Bulwer  {Sir  E.  L.  dBLady)  Works.     See  Lytton. 

(^.Z;.)  Monarchy  of  the  Middle  Classes,  2  ▼.  post  8to.  21s BenOeg  1834-6 

Bumbleby  (The)  and  Bnszington  Herds  of  Pure  Shdrthoms,  by  Misletoe,  12mo,  Is   ...   Whktaher i86a 

Bomby  {J.H.)  Life  and  Wcaileyan  Mission  of,  by  Barrett,  12mo,  8t   Moion •  185a 

Bumstead  {Freeman  J.)  Pathology  and  Treatment  of  Venereal  Diseases,  Sro,  21s Philadelpkia  .1861 

Bunbory  {C.J.)  Besidenoe  at  the  Cape  of  Qood  Hope,  post  8to,  9s Mnrray 1848 

(SirH.E.)  Narratives  of  the  War  with  France,  1799-1810,  8vo,  16s Bentleg 1854 

(ig.5.)  Brief  Memoir  of,  12mo,  2s  6<i Werthem 1846 

Chart  of  Dirine  Truth,  12mo,  Za6d  Seeleg 1845 

-^^— r-  Sermons  on  Public  Worship,  12mo,  Ss   Sedey 1839 

{Sel.)  A  Summer  in  Northern  Europe,  2  ▼.  post  8to,  21s  HuretA  B,   ...1856 

Goombe  Abbey,  a  Tale,  p.  8vo,  14s,  1843  ;  new  edit,  8s  td H.  Lea 1857 

Brelyn,  a  Novel,  2  v.  postSro,  2ls    BeiUUy 1849 

—  Life  in  Sweden,  Norway,  4o.,  2  v.  poet  8to,  21s Hunt  A  B.    ...1853 

— — Mad.  Constance :  the  Autobiog.  of  a  Frenchwoman,  2  r.  post  8to,  21s  Nevehy   1861 

My  First  Travels  :  newedit,2v.  post  Svo,  21s    Newby   1859 

Our  Own  Story,  3  V.  post  Svo,  81s  6<<    HuntAB.   ...1856 

Beoovered  Estate  (The),  ftc.  Tales,  12mo,  Is  6rf RivingUm  i86a 

Kides  in  the  Pyrenees,  2  v.  poet  Svo,  21s,  Newbp,  1844— red.  to  6s  Maaten 1848 

Sir  Guy  D'Esterre,  a  Novel,  2  v.  poet  Svo,  21f BotOledge  1858 

—  Star  of  the  Court ;  or,  Maid  of  Honour,  &c,  12mo,  8f  dd  Griffith  A  F,  ...1845 

Triumph  of  Truth,  12mo,  Is  Bel. Tract  Soe.  1847 

—  Visit  to  My  Birthplace,  ISmo,  Is   RouOedgt  1855 

-  Russia  after  the  War  in  1856,  2  V.  poet  Svo,  21s HuntdiB.    ...1857 


{T.)  Beminisoenoes  of  Portugal,  Spain,  France,  India,  &c,  8  v.  Svo,  81s  dd  Skeet 1861 

Bundi  of  Violets  ;  or,  Poetiy  of  the  Heart*  by  R  J.  8.,  roy.  16mo,  2s  M Houltion    4860 

Bond  {T.H.B.)  Aids  to  Holy  life,  in  Forms  for  Self-Examination,  ISmo,  Is  Cleaver  1848 

BoBser  {Wvu)  German  Tales  and  Poetry  for  EngUsh  Students,  12mo,  6s  NuU  1858 

^  Travelling  Conversation,  2nd  edit,  Svo,  2i  6d NuU  185a 

BongeBflr  (^.^.)  France  before  th^  Bevolation,  2  V.  post  Svo,  7s   Hamilton  1854 

— — ^— -—  Histoiy  ol  the  Council  of  Trent*  post  Svo,  6s  ;  new  edit,  2s  6d Hamilton  1854 
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Bnngeiier  (L,P,)  JnUan ;  or,  the  Oloie  of  an  BrA»  S  t.  12mo,  10$  6d;  new  ad.,  4$.,.  A,  ffaU 1857 

Fkwcher  and  the  King,  byPotte,  12mo,  ZiSd N€l$on  185a 

■  Priest  and  the  Hngnenot,  8  y.p.8T0,Slf  6dt  BtnUey  ;  2  t.  p.  8yo,  7«  ffamilton  1853 

12mo,  Uiidf  Dttm^San;  p.  8to,  3«  6d  Nelaon  1854 

— Voltairo  and  his  Times,  post  Svo,  5» HamiUon  1854 

Banhill  Memorials  ;  Beminisoenoee,  edited  by  J.  A.  Jones,  12mo,  5« PanU 1849 

Bonkley  (J.M,)  Escaped  Nun  from  the  Oonrent  of  St  Joseph,  new  ed.,  32mo,  1$  ...  AUman 1856 

Bnnn  (Aff,)  Old  England  and  New  England,  2  y.  post  8to,  21« BaUUp 1853 

■  Stage  Before  and  Behind  the  Curtain,  8  r.post  8to,  ZU  6<i— red.  to  Ifif...  BaUleg 1840 

(ir.)  History  of  the  Apoeties,  2$ Werlheim  1859 

<— ^— —  Seven  Cries  of  Christ  on  the  Cross,  new  edit,  18me,  1$  6d   Niabet    1851 

-^— ^—  Yampire  of  Christendom,  a  Book  for  the  Times,  12mo,  Za  6d    HamHUm  ...     185$ 

•  Voice  from  Many  Lands ;  or,  Missionary  Enterprise,  12mo,  5f  WhiUaker 185a 


Bnnnett  (F,B,)  Gk)lden  Balance  ;  or,  the  False  and  the  Seal  Tale,  12mo,  6s SeOey 1859 

Hidden  Power,  a  Tale,  4th  edit,  fcap.  8to,  6s      8uUy j86i 

'  —  Lessons  in  the  Qaiden  and  the  Field,  12mo,  fit  SeeUy 1859 

Life  and  l^mes  of  Louise,  Eleetress  Palatine,  post  8to,  7«  M    Niabel    i86» 

(iT./.)  Deseription  of  Genoa,  12mo,  U    J,R.SmiJtk  ..,1844. 

Bunsen  {Boinm)  Christianity  and  Mimkind,  7  ▼.  8vo,  5Z6< Lorngman  1854 

Analeeta  Ante-Nicma,  8  t.  42f . 

Hippolytus  and  his  Age,  2  v.  SOi; 

Outlines  of  the  Philosophy  of  Uniyenal  EBstoiy,  2  v.  88t. 

—————  Constitution  of  the  Church  of  the  Future,  8vo,  9#  6<2  Lomgmam  1847 

Egypt's  Place  in  Universal  History,  V.  1,  28s,  1840 ;  Y.  2,  80s,  1854 .  Xon^rman...  1840-54 

V.  8,  26c,  1859  ;  V.  4,  26s,  i860.  Zoi^maii...  18 59-60 

^— Hippolytus  and  his  Age,  4  t.  p.  8to,  42s,  185a  ;  n.  e.,  2  v.  8to,  80s  Xon^man  1854 

>  Memoir  of  the  Duchess  of  Schleswig  and  Holstein,  8vo,  2f6if Longvian  1848 

-  Signs  of  the  Times  :  Letters  on  Beliigious  Liberty,  8to,  16s— red.  to  6s  Smith  AEIder...i%s^ 


(R,W.)  Chemical  and  Physical  Properties  of  Gases,  post  8vo,  8s6<i WaUon  1857 

Bunting  (Edw.\  Collection  of  the  Ancient  Music  of  Ireland,  4to,  81s  6(1  Longman  1840 

(Jaha)  Uie  of,  by  his  Son,  Yol.  1,  post  8vo,  7s  dd   jAmgmoM  i860 

— ' —    Sermons,  2  ▼.  post  Svo,  each  7s  Maton   1862 

Bunyan  (John)  Works,  Allegorical,  with  Cheeyer's  Lectures,  new  edit,  8to,  16s FuUarton 1861 

Practical,  by  Philip,  6  v.  12mo,  80s   ffamilUm  1841 

and  Life,  edit  byG.  Oflfor,  8  v.  roy.  Svo,  64f B1ac1eU\ 1853 

: Come  and  Welcome,  18mo,  Is  Qro<mbindgt,..i%$s 

— — ■  with  Esny  on  his  life,  82mo,  Is  dd Simpkin 1856 

Hodge's  Way  of  Life,  12mo,  2s ^rootii6ri(fye...i858 


•  Doctrinal  Disooutfles,  870,  8s Ward 1841 

-Fear  of  God,  new  edit,  18mo,  It  4cl   Bd,  TraaSoe.  1853 

•  Ghaoe  Abounding  to  the  Chief  of  Sinners,  18mo,  Is  6<2 W,  Allan  1840 

-Holy  War,  12mo,  2s,  NeUan;  8s  6<2,  Tegg ;  8s Bd.  TractSoe.  1840 

Pictorial  edition,  roy.  8vo,  12s  ViHue   1845 

in  Yerse,  by  E.  J.,  Essay  by  0.  F.  Owen,  4to,  10s  6d Ifardwidx 1859 


•  Jerusalem  Sinner,  by  Birrel,  ISmo,  Is  6d    Mamilton  1857 

-  Life  and  Experience,  12mo^  2s  and  6s '....  Bagater 1845 

Times,  byG.  B.  Cheever,  82mo,  Is  6<J AyloU    1845 

Eobert  Philip^  8vo,  12s Virtue 1838 


•  Pilgrim's  Progress,  imp.  4to,  12s Arnold  1844 

— 8to,  7s6<i,  BagtUr;  8to,  6s,  Mozl^ ;  8to,  10s  6<2  Pickering 1849 

— 12mo  (large  type),  8s  6<i    Nitbet    n.  d. 

■  12mo,  4s  6rf  ;  Lp.  post  8vo,  hf.-bd.,  10s  6(1   MacmUlan    ...186a 

12mo,  2s6(i,  Bagiter;  12mo,  4s Sedey 1845 

12mo,  Ss,  Bd,  TractSoe. ;  12mo,  l$6d ffmUdon 1861 

12mo,  2s  and  6s ir(uA6otims....i855 

S2mo,  Is,  MamUton,  i86a;  82mo,  Is Bel.  TraaSocn,  d. 

Epic  Poem,  by  Burder,  12mo,  8s  (id Bagiter 1845 

Lectures  by  Magniie,  imp.  8to,  10s  6d Tallie 1859 

Original  Text  of  1678-88,  ed.  by  Offer,  8to Han$.KnoUgMC.n.d. 

by  Burder,  12mo,  6t Longman  1845 

•  Condor,  with  plates,  8vo,  14s  P./ackeon 1847 

■" Hare,  new  edit  (Nat  Hlns.  Lib.),  12mo,  8s  ...  Simpkin.   i860 

Mason,  12mo,  8s6(i;  8to,  12s Tegg  1861 

12mo,ls6(i&8s6(i  NeUon.  1849 

12mo,  8s  6(1,  WiUoughbgip.  8to,  8s  6d  BonOedge  1858 

Neale,  12mo,  8s  6(2;  new  edit,  2s  6ci J.HJeJSarUrit^^ 

Offor,Ill.byGilbert,n.e.,e.8yo,ls,ls6(i,fc2s6(<  Boutledge 1861 

■  Philip,  with  plates,  8to,  14s  6(2 ;  18s Virtue   1843 

St  John,  with  plates,  12mo,  6s.  Virtue  1839 

Scott»  18mo,  4s  Seeley 1840 

8vo,  with  plates,  byStothard,  12s  &  21s  Sedey 1839 

— — . „  and  Montgomery,  12mo,  2s Oriffin 1845 

Southey,  Illustrated,  8vo,  21s ;  post  8vo,  10s  M  Murray    ....1835-9 

Illuminated,  sm.  folio,  27s JohnMone  1846 

Illustrated,  fcap.  8vo,  6s  Seeley i86a 
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Bimj&B  (John)  Pilgrim's  Fh)greB%  lUiutrated  bj  Bennett,  ed.l^Kiiigfd67,  am.  4io,21i  Longtmm  1959 

C.  A.  Doyle,  12mo,  ZtM Iloffa d:  Som  .,aS6o 

: a.  Godwin  and  J.  Pooock,  obL,  2U  BoUoway  1844 

-^ Harvey,  cr.8Y0,12<,  iTo^iM—T.  to  7«  Oriffin    1858 

Scott,  new  edit.,  sm.  4to,  27f  6(2...  FuUarUm  1859 

Thomaa,  p; 8to,  6f,  pL  ;  7«  6rf,  oold.  Nitbet    1 860 

-Watflon,  4to»  21«  BouOedgt  i860 


-  in  Spenaerian  Stanza,  12nio»  6i Painter 1845 

-  Short  Bzposition  of,  by  W.  J.,  ISmo,  It  6d /.  P,  Shaw   ...1857 

-with  Coloured  BngraTinga,  er.  8to,  10«   £d,TraaSoc.,ii6i 

Life  by  BeT.  T.  Scott,  port  Sto,  fit  Ofifin i86x 

ananged  for  Children,  new  edit,  16mo,  2f  M   ...  BdldtJkU€^,.,ii6o 


Profitable  Meditatioos,  a  Poem,  edit  by  G.  Offer,  aq.  8to»  7a  (id ffottm   i860 

Banyan  (/.)  amd  Cromwell,  LiTeao^  by  Sonthey,  post  8vo,  2a  6d Murrojf 1847 

Birayon  (CJ.)  Law  of  Life  Aaauanoe,  with  Appendix,  Bto^  21a  Wild^    1853 

BooDaEOtti  (Jf.^.)    ^Sfe  Michael  Angelo. 

Bsqaet  (C.P,)  Guide  to  French  Pronnnoiation,  12mo,  8a    Simplnn 1837 

Bnrtndge  (JoAii)  Thoughts  by  the  Way,  and  other  Poems,  12mo,  la  HamilUm  i860 

(7%oa.)  College  Sermons  at  Leamington,  12mo,  5a J.H.AJ,Pwrhtri%$^ 

Poems,  Shorter  and  Longer,  12mo,  7a  6<i Piekerimg  1838 

and  Clongh  (A.ff.)  Ambarralia  and  other  Poems,  12mo,  4a  dd  Oha^pmaiadBH.  1849 

Bozboxy  {Mf%B.J.)  Collects,  Epistles,  and  Gospels  Biplained,  12mo,  4a Hcl^ 1849 

Florenee  SackYille;  or,  Self-Dependence,  3  t.  p.  8to»  81a  6d  ...  Smith dsNder^.itsi 

Grammar-School  BoyBi  a  Tale,  post  8to,  4a Siw^gphm 1854 

Mabel  Trevor;  or,  the  Pearl  Necklace,  a  Tale,  12mo,  2a  6d DaHm  1853 

Boidiell  (Jo%,)  Midnight  Cry;  Coming  of  Son  of  Man  Considei«d,  18mo,  la  6d HamiiUim  1848 

amd  Kennedy  {C.R.)  Joint-Stock  Begistration  Act,  18mo,  8ad<i BntterworUu  ...1844 

{Tko9.)  Memoir  of,  by  W.  F.  Bnrchell,  12mo,  4a  6(j  BMCfrem 1849 

Bnxdiett  {R.)  Lectures  on  Linear  Penpecttve,  post  8vo^  7a Chapman  A  H.i^6 

Practical  Geometry ;  Course  of  Plain  Figures,  post  8vo,  fia.... Chapman^  M.iisS 

Bazdach  (C.i^.)  ^I^^  <1«  F>>jnologie,  6  V.  poet  8vo,  42a    Bailliire    1838 

Burden  (Ifn.)  Pleasant  Poems  lor  the  Toung,  18mo»  la Deandtihn  ...1853 

Short  Tales  in  Short  Words,  18mo,  la6rf Dean  4k  Sm  1854-7 

Burdens  of  Life,  Is  <*  the  Back  Fitted  to!"  by  Lady  M.  a,  12mo,  la Wertheim  i86x 

Burder  ((?eo.)  Sermons,  with  Easay  by  Hale,  12mo,  5$  M W.Baynu 1838 

Yillsge  Sermons,  8  vols.  12mo,  8a,  Trad  So€.;  1  vol.  8vo,  10a P.Jackion 1838 

_ Memoir  by  Cobbin,  new  ed.,  12mo,  8a Tegg  1856 

(H,P.)  Hints  on  Domestic  Discipline,  d2mo,  la  6d  Ward 1839 

Mental  Discipline,  12mo,  2t6d  Ward 1849 

Self-Discipline,  5th  edit,  82mo,  la  BeL  Tract  Soc.i$iz 

Lectures  on  Law  of  the  Sabbaih,  18mo,  2a  Ward 1831 

Pleasures  of  Beligion,  18mo,  2a lUl.  Tract  Soe.  1838 


: —  Notes  on  the  Pkophedes  of  the  Apocalypse,  post  8vo,  5a Ward 1849 

Sermons  at  Hackney,  8 vc^  12a   Ward 1854 

Way  of  Salvation,  82mo,  la   JUl.  Tract  Soe.  1846 

(Sam.)  Oriental  Customs :  Ulustrations  of  Scripture,  8vo,  0a Tegg  1839 

abridged,  12mo,  SsM Longman  1847 


(T.ff.)  Life  of,  with  Bxtncta  from  his  Correspondence,  ISmo,  4a  J,  ff.AeJJ'arker iij^6 

Memoir  of,  by  John  Burder,  12mo,  2a  6d Ward 1844 

. {Wm.)  Beligious  Ceremonies  and  Customs  of  all  Nations,  8vo,  12a Tegg  1841 

Bordett  (ifrt.)  Walter  Hamilton,  a  Novel,  8  vols,  post  8vo,  81a  dd  Newby    1846 

Burdon  (B.D.)  All  Clasaes,  a  Novel,  8  vols,  post  8vo,  81a  M    Newbg    1847 

Forester's  Daughter,  8  vols,  post  8vo,  31a  6d    Newbg    1844 

Friends  of  Fontainbleau,  3  vols,  post  8vo,  81a  6<f Sanndere  4Sf  0.  ,1^%^ 

Lost  Bvidence,  8  vols,  post  8vo,  81a  6ci SaundendiO.  1838 

Pope  and  tbe  Actor,  Svols,  post  8vo,  31a  6<f Nete^    1840 

Thirst  for  Gold,  8  vols,  post  8vo,  31a  W  Boone 1840 

Ward  of  the  Crown,  3  vols,  post  8vo,  31«  6d    Newbg    184a 

(WA  Poetry  for  Children,  Selected,  16mo,  2a  6<i  Chapman  d:H.i%iS 

(W.it)  Krst  Exercises  in  Latin,  new  edit,  12mo,  la  6d;  Key,  la  6d C.ff.Law  1859 

Burette  (Mme.)  Oinstmas  Eve:  Tales  from  the  German,  sq.  16mo,  3a ,....  WhUtaker 1849 

Baxfoid  Cottagtt,  and  its  Bobin  Bedreast,  new  edit,  18mo,  UM Tegg  i860 

Bnrge  {Wm.)  Account  of  the  Bestoration  of  the  Temple  Church,  8vo,  3a  6d   Pickering 1843 

Commentaries  on  Colonial  and  Foreign  Law,  4  vols.  roy.  8vo,  61 6a  ...  Benning 1837 

-Law  of  Suretyship,  8vo,  18a Benning. 1849 


Burger  ((?.^.)  Leonora ;  Two  Yene  Translationa,  12mo^  la BeUdi}kMg,..iZsi 

transL  by  Cameron,  illust  by  Maclise,  4to,  16a Longman      ...1847 

{T,H.)  Italy,  Climate  of,  in  Relation  to  Pulmonary  Consumption,  p.  8vo,  6a...  Longman  185a 

(>f».)Tr6sor8d*ArtExpo86i  A  Manchester  en  1867,  12mo,  8a  6d Barihe$ 1857 

Bftiger  (The)  end  Brighton  Leonora,  by  Jf  Warre  Tyndall,  ob.  sm.  4to,  7a  M Bentley  1849 

BorgoB  {Geo.)  Conservative  Standard  of  the  British  Empire,  2nd  edit,  8vo,  36a Whittaker 1835 

Burgess  (Men.)  Translation  of  the  Suna  Siddhanta,  roy.  8vo,  16a TriUmer i860 

(ff.)  Address  on  the  Power  of  Personal  B^igion,  18mo,  la  6d Blackader 1854 

Amateur  Gardener's  Year  Book,  12mo,  8a  6<i  Longman  1857 

•  Qymns  and  homilies  of  Ephraim  Syrus,  sm.  8vo,  10a Blaekader 1853 


JOS  BURGESS BURKE  1885-186^ 

BoiigMB    (IT,)  IieotarM  on  In6delity,  12ino,  4t  0d    Dimtu  1834 

(/of.)  Medical  and  L^  Rektions  of  Ifadaess,  8to,  7« CkurcMU  185S 

Memoin  of,  by  W.  P.  Bttigeii,  18mo,  It  M Mawon  1842 

(/.C.)  Trees,  Stadiesof,  foL,  5s Dickenton 1843 

(/.r.)  Life  Scenes  and  Social  Sketches,  12mo,  St  6<<    Kent  1862 

—*—-*-  (R,)  Greece  and  Lerani,  2  vols.  Sto,  14<,  Longman^  1835 — i^*  ^  7'   —  B,Bokn 1835 

^-^— — Sermons  for  the  Times,  12mo,  S«  6<2  8edey 1851 

(ap.T^ot.)  Lifeof,  by  J.  S.  Harford,  2nd  edit.,  12mo,  8«6<i Longman   1841 

-  Motives  to  the  Study  of  Hebrew,  12mo,  it    Tegg  1841 


-( 7*.  J7.)  Physiology  or  Mechanism  of  Blushing,  8to,  8« Churchill  1839 

•  Treatise  on  Eruptions  of  ihe  Face  and  Hands,  8to,  St ;  ool.,  lit  ...  JUnthav    1849 


•  {W,P,)  Principles  and  Doctrines  of  Ohristianity  Bxamined,  18mo,  2t Maton  184a 

Wesleyan  Hymnology,  18mo,  8i Snow 1846 


Burgh  {W.  de)  Commentaiy  on  Book  of  Pfealms,  2  t.  8ro,  28f Simptin i860 

Discourses  on  the  Life  of  Christ^  12mo,  it6d JUvimgUM  1S49 

Divinity  of  Christ  Considered,  fcap.  8vo,  2t  M iSt«pKn 1836 

»— Early  Prophecies  of  a  Redeemer,  8vo,  6« jStm^n 1854 

— — ^—  Exposition  of  the  Book  of  Revelation,  6th  edit.,  fcap.  8vo,  fit  Simpkin 1857 

Faith  ;  Discourses  on,  fcap.  8vo,  3t6d Simpkin 1835 

Hebrew  Grammar,  Compendium  of,  roy.  8vo,  5t Orr    1847 

Lectures  on  the  Second  Advent,  8rd  e^t.,  12mo,  5t  /.  F,  Shaw  ...1841 

Messianic  Piropheoies  of  Isaiah,  8vo,  6«    Simpkin i86a 

-^-^-— ^^  New  Marginal  Readings  on  the  Gospels,  new  edit,  fcap.  8vo,  it  J.  P.  Shaw    ...1845 

Redemption  and  Election,  12mo,  2t  6d    HamiUon  1841 

——— Tracts  for  the  Church,  18mo,  2f  6<i Longman  183S 

Bni^ghersh  ;  or.  Pleasures  of  a  Country  Life,  12mo,  2f  6d  Pdrtridgt 1855 

Buighley  {FeU.)    See  Ward,  C.  A. 

— —  {Lord)  History  of,  and  his  Suooessors,  by  Charlton,  roy.  8vo,  12# WhiUaker 1847 

life  and  Times  of,  by  Charlton,  new  edit,  18mo^  2t J,  Sughet 1851 

Burgomsster  of  Berlin,  from  the  Gemum  of  W.  Alexis,  8  v.  cr.  8vo,  81t  6d: Saundert  4s  0,  1843  ' 

Burgon  (/.  Wm.)  Gresham  (SirT.)  Life  andTimes»  2  v.  8vo,  80«,  1839— red.  tol5f...  B,  WiUon 1843 

— — ^— ^-^—  Inspiration  and  Interpretation  :  Seven  Sermons,  8vo,  lit JM,AJ,Parken%Si 

-— ^^— ^— —  Letters  from  Rome  to  Friends  in  England,  post  8vo,  12f   Mwraig i86a 

Petns  aPoem,  post  8vo,  ^M BellA  DaMg,..i%^6 

Portrait  of  a  Christian  Gentleman:  Memoir  of  P.F.Ty^er,8vo,2e.9f  Mwrray 1859 

Buigoyne  (J.C)  Chronological  Account  of  Events  in  India,  12mo,  2t  id  AlUndfOo.    ...1859 

-—(Gen^SirJno.)  Blasting  &  Quarrying  of  Stone,  12mo,l«,  Weaie,!^^^;  5e.,12mo,  ItM  Vniue i86a 

•^-^-^^— -  Construction  of  Common  Roads,  12mo,  1*  6rf  (Weale's  Series)   Virtue, 1861 

Military  Opinions,  ed. by Hon.G.Wrottesley,8vo,14<,  1859— red.lOfl6(2i9efifl0y  i860 

Buried  Bride,  and  other  Poems,  post  8vo,  7t6d  Simpkin 1839 

Buxke  {Kdm.)  Works  and  Correspondence,  8  v.  8vo,  96« — red.  to  84« Rivington  185a 

8  V.  post  8vo,  28«,  Bohn,  1842  ;  2  v.  imp.  8vo.  80# H.Bohn 1856 

Correspondence,  edit,  by  Lord  Fitiwilliam,  i  v.  8vo,  48t— red.  to88«  Rivington  1844 

— — —  First  Principles  of,  from  his  Writings,  12mo,  9t6d  RontUdge  1853 

-— ^•^— -  Inquiry  into  the  Sublime  and  Beautiful,  82mo,  It  6d    AUman 1861 

Life  of,  by  Prior,  8rd  edit,  8vo,  14s,  1839;  ^•^  «*•»  P<*t  ®^i  8*  W  j^.  Bohn 1854 

■  Public  and  Domestic,  by  Peter  Burke,  post  8vo,  2t  M Ingram 1851 

•  ■  and  Times  of,  by  Macknight,  Y.l  and  2,  8vo,  80f,  1850  ;  v.8,  20f  Chapman  A  if.  1 861 

-^— Reflections  on  the  French  Revolution,  8vo,  6t Rivington  185* 

Speeches  (Modem  Orator),  roy.  8vo,  10« Aylott    1846 

'  on  Wairen  Hastin^cs,  with  Letters,  2  v.  cr.  8vo^  7« H.Bohn 1853 


Wisdom  k  Genius  of,  with  Life  by  Burke,  p.  8vo,  Moxon,  7t  6ci— r.  toitdd  Nattali  1 849 

and  Russell  {Ld.J.)  upon  Puty,  edited  by  Cooper,  8vo,  it  » Pickering 1850 

Burke (5Jr/.^.)  Authorised  Arms  of  the  Gentry,  new  edit,  roy.  8vo,  SOt  T,  Harriton  ...1860 

■  Dictionaiy  of  the  Landed  Gentry,  r.  8vo,  i2t,  i860  ;  4  e.,  Pt  1,  25«.  T.  Marriton  ...i86a 

— —  EncyclopiBdia  of  Heraldry,  or  General  Armoury,  8vo,  42*— red.  to  21«  ff,  Bohn 1844 

Fam.  Romance;  Ann.ofAri8tocra(9,8v.p.8vo,31«6c{  ;n.e.21t$  12mo,fi«  BurttSB i860 

Heraldic  Register,  1849-50,  roy.  8vo,  21s Churton ...1850 

— — Historic  Lands  of  England,  V.  1  and  2,  roy.  8vo,  eaeh  21*   Chnrlon 1849 

Knightage  of  Great  Britain,  18mo,  6« Churion 1841 

Orders  of  Knighthood  :  Decorations  of  Honour,  roy.  8vo,  42« HwntJb  B 1858 

Peerage  and  Baronetage,  roy.  8vo,  38«    T.  Harriton  Awnual 

Roll  of  Battie  Abbey  Annotated,  16mo,  lOj  6d,  CAurfon—red.  to  6s  H.Bohn 1848 

Romance  of  the  Aristocracy,  8  v.  post  8vo,  81s  6rf— red.  to  15f  H.  Bohn 1855 

Royal  Descents  ;  Pedigrees  of  Founders  of  Kin,  roy.  8vo,  21<   T,  Harriton  ...1858 

Seats  and  Arms  of  the  Nobility,  4  v,  roy.  8vo,  each  21#   ffurttiLB 1855 

Vicissitudes  of  Families,  8  series,  post  8vo,  each  I2t6d Zon^man  ...1859-62. 

(/«.)  Gems  from  the  Catholic  Poets,  12mo,  1#  IMman 1859 

(/(M.jy.)  Days  in  the  Bast,  a  Poem,  8vo,  6« Smith  d:  Elder  184a 

(J.F.)  Dispensing  Chemist  and  Medical  PnpiFs  Assistant,  18mo,  2f  6d  Baldwin 1844 

■  Treatise  on  British  Husbandry,  3  v.  8vo,  24s B.Law   1847 

'^^{J.dsJ.  B.)  Extinct  and  Dormant  Baronetcies,  8vo,  8«t,  1 841— red.  to  15#   J,  R.Smith 1844 

Extinct,  Dormant,  and  Suspended  Peerages,  post  8vo,  21«. CoUmm 1841 

Heraldic  Illustrations,  8  v.  roy.  8vo,  94f  6<i,  Churton— nd.  to  63s  ...  H.Bohn  I844...6 

Ro/al  FamiUes  of  Great  Britain,  2  r.  8vo,  24s  H,Bohn 1844 


1836-1862  BURKE BURNET  109 

Biuke(J#r(.i^.)  lUiislntod  Langnaes  of  Plowen,  new  edit,  18mo,  1«  JioutUd^e  i86a 

{PeL)  C^lebratedTrialB Coimected with Aristoorac7,2T.8TO,82c,  1848;  n.e.l6«  Benning 1851 

Criminal  Law  and  its  Sentenoea,  12mo,  8f Btnning 1844 

InaolTenlDebton  Act,  12mo,  8«  6<i    Btnning 1845 

Law  of  Copyright  in  General,  12m<»,  5t   <Stereiu   184a 

International  Copyright,  English  and  French,  12mo,  5«    Low    185a 

Patents  for  InTontlona,  new  edit.,  8to,  6f  W Benning 1857 

-^— ^—  New  County  Court  Acts,  2nd  edit,  12mo,  6f Benning 1847 

Bomance  of  the  Fonim,  2  t.  post  8to,  21i,  185a  ;  new  edit.,  6f Hunt  A  B.    ...1861 

2ndser.,2T.  poatSTO,  21* Huntd:  B 1854 


iT.T,)  Aoconcfaer's  Yade-Meenm,  12mo,  4« 5»wpKn 1846 

BwUiardt  {C.BA  Faiiy  Tales  and  Legends  of  many  Nations,  12mo,  It  6d   H,  O,  C7oUtnf  ...1849 

Borfcill  (J.)  Hctoiial  Beanties  of  Mona,  Istseries,  fol.,  21t ;  ooL,  42s  DayisSon 1858 

Borkitt  {Wwl)  Help  and  Guide  to  Christian  Families,  82mo,  2t    Tegg  1835 

Notes  on  New  Testament,  8  t.  8to,  27t,  MozUg—n,  e.,  2  y.  8yo,  16«  Tegg  i860 

Burieigfa,  the  Lord  of :  a  FUy,  8to,  39  6fi    ChwrUm 1845 

Bnrli^ltoB  Albom  :  Pianoforte,  Vocal,  and  Dance  Mosic,  foUo,  15f  Coek$ 1861 

Boimeiater  on  Trilohttes,  by  Prof.  BeU  and  Forbes,  0«  6<i  Rag  Soc.    1846 

Bnzmeiater  (Her,)  Manual  of  Entomology,  translated  by  Ebuokard,  8to,  20t  ChwrUm 1836 

Buznese  Empire,  Description  of  by  Father  Sagermano,  ed.  by  W.  Tandy,  4to,  16« ...  Oriental Tr,Fd. 
Bora (CAoi.)  On  the  Construction  of  Horse  Eailways,  2nd  edit,  8to,  1«  M Weale    i860 

(CoL)  Naval  and  Military  Dictionary  of  the  Fr.  language,  4ih  ed.,  p.  8to,  I61  Murray i86a 

{J.8,)  Fleet  Registers ;  History  of  Fleet  Marriages,  2nd  edit,  8to,  7«   Bivington  1834 

History  of  Foreign  Protestant  Befngees  in  England,  8to,  9$ Longman  1846 

— —  Henley-on-Thames,  8to,  12c  Longman  1861 

Plarish  Registers  in  England,  Scotland,  Iielandi,  &c,  2nd  ed.  8to,  10«  M  J.R,Smiih 186a 

(Mrt.)  The  Road  to  Glory,  18mo,  2«  (Edinburgh)  HamUton i860 

(JKdt)  Bcdesiastical  Law,  by  Phillimore,  9th  edit,  4  r.  8to,  76« Sweet 184a 

Justieeof  the  Peace,  29th ed.,  by  Bere,  Chitty,  k  Wise,  7t.  8yo»  72  10«  Sweet 185a 

and  Pettish  Officer,  Snpplt  to  29Ui  ed.,  8to,  28«...  Sweet 185a 

Supplement  to  1860,  by  Keane,  8to,  88« ;  n.e.  26j  S^awdgSont  ...1850 

Saunders,  8to,  88< Crwkford 1849 


Statistics  of  the  Cotton  Trade,  8to,  12s  Simpkin    1847 

{R.S.)  An  Agricultond  Tour  in  Belgium,  HoUand,  and  the  Rhine,  post  8to,  7«  Longman  186a 

Arohitectural  Drawing,  in  8  books,  ea.  2c   Chamben  1861 

Book  of  Architectural  Designs,  2  pts.,  4to,  each  8c  Chambers  ...i86i-a 

Colonist  k  Emigrant's  Handbk. ,  Mechanical  Arts,  8to,  fie,  i  854 ;  2  e.,  8c  6d  Blackwoode  ...  1 860 

CoDserratorieB,  Constmction  of,  4to,  2c6cf Chamben  1859 

Cottage  Accommodation  for  Labourers,  4to,  2»6d Chamben  1859 

Designs  for  Mansions,  Villas,  Iec.,  Pts.  I  to  8,  roy.  4to,  each  2c  Hd C%am6erc...  1859-61 

•— ^— ^— -  Olonaiyof  Technical  Terms,  4to,  8c  Chamben  i860 

Hints  for  Farmers,  ^,  12mo,  U Bouiledge  i860 

>  EQstory  and  Mechanism  of  the  Steam  Engine,  8yo,  8c Longman  1854 

Illustrated  Architectural  Drawing  Book,  8to,  2c WarddfLo^...i$s6 

Illnstraiions  of  Carpentry  and  Framing,  4to,  1st  ic  2nd  ser.,  1859,  ea.  Sc  Chamben  1861 

Joinery,  2  series,  4to,  each  8c    Chamben i860 

-  Mechanical  MoTements  k  Agricultural  Machines,  4to,  Sc  Chamben  1861 


Jsometrica]  Drawing,  in  2  books,  each  2c Chamben  ..!...i86i 

Lessons  of  My  Farm,  12mo,  6c Lodnoood i86a 

Mechanical  Drawing,  in  3  books,  each  Ic  6ii  Chamben  1861 

Mechanics  and  Mechanism,  with  250  lUnst,  8to,  1857  ;  8rd  ed.,  2c  ...  Ward  A  Lock.,,  1%  $9 

: Ornamental  Drawing  and  Architectural  Derign,  8to,  8c Ward d: Lock...  1%$-; 

OutUnes  of  Modem  Farming.     V.  1,  Soils,  &o.,  12mo»  2c  i;Weale's  Ser.)  Virtue   i86a 

Plans  of  Dwellings  for  the  Working  ClasKS,  4to,  8c  Blaekwoode  ...1857 

Steam  Engine:  Histoxy,  2nd  edit,  8vo^  2c Ward 1857 

Treatise  on  Practical  Ventilation  as  to  Stmctnies,  post  8to,  6c Blackwoode   ...1850 

Tear-Book  of  Agricultural  Facts,  4>.8to,  1860,  6c ;  1861,  8c  6d ;  1862, 4c  Blaekwoodi  1860-a 

Bumaby  QPriorof  Durham),  Bede  roll,  1456>64,  8to,  12c SurteetSoe 

Bonap  (iF. (7.)  Lectures  on  the  Doctrine  of  Christianity,  12mo,  6c J.Chapman  ...1849 

Bone  (/oAa)  Treatise  on  Habitual  Constipation,  8to,  7c  6d  Longman  1840 

(PeL)  Teetotaller's  Companion,  new  edit,  rqy.  8to,  6$  A.HaU 1850 

with  Wine  Qaestion,  new  ed.,  roy.  8to,  7c  6rf  A.Hall 1850 

Boraell  (0,JL)  Annoal  Retrospect  of  Engineering  and  Architecture,  V.  1,  p.  8to,  7c6<i  Loekwood  i86a 

Rudiments  of  Hydraulic  Engineering,  12mo,  8c  (Weale*s  Series)  Virtue    i86a 

Bnmea  (Alex.)  Journey  to  and  Residence  in  Cabool,  8to,  18c Murray 1843 

(^oc.)  History  of  the  Knights  Templars,  4to,  25c  Blackwoode  ...1840 

Visit  to  the  Court  of  Sinde,  and  Histoxy  of  Cutdi,  12mo,  6c Longman  1839 

—^^0  Eany  on  Elements  of  British  Industry,  12mo,  2c  6c{ Longman  1848 

Bnmet <£!^.)  Discourse  on  the  Pastoral  Care,  by  Dale,  12mo,  new  edit,  8c  ^d BeU  d:  Daldy ..  1853 

Exposition  of  the  Articles,  Sro,  6c,  Tegg,  1850;  8vo,  7c J.H.AJ,Parkeri%^i 

liyPage,  8vo,  9c C.  H.  Law 1843 

— — Epitome,  by  R.  Hobart,  12mo,  2c  6<i  Simj^n 1849 

History  of  His  Own  Times,  1  t.  roy.  8to,  10c  6ci W.  Smith  .'.....1839 

2  T.  roy.  8to,  pktes,  42c W.  Smiih 1839 


the  Reformation,  2  y.  roy.  8to,  21c,  1850;  plates,  66c W,  Smdih 1841 
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iBurnet  (Bp.)  History  of  ihe  Refonnation,  abridged  by  Come,  8to,  10$  M  Parker^ Son,.. it^7 

' Reign  of  King  James  XL,  8vo,  9«  6d J.H.d:J.Parker\%s^ 

Mem.  of  Jm.  and  Wm.,  Dakes  of  Hamilton  and  Castle  Herald,  8to,  7«  M  J.H,d:J.Parheri%s^ 

On  the  Pastoral  Caro,  with  Preface,  by  T.  Dale,  fcap.  8to,  4t  WaMoume  ...1848 


(John)  Bssay  on  the  Deity  of  Christ,  12mo,  2«  6(i Rdfe 1835 

Eye  as  to  Paintingj  4to,  26f    LtujhUm    1837 


Essays  on  Various  Branches  of  the  Fine  Arts,  post  8to,  6s   Bogue 1848 

Hints  on  Colour  in  Painting,  4to,  81«  6<l Ltigkton    18*7 

Composition  in  Fainlang,  4to,  Ifis LeighUm    1827 

Light  and  Shade  in  Fating,  4to,  18« Laghton    1827 

Portrait  F&inting,4to,21t,^osrtte,  1 849 ;n.e.,  by  Murray, 4to,  12s  Virtue    x86o 


Lettenon  Landscape  Painting  in  Oil  Colours,  4to,  Bogue,  1848;  n.e.,  12f  Vifiue   1861 

■  —  Progress  of  a  Painter  in  the  19th  Century,  p.  8to,  10s  6d Bogue    1854 

— -  Rembrandt  and  his  Works,  4to,  81«  6(2— red.  to  12« Virtue   1859 

< Reynolds'  Lectures,  Illustrated,  new  edit.,  42s;  4to,  l.p.,  84s Ltighton   1844 

Turner  and  his  Works,  81s  6d,  1851;  new  edit.,  by  H.  Murray,  4to,  12s  ViHue    i860 

Burnett  (Alex,)  IHUage  a  Substiiute  for  Manure,  on  Tull'e  System,  12mo,  5s    WhiUaker 1859 

(CM,)  Crime  and  Insanity,  Causes,  Connections,  and  Consequences,  12mo,  Is  HigUey 1851 

Insanity  Tested  by  Science,  8to,  5s   HigkUy 1848 

Philosophy  of  Spirits  in  Relation  to  Matter,  8vo,  Os    Highleg 1850 

Power,  &c.,  of  God  in  Creation  of  Animals,  8to,  15s Bwme 1838 

• {O.T.)  Outlines  of  Botany,  8to,  21s ReMkav    1835 

(if.il.)  lUusts.  of  Useful  Plants,  edit,  by  Miss  Burnett,  2  t.  4to,  n.  e.,  68s  WiUie    1849 


{Peter  H.)  Psth  which  led  a  Protestant  Lawyer  to  the  Cath.  Church,  8to,  16«...  NefD  York i860 

Bumey  {Cha.)  Catalogue  of  MSS.  in  Brit.  Museum,  by  Forshall,  8?o,  18s  ;  cold.  68s  Payne    1841 

: Treatise  on  the  Gfame  of  Whist^  18mo,  2s  Boone 1846 

{France*)     See  D'Arblay,  Madame. 

Burnish  Family,  a  Temperance  Tale,  16mo,  Is  6(2;  2s    HouUton   1857 

Burnley  {W,H.)  Trinidad,  as  to  Negro  Emancipation,  1842,  8yo,  6s Longman  184a 

Bums  {Capi,)  Naral  and  Military  French  Technical  Dictionary,  12mo,  5s  6(2  ....:....  Simpkin 184a 

(Oeo,)  Pastor's  Gift  to  his  Psrish  Families ;  Prayers,  12mo,  lr6d  WaMowme  ...1839 

Prayers  for  Closet  and  Family,  with  Remarks  on  Prayer,  sq.  1 6mo,  2»  6d  ffamiUon  1 86a 

{Bev.I.)  History  of  the  Chnreh  of  Christ,  ▲.».  1  to  818,  post  8vo,  5s    Neleon   t86a 

Sanctity  of  Home;  Words  of  Counsel,  18mo,  Is  6(i   Bamilton 1853 

{I>r.J.)  Select  Works,  cheap  edit.,  or.  8to,  16  v.,  each  8s  6d HoulMon   i860 

Christian  Exercises  for  every  Lord's  Day,  poet  8vo,  4s  6cJ BoulMon    185s 

Philosophy;  or.  Materials  for  Thought,  cr.  Syo,  8s  6ci  HouUton    1849 

' Preacher's  Pocket  Companion,  18mo,  2s  6(i ffouhUm    1846 

Sketch  Book,  2  v.  12mo,  9s ^<m/ston  ...1829-36 

Christian's  Daily  Portion,  12mo,  Seed HouUton   1848 

Death-bed  Triumphs  of  Eminent  Christians,  roy.  82mo,  2»  HouUton    n.  d. 

Diaoonraes  on  Various  Forms  of  Religion,  18mo,  Is  6<i  Houltton    1851 

Light  for  the  House  of  Mourning,  12mo,  2s  6(i   ffouUton    1850 

8i<A  Room,  12mo,  2s  6d ffouldon    1850 


'  Marriage  Gift-Book  and  Bridal  Token,  postSvo,  58 ffouleton    i86a 

-  Missionary  Enterprises  in  Many  Lands,  82mo,  2s ;  8rd  edit.,  U6d...  Knight <k Son... 2  9$^ 

■  Mothers  of  the  Wise  and  Good,  12mo,  28  6d,  Houhton,  1 854 ;  n.e. ,  Is  6(2  Simpkin 1 86a 

-Notes  of  a  Tour  in  United  States  and  Canada,  1847, 18mo,  2s ffoulaton   1848 

Pulpit  Cyclopeedia,  4  ▼.  post  8vo,  14s  BoulUon  ...1846-60 

-  Sermons  for  Families  and  ViUage  Worship,  post  8vo,  8s  M    JfouUion   1842 

the  Sick  Room,  Family  Reading,  &c,  cr.  8vo,  5s   Houltion   1854. 


•  Sketches  and  Skeletons  of  Sermons,  4  v.  12mo,  new  edit.,  each  80  6c2   IToulaton  i860 

of  Sermoia  for  Sunday  Schoob,  fcc,  18mo,  Is  6<2   ffoulMon  1861 

— — on  Christian  Missions,  12mo,  9»6d  ffouUton  1861 

Ftotbles  and  Miracles,  12mo,  Zadd HouUton  1847 

Scripture  Characters,  &c.,  12mo,  8s6(f HouUion  1851 

Special  Occasions,  12mo,  8<  6(i HouUton  1861 

Types  and  Metaphors,  12mo,  8«6<l  HouUton  1861 


UniTorsal  Lore  of  God,  new  edit.,  18mo,  Is   HouUton   1861 

Youthful  Christian :  Instruction,  Counsels,  &c.,  18mo,  Is  6(i   HouUton    t86i 

>  (John)  Christian  Fragments  ;  or,  RemariLS  on  Religion,  12mo,  5i Longman  1844. 

Guide  to  Health,  12mo,  Zt  6d  Simpkin 1845 

Principles  of  Christian  Philosophy,  new  edit.,  12mo,  6s  6c{  LotCgman  1846 

Midwifery,  new  edit.,  8vo,  16s  Longman  1843 

Surgery,  2  t.  8to,  24s Low/man  1838 


-(/.Z>.)  Heavenly  Jerusalem,  new  edit.,  18mo,  1« NeUon  186a. 

Tisionof  Prophecy,  and  other  Poems,  12mo,  6s HamiUon  1858 

—  {Rt.)  Poetical  Works,  roy.  8vo,  88  pktes,  18s  and  24s ViHue  n.eL 

2  T.  4to,  76  plates,  50»   Vvrtue   n.  d. 

I2mo, 6s, (7room5ruf<7e,  1 857 ;8s6(2,i7ottZs<Ofi,  1 840 ;2<6<2  Kent 1859 

Illufltrated,  with  Notes,  2  v.  roy.  8vo,  86s Bladeie 1857 

by  Chambers,  2  v.  8to,  20«;  4  v.  12mo,  12s    Chamben  1859 

'- Cunningham,  roy.  8to,  10s  6e2 H.Bohn 1847 

Currie,  18mo,  8s  CM, Lav  1859 

ailfillan,  2  V.  8?o,  9s   ..-. NiAet 1856 
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Bnnu  (Hobi.)  Poetiedl  Works,  by  Hogg  and  MotherweQ,  5  t.  12mo,  17a  6d  

Macpherson,  12mo,  8« 

Nicolas,  8  V.  12mo,  16§    

' Willmott,  12mo,  illugt,  6i  ;  newed.,  SsM    

Centenary  Poems  on  his  Birthday,  8vo,  7t  dd 

Chronide  of  his  100th  Birthday,  by  Ballantine,  imp.  8to,  12* 

Jolly  Begxan,  a  Poem  (Fac-simile  of),  sm.  4to,  7«  Qd 

• Life,  by  Lockhait,  12mQ,  S«  6<2  ;  3« 

Poems  and  Songs,  lUastiated  by  Tarioas  Artists,  roy.  8to,  21  j 

■  Songs,  Cent,  ed.,  with  Arrangements  by  Montgomery,  2  bks.,  4to,  ea.  It 

■  of,  tr.  into  Medisral  Latin  Verse,  by  Alex.  Leighton,  4to,  5$  .. 

amd  Mrs.  M'Letrose  {Clarinda)  Coriespondenoe  of,  post  8vo,  8«  6<2  ... 

Scott  {WaU.)  Lives  of,  by  Eev.  J.  White,  12mo,  It  W 

(Wm.)  What's  in  a  Name  ?  fcap.  8to,  Ued 

{W.M.)  Life  and  Times,  by  the  Islay  Bonis,  cr.  8yo,  8f  dd 

BnmsL     Several  Series  of  Pablioations.     Vide  Appendix. 

Bomsde  (Ww^^Smiflh)  Lex  Bvangelica;  or.  Essays  for  the  Times,  8to,  10s  6d 

BiiTr(Ftce-Pres.J.)  Life,  by  Davis,  2  vols.  8vo,  28s  

{Fred,)  Introduction  to  the  Study  of  Geology,  2nd  edit,  12mo,  Of  6d 

G.  2>. )  Instnietions  in  Practical  Surveying,  8rd  edit. ,  post  8vo,  7$6d 

BoireU  {J.  P.)  Official  Bulletins  of  the  Battle  of  Waterloo,  with  Transl.,  loy.  8vo,  5« 

Buxrington  (E.B,)  Revelations  of  the  Beautiful,  ace.  Poems,  post  8vo,  7«  6c{  

(OiOerl)  Genealogies  of  Old  and  New  Testaments,  2  v.  4to»  63f  

Burritt  {EUku)  Miscellaneous  Works,  12mo,  Zs  ed 

■'  Peace  Papers  for  the  People,  new  edit.,  12mo,  Is  

Sister  Voices  of  Field,  Factoiy,  and  Fireside,  18mo,  Is  6<i  

Sparks  from  the  Anyil,  12mo,  new  edit.,  1*  

Voice  from  the  Forge,  12mo,  Is    

Tear  Book  of  the  Nations,  1856-6,  12mo,  2»  6d  

{£,  IF.)  Geography  of  the  Heavens,  with  Atlas,  new  edit,  12mo,  8f 

Burough  {£dw.)  Memoir  of,  by  W.  and  T.  Bvans,  12mo,  6$ 

Burroogiu  (Jer.)  Exposition  of  Hosea,  Memoir  by  Sherman,  roy.  8vo,  21s   

Bare  Jewel  of  Contentment,  18mo,  4s— red.  to  2s,  Bohn ;  n.e.,  8vo,  2s 

Burrow  (C,B.)  Mendip  Hills,  a  Poem,  4to,  2s  M     

(E.B.)  Select  PSahns  in  English  Verse,  12mo,  2t    

Sketches  of  Astronomy,  12mo,  2s  6d   

i£.J.)  Hours  of  Devotion,  translated  from  the  German,  8vo,  lOi  6d  

Scholar^s  Companion  to  the  Bible,  new  edit,  12mo,  2s 

(XJ7.)  Stories  for  Weekdays  and  Sundays,  18mo,  Is  

Bflirowdale,  a  Tale,  cr.  8vo,  limp,  2s 

Burniwes  (/.F.)  Pianoforte,  Guide  to  the  Practice  of,  18mo,  2s  ed    

Primer,  12mo,  4s 

Thorough  Bass  Primer,  12mo,  7s 

Companion  to,  4s,  1856;  Key  to,  4s  

(Pe(.)  Select  Speeches  and  Memoir,  8vo,  12s  M 

ButrowB  (0,M.)  Treatise  on  Disorders  of  Cerebral  CircuUtion,  8vo,  10s  6d 

(H.W.)  Parochial  Sermons,  12mo,  Ist  and  2nd  series, each  5s 

{Mary)  Sketches  of  Our  Village,  and  other  Rhymes,  12mo>  2s  ed  

{MmUagu)  Psas  and  Class,  an  Oxford  Guide  Book,  2nd  ed.,  fcap.  8vo,  6s   

{Wm.)  Adventures  of  a  Mounted  Trooper  in  Australian  Police,  12mo,  Is  ed 

BnniU  {HetL)  Hand  Shadows  thrown  upon  the  Wall,  4to,  2s  ;  col.,  8s6<f    

' 2nd  series,  4to,  2s ;  col.,  8s  ed 

Buniem  {BoUo)  Peep  into  Toorkisthan,  8vo,  8s  ed  

iWm.)  TrMtment  of  Pulmonary  Consumption,  pest  8vo,  6s 

Borstal  (E.)  Handbook  for  Pilots  and  Coasters  on  the  Biver  Thames,  8vo,  Is  ed 

Burt  (Alf.)  Treatise  on  Different  Systems  of  Life  Assurance,  8vo,  7s  ed  

(/.T.)  Results  of  System  of  Separate  Confinement  in  Prisons,  8vo,  8s  6ci 

{MJk,)  German  Poets,  Specimens  of  Choicest  Productions  of  the,  2e.,  8vo,  0s  ed 

{T.S.)  Metrical  Epitome  of  the  History  of  Bnghind  prior  to  George  I.,  8vo,  8«... 

MiaoeUaneous  Papers  on  Scientific  Subjects,  post  8vo,  8s 

(Fr.)  Curiosities  of  Nature,  12mo,  1$  ed  

Bnrt<m(C%.)  Leetares  on  the  Deluge  and  World  after  the  Flood,  8vo,  12s 

Millennium,  12mo,  7s  W    

World  before  the  Flood,  8vo,  12s   

{C.J.)  Creation :  an  Illustration  of  the  Mosaic  Record,  8vo,  9s 

Three  Lectures  on  "Archbishop  Cranmer,"  cr.  8vo,  8s  

(C)  and  De  U  Rue  (W.)  TaUes  of  Chemical  EqulTalents,  Pt  1,  4to,  4s  

(E.)  Theological  Works,  with  Memoir,  6  vols.  8vo,  OOs  

AbaoMng  Power  of  the  Church,  8vo^  8s6(f 

Greek  Testament,  with  English  Notes,  6th  edit,  8vo,  10s  ed  

• History  of  the  Christian  Church,  12mo,  6s  ed\  new  ed.,  6s 

•  Lectures  on  SocIesiastiGal  History  to  a.».  813,  new  edit,  8vo,  12s  

(jP.^.)  Astronomy  Simplified,  12mo,  Is 

Distant  Glimpses;  or.  Astronomical  Sketches,  12mo,  4s  ed  

Bieetive  Polarity  the  Universal  Agent,  2nd  edit,  8vo,  7s  
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rton  ((?.)  Chronologjof  Stamford,  12mo,  5s J.ffughet  1846 

-{H.E.)UndtAi,  a  Metrical  Romanoe,  Syo^  5»  SnUih  ^  Elder..  iZ^s 

-  {John)  ChriBtian  DerotedneaB,  fcap.  8to,  4i Snow  i860 

"(JM.)  Book  Hunter,  &c.,  12mo,  7«  6rf  BlaehtooSk    ...1862 

History  of  Scotland,  1689-1748,  2  vols.  8vo,  26<  Longman    1853 

Introduction  to  Study  of  **  Bentham^s  Works,"  roy.  8vo,  2t  6d Simpkin 1843 

Law  of  Bankruptcy,  &c.,  Scotland,  2  y.  roy.  8to,  84«   Simpkin 1845 

Lives  of  Lord  Lovat  and  Duncan  Forbes,  post  8to,  9«   Chapman  di  ff.  1847 

Manual  for  Emigrants,  12mo,  iiiid Chamben  1851 

of  the  Law  of  SooUand,  new  ed.,  2  vols,  poet  8vo,  each  61 ......  Simpkin 1855 

Narratives  from  Criminal  Trials,  Scotland,  2  v.  post  8vo,  18s   Chapman  d:H.  185a 

Political  and  Social  Boonomy,  12mo,  2f  6ci  C^uunben   1849 

-{Mary).     See  Cryer. 

-  (iVo^.)  History  of  Kilmainham  Hospital,  8vo,  lOs Longman   1843 

Voyage  to  Alexandria  and  Jerusalem,  12mo,  6s  BagtUr  1838 

-  (iZo6<.)  Anatomy  of  Melancholy,  new  edit.,  8vo,  8«  6<l  Tegg  1861 

-  (R.F.)  City  of  the  Saints,  and  Rocky  Mountains  to  Califomia,  2nd  ed.,  Svo^  18«  Longman    t86a 

Falconry  in  the  Valley  of  the  Indus,  post  8vo,  6i   Van  Voont    ...185a 

-^— -»  First  Footsteps  in  Bsstem  Africa,  8vo,  18f Longman  1856 

Goa  and  the  Blue  Mountains,  post  8vo,  lOi  6<<  JSentleg  1851 

Lake  Regions  of  Central  Africa,  2  V.  8vo,  81j  6<2    Longman  i860 

Pilgrimage  to  El  Medinah &Meccha,  8  v.  8yo,  43s,  1855-6;  2  e.  p.  8vo,24«  Longman    1857 

Scinde;  or,  the  Unhappy  Valley,  2  v.  post  8vo,  21«  Jkntleg  1851 

Sindh,  and  Baoesof  the  Valley  of  the  Indus,  8vo,  12s AUendsCo. 1851 

( IF. )  Walker's  Essays  and  Correspondence,  8vo,  8s  6d Longman   ......  1838 

{W.ff.)  Law  of  Real  Property,  by  Cooper,  new  edit,  8vo,  24f    Stevent    1856 

{W.  W.)  Stote  of  Religion  and  Education  in  New  South  Wales,  8vo,  12t    C7rost  1840 

i»n;  or,  the  Siege,  a  Romance,  by  Ingraham,  2  v.  or.  8vo»  lOt  6d  Wileg 1838 

rtt  {C.J.)  Exempla  Neceesaria ;  Elementary  Latin  Exercises,  Srdedit.,  18mo^  2<6<f  Whittaher i860 

ry  (JBaroneu  B.  de)  Qermania,  its  Courts,  &c,  2  v.  8vo,  28s    CoUnam 1850 

-  {Lady  C.)  Devoted,  a  Novel,  8  v.  post  8vo,  31«  M BenOey  1836 

Diary,  Illustrative  of  the  Times  of  Geoige  IV.,  2  v.  post  8vo,  21t...  Cofhnm 183S 

Divorced,  a  Tale,  2  v.,  21»,  1837;  12mr,  Is BmUUdgt  % 1838 

Family  Records ;  or,  the  Two  Sisters,  8  v.  post  8vo,  81s  6c{ Sawnden  <£r  0.  1841 

Love,  aNovel,8v.p.8vo,81s6<i,  CoBbwrn^  1837;  fc.  8vo,  ls6c{ BonUedge  i860 

-{Edw.)  Gaiden  MediUtions,  18mo,  U6d     Bel.  TradSoe.  1838 

-  (7W6.)  Remains  of  Ecclesiastical  Woodwork,  folio,  21s Weale 1847 

Rudimentary  Styles  of  Architecture,  8rd  edition,  llSmo,  Is  6d WeaU 1856 

-  (ViacL)  Standing  Onlers  on  the  Oiycaniiation,  ftc.,  of  Volunteer  Corps,  8s  6d  ...  Parker  A  Son   i860 
ry  St.  Edmunds,  Visit  to,  18mo,  2s  6d Haiehard  .....'.184$ 

-  Wills  and  Inventories,  4to Camden  Society 

iby  {Stan.)  Lectures  on  English  Poetry,  12mo,  8s    Whittaker 1837 

-  (7^.)  Dictionary  of  Musical  Terms,  12mo,  7s..... Whittaker  1840 

ich  {Br.)  Reductions  of  Bradley's  Observations,  4to  sheets,  8s  Gardner 1839 

(0.)  German  Conversation,  Manual  of,  12mo,  4s  TriUmer     1856 

ih  {C.K.)  Summary  View  of  the  Evidences  of  Christianity,  fcap.  8vo,  8s  dd Longman  1845 

-  {Dr.  C.)  Rectum,  on  the,  8vo,  21s WiUy 1839 

(/*.)  Christian  Stewardship  Exemplified,  12mo,  8s Maeon 1849 

^ ((?.)  AnastasiB,  or  the  Doctrine  of  the  Resuireotion,  I2mo,  6s Wiley 1844. 

Hierophant,  or  Jounials  of  Sacred  Symbols  and  Prophecy,  8vo,  9s Wiley 1844 

Mesmerism,  Relation  of,  to  the  Doctrines  of  Swedenborg,  12mo,  4s  6d  NevAery 1847 

Notes  on  Exodus,  2  v.  8vo,  12s;  Genesis,  2  v.  8vo,  12s  New  York 185a 

Joshua,  8vo,  5s;  Judges,  8vo,  6s    New  York 185a 

Leviticus,  8vo,  6s;  Numbers,  8vo,  7s New  York 1854 

On  the  Resurrection,  12mo^  l$6d  Wiley 1845 

Soul,  12mo,  8s  ed    Wil^ 1845 


—  (/otA.)  Evangelical  Sermons,  fcap.  8vo,  istd    Hamilton  1842 

Sermons  at  Long  Ashton,  12mo,  2s BamiUon  1842 

—  (Mrs.)  Memoirs  of  the  Queens  of  France,  2  v.  p.  8vo,  21s,  184a  ;  n.e.,2v.  12s  CoUmna 1848 

—  (TAo.)  Memorial  of,  12mo,  8s Maeon 1849 

ih  Wanderings  of  a  Naturalist  in  Australia  Felix,  fc.  8vo,  2s  6^  i860  ;  n.e.  Udd  Boutledge  1862 

ihby  {Edw.)  Essay  on  the  Human  Miiid,  12mo,  4s  6<2,  1835  ;  new  edit,  2s  M  ...   WhiUaker 1854 

Introduction  to  the  Study  of  the  Scriptures,  5th  edit.,  12mo,  2s  6ci...  WhiUaker 1848 

(^./.)  Election  Manual,  12mo,  6s   Benning 1857 

Widow  Burning,  a  Narrative,  post  Svo,  8s  6cl Longman  1855 


{he  (C.iT.)  View  of  the  Evidences  of  Christianity,  12mo,  8s  6(2   Longman  1845 

ihell  {Cha.)  Rigger's  Guide  and  Seaman's  Assistant,  12mo,8rd  edit.,  4s  HamiUon  1857 

ihnan  {J.S.)  Flowers  and  their  Poetry,  square,  new  edit.,  red.  to  2s  6<i  BoiUledge  1855 

Histoiy  of  the  Saline  Treatment  of  Cholera,  Svo,  8s  6d    Orr    1850 

Homoeopathy  and  the  Homceopaths,  12mo,  5s    CJivrckiU  1851 

Household  Medicine  and  Surgery,  12mo,  U  6d ffoulston    1858 

Miss  Martineaa  and  Her  Master,  12mo,  5s Churchill  1851 

Observations  on  Hydropathy,  12mo,  4s  Churchill  1846 

Philosophy  of  Instinct  and  Reason,  post  Svo,  5s Longman  1837 

Physiology  of  Animal  and  Vegetable  Life,  post  8vo,  Is  6d  Botdtton    1855 
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Bnshnan  (J.  S. )  ReUgioos  Reyirals  in  Relation  to  Nerrons  and  Mental  Difleases,  Svo^  1«  Churchill  1 8  60 

Boshnell  (fTor.)  Christian  Knrture,  12mo,  U  6d,  Z<w,  1861  ;  12mo,  U  6d  Ntlson    1861 

Disconraea  ;  God  in  Christ,  post  8vo,  Chapman,- 1850  ;  3«  6d   Triibner i86x 

Nature  and  the  Supernatural,  post  8vo,  6«  ;  cheap  edit.,  d<  6rf Low    i86i 

New  Life,  cr.  8to,  is  6d  ;  cheap  edit.,  fcap.  8vo,  U  6d Low    i860 

BosinesB  and  Pleasure ;  or,  Social  Progress,  18rao,  2» Rel. Tract  Soc,   1854. 

Life  :  the  Experience  of  a  London  Tradesman,  2nd  ed.,  foap.  8vo,  2»M  ...  Jfoulston    1861 

Man's  Note  Book,  edited  by  Hogg,  12mo,  9« Bogg 1857 

Bu&k  {ffans)   Description  of  the  Rifle,  and  How  to  Use  It,  8th  edit.,  12mo,  2$  6d...  Routledge  1859 

Handbook  for  Hythe,  12mo,  2«6<2 RovtUdge  i860 

On  Efficiency  of  the  Navies  of  the  World,  post  8to,  7«  6d BouHedge  1859 

Organiation  and  Drill  of  Rifle  Volunteers,  12mo,  ls6d  Routledge  1859 

Rifleman's  Manual,  8yo,  7»  6d  Noble 1858 

Tabular  Arrangement  of  Company  Drill,  roy.  8vo,  8« RoiUUdge  i860 

Target  Register,  4th  edit,  8to,  1« Routledge  i860 

—  (ITfV.  TF».)  Biographical  Sketches,  European  and  Asiatic,  16mo,  6« Newbg    1847 

History  of  ModisYalBppee,  Emperors,  &c.,  4  v.  po8t8vo,  42«    Hookham  1856 

Flays  and  Poems,  2  y.  12mo,  21< Hookham  1837 

Buss  (J7.)  ^o^^i^'b  Medical  Present,  18mo,  2«  fld   Joe. Blackwood  Ji6o 

Bufisey  ((?.Jf.)  Bible  StoriM,  square  16mo,  5t  Thomoi 1840 

Fables,  original  and  selected,  illustrated  by  Grandrille,  roy.  8to,  14*...    WiUoughby   ...  1841 

• History  of  Napoleon  and  of  France,  2  ▼.  imp.  8vo,  42a Thomai 1840 

Bustead  <7%<M.  TF.)  Trades  Union,  Combinations  and  Strikes,  1« Sievetu   i860 

Buswell  (Ifm.)  Plain  Parochial  Sermons,  12mo,  6«  Ualchard  184a 

Busy  Body,  a  Novel,  St.  post  8vo,  81«  6d   Bentley  1843 

Busy  Hives  aronud  us :  Trips  to  the  Mine,  Workshop,  and  Factory,  fcap.  8vo,  3<  6<2  Hogg 1860 

Batcher  {Wwl.)  Plain  Disoouises  to  a  Country  Congregation,  new  ed.,  12mo,  3«  6(2 ...  Groomhridge  ...1844 

Botier  {Alb.)  Lives  of  the  Fathers,  new  ed.  by  Husenbeth,  2  v.  roy.  8vo,  42< Dolman 1857 

12  V.  8vo,  60«;  plates,  72» Dolman 1847 

12mo,  42s  T.JoncM 1846 

82mo,  12»   T.Richard*on...i%^y 

{Alf.)  Elphinstone,  a  Novel,  3  v.  post  8vo,  81»  6<i Bentley 1841 

-  Herberts,  a  Novel,  3  V.  post  8vo,  81*  6(2    Saunders  d:  0.  184a 

■  Midsummer  Eve,  a  Novel,  8  v.  post  8vo,  81«  6d  SaundenA  0.  184a 


( J. 5.)  Church  Catechism  ExpUined,  18mo,  1«  6d Royaton 1856 

—  (Mrs.C.)  Coloured  Nursery  Picture  Books,  4  v.  16mo,  ea.  1j  6rf DeamkSon   ...1856 

Ice  King  and  Sweet  South  Wind,  new  ed.  16mo,  8«  6d  ;  coloured,  5f . . .  A ddey    1 854 

(Chat.)  Guide  to  Geography,  18mo,  1«  6d ;  with  Maps,  2c   Dean  tk  Son  ...1846 

Useful  Knowledge,  8rd  edit.,  18mo,  li  M Dean  A  Son  ...1848 


Medicine  Chest  Directory,  new  edit.,  12mo,  3»  6d Simpkin i860 

'{Diana)  Heirs  of  Blackridge  Manor,  a  Tale,  8  v.  post  8vo,  81f  6d   Chapman  A  ^.1856 

-{E.)  Lessons  on  Plane  Trigonometry,  12mo,  2<  6d Groomhridge  ...i86a 


—  (lfrs.i^.)  Francis  the  First,  a  Tn^^y,  8 vo,  6«  6d Murray 1831 

Journal  of  a  Residence  in  America,  2  v,  post  8vo,  18« Murray 1835 

■       Pbema,  12mo,  2b  M Waahboume  ...1849 

Star  of  Seville,  a  Drama,  8vo,  b$M Saunders  di  0.  1837 

Year  of  Consolation,  Poems,  2  v.  poBt8vo,  21« Mojcon  1847 

({M>.)  Family  Prayers,  post  8vo,  6«   Macmillan    ...i86a 

Lectures  on  Principles  of  Imitative  Art,  new  edit.,  12mo,  6j Parker  id  Son    1853 

Sermons  preached  in  Cheltenham  College  Chapel,  post  8vo,  7t  6(i  Macmillan i86a 

Village  Sermons  preached  on  Tyneside,  12mo,  8« J.H,dsJ.Parker\%ij 

—  {Capt,B.)  South  African  Sketches,  imp.  4to,  31«  6d Aekermann    ...1841 

{H.M.)  Sermons  preached  in  the  Chapel  of  Harrow  School,  cr.  8vo,  7f  6(i Macmillan    ...1861 

{Bp.J.)  Works,  2  j.Syo,  Hi,  J. JEi.d: J.Parker,  1844  ;  12mo,6«,  1850;  n.e.,  8«6d  Tegg  i860 

by  Halifax,  8vo,  7«  6<£    Waehboume  ...i9$o 

Analogy  of  Religion,  18mo,  2«    E.Law   i860 

12mo,  4f,  Rivington\  12mo,  4«  6d J.  H.A  J.Parker  it^S 

by  Barnes,  18mo,  2«,  /ZoiO/ed^e;  n.e.,12mo,  2i6<2  Hamilton  1859 

Croly,fcap.  8vo,  4«6<i,  1839 ;n.  e.l2mo,  2$  6d  A.Hall  1850 

• Fit^rald,  8vo,10#  6^,1848;  2nd  edit.,  7«  6rf  Tegg  i860 

^Halifax,  n.e.,  12mo,  2t,  Tegg,  186*;  8vo,  4«6(i  Waahboume  ...1836 

Steere,  8vo,  12*,  1858;  12mo,  6« Bell df  Daldy... iZ6% 

Wilson,  12mo,  4»;  new  edit.,  2t Orijln    1846 

— — Analysis  of,  by  Bushby,  8vo,  6a Longman  1840 

_^__ Duke,  8vo,  4f  6d   Maatera 1847 

= • Gorle,  18mo,  3s Whittaker 1855 

_. . — ■  Hobart,  12mo,  ia  Longman  1834 

— ^•^— Parkinson,  2nd  edit.,  18mo,  \a...  Petheram  1850 

Pughe,  18mo,  3«  6(j   Whittaker 184a 

Wilkinson,  8vo,  5f J.H.<L'J.Parkeri%^y 


-and  Select  Sermons,  new  edit.,  12mo,  2a  6d  Chambers  i860 

-  by  Walford,  post  8vo,  8«  6d. . .  H.  Bohn 1 860 


-  Catechetical  Help  to,  by  Hutton,  8  e.,  p.  8vo,  ia  6(2  Rivington  1 859 

-  Handbook,  by  Swainson,  post  8vo,  la  dd   MaemiUan 1856 

-  Index  to,  by  Bentham  and  Bartlett,.  8vo,  2a  6d...  Parkei'd!Son...i94% 
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Butler  (JSpJ.)  Analogj  of  Religion,  with  Sermona,  and  life,  by  Angus,  12mo,  Si  <M  ...  Bel  Tract  Soe.  1855 

— — OoTernment  of  Sie  Tongue,  12mo,  1< Oroombridffe  ...i^S7 

Life,  WritingB,  &o.,  by  Bartlett,  8vo,  12» Parker d- Son... iiZ9 

Remains  (hitherto  unpublished),  edited  by  Steere,  8vo,  1«  6d RitingUm  1853 

— Sermons,  12mo,  2«,  Tegg;  8to,  4«  6d    £.Law  1848 

• and  Remains,  by  Rev.  B.  Steere,  12mo,  6«   BeU  ADaldy...\%(»% 

-  at  Rolls  Chapel,  Dublin,  with  Notes,  new  edit,  8vo,  7f  Longman  1859 

— on  Human  Nature,  edit,  by  Whewell,  newed.,  12mo,  8f  W...  Parker d: Son.. .1%$$ 

'  Moral  Subjects,  edited  by  Whewell,  12mo,  U  %d Parker de  Son... i^^ 


->—  {Maj.J.)  Travels  and  Adventures  in  the  Frovinoe  of  Assam,  8to,  12f    Smith ds  Elder, ,i%ss 

(Jno.)  Horse,  and  How  to  Ride  Him,  fcap.  8vo,  U  6d    ffouUton i86i 

(J.O,)  Geography  of  the  Globe,  by  Rowbotham,  11th  edit.,  12mo,  it  M Simpkin 1859 

■ New  Introduction  to  Geography,  18th  edit,  12mo,  2s  6d Walker  1859 

•  Questions  on  Roman  History,  new  edit.,  12mo,  5$M  Simpkin 1827 


{P.E,)  Songs  of  the  Sanctuary,  and  other  Poems,  82mo,  8«  M   Baichard  1837 

—  {LadyR)  Jessie  Cameron,  a  Highland  Story,  new  edit.,  12mo,  2a  6d Blackwoodi    ...1857 

The  Prophecy,  2  y.  poet  8to,  21t ^ Bentley  i86» 

(i2ic&.)  Sermons  on  Holy  Communion,  12mo,  is  6d  Hattkard  ......1858 

Home  Duties,  12mo,  It  6d Haiehard 1858 

Morning  Service,  12mo,  2$  6d Hatchard  1858 

(Bp.S,)  Ancient  and  Modem  Geography,  n.  ed.,  2  v.  12mo,  each  4m;  1  v.  7t  6<i  Longman  1855 

abridged  by  Cunniagluun,  12mo,  2»...  Longman  1836 


Atlas,  Anc,  12i  ;  Mod.,  10«  6d ;  Jun.  Anc.,  At  M ;  Jun.  Mod.  it  6d Lov^mam  ...  Va/riomt 

-(5ii»».)  Canada  Guide,  It  M 5iii^j| 1858 

Hudibras,ed.  byH.Bohn,  p.  8vo,5«;  2  v.,  with62Portraits,  10s   H.Bokn     1859 

-  Robert  Bell,  fcap.  8vo,  bt Ori^    i86i 


Notes,  by  Nash,  Svo,  12s  ;  2  v.  post  8vo>  21« Waakboume  ...1847 

Life  and  Notes,  by  Gilfillan,  2  v.  8vo,  9s  Nubet 1854 

Poems,  with  Memoir  by  Mitford,  2  ▼.  12mo,  10s Pickering  1835 

-: —  Poetical  Works,  Life  and  Notes  by  Robert  Bell,  8  v.  12mo,  It  6d  Parker  A  Son...iisS 

■  (r.)  Practical  and  Doctrinal  Scripture  Truths,  8vo,  Qt J^.Skaw  i860 

•  Truths  of  Catholic  Religion  proved  from  Scripture,  2  v.  12mo,  5s Dolman 1843 


-  (Wm,)  Arithmetical  Questions,  by  Bourn  and  Frost,  14th  edit,  12mo,  6s Simpkin 1853 

Chronological,  Biographical,  fcc,  Bxercises,  12mo,  7t  6d Simpkin i860 

Exercises  on  the  Globes  and  Maps,  12mo,  6s  ;  Key  to,  2s  6<2  Simpkin 1841 

First  Latin  Grammar,  12mo,  2s Longman   1838 

G^eographical  Exercises  on  the  New  Testament,  new  ed.,  12mo,  6s  Qd...  Simpkin 1848 

and  Biographical  Exercises,  27th  edit,  l^o,  4s Simpkin 1848 


■  Introduction  to  Arithmetic  for  Ladies,  12mo,  4s  6d Simpkin i860 

Outline  Maps,  4to,  and  Key,  12mo,  4s  OriiUkik  P.  ...i96o 

Questions  in  English  History  and  Biography,  new  edit,  12mo,  4s Sin^pkin 1853 

-  (W.AUen)  Two  Millions,  and  Nothing  to  Wear,  12mo,ls,  YFan<dE;Z.,i858;  12mo^ls  Low  1858 

^{W.Archer)  Lectures  on  Histoiy  of  Ancient  Philosophy,  2  v.  8vo,  25s   Maemillan 1856 

■  Letters  on  Romanism,  by  Woodward  and  Hard  wick,  newed.,  8vo,10s6<f  MaemiUain 1858 

— Sermons,  First  Series,  with  Memoir,  new  edit,  Svo,  12s MaemiUan 1859 

■  '  Second  Series,  8vo,  10s  6rf MaemiUan 1857 

(H^./.)  Lectures  on  the  Prophecies,  12mo,  5s Hamilton  1838 

— ^— Sermons  for  Working  Men,  new  edit,  post  8vo,  6«  M Maatert i860 

Butler's  Guide  to  Brewing,  Management  of  Wines,  Iec.,  12mo,  Is  6<i Dean  ds  Son  ...1858 

-—'  Wine  Dealer  and  Private  Brewer's  Guide,  by  a  Practical  Man,  12mo,  5s Bigg  1850 

Butler  and  Yacht  Steward's  Manual,  2nd  edit,  12mo,  Is  Simpkin 1851 

Butt  (/soac.)  History  of  Italy,  2  v.  8vo,  86s Chapman  dr  ff,i96Q 

Lectures  on  Protection  to  Home  Industry,  8vo,  8s  6d Parker  A  Son  .1^419 

(2%o.)SermonsatTrentham,  Svo,  10s  6<i Bivington  1838 

Butter-Cups  and  Daisies  ;  or,  Short  Stories,  16mo,  Is Darton 1855 

Butter's  Commercial  Price  Book  of  Manufactures,  12mo,  5s    Simpkin 1846 

Butter  {Hen.)  Etymological  Spelling  Book,  288th  edit,  12mo,  Is  6d    Simpkin i860 

— ^^ Gradations  in  Spelling  and  Reading,  85th  edit,  12mo,  Is  6ci Simpkin. 184S 

Tangible  Arithmetic  and  Geometry,  small  sise,  in  box,  8s  ;  large,  4s  6d  Myert 1854 

Butterfield  (Hen.)  Homilies  for  Earnest  Enquirers,  ISmo,  2s6<2 Sedeg 1839 

Butterflies  in  their  Floral  Homes,  with  Illustrative  Fables,  4to,  81s  6(2 Jerrord 1857 

Butterfly  Collector's  Yade  Mecum,  12mo,  5s Longman  1836 

Butterfly's  Ball  and  Grasshopper's  Feast,  by  Comus,  new  edit,  4to,  Is  td    Nelaon  1857 

Butterton  {O.A.)  Pkux)chial  Sermons,  Svo,  7s  6d  Hatchard  1846 

ButterworUi  {Edw.)  Statistical  Sketch  of  County  of  Lancaster,  12mo,  4s  6d Longman  1841 

« {Hen.)  Transfer  Stamp  Ready  Reckoner,  12mo,  2s6<f B.Wilaon  1846 

(/.)  County  Courts  Practice  Rules  and  Orders,  12mo,  2s  WhUtaker 1857 

Buttmann  {Ph,C.)  Irregular  Greek  Verbs,  transhited  by  Fishlake,  8vo»  7s  6d Murray 1844 

Larger  Greek  Grammar,  by  Supf ,  Svo,  12s  Whiitaker 184S 

Lexilogus  ;  or,  Greek  Verbs,  by  Fishlake,  5th  edit,  Svo,  12s    ...  Murray 1861 

Buxton  (Clia.)  Slavery  and  Freedom  in  the  British  West  Indies,  fcap.  Svo,  Zttd Longman  i860 

— — —  (R.)  Guide  to  Manchester  Flowering  Plants,  12mo,  6s,  Zo}i^ma»,i849;  8s...  Simpkin 1859 

{T.F,)  African  Slave  Trade  and  its  Remedy,  with  Sequel,  Svo^  6s Murray 1840 

-  ■  ■  ■  Memoirs  and  Correspondence,  Svo, IAb,  i  848 ;  p. Svo, 8s  6d ;  iLed.,2s  6d  Murray 1 861 

• (TFt/9it)  Shipowner's  Manual  of  Mercantile  Marine  Law,  12mo,  6s  Simpkin x85» 
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'' Bay  an  Orange,  Sir  r*  or,  the  Histozy  of  Jamie  Woodford,  18mo,  1« BodkSoeidy  ...it6o 

Bayer'B  Order-Book,  with  Scale  of  Profit,  2s  M    £.  Wilson 1854 

BojeiB  (IF».)  Letters  on  India  as  regards  Christianity,  12nio,  5s  ...^. Snow 1840 

Becollections  of  Northern  India,  8vo,  10s  6d  .'. Snow 1848 

Byam(^.&)  Backslider's  Mirror,  fcap.,  2f  6d Simpkin 1845 

(Geo.)  Wanderings  in  Western  Bepahlics  of  America,  post  8ro,  7s  6d Parker <i: Son...  1%$^ 

Wild  Life  in  the  Interior  of  Central  America,  12mo,  5s Parterdfe  Sow...  1849 

Bye-Lanes  and  Downs  of  Bngland,  bySylvanns,  post  8to,  10s  6dy  1850  ;  12mo,  2t  6d  BentUy  1857 

Byen  {J.B.)  Sermons  Preached  in  the  Parish  Church  of  Pembroke,  12mo,  5s  Binns    1854 

(iSfefma)  .^gnes  Hope  ;  or,  Touthfol  Example,  a  Tale,  12mo,  8«  6(i Binns 1855 

ByLes  (y.  J?.)  Observations  on  the  Usury  Laws,  12mo,  6s Swtei 1845 

Sophisms  of  Free  Trade  and  Political  Soonomy,  12mo,  6i  ;  cheap  edit., 2s  SeeUy     1851 

Treatise  on  Law  Bills  of  Bxchange,  new  edit.,  8to,  22* Sweet x86a 

Byng  (/'m.  IT. C)  Sermons  for  Households,  roy.  12mo,  Si  6(i BivingUm  i86k 

Bym  {Jas.)  Btrurian  Antiquities,  edited  by  Howard,  Pts.  1  to  5,  fol.,  each  21s Piehtring  1841 

Byrne  (/.C)  Wandering  in  the  British  Colonies,  1835-47,  2v.  8to,  28s BentUy  1848 

{Jas.)  Discourses  :  Naturalism  and  Spiritualism,  8to,  6« Simpkin 1856 

<^.0.)  Bmigiant's  Guide  to  Port  Natal,  5th  edit.,  sewed,  18mOy  Is E,  Wilson 1850 

(/.P.)  Handy  Book  on  the  Law  of  DiTOrce,  2«  Davis  A:  Son  ,.,i%6i 

Patents,  new  edit.,  2s  6d    Davis  A  Son... i%5i 


"{/.R-)  Sermons  in  different  Styles,  12mo,  2s SkefingUm i860 

-  (OUv.)  Diagiams  and  Symbols  to  Buclid,  Books  1  to  6,  4to»  21s Pickering  1848 

Doctrine  of  Proportion,  8vo,  6s  W  Atehleu 1841 

>  Machinists,  Pocket  Companion  for,  12mo,  roan  tuck,  6s  6d New  York 1851 

-  Method  of  Galcubtting  Logarithms,  post  8yo^  4s  6<2  Simpkin.. 1849 


Treatise  on  Spherical  Trigonometry,  8vo,  4s  6rf Valpy 1835 

(Wm.)  Poems,  12mo,  2s6d Oroombridge  ...1855 

Byrom  (John)  Journal  and  Literary  Remains  of,  edit.  Parkinson, V.l,  2  pts.,  V.  2, 1  pt.  C/utham  Soe,  . 

{Wwu)  Sketches  from  Life— Alice  Jerons,  &c.,  12mo,  4s A.Hall  185s 

Byron  {Lard}  Works  and  life,  hy  Moore,  17  v.  fp.  8vo,  85s,  1832-7— red.  to  68s  ...  Murray 1846 

-^ Works,  8  T.  8vo,  84s,  1840  ;  6  v.  8vo  (Murray's  Classics),  45s   Murray 1856 

med.  8to,  15s — ^red.  to  10s  6d ;  people's  edit.,  8to,  9s Murray 1859 

10  T.  fcap.,  80s,  1851  ;  8  v.  24mo,  20s,  1853  ;  1  v.  p.  8vo,  6s  Murray i860 

by  Cunningham,  12mo,  7s  6<f,  Daly ;  by  H.  Bulwer,  5s ScoU  185 


cr.  8to,  7$  6dy  Simpkin,  1861;  24mo,  Ss  6<2,  Bohn^  1847;  8s6<i  Knight  d;  Son. 


...iJSJ 
...1856 


>  Life  and  Letters,  by  Moore,  3  ▼.  8vo,  45s,  1833  ;  6v.  12mo,  ISs Murray 1851 

m.8TO,15s— red.lOs6(2;  people's e.,8vo,  9s  Murray  1859 


•  Arnaldo,  Ghiddo,  and  other  Unacknowledged  Poems,  8vo Oroombridge  ...1836 

-Beauties  of  Prose  and  Yeise,  fcap.  8vo,  ^6d  Murray 1853 

-  Childe  Harold,  Illost.,  r.  8to,  ^  1841;  8to,  21s,  1844;  n.e.  p.8To,21s  Murray 1858 

Vignettes,  post&ro,  6s,  1852;  24mo,  2s6rf;  18mo,  ls6d  Murray 1862 

Hobhouse's  Historical  Illustrations  to,  8vo,  14s   Murray x  8  59 


—  ConTersations  with  the  Countess  Bleoshigton,  new  edit.,  8vo,  7s Colbum 1^50 

—  Don  Juan,  2  v.  24mo,  5s,  Murray,  1853;  18mo,  2s  6d Field i860 

—  Dramas,  2  7.  24mo,  5s Murray 1852 

—  Dream,  illustrated  by  Mrs.  Lees,  imp.  4to,  21s Dickinson 1849 

—  Bastem  Talo,  Poetry,  12mo,  2s Kent  1859 

—  Finden's  Beauties  of,  4to,  31s  6<i    Bogue 1836 

Illustrations  to,  2  y.  roy.  8to^  68s  Bogue 1835 


-  Illustrations  (Byron  Gallery),  new  edit.,  roy.  8to,  12s Smith  Js  Elder  1850 

•byChalon,  &c.,  4to,  30s Longman  1845 


—  Life  by  Armstrong,  18mo,  Is  3d,  Simpkin,  1846  ;  by  Gfalt,  6s   CoUmm 1837 

—  Miscellaneous  Poems,  2  y.  24mo,  5s    Murray 1853 

—  Poet]4»l  Works,  imp.  870,  new  edit.,  80s  Blaekie  i860 

illustrated  by  K.  Meadows,  8yo,  12s    VizeUUy.... '..... iS^6 

with  life,  &C.,  by  Anderson,  2  y.  roy.  8yo,  84s FullarUm  1850 


Poems  and  Tales,  illustr.  by  Pinden,  2  y.8yo,  21s,  1847— red.  to  10s  6rf  Bohn 1851 

• with  Illustrations,  12mo,  8s  6<j    BouUedge  1859 

SardanapsJus,  24mo,  Is  Murray 1853 

Tales  and  Poems,  24mo,   286d Murray 1853 

Byron  (Lord)  and  Comic  Dramatists  of  the  Bestoration,byT.B.Macaulay(Tray. Lib.), Is  Longman  1853 

Shelley,  Becollections  of,  by  Trelawny,  post  8yo,  9s Moxon  1858 

Byron  ;  Salathiel,  or,  the  Martyis,  and  other  Poems  by  Emilia  Julia,  post  8vo,  21  6d  Roudedge  1855 

Bythewood  ( IT. )  Conyeyandng,  by  Jarman  and  Sweet,  V.  1  to  7,  royi  8yo,  9/ Sweet   1839-49 

V;8,  pt.  1,  8s  Sv>eet   1839-49 

Y.  9  and  11,  62s  Sweet    "839-49 

Y.  9^  Suppt.  to,  18s Sweet    1839-49 

Selection  of  Precedents  by  ShadweU,V.l,  roy.  8vo,  21s  Shaw <k  Sons  ...1849 

Byrth  (7%^.)  Remains,  with  Memoir,  by  Moncrieff,  8yo,  14s  Jlatchard  1851 

Byth&er  (  Vtet)  Analysis  of  the  Psalms,  by  Dee  and  B«iimohel,  8yo,  24s   Whiittiker 1847 

Hebrew  and  Chaldee  Grammar,  edited  by  Hessey,  8yo,  5s  6d   Bagster 1853 

Bywater(J5e2>  Sheffield  Dialect,  18mo,  8s  6d Houlston   1839 

CAaALLBBO  {Per,)  Castle  and  the  Cottage  in  Spain,  tr.  by  Lady  Wallace, 2  y.p.8yo,21s  Saunders  tk  0.  1861 
Cabin  Boj:  Memoirs  of  an  Officer,  12mo,  5s    Hamilton   1840 
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Cabinet  Colloquies,  or  Ministerial  MftnoeiiTreB,  8yo,  68 Southgate  1839 

of  Friendship,  edited  by  W.  C.  Taylor,  post  8vo,  10i6d  Whittaker  1835 

Modem  Art ;  or,  Literary  Souvenir,  Vols.  2  and  8,  small  8to,  each  21«...   WhUtaker  ...1835-6 

Sacred  Prose  and  Poetry,  2  t.  16mo,  each  2« Ball    1840 

Gazetteer  of  the  World,  12mo,  lOt  6d Longman    1853 

^  Lawyer  :  a  Popular  Digest  of  the  Laws  of  England,  19th  ed.,  fc  8yo,  10«  6d  .  Longman   1862 

Maker^B  Assistant :  Designs  for  Modern  Furniture,  imp.  4to,  66* Blackie  1854 

-  Upholsterer's,  and  Furnishing  Design  Book,  obi.  4to,  80«    Piper 1855 


Pictures  of  Modem  Painters,  fol.,  bds.,  8«  6rf    CundaU 1862 

Portrait  Gallery  of  British  Worthies,  12  vols.  18mo,  18»  ^ Cox  r.y. 

Cadart  (Mile.)  Le  Gorrecteur  ;  or,  Niceties  of  French  Convemation,  12mo,  2t  Dulau 1861 

Caddell  (Cec.)  Home  and  the  Homeless,  a  Novel,  8  v.  post  8vo,  81«  6d Newby 1858 

(C,M.)  History  of  Missions  in  Japan  and  Paraguay,  12mo,  2»  6d  Burnt     1856 

Blind  Agneae  ;  the  Spouse  of  the  Blessed  Sacrament,  2  e.,  sq.,  1j  6d  ...  Dmfy 1856 

■ Flower  and  Fmit ;  or,  the  Use  of  Tears,  sq.  12mo,  Is  6d   ^u/jif "856 

Caddick  (Jfr«.^.C.)  Bride's  Book,  16mo,  2«    Fisher 1836 

Cadell's  Campaigns  of  the  28th  Regiment  since  1802,  small  8vo,  9«  WhiUaker 1835 

Cadman  (Z>an.)  System  of  School  Stenography,  post  8vo,  is   Simpkin 1835 

Ciecilia  Metella  ;  or,  Rome  Enslaved,  by  JEmilia  Julia,  post  8vo,  10s  6d  Chapman^H<Uli9s9 

Ciadmon  Paraphrase  in  Anglo-Saxon  of  Parts  of  the  Scrips.,  ed.  by  B.  Thorpe,  8vo,  6«  Antiq,  Soe. 1832 

50  Engravings  from,  with  Descriptive  Notices,  by  Sir  H.  Ellis,  4to,  5«  Aniiq.  Soe 183a 

Fall  of  Man,  translated  from  the  Anglo-Saxon  by  Bosanquet,  post  8vo,  5s...  Longman    i860 

Cnsarde  Bello  Civili,  Lib.  1,  English  Notes,  for  Cambridge  Students,  12mo,  ls6d...  Walton   1859 

Christison,  12mo,  ls6d Simpkin 1859 

Galileo,  Anthon,  new  edit.,  12mo,  4s  6<i Longman    i86a 

-: Anthon's,  revised  by  Hawkins,  12mo,  4s  6d Longwuin  1855 

•Wheeler,  12mo,  4s  dd Ttgg    1862 


-  for  Beginners,  by  Currie,  18mo,  It  6(j Oriffin 1854 

•Barker,  post  8vo,  6*  6(i Longman    n.d. 

-  Cambridge  Texts,  by  G.  Long,  fcap.  8vo,  2«    WhiUaker  1861 

-  Duncan  and  Christison,  new  edit.,  12mo,  4s    Simpkin i860 

-  Dymock,  12mo,  4«  Longman    n.d. 

>  Hamiltonian  System,  12mo,  7s  6d AyloU 1862 

•  Long,  2nd  edit,  12mo,  6s  Qd WhiUaker  i860 

•  McDowall,  with  Vocabulary,  12mo,  8< i^mpkin 1846 

-  Maittaire,  12mo,  5<  6(2   Longman    1840 

-  Oxford  Classics,  18mo,  2«  6d J.  ff.^ J. Parker i  $6^ 

Schmitz  et  Zumpt,  12mo,  2j  6c{ Chambers   1847 

Smith,  12mo,  3«  6c2 Simpkin 1S42 

•  Woodford's  Epitome  of,  4th  edit,  18mq^  2« Simpkin i860 

Lib.  1-3,  Oxford  Classics,  U  dd  J.H.Aj.Parkeri%6% 

1-3,  for  Junior  Classes,  by  Long,  12mo,  2»  6d    WhiUaker  1857 

1-4,  Notes  by  J.  R.  Major,  fcap.  8vo,  UM    Tegg    1861 

1-6,  Notes  by  W.  G.  Cookesley,  n.  ed.  (Eton),  12mo,  8«6(i  Williams    1862 

:  Latin  and  English,  Lib.  1,  by  Giles,  18mo,  It  6d    Cornish  1856 

for  Beginnen,  12mo,  3<  6<^   Walton  1841 


-Young,  12mo,  2t Virtue 1854 

Commentaries,  Books  1-4,  translated  by  Owgan,  12rao,  It  6d Simpkin 185S 

-Waring,  12mo,  2« Low 1848 


-  Gallic  War,  tmnsUted  by  Owgan  and  Bateman,  12mo,  2t  6d...  Simpkin 1859 

-  translated  by  Duncan,  12mo,  It Simpkin 1847 

Mongan,  12mo,  St  6d  W.Allan 1850 


with  the  Wars  of  Hirtius,  post  8vo,  6t H.Bohn 1851 

■  Helvetic  War,  Latin  and  English  Interlinear,  12mo,  2«    Walton   1835 

Exercises  on,  12mo,  1<  6<2   W<tl4on   1835 

Extracts  from,  12mo,  2<  6<i Walton    1835 


— Life  of,  by  Rev.  John  Williams,  12mo,  6t Bontlsdge   ^854 

awii  Alexander  the  Great,  Lives  of,  18mo,  It  6d Rel.  Tract  Soe.  1855 

CsBsar  Borgia,  a  Romance,  3  v.  p.  8vo,  81«6(2— red.  to  15«,  Colbum,  1846  ;  12mo,  2s  BoutUdge  1861 

Caffro  Tribes,  42  Sketches,  4to,  coloured  plates,  42«;  tinted,  67t6d Dickinton 1861 

Cage  Birds  (Bogue's  Manuals  of  Utility),  18mo,  1« Bogue 1847 

Cagot's  Hut,  and  the  ConsaipVs  Bride,  12mo,  \t  dd  Simmtd:  M*I.   1852 

Cahagnet  (J. Z.)  Sanctuary  of  SpiritoaJism  ;  Study  of  Human  Soul,  12mo,  2t  6d  ...  Peiree 1851 

■  Secrete  of  Life  to  Come  Revealed  by  Magnetism,  12mo,  is Peiree 1850 

Cahill  {D.W.)  Letters  addressed  to  Members  of  the  Briti^  Cabinet,  post  8 vo,  4t    ...  J>uffy 1856 

Cailkrd  ((7.)  The  French  Correspondent,  12mo,  it  6d WhiUaker i860 

Caillault  on  the  Diseases  of  the  Skin  in  Children,  tr. ,  Notes  by  R.  H.  Blake,  p.  8vo,  Ss  6d  Churchill  1 86 1 

Caird  (/a«.)  English  Agriculture  in  1850-51,  8vo,  14j    Longman   185* 

High  Farming  under  Liberal  Covenants,  5tliedit.,  8vo,  Is Blaekwoods  ...1849 

Prairie  Farming  in  America,  12mo,  3s^d   Longman  ^859 

West  of  Ireland  as  a  Field  for  InveMment,  8va,  6t Blackwoodt   ...1850 

(John)  Sermons,  post  8vo,  7s  6rf,  1858  ;  new  edit,  5s    Blackwoodt    ...1862 

Cairo;  or.  Gathering  of  Precious  Stones  from  Many  Lands,  16mo,  5s  Boutledge  1846 

Cairnes  (J.E.)  Lectures  on  Political  Economy,  post  8vo,  6s Longman  1857 

■  SUve  Power,  its  Character,  Career,  and  Probable  Designs,  8vo,  10s  dd  Parker  <fr  Son    \  862 
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CAIRNES CALMET 


Caumes  (W,  W.)  Vtiffoiea  ot  life,  a  Tale,  2  ▼.  post  Svo,  21« Saunders  it  0, . 

Cairns (^<£am)  Second  Woe  ;  Bxpoedtion  of  Beyelation,  Chaps.  10,  11,  12mo,  2« Groombridge... 

(Jho.)  BkamLnation  of  Ferrier  s  Theory  of  Knowing  and  Being,  8to,  1« Bamilton  

( ITm.)  Treatise  on  Moral  Freedom,  8 vo,  128    T Longman 


Caithness,  Two  Ancient  Records  of  the  Bishopric  of,  4to Bannatyne  01.. 

Calabrella  {Baroness)  Doable  Oath,  a  Norel,  3  ▼.  post  Bto,  S1«  6<i   Bentley 

Eyenings  at  Haddon  Hall,  Illust. ,  Svo,  31«  6e<.  1 845— red.  to  bs  H.  Bohn 

-  Land  of  Promise,  a  Tale,  am.  4to,  3«  M Madden. 


-Prism  of  Imagination,  ^les,  post  Svo,  21« Longman 

Thought,  post  8vo»  12«  Longman 


-Tempter  and  Tempted,  3  v.  poet  Svo,  31f  6<i T.  Miller 


Calabria  and  the  liparian  Islands  in  1860,  by  Elpis  Melena,  Svo,  10«  6d Saunders  Je  0. . 

Calais,  Chronicle  of,  4to Camden  Soc 

Caksuictiiis  and  Galatini,  Lives  of,  12mo,  is T.  JUchardson,, 

Caldeeott  {John)  Ghiide  to  Book-keeping  by  Double  Entry,  post  Svo,  Us ...  Piper 

CM/a  {Fred.)  Slementazy  Arithmetic,  new  edit.,  12mo,  1«  6d Longman  

and  EUgher  Parts  of  Arithmetic,  12mo,  AsOd Longman  

-with  Answers,  12mo,fif6<2  Longman 


Exercises  in  Mensatation,  12mo,  3s Longman 

Higher  Parts  of  Arithmetic,  n.  e.,  12mo,  Zs  6d ;  with  Answers,  is  6d:,  Longman 

Memoirs  of  Simon  Episcopius,  Svo,  lOj  6(i Simpkin... 

Scriptnre  Stories  for  the  Tonng,  Illnstnted,  fcap.  Svo,  8«  6c{ ,  Hogg 

-{P.  ir.)Hints  on  the  Care  of  Squinting  by  Operation,  Svo,  fit    Renskayt 

(J.T.)  Sketch  of  the  Histoiy  of  Caithness,  from  the  10th  Century,  p.  8vo»  5«  A. Hall 


Calderoa  <«/«ta«)  Friendly  Discnasions  with  my  Priest,  12mo,  3« Jackson drW.... 

{Mad.)  Life  in  Mexico,  Svo,  lit.  Chapman  AH.  1843  ;  post  Svo,  \s^d  ...  SimmsAM'I.  , 

(Ped)  Comedias  Esoogidas,  con  Yida,  12mo,  6s  6d  Senior    

Dramas,  transhited  by  Fitsgerald,  12mo,  is  6d Pa/rherASon.. 

MacCarthy,  2  v.  post  Svo,  12«  Dolman , 

-  Justina,  aPky.  translated  by  0.  J.  H.,  post  Svo,  is Bums. 


Life's  a  Dream,  &c..  Essay  on  his  Life  by  Trench,  12mo,  is6d  Parker  A  Son.. 

Love  the  Greatest  Enchantment,  &c. ,  tr.  by  MacCarthy,  cr.  4to,  15s ...  Longman  

Cald^wood  (/)a«.)  History  of  the  Church  of  Scotland,  by  T.  Thomson,  Sv.  Svo,  60s...   WwlrowSoe.i\ 


{Hen.)  History  of  the  Caffi-es  and  Cafi&e  Missions,  12mo,  iM  6d  Nuhet.. 

Philosophy  of  the  Infinite,  2nd  edit.,  enlarged,  Svo,  lis  Macmillan.. 


Caldwell  (C)  Thoughts  on  Physical  Education,  2nd  edit,  roy.  Svo,  1«  Sim^n. 

(J7.)  Art  of  Doing  our  Best,  12mo,  8«  6<i    Hogg 


(/.&)  Results  of  Beading,  Svo,  lOs  6d Murray 

-  (JS.)  Comparative  Grammar  of  the  Dravidlan  Language,  Svo,  26«    Williams  <£-  N. 

Grammar  of  the  South  Indian  Family  of  Languages,  Svo,  21« T.  Harrison  ... 

Lectures  on  the  Tinnevelly  Missions,  post  Svo^  2«  6^ BeUA  Deddy.. 

Victoria:  Present  and  Future  of  the  Colony,  1856,  Svo,  6s Orr    


(^Idwell  Family  Papers,  by  Col  Mure,  of  Caldwell,  3  v.  4to Maitland  Club. 

Caleb  Field,  a  Tale  of  the  Puritans,  by  Author  of  "  Merkland,*'  2nd  ed.,  cr.  Svo,  Of...  Colhum 

Redivivua,  by  Alastor,  post  8vo,  4i Saunders  A  0.. 

Galedon^  Bomana,  imp.  Svo,  21«  Pickering 

Caleadan  of  State  PiiperB,  imp.  Svo,  15<  each.     SeeAppendix   Longman... 1%^^ 

Calf  hilTs  Answer  to  Martiall*B  Treatise  on  the  Cross,  Svo    Parker  Soc.  .. 

Caliph  Haroan  Alraachid,  by  Author  of  "Mary  Powell,"post  Svo,  2t  6d A.Hall 

Cafl  to  Repent,  in  Three  Letters,  Svo,  3f   Hastings     .... 

upon  theGbeat,  post  Svo,  is SeeUy 

Callanaa  {A.H.)  Observations  on  Typhus  Fever,  Svo,  6» Renshaw    

Callander  {John)  Early  Histozy  of  Rhode  Island,  3rd  ed.,  Svo,  6<  Qd Simpkin 

Callawaj  (Tho.)  Dislocations,  &c.,  of  Clavicle  and  Shoulder  Joint,  Svo,  7« Highley 

CaS\oo^(J.W.)  Grammar  of  Music,  by  Westrop,  12mo,  2sM Mus.Bouq.Off. 

West,  18mo,  2s  6d Davidson 
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Hanoforte  Grammar,  abridged,  12mo Cramer  . 


{Lady)  Description  of  Giotto's  Chapel  in  Padua,  4to,  7»  6d  Dolman 

Essays  towards  the  History  of  Painting,  post  Svo,  9« Moxon    

Histoire  de  France,  ISmo,  2a  6<2 Moxon    

History  of  Spain,  2  v.  12mo,  12» Murray 

LitUe  Arthur's  History  of  England,  new  edit.,  12mo,  2s  6d Murray 

Bracken  Burners,  a  Tale,  2nd  edit.,  12mo,  Is  6d   Parker  A  Son. 

Scripture  Herbal,  sq^Svo,  21*,  Longman  ;  red.  to  ICt  Sd  H.Bohn 


—  (^.^frfFJGT.)  Child's  own  Singing  Book,  3rd  edit.,  Svo,  2» Cramer 

—  {MariaH.)  Daily  Charity,  ISmo,  Is  Soc.P.C.K.  .. 

Home  among  Strangers,  a  Tale,  2  V.  12mo,  9t    Longman  

■  Two  Firesides;  or.  Mechanic  and  the  Tradesman,  12mo,  2« Soc.P.C.K.  ... 

Callery  (Jf.)  and  Tvan,  Account  of  Insurrection  in  China,  post  Svo,  2s  6d  SmithA Elder 

CaltiniiBchua,  Hesiod  and  Theognis,  Prose  Transhition  by  Banks,  post  Svo,  hs H.Bohn 

Calling  and  Responsibilities  of  a  Governess,  byAmica,  12mo,  isM  Longman  

CaJman  {£.S.)  Errors  of  Modem  Judaism,  12mo,  2s  Wertheim  

CakBtft  {Aug.)  Dicty.  of  the  Bible,  6  v. 4to,  10/  10»— red.94f  6rf;  imp.Svo,24«— red.l6a  H.  Bohn 

■ abridged  by  Buckley,  n.  e. ,  fcap  Svo,  4j  6rf  ...  Boutledge  

by  C.  Taylor,  14th  edit.,  imp.  Svo,  Ifij Tegg  * 
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Calmet  (Aug.)  PhiloAophy  of  Apparitioiis,  &c.,  by  Christiiuus  2  ▼.  cr.  Svo,  21ff  BaUl^   1850 

Caltha  Poetarnm,  the  Humble  Bm,  by  T.  Cutwode,  4to JioxburgheClubiZis 

CSalthrop  {Geo.)  Swred  Harp,  Poetry,  post  8yo,  7«  BarOeU 1846 

(Gordon)  Temptation  of  Christ,  and  other  Subjects :  Sermons,  cr.  8yo,  5$ Wertkeim  1861 

Warnings,  &c.,  of  Passion  Week  and  Easter  Day,  fp.  8vo,  8i   Wertkeim  186a 

(/.)  Parochial  and  Family  Sermons,  2  v.  Sto,  21« Longman  1839 

Calton  (i2.i^.)  Annals  and  Legends  of  Calais,  post  Svo,  6« J.R.Smiih 185a 

Caltrer  (E.K.)  Constitution  and  Principle  of  a  Ware  Screen,  8to,  It  6d  Weale 1858 

On  Conservation  and  Improvement  of  Tidal  Rivers,  8vo,  7»  6d WeaU    1853 

Calverb  (F.C.)  Lectures  on  Coal  Tar  Colours  and  Improvements  in  Dyeing,  8vo,  2«  ...  Trubner 1852 

Calvert  (Fre,)  Law  respecting  Fkrties  to  Suits  in  Equity,  2nd  edit.,  roy.  8vo,  21«  ...  £emUng 1847 

(Oto.)  Universal  Restoration,  a  Poem,  2  v.  post  8vo,  12t  M Longman  i86t 

(Sir  H.)  Jonmak  and  Correspondence,  edit,  by  \Sxc  H.  Yemey,  8vo,  14i Hurtt  A  B.  ...1853 

(/no.)  Collection  of  Anthems,  8vo,  lit   BeUJe  Daidy...iZ^ 

Gold  Rocks  of  Oreat  Britain  and  Ireland,  8to,  10s  6<i  ChapmanAH.  1853 

(W.)  Fr|iitFigures,andHowtoMakeihem,roy.8vo,  plain,  1«6<2;  ooL,2t6d  Dean t86o 

Pneuma;  or,  the  Wandering  Soul,  a  Psrable,  piost  8vo,  10s  6c2  Longman  1856 

Wife's  Manual ;  Prayers,  Thoughts,  and  Songs,  3  e.,  post  8vo,  lOt  6cl    Longmam  i860 


Calvin  (John)  Works,  New  English  TransUtions,  53  v.  8vo,  9/ fti iBasM^ton...  1843-55 

CoMMivTABiM,  vis;:— Pentatsuch,  6  v.,  8df.  Jodiua,  &c.,  1  t.,  6i.  Kinor 
Prophets,  5  v.,  80a.  Book  of  FSalms,  5  v.,  30s.  Isaiah,  4  v.,  24i.  Jeremiah 
and  Lamentotious,  5  v.,  80«.  Eiekied,  2  v.,  12t.  Daniel,  2  v.,  12«.  Qospels, 
5  ▼.,  80t.  Acts  of  the  Apostles,  2  v.,  12b.  Epistles,  8  v.,  48s.  Institutes 
of  the  Christian  Religion,  by  Beveridge,  8  v.,  24s.  Letters,  edited  by  Bonnet, 
2  v.,  14f.    Tracts  on  the  Reformation,  8  ▼.  18s. 

Aphorisms  and  Letter  to  Francis  I.,  ttanskted,  8vo,  2i  td  WhittaJcer 1844 

•  Christ  the  End  of  the  Law,  trans,  by  Weedon,  4to,  7s  M H.  Q.  ColUfne..  1848 

•  Christian  Theology,  with  life  by  Dunn,  12mo,  6s  Tegg  1837 

>  Church  Reform,  trans,  by  Beveridge,  18mo,  3s  DaUon  1843 

•  Commentary  on  the  GalsAians  and  Ephesians  (Bib.  Cab.),  12mo,  4s...  HamUUm  1841 

Hebrews,  12mo,  2s  dd Comith 1841 

Psalms,  3  V.  8vo,  18s   Tegg  1840 

>  Doctrine  about  the  Sabbath,  by  Robert  Cox,  8vo,  ls6<i Simpkin... i860 

-  Institutes  of  Christian  Religion,  abridged  by  PeaiheratoDe,18mo,  Is  M  Comiak 1837 

-by  AUen,  2  v.  8vo,  1 4s,  Tegg,  1 844;  by  Beveridge,  2  v.  8vo,  1 4«  Hamilton 1 86a 


Life  and  Correspondence,  byDyer,  8vo,  15s Mnrrag 1849 

Times,  by  H.  Paul,  transUted  by  Stebbing,  2  v.  8vo,  24s  ...   WkiUaher 1849 


•  Life,  Labours,  and  Writings,  by  F.  Bungener,  translated,  8vo,  8s  6<2...  BamiUon  i86a 

•  Merits  of,  as  a  Scripture  Interpreter,  by  Tholuck,  12mo,  2s  Smitkd:  Elder    1845 

'  Necessity  of  Reforming  the  Church,  trans,  by  H.  Beveridge,  18mo,  3s  Dalion   1838 

■  Share  in  the  Trial  of  Servetus,  Notes  by  Tweedie,  12mo,  8s  M Tkeobald    1846 

•  Treatise  on  Baptism  and  the  Lord*s  Supper,  12mo,  2s  6<2 €froombridge...iZ^% 

Eternal  Predestination  of  Gkxi,  by  Cole,  8vo,  8s  6d Wertkeim  1856 

Relics,  Introduction  by  Krasinsky,  poet  8vd,  5s  Tkeobald    1854 


-  Secret  Providence  of  Gfod,  8vo,  3s  6rf  Wertkeim  1858 

-  aM(2  Luther,  Lives  o^  18mo,  U  6d    Rel.TraelSoc...iis6 


and  Sfcorr,  Exposition  of  Philippians  and  Colossians,  12mo,  4s HamUton  184a 

Calvinism,  by  Calvin  and  Others,  with  an  Es«ty  by  Qovett,  18mo,  2s  NUbet 1840 

Camber  Castle,  Chronicles  of,  a  Tale  of  the  Reformation,  fcap.  8s Haiekard 1855 

Cambier  ((?.)  French  Ghwnmar,  12mo,  5s Longman  1851 

Reading  Book,  Prose  and  Verse,  12mo,  5s Longman  1851 

Cambrite  Annales,  edited  by  T.  Williams,  roy.  8vo,  10s  Longman  i860 

Cambrian  Journal,  8  v.  8vo  TTenby,  Annual),  90s   Longman  ...1$ $4,-6% 

Cambridge  Arithmetic  and  Algebra,  8vo,  10s;  Key  to,  5s  Wkiitaker 185S 

— —  Camden  Society's  Illustrations  of  Monumental  Brasses,  roy.  4to,  52s  6e2 ...  Bogue 1844-6 

Classical  Texts,  Or.  and  LaL,  18mo.     See  Appendix BeUikDaldyi%s9-6^ 

Customs  and  Costumes,  obi.  fol.,  0  plates,  3s  6e{ Aekermann    ...1851 

Documents  rehiting  to  the  Univenity  and  Colleges  of,  3  v.  8vo,  24s Longman  1851 

■  Essays,  by  various  Members,  4  V.  8yo,  ea.  7s  6d Portent  8.    1855-8 

Guide,  illustrated  by  Mackenzie  and  Rudge,  new  edit.,  fcap.  8vo,  5s  6c( ...  Bell  d!Daldg...t9^$ 

Hand-Book  for  Visitors  to,  by  Norris  Deck,  cr.8vo,  5s Bdld:  Daldg...i%6t 

— in  the  17th  Century,  Pt,  1,  Nicholas  Ferrar,  12mo,  7s  iSd Maemillan    ...1855 

Pt.  2,  Matthew  Robinson,  12mo,  5s  6d    MaemUlan    ...1856 

Jokes,  edited  by  J.  0.  Halliwell,  18mo,  2s Bogue 184a 

Mathematical  Journal,  4  v.  8vo,  72s BelUkDaldyit^y^^^ 

continuation  o^  9  V.  8yo,  52  8s  BdUiDaldgiS^S-^^ 


Problems,  1 840-41 ,  Solutions  by  Coombe,  8vo,  Sidd WkUtaker 1841 

1844,  with  Solutions,  4to,  4s  6d Wkiitaker 1844 

1 848-51,  Solut.  by  Ferrers  and  Jackson,  8vo,  15»6d  Maemillan 1851 

—  and  Riders,  1854,  Wslton  and  Mackenzie,  8vo,  10s  6<i  MaemHUm 1854 

1867,  Campion  and  Walton,  8vo,  8s  M  Maemillan 1857 

1860,  Watson  and  Routh,  cr.  8vo,7s6d  Maemillan i860 


Riders,  1848-51,  by  Jameson,  8vo,  7s  6d MaemiUan 1851 

Questions,  1838-49,  arranged  by  Frost,  8vo,  7s  6rf YHviUaker  1849 

-Portfolio,  edited  by  Rev.  J.  J.  Smith,  2  v.  roy.  4to,  84s  PofleerA  8on...i%^ 
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Gunbzidge  Priae  Poems,  complete  Cblleetion,  post  8vo,  7$  M MaemUan 1858 

English,  1831-39, 12mo—ied.  to  3«  6<j Wa$hhoume  ...1847 

Greek  and  Latin,  1814-87,  poet  Syo,  7«   IVhiUaker  1847 

FroUem  Papers,  1794-1862,  with  Answers,  8vo,  UM BtllJbDaldy...i%si 

Problems,  8vo,  1821  to  1836, 12»  ;  1887  to  1849,  7a  6d    BeUde  Daldy..,iZsi 

Solutions,  1800  to  1820,  by  Wright,  2  t.,  18«  B€UdfDaldy..,i$^i 


School  and  College  Text  Books.     See  Appendix. 
-  Class  Books.     See  Appendix. 


Scrap  Book,  ob.  4to,  7$  6d   Maemi3an 1859 

Senate  Honse  Examination  Papers,  1860-61,  poet  8to,  2f  6d   MctemiUan x86a 

University  Calendar  for  the  Tear  1862,  12mo  (Camb.),  6«  M  BeUADaJdy (Annual) 

Statates,  13th  to  16ih  Centoiy,  Yxy  Heywood,  2  v.  8to,  13«  6<j  H.Bohn 1855 

Stadent*s  Guide  to  the,  fcap.  8to,  UM Bell  d:Daldy... iS6% 


Year-Book  and  UniTeisity  Almanack,  ed.  by  W.  White,  p.  8to,  2f  6d MaemiUanlAnnttal^ 

Gsmbridgeshire  (Ancient),  by  C.  C.  Babington,  8yo,  8«  6d Camb,Ant.Soc.  1853 

Chorches  of,  roy.  8vo,  Ee6letiolog,Soe.  i2^^ 

Cunbro  British  Saints  (from  MSS.  in  Brit.  Mns.),  by  W.  J.  Bees,  roy.  8vo,  42t Lmgtnan  1853 

4}uaden  Miscellany,  4  yols.  4to.     See  also  Camden  Society  in  Appendix    CamdenSoc.  1850-9 

Camden  {Wm,}  DeTonahire  Pedigrees,  Visitation  of  1620,  4to,  60« AMee ds  J)ang,i%s^ 

Cameron  {Alex.)  Wages'  Calcnlator,  from  2«  to  42f  per  Week,  12mo,  3<  M RamlUm  1854 

iCA.)  Chemistry  of  Agricnltnre,  post  8vo,  3i  M  Simpkin 1857 

(C.B^.)  Address  on  the  Duties  of  Great  Britain  to  India,  8to,  6$ Lmgman  1853 

\C,B.)  Antichrist  of  St.  John,  St.  Foul's  Man  of  Sin,  Ice.,  8to,  2$  Bd HwUaUm    1844 

RsTolutions  of  1848;  Judgments  on  the  Papacy,  18mo,  2s PaxnUr 1848 

{D.A,)  AdTice  on  the  Care  of  the  Teeth,  18mo,  2s  M    Tegg  1838 

(«%r^v»i»o/XodUe^  Memoirs  of,  4to Ahbotrford  CL  184a 

•  Edited  by  W.  Crawford  and  E.  Pitcaim,  4to  MaUland  Club. 


'  {Q,P.)  AdYentnres  in  Georgia,  Circasria,  &c.,  2  y.  poet  8yo,  12s  Hunt  A  B 1845 

■  Romance  of  Thirty  Years'  Military  life,  post  8vo,  6s ffouUton    1853 


(Jos.)  I'OGtnres  to  Christian  Mothers,  12mo,  Is;  doth,  Is  6ci MamilUm  1841 

(^oAn)  XHsoonrses,  12mo,  4«  Sherwood  1840 

-  iCoLJ.)  Memoir  of,  by  Clerk,  4to,  7f  6rf    AMoU  1859 

— ^^  (/.  J.)  James  of  the  HiU,  a  Noyel,  3  y.  post  8yo,  81s  6d  Neviry    1844 

(JVrs.)  Addresses  to  Children  on  the  Beatitudes,  18mo,  Is ffouleton    n,d, 

Emma  and  her  Nurse,  new  edit.,  fcap.  8yo,  Is  6ci ffotUsion    x86a 

EngUshiromen  in  Past  and  Present  TimeS)  12mo,  St  M Sedey 1841 

■  "  ""  "■  BouIaUm 


Fanny  and  Marten,  18mo,  2s  6<i  BoultUm    i860 

Farmer's  Daughter,  12mo,  2«  6i2   JfouUton    1843 

Forms  of  Pride,  18mo,  Is  HouUt/on    n,d. 

Life  of,  partly  an  Autobiography,  ed.  by  her  Son,  cr.  8yo,  7«  6<I ...  DarUm  ,   ..'....x86i 

Nursery  Magazine,  5  y.  l&mo,  each  3s  M ffoulaUm    1840 

Our  Neighbourhood,  12mo,  2s  6d ffouUton    1839 

Use  of  Talents,  12mo,  2iM BouUUm    1837 

r— Young  Backslider,  18mo,  Is  HouUion    1837 

■'  {PomI^  Yariation  and  Beyiation  of  the  Compass  Rectified,  8yo^  10s  6d PkiUp  di  5cm...  1859 

(RuJi,)  Scottish  Martyr,  by  G.  M.  Bell,  2nd  edit.,  18mOk  Is  M Simj^    1843 

Gamenm^s  Selection  of  Scottish  Songs,  18mo,  1$  6d Simpkin i860 

Gamenmia,  the  Sister  of  Mercy;  or,  Betribution,  Syo^  2s  6<i F.J,WiUon  ...1857 

Camillas  {St.)  Life  of,  Yols.  1  and  2, 12mo,  each  4s. T.Bichardton.. i$$t 

Camlaa  (&oroii«a)  Lays  from  the  Cimbric  Lyre,  12mo,  6s Pickering  1846 

Orestes  and  the  Avengers,  8vo,  2s  6<2 Parker  d:  Son   1857 

(Xittf)  Liisisd,  translated  by  Sir  T.  L.  Mitchell,  post  8yo,  10s Boone 1854 

Books  1-5,  translated  by  Quillinany  post  8yo,  7s Moxon  1853 


Ob  Lncidas,  new  edit.,  12mo,  is  (id    *,.  Didot 1847 

Gamp  Clnb  in  the  Crimea;  Stories  edited  by  Curling,  post  8yo,  10s  6cl    Skeet  1856 

and  Barraek  Boom;  or,  British  Army  as  it  is,  post  8yo,  9s Chapman ^ff,.iZ^6 

Camp  {doorman  W.)  Guide  to  French  Pronundation  and  Beading,  12mo,  2s Low    1853 

Campaign  in  Holland,  1799,  by  a  Subaltern,  12mo,  2s  ed Mitchell i86a 

Ckmpaa  {Mad,)  ConTcrsations,  English  and  Italian,  12mo,  4s Whittaker 2849 

French  and  English,  12mo,  3s  6d WhUtdker 1851 

Italian,  12mo,  4s   Whittaker 1850 

German  and  English,  12mo,  4s Whittaker 1850 


Court  of  Marie  Antoinette,  2  y.  8yo,  12s   CoUmm 1851 

CampbeU(iC2ce.) Christian  Baptism,  with  Anteoedenis,  &c.,  post  8yo,  4s  6(2    AMall  1853 

Pnuse  :  Hymns,  24mo,  2s Simpkin 1850 

■  System,  as  to  Union  of  Christians,  12mo,  4f  td Simpkin 1843 

New  Testament,  12mo,  3s  6ci ffouleton   1848 

-  and  Christian  Praise,  new  edit.,  18mOy  4s Simpkin 1849 


-  Remains  and  Memoir,  by  Waidlawy  12mo,  SeCd JaaceonA  W.  1845 


Remission  of  Sins,  3rd  edit.,  12mo,  1< Simpkin 1846 


Sketches  of  Life  and  Character,  12mo,  6s Smith  dt  Elder  184a 

-  {A.J.)  Obedience  of  Christ,  32mo,  Sd Ni^tet    1851 

-  Power  of  Jesus  Christ  to  Saye  unto  the  ITttennoet,  2nde.,  12mo,  4s6d  Nitibet 1861 


(C%i/c2.}  Episodes  in  the  War— Life  of  a  Soldier,  post  8yo,  3f  6(i. Sk^ngion 1856 

Palmer^s  Last  Lasson,  and  other  Poems,  12mo,  6s  ffouUton  1838 
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Campbell  (CbM.)  Bough  Notes  of  BamUes  Abroad,  ftc,  8  ▼.  post  8to,  81a  6d Xewbjf   1847 

Three  TrUlB  of  Loide,  and  other  Poems,  poet  8to,  7j  6rf Shoberi  1851 

Winter  Nighto,  a  Novel,  8  v.  poet  8vo,  81«6rf Ntwby    1850 

(Ckoi, )  Baptiiimal  Regeneration  and  Apostolical  Succession,  8to,  2«    EivingUm  1 845 

(C./.)  Visitor's  Guide  to  the  International  Exhibition,  dvo,  U Author  1862 

(A  jy.) Synopsis  of  French  Grammar,  18mo,  U  6d E.  Law 1851 

(Donald)  On  the  Language,  Poetry,  and  Music  of  the  Highland  Clans,  r.  8vo,  7t  Qd  Simpkin 1 862 

{Douglas)  New  Religious  Thoughts,  poet  8to,  6«  6rf Manwaring   ...i860 

(Dug. )  Practical  Text  Book  of  Inorganic  Chemistry,  12mo,  5«  6c{ Bailliire    1 849 

^—^{Eliza  A,)\Me  Upholding,  a  Poem  for  the  Toung,  8vo,  8f  6d Wertheim  186* 

•— —  ((?«).)  Dissertation  on  the  Miracles,  Svo,  7« Tegg  1846 

India  as  It  may  Be  as  to  Goyemment  and  Policy,  Sto,  12« Mwrrag 1853 

Lectures  on  Ecclesiastical  History,  8vo,  6«  W Tegg  1840 

Pastoral  Character  and  Pulpit  Eloquence,  8to,  5«  6(2  ...  Tegg  1840 

Systematic  Theology,  &o.,  8to,  7« Tegg  1840 


Philosophy  of  Rhetoric,  8vo,  &  6d  Ttgg  1850 

Scheme  for  the  Goyemment  of  India,  8yo,  U Murray 1853 

System  of  Ciyil  Government  of  Modem  India,  8vo,  16« Murray... 1852 

Theological  Works,  6  y.  Svo,  42j   Tegg 1840 

Translation  of  the  Gospels,  2  v.  Svo,  16j Tegg  1848 

-  (Mn.O.)  One  Hundred  Voices  from  Nature  ;  or,  Apples  of  Gold,  Svo,  it  M   Longman  1861 

-  (Harr.)  Cardinal  Virtues  ;  or.  Morals  and  Manners,  2  v.  12mo,  7« Parker  dc  Son   1841 

Katherine  Randolph  ;  or  Self-Devotion,  12mo,  UHd T.  Hodg$on  ...i86a 

-  Only  Daughter,  a  Tale,  8  v.  post  Svo,  81j  6rf   CoUnum 1838 


-  (/foA.)  Memoir  of  ;  or.  Peace  in  Believing,  ISmo,  U6d A.Hall  1854 

-  (j€u.)  British  Army,  as  it  Was,  Is,  and  Ought  to  Be,  12mo,  10s Boone 1840 

• Excursions  and  Adventures  in  Ceylon,  2  v.  8vo,  36i  ^ooiie 1843 

Instractive  Lessons,  Prose  and  Verse,  6th  edit.,  12mo,  S« Simpkin 1848 

■  for  Junior  Classes,  12mo,  2$ Simpkin 1848 


Ireland,  its  History  Past  and  Present,  Svo,  16t   Boone 1847 

(/. F,)  Tnlm  of  the  West  Highlands,  with  a  TransUtion,  2  v.  fp.  Svo,  1 6< HamilUm  x  860 

-  Vob.  8  &  4,  fcap.  8vo,  16«    Hamilton  i86x 


-  (John)  Adventures  ;  Lost  among  the  Afghans,  post  Svo,  7«  6c2 Smith  de  Elder  1862, 

African  Light  thrown  on  Scripture  Texts,  8rd  edit,  18mo,  It  6d  ...  Groombridge...i%$% 

Church  Fellowship  for  Toung  People,  18mo,  2t   Snow 1847 

.^ Comprehensive  Hymn  Book,  8th  edit.,  24mo,  8« Snow 1858 

Conquest  of  England  :  Letters  to  the  Prince  Consort^  fp.  8vo,  dt  6d  Snow i86x 

•  Jethro  ;  an  Essay  on  Lay  Agency,  post  Svo,  5« JacktontkWardiS'^^ 

Journey  to  Lattakoo,  in  South  Africa,  12mo,  Is  6d Eel,  Tract  Soc.  1835 

Letters  on  the  Bible  Monopoly,  I2mo,  2«  6<l    Snow 1841 

• Life  and  Missionary  Enterprise  in  S.  Africa,  post  Svo,  lOt Snwp 1841 

Lives  of  British  Admirals,  12mo,  2t  M  Griffin    i860 

— ——Maritime  Discovery  and  Christian  Missions,  Svo,  12t Snow 1840 

Martyr  of  Brromanga  ;  Philosophy  of  Missions,  8rd  edit.,  12mo,  6t  Snow*. 1843 

•  Mismonary  and  Ministerial  life  in  the  Highlands,  Svo,  12f    FuUarUm  1853 


—  Popery  and  Puseyism  Illustrated,  12mo,  2t6d Snow 1851 

—  Theology  for  Youth,  12mo,  1<  6d  Ward 1836 

—  Voyage  to  and  from  the  Cape  of  Qood  Hope,  ISmo,  1«  6(f Rel,7VactSoe...i%i^ 

■  and  Richanlson  (/.  W.)  Sermons  on  Self,  12mo,  2«  M   Snow 184.6 


(/./.)  Translations  from  German  Poets,  fcap,  7s Blackwoodt  ...1836 

(/.if.)  Nature  of  the  Atonement,  Svo,  I0t6d Macmillan    ...1855 

— Christ  tiie  Bread  of  Life,  16mo,  lt6d Hamilton  185 1 

Thoughts  on  Revelation,  with  Beferance  to  this  Time,  c.  Svo,  5s Macmillan    . . .  1 862 


(/.q^06an)  Memorials  of  his  life,  12iho,  Is  fid Fullarion  1853 

. (J.E.)  Chrono-Genealogical  Chart  of  Bible  History,  l2mo,  S«  Qd ffoultton    1862 

. . {/.;9.)  Treatise  on  Tuberculous  Consumption,  Svo,  15j  BaiUiihrt    184.1 

(/.r.)  Handwriting  on  the  Wall,  post  Svo,  6» SaundersSsO,   1858 

-' Pleasures  of  Home,  a  Poem,  post  Svo,  Zs^d    SaundersAO.   1857 

.- Power  of  Association,  a  Poem,  Svo,  6« Saundersde  0.   1843 

Samson's  Riddle  ;  or.  Who  is  Jecebel ?  post  Svo,  6s Saundert&O.   1857 

(Lady)  Cabin  by  the  Wayside,  aTale,  12mo,  Is  6d RouUedge  1854 

Story  of  an  Apple,  Illustrated,  2nd  edit.,  12mo,  Is  6(2  Roulledge  1854. 


-(Lord)  lives  of  the  Chancellors  of  England,  7  v.  Svo,  51  2t  Murray   .    1848-50 

-4th  edit.,  10  y.  post  Svo,  60j  Murray 1856 


Chief  Justices  of  England,  8  v.  Svo,  42s    Murray    ...1849-57 

-  Shakespearo's  L^ial  Acquirements  Considered,  Svo,  5t  6d Murray 1859 


Speeches  at  the  Bar  and  House  of  Commons,  Svo,  12t   Longman  184a. 

(Miss)  Cranmer,  a  Poem,  post  Svo,  2t  6d Hamilton  1855 


-(Mrs,  O,)  Louisa's  Metrical  iSmich  Grammar,  cr.  Svo,  2s  6d Longman  1861 

—  (/Son.)  Links  in  the  Chain  of  Destiny,  a  Poem,  post  Svo,  5s Hope 1854 

—  (The,)  Lectures  on  the  Patience  of  Christ,  12mo,  2s  6d Nisbet    1846 

(Tho,)  Beattie  and  Goldsmith,  Poems,  16mo,  4«  6d Wcdker 1855 

Gertrade  of  Wyoming,  a  Poem,  Illustrated,  sq.  Svo,  7s  6<^— red.  5s    RouUedge  1862 

-Letters  from  the  South,  2  v.  Svo,  21«  Collmm 1837 


-Life  and  Letters,  by  Beattie,  3  v.  Svo,  45s,  3foa^»,  1848;  3  v.  p.  Svo,  21t  A.Hall 1850 
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Campbell  (Tko,)  Idves  of  tliePoeta,  and  BBsay  on  Poetxy,  p.  8vo,  6#,iS4S  ;  n.e.,8<  6d  Murray i86t 

Memoirs  of,  &c.,  by  Cyrus  Hedding,  2  ▼.  poet  8vo,  21j Skeei 1859 

Hlgrim  of  Glencoe,  poit  8vo,  7j Mox<m  184* 

Pieatfuresof  Hope,  iUnstratod,  7s6d;  post 8to,  Srd  edit.,  5« Low   i860 

Poetical  Works,  by  Hill,  fp.  8vo,  9»— red.  5j;  lUust,  n.  e.,  8vo,  16s  RouiUdge  i8£o 

new  edit.,  iilnat.,  fcap.  8to,  6t ;  by  Qilbeit,  3«  6d...  RmaMUje  i86a 

18mo,  3»6d;  mediom  8vo,  2f  6(i Aioxun  1849 

12mo,  6« Simpkin 1837 


-Specimens  of  the  British  Poets,  roy.  8to,  15« Murray 1844 

with  Collins'  and  Gray's  Poetical  Works,  24mo,  2« RfjuiUdge  i860 

-  and  Coleridge  (8.T,)  Poems,  with  laves,  fcap.  Syo,  3«  M HoultfUm    1856 


—{WaL)  Old  Forest  Banger;  or,  Wild  Sports  of  India,  2nd  edit.,  cr.  8to,  8«  A,HaU  1852 

-(ir.i>.)  The  Baidof  Albyn,  a  Poem,  poet  8to,  5« Mackmtit 1854 

-  (ITm.)  Exposition  of  the  Crown  Lands  of  Australia,  8to,  5s Btadneoods  ...1855 

Instroetions  to  MidwiTes  and  Nurses,  12mo,  6s  M Longman  1836 

Introduction  to  Pnetioe  of  Midwifery,  2nd  edit,  8to,  16s Simpkin 1S43 

Manners  and  Customs  of  British  IndUa,  8vo,  8s Snow 1858 


Memoir  on  Bxtra-Uterine  Gkstation,  8vo»  6s  6<f Simpkin 1840 

CkmpbeUs  (The)  a  Norel,  3  y.  post  Svo,  31s  dd  NeAy    1859 

Ounpe  (/.H.)  Bobinson  the  Tounger  ;  or,  the  New  Crusoe,  12mo,  2s RovtUdge  1855 

Campin  {Fra.)  Diagrams  to  Facilitate  the  Calculation  of  Iron  Bridges,  obi.  4to,  2»%d  Spon  1861 

Practice  of  Hand-Turning  in  Wood,  Ivory,  Shell,  &c.,  am.  post  8vo,  6s  iS^xm ,1861 

Campkin  {Hen.)  Peter  Little  and  the  Lucky  Sixpence,  &e.,  8to,  2s  M Bardwidce )86i 

Tales  of  the  Olden  Time,  12mo,  3s   WMdeM.    ...1858 

Camplin  <y^ if.)  Treatment  of  Diabetes,  2nd  edit.,  12mo,  3s  6c{ CkurekiU  i860 

Camprodon  {Fro.)  Flower  of  a  Day,  a  Drama,  trans,  by  Parker,  post  8to,  2s  (id Parker  Ji:  Son.,  1853 

Camus  (Jf.)  Treatise  on  the  Teeth  of  Wheels,  by  Hawkins,  8to,  12s M.Taylor 1836 

Can  WomMi  Regenerate  Society  ?  12mo,  8s  6d Parker <k Son... 1^4% 

(^aada  and  the  Western  States  of  America  Described,  8to,  4s  BaiUihre    1859 

Nora  Sootia,  New  Brunswick,  Newfoundland,  &c.,  8yo,  15s Cradock 1843 

— — ^  Plan  for  its  Systematic  Colonisation,  &c.,  by  an  Officer  of  Bank,  8to,  2$  6d...  Hatehard  1850 

Caaadas  (Views  in  the),  imp.  fol.,  84s ;   1.  p.,  6i  6s ;  coloured  and  mounted,  %l  8s....  M'Lean 1840 

Canadian  Seenery,  by  N.  P.  Willis,  Illustrated  by  Bartlett,  2  T.  4to,  68s ViHue    184s 

Setder^s  Guide  (The),  10th  edit.,  am.  cr.  8to,  5s Stanford    i860 

Canary  (The),  Goldfinch,  Greenfinch,  Nightingale,  fte..  How  to  Bear  Them,  12mo,  Is  Bickert  <C*  Bu$hi96% 

Caneh  (/no.)  Foneiml  G^de,  12mo,  2s Author  1840 

Candler  (/oAm)  Notices  of  Hayti,  12mo,  2s  6<< irorrf 1841 

Candliah  {Rob. S. )  Atonement,  its  Beality,  Completeness,  &c. ,  cr.  8vo,  7t6d    NeUon    1 860 

Christian's  Sacrifice  of  ThankBgiving,  18mo,  Is  6(i Niibet     1856 

CroBsof  (Jhrist;  Inquiry  on  the  Atonement,  12mo,  2s (Troom^V;^  ...1845 

Examination  of  <*  Maurice's  Theological  Bssays,"  or.  8yo,  6s Nitbet    1854 

■ •  Exposition  of  the  Book  of  Genesis,  8  y.  12mo,  15s NeUon  186a 

— — —  Life  in  Bisen  Savour ;  Discourses  on  Besurrection,  cr.  8yoj  7s  6d  .  Black 1858 

Beason  and  Beyelation,  poet  8yo,  8s  64  NeUon  1859 

Scripture  Characters  and  Miscellanies,  cr.  8yo,  6s  6<{    NeUon   1857 

"      "      "  .-..-.  gg^ 


Two  Great  Commandments,  a  Series  of  Disoouraes,  cr.  8yo,  7s  M  .  NeUon   186 


Caaler  {M.)  Autobiography  of  a  French  Detectiye,  from  1818  to  1858,  fcap.  8yo,  2s  Ward de  Lock...  i%6% 

Caiine  {John)  On  Neoessitie  of  Separation  from  the  Church  of  England,  8vo    Hant.  Kn.  Soe.  1848 

Canning  ((2eo.)  and  His  Times,  by  Aug.  G.  Stapleton,  8yo,  16s Parker  d:  Son.,  ii$^ 

Life  of,  by  Bobt  Bell,  post  8vo,  9s Chapman  tb  JI.  iS^6 

Speeches  and  Memoir,  6y..8yo,  72s Ridgway    1845 

Canniiaro  {G.)  Classic  Beadings  in  Italian  Literature,  8yo,  15s Rolandt 1847 

Guons  of  the  Apostles  in  Coptic,  with  English  Translation  by  H.  Tattam,  8vo    Or.  Trant.  Pd..n.  d. 

Gaooi  {OapL)  Adyentnres  of  an  African  Slaye  Trader,  12mo,  Is  6d  RoutUdge  1854 

Beyelationsof  an  African  Slave  Trader,  12mo,  2»6d  BewtUy  1854 

CanstoB  {J.I>,)  Day  of  Christ,  Sonnets  to  the  Months,  and  Minor  Poems,  8yo,  2s  6d  Author 184a 

Canterbury,  Felix  Snmmerly's  Handbook  to,  18mo^  3s  6d  Bellikl>aldy...j%4i 

BipeTS,  Nos.  1  to  8,  in  1  yoL  8yo,  4sJ Parker dk Son., ii$o 

Cantteam  Gantioorum,  Beprodnoed  in  Facsimile  by  J.  Ph.  Berjeau,  imp.  4to,  42s   ...  TrObner i860 

Cantley  {P.P.)  Beport  on  the  <3anges  CSanal  Works,  Plans,  2  y.  8to  (Priyately  P.)  ...  Smith df  Elder .  i860 

<^ton  (Alf.)  Treatise  on  Presenration  of  the  Teeth,  12mo,.  4s  BaiUth^    1851 

{£dm.)  Surgical  and  Pathological  Obserrations,  8yo,  7s    Mighley 1855 

(i2.)Ariof  Illuminating  Made  Easy,  obL,  Is  6ci Canton  1861 

Cantrell  (Jfrs.)  Melodies  from  the  Mountains,  8yo,  3s Wertkeim  1861 

Cantd  (C.)  Reformation  in  Burope»  trans,  by  Prandi,  VoL  1,  post  8vo,  10s  Qd   Newby    1847 

Ganynges' Family,  Memorials  of,  by  G.  Pryee,  roy.  8yo,  10s  6^ BouUton    1854 

Cboatehonc  and  Gutta  Percha,  sq.  12mo,  Is  6(i    Soe.P.C.K.   ...185a 

CapadoM  (Ci'o/.)  Sixteen  Years  in  the  West  Indies,  2  y.  post  8yo,  15s Newby   1845 

Oipe  {G.A.)  Rise  and  Progress  of  Baths  and  Waah-houses,  imp.  8yo,  3s  9d Simjiin 1854 

(Jon.)  Course  of  Mathematics,  2  y.  8yo,  82s Longman  1842 

— -^— —  Mathematical  Tables,  3rd  edit.,  roy.  8yo,  10s  6<£  Longman  i860 

Gape  of  Good  Hope:  Goyemment  and  Legislature  Considered,  8yo,  2t(kl   Runway    1851 

Capefigne  {B.N.)  Diplomatists  of  Europe,  trans,  by  Monteith,  12mo,  6s  Nickiaon  1845 

Capctl  (C.E.)  Victorian  Enigmas  ;  or,  Windsor  Fireside  Besearehes,  roy.  16mo,  2s  6c{  Loekwood  1861 

{H.A.)  Bean  Deyerell,  and  other  Tales,  12mo,  Is  6<2 Blayney 1858 


( 
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Oapel  {H,A,)  Ivy  Clare ;  or,  life  on  the  Continent^  a  Novel,  12mo,  2i Blaynqf 1S58 

Oapem  (£(!{w.)  ^^^^^^  <^d  S<'>>0>«  P<"^  ^^<^  ^ ^^^ >'5^ 

-  Poems,  poBtSYo,  5« KeiU  1856 


(Tho.)  CaratiTe  Power  of  Meemerism,  8to^  2t  dd  BaiUUrt    1851 

Oapee  {J.M.)  Bible  History  for  Use  of  Catholic  Youth,  12mo^  Z$  M Burnt    1850 

Inquiry  into  the  Uee  of  Church  Authority,  &o.,  8to,  lOt  Hd  BtUehard  1838 

Sunday  in  London,  postSTO,  S$(id Longman  1850 

Capgrave  (/.)  Chronicle  of  England,  edited  by  Hingeston,  roy.  8to^  lOt   Longntan  1858 

liber  de  Illustribus  Henricis,  edit,  by  Hingeston,  roy.  8to,  10« Longman  1858 

in  Bngtiflh,  roy.  Sto^  10«->red.  to  7j  W...  B,Bokn 1858 

Caplin  {J.T.F.)  Origin  and  Use  of  the  Slectro-Chemical  Bath,  8vo,  U Freeman    1856 

(Mad.)  Health  and  Beauty ;  or,  Corwte  and  Clothing,  8to,  St IfarUm  1856 

Capp  (Edw.)  National  Debt  Financially  Considered,  post  8vo,  7t  M Oramhridge  ...1858 

Capper  (^.Z*.)  Topographical  Dictionary,  8vo,  Slt6d WhdUaker  1849 

{0.)  Port  and  Trade  of  London,  Historical,  Statistical,  Jic,  8to,  15ff  SmUkd:£lder  i86a 

{Ben,}  Description  of  Cape  of  Good  Hope  and  Port  Natal,  12mo,  It    Oro&mbridge  ...1858 

-  {J<^n)  Emignunt's  Guide  to  Australia,  poet  8to,  1« PhiUp  ^  Sfm...i9$% 

■  Pictures  from  the  East,  12mo,  U6d Cha]man^B.iis4^ 

Rise,  Progress,  &c^  of  Three  Ptesideneies  of  India,  8to,  6s Ingram  .........1853 


-(Sam,)  Acknowledged  Doctrines  of  the  Church  of  Borne,  2  y.  8to^  24f    Bennett  1851 

—  Memoirs  of,  12mo,  8«  6ci  BemuU  1855 


Cappie  (/as.)  Essays  in  Medical  Science,  &c.,  Syo,  Si  6(i SimpHn 1859 

Captain  dutterbuck's  Champagne :  a  West  Indian  Reminiscence,  post  8yo,  12f    Blaekwoodt    ...  186a 

Captain's  Danghter  and  the  Queen  of  Spades,  12mo,  Is  6(2 Jot.  Blackwoodi^s^ 

Gaptive,  a  Tale,  by  the  Author  of  **Pilgrim  Brothers,"  3  t.  post  8vo,  28f  6<f ChwrUm 1835 

Maiden,  a  Tale  of  the  Third  Century,  12mo,  Ss  6^  Motleg    1846 

Osptirity  of  the  Jews,  and  their  Return  from  Babylon,  18mo,  It  6d Rel,l^rael  Soe.   1840 

— Russian  Princesses  in  the  Caucasus,  post  8to,  10s  9d Smith  4s  Elder  1857 

Caravan,  and  other  Tales,  fcap.  Sto,  Is  8(2   Brnnt 1845 

Oardall  (Wm,)  Israel's  Journeys  and  Stations  in  the  Wilderness,  er.  Sto,  5«  6d    Hotckurd  1848 

■  Sermons  at  Lancaster,  8vo,  8s  HaUkard  i>43 

Cardan  (/<er.)  Life  of,  by  H.  Morley,  2  y.  post  8vo,  18s,  Chapman  A  iT.—red.  6i    ...  ff,Bokn 1854. 

Cardi  (7.J9.)  On  the  Pronuncialdon  of  Italian,  82mo»  Is Whittaker  1844. 

—  Traveller's  Hand-Book,  English,  French,  snd  Italian,  18mo,  fis  M Whiitaker  184a 

Cardigan  (XoreO  Trial,  roy.  8vo,  8s SamndertdfB...tZ^i 

Cardinal  de  Rets,  by  the  Author  of  the  **  Maid's  Husband,"  2  v.  post  8vo^  21s  iVcwfty 1844 

(The),  a  Novel,  S  v.  post  8vo,  8U6(2,  1853;  cr.  8vo,  2s;  cL,  8s Benileg  1856 

Cardiphonia  Latina,  8rd  edit.,  fcap.  8vo,  It  M   Boeder  1850 

Cardwell  (Edw.)  Annals  of  Reformed  Church,  1546-1716,  2  v.  8vo,  18s J,B,4cJ,PaHeeri%^^ 

Conferences  on  Book  of  Common  Pfttyer,  1551-1690,  8vo,  It  6ci...  J.B.d:J.ParkeriS^^ 

Greek  and  English  Testament,  2  v.  cr.  Svo,  9s    J\H,4eJ.Parkeri%%y 

Reformation  of  Ecclesiastical  Laws  of  Henry  VIII.,  ftc,  8vo,  6s  M  J.B.d: J. Parker i9$i 

Synodalia,  Articles  of  Religion,  &c.,  1547-1717,  2  v.  8vo,  19s J.B.d'JJPm^ceri^^^ 

Two  Books  of  Common  Prayer  of  Edward  VL,  Compared,  8vo,  7s...  JMJeJ.Park«ri%$'^ 

See  Enchiridion  Theologicum  Anti  Romannm,  8  v.  8vo. 

Career  of  an  Artful  Dodger,  Illustnted,  fcap.  8vo,  Is  M Vidoert  i860 

Careladen  House,  a  Tale,  post  8vo,  10s  6(1    SaiandertA  O...1861 

Careless  Chicken,  by  the  Baron  Knkemsides,  poet  4to,  2s  6cl    Qri/UhdeF,  ...1853 

Carftme  (A,)  French  Cookery,  translated  by  W.  Hall,  8vo^  10s  td Tegg   1856 

Carew((?.(7.)  Poacher's  Wife,  a  Tale,  2  v.  post  8vo,  21s OVSer 18^7 

--{Oeo,Lord)  Letters  to  Sir  Thomas  Roe,  by  J.  Maclean,  4to Camden  Soe,  ...i860 

(SirP.)  Life  and  Times  of ,  from  the  Original  MR,  by  J.  Madean,  8vo,  16s    ...  BeUd:I)aldg  ,,.i%S7 

(r.)  Poetical  Works,  24mo,  2s ChrkedsCo.  ..184.5 

Carey  {C.P.j  Translation  of  Book  of  Job  from  the  Hebrew,  roy.  8vo^  18s  WeHheim  185S 

{Ckat.S.)  Strength  of  Judah  and  Vengeance  of  Asahur,  a  Tale,  fcap.  8vo,  5s Seekg i86a 

[EuMt,)  Memoir  of,  by  Mrs.  Carey,  post  8vo^  4s  6(2 Pewtrett 1857 

>n.C.)  Credit  System  of  France,  Great  Britoin,  and  U.  States,  8vo,  8s  6(i MUler    1838 

Past,  Present,  and  Future,  8vo,  lOt  6d TrUbner 184.8 

" Principles  of  Political  Economy,  V.  1,  Wsges,  8vo,  10s  6(1  MiUer 1838 

V.  2,  Wealth,  8vo,  12s  MiUer 1838 

Pts.  Sand  4,  roy.  8vo,  9s MiUer 1840 

*  (Ba/r.M,)  Echoes  from  the  Harp  of  Fnmce  (Poems),  fcap.  8vo,  5s    SavindertdsO,.,i%s^ 

Evenings  with  Grandpapa,  roy.  16mo,  plain.  Is  6(i  ;  ooL  2s  6(i  Dean i860 

Matilda  of  Normandy,  a  Poetical  Tribute,  18mo,  2s SoMndertds  0..^!%$^ 

— — Merry  Evenings  for  Merry  People,  new  edit.,  18mo,  Is Bonltton    1859 

(/no.)    Latin  Versification  Simplified,  12mo,  5th  edit.,  2s ;  Key  to,  2s  6d Simpkin 1855 

(PM,)  Evidences  and  Corruptions  of  Christianity,  8vo,  8s  SmaUfM  1838 

(P,S.)  Borough  Court  Rules  of  England  and  Wales,  roy.  8vo,  5s Benning 184.1 

{Wm,)  Memoir  of,  by  E.  Carey,  12mo,  7«  6d JacktonAW,   1836 

Carey's  philosophy  of  Common  Sense,  82mo,  2s  .^ Tegg  '839 

Carfrae  {John)  Pilgrim  of  Sorrow;  Collection  of  Odes,  Lyrics,  Ice.,  12mo^  4s Bonlttom    1848 

CargiU  {art.)  Memoirs  of,  by  her  Husband,  ISmo,  Ss  6d   Maton   1855 

Cariboo,  the  Newly-Discovered  Gold  Fields  of  British  Columbia,  cr.  8vo,  Is Darton  1862 

Carine  Steinbnrgh,  an  Autobiography,  cheap  edit,  fcap.  8vo,  Is   Tweedie 1863 

Carlen  {Emilie)  Birthright,  a  Novel,  8  v.  post  8vo,  81s  6d Bentleg  1851 
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Carien  (EwuUe)  Ev^iB  of  %  Teur,  3  t.  er.  8vo,  81«  6c2»  Newby,  1853;  l^mo,  1«  M,..  WardSLoek...J^55 

aastems  Lindoim,  a  Novel,  3  r.  post  8vo,  Sl«  6c{ Newby    1854 

Hermit,  a  NoTsl,  4  V.  post  8to,  4^ Nevfby    1853 

Irar;  or,  the  SkjuVa  Boy,  aKomanee,  port  Syo,  2i6d Ingram 1851 

John;  l8aOoasinworthTwoCoiiiitis2T.p.8vo,8«,5«i/%,53;  12mo,2f  WarddeLock  .1857 

Jvlie ;  or.  Lore  and  Duty,  a  Tale,  port  8to,  10«  6d   BenUejf 1854 

Lover's  Stratagem ;  or,  Two  Suitors,  2  v.  port  8to,  21«    BentUy  185a 

Maiden*s  Tower,  a  Novel,  3  v.  post  8vo,  ZU6d BentUy 1853 

Marie  Lonise;  or,  Opposite  Neighboors,  portSvo,  2$  M  Ingram 1853 

PiofesBor,  a  Novel,  8  V.  port  8to,  81j  W    Aew6y    1854 

Bose  of  TLatolon,  a  Tale  of  Sweden,  2  v.  p.  8vo,  21#,  1844 ;  18mo,  2»  SlaUr 1850 

Twelv«  Months  of  Matrimony,  new  edit.,  fcap.  8vo,  2s  JDarttm   i86a 

Woman's  life,  3  V.  p.  8vo,  Sis  6(^^ent/€y,  185a;  12mo,  2j6d WardALock  ...i%S^ 

Caii&UmiOapL)  Hyde  Maiston;;  or,  a  Sportsman's  Life,  8  v.  port  8vo,  81«  6d CoOnim 1844 

Beereations  in' Shooting,  port  8vo,  12f,  1846— red.  to7«  M .*  Chapman  d:  ir.1849 

Sporting  Sketch  Book  :  Characterirtic  Papers,  8vo^  16c  Bow  184a 

(J.W,)  Compendium  of  Practice  nt  Elertions,  Ireland,  12mo,  4f Benning 1857 

Law  of  Qoalification  and  Bogistration  of  Voters,  beland,  12mo,  7s. . .  Benning 1 85a 


-(TFflk)  Alley  Sheridan,  and  other  Stories,  12mo,  Is  M    Bryce 1857 

Art  Magnire  ;  or,  the  Broken  Pledge,  12mo,  8c,  1846;  18mo,  U  ...  Simpkin 1847 

Black  Baronet;  or.  Chronicles  of  Ballytndn,  port  8vo,  2a Philip    1857 

-          '         -  -         ,8^2 


-Prophet^  12mo,  port  8vo,  10c  6d,  1847  »  f<»^P*  8vo,  Ic CM.Clarbe 


■  Clarionet,  Dead  Boxer,  and  Barney  Branagan,  12mo,  Ic BtmtUdge 1850 

•  Double  Prophecy;  or.  Trials  of  the  Heart,  2  v.  cr.  8vo,  10c  JDuffy i8<a 

•  Braigrants  of  Ahadarra,  a  Tale  of  Irish  life,  feap.  8vo,  Ic  M  RtmUedge  1857 

•  Evil  Bye;  or,  the  Black  Spectre,  er.  8vo^  10c  6<l Dtiffy i860 

-  Fardarougha  the  Miser,  12mo,  lOc  6d^  Xon^Mon,  1839  ;  Ic  6d BouUedgt 1857 

-  FatherBuUerand  the  Lough  Deig  Pilgrim,  12mo,  8c  6d Longman  1839 

•  Fawn  of  Spring  Vale,  and  other  ^es,  8  v.  port  8vo,  81c  6<2 LongmAn  1841 

'  Going  to  Maynootb,  a  Tale,  12mo,  2c  6d  «. BmUUdgt  1845 

•  Jane  Sinclair,  12mo,  bds.,  Ic;  cloth,  Ic  M   BomUetige  1849 

'  P^ffia  Sastha;  or,  IWdy  Oo-Basy  and  his  Wife  Nancy,  12mo^  Ic  8d  Dujfy 1846 

Phelim  O'Toole's  Courtship,  Jec.,  12mo,  UM  BouUedge  1853 

•  Phil  Puroell,  Geography  of  an  Irish  Oath,  &c.,  12mo,  Ic  6d  BoutUdge  1853 

•  Poor  Scholar,  Wildgoose  Lodge,  &c,  12mo,  Ic  6ci BmUledgt 1853 

-  Bed  Hall;  8  v.  p.  8vo,  31c  fid,  Sawnden  <k  0^  185a  ;  12mo,  2c Philip  df  Am.. .1853 

>  Bedmond  Count  CHanlon,  16mo,  Ic Jh^ 186a 

Body,  theBover,  12mo,  Ic Ih^W "846 

-  Silver  Acre,  and  other  Tales,  fcap.  8vo,  Ic Ward^Loek   i86a 

.  Squandefs  of  Csstle  Squander,  2  v.  p.8vo,6s,  Ingraim,  185a;  12mo,2c  H.Lea    185a 

.  Tales  of  Irish  life  and  Character,  12mo,  2c H.Lea    1859 

•  Three  Tasks,  Shane  Fadh's  Wedd^,  Iec.,  12mo,  Ic  6d  BouUedge  1851 

.  Tithe  PhMstor,  12mo,  Ic  (W BmUUdge  1857 

•  Tnits  and  Stories  of  Irish  PeaMntry,  5  v.  12mo,  each  Ic  6d BoiUUdge  1853 

• 2  V.  8vo,  27c,  Orr,  1847— red.  to  10c  6rf  BovMedge  1856 


Yalentine  McQutchy,  8vo,  5%^  Lea,  i860;  12mo,  2c  PhiUpA  Son..\%s^ 

WHly  Beilly,  the  ColleenBawn,8v.p.8vo,dlc6<i,ir(^,i855;  12mo,2c  Philip  de  i8o»...i857 

(fT.i?.)  Natural  History  of  the  Hawk  Tribe,  16mo,  Ic  BogH€ 1848 

Cariile  (iller.)  Poems,  12mo,  8c  (W    A.HqU, 1855 

(«^<M.)  Manual  of  Anatomy  and  Phyriology  of  Human  Mind,  12mo,  4c A.Hall  1859 

— ^—  Station  and  Occupation  of  Saints  in  Final  Glory,  12mo,  8c   Nuhei    1854 

— ^— — —  Use  and  Abuse  of  Confessions  of  Faith,  8vo,  6c BimjAin 1836 

'{Rie,)  Manual  of  Freemasonry,  12mo,  5c    Dugdale 1836 


CarUngtOB  Castle,  a  Tale  of  the  Jesuits,  feap.  8vo,  6c,  Niebet^  1851 ;  new  ed.,  8c  6d  Hamilton  i860 

C^riisle  (Sir Anl.)  Means  of  Preserving  Health,  8vo^  6c  ChvrehiU  1840 

Physiological  Observations  on  Glandular  Strictures,  8vo,  Oc W.Wright 1838 

-  (Earli  Daniel's  Second  Vision  :  Paraphrase  in  Verse,  port  8vo,  2c  6d Loi^gman  1858 

Diary  in  Turkish  and  Greek  Waters,  port  8vo,  10c  6<j  Longman  1854 

Lectures  in  Aid  of  Popular  Education,  16mo,  Ic  Longman  1851^ 


(JV/c)  Account  of  Foreign  Orders  of  Knighthood,  roy.  8vo,  20c Heame 1839 

Gariyle  {A.)  Antobiography ;  with  Memoirs  of  Men  and  Events  of  his  Time,  8vo,  14c  Bladetooodt  ...1860 
Cabltu  {Tko.)  Woufl,  Librarg  Edition^  16  vols,  port  8vo,  each  6c Chapman  ds  H.  $6-9 

CbartisBi,  and  Fart  and  Present,  1  v.  Latter-Day  Pamphlets,  1  v. 

Critical  aund  Miseellaneous  Essays,  4  v.        lives  of  Schiller  and  Sterling,  1  v. 

Gronweira  Letters  and  Speeches,  3  v.         Sartor  Besartus,  and  Hero  Worship,  1  v. 

Goetbe'fl  WUhela  Metrter,  2  v.  Translations  of  German  Bomanoe,  1  v. 

History  of  the  Fren^  Bevolution,  2  v. 

Bii^graphies  ;  Bums  and  Johnson,  each  Ic Chapman  di  H,  it $4 

■  Chartism,  feap.  8vo,  5c -Grocer    1840 

CriticalandMiaoellaneousEBsay8,5v.l2mo,45c,fVac0r,4o;n.e.,4v.42c  Chapman di  H.  it^j 

Cromwell's  Letters  and  Speeches,  3  v.  8vo,  S6c Chapman  A  H.it^S 

— — .  French  Bevolution,  8  v.  12mo,  81c  6c{,  1837;  2  v.  ]2mo,  12c  ChapmandiH.  1857 

HeroWorahip,  12mo,  9c    (Mpman^H.  1846 

History  of  Frederick  the  Great,  V.  1  and  2,  8vo,  40c   Chapman  dt  H.t% $9 

— ^V.  3,  8vo,  20c Chapman  dfH.iZ^ 
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Car]j\e  (Tko9.)  JAiierday  VtrnphleiB,  pOBt8?o,  9i Chapman  it  If.  i%s^ 

: —  life  of  John  Sterling,  post  8vo,  10$  6d    Chapman  d:  H.i%$i 

— Moral  Phenomena  of  Germany,  18mo,  i«    Painter 184$ 

Paanges  from  his  Writings,  Memoir  by  BaUantyne,  post  Sto,  7« Chapman  dt  IT.  1855 

'• —  Ftot  and  Preient,  post  Sto,  10#  6d C%a/>ma»<6  IT.  1845 

■  Pleadingswith  my  Mother ;  the  Ch. in  Scotland,  12mo,8d.  Is  9<f ;  cL 2* 6ci  Bosworth   1 854 

Sartor  Kesortas,  post  8vo>  lOi  6d    Chapman  A  H.1%^1 

Schiller,  Life  of,  post  8vo,  8<  6<2 Chapman  Je  H .1%^$ 

Wilhelm  Meister,  from  Gbethe,  new  edit.,  3  ▼.  post  8yo^  18f   Chapman  d:  if.  1842 

Garlyon((7i{em.)  Church  of  England's  Rotten  Flank,  12mo,  1« WhiUaJcer 1861 

Early  Tears  and  Late  Reflections,  4  t.  post  8to,  esch  C$    Whiftaker  ...1856-8 

PteoeptB  for  the  Preseryation  of  Health,  &c.,  post  8vo,  7a  6d  Whittaker 1859 

Scripture  Notices  and  Proofs,  8vo,  10$  6d   WhUtalser  1838 

Garmagnola,  a  Poetical  Italian  Tale  of  the  15th  Century,  post  8to,  5s  Saunden  is  O.  1856 

Carmichael  {Ji  lex, )  Believer's  Mortification  of  Sin  by  the  Spirit,  1 2mo,  3« HamxUon  1 843 

— -^ ^(^»<f.)  Disquisitions  on  the  Scriptures,  2  r.  8to,  20s  Mardon 1840 

(A.N,)  Ghreek  Verbs,  their  Formations,  Defects,  &c.,  post  8to,  Ss  6<2 Murray 1841 

{H.)  Useful  Hints  to  Emigrants  to  New  South  Wales,  12mo»  U  6d    ...  JSmith  d:  Elder  1840 

{J,W.)  Art  of  Ifarine  Ftdnting  in  Water  Colours,  12mo,  Is     Winaor  1859 

(ifrt.)  Beginnings :  Obedience  and  Disobedience,  18mo,  Is  6<i  Tegg  1862 

. Happiness  of  Obedience,  ISmo,  2« Jot. Blackwood,  1Z60 

, Tales  of  a  Grandmother,  12mo,  4s    BenUty 1841 

•(Ptter)  Science  of  Music  Simplified,  roy.  8tu,  Is  6(i    Simpkin     i860 

•  (iZicA.)  Clinical  Lectures  on  Syphilitic  Diseases,  8yo,  7s6(f Longman  1842 

■  Origin  and  Nature  of  Tuberculous  and  Cancerous  DiseaseSjSvo,  12s  Longman  1836 


■   (RoU,)  Treatise  on  Calculus  of  Operations,  8to,  9s| Longman  1855 

Carmina  non  prius  Audita,  sive  VocabnU  Latina,  12mo,  Is  (5<i  Simpkin 1852 

Garnanron  {Barl  of)  Portugal  and  Gallicia,  new  edit.,  post  8vo,  3«  6(2  Murray i86t 

• —    Recollections  of  the  Druses  of  the  Lebanon,  post  8yo,  5$  6d Murray 1 860 

Came  {John)  Lives  of  Eminent  Missionaries,  3  r.  12mo,  9s WaMourne  ...1852 

Syria  and  the  Holy  Land,  4to,  86s   Fisher  d-Soni^^^t 

Camee  ;  or,  the  Victim  of  Khondistan,  by  A.  R.  M.,  fcap.  8vo,  2s  6d  Hamilton  1861 

Carnegie  ((?.Af^.)  Selection  of  Prayers  and  Hymns,  12mo,  3s  Haiehard  1858 

Cam^B  (/.^.)SUTe  Trade  with  Africa,  post  8to,  7s  6d  Low   1852 

•  {R.H,)  New  Translations  of  the  Hebrew  Scriptures,  No.  1,  2s  6<2  Longman  1839 

Camesecchi  (Pietro)  Trial  and  Martyrdom  of,  edit,  by  Gibbings,  8to,  3s  M BeUd^  Daldy  ..1856 

Caion  (JiUet)  Pint  French  Class  Book  with  Exercises,  12mo,  Is  ;  Key,  Is Simpkin 1859 

Reading  Book  ;  Easy  Lessons,  12mo,  Is   Simpkin 1861 

. Principles  of  French  Grammar,  12mo,  2s;  Key  to,  2s Simpkin 1856 

CaroT6  (F.W,)  Story  of  Gottfried  and  Beata,  translated  by  Moline,  12mo»  2t  6d Harvey  1844 

— without  an  End,  German;  Notes  by  Apel,  16mo,  Ss Nutt  1840 

Mathias,  16mo,  2s   I%imm  1854 

Carpenter  (B«n.)  Family  Phtyers,  12mo,  2»  6rf Whitfield  1842 

Introduction  of  Presbyterianism  in  Nottingham,  12ino,  Ss  6<2   Whi(jlield  i86a 

.. (Oeo.)  First  Lessons  in  Drawing,  4to,  12s    C,  H,  Law    ...1856 

. (/.^.)  Book  of  Popular  and  Modem  Songs,  18mo,  2s  6<i Bovlledge  1858 

Border  Ballads,  Music  by  Monro,  4to,  12s Munro  1846 

Lays  and  Legends  of  Fairy  Land,  12mo,  2s  6d Simpkin 1849 


for  Light  Hearts,  18mo,  2s  6d  Wilhvghby    ...1835 

Minstrel  Musings,  38mo,  2t  6d  Thomas 1837 

. Poems  and  Lyrics,  new  edit,  24mo,  Is  6d    Clarke  A  Co 1845 

Romance  of  the  Dreamer,  and  other  Poems,  12mo,  5s  6(2 Orr    1841 

Sf^ngs  and  Ballads,  8to,  U  6d— Clarke,  1844;  24mo,  2s    Bovtledge  1861 


-(Zani)  Apostolic  Harmony  of  the  Gospels,  8to,  14s WhUJUld  1838 

Dissertation  on  Our  Lord's  Ministry,  8vo,  5s Whitfield  1836 

Lectures  on  the  Atonement,  12mo,  4s  6(2 Whiffield  1843 

Memoirs  and  Correspondence,  by  his  Son,  8to,  12s  Whitjield  1842 

-  Ssrmons  on  Practical  Subjects,  8yo,  12s    Whitjield  1840 


(Mary)  Con1it!oi  and  Treatment  of  Juvenile  Delinquents,  cr.  8yo,  6s— red., 3s  Bennett 1853 

Morning  and  Evening  Devotions,  12mo,  4s    Longman  1842 

Reformatory  Schools  for  Children,  post  8vo,  6t Bennett 185 


—  (Percy)  Hog  Hunting  in  Lower  Bengal,  wiih  Descriptive  Text,  imp.  fol.,  84s.  Day  <£r  Son    ...  iS6x 
(PA»/./».^  Lectures  on  Mollusca,  8vo,  2s  6(2 Washington  ...1862 

—  (i2.^.)  Discourses  and  Devotional  Services,  12mo,  7s   Whitfield  1249 

' —  Gospel  Records  of  the  Life  of  Christ,  12mo,  8s  6(2    Whitfield  1851 

'  Six  Lectures  on  Scriptuml  Doctrine  of  Reoondliation,  1 2mo,  Is  6(2. . .  Whi^dd  1 8  60 


(Thos.)  Christian's  Manual  of  Phtyers,  18roo,  Is  6(2 Lcath 1843 

Contemplations  on  the  Prayers  of  the  Church,  1 2mo,  2s  6(2 HurU .«. .  1 8  3  7 


Manual  of  Arithmetic,  by  Rutherford,  12mo,  Is Tegg  1856 

Orthographical  Assistant,  l2mo,  2s Lmgman  1862 

Scholar's  Spelling  Assistant,  12mo,  Is  Longman  1862 

by  McLeod,  12mo,  Is  6(2 Longman  '859 

School  Speaker,  12mo,  2s  6(2 WMttaker 1837 

Young  Scholar's  Manual  of  Elementaiy  Arithmetic,  12mo,  Is  6(2  ...  Clark 1 84^ 

-(r. P.)  Psalms  and  Sacred  Poems  for  Chanting,  12mo,  2s  6(2  Simpkin 1848 
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Gkrpenter(IFm.)  Aider's ABRstant,  12mo,  ZaM Boffue iM 

Biblical  Companion,  imp.  8vo,  IO5  6d   Tegg  1836 

GorpoTaiion  of  London  as  it  la,  and  should  Be,  12mo,  3«  6d  Strange 1847 

Dictionary  of  English  Sjnonymea,  5tli  edit.,  f cap,  3«  612 Tegg  i860 

. Mnieophle,  or  Helps  to  Memory,  by  Portwine,  4th  edit.,  24mo,  It  6d  Tegg  1847 

• Peerage  for  the  People,  12mo,  3f,  1847  ;  new  edit.,  12mo,  8« Strange 1848 

(W.B.)  Animal  Physiology,  new  edit.,  post  8yo,  6«    II.Bohn 1859 

Essay  on  Use  of  Alcoholic  Liquors,  2nd  edit.,  12mo,  2f  6cf Bennett 1851 

Introduction  to  the  Stady  of  the  Foraminifera,  8fo,  Zl§  6d Bay  Society  ... 

Mannal  of  Physiology,  8rd  edit.,  12mo,  12«  6d ChurekiU  1856 

Mechanical  Philosophy,  Astronomy,  &c.,  post  8to,  5§ H.Bohn 1857 

—- -  Microscope  and  its  Reyelations,  8rd  edit.,  12mo,  12<  6c{ Churchill  i86a 

Phjaiology  of  Temperance,  &c.,  post  8to,  1*;  fine  paper,  28  6d  H.Bohn 1853 

Principles  of  GomparetiTe  Phymology,  4th  edit,  8yo,  24f    Churchill  1854 

Human  Physiology,  5th  edit,  8to,  26« Churchill  1855 


Vegetable  Physiology  and  Botany,  by  Lankester,  post  8to,  6t B.  Bohn 1858 

Zoology  and  Instincts  of  Animals,  2  ▼.  post  Svo,  12<    H.Bohn 1857 

{Jf.H.)  Pictorial  Notices,  a  Memoir  of  Sir  A.  Van  Dyck,  4to,  28«  Author  1844 

Carpentry  and  Joinery,  Elementary  and  Practical,  2  r.  4to,  56« WecUe    1849 

Carpmael  (  Wm. )  Law  of  Patents  for  loYentions  familiarly  Explained,  6  ed. ,  8yo,  2s  (ki  Stevens  1 860 

Keportsof  Patent  Cases,  1843,  roy.  8yo,  2 1«  Simpkin 1843 

Can  {Dan.)  On  Cure  of  Consumption  and  Asthma,  12mo,  Z§6d  WiUon  1847 

{Edw.)  Family  Liturgy,  12mo,  la Routledge  1855 

\G.R.)  Catechism  about  Prayer  from  the  Liturgy,  fcap.  8yo,  If  6d   Mozley  1851 

(Jets,)  Heroes'  Wreaths;  or,  Tributes  to  the  Brave',  Poems,  12mo,  8«  6d Longman  1857 

(yoAfi)  Synopsis  of  Practical  Philosophy,  2nd  edit,  ISmo,  5s   Lochwood  1841 

(J.)  Railway  Locomotion  and  Steam  Navigation,  8to,  12s WiUiams   1847 

(ilfrs.)  Memoirs  of,  by  Stanley,  18mo,  la  6d Mason   1845 

{T.S.)  Classical  Lexicon  of  Biography,  Mythology,  &c.,  post  8to,  7f  6d Simpkin 1858 

[ Pronundatbn  of  Proper  Names,  2nd  edit,  12mo,  8j  6d Simpkin 1858 

—  Dictionary  of  Latin  Homonyms,  12mo,  2s Simpkin 1851 

Examination  Questions  on  the  History  of  Greece,  16roo,  Is  Simpkin 1849 

History  of  Oreeoe,  4th  edit,  12mo,  6s;  Questions  on.  Is Simpkin 1861 


-  Latin  Selections  from  Nepos,  Phsedrus,  and  Ovid,  6th  edit,  12mo,  3s  6d  Parker  4s  Sofk   1851 

-Manual  of  Clasrical  Mythology,  2nd  edit,  12mo,  is6d Simj^n 1851 

*  Roman  Antiquities,  12mo,  ts  6d  Whittaker 1836 


-  (r.  IF.)  Sermons  on  the  Seven  Churches  of  Asia,  12mo,  6s  JDalton 1840 

CxrTe{C.M.)¥iniajxdhBisADMj9oi  the  Church  of  Christ,  12mo,  ds  6d Ooodall 1851 

See  of  Rome,  8vo,  2s   Bosworth   185a 

Cartel  (A.)  Counter  Revolution  in  England,  with  Fox's  Hist.  Charles  2nd,  12mo,  Ss6d  H.  Bohn 1857 

GszTiage  Bnildei^s and  Harness  Maker's  Art  Journal,  Div.  1  and  2,  4to,  ea.  20s  Tallis i860 

Div.  1  and  2,  in  lv.,85«;  J>\y.%20s  Tallis i860 

Carridt  (X.)  Laird  of  Logan  ;  or,  Wit  of  the  West,  18mo,  Zsdd;  cr.  8vo,  4t  6d    ...  Simpkin i86a 

Carrighan  {Ter.)  Student's  Chancery  Quide,  12mo,  8s Wildg 1849 

Carriagton  (JET.  A)  Plymouth  and  Devonport  Ghiide,  18mo,  6s Longman  1843 

\B,C.)  Catalogue  of  8785  CircumpoUr  Stars,  folio,  10s  ;  Map  to  ditto,  5s   Longman  1857 

Cantm  (A.)  VforkM,  3  v.  12mo,  16«  /foM^tow  ...1847-54 

Carrathera  (J2.)  Highland  Note  Book  :  Sketches  and  Anecdotes,  12mo,  4s   Longman  1843 

Caivm  (Alex.)  Ood  of  Providence  the  Ch)d  of  the  Bible,  18mo,  Is  6d  Simpkin 1839 

— ~— —  History  of  Providence,  as  Manifested  in  Scripture,  12mo,  Zs  M  Longman  1840 

^  Knowledge  of  Jesus,  12mo,  ds6d Longman  1841 

Life  of,  by  O.  C.  Moore,  12mo,  2«  6d  B.L.Oreen 1851 

Principles  of  Biblical  Interpretation,  12mo,  3«   Longman   1836 

Reasons  for  SeparaUng  from  the  G^eral  Synod  of  Ulster,  12mo,  Is  ...  Carson  1856 


•  Refutation  of  "  Henderson  on  Inspiration,"  12mo,  2s   Longman   1840 

Treatise  on  Baptism  in  its  Modes  and  Objects,  8vo,  9t   Houlston   1844 

Works,  V.  1  to  4,  12mo,  ea.  6s Houlston  ...1847-56 

-  (J. JZ.)  Bxercises  in  Attic  Greek,  12mo,  4s  Block 1849 

-  Ghrammatical  Latin  Exercises,  12mo,  2s   Whittaker  1850 


{J.C.L.)  Form  of  the  Horse,  2nd  edit,  fcap.  8vo,  8s  6d  Simpkin i86z 

Heresies  of  the  Plymouth  Brethren,  12mo,  Is Houlston    1862 

Carstaires  (John)  life  and  Letters  of,  by  Ferrie,  8vo,  5s Hamilton  1846 

CansUirs  (Tios.)  Letters  for  Ladies  in  Varied  Styles  of  Writing,  4to,  8s Author  1842 

National  System  of  Penmanship,  4to,  12s   .; Author  1843 

CaxsweQ  {Rob.)  Pathologi^l  Anatomy,  fol.,  9^ Longman   1838 

Otfte  Honialiam  de  Northberwic  Prioratus  Cistercie,  edited  by  C.  Innes,  4to   BannatyneClub iZ4,j 

Carter  {A.P.)  Snnshine  and  Shadows,  post  8vo,  2«  6d    PaHridge  1861 

— ; — (Cftosi)  Disooimt  and  Per  Centage  Tables,  12mo,  4th  edit,  8s Simpkin 1844 

Interest  Tables  for  Bankers,  Bill  Digcounters,  &c. ,  cr.  8vo,  5s   Simpkin 1861 

linen  Draper's  Guide,  12mo,  Is  6d Simjykin 1841 

(^.)  The  Frugal  Cook,  sq.  18mo,  Is  Wood 1851 

-  {Bee/es  J.)  Remarks  on  Christian  Gravestones,  2nd  edit,  8vo,  8s  6d     Masters 1857 

{F.  H. )  Bookkeeping  adapted  to  Commercial  and  Judicial  Accounting,  r.  8vo,  1  Os  Hamilton  1 8 6 1 

{ff.B.)  Scarborough  Illustrated,  post  8vo,  5s  Simpkin 1840 

^oAa)  Ancient  Architecture  of  England,  by  Britton,  fol.,  68s H.  Bohn 1837 


126  CARTER CASKET  [Rkqubu  Caiimgub 

Cbffter  (John)  Ancient  ScolptiuB  and  Painting  in  Bngland,  fol.,  82  8ff  ff.Bokn   iSsS 

Memoir  o£|  by  Dampier,  poet  8to,  5«    P€trkerASoH...i%So 

Yieit  to  Sherwood  Foreet,  poet  Sto,  li  Lcngman  i860 

(/.if.)  YiewBof  the  Rock,  &c.,  of  Gibraltar,  foL,  6Ss;  coloorod,  52  fia   BaUy 1846 

{O.B.)  Aoooont  of  St.  John's  Chnrch,  BiehopeUme,  4to,  lOf  6d WeaU 1845 

-Ancient  Fainted  GHaaa  in  Winchester  Cathedral,  4to,  86«  WeaU 1845 


(R)  Vu^ier,  loj.  8to,  22f CfUaver  1844 

-.(R,B.)  Influence  of  Bdnoation  in  Preventing  Nerroos  Diseases,  12mo,  8« CkwrdiiU  1855 

-  Pathology  and  Treatment  of  Hysteria,  poet  8to,  4«  8cl C^rckUl  1853 


-  (AA)  Talbot  Hall,  aNoTel,  8t.  post  8to,  81«  6cI Newby 1855 

-(iSam.)  Arenger,  a  Metrical  Tale,  post  8to,  fit WM.Clark  ...185a 

Midnight  Bfiusions,  Poems,  post  8yo,  7f  6<l     SaundenisO,  1848 

-(TAof .)  Onriosities  of  War,  and  Military  Studies,  12mo,  fit     Oroombridge  ...1859 

Medals  of  the  British  Army,  the  Crimean  Campaign,  8to,  7«  6<l    Groombridge  ...1861 

Div.  2,  Egypt,  Peninsola,  Itc.,  8to,  Itid  Qrwmhndge  ...1861 

Dir.  8,  India,  China,  &o.,  8yo,  7«  M  Orwmhrxdg€  ...1861 


-(r.T.)Bookof  Family  Prayer,  2od  edit.,  18mo,  1«  6d  Maden  i86a 

Private  Prayer,  with  Notes,  2nd  edit.,  82mo^  li  Zd MtuUrM i86a 


' Doctrineof  Priesthood  of  the  Chnrch  of  England,  post  8to,  4« Maattn  1857 

Imitation  of  Our  Lord,  Lent  Lectures,  1860,  2nd  edit.,  Syo,  2m  6c{  ...  MaOen  i8bo 

■ Objections  to  Sisteriioods  Considered,  8yo,  laM Riviitffkm  1853 

v^ Passion  and  Temptation  of  onr  Lord  (Lent  Lectures),  12mo,  Z$^ Maden 1862 

Sermons,  8vo,  lO*  M Maden 1862 


(TT.i?.)  Pious  Hawker,  18mo,  2« Piper 1854 

Carterets  (The);  or,  Coantry  Pleasures,  by  B.  A.  &.,  sm.  cr.  8to,  Ss  M Hogg^Som  ...1862 

Carthusian  (The) ;  a  Miscellany  of  Proee  and  Terse,  2  y.  post  8to,  7fl  6€{  S.WaXker  1839 

Oartington  Bay,  a  Picturesque  Tour,  feap.  8yo,  5a  6<f How  1846 

Cartwright  (^;).)  Priyate  Diary,  ito  CamdenSoe,  1842-3 

(Edm,)  Memoir  of  his  Life  and  Writings,  post  8to,  10s  M    Saundert  de  0,  1843 

(/.J?.)  History  of  St.  James'  Cbureh  at  Jerusalem,  12mo,  6f Weriheim  1842 

-^— Sermons  on  the  Parable  of  the  Sower,  12mo,  3<  id   Weriheim  1847 

Popery,  post  8to,  if Weriheim  1850 

—  {Jot,  EUit)  Poetic  Spirit,  and  other  Poems,  feap.  8to,  4«  6d Longman  1861 

(Mn.)  Ambrose  the  Sculptor,  a  Novel,  2  t.  post  8to,  21i SmithA Elder  1854 

Christabelle,  a  Kovel,  3  v.  post  8vo,  8U  <W Skoberl 1852 

Lamia,  a  Confession,  2  v.  post  8vo,  21« CoUmm 1850 

— — Pilgrim  Walks  :  aChapletof  Memories,  12mo,  fit Wederton 1859 

— Boyal  Sisters  ;  or.  Pictures  of  a  Court,  2  v.  post  8vo,  21« Hope 1857 

~  (Pder)  Autobiography,  the  Backwoods  Preacher,  new  edit.,  cr.  8yo,  2« A.  HaU 1862 

. of,  12mo,  8f  6d ^mpkin    1858 

-  by  Strickland,  2nd  edit,  cr.  Sto,  3s  6(1   Heglm  1859 


(r.)  Age  and  the  Chureh,  or  the  Church  Called  to  Exertion,  12mo,  Is  ...  Ward 1852 

and  his  Contemporaries,  feap.  8to^  If  6<l  (Puritan  Divines) NeUim,   1848 

— ^  England's  Shame  and  England's  Hope,  1 2mo,  If  ;  doth,  \bM  Simpkin 1 86a 

Memoirs  of  his  Life  and  Writings  by  Brooke,  8?o,  5f  Snd^ 1845 


Cams  {CO.)  King  of  Saxony's  Journey  through  En^and,  8cc,  1844,  8to,  Hi Chapman  ^N.it^S 

Carver  {A,J,)  Essay  on  the  Divine  Attributes  of  Mercy,  8to,  4f RtvingUm  1851 

(/on.)  Lecture  on  the^Influence  of  Poetry,  12mo,  IsM Simplkn 1840 

(i2o6.)  Stories  about  Poland,  18mo,  2f  6<i T^  1835 

Cairer  and  Gilder,  new  edit,  12mo,  If Simpkin 1849 

Oarring  Made  Easy,  16mo,  If Cfroombridge  ...j$s7 

Carvosso  (Be^j.)  Memoir  of,  by  (J.  Blenoowe,  l8mo,  3f   /.  Oladding  ...1857 

{Wm.)  Memoir  of,  edited  by  his  Son,  18mo,  2f  6d  3fa8on  1857 

Carwithen  {J.B.)  Ecclesiastical  Histozy,  4th  to  12th  Century,  poet  Syo,  6$  Grijfin    1855 

History  of  the  English  Chureh  to  1688,  new  edit.,  2  y.  12mo,  12f...  JM,dJ.Parker\%^^ 

Cary  (Alice)  Clovemook ;  cr,  BecoUections  of  our  Neighbourhood,  12mo^  leM Clarke ds  Co.  ...1853 

Married  not  Mated  ;  How  they  lived  at  Woodside,  12mo,  If  6{i  Ward  ds  Lock  1856 

Pictures  of  Country  Life,  12mo,  If  6<l Low  1859 

(Hen.)  Lexicon  to  Herodotus,  Qreek  and  English,  8vo,  6f H.Bohn 1843 

Memorials  of  the  Great  CivU  War,  1646-1662,  2  v.  8vo,  28f  CoUmm 1841 

Testimonies  of  the  Fathers,  First  Four  Centuries,  8vo,  7f  6d   B.Bokn 1835 

(H.F.)  Lives  of  English  Poets,  Johnson  to  Kirke  White,  12mo,  7f  H.Bohn 1846 

Memoir  0^  by  his  Son,  2  T.  post  8vo,  2 If  Moxon  1847 

Notices  and  Translations  of  Early  French  Poets,  12mo,  5f H.Bohn 1846 


Caryl  (Joe.)  Bible  Thoughts,  S2mo,  2f,  A,  HaU;  by  Cobbin,  32mo,  If  M Tegg  1848 

Casalis  (E.)  The  Basutos ;  or,  Twenty-three  Years  in  South  Africa,  post  8vo,  6f  Niabd    1861 

Casanbon  (/fc.^  Ephemerides,  cum  Notis  edidit  J.  Kussell,  2  y.  8vo,  25f — ^red.,  15f...  J,HutJ,ParkeriZ$o 

Case  of  the  Seizure  of  the  Southern  Envoys,  from  the  ''Saturday  Review,"  8vo,  If  Ridgway    i86a 

Case  (Afrf.)  Journal  of  the  Siege  at  Lucknow,  post  8vo,  lOf  6d Bentley 1858 

Cases  of  Conscience  for  Use  of  the  Laity,  by  Pascal  the  Younger,  12mo,  Sf  M Boeworik  1853 

Casey  (Cha.)  Two  Years  on  the  Farm  of  Undo  Sam,  poet  8vo,  lOf  M  Bentlev 185a 

(6re».  SiTof)  Infantry  Tactics,  18mo,  15f New  York i86a 

Casket:  a  Lecture  for  every  Sunday  in  the  Year,  12mo,  6f Bwnu    1837 

of  Comic  Songs,  Bedtations,  &o.,  82mo,  If Davidatm  1861 

Irish  Pearis^  18mo,  If  Bimpkin 1846 
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Gukeft  of  Ifodem  and  PopnUr  Songs,  24iD(s  U Jkmd$(m  1)50 

GaspaxTsAnbioGnmiiiar,  AdditioDB  by  Wright,  Y.l  Ic  2,  8yo,  ml  7«  H  inlr.lfii...  Williams  ^  N.  $9-^* 

Oa^ermui  (iSL^.)  Arithmology  ;  or,  tho  Theory  of  Arithimetie,  18mo,  2a DeUUm  1844 

Gaaqaei  of  I^rie  G«iiia,  Songa,  Duete,  Ice,  wiUi  Music,  sm.  4to,  6i  M HvukUm   1S60 

GsMelTs  Aeto  of  the  Apostles  in  the  Oiiguul  Greek,  12mo»  2t6d  CatM  1856 

Arithmetie  for  the  Tonng,  12mo,  ]« Cauell  i860 

Art  Treaaiires  Bihibition,  roy.  8to,  d Canell  1858 

AsAarononiosl  Geogr&phy,  by  WilUid,  8yo,  2t CasaeU  1856 

Biblical  Ednoitor,  2  y.  er.  4to^  e«ch5f  6(i  Castell   1854-5 

Gateehismof  Photography,  12mo,  1$  Cauell  1859 

Child's  and  Toath's  Bdncator,  4to,  8s Cosset  1856 

Blementaiy  Geography,  by  Goodrich,  with  Maps,  8to,  U6d Cauell  1861 

Elements  of  Algebra,  by  Wallace,  12mo,  la  6cl  Oaudl  1853 

Arithmetic,  by  Wallace,  12mo,  li  CaueU  i860 

Bn^iflh  Lessons,  with  Grammar  by  Dr.  Beoxd,  12mo,  8s  CaueU  1854 

■  Fruieh  and  En^ish  Dictionary,  I7  Delolme,  8to,  7s  6d CatadL  1859 

.  Lessons,  by  Fasqoelle,  12mo,  4i  6c{ ;  Key  to,  Is  Caudl  i86a 

Mannal,  by  Delolme,  12mo,  Ss?. Cossett  1853 

'  Reader,  Colloquial,  by  Fasquelle,  new  edit.,  12mo,  2s  6cl CaueU  i86a 


German  Lessons,  by  Woodbory,  12mo,  4s6ci;  Keyto,  Is CaauU  1854 

- linonnnciation,  12mo,  leM ComuU  1854 


Reader,  Eclectic,  by  Woodbnry,  12mo,  2s  6(i  CaueU  i860 

-  and  English  Dictionary,  8to,  7s  6(2   ComM  1854 


Cheek  Lessons,  with  Qiammar  by  Dr.  Beard,  12mo,  8s  6cl    CaeuU  1856 

Gssseirs  Band  Books,  f cap.  8to,  ea.ls:~   CaueU i86o-6a 

Amusing  Experiments.     Book-keeping.     Easiness.     Chess.     Ciril  Sendee. 

Dmnestie  Peta.     Domestic  Eecipes.     Eloention.     Emergencies.     Etiquette. 

Gardening.      Inyentions.      InTestments.      Letter-Writing.      Philoeophy. 

Railway  Sitoations. 

History  of  England,  12mo,  8s,  1853;  France,  12mo,  2f  3<2,  x85a   CauM  185a 

IreUund  to  1862, 12mo,  2t  6(2,  185a  ;  Scotland,  12mo,  Is  6d,  1853  CaueU  1853 

Home  and  School  Geography  and  Atlas,  by  Peter  Parley,  new  edit.,  8to,  Is  6(2  CaueU  x86o 

Dlnsteaied  Family  Bible^  Old  Testament,  roy.  4to,  21s CaueU i86o-6a 

Paper,  V.  1  to  10,  new  series,  4to,  each  4s  6(2^ CaueU 1858-62 

Guide  to  London,  with  Ibp,  Syo,  Is Caudl  i86a 

Histoiy  of  England,  by  Hewitt,  Vols.  1  to  4,  4to,  each  6s CaeuU  1856 

daring  last  100  Years,  Vols,  lit  2, 4to,  ea.  6s  CauM  1861 


Libraiy,  12mo,  History  of  Joseph,  Is;  Histoiy  of  Moses,  Is CaueU  i8ca 

Spelling  and  Beading  Book,  new  edit.,  8vo,  Is Casse22  i86a 

Italian  Lessons,  with  Grammar  by  Tansenan,  12]no,  8s CaueU  1856 

Latin  Exercises,  12mo,  2s CSossett  1861 

Grammar,  by  Andrews  and  Stoddard,  12mo,  8s  6(2 CaueU  1861 

Ciiteehism  of,  for  Schools  and  Families,  12mo,  Is   CaueU  1861 


—  Lessons,  by  Dr.  Beard,  12mo,  8s  ;  Key  to.  Is  Caudl  1853 

-  Krst,  by  Andrsws  and  Stoddard,  12mo,  Is  6(2   Caudl  i860 


Reader,  12mo,  Is  6(2    CaueU  1853 

and  EnjR^iah  Dictionary,  by  Dr.  Beard,  8yo,  7s  6(2 CaeuU  1855 

NarratiTea  and  AdTentnres  of  ^Tellera  in  Africa,  12mo,  6s Cattdl  1861 

Katual  History,  Feathered  Tribes,  imp.  8yo,  12s  6(2 C7asse^2  1854 

Popular  Bdncator,  6  y.  sm.  4to,  each  4s  6(2 CasuU 1853-55 

Natural  Hlstoiy,  V.  1  fc  2  Mammalia,  imp.  8vo»  ea.  8s  6(2  ;  1  v.  Igs    CaeeeU  1861 

V.8,Biids,8s6(2;V.4,Fiahes,8s6(f  ;V.8&4,inlT.16s  Omdl  i86a 


Pnm<mncing  English  Dictionary,  by  Webster,  Sto,  7s  6(2  Casse22  i860 

Spanish  Lessons,  12mo,  8s  6(2  CaueU  186a 

(IFJ2.)  Etodolon  ;  or,  Oonne  of  a  Soul,  and  other  Poems,  12mo,  6s  €d Pideering  1850 

Poems,  12mo,  8s  6(2  Smith^Eld^  1855 

Gaasin  {JokM)  Birds  of  California,  eold.  plates,  roy.  8to,  52s  6(2   PAt2a(2e^>At(i...i856 

Caason  (M.If.)Uie  and  lAbonrs,  p.  8to,  2s  6(2,  iSimpHn,  1853  ;  2s Jliaeati  1854 

(ifiory.)  A  Twbe  of  Waynde  Ivy,  post  8to»  6s  Maxom  1857 

Cross  Purposes  ;  or.  Way  of  the  World,  a  Novel,  12mo,  Is  6(2 irar(2<(?Zocl;..  185  5 

Caste,  a  Novel,  by  Author  of  Mr.  Arle,  8  v.  post  8vo,  SU  6d HwrtiS  B 1857 

Cs8ten(ii:/.)  Guide  to  Female  Hapinness,  82mo,  Is    Miickdl 1843 

OMteOaae  (/Lap.)  Military  Life  in  Algeria,  2  T.  Svo,  21s    HnrtlA  B.   ...1853 

Cssti  (O.)  Thxte  Groats,  translated  by  Montague,  with  Memoir,  post  8iro,  7s  6(2 Starie 1841 

GHtiUo  {B.l>.)  Memoirs  by  Himself,  translated  by  Loekhart,  2  y.  8to,  24s JIatdiard  1844 

(/.)Baid  of  the  Dales;  Poems  in  the  Yorkshire  Dialect,  fcap.  Svo,  2s Oreen 1851 

CMtle  (t?ftMrf2esr)  Harold  Orerdon  Ashore  and  Afloat,  post  8yo,  10s  6(2 5iniiM2ers4lfcO.  .i86a 

John  Woodbum,  Royal  Navy  ;  a  Tale,  post  8vo,  10s  6(2 Saunden  S  0.  1861 

— —    {ff'J-)  Text  Book  for  Young  Surveyors  and  Levellers,  cr.  8vo,  6s   Simpkin    ......1856 

Treatise  on  Land  Surveying  and  Levelling,  8vo,  12s  6d    Sin^pkin 1847 


-(I^)BBsayonP(MsonB,  7thedit,  24mo,  i$6d  B.Bohn 1845 

•  Linnsean  Artificial  System  of  Botany,  plates,  4to,  6i  £,  Cox  1836 


GaaUe  aad  the  Cottage  in  Spain,  from  the  Spanish,  by  Lady  Wallace,  2  v.  p.  8vo,  21s  SaundendtO,  .1861 

Builders;  or  the  Deferred  Confirmation,  12mo,  8s  6(2 Modetf   1859 

Martyr,  a  Tale  of  Old  Ireland,  2  v.  post  8vo,  21s CtniNtn^Aaiii  ...1849 


ia8  CASTLE CATALOGUES  [EsGLira  Caialoou* 

Castle  of  Falkenboniig;,  and  other  Stories,  from  the  German^  16mo,  Zt  Bunu 1843 

St.  Laure,  a  Tale,  2  T.  post  8vo,  16a  SauncUnA  0.  .i^SZ 

Castlereagh  {Visct.)  Journey  to  Damascus,  2  y.  post  8to,  16« Colbum 1847 

Memoirs  &  Corresp. ,  by  his  Brother,  4  ▼.  8vo,  56*,  Co/ftwrw— r;28«  Tegg  1 849 

ConespondeDoe,  tc.,  2nd  series,  4  r.  8vo,  66» Shi^l  1851 

3rd  series,  4  V,  8vo,  56* Murray 1853 

(Zord)  and  Stewart  {Sir  Chat.)  Lives  of,  by  Sir  A.  Alison,  8  r.  8vo,  42»  Blackwoods    ...1861 

Caswall  (A.)  Hints  from  the  Journal  of  an  American  Squatter,  12mo,  U  6d Smith  d:  Eider  1843 

Law  of  Copyholds  and  Copyhold  Enfranchisement,  12mo,  5« Layton  1849 

{Edw.)  Altar  Manual,  12mo,  2» Dnjfy 1859 

Child's  Manual,  18mo,  U Bums    1846 

Masque  of  Mary  in  the  Temple,  and  other  Poems,  12mo,  6# ^i«ni«    1857 

Morals  from  the  Churchyard,  plates  by  H.  K.  Browne,  sq.  16mo,  8j  6<i  ...  Chapman  «fc  /T.  1837 

-  Sermons  on  the  Seen  and  Unseen,  8 vo,  10s  €c{   Burnt    1846 


—  (Ben.)  America  and  the  American  Churoh,  2nd  edit.,  post  8yo,  7a   Mozley   1851 

American  Churoh  and  the  American  Union,  poet  Syo,  lOa  6d SaundenJe  0.  .1861 

Culifomian  Crusoe,  a  Tale  of  Monnonism,  12mo,  2a 6(2 J.H.4!j.Pwiker\%s'i 

City  of  the  Mormons  :  a  Visit  to  Nauvoo,  18mo,  la  6ii  Rivmgton  184a 

Didaacalns  ;  or,  the  Teacher,  8vo,  la BivingUm  1850 

■  Histozy  of  the  Mormons,  or  Latter  Day  Saints,  post  8to,  7a  M Ritingtim  1843 

Jerusalem  Chamber,  or  Convocation  and  its  Possibilities,  8to,  la  6<2  ...  Bivingion  185a 

Soothind  and  the  Scottish  Churoh,  12mo,  2a  6d  J,ff.d:J.Parkeri9$2 

Western  World  Bevisited,  12mo,  Sa J.H,diJ,Par1ceri%s^ 

Cat  and  Dog,  a  Memoir  of  Puss  and  the  Captain,  6th  ed.,  sq.  16mo,  2mM\  cold.  3a  6d  GriJUhdsF,  ...i860 

Catafago  (Jos.)  Arabicand  English  Dictionazy,  Y.  1,  8vo^  15a  ;  Y.  2,  25a    Qaarileh   1858 

CiTALoaiTSs,  Yarious,  viz.: — 

Abbotsford  Library,  4to,  42a  Whittaltr 1839 

American  Books ;  or,  Guide  to  American  Literature,  8to,  6a  Low  ...^ 1856 

Antiquities,  &c.,  Bateman*s  Museum,  Derbyshire,  8to,  10a  6<2   J.RSmith 1855 

-  Museum  Arohitectural  Institute,  Edinburgh,  roy.  8to,  21a  HamiUon 1859 

with  the  Lennox  Jewel,  roy.  8yo,  42a    ffamiUon  1859 

AthenaDum  Library,  Pall  Mall,  London,  2  ▼.  roy.  8vo,  10a  Librarian  ....    1851 

Anatomical  Museum,  St.  Bartholomew's  Hospital,  Y.  1  and  2,  8to,  ea.  5a...  ChirehiU  1846 

Birds,  Asiatic  Society  JIuseum,  by  Blyth,  8to,  12a Williams  A  N,  1853 

Bodleian  Library,  Arabic  MSS.,  edited  by  Dr.  Pusey,  foL,  44a    J.H.d:J.Pwrker\%$% 

Printed  Books,  Y.  1  to  3,  fol.,  sheets,  60a   J. H.^, Parker  1%^'^ 

Y.  4,  to  1847,  fol.  sheets,  20a   J.fi.d'/,Parkeri%so 

Books  added  to  the  Library  of  Trinity  College,  Dublin,  in  1853,  8yo,  6a WMUaker 1854 

British,  Books  Published  1837-1849,  roy.  8yo,  31a  6d    L&w    18^* 

1837-1857,  Index  to,  roy.  8vo,  26a Low   1858 

1868-1862,  prices  yarious Low  Annual 


Museum.     See  British  Museum. 

Yertebrated  Animals,  8yo,  2a  6d  VanVoortl   ...1845 

Calculi  and  other  Concrotions,  College  of  Surgeons,  4to,  Sla  6<f  Van  Voorst  ...1844 

Chancellorsand  Chancery  Offices,  by  Hardy,  roy.  8yo,  20a  BuU€rworths...iS4i 

Comparatiye  Anatomy,  College  of  Surgeons,  5  y.  4to,  each  31a  6<2  Van  Voorst  ...1844 

Early  English  Poetry  and  Drama,  in  Bodleian  Lib.,  byE.  Malone,  fol,  4a...  Gardner 1835 

East  India  Company's  Library,  8yo,  10a  6d  W,N.  Allen  ...i%^s 

Museum,  Y.  1,  Birds,  8yo,  6s  W.  H.  AUtn  ...1854 

Mammalia,  8yo,  3a  6<i    W,  H.  Alkn  ..,i%^i 

Engrayed  British  Portraits,  by  Eyans,  2  y.  8yo,  5a Bvansd:Sons...n.  d. 

Exhibition,  1851,  Art  Journal  Edition,  4to,  21a  ViHue    1851 

Official  Illustrated,  4  y.  imp.  8yo,  84a    CU>wes    185a 

-with  Reports,  6  y.  4to,  21/ Clowes    1852 

1862,  Official  Illustrated  (British),  2  y.  roy.  8yo,  21a JFf.M.Commis.  1862 

■  (Foreign),  2  y.  roy.  8vo,  21a    H.M.Commis.  1862 


Fossil  Remains,  Mammalia,  &c. r  College  of  Surgeons,  4to,  21a    Van  Voorst  ...  1 845 

Graduates,  Oxford  Uniyersity,  1659-1850,  8yo,  12a  6d  J,  H. A  J. Parker  i%^i 

Inscribed  Stones,  in  Antiq.  Soc,  Newcastle,  8yo,  la    : Antiq.Soe.  New,n.d. 

Library,  Medical  and  ChinuigiGEkl  Society,  London,  8yo,  10a Longman  1856 

Middle  Temple,  2  parts,  8yo,  10a Liltrarian 1845 

Newcastle  Society  of  Antiquarians,  8yo   NewcoMlU  1839 

— —  Royal  Geo^phical  Society,  corrected  to  1851,  8yo,  3a  6d Murray 1852 

r  Institution  of  Great  Britain,  by  Yinoent,  8yo,  15a Nutt  1857 

St.  Catherine's  Hall,  Cambridge,  8yo,  Is  6d  BeUA  J>aldy..,i%^x 

London,  Books  Published  in  1831-55,  in  Great  Britain,  8yo,  28a T.  Bfodgson  ...1856 

Library,  8vo,  8a Librarian 1843 

MSS.  Bibliotheoa  BodleiansB,  ik  Coxe,  p«^.  1,  2and  3,  4to,  ea.  22a  ;  pt  4,  Us  J,HMkJ,Parkers 3- 60 

Cambridge  Uniyersity  Library, 8yo,y.  1,80a;  y.2,20a  ;  y.3,25a  ;  y.4,20a  Cox  1856-61 

CoUegiis  Oxoniensibus  Adsenrantur,  ik  Coxe,  2  y.  4to,  45a J.H.AJ.Parherit^x 

Dr.  Adam  Chirke's  Library,  roy.  8yo,  21a  Murray 1835 

Gbnyille  and  Caius  College,  Cambridge,  by  Smith,  8vo,  10s  6d    WhiUaker 1847 

and  Scarce  Books  in  St.  John's  College,  Camb.,  pts.  1  and  2,  ea.  is6d  BtUADaldy.  .1841 

(Egyptian)  in  Trinity  College  Library,  by  D.  E.  Hincks,  8yo,  4a  Bell  ttDaldy^.iS^^ 

Melancthon  Manuscripts,  8yo,  8a   Sothefry «.rf. 
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Caxixoovss,  ywn<m9-~{eoniinued). 

MonaaUc  Library  of  the  Charch  of  Durham,  ftc,  8vo,  10« Wftitta]^ 1847 

Maaeam  of  Quy^s  Hospital,  by  Dr.  Hodgkin,  8vo,  1»« ChutchiU  1%$^ 

Osteological  Portion  of  Specimens  in  Camb.  Anatom.  Muaeum,  8to,  2«  ^d,.,  Jtivington  1862 

Periodiealsy  Law  Reports,  Ice.,  8vo,  1«  Longman  ...Annual 

Portraits  of  Qentry  and  Nobility,  Warwick  Goanty,  4to,  10«    Pidering  1 848 

Preparations  in  Masenm,  College  of  Surgeons,  Ireland,  2  y.  8to,  204 Benthaw    1840 

Beynolds  {Sir  J.)  Portraits,  compiled  by  W.  Cotton,  8to,  fis  Longman  ,1858 

Royal  Society  Library,  MSS.  and  MS.  Letters,  8to,  2» Taylor  ^:  P.  ...1844 

by  J.  0.  Halliwcll,  8to,  5«    Taylor  A  P.    ...1840 

■ Misoellaneoos  Books,  roy.  8vo,  2aM  Taylor^P.  ...1844 

Scienti6c  Books,  roy.  8yo,  I5i  Taylor  d:  P.  ...1849 

Stoserit  Books,  Texts^  &c,  12mo,  b$ WUliam»A  N.  1848 

Selected  Bnglish  Literatore,  oorrected  to  1849,  8to,  6f    Longman  1849 

Simple  Minerals  in  Trinity  College,  Dublin,  8vo,  5a Whittaker 1850 

Soath  Kensington  Museum,  Educational  Division,  6th  edit,  8to,  1» Chapman  £  M.  1861 

Tracts  for  and  against  Popery  in  the  Manchester  Libraiy,  4to Chetham  Hoc.     1859 

Works  Printed  for  the  Maitland  Club,  4to Maitland  ClubiS^^ 

Privately  Printed,  edited  by  Martin,  2nd  edit.,  8to,  21i Van  Voortt    ...1854 

Gatechetieal  Lessons  on  Miracles  of  Our  Saviour,  12mo,  2$  Gd   J.H.AJ.Parkeri%^7 

Morning  and  Evening  Prayer,  and  Litany,  12mo,  l» J.HJ:J.ParktTi%{S 

Parables  of  the  New  Testament,  12mo,  2«  M  J.I£.d*J,Parkerii$6 

Sacraments,  Creed,  Commandments,  fcc,  12mo»  28  dd J,HJ:J.Parlxri%^i 

Catechism  of  Katore,  translated  from  the  Dutch,  19th  edit.,  18mo,  Is    Tegg  1850 

Phrenology,  22nd  edit.,  18mo,  Is    A.  Hall 1841 

the  Church  of  England,  illuminated  by  Foster,  4to,  Z» Addry    1850 

Council  of  Trent)  trans,  by  Buckley,  post  8vo,  ds  RoutUdge  1851 

• Donovan,  12mo,  7i  Dolman 1853 

Diocese  of  Paris,  trana  from  the  French,  24mo,  \%Zd T.  Pickardton  1850 

' Incarnation,  fcap.  8vo,  la  6d    Mattert 1851 

•  Thirty-nine  Articles,  with  Scripture  Proofs,  12mo,  5<  6d  T.  Setcatxi 1835 

COechist  (The),  and  Sea-Boy's  Grave,  by  Fitcallan,  18mo,  Is Hamilton  1855 

Catechamena  of  the  Coromandel  Coast,  12mo,  Is J.I£.d'J,Parkeriibi 

Catena  Qraeeornm  Pktrum,  ediditJ.  A.  Cramer,  8  v.  8vo,  44s  J.HJ:JParktri%'^ 

of  the  Fathen  on  Regeneration  in  Baptism,  8vo,  5s « J.ff.d' J. Parker iZ^o 

C&ter  (PiU.)  Bntertaining  Knowledge:  Origin  of  Words,  &o.,  12mo,  3s    /.  Gilbert  1845 

Great  Fiction  of  the  Times,  8vo,  2»6d Strange 1844 

Punch  in  the  Pulpit,  2nd  edit.,  fcap.  8vo,  2s  Preeman    i86z 

C^th  Mnighe  Lena,  an  Ancient  Historical  Tale,  edited  by  E.  Curry,  20s  Jrith  Arch.Soc.  1%S3 

Csthal  More  ;  or  Self-Love  and  Self-Control,  by  Arami,  2  v.  post  8vo,  21s   Shoberl  185a 

Catharine,  a  Tkle,  by  the  Author  of  *'  Agnes  and  the  Little  Key,"  fcap.  8vo,  Is  6d...  Knight  ds  Son   1859 

Douglas,  a  Tragedy,  12mo,  5s  Pickering  1843 

Sinclair ;  Adventures  of  a  Domestic  in  Search  of  a  Good  Mistress,  18mo,  Is  Tweedie 1851 

Cathay  and  India,  Kanatives  of  Early  Voyages  to,  edited  by  T.  Rundall,  8vo  Hakluyt  Soc....il^^ 

Catheart  ((?«o.)  Comments  on  War,  Russia  and  Germany,  1812-13,  8vo,  14s  Murray 1850 

Correspondence  on  Military  Operations  in  Kaffiaria,  8vo,  12«  Murray 1856 

(iZode.)  Memoir  and  Correspondence,  2nd  edit.,  12mo,  28  6d Hamilton 1839 

Cathedral  Rhymes,  by  the  Author  of  "A  Sister's  Record,"  &c.,  12mo,  5s    Churton 1848 

Cathedrals  of  Eng^nd,  Eastern  Division,  Handbook  to,  cr.  8vo,  18s Murray i86a 

Southern  Division,  2  v.  cr.  8vo,  24s   Murray 1861 

Catherine  II.,  M^moires  de,  1744-58,  6crites  par  Elle-m^me,  8vo,  10s  6d   TrUbner 1858 

translated,  poet  8vo,  78  6d Triibner 1859 

de  Yere,  a  Tale,  by  H.  M.  W.,  12mo,  7s Longman  1857 

Howard;  or.  Trials  and  Triumphs,  18mo,  Is  6rf Pel.  Tract  Soc.  .jZ^S 

Irving,  a  Novel,  by  the  Author  of  "  Ada  Gresham,"  8  v.  poet  8vo,  81«  6d  Newby   1855 

Caiherwood  (Alf.)  Treatise  on  Diseases  of  the  Air  Passages,  &c.,  8vo,  7s  M AyloU    1847 

'{Pra.)  Ancient  Monuments,  Central  America,  folio,  5^  58 ;  cold.  12n  2s    IT.  Pohn    1 844 

Gatholic  Biography ;  Lives  of  Eminent  Feraons,  12mo,  3s  T.  Richardson  1847 

Fknist ;  Guide  to  Cultivation  of  Flowers  for  the  Altar,  12mo,  5s    T.  RichardMtm  1851 

Hours;  or,  Family  Prayers  for  Catholics,  24mo,  Ss  Dolman 1848 

Instructor,  4to.    V.  1,  8s  6ci  ;  V.  2,  4s  6d  ;  V.  8,  4s  6(1 ;  V.  4,  5s  6rf T,  Richardson  1847 

Legends  and  Stories,  12mo,  2s  6(2   Rum8    1854 

Oaring,  Coansels  to  the  Young  on  their  leaving  School,  12mo,  8s  Dt^y 1859 

Pulpit:  Sermons  for  all  the  Sundays  and  HolycUys,  8vo,  10s  6d Dolman 1849 

Spirit  of  Tme  Religion,  post  8vo,  7s  Scott  1844 

Talaa  for  Young  People,  2  V.  12mo,  5s    T.Richardson  1847 

Catholic's  VadeMecnm;  a  Select  Manual  of  Players  for  Daily  Use,  82mo,  2s  Burns    1851 

Cathnll  (IF.)  Guide  to  North  Wales,,  with  Notes  of  Geology,  ij  Ramsay,fp.  8vo,  5«...  Stat^ord    i860 

— — — Wanderings  in  North  Wales,  12mo,  5s  6d Orr    1851 

Cathrey  (7.  C)  Rosabel  and  Helvetia,  Poems,  12mo,  4s  Cleaver  1840 

Catiin  {Oto.)  Breath  of  Life,  or  Mal-Respiiation  and  its  Effects,  8vo,  2s  6d TrUbner i86a 

life  amongst  the  Indians,  a  Book  for  Youth,  fcap.  8vo,  6s   Low  1861 

Mannen,  &e.,  of  American  Indians,  new  c<lit.,  2  v.  roy.Svo,  80s H.Bohn     1846 

-'         North  American  Indian  Portfolio,  folio,  5^  5s  ;  col.  U  8s  H.Bohn     1844 

.Tnvefci  and  Residence  in  Europe,  2  v.  8vo,  30s Bogue 1848 
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Oatlow  (i^«)  British  Vertebrated  Ammalfl,  8vo,  2»  6d Van  Voont  ...1S45 

Gonchologist's  Nomenclature,  8vo,  21«,  Reeve — red.  iolOsQd  B.  Bohn    1 845 

Drope  of  Water  displayed  by  the  Microscope,  IHust.,  sq.  12mo,  5«  ...  B,  Bohn    1&51 

Popiilar  Conchology,  lUost,  post  8to,  14s  Longman  1842 

Field  Botany,  Illnst.,  10a  6d,  Reeve  ;  4th  ed.,8q.  12mo,  U  6<i  RtmUedge  x86o 

Gfazden  Bdtany,Illa8t.,  b^.  12mo,l0«6€i,  Reeve— te^,  to  7f  6cl  RouUedge  1855 

Greenhouse  Botany,  111.,  sq.  12mo,  lOir  My  Reeve — ^red.  7«  6d  Rovdedye  1857 

—  {A,&M.E.)  Sketching  Bambles ;  or,  Nature  in  Alps  and  Apennines,  2  t.  p.8yo,2U  Bogg x86i 

—  (Maria  E.)  Popular  British  Entomology,  8q.l2mo,  10«  6(f,  Reev^\  new  edit.,  7«  M  Routledge  i860 

Scripture  Zoology,  sq.  12mo,  10a  6d,  Reeve— red,  to  7a  6d  ...  RovUUdge  185* 

Cat's  Party,  Donkey's  Party,  and  the  Dog's  Party,  Three  Tales  in  Verse,  12mo,  ea.  la  Dean  d:Son  ...1857 

Cats  (Jac.)  and  Parlie  {Rt.)  Book,  of  Moral  Emblems,  am.  4to,  SU6d Longman  1859 

and  Dogs  ;  or,  Lessons  in  Natural  History,  12mo,  3a  6d Nehon  1857 

Gattermole  {Rich.)  Book  ot  the  Cartoons,  8yo,15a— red.7a6(i  ;  roy.Sro, 2 la—red.  12a  B.B(Jm    1840 

Eyeningsat  Haddon  Hall,  lUust.,  8vo,  31a  6<2,  1850;  postSvo,  5a  B.  Bohn    1859 

'  Historical  Annual,  1840-41,  4to,  ea.  21a Longman    ...X840-X 

History  of  the  Great  Ciril  War,  lUust.,  imp.  Svo,  21a B.  Bohn   1852 

Literature  of  the  Church  of  Ei^land,  2  v.  8vo,  25a ParherASon    1844 

Sermons,  with  Essay  on  the  National  Church,  8to,  16a    Parley  A  Son    1839 

Cattle  (W,)  Popery  Delineated  ;  Information  for  Protestants,  12mo,  2a  6d  Bamilton  1846 

Catton  (^.)  Astronomical  Observations,  4to,  2a   Taylor  d:  P,  ...1853 

Catullus,  Carmina,  English  Notes  by  Cookesley,  12mo,  2a  6d E.  WilHam*  ...\%^ 

Poems  in  English  Verse,  with  Introduction  by  Th.  Martin,  post  8yo,  6a  6d  ...  Parker  <fe  Son   1861 

Juvenal,  etPersius,  Harrow  School,  12mo,  5«  Longman  1839 

TibuUus,  et  Propertius,  Opera  (Eton),  l2mo,  4a    E.  WUHanu  ...i860 

Ac,  Selections  from,  with  Notes  by  Wm.  Donne,  12mo,  2a Virtue  i860 

and  Vigil  of  Venus,  translated  by  Kelly,  post  8vo,  5a  B,  Bohn    1854 

Caughey  (Jas,)  Lettera  on  Various  Subjects,  V.  1  to  5,  12mo,  ea.  3a  6rf    Simpkin 1844-7 

Revival  Miscellanies :  Sermons  and  Thoughts,  12mo,  4a Simpkin 1854 

Selections  from  his  Journal,  Life  by  Unwin,  post  8vo,  4a  6d Partridge 1857 

Voices  from  America :  Sermons,  12mo,  la  Simpkin 1847 

Caulfield  (Cha.)  Fall  of  Babylon,  as  Exhibited  in  Prophecy,  12mo,  ia  6d Bagaler 1839 

(/.^.)  Mathematical  and  Physical  Geography,  12mo,  Sa  J.  Btighet 1850 

(ifra.)  Deluge,  a  Dramatic  Poem,  8vo,  7a Baldwin    1837 

(Ric.)  Seals  of  Irish  Cathedral  Churches,  Pt.  1  to  4,  8V0,  ea.  la  6(2 J.R.Smith  ...1853.6 

Canlincourt  (Z)id'0)  Recollections  of ,  2  y.  poet  8yo,  18a   Colhum 1838 

Caulton  {laab.)  Domestic  Hearth,  and  other  Poems,  12mo,  3a  6d  W.  J.  A  dams... iS^o 

Cannter  (^./^.)  Handbook  of  Chemistry,  12mo,  6a Orr    1840 

{/.B.)  Inquiry  into  History  and  Character  of  Rahab,  8yo,  10a  6d Longman  1850 

Lectures  to  Children  on  Gospel  Truths,  12mo,  la  6d Parker  d:  Son  1835 

— — ^ Poetry  of  the  Pentateuch,  2  v.  8yo,  30a Churton 1839 

Posthumous  Records  of  a  London  Clergyman,  12mo,  7a Parker  ^  Son  1835 

Romance  of  History,  India,  8  y.  post  8yo,  81a  6d Chwrton 1835 

Sermons,  3  y.  8yo,  28a ChurUm   ..1837-44 

Triumph  of  Evil,  a  Poem,  8yo,  10a  6d  Chwrton 1845 

Causes  and  Consequences  of  the  Monetary  Crisis,  1857,  12mo,  3a Chroomhridge  ...1%$^ 

of  the  Deteriorated  Condition  of  our  Saddle  Horses,  12mo,  3a   Baiehard  1853 

Caussididre  (M.)  Memoirs  of  the  French  Reyolution  of  1848,  2  v.  post  8yo,  21a Bentiey  1848 

Causton  {B.S.)  Rights  of  Heirship  to  Real  Property,  1 2mo,  9a  6(2,  Causton,  1 84a ;  n.  e. ,  8a  Robertton    1 849 

Cautions  for  the  Times,  ed.  by  Whately,  Abp.  of  Dublin,  8rd  edit,  8yo,  7a  6d Parker  A  Son    1861 

Cavaliers  of  Virginia,  a  Romance,  3  v.  12mo,  16a  6(2 Bamilion  1836 

Cavalry,  Regulations  for  the  Instruction,  Formation,  and  Movements  of,  12mo,  Sa  ...  Parker  A  Son  1862 

Cave-Browne  (/.)  Punjab  and  Delhi  in  1857,  2  y.  poet  8vo,  21a    Bladewoodt  ...1861 

Cave  (J^.r.)  French  in  Africa,  8yo,  10a  6(2  Sktel  1859 

{R.B.)  Foundations  :  a  Course  of  Short  Sermons,  fcap.  8yo,  2a  6(2  J,BJ:J,Parheri%6i 

(ffm.)  Lives  of  the  Apostles,  by  Cary,  8yo,  8a    Tegg  1839 

and  the  Fathers,  2  v.  12mo,  9a— red.  to  5a    ViHv€   1839 

-Fathers,  by  Cary,  3  y.8yo,  24a   Tegg  184c 


' Primitiye  Christianity,  by  Cary,  8yo,  8a Tegg  ^849 

Stebbing,  2  y.  12mo,  9»— red.  to  5a Virtue  1839 

Caveler  {Wm.)  Architectural  Illustrations  of  Warmington  CSiurch,  foL,  21a JM,  A  J.Parker  iS^o 

Specimens  of  Gothic  Architecture,  2nd  edit.,  4to,  68a    M.  Taylor 1839 

Cavendish  (P.W.B.)  and  Hertslet  {E.)  Foreign  Office  List  and  Handbook,  8yo,  5a  ...  Barrison  1861 

(Ben.)  Life  and  Works  of,  by  Dr.  G.  Wilson,  8yo Cavendith  Soe..iSci 

(SirB.)  Debates  of  Commons  on  Canada,  1768  to  1774,  roy.  8yo,  25a  Longman  1841 

Cavour  (Coun^)  his  Life  and  Career,  fcap.  8vo,  3a  6(2 J'u(2(2  <C*  ^2aaa.. i860 

Life  of,  by  Vine.  Botta,  Ph.D.,  roy.  8yo,  4a  6(2 Neto  York i86a 

Memoir  of,  by  Edward  Dicey,  2iid  edit,  cr.  8vo,  6t  6d    MaemUlan    ...1861 

Present  and  Future  State  of  Ireland,  1845,  8vo,  4a  6(1 Longman  1845 

— — Reminiscences,  Life  and  Character,  by  De  la  Rive,  8vo,  8a  6(2 Longman  1 86% 

Caw  I  Caw  !  or,  the  Chronicle  of  Crows,  a  Tale,  sm.  4to,  2a ;  cold.,  2a  6(2  Griffith  A  P.  ...i8cc 

Cawdor  (Couiiteaa)  Short  Sunday  Evening  Readings,  8yo,  5a  BellA  Daldy...i%^ 

Cawood  (JbA«)  Sermons,  2  y.  8yo,  21a Bamilton  184a 

Cawse  {John)  Art  of  Painting  Portraits,  &c. ,  in  Oil  Colours,  roy.  8yo,  12a A  Aermann. ....  1 840 

Caxton  {Wm.)  and  the  Art  of  Printing  ;  and  Watt's  Steam  Engine,  18mo,  la  6<2    ...  Rel.  Tr^etSoe.  1855 
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Cazton  (Wm.)  Game  of  Cheoe,  a  Fao-Simile  B«prodiictioii  of,  4to»  21«   /.  H,  Smiik  ...1K55 

Life,  bjr  0.  Knight,  now  edit,  18mo,  U  6d Cox    18^ 

and  Typogiai^y,  compiled  by  Wm.  Blades,  2  y.  4to,  51  Bt  Lilly  1861 

Gay  (John)  Analysis  of  the  Scottish  Reform  Act,  1860,  8yo,  80i  JBlackwooiU   ...1850 

Cayley  (C.B.)  Ftedms  in  Metre,  poet  8yo^  8«    Longman  i860 

FB^che's  Interludes,  12mo,  4t    Longman  1857 

(E.&)  European  Serolations  of  1848,  2  y.  post  8to,  18f  SmUkds  Elder  1856 

(O.J.)  Las  Alfoijas:  Bridle  Beads  of  Spain,  2  y.  post  8yo,  18c,  1853$  1  y.  6f  Boutledife  i860 

Life  and  Adyentores  of  Sir  Beginald  Mohan,  a  Poem,  12mo,  7«  6(i  ...  Pickering 1850 


CayierCT.^.)  One  Thousand  Arithmetical  Tests,  12mo,l« ad;  Key,  l«(ki  Cfrifithdi  F,  ,..i$6t 

GaaJet(IF.VF:)  Aitof  Singing,  8vo,  2« Addiiou 1861 

• —  '     ■-  History  of  the  Baytl  Academy  of  Mosic,  8yo,  lOs  M Botwortk  1854 

On  the  Beading  of  the  Chnreh  Litnrgy,  8yo,  U  6d BotwoHk  i86a 

— Bight  Management  of  the  Voice  in  Speaking  and  Beading,  8yo,  li  ..  Bonwrth   i860 

.  Stunmering,  its  Causes  and  Cure,  l&no,  1« Boiworih   1857 


Cualla  (Dtdorei  and  Coatanza)  Memoirs :  the  Martyrs  of  Spain,  fcap.  8yo,  6i    Nitb^t    1861 

Ckxeaaye  (AT.)  Mannalof  Diseases  of  the  Skin,  by  Burgess,  Syo,  9a Jien$haw 1841 

■ — Treatiae  on  Disesses  of  the  Hair,  by  Burgess,  12mo,  28  M Bcnahaw 1851 

Gueaoye  (/.C)  Bemarkson  Mahometanism,  12mo,  liOd Modey 1856 

Thoughts  on  Subjects  of  Political  Boonomy, p.  8yo,l«  6<i,i859;Sapt.lfl  Simpkim 1861 

CedMorinel,  a  Tale,  edited  by  B.  W.  Essington,  16mo,  2» Parker  di  Son,, iZ 5% 

Cecil  {Hen,}  Works,  with  Life  by  Pkatt,  2  y.  8yo,  24f   Seeiey 1838 

Poems,  12mo,  £i   Smith  A  Elder  i^s^ 

(£on2)  Dates,  BatUes  and  Eyents  of  Modem  Histoiy,  16mo,  UM C,J.  Stewart...  1% $7 

{Mary)  Life  of  Darid ;  a  Class  Book  for  Schools,  12mo,  U6d HamilUm  n.  d, 

{Rick.)  Morning  and  Byening  Prayers,  sm.  4to,  2$   Batchard  1843 

-^^—    Bemains,  lerised  by  Fratt^  feap.  8yo,  U  6d  ;  with  Memoir,  2a  Knight  d:  &>M..r86o 

and  Life,  by  Pmtt,  18mo,  2$  M ;  12mo,  6$ ;  new  edit.,  8f  dd  Sedey 1854 

Sennona,  complete,  12mo,  2»6d Knight  4k  Son,,  j%^ 

'  Thoughts  on  Various  Passages  of  Scripture,  2  y.  post  8yo,  16» Seeley 1851 

— Visit  to  the  House  of  Mourning,  32mo,  It,  iSee^;  18ino,  1«6<2    Hamilton 186a 

Cecil  Dean,  a  Story  for  Youth,  by  Bessie  C.  B.,  12mo,  Za  M Maatera 1853 

Cecik  ;  or,  the  Pezrert,  hj  the  Author  of  *'Boekingham,"  poet  8yo,  10«  M    Colbum 1851 

Ceel«y  {BobL)  OfaserYations  on  the  Variolae  Vaccinae,  8yo,  21«,  1840  ;  SuppU  8yo,  5a  ,  VhwrchiU  184a 

Celestial  Brapire,  or  Points  and  Pickings  about  China  and  the  Chinese,  12mo,  5a Orant  A  Q 1844 

CeDarias^s  Drawing-room  Dances,  new  edit.,  sq.,  60 Churton 1847 

■  Fashionable  Dancing,  4to,  lllust.,  7a  6d Bogue 1847 

Cellini  (fienvfiHito)  Life  of,  post  Sto,  Zi6d,  H.Bohn;  roy.  8yo,  2a Orr 1839 

Cdwzs  {A.C.)  Medidna,  Books  1  to  4,  Ordo  and  trans,  by  Steggall,  12mo,  8s  ChurchiU  1837 

. Venablee,  12mo,  5i Sherwood  1837 

Lat.  and  Bag.,  by  Lee,  2  y.  8yo,  9f E,  Cox  1836 

with  interlineal  transL  by  Underwood,  3  y.  12mo,  15a  Aylott. 1837 

et  Gregory  Conspectus,  trans,  by  Leach,  18mo,  4s  Highley 1839 

Celtic  Society,  Miscellany  of  the^  4to,  20« Irish  Arck.Soc,  1849 

Ceiaetery,  a  Poem,  12mo,  2a  Pickering  1848 

CennidL  {John)  Discourses  on  GKwpel  Doctrines,  with  Life,  12mo,  2a  dd  AyloU n,  d, 

Ccnnini  {Cen.)  Treatise  on  Painting,  trans,  by  Merrifield,  roy.  8yo,  12« Lwnley  1844 

Ceiisear(Le);  or,  English  Errors  in  Speaking  French,  by  B.D.G.,  12mo,2«  ^ Longman    1858 

CeoMisof  Oreat  Britain  in  1851,  roy.  Syo,  5a  Longman  1854 

Ceatenuy  Seryices  of  the  Bristol  Tabernacle,  1853,  12mo,  2aM  Partridge  1854 

Centnl  Society  of  Education,  Ptl,  5s  6d,  1835;  Pt.2,  5i  6d,  1838;  Pt.  8,  6<  6(2,  1839   Walton  1840 

Centurion  :  Poftmits  of  Bomsa  Officers  in  the  New  Testament,  12mo,  5« Seeley 1841 

C«DtQry  of  Acrostics  on  Eminent  Names  in  Literature,  &c.,  poet  8yo,  2a  6<i Simpkin 1855 

■ Sayings  to  Help  our  Doings,  18mo,  1«   Bennett 1855 

Cetioid  {6.)  and  Moscardi  {L.D.)  Narratiye  of  Conyersion  of,  2nd  edit.,  8yo,  2s  6<2...  A.  HaU 1851 

Cenraatea  {Mig.)  Don  Quixote,  abridged  for  Youth,  lUust.,  4to,  3«  6cl Dean  <(r  S<m  ...1859 

— condensed,  12mo,  61 Buma 1847 

— Don  Quixote,  illost.  by  Armstrong  and  Johannot,  8vo,  15i H,  Bohn    184a 

• Gilbert,  post  8yo,  6«  RouUedge  1856 

Johannot,  2  y.  roy.  8yo,  18« Willoughby 185a 

8  y.  8vo,  50a;  2  y.  roy.  8yo,  28«   H.Bohn 1843 

8yo,8* Qriffin    185a 


-  El  Buseapie,  trans,  hj  T.  Boss,  post  Syo,  %a Bentley  1848 

•  Exemplary  NoycIs,  trans,  by  Kelly,  post  8yo,  8i  6d H.  Bohn    1855 


Idfeof,  by  Boecoe,  ]8mo,  Za^d Tegg  1839 

Squib,  or  Searchfoot,  12mo,  3»  6d Parker de Son... i%^% 

• Wanderings  of  Peniles and  Sigismunda,  12mo,  10s  Gc^,  Low — red. 5a  6d  H. Bohn 1853 

Storyo^  who  wasa  Scholar,  Poet,  &c,  by  Amelia  B.  Edwards,  fp.  8yo,  2<6<i  Bouiledge  i86z 

CeTa(0.)  Pleaanres  of  Virtue,  fcap.  8vo,  la6d Treaidder   1861 

Chadwiek  {Adam)  Cain  and  Abel,  a  Poem«nd  Oratorio,  poet  8vo,  U Newhy    1845 

• Croesus.  Atys  and  Adrastus;  Opera  and  Tragedy,  8vo,  8« SaunderadsO,   1850 

Medical  Miscellany,  12mo,  3s J.Robina    1856 

-■  Plyramus  and  Thisbe ;  Opera  and  Trsgedy,  post  8vo,  5s.; "..   W.  Walker 1854 

{J.)  &Bay  on  0se  of  Alcohol  in  Health  and  Disease,  12mo,  2s  6d Simpkin 1849 

{J.If,)  Index  Nominom  to  BU>mfieId*B Norfolk,  roy.  8Ye»  42s  ;1.  p.  4to,  63i  J.R,Smith i8(a 
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Chadwick  {J.N.)  Tieange Honae and  Garden,  Soath  Lynn,  SrOf2»6d J.B.8miik 1851 

"  {Mrs.)  Noyelsaf  Nature,  12mo,  7«  6(i Lottgman 1837 

^S,)  Administration  Bonds  for  the  Goort  of  Probate,  roy.  8to,  12f Buttenoorih   ...x86i 

Poems,  12mo,  8a  6<i  '. BoatUdge  1857 

(Wtn.)  Practical  Treatise  on  Brewing,  12mo,  28 Whittaker 1835 

Chaffer  (Ric)  Bxposition  of  the  Ten  Commandments,  post  8vo,  2«  td   RivingUm  1857 

Chain  of  History,  Pt.  1,  from  Nimrod  to  Charlemagne,  18mo,  Is  Simpkin 1861 

Pearls,  an  Allegory,  by  A.  B.,  12mo,  Is HamUUm  1859 

Chaldee  Beading  Lessons,  with  Praxis  and  Interlinear  Translation,  cr.  8to,  5s Bagster 1852 

Chalenor  (if  rv.)  Poetical  Remains,  12mo,  is Longman  1843 

Walter  Gray,  and  other  Pooms,  12mo,  6t Longman  1843 

Chalk  {Eliz.)  Peep  into  Architecture,  with  Illustrations,  I6mo,  4s Bell d: Daldy...  1^4.$ 

Chalklen  (C.  IF.)  Semiramis,  and  other  Poems,  2  t.  12mo,  12s   Pickering  1847 

Chalkley  {T.)  Trayels,  Christian  Experiences  of,  new  edit,  fcap.  8to,  2s  6c2 E.  Manh  1851 

Challener  {T.)  Catechism  of  Descriptiye  G^eography  of  England,  18mo,  Is  M  Longman  1856 

Challenge  to  Phrenologists ;  or.  Phrenology  Tested,  12mo,  5s..... Bodton  ds  Son  1839 

Challice  (if rs.)  Laurel  and  the  Palm,  12mo,  6» OUivier  185a 

Sister  of  Charity,  a  Novel,  2  v.  post  8ro,  21s BentUjf  1857 

' Tillage  School  F6te  ;  or.  Good  and  Evil  Influences,  12mo,  5s   OUivier  1847 

Wife's  Temptation,  a  Tale  of  Belgravia,  2  v.  post  8vo,  21s WetterUm  1859 

{Dr.)  Secret  History  of  the  Court  of  Franoe  under  Louis  XY.,  2  v.  p.  8vo,  21s  ffursi  Js  B 1861 

(/.)  Astronomical  Observations,  Cambridge  1846-51,  roy.  4to,  ea.  25s Parker  Jk Son... \% ^4 

Creation  in  Plan  and  in  Progress,  Essay  on  Genesis,  Ch.  1,  cr.  8vo,3«  6<2  MaemiUan 1861 

Medical  Advice  to  Mothers  on  the  Management  of  Children,  12mo,  Is  Renskaw 1851 

ChaIloner(J2icA.)  Modem  British  Martyrology,  8vo,  10s  Keating 1836 

Chahners  (C7Aa.)  Notes  on  Electro  Chemistry,  with  Results,  8vo,  3s  6ii Ohurchili  1858 

Thoughts,  and  Inquiries  (Social  Economy),  8vo,  2s  6(2   CkurckiU  185* 

■  Thoughts  and  Experiments  on  Electricity,  3rd  edit ,  8vo,  2s  6d Simpkin 1851 

(i''.)  Letters  to  a  Bible  Class,  ISmo,  Is BamiUon  1851 

'  Sermons  on  Domestic  Duties,  18 mo.  Is  6i2   Hatckard  1849 


(Geo.)  Opinions  of  Lawyers  on  English  Jurisprudence,  roy.  8vo,  25s    Maxwell 1858 

(/as.)  Channel  Railway  connecting  England  and  Franoe,  roy.  8vo,  3s  6d...  Spon  1861 

{Pet.)  History  of  Dunfermline,  Y.  1,  8vo,  14s  ;  Y.  2,  8vo,  12s   J^lociipoodsj 844-59 

n.d. 


-  Sculptured  Monuments  in  Angus-shire,  fol BannatgneClub  «.* 


{Tho8.)  Original  Works,  25  v.,  new  edit,  12mo,  ea.  4s ffamilion 1849 

1,  2.  Natural  Theology,  2  v.  13.  Introd.  Essays  to  Select  Authors. 

3,  4.  Christian  Evidences,  2  v.  14-16.  Polity  of  a  Nation,  3  v. 

5.  Moral  Philosophy.  17.  Church  Establishments. 

6.  Commercial  Discourses.  '  18.  Church  Extension. 

7.  Astronomical  Discourses.  19,  20.  Political  Economy,  2  v. 
8—10.  Congregational  Sermons,  3  y.  21.  Parochial  System. 

11.  Sermons  on  Public  Occasions.  22-25.  Lectures  on  Romans,  4  v. 

12.  Tracts  and  Essays. 

— Posthumous  Works,  9  v,  Svo,  ea.  10s  6c2 ffamUton  ...1848-9 

1—3.  Daily  Scripture  Readings,  8  v.  7,  8.  Institutes  of  Theology,  2  v. 

4,  5.  Sabbath  Scripture  Readings,  2  v.  9.  Lectures  on  Butler,  &c. 
6.  Posthumous  Sermons. 

Select  Works,  edited  by  Dr.  Hanna,  12  v.  post  8vo,  ea.  6s HamiUon  ...1854-7 


1,  2.  Lectures  on  the  Romans,  2  v.  9.  Political  Economy,  &c. 

3,  4.  Sermons  and  Discourses,  2  v.  10.  Christian  and  Economic  Polity. 

5.  Natural  Theology,  ftc.  11.  Church  k  Coll.  Establishments,  &c. 

6.  Christian  Evidences,  &c.  12.  Moral  and  Mental  Philosophy,  &c.  * 
7,  8.  Institutes  of  Theology,  &c. 

Astronomical  Discourses,  12mo,  2s^d\  ch.  ed.,  Is ffamUton  18611 

■ Commercial  Discourses,  cheap  edit,  fcap.  Svo,  Is  Hamilton  1862  • 

Constitution  of  Man,5  e.,  2v.8vo,16«,Ptdbmn^,i84o;  n.e.,cr. Svo, 5s  ff.  Bohn 185a 

• Correspondence,  edited  by  Dr.  Hanna,  8vo,  10s  6d Hamilton  1853 

Daily  Scripture  Readings,  2  v.  post  Svo,  10s   Hamilton  1851 

EvangelicaJ  Alliance,  its  Design,  Difficulties,  &c.,  Svo,  \»M HamiUon  1846 

— ' Lectures  on  Church  Establislunents,  Svo,  6s  ;  cheap  edit.  Is  6d  ...  HamiUon  1838 

Sufficiency  of  a  Parochial  System,  12mo,  5s HamiUon  1841 

-  the  Epistle  to  the  Romans,  4  v.  Svo,  24« HamiUon  1846 


Life  of,  by  Dr.  Hanna,  4  v.  Svo,  42s,  1849;  2  v.  post  Svo,  12s HamiUon  .,i      185a 

Present  Position  of  the  Church  of  Scotland,  Svo,  Is  6<i HamiUon  1839 

Reminiscences  of,  by  Anderson,  post  Svo,  7»  6<i NiAet 1851 

■-  -~— Sabbath  Scripture  Readings,  2  V.  post  Svo,  10s Hamilton 185a 

Scripture  References,  new  edit,  ISmo,  2»  6d HamiUon 1840 

Sennons,  Select,  with  Tribute  by  J.  G.  Lorimer,  12mo,  Is Simpkin ^859 

Chaloner  (PAt//p)  Poems,  12mo,  4s Saundersd:  O.   1854 

Chaloner  and  Fleming,  Mahogany  Tree,  its  Character,  Qualities  and  Uses,  16mo,  5s .  E.  Wilson  1851 

Chaluz  de  Yerneuil(/'.T.)  Grammar  of  Harmony,  &c.,  2  v.  roy.  Svo,  21s Longman  1848 

Chalybseus  {U.M.)  Speculative  Philosophy,  translated  by  Edersheim,  Svo,  6s  Hamilton i860 

• Tulk,  post  Svo,  3s6<2   H.Bohn 1854 

Chamband  (/./?.)  Guide  to  the  French  Tongue,  12mo,  Is  6r2  Cfroomhrid^e  ^..  mS^-x 

• {Lou.)  Fables  Choisies,  revue^par  R.  Mongan  et  L.  Guida,  12mo,  2$ Simpkin x86i 
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ChamliAiid  (Zou.)  Fables  Ghoiaies,  par  G.  Wells,  new  edit.,  18mo,  2$  Simpkin i86a 

French  Bxercises,  12mo,  Zs  6rf--Key  by  Voisin,  12fflo,  4a    Longman  1856 

by  Nicholson,  12ino,  6«  Whittaker  1851 

■ Fables,  by  Kcquot,  12mo,2«   WhiUaker 1849 

Qrammar,  post  8to,  5«  6(2  Limgman  1855 


dumberiain  {Eliz.)  Yonng  Scholar's  Bnglish  Dictionary,  12mo,  2<  6<f   Cradoek     1846 

(John)  Letters  to  Sir  Dudley  Carleton,  temp.  Kliz.,  ed.  Miss  Williams,  4to  Camden  Soc....  1^61 

{Tho.)  God-Pteent's  Gift,  18mo,  If Bums    1841 

Help  to  Knowledge,  chiefly  Beligiooa,  12ino,  2< Matters 1840 

Selected  Letters,  12mo,  4«    Masters 184X 

Sermons:  Theory  of  Christian  Worship,  2nd  edit.  12mo,  5» Mastert 1851 

ScTen  Agesof  the  Church,  post  Svo,  3«  Master* 1856 

__^^  Windsor,  a  Poem,  12mo,  5< AyloU    1846 

{Wall.)  Christian  Verity  Stated,  2nd  edit.,  cr.Syo^  6s Wertheim  i86z 

Isaiah's  Call  to  England,  Svo,  lOs  6d Wertheim  i860 

Restoration  and  Conversion  of  the  Tribes  of  Israel,  Svo,  14s  ...   Wertheim  1854 


dnmberlain  Bolls  of  Scotland,  1326-1458,  by  T.  Thomson,  3v BanwUyne  CL  1841 

Chambers  M  ime)  Comfort  in  Sleepless  Nights,  roy.  Svo,  d«6(2 Haichcurd  1858 

—  {Geo.)  Terms  oaed  in  Bills  of  Exchange,  in  12  Languages,  Svo,  2s  ^d C-tUhbert    1856 

—  {G.F.)  Hand-Book  of  Descriptive  and  Practical  Astronomy,  post  Svo,  12s  Murray 1861 

—  (/a«.)  Bishop  Heber  and  Indian  Missions,  I2mo,  2s  6d .* Parker  tk  Son  1846 

—  (J.C.)  Sacred  and  Ecclesiastical  History  for  Schools,  cr.  Svo,  fis   Hope 1853 

Sermons  Preached  at  Perth,  &c.,  Svo,  12»   Masters 1857 

—  iJ.D.)  Chancery  Jurisdiction  over  Property  of  Infants,  xx>y.  Svo,  80i   Benning 184a 

Dictionary  of  Law  and  Practice  of  Blections,  Svo,  25s  Benning 1837 

Order  of  Household  Devotion,  Svo    Lumky 1854 

—  {J. P.)  Sacred  History,  with  a  Compendium  of  Ecclesiastical  History,  post  Svo,  5*  Hope 1854 

—  (i^'c.)  Cteographical  Questions  and  Exercises,  ISmo,  2« Piper 1843 

-  fuid  Biographical  Compendium,  ISmo,  2s Piper 1835 


— {Rob.)  Ancient  Sea  Maxigins  ;  Memorials  of  Changes,  Svo,  9s  Chambers  1848 

Domestic  Annals  of  ScotUnd,  2nd  edit,  2  v.  Svo,  24t,  1859  ;  Vol.  3,  16s    Chambert 1861 

Edinburgh  Papers,  Svo,  5s    Chambert  1861 

Essays,  4  v.  I2mo,  each  4s    Chambers  1847 

History  of  the  Eebellion,  1746-6,  12mo,  4s    Chambert  1847 

Index  of  Heirs-at-Law,  Next  of  Kin,  &c.,  post  Svo,  20s    Strange 1857 

Lives  of  Illustrious  Scotsmen,  edited  by  T.  Thomson,  5  v.  Svo,  55s Blackie 1835 

^-^—  Memoirs  of  a  Banking  House  (Sir  W.  Forbes*),  Svo,  Ss  td  Chambers i860 

Picture  of  Scothmd,  post  Svo,  Ss  6d    Bentleg  1837 

Popular  Rh3rmes  of  Scotland,  12mo,  4s    Chaniert  1847 

Scottish  Jests  and  Anecdotes,  12mo^  bt    Simpkin 1856 

Songs  of  Scotland  prior  to  Bums,  with  the  Tunes,  or.  Svo,  6s  Chambert  i86z 

Spirit  of  Chambers*  Journal,  8  T.  12mo,  each  4s Chambert  1835 

IVacings  of  Iceland  and  the  Faroe  Islands,  1S55,  12mo,  Is  Chambert  1856 

Traditions  of  Edinburgh,  12mo,  4s  Chambert  ......1847 

-  (Tho.)  and  Peterson,  Law  of  Railway  Companies,  1S48,  Svo,  24s Benning 1848 

Tattersall's  Laws  Relating  to  Buildings,  &c.,  12mo,  12s LumUy 184$ 

-  {T.K.)  Corpulence;  Excess  of  Fat  in  the  Human  Body,  12mo,  4s  6<2  Longman  1850 

Digestion  and  its  Derangements,  post  Svo,  10s  6<2  Churchill  1855 

Renewal  of  Idfe  :  Lees,  on  the  Restorative  System  of  Medicine,  p.  Svo,  6i  6d  Churchill  1 86z 


-  (Tffls.)  American  Slavery  and  Colour,  post  Svo,  4s  6<i,  1859— red.  to  2s  6(i    Cfiambers  i86z 

Improved  Dwellings  for  Humbler  Classes,  roy.  Svo,  It  6d Chambert  1855 

Narratiye  of  a  Tour  in  British  America  and  U.S.,  cr.  Svo,  6s  Chambert  1854 

Peebles  and  its  Neighbourhood,  12mo,8ewed,  Is Chambert  1856 

Something  of  Italy,  cr.  Svo,  3s  6<i    Chambert  i86a 

Things  as  they  are  in  America,  2nd  edit.,  Svo,  6s    Chambert  1854 

Toor  in  Holland  in  1S3S,  Svo,  Is  6d    Chambert  1839 

Switserland  in  1841,  Svo,  Is  6<i Chambert  1841 

Youth's  Companion  and  Counsellor,  square  16mo,  5« Chambert  1857 

CsambexB*  Book  of  Days,  Vol.  1,  roy.  Svo,  lOt  6d  Chambert  1862 

Commercial  Tables  and  Ready  Reckoner,  12mo,  8s Chambert  1850 

Cookery  and  Domestic  Economy,  It  6dy  1838  ;  new  edit.,  fcap.  Svo,  Is  ...  Chambert ■...:..i26% 

Cyclopcedia  of  English  Literature,  new  edit.,  2  v.  roy.  Svo,  16s   Chambert  ...1858-9 

BSdinburgh  Journal,  Ist  series,  12  v.  folio,  5/ 8s C%am6en...  1832-43 

2nd  series,  20  V.  roy.  Svo,  90s     C%am60rs...  1844-53 

—  3rd  series,  20  v.  roy.  Svo,  90s    CAam^frs...  1854-63 

EncydopsBdia;  or,  Dicty.  of  Useful  Knowledge,  s.  r.  Svo,  V.  1  to  5,  ea.  9s  Chambert  ...i86o-z 

Handy  Chiide  to  London,  with  Illustrations  and  Map,  12mo,  sewed.  Is    ...  Chambert  1862 

•  Paris,  12mo,  Is  Chambert  1862 


—  Historical  and  Literary  Celebrities,  cr.  8  ?o,  Zt  6d  Chambert  n.d, 

—  History  of  England.     Vide  Pictorial. 

—  Household  Shakspeare,  Vols.  1  to  7,  12mo,  each  3s  6d Chambert  ...1861-2 

—  Information  for  the  People,  new  edit.,  2  v.  roy.  Svo,  16s  Chambert  ...1857-8 

— '  Instouctive  and  Entertaining  Library.     See  Appendix. 

—  Journal  of  Popular  Literature,  new  series,  V.  1  to  17,  roy.  Svo,  each  it6d  Chambert...  tS $^-6% 

—  libiaiy  for  the  Yonng,  ISmo,  ea.  Is.     See  Appendix.. 
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Chambers'  Miniature  Library  of  FictioD,  in  13  y.  82ino,  each  M   Chambers  1857 

Miscellany  of  Useful  Tracts,  20  v.  12mo,  each  U  Ckeunben  ...1844-7 

Papers  for  the  People,  12  v.  cr.  8vo,  each  Is  6<2 Ckambers  ...1850-1 

People's  Edition,  Miscellaneous  Literature,  2  y.  8 yo,  28«  )  Okamben  1839 

TraYcls,  8yo,  lis [Sse also  Appendix.  Chamben  184a 

Works  of  Fiction,  8yo,  14« )  Chamben  1840 


Pictorial  HiBtory  of  the  EeYolt  in  India,  roy.  8yo,  lU  Chamben  1858 

Kttssian  War,  roy.  8yo,  13» Chamben  1856 


Pocket  Miscellany,  24  y.  18mo,  each  ed  ;  12  y.  cloth,  each  U  fid   Chamben  ...1851-3 

Repository  of  Amusing  Tracts,  12  y.  12mo,  each  li  Chamben  ...1854-4 

>(Tr.(M2.)  Educational  Series.     &e  Appendix. 

-  (SirW,)  DeooiatiYe  Part  of  Civil  Architecture,  leYised  by  W.  H.  Leeds,  4to,  21s...  Lockwood  186a 

Chambre  {Maj.)  Recollections  of  West-End  Life  in  London,  2  y.  post  8vo,  21fl ffuml^  B 1858 

ChameroYsow  (L,A,)  Embassy  ;  an  Historical  Romance,  8y.  post  8yo,  81«  6<i Netuby    1846 

Man  of  Destiny,  a  Romance,  2  y.  post  8yo,  21s Neufby    i860 

New  Zealand  :  Right  of  the  Aborigines,  post  8yo,  10s  6<j Newby   184^ 

Yule  Log,  a  Christmas  Tale,  12mo,  6f    Neu^y    1846 

Chamier  {Capt,)  Arethusa,  8  y.  post  8yo,  81»  W,  1837  ;  fcap.  8yo,  2s Bentley i860 

Ben  Brace,SY.p.8Yo,81s6(i,i836;fcp.2s6<i,^«R<2ey,i849;fep.8YO,2s  DarUm  i860 

> Bradshawe,  3  y.  post  8yo,  81«  6rf,  Newby,  1843  ;  12mo,  2s  ...  DarioH 1858 

' Count  Konigsmark,  3  y.  post  8yo,  31«6(i CoUmm 1845 

Flying  Dutchman,  8  y.  poet  8yo,  31s  6<i  Cotbwm 1839 

Jack  Adams,  the  Mutineer,  3  Y.p.  8yo,  31s  6(2,  CoUmm,  1 8 38 ;  f p.  8yo,  2s  Darton  1 86 1 

»  Journey  through  France,  Switserland,  &c,  3  y.  post  8yo,  81s 6d  ..    Hunld:  B 1855 

Lifeof  aSailor,n.e.,p.8Yo,2s6<f,^aa^,i849jl2fflO,2s,  ^ar(i,56;2s  BautUdge  i860 

— '• Mysterious  Man,  8  y.  post  8yo,  81s  6</ Nevcby    1844 

■  Passion  and  Principle,  3  Y.  post  8vo,  31s  6cl    Newby    1846 

Perils  of  Beauty,  8  y.  post  8yo,  31s  6ci Colbum 1843 

Review  of  the  French  Revolution  of  1848,  2  y.  8yo,  21s Beeve 1849 

Spitfire,  8  v.  post  8vo,  81s  6rf,  Colbum^  1839  ;  fcap.  8yo,  2s   Ward  d&  Lock  .  i86i 

Tom  Bowling,  3  v.  post  8yo,  81s  6d,  Colhwm,  1841 ;  12mo,  2s H.Lea   1857 

Unfortunate  Man,  3  Y.  post  8vo,  31s  6d  BenUey  1835 

« Walaingham  ;  or,  the  Qamester,  3  v.  post  8yo,  81s  6d  Bentley  1838 

Chamisso  {Adel.  von)  Peter  Schlemihl,  tr.  by  Bowring,  iUust.,  3idedit.,  p.  8yo,  2s  6d  ffardwidke 1861 

Champion  (W,J.)  French  Language,  How  to  Read  it,  &c.,  new  edit.,  cr.  8vo,  Is    ...  ffouUton    i860 

Life's  Holidays  Illuminated — Birthdays,  &c.,  12mo,  6s SeeUy 1856 

Champlain  {Sam.)  Voyage  to  the  West  Indies  and  Mexico,  in  1599-1602,  4to   HakluytSoc....t9s^ 

Champlin  (/. 5.)  First  Principles  of  Ethics,  12mo,  5« BoeUm.U.S.  ...186a 

Champney  (C.J.)  Temple  of  Solomon,  and  other  Poems,  &c.,  post  Svo,  8s  6<i   Bladewoodi   ...1848 

' {II.N.)  Clerical  Reading  :  the  Liturgy  with  Examples,  12mo,  Is   Wertheim  1859 

Family  Prayers  for  a  Month,  2nd  edit.,  enlarged,  fcap.  8yo,  2s Wertheim  18  6a 

-^— ^^— — Textual  Commentary  on  the  Book  of  Psalms,  16mo,  3s    BayMUr 185a 

Champney8(H'^Tr.)  Drops  from  the  Deep  Well,  18mo,  Is    Sedey    185a 

' Floating  Lights  :  Spiritual  Reflections,  1 8mo,  Is  6d  Wertheim  1 849 

Imsges  ;  or,  Allegories  for  the  Young,  ISmo,  2s  M   Seeley 1849 

' Sermons  on  Sin  and  Salvation,  ISmo,  Is Wertheim 1858 

— the  Liturgy,  ISmo,  2s Sedey 1849 

Six  Iiectureson  Protestantism,  fcap.  8yo,  2s  6<i  J.F.Shaw 185a 

Spirit  in  the  Word,  Facts  from  a  30  Years*  Ministry, fcp.8Y0,  8s  Qd  Sedey ^86a 

Champollion*s  Egyptian  Dictionary,  foUo,  63s Didot 1841-4 

Chance  and  Choice  ;  or,  Education  of  Circumstances,  Tales,  post  Svo,  7s  6(2 Parker  d:  Son   1850 

Chance  (E.J.)  On  the  Nature,  Causes,  &c.,  of  Bodily  Deformities,  pt  1,  p.  Svo,  12s  6(2  Lemare i86x 

(^s».)  Treatise  on  Powers,  Supplement  to,  roy.  Svo,  6s  BuUerworike  ...i9^\ 

Chanceiy  Court  Qeneral  Orders,  ConsoUdated,  roy.  Svo,  7s  6(i   Stevens de  N,  ...i860 

Lane  ;  or,  the  Glass  Case  :  a  Lay  of  the  Law,  by  F.,  illust.,  Is B.WiUon  i86x 

CUAKCBRT,    RbPORTS  OF  : — 

Craig  an<2  Phillips,  roy.  Svo,  24s  Stevens  1841 

De  Gfex,  Macnaghten  an(2  Gordon,  7  V.  roy.  Svo,  212 17s  Stevens  1851-7 

an(2  Jones,  4  v.  roy.  Svo,  92 1 4s  6(2 Stevens 1857-60 

Fisher  an^  Jones,  2  v.  roy.  Svo,  52  6s  6(2  Stevens  1860-1 

Hall  an(2  Twells,  2  v.  roy.  Svo,  70s    , Stevens 1848—50 

Macnaghten  and  Gordon,  3  v.  roy.  Svo,  62  18s  6(2    Stevens 1849—51 

Mylne  {J.W.)  and  Craig  (R.D.)  5  v.  roy.  Svo,  72 19s Benning  ...1837-48 

Phillips,  2y.  roy.  Svo,  96s  6(2    Stevens  184.1-9 

Chances  and  Changes,  a  Novel,  3  v.  post  Svo,  31s 6(2,  1835  ;  cr.  Svo,  10s  6(2 SamdenJt  O,    1859 

Chandieu  {Ant.)  Treatise  on  Sacrament  of  Lord's  Supper,  cr.  Svo,  4s Bivington      ...1859 

Chandler  {H.  W. )  Practical  Introduction  to  Greek  Accentuation,  Svo,  1  Os  6(2    J.ff,  ij,Parktr  1 8  6a 

(John)  Horse  Sacne  :  Private  Prayers  and  Meditations,  32mo,  2s  6(2 Suttaby 1848 

« — — Hymns  of  the  Primitive  Church,  24mo,  Is  6(2 Parker  ^  Son    1841 

Seaman's  New  Guide,  improved  by  Norie,  rev.  by  Hobbe,obl.  12mo,  7s  C.  Wilson  i  g^- 

. —  (P.  W.)  American  Criminal  Trials,  V.  1  and  2,  Svo,  each  9s  Benning    '844 

(Sam.)  Critical  History  of  Ihe  Life  of  David,  Svo,  8s  6d   J.ff.A'J.ParkerifiTl 

Chandless  ( Wm. )  Visits  to  Salt  Lake  and  the  Mormons  at  Utah,  cr.  Svo,  9s— red.  2s  6(2  Smith  <£r  Elder    1857 

Changeling,  a  Novel,  by  the  Author  of  **  Canvassing,"  3  v.  post  Sv9,  31s  6(2    Saunders^  O.    1  Za% 

Changes  of  our  Times,  or  the  History  of  John  Gray,  of  Willoughby,  ISmo^  3s  Haichard  1850 
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Chaimel  Islands,  for  the  lue  of  Viriton,  12ino,  3«  6<2 

Cbanniag  (W.B.)  Worka,  8to,  9«,  7V^,  1840;  3rd  ed.,6v. p.8vo,86«— r.to  6  v.in  8,18« 

People's  Edition,  new  edit.,  2  t.  8to,  10a  6rf  

Beauties  o^  with  Bssay  by  Mountford,  18mo,  2<  6d  

Disconraes,  12mo,  6f 

SsBays,  82mo,  2«  6rf,  1859,  Oroombridge;  12mo,  8»,  1838— «d.4«6ci 

on  Slavery,  12mo,  2«  6d   

-^— — ^— ^  Lectures  on  Self-Culture,  24mo,  la  6d,  Simpkin,  1840  ;  18mo,  la . 

life  and  Correspondence,  by  his  Nephew,  8v.  p.8vo,  28a — ^red.lOa  6d 

—  2  V.  post  8vo,  7a 

literary  Works,  new  edit.,  post  8vo,  8a  6d 

Memoir,  with  Selections  from  his  Correspondence,  8to,  6$ 

Political  Writings,  12mo,  8a  

Theological  WoAs,  new  edit.,  post  Svo,  8a  6rf 

Chanter  {JM.)  Help  to  an  Exposition  of  the  Church  Catechism,  S2mo,  la 

'  Sermons,  12dio,  ^»M    

{Mn.)  Ferny  Combes  :  Ramble  after  Deronshire  Ferns,  12mo,  5a  

Orer  the  Ciiffii,  2  r.  post  8vo,  21a  

Chantiog,  its  Claims  and  Principles,  with  Hints  for  its  Practice,  8vo,  la  

Simplified,  18mo,  2»%d 

Oiantrey  {Sir  F,)  Memorials  of,  by  J.  Holland,  post  8to,  10a  6d  

Becollections  of  his  life,  by  G.  Jones,  8vo,  8a 

Chantries,  History  of  those  within  the  County  Palatine  of  Lancaster,  2  v.  8to 

Chants,  Serrices  and  Anthems  :  Words,  Description  and  Choice,  Sto,  4a 

Chaos  and  the  Creation,  an  Epic  Poem,  roy.  8vo,  16a 

Chapeltown  ;  or,  the  Fellow  Students,  by  a  Congregational  Minister,  cr.  8yo,  Ss  6d.,. 

Cbapin  {E.H.)  Extemporaneous  Discourses,  post  Svo,  6ia 

(^.  IF.)  Flora  of  the  South  United  States,  8vo,  14a 

CSiapIet,  a  Miscellany,  roy.  8to,  16a  

X  Chapman  {Btnj.)  Hist,  of  GustAdolphus  &  80  Years'  War,8yo,12a  6(2,i!;oit^rmaii— r.5a 

{Dan.)  Discourses  on  the  Restoration  of  Man,  8to,  10a  6c{ 

■ —  Dissertation  on  Philosophy  and  Theology,  8vo,  8a 

Speeches  and  Discourses  on  Various  Subjects,  post  8vo,  6a ... 

{Edw,)  Manual  of  Materia  Medica,  Pharmacology,  &c.,  12mo,  ^ 

• (f./.)  Description  of  Characters  of  Minerals,  12mo,  4a  

• Practical  Mineralogy,  8vo,  7a 

Songs  of  Charity,  and  other  Poems,  12mo,  8a 

• {Geo. )  Method  of  Attadc  and  Defence  practised  in  Art  of  Fencing,  folio,  bt. . . 

(/T.C.)  Roles  for  Masting,  6th  edit.,  8vo,  la  6d   

(Jf.S.)  New  Zealand  PortfoUo,  8?o,  4a 

{£f.T.)  Nature  and  Treatment  of  Varioose  Veins,  post  8vo,  8a  6d  

Treatment  of  Ulcers  and  Eruptions  on  the  Leg,  cr.  8vo,  8a  6rf  

(J.F.)  King  Eric  and  the  Outlaws,  from  the  Danish,  8  r.  Svo,  81a  6d 

(/.&.)  Amateur's  Drawing  Manual,  4to,  21a  

Elements  of  Art :  a  Manual  for  the  Amateur,  4to,  10a  6d 

(/aa.)  Brief  Memorials  of  Departed  Saints,  12mo,  6a 

• —^  Inspiration  of  Scripture,  8vo,  2a  

Mathematical  Scales,  4to,  8a  6d  

■  Miracles  the  Proper  Credentials  of  a  Revelation,  8to,  2a 

(John)  Cotton  and  Commerce  of  India  Considered,  8vo,  12a 

(£>./.)  Journal  in  Ceylon,  1860,  12mo,  2a   

(/.Ji.)  Instructions  to  Young  Sportsmen,  12mo,  7a  6d    

^Jf.y.)  Translation  of  Theocritus,  Bion  and  Moschus,  8vo,  12a  

(/Vif.)  ffindoo  Female  Education,  post  8fo,  6a  6d  

(iUe.)  Greek  Harmony  of  the  Gkwpels,  4to,  21a    

{RoU.)TTeailam<mBapeMaikjJig,l2mOf  2a  

(JF«.)Bvery  Day  French  Talk,  12mo,  2a 

French  Grammar,  with  Exercises,  12mo,  2a  6rf 

Chapmaa  and  Hallos  Standard  Editions,  each  6a.     See  Appendix. 

Chapone  (ifra)  Letters,  82mo,  la6d 

Memoirs  of,  by  Cole,  82mo,  2a 

•  Chappell  <  Wm.)  Popular  Music  of  Olden  Time, 2  v. imp. 8to, 48a, Oam«r,  1859;  n.e., 42a 
Ch^iCen  for  School  Reading  and  Home  Thought,  12mo,  la 

■  in  the  Life  of  a  Dundee  Factory  Boy,  by  Himself,  12mo,  la  6d  

on  Coronations,  12mo,  4a  6<2   

■  Deacons,  18mo,  2s  6d 

■  Physical  Sciences,  12mo,  6a    

the  Shorter  Catechism,  byaCleiigarman's  Daughter,  8  ed,,  fcap.  8to,  8a  6d 

Teaching  of  the  Roman  Church,  l2mo,  Z$6d 

Character  and  Costume  in  Turkey  and  Italy,  by  T.  Allom,  4to,  21a  

Qiancteristiea  of  Men  of  Genius,  2y.  post  8yo,  12a  

Old  Church  Architecture  in  Scotland,  4to,  26a  

Chanctera,  Soeoes,  and  Incidents  of  the  Reformation,  18mo^  la  6(2  

Chanwles,  Enigmas,  and  Riddles,  collected  by  a  Cantab,  4th  edit.,  fcap.  8to,  2a  6d... 
Charcoal  Bmnen^  tnoalated  from  the  German,  18mo,  la  M 
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Simphin 1841 

Simpkin 1 842-4 

86a 

849 
841 
841 
839 
85» 
850 
850 
854 
851 

«35 

854 

844 
849 
856 
860 
854 
843 
851 
849 
Chelham  Soc.  1 862-3 


Origin 

J.  Chapman  .. 

Simpkin 

Simpkin 

Simpkin 

Oroamhridge .. 
J.  Chapman  .. 

RoviUedgt  

Qriffin    

WhUfield   

Simpkin 

Onjin    

Rivington  

Matter* 

Mteve 

Smith  is  Elder 
Ward  A  Lock 
BeUdtDaldy., 

Jjcngman  

Moxon  


Masters 

Hatchard  

Ward 

New  York 

New  York 

Harwood    , 

H.Bohn 

Hamilton  , 

Hamilton  , 

WhiUaker 

Simpkin , 

Baillih^    

Bailli^e  , 

Pickering  

Clowes  ds  Sons  , 

O.  Wilson 

Smith  d:  Elder 

Churchill  

ChurehUl  

Longman  

Low   , 

Bogue 

I>ger  

Seeley 

Harrison   , 

Sedey 

J. Chapman  .., 
BeUisDaldy.. 
J.Chapman,.. 

Eraser    

Seeley , 

Eivington  

Spon  

Bateman  

Bateman   


Oroomhridge ... 

Simpkin 

Bosworth  

Hope 

Ikvrlon  

Parker  d:  Son... 

Ja  asters 

Whittaker 

Hamilton  

Mason   

Tallis 

J. Chapman  ... 

Hamilton  

Bel.  Tract  Soc, 
BdltkDaldy... 
Masters 


858 
^35 
857 
860 
860 
848 
856 

837 
836 

85s 
8so 
844 
843 

ll^ 
860 

846 

843 
856 
848 
843 
858 
848 
84a 
861 
861 
861 
851 
851 
849 
836 

836 
858 

859 
839 
86a 
854 
850 

849 
848 
860 

844 
846 
86z 
849 
862 
843 
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Charente  {A, A.)  French  Course  and  Exercises,  complete,  12mo,  each  10<  6d   Longman  1857 

Part  1.  Pronanciation,  Jcc.,  3«.    2.  French  and  English  Syntax,  3<  ;  in  1  yo1.5«  6(£. 
Part  8.  GhJlicisms  and  Anglicisms,  3«  6(£.     4.  Construction,  d«  ;  in  1  vol.  6s. 

• Exercises  to  French  Course,  4  Pts.,  each  3s Longman  i860 

Charities  for  the  Relief  of  the  Cleigy,  their  Wives  and  Families,  3rd  edit.,  fp.  8to,  Zs  Ehington  x86o 

of  London.     See  Low. 

Charity :  a  Tale,  by  the  Author  of  '*  Angelo  Sanmartino,"  post  8vo,  lOt  6d Newby    1862 

Charlemagne's  Travels  in  Constantinople,  &c.,  a  Poem,  by  Michel,  12mo,  10«  6<2 Piclering 1836 

-Charles  (I.)  Attempted  Escape  from  Carisbrook  Castle,  by  Hillier,  cr.  8vo,  lOsOd...  Bentley 185% 

His  Court  and  Times,  2  v.  8vo,  28«  Colhum 1848 

in  1646,  Original  Letters,  edited  by  J.  Bruce,  4to  Camden  Soe,...i%s^ 

Life  and  Character  of,  by  L  Disraeli,  new  edit.,  2  ▼.  8vo,  288  Hwr^  «t'  B 1850 

Declaration  concerning  I^iwful  Sports  on  Sundays,  sm.  4to,  5s  Quaritch    1862 

(IL)  Diary  of  His  Times,  by  Hon.  H.  Sidney,  2  v.  8vo,  28« Colbum 1843 

in  the  Channel  IsUnds,  a  Histozy,  by  Hoskins,  2  v.  8vo,  28j  Benllfg  1854 

Personal  History  of,  by  C.  J.  Lyon,  8vo,  10s  6d Boone 1852 

-  Memoirs  of,  with  his  Court,  by  Clayton,  2  v.  cr.  8to,  21s Sleet  1859 


-  and  James  IL,  Secret  Services  of,  4to  Camden  Soc, ,.. it s^ 


(V.)  Autobiography  of ,  transl.  by  L.  F.  Simpson,  post  8vo,  6s  6d Longman  1862 

Cloister  Life  of,  by  Stirling,  post  8vo,  8« Porter  dt5o»..  18 52 

Correspondence  with  his  Ambassadors,  8vo,  18s Bentleg  1850 

.  (X.)  and  Louis  Philippe  ;  Revolution  of  July,  1830,  8vo,  10s  6<i Satinderuk  0.  1839 

.  (XIL)  from  the  French  of  Voltaire,  by  SmoUett,  82mo,  Is  6d AUman i«6s 

.  (CAf.)  Arvon  ;  or,  the  Trials,  2  v.  post  8vo,  15s   BoutUdge  1854 

Hamonand  Catar;  or,  the  Two  Races,  a  Tale,  12mo,  5s Simpkin 1851 


(Dav.)  Sermons,  with  Memoir  by  Hughes,  12mo,  4s   Ward 1846 

'  {Father)  Ferdinand,  or  the  Triumphs  of  Filial  Loye,  18mo,  Is  6d J^^ffy i860 

" — ' Flowers  from  Foreign  Lands,  2  v.  sq.  18mo,  5s   i^#y >857 

-Matilda,  or  the  Orphans  of  the  Pyrenees,  18mo,  Is  6d Jhifftf i860 


■  (Tho.)  Essays,  Letters,  and  Papers,  edited  by  Morgan,  12mo,  7s  Seeley 1836 

•  Life  and  labours,  by  Morgan,  82mo,  IsQd Simpkin 1852 


Charles  Auchester,  a  Norel,  3  v.  post  8vo,  81s  6d   Hurst  tt  B 1853 

Claverston,  a  Tale,  post  8vo,  10s  6rf     Saunders  Ji-O.  .it $1 

DaUaway;  or,  the  Restless  Man,  18mo,  2s Mozley 1854 

Delmer,  a  Novel  of  Political  Life,  2  v.  post  8yo,  21s Bentley 1853 

Ellwood;  or,  the  Infidel  Converted,  post  8vo,  3s  6<i  J.Ckapman  ...1845 

Harman;  or,  the  Adopted  Child,  a  Tale,  12mo,  4f T. Richardson., \%so 

Ross;  or.  Truth  and  Fiction,  a  Tale,  18mo,  2s  6rf Harvey  1840 

RouBsel ;  or,  Industiy  and  Honesty,  a  Tale,  18mo,  Is  6d Bel.  Trad  Soe.  1853 

Stanley,  a  Novel,  by  the  Author  of  "Ninfa,'*  3  v.  post  8vo,  31s  6d Chapman  6:  H.i%si 

Worthington,  by  Harry  Singleside,  post  8vo,  5s  Piper 1855 

and  James,  a  First  Book  of  Monosyllables,  16mo,  ls6d Chapman  A  H,\%i<^ 

'  Jofiiah ;  a  Conversation  between  a  Churchman  and  a  Quaker,  fcap.  8vo,  5s    Bell  <Cr  Daidy   1862 


Charlesworth  {E.G.)  Ministry  of  the  Bible,  cr.  8vo,  2s  6d Wertheim  1861 

Poems,  12mo,  U%d Whittaker 1856 

(/oAn)  On  Affliction  and  Spiritual  Distress,  82mo,  Is  Simpkin 1842 

. (^aria)  Africa's  Mountain  Valley,  new  edit.,  12mo,  %s6d Seeley. 1856 

. .  Book  for  the  Cottage  ;  Mary  and  her  Family,  n.  e.,  18mo,  Is  6d  Seeley i860 

. Cottage  and  its  Visitor,  new  edit.,  fcap.  8vo,  3s  6d  Seeley 1861 

England's  Teomen,  from  Life  in  the  19th  Century,  fcap.  8vo,  5s  Seeley i860 


•  Letters  to  a  Child,  new  edit.,  d2mo,  Is  6d    ...., Seelejf 1856 

Friend  under  Affliction,  12mo,  \s  6d Seeley 1849 


•Light  of  Life,  new  edit.,  fcap.  8vo,  2s  6c2 Seeley 1861 

•  Ministering  Children,  a  Tale,  n.  e.,  12mo,  5s  ;  cheap  ed.,  2s  6d  Seeley 1862 

Illustcr.  8vo,  10s  6d Seeley 1856 

•  in  French,  12mo,  2s   Bel.  Tract  Soc.  n.  d. 


—  Ministry  of  Life,  new  edit.,  fcap.  8vo,  5s Seeley 1861 

—  Reward  Books,  12mo,  packet,  Is    Seel^ 1862 

—  Sunday  Afternoons,  in  the  Nursery,  3rde.,  sq.,  2s6(£;  col.  is  ^d- Seeley 1859 

Sailor's  Choice;  or.  Little  Lenny's  Friends  on  Shore,  18mo,  Is;  sd.  6rf  Seeley 1 862 


Charley  (Wil.)  Flax  and  its  Products  in  Ireland,  cr.  8vo,  5s  BellJ:  DeUdy  ,.i$6i 

Chalk  ;  or,  Career  of  an  Artist,  8vo,  lis   Berger    1841 

Nugent ;  or.  Passages  in  the  Life  of  a  Sub,  3  v.  post  8to,  81s  6c2 Saunders  «t-  0.  i860 

Charlie  and  Georgy,  by  the  Authoress  of  "  Helen's  Fault,"  &c.,  18mo,  Is  Routledge  1861 

. Walter,  a  Tale,  by  the  Author  of  "Amy's  Watchword,"  &c.,  18mo,  Is  SocP.C.K.  ...1862 

Burton,  18mo,  Is    SocP.C.K.  ..,1842 

•  Cheerful's  Narsery  Stories,  with  Cold.  Pictures,  imp.  8vo,  2s  6d  Ward  d:  Lock  .1861 

Orant;  or.  How  to  Do  Right,  16mo,  Is  6(2 Nisbet    185s 

Charlie's  Discoveries  ;  or,  GK>od  Use  for  Elyes  and  Eara,  16mo,  Is  6(2 A.Hall x86o 

Charlotte  Elizabeth.     See  Tonna,  Mrs. 

Charlton  (W.H.)  Description  of  Burghley  House,  Stamford,  8vo,  7s  6d Whiitaker 1847 

Charm  (The),  a  Book  for  Boys  and  Girls,  3  v.  post  8vo,  each  5s Low    1851 

' of  Entertaining  Knowledge  :  History,  ke,,  post  8yo,  6s  Boudedge  1856 

-  Interesting  Stories,  post  8vo,  6s Boutledgt  1856 

Charmed  Roe  ;  or,  little  Brother  and  Sister,  iUust,  by  Speckter,  16mo,  5< Murray 1843 
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Chftmo^  (Mary)  Legendary  Rhymes,  and  oUier  Poems,  12mo,  6s  6d Lovgman  1843 

(J2«c&.)  Insolrent  Debtor'B  Act,  12mo,  2»  6<i Richards   1845 

New  Pleading  Rules,  Decisions,  12mo,  5« Sweet  1837 

Rules  in  Practice  and  Plcauling,  12mo,  7«  6d Richards    1836 

Police  Goide,  12mo,  6«  Stevens  1840 

(R.S.)  Deiivative  Dictionary  of  Geographical  Names,  8vo,  12s HoulsUm    1858 

Guide  to  the  Tyrol,  12mo,  8«  6d  W.  J.  Adams   1857 


{St^.)  Christ^B  Death,  Exaltation,  and  Intercession,  18mo,  Is  6d Rel.  Tract  Soc,  1847 

Discouises  on  Christ  Crucified,  18mo,  la  6rf,i?e/.r..S.,  i846;12mo,l«6d  NeU<m    1837 

the  Attributes,  8vo,  6«6d  H.Bokn 1845 

2v.l2mo,  8« Rel.  Tract  Soc*  1845 

Treatise  oa  Diirine  Providence,  8vo,  \s  9d Ward 1840 

-  Reconciliation  with  GkKl,  8vo,  2s  id Ward 1840 


Weak  Grace  Victorious,  18mo,  1»  6c/,  Rd,  Tract  Soe.;  Is  6d NvAet    1856 

{W.W.)  Suitor's  County  Court  Guide,.  18mo,2» O.  Mitchell    ...1851 

Chamwood  Forc^  History  and  Antiquities  of,  4to,  21s  Hamilton  1842 

CharteriioQae,  Chronicles  of ,  by  a  Carthusian,  8yo,  \2s6d Relld:  Daldy...ii^y 

Foundation  and  History  of,  post  8vo,  5<    Sewell 1849 

Crartb&house  School  Books.     <See  Appendix S.  Walker 

Charters  of  Endowments,  Inventories,  &c.,  Finchale  Priory,  8vo  (Snftees  Soc  ) Whiitaker 1837 

Cfaarvolant,  Treatise  on  Aeropleustic  Art,  sq.,  2«  60^ Longman  1851 

Chase  (P.E.)  Bliana  ;  or,  a  Layman's  Contributions  to  Theology,  2  v.  12mo,  >0< Painter 1851 

(J. C )  Statistics  of  Cape  of  Good  Hope  and  Algoa  Bay,  1 2mo,  7s  6d Richardson    ...1 843 

{Jokm)  Landscape  Fainting  in  Water  Colours  and  Sketching  from  Nature,  Is  ...  Barnard    1861 

Cfaasles  (M.)  Geometrical  Memoirs  on  Cones,  translated  by  Graves,  S^ro,  6s Longman  1841 

Chaaseaiid  (^.  Ifl )  Visits  to  the  Druses  of  the  Lebanon,  Svo,  14«   Bentley 1854 

Chastelain  (.i.)  French-Bnglish  and  English-French  Dictionary,  24mo,  5«    C.H.Law  1849 

Chat  with  the  Boys  on  New  Year's  Bve,  by  Old  Merry,  fcap.  Svo,  \s6d    Jackson  Jb  W.„iS6% 

Cbiteaa  Friasac  ;  or,  Home  Scenes  in  France,  by  Chroniqnense,  cr.  8vo,  7s  6d    Tinsley  i86x 

ChAteaa  de  Melville  ;  ou,  R6cr6ations  d' Etude,  16mo,  Zs  6d  Simpkin     1839 

Chateaahriand  (^.)  AtaU  et  RenS,  12mo,  6f ? Colbum 1844 

■ Congress  of  Verona,  2  v.  Svo,  21< Bentley  1839 

"^ Genius  of  Christianity,  by  O'Donnell,  Svo,  7s    T.Richardson  .1854 

: White,  Svo,  1 5»,  Philadelphia^  56 ;  12a  Dolman 1857 

Memoirs  of  his  Own  Time,  2  v.  Svo,  21« Colbum 1838 

-by  Himself,  1768-1818,  2  v.  12mo,  5i Simm*d: M'l.  .1849 


M6moires  d'outr6  Tombe,  6  v.  12mo,  21« IlorneasUe  1850 

' Sketches  of  English  Literature,  2  v.  Svo,  24a Colbum 1836 

Chateauneaf  Architectura  Domestica,  imp.  4to,  35a Ackermann    ...1839 

Chatelaine  (C%<p.2)e)  Beauts  de  la  PoesieAnghiis,  2  v.  Svo,  31a  6d Rolandi i860 

Fables  Nouvelles,  suivi^s  de  Poesies  Diverses,  2  e.,  12mo,  8a  (kl  Whittaker 1856 

■■' L'Hostellerie  des  Sept  P^hes  Capitaux,  post  Svo,  la  Pickering  1862 

Rambles  through  Rome,  Svo,  12a  6c^ Hope 1851 

iClarsi)  Captain  Skylark,  12mo,  cold,  plates,  la  6d   Hogg dc  Sons  ...1861 

Little  Ada  and  her  Crinoline,  a  Tale,  fcap.  Svo,  la   Dean 1862 

Silver  Swan,  a  Fairy  Tale,  12mo,  3a  6rf;  col.,  4a  6d    Grant  d:  GrijUhiS^'; 

Story  of  Henrietta  and  the  Ayah,  coloured  plates,  12mo,  la  6d  Hogg d:  Sons  ..1861 


Chater  (A.(7.)  Burning  of  Moscow,  a  Poem,  4to,  5a Longman   1838 

C%atfield's  Tin  Trumpet,  2  v.  sm.  Svo,  21a Whitiaker 1836 

Cbalham  {EarV^  Correspondence,  4  v.  Svo,  72a Murray    ...1838-40 

Speeches  (Modem  Orator),  roy.  Svo,  5a AyloU 1848 

Chatsworth,  the  Romance  of  a  Week,  edited  by  R.  S.  Ward,  3  v.  post  Svo,  31a  6d...  Colbum     1844 

Cbattaway  (E.D.)  Railways  :  their  Capital  and  Dividends,  12mo,  la Virtue    1855 

Chatteris  (if.)  Tradesman's  Manual,  fcap.  Svo,  2a  6d Keymer 1843 

Chatterton  (Z»a<fy)  Good  Match ;  a  Novel,  8  v.  post  Svo,  31a  6<i Bentley  ...1839 

Home  Sketches  and  Foreign  Recollections,  3  v.  post  Svo,  31a  6d...  Saunders  <fc  0,  1841 

Life  and  its  Realities,  a  Novel,  3  v.  post  Svo,  Sla  6d Hurst  <k  B.    ...1857 

Lost  Happiness  ;  or,  the  Effects  of  a  Lie,  ISmo,  2a  6d Burns    1845 

Pyrenees,  with  Excursions  in  Spain,  2  v.  Svo,  31a  Orf Saunders  ik  0.  .1843 

Rambles  in  South  of  Ireland,  1838,  2  v.  post  Svo,  21a Saunders  tk  O..1839 

Reflections  on  History  of  Kings  of  Judah,  cr.  Svo,  10a  6d  Newby    1848 

B«igning  Beauty,  a  Novel,  8  v.  post  8vo>,  31a  6d  Hurst  tk  B.    ...1858 

{Tlios.)  Life  and  Poems,  by  Dix,  fp.  Svo,  6a,  Hamilton,  37;  n.e.,  12mo,la6(i  Partridge  A  Co.i%ci 

Works,  2  V.  12mo,  15*— red.  to 9a  ;  2v.  post  Svo,  21a— red.  to  12a  H.Bohn 1842 


Chatto  (W.A.)  Gems  of  Wood  Engraving,  fol.,  21a Ingram 1852 

History  and  Art  of  Wood  Engraving,  fol.,  12a    Ingram 1852 

Facts  on  the  Origin  and  History  of  Playing  Cards,  Svo,  21a J.RSmith 1848 

Chaucer  (O.)  Canterbury  Tales,  illustrated  by  Corbould,  12mo,  Ss;  cheap  edit.,  Zs6d  Routledge  1862 

— —  in  French  Verse  by  De  Chatelaine,  2  v.  Svo,  21a  Pickering  1857 

V.  3,  fcap.  Svo,  4a. , .  Pickering  1 860 

New  Text,  Notes  by  T.  Wright,  roy.  Svo,  2a   Ingram 1853 

with  Notes  by  T.  Wright,  3  V.  post  Svo Percy  Soc. 

"v.  ISmo,  7a Bcrger    ..!i86o 


Cleomades  ;  or,  Squyre's  Tale,  French  by  De  Chatelaine,  post  Svo,  3a  6d  Pickering 1859 

Flower  and  Leaf,  French  and  English,  by  De  Chatelaine,  1 2mo,  2a Pickering   . . . ! !  1 854 
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Chaucer  (6.)  Poems,  Life  by  Nicolas,  6  v.  fcap.  8vo,  Z(k    Pickering 1845 

■ Tyrwhitt,  med.  8vo,  16f,  Moxon^  1845;  n.ed.,ped.  10«6rf  Routledge  i86i 

Modernized  by  Wordsworth,  &c.,  12mo,  78  dd  Whittaker 1S40 

Notes  by  Rolwrt  Bell,  new  edit.,  8  v.  fcap.  8vo,  20»     Griffin    1862 


Biches  of,  with  Memoir,  by  Cowden  Clarke,  2  y.  12mo,  18« £.  Wilson  1835 

Koinaunt  of  the  Rose,  &c.,  by  Nicolas,  8  t.  post  8vo,  31«  6</  Pickering 184.6 

Selections  from,  by  Deshler,  with  Life,  post  8vo,  3<  id    Wiley 1847 

Chauncy  (fT.iS^.)  Dissertations  on  Unaccomplished  Prophecy,  8yo,  10s  6d Ni^tet    1838 

Guide  to  South  Australia,  12mo,  1m  hd J7ocfeo»<t**Sa».i85i 

Chauntler  (Sam.)  Elements  of  Astronomy,  by  Alexander,  16mo,  2i  6d Kendriek  1850 

Chaurenet  (Prof.W.)  Great  Circle  Protractor,  sq.  folio,  24<  Annapolis, U.S,iiSS 

Chaurier  (/.£r.)  Treatise  on  Punctuation,  12mo,  2a  6d  Simpkin 1849 

ChaTasse  (PM.)  Advice  to  Mothers,  6th  edit,  fcap.  8to,  2«  6d Chwrehill  1861 

Wives  and  Mothers,  12mo,  9«  Longman  1843 

-^— during  Pregnancy,  4th  edit.,  fcap.  8vo,  2<  6d Churrhili  i86i 

Chawner  (Rota  A.)  Hits  and  Bits,  cr.  8to,  Zs  6d Simj^ein 1861 

Cheam  School  Introductory  Latin  Grammar,  12mo,  2«  6(2  Walton  1836 

Cheap  {Mrs,)  Bread  of  Deceit,  a  Tale,  5th  edit.,  roy.  S2mo,  la  6d    Seel^ 1844 

Christian  Trials,  a  Narrative,  2nd  edit.,  18mo,  2«  6d  SeeUy 1839 

• Commandment  with  Promise,  new  edit.,  roy.  82mo,  l»6rf   Seelqf i860 

Farmer  Goodall  and  his  Friend,  new  edit.,  roy.  82mo,  Is  6d  SeeUy 1841 

Going  to  Service,  new  edit.,  roy.  32mo,  It  6d    Seel^ i860 

Guilty  Tongue,  new  edit.,  roy.  32mo,  It  6d  Seeley 1844 

House  of  the  Thief;  or,  the  Eighth  Commandment,  n.  e.,  18mo»  la  6d  Seeley 1857 

Lessons  from  Nature,  roy.  82mo,  It  6d Seeley 1848 

Memory's  Records;  Narrative  from  Real  Life,  n.  c.,  roy.  32mo,  1«  6d  Seeley 1849 

'  My  Station  and  its  Duties,  new  edit.,  roy.  32mo,  lt6d  Seeley 1855 

—  Week  (The);  Duties  of  the  Fourth  Commandment,  ne.,  roy.  82mo,  la  6d  Seeley 184a 

Cheap  LtBR ART,  fcap.  8vo.     <S^ee  Appendix  Simpkin 1860-1 

Cheap  Riches  :  Selections  from  Esteemed  Divines,  82mo,  2a  W.Smith    1839 

Check  ((7.)  Easy  Guide  to  the  Game  of  Chess,  new  edit.,  18mo,  la  6d Simpkin 1844 

Checkmate,  a  Tale,  post  8vo,  10a  6rf Bentley 1858 

Chedworth  (Lord)  Letters  to  Crompton,  4to,  25a,  Hunt—'nA,  to  6a WaMowmt  ...1840 

Cheek  (A.M.)  Memorials  of,  by  Rev.  R.  Meek,  12mo,  2a  Nitbei    1857 

Cheere  (Edwd.)  Church  Catechism  Explained,  new  edit.,  fcap.  8vo,  2a  6d    J. Jl.d' J.Parker ii6i 

Cheese  (J.B.)  Parochial  Sermons  at  Hereford,  12mo,  2a  6(2 Wertheim  i8$7 

Cheesman  (i2. (?.)  Tables  of  Customs  Duties,  1852,  post  8vo,  8a Longman  1853 

Cheever((r.5.)  Defence  of  Capital  Pa nishmenta,  postSvo,  4a  6rf   Wiley 1846 

God  against  Shivery,  12mo,  5a New  York 1857 

Hill  Difficulty  :  Trials,  &c.,  of  a  Christian  Pilgrim,  12mo,  2a  6d Low  1849 

-  Incidents  of  the  Christian  Life,  12mo,  2a    HamiUon  185a 

Journal  of  the  Pilgrim  Fathers  in  New  England,  1 2mo,  2a    HamiUon  1 849 

Lectures  on  Life,  Genius,  &c.,  of  Cowper,  12mo,  8a  6d Nitibet    1856 

^— ^ by  Henderson,  12mo,  2a...  Knight  ifc  Son  .1S56 

— Pilgrim's  Progress,  12mo,  2a;  post  8vo,  3a Hamilton  1845 

18mo,  la,  Bel.  Tr.Soc.;  82mo,  la  6d  Aylott    1846 

r.8vo,4a, /Wtorton,  i84$;12mo,3a6<<  Nelson    i860 

1 fcap.8vo,  la6<i;  illu8t.,3a6rf NeUon   1845 

' Life  Allegories,  and  other  Similitudes,  12mo,  2a  6d  Low   1855 

Powers  of  the  World  to  Come,  12mo,  2a Harnilton  1853 

Reel  in  the  Bottle  ;  a  Voyage  to  the  Celestial  Country,  12mo,  6a New  York 1851 

Right  of  the  Bible  in  our  Public  Schools,  16mo,  4a  Cd  New  York i860 

~ Sketches  of  American  Missionaries,  12mo,  2a HamiUon  1853 

Travels  among  Alpine  Scenery,  12mo,  3a  6d Jot.  Blackwoodi%$$ 

Voices  of  Nature  to  the  Soul  of  Man,  12mo,  2a HamiUon  1851 

Wanderings  in  the  Shadow  of  Mont  Blanc,  new  edit.,  12mo,  2a   Jas.  Blackwoodi  ^60 

1 2mo,  2a ;  illust. ,  8vo,  7«  Sd  HamiUon  1 849 


Way-Marks  of  Pilgrimage  ;  or.  Teaching  by  Trials,  n.  e.,  18mo,la6d...  J.F.Shaw 1862 

Windings  of  the  River  of  the  Water  of  Life,  12mo,  2a HamiUon  1850 

.  (H.T.)  Ishmd  World  of  the  Pacific  ;  or,  Sandwich  Ishinds,  12mo,  2a   HamiUon  1851 

Life  in  the  Sandwich  IsUnds,  po8t  8vo,  10a  6d   Bendey  1851 

Memorials  and  Trials  of  a  Youthful  Christian,  12mo,  6a,  Bentley;  2a.  Botdledge  1851 

Whale  and  his  Captors,  18mo,  la  6rf,  Nelson;  12mo,  2a   HamiUon  1850 

-  Whaleman's  Adventures  in  S.  Ocean,  by  Scoresby,  4th  e. ,  1 2mo,  3a  6df  Low   i860 


Cheke  (Sir  J.)  Gospel  of  St.  Matthew,  from  the  Greek,  by  G.  J.  Goodwin,  8vo,  7a  6rf  Pideering  1843 

Chelius  (J.M.)  System  of  Surgery,  trans,  by  South,  2  v.  8vo,  60a Renshaw    1847 

Cheltenham  and  its  Vicinity  Described,  12mo,  3a  6d  Whittaker 1850 

Guide,  with  Plan,  fcap.  8vo,  2a  6rf   Simpkin 1861 

C%emery  (B.L.)  French  Phraseology  for  Colleges  and  Schools,  12mo,  2a  6d  Whittaker 1850 

Chemical  Directory  and  Pharmaceutist's  Companion,  fcap.  8vo,  7t  6d  C.Wright  1850 

Chemist  (The),  V.  1  and  2,  8vo,  each  13a Piper 1850-1 

Chemistry,  new  edit.,  12mo,  3a  (Educational  Course) Chamben    1861 

and  Physics  in  Connection  with  Agriculture,  8vo,  8a  6d    Simpkin 1849 

of  Artificial  Light  and  History  of  Candles,  8vo,  la  6d   Orr 1856 

Chepmell  (C  TT.)  Chapters  on  Deacons,  18mo,  2a  6i2  Mattert 1849 
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Chepmell  (C.  W.)  Hymns  and  Scenes  of  Childhood,  2nd  edit.,  18mo,  2«  M Matten iM 

M&i^garet,  the  Martyr  of  Antioch,  a  Tale,  in  Verse,  18mo,  laOd MatUrt 1851 

' Vine  on  the  Moontain,  an  Allegory,  18mo,  2c Mctsters 1849 

(£'.6\)  Domefitic  Homreopathy,  12mo,  6.s'. Sanderson 1847 

{II, M.)  Course  of  History,  Greek,  Roman,  &  Eng.,  Ist  8er.,new  ed.,12mo,5a  WhiUalccr 1862 

Questions  on,  1 2mo,  1». . .  Whittaker 185a 

2nd  series,  2  t.  12mo,  12<  WhiUaher 1857 


Cherholiea  {Jfo<?.)  Annette  Gervaise,  a  Tale,  18mo,  2«  6<i  Hamilton  1843 

Cheri»lloiid  {J,)  Book  of  Versions,  a  Guide  to  French  Translation,  n.  e.,  12mo,  3«  ^d  C. II. Law  i860 

Key  to.  by  DclillA  n.  e.,  12rao,  3»  6<i CM.Lavj  i860 

Cherries  (The),  and  other  Tales,  from  the  German,  lOrao,  it Burns    n.  d. 

Cherry  and  Violet,  a  Tale,  by  the  Author  of  **Mai7  Fowcll,"  post  8vo,  1$  6d A. Hall 1853 

Cherry  (/*.  6'.)  Art  of  Shoeing  Horses,  8vo,  5i  Longman  184a 

{I/.C.)  Hlostrations  of  the  Saints'  Days  and  Festivals,  12mo,  9s Cleaver  1844 

Cherrycomb  and  SilTertail,  a  Tragedy  in  Two  Acts,  by  A.  M.,  2nd  edit.,  oblg.,  1«  ^d...  RoutUdge  186a 

Cherubim  of  Glory;  or,  Oneness  of  Man  with  God,  &c.,  12mo,  2<  6<i  Nitbet 1850 

Cbembini  (M.L.C.)  Course  of  Counterpoint  and  Figure,  by  Hamilton,  2  v.  8vo,31«6c/  CoekM  d:  Co,  ...1837 

Cherrille  (i^.  J/.)  Fi"t  Steps  to  French,  12mo,  2«  6d   B.WiUon  1836 

Cherwell  {Mary)  Happy  Hours;  or.  Home  Story  Book,  16mo,  3«  M Kerby 1847 

Cheseboruugb  {Car.)  Victoria ;  or,  the  World  Oreicome,  or.  8to,  7«  6</ Neva  York 1856 

Chesnee  {J.B  )  Conrersations  in  French  and  English  on  Commerce,  &c.,  cr.  8vo,  is...  Dvlau    186a 

Chesney  {Col. )  Account  of  the  Kusso-Turkish  Campaigns,  post  8to,  12a   SmiUi d:  Elder.. 1 8 54 

Observations  on  Past  and  Present  State  of  Fire- Arms,  8to,  12«    Zont/man  '.185a 

Beporta  on  the  Navigation  of  the  Buphrates,  folio Admiralty 1853 

Survey  of  Euphrates  and  Tigris  Bivers,  2  v.  roy.  8vo,  63# Longman  1850 

Maps  and  Charts  to,  31a  ti<2 Lont/man  1850 

{B.)  Instructions  for  the  Concertina,  roy.  8vo,  3s  Simpkin 1853 

Chess,  a  Poem,  by  a  Member  of  the  Cambridge  University  Chete  Club,  12mo,  la Dalton  1858 

in  Four  Parts,  8vo,  2a T.Harriton  ...1854 

Bzemplified  in  a  Concise  and  Easy  Notation,  12mo,  6a  Lowf/nian  184a 

Soavenirof  the  Bristol  Chess  Club,  12mO)  5a IIoMtingt    1848 

Toamament  of  1851,  edited  by  H.  Staunton,  post  8vo,  6a    H.Bohn i&52 

Chess- Board  of  Life:  Sketches  of  Life  and  Character,  by  Quiz,  12mo,  8a  6d   Jaa.Blachooodii^Z 

Cheas-Player's  Annual,  1856,  by  Tomlinson  :  (Diles,  Poems,  &c.,  12mo,  6t A. Hall 1856 

Ghronic]e,V.l-7,8vo,ea.l5a,//aa<tn^  1841  ;V.8,16a;  V.9-13,8vo,ea.20a  Skeet    1841-53 

new  series,  V.  1-8,  8vo,  ea.  21a,  Kent,  1854-6}  V.  4,  8vo,  16a  Kent  1857 

Chesshyra  {Hen. T. N.)  Recollections  of  a  Five  Tears'  Residence  in  Norway,  p.  8 vo,  5a    Newly    i86z 

Chester  (^V.)  Poems,  12mo,  3a6rf BelldtDaldy  ...i%s^ 

(iTarry)  Lay  of  the  Lady  Ellen,  a  Tale,  8vo,  4a  6(2    Saundert  dc  0..i%%s 

{R,AW.)YQetn&,  HistorioU  and  Miscellaneous,  post  8vo,  7a  Longman  1849 

Chester  and  its  Environs,  illustrated,  4to,  2a  6(2  Ackermann    ...1851 

Guide,  and  a  Descriptive  Account  of  Eaton  Hall,  12mo,  3a  Whittaker  185a 

Mysteries:  De  Diluvio  Noe — De  Occisione  Innocentium,  4to RojrburgheClabi%iZ 

Chester's  Triumph  in  Honour  of  her  Prince,  1610,  edit,  by  T.  Corser,  4to Chetfuim  Soc.     1844 

Chesterfield  {Lord)  Adrice  to  his  Son,  32mo,  la  6d,  Tegg  ;  32mo,  la  6(2  Simpkin 1861 

Letters,  edited  by  Lord  Mahon,  new  edit.,  6  v.  8vo,  66a Bentley 1853 

Cbesierioo  {D,L.)  Autobiography  of,  2 v.  p.8vo,16a,  Longman  ;  1  v. red.  to 3a 6(2 Bickers  1853 

(O.L.)  Revelations  of  Prison  Life,  post  8vo,  10a  6d Hurst  ds  B 1856 

Chetham  Miscellanies,  edit,  by  W.  Langton,  3  V.  8vo  Chetham  Soc.  50-62 

Chcttie  {Hen.)  Hoffinann  ;  or,  Revenge  for  a  Father,  a  Tragedy,  8vo,  8a  Lacy 1853 

Chetwynd  {Mrs.  Hen,)  Poetical  Compendium  of  the  History  of  Russia,  16mo,  la   ...  Longman  1854 

Chevslier  (Mic.)  Labour  Question,  translated  from  the  French,  18mo,  la H.  G.  Clark  ...1848 

On  Depreciation  of  Gold,  trans,  by  R.  Cobden,  8vo,  6a  Smith  de  Son  ...1859 

Remarks  on  the  Production  of  Precious  Metals,  8vo,  2a  6(2 Smith  «fc  Ekler  1853 

ChevsDier  (7Vmp2e)  Sermons  Preached  at  Cambridge,  12mo,  69 Rivington  1835 

Translation  of  Epist.  of  Clement^  Polycarp,  &c.,  2Ed  ed.,  8vo,  12a  Rivington  1851 

Chevel^e  Assigiie,  4to Roxburghe  Clvhl%^Q 

Cbeveleys  Donkey ;  or,  the  Man  in  the  Ass's  Hide,  12mo,  2a  6(2 PaUie 1839 

Chevrenii  {M.E.)  Harmony  and  Contrast  of  Colours,  by  Martel,  cr.  8vo,  10a  6(2  Longman  1854 

cr.  8vo,  bt;  with  16  additional  plates  in  colours,  7a  6c2  H.  Bohn 1859 

-—  Laws  of  Contrast  of  Colours,  by  Spanton,  new  edit.,  12mo,  2a Routledge  1861 

-with  cold,  lllust.,  12mo,  5a Routledye  1861 


Chevy  Chase,  illnstrated  by  Franklin,  roy.  4to,  21a Saunders  d:  0.  1836 

Cbeyne  {A . )  Sailing  Directories  for  the  Ishuids  in  the  Western  Pacific  Ocean,  8vo,  68    Potter 1852 

-  <C. H. H. )  Elementary  Treatise  on  the  Planetary  Theory,  cr.  8 vo,  6a  6(2 Macmillan    ...i 862 

{John)  Mental  Derangement  as  regards  Religion,  post  8vo,  7a  6(2  Longman  1843 

(Pa<.)  Consolations  of  the  Cross,  12mo,  2a Masters 1859 

Chidiester  Cathedral,  the  Architectural  History  of,  by  R.  Willis,  &c.,  4to,  80a Bell  de  Daldy    1862 

Cfaiek -Seed  without  Chick- Weed,  new  edit.,  fcap.  8vo,  la  Lockwood 1861 

Chief  of  Glen-Orchay:  lUostrative  of  Highland  Manners,  Ac.,  12mo,  5s Smith  ds  Elder  1840 

Chief s  Daag^ter ;  or,  the  Settlers  in  Virginia,  8vo,  la    J.Hd-J.ParkeriZ^^ 

ChiketflTst.)  Treatise  concerning  Evil  Thoughts,  by  Hooper,  18mo,  2a  6(2  Ske^ngton 1851 

ChDcote  Pkrk  ;  or,  the  Sisters,  fcap.  8vo,  5s Parker  d:  Son.. i860 

Chileott  {Clara)  hacj  ;  or,  the  Consequences  of  Disobedience,  18mo,  2a  6<2 Longman  1840 

{/okm)  Hiatoiy  of  Bristol  in  14th  Cent,  and  in  1849, 12mo,  6a;  2  e.,  8vo,  6s  Hamilton  1849 
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Child  (F.  J.)  Collection  of  English  and  Scottiah  Ballads,  8  t.  fcap.  8to,  28« Botton,U.8.  ...1861 

{O.C.)  Treatise  on  Indigestion  and  Bilious  Disorders,  Svo,  6a    ChurchiU  1847 

-  (L.Maria)  Autumnal  Leaves,  in  Prose  and  Rhyme,  12mo,  6s    New  York 1857 

• Brief  History  of  Condition  of  Women,  5th  edit.,  2  v.  12mo,  10« New  Yark 1845 

Life  of  J.  T.  Hopper,  post  Svo,  9» New  York 1853 

-^— ^— Progress  of  Religious  Ideas  through  Successive  Ages,  3  v.  post  Svo,  28«  New  York 1855 

(AfUs)  Spinster  at  Home  in  the  Close  of  Salisbury,  sm.  4to,  10« Sim})kiv 1844 

(3/ra.)  Biography  of  Good  Wives,  18mo,  3*  6d   Orijm    1849 

Pact  and  Fiction  ;  Stories,  med.  Svo,  2$ W.Smith   1847 

Family  Nurse,  12mo,  3«  6d  BerUUif  1838 

Frugal  Housewife,  new  edit.,  82mo,  la    Tegg  i86i 

Girl's  Book  of  Amusement,  by  Mrs.  Valentine,  new  edit.,  16mo,  4a  6rf  Tegg  1861 

Letters  from  New  York,  post  Svo,  10a  6d    BeniUy  1843 

Mother's  Book  Revised,  12mo,  2a  6d  Parker d: Son... i^s 

on  Home  Education,  32mo,  2a Tegg  1838 

Stories  for  Holiday  Evenings,  18mo,  2s  Qd Limbird 1836 

Child  and  the  Hermit,  a  Tale,  by  the  Author  of  "Rhoda,"  ISmo,  2a  6d Darton  184Z 

Comforters;  or.  Little  Susie  and  her  Blind  Brother,  ISmo,  la  SocP.C.K 1862 

-  of  the  Kingdom,  by  the  Author  of  "The  Way  Home,"  16mo,  la;  2a  6d,  cL  ...  Nubei 1862 

Child-life  of  an  Old  Lady,  and  other  Tales,  ISmo,  la Dean 1853 

Child's  Book  about  Birds,  by  a  Country  Clergyman,  fcap.  Svo,  la  6d Hogg 1861 

Case,  32mo,  la  Bel. Tract  Soc.    i860 

of  Animals,  oblong,  7s  6(1 Darton  1846 

Balkds,  ISmo,  la,  and  2a  6rf Matters 1849 

Divinity;  or  Grandmamma's  Bible  Stories,  new  edit.,  ISmo,  la Niibet 1856 

— — ^— Homilies,  by  a  Member  of  the  Church,  12mo,  2a J.Hughes  1844 

Martyrs,  2  v.  32mo,  Zs  id  IloulsUm    1849 

. Objecte,  12mo,  3a6d    B.Clarke  1838 

*- Poetry,  Original  and  Selected,  18mo,  la  6d    Bel.  Tract  Soc.  1850 

Prayers,  edited  by  Bickersteth,  18mo,  la   Seeley 1848 

Illuminated,  2nd  edit,  12mo,  5s  W.SmUh    1846 

Botany,  by  a  Botanist,  16mo,  2a;  coloured,  3a    Tegg  1838 

Cheerful  Companion,  16mo,  3a  6rf Darton  1847 

Christian  Year;  Hymns  for  Sundays  and  Holydays,  2a;  cheap  ed.,  ISmo,  la .  J.H.d:J.Parker\%^^ 

Companion  (AnnuiJ),  32mo,  la  6c2    Bel.Tr.Soc.  1850-61 

Duty,  by  a  Mother,  18mo,  2a GriJUh^F.  ...1835 

Fairy  Library,  7  v.  18mo,  each  2a  6rf  Thomas 1837 

Famous  Picture  Book,  new  wiit.,  fol.,  3a  6d  ;  coloured,  7a  6d  Ward d: Lock...  1Z61 

First  Hour;  or.  Management  of  Newly-born  Infants,  12mo,  2a Aekermann    ...1851 

Lesson  Book,  16mo,  3a  6rf  ;  coloured,  6a Bogue    1854 

Noun  Book,  16mo,  la  Seefcg 1844 

. Picture  Book,  ISmo,  2a  6rf  Harvey  1855 

Garden  (Kinder  Garten)  :  Education  for  Children,  12mo,  3a  6d Darton  1859 

Guide  to  Devotion,  with  Caswall's  Hymns,  l8mo,  la  6rf Bums    1850 

Jewish  History,  by  a  Lady,  3rd  edit.,  18mo,  2a  Simpkin 1851 

Knowledge,  by  a  Lady,  33rd  edit.,  ISmo,  3a  Simpkin 1862 

-of  the  English  Constitution,  ISmo,  la  id Simpkin 1859 


■  Illuminated  Fable-Book,  12mo,  5a W.Smith    1846 

-  Indestructible  Book  of  Animals,  lUust.  by  Weir,  obi.  4to,  4a  Darton  1856 

-  New  Lesson  Book  ;  or,  Stories,  16mo,  la  6(2;  coloured,  2s  6d   Masters 1850 

■  Own  Album,  in  Pictures  and  Verse,  roy.  4to,  3a  6d Ward dtLodb...  1^61 

Alphabet  and  Object  Lessons,  Illust,  cr.  4to,  2a  6d  Darton  i860 

Annual  and  Juvenile  Keepsake,  fcap.,  3a Clarke    1843 

Bible,  Old  Testament,  roy.  Svo,  12a  6d    Lwtgman    1838 

Book,  Tales,  Illustrated,  9th  etiit.,  16mo,  5a Tegg  i860 

of  Animals,  oblong  fol.,  7a  6d  Darton  1846 

Pictures;  Tales  and  Poetry,  IGmo,  3a  6rf;  coloured,  5a Ward d: Lock... iSs^ 


History  of  France,  ISmo,  3a Thomas 1835 

Scrap  Book,  oblong  fol.,  7s  6d Darton  1842 

-Pictorial  Bible,  2  v.  16mo,  5s Thomas 1843 

-  Picture  Book  of  Useful  Knowledge,  sq.  12mo,  5a Bell^Daldy    1861 

Reading  Book,  by  M.  T.,  16mo,  3a  6rf QriffiihdeF.  .,.1836 

Story  Book,  sq.  cr.  Svo,  5a;  coloured,  9a BoutUdge  i860 


Play:  Nursery  Lays  and  Lullabies,  by  E.  V.  B.,  new  edit.,  sq.  Svo,  5a   Low   i860 

Story  Book,  ISmo,  la;  la  6(2  (GK>nion's  Series)  Simpkin...: 1862 

Treasure;  or,  Reading  without  Spelling  simplified,  12mo,  Is  6d C.H.Law  1851 

■  Treasury  of  Knowledge  and  Amusement,  sm.  4to,  Zs6d   Darton  1856 

Vision;  or,  The  Angel  and  the  Oak,  16mo,  2s  6d Hatchard  1846 

Childe  {O.P.)  Sermons  at  Walsall,  Svo,  lOs  6d Seeleg 1840 

{O.P.)  Singular  Properties  of  the  Ellipsoid,  &c.,  Svo,  IQs  6d MacmUlan 1861 

Theory  of  Ray  Surfaces  of  Reflection,  Svo,  7s6d Longman  1858 

Childers  (C%a.)  Sermons  pr&iched  at  Nice,  r2mo,  4a   Hatchard 1851 

Childhood  Illustrated  in  a  Selection  from  the  Poets,  fcap.  5a Harvey  1841 

Children  and  the  Robin,  and  other  Stories,  12mo,  la  6d Nelson    1853 

' of  Mary  Instructed  ;  or,  Eany  Prayers  for  Children,  ISmo,  2« Dolman 1852 
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Children  of  Mary ;  or,  Lives  of  tBe  Papils  of  the  Conyent  des  Oiseaox,  1 8mo,  8« Bums    1 8  54 

Oakford  Farm,  by  the  Author  of  **  Harry's  Battles,"  18mo,  la  6d   Soc.  P,  C.  K,...lU^ 

Scriptore,  a  Sunday  Book  for  Youth,  ISmo,  2«  6rf Darton  1856 

the  Manse,  by  author  of  "Memoir  of  M.  L.  Duncan,"  12nio,  8a  6(2 NUbei 1850 

Mobility,  Illustrations  by  Leech,  4to,  10«  6rf Bentley  1841 

Nobility,  1838-39,  4to,  each  31*  6d;  1840,  4to,  21»  Zongrman  ...1839-41 

Chikiren*s  Bible  Picture  Book,  Srdedit,  16mo,  5a;  coloured,  9« Bell  de  Daldy    x86o 

Book,  by  Author  of  "Hours  of  Childhood,"  16mo,  la  6<i A. Hall  1855 

Friend,  neir  series,  Vols.  1  and  2,  sq.  8vo,  each  la6rf   Seeley x86i-x 

Garland,  from  Best  Poets,  selected  by  CoTentry  Patmore,  18mo,  4a  6d MacmiUan    ...1861 

Harp;  or,  Select  Poetry  for  the  Young,  1 8mo,  la  6ci Knight  d:  Son    1859 

■ Hymns  for  the  Nursery  or  the  School,  4to,  la NeUon   1858 

Magazine,  edited  by  J.  F.  Winks  (Annual),  16mo,  2a   Simpkin     i86a 

Picture  Book  of  Birds,  16mo,  5*;  coloured,  9a XO10    i860 

Country  Scenes,  new  edit.,  16mo,  5a    Low    i860 

English  History,  16mo,  6a;  coloured,  9a Bell  dtl>aldy...i%s% 

' Gh)od  and  Great  Men,  16mo,  5a;  coloured,  9a Bdldt  Daldy... ii6o 

Life  of  Joseph,  16mo,  2a  6ci Bell  ds Daldy... libo 

Quadrupeds,  16mo,  5a;  coloured,  9a Low   i860 

• Sagacity  of  Animals,  16mo,  5a Low    1861 

Useful  Knowledge,  16mo,  6a Bell ds Daldy... iZ6t 

Fable  Book,  new  edit.,  16mo,  5a Low   i86x 

Gallery,  4to,  8a  6<Z   Leigkton    1859 

Hlgrim's  Progress,  16mo,  2a6rf;  coloured,  Za  6d  Bell  <k Daldy... i%6o 

Summer,  by  E- V.  B.,  Author  of  "Child's  Play,"  4to,  14a Addey    185* 

Trials,  18mo,  Is  6d   Rd.TraetSoc.    1846 

CbDds  {A. P.)  British  Botanist's  Field  Book,  12mo,  2a  Qd .' Longman  1857 

(G.B.)  Improrement  of  the  Female  Figure,  &c.,  12mo,  5a R.Clarke  1840 

Operation  of  Lateral  Curvature  of  the  Spine,  roy.  8vo,  4a WkiUaJcer 1841 

Sketch  of  Gk>norrhcea  and  its  Consequences,  12mo,  4a HighUy 1843 

{/.J.)  Picture  Bible,  2  t.  64mo,  3a Bogu€ 184% 

(i2tc.)  Commercial  Tables,  12mo,  5a  6rf    J.OUbeH    i%^% 

Chillingworth  (H'».)  Works,  3  ▼.  8to,  21a  6d! J,H^J,Parherili% 

by  Birch,  8vo,  15a Tegg  1846 

Religion  of  Protestants,  2  t.  ISmo,  4a  ReLTraetSoe,  1849 

■ 12mo,  4a,  Tegg,  1845  r  post  8vo,  8a  6d  H.  Bohn 1840 

Chiming  Trifles  :  Fugitive  Compositions  in  Verse,  by  an  Oxonian,  12mo,  2a Kent  1858 

China  (Bdinbnigh  Cabinet  Library),  new  ed.,  3  v.  fcap.  8vo,  15a,  1843— red.  to  7a  ^^  Simpkin 1848 

History  of.  Ancient  and  Modem,  roy.  8vo,  2a  9d MoffaU  i8ao 

its  People,  History,  Courts,  &c.,  18mo,  3a— r^.  to  2a Bel.TraciSoe...iZ6o 

and  its  People :  for  Young  Eeadex^  by  a  Missionary's  Wife,  18mo,  2i  Qd  Nisbet    i86» 

the  Chinese,  Illustrated  by  Allom,  4  v.  4to,  48a Tallis 1841-4 

History  of  Tartars  who  subdued,  from  French  of  Pdre  D* Orleans,  4to  Hdkluyt  Soe. . . . 

Minutes  of  the  Evidence  upon  the  Trade  of,  2  v.  8vo,  42a  AUemkCo.    ...1840 

Pictorial,  Descriptive,  and  Historical,  post8vo,  5a    ff.Bohn 1853 

PUot;  from  Canton  Riverto  Sea  of  Okhotsk,  8vo,  6a J.D.PoUer    ...1858 

Appendix  No.  1  :  The  Gulf  of  Siam,  8vo,  3a6rf J,D.Potter    ...1858 

-  No.  2  :  General  Observation  on  the  Coasts  of  Borneo,  8  vo,  286d  J.  D.  Potter    ...  1 8  59 
-No.  9  :  Sailing  Directions  for  Palawan  Island,  8vo,  ls6d J,D. Potter    ...  1 8 59 


Twelve  Years  with  the  People,  the  Bebels,  and  the  Mandarins,  post  8vo,  10a  6d  Bfamilton  i860 

Chinaman  Abroad  :  an  Account  of  the  Malayan  Archipelago,  8vo,  8a  6d  Snow 1850 

Chinese  Legends,  by  T.  T.  T.,  new  edit,  sq.  12mo,  28  6d Bentley  1848 

Mother,  a  Drama,  12mo,  la  6d T.  Richardson  .iZ $9 

Revolution,  and  the  Causes  which  Led  to  It,  12mo,  la  Vizetelly    1853 

Chiflsao  (Capi.)  Gymnastic  Polymachinon  :  Instructions  for  Exercises,  8vo,  2a  Qd WalUm 1855 

Bemaiks  on  Physical  Education,  16mo,  la Walton 1845 

Treatise  on  Gymnastics  as  to  Education,  8vo,  la  6rf  Walton  1854 

Chippendale  (T.)  Designs  of  Old  English  and  French  Ornaments,  4to,  28a Weale    1849 

Chimigical-Comico  Alphabet,  12mo,  4$  6d  Renshaw 1838 

Chiahobn  (Dav,)  Life  Assurance  Tables,  8  to  6  per  Cent.,  2  v.  roy.  8vo,  84a   Layton  1858 

(Mrs,)  Memoir  and  Sketches,  by  Mackenzie,  12mo,  la  and  2a  6d Webb  A  if.  ....185a 

Chlahofan  (The)  a  Memoir,  by  J.  S.  M.  Anderson,  2nd  edit.,  fcap.,  ^s  6d Rivington  184% 

Chit-Chat ;  or,  Short  Tales  in  Short  Words,  7th  edit.,  16mo,  2a  6d  ;  col.,  3a  6d Oi-iffithdsP,  ...1850 

ChJtty  {Edw.)  Commercial  and  General  Lawyer,  by  Western,  8vo,  24a Maedonald 1^36 

Exposition  of  the  Law  of  Engbnd,  by  Western,  2nd  edit.,  2  v.  8vo,  28a  Maedonald 1839 

Index  to  Reports,  Equity  and  Bankruptcy,  4  v.  roy.  8vo,  11  7a Stevens  1853 

{Jos.)  Practice  of  the  Law  in  General,  3v.  royal  8vo,  6i Sweet i837-4a 

Statutes  of  Public  Utility,  by  Welsby,  4  v.  roy.  8vo,  SlSs Sweet 1851 

Supplements,  1854,9a 6rf;  1865,  9a6rf;  1856,  Ss;  1867,10a 6d  Sweet 1854-8 

1858,  6s;  1859,  11a;  1860,  9a;  1861,12a;  1862,  11a  Sweet   1859-61 

Treatise  on  Bills  of  Exchange,  10th  edit.,  roy.  8vo,  28a Stoeet 1859 

MedicalJurisprudence,  roy.  8vo,  21a BvUerworths  ...iS^o 

Pleading,  by  Greening,  3  v.  roy.  8vo,  90a Sweet 1844 

Stamp  Iamts,  by  Atkinson,  12mo,  14a    Benning 1850 

(/./r.)  Law  of  Contracts  not  Under  Seal,  by  Russell,  6th  edit.,  roy.  8vo,  32a  .  Sweet 1857 


Chitty  {/.Jr.)  Precedentfl  in  Pleading,  by  PeavBOii,  roy.  8vo,  40*    Btnning 

Sammary  of  Office  and  Duties  of  Constables,  12ino,  Zs  6d Shaw  d:  Swt . 


(Tho.)  Common  Law  Procedure  Act,  1862,  Svo,  14*   Sweel  , 

Fonns  of  Proceedings  in  Queen's  B.,  C.  Pleas,  &:c.,  n.  e.,  r.  12mo,  31s  6d  Sweet . 


(Tomp.)  and  Temple,  Law  of  Carriers  of  Goods  and  Passengers,  8yo,  18« Benning.. 

Chivalry  and  Charity,  in  lives  of  Du  Quesclin  and  Howard,  18mo,  3s C.  Knight 

Cfaoeroboscns  (fieo.)  Dictata  in  Theodoeii  Canone8,ed.Gaisfonl,3  v.8vo,26s6(^-red.l5t  J.H,6sJ.Parher 

Cbodzko  {A.)  Specimens  of  the  Popular  Poetry  of  Persia,  Svo,  15«    AUendtCo.. 

Choice  Ballads  and  Tales,  fcap.,  3s Bums 

Book  for  the  People  of  Gk)d,  18mo,  Is   Wertheim  .. 

Descriptive  Poetry,  Selected  by  a  Lady,  12mo,  2s Whitlaker  .. 

-  Examples  of  Art  Workmanship,  imp.  8vo,  25s;  col.  mor.,  84s CfundaU 

Qarden  Flowers,  their  Cultivation  and  Treatment,  12mo,  3s  6d HouUton    .. 

of  Pearls,  Hebrew  and  English,  translated  by  Aacher,  12mo,  6s TrlU>ner 

■ Poems  and  Lyrics,  fcap.  8vo,  5s WMUaker  ., 

Sentences;  or,  Recollections  of  Wm.  Howeirs  Ministry,  32mo,  2s  6<2   J.  F.  Shaw 

Thoughts  from  Shakspeare,  fcap.  8vo,  6s  WhiUaker  .. 

Choix  de  Morceaux,  &  VUsage  de  la  Jeunesae,  12mo,  2s  Rolandi 

Narrations,  en  Prose  et  Vers,  Notes  by  Oust  Ifasson,  l2mo,  5s  fid   Jeff».. 
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ChoUerton,  a  Tale  of  Our  Own  Times,  12mo,  6s  OUivier. 

Cholmeley  (ha.C.)  Fountain  and  other  Poems,  8vo,  2s  6(i C.J.Skeet  

Cholmondeley  (Oha.)  Protestant  Doctrine  of  Justification  Confuted,  Svo,  7s  6<i    /.  ChapmoM.... 

(J7.P.)  Sermons,  8vo,  6s  Whittaker 

(Tho.)  Ultima  Thule  :  Thoughts  in  New  Zealand,  post  Svo,  2s  6d  /.  Chapman..., 

Choose  Tour  Own  Path  ;  or,  the  Predestinarian,  a  Drama,  Svo,  2s Partridge  

Chope  {R.R.)  Congregational  Hymn  and  Tune-6k.,  cr.  Svo,  sd.,  2s6c2;  cL,  6s  6d  ...  Mackenzie 

Choral  Wreath  ;  or,  Vocal  Harmony  for  School  and  Home,  Svo,  3s  6d  Simpkin 

Tonic  Sol-Faedit.,  Svo,  Is  Simpkin 

Chorale  Book  for  England,  edited  by  Bennett  k  Qoldschmidt,  fp.4to,10s  6d;  fp.,  Is  6d  Longman  

Chorle  (The)  and  the  Birde,  4to BoxhurffheClub 

Chorley  (H.F.)  Conti  the  Discarded,  and  other  Tkles,  3  v.  post  Svo,  81s  6d Bentley 

■  Criticisms  on  Modem  German  Music,  2  v.  post  Svo,  21s  Smiths  Elder 

"  Lion,  a  Tale  of  the  Coteries,  8  v.  post  Svo,  ZU  M    Colbum 

Memorials  of  Mrs.  Hemans,  2  v.  post  Svo,  21s Saunders  d:  0, 

■  Music  and  Manners,  France  and  Germany,  3  v.  post  Svo,  31s  6d Longman  

■  Old  Love  and  New  Fortune,  a  Play,  Svo,  2s  6d Chapman  Jk  ff. 

Pomfret,  a  Novel,  3  v.  post  Svo,  81s  6d CoUnum 

Sketches  of  a  Sea-Port  Town,  a  Novel,  8  v.  post  Svo,  81s  6d  Bentley 

Thirty  Years'  Musical  Recollections,  2  v.  post  Svo,  21s ffurstdeB.    ... 

(Wm.B.)  Handybook  of  Social  Interoourse,  fcap.  Svo,  6s    Longman  

Chorographia  :  Survey  of  Newcasde-upon-Tyne  in  1649,  folio,  8s  6<i Aniiq.SocNew. 

Chosen  Peoples  Sacred  and  Church  History,  by  A.  of  **  Heir  of  Bedclyffe,*'  ISmo,  Is    Mozley  

Choules  (/.O.)  Cruise  of  the  Steam-Tacht  North  Star,  12mo,  8s  6(2  Job.  Blackwood) 

and  Smith  (T.)  Origin  and  History  of  Missions,  2  v.  4to,  31s  6(2 Boston,  U.S, 

Chretien  {C,P.)  Essay  on  Logical  Method,  Svo,  6s   J.HJ:J.Parker\ 

Evidences  for  those  who  Think,  &c. ,  more  than  they  can  Bead,  cr.  Svo,  Is  MacmUlan 

Lectures  on  the  Study  of  Theology,  Svo,  6s    J.HJ^.Parkeri 

'  '  Letter  and  the  Spirit :  Six  Sermons  on  Inspiration,  cr.  Svo,  6s  MacmiUan... 

Christ,  Life  of.  Illustrated  by  Passages  from  Eminent  Divines,  4to,  10s  6c2 Dean  tk  Son  .. 

an  Example  for  the  Toung,  new  edit.,  sq.  plates,  l2mo,  7s  6d Varty 

■  •  and  Antichrist,  a  Poem,  by  a  Layman,  12mo,  7s  dd   Nisbet    

•  His  Church  :  Expomtion  of  the  Song  of  Solomon,  12mo,  2s  M Binns. 


in  the  Covenant,  by  the  Author  of  the  "  Faithful  Witness,"  82mo,  Is  Hamilton  .. 

the  Eock  ;  or,  Aiils  to  Toung  Disciples,  fcap.  Svo,  Is  6(Z   /.  F.Shaw.. 

Christchurch  Hymns,  arranged  by  Somerford,  sup. -roy.  Svo,  6s   Harrison  .. 

Christendom  and  Heathendom  ;  Sound  and  Sense,  an  Allegory,  12mo,  4s  6<i   OUivier 

Christening  of  the  Vicarage,  4to,  2s  6(2 Longman  .. 

Christian  Annotator :  Notesfr  Queries  onScriptural  Sub]ectB,v.l,Svo,Ss6(2;  v.2,Svo,9s  NiAet    

. Aphorisms,  ISmo,  4s  *....  Sedeg 

■  Armed  :  Ephesians,  Chap.  6,  Verse  13-18,  12mo,  3s  Qd  Wertheim  ., 

at  Home :  Beflections  in  Prose  and  Verse,  12mo,  Is    Ward 

-Baptism,  Debate  on  (Moccalla  and  Campbell),  12mo,  4s Simpkin 

Set  Forth  in  a  Series  of  Meditations,  12mo,  2s Spettigue   .. 


-Bard,  a  Selection  of  Sacred  Poetry,  roy.  82mo,  2s  Hamilton 

-Beacon,  edited  by- C.  B.  Tayler,  Svo,  6s Hamilton 

-Biography,  16  v.  12mo,  each  3s BeL Tract Soc,  1^60-2 

-  Book  of  G«ms,  Sacred  Poetry,  fcap.  Svo,  6s Orr    1839 

-  Campaigns  by  a  Christian  Soldier,  ISmo,  Is  6(2  B.L.Qrten 1848 

-  Chamb^  Companion,  sq.  Is  6(2 Masters 1849 

-  Chaplet  of  Proee,  Poetry,  and  Art,  fcap.  Svo,  5s jRe{.2VY»ceiS^...i859 

-  Church  Considered  in  Relation  to  Unity,  &c.,  12mo,  6s  Hamilton  1838 

-Class  Book;  Evidences  of  Christian  Religion,  ISmo,  2s  6(2 Snow 1845 

-  Classics,  Extracts  from  the  Fathers  and  other  Writers,  12mo,  7s  6(2 Simpkin    1 860 

•  Commonwealth  ;  or,  the  Church  of  the  N.  Test,  a  Republic,  fp.  Svo,  2s  6<2  HamiUon  1861 

.  Companion,  edited  by  Jackson,  12mo,  2s (7rooM6rte2^e...i835 
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Chnstian  Gonqnests,  by  A.  L.  0.  E.,  fcap.  8to,  It  6d ff(nUtUm   1862 

CoDBoled  and  Instracted,  translated  from  the  Italian,  2imo,  2$ Bama n.  d» 

Correspondent,  edited  by  J.  Montgomery,  3  v.  12mo,  18»— red.  to  12»   ...  Ball    1837 

Diadem,  18mo,  U  9d    Ward 1854 

Diacretion,  the  Principles  of  Divine  Wisdom,  Practically  Applied,  12mo,  U  Bd.  Tract  Soc.  1836 

Doctrine  and  Practice  in  the  Second  Centnry,  fcap.  Sto,  8«  6d Parker  <k  Son  1845 

■ — Twelfth  Centnry,  fcp.  8to,  8«  Qd Parker  A  Son   1849 

> of  the  Society  of  Friends,  12mo,  5«  ffamilUm  1841 

,  Doctrines  from  the  Words  of  Our  Lord,  Apostles,  &c.,  cr.  8to,  10«  6d Churton 1849 

Duties,  as  Ck>ndiiciYe  to  Progress  in  the  Spiritnal  Life,  12mo,  8«  6d Maater$ 1851 

Economy  of  Human  Life,  roy.  S2mo,  l9  6d BamiUon  1845 

Bnors,  Infidd  Aignmenta:  Seven  Dialogues,  post  8to,  7«  dd Hamilton  1857 

Bridenoes,  by  Paley,  Watson,  and  others,  roy.  8yo,  10« H.Bohn 1859 

Exertion  ;  or,  Labouring  for  Souls  of  Men,  18mo,  1« Bd,  Tra^  Soc,  1845 

—  BxhortaUon,  by  a  Cambrian,  18mo,  U DreweU 1839 

Family  LibraiT;  ed.  by  Ed.  Bickersteth,  fcap.  8to,  ea.  5s.    See  Appendix     Seeley  1837-49 

Fbrist:  Botanical  Names  of  Plants,  18mo,  3s Seeley 1835 

Freedom  :  Chiefly  from  "Bolton's  True  Bonds,"  12mo,  ^  6d  Seel^ 1835 

Garland  :  Companion  for  Leisure  Hours,  Prose  and  Verse,  fcap.  8to,  5s  ..,  Bel,  Tract  Soc,  1850 

Gleaner  ;  Pieces  in  Prose  and  Verse,  fcap.  8vo,  6$ Bel^TractSoe,  ,iS^ 

■  Government  and  Education  in  India,  by  Anti-Cast^  12mo,  2s  Qd /.  F.  Shaw 1859 

Graces  in  the  Olden  Time,  with  Poetry,  4to,  21t;  col.,  42s  Kent  1851 

Guest,  edit.  byN.  MacLeod,  roy.  8vo,  Ss  6d  Strahan i860 

Harp:  a  Selection  of  Sacred  Poetry,  16mo,  2» Bd.  Tract  Soc...  1^46 

Keepsake  for  1860,  8vo,  lOs  P.  Jackson 1849 

32mo,  U6d Simpkin 1839 


.  Lady  :  Her  Course  of  Life  from  Childhood  to  Old  Age,  12mo,  8s  6d Partridge 1853 

■  Life,  a  Tale,  by  Author  of  "  Bertha's  Journal,**  post  8vo,  6s Nisbet 1853 

12mo,  6< Sedey 1847 

-  Love  and  Loyalty  ;  or,  the  Libel  Reclaimed,  by  A.  L.  0.  E.,  12mo,  2s  6d  ...  ffotdston  i86a 

>  Lyre,  a  Selection  of  Eeligious  and  Moral  Poetiy,  32mo,  It  6d ;  mor.  3s  6d  Wertheim  1846 

-  Lyrics,  chiefly  Selected  from  Modem  Authori,  4th  edit.,  fcap.  8vo,  Ss  (id...  ffamiUon  1862 

Poems  on  New  Testament  Subjects,  32mo,  2s BeL Tract  Soc...  i%z$ 


—  Melville,  a  Tale,  by  Author  of  "  Matthew  Paxton,"  12mo,  la  6d Ward  d: Lock...  i^SS 

—  Messenger  and  Beformer,V.l  to  4,  ea. 3s  6(2, 1838-45  ;  n.ser.,V.l  to  3,ea.7s  Simpkin 1846-8 

—  Miscellany,  roy.  8vo,  6s  6d    ^oom^ru^^s  ...1843 

—  Omitholo^st :  British  and  Foreign  Birds,  18mo»  8s  Seeley...-. 1835 

—  Phrenology,  18mo,  Is Vreicett 1839 

—  Pil^im  :  Travels  of  Children  of  Israel  Spiritualized,  12mo,  Is Simpkin 1857 

—  Pioneer,  edit,  by  J.  F.  Winks  (Annual),  12mo,  each  Is Simpkin i86a 

—  Poet:  Selections  in  Verse,  Essay  by  J.  Montgomery,  24mo,  2s  6d Hamilton  1846 

—  Poetry,  selected  from  B.  Montgomery's  Works,  by  Farr,  12mo,  2s  6c2   Dean  A  Son  ...1854 

—  Praise  for  the  Disciples  of  the  Lord,  new  edit,  18mo,  2s  6d Simpkin 1851 

—  Prayers  and  Meditations,  12mo Parker  Soc.  ...184a 

—  Preacher,  6th  edit.,  fcap.  8vo,  4s  6d Simpkin 1849 

Principle  in  Little  Things,  a  Book  for  Girls,  fcap.  8vo,  Is  6d    Nelson    x86o 

—  Pttlmist,  or  Hymns :  Essay  by  J.  Montgomery,  24mo,  Is  Qd Orijfin   1846 

—  Recreations  ;  or.  Scripture  Questions,  with  Key,  32mo,  2s Simpkin 1840 

—  Sabbath  Considered  in  itsVarious  Aspects,  12mo, 6s, //dmt/ton, 52;  n.e.,ls  6d  Bel.  Tract  Soc.  1856 
its  History,  Authority,  Duties,  &c.,  12mo,  5s  New  York 1862 


Scholar,  12mo,  10s  6<i    J.H.ikJ.Parkeri%i^ 

-Seasons:  a  Series  of  Poems,  12mo,  Zs6d BivingUm  1854 

'Sects  in  the  Nineteenth  Century,  12mo,  8s 6(2 Parker  de  Son  .1850 

-  Servant  Taught  from  the  Catechism,  Pts.  1  and  2^  12mo,  each  Is  6(2   Masters 1853 

-Pts.3&4,  ea.  2s;Pts.  lto4  inlv.  7s  Masters 1854 


-  Servant^s  Book  of  Devotion,  Advice,  &c.,  12mo,  Is  6(2 Masters 1849 

.  Souvenir,  edited  by  C.  B.  Tayler  and  T.  Dale,  8vo,  16s    Bogus    1841 

-Spectator,  1860-2,  new  series,  8vo,  7s Yates    Annual 

-  Teacher's  Pocket  Guide,  32mo,  Is  6(2    Simpkin 1845 

-  Theism,  8vo,  2s  6(2 — red.  to  Is J.Chapman  ...1852 

.  Treasury  :  V.  1  to  16,  roy.8vo,  each6s;  1861  and  1862,  each  6s  6(2    ^room^ru^^e  1846-62 

Expositions  and  Treatises,  edited  by  Memes,  roy.  8vo,  8s  H.Bohn 1855 


Union,  and  How  to  Get  It,  by  a  Christian  Minister,  12mo,  Is  HodsontkSon  .1858 

YerMS  for  Children,  selected  by  Compilers  of  '*  Christian  Lyrics,"  ^.  8vo,  2s  Hamilton  1 862 

Vine,  12mo,  2s    Bivington  1842 

>  Wreath  of  Prose,  Poetry,  and  Art,  fcap-  8vo,  6s BelTra€tSoc...i%$'^ 

Year  Book  :  Scaiptuite  Text  and  Hymn  for  every  Day,  12mo,  3s  6d  Nelson    1856 

Cbriayan  {Etan)  Architecture  of  Skelton  Church,  4to,  16s ;  proo&,  21s BeU  Je  Daldy  .1846 

(J. )  Jesus  our  Ark,  fcap.  8vo,  Is  0(2    HoulsUm   1862 

Christian's  Assistant  to  the  New  Testament,  18mo,  Is  6(2   Seeley 1841 

»  Bible  Companion  ;  or,  Prophetic  Chronometer,  4to,  Is Simpkin 1856 

Book  of  Gems  ;  Sacred  Poetiy,  post  8vo,  6s Orr    1839 

Casket,  48mo,  Is Partridge 1852 

Companion,  12mo,  4s  6(2 Waskboume  ...1837 

forCh&mberof  Sickness,  18mo,  Is  6(2  BeLTraetSoc.  1842 
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Christian's  Companion  inSolitade;  Essay  by  Dr.  Young,  12mo,  3<  6<2 Hamilton  1835 

.« Selections  from  "Leightonand  Owen,"  12mo,  6«.... Darton  1841 

Daily  Companion  ;  Meditations,  roy.  Sro^  21«  Blachit 1843 

■  Ghiide  to  Prayer  and  the  Study  of  the  Holy  Scriptures,  12mo,  Is  . . .  Binnt 1 849 

Portion  for  Scripture  Reading,  32mo,  1«  6(i Simjikin 1849 

Preparation,  8vo,  la  4rf Soc.  P,C.K,...i%\^ 

Diary  for  every  Day  in  the  Year,  12mo,  7s  6d  H(uting»   1841 

■  ■--  Dream  at  the  Foot  of  Jacob's  Ladder,  12mo,  2s Weiiheim  1853 

Duty,  from  the  Sacred  Scriptures,  edited  by  Dale,  new  edit,^  12mo,  5»  ...  Rivington  1852 

,  Economy  of  Human  Life,  by  the  Author  of  **  Florestan,"  s£no,  Is  6(2  ...  HamiUon  1845 

Fireside  Library,  12mo.     See  Appendix. 

Gift  to  a  Christian  Friend,  Prose  and  Verse,  18mo,  i$ Longman  1846 

Half-Hour  Book  on  Religious  Topics,  12mo,  ds  6d W.  Smith 1847 


—  Latin  Companion  (Thos.  &  Kempis),  12mo,  2s  ;  with  Yocabubiry,  12mo,  3s  C.  H.  Law 1840 

—  Manual ;  or,  the  Bible  its  own  Interpreter,  post  8vo,  8s Smith  Js  Elder  1848 

—  Mirror;  or,  Words  in  Season,  by  A.  L.  0.  E.,  12mo,  3s  NeUon   1859 

'  of  Duty  to  God  and  Man,  16mo,  2«  6d   Seeley 1844 


—  Pathway,  by  Author  of  "The  Faithful  Witness,"  82mo,  Is Hamilton  1858 

Penny  Magazine,  V.  1  to  17,  12mo,  each  l»6d Swno    1846-61 

—  Pocket  Companion,  82mo,  Is  Simphin 1836 

—  Table  Book:  Extracts  for  Private  Meditation,  16mo,  2s  6rf Seeley 1858 

—  Voice  of  Derotion;  Manual  of  Prayers,  24mo,  2s Simj^n 1849 

-Year  Book,  a  Golden  Treasury  for  the  Young,  8vo,  3«  6d NeUon    1857 


Christiani^  in  China,  12mo,  Is Orr 1853 

the  Three  First  Centuries :  Lectures  by  D*Aubign6,  &c.,  12mo,  2s  6<i  Griffin    1861 

—of  Abraham,  with  Patriarchal  Prophecy,  12mo,  7s Seeley 1848 

or  CaUiolic  Faith,  Demonstrated  and  Made  Pkin,  12mo,  6s  6(2 H.K.Lewii    ...1848 

■the  Means  of  Civilization,  post  8vo,  6« Sedey i860 


Christie  (^»n€)  Memoir  of,  by  Brodie,  18mo,  Is  6(2 Groombridge  ...ii^9 

(/.)  Vindication  of  the  Church  of  Scotland,  8vo,  2^  Qd Ollivirr 1847 

{J,A.)  Constructive  Etymological  Spelling  Book,  3rd  edit.,  12mo,  Is  6(2 A.Hall  1851 

On  Holy  Virginity,  with  Life  of  Ambrose,  12mo,  2s  6(2 J,H.d:J.Parkeri%\i 

(/.i2.)  Elements  of  Practical  Astronomy,  8vo,  7s   Longman  1853 

(/.r.)  Concise  Precedents  of  Wills,  12mo,  16s    '..  Maxwell    1857 

{R.)  History  of  the  Province  of  Lower  Canada,  5  v.  12mo,  36s    Montital   1850 


' (S.H.)  Course  of  Mathematics,  8vo,  21s Simpkin 1846 

— ^-^(7*.  IV.)  Rationalism  the  Last  S<Jourge  of  the  Church,  cr.  8vo,  5s Hamilton  1861 

—  (W.Doug.)  Memoirs  of  the  First  Earl  of  Shaftesbury,  8vo,  10s  6d Murray i860 

Christison  (John)  French  Grammar,  18mo,  la  id  ;  Reading  Book,  18mo,  Is  id  Simpkin  ...1843-51 

Italian  Grammar,  18mo,  Is  id  ;  Reading  Book,  18mo,  Is  id  Simpkin 1846 

,.  Mathematical  Tables,  8vo,  is  6d  Whittaker 1844 

Ready  Reckoner  and  Interest  Tables,  83rd  edit.,  12mo,  2s  6(2  Griffin    1850 

.._ Recueil  de  Fables  et  Contes  Choiaies,  ISuio,  Is  id Simpkin 1843 

Tables  for  Computing  Weight  of  Cattle,  &c.,  1 2mo,  2s Griffin    1850 

{Robt.)  Dispensatory,  2nd  edit.,  8vo,  20s Longman  1848 

.....^ Granular  Degeneration  of  the  Kidneys,  8vo,  8s  Longman  1838 

Treatise  on  Poisons,  4th  edit.,  8vo,  10s  Longman  1844 


Chrbtmas  (^tfn.)  Christian  Politics  ;  Essay  on  the  Text  of  Paley,  cr.  8vo,  5s //o;)e 1854 

. Christmas  Week,  a  Christmas  Story,  f cap.,  5s... ^ Longman  1859 

Cradle  of  Twin  Giants  ;  Science  and  History,  2  v.  cr.  8vo,  12s    ...  Beniley  1849 

Discipline  of  the  Anglican  Chureh,  8vo,  9« Painter 1846 

. Doctrine  of  the  AngUcan  Church,  8vo,  9s   Painter 1846 

Echoes  of  the  Universe,  post  8vo,  6« Partridge 1S50 

. Emigrant  Churchman  in  Canada,  2  v.  pGtst  8vo,  21s  Bentiey  1849 

Essay  on  Preachers  and  Preaching,  12mo,  Is  6(2 H.Bohn 1859 

— Hand  of  God  in  India,  12mo,  Is  6(2 Houlston    1857 

History  of  the  Hampden  Controversy,  8vo,  is  6d Smith  d:  Elder  1848 

Lent  Lectures  :  Scenes  in  the  Life  of  Christ,  12mo,  5s Smith  ttEldei'  1853 

Practice  of  the  Anglican  Church,  8vo,  9a Painter 1846 

. — Sin:  its  Causes  and  Consequences:  a  Series  of  Lectures,  post  8vo,  5s  Allen d:  Co 1861 

.  Universal  Mythology,  12mo,  7s Parker  d:  Son..  1%^ 

Visit  to  Shores  of  the  Mediterranean,  8  v.  post  8vo,  81s  6(2 Bentiey  1851 

World  of  Matter,  its  Testimony,  roy.  16mo,  ^s  Slterwood  1848 

«__-_ —  (Jane)  Glendearg  Cottage,  a  Religious  Tale,  12mo,  Ss   Smith  dc  Elder  1846 

Youth's  aafeguard  against  Popery,  &c.,  post  8vo,  4s  Longman  1853 


Christmas  Berries  for  the  Young  and  Good,  16mo,  2a  6(2 Dean  d:  Son  ...1850 

Bloasoms,  by  Uncle  Thomas,  sq.,  7a  6(2    /.Chapman  ...1849 

Carols  (Twelve),  post  4to,  2a  6(2   Masters 1851 

Garland  of,  edited  with  Notes,  by  J.  Sylvester,  fcap.  8vo,  is  Qd  ...  Hotten  i860 

Cheer,  by  Alb.  Smith,  A.  B.  Reach,  and  J.  Hannay,  18mo,  2a Ward  J:  Lock...  i2  ^6 

Comes  but  Once  a  Year,  by  Luke  Limner,  16mo,  5s  Tegg  n.d. 


Day,  and  How  it  was  Spent,  by  Fograss  and  Others,  12mo,  Is RotUledge  1853 

Eve;  or,  a  Story  of  Little  Anton,  16mo,  2s  6(2  Addey    1848 

Tales  for  Youth,  transl.  by  Mad.  Burette,  16mo,  3a  WhiUaker 1849 

Gathering  of  Leaves  for  the  Little  Ones,  by  Y.  S.  N.,  roy.  16mo,  2a  6(2...  Simpkin 1861 
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Cbristmiw  Gift  for  Tomig  People,  16ino,  9s Darton  1848 

■  Improvement;  or,  Hunting  Mrs.  P.,  s  Tale,  16mo,  1« Haichard  1841 

Log,  s  Tale  of  a  Fireside,  12mo,  2»  6(2   Lloyd 1847 

Mnmmers,  a  Tale,  by  Author  of  "Heir  of  Bedclyfle,"  18mo,  Is Mozley  1858 

Sbymes  ;  or,  Three  Nights'  Eerelry,  em.  4to,  10a  6rf WhiUaker 1846 

Rooea,  and  other  Tales,  ftom  the  Qerman,  16mo,  3«  6rf,*  ool.  is  6rf Addey   1845 

■    ■     Stories,  5th  edit,  ]6mo,  3< BivingUm  1846 

■  for  Christ^s  Children,  by  a  labourer  in  the  Vineyard,  12mo,  If  ...  JM. A  J,  Parker  1%  $6 

' Tales  from  the  German,  translated  by  Laurie,  1«    Longman   i86a 

Tree  and  other  Tales,  from  the  German,  by  Pr.  Kemble,  12mo,  is  6d Parker  d:S<m  .1855 

•  for  1857  to  1861*.  Instniction  for  Touth,  16mo,  each  U  6d Jos.  £lackwoodi%6o 


'  Tyde  ;  Poetical  Heoes  suited  to  the  Season,  12mo,  5« Pickering  1849 

With  the  Poets:  8ong9,  Carols,  and  Verses,  new  edit,  roy.  8to,  21*  Bell d: Daldy... i%hi 

Christopher  (/.  (7.)  Obserrs^ons  on  Syphilis  and  Inoculation,  8to,  S< Ckurckill  1853 

{J,8.)  Description  of  Natal,  8to,  is £,  Wilson 1850 

Christopheraon  (JTiniry)  Fight  of  Faith:  Sermons,  cr.  8to,  5s  6d  Ward 1861 

Chronica  Johanms  de  Oxenedes,  edited  by  Sir  H.  Ellis,  roy.  8vo,  10s Longman  i860 

Chronicle  of  Calais,  temp.  Henry  VII.  and  Henry  VIII^  edited  by  J.  G.  Nichols,  4to  Camden  8oc,iS^$-6 

Convocation,  1859,  1860,  8vo,  7«,  Eivington,  1 860-1;  8vo,  128 Thompson i86» 

Sthelfled,  by  tiie  Author  of  "  Bilary  Powell,'' post  Svo,  6« A.BaU i86f 

— • Joaoelyne  de  Brakelond,  edited  I7  J.  G.  Rokewood,  4to Cawwtew  iSoc.  1840-1 

St.  Mungo  ;  or.  Antiquities  and  Traditions  of  Glasgow,  fcap,  8vo,  6s  ...  Blackvooods   ...1843 

the  Monastery  at  Abingdon,  1218-1304,  edited  by  L  0.  Halliwell    Ashmolean  Soci%^ 

Keignsof  Eich.  II.  k  Hen.  IV.,  V.  &VI.,  edit,  by  J.  8.  Davies,  4to  Camden  Soe...A%s^ 

WilHam  de  Rishaoger,  edited  by  J.  0.  Halliwell,  4to Camden  Socit^o-i 

Chronidea  of  Bastille,  lstBeries,8rde.,8vo,21j,  1846;  2nd8erie8,  Philip  of  Lutetia,  15r  Neu^  1848 

— — British  Church  previous  to  the  arrival  of  St.  Augustine,  2nd  edit.,  sq.  5s  Werlheim  1850 

■  Camber  Castle,  aTaleof  the  fieformation,  fcap.,  3« Hatchard 1855 

Cartaphilus,  edited  by  Hoffinan,  V.  1  and  2,  roy.  8vo,  each  21«  Bosworlh   ...1853-4 

Crime  from  1700,  edited  by  C.  Pelham,  2  v.  8vo,  28»  Tegg  1841 

Merrie  England,  by  Author  of  "Mary  Powell,*' 12mo,  8»  6d  A.Hall 1854 

Old  London  Bridge,  18mo,  8«  6d Tegg  1848 

Eabbi  Joseph  Ben  Meir,  the  Sphaxdi,  by  Bialloblotxky,  2  v.  8vo,  24* Orient.  Tra.Fd. 

the  King;s  of  Norway,  translated  by  Laing,  8  v.  8vo,  86« Longman  1844 

Sea,  2  vols,  in  1,  4to,  18*,  1838  9— red.  to  7*  6d W.M.Clark  ...1844 

Seasovs,  Four  Books,  12mo,  each  8*  6C2    Parker  (k  Sim   1844 

White  Rose  of  York,  edited  by  Giles,  8vo,  12*   Jas.Bohn  184.5 

ChiDttieon  ab  Orbe  condito  ad  a.d.  1366,  edited  by  F.  S.  Haydon,  2  v.  roy.  8vo,  ea.10*  Longman  1859 

Angli*e  Petribuigense,  654-1688,  edidit  Giles,  8vo,  6*  , NuU  1845 

Gaenobii  Sanctfle  Cruds  Bdinburgensis,  4to   BannatyneClubi%^% 

Monasterii  de  Abingdon,  edited  by  Stevenson,  V.  1  and  2,  roy.  8vo,  ea.  10*  Longman  1857 

Chronique  D*Abou-Dja&r  Mohammed  Taban,  par  L.  Dubeuz,  4to Orient.  Tra,  Fd.  n.  d, 

' de  U  Traison  et  Mort  de  Richart  Deux,  8vo,  1^    Eng.  Hist.  Soc.  iS^6 

Matthieu  D'Edesse,  from  the  Armenian,  by  M.  Dulaurier,  8vo,  21* 0Hent.Tra.Fd.iB$9 

ChroBologieal  Cards  of  Eight  Centuries,  A.]>.  1000-1800,  sm.  4to,  case,  4*    Hamilton  1861 

Pictures  of  English  History,  foL  73*  6rf Varty 1849 

Tables  of  Ancient  History,  folio,  9*  ;  Middle  Ages,  5* W.Smith    1839 

Modem  History,  folio,  8* H.Bohn 1846 

Chnmo-Thermalist :  with  New  F&lkicies  of  the  Faculty,  2  v.  8 vo,  ea.  7s  6i2;  1  v.  red. to  6s  Simpkin 1851 

ChryaostoBi  (St.)  de  Saoerdotio,  &  Appleyard,  12mo,  3* Simpkin 1845 

translated  by  Marsh,  12mo,  6* SeeUy 1844 

Homilise,  CFr.,  Corinthios  I.,  8vo,  10*  6d;  Corinthios  IL,  8* J.H.dsJ.Parker^^-f 

. Galatas  et  EphesioB,  8vo,  7* J.HJs J. Parker i%^z 

HebraoB  et  Indices,  8vo,  12* J,H. d: J. Parker i%sS 

Mattlweum,  8  v.  8vo,  27* J.H.<kJ.ParkeriS%^ 

Philipp.,  Coloes.,  etThessaL,  8vo,  10*  6d  J.HukJ.Parkeri^sS 

Eomanos,  8vo,  9*  J.H.<kJ,Parkeri%^^ 

Timotheus,  Titus,  Philemon,  8*    JM.d: J.  Parker  1%$^ 

Homilies  on  Acts  of  tJie  Apostles,  2  v.  8vo,  16* J.H.tkJ.Parkersi-i 

' St.  Matthew,  8  v.  8?o,  27* J.H.ikJ.Parkersi-z 

John,  2v.  8vo,  18*  6<i   J.HdbJParker^Ss^ 

Paul's  Epistles,  6  v.  8vo,  60* J.H<LJParker^%-^^ 

the  Statues,  8vo,  9*  J.H.dJ.Parkeri^sS 


'  life  of,  by  Neander,  translated  by  Stapleton,  8vo,  10*  Qd Seeley 1838 

-  Perthes,  translated  by  Hovey  and  Ford,  8vo,  4*   Boston^U.S,  ...1855 


Meditations  on  Study  of  Word  of  God,  by  King,  12mo,  2*    Hamilton  1853 

Chudleigh  (M.E.)  Midnight  Meditations,  and  other  Poems,  8vo,  5*   Simpkin 1854 

Cbureh  (A,E.)  Elements  of  Analytical  Geometry,  8vo,  hf.-bd.,  Ss  6d  J.Chapman  ...1851 

DiiTerential  and  Integral  Calculus,  8vo,  10*  6d J.Chapman  ...1852 

(^ (/l J.)  Latin  Prose  Lessons,  fcap.  8 vo,  2«6d  Bell d; Daldy... ii6z 

(CAa.)  Biblical  Students' Pocket  Book,  Is  6d HamiUm  1837 

■ Memoirs  of ,  by  Rev.  Charles  Hough,  12mo,  2*  Bel.TractSoc...i%^% 

(it IT.)  Essays  and  Reviews,  8 vo,  12*   Mozley  1854 

{Tkos.)  Gospel  Victories  ;  or.  Missionary  Anecdotes,  12mo,  1*  Qd AyJott    185a 

History  of  the  Great  Indian  War,  1675r6,  8vo,  15* Buffalo,U.S.  ...1854 
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Church  {ThoB.)  Sketches  of  PrimitiTe  Methodism,  12mo,  1* Ward tib  Lock... i^^7 

(TT.ii.)  Patterns  of  Inlaid  TUes,  4to,  69 JJI.d'J.Parkcri%^s 

Church  and  State,  a  Poem,  by  Civis,  32mo,  is Simpkin 1840 

-  the  Meeting-Houae,  a  Plea  for  Bpisoopal  Authority,  1 2mo^  U J.U. d: J.Parker  1853 

ArrangementB,  Considerations  on,  8vo,  3«    Painter 1843 

Builder,  1862,  post  8to,  1«  6<i  RivingUm  1862 

—  Catechism,  illuminated,  sq.,  3« Addey    185* 

Committee  ;  or,  an  Incident  in  the  life  of  John  Wilful,  12mo,  8«  6d Burm    1841 

Doctrines,  12mo,  2«   Longman   1846 

Goer  ;  Rural  Rides;  Calls  at  Country  Churches,  2  ▼.  12mo,  each  6»— red.  4«  Hamilton... li^jso 

Sunday  Visits  to  Bristol  Churches,  new  edit.,  12mo,  U Hamilton  1847 


History  for  Youth,  12mo,  2«  6d HouUion    1844 

the  Key  to  Prophecy  :  Lectures,  12mo,  5<  Partridge 1854 

Hymnal,  24mo,  1«  ;  16mo,  2«   BdlADaldy  .1850 

in  Babylon,  and  other  Poems,  by  A.M. M.,  12mo,  1»     Maaten 1850 

Danger;  or,  a  Warning  Voice  to  Protestants,  18mo,  2t Longman  1850 

the  Army  and  Navy,  12mo,  4«  6rf   Hamilton  1844 

Army:  Memoirs  of  Officers  and  Soldiers,  18mo,  If  6d  Rd.TractSoc.  .1841 

Ephah,  12mo,  3«     Simpkin 1838 

■  World  and  Church  of  the  First-born,  12mo,  2s  6(2  Seeley 1840 


of  Christ  in  the  Middle  Ages,  12mo,  6«   Seeley 1845 

England  H^mn  Book,  18mo,  8«  Hamilton  1838 

^ Magazine,  V.  1-62,  roy.  8vo,  each  fo  61/ W.Hughes  .1836-62 

-Weighed  and  found  Wanting,  8yo,  5« Hod*on  ds  Son .1^46 

in  the  Reigns  of  the  Stuarts,  12mo,  2t  M  Cockthaw  1851 

•  Tudors,  12mo,  2« 6rf Cockthaw  1851 


—  Rome  :  Her  Moral  Theology,  Canon  Law,  A«.,  8vo,  58 Partridge  185a 

-Ornaments,  Chart  of,  sheet,  ool.,  3<  6<2    Weale 1845 

by  Dr.  Farman,  roy.  8vo,  lOsQd Smathd:  Elder  .iZ^i 


Poetry  ;  or.  Christian  Thoughts  in  Verse,  Srd  edit.,  4s,  1S48  ;  18mo,  2s  6d     Mozley   1857 

Prayers  Analyzed  and  Arranged  for  Use  by  a  Clergyman,  ISmo,  2s  Seeley 1849 

Preserved  under  the  Care  of  Christ  its  Lord,  ISmo,  2s  6d Chroombridge  ...iS'i$ 

Psalter  and  Hymnal,  edit  by  Harland,  12mo,  Is Routledge  1857 

Schokr*s  Reading-Book,  8  t.  12mo,  each  8s Parker  A  Son    1840 

Service  arranged  for  Chanting,  18mo,  3s  ;  with  Music,  roy.  8vo,  10s  6<{ Hatchard  1841 

for  Sundays  and  Holydays,  2  v.  82mo,  7s  ;  2  v.  12mo,  14s Parker  A  Son   1844 


Stories,  selected  by  J.  Erskine  CUrke,  cr.  8vo,  2s  %d !..  Beli <kJ>aldy.,.  j%62, 

(The)  New  Series  (Annual),  V.  1-8,  12mo,  each  Is  9d  Heaton  .....1859-61 

ChurcVs  Floral  Kalendar,  compiled  by  Emily  Cuyler,  illuminated,  cr.  4to,  81s  6ci   ...  Day  and  <Sb»...i862 

Churches  of  Cambridgeshire,  History,  &c.,  imp.  8vo,  lOs  6ci H.Bohn '^45 

Lincolnshire,  History,  &c.,  roy.  8vo,  31s  6(2 Simpkin     ^^44 

Northamptonshire,  Notices,  &c,,  roy.  8vo,  35s J.H.ikJ.Parker^j-^ 

Scotland,  Notices,  &c.,  8vo,  7s*6(2..a J.H.AJ.ParkeriZ^S 

'  Warwickshire,  Notices  of,  2  v.  roy.  8vo,  each  27s    RivingUm  1859 

•  Yorkshire,  by  Monkhouse  and  Bedford,  imp.  8vo,  42s Rivington  1844 


Structure,  Arrangement,  and  Decoration  of ,  12mo,  28  M  Bums    i^4S 

Churchill  (CAos.)  Missionazy  Life  in  Nova  Scotia,  12mo,  3s  Hamilton  1845 

Poems,  Memoir  and  Notes  by  Tooke,  3  v.  12mo,  16s    Pi^^ering  1844 

Notes  by  Gilfillan,  8vo,  4s  6(2 Nubei    1856 

■  — (Col.)  Residence  at  Mount  Lebanon,  8  v.  8vo,  25s,  1853;  n.e. 4  v.  8vo,  25s  Qaariteh    1862 

V.  4,  Druses  and  Maronites,  1840-60,  cr.  8vo,  5«;  8vo,  10s  Quariteh    1862 


•  {Fleet.)  Diseases  of  Infancy  and  Childhood,  2nd  ed.,  fcap.  8vo,  12s  6(2   ...  Longman,  1858 

Outlines  of  Principal  Diseases  of  Females,  4th  edit.,  fcp.  8vo,  12s  6(2  Longman  1857 

Researches  on  Operative  Midwifery,  8vo,  14s Longman  1841 

Theory  and  Practice  of  Midwifery,  4th  edit.,  fcap.  8vo,  12s  6(2  ...  Renshaw  i860 


Churchman  iu  Scotland,  or  the  Scottish  Crusade,  12mo,  2s Saundersd:  0.   1847 

Cliurchman's  Companion  :  Help  to  Scripture  Knowledge,  12mo,  4s Hastings    1843 

, «__ V.  1-28,  12mo,  each  3s  6(2 Masters    ...1848-6% 

-: Family  Prayer-Book,  Srd  edit.,  by  T.  Best,  fcap.  8vo,  3s Simpkin 1862 

Manual,  18mo,  2s;  4to,  4s  6(2 Simpkin 184Z 

of  Daily  Private  Devotion,  roy.  32mo,  3s  6d  Hamilton  1844 


Penny  Magazine,  V.  1-16,  roy.  12mo,  each  Is  6(2 HVrtA^ita...  1846-62 

Year  Book,  12mo,  1852,  7s;  1863,  1854,  and  1855,  6s  each  G.Cox    ....    1852-5 

Churchwarden's  Guide,  12mo,  Is    C. Knight  1854 

Churi  {J.H.)  Travels  in  Company  with  Captain  Peel  in  1851-2,  8vo,  21s AwUior  1853 

Churton  {E,)  Book  of  Psalms  in  English  Verse,  12mo,  7s  Qd J.H.d!j.Parktr\%^^ 

History  of  the  Early  English  Church,  new  edit.,  12mo,  4s  Lumley 1850 

— Lays  of  Faith  and  Loyalty,  18mo,  2s Masters 1847 

(£(2i(;.)  Portrait  and  Landscape  Gallery,  8vo,  hf.-bd.,  18s Churton 1836 

Railroad  Book  of  England,  roy.  8vo,  21s    Churton 1851 

■  Universal  Amanuensis  and  Correspondent's  Guide,  12mo,  3s  Churton 1841 


(H.B.)  Land  of  the  Morning  ;  Visits  to  Palestine,  post  Svo,  10s  6(2 Hatchard  1852 

{W.R.)  Influence  of  the  Septuagint  Version  of  Old  Test.,  cr.  8vo,  3s  6(2 MacmiUan    ...1861 

Chylinski  {!).)  Beekeei)er*s  Manual,  16mo,  2s  6(2 Orr    1845 

Cioero,  Academics,  Finibus,  Tnsculan  Questions,  translated  by  Yonge,  post  8vo,  6s...  H.Bohn 1853 
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Cicero,  AmidtiA,  12mo,  1* Parker <bS(m...i9^6 

de  Seneotute,  et  BrutuB,  W.  B.  Smith,  12mo,  2» Virtue    1850 

■ et  Senectate,  A  Barker,  12mo,  is  6d Longman  n.  d. 

' White,  12ino,  2»6d Longman  i86» 

literally  translated,  12mo,  8a Simphin 1849 

CatoMajor;  sive  de  Senectate,  4  Alan,  12mo,  la6rf,  Simph'my\%^^'y  18mo,l«6<i  BtU   i860 

-Arnold,  12mo,  2*-6rf Rivington  1853 


■  LRlins,  &c.,  Fei^goaon,  18mo,  Is  6(2 Simphin 1855 

et  Bpistobe,  4  Long,  12nio,  As  %d WhiUaker 1861 


and  Lielios,  with  Literal  Translation  and  Notes,  8vo,  4«    Longman  1839 

—  Character  of  an  Orator,  by  Guthrie,  new  edit,  12mo,  is WhiUaker 1839 

—  Birinatione,  edidit  Ahui,  post  8yo,  7« PelU>we» 1839 

—  Eclogas,  18mo,  3«  6d  Longman  1846 

-  by  Allen,  12mo,  2<  6<£ Walion 1843 


-Epistolsad  Atticum,  2  y.  12mo,  14a Belld:  Z>a/<fy. . .  1 840 

Familiares,  12mo,  7«  Bellds DaMy...i%^ 

Selectee,  A  Arnold,  12mo,  5a  Rivington  1849 

Valpy,  12mo,  2a  ;  with  English  Notes,  12mo,  3a   Longman  1844 

-  Finibtu,  4  Alan,  12mo,  4a Simpkin 1856 

Ajnold,  12mo,  5a  6c2 Rivington  1853 

-Lelias;  sire,  de  Amicitift,  Dialogos,  4  Scratchley,  12mo,  8a Rivington  1848 

■  Life,  by  Holiings,  18mo,  3a  6d Tegg  1839 

-Middleton,  new  edit.,  8vo,  14a,  Rivington,  1837  ;  roy.  8vo,  9a Moxon  1842 

•  and  Lettera,  by  Middleton  and  Melmoth,  roy.  8to,  16a Moxon   1854 

-  Writings  of,  by  C.  Meriyale,  from  the  German  of  Abeken,  12mo,  9a  (yd  Longman  1 8  54 


'  Natori  Deonxm,  12mo,  U6d WhiUaker 1842 

Notes  by  Allen,  post  8vo,  7a Fellowea 1836 


-Natnreof  the  Gods,  translated  by  Franklin,  12mo,  2a   Simpkin 1851 

-Divination,  &e.,  translated  by  Yonge,  cr.  8vo,  5a H.Bohn 1853 


-  Officiia,  Alan,  12mo,  4a  Longman  1842 

Fexignson,  18mo,  la  6rf Simpkin 1855 

Holden,  post  8to,  9a  6<i   Bdld:  Dafdy...i%i^ 

(Oxford  Classics),  18mo,  2a J. H.d, J.Parker i^^y 

Senectate,  et  Amiciti4,  18mo,  la  6d   J.H.AJ.Parkentbi 

Taylor,  12mo,  4a  6<i WhiUaker  ...  .  1859 

translated  by  Owgan,  12mo,  2a     Simpkin 1855 

Yalpy,  12mo,  6a  6<2   Longman  1849 

(Zampt's Text),  12mo,  2a Pa/rker  4is Son  .il^j 


Offices,  Old  Age,  Friendship,  &c.,  translated  by  Edmonds,  post  8to,  5a  H.Bohn 1850 

Old  Age,  translated,  with  Notes,  by  a  Graduate,  12mo,  3a..  .  BeU  A  Daldy...  i%4.6 

and  Friendship,  tr.  by  Ijewers,12mo,la6(£,  1850;  by  McKay,  la6<2...  Simpkin i86i 

^  Opera  Selecta,  Edinburgh  Academy,  18mo,  8a Simpkin 1844 

Oratio  pro  Mllone,  4  Hickie,  post  8to,  4a  6d,  BeU  <fc  Daldyy  1 842 ;  18mo,  la. . .  /.  H.<kJ.Pafieri  86 1 

■  Latin  and  English,  by  Purton,  Svo,  8a  6d Parker  <k  Son  •  1853 

■ ■  Orationes,  Commentary  by  Lozig,  V.  1,  2nd  edit.,  8to,  16a Whittaker 1862 

■ V.  2,  14a,  1855  ;  V.  3,  16a,  1856;  V.  4, 18a,  1858  Whittaker..    1855-8 

.EpistoliB,  &c.,  SeleetoB,  edidit  Fillans,  18mo,  8a  6d    Longman  1846 

(Eton),  English  Notes,  12mo,  4a  6rf WUliami  1846 

— ■ in  Catilinam,  4  Barker,  12mo,  5»  Gd Longman  1829 

Newland,  12mo,  2a  6rf  ParkerdfSon...i$'i9 


•  Selectee,  Ajithon,  12mo,  6a Longman  1848 

et  Wheeler,  new  edit.,  12mo,  4a  6d Tegg  : 1861 


-Arnold,  2nd  edit,  12mo,  4a  .' Rivington  1856 

-Doncan,  8vo,  11a Whittaker 1841 

-  Feiguson,  18mo,  la  6(2    Simpkin    1846 

-Hamiltonian  System,  12mo,  4a  Aylott    1862 

~ M*Eay,  post  8vo,  7a6<i;  Key  to,  2a  dd   Oroombridge  ...i9^6 

Schmits  et  Zompt,  12mo,  3a  Cumbers  1849 

'  Yalpy,  post  8yo,  7a  6<2    Longman  1839 

Vcrrin«,  4  Zumpt,  ed.  Arnold,  8rd  edit.,  8vo,  10a  6d    Whittaker 1847 

•— —  Orations,  and  Rhetorical  Works,  translated  by  Tonge,  4  t.  post  8vo,  each  5a    H.  Bohn 1851-2 

■ translated  by  Doncan,  post  870,  7a  Tegg  1841 

Oratore,  4  Greenwood,  8vo,  12a WhiUaker 1838 

Oratory  and  Orators,  byGuthrie,  12mo,  4a,  WAiftoiter,  1846;  Watson,  p.  8vo,  5a  JI.Bohn 1855 

Oratio  Philippica  Seconda,  12mo,  la    M Parker  d:  Son  .  iS^j 

L -pro  Lodo  Maren4,  12mo,  la Parker d:  Son  .1848 

'— Plancio,  Wander,  12mo,  la     Parker  Jb  Son  .i%^6 

Political  Works,  tianslated  by  Barham,  2  v.  8vo,  21a Spettigue    1842 

Second  Philippic,  edit,  by  Mayor,  fcap.  8vo,  5a   .* MacmUlan 1861 

Select  Orations,  Anthon  and  Boyd,  12mo,  6a  ; Tegg  1839 

Senectate,  Smesti,  12mo,  la Parker  Je  Son  ,i%^6 

• Otto,  12mo,  2a6<i BeU  <k  Daldy...  1S40 

Scbata,  Rugby  School,  12mo,  2a Whittaker 1840 

Speech  for  Aulas  Cluentios  Habitus,  Notes  by  Ramsay,  cr.  8vo,  68  Orifin    1857 

■  Tnsfnlansp  DisputatJones,  4  Arnold,  12mo,  5a  6(2     Rivington  1851 
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Cicero,  TnflCuUnn  Pispntationes  (Oxford  Claaacs),  18mo,  2b  J.HJeJ,Parkeril^ 

■   poet  8vo,  2»  6<i  Madden. 1850 

Winchester  School,  12mo,  2aM  ..  A'jc*  1856 

Tuscnlan  Disputations,  translated,  12mo,  3<,  Wathhovkme\  Svo,  8« Whiltaker 1843 

Cicero  et  Pliny,  BpistoIsB,  English  Notes  by  Bdwards,  12mo,  2»  6d Parker ^'So»..,i%'i6 

Sallust,  Orationes,  English  Notes  by  TroUope,  3rd  edit.,  12mo,  8«  6d   BivingUm  1841 

Cicerone;  or,  Rank  and  Fashion  of  the  Metropolis,  fcap.  Svo,  Zs  6d SmaUwood 1839 

Cigars  and  Tobacco,  Wine  and  Women,  As  They  Are,  by  a  Modern  Epicurean,  ISmo,  1<  Kent  1849 

Cinderelhi&  the  Qlass  Slipper,  Illas.sm.4to,2<6<f,il(i(/^,x852;  byCraikshank,16mo,ls  Bogue 185$ 

Ciocci  (Raff.)  Narrative  of  Iniqnitiesat  Rome,  19tb  Century,  18mo,  2«  6<i Nubei 1843 

in  Italian,  18mo,  3«  6<i    Nidtd 1845 

Circle  of  Christian  Doctrine  framed  out  of  a  Layman's  Experience,  fcap.  Svo,  ie6d...  BatniUo» 1861 

the  Sciences,  new  edit.,  V.  1-9,  cr.  Svo,  each  5«  Griffin 1852-61 

Circumnavigation  of  the  Globe  :  Maritime  Discovery,  12mo,  4»  6d    Nelmn    1852 

Cirencester,  History  and  Antiquities  of  the  Town  of,  12mo,  5< ZM>nfftnan   1842 

Cities  of  Europe,  and  Theatre  of  War,  Y.  1-2,  Svo,  ea.  7s  0(2,  1849;  V.  3,  8vo,S«  M  Bagger 1854 

Refuge  ;  or,  the  Name  of  Jesus,  a  Sunday  Book,  ISmo,  1«  6d Ni^ik i860 

Citizen  of  Prague,  translated  by  Mary  Howitt,  2nd  edit.,  3  v.  post  Svo,  31«  M   Colhum 1846 

City  ;  or,  the  Physiology  of  London  Business,  2nd  edit.,  post  Svo,  69   Baileg    1848 

City  Banker,  a  Novel,  by  Auth.  of  **  Whitefriars,''  3  v.  p.  8vo,31<  6<2,  56;  12mo,  2s  Moutledge  1861 

Cousins,  a  Tale,  by  Author  of  **  Annie  Sherwood,"  ISmo,  U  6d  Bd.Tr.8oe,    ...1847 

Men  and  City  Manners,  12mo,  3<  6c2 Groomibridge  ...1851 

of  Gems,  a  Poem,  12mo,  la  6d BdlA  Daldy...\%^'i 

God  :  a  Vision  of  the  Past,  Present,  and  the  Future,  post  Svo,  8t6(i  JM.^.Parheri%\o 

•  Our  Lord  :  Twelve  Photographs  of  Jerusalem,  with  letterpress,  imp.  fol.,  21s  Oriffin    i860 

Rome;  its  Edifices  and  its  People,  12mo,  2»6d Bel. Trad Soc.i^s^ 

Scenes;  or,  a  Peep  into  London,  16mo,  Is  6d A. Hail 1844 

Civic  Garland,  a  Collection  of  Songs  fix)m  Lond.  Pageants,  ed.  by  P.  W.  Fairholt,  p.  Svo  Percy  Soc, 

Civil  Code  of  Louisiana,  Annotations  by  Upton  and  Jennings,  2  v.  Svo,  63«    New  Orlean*  ...1838 

Engineerand  Architect's  Journal,  V.  1-14,  4to,  each  20#  Office    1838-51 

V.  16-25,  4to,  each  25f Office    1852-62 

Service:  a  Complete  Practical  Guide  to,  12mo,  Zt6d Joe,  BlackwoodtS6o 

— Arithmetic,  fcap.  Svo,  2s  6d Simpkin i86a 

Cassell's  Hand-book  of,  fcap.  Svo,  Is    Ca$aeU   1861 

Examination  Papers,  India,  1862,  fol.,  2s  6d Stanford    1862 

-  War  in  Portugal  and  Siege  of  Oporto,  by  a  British  Officer,  Svo,  9s  Moaetm   1836 

Civilization  in  Hungary,  Seven  Answers  to  De  Szemere's  Letters,  fcap.  Svo,  6s TrtHyner i860 

Civilized  Society  ;  or,  Conduct  in  Public  and  Private  Life,  12mo,  2s  6d WhiUaker 186a 

CUbon  (JohnM.)  Praise,  Precept,  and  Prayer,  Book  of  Family  Worship,  Svo,  16s  ...  BivingUm  i86a 

Chfccy  {Mrs.)  Lights  and  Shadows  of  Australian  Life,  2  v.  post  Svo,  21s Ifwr9l  ^  B 1854 

Visit  to  the  Gold  Diggings  of  Australia,  1852-63,  post  Svo,  10s  6d  Hurgl  de  B 1853 

Claims  of  Labour,  2nd  edit.,  fcap.,  6s   Pichermg 1845 

Clapin  {A.C.)  Optical  Problems,  Svo,  4s   ^(//d(rl>a%...i85o 

Clapperton  {John)  Duty  of  Hearing  the  Gospel,  18mo,  2s  WhiUaker n.  d. 

CUra  Cameron  ;  or,  the  Belle  of  the  Season,  3  t.  post  Svo,  31s  (id  Shuberl  1851 

Harrington,  a  Domestic  Tale,  8  t.  post  Svo,  31s  6d  Colbum 1851 

Howard  ;  or,  the  Heart's  Yearnings  for  the  Unseen,  &c.,  12mo,  Ik NMet 1856 

Melville,  a  Tale  of  Life,  Real  and  Earnest,  12mo,  3s  6cl  Marlboromgk...i9^% 

Morison,  a  Tale  of  S.  Australia  during  the  Gold  Fever,2  v.l2mo,9s,54;  12mo,2s  Ward  As  Lock...  i96% 

Stanley;  or,  a  Summer  among  the  Hills,  ISmo,  2s  6d  Niabet 1853 

Webster,  a  Tale,  by  Nero,  post  Svo,  4s  6(2  Piper 1850 

Woodward  and  her  Day-Dreams,  a  Book  for  Girls,  new  edit,  ISmo,  Is  6d Knight  A  i&m»..i86i 

Clare  Abbey,  by  the  Author  of  "Discipline  of  Life,"  2  v.  post  Svo,  21s  CoUmm 1851 

Clare  (/oAn)  Rural  Muse  :  Poems,  fcap.,  7s Whittaher 1835 

Claremont  Tales ;  or,  Illustrations  of  the  Beatitudes,  12mo,  Is  6c£ HtmltftoH    n.  d, 

Clarence  {A.P.)  Woman  Hater;  or,  True  and  Feigned  Love,  a  Tale,  12mo,  Is  6d  ....  Ja$.Blackwood  1858 

(5.)  Not  a  Minute  to  Spare  :  a  Thought  for  the  Times,  16mo,  Is Mamilton  1859 

Spare  Minutes  Redeemed,  16mo,  Is  Hamilton  1859 

Clarence  House  ;  or,  the  Misses  Camroux's  Establishment,  12mo,  3s  6d  AyhU    1853 

Clarendon  (^owQ  History  of  the  Rebellion,  1  v.  roy.  Svo,  22s,  1842  ;  7  v.  Sto,  50s  ...  J.ffJkJJParkeriZ^^ 

7v.  18mo,  25s  J. HA- J.Parker \%-^^ 

2  V.  roy.  Svo,  with  plates,  65s W.Sinith 1840 

Life  of,  with  Continuation  of  his  History,  2  v.  Svo,  22s J.H.deJ.Parixri%$j 

and  Administration  of,  by  Lister, 3  v. Svo,  4Ss,  Zon^mon— red. ISs  JS.Bohn 1 8 38 


{Tho.)  Treatise  on  the  Foot  of  the  Hope,  12mo,  2s Longman  1847 

Power  of  the  Horse,  &c.,  Svo,  2s  6d    Simpkin 1843 

Claret  {0.)  Whole  Craft  of  Freemasonry,  16mo,  4th  edit.,  26s  Cflarel i860 

Claridge  (B.  T.)  Facts  and  Evidences  in  Support  of  Hydropathy,  Svo,  Is  6d    Madden 1844 

Familiar  Guide' to  Hydropathy,  Svo,  2s  6d  Madden 1849 

■  Guide  along  the  Danube  to  Constantinople,  12mo^  Ss Madden 1839 

Clarinda  Singlehart,  by  Author  of  "Mary  Powell,"  post  Svo,  latd A.HaU  1855 

Clariodus,  Romance  of,  edited  by  Edw.  Piper,  4to   Maitland  CUb 

Clark  {Benj.)  Domestic  Sanctuary  :  Scripture  Comments,  24mo,  2s   Allman 1846 

(fimc.)  Art  of  Farriery  Laid  Open,  Svo,  10s  6rf Author  1853 

Essay  on  the  Grii)e8  of  Horses,  2nd  edit.,  4to,  5s Benahaw 1837 
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ClAA{Brae.)  Treatise  on  the  Bite  of  Honei,  2Dd  edit.,  4to,  10« Xeniham 1S35 

(B.)  Kenaall  Green  Hand  Book,  12mo,  U Maden 11843 

(CAa.)  KnsBian  Trader*s  Assistant,  2  t.  8yo,  50«  Longman  ...1840-1 

{C.)  John  Noakes  and  Mary  Styles,  an  Essex  Poem,  post  8to,  2t J.R.Smith 1833 

(Dam.A.)  Complete  Works  of,  fith  edit.,  2  v.  8vo,  21«  New  York 1855 

'-  (D,K.)  Bailway  Locomotives,  plates,  2  t.  folio,  70« Blaekie    ...1856-60 

•  Treatise  on  Bailway  Machinery,  2  t.  Imp.  4to,  95«  Blarkie 1855 


(/>.  IT.)  Blemente  of  Algebra  and  Logarithms,  post  8to,  7t  6d  , Wiley 1846 

{Edw,}  Britannia  and  Conway  Bridges,  2  y.  8yo»  plates,  fol,  94«  6<2;  proofs, 6/  6s  WeaU    1850 

(Fra.)  Plain  Sermons  to  Country  ^ngr^ations,  12mo,  61   Jfatchard  1840 

-  (Pra.Fo.)  Convert,  and  other  Poems,  fcap.  8to,  5$ Saunden  ^  O,  186& 

{Frt.)  Anatomy  and  Physiology  of  the  Nervons  System,  post  8to,  9« Longtnan  1836 

{G.)  Teacher's  Qnestioning  Book,  New  Testoment,  12mo,  ZiHd  PhilafUh.Soe  ..1835 

(G  T.)  History  of  Kidwelly  and  Caerphilly  Castles,  8vo,  5$ J.RSnUlh 1851 

(Hugh)  Introduction  to  Heraldry,  16th  edit.,  12mo,  7s  &d ;  oold.,  18< BeUdt])iUdy,..i%S7 

{Jo*.)   ]>escription  of  Boulogne,  18mo,  6<  Biggt 1839 

Outlines  of  Theology,  3  v.  8vo,  each  10s Ward 1854 

Sanatory  Influence  of  Climate,  4th  edit.,  post  8to,  lOt  6d  Churchill  1846 

{JvAh)  Memoir,  and  Selections  from  his  Essays,  by  Cairns,  12mo,  2t  6d IfatniUmk  1851 

{J.A.)  QUmpses  of  the  Old  World,  life  by  ^g,  2  t.  post  8to,  10s  M Bagtter 1847 

Borne,  its  Wonders  and  its  Worship,  18mo,  2«   Bagtter 1840 

(J.ff.)  Songs  of  the  Seasons :  Wild  Flowers  of  the  Months,  32mo,  3f  6d  .;....  AUman 1851 

i/.P.)  Odontalgist;  or,  How  to  Preserve  the  Teeth,  poet  8vo,  5$ Chturchill  1854 

■  Treatise  on  Teeth  and  Dentism,  12mo,  5$  LongnuM  1839 

Teething  and  Management^  8vo^  2s  6d Longman  1839 


(Mrt.)  Country  Parson's  Wife,  12mo,  2#  6ci   Baiehard 184a 

(JLW.)  Formation  of  Charscter,  Lectures  for  Young  Men,  8vo,  6f   Hartfard^U.S.  1854 

{Hw.)  Ecclesiastical  Jurisdiction  in  Temporal  Concerns,  roy.  8vo,  ^sM Robins 1840 

National  English  Beader,  by  Wicks,  12mo,  Ss  6<i  CM.Law 1846 

Spelling  Book,  12mo>  U6d QM.LaM 1848 

Somames  Metrically  Arranged  and  Classified,  ]2mq,  Is   Bimpkin 1859 

(7*.)  Hstndbook  of  Comparative  Qrammar,  Sanscrit,  ^.,  er.  8vo,  7t  6<2 Longmtxn  186a 


^—  {T.G!)  Hungary  and  the  Hungarian  struggle,  8vo,  2«6<i  ^room^ru^  ...1850 

\Wm.)  English  Grammar,  18mo,  Is  6d  Siwphin 1835 

History  of  British  Marine  Testaceous  MoUuaca,  8vo,  15« Van  Voord  ...1855 

{W.B,)  Words  of  Consolation  to  Bereaved  Parents,  18mo,  Is    Nelson 1856 

-  {W.Geo,)  Four  Sermons  Preached  at  Cambridge,  12mo,  2s  id  Maemillam i860 

Gaspaeho;  or  Summer  Months  in  Spain,  12mo,  5s    Parker  4:  Son  .iS$q 

Peloponnesus:  Notes  of  Study  and  Travel,  8vo,  10s  6ci Parker  ^ Son  ,19$^ 

-  {W.Bob.)  Four  Advent  Sermons,  fcap^  8vo,  Is  6d  Longman  x86t 

PktxUgal  Son,  aSeriesof  Sermons,  fcap.  8vo,  2s  6d  Bell d:  JkUdtf.., i96o 

Redeemer,  aSeriesof  Sermons,  fcap.  8vo,  5s  BeUds Daldy.,,1%^% 


'  {W.TJ)  Account  of  Suspension  Bridge  across  the  Danube,  roy.  8vo,  32s  WeaU 1853 

(9r.)  Pathway  to  Heaven,  8vo,  Is Mwiray i86a 


Clarke  {Adam)  Theological  and  Miscellaneous  Works,  13  v.  12mo,  42s Tegg  1836 

Chriatian  Missions,  3«  M.  Detached  Pieces,  including  Critiques,  3  v.,  10s  6d. 
Fleozy'a  Ancient  Israelites,  3s  6<2.  Memoiia  of  Wesley  Family,  2  v.,  7i, 
Sermona  on  Being  and  Attributes  of  God,  4  v.,  14«.  Sturm's  Beflectiona, 
2  v.,  7s. 

Christian  Theology,  with  Life  by  Dunn,  12ino,  Ss  6<i  Tegg 1835 

Commentary  on  the  Old  and  New  Test.,  6  v.  imp.  8vo.,  new  edit.,  63s  Tegg  z86z-a 

Gospels  Harmonised,  with  Notes  by  Dunn,  8vo,  8s Simpkin 1835 

Life  of,  byBev.  J.  W.  Btheridge,  post  8vo,  6s  Mason   1858 

a  Wesleyan  Pfeaeher,  18mo,  2s Simpkm 1846 

Memoirs  and  Labours  of,  8vo^  10»,  184a — red.  to  7«  6(1  Tegg  1844 

Portrayed,  by  J.  Everett,  8  v.  12mo,  16s  6d  Hamilton  ...1844-9 

(And.)  Tour  in  Italy,  Switserland,  and  France,  1840,  post  8vo,  10s  6d  WhiUaitr 1843 

(Anna)  Character  and  Correspondence  of,  18mo,  2s  6d  Paniridge 1851 

Memoirs  of,  by  her  Son,  post  8vo,  8s  6ci Hamilton    1853 

■  Scripture  Beferences,  12mo,  Is  6d Wertheim  1853 

{A.  W,)  Treatise  on  Diseases  of  the  Lungs,  8vo,  7s  M Churchill  1854 

{Ben,)  British  Gaxetteer,  with  Map^  8  v.  imp.  8vo,  80s  B.G.Collins  ...1853 

Essay  on  the  Construction  of  the  English  Language,  12mo^  2s If. G.Collins  ...1849 

Notes  and  Suggestions  on  Cod  Liver  Oil,  8vo»  Is Taylor  dsF.  ...1856 


{B.B.)  Conviction,  a  Tale,  3  v.  post  8to,  81s  6d    Nnsby    1851 

{Cka.)  Letters  to  an  Under  Graduate  of  Oxford,  12mo,  3s  6d Cundall 1848 

{C,C.)  Cannina  Minima,  a  Poem,  8vo,  Is  Simpbin..,.^....ii^^ 

Eicheaof  Chaucer,  2  v.  12mo,  18s B.Wilson  1835 


-(C.^M.C.)  Many  Happy  Betums  of  the  Day,  12mo,  6s    Lod^toood  i860 

-  {CPiek.)  Acts  and  Writings  of  the  AposUes,  Y.  1,  post  8vo,  7s  6d Bdl dtDaldy... i%5i 

Manual  of  Communion  Cbkssee,  12mo,  Zs  M BellAgDaldy...ii6% 


(C  IT.)  Beadings  for  the  Night  Watches  of  Advent,  poat  8vo,  8s  6<2 Masters 1856 

'  (Bdm.)  Lectures  on  Life  and  Character  of  GzomweU,  post  8vo,  3s  &d  HamiUon  1847 

(«rfip.)  Decimal  Tables,  4to,  21«   Sharp  A  W.  ...1853 

Next  of  Kin,  a  Farce,  12mo,  Is  Kennett 1845 
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Clarke  {E.D.)  Travels  in  BoBBia,  Turkey,  Ac.,  roy.  Svo,  28  M Chamben 1S39 

(Edw.W.yChnreh-jnTd  Stile,  Sennone,  8vo,  7»    FeUowa 1835 

■  Directions  for  Using  Philosophical  Apparatus,  8vo,  6#  M Author  184* 

{Q.R,)  Distressed  Qneen  ;  or,  Trinmphs  of  Grief,  8to,  Si  6d  J.  ff.drJ.ParlerM* 

{Hen.)  Angels,  a  Poem,  12mo,  2»  6rf   Rivington  i84» 

Poems  on  the  Present  State  of  the  Church,  12mo,  2«  6<2  Rivington  184^ 


■  (Byde)  Colonisation,  Defence  and  Railways  in  India,  8yo,  6s WeaU 185? 

English  Dictionary,  2nd  edit.,  12mo,  8*  6rf ViHne    1861 

-Grammar,  12mo,  1*  (Weale's Series) Virtue   1853 


Short-Hand  Book  of  Comparatire  Philology,  12mo,  If WeaU  1859 

(/.)   Suffolk  Antiquary,  12mo,  Is Longfnan  1849 

(Mri,jS  Treatise  on  Female  Equitation  (The  Habit  and  the  Horse),  roy.4to,21s  Day  A  Son 1857 

(/as.;  Bononia;  a  Description  of  Boulogne,  18mo,  6< Leigh 1839 

Catechism  on  Wind  Instruments,  12mo,  \s%d  Codc9 1845 


(John)  A  Happy  World  ;  or,  the  Power  of  Influence,  fcap.  8vo,  2«  6d! Wertkeim  1861 

Architectural  History  of  Gloucester,  roy.  8vo,  7s   Whitiaker  1850 

Elements  of  Water-Colour  Drawing  and  Painting,  n.  ed.,  sm.  4to,  Ba  NeUon   1848 

Illustration  of  the  Church  Morning  Service,  2nd  edit.,  8yo,  10s  6d...  Rivington  1852 

Introduction  to  Making  Latin,  new  edit.,  12mo,  3«  6d Whitiaker 1842 


•  {J.A.)  Description  of  the  Great  Level  of  the  Fens,  12mo,  8s  A.  Ball 1852 

Prize  Report  on  the  Farming  of  Lincolnshire,  8vo,  3s  6d Rtdgvoay    1852 

What  the  Prophets  Foretold,  fcap.  4to,  8«  6d Niebet    1862 


(J.Erslr.)  Children  at  Church:  Sermons,  1  &  2  ser.  16mo,  ea.  Is ;  inl  v.,  2s  6c{...  Bell  &  2>a%i 856-8 

Children's  Bible  Picture  Book,  sq.  12mo,  6»;  coL,  9s BeUd:  Daldy...Mi 

■ Picture  Book  of  Bible  Miracles,  sq.  12mo,  2«  6d;  col.,  8«  6d  Bell  <fr  2)aWy...i86i 

Scripture  Parables,  sq.,  2»  6d  ;  col.,  8<  6d  Bell  is  Daldy...iif;g 

Chureb  Stories,  cr.  8vo,  2»  6d Bell dfDaldy... i%6i 

Common  Life  Sermons,  fcap.  8vo,  2s  6d Morgan 1862 

Giant's  Arrows ;  a  Book  for  Children,  16mo,  Is Bdl  ik  Daldg...i%fis 

■  Heart  Music:  Poetry  for  Working  People,  new  edit.,  12mo,  1« Belltk  I)aldy...i%(to 

Little  Lectures  for  Little  Folk,  16mo,  U     Bell  di  Daidy... liSo 

Our  Happy  Home  Union:  Poems  and  Sketches,  12mo,  Is  6ci   Bell  <t  Daldy...it$^ 

Plain  Papers  on  the  Social  Economy  of  the  People,  fcap.  8vo,  2s  6d .  Bell  A  Daldy... i%6i 


(Jot,)  Designs  for  Rural  Schools  and  School-Houses,  imp.  4to,  25< Belld:  IkUdy...iis2 

Sketch  of  his  Life,  by  Dr.  Collins,  8vo,  di  6d Longman  1849 


-  {J,R,)  Gloucester  Cathedral;  or.  Last  Days  of  the  Tudors,  12mo,  2«  6d Ifope 1856 

•  {L.J,)  Country  Parson's  Wif^  12mo,  2a  (W   ffatehard 1842 

-  (L.L.)  History  of  the  Island  of  Aldemey,  18mo,  2s  6d Simphin 1852 

Populu*  Description  of  the  Microscope,  12mo,  Ss6(2 Routledge  1858 


•  {M.C.)  Concordance  to  Shakespeare,  roy.  8vo,  46s,  1845;  new  edit,  Sl«  6d...  Kent  i860 

Girlhood  of  Shakspeare's  Heroines,  3  v.  sq.  12mo,  18s Smith  db  Son  ...i^s^ 

Home  Gamer:  Intellectual  and  Moral  Storehouse,  12mo,  9s Philadelphia... i%sS 

Iron  Cousin:  a  Novel,  2  v.  poet  8vo,  15»,  1854;  fcap.  8vo,  2s Routledge  1862 

Kit  Barn's  AdventuTes,Tams of  an  Old  Mariner,  12mo,  6s,48-~r.S«6<i  GriJUh  <&  F,  ...1852 
Proverbs,  &c.,  from  Shakespeare,  16mo,  4s,  1847 — r^.  to  2s  6(i  ...  Chapman  <lr  ^.1849 
World-Noted  Women,  roy.  8vo,  42s    New  York 1857 


{Robt.)  Poetical  Grammar  of  the  English  Language,  12mo,  2s  6d    BouUUm    1855 

(R.F.)  System  of  Arithmetic,  Merohant  Tkylors,  12mo,  8s Smiihd:  Elder  1845 

•  (Sam.)  Scripture  Promises,  82mo,  1«  6<i,  Tegg^  i860  ;  laige  type,  18mo,2s...  Nithet    n.  d. 

— ' large  type,  18mo,  2«  6d  AllendbCo.  ...n.  d, 

Essay,  by  Dr.  Wardlaw,  12mo,  8« GriJ^in    1855 

Memoir,  by  McNicoll,  82mo,  1*  6d   Mason   n.  d. 

-  with  Gumall's  Helmet,  12mo,  2s  NeUon    1862 


-  (SX.)  Thoughts  in  Terse,  from  a  Churohman's  Note  Book,  12mo,  8<  6<2    ...  J.  ff.dj, Parker iS^S 
(Tho.)  Day  in  May,  a  Poem,  12mo,  4s Harvey  1848 

Erotophuseos,  a  Poem,  12mo,  2t  6d Pickering 1844 

Love  and  Duty,  and  other  Poems,  12mo,  ^    Kerby 1843 

Silent  Village,  a  Poem,  12mo,  2s  6d    Pickering 1844 


(Wm.)  Complete  Cellarman  for  Publicans,  12mo,  4s Piper 1851 

Ckrke's  Game  Laws  ;  Treatise  on,  by  a  Barrister,  18mo,  2s  6(£ Stevent  1843 

Clarkson  (iiZ/.)  Teacher's  Assistant :  Sixteen  Addresses,  18mo,  2f  6d  Nisbet    1841 

■  (Bav.)  Sermons  on  Divine  Subjects,  18mo,  la  6d  Rel.  Tract  Soc.  1835 

■  (D.A.)  Ancient  Iron  WoriL  from  the  18th  Century,  roy.  folio,  84s   Atchlry  ....T....1860 

Designs  for  Tombs,  Monuments,  Slabs,  &c.,  2  v.  imp.  4to,  each  42s...  Atchley  1854-9 

Fonts,  Mural  Tablets,  Chimney  Pieces,  and  Balustrades,  folio,  42s  ...  Atchley  i860 

— — -  {Jo9.)  Nerves  of  the  Chest,  8vo,  2a Churchill  1845 

-  {Tho.)   A  Monograph,  byjas.  Elmes,  12mo,  3s  6d Blockade 1854 

— —   Antediluvian  and  Patriarohal  Researches,  8vo,  7s :...".....  Longman  1836 

Biographical  Sketch  of,  by  T.  Taylor,  12mo,  Ss A.HaU  1847 

' —  History  of  the  Abolition  of  the  Slave  Trade,  8vo,  15s  Parker de Son... 1%^^ 

Portraiture  of  the  Society  of  Friends,  8vo,  4s    Bennett 1847 

Strictures  on  the  **Life  of  Wm.  Wilberforce,"  8vo,  5s Longman  1838 


(Wm.)  Christ  and  Missions  ?  Facts  df  Evangelism,  cr.  8vo,  7a Snow 1858 

India  and  the  Gbspel  ;  Empire  for  the  Messiah,  cr.  8vo,  6s Snow 1850 

Missionary  Encouragement  in  India,  18mo,  Is  Qd Snow 1850 


183^1862]  CLARKSON— -CLEMENTS  161 

Clarkflcm  (FTm.)  Scenes  of  the  Bible  ;  or,  Scri)>taTe  Sketches,  18mo,  2»6d Snow 1854 

ChifisBook  of  Poetry,  new  edit.,  f cap.  8vo,  U  4d N.  Soe,  J)qHjl.,ii6o 

Ckoieal  Muaeum,  V.  1,  8to,  12m  6d,  Parker  dtSim;^.  2  to  7,  Us  6d  each Walton    ...1845-50 


-Selection  from  Bri^h  Prose  Writers,  for  Schools,  12mo,  Ss  6d  Cockahaw.. 

Studies :  Eesays  on  Ancient  Literatore  and  Art,  12mo,  lOt    WiUff 

ClMsified  Spelling  Book,  12mo,  2« Burnt    .. 

cuter  {Fra,)  ETeiy  Man  his  own  GatUe  Doctor,  12th  edit.,  by  Mayhew,  12mo,  6»  ...  Simpkin.. 
-Farrier,  by  Mkyhew,  81st  edit.,  12mo,  5« Simpkm.. 


851 
843 
84a 
859 
861 
856 
849 

P^ 
854 
847 

_  -  859 

Clao^ton  (P.J')  Comparison  of  the  Thirty-nine  Articles,  8vo,  5a J.n.dsJ,Parkeri%^^ 

'  {T.L.)  Questions  on  the  CoUects,  Epistles,  &:c.,  Pts.  1  &2,  18mo,  ea.  2«  6d  J.H.Parkeri%s^-^ 


Claud  Wilford,  a  Bomaaoe*  poet  8to,  7«  6<i Simpkin. 

Clande  {John)  Essay  on  the  Composition  of  a  Sermon,  by  Simeon,  12mo,  Za^  Comiak 

Claude  de  Yesci;  or,  the  An<nent  Patrimony,  a  Tale,  2  t.  12mo,  9«  Bdl  is  Daldy 

the  Colporteur,  by  the  Author  of  "  Mary  Powell,"  post  8to,  7a  6d    A.  Hall 

Claudine,  a  Swiss  Tale,  by  the  Author  of  <*  Always  Happy,"  18mo,  Sa GnJUhtkF.   .. 

CUndins  ;  or,  the  Messenger  of  Wandsbeck  and  His  Message,  cr.  8vo,  Za  6d Ward. 


Claoaewitz  {Cha.)  Campaign  of  1812  in  Russia,  8to^  10s  Qd   Murray. 

Claassen  (Chev.P.)  Flax  Movement,  8to,  U B.Wilaon  

CUveiie  {M.  de)  French  Reader's  Guide,  Proee  and  Verse,  12mo,  2a W.  Allan  

Guide  to  Italian  Pronunciation,  sm.  8to,  Qa W,  Allan  

CkTera  {Mary).     See  KirUand  {Mra.) 

CUtijo  {JUyOom.de)  Embassy  to  the  Court  of  Timour,  1403-6,  ed.  by  Markham,  4to  HaUnyi  Soe,,. 

Clazton  (rta».)  Hints  to  Mechanics  on  Self-Education,  &o.,  12mo,  \a  M   Walton  

Clay  {Cia.)  Geological  Sketches  at  Ashton-under-Line,  8to,  &a  6d    ff.  Johnaon  .. 

Handbook  of  Obstetric  Surgexy,  12mo,  6«  6ci   JUnakaw 


-{Edm.)  Doctrine,  Parable,  and  Prophecy  ;  Discourses,  cr.  8vo,  5a  HawiUon 

Lectures  on  the  Song  of  Solomon,  12mo,  7«  6ci{ Daviea   ... 

Psalms  and  Hymns,  18mo,  la  6d Daviea    ... 

*Tbe  Two  Records."  Record  of  Creation,  &c.;  Discourses,  cr.  8to,  8f  6<i  Wertheim 


—{HonM.)  Last  Seven  Tears  of  the  Life  of,  byColton,  8vo,  10a  6d New  York 

Life  and  Speeches  of,  by  D.  Mallory,  2  t.  8to,  24« IfaH/ord,U,S, 

Times  of,  by  Colton,  2  v.  roy.  8vo,  28»    Wiley. 


Correspondence,  and  SpeecMs  of,  by  C.  Colton,  LLD.,  6  t.  8vo,  84s  New  York . 


(J.)    Memoir  ;  the  Prison  Chaplain,  by  his  Son,  Rev.  W.  L.  Clay,  8vo,  15i  ...  MacmiUan. 

{W.K.)  Historical  Sketch  of  the  Book  of  Common  Prayer,  12mo»  It  6<j Parker  ds  Son.. 

History  of  Landbeach,  8vo,  iaM Camb,Antiq.Soc 

-  Waterbeach,  8vo,  5a.... Camb,AntiqJSoe. 


'  Illustration  of  the  Book  of  Common  Prayer,  12mo,  7«  6<i  Parker  ASon. 

•  Notes  on  the  Prayer  Book  Version  of  the  Psalms,  12mo,  7«  6c{   ParkerdeSon.. 


Claydon  {C.B.)  Administration  of  Criminal  Law,  8^0,  la  Sioeet . 

Law  of  Landlord  and  Tenant,  12mo,  10« Street. 

Clayton  {Cha,)  Choice  Ghitherings  for  Christian  Children,  18mo,  la  M Seeley.. 

Sermons,  Occasional,  12mo,  5a Seeley.. 

Parochial,  2nd  edit.,  post  8to,  6a Seeley.. 

■ — preached  in  Cambridge,  post  8to,  5« Seeley.. 

(£.C.)  Celebrated  Women,  Stories  of  Uieir  Liyes,  &g.,  fcap.  8to,  Za  dd    Dean .. 

Miss  IrfillyMoss;  or,  Sunlight  and  Shade,  fcap.  Svo,  Za  6d  Dean  ., 

Notable  Women  ;  Stories  of  their  Lives,  &c.,  12mo,  Za  6d Dean. 

Women  of  the  Iteformation,  their  Lives,  Faith,  &c.,  fcap.  8vo,  3«  6d  Dean  , 


{Geo,)  Sermons  on  Faith  and  Practice,  8vo,  Qa  Ward.. 


{G.yJun,)  Remarks  and  Reflections  touching  Holy  Angels,  12mo,  Za6d    New  York  . 

{John)  Pastoral  Recollections,  Discourses,  12mo,  Ss  A,  Mall.... 

— ^^-^— —  Phuis,  Elevations,  &c.,  of  Wren's  Parochial  Churches,  fol.  94a  6d Longman  . 

(/.IF.)  Lctten  from  the  Nile,  Svo,  !m  Boaworth   . 

Personal  Memoira  of  Chas.  II.,  his  Court  k  Times,  2  v.  cr.  8vo,  21s    Skeet  

Ubique,  English  Country  Quartera  and  Eastern  Bivouac,  Svo,  7«  6d ...  Skeet 


-  (Jfw.)  life  of,  by  J.  Sortain,  12mo,  8«  Ward.... 

-  {Wm.)  Tales  and  Recollections  of  the  Southern  Coast,  Ist  ser.,  fcap.  Svo,  78  6d  A,  Hall . 
'{W,C.)  Elements  of  Conveyancing,  Svo,  10s     Sweet. 


Cleavehiad  {C.U.)  Causes  and  Cure  of  Diseases  of  the  Feet,  Svo,  Za  6<2   Cincinnati. 

{Jno.)  Banking  System  of  the  State  of  New  York,  Svo,  24s    New  York  . 

Cleaver  (fTfli.)  Sermons,  Svo,  St    Hamilton  . 

Clegg  {Sam.)  Treatise  on  Architecture  of  Machinery,  4to,  64   Weale 

Manufacture  of  Coal  Gas,  Srd  edit.,  4to,  dl«  6c2 Weale.. 


Ckgbocn  (Geo.)  History  of  Ancient  and  Modem  Art,  2nd  edit.,  2  v.  12mo,  12s   Blackwooda 

{Hugh)  Forests  and  Gardens  of  South  India,  post  Svo,  12«    Allen  A  Co. 

(Jaa.)  System  of  Agriculture,  4to,  9a Simpkin 

Ckland  {John)  Thesis  on  Mechanism  of  the  Gubernaculum  Testis,  Svo,  Za6d Simpkin 

Clement  (J. IF.)  British  Pamassua,  12mo,  plain.  Is;  cold.  Ia6d  Boawortlt  ... 

{of  Alexandria)  Writings  and  Opinions  of,  by  Bp.  Kaye,  Svo,  12«  Bivington 

Ignatios  and  Polycarp,  Epistles,  transl.  by  Chevallier,  2nd  edit.,  Svo,  12s    ...  Bivington 


Clementis  Roman!  Recognitiones,  Syriacd,  P.  A.  de  Lagarde  edidit,  imp.  Svo,  21a Williams  A  N, 

C^einents  {Edw.)  Law  and  Practice  of  Bankruptcy,  Irekind,  1850,  Svo,  16s Stevena  

• (Geo.)  Guide  to  the  Customs  and  British  Tariff,  12mo,  6s Longman  

{HG.)  Pilgrimage  to  the  Holy  Places  of  Palestine,  post  Svo,  3i  6<2   J.H.AJJ^arker\ 
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Olementa  (^./.)  Lord  Mieanlajr,  his  Life  and  Wriiings  Two  Lechires,  er.  Sto,  3»  M  Whittaher iS^o 

(LordE)  On  PoTerty  in  Ireland,  8vo,  ^6d     Rid^wtrf 1838 

demons  (Mm.)  Manners  and  Cnstomi  of  Society  in  India,  post  8vo,  9s Smith  Jk  Eidtr  1841 

CIcndon  {j.C.)  Observations  on  Bsctnction  of  Teeth,  12mo,  4»  ffiffhlof 1844 

Clere  {Mita)  Ooloners  Daughters ;  or,  life  is  but  a  Dream,  p.  8vo,7s  6(f,i858;  2e.,5s  Xitbet i86a 

ClerwrList,  8ro,  10s O.Cox  Annual 

Clergyman's  Companion  to  Dirinc  Service,  roy.  8vo,  2s  6rf Masten 1847 

"-——Instructor;  Tracts  on  Ministerial  Duties,  Sro,  6*  6rf JJ{,AJ.Parkeri%^'i 

^—.^..^^  Orphans,  a  Tale,  18mo,  Is  6<f    ffouUton^    1850 

Clerical  Directory,  Biographical  and  Statistical,  roy.  8vo,  12s CrocJcford i860 

■  Bconomics,  Hints,  Rural  and  Household,  fcap.,  3«  M    Grifin   184a 

Clerk  {John)  EtJ^hings  chiefly  of  Views  in  Scotland,  1773-1779,  folio    BanmaiyneCiubi^T^s 

'  Law  of  Elections  and  Committees,  1857,  post  8vo,  21s Sweet 1857 

-'— (iT.Af.)  Baptism,  Confirmation,  and  Communion,  12mo,  3s  6<f Darton  1650 

Clerk's  Instructor  and  Bfanual,  fcap.  8vo,  Is Ward  A  Lock. .i%^* 

Clermont  (//or(f)  Guide  to  Quadrupeds  and  Reptiles  of  Europe,  er.  8vo,  7s  Van  Voor^  .--iSs? 

Clery  (^ons.)  Journal  in  the  Temple  during  Captivity  of  Louis  XVI.,  cr.  Svo^  2s  6<2    Ja». Btackwood  i860 

Cleve(a)  Book  of  Inventtona,  12mo,  Is  ^ ^""^ '*4* 

Hinta  on  Domestic  Sanitation,  12mo,  Is Churton 1848 

"—^  (/>.)  Tales  and  Sketches,  Historical  and  Domestic,  8vo,  10s  6<i    Longman  1838 

—  {E.)  Lectures  on  tiie  Character  of  CromweU,  12mo,  3s  6<i    ffamdUon  1848 

—  (V?.)  Poems  relating  to  the  Church,  fcap,  8vo,  2s    Rivington 1843 

Cleveland  (CD.)  Compendium  of  English  Literature,  8vo,  14s,  1849;  post  8vo,  7s  6(i  Bennett 1850 

■  {R.J.)  Narrative  of  Voyages  and  Commercial  Enterprises,  roy.  8vo,  8s  6d  Moxon 184a 

Cleveland,  a  Tale  of  tiie  Roman  Catholic  Church,  post  8vo,  10s  6cf   Bentfey  1847 

Clerer  Boys  of  Our  Time,  sad  How  they  became  Famous  Men,  3rd  ed.,  fp.  8vo,  Ss  6d  Darton  1861 

—- Clirenee,  and  other  Funny  Stories,  4to,  2s Nelson   1855 

■■  Girls  of  Our  Time  and  how  they  became  Famous,  2  e.,  fp.  8vo,  8«  6d ;  ilL  6s  Darton  186a 

Clifie  {C.P.)  Book  of  North  Wales  ;  its  Scenery,  Antiqnities,  &c.,  12mo,  5s    Hamilton  1850 

'    '  South  Wales;  its  Scenery,  Antiquities,  &c.,  12mo,  3s  6<i   /familton  1848 

— (/fid. £r.)  Notes  and  Recollections  of  an  Angler,  12mo,  5s  Hamilton  i860 

* —  {Leigh)  Sceptic,  and  other  Poems,  12mo,  5s  .^ Simpkin 1836 

Ctifibrd  {Chan.)  How  to  Lower  Ships'  Boats,  plates,  roy.  8vo,  Is Simpkin     1855 

■  {Edm.)  Edward  L,  Greatest  of  the  Plantagenets,  8vo,  12s    Bentleg  i860 

*      '      (Edw. )  Fractional  Arithmetic  Exemplified,  12mo,  8s  6(i Simpkin 1843 

Clifton  Religious  Tracts,  4  y.  12mo,  10s Burnt    1854 

Tales  and  Narratives,  2  v.  12mo,  5s Bums    i860 

Clington  (A.H.)  Frank  0*Donnell;  a  Tale  of  Irish  Life,  cr.  8vo,  5s Dufg i86r 

Clint  {A.)  Guide  to  Oil  Painting,  12mo,  Is  Roimey 1855 

Clinton  {C.P.)  Campaign  with  the  Christines,  1838-39,  post  8vo,  2s  6d    Jat.  Bohn 1843 

—— (C?./.)  DoctrioAl  and  Practical  Sermons,  post  8vo,  6» Painter 184a 

■  (ff-P-)  Autobiography  and  Literaiy  Remains,  poet  8vo,  9t  6rf Longman  1854 

Fasti  Hellenici:Chronology  of  Greece,  V.  1,  4 to,  30s J.H.A:J.Parktr\%^^ 

■■ V.  2,  34s,  184.1 ;  V.  3,  4to,  32s  J.H.d-J.ParteriSsi 

,— * .    ■  ■ Epitome  of,  8vo,  6s  6rf   J.H.^.Parker li^t 

'■  Fasti  Romani  :  Chronology  of  Rome  and  Constanlinople,  V.  1,  4to,  42*  J.HA'J.Parheri%^\ 

— V.  2,  Appendix,  4to,  27j  J.H.AJ.Parkeri%$Q 

■  Epitome  of,  8vo,  7s  6rf...  J,H.AJ.Parkerit$^ 


Clinton  Maynyard,  a  Tale  of  the  Worid,  the  Flesh,  and  the  Devil,  ix>st  8vo,  10«  6d...  Saandertd:  O.  .  i86a 

Clintons  (The) ;  or,  Deeps  and  Shallows  of  Life,  8  v.  post  Svo,  31s  6rf Bentley 1853 

Clissold  {Aug.)  Illustrations  ef  the  End  of  the  Church,  8vo;  ii» Simpkin 184k 

• Practical  Nature  of  Swedenborg's  Writings,  cr.  Svo,  6« Longman  1838 

— —  Principles  of  Apocalyptical  Interpretation,  3  v.  8vo,  24s  Newl>erg    '845 

■  — —  Spiritual  Exposition  of  the  Apocalypse,  4  v.  Svo,  42s Longman  1851 

' (//e«.)  Last  Hours  of  Christian  Men,  fcap.  3s Soc.P.CK.  ...n.  rf. 

Women,  12mo,  Is  8rf   Soc.P.CK,   ...  1853 


— — —  Eminent  Christians,  12mo,  8s  6rf Rivington  1848 

-  Lamps  of  the  Church ;  Lives  of  Eminent  Christians,  cr.  Svo,  9s  6<i  . . .  Rivington  1 86a 


Clitherow  {Marg.)  Life  and  Death  of,  by  Nicholson,  18mo,  3s T. Richardson..  \Z^<^ 

Olive  {Lord)  Life  of ,  by  G.  R.  Gleig,  post  Svo,  6s,  1848;  new  edit.,  3s  6d  Murray 1861 

*-— Memoirs  of,  by  Sir  J.  Midcolm,  3  y.  Svo,  42s Murmy 1836 

' {R,H.)  History  of  Ludlow  and  the  Lord  Marchers,  imp.  Svo,  31s  6rf    Van  VoorU    ...  1839 

Cloncurry  (/^oftf)  Life  and  Times,  by  Fitspatrick,  post  Svo,  6s  Simpkin >^5$ 

— — Himself,  Svo,  14s,  1849;  2  ed.,post  Svo,  7s  6d  Orr    1850 

Cionmel,  Stereoscopic  Illustrations  of,  with  letter-press,  by  W.  H.  Hemphill,  4to,  5/  5s  Bennett 1861 

Cloquet  {J»0.)  Anatomical  Description  of  Hernia,  transUted,  plates,  8vo,  5s  ..  .' Highley ^^3$ 

Close  {Pro,)  Church  Architecture  Scripturally  Considered,  12mo,  Ss  6c2     Hatchard i  S44. 

' Critical  Examination  of  **  Essays  and  Reriews,"  Svo,  2s   Hatchard 1861 

Discourses  on  Genesis,  12mo,  6s Seeley 1841 

the  Parables,  12mo,  4s  6rf Seeley 184a 

■  Eighty  Sketches  of  Sermons,  with  Introductory  Essay,  sm.  4to,  5s  6<f  ...  Hatchard 1861 

——— Lectures  in  Passion  Week,  12mo,  5s Hatchard 1847 

'    ■  Sermons  at  Cheltenham,  Miscellaneous,  2  v.  Svo,  21s Hatchard  1840 

^ 'Occasional,  12mo,  5s  6rf   Seeley >843 

■  on  Catholic  Dootrineof  the  Second  Advent,  12mo,  2«  Crf Hatchard  1846 
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CHoae  (/Vv.)  Sermona  on  LeadiQg  TniUiB  in  the  LitaiTgf,  12ino,  5§ ffatehard 1844 

TjpieaX  Fenons  of  the  Old  Tteftament,  12ido,  6«    HtUehard i%4!^ 


Sketches  of  Sermons  on  YariooB  Sabjeets,  8to,  6«  Hatchard 1841 

-  (^V.)  Family  Prayers,  12mo,  1»  6d CUaver  1841 

-(/no.)  Book  of  Chromdee,  Tales  of  Westmoreland,  12mo,  St 6<i J.Thom<u 184a 


Closet  Rxerciaes,  12mo,  U HamiUon  1835 

Cload  <The)  with  the  Silver  Lining,  a  Stoxy,  12mo,  1« Lockwaod  1852 

doQgh  {A,B.)  Bothie  of  Toper-na-Fnosicb,  a  Vacation  Pastoral,  roy.  8to,  8f    MaaaiUan 1848 

• Greek  History,  from  Themistodes  to  Alexander,  fcap.  8to,  6< Lomgnnan  1860 

Pbems  :  with  a  Memoir,  fcap.  Svo,  d«  MaemUlan i86a 

Glorer  Cottage;  or,  I  can't  Get  In,  a  Novellette,  12mo,  fit ChajmandtH,  1856 

Cbves  {John)  Bssaya  on  Christian  Temper,  12mo,  1«  6<i    Hodton 1858 

— ^— Memoir  of,  by  Himself,  with  Letters,  Sto,  5f6<i    Hodton 1849 

Miracles  of  Onr  Saviour  Explained,  12mo,  2# Ifodton 1839 

'  MisoellaneooB  Thooghts  and  Obeerrations,  8to,  Si  Hodson 1835 

durables  of  Oar  Saviour  Explained,  12mo,  2f  id    Hodmm 1839 

Translation  of  St.  Matthew,  8vo,  6s  M^   1840;   Mark,    4j,    1858; 

Lnke^  8f  6<2,  185a  ;  John,  7s  6<i,  1853  ;  Pfeabns,  lOs,  1849    ffodson v,  y. 

Treatise  of  Delights,  8vo,  2»  9rf    Hodson 1846 

-  Twelve  Hoars  of  the  Day,  12mo,  2s Hodtm 1840 


(W.)\Aib€ij  by  John  Davison,  fcap.  8vo,  8s  6<i Ward 1854 

Clnbsof  London;  their  Anecdotes,  History,  sad  Eales,  18mo,  2s  6<i   H.  Adams 1853 

<Mn]ej(9rin.)  Philosophy  of  Chess,  poet  8vo,  2s  WhiUaker 1857 

Clalov  {W,B.)  Aphorisms  and  fieflections,  post  8vo,  12s Murray 1843 

Cinnie  (/iM.)  Piath  of  Life,  12mo,  Is  (M  Jack90HiSBW...i%i6 

aatterboek  ((TmO.)  Edith  of  Glammis,  8y.  postSvo,  81s  <M Smitkdg  Elder  1836 

{Hm.)  EflBay  on  Administration  of  Blood-letting,  roy.  8vo,  dt Highley 1840 

— -^— ^— ^-^— —  Inflammation,  and  its  Varieties,  8vo,  8s HigkUy 1846 

Pyrexia;  or.  Symptomatic  Fever,  8to,  6s   Highley 1837 

{J,B,)  Port  Philip  in  1849,  12mo,  8s    ParlrercC; Son...  18 50 

(/.C.)  Agricultore  of  Berkshire,  8vo,  Is;  d.,  Is  6<2 WeaU 1861 


CIntton  {Hen.)  Bemarks  on  Domestic  Architectare  of  France,  foL,  68s DaydsSwi 1853 

ay  da  (/as.)  Elementary  Geography,  12mo,  Is  6(< HamUUm  i86<» 

Greek  Syntax,  with  a  Rationale  of  the  Constructiona,  2nd  e.,  cr.  8to,  4s  HamiUon  i860 

Bomaic  and  Modem  Greek  compared  with  Ancient  G^k,  8vo,  8s   Simpkin 1855 

Sdiool  Geography,  6th  edit,  12mo,  4s  Hamilton i86a 

Clyne  (iVorr.)  Ballads  and  Lays  from  Scottish  History,  12mo,  6s   HamiUon  186a 

Romantic  Scottish  Ballads,  and  Lady  Wardlaw's  Heresy,  8vo,  Is   Longman  i860 

Cbad  (Jno.)  Wonderful  Providence  of  God  during  the  Rebellion,  1688,  12mo,  4s  6d    Longman  1849 

Coals  ((?.i9.)  Manual  of  Photography,  12mo,  8s  Philadelphia...  12$$ 

CoaUtimi  Goide  :  Poetical  History  of  1868-54,  12mo,  Is    WarddtLock    1854 

Coatea  (2>.)  Christianity  the  Means  of  Civilisation,  12mo^  6s  SeeUy 1837 

—  New  Zealandera  and  their  Landa,  8vo,  Is HtUdiard  1844 

( Jfirt. )  Oar  Willie ;  or,  Home  Teaching,  12mo,  8s  6<£,  Binm,  1 854 ;  18mo,  U6d...  Tegg  1858 

—{CapL  IT.)  Geography  of  Hudson's  Bay,  1727-61,  4to   Hdeluyt  8oc,...i%s% 

{W,B.)  Edwy  and  BIgiva,  a  Tale  of  the  Tenth  Centary,  12mo,  3s  HouhUm   185a 

—  (W.M,)  Natore  and  Treatment  of  the  Club-foot,  8vo,  2s  6<2 BaUUire    1840 

Cobb  <&)  Black  Knight;  or,  the  Unknown  Crusader,  poet  8vo,  U6d  Lea     i860 

Cobbe  <C)  Short  DirBCtioas  in  Cases  of  Accident,  12mo,  2s  Headland 1852 

Cbbbett  (JiMis)  English  Housekeeper,  3rd  edit,  12mo,  6s,  184a  ;  new  edit,  8s  6d...  Qrifin    n.d. 

(/.P.)  Latin  Grammar  for  English  Boys,  12mo,  2s    Qrii^    1835 

— lAwof  Pawns  and  Pledges,  2Dd  edit,  12mo,  6s    Blenkam  1849 

{Wm.)  Advice  to  Toung  Men  and  Women,  new  edit,  fcap.  8vo,  2s  6d Oriffin    1861 

■■  Cottage  Economy,  new  edit,  12mo,  li  6d  Oriffin    n.d, 

— English  Gardener,  new  edit,  12mo,  8s  6d  Oriffin    n.  d. 

— — — Grammar,  new  edit,  12mo,  2s    Oriffin    1861 

—  Spelling-Book,  12mo,  Is  Oriffin    n.d. 


French  Grammar,  11th  edit,  by  J.  P.  Cobbett,  12mo,  8s  6<i    Oriffin    1861 

Exercises,  with  Key,  12mo,  2s    Oriffin    n,  d. 


■        Hist,  of  the  Protest.  Reformation,  2  v.  12mo,  ea.  2s  6d  ;  in  1  v.  4s  6(i  Dolman 1846 

-^_  Italian  Grammar,  12mo,  8#  6d H.Bohn 1835 

Legacy  to  Pkraons,  18mo,  Is  6d,  1835  ;  Legacy  to  Peel,  18mo,  Is  6d    Cobbett 1836 

life  of,  12mo,  7s    F,  Mason  1835 

— Political  Works,  Selections  from,  6  v.  8vo,  60s  Oriffin    1848 

Poor  Man's  Friend,  12mo,  Is.... Ort^n    n.  d, 

Roial  Rides  in  Surrey,  Kent,  &c,  12mo,  8s  6d Simpkin 1859 

CobUn  (/si^.)  Bible,  Analytical,  12mo,  7s  6(^  Partridge 1846 

— — — — ^—  Child's  Commentator,  sq.  8vo,  10s  6rf    Wa/rd 1843  ' 

Commentary  Condenaed,  imp.  8vo,  80s;  small  4to,  21s  Ward 1839 

— — — — ^— — People's  Pocket,  new  edit,  12mo,  8s    Partridge 185a 

Portable,  12mo,  8s Partridge 1846 

■  Domestic,  with  Notes,  Blaps,  &c.,  4to,  30s Parin'cit/e...  1849.52 

• Oriental,  with  Notes,  poet  8vo,  18s  6d  Partridge 1850 

Reader's  Hand-Book,  82mo,  2s  6c; KnighiAS<m...\%S9 

—  Bemembranoer,  16mo,  2s Partridge 1851 
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Cobbin  (/n<7.)  Bible,  School  Hand-Book  to,  18mo,  2<   Te^g  iM 

Book  of  Popery,  a  Manual  for  ProtestantB,  18mo,  2»  Berger   184.0 

Classical  English  Vocabulary,  6th  edit.,  12mo,  8» Simpkin i860 

Descriptive  New  Testament,  Notes  and  Plates,  post  8vo,  Zs  6d   JRoat ledge  i86a 

— Elementary  Steps  to  Geography  and  Astronomy,  18mo,  It Ward 1846 

^— — Elements  of  Arithmetic,  18mo,  1»,  1846;  English  Grammar,  ISmo,  1«  Ward 1849 

Geog.,  18mo,  l»6<i,  1852;  Spelling  and  Reading,  18mo,  Sd  Ward 1838 

Evangelical  Synopsis,  Old  and  New  Testament,  3  v.  imp.  8vo,  80« Berger  1849 

New  Testament,  separate,  imp.  8vo,  25<  Berger  1840 


Gh^mmatical  and  Pronouncing  Spelling  Book,  14th  edit.,  12mo,  Is  6d  Simpkin     1853 

Instructive  Reader,  6th  edit.,  12mo,  2«  6<i    Simpkin 1852 

Memoirs  of  my  Dog,  16mo,  2»  6rf Berger   1839 

Moral  Fables  and  Parables,  S2mo,  1» Ward 1840 

Scripture  Comparisons,  18mo,  2«   A.HaU 1840 

Explained;  or,  Bible  Dictionary,  6th  edit.,  18mo,  1«  6<i....:.  Knight  «£r  Son   1861 

Light  in  Popish  Darkness,  18mo,  1» Partridge 1851 

■  Proverbs  for  the  Young,  18mo,  2«6(i A.Hall 1841 


Cobbold  (Bich. )  Bottle  (The),  a  Poem,  with  Cruikshank's  Plates,  folio,  2s    Bogue    1 848 

Canticles  of  Life,  12mo,  8» MozUy  1858 

Comforter;  Addresses  from  the  Book  of  Job,  12mo,  fit Painter :i85o 

Preston  Tower;  or,  Days  of  Wolsey,  8  v.,  31s  6i2,  1850;  12mo,  U6d  Simpkin 1850 

Lecture  on  the  Character  of  Woman,  8vo,  Ss  M  Sauhdertd^  O.  1848 

Marg.Catchpole,2v.l2mo,12«,(7o/6urii,45;  p.8vo,10s  6^,47 ;  12mo, 2a  Simpkin 1852 

Mary  Anne  Wellington,  3  v.  31 »  6rf,  1 846 ;  p.  8 vo,  10s  6rf ;  12mo,  Is  6d  Simpkin 1859 

Proverbs  of  Solomon,  in  Prose  and  Verse,  12mo,  5< Painter 1850 

Union  Child's  Belief;  Letters  on  the  Creed,  12mo>  Is  6d Simpkin 1855 

Voice  from  the  Mount;  Pastoral  Letters,  12mo,  8s  C.Wright  1848 

Toung  Man's  Home;  or.  Penitent  Returned,  post  8vo,  lOt  6d Saundertds  O.  1848 

Zenon  the  Martyr,  8  v.  postSvo,  21«,  Colbum,  1849;  12mo,  1$M...  Simpkin 1855 

(B.II.)  Pictures  of  the  Chinese  drawn  by  Themselves,  post  8vo,  9s Miura/g 1859 

Cobden  (/.C.)  White  SUves  of  EngUnd,  12mo,  9»  Awicver,  U.S.  1853 

Cobham  (Lord)  Life  and  Times  of,  by  T.  Gaspey,  2  v.  8vo,  21s Cunningham. ..124^ 

Cobwebs  to  Catch  Flies,  First  and  Second  Series,  12mo,  ea.  Is;  in  1  v.,  2s Loekwood  185a 

Cochin  {M.)  Instructions  on  Prayers,  &a,  of  the  Mass,  by  Walter,  or.  8vo,  it T.  Bi^J^ardton  1854 

Cochrane  (A.B.)  Ernest  Vane,  a  Novel,  2  v.  post  8 vo,  21s Colbum 1849 

Florence  the  Beautiful,  a  Novel,  2  v.  post  8vo,  21s Ifur^ttkB 1854 

Lucille  Belmont,  a  Novel,  3  v.  post  8vo,  81s  6d Colbum 1848 

Morea,  and  other  Poems,  post  8vo,  8s  6d Sanndertd:  O.  1841 

Young  Italy, post  8vo,  10s  6d   ParkerikSan   1850 

'  (^«o.)  Economy  of  the  Law,  8vo,  Is    B.Wilton  1856 

•  Wanderings  in  Greece,  2  v.  8vo,  24s Colbum 1837 


{Jas.)  Companion  to  Sacrament  of  the  Lord's  Supper,  16mo,  Is  6(1 Hamilton  185 1 

Discourses  on  Difficult  Texts  of  Scripture,  12mo,  5s  Hamilton  1851 

•  Peculiar  Texts  of  Scripture,  12mo,  Ss  6<2 Simpkin 1848 

the  Last  Things,  cr.  8vo,  6s  A.HaU 1855 


— Manual  of  Family  and  Private  Devotion,  new  edit.,  post  8vo,  4s  ...  Simpkin i860 

• Protestant's  Manual,  12mo,  6s  6d Longman  1839 

• Sonnets  and  Miscellaneous  Poems,  post  8vo,  4s Oroombridge  ...iZ^^ 

World  to  Come;  or,  Kingdom  of  God,  2nd  edit.,  12mo,  6s  Hamilton  1852- 

Cock  (Edw.)  Anatomy  of  the  Nerves  of  Head,  Neck,  and  Chesty  12mo,  4s   H.Jaekton 1839 

Student's  Ghiide  for  Dissecting,  fcap.  7s A.Schlott  1835 

Cock  and  Anchor;  a  Chronicle  of  Old  Dublin  City,  3  v.  post  8vo,  ^It  6d Longm/on  1S45 

Loi-elVs  Boat,  4to RoxburgheClubiitj 

Bote,  a  Satirical  Poem,  printed  by  W.  de  Worde,  post  8vo    Percy  Soc. 

Cockayne  (M.S.)  Adventures  of  Remarkable  Men,  Illustrated,  fcap.  8vo,  3s  6rf   Dean i860 

(Oawald)  Anglo-Saxon  Narratiunculse,  Epistola  Alexandri,  &c.,  8vo,  6s  J.R.Smith 1861 

' Seinte  Marherete,  in  Old  English,  now  firet  edited,  post  8vo,  7s  6rf  Longman  i86» 

' Spoon  and  Sparrow,  Fundere  and  Passer ;  or,  Eng.Roots,  8vo,  10s 6(2  Parker d: Son...  j96t 

(r.O.)  Civil  History  of  the  Jews,  "Joshua  to  Adrian,"  12mo,  it  6d  Parker  tk  Son...  i^^j 

Greek  Syntax,  with  Examples  for  Memory,  12ino,  Bt  6d  Parker «k Son...  1S46 

•  Outlines  of  History  of  France,  18mo,  Is  3(i    ParkenkSon.    1846 

' Ireland,  with  Questions,  18mo,  Is Parker ik Son... i^^t 

Cockbum  {A.E.)  Corporations  of  England  and  Wales,  8vo,  12s Longman  1835 

■  (Geo.)  First  Chapters  of  the  Church  of  England,  12mo,  4s  Longman   1842. 

(Lof'ci)  Memorials  of  his  Own  Time,  8vo,  14s,  1856 — red.  io7t6d Longman  i860 

— {W.)  New  System  of  Geology,  poet  8vo,  2tSd Colbum 1849 

(W.S.)  Massacre  of  St.  Bartholomew,  12mo,  6s  Parker <k Son...  t%i^ 

Cockerell  (C.B.)  Iconography  of  Wells  Cathedral,  4to,  21s— i«d.  to  10s  6<i J.H.dJ.ParkeriSsi 

Cockerton  (Jb^n)  Chronology  Made  Easy,  12mo^  2t6d C.H.Lav  1840 

Cockett  {Wm.)  Sermons  for  the  Times,  cr.  8vo,  2s  Hatchard 1861 

Cockin  {Jaa.)  Memoirs  of,  by  John  Cockin,  2nd  edit.,  12mo,  6s    Holdtworth 1841 

(/no.)  Reflections  after  Reading,  12mo,  8s  Ward 1843 

Cocking  (T.)  History  of  Wesleyan  Methodism  in  Grantham,  12mo,  4s  6d Simpkin 1836 

Cockle  (Jno.)  Essay  on  the  Poison  of  the  Cobra  di  Oapello,  8vo,  Is  Highley  A  Son  185a 

Cockrem  (^(iw.)  Tourist's  Guide  to  Torquay,  12mo,  4s Simpkin 1856 
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Go<^  (C.)  Bordeaux,  its  Winee,  and  the  Claret  Country,  poet  Syo,  8f  6d Longman 1846 

-  (2>r^.) Sea-Weed  CoUector'sGoide,  12nio,  2«6d VanVoorst    ...1853 

-  (WJP.)  Illustrations  to  '* Cooper's  Sargical  Dictionary/'  2  y.  8to,  51  9«  6d Longnuin 1835 

Treatise  on  Operative  Surgery,  8fo,  14# Longman 1837 

Cw^ton  {Btn,)  Lady  Felicia  ;  or,  the  Master  Passion,  post  8to,  5<,  1851  ;  n.  e.,  28...  H.Lta 1852 

Love  Match,  a  Novel,  8vo,  6«   H^.Jf.CTarit  ....1845 

Percy  Effingham,  2  v.  post  8vo,  15«,  1853  ;  new  edit.,  12mo,  2» JioutUdge  1862 

Skrtera;  or,  the  Fatal  Marriage,  8vo,  5» IT.i/.CVarfc  ....1851 

Stanley  Thorn,  3  v.  post  8vo,  2U6d,  Benlley,  1841  ;  new  ed.,  2« If.  Lea i860 

Steward,  a  Bomance,  8vo,  5« W.M. Clark,  ..1850 

Sylvester  Sound,  8vo»  13«  ;  new  edit,  2a;  Illustrated,  8vo,  6a    W.M. Clark,... iS4^ 

' Valentine  Vox,  post  8to,  8<  6<2,  H.Lea;  new  edit.,  12mo,  2s  RouUedge  1861 

Illustrated,  8vo,  10«— red.  to  6s    II.  Lea 1853 

Godd  {E.T.)  Sermons  to  a  Country  Congregation,  2  series,  12mo,  each  6s  6d    Masters 1855 

• Plreached  at  St.  Giles's  Church,  Cambridge,  12mo,  6s  6d  Matters 1846 

Code  of  ProceduTO  at  New  York  as  Amended  1851,  8vo,  21« Albany,  U.S.. ..i%si 

Codex  Alexandrinns  :  Novum  Teetamentum,  Gmecd,  edidit  B.  H.  Cowper,  8vo,  12s...  Williams  J:  iS^.  i860 

Diplomatleus  ^vi  Sazonici,  Opera  J.  M.  Eemble,  6  v.  8vo,  72« En.Hist.Soc,  1845-8 

Bxoniensis:  a  Collection  of  Anglo-Saxon  Poetry,  by  B.  Thorpe,  8vo,  20« Antiq.Soc. 184a 

Montf ortianns :  MS.  collated  by  0.  T.  Dobbin,  8vo,  lis  Bagster 1854 

Yaticanus  :  Novum  Testamentum,  Grsod,  edidit  Angelus  Mains,  roy.  8vo,  12s  WUliams  AN,  1859 

Oodrbigton  (^en.)  Preoes  Domestics  ;  Family  Pi-ayers,  8vo,  5« C.H.Luw  1850 

Coe  (6%a.C{ejn.)  Outlines  of  a  Christian  Faith,  cr.  8 vo,  2«  6(2  Wki^fidd   1862 

(Ww^)  Christian  Duties,  as  to  Holy  State  of  Matrimony,  12mo,  6s A. Hall J859 

Codefas  in  Search  of  a  Cook,  with  Divers  Recipes,  &c.,  sm.  cr.  8vo,  2s Jas,BlachDOod  i860 

Iaws  and  Practioe  of  Whist,  6th  edit.,  16mo,  2s  6d   Harduricke 1862 

the  Younger  in  Search  of  a  Wife,  Illustrated  by  Doyle,  sq.  cr.  8vo,  6s Hogg  d:  Sons...iS$^ 

Coesvelt<lf.(7.)  Gallery  of  Pictures,  roy.  4to,  iSs  H.Bohn 1836 

CdSa  (^.^.)  Guide  to  Health,  26th  edit.,  12mo,  6s,  1856;  in  French,  12mo,  is Author 1850 

in  German,  4«6rf;  in  Welsh,  12mo,  4s Author 1850 

Lectures  on  Medical  Botany,  12mo,  2« Author 1851 

Treatise  on  Midwifery,  12mo,  Zs6d    Author,  1853 

Nervous  Diseases,  12mOj2s6d Author 1851 

Coggeshall  {0-)  History  of  American  Privateering,  8vo,  16s    New  York 1856 

{W.T.)  Stories  of  Frontier  Adventure,  12mo,  6a    New  York 1862 

Coghlaii  {CHia.)  Love  and  Hate,  a  Drama,  post  8vo,  Is Triilmer 1857 

CooHi^LB  </^.)  GuiBB  Books  '. TriibMr 

Baden-Baden,  3s  6d,  i860.  Italy,  lOa,  1861. 

Brighton,  Is ;  plates,  2s,  1862.  Italy,  North,  2s  6dy  1861. 

Ccmtiiiental  Europe,  7s  6d,  1851.  London,  Is  6<2,  1849. 

BaUways,  Is,  i860.  North  Wales,  2s,  i860. 

Channel  Isles,  2s  6d,  1843.  Paris,  2s  6d,  1853. 

European  Tourists,  12mo,  22s,   1847.  Rhine,  Holland,  Belgium,  &c.,  1861. 


Italian,  German,  French,  and  English  Conversations,  12mo,  6s   Triihner 1837 

(Jos.)  Companion  to  Study  of  the  Scriptures,  8vo,  lis ...  ffoulston    1843 

Cogilatimis  of  a  Vagabond,  poet  8vo,  8s Boone 1838 

C(]«;swdl  ((7^41.)  Bauiy  on  Iodine  and  its  Compounds,  8vo,  5s Longman  1837 

i^Wm.)  Sermons  at  Hali&x,  Nova  Scotia,  2  v.  8vo,  each  12s i/^crfcAard..  1839- 47 

Co-heiresB  of  Willingham,  by  Cousin  Leigh,  12mo,  8s  6c(  Masters 1854 

Cobea(^.C)  Glory  of  the  Latter  House ;  or,  Promise  Fulfilled,  12mo,  5s  Wertheim  1845 

Coit  (r.  IT.)  Puritanism  ;  or,  a  Chuichman's  Defence,  fcap.  8vo,  9s    WiUy 1845 

Coke  {S^JS.)  Comment  on  Littleton,  Exercises  on,  3rd  edit.,  by  Hobler,  12mo,  6s  ...  Benning 1847 

Life  of,  byC.  W.  Johnson,  2  v.  8vo,  28s Colbum 1837 

(ifeis.)  A  Will  and  a  Way,  a  Novel,  2  v.  post  8vo,  21s IIurstAB 1858 

High  and  Low;'  Lifers  Chances  and  Changes,  3  v.  poet  8vo,  31s  6d Hurstd:B 1853 

Travels  from  the  Rocky  Mountains  to  Califomia  8vo,  14s Bentleg  1851 

(/T./.)  Vienna  in  1848,  post  8vo,  7s  6d  Bentley  1849 

{T.)  life  of,  by  J.  W.  Etheridge,  cr.  8vo,  6s Masm i860 


Coker  (C.)  Round  Robin,  fcap.  8vo,  Is E.PaithfuU   ...i86» 

CoU  Monti ;  or,  the  Story  of  a  Genius,  lUust.,  fcap.  8vo,  2s  6d   A. Hall 1849 

C-oibome  (Capt.)  Views  of  Burial  Grounds  in  the  Crimea,  &c.,  imp.  8vo,  21s  Ackermann 1857 

G/I brant  (Cor.)  Precis  d'Histoire  de  France,  16mo,  2s Ward 1854 

Colboni  {B,)  Evil  Star,  a  Novel,  3  v.  post  8vo,  31s  6cf— red.  to  15s Skeet 1853 

— : (Z.)  Steam  Boiler  Explosions,  8vo,  Is Weak i860 

afkd  Holley  (A.L.)  Permanent  Way  and  Locomotive  Boilers,  fol.,  42s...  New  York 1858 

Cokheiier  (Cha.Lortt)  Diary  and  Correspondence  of,  by  his  Son,  3  v.  8vo,  42s Murray 1861 

Coldingbam  Priory,  Inventories,  Account  Rolls,  and  Law  Proceedings  of,  8vo,  15s  ...  Surlees  Soc, 1843 

CoMweli  {W.E.)  Twenty  Sermons,  preached  at  Stafford  and  Sandon,  8vo,  8s    Longman  i860 

Cole  (A.W.)  Honeymoon — "Wedding  Gloves*  Series,"  12mo,  Is    Jas. Blackwood  1855 

Hope,  a  Tale  of  Chequered  Life,  3  v.  post  8vo,  31s  6d Newby    1853 

Legends  in  Verse,  12mo,  2s  Jos.  Blackwood  j^^^ 

Lonmer  Littlegood,  Esquire,  a  Tale,  12mo,  2s;  new  edit..  111.,  8vo,  10s  6(2  Jos,  BUickwood  1859 

—  Notes  on  the  Cape  and  the  Kaffirs,  post  8vo,  10s  6e2  Bentley  1852 

"Who's  Your  FriendT  8vo,  Is    Jos.  Blackwood  1855 

Wcvld  in  Light  and  Shade:  a  Series  of  Sketohes,  12mo,  2s Jos, Blachcood  1855 
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Oole(B.r.J7.)NewHetri<9ayenionof  thcFMlmsof  Dmvid,  12iim,  60 Sedeg 1S47 

*—  (E,8,)  Outline  Sketcbes  of  Old  Balldings  in  Brogos,  folio,  10<  6<2  Bell  ds  Daldy    1851 

(O.)  Contracton*  Book  of  Tools  and  Machines,  folio,  63s Buffcdo,  U.S...iisS 

{Oeo.)  I  am  a  Christian:  What  then?  Diaoourses,  12mo,  5t Nisbei    183S 

Tracts  on  the  Prajer  Book,  ISmo,  2s  6d Wertheim  i«55 

(/T.)  Day*8  Excureion  out  of  London,  fcap.,  2»  6<i,  18+3;  new  edit..  Is Bellik  JhUdp...iU9 

First  Bxercisesin  Light,  Shade,  and  Colour,  16mo,  U  HomUUm 1846 

Handbook  to  Canterbury,  fcap.,  8s  6<i BdLA  Daldr.-^lM 

Hampton  Court,  fcap.,  2«  6rf B€UADold^...i%\l 

National  Gallery,  fcap.,  8s  (W    firf/«fcI>flWy...iS45 

-Picture  OaUeries,  12mo,  Is  W Bdl^L Daldg...ii\z 

-Temple  Chureh,  12mo,  Is  Bdld:  DaUif...ii^Z 

■  Westminster  Abbey,  12mo,  «s    BeUd:J)aU^.,.ii^ 


HolidayB  Spent  near  London,  fcap.,  Is  6d   Brff  dfc  Ai% ..  iX4a 

{H.W,)  Law  of  Domicilof  Englishmen  in  France,  1867,  8vo,  7»  W Wildp 1857 

(John)  Sermons  at  Bridestow  and  Sourton,  DeTon,  12mo,  4s  6d  J.ff.dJ.PaHxri%s^ 

(/./.)  Military  Surgery  ;  or,  Field  PracUoe  in  India,  8vo,  8s Allen  Jk  Co.  ...185a 

{J.W,)  Life  and  Theatrical  Times  of  C.  Kean,  2  t.  p.  8vo,  21s,  i86o->r.  to  5$  Bentle^  1861 

-^— ^~  liTes  of  British  Generals  in  the  Peninsular  War,  2  ▼.  post  8to,  21s Benlle^ 1855 

Sketch  of  Russia  and  the  Russians,  12mo,  2s  6d    BaUUp 1854 

-  (/on.)  Meditations  and  Prayers  for  the  Sick,  18mo,  Is  8(2 Simpkin 1839 

{BoU,}  Art  of  Reading  Greek,  12mo,  Sa BivingUm  1836 

Forms  of  Oaths  in  Common  Law,  &c,  1859,  12mo,  2s Sweet 1859 

{RJ.)  Pantomime  Budgets  on  Questions  of  ihe  Day,  8yo,  2s   Ooss 1853 

— —  (Wm.)  Life  in  the  Niger ;  the  Journal  of  an  African  Trader,  post  8to,  6s  Saundert  ds  0.  i86a 

(W.O.)  Church  Pastors  and  Patrons,  12mo,  4s  M  Nisbei 1839 

{W,B,)  Law  and  Practice  in  Ejectment,  post  8vo,  30s    * Sweet 1856 

■  on  Criminal  Information,  12mo,  12s  6d    Sweet 1843 

Colebrooke  {SirEdw.)  Journal  of  Two  Visits  to  the  Crimea,  1864-66,  8to,  7« Bwme 1856 

*— {U.T,)  Essays  on  the  Religion,  &c,  of  the  Hindus,  8vo,  10s  6d WiUiawudeN.  1858 

Coleman  (Edw.)  Bills  of  Costs  in  Chancery,  1867,  12mo,  7s  6d iSf^rciw   1857 

\E.J,)  Scenes  from  the  Snow  Fields,  taken  1856-68,  imp.  foL  63s Longman  1859 

{Oeo.)  Lunar  and  Nautical  Tables,  roy.  8vo,  12s E.WiUon  1846 

— ^—  (Jno,)  Book-keeping  for  Farmers,  8to,  4s Bdfe 1861 

I  Historical  Essays,  8vo,  14s ffatchard  1852 

{Lym.)  Antiquities  of  the  Christian  Churdi,8T0, 16s,  Wiley,  1841 ;  r.8yo,6s6d  Ward     184s 

Church  without  a  Prelate,  Essay  by  Neander,  roy.  8to,  8s  Ward 1851 

— ^—  Historical  Geography  of  the  Bible,  12mo,  8s /.  (7AafiMa4i...i849 

Text-Book  and  Atlas  of  Bible  Gec^phy,  roy.  8vo,  58;  cold.  6$ Ward 1854 


-{Tho,)  Coming  of  Christ  in  his  Glory,  12mo,  Is  6d Jndd  ds  GUm  1859 

English  Confessors,  after  the  Reformation,  fcap.  8to,  4s  M £^1010 1861 

History  of  Daniel  and  his  Three  Friends,  12mo,  8s  M Judd  db  QUm   1858 

Memorials  of  Independent  Churches,  Northamptonshire,  12mo,  4s...  Snow 1853 

Redeemer's  Final  Triumph:  Lectures  I  Cor.  xr.,  12mo,  3s  Snow 1855 

Two  Thousand  Confesson  of  1662,  n.  e.,  with  additions,  fp.  8to,  8s  Snow 1861 


(TT.iS^.)  British  Butterflies,  12mo,  Is;  pUtes,  cold.,  Si  6<2  Boutledge  i860 

Our  Woodlands,  Heaths,  and  Hedges,  12mo,  Is  ;  phttes,  cokL,  Si  M  Boutledge  1859 


-(TT.r.)  Notes  on  Health,  How  to  Preserve  it  by  Diet,  ftc.,  fp.  8to,  Is Boutledge  i860 

Winter  Cough,  its  Nature  and  Treatment,  12mo,  Is Benakaw    1859 


Colen8o(^|i.)  Arithmetic  for  Schools,  n.  e.,  12mo,  4s  M  ;  Key  by  Maynard,  6s    Longman  1861 

Companion  to  the  Communion,  18mo,  2s  6d ;  cheap  edit..  Is MaemiUan 1855 

Elements  of  Algebra,  Pt  1,  n.  e.,  12mo,  4s  6rf  ;  Key  to,  6s   Longman  1861 

Pt.  2,  n.  e.,  12mo,  ^\  Key  to,  5t Longman  1851 

■  Smaller,  n.  e-,  18mo,  ls6<i;  Key  to,  2s  6d Longman  i860 

-Teacher's,  n.  e.,  8to,  12«6d;  Key  to,  12mo,  7s6c{  Longman  1855 


Eudid,  with  Problems,  18mo,  4s6<{;  with  Key,  6s  6d  ...  Longman  1861 

Equation  Pkpers,  with  Key,  12mo,  2s  6<2 Longman  1861 

Examples  in  Algebra,  with  Answen,  r2mo,  2s  6(i Longman  1848 

Geometrical  Problems,  with  Key,  18mo,  8s  6(i  Longman  1846 

Journal  of  a  Ten  Weeks*  Tour  in  Natal,  12mo,  b$ Macmilian    ...1855 

Ordination  and  Missionary  Sermons,  12mo,  Is Macmilian     ...1855 

Pentateuch  and  Book  of  Joshua  critically  examined,  Pt.  1,  8to,  6$    ...  Longman  1861 

Plane  Trigonometry,  Pt  1,  12mo,  8s  6<i  ;  Key  to,  8»  6if  Xos^nnais  1861 

— Pt.  2,  12mo,  2«6<i;  Key  to,  6s    Lof^fman  1859 

•  12mo,  oomplete,  Be  ;  Key  to,  8s  6<2 Zof^m«m  1861 


— St.  Paul's  Epistle  to  Romans,  newly  translated,  cr.  8vo,  7s  64 MacmUlan 1861 

—  Text-Book  of  Elementaiy  Arithmetic,  18mo^  Is  9d  ;  with  Key,  2s  ScE .  Longman  1861 

Village  Sermons,  18mo,  2t  64 Macmittan 1853 

Coleridge  {Bp.)  Charges  and  Addresses,  8vo,  10s  Hd    Bivington  1835 

(Dew.)  Sermons  on  Character  of  the  Church,  8vo,  12s  64 Parker d:  Son... li^^ 

^—(iTare.)  Essays  and  Marginalia,  2  y.  12mo,  12s   Moxon  1851 

Lives  of  Northern  Worthies,  8v.  12mo,  16s,ifo«m,i85i— red.to9s...  H.Bohn 1851 

Poems,  with  Life  by  D.  Coleridge,  2  v.  12mo,  12s Moxon  1851 

{fferb.)  Dictionary  of  the  Oldest  Words  in  the  Eng.  Language,  r.  8vo,  2s  6d...  Jffotten   1862 

■ •  GloBBarial  Index  to  English  Literaton,  18th  Gento^,  Sro^  61 TriUmtr 1859 
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O^eridge  (ff.N,)  Introdaetioii  to  Stady  of  Gh«ek  Claade  Poets,  12mo,  6»  M Murray 

Six  Months  in  the  West  Indies,  in  1825,  18mo,  3$  6d  Tegg 


{J.D.)  Oompanion  to  the  First  Lessons,  12ino,  Sa  6(2 Rivington 

Family  Prayers,  6th  edit.,  18mo,  1<  6cf  JUvington 


-{SirJ,T.)  Public  School  Bdacation,  a  Lecture,  fcap.  8to,  2< Murray . 

iS.T,)  Aids  to  Befleetion,  by  fier.  D.  Coleridge,  9th  edit,  12mo,  6$  Mox<m  

Biographia  Literaria  ;  Life  and  Opinions,  8  t.  12mo,  18j.... Moxon   

Confessions  of  an  Inquiring  Spirit,  12mo^  4« Moxtm  

Constitution  of  Ghuieh  and  State,  4th  edit.,  12mo,  St Moxon  

Dramatic  Works,  new  edit.,  12mo,  6« Moxon   

Bssays  on  his  Own  Times,  St.  12itto,  18f  Moxon    

Friend;  a  Series  of  Essays,  St.  12mo,  ISt  Moxon  

Hints  on  Formation  of  a  Theory  of  Life,  poet  Sto,  4s  CkwrkiU  .... 

Lay  Sermons,  Srd  edit,  12mo,  5t    Moxon  

Lectnreson  Shakspeaze  and  Milton,  ed.  by  Collier,  8vo,  12s— r.  to  Si  6<i  H.  Bohn 

Letters,  Conrersations,  te,  by  Allsop,  post  8vo,  Si  Oroombridge  . 

-Cottle,2T.p.8vo,18#,i836;2e.l0«6(i  BouUUm 


life,  by  James  (Tillman,  8vo,  10s  6(2 Pickering  . 

Literary  Bemains,  by  H.  N.  Coleridge,  4  t.  8to,  45s    Pickering  . 

Notes,  and  Lectures  upon  Shakspeare,  &o.,  2  t.  12mo,  12s Moxon   ... 

on  Bnglish  Dirines,  2  t.  12mo,  12« Moxon   ... 

Theological,  Politioal,  and  Miscellaneous,  1 2mo,  6m    Moxon 


Poems,  18mo,  8s  6d;  12mo,  n.  ed.  6f,  Moxon^  ^^S^  >  24mo,  8f...  BeU  A  Daldy 

Baven,  a  Christmas  Tale  for  Touth,  12mo,  5«    Ackermann   .. 

Bime  of  the  Ancient  Mariner,  Illustrated,7s6d^i857;n.e.,p.8T0^5t  Low  

Btchings  by  Scott,  folio,  42«  Ackermann    .. 

'  and  other  Poems,  82mo,  Is  6d Oroombridge  .. 


Specimens  of  Table  Talk,  2  t.  fcap*  15s,  1835  ;  1  t.  6s   Mwrray, 


(iSora)  Phantasmion,  a  Tale,  12mo,  9s Pickering  

Pretty  Lessons  for  Good  Children,  5th  edit,  12mo,  2s Parker  A  Son 


Coles  {CapL)  Musketry  Catechism  both  Serrices  and  Bifle  Clubs,  Srd  ed.,  er.  8to,  2s  C^owet 

{EU.)  Treatise  on  QMlb  Sovereignty,  12mo,  2t  6d,  Tegg,  1856  ;  12mo,  4s   ...  Palmer 

cr.8TO,4s,i854.;byStanford,cr.8TO,3s6<i  Hamilton  

(/a».)  Sinnal  Affections,  and  Prone  System  of  Treatment,  12mo,  6s  HouUUm    

Coley  (/as.)  Journal  of  the  Sutlej  Campaign,  1845-46,  12mo,  4s  SmitkdtSlder 

i/M,)  Treatise  on  Diseases  of  Infants  and  Children,  8to,  14s Longman  

ColUe^  de  Yocabulos  usados  na  Provincia  de  S.  Pedro  do  Bio,  12mo,  2s6d TrUbner 

CalleetaDea  Arehseologica:  Papers  of  British  Archseological  Association,  V.  1,  4to,  82s  Longman  

CoUeeiOT  de  Autores  Bspanoles,  V.  1  and  2,  12mo,  each  8s TrUbtier 

Cofleetian  of  Latin  Stories,  illust.  of  the  Fiction  of  Middle  Ages,  by  T.  Wright,  p.  8to  Percy  Soc 

Ordinances  for  Boyal  Household,  4to,  fis Antiq,  Soc 

Poetry  for  Practice  of  Blocution  for  Ladies,  12mo,  2s  M  WalUm 

Tales  and  Novels  of  German  Writers,  12mo,  6$ Thimm  

C<iIleetifdrSiindayBand  Holydays,  on  Cards  in  a  Case,  2s  6d Whittaker 

Holidays,  in  Yem,  18mo,  8s Maiehard 


C<dlege  life,  by  the  Author  of  "Verdant  Green,"  new  edit,  fcap.  8vo,  Is  Kent 

' Khymes^  by  Membenof  Oxford  and  Cambridge,  8  t.  post  8to,  each  4s6cE WhiUaker  ...i86i-a 

CoUes  {Abr.)  Lectures  on  Theory  and  Practice  of  Surgery,  2  t.  12mo,  10s Simpkin.. 

Obserrationa  on  Syphilis,  and  Use  of  Mercury,  8yo,  9s Shertoood 


O^nett  (/no.)  City  of  the  Dead  and  other  Poems,  12mOf  l£ardwicl^iS$g;  2nd  ed.,  5s  Longman 

CoUetta  (Oen.)  Histoxy  of  Nl^>les,  transL  by  Homer,  2  t.  8to,  24s-~red.  to  lOf   B.  Bohn.,. 

Collette  {CB.)  Handy  Book  of  Company  Drill  and  Practical  Instruction,  cr.  8to,  Is    BouUton 


Milner  Befuted,  2  Pts.,  8vo,  each  5s W.Penny  ...1856-7 


Novelties  of  Bomanism,  8to,  4s W.Penny 

Pope*s  Supremacy,  a  Thing  of  Priestoaft^  8vo,  2f  6(2 Boeworth   ... 

■ Popish  Infallibility,  12mo,  Is  AMall 

Prue  Eaeay  on  Moldem  Heavy  Artillery,  8vo,  Is Bardtricke... 

—  '    Bomanism  in  England  Exposed,  12mo,  Is  6d A. Ball  

— ; Wiseman's  Popish  Literary  Blunders  Exposed,  post  8vo,  Bs A. Hall 

Collier,  Coleridge,  and  Shakespeare,  by  Author  of  "  Literary  Cookery,"  8vo,  5s Longman  ... 

Collier  (ilr«&.)  Memoirs  of  his  Life,  &c.,  by  Benson,  8vo,  6s Lumley  

{Cka.)  Principles  of  Education  Physiologically  Considered,  post  8vo,  Zs6d...  Nutt  

{O.F.)  Code  of  Safety  ;  or,  Laws  of  Epidemics,  8vo,  7s  6d Longman  ... 

Paradoxology  of  Poisoning,  12mo,  2s    C.B.Clarke 

Tnanslation  of  the  New  PharmacHjpoeia,  Srd  edit,  8vo,  9s Longman  ... 


•  {Jer.)  Ecclesiastical  History  of  Great  Britain,  9  t.  8vo,  94s  6d   Straker 

Pearls  of  Great  Price,  Maxims  and  Befleetions,  18mo,  2s  6(2 Virtue 

{J. P.)  Criticisms  on  the  Bar,  12mo,  6s Simpkin 

Facts  regardingtbe  Life  of  Shakspeare,  post  8vo,  8s  6d llo£i  ... 

Works  of  Shakspeare,  post  8vo,  3s  6d Bodd 


Five  Old  Plays :  Early  Progress  of  English  Drama,  4to BoaoburgheClub 

Memoirs  of  Edw.  Alleyn,  Founder  of  Dolwich  College,  8vo   ShakespeareSoc. 

Notes  and  ftnendations  to  Text  of  Shakspeare,  8vo,  14s Whittaker 

Beaacms  for  a  New  Edition  of  Shakespeare's  Works,  Svo^  Is  Whittaker 

Beply  toMr.  N.  Hamilton,  8vo,  2s6d BeUdcJMUdy... 
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Collier  (/.P.)  Shakespearo's  Library,  2  ▼.  8to,  21t Jlodd 1S43 

(if.)  Poetic  Bffuaiona,  4th  edit.,  fcap.  8to,  8« Butaell   1851 

(R.P.)  Railway  Clauses,  Statutes,  &c.,  by  Macoamara,  12mo^  14i Btnning 1857 

-  Treatise  on  Law  relative  to  Mines,  12mo,  8i  Benning 1856 


-(TF.iP.)  Great  Events  of  History,  12mo,  2»  6rf Neltan   i860 

'-^ History  of  English  Literature,  sm.  cr.  8yo,  9$  6d  Nelson    1861 

•  School  History  of  the  British  Empire,  cr.  8to,  2j NeUon    1858 


Colling  (/.iT.)  Details  of  Gothic  Arohitectnie,  V.  1  and  2,  4to,  each52<  6d BdLJs  Daldy...i%s'^ 

Gothic  Omamente  of  Great  Britain,  2  v.  4to,  11 10«  BeUAI>aldyi%j^%-s^ 

CoUingridge  (A.)  Night  near  Windsor ;  or.  Port  Boyal  Annals,  12mo,  8s Prater    1838 

CoUingwood  \Q.h.)  Alfred  the  Great,  a  Poem,  8vo,  Oi  W  Rxdrptiay    1836 

• (/no.)  Sermons  on  the  Church,  8vo,  9s lUvmgton  1850 

Collins  (Cha.)  Green  Leaves  ;  or.  Lays  of  Boyhood,  12mo,  3s Painter 1844 

(C.A,)  Cruise  upon  Wheels  :  Wand,  in  France,  2  v.  cr.  8vo,  21s ;  2  e.  fo.  8vo,  5s  RauUedge  i86a 

— Eye- Witness  :  "  Seeing  is  Believing,"  cr.  8vo,  5s Low    i860 

New  Sentimental  Journey,  poet  8vo,  8s Chapman  A  H.i%$^ 

(C.J.)   Dick  Diminy  ;  or.  Life  and  Adventures  of  a  Jockey,  12mo,  2s C.  If.  CZar£«... 2854 

(C,T.)  Perranzabuloe  ;  or,  the  Lost  Church  Found,  post  8vo^  8s    BivingUm  1836 

(C.W.)  Handbook  of  Photography,  12mo,  Is  6d  PvlgUeh.lnstU,i%sz 

{O.W.)  Stamp  Laws  Considered  as  to  Deeds,  &c.,  8vo,  21s  MaxwU 1841 

(Jno,)  Essays  on  Constitutional  Reform,  or.  8vo,  2s  6(i  Longman   1859 

Fall  of  Man;  a  Poem  on  Creation,  post  8vo,  7s  6cf  Longman  1856 


{Mori,)  Idyls  and  Rhymes,  12mo,  Ss   Orr 1855 

(M.t!)  Gertrude,  a Tra^y,8vo,  4s    Simpkin 1849 

(Bobt.)  Practical  Treatise  on  Midwifery,  8vo,  12s  6<i Longman  1835 

Sketch  of  the  Life  and  Writings  of  Dr.  J.  Clarke,  8vo,  Os  6<2 Longman  1849 

{R.N.)  Sunday  School  Teacher*s  Companion,  12mo,  4s ffouUUm 1844 

{Thos.S  Perfect  Ready  Reckoner,  new  edit.,  82mo,  Is BouUtan    i860 

-  {Wm,)  Poems,  Life  by  Sir  E.  Brydges,  fcap.  8vo,  5s Pickering  1853 

Memoir  by  Nicolas,  12mo,  8s  6<< BtU^S:  Ikddg...jSsS 

■  Goldsmith  and  Warton,  Poems,  by  Gilfillan,  8vo,'4s  6d Nisbet    1854 

■  Pamell,  Gray,  Warton,  &c..  Poems,  by  Willmott,  12mo,  5s BouUedge 1855 

-  and  Beattie,  Poems,  edited  by  Miller,  post  8vp,  12s Bogtie    1850 


(TT.)  Treatise  on  Weights  and  Measures,  12mo,  Is L^ngman^ 1848 

—(fT., J2.il.)  Memoirs  0^  by  his  Son,  2  v.  post  8vo,  21s Longman  " 1848 

(IF.fF.)  After  Dark,2v.poet8vo,21s,i859;ill.ed.,cr.8ve,5s,i862;12mo,2s6<f  Smiihd:Elder  1856 

-. Antonina  ;  or,  the  Fall  of  Rome,Sv.p.8vo,81s6d,Be9it/fy;  n.e.cr.8vo,5s  Zoio    i860 

•   Basil,  a  Stoiy,  8  v.  p.  8to,  81s  6rf,  B€nUeg,iZs2;  new  edit.,  cr.  8vo,  5»  Low   i86« 

Dead  Secret,  a  Tale,  2  V.  post  8vo,  21s,  &rad6«ry,  1857;  n.e.cr.  8vo,  5s  Xoio    1861 

Hide  and  Seek,  a  Noyel,  8  v.p,8vo,  31s  Od,BenUegf  1854;  n.e.cr.8vo,5s  i^ois    1861 

Mr.  Wray's  Cash  Box ;  or,  the  Mask  and  Mystery,  12mo,  5s    Benileg 1851 

No  Name,  3  V.  post  8vo,  81s  6({ Low    i86a 

Queenof  Hearts,aNovel,8v.p.8vo,81s6(2,^tcn<(lrB.i859;  n.e.Gr.8vo,5s  Low    186a 

■  Rambles  beyond  Railways,  8vo,  15s— red.  to  10s  6(2;  12mo,  5s BenUeg 1861 

-^-^— —   Woman  in  White,  3  v.  post  8vo,  31s  6d,  i860 ;  new  edit.,  cr.  8vo,  5s  ...  Low    1861 

Collinses  Cheap  Series.    See  Appendix. 

Collinson  (Alf.)  Small  Pox  and  Vaccination  Consadeied,  8vo,  2s  M Baichard i860 

{Jno.)  Crack  Club  :  Papers  on  Temperance  Question,  12mo,  8s  6d Tweedie 1858 

Family  Prayers  for  Eight  Weeks,  post  8vo,  8s  6d    Tweedie 1857 

Poems,  8vo,  3s  PainUr 1849 

CoUis  (Jot.)  Remarkson  Street  Architecture,  roy.  4to,  21s  Atchleg 1838 

^  (/no. i>.)  Chief  Rules  of  Greek  Accentuation,  12mo,  Is  Longman  1849 

Tenses  of  Greek  and  Latin  Irregular  Verbs,  8vo,  each  Is    Longman  1855 

——— Pontes  Clasaici,  No.  1  :  Latin  Grainmar  to  Caesar,  12mo,  8s 6rf Longmetn  i860 

N0.2  :  Greek  Grammar,  toXenophon,  12mo,  8s6<2   Longman  i860 


Ponticulus  Gracus,  sq.  Is;  Latinus,  Is Longman  i860 

•  Praxis  Gmca  ;  Pt.  1,  Etymology,  12mo,  2s  6d    Longman  1855 

Pt  2,  Syntax,  12mo,  8s    Longman  1856 

Pt.  3,  Accentuation,  12mo,  3s Longman  1856 


lambica.  Exercises  in  Gr.  Tragic  Senarii,  12mo>  4s6d    Longman  1857 

Latina,  Pt  1,  12mo,  2s  6rf  ;  Pt.  2,  12mo,  3s Longman  1856 

"  Tyrocinium  Gallicum;  or.  Short  French  Grammar,  12mo,  Ss  6d Longman  1857 

(iZ.jP.)  Vicarious  Justification  of  Sinners,  post  8vo,  5s Simpkin 1856 

CoUison  {Oeo.)  Remarks  on  Cemetery  Interment,  12mo,  7s Longman  1840 

ColliBson  (^.il.)  Sermons  on  Various  Subjects,  12mo,  4s  6<2    Hatchard 1848 

Colloquies  of  Edward  Osborne,  by  A.  of  "MaryPowell,"3e.,p.8vo,7s6<i;fp.8vo,2s  6d  AMaU  1861 

on  Liturgies,  reported  by  a  Congregationalist,  12mo,  ls4<i /ocibt>»<fe  FK....1856 

Religion  and  Religious  Education,  8vo,  4s Moxon    1851 

Collyer  (Jno.)  Reports  in  Chancery,  1844-5,  2  v.  roy.  8vo,  81s   Sweei 1847 

■  Treatise  on  the  Law  of  Partnership,  roy.  8vo,  81s  6d   Swed 1840 

(W.B.)  Services  suited  to  Public  Ordinances,  8vo,  4s  6(i  Bagtter 1837 

Collyns  rCAa.P.)  Notes  on  the  Chase  of  the  Wild  Red  Deer,  8vo,  Ids Longman  1862 

Colman  (Hen.)  Agricultural  and  Rural  Economy,  Qt.  Britain,  2  v.  roy.  8vo,  21s Petkeram  1849 

' France,  Belgium,  &c.,  8vo,  8s  ....; Petheram  1848 

European  Agriculture,  Vols.  1  and  2,  roy.  8vo,  each  158  Botton^U.S,   1856-9 
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Cohnan  (Hen.)  Letters  on  Soropean  Life  and  Manners,  2  y.  poet  8to,  12t    Petheram  1849 

Golman  Familj,  Memoirs  of,  by  Feake,  2  v.  8vo,  28«— red.  to  16« BetUley 1841 

Colne  {BarU)  Breath  of  Air,  Dropof  Water,  &c., aTale,  16mo,  2s6d    ^Sltmpih'n 1846 

Cohmh  {Capt.)  Hearths  and  Watch-Fires,  3  v.  poet  8fo,  81«  6ci Newby    1861 

Colouibat  {De  VI.)  Diseases  of  Females,  transl.  by  I>r.  Meigs,  new  edit.,  8to,  21<...  Philadti/fkia.,.i%\l 

Colomblne  {D.B)  County  Courts  Extension  Act,  1850,  12mo,  5< WUdy    1850 

Handbook,  post  8vo»  8f  ;  with  Map,  4«  6c{ Simjiin 1851 

Marcos  Manilas,  a  Tragedy,  8yo,  5$ BtntUy 1837 

G(^nel  Biron,  a  NoTel,  3  ▼.  post  8vo,  81«  6(2  Ntufby    1856 

Cok>iiel  (The),  a  Novel,  by  Author  of  "  Perils  of  Fashion,"  3  t.  post  8to  81s  6<2 Hunt  dfJB,    ...1853 

Colour  Maker^s  Companion,  12mo,  5t    Orifin    1850 

Colony  (The),  a  Poem,  12mo,  2s   Botworth   1853 

Colportage,  its  History  and  Relations  to  Brangelisation,  fcap.  8to,  68   Hamilton  x86o 

Colquhoun  (D.C.)  Inquiry  into  Origin  of  Animal  Magnetism,  2  y.  8to,  18ff Ltmfftnan  .^....1851 

{John)  Moor  and  the  Loch;  or,  Highland  Sports,  8to,  12s  6d BladewoodM    ...1851 

Bocks  and  Birers  ;  or,  Highland  Wanderings,  post  Syo,  8t  6d!   ...  Mwrray 1849 

Salmon  Csats  and  Stray  Shots,  2nd  edit.,  12mo,  5s BlackwootU  ...1858 

— Sermons,  12mo,  3s  Longman  1844 

(J.C)  History  of  Ma^^c,  Witchcn^  &c.,  2  t.  post  8to,  18t Lonffman   1851 

Lectures  on  Somnambulism,  12mo,  4s Loiigman  1853 

Life  in  Italy  and  France  in  Olden  Time,  post  8yo,  lOs  6d   Wertheim  1858 

Beport  of  the  Proceedings  on  Idiotcy,  8to,  8t    Clarke 1837 

Sketches  of  some  Notable  lives,  12ino,  6s SeeUy 1855 

'  -    •      •  - -        ^  -      ..  ^g^l 


System  of  National  Bducation,  Ireland,  12mo,  8s BamiUon 

(tody)  Memoirs  of,  by  Bev.  Jas.  Hamilton,  2nd  edit.,  8vo,  7s  M  NitibH    1850 

On  the  World's  Religion,  fcap.  8vo,  3s  6<2 JffamiUon  1839 

Works,  8vo,  10s  6d Ni$bei 1851 


(3frs.)  Maurice,  the  Elector  of  Saxony,  a  Tale,  3  y.  post  8vo,  81s  M Newby    1844 

(Sir  P.cfe)  Summary  of  Roman  Civil  Law,  4y.  roy.  8vo,  84s Benning  ...1849-60 

0>kton  {Alex.)  Basis  of  Moral  Science ;  Essays  on  Virtue,  &c.,  8vo^  5s Simpkin 1853 

{Hen.)  Vital  Statics,  8yo,  Is Hughet  «fe  A... 1859 

Coltness  CoUeetiona,  1608-1840,  by  James  Boyle,  4to Maitland  Club 

Colton  (JrdUf.)  Acts  o^  1397,  by  W.  Reeves,  10s   Jriik  Arch, Son,  i%si 

(a»/viii)ProteBtant  Bpisoopal  Church  in  the  United  States,  12mo,  4s  6(2    HodtonASon  ,i%s^ 

— Thoughts  on  Religious  State  of  America,  12mo,  8s  .« Hodton  A  Son  ,\%^ 

• {C.C.)  Laoon  ;  or.  Many  Things  in  Few  Words,  post  8vo,  6s Tegg  1851 

-  Modem  Antiquity,  and  other  Poems,  fcap.  6s Baity 1853 


{G.H.)  Tecumaeh,  a  Poem,  med.  8yo,  2s  6d W,  Smith 1843 

(J.N.)  Weston  Tourist,  or  BmigranVs  Guide,  18mo,  4s Wiley 1849 

• ( IFo/.)  Visit  to  Constantinople  and  Athens,  12mo,ls  6({; If.  O.  OoUinM    1849 

(Wm.)  Deck  and  Port :  Incidents  of  a  Cruise  to  Califorida,  or.  8vo^  8s Partridge  1851 

Cdomba  (SL)  Life  of,  byAdamnan,  edited  by  W.  Reeves IrithArch,Soi%ss-6 

" Plophedes,  tianshkted  with  Notes  by  N.  0*Keamy,  12roo,  5s J.R.Smith  ....^1856 

Columbvs  {Ckr.)  life  of,  by  Sarah  Crompton,  16mo,  Is ;  fine  paper,  2s  6d  Bell  tb  Daldy  .1859 

. H.  R.  St.  John,  12mo>  2s  Qd  Law   185Q 

and  T^es,  18mo,  Is  6d  BeL  TradSoe.  184^ 

Voyages,  by  W.  Irving,  8  y.  8yo,  81s  6d    Murray 1849 

18mo,  3s  6<2,  Tegg;  poet  8vo,  8s  6d  H.Bohn 1850 

.12mo,  2s6rf  Rauikdgt  i860 


Select  Letters  of,  traoslated  and  edited  by  R.  H.  Major,  8yo Hakluyt  So€....i%^7 

■ Voyagee  and  Discoveries,  18mo,  6th  edit.,  2s  6d Parker Jk  Son... iS$y 

Coliiffibas;  or,  the  New  World,  a  Poem,  by  Britannicus,  post  8yo,  3s  6d Bennett   i860 

Coiwell  (C.)  life  in  Peace,  and  No  Popery,  8vo,  Is Boultton    1850 

Comb  {Rev.J.)  Ptotoral  Bemains,  with  Memoir,  12mo,  2s  6d Simpkin 1841 

Comhe  {And.)  life  and  Correspondence,  by  Qeo.  Combe,  8vo,  14s Simpkin 1850 

Management  of  Infancy,  12mo,  6s,  1846  ;  People's  edition,  cr.  8vo,  2b  M  Simpkin 1847 

edit,  by  Sir  Jss.  Clark,  p.  8vo  7«  (id  Simpkin 1 860 

Obeervations  on  Mental  Deimngement,  poet  8vo,  7s  6d    Longman  1841 

Physiology  of  Digestion,  9  e. ,  p.  8vo,  7s  W,  49 ;  People's  ed. ,  cr.  8vo,  2s  6d  Simpkin 1 860 

Principles  of  Physiology,  p.  8vo,  7s  6c2,  1845;  15e.,  cr.  8yo,  3s  6<i...  Simpkin i8fo 

{Geo.)  ConsUintion  of  Man  Considered,  9tii  edit.,  post  8vo,  7s  6d Simpkin i860 

School  ed.,12mo,ls  6ci,4S  ;  People's  ed.,cr.8vo,2s  Simpkin i860 

Elements  of  Phrenology,  9th  edit.,  12mo,  3s  6ci  Simpkin i86a 

Lectures  on  Moral  Philosophy,  p.  8vo,  7s  6d,  1 846 ;  People's  edit., r.  8vo,  2s  Simpkin 1859 

Phrenology,  post  8vo,  6s Simpkin 1847 

-  Popular  Education,  8yo,  Is  8d  Simpkin 1848 


-Notes  on  the  United  States,  1838-40,  8  y.  p.  8yo,  81s  6(i— red.lOs  6d  Simpkin 1841 

-  Phrenology  applied  to  Painting  and  Sculpture,  8yo,  8s  6d Simpkin 1855 

-  Relation  between  Science  and  Beligion,  8vo,  5s    Simpkin 1857 

-Remarks  on  Criminal  Legislation  and  Prisons,  8vo,  2s    Simpkin 18^4 

•  System  of  Phrenology,  5th  edit.,  2  v.  8yo,  15s    > Simpkin 1843 


{Wm.)  See  Syntax's  Tour. 

CGiuber  {Thot.)  Advice  to  Roman  Catholics,  by  Dr.  Hook,  12mo,  3s Murray  1836 

Theological  Works,  7  v.  8vo,  48s6<i— red.  to  31s  6d J,H.d:JJ^arkerii^i 

Gone  BadL;  a  Voice  from  the  Narrow  Way,  12mo,  Is Hope 1853 
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Comforter  fThe) ;  or,  Joy  in  the  Holy  Ghost,  ISmo,  U  6d Niabet 1856 

__^ the  Holy  Spirit  in  His  Person  and  Work,  5th  edik,  12mo,  5$...  DarUm  1861 

Comic  Almanackf  from  1835  to  1853  (Te-iAiae),  4  v.  12mo,  14i ffolten    i860 

——  Annual ;  or.  Hood's  Whimsicalities,  poet  8to,  each  I2t    CoUburn,    ...1830-4A 

— -  Cocker  ;  or,  Figures  for  the  Million,  p.  8vo,  7«,  BenUeify  1843;  n.  ed.,  12mo,  1«  Word  A  Lock  .1857 
— -  EnglUh  Grammar,  poet  8yo,  8«,  1840;  2«6c2,  Bcnlleifj  1848;  new  ed.,  12mo,  1«  Ward  <fc  Latk  .1851 

Figures  of  Arithmetic,  by  CrowquiU,  poet  8^0,  6» WkiUaker  1843 

^— -  Latin  Grammar,  post  8to,  8«,  1839;  5«,  Bogv£,i%^T\  new  ed.,  12mo,  Is  M...  Ward d:  Lode  .i860 

—-- Nursery  Tales,  Illustrated  by  Leech,  3  t.  16mo,  15< Orr    1833-4 

.—  Offering,  edited  by  Miss  Sheridan,  1881-35,  18mo,  each  12«  SmitkA:£lderi$it-s 

Comical  Creatures  from  Wnrtemburg,  sm.  4to,  Zs  6d  ;  coloured,  6$   Bojpie    1851 

People  Met  with  in  the  Great  Exhibition,  sm.  4to,  Zt  6d  ;  coloured,  68  Bogue    1851 

■I  Rhymes  (Te)  of  Ancient  Times  Dug  up  into  Jokes,  by  C.  H.  &.,  8to,  Is Deim 1862 

Comicalities  of  Trarel,  8vo,  1« WkiUaker 1836 

Coming  Crisis ;  Comfort  in  its  Contemphttion,  12mo,  2s  M    Wertkeim  185$ 

— . NotTet,  12mo,  If  6rf Partridge  1853 

Home,  a  Tale,  by  Author  of  **  Trap  to  Catoh  a  Sunbeam/'  12mo,  Is    Loekwood  1858 

■  Man,  a  Tragedy,  sm.  4to,  2t  ed   March    1851 

.  Out,  and  the  Trials  of  Mary  Hardy,  12mo,  8t CundaU 1841 

Commentary  on  the  Bible,  from  Henry  and  Scott,6T.roy.8To, 40s,  i860;  6  Y.12mo,24s  Rel.  2Vact  5oe.x86i 

Miniature  edition,  8  t.  82mo,  7»  6d Bel.  TraeiSoe,  i860 

Church  Catechism,  postSvo,  4<  Hope 185a 

on  Song  of  Solomon,  with  Sermons,  12mo,  It  6<i     HamilUm  i860 

Comments  on  Scripture  for  Bible  Readers,  18mo,  2t UamUUm  1847 

Commercial  Code  of  Signals,  for  Use  of  all  Nations,  4to,  7s  ;  Companion  to,  4to,  5f ...   W.MHekell  .1856-7 

Handbook  of  Mercantile  Terms,  12mo,  U  6d  WkiUaker 1864 

.  by  a  Man  of  Business,  fcap.  8to,  Is  6d,  Low,  i860— red.  to  Is  Ja^.Btadcwood  1861 

_. Enterprise  and  Social  Progress,  8to,  2s  6d    Piper  A  Co   ...1859 

-~^ Instructor  and  Accountant's  Guide,  18mo,  Is  dct A,  Hall 1844 

Tables,  Annuity,  Money,  &c.,  12mo,  8«    Orr 1850 


-  Traveller  in  Light  and  Shade,  12mo,  Is    Brgce 1855 

Commodore  and  his  Daughter,  a  Noyel,  3  t.  post  Sto,  27s Neumum    1837 

Common  Place  Book,  with  Locke's  Index,  4to,  8s  6d  Walton «.  d. 

Philosopher  in  Town  and  Country,  by  A.  K.  H.  B.,  post  8to,  9s Parker  <fe  Sotu.  iZ6% 

Stoiy,  by  Author  of  "Aunt  Atta,"  12mo,  4s  6<i Cleaver 185a 

Sense  for  Housemaids,  by  Ann  F.  Tytler,  12mo,  Is Baickard  1851 

CoMMOH  Bkmch  ahd  CtiMXOH  Puus  RSPORTS  :— 

Bingham,  New  Cases,  1834  to  1840,  6  t.  roy.  8yo,  III  7«  J?ei»ir»fi^....  1834-40 

Manning  and  Grainger,  1840  to  1844,  7  ▼.  roy.  8vo,  17/  8s    Betuung  ....1840-4 

Common  Bench,  1845  to  1856,  18  v.  roy.  8to,  43/  Bsnmn^....  1845-56 

new  series,  1856  to  1862,  12  t.  roy.  8vo,  34/  jBenmn^....  1856-63. 

Communings  upon  Daily  Texts,  post  8to,  5s Low   1859 

with  God:  Collected  from  the  Holy  Scripture,  18ma  Is  SocP.C.K.   ...i86a 

the  Heart;  Passages  from  the  Gospels,  12mo,  Zi6d Seeley 1855 

Communion  Service,  English  Church,  red  and  black  letter,  folio,  55« Pideering  1845 

Scotch  Church,  4to,  6»;  hurge  paper,  10s   Burnt    1848 

•  and  Occasional  Serrioes  of  the  Church,  4to,  14s  Pickering  1848 


Compaing  (C)  and  De  Vere  (X.)  Tailor's  Guide  to  Cutting,  2  t.  sq.  8to,  27s   Simpkin 1856 

Companion  for  Leisure  Hours,  12mo,  5s Bd.  Trad  Soc.  1841 

My  Young  Friend,  byJ.  T.  W.,  18mo,  Is  6d  Niebei "...1846 

Sick  Bed,  12mo,  4s Longwum  1836 

Chamber,  18mo,  Is  6<i,  Tract  Soc. ;  12mo,  5« Simpkin    1.843 

Boom,  3s,  1842  ;  2nd  edit.,  12mo,  4s— red.  to  2s  6d Matters 1844 

«  the  Christian  in  Seasons  of  Affliction,  12mo,  7s Burnt 1843 

Youth  :  Moral  Tales,  Sketches,  kc.,  V.  1  aad  2,  cr.  8to,  each  2s  6d...  Kent 1859-  ^ 

-cr.  8vo,  Zt6d    IkandfSon  ...186* 


to  a  Cigar,  by  a  Veteran,  32mo,  2s  6<2   Oibbt 1849 

—  Holy  Communion  and  Confession,  by  a  Layman,  12mo,  2s  6d Lumletf  1853 

—  the  Altar,  edited  by  Dale,  S2mo,  2s;  12mo,  4s    Peacock i86x 

and  Pietas  Quotidiana,  32mo,  Zt6d Peacock 186a 

Bible,  18mo,  2i BeL  Trad  Soc  i  $4^1^ 

Book  of  Common  Prnyer,  new  edit.,  82mo,  2t6d  Hatckard. 1848 

Fasts  and  Festivals,  for  the  Young,  18mo,  3s     Burnt    n.  d, 

New  Rifle  Musket,  tinted  pUtes,  cr.  8to,  2s  6d!     Allen<kCo,    ...1856 

Sunday  Serrices  of  the  Church,  18mo,  8s  Mattert 1851 

Writing  Desk;  or.  How  to  Address  Letters,  new  edit.,  32mo,  Is...  Hardwicke i86a 


Compendium  of  Ancient  Geography,  byaLady,  8to,  4t6d ffailet    1835 

Common  Law  l^rwstxoe,  8vo,  13s  6d Hattingt    1847 

History,  Ancientand  Modem,  18mo,  in4Pts.,  ea.  Is  ;  1  v.,  ZtGd  ...  Jarrold 1858 

■ from  Creation  to  Christian  Era,  post  8vo,  6s  6d Hamilton  1858 

Music  (Elementary),  byaLady,  roy.  4to,  12s  Murray 1835 

• — —  Scotch  Mercantile  Sequestration,  1850-2,  3  y.  4to,  each  21s  Longman  ...1851.3 

Uniyersal  History,  by  a  Lady,  18mo,  2s    Houltton    1844 


Theologicum  ;  or.  Manual  for  Students,  2nd  edit.,  12mo,  5s   Wkittaker 1857 

Compensation:  a  Story  of  Real  Life  Thirty  Years  Ago,  2  v.  12mo^  9s  Parker  A  Son   1856 
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Comper  (Jno.)  DistinctiTe  Teaching  of  the  BritiBh  Churches,  12mo,  4«  6d   Mattert 1854 

CompilAtion  of  English  History,  for  Schools,  12mo,'5« Wyand  1856 

■  General  Geography,  for  Schools,  12mo,  8»  6d Wyand  1856 

Compxtom;  Meeting  of  Ways  at  Catholic  Church,  Bks.  1  to  6, 12mo,  ea.  5«;  Bk.  7,  7«  6d  Dolman  ...   1848-52 

Complaint  of  a  LoTer's  Life ;  Controyerey  hetw^en  a  Lover  and  a  Jay,  4to   RoxhurgheClub  1 8 1 8 

Complete  Guide  to  the  Fine  Arts,  fcap.  8to,  7»    - Brittain 1841 

in  Christ,  18mo,  1«  6<i   Longman  184a 

Ftaetice  of  the  Law,  10  y.  8yo,  6^  Of    Crockford  ...1855-9 

Compota  Domestica,  1278-1463,  4to Abbotsford  CL  1836 

Comprehensiye  Commentary  on  Holy  Bihle,  5y.  roy.  Svo,  51  Sa Philadelphia...  i^$$ 

Compton  {Bp,)  Episcopalia  ;  Letters  to  his  Clergy,  1679-85,  18mo,  2b RivingUm  184a 

Compton  Meriyale,  by  Author  of  **6rampton  Rectory,"  post  8yo,  8«  6<i  Parhtr  A  Son    1850 

Compulsoiy  Marriage  and  its  Conaeqnences,  a  Novel,  3  y.  post  8to,  31«  6d  Bentley  1851 

Comstock  {A.)  System  of  Elocution,  10th  edit,  post  Svo,  7«  6(2    Philadelphia...  li^g 

{J.L,}  Elements  of  Chemistry,  12mo,  5$  6d    New  York 1858 

System  of  Natural  Philosophy,  by  &.  D.  Hoblyn,  12mo,  2$6d  Blaekie i86a 

Lees,  18mo,  3«  6d  Whittaker 1838 

Comte  (Aug.)  Book  of  Birds,  transUted  by  Clarke,  roy.  8yo,  SU6d     liouUUm   1841 

Catechism  of  Positiye  Beligion,  translated  by  Congreve,  12mo,  6«  6ci...  Trilhner 1858 

■  Philosophy  of  the  Sciences,  edit  by  G.  H.  Lewes,  poet  8yo,  5s  B.Bohn 1853 

Fositiye  Philosophy,  trans,  by  H.  Martinean,  2  y.  post  Svo,  16« Tr^ibner 1853 

Comyn  {AUd^  Heoiy  Clarendon,  a  Novel,  2  v.  post  Svo,  21« Hur$l  de  B.    ...1857 

{Emify)  Rose  Morrison  ;  or,  Sketches  of  Home  Happiness,  12mo^  2s  Low    1857 

{L.N.)  EUioe,  a  Tale,  post  Svo,  9s  6<2    Longman  x86i 

OmjwiiRobl,)  History  of  the  Western  Empire  to  Charles  V.,  2  v.  Svo,  42s AllenikCo.    ...1841 

Conant  (Jfn.)  History  of  the  English  Bible,  bySpurgeon,  post  Svo,  6s A.Hall  1859 

Coaeanen  (^w.)  New  Matrimonial  Ladder,  4to,  128;  coloured,  16s Bead 1853 

CofBoeited  Fig,  lUustrated,  12mo,  Is  MozUy  1861 

CoBchologist*8  Text  Book,  6th  edit,  fcap.  Svo,  5s FuUarton 1845 

CoBose  (A)  Synopsis  of  Geography  for  Sandhurst,  6th  edit  Svo^  4s Whittaker 1851 

View  of  HomoBopathy,  Svo,  8s  6(1 -  Orr 1848 

Coackling(^.)  Courts  of  U.S.  in  Admiralty  and  Maritime  Causes,  Svo,  60s Albany,  U.S....i^9 

Organization,  &c.,  of  Courts  of  United  States,  2nd  ed.,  Svo,  30s  New  York 1842 

GoneordaDce  of  the  Prayer  Book  Version  of  the  Psalms,  ISmo,  2s Motley  1857 

to  Old  and  New  Testament,  Apocrypha  and  Psalter,  roy.  Svo,  14s   Soc.P.C.K.   ...1859 

the  Metrical  Psalms  and  Paraphrases,  post  Svo,  6s HamiUon  1856 

CoBoordaoces.     Bagster's  Editions.     See  end  of  CatsJogue. 

Good6  (Prine^  Life  of,  by  Lord  Mahon,  post  Svo,  6s,  1845  ;  new  edit.,  8s  6(2 Murray i86x 

{J.A.)  History  of  Dominion  of  the  Arabs  in  Spain,  8  v.  post  Svo,  10s  6(2   ...  H.  Bohn 1854 

Condensed  Diseourses ;  or.  Pulpit  Helps,  12mo,  4s  6e2 Hodtond:  Son  1848 

Cofider(f.J2L)  Order  of  Marriage  and  Burial  Service,  sm.  4to,  2s6c2 SnwB 1859 

■  Why  are  We  Dissenters!  ISmo,  Is  6(2 Snow 1853 

{G.W.)  Lectures  to  Working  Men  on  Christianity,  12mo,  Is  6(2 B.L.Oreen 1851 

(Josi)  Analytical  View  of  all  Eeligions,  Svo,  14s    JaekaomkW.   1838 

Choir  and  Oratory  ;  or.  Praise  and  Prayer,  12mo,  4s Jackion  tk  W.    1837 

Exposition  of  the  Apocsalypse,  12mo,  7s  6(2 J.F.Shaw 1838 

•—  Hjrmns  of  Praise,  Piayer,  and  Devout  Meditation,  ISmo,  3e6d  Snow 1856 

Literuy  History  of  the  New  Testament,  Svo,  14s   Seeley 1845 

Memoir  of,  by  Rev.  R  R.  Conder,  post  Svo,  Qe  6d Snow 1857 

• Poet  of  the  Sanctuary:  Life  of  Dr. Watts,  12mo,5s,  1851— red.  to  3s  6(2  Snow 1852 

Cofidie  {D.P.)  Practical  Treatise  on  Diseases  of  Children,  3rd  edit,  Svo,  ISs Philadelphia... i^so 

Condy  {M.B.)  Air  and  Water:  their  Impurities  and  Purification,  Svo,  8s  6(2  /.  W.Davie$  ...1862 

(Jfrs.)  Reminiscences  of  a  Yachting  Cruise,  12mo,  10s  Ackermann    ...185a 

Coaej  (/oAji)  Beauties  of  Continental  Architecture,  4to,  36s Nattali 1842 

Church  Architecture  of  Yorkshire,  foL,  21s  Jaa.Bohn  .1839-42 

• Engravings  of  Foreign  Cathedrals,  tej.,  fol.,  73s  6(2 II. Bohn 1842 

Cooferenee  of  Missions  held  at  Liverpool,  Svo,  2s  6(2  Nitbet i860 

Progreasiye  Thinkers,  with  Four  Sermons  by  T.  Ptoker,  Svo,  Is Manwaring  ...i860 

Ccaferenoes  of  the  Reformers,  &c.,  of  Uie  Early  English  Church,  Svo,  dt  6d  Seeley 1841 

Goafession  (Auricular)  in  Protestant  Episcopal  Church,  12mo,  5s  New  York 1850 

cl  Faith,  large  type.  Italicised,  Svo,  7s  6(2  ;  krge  paper,  10s Groombridge  ...1855 

the  Laiger  and  Shorter  Catechisms,  &cl,  Svo,  7s  6(2   Whittaker 1855 

; St  Patrick,  transl.  from  the  Latin  by  Olden,  12mo,  2s   Nii^t 1853 

Confessions  of  a  Catholic  Priest,  post  Svo,  7s  6rf J.Ohapman   ...1858 

Convertfrom  Baptism  in,  to  Baptism  with,  Water,  Srded.,  ISmo,  2s  Snow  1862 

■ : Homoeopathist,  12mo,  7s  6(2  Whittaker  1846 

Hypochondriac,  by  M.  R.  C.  S.,  post  Svo,  10s  6d  Swundertd:  0.  .1849 

— 1^^;  or,  Revelations  of  Times  of  George  IV.,  roy.  Svo,  4s Cooper   1861 

• —  Ticket-of-Leave  Man,  written  by  Himself,  fcap.  Svo,  Is  6<2   Vickert  1862 

• ■ Too  Qenerous  Young  Lady,  a  Novel,  post  Svo,  10s  6d Saundersdt  0.   1859 

Whitefoot,  postSvo,  10s  Qd BenOey  1844 


an  Etonian,  by  J.  E.  M.,  poet  Svo,  6s Saundersd:  0.  1846 

— Con  Cregsn,  the  Irish  Gil  Bias,  n.  e.,  2  v.  p.  Svo,  15s,  Orr,  1849;  2s  Rcu'Jedge  1862 

Coflfessor,  a  Jesuit  Tale,  edited  by  C.  B.  Tayler,  12mo,  Is  6(2 Simpkin 1853 

Novel,  3  V.  post  Svo,  81s  6(2 Bentley 1851 


16a  CONFIDENCE CONSTANZA  [Ekglish  Catalooui 

Oonfidenoe  in  God  tlie  only  Trae  Rest  for  the  Soii\  12mo,  5t Bat4^rd  1840 

Gonfidences,  a  Novel,  by  Author  of  '*  Kita,'*  post  Svo,  lOsM,  1859;  n.  e.,  fp.  8to,  la  Smith  A  Elder  x86i 

Confirmation  Class,  a  T^le  for  Village  School  (iKrls,  12mo,  1<  6d Marlborfjugh...i%^ 

Congregational  Hymn  Book,  82mo,  1<  ;  18mo,  3<  ;  12mo,  4«  M Jaekwn^  W.  .1844 

■  Lectures,  1st,  2nd,  and  3rd  issue,  4  t.  12mo,  each  12«  JadcMn  A  W,  .1852 

— — 4th  and  last  issue,  3  t.  12mo,  9s JackwadcW,  •>855 

New  Hymn  Book,  32mo,  Is  M  ;  18mo,  4s  /odbon  ^Cr  IF.  .1859 

■  Psalmist,  by  AUonand  Oaontlett,  Parts  1  and  2,  each  Is  W Ward 1858 

■  Pulpit:  Sermons,  edit,  by  Horton,  V.  1  to  12,  cr.  8to,  ea.  4t    FrtemoM  ...1855-6* 

Congreve,  aPoem  to  the  Memory  of,  by  James  Thomson,  post  8yo /'«rey  Socu^... 

Congreve  (JSiV;.)  Elu&^th  of  England,  Two  Lectures,  12mo,  2*  6<i TrUimir i86x 

■  Gibraltar;  or,  Foreign  Policy  of  England,  8to,  Is  6<i Parker  A  Sofn  .\%^^ 

— — — —  Lectures  on  the  Roman  Empire  of  the  West,  post  8to,  4s Porker  A  809^...%%^^ 

Conings  (B.N.)  Preservation  of  Health,  and  Prevention  of  Disease,  12mo,  6m New  York 1854 

Conington  (F.T.)  Handbook  of  Chemical  Analysis,  p.  8vo,  7«  dd;  Tables  to,  2«  M...  Longman  1858 

Conklin  (M.C.)  Memoirs  of  the  Mother  and  Wife  of,  12mo^  4s AvintmyU.S....i9s$ 

Connection  between  Physiology  and  Intellectual  Philosophy,  new  edit,  fp.  8vo,  Si  6d  Parker  A  8em    1856 

■  Revelation  and  Mythology,  by  Philomatbes,  12mo,  8s DalUm  1845 

of  the  Old  and  New  TesUment,  18mo,  Is  6d JUl.Tr9€i  Soe.  1840 

Connell  (/as.)  Elements  of  Differential  and  Integral  Calculus,  8vo,  9s Longman  1844 

■  Regimental  Coventry  in  the  British  Army,  2  v.  8vo,  20s  Oroomhridge  ...1847 

Connemara  and  the  Irish  Highlands,  a  Pocket  Guide  for  Tourists,  foap.  8vo^  2s Oroomhridge  ...1852 

Connery  {John)  New  Speaker,  with  an  Essay  on  Elocution,  poet  8vo,  10s  6d SaundenA  0.  i86t 

Connolly  {T.  W.)  History  of  the  Royal  Sappers  and  Miners,  2  v.  8vo,  SOs Longman  1855 

— Romance  of  the  Ranks,  Anecdotes,  &c,  2  v.  post  8vo,  21s   Longman  1859 

Connon  (C  IF.)  System  of  English  Grammar,  12mo,  2s  6<i Simpkin 1845 

Connor  (J.R)  Struggles  of  an  Infant  Pturish,  with  Sermons,  he.,  12mo,  5t Wertkeim  1854 

Conolly  U»^*)  Overland  Journey  to  the  North  of  India,  2  v.  8vo,  24* Bentieg  183S 

"  (G'^')  Amendment  of  Laws  relating  to  Private  Lunatic  Asylums,  8vo,  2» ...  Shaw  A  Son9...i%$% 

< (John)  Construction  and  Government  of  Lunatic  Asylums,  post  8vo,  6s ChwrehiU  184.7 

— Ethnological  Exhibitions  of  London,  8vo,  Is  ChurehiU  1855 

■  Treatment  of  Insane  without  Mechanical  Restnunt,  8vo,  14s   Smith  A  Eider  1856 

(Jf.i^.)  Historical  Sketches  of  British  India,  12mo,  Is Whit^ead 185S 

Conqueror  and  his  Sons,  or  the  Early  Norman  Times  in  England,  18mo,  Is  Soe.P.C.K.  ...185X 

Conquest  (J.T.)  Letters  to  a  Mother  on  Health  and  Disease,  12mo,  6s  id Longman  1849 

■  What  is  Homoeopathy  ?  8vo,  Is  Longman  1859 

Conquest  of  Ireland,  an  Anglo-Norman  Poem,  edited  by  Michel,  12mo,  10s  6<i    Pickering  1837 

Mexico  and  Peru  by  H.  Cortes  and  F.  Pizuro,  fcap.  8vo,  8s  6d Jaa.Blaekwood  i860 

Conrad  (T.A.)  Monograph  of  the  Unionoids,  8vo,  Ftnim  1  to  12,  each  6s New  York 1859 

Conran  (3f.)  History  of  the  Music  of  Ireland,  12mo,  <Ss Simpkin 1846 

Conscience  (Hend.)  Sketches  from  Flemish  Life,  Tales,  poet  8vo,  69 Loi^man  1840 

■  Tales  and  Romances,  6  T.  12mo,  ea.  2s Morton  1855-7 

Curse  of  the  Village.  Lion  of  Flanders.  The  Miser. 

Demon  of  Gold.  Tales  of  Flanders.  Yeva. 

Tales  of  Flemish  Life,  post  8vo,  8s  M HamUUm  1854 


Conscience,  a  Tale,  18mo,  4s  Ward n.d, 

of  Life,  12mo,  6s EOdne    1851 

or,  the  Trial  of  May  Brooke,  18mo,  2s Dolman 1856 

Consecration  and  Desecration,  a  Shadow  of  the  Times,  1850-51,  ]2mo,  2*  td Matters 1851 

Consecutive  Prayer-Book,  with  the  Psalter,  roy.  82mo,  Is;  roan,  1$  6d Kent  i86a 

Consequences  of  a  First  Fault,  12mo,  5s  Jat.Blackwood  1859 

Consideration  ;  or.  Modem  Christianity  compared  with  the  Bible,  12mo,  Is  6(2   Simpkin 1848 

Considerations  for  Toung  Christians  entering  Active  Life,  1 8mo,  2a  6d Orwmbridge . . .  1 840 

on  Divorce  a  Vinculo  Matrimonii,  by  a  Barrinter,  8vo,  2s  Stewart 1857 

«■               Military  Tactics,  2  parts,  8vo^  each  2s  6e2  SanndertdrO, lis^'A' 

the  Montpensier  liarriage,  as  to  Treaty  of  Utrecht,  8vo,  8s Ridgway    1849 

Consolation  in  Affliction,  roy.  82mo,  2s  M   Oroomhridge  ...1839 

Consolidated  Ozders  of  the  High  Court  of  Chancery,  roy.  8vo,  7s  6e2 ^evene  i860 

Constable  (Hen.)  Diana,  Sonnets  and  other  Poems,  edited  by  Haslitt,  post  8vo,  6s  ...  Pickering  1859 

Essays,  Critical  and  Theological,  8vo,  7s  Longman  1859 

Parochial  Sermons,  12mo,  Si  Gel   Sedeg 1857 

■  (John)  Memoirs  of,  by  C.  R.  Leslie,  4to,  21s   Longman   1845 

(3ff'c.)  Songs  and  Poems,  12mo,  loi Orr..... 1849 

(7%o.)  School  Registere,  4  Parts,  4to,  7s HamiUon  1859 

Constable's  Educational  Series.     See  Appendix. 

Constance :  a  Tale,  by  Author  of  '*  Recantation,"  12mo,  8s  6<i  Eivington 1848 

— —  Lyndsay;  or,  the  Progress  of  Error,  by  C.  G.  H.,  12mo,  5s  M BamiUon  1849 

Mordaunt ;  or.  Life  in  the  Western  Archipelago,  2  v.  post  8vo,  21s Sanndert  S  0.  i86a 

and  Edith  ;  or,  Incidents  of  Home  Life,  12mo,  2s  6d Batchard  1857 

Constancy  and  Contrition,  a  Novel,  8  v.  post  8vo,  81s  6d    BentUy 1844 

Constantino  (Emp.)  Life  of,  by  Eusebius,  8?o,  7s Bagater 1844 

Fletcher,  12mo,  Is  A.BaU 185a 

—  (Joe.)   Handy  Book  on  Hydropathy,  12mo,  Is  6rf  ITAttfofcr i860 

Constantinople  and  its  Environs,  Illustrated  by  Allom,  2  v.  4to»  82t P.Jaekeon 1849 

CoBStansa  of  Mistra,  a  Tale  of  Modem  Greece,  poet  8vo,  5s  WhiUaker 1839 


1835— 186a]  CONSTITUTION COOK  163 

CoBslitationof  SodetjMBengnedbyOod,  8t<s  16s  S.WUMn 1835 

States  of  Union  aad  (Jnited  States,  8vo,  12« New  York 185* 

CoBstitntioneB  SodetatiB  Jesu  1658,  with  Tnofllation,  8vo,  9s6d  RivingUm  1838 

ConsoJar  System  of  United  States,  8vo,  18# Wa$hiHgton  ...1856 

Cousamptire  Boy  :  a  True  Narratire,  by  a  Churchman,  18mo,  1« Hamilton  1^54- 

Co&tanaeau  {LSou)  Abr^6  de  rHistoira  de  Prance,  12mo,  Ss  6d  Longman  i860 

First  Step  in  French,  12mo,  2i  6d  Longman   1861 

French-Bng.  and  Bng. -French  Dictionary,  post  8to,  I0t6d Longman  1856 

Grammar  and  ExerciseB,  12mo,  4<   Longman  1849 

Gaide  to  French  Translation,  12mo,  8a  6c{  Longman  1847 

Partie  Fran^aise  du  Guide  k  la  Traduction,  12mo,  3«  6d Longman  i860 

• Pocket  French  and  English  Dictionary,  18mo,  5$ Longman  i86» 

^ Precis  de  la  Litt^rature  Fran9aiB,  12mo,  fit Longman  i860 

ProBatonzs  et  Poetes  Fian^ais,  new  edit.,  12mo,  6i  6d  Longman  i860 

CoBtenance  (La)  de  U  Table,  4to Roxlmrghe  CI.  ,i%i$ 

Contentm^t  Batter  than  Wealth,  a  Tale,  by  Cousin  Alice,  18mo,  U Jag.  Blackwood  1859 

Co&tentaof  the  Holy  Scriptures,  18mo,  8«    Bagnes  1838 

Cootes  Faciles  :  from  French  Writers,  by  Author  of  "Amy  Herbert,"  fp.  8to,  Zs  6e2..  Longman  1861 

CoBtineBtal  Tourist;  Soenery  in  Italy,  France,  and  Switserland,  3  t.  8to,  3U  6d P. Jackson 1850 

Cootrsait  (The)  ;  or,  life  at  Home  and  in  Service,  ISmo,  1«  6<2  8oc.P,C.K,....i%s^ 

Coakibationa  towards  a  Catalogue  of  PUnts  Indigenous  to  Tenby,  12mo,  2< Longman  1848 

Fauna  and  Flora  of  the  County  of  Cork,  8to,  3«  6d  Van  VoorH.  ...1845 

Harmony  of  the  Gospels,  8vo,  7» Rirington  1848 

History  of  Biblical  Transitions  in  India,  Svo,  2» Dalton 1854 

' New  Metrical  Version  of  the  Ptalms,  8yo,  2«6(2 AgUtU. i860 

COSTBOTZKTXD   BI.BCTI0KS — KSPOETS  OV  1  — 

BaiTOB  aM2  Arnold,  1843  to  1846,  8yo,  38« Sweet 1844-7 

Austin,  1842,  870,  84«    Sievem  1846 

Power,  Eodwell,  aiui  Dew,  3  yols.  12mo,  42s  Stevens 1847-58 

CoBTentand  ibe  Manse,  a  Tale,  po8t8To,  5s,  Boston^U.S.,  1853;  12mo,  Is  6(i  NeUon   1854 

CoDTersational  Exercises  on  the  Gospels,  2  v.  18mo,  i$ Holdtworth 1840 

CnversattoBs  after  Church,  2nd  series,  12mo^  Is     Soe.P.C.K.  ...1845 

at  Cambridge,  post  8yo,  6s Parkenk  Son  ,i9ii 

• the  Woi^  Table,  by  a  Mother,  18mo,  8s  6^ Longman  183$ 

of  a  Father  with  his  Children  on  B«ligion,  8th  edit.,  12mo,  3»  6<i Parker  ds  Son  .1851 

on  Botany,  9th  edit,  12mo^  7»  6ci ;  coloured,  12s % Longman  1840 

Chronology,  18mo,  2« Pickering  1837 

■  Harmony,  8yo,  12s Longman  1853 

•Mineralogy,  3rd  edit.,  2  y.  12mo,  14s Longman  .......1837 

-  Nature  and  Art,  by  a  Lady,  2  t.  12mo,  13s Murray 1836-7 

•the Catechism,  Y.1&2,  12mo,  7s  6d;  Y.  3,  8s  6<2    Motley 1859-61 

Church  Service,  18mo,  Is  dd  Mozley   1848 

Human  Frame  and  Five  Senses,  16mo,  3s  6ci Darton  1837 

life  of  Christ,  by  a  Mother,  16mo,  2a  6d;  cold.  8s  6d   QriffiihdsP,  ...1851 

-  St.  Paul,  by  a  Lady,  18mo,  2s  Weriheim  i86a 


Parablea,  18mo,  Is  8d SocP.C.K.  ...184a 

— ' Truth  and  Inspiration  of  the  Scriptures,  18mo,  2s  Qii Longman  1837 

— Topics  of  Interest  between  Two  Friends,  poet  8vo,  6s Saundent  A  0,  1857 

with  Cousin  Bachel,  2  y.  18mo,  8s Matters 1844 

CoBversion  not  Begeneration,  8vo,  Ss  6(i  RivingUm  1850 

Coarict,  a  Bomance,  by  the  Author  of  "Kathleen,"  8yo,  Is  6(2    Lloyd 1846 

CoBviets  in  Ireland,  Obeervations  on  their  Treatment,  8yo,  3s  6<2;  n.  e.,  cr.  8vo,  Is  6c^  Simpkin 186s 

Qmkw^{W,E.B.)  Treatise  on  Changes  of  the  Liver,  ftc.,  8vo,  14s /as. i>ti»ean....  1835 

Coaybean  (/./.)  Illustrations  of  Anglo-Saxon  Poetry,  8yo,  18s Antiq.Soc.Lon,  i8a6 

( IK i>. )  Blementary  Course  of  Theological  Lectures,  12mo,  8s    Sherwood   1836 

Geological  Memoir  of  the  Landslip  in  Devon,  fol.,  21s  Murray 1840 

• Sermons  at  Bampton  Lecture,  1889,  8yo,  12« Rivington  1839 

" (W,J,)  Bssays,  Ecclesiastical  and  Social,  Svo,  12s,  Longman^red.  to  ZsQd  H,Bohn 1855 

Family  Prayers  for  a  Week,  18mo,  Is  6d Longman  i860 

— Sermons  at  the  Chapel  Royal,  Whitehall,  8vo,  9s  Murray 1844 

■ aiuf  HowBon  (/^)  life  and  Epistles  of  S.  Paul,  2y.  4to,  48s    Longman  1853 

-  2  y.  8vo,  31s  6d ;  People's  ed. ,  2  y.  cr.  8yo,  1 2s  Longman    ....  1 86a 


Cgnyo^bam  (C)  Doetors' Commons  Unreiled,  Svo,  Is Partridge  1854 

(i6'.J?.i^.)HelIa,  and  other  Poems,  8yo,  10s  6d Ohurton 1836 

((?.X.)  Hone  Poeticsa,  8vo,  15s Longman  1836 

Coaway  (Tas.)  Forays  among  Sahnon  and  Deer,  post  8yo,  6s  C^pman  ikff,i^6i 

Coode  ((?.)  Bemarks  on  Legislative  ExpressioiL,  8yo,  2s  6<i  Benning 1853 

Beport  on  the  Law  of  Settlement  and  Itemoval  of  the  Poor,  8vo,  4s   McLean 1851 

Cook  (in^.)  Essay  on  the  Teeth,  12mo,  2s  6<2 Churchill  1849 

—  (i>iiKp») Pkul  Foster's  Daughter,  3  v.  post  Svo,  31s  6d    Hurst  d:  B.    ...i86i 

Prodigal  Son,  3  v.  poet  Svo,  31s  6rf Hurst  4k  B.    ...186a 

(JE^.)  Narrative  of  his  Life  and  Labonn,  12mo,  3s  Mason   1849 

Treatise  on  Law  for  Belief  of  Insolvent  Debtors,  Svo,  16s    BuUerworths  ...iZ^^ 

(Eliaa)  Jottin^B  from  My  Journal,  12mo,  2s RoutUdge  i860 

JonnMl,  V.  1  toll,  roy.  8vo^  each  4s  64    J.  0,  Clarke.  i9^-s^ 
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Cook  (Eliza)  "iieiBi&f  and  other  Poemfs  8vo,  69 Ditpaich  Ofiee  183S 

Poems,  V.  1,  12mo,  7s  6d;  V.  2  to  4,  12mo,  each  fit   Simpkin   ...1846-53 

Selected  and  Edited  by  the  Author,  Illnistrated,  fcap.  4to,  21«...  RouOedge 


Poetical  Works,  Illustrated,  new  edit.,  12mo,  6« RouXledge 


(-£•./?.)  Metropolis  Buildings  Act,  1866,  12mo,  3«  Shaw  A  Som  .,. 

Local  Management  Acts,  12mo,  5« SkawASonM  ... 


(P.C.)  Commentary  on  the  Acts  of  the  Apostles,  post  Svo,  8«  6(^— red.  to  5#...  Lcngman 

Selection  of  Poetry  for  Schools,  12mo,  2« Longman  

—  {Heii.)  Adrian,  a  Tale  of  Italy,  and  other  Poems,  8vo,  7a  6rf   ParkerdsSon.. 

Tour  in  the  Ionian  Islands,  Greece,  and  Constantinople,  fol.,  6/ 6a  McLean.. 


-{CapLJas.)  Voyages  and  Life,  by  Young,  12mo,  6»    WkiUaker 

Discoveries  and  Life,  6th  edit.,  18mo,  2»  6rf  Parker  d:  Son. 

of  Discovery,  edit,  by  John  Barrow,  Illustrated,  roy.  16mo,  5a  Longman  

Bound  the  World,  2  v.  imp.  8vo,  24a   Tallii. 


with  Maps  and  Cuts,  2  V.  roy.  8vo,  86a   W.Smith 

(John)  Lectures  on  Christian  Evidences,  12mo,  la  9d HamiUon 

Styles  of  Writs,  &c..  Church  Courts,  Sootknd,  by  Bryce,  8vo,  12a  HamiUcn 

Treatise  on  Pulmonary  Consumption,  8vo,  5a Churchill 


—  (JohnA.)  Memoir  of,  by  Bev.  W.  £.  Heygate,  12mo,  la Matters 

(S.K.)  Chronological  and  Historical  Events  in  the  History  of  England,  12mo,  la  Longman  

(Thos.)  Scottish  Tourist's  Official  Directory,  8.vo,  2a Tweedie 

Cook;  or.  Ladies*  Kitchen  Directory,  8vo,  3a  6rf Brittain 

Cooke  (Cha.)  Manual  of  Devotions  for  Use  of  Public  Schools,  12mo,  2a  Nisbet 

Universal  Letter  Writer,  18mo,  2a  6d Nelson  d:  Sons . 


ACT.)  Use  of  White  Mustard  Seed  in  Nervous  Complaints,  12mo,  8a    Simpkin.. 


(D.W.)  The  Mind  in  Relation  to  Health  and  Disease,  8vo,  2a  6rf Longman  .... 

(Q.W.)  China  and  Lower  Bengal  in  1857-8,  5  e.,  p.  8vo,  6a,  i86t  ;  ch.  e.,  2a  Rouiledge  .... 

Commons  Enclosure  Acts,  England  and  Wales,  1856,  ]2mo,  15a Stevens  

Conquest  and  Colonization  in  North  Africa,  post  8vo,  5a Blackwood — 

History  of  Party,  3  v.  8vo,  81a  6<2 Cunningham.. 

Law  of  Agricultural  Tenancies,  1851,  8vo,  18a Stevene  

Copyhold  Enfranchisement,  1853,  12mo,  10a  6<i Stevens  

-Defamation,  with  Forms,  12mo,  14a Stevens 

■  Elections,  as  to  Hustings  and  Poll  Booths,  12mo,  5a  Stevens 


Life  of  Lord  Bolingbroke,  2  v.  8vo,  28a BenOey  . 


—  (H.)  and  Enrwood  (R.G.)  Charitable  Trusts  Acts,  12mo,  2sM\ Shawd:  Sone. 

-(iTm.)  Count  de  Perbruck,  a  Romance,  2  v.  post  8vo,  21a  Neu^    ........ 

-(/.)  The  Treasurers,  a  Play,  8vo,  4a Ampiw.. 


-(/.A.)  New  Orders  in  Chancery,  12mo,  6a    Blenham  

-(/.J&.)  Ellie  ;  or,  the  Human  Comedy,  cr.Svo,  7a  6d Riehmottd,  U.S. 

■  Last  of  the  Foresters;  or,  Humours  of  the  Border,  12mo,  7s  6d New  York 


-(Jno.)  Remains  and  Memoir,  by  Redford,  2  v.  12mo,  10a  ^d Longman 

Sermons  at  Birmingham,  8vo,  12a RiviHgton.. 


(JM.)  Ctenders  of  French  Nouns,  12mo,  9a Souter 

—  Narrative  of  Events  in  South  of  France,  post  8vo,  10a  fid  Boone.. 


— (Lay, )  Agricultural  Referee :  Valuation  of  Real  Property,  roy.  8vo,  25a Simpiein 

Practice  of  Valuing  Tithes  and  Rentcharges,  post  8vo,  7a Shawd:Sons .. 

Value  of  Landed  Property  Demonstrated,  roy.  8vo,  42a  ShawdiSone.. 


■  (M.C.)  Manual  of  Botanic  Terms,  Illustrated,  fcap.  8vo,  2a  6d  Hardwidbe 

Structural  Botany,  for  Classes,  Schools,  &c.,  18mo,  la Hardwicke 


Plain  and  Easy  Account  of  British  Fungi,  with  cold.  Plates,  fcap.  8vo,  ^  Hardwieke 
Seven  Sisters  of  Sleep,  12mo,  7s  6d  Jos.  Blackwood: 


(Tho.)  Analysis  of  the  Latin  Tongue,  revised  by  Clifford,  12mo,  2a    Longman 

—(r.  Fa/.)  Six  Views  of  Pompeii,  folio,  21a McLean... 

(Th.W.)  Hydrocephalus  Re-considered,  12mo,  3a  6d    Highley  ... 

Influence  of  Nature  and  Art  in  the  Cure  of  Syphilis,  8yo,  la    Benshaw . . 

Treatment  of  Gonorrhoea  and  Gleet  without  Copaiba,  8vo,  la Benshaw.. 


-(Wee.)  Treatment  of  Water  on  the  Brain,  12mo,  3a  Qd   Highley 

-  (IT.)  Christian  Theology  Explained,  12mo,  5a Partridge 

Commentary  of  Medical  and  Moral  Life,  post  8vo,  7a Longman 

Deity :  Argument  on  the Existenoe,  &c. ,  of  the  Godhead,  2  e.,  c.  8vo,  6a . . .  Hamilton 

Power  of  the  Priesthood  in  Absolution,  8vo,  4a    J.HA'J.Parker 


-(W.B.)  London  and  its  Vicinity,  roy.  4to,  42a;  India,  70a  H.Bohn.. 

Views  in  Rome,  Descriptions  by  Humphreys,  4to,  31a  6d Bogue 


"(W.P.)  Remarks  on  Telegraphic  Railways,  roy.  8vo,  3a  6rf  Simpkin. 

-(W.H.)  Election  Statutes  and  Corrupt  Practices  Act,  1859,  post  8vo,  8a Murray. 


Cook-Maid*s  Guide  and  Cookery  Made  Easy,  12mo,  2a Dean. 

Cookery  Made  Easy,  by  a  Lady,  12mo,  la  6rf Dean 

Cookesley  (W.O.)  Map  of  Ancient  Athens,  with  Index,  post  8vo,  5a B.WiBiams 

Rome,  with  Index,  poet  8vo,  5a    B.WtlUams 

■  Sermons,  2  v.  12mo,  10a Hatchard  ...1842^ 

on  Popery,  12mo,  28  Qd E.Williams 


Cookson  (Rich.)  Goosnargh  Rambler,  12mo,  la  dd   Simpkin.. 

Cookworthy  (Wm.)  Memoir  of,  by  G.  Harrison,  post  8vo,  5a  Benneti  ... 

Cooley  {A.  J.)  Cyclopicdia  of  Practical  Receipts  in  the  Arts,  Sid  edit,  8yo,  26»    CAurchiU 
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Cooley  (^./.)  Dietionazy  of  tiie  BngliBh  Language,  or.  8to.  7f  , ChoLwhen  i86s 

Phannaoeiitical  Latin  Giammar,  12mo,  6t Oroombridge  .,.i%^S 

{W,D.)  Elementa  of  Gwnaetiy  Simplified  and  Explained,  12mo,  2« WiUianudcN,  i860 

Qeometrical  PropoaitionB  Demonstrated,  12mo,  3t  6ci WkiUaher 1840 

Hist  of  Maritime  and  Inland  Diacoveiy,  8  T.12mo,  18«  -red.  to  10«  6d  Longman  2846 

Inner  Africa  Laid  Open,  8vo,  7» Xot^wkm  185* 

-  NegroUnd  of  the  Ankbfl  Bzplained,  8yo,  8«  6<i Arrowimith  ...1841 


Coolidge  {Dr.RM,)  Beport  on  Sicknesi  and  Mortality  in  U.S.  Anny,  1889-65, 4to,21t  Woihington  ...  1856 

Coombe  {J^.)  Solation  of  Cambridge  Problems,  1840-41,  8yo,  St  6d Wkittaier 1843 

Coombs  (W,)  The  Deserted ;  a  Poetic  Bomance,  in  Four  Cantos,  fcap.  8yo,  It  6d Hamilton  1851 

Goope  {W.J,)  PrimitiTe  Truth :  Is  the  Catholic  Church  also  Soman  f  8vo,'4i  6<2 WhUtaker 1847 

C«oper  (Allen)  Family  Prayers,  1st  Week,  2nd  ed.,  18mo,  1«  6<i,  1848 ;  2nd  Week,  2s  BivingUm  1835 

—  {SirAtUejf)  Anatomy  of  the  Breast,  roy.  4to,  with  Atlas,  fol.,  6S«   Longman  1840 

DislocatioDS  and  Fractures  of  the  Joints,  8yo,  20s  Chwehill  1839 

Lectures  on  Surgery,  byTPyrrell,  6th  edit.,  12mo,  7s  Menthaw    184a 

life  and  Correspondence,  2  v.  8to,  2Uf  Parker  A  A>ii— red.  tolOt  6d  H.Bohn 1843 

Practice  of  Surgery,  by  Lee,  8  t.  8to,  54f  E,Cox    184J 

-  Structure  and  Diseases  of  the  Testis,  2nd  edit,  roy.  4to,  20s ChwrehiU  1843 


-(B.B.)  Lectures  on  Anatomy,  4t.  roy.  8yo,  60s ffighletf 1830-5 

Osteology  and  the  Ligaments,  8to,  8s  HigkUy 1844 

•  Principles  and  Practice  of  Surgery,  8to,  21«    ChurthiU  1851 


Surgical  Essays,  roy.  8vo,  7»  6d H.Bohn 1843 

-  (^^.)  Essay  towards  a  true  Translation  of  the  Bomans,  Sto,  S« Hamilton  1844 

Free  Church  of  Ancient  Christendom,  12mo,  5«-— red.  to  2s A. Hall  185a 


—  (C)  Decimals  and  Decimal  Coinage,  18mo,  Is Simpkin...  1853 

-:{Ch4u.)  Municipal  Corporation  Befonn  Act,  12mo,  6s Sauntknd: B..  iS^s 

-{C.H.)  Annals  of  Cambridge,  Pts.  1  to  34,  8to,  ea.  2s  6d jtuihor  184a 

-  Athena  Cantabrigiensis:  Biography,y.  1  &  2, 1500-1609,  Sto,  ea.  18«  BelldDaldyiZ $^-61 


-{C.P.)  Chancery  Acts  and  Orders,  1853,  with  Indexes,  12mo,  ia ButterworthM  ...1$$% 

■  Manual  of  Chancery  Chamber  Practice,  1853,  12mo,  Is  6d  ButttrworUu  ...1853 

•  Parliamentary  and  Political  Miscellanies,  8to,  3s    Dnlau 1851 

-  Public  Records :  Books  Printed  hj  Beoord  Commission,  8to,  6s BuUerworUa  ...1836 


'{DamJ)  Botanical  Bambles  round  London,  12mo,  6s HigJdey 1837 

-{Edw,)  Sermons,  Fifty-two,  Doctrinal  and  Practical,  new  edit,  12mo,  8«  6d^...  Knight  dt  Son    x86a 
for  Cottage  Homes,  1st  k  2nd  series,  fcap.  8to,  each  Is  6<if...  Knight  df  Son   x86a 


(J?./.)  Cometic  Orbits,  with  Notes,  8vo,  7s .' Tafflor  di  F.  ...1851 

{FrtdJ)  Crisis  in  the  Punjab  to  the  Fall  of  Delhi,  post  8to,  7s  6d Smith  is  Elder  1858 

{f.dtB!)  Wild  Adrentores  in  Australia  and  N.  S.  Wales,  poet  8to,  8«  6d! Ja»,BUyikwood  1857 

(P.M,)  Oat's  FestiTal,  12mo,  Is Longman  1846 

{F.S^)  Tables  of  Discounts,  Net  Proceeds,  l\  to  97)  per  Cent,  8yo,  8s  6<<...  Simpkin 1858 

{Om.)  LeaTesfrom  my  Portfolio,  Poems,  post  8to,  10s  6d!    SanndenA  0.  .184a 

—  (^sn.)  Memoir  of  his  life,  by  Wm.  Cooper,  12mo,  8s  Warr 1857 

{H,0.)  Indestructibility,  proclaimed  by  Nature  and  Sdenoe,  12mo,  2s  M £rroom5ru;^s...i854 

•  Philosophy  of  the  Cross  ;  or,  Christ  as  Man,  12mo,  2s  6d Cfroombridge  ...lisS 


(/.it.)  New  Zealand  SetUei'B  Guide,  12mo,  2s  6(2   Stanford   1857 

)  Heart  Discipline,  with  Preface  by  J.  A.  James,  12mo»  4s  6d Hamilton  185a 

-  Sermons  at  Stonehonse,  Devon,  12mo,  5$ Hateha/rd  1840 

-on  Brents  in  Sacred  History,  12mo,  6s Hatehmrd  1849 


{LK)  ] 

(/OS.)] 


(J,A,)Aitot  Writing,  8rd  edit,  8to^  Is HouUUm    i860 

Essay  on  Sunday-School  Senior  ClaoBes,  12mo,  U6d  S,8Mnion 1851 

{J,P.)  Works,  Author^s  Illustrated  Edition,  post  8yo,  7s  M  each Low   x86i 

Afloat  and  Ashore.  Bravo.  Chainbearer.  Crater  (The).  Deerslayer.  Heads- 
man. Heidenmauer.  Home  as  Found.  Homeward  Bound.  Jack  Tier.  Last 
of  the  Mohicans,  Lionel  Lincoln.  Mercedes  of  Castile.  Miles  Wallingfoitl. 
Monikina.  Oak  Openings.  Pathfinders.  Pilot  Pioneers.  ]^airie.  Pre- 
caution. Bed  Bover.  Bedskins.  Satanstoe.  Sea  Lions.  Spy.  Two 
Admirala.  Waterwitch.  Ways  of  the  Hour.  Wept  of  Wish-ton-wish.  Wing 
and  Wing.    Wyandott6. 

Afloat  and  Aabore,  8  v.  p.  8to,  81s  6c2,  Bsne^sy,  44 ;  fp.  8to,  2f ;  sd..  Is  SoutUdge  i86s 

Bee  Hunter,  8  t.  p.  8to,  81s  6d,  Bentley,  48  ;  fcap.  8to,  2s;  sd.,  Is  RotUUdge  i86a 

Borderers^  new  ed.,  12mo,  2s  6d,  Bentley,  1849  ;  fp.  8to,  2t;  sd..  Is  RoiUledge  i86a 

BrsTO,  n.  e.,  12mo,  2s  6d,  Bentley,  1849 ;  n.  e.,  fp.  8to,  2s;  sd.,  Is  Boutledge  i86a 

•  Captain  Spike,  3  y.  post  8to,  31s  6d    Bentley  1848 


•  Chainbearer,  3  ▼.  p.  8yo,  31s  6d,  Bentley,  1845  ;  fp.  8to,  2s;  sd..  Is  CHClarke  ...1859 


■  Deer  Slayer,  3  y.  p.  8yo,  31s  6<£,  Bentley,  1841 ;  fcap.  8yo,  2s;  sd.,  Is  BotUUdge  x86a 

England  ;  Sketches  of  Society,  &c.,  3  y.  post  8yo,  31s  6d Bentley  1837 

-  Eye  Eflingham,  3  y.  post  8yo,  24s,  BenUey,  1838  ;  fp.  8yo^  2s;  sd..  Is  Boutledge  i86a 

.  Excursions  in  Italy,  2  y.  post  8yo,  21s Bentley  1838 

-Switzerland,  2  y.  post  8yo,  21s  Bentley  1836 


French  Goyemees,  post  8yo,  lOs  6d  BenUey 1843 

•  Headsman,  new  ed.,  12mo,  2s  6d,  Bentley,  1849  ;  fp.  8yo,  2t ;  sd..  Is  Boutledge  i86a 

•  Heathcotes ;  or,  the  Wept  of  the  Wish-ton-wish,  fcap.  8yo,  2s;  sd..  Is  Hodgaon 1854 


•  Heidenmauer,  newed.,  12mo,  2s  6d,  Bentley,  4$;  fp.  8yo,  2s ;  sd..  Is  Boutledge  i86a 

>  History  of  the  American  Navy,  8yo,  16s New  York 1851 

Homeward  Bound,  n.  e.,  12mo,  2s  6c{,  BenUey,  49  ;  fp.  Svo,  2s;  ed.,  Is  B/ouUedgt  i86s 
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Cooper  (/.F.)  Jmdc  O'Lantem^  new  edit,  12mo,  2»  6rf  BentUy  1849 

Jack  Tier;  or,  the  Florida  Reef,  fcap.  8vo,  2«;  ed.,  It Hodgsim 1S4S 

Itftftof  theMohicaD8,n.e.,12mo,  2f  6(2,  j9nU%,  38;  fp.8yo,  2«;  Bd.,l«  RmUUdge  i86s 

Lionel  Lincoln,  n.  e.,  12mo,  2«  H  BerUley,  1849;  ^P-  ^^^  ^\  ^t  ^'  BouiUd^e  1862 

Luer  Hardinge,  new  edit.,  12mo,  2«  6<i    BentUif  1844 

Merk'a  Keef,  3  y.  poet  8?o,  81«  6d,  BaUUy,  1847  ;  fp.  8to,  2a;  ad.,  U  RouUedge  1861 

Memorial  of,  8yo,  6«  6rf Nev  York 185a 

Meroedeeof  Caetile,  8  v.  poet  8yo,  81t  6(2   Beniley  1840 

-Monikins,  8  v.  poet  8vo,  81«  6(2    BentUjf  1835 

.  Ned  Myere,  new  ed.,  12mo,  1»  6(2,  BenOey,  1843  ;  *P-  8vo»  2»;  ed.,  1»  Ward  A  Lock. „i%^^ 

•  Fath.finder,  new  ed.,  12mo,  2s  6(2,  BentUy,  1840;  fp.  8to,  2<;  ed.,  1«  RouUedge  i86z 

-  Pilot,  new  edit.,  12mo,  2»  6dy  BetiOey,  1849  ;  fp.  8yo,  2« ;  sd.,  la  ...  RouUedge  1862 

-  Pioneers,  new  edit.,  12mo,  2«  6(2,  BetUley,  1849  ;  fp.  8yo,  2a ;  ed.,  la  RouUedge  1862 

•  Prairie,  new  edit.,  12nio,  2a  6(2,  BeuUey,  1849;  fp.  8to,  2a;  ed.,  la...  RouUedge  1862 

-  Precaution,  new  ed.,  12mo,  2a  6(2,  Bentley,  1849;  ^P-  8vo,  2a;  sd.,  la  RouUedge  1862 

-Bayeneneet;  or  the  Bed  Skine,  8  v.  poet  8to,  S  la  6(2 BenUeff  1846 

-  BecoUectiona  of  Borope,  2  v.  poet  8to,  21a  BenUeg  1837 

-  Bed  Bover,  new  ed.,  12mo,  2a  6(2,  BenUey,  1849  ;  fp.  8to,  2a;  ed.,  la  RouUedge  1862 


•  Beaidenoe  in  France,  &c.,  2  v.  poet  Sto,  21a    BenUey 1836 

•  Satanatoe,  8  y.  poet  8yo,  31a  6(2,  Bentley,  1845  1  ^-  ^^o*  ^»  ^d.,  la  RouUedge  1862 

•  Sea  Liona,  8  y.  poat  8yo,  81a  My  Bentiey,  1849  ;  fp.  8yo,  2a  ;  ad.,  la  RouUedge  1862 

-Spy,  new  edit.,  12mo,  2a  6(2,  BenUey,  1849;  ^^V-  8yo,  2a;  ad.,  la...  RouUedge  1862 

-Storiea  of  the  Sea;  Narratiyee  of  Aclyentare,  cr.  8yo,  5a Low    1862 

-Wooda;  or,  Adyentuiea  of  Leather-Stocking,  cr.  8yo,  5»  Low    1862 


Two  Admirala,  n.  e.,  12mo,  2a  M,  BenUey,  1849;  fp.  8yo,  2a;  ad.,  la  RouUedge  1862 

Water  Witch,  newed.,  12mo,  2a  6(2,  BeiUUy^  1849;  fy,  8yo,  2a;  ad.,  la  RouUedge  1862 

Ways  of  the  Hoar,  8  y.  poat  8yo,  81a  6(2 BenUey  1850 

Wyandotte,  newed.,  12mo,  2a  6(2,  BenUey,  1843;  fp.  8yo,  2a;  ad.,  la  RouUedge  1862 

-(^ary)  Memoira  of,  hy  Adam  Ohu-ke,  18mo,  2a   Maeon    1839 

-  (Miee)  Country  Life,  Bhyme  and  Beaaon  of ,  8yo,  15a New  York 1854 

Dutieaof  Trustees  of  Weeleyan  Chapela,  8yo,  2a   Partridge  1850 

Ghiide  to  Knitting  and  Crochet,  16mo,  la Dean 1852 

Bural  Houra,  12bio,  7a New  York 1854 

-  in  the  United  Statea,  2  y.  poet  8yo,  21a BenUey 1850 


( Jfra. )  Memorials  of  her  Life,  with  Preface  by  Bickerateth,  2  e. ,  12mo,  3a  6d     WerUieim  1 862 


Ifra.) 
CG.) 


'{M,d.)  Thamuta;  Spirit  of  Death,  &c..  Poems,  12mo,  4a Longman  1839 

—  (P.)  Anglican  Church  the  Slaye  of  the  State,  8yo^  2a  6(2   Dolman 1844 

—  (A)  Bible  audita  Eyidenoee,  12mo,  2a Holyoake 1858 

Lectures  on  the  Immorality  of  the  Soul,  8yo,  24a  Wa,t9on 1853 


'(Sam,)  First  Linea  of  the  Practice  of  Sux^ry,  7th  edit.,  8yo,  18a Longman  1840 

Surgical  Dictionary,  7e.,  8yo,  80a,  38;  n.  e.,  by  Lane,  Y.  1,  8yo,  25a  Longman  t86i 

•  Illustrations  to,  by  Cocks,  2  y.  8yo,  52  9a  6(2 Longman  1836 


(I%oa.)  Baron's  Tule  Feast ;  Christmas  Bhyme,  12mo,  5a  A.HaU  1846 

Captain  Cobbler,  an  Historical  Bomanoe,  8yo,  6a Walton 1850 

Institutes  of  Justinian,  with  Notes,  8vo,  82a  New  York 1852 

Parliamentary  Short  Hand,  12mo,  2a  6(2 BeUd!Daldy...i%^% 

Purgatory  of  SuicideB,a  Poem,  12mo, 7a  6(2,  Chapman,  1845;  n.e^8a  6(2  WaUon  1848 

Triumphs  of  Perseyeranoe  and  Enterprise,  Illust.,  fcap.  8yo,  8a  6(2...  DarUm  i86x 

•  Wise  Saws  and  Modem  Instances,  Tales,  2  y.  poet  8yo,  15a  A.HaU  1845 


-  (B^.T.)  Admonition  to  Bngland  against  M.  Marprelate,  poet  8yo,  5a PeUieram  1847 

•  Answer  to  the  Apology  of  Priyate  Mass,  8yo  Parker  Soe.  ...1850 


-(7.^.)  Guide  to  lomton,  Ilfraeombe,  &c.,  12mo,  8a  6i2  J.RSmith 1853 

-  (r.&)  Cattle  Qroupe,  folio,  84a    Aekermann   ...1849 

Designs  for  Cattle  Pictures,  folio,  94a  6(2 Rowney 1837 

-  Drawing-Book  of  Animals,  and  Bustic  Groups,  obi.  4to,  6a  Ward  di Lock...  i^st 

•  Sketches  from  Nature,  imp.  4to,  81a  6c2 Tilt    1837 


-(TTm.)  Gkas  Cutter  and  Qlaaer'a  Manual,  poat  8yo,  10a  6(2  Simpkin 1835 

Hiatoryof  Bngland,  to  1854,  18mo,  2a  6(2  Longman  1854 

Mokanna,  a  Drama,  12mo,  2t  6d Edwarde  A  H,  1843 

(W.D.)  Gloeaary  of  Froyinoialisma  uaed  in  Susaex,  2nd  ed.,  poat  8yo,  8a  6(2  .  J.R,Smith 1853 

■History  of  Winchelsea,  8yo,  7a  6(2 J.RSmUh 1850 


-  (IF.  >r.)  InyaUd»s  Guide  to  Madeira,  18mo,  4a  SmiUi  A  Elder .  li^ 

•  Bemarks  on  Near  and  Aged  Sight  and  VisioD,  12mo,  7a CkurekiU  1846 


■  Treatise  on  Wounda  and  Injuriea  of  the  Bye,  8yo,  12a   CkurchiU  1859 

Coopland  (Jfra.)  A  Lady's  Bacape  from  Gwalior  and  Agra,  1857,  post  8yo,  10a  6(2  ...  SmiUi  A  Elder  1859 

Coorg  and  its  Bajahs  Described,  8vo,  2a  6(2 /.  Bumpus    ...1857 

Coote  (ir.C7.)  New  Chancery  Practice,  with  the  Bulea,  8yo,  12a Butterwortht  ...1S60 

— — ^— —  Practice  of  the  High  Court  of  Admiralty,  &c.,  8yo,  12a BuUerwortha  ...i860 

■  Practice  of  Ecclesiastical  Courts,  with  Tables  of  Costs,  8yo,  28a BuUerworthM  ...1847 

Probate  Court  Practice,  4th  edit.,  8yo,  21a  BuUerworUu  ...i%e2, 


^(HoL)  Homologies  of  the  Human  Skeleton,  8vo,  4a  6(2    ffighley 1849 

Beport  on  Important  Points  in  Treatment  of  Syphilis,  8yo,  5a    ChurchiU  1857 


(J2.ir.)  Treatise  on  Law  of  Landlord  and  Tenant,  roy.  8yo,  21a  Benning 1840 

Mortgages,  roy.  8yo,  30a Benning 1850 

Cope  (Sir  A .)  ICeditations  on  Twenty  Select  Psalms  of  Dmyid,  poet  8vo,  7a  6<2 OUivier  1 845 
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Cope  {RidL)  Aatobiography  and  Select  Renuuna,  by  hUSon,  er.  8to,  60 JuddAOlau  ..1857 

Bntertalning  Anecdotes,  Religiona  and  Moral,  12mo,  4« Jw.  Smith 1838 

Pietas  Priyata  ;  Daily  Frayera  for  the  Oloaet,  ace.,  S2mo,  If  JudddeGl(U9...j9s7 

Fnlpii  Synopsis :  Outlines  of  Sermon9,  12dio,  is Jos.  Smith 1837 

(W.B.)  YudtaUo  Infirmomm,  Offices  for  Praying  with  Sick,  12mo,  I6s Masters 1848 

•  Kesponsals  for,  12mo,  2(    Masters 1851 


Copeman  (^v.)  Oollection  of  Oases  of  Apoplexy,  8to,  7«  Churchill  1845 

History,  Pathology,  and  Treatment  of  Diphtheria,  Sto,  Is  6d   ChwehiU  1859 

Ulnstmtions  of  Pnerperal  Fever,  8to,  8f  ChurehiU  i860 

Records  of  Obstetric  Consultation  Practice,  cr.  Syo,  6t ChwrehiU  1856 


Oopinger  (C%r.)  County  Gooris  Practice,  ftc.,  Ireland,  8to,  S0« Stevtns   1858 

Copland  (/«.)  Forms  and  Treatment  of  Gonsnmption  and  Bronchitis,  8to,  \2m  6c{  ...  Longman  1861 

-Medical  Dictionary,  V.  1  and  2,  8to,  60t    Xongman  1835 

8,  in  2  Parts,  8to,  61»  Longman  1858 

-  Treatise  on  Palsy  and  Apoplectic  DisoMes,  post  8yo,  10«  M  Longman  1850 


(Jno,)  Arithmetic  of  Fractions  and  Proportion  Bzpkined,  12mo,  Is    Qriffin    1855 

Copfegkott(^.  B.)  Memoir  of,  by  J.  W.  Gopieston,  8to,  10«  Qd Parker  A  Son.. ,1%$% 

Remains,  with  life,  by  Abp.  Whately,  8vo,  10«  W Parker ds Son...  1%^ 

{Mrs.  E.)  Canada  :  Why  we  lave  in  it»  and  Why  we  Like  it,  fp.  8yo,  2t  6<2  Parker S Son... iZSi 

Copley  (AO.)  Garefnl  Nursemaid,  18mo,  \s ReLTrad  Soe.  .1%^^ 

Gatechism  of  Domestic  Boonomy,  18mo,  Is  Groombridge  ...1%$! 

' Comprehensive  Knitting  Book,  oblong,  7«  6(2    Tegg  1848 

Cottage  Comforts,  with  Hints  for  Promoting  them,  n.  •.,  12mo,  2<  6d    Sif«^n 1859 

Cookery,  12th  edit.,  18mo,  Is  Qroombridge  ...iZSt 


'  Covetoasness ;  its  Prevalence,  Evils,  and  Core,  12mo,  2s  6d  J<ieksonAW,...i%'^^ 

'  Domestic  life  ;  or.  Hints  for  Daily  Use,  18mo,  2s  Xel.Traet  Soe.  .iS4t 

Barly  Friendship,  a  Tale,  18mo,  1«  6(i  Tegg  1859 

-  Paithfal  Servant,  18mo,  Is  fid    JUL  Trad  Soe.  i86a 

•  Family  Book,  18mo,  IsHd Rel. Tract Soc...iZ6i 

>  Experiences  and  Home  Secrets,  18mo,  1«  6<{   Oroombridge  ...iZ$% 


Female  Excellence ;  Hints  to  Danghten,  18mo»  Is  6d  ;  82mo,  It  Jtel.  Tract  500.1838 

Girl's  Week-Day  Book,  12mo,  8«    Rd.  Tract  Soc.  i86a 

History  of  Slaveiy,  and  its  Abolition,  12mo,  6«   Houlston   1836 

Housekeeper's  Guide :  Domestic  Cookery,  12mo,  is  6d  Longman  1845 

Lads  of  the  Factory,  18mo,  Is Jlel.  Tract  Soc.  1845 

Mamma  and  her  Child,  18mo,  Is   JUL  TractSoe.  1848 

Master  and  Mistress  :  Hints  to  Heads  of  Families,  18mo,  Is  (kl Jlel.  Tract  Soc.  184a 

Mother's  First  Lesson  Book,  18mo,  Is   JUl.  Tract  Soc.  i86» 

My  Mother's  Stories,  12mo,  2s  M ffoulslon    1858 

Poplar  Ght>ve  ;  or,  Little  ELarry  and  his  Uncle  Ben,  18mo,  Is  M   Tegg  1841 

Recollections  of  Uncle  Bamaby,  18mo,  Is  6d   Jlel.  Tract  Soc.  1843 

Rose  and  Grown' Lane  ;  or,  My  Neighbours,  18mo,  Is JUL  Tract  Soc  1840 

Seriptore  Biography,  8vo,  12s P.  Jadcaon    ...1835 

Wonl  to  Parents  on  Management  of  Children,  18mo,  Is Qroombridge  ...1%'^% 

Working Man*8  Wife,  18mo,  Is  JW.  TractSoe.  1844 

Young  Mother;  or,  Advice  to  a  Married  Daughter,  18mo,  Is  6<2    JUl.  TractSoe.  i86a 

Servant,  18mo,  Is  6ci  JUL  Trad  Soc.  i86a 

Wife;  or.  Hints  to  Married  Daughters,  18mo,  ls6ci    JUL  Trad  Soe.  i860 

Woman*s  Own  Book,  8vo,  13s P.  Jackson    ...1840 

Women  of  the  Factory,  18mo,  Is   JUl.  TradSoe.  1845 


■ {O.F.)  Guide  to  Wakefield,  Pontefraet,  and  Goole,  12mo,  Is Author 1848 

Copoer  (/asws)  Hints  on  the  Education  of  Childhood,  cr.  8vo,  Is  6d   JUvington  x86o 

~- Sermons,  12mo,  2s   J.  Darling 1856 

Ceppard  (&9.)  Adopted  Child,  a  Story,  fcap.  8vo,  8s  6(i  Seeley x86a 

" Katherine  Douglas,  fcap.  8vo,  isM,  1856;  n.  e.,  l«6<i;  2s  6d Simpkin i860 

(If./.)  Cottage  Scenes  during  the  Cholera,  1832,  12mo,  Ss  6ci LTamilton  1848 

Coppisg  (^tiv.)  Aspects  of  Paris,  post  8vo,  7s  6d  lAmgman  1858 

Home  at  Roeefield,  8  v.  cr.  8vo,  31«  6<l BwntisB 1861 

lives  and  Adventures  of  Alfieri  and  Goldoni,  post  8vo,  10s  Qd  Addey    1856 

^V^y  ifJeo.)  Recollections  of  Forest  Life;  or,  life  and  Travels,  12mo,  Is  6<2 H.  L«a  1850 

Running  Sketches  of  Men  and  Places,  fcap.  8vo,  7» Boston,  U.S.  ...1855 

Traditional  History  of  the  Ojibway  Nation,  12mo,  5s  Bennett 1850 

Coqserel  (AtJL)  Disoonnes  on  Protestanism  in  Paris,  12mo,  2s  6ci Whi^eld  1854 

Esaays  on  Christianity,  transl.  by  Davidson,  post  8vo,  12s  Jjongman  1847 

Treatise  on  Christian  Religion,  18mo,  Is    Whi^fiM  185a 

M.,/Kf».)  I^e  Arts  in  Italy,  their  Religious  Aspect,  poet  8vo,  ^s  Whiifidd   1858 

<^^set-I^le  Pishing  Songs,  edited  by  a  North-Country  Angler,  post  8vo,  5s Bladewoods    ...185a 

Con  and  the  Doctor;  or,  the  Physic'tan^s  Wife,  12mo,  Is  Boston^  U.S.  ...1%^^ 

Cnalle  {MUe.)  Adrtmtureeof  an  Elderly  Gentieman,  12mo,  8s  Cki  W.  Hughes    ...1849 

livre  des  Noms ;  ou.  Petit  Assistant  Fran9aas,  32mo,  2s  M Simpkin 1848 

CnH)aiix(^.<frX.)  Pearls  of  the  East:  from  "LallaRookh,'' imp.  ito,  Sis  6d ^o^ue    1837 

Corbel  (Tho.)  Gansea  and  Modes  of  Wealth  of  Individuals,  12mo,  8s Smith  Jt  Elder  1841 

Corbett  (/.^.)  Surgical  Anatomy  of  the  Arteries,  12mo,  7s  TToftoa 185a 

(i^isv)  Happy  Week;  or.  Holidays  at  Beeehwood,  18mo,  3s Jjongman  1841 

Corder  (5.)  Christian  Instruction  in  the  Hist.  Types,  Ico.,  of  the  Old  Test.,  18mo»  Is  6fi{  Bcmeti 1854 
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ier  (S.)  Memorialfl  of  Ddoeased  Members,  Society  of  Friendsy  8vO|  7f Benneti  1853 

derias  {McU.)  Colloqaia,  k  Loggon,  new  edit.,  12mo,  2f Longman   1839 

Milligan,  l^o,  2s Simpkin 1838 

ieroy  (£<i».)  Father  Beevee,  12ino,  l» HamiUon  1853 

dier  {A,)  Amusing  Alphabet.  Alphabet  Recreations deaPetitHGar^ons,  oblong,  U  M  Dean x86a 

dova  (Her.)  Memoirs  of,  translated  from  Quintana,  by  Kussel),  12mo,  7<  6^  ChuHon 1851 

{Ida)  Texas,  her  Resources  and  Public  Men,  12mo,  7a  fid Pkiladdphia,„\%s^ 

I  (E.)  MonJ  and  Religious  Essays,  Poems  and  Anecdotes,  2  v.  12mo,  lOa  Hamilton 1852 

fe  (6reo.)  Helps  to  Diagnosis  of  Disease,  82mo,  U   BoultUm    1845 

-' Man  and  his  Many  Changes  ;  or,  Seven  Times  Seren,  cr.  Svo,  1$ Honlaton  i86a 

Physiognomy  of  Diseases ;  or.  Hospital  Practice,! 2mo,  1  Os  6ci,49 — red.  to  5<  Houlston    1 8  5 1 

Treatise  on  the  Kidneys,  8to,  10<  6c{    BaiMUr  1839 

kran  (J^PJ)  An  Hour  Ago  ;  or,  Time  in  Dreamland,  a  Mystery,  12mo,  6s  Longman  1858 

Concise  History  of  England,  in  Epochs,  cr.  8to,  2«  6e2  Bamilton  .  ...1859 

East  and  West ;  or,  Once  Upon  a  Time,  3  t.  poet  Svo,  SU  6<i Hunt  is  B 1861 

History  of  the  French  National  Assembly,  2  t.  post  Svo,  21«    BentUy 1849 

Diack(/no.) Illustrations  of  Faith,  ISmo,  2« Weuhbowme  ...1839 

Treatise>  on  Original  Sin,  12mo,  4s   Longman  1842 

(/.iL)  Pathology,  &c.,  of  Fever  in  Edinburgh,  1844,  Svo,  fis  6d CAurcAiU  1844 

Treatise  on  the  Properties  of  Creosote,  Svo,  Sa  6d  Longman  1836 

naro  {Lewi$)  Method  of  attaining  a  Long  and  Healthful  Life,  18mo^  8s    Highleg 1845 

neille  (Pet.)  ^d  His  Times,  by  M.  Guiiot,  Svo,  10s  6ci BenOey 1857 

Ghoix  des  Trsgedies,  Ice.,  par  Gombert,  8  v.  ISmo,  15s Bellit  Daidg.,.iS$S 

nell's  Primary  Geography,  edited  by  Wm.  Hughes,  cr.  4to,  2s  M    Darton  i860 

aer  Cupboard  ;  a  Family  Repository,  post  Svo,  2s  6ci HouUton    1857 

—  (A.B.)  Forms  of  Writ,  &c.,  Crown  Side,  Queen*s  Bench,  8vo,  7s  dd Penning    1844 

ner  (/tt/ia)  Amusing  Tales,  16mo,  Is  DetM 1854 

Baronet;  on,  TAmant  malgrd  Lui,  12mo,  6s  SmiiKde  Elder  1835 

Brothers  Bassett,  a  Novel,  12mo,  Is  6<i  DarUm 1855 

Calverley  Rise  ;  a  Tale,  8  v.  post  Svo,  81s  6rf Newbg    1861 

Child's  History  of  England,  ISmo,  Is  6d Bean 1848 

Children's  Own  Sunday  Book,  12mo,  5s,  Longman^  1850  ;  fp.Svo,2s6cI  Ttgg  i86a 

Edward  Gastleton,  a  Tale,  16mo,  Is  W Dean 1836 

English  Envoy  at  the  Court  of  Nicholas  I.,  12mo,  Is  6<i    Dean 1858 

Every  Child's  History  of  Greece,  by  Edward  Farr,  ISmo,  Is Dean i860 

Familiar  Fables,  Illustrated,  imp.  16mo,  8s  6(2  Dean 1853 


First  History  of  England,  16mo,  2s  6(j  ;  with  plates,  8s  6(2  Dean 1^5 

Girls  in  their  Teens,  square  16mo,  Is  id Dean 1848 

Historical  Librezy,  12mo,  vis. : —  Dean      r.  y. 

Denmark,  Sweden,  and  Norway,  2s  6(i — England  and  Wales,  8s  6(2  ;  with  Ques- 
tions, 4s — France,  2s  6(2 ;  with  Questions,  8s — Germany  and  German  Empire, 
8s  6(2 — Greece,  3s— Holhuid  and  Belgium,  2s  6(2— Ireland  2s  6(2 ;  with  Questions, 
8s— Italy  and  Switserland,  8s  6(2 — Poland  and  Russia,  8s  6(2— Rome,  8s  6(2 — 
ScotUnd,  2s  6(2 ;  with  Questions,  8s — Spain  and  Portugal,  2s  6<2 ;  with  Ques- 
tions, 3s — ^Turkey  and  Ottoman  Empire,  including  Greece,  8s  6(2. 

History  of  the  United  Kingdom,  Svo,  10s  6(2  Dean 185a 

Improvidence;  and  a  Marriage  like  Many,  16mo,  2s  6(2    Dean 1839 

— • Little  Arthur's  Dinner:  Nursery  Stories,  12mo,  2s  6(2    Dean 1856 

Pkys  for  Little  Actors,  2  v.  imp.  16mo,  each  8s  6(2  Dean 1855 

— — ___ imp.  16mo,  each  Is   Dean    1852-61 

Beauty  and  the  Beast,  1852 — Children  in  the  Wood,  1854— CindereUa,  1853  — 
King  and  Troubadour,  1861 — Mother  Goose,  1854 — ^Prince  Sigismund,  1861 — 
Puss  in  Boots,  1854— Sleeping  Beauty,  1861— Whittington  and  His  Cat,  1853. 

Pictorial  History  of  China  and  India,  Svo,  20s,  Dean,  1846 — red.  to  7s  WaMiOume ... 

—  Picture  Fables,  '16mo,  Is   Dean 1854 

Nursery  Sunday  Book,  16mo,  5s  Dean 1859 

Play  Grammar,  Elements  Ezphuned,  12mo,  Is  6(2 Dean 1848 

Questions  on  the  History  of  Europe,  new  ed.,  12mo,  5s Longman  1862 

-  Scriptural  Tales,  12mo,  8rd  series,  each  Is  6(2 Dean 1857 


Scripture  History  Simplified,  Question  and  Answer,  12mo,  8s  td Dean 1853 

— —  Seeds  of  Knowledge,  and  Poetry  for  Children,  16mo,  Is  M    Dean 1838 

—  Spring  Flowera;  or,  the  Poetical  Bouquet,  ISmo,  Is Dean 1839 

Village  Stories,  16mo,  Is  6(2 Dean 1836 

—  {Rick.)  Practice  of  the  Crown  Side  of  the  Court  of  Queen's  Bench,  Svo,  7s  6^    W.  Penning....  it ^ 

let  (Jul.)  Manual  of  English  and  Russian  Conversation,  ISmo,  8s  6(2  TrUimer 1857 

ley  (BoUon)  New  Curiosities  of  Literature,  |x>st  Svo,  7s  6d BenUey 1838 

iford  (P.H.)  Missionary  Reminiscences ;  Jamaica  Retraced,  12mo,  2s Houlion    1856 

ihill  Magazine  (The),  Y.  1  to  7,  Svo,  each  7s  6(2 SmiihAElder\%(>o-% 

lillon  (Hen.)  Dictionnaire  de  la  Langue  Franfaise,  ISmo,  2s Simpkin 1847 

lish  ((?./.)  Sermons  and  Poetical  Remains,  Svo^  10s  6(2 Motley  1850 

— (jy.iT.)  Book  of  Family  Prayers,  ISmo,  2s RivingUm  1841 

— (T.H.)  Juryman's  Legal  Handbook  to  Common  Law,  12mo,  10s StevenM  1843 

—  (W.P.)  Treatise  on  Purohase  Deeds  of  Estates,  &c.,  by  Horsey,  Svo,  10s  ShawASonM  ...1855 

lish  Ballads,  Original,  with  Essay  by  Mrs.  Miles,  post  Svo,  2s  6(2 Simpkin 1846 

—  Provincial  Dialect^  Spedmensof,  postSvo^  4s J.R.Smith 1846 
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Coniah'BStnoger'B  Guide  to  BirmlngliAii^  11th  edit,  12mo,  1$ Cormsk 1861 

GoinwaU  (Barry).    See  Procter  (/«.) 

(JJiw.)  BootBtepe  to  QI017,  I81110,  2» Partridge iSs* 

ComwiIliB  (iTtno.)  CztMsiickB  ;  a  Medley  in  the  Gittens  Family,  12mo,  It  M (7.  H,  Clarke...i%S7 

Howanl  Plankett ;  or,  Adrift  in  Life,  2  v.  poet  8yo,  21f  Whittaker 1857 

My  Life  and  Adyentares,  an  Autobiography,  2  v.  post  8yo,  21«...  A.HaU i860 

New  Eldorado  ;  or,  British  Colombia,  poet  8vo,  10«  6<i NevAy    1858 

Ftoonma  of  the  New  World,  2  v.  post  8vo,  21f Newfnf    1859 

Royalty  in  the  New  World,  Prinoeof  Wales  in  America,  c.  Svo,  7«  64  A,HaU i86i 

Two  Journeys  to  Japan,  1866-67,  2  v.  post  8yo,  21*  .' Neaby    1859 

Wreck  and  Ruin  ;  or,  Modem  Society,  3  v.  port  8vo,  8U  6rf Neveby    1859 

Yarra  Yarra  ;  or,  the  Wandering  Aborigine,  5th  edit,  p.  8yo,  2»  Ward  dfe  Lock  .  1858 

(^M^y)  Private  Correspondence,  ed.  by  Lord  Braybrooke,  8yo,  10«  6rf...  S.BeniUy  184X 

{Marq,)  Correspondence,  edited  by  Cha.  Ross,  2nd  edit.,  8  y.  8yo,  68»  ...  Murray 1859 

■  (J'ary)  Pr^iaation  fw  the  Lord's  Supper,  ISmo,  2« Hayward  1839 

Cornvdl  (/Of.)  Book  of  Blank  Maps,  sm.  4to,  U Simpkin ..1861 

Geography  for  Beginners,  13th  edit.,  12mo,  1«    Simphin 1857 

Map-Book  for  Beginnen,  fcap.  4to,  plain,  li6d;  ooL,  2»  6d   Simpkin 1861 

Ph)jection8,  Lines  of  Lat  and  Long.,  sm.  4to,  If Simpkin 1861 

School  Geography,  2»th  edit.,  12mo,  3f  6d  ;  with  Maps,  12mo,  5f  Od  Simpkin 1861 

Young  Composer,  12mo,  25th  edit.,  If  6d,  i86»  ;  Key  to,  8f  Simpkin 1850 

andmtck  (J,G,)  School  Arith.,  n.e.,  12mo,lf  6d;  Keyto,  12mo,  4f6rf  Simpkin i86a 

Science  of  Arithmetic,  8th  edit.,  12mo,  4f  6d Simpkin i86a 


Coroittl  (The) ;  or,  Prose,  Poetry,  and  Art,  fcap.  8vo,  6f Rd,TractSoe,.i%S7 

Coronet;  or,  Choice  Gems  for  the  Home  Circle,  8yo,  26f    Philadtiphia...i%$% 

Corpe  {Htn.)  Introdaction  to  Non-Hellenic,  or  Modem  Greek,  newed.,  roy.  12mo,  6f  Q^aritch    i860 

CoipofaUoD  Characters ;  or,  Ciric  Celebrities,  16mo,  If WiUoughJby  ...1855 

Corpos  Cbristi ;  DeYotions  from  Older  DiYines,  24mo,  2f  6d HamilUtn  1843 

PoetanuB  Latinonun,  edidit  Walker,  new  edit,  roy.  8yo,  18f H.Bokn 1848 

Conado  (N.)  Refntation  of  Popish  Doctrine  of  Gift  of  the  Keys,  12mo,  2f Partridge 1849 

Givtespoiidant  Calligraphe  ;  on,  Recneil  de  Lettres  Commerciales,  4to,  4f Relfe n.  d, 

C<»TC8pondeiice  of  Scientific  Men  of  17th  Cent,  by  Rigaud,2  y.  8yo,  24e--red.  to  16f    Gardner 1841 

Come  (£;>.2>.)  Memoirs  and  Conespondenoe,  8yo,  14«   Seeley 1847 

{O.B.)  Catalogue  of  Library  of  St  Catherine's  Hall,  Camb.,  1475}  4to,  If  Hd    Camh,  Ant.  Soe.  1Z40 

CortigM  (i4.)  Theory  and  Practice  of  Modem  Agriculture,  12mo,  2f Fannert^G.Qff.i^s^ 

' {^'J')  Lectures  on  Nature  and  Treatment  of  Fever,  post  8vo,  4f  6rf Longman  1853 

Ten  Days  in  Athens,  with  Notes  by  the  Way,  post  8yo,  7f  6d    Longman  i86z 

Coner  (7^.)  Collectanea  Anglo-Poetica,  a  Catalogue  of  Early  English  Poetry,  2  v.  8yo  Chetkam  5oc.  1 861 -a 

Cort  (JF.if.)  Young  Child's  Lesson  Book,  12mo,  If Simpkin 1854 

Cortea  (F.)  Despatches  of,  translated  by  Fullom,  roy.  8yo,  12f Wiley 1843 

CoTToda  Abbey  ;  or.  Lights  and  Shadows  of  the  Present  Day,  post  8yo,  lOf  6<f   Saundered:  0.  .i860 

C«7  (^.  J.)  Treatise  on  Diseases  of  Children,  12mo,  3f  6<< Draper  1844 

—  (£/«.)  Lilies  of  the  Valley,  12mo,  If  6rf Wertheim  1858 

(/.i'.)  Mythological  and  Chronologicallnqniries,  12mo,  7f  6c2  Pickering  1837 

-Practical  Treatise  on  Accounts,  8yo,  9s  6d  Pickering 1839 

' Treatise  on  Official  Accounts,  Syo,  8f Pickering 1840 

C«7ton  (/so.)  Uw  of  Letters,  Patent  fw  luYentions,  1866,  8vo,  18f  Sweet 1855 

Cttio  (Bp.)  History  of  Popish  Transubstantiation,  with  Memoir,  12mo,  6f JMA:J.Parkeri%ii 

Private  Devotions,  18th  edit,  32mo,  4f,  Bivington,  1845  J  ISmo,  If  ...  Mastert 1848 

•  Theological  Works,  5  y.  8yo,  30f  J. H.tkJ. Parker  1^$$ 

- —  (Joe.)  Names  of  Roman  Catholics,  &c.,  who  refused  to  take  the  Oaths,  8yo,  6f  J.R.  Smith    ...i86a 

C«ftog<ffly;  or,  the  Records  of  the  Creation,  by  F.  G.  S.,  post  8yo,  2f  6<i  Jeppe 1858 

C<««r»t  (Jfri.)  Pastor  and  his  Flock,  a  Tale,  12mo,  98  ed Cleaver  1853 

CofiU  (A.)  Analytical  Considerations  on  the  Art  of  Singing,  12mo,  6f  Sherwood  1838 

J^wtaniaof  Mistra,  a  Tale  of  Modem  Greece,  12mo,  6f WhiUaker 1839 

C^tftllo  (£a«.)  AdYentures  of  a  Soldier,  12mo,  8f  6d WardALock...iSs7 

■  {DwL)  Faint  Heart  never  won  a  Fair  Lady,  a  Tale,  12mo,  If  6d Rouiledge  1859 

Holidays  with  Hobgoblins,  Illust.,  fcap.  8yo,  8f  6d  HotUn    i860 

• Joint-Stock  Banker,  a  Tale,  12mo,  lf6d    J,d:C.  Brown.. .i%s^ 

Millionaire  of  Mincing  Lane,  12mo,  2f  Routledge  1857 

" Piedmont  and  Italy,  Illust  in  a  Series  of  Views,  2  y.  4t6^  42f   Virtue    1861 

" Stories  from  a  Screen,  post  8yo,  4f  6(2 Bradbury  1855 

"~ — Tour  through  the  ValJey  of  the  Meu8e,p. 8yo,  WSy^'b^ChapmamAH. ;  6f  Dean . .  1856 

{l.S.)  Catherine  de  Medids,  12mo,  8f  6(i,  Bentley,  1848  ;  12mo,  2f C.H.Clarke   ...1859 

Clara  Fane,  or  Contrasts  of  a  Life,  3  y.  postSvo,  81f  6d  Beniley  1848 

~~  Falls,  Lakes,  Mountains,  frc.,  of  North  Wales,  8yo,  14f   Longman    1845 

Gabrielle,  a  Novel,  3  v.  poet  8vo,  31*  6d   Newby    1843 

Jacques  Coeur,  the  French  Argonaut,  and  his  Times,  8vo,  14f Bentley  1847 

Lay  of  the  Stork,  aPoem,  sm.  4to,  7f  6d   Bennett 1856 

Memoirs  of  Anne  of  Brittany,  poet  8yo,  7s  6d  Bennett  1855 

. Eminent  Englishwomen,  4  v.  8yo,  60f Bentley  1844 

BCaiy,  Duchess  of  Buigundy,  post  8vo,  lOsSd    Bentley  1853- 

Pilgrimage  to  Auveigne,  2  v.  8vo,  28f Bentley 1841 

Queen  Mother,  a  Rcmianoe,  3  v.  post  8yo,  Slf  6d  Bentley  1841 

Rose  Gaiden  of  Persia,  8vo,  18f,  Longman — red.  to  7f  M  H.Bohn 1845 
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Costello  (L.S.)  SpedmexM  of  the  Barlj  Freneh  Poet%  pMt  8to,  21f  Pickering  1S35 

■  Sammer  amongst  the  Booages  and  the  YineB,  2  ▼.  8yo,  28«  BatUey  1840 

Tour  in  the  Beam  and  the  Pyrenees,  2  ▼.  8yo,  28« B^iM^  1844 

toandfromVenioe  by  theVaudoiBaadTjroI,  8yo,  12» Ollivier  1846 

Coster  (t?.  r. )  Lorrin,  and  other  Poems,  12mo,  8«    Kent  1859 

Oostnme,  Satirica]  Songsand  Poems  on,  13th  to  19th  Gent,  by  F.  W.  Fairholt^  p.  8to  Percy  80c. 

Coihi  {LewU  Olyn)  Poetical  Works,  temp.  Hen.  YI.,  &o CambrianSoe,  1837 

Cotman  {J,8.)  Etchings  of  Old  English  Boildings,  2  t.  imp.  fol.,  82  8« JEf.Bohn 1838 

Liber  Stadiorom,  imp.  4to,  24<;  1.  p.,  42t ff.Bohn 1838 

Sepnlehral  Brasses,  Norfolk,  Iec.,  2  v.  imp.  4to,  6l6t',l,  p.,  SlBi ff.Bolm 1838 

Gotsell  ((?0o.)  Ti«atise  on  Ship's  Anchors,  12mo,  It  ed  Virtue   1855 

Cottage  among  the  Monntains,  a  Tale,  12mo,  8«(ki  Seeley 1840 

and  its  Visitor ;  or.  Female  Visitor  tothe  Poor,  12mo,  8s  M Sedey 1861 

lyythelAke;  or,  the  Wilmer  Family,  a  Tale,  12mo,  2s Wertheim  1853 

■  Commentary,  St.  ICaUhew,  12mo,  2s6(i;  Mark,  USd  ;  John,  2b  M MoMtert 1860-2 

'  Companion,  Selections  from  Leighton  and  Owen,  fcap.  8yo,  6s J>ari<m 1841 

— ^ >  Dialogdes :  ConTerwtions  on  the  Qospels,  4  t.  18mo,  each  2f  6d Piper 1841-4 

Gardener,  ed.  by  Johnson,  V.  lto25,  roy.  8vo,  each  StM Qfiee 1849-61 

History  of  England,  by  the  Anther  of  '*  Mary  Powell,*' ^cap*  &▼<>>  ^^ A.HaU  1861 

Hosbandxy,  Sto,  4t   Parler  Jk  Son  .  it^S 

'  Lectures  on  St.  Matthew's  Qospel,  ▼.  8-12, 12mo,  Is  6d    B.SeeUy 1857 

Letters  on  Scriptnre  Texts,  12mo,  2s Bim,ngt<m  1837 

Life,  or  Tales  at  Dame  Barbara's  Tea-Table,  illn8t.,4to,  6j  Addey    1852 

-  on  the  Common  and  other  Tales,  by  Author  of  **  Biioda,"  16mo,  2s Cleaver  1846 

' Pictures  Old  and  New  Testament,  Coloured  Bngrayings,  sm.  foL,  ea.  7s  6(1 J,ffJkJJ*arkeri%$6 

■  Prayer  Book,  18mo,  2s Nelwn   1847 

Prints  from  Sacred  Subjects,  folio,  21s,i85i — red.  to  12f  6(2   Bering  1859 

Cottager  in  Town  and  Country,  V.  1  and  2,  4to,  each  Is  6d Bel  Tract Soei%6i-% 

Cottager's  Monthly  Visitor,  12mo,  each  4s  6d    iZtrin^ton...  1835-56 

Cottages  of  the  Alps;  or,  Life  and  Manners  in  Switserland,  2  t.  post  8yo,  21s  Low    i860 

Cotter  {J.B,)  GospelB  of  Matthew  and  Mark,  paraphrased,  2nd  edit.,  12mo,  4s  (kf ...  Bivington  1840 

Mass  and  Rubrics  of  the  Roman  Civfcholic  Church,  12mo,  3s  6d  Longmam  1845 

Treatises  and  Discourses  for  the  Times,  12mo,  6s HamiUon  1849 

Cotterill  (a^.)  On Ciyil  Freedom  of  Trade,  8vo,  4s  E.Wilton    1856 

((7.2*.)  Agricultural  Distress,  8vo,  2$  6d B.  WiUon. 1850 

(ITm.)  Seren  Ages  of  the  Church,  8vo,  8«  Bdl ikDaldy... iZ^^ 

(Job,)  Rule  of  Three  not  the  Rule  of  Proportion,  12mo,  8s Longnum  1844 

Youthful  Piety  Exemplified,  18mo,  Is  6c< SeeUy 1839 


(2%o.)  Family  Prayers,  10th  edit.,  post  8yo,  6s  Bivinglon  1843 

Ptelmsand  Hymns,  new  edit,  82mo,  Is;  18mo,  U6d;  12mo,  2s  6<i  Bivington  1861 


Cottin  {Mad,)  Elisabeth,  ou  lee  Exiles  de  Siberie,  new  edit.,  roy.  18mo,  2s  WHliamidtN,.iZ6% 

__  Hamiltonian  System,  12mo,  5$ Aylott i860 

in  English,  12mo,  Is  6(1 Oroombridge  ...1%$^ 

Cottingham  (L.N.)  Catalogue  of  the  Museum  of  Medisoval  Art,  4to,  2s  M    BeU4kI>aldy..,i%si 

Cottle  (Eliz.)  Book  of  Life  for  the  New  Jerusalem  Church  and  Kingdom,  8to,  Is S.  F.  Bailey.... iZ€i 

{JaB.)  Account  of  St.  Mary*s  Church,  Taunton,  roy.  8to,  7s HamiUon  1849 

—  (/(OS.)  Alfred,  a  Poem,  12mo,  10s  6<< Longman  1850 

Essays  on  Socinianism,  post  8vo,  5s Longnum  1850 

Reminiscences  of  Coleridge,  Southey,  Ice.,  post  8to,  10s  6gI   JSouUton 1847 

{J.M.)  Manual  of  Human  Physiology,  for  Students,  post  8yo,  4s  6(2 JSigkley 1851 

Cotton  Fields  and  Cotton  Factories,  16mo,  2s  6<2 Darton 1839 

is  King;  or,  the  Culture  of  Cotton,  &c,  12mo,  6a  M New  York 1855 

Cotton  (Barth.de,  Monaehi  Nonoicenm)  HistoriaAnglicana  (449-1298),  roy.8TO,  10s  Longman  i860 

(^l>.)Clutfge  to  the  Clergy,  Diooese  of  Calcuttak,  Sto,  2s  6d Macntillan 1859 

■  ' Instructions  in  the  Principles,  kc,  of  Christianity,  5th  edit.,  18mo,  29 6d  Longman  i86a 

Prayers  and  Helps  to  Devotion  for  Boys  at  School,  18mo,  Is  Hd Batchard  1847 

Sermons  and  Addresses  at  Marlborough,  1852-58,  cr.  8to,  10s  (ki MaemiUan 1858 

on  Public  Events  of  1854, 12mo,  3s  MaemiUan 1855 

(C.P.)  Manual  of  Railway  Engineering  in  Ireland,  8to,  68    Simpkin 1861 

(E.)  A  Voice  from  Waterloo,  4th  edit.,  12mo,  5s Stock 185* 

-— ~(^e».)  Fasti  EoclesisB  Hibemicn,  4  y.  8to,  50s /.J/.ParJ:cri848-5o 

LUt  of  Editions  of  tiie  Bible,  English,  1505  to  1850,  Sto,  8s  6d  J.If.^'J.ParkeriSsn 

— ^— ^  Rhemes  and  Donay.     Diffusion  of  the  Scriptures,  8vo,  9s /.  H. A  J. Parker  1 855 

(John)  Beautiful  Birds,  edited  by  R.  Tyas,  plates,  8  t.  12mo^  each  5s irott28toii....i854-4o 

(J.S.)  Tale  of  a  Tiger,  illustrated,  12mo,  Is  Bogne 184a 

—  (LUOol)  Importance  of  Public  Works  in  India,  post  8vo,  5s Bi^rdeone  ...1853 

(22. Z.)  Discourses  on  the  Way  of  Salvation,  8yo,  10s J.llukJ.Parkeri^$o 

— ■^— ^  Lectures  on  the  Saearament  of  the  Lord's  Supper,  8vo,  10s  6d Hatchard 1849 

*—  (B.P.)  Essay  on  Nature  and  Treatment  of  Consumption,  2nd  edit.,  8vo,  8s Churchill  185a 

-  PhthisiB  and  the  Stethescope  in  Consumption,  2nd  edit.,  12mo,  8s  ChurckiU  1851 


-  (Wm.)  Account  of  Plympton  St.  Maurice,  12mo,  5s    /.  B.  Smith  ...i860 

■  History  and  ijitiquities  of  Totnes,  post  4to,  10s  6<i   Longman  1850 


(ir.  C.)MyBee  Book,  post  Svo,  12s    Bivington  184a 

• -~  Short  and  Simple  Letters  to  Cottagers,  12mo,  Ss  6(2    Bivington  «844 

Cottrell((7.£r.)  Don  Carlos,  a  Dramatic  Poem,  8to,  8s Smith  J^  Elder  1844 
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Cottren(CU7.)BMoUeelioii8of  Siberist  1840-41,  Sro,  12$ Parker ASon  .1^41 

Beligions  IfoTement  in  Gemumy  in  the  19th  Oentory,  8to,  2t6d Petherham 1849 

CovMjd  (CJ".)  Sermons  on  the  life  of  Burly  Christians,  12mo,  4t Hamilton  1841 

Couch (/o».)  History  of  the  Fishes  of  the  British  Islands,  V.  1  &  2,  roy.  8to,  ea.l7t  Oroombridge  ...1861 

• lUnstrations  of  Instinct,  from  Habits  of  Animals,  post  8vo,  81  id Van  Voor$t  ...1847 

Coaling  (Sbsi.)  Hlstoiy  of  the  Temperance  Morement  in  G^reat Britain,  er.  8to,  5«  ...  Tweedie i86a 

Onr  lAbonring  Claaeee,  18mo,  If  W    Partridge  1851 

Conlson  (Wm.)  Disesaes  of  the  Bladder  and  Prostate  Gland,  4th  edit,  8yo,  lOt  6<2...  ChurckiU  1857 

Chest  and  Spine,  8to,  0« Longman  1836 

— Hip  Joint,  8yo,  7«  Longman  1836 

Treatise  on  lithotrity  and  Lithotomy,  8to,  8a    ChurckiU  1853 

Coulter  (^.>  West  of  Ireknd  ;  its  Condition,  er.  8to,  I0«8<2;  n.  e.,  6»  ffwret  ds  B i86a 

(/no.)  AdYentnres  in  Sonth  America  and  California,  2  y.  p.  8to,  1^ Longman  1847 

thePaeific,  post  8to,  7t  6<f Longman  1845 

Conlthard  (Clara)  Rhymes  for  an  Hour,  ISmo,  8« SimjJein 184a 

Conlthart  (/.J2.)  Decimal  Interest  Tables,  8to,  16a Longman  1838 

Goalton  (T.D.)  Fortune,  a  Bomaace  of  Life,  3  r.  post  8to,  81«0(i— zed.  to  lOt  td,..  HwntiiB, 1853 

Cooneil of  Trent,  18mo,  If  W  BeLTraetSoe,  1839 

CooBfld  for  BmigmntB  to  Canada,  with  Seqnel,  12mo,  4f    WaMoume  ...1839 

Goont,  or  SaUnnary  Life,  a  Novel,  8  r.  poet  8^0,  81f  M   Newb^    1848 

Count  Oi^oetro,  the  Chariatan,  a  Tale,  8  r.  poet  8to,  21« BvM  1838 

Const  ( irs». )  Corindale,  and  other  Poems,  poet  8yo,  5f  Simpkin 1848 

CoQoterparte ;  or,  the  Cross  of  Lore,  a  Norel,  8  r.  post  Sto^SIs  6(i— -red.  to  Ifif Sm/Uk  A  SUUr  1854 

Coimten  Bowager  (The),  a  Seqnel  to  the  <*  Old  Palace,"  by  Ji  !nit^  post  8iro,  10e9d.„  Booth z86a 

Kate,  by  the  Anthor  of  the  "  Heir  of  Beddyife,"  roy.  18mo,  8s  6d    Motley  i8^a 

of  Montfort  and  Bertha  of  Burgundy,  8  r.  poet  8to,  91$  fid  BenOeg  1835 

Salisbury  and  the  Maid  of  Corinth,  8  r.  poet  8vo,  Zl$td  Bentlejf  1840 

Counting-hoase  Companion,  Tables  of  Prime  Cost,  Profit,  and  Bebate,  poet  8to,  5$  ...  Piper 1850 

• Manual,  roy.  8to,  4t Simpkin 1843 

Coontiy  and  London,  a  Tale  forTouth,  16mo,  2$ Wertheim  1848 

Curate's  Autobiography,  2t.  poet8TO,  18s Smith  A  Elder  1836 

• Gentleman,  by  '<  Scrutator,*' 8  r. poet  8to,  81<6«f HurUAB,    ...i86a 

■"  House  :  Friendly  Contributions,  edited  by  Lady  Fox,  4to,  21«  Murray 1843 

-  or.  Poultry  Yard,  Pigg^,  &c.,  post  8yo,  4t  td  O.  Cox  185* 

■ Landlord,  by  L.  M.  S.,  8  y.  cr.  8yo,  81f  M   Neuiby    i860 

Parish,  a  Poem,  by  a  Norfolk  Clergyman,  12mo,  2f    J,HjAJ,Parker\%$% 

Coimty  Courts  Practice  contnsted  with  the  Superior  Courts,  12mo,  8«  M Partridge 1857 

• Magistrate,  a  Noyel,  8  y.  post  8yo,  81t  6(2  Newbg    1854 

Society,  a  Noyel,  8  y.  post  8yo,  8I«  6d HuratAB, 1861 

Covpelier  (L.A.)  M6thode  Pratique  d'apprendre  Frangais,  8yo,  lit iSnu'^A  A  Elder  1838 

Cosper  {Geo,)  Sketches  and  Incidents  of  the  Siege  of  Lucknow,  fol.,  plates,  420 Day  A  Son  ....1858 

(C.if.)  YieitBtoBeechwoodFann,  16mo,  9$6d;  ooL,  4«  6d  OrfffithAP,  ...1847 

Govajer  {P,P,)  Defence  of  the  Validity  of  English  Ordinations, 8vo,10a6<^red. to  6$  J.H.AJ.Parkeri%^^ 

Oovbon  (if.)  Familiar  Instructions  on  Mental  Prayer,  translated,  18mo,  Is  id  Ma$ter$ 1856 

CMueelW  IXsepatches,  Extracts  from,  by  E.  Bell,  4to Bannatyne  CL  i8a8 

CoozK  of  Lectures  to  Toung  Men  on  Science,  Literature,  and  Eeligion,  12mo^  8t  6d  .  Whittaher 184a 

life :  a  Sketch  for  Christian  Females,  by  F.  M.  S.,  12mo,  6$    Sedey 1848 

Beyolntion,  a  Tale  of  1798,  8  y.  post  8yo,  81*  6d SaunderedtO.  1849 

Cent  Album;  or.  Book  of  Beauty,  1851-7,  7  y.  4to,  each  21t;  coloured,  42f   Kent  1850^ 

and  Qunp  of  Buonaparte,  new  edit.,  ISmo,  red.  to  9$  6d Tegg  1848 

—  tfaeDeeert;  or,  Priests, Pastora, and  Philosophers,  from  Fr.,  8  y.  p.8yo,81f6ii  Bentley  185a 

—  atBayenna,  a  Comedy,  8yo,  4t Nicki$$on  ...  ..1844 

Etiquette  :  Guide  to  Ley6es,  Drawing-Eooms,  Courts,  Ice.,  12mo,  4s  6d C.MiteheU 1849 

life  at  Naples  in  our  Own  Times,  2  y.  post  8yo,  21s SaundereAO,  1861 

' Manual  of  Dignity  and  Precedence,  12mo,  2f  6el    Boeworth    1849 

■ —  Fkrtisl  of  18—,  a  Tale  of  MHitazy  Life,  2  y.  post  8yo,  21* iVetofty    1844 

Court  (if.J7:)  Patnie  Goyeinment  of  India,  8yo,  2t  6(f Allen  A  Co.  ...1858 

Cosrtanld  (B,)  Plsalms,  Hymns,  and  Anthems,  12mo,  4i  6c2 Whitfield i860 

Covtem^  {P.B,)  Rnlazgement  of  the  Prostate  Gland  in  Old  People,  8yo,  7t  6d  BaHlHre    1848 

— Pathology  and  Cure  of  Stricture  of  the  Urethra,  8vo,  81  6d BaiUiire    1851 

' — (Lady)  Old  Basket;  or.  Stories  for  a  Week,  18mo,  l$Qd ffatehard 184a 

-— Selection  of  Scripture  Texts,  16mo,  2$6d  Lor^man  1844 

(Bp.R)  Bridences  and  Nature  of  the  Future  States,  8vo,  6s Hatchard  1857 

Joseph  and  his  Breth.,  '*  Which  Thingsare  an  Allegory,"  0.  8yo,2«6i£  Hatchard  i86a 

(T.P,)  Commentaries  on  Shakspeare's  Plays,  2  y.  post  8yo,  18«  Colbu/m 1839 

Couthorpe  (FT.)  Sjnopsis  of  the  Extinct  Baronetage  of  EngLmd,  8yo,  9t Bivvngkm  1835 

CoarUand,  a  Noyel,  edited  by  Eey.  R.  Cobbold,  8  y.  post  8yo»  81s  M Newlyy    185a 

Coartneai^y  (P.B.)  Debilities  of  the  Generatiye  System,  12mo,  2«  6<i   T,  HiU 1839 

Courtney  (7.5.)  Guide  to  Penzance  and  the  Scilly  Islands,  12mo,  7s Longman  1845 

Cosrtahip  and  Wedlock,  8  y.  post  Syo,  Sis  6(2,  Netoby,  1850  ;  12mo,  2s  C.H.Clarke  ...1858 

Coueos  (^.27.)  Cousin  Minnie's  Tales  for  Toung  Christians,  16mo,  It  6d Dean 1858 

—  Dumdale  ;  or,  Woman's  Duties  and  Worth,  12mo,  5$  Dean 1859 

*-  Joyful  Sunday  Stories,  Explanatory  of  Lord's  Pkayer,  foap.  8yo,  2t  6d  Dean i86a 

■    Flaasant  Sundays  for  the  Toung,  2  y.  18mo,  each  8s Dean 1856 

— -■  Seek  and  Te  shall  Find :  Pkmyen,  Mondng  and  Eyening,  16mo,  Is ...  WardA  Lock.. .1S60 
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CoQsens  (FM,)  Spring  Bnds  and  Sammer  Flowers,  &c.,  16mo,  8«  6<2 Dean  ..;. 1859 

■  Sanday  Bmploymeut  and  Sunday  Enjoyment,  18mo,  Zt Ihan  ..    1858 

■  Sundays  with  Mamma;  Commandments  Explained,  16mo^  Si Dean 1857 

OUes  for  the  Toung,  Sto,  3<  6c{    Dean 1859 

CoQsin  (Vict,)  Coarse  of  Histoiyof  Modem  Philoeophy,  2  t.  post  8to,  Sadd IfamiUim  1852 

■  Edacation  in  Holland,  tnuudated  by  Homer,  poet  8to,  9a  6d    Mwrraif 1838 

■^— Elements  of  Psychology,  transl.  by  Henry,  8rd  edit.,  12mo,  7«  6ii  ...   Wiley 184a 

— ^ Lectures  on  the  Philosophy  of  Kant,  by  Henderson,  post  8vo,  9t  J.CKofman  ...1854 

Trae,  the  Beautiful,  and  the  Qood,  post  8to,  6<  6d  ...  Hamillcn 1853 

Philosophical  Essays,  translated  by  Ripley,  12mo,  4$6d Hamilton 1849 

— — — ^  Philosophy  of  the  Beautiful,  translated  by  Daniel,  12mo,  5< Pickering  1848 

Cousin  Alice,  a  Juvenile  Temperance  Tale,  12mo,  6«I  Hovhton    1859 

Elizabeth,  a  Tale,  by  Author  of  *'  Visit  to  the  Sea  Side,''  18mo,  UM J. Chapman  ...1839 

Eustace;  or,  ConverBations  on  the  Prayer  Book,  2  v.  12mo,  6« Cleaver  1851 

Natalia's  Tales,  16mo,  8a  6d  ;  coloured,  4$  6d CundaU 1841 

Stella  ;  or.  Conflict,  a  Norel,  8  y.  post  8to,  8lt  6d,  1859  ;  ^P-  ^^^t  ^' ^^^^  ^  ^^^  '^^ 

Willy's  Holidays,  16mo,  U  6d Bogue 1841 

Cousins  (The),  a  Tale,  with  Preface  by  Mrs.  Webb,  12mo,  6f Niabet    1855 

Cousins  (D.L.)  Extracts  from  the  Diiuy  of  a  Workhouse  Chaplain,  poet  8to,  6t  Hatchard  1847 

Coutie  (Geo)  Annals  of  Eminent  Living  Men,  fcap.  8vo,  2<  6(2 ffoulaUm    1861 

Word  Expositor  and  Spelling  Book,  12mo,  Is  8<i   NeUon   1861 

Coutts  (Miaa)  Prizes  for  Common  Things,  Account  of,  2nd  edit,  8yo,  1«  6<i{ Hateha/rd i860 

(MraS  Memoir  and  Correspondence,  by  Hetherington,  post  8vo,  6s    Groombridgt  ...1854 

-  (i2o6(.)  Sermons,  with  Manoirl^Quthrie,  12mo,  3s Oroombridge ..  1848 

Covenant;  or,  Conflicts  of  the  Church,  and  other  Poems,  12mo,  6a    Groombridge  ...ti^^z 

Covenant  Hymns ;  Selection  of  Psalms,  Hymns,  Spiritual  Songs,  24mo,  2s  H.O.Collina  ...1850 

Coventry  (/oAn)  Viator,  a  Poem,  8vo,  2a  ed Whiitaker 1854 

Coventry  Mysteries,  with  Notes  by  I.  0.  Halliwell,  8vo   ShaktpeareSoc.i$4i 

Coverdale  (Bp.)  Letters  of  the  Martyrs,  edit,  by  Bickersteth,  post  8vo,  6s  ;  8vo,  10s  J. P. Shaw 1837 

— — — Memorislsof,  8vo,  6s  Bagger 1838 

■  SpirituM  and  Most  Precious  Pearls,  18mo,  2s  6d  Jokna 1838 

'  —  Translation  of  the  Bible,  4to,  SOs  ;  large  paper,  58t BagaUr 1838 

Writings,  2  y.  8vo Parker  Soc.  1844-6 

Cow  (Jno.)  Remarks  on  Fitting  Boats  for  Ships  of  War,  &c.,  post  Svo,  ia6d  Simpkin     1841 

Cowan  (CAa.)  Bedside  Manual  of  Physical  Diagnosis,  18mo,  Ss  6d    Shertoaod  1836 

Phrenology  Consistent  with  Science  and  Revelation,  12mo,  2s  6d  Sherwood  1841 

• Satanic  Influence,  Modem  Spiritualism  Tested,  2nd  ed.,  fp.  8to,  2t  6d  Whiitaker  ....*..  186 1 

Thoughts  on  Prophecy,  cr.  8vo,  2»  6rf Whittaker i86i 

(J(U.O.)  Plain  Sermons,  Ist  ser.,  12mo,  3s  6d,  1859  ;  2nd  and  Srdser.,  5s  each   Sk^^ngUm 1862 

-(P.)  Com  Rents,  Svo,  Is Stanford  1857 


Cowbum  {Jno.)  Suitor's  Guide  to  the  New  County  Courts,  12mo,  2s  6d    Crockford 1847 

Cowdell  (Cha.)  Disquisition  on  Pestilential  Cholera,  8vo^  6«  M Highley 184S 

Cowe  (Jos. )  Parochial  Sermons,  12mo,  ^a Bivmgton  1842 

(Robt.)  Gift  and  the  GJauge;  or,  God's  Gifts,  &c.,  12mo,  5s  Niihet 1855 

■  — NoTmth,  no  Life,  12mo,  3s ffamilton  1849 

Cowell  (F,)  Farmer's  Account  Book,  folio,  7s  6rf Longman  1857 

— (H.  V.H,)  Bp.  Berkeley's  Vision  Vindicated,  edited  with  Annotations,  12mo,  4s  6d  MacmiUan i860 

(/.TT.)  Letters  on  Paper  Currency,  8vo,  3s Richardaon   ...1843 

(if.jy.)  Floral  Guide  for  East  Kent,  8vo,  5s PampUn 1839 

Cowen  (IT.)  Six  Weeks  in  Corsica,  1848,  Svo,  12s    Nevoby    1848 

Cowie  (B.M.)  Sacrifice;  Sermons  before  Cambridge  Uniyersity,  1856,  8vo,  5s Bellds  Daldy...i%s6 

(/no.)  Bookbinder's  Manual,  12mo,  1*  6d /.  Allen n.  d, 

Printer's  Pocket  Book  and  Manual,  12mo,  2a  6d  Strange 1847 

(M.)  Catalogue  of  MSS.  and  Scarce  Books  in  St.  John's  Coll.,  Camb.,  8yo,  9s  Cam.Antiq.Soc.  1843 

Sermons  and  Hulsean  Lectures,  1858-4,  2  v.  8yo,  each  7s  6d Bivington  ...1854-5 


Cowper  (B./r.)  Account  of  Millwall,  8vo,  2s Gladding   1853 

Fragments  relating  to  the  Council  of  Nice,  4to,  5s WilUamaJbN.  1857 

■  Scripture  Gazetteer,  New  Testament,  12mo,  Is  6d Snow 1^54 

.  Byriac  Miscellanies,  Relative  to  General  Councils,  8vo,  8s  6d WilliamaAsN.  1861 

— Tales  of  the  Martyrs,  First  Two  Centuries,  18mo,  Is Book  Society  ...tZ^^ 

(Wm.)  Works  and  Life,  by  Grimshawe,  8  v.  12mo,  40«,  1835— red.  to  24s  ...  Tegg  1847 

med.8yo,  15s,  1848;  5th  edit.,  10s  6(2  Tegg  i860 


— — -Southey,  16  y.  75s,  Baldwin,  37;  8  y.  p.  Svo,  28s  H.Bohn 1855 

Letters :  a  Selection  from  his  Correspondence,  fcap.  8vo,  4s Rel.  Trad  Soc.  i86a 

Life  of,  byT.  Taylor,  12mo,  6a Seeley 1835 

Memoir  of,  12mo,  2s  6ci    Seeing 1854 

Poems,  24mo,  8s  6(2,  Riwngtony  1844;  82mo,  8s Groomhridge  ...iZ^q 

Illustrations,  12mo,  4s  6(f,  Ndaon,  i86a  ;  8s  6d  Boulaton   n.  d. 

■  and  Homer,  by  Cary,  8vo,  10s  6<2   H.  BoKn    1839 

Olney  Hymns,  18mo,  2s  6(2  Houlston    185a 

— — —  Translations,  18mo,  8s  B.  Law 1854 

by  Bell,  new  edit.,  8  v.  12mo,  7s  6(2  Gri^n    i86a 

Cary,  2  y.  12mo,  6s Groomhrid^  .,.i%'>g 

Dale,  2y.  cr.  8yo,  24s— red.  to  12s Bogue 1841 

GUfiUan,  2y.  Svo,  9s    .' Ni*bH 1856 
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Cowper()Fin.)Poem8»1>7Grim8luive,  18mo,  4f»  1848  ;  Illnst.,  12mo,  Sa Teffff «.  d, 

ft McDiarmid,  ISmo,  2»;  cloth,  2»  (W  Simpkin 1838 

Montf^mery,  24mo,lt6<i,  1858;  12mo,  8t6(i    Gr^n    1855 

Nioolaa,  8  V.  12mo,  16«    Pidcering  1843 

Southey,  24mo,  S*  6d  ;  2  v.  poet  8to,  1$  H.  Boh%   1854 

Willmott,  12mo,  8»6d Houtledffe  i86a 

Letters,  and  Life,  by  Hemes,  2  r.  post  8to,  11» A.  Hall iis% 

IVuk,  a  Poem,  Illiistrated  by  Foster,  sm.  4to,  14< NUbet 1854 

Bk.  1,  Sofa,  Notes  on  Parsing,  by  Mason,  12mo,  Is  ed   WaUon  1859 

2,  Time-Pieoe,  Notes  on  Parsing,  byKason,  12mo,  2i  WcUton  1859 


Gowper  {WilL,  Ut  Earl,  Lord  Chancdlor  of  England)  PriTate  Diary,  4to   RoxbwrgkeCUib  1833 

Cowslip ;  or  Gaationary  Stories  in  Verse,  23rd  edit.,  18mo,  It ;  ooL,  It  td Qriffiih  dt  P.  ...1861 

Cox(i//.)  Landlord  and  Tenant's  Gaide  to  Estates,  Houses,  &c.,  8to,  4t  AvUhor  1853 

—  (B.)  Compilation  of  Historical  Facts  relating  to  Somerset,  12mo,  It BanUlUm 1852 

—  (/)air.)  Treatise  on  Painting  in  Water  Coloars,  obi.  4to,  30t   Aelermann  ...1839 

—  {Edm.)  Companion  to  the  Fam.  Med.  Chest,  rsTised  by  Davis,  41st  ed.,  18mo,  2t  Simpkin i860 

Sea  Medicine  Chest,  reTiaed  by  Davis,  40th  ed.,  18mo,  2i  Simpkin 1858 

— (iki/y)  Popular  Geography  of  Plants,  by  Danbeny,  roy.  16mo,  7t6d Jloutledge  1857 

—  {E.T.)  Regimental  Moon^  ;  or,  Reading  in  Hindustani,  roy.  8vo,  18t   AlUnA  Co 1845 

-(£Vr.)Uirand  Practioeof  Poor  Removals,  1849, 12mo,  4t Orodrford 1849 

the  County  Courts,  5th  edit.,  8vo,  21t Crockford 1852 

of  Joint-Stock  Companies  and  Limited  Liability,  5th  ed.,  12mo,  12$  6d  Crockford 1862 

^  New  Criminal  Statutes,  1847-51,  post  8vo,  7t  W   Crockford 1851 

Prsctioe  of  Summaxy  Convictions  in  Larceny,  12mo,  5t Crockford 1856 

Re^strations and  Elections,  1859, 12mo,  12t  Crockford i860 

• fieporta,  County  Courts,  V.  1,  1847-52,  roy.  8vo,  85t   Crockford 1852 

V.  2,  1852-54,  roy.  8vo,  lOt  6d Crockford 1854 


• Criminal  Law,  8  r.  roy.  8vo,  and  5  Pts,  of  V.  9,  14/   Croeifr/ord...  1844-62 

Tndning,  Practice,  Bij^ts,  Ac,  of  an  Advocate,  V.  1,  8vo,  15t Crockford 185a 

Twilight  Tales,  16mo>  2t  6d Dean 1855 

—  (F.)  Photographic  Tourist,  12mo,  It    Author 1858 

—  (F.i.)  Baptists  in  America,  12mo,  8t Ward 1836 

Biblical  Antiquities,  post  8vo,  7t6d Oriffin    1852 

Female  Scripture  Biography,  post  8vo,  9t Snow 1852 

—  Geography,  Topography,  frc.,  of  Palestine,  12mo,  2t    Griffin    1852 

History  of  the  Baptist  Missionary  Society,  2  v.  12mo,  7t  6d  HorUtton    1842 

Manners  and  Customs  of  the  Israelites,  12mo,  2t Oriffin    1852 

Narrative  of  the  Baptists  in  America,  12mo,  2t  Ward 1836 

Our  Young  Men  ;  their  Importance  and  Claims,  12mo,  5t WaMowme  ...1838 

Treatise  on  Sacred  History  and  Biography,  post8vo,  6t Griffin    1850 

—  CF.f.)  ^Bcred  Hymns  from  the  German,  18mo,  4t  6d    Pickering 1841 

—  (6r'.)  Agricultural  Chemistry,  12mo,  2t  6(2  Simpkin 2844 

Chemical  Delectus,  2nd  edit.,  32mo,  It  Simpkin 1844 

—  (^^.)  Mjstcries  of  Tobacco,  12mo,  8t    Wiley 1846 

—  (0.  F.)  Fkmyer  Book  Episties  paraphrased  in  Verse,  12mo,  5t OUivier 1846 

—\G.W.)  Tale  of  the  Great  Persian  War,  from  Herodotus,  fcap.  8vo^  7t  6d Longman  1861 

Tsles  from  Greek  Mythology,  16mo,  3t  6<2   Longman  1861 

■ of  the  Gods  and  Heroes,  fcap.  8vo,  5t Longman  1862 

—  (^m.)  Treatise  on  Cultivation  of  the  Peach  and  Nectarine,  12mo,  2t  ^d Simpkin 1854 

—  {n.)Orden,  Statutes,  frc..  Practice  of  theCourtsof  Chancery,  8vo,  20t  Stoeei 1861 

—(^oa«rtftaiii)  Commentary  on  the  British  Commonwealth,  8vo,  14t  Longman  1854 

' —  Manual  of  Differential  Calculus,  with  Exercises,  12mo,  4t Viriue    1852 

-~ Rudimentary  Treatise  on  the  Integral  Calculus,  12mo,  It Virtue   1852 

—  {Jno,)  CoDgn^ttlAtions  and  Counsels;  a  Book  for  Birthdays,  18mo,  It  6d  Ward 1851 

Effects,  Antidotes,  and  Tests  of  Poisons,  12mo,  2t ChwrdUU  1852 

Friend  of  Sinners  ;  Pieoes  in  Ptose  and  Verse,  32mo,  2t  6d  Ward 16-^5 

Future  :  an  Outline  of  Events  predicted  in  Holy  Scripture,  12mo,  It   Niabet    1862 

Glorious  GhMpel  a  Free  Gk)spel,  18mo,  It Ward 1*^51 

— ——>  Humility  and  Hopefulness,  18mo,  It  6(2  Heaton  18^7 

• Immanuel  Enthroned  ;  or,  the  King  in  his  Beauty,  18mo,  It  6d Simpkin n.  d, 

^- Our  Ghreat  High  Priest ;  or,  Christ  ContemplAted,  12mo,  2t  6d Simpkin 1839 

' Pastoral  Memorial ;  or,  Bemindings  and  Recollections,  18mo,  ls6d Simpkin 1850 

—Poisons;  their  Effects,  Antidotes,  and  Tests,  12mo,  2t  Churchill  1852 

— ^ Similitudes  and  Substance,  roy.  d2mo.  It  6(2 Simpkin i860 

' Sketch  of  Life  and  Death  of  Mr.  Pope,  18mo,  It  6(2 Nisbet    1851 

"  Thoughts  on  the  Coming  and  Kingdom  of  Christ,  12mo,  3t  6d Niabet    1835 

—  (/.C)  Hints  to  Invalids  about  to  Visit  Naples,  8vo,  7t Longman  1841 

Practical  Confectioner,  12mo,  8t  Longman  1837 

-■        -  Spectacle  Secrets,  12mo,  It  Simpkin 1844 

—  J.  f.)  Frotestaaism  and  Romanism  Contrasted,  2  v.  8vo,  28t  Longman  1852 

-i^JU.)  Autobipgxaphy,  edited  by  R.  Caulfield,  8vo,  It  6(2 J.Jt,Smith i860 

• — ifiodC)  History  of  an  Old  Pocket  Bible,  18mo,  It Niabet i860 

Sabbath  Laws  and  Sabbath  Duties,  8vo,  14t Simpkin i8c9 

- — O^a.)  Reuben  Sterling:  a  Tale  of  Scottish  Life,  3  V.  post  8vo,  Sit  6(2    Newby    igea  A 

—  ^.iT.)  Mimonaiy  Remains,  with  Notes  by  Ellis,  18mo,  2t P./acfcioii....^i835  I 
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Cox  (Tho,)  Mekneholy,  and  other  Poems,  new  edit.,  poet  Sto,  6»   Saundert^O,  1857 

(1F.J.)  Homoeopath  J  Analysed,  12mo,  U if.  SUtktL 1853 

—  (W,8,)  Memoir  on  Amputation  of  the  Thigh  at  Hip  Joint,  folio,  16i Heeve 1845 

Goxe(^.{7.)ChiiatiaaBaUadiandPoema,  18mo,  Ss    J M.dJ, Parker i%^% 

— ~^—  Impoenhility  of  the  Immacolate  Cimoeption,  er.  8yo,  (w   Pkilad€lpkia...i%sS 

Imprenioniof  England,  12mo,  6j    Nem  York 1855 

Sennons  on  Doctrine  and  Duty,  post  8to,  7«  6cI Pkiladelpkia...i%%$ 

Ilioaghts  on  the  Choieh  Senrices,  reyieed  by  Bemaye,  12mo,  8«  M Low    1859 

>-</.J2.)  On  Recognition  in  Another  World,  fcap.  Sto,  8« Wilty 1845 

-(ifn.)  Female  Mentor,  Srd  edit,  12mo,  6f Simpkin 1838 

(22.(7.)  Cathedral  Worship,  Svo,  1«  RivingUm  1858 

-  Lectores  on  Death  Dinrmed  of  hia  Tenors,  2nd  edit.,  12mo,  It  (kl BMrngiom  1848 

Symmetry  of  Revelation,  Sto,  10«  6flf RivingUm  1845 


Poems:  Soriptnral,  Classical,  and  Misoellaneons,  poet  8to,  7«  BivingUm  1845 

Wood  Notes,  and  Mnsings  at  Tynemonth,  post  8vo,  5«  J.R.SmUk 1848 

-<i2./.)  Bpitome  of  Hippocrates  and  Galen,  roy.  Sto,  25t  Chapman  A  B.194Z 

{S.H,)  Interriews,  Memorable  and  Useful,  post  8to,  9t New  York 18  53 

—  (Yf.)HiBtoi7of  the  House  of  Austria,  8  y.  post  8ro,  lOi  6d ff.Bokn 1847 

> Continued  to  18C2,  post  8to,  6«  JB.Bokn x86a 


Oozhead*s  Ready  Reckoner,  with  Interest  and  Farming  Tables,  18mo,  3« WkUlaker 1851 

Oojik»{J.S,)Vl^l^vDBBXidTwB;  or,  Toung  Frank's  Holidays,  12mo,  U RowtUdffe  1855 

and  Bartlett  {W,ff.)  Scenery  and  Antiquities  of  Ireland,  2  v.  4to,  68«  Virtue   184a 

Coypell's  UluBtrations  of  Don  Quixote,  4to,  42t  WUUomm  1841 

Coysh  (O,)  British  Ptonouneing  k  Self -Instructing  Spelling  Book  &  Key,  12mo,  It  M  Author 1837 

Coieiui  (C%a.)  Adyentnres  of  a  Guardsman,  12mo,  5s BenUeif 1847 

(Sam.)  Biblical  Lexicon;  Names  of  Men  and  Phoes,  12mo,  2t  6d  Boultton   1848 

Grabb  ((?eo.)  Dictionary  of  General  Knowledge,  by  Davis,  12mo,  7t Tegg  1839 

Digest  of  all  the  Statutes  to  1847,  4  y.  roy.  8yo,  6<6t— red.  to68t MaxweU 1844-7 

■  BngUsh  Synonymes  Bxplained,  11th  edit.,  8yo,  15t   Simpkin 1859 

"— — -  Bxteacts  from  German  Authors,  by  Hausmann,  8ih  edit.,  12mo,  6t WkSttaker 184K 

— ^-~~  Gennan  and  English  Conyersations,  by  Bemays,  10th  edit.,  12mo,  8t  6d  WkiUaker 1849 

— ^-^—  Histoiyof  English  Iaw,  new  edit.,  8yo,  lOt  6d Cooper  1840 

Law  of  Real  Property,  2  y.  roy.  8yo,  58t— fed.  toSOt Maaewdl 1846 

-  Mythology  of  all  Nations,  18mo,  8t Southgate  1840 

— Precedents  in  Conveyandng,  by  Shelf<nd,  6th  edit,  2  v,  roy.  8yo,60t...  Butterworthi  ...1859 

— — •  Technical  Dictionary ;  Art  and  Science,  12mo,  7t6c{ MaaeweU 1851 

— -  {Jm,)  Memoir  of,  by  John  Rndall,  poet  8yo,  6t Walton 1853 

Grabbe  ((7m.)  Life  of,  by  his  Son,  12mo,  8t Mvrray 1844! 

■  Outlines  of  a  Systrai  of  Natural  Theology^  8yo,  lOt  6c2  Pickering 1840 

■  Poetical  Works  and  Life,  roy.  8yo,  15t— red.  Xo^^d\  8  y.  12mo,  24t  Murray 1847 

— ^— — ^— —  12mo,  8t<kl,  ffoultton^  n.  d,  ;  12mo,  St  64  BatUUdge  186a 

■  Posthumous  Sermons,  edited  by  Hastings,  Sro,  lOt  (id Hatckard 1850 

—- (if am)  T^es  for  Children,  9th  edit.,  18mo,  2t6rf B.Clarke   1858 

Grabtree  (/no.)  Histoiy  of  Halifax,  Torkshire,  8yo,  14t Simpkin 1836 

Cracks  of  the  Day,  edited  by  Wildrake,  roy.  8vo,  21t Ackermann   ...1843 

Craddock  (7%o.)  Chemistry  of  the  Steam  Engine  Considered,  8yo,  7t  M  Simpkin 1847 

Influence  of  Christianity  on  Civiliaition  to  13th  Cent.,  8yo,  3t  Longman  1856 

Cradock  (JVrt.)  Seasons  of  England,  Illustrations,  folio,  6/  5t IHekinMon 1851 

{SirM.)  Historical  Notices  of,  by  Traheme,  roy.  8vo,  4t Longman  1841 

Craft  {Wfn,  Jt  Ellen)  Escape  of,  from  Slaveiy,  12mo,  It Tweedie i860 

Ciaig  (ilrcA.)  Introduction  to  Greek  Accentuation,  12mo,  2t Longman  1S40 

(A,B.)  Philosophy  of  Training  in  Schools,  post  8yo,  Ot Simpkin 1847 

(Edw.)  Hints  to  Candidates  for  Holy  Orders,  12mo,  8t Hatdiard  1849 

-  (/ta)  Poems,  12mo,  4t  6i£ Blackwoodi    ...1856 

-  (Jno,)   Accoucheur :  a  Treatise,  12mo,  5t Cotes '839 

Balance  System  of  Savings'  Banks  Accounts  by  Double  Entry,  f oL ,  lOt  6<f  Simpkin 1 845 

Etymological  English  Dictionaiy,  new  edit.,  2  v.  roy.  8yo,  42t   BautUdge  185a 

Savings  Banks  Interest  Tables,  4to,  Sit  6<2  Simjdein 1845 

Sennons  :  Comfort  for  Mourners,  8vo,  7t  6<f Simpkm 1849 


(J.D.)  Scriptural  Coincidences  ;  or.  Traits  of  Truth,  fcap.  8vo,  St Bag$ter x86a 

(J.K.)  Thoughts  in  Verse,  from  St.  John's  Gospel,  18mo,  2t   Oroomhridge... i9^i 

—  (B.)  The  Man  Christ  Jesus,  12mo,  6t Hamilton  1855 

Theocracy;  or,  Prindples  of  Jewish  Religion,  &c.,  post  8vo,  be Oroomhridge  ...1848 


— ^-  {WmJ)  On  Electric  Tension  as  the  Cause  of  Epidemic  Diseases,  ^.,  8yo,  lOt..  ChurMU  1859 

Oraig's  Rotatoiy  Steam  Engine  Explained,  12mo,  2t    Monltton    1841 

Craigie  (Dav.)  Elements  of  General  and  Pathological  Anatomy,  8yo,  24t  Longman  1847 

■       Practice  of  Physic,  2  v.  8yo,  24t Longman  1840 

System  of  Anatomy,  4to,  12t Simpkin 1838 

Oraik  (O.L,)  Bacon,  his  Writings  and  Philosophy,  S  v.  18mo,  4t  6d Cox     1844. 

...^ Bnglidi  of  Shakspere  Illustrated  in  "Julius  Caesar,'*  12mo,  5t   Chapman  &  B.iS^^ 

History  of  British  Commerce,  8  v.  18mo,  4t  6d    Cox    1845 

■  English  Literature  and  the  Euf^ish  Language,  2  v.  Svo^  24t  Orifin    1861 

■  ■  Literature,  &o.,  in  England,  6  v.  18mo,  9t Cox    1846 

— Manual  of  English  Literature  and  the  English  Language,  cr.  8vo,  7t  6ci...  Orifin    x86x 

; Outlines  of  the  Histoiy  ef  the  English  Language,  12mo,  2t  6d    CAa|wia»^' J7.1851 
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Cnik  (O.Z,)¥KxiM,  tad  its  Hutorlcil  Scenes,  2  t.  12mo,  9«~r6d.  ioUdd NaUaii 1836 

— ' Pmsiiit  of  Knowledge  nnder  Difficnltiee,  n.e. ,  2  r.  12mo,  12i,  1 857— r.  9f  Orifin    1861 

•  Bomanoeof  the  Peerage,  4  t.  poet  8to,  42t  CAopnum  dIrJTl  1848 

Spenser  and  hU  Poetry,  St.  18mo,  4«  6d  Cox    1845 


» {(korg.Ji.)  Lost  and  Won,  a  Norel,  poet  8to,  10«  6d,  1859 ;  ^'^^  ^^  ^^ap*  ^^o,  Is  Smith  d:  Elder  186a 

My  Pint  Jonrnal,  aq.  12mo,  4t  6<i,  i86o~red.  to  3<  6d MaemiUan i86a 

'  Play-room  Stories ;  or,  How  to  Make  Peace,  16mo,  8j  6<i,  pL ;  ool,  U  Sd  Griffith  A  F.  ...i86a 

BiTereton,  a  Norel,  St.  poet  Sto,  Sit  6(i Smiths  Elder  1857 

-  Winifred's  Wooing,  a  NoTelette,  post  8to,  lOt  Qd Smith  4X1  Elder  x86a 


(ffet^)  Hebrew  Language,  its  History  and  Charaoteristicsy  cr.  8to,  Si  6d  BagtUr i860 

Ctakanthorp  (JEidL)  Defensio  BedesuB  Anglicans,  Sto,  7« J.HJeJJPcarJceril^'j 

Cnaer  (/.^.)  AneedoU  Gnsca  OxoniensU,  4  t.  Sto,  22<  J.HJParheri%i^-^ 

Oatena  in  Bpistolas  GathoUcas,  Sto,  12f J:Il,^,Parierii40 

Erangelia,  Sto,  12t  6d J.ff,dfJJ^arkeriiii 

— Letter  on  Study  of  Modem  History,  Sto,  2t   EivingUm  1843 

Giaap  {J,M.)  Lectures  for  the  Times,  12mo,  5« ffoultUm   1844 

Text  Book  of  Popery:  History  of  Council  of  Trent,  Sto,  7«  BoultUm   1851 

(VF.)  Junius  and  his  Works  compared  with  Writingsof  Chesterfield, ST0^2t  6<2  Hope 1851 

•  Philosophy  of  language,  Sto,  7»M Jte^fe 1838 


Cnunpton  (y.)  Lunar  World,  its  Scenery,  Ice.,  12mo,  Za6d Simpkin i860 

Planetaiy  and  Stellar  UniTcree,  12mo,  1« NiM 1858 

(/.xV.)F!allof  Sebastopol,  a  Poem,  12mo,  5t    Simpkin 1856 

(T.)  and  Turner  (7*.)  First  Bn^ish  Bea<Ung  Book,  16mo,  U  ^room^ru^e...  1858 

-  Geographical  Beading  Book,  12mo,  1»  Oroombridg€,..jis7 

Beading  Series,  folio,  8« Oroombndg€..,iis^ 


Cranborae  (VieeL)  Biographical  Sketches  of  Qreat  Monarchs,  16mo,  8« /.  Whitaker   ...1853 

Historical  Sketches  and  BoTiewB,  2nd  edit.,  Sto,  12f   JMitehtU i86a 

History  of  France  for  Children,  ISmo,  2t  6d    Matter* 185s 

Conch  ({7. P.)  Poems,  postSro,  5«    WiUy 1844 

(/.  B.)  Troublous  Times ;  or,  LeaTcsfrom  the  Note  Book  of  J.  HickSi  Sto,  6«  6d  Jaekeen  ds  W. .  x86a 

Gnae  (Om.)  Introduction  to  the  French  Language,  12mo,  8« Whittaker 1845 

Prindples  of  Language  BzempUfied,  12mo,  5«    Whittaker 1843 

• (Ifm.)  Gatechiamof  the  Creed,  12mo,  1«  6c2 Simpkin 1856 

Cnafidd  (Tk9.)  Memoir  o^  by  his  Son,  12mo,  fff,  P.  Jad^on^  1840;  ISmo,  U  fid,..  JUL  Trad  Soc.,.iS44, 

Cmk  (IK. ir.)  System  of  Arithmetic,  12mo,  4«  Parker  df  Son  .iZ4$ 

Gnamer  M6p.)  Ijfe  of,  12mo,  2f  6<i Seelesf 1856 

Memorials  ol,  by  Strype,  8  t.  Sto,  83«,  EJT^Soe. ;  2  t.  Sto^  21«  ...  J. B.dfJ. Parker iZ^o 

edited  by  Barnes,  2  t.  12mo,  10#  Eoutledffe  1853 

•  on  the  Lord's  Supper,  roy.  Sto    Parker  Soc,  ...1843 

-  -  ~    ■      -^  46 


roy.  Sto   Parker  Soe.  ...1846 

Cnmwell  {Edw.)  Index  to  Bnglish  Books  printed  before  1600,  Trin.  ColL  Camb.,  Sto...  Picketing  1847 

Craijs  i/no,)  Election  Calmly  Considered,  12mo,  2b  6d    Bouiet^    t86a 

Craahaw  (BidL)  Poems  and  Qnarles"  Bmblems,  Notes  by  Qilfillan,  Sto,  4«  6d Nidtet    1858 

1 Poetical  and  other  Works,  edited  by  Tumbull,  12mo,  6$ J.JiJSmith 1858 

Cruifanl  (A.Q^)  Eany  on  the  DeTclopment  of  the  Functions,  Sto,  2f  M Parker Js  SEHI...184A 

Verses  Composed  on  Various  Oocasion%  12]no,  2t Batehard 1846 

(£7. IT.)  Sermons,  Sto,  lOt  6d Bvneam 1840 

' {O.W.)  Bxaminations  on  Butler's  Analogy,  Srdedit.,  12mo,  It  6<i Parker df  Son... iS^j 

CrtTea  (JSLIT.)  Bxcuzmons  in  the  Abruni,  2  t.  Sto,  24«— red.  to  ISa   Eentl^  1838 

CiaT«n's  Remarks  on  Shooting,  set  Carleton  {Capi.) 

Ctswfonl  (Arch.)  Huntly  Ouket,  and  other  Tales,  sm.  er.  Sto,  8f  td  Bouleton   1861 

{Capi.)  Reminiscences  of  a  NaTal  Officer,  2  t.  p.  Sto,  21«,  50— red.  tol2«  Buret  d:  B,   ...1853 

(Jno.S  Philooophyof  Wealth,  12mo,  8«  6d Lon^fman  1847 

• {J'B')  TwVb  Bpistle  to  the  Boman%  translated  from  Tisohendoif,  4to,  6s  Longman  i860 

{Mie£)  Early  Struggles,  a  NotcI,  3  t.  post  Sto,  81«  6d NetAg    1857 

French  Confectionary  for  English  Families,  12mo,  2b  6d  BenUeg 1853 

Cookery  for  English  Families,  12mo,  2i  6<2 BenOey 1853 

life  in  Tuscany,  post  Sto»  lOt  6(2   Smith de Elder.. iZS9 

Through  Algeria,  post  Sto,  lOs  Scf  Bentleg i86a 

(Mrt.)  Double  Maniage,  a  NoTely  8  T.  post  Sto,  Sit  6<l  Newby  1853 

Didyof  the  Bedchamber,  a  NotcI,  2  t.  post  Sto,  21s  Newby   1850 

lismore,  a  NotcI,  8  t.  poet  Sto,  Sit  6d Neubg   1854 

Story  of  a  Nun,  8  t.  poet  Sto,  Sit  Sd.... Newbg    1855 

ami  Barker  ((7.)  Lays  of  Holyrood  Entertainments,  foL,  21 1  Coeke 1851 

(AF.)    Berkhamsted  Castle,  an  Historical  BeTerie,4to,  It  6<l  Bamdton  1861 

Cmwfud  {Jno.)  DescriptiTe  Dictionary  of  the  Indian  Islands,  &c.,  Sto,  16t  Bradlmry 1856 

Inquiry  into  System  of  Taxation  in  India,  Sto,  4§  S.Clarke    1839 

• Malay  Qrammar  and  Dictionary,  2  t.  Sto,  86t Smith df  Elder..  tZ$% 

Ciawky  (G^.)  Handy  Book  of  Games:  BUlianis,  Chess,  &c.,  fcap.  Sto,  St  M Bicken n.  d, 

On  Backgammon,  18mo;  Billiards;  Chess;  Whist,  ea.  2t Bicken n.  d. 

Grawihaw  (Jno.)  Conversations  about  Wesley,  ISmo,  It Whittaker 185c 

Facts  about  Boys,  for  Boys,  ISmo,  U6d Bamilton  1856 

Lectores  to  Chfldren,  ISmo,  It Baton  1851 

Cnyford  ;  or,  the  Force  of  Influence,  a  NotcI,  2  t.  post  Sto,  15t Newbg    1849 

Cnyon  (ffnArr)  QoUen  Rules  for  Sketching  from  Nature,  i2mo,  It  NidM» i860 


176  CREASE GROKEB  [Erclish  Catalog w 

Creaae  {Jot.)  Child  of  Porerty,  and  other  Poemi,  12mo,  5m   Blackvoodg  ...1847 

CimBj  {E,S,)  Aoconnt  of  the  FoandaUon  of  Rton  College,  12mo^  4f    Longnum  1848 

Battle  of  Waterloo,  12mo,  U BaUiey i8s» 

Britiflh  Empire,  8rd  edit.,  cr.  8vo,  7*  6d Cfrijin    i86a 

Fifteen  Deciave  Battles  of  the  World,  11th  edit.,  8to,  10«  ed BetUl^ 1861 

— Histoiy  of  the  Ottoman  Turks,  2  r.  8vo,  28»;  I  y.  Svo,  7$  6d Bentle^ 1854^ 

Inyasions  and  Projected  InvasionB  of  England,  post  Svo,  10»  6d  BenUey 1851 

Memoirs  of  Eminent  Etonians,  roy.  8to,  7»6d H.Bohn 1850 

: Parega,  Poems,  roy.  Svo,  7«  6d BeUtk  Dald^...ii^'i 

'■ Base  and  Progress  of  the  English  Constitution,  6th  edit,  p.  8vo,  7«  6d  BenOey 1862 

Sub  Bege  Saoerdos  :  Comments  on  Bp.  Hampden's  Case,  8vo,  3«  WaJUon  1848 

-Text  Book  of  the  Constitution,  Svo,  2s  6d   BenOeif 1848 


Creation,  a  Vision  of  the  Soul,  by  a  Christian  Platonist,  post  Svo,  fit Nathy   1846 

Creative  Week  :  Exposition  of  the  Mosaic  Record  of  Creation,  12mo,  (to   Simpkin 1856 

Credenda,  Agenda,  Postulanda  ;  or,  Faith,  Duty,  and  Prayers,  8nl  edit.,  16mo,  2«  M  RhingUm  1861 

Cree  (E,D.)  Devotional  Manual  for  Candidates  for  Holy  Orders,  16mo,  2m J.H^J.Parkeri%SA^ 

Creed,  Lord's  Prayer,  and  Commandments,  Ilium.,  16mo,6t,CKtM2a//,i847;  r.4to,21«  Ackermann   ...1849 
Creed  and  the  Church,  a  Summary  of  Christian  Ttuth,  &c.,  new  ed.,  roy.  ISmo,  2m..,  J.H.ibJ.PaHteriSSt 

Creeds,  a  Novel,  by  Author  of  "  MonUs  of  Mayfair,"  3  v.  post  Svo,  8U  6d HwrttdtB,    ...1859 

Crespigny  (C.J>e)  Enchanted  Rose,  from  the  Qerman,  fcap.  Svo,  6«  Longman  1844 

■  My  Souvenir,  post  Svo,  7«  .^ Longman  1844 

Creeson  {Warder)  Jerusalem  the  Centre  and  Joy  of  the  Earth,  12mo,  8«  6d Nisba •  .1844 

Creaswell  (Z>.)  Psalms  of  David,  with  Notes,  12mo,  6«  BivingUm  1843 

(PW^)  A  Lobs  Gained,  post  Svo,  lOt  6rf  Smith 4k£lder„iS6z 

-^—^(JZtcA.)  Sermons  on  Christian  Life,  12mo,  6s    MbsUtm 1848 

(Lt.S.)  Sketches  of  the  Voyage  of  H.M.S.  Investigator,  fol.,  42» :....  Day<k  Son 1854 

Cresy  (Edw,)  Encyclopedia  of  Civil  Engineering,  new  edit.,  Svo,  42s  ;  supt  10s 6d  ...  Longman  i86z 

Treatise  on  Bridges,  Vaults,  &c.,  Pts.  1  &  2,  fol.,  each  21s Atekleg 1839 

Creuze  (-4.1''.)  Treatise  on  Naval  Architecture,  4to,  12s  Simpkin 1840 

Crewdson  {Itaac)  Beacon  to  the  Society  of  Friends,  12mo,  2s  6ii   ffamUton  1835 

(Jane)  Iajb  of  the  Reformation,  12mo,  5s  JIatchard  1859 

(r.2>.)  Aunt  Jane's  Verses  for  Children,  12mo,  Sm  Sd Griffith^  F,  ...185a 

Crewe  (C7.ir.)  Seven  Weeks  in  the  West,  12mo,  7s  Hatchard  1841 

Crichton  (^^.^  On  Dangerous  Doctrines  in  Medicine,  Svo,  9s  CkvrdUU  1842 

(And.)  Histoiy  of  Arabia,  Ancient  and  Modem,  2  v.  12mo,  10s— red.  to  5s  Nelson    185* 

_ —  Denmark, Sweden,Norway,2v.l2mo,10s,i838;12mo,3s6c2  WaMoume  ...1840 

• (/). if.)  Memoir  of,  by  J.  W.  Taylor,  post  Svo,  5s Hamilton  1853 

—  (KaU)  Before  the  Dawn,  a  Tale  of  Italy,  2  v.  post  Svo,  21s Skedt  i860 

Six  Years  in  Italy,  2  v.  post  Svo,  21s    Sketi  1861 


Crick  (T.)  Sketches  from  a  Diary  of  a  Commercial  Traveller,  post  Svo,  7s  6<2 Matttrs    1847 

Cricket-Bat,  and  How  to  Use  It,  by  an  Old  Cricketer,  fcap.  Svo,  2s  6c2— red.  to  Is  6d  Baily 1861 

Cricket  Field  ;  or,  Science  and  History  of  the  Game  of  Cncket,  12mo,  5m Longman  1851 

Tutor,  by  the  Author  of  "  The  Cricket  Field,*' ISmo,  Is  Longman  t86z 

Cricketer's  Manual,  by  Bat,  16mo,  Is   Joseph   "851 

Scoring  Book,  oblong,  2s  6<2 Wkitlaker 1861 

Crimea  ;  its  Towns,  &c.,  by  a  lidyresident  near  the  Alma,  12mo,  2s  6rf Partridge    1855 

Criminal  Trials,  High  Court  of  Justiciary,  Scotland,  14S8-1624,  by  Fictaim,  7  v.  4to  Bannat.  C/.  1819-32 

Illustrative  of  British  Histoiy,  2  v.  12mo,  9s— red.  to  4s  6d NatuUi  1837 

Cripple  of  Antioch,  Christian  Life  in  Early  Times,  2nd  edit,  sm.  cr.  Svo,  5«    Nuhet    i860 

Cripps  (H.W.)  Ecclesiastical  Reports,  Pts.  1  and  2,  roy.  Svo,  each  5s  Rivington  1850 

Treatise  on  Iaws  of  the  Church  and  Clergy,  1856,  4th  edit.,  Svo,  80s  Sweet 1862 

Crisp  (Edw.)  On  Structure  and  Use  of  the  Spleen,  Svo,  10s;  cold.,  21s Teape '^55 

-^— —  Treatise  on  the  Blood  Vessels,  Svo,  14s  ChurdiiU  1847 

(Tob,)  Christ  alone  exalted,  by  Gill,  2  v.  Svo,  14s— red.  to  10s  CoUingridge  ...1856 

made  Sin,  Svo,  8s  6<£ — ^red.to  2s  6<2 CoUingridge  ...1856 


Crispin  Ken,  by  the  Author  of  ** Miriam  May,"  2  v.  post  Svo,  21s;  ch.  e.,  2v.c.  Svo,  7s  SaunderM  df  O.  1861 

Crister  (Wm.)  Wall's  End  Miner,  Life  of,  by  James  Everett,  ISmo,  Is  6d Simpkin 1850 

Critchett  (Geo.)  Treatment  of  Ulcers  of  the  Lower  Extremity,  Svo,  5s ChurchiU  1849 

Critic  in  Parliament  and  in  Public,  since  1S35, 12mo,  5s BeUtk IkUdg... i^^t 

Croal  ((?eo.)  Eaglesward,  a  Narrative  Poem,  12mo,  5s Hovlston   1858 

Crocker  (-4 6r.)  Land  Surveying,  new  edit.,  by  Bunt,  post  Svo,  12s Longman  1844 

■  (Cha.)  Kingley  Vale,  and  other  Poems,  Svo,  2s  6d OroomJbridge ...i^^j 

• (Jos.)  lAtin  Subjunctive  Mood,  Rules  and  Exercises,  12mo^  4s  ;  Key,  2s  6c2    Parker  ik  Son  1835 

Crockett  (H.G.)  American  in  Europe,  4to,  80s TaUiM 1850 

Crockford  8  Clerical  Dir^stoiy  for  1860,  roy.  Svo,  12s,  1859  ;  Appendix,  8s  6d Crockford 1861 

— Scholastic  Directory  for  1S61,  roy.  Svo,  7s  6<i  Crockford i86x 

Crocus;  or.  Cautionary  Stories  in  Verse,  ISmo,  Is  Mozleg  n.  ct 

Croft  (/?.C.)  Handbook  for  the  Nursery,  ISmo,  Is  HamHton  1861 

Crofton  (Den.)  Genesis  and  (Jeology,  by  Hitchcock,  12mo,  Is  6d;  Svo,  2s    Werikeim  185a 

Croke  (AlexJ)  Progress  of  Idolatry,  and  other  Poems,  2  v.  post  Svo,  14s  Bivington  1841 

Croker  (J,W,)  Essays  on  the  Early  Period  of  French  Revolution,  Svo,  15s    Murray '857 

—  '  History  of  the  Guillotine,  12mo,  Is Murray '853 

■  Progressive  Geography  for  Children,  ISmo,  Is  6d   Mwrray 1856 

■  Stories  from  the  History  of  England,  16mo,  2s  6d Mwrray '854 

—  (T.Croflon)  Fairy  Legends  of  the  South  of  Ireland,  ISmo,  3s  6</;  n.  e.,  cr.  Svo,  5s  Tegg  i86a 
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Croker  (r.Oo/toM)  Hiatorical  Songt  of  Ireland,  cr.  8to  Peretf.Soddy 

PopaUr  Songs  of  Ireland,  8yo,  10s  6d Colbum 1839 

Tour  of  M.  BooUaye  Le  Gouz  in  Ireland,  1644,  12mo,  6$  Boone    1837 

Walk  from  London  to  Fulham,  reviaed  by  hia  Son,  post  8vo,  6$...  Ttgg  i860 

Croly  {Geo,)  A  Few  Personal  Beoollections  of,  by  Richard  Herring,  fcap.  Sto,  5« Longman  1861 

Historical  Sketches,  Speeches,  and  GhanMsters,  post  8to,  10«  6d    Seeley 184a 

Marston,  the  Soldier  and  Statesman,  3  v.p.8vo,81«6<i,(7o/&um,  46  ;f p.  8yo,J2«  Lea i860 

Modem  Orlando,  a  Poem,  poet  8to,  5* Ilurttde  B,    ...1846 

—  Personal  Histoiy  of  George  IV.,  1841,  2nd  edit.,  2  t.  post  8to,  21f Colbum 1846 

Political  Life  of  Bar ke,  2  T.  poet  Sto,  18«  Blaekwood9   ...1840 

^  fiegeneration  of  Infants  in  Baptism  Vindicated,  8vo,  8* Rivington  1850 

Salathiel  the  Immortal,  n.  e.,  p.  8vo,  10<  6</-,  UantiSiB,^  1855;  l^mo,  2t  BouUedge  1858 

Scenes  from  Scriptnre,  with  other  Poems,  8to,  6«   Bryce 1851 

Sermons  at  the  Foundling,  and  St.  Stephen's,  Walbrook,  8vo,  10s  6^^  ..    Smith  <C*  Elder .  1848 

on  Important  Subjects,  12mo,  2«  6d   Kendrick   1849 


(Mm)  Aurelia  ;  or,  a  Beauty's  Life  in  Italy,  S  t.  post  Sto,  31t  6d Colbum 185a 

{Mick,}  NigfaC,  Dawn,  and  Day;  or,  the  Reformed  Church,  &c.,  12mo,  3«  6d  ...  Nititet 1858 

Cromar  (^/er.)  Vindication  5f  the  Organ,  12mo,  la  6d   Longman  1856 

Crombie  (Alex,)  Etymology  and  Syntax  of  the  English  Language,  8th  ed.,  Svo,  7t  6d  Simpldn ....1856 

— ^— ^— —  (3ymnasittm,  siTe  Symbola  Critica,  2  v.  Svo,  21s Simpkin  1838 

abridge<)^  8th  edit.,  12mo,  6j  ...  Simpkin i86a 

. CUiTis,  new  edit.,  Svo,  6« Simpkin i86a 

(/(U.Jtfl)  Braemar,  its  Topography  and  Natural  History,  fcap.  Svo,  28  M Blackwood*   ...1861 

Gr»mek  (2%o.i7.)  Manual  of  Hebrew  Verba,  Svo,  3« 0,  Bell 1851 

Crompton  (&1111.)  life  and  Times  of,  by  J.  French,  2nd  edit,  post  Svo,  5«  Simpkin i860 

(Sarah)  Christopher  Columbus,  sq.  12mo^  2f  6d ;  School  edition,  Is Belld:  J)aldjf...ii6o 

Life  of  ICartin  Luther,  sq.  16mo,  Is;  cloth,  Is  6rf    BeUik2)aldy...ii6o 

Old  and  New  Stories  in  Short  Wofds,  16mo,  Is  6d Darton  1853 

• Bobiufion  Crusoe  in  Short  Words,  12mo,  It  6il   Hogg d:  Sons  ...i96i 

Scholar's  Book  of  Beasts,  16mo,  la6d Darkm  i86a 

Birds,  Fishes,  &c.,  16mo,  Is  6d Darton  i86a 

Tales  of  Life  in  Earnest,  12mo,  2s  6(2 DarUm  i86a 


(8. iP.)  Stories  for  Sunday  Afternoons,  16mo,  2«  6<2    J.Chapman  ...1845 

Cromwell  (Oliver)  and  Bnnyan,  Lives  of,  by  Southey,  new  edit,  post  Svo,  2s  Murray i86a 

Biography  of,  by  W.  Haslitt,  12mo,  6s Ja*.Bladnoood  1857 

Hia  Life,  by  F.  Guizot,  new  edit,  post  Svo,  6s  Bentley i860 

Letters  and  Speeches,  by  T.  Carlyle,  new  edit,  8  v.  port  Svo,  18«...  Chapman  <Cr  IT.  1856 

— Lifeo^  byF.  Hawkes,  12mo,  5a iVw  York 1856 

OTf  England's  Qreat  Protector,  by  H.  W.  Herbert,  cr.  Svo,  6s New  York 1856 

(7%o.)  Alignment  on  the  Soul  and  the  Future  life,  post  Svo,  6a  Whi^Uld   1859 

literary  Florets,  12mo,  6s J.Chapman  ...1845 


•  an  Historical  Name,  2  v.  12mo,  10s  6d  Wiley 1838 

•Doolan;  or,  life  in  the  Army,  2  v.  post  Svo,  21s  Colbum 1849 

-in  ItfeUnd,  an  Historical  Romance,  S  v.  postSvo,  Sla  6d  Newby    1847 


Cnnhehn  (F.  W.)  Inquiry  into  the  Origin  of  Belief  in  Predestination,  cr.  Svo,  2a  6d  Rivington  i860 

Croaicis  Sootiae,  Extracta  e  Variis,  4to  t Abbotaford  CI.  185a 

Cronin  (D.)  Anaspasiain  Consumption,  3rd  edit,  12mo,  8s    Sherw)od  1846 

Basay  on  Deafness,  12mo,  Is  6rf Wertheim  1838 

Crook  {W.M,}  Manual  for  Formation  of  Hebrew  Letters,  Svo,  2s  6d Rivington  1847 

Crookes  ( TTm.)  Handbook,  Waxed  Paper  Process  in  Photography,  post  Svo,  2s Chapman  <lt  iT.  1857 

Crookahaak  ( iTm. )  History  of  the  Church  of  Scotland,  2  v.  12mo,  7s  Niabet 1846 

Crcqa<^  Rulea  for  the  Qame  of,  Illustrated,  4to,  2t  6<2  Boaworth    i86a 

Croiy  (W.O.)  On  Industrial  Resources  (still  neglected)  in  Ix«Uuid,  fcap.  Svo,  2s  6d...   Whittaker i860 

CroBhys  Builder's  Price  Book,  Svo,  4s  Joy     1837-58 

Croslaad  (Jffis.iV.)  HUdred  the  Daughter,  a  Tale,  12mo,  3s  6rf   Routledge  1854 

Lays  and  Lqsends  of  English  life,  4to,  21s A.ffall  1845 

Light  in  the  Valley:  Experiences  in  Spiritualism,  12mo,  6a Routledge  1857 

Little  Berlin  Wool  Worker,  16mo,  Is Orr 1844 

■ Lives  of  Memorable  Women,  for  Gnria,  12mo,  8s  6d Griffin    1853 

Lydia,  a  Woman's  Book,  12mo,  2s  6d Groombridge  ...1861 

• Mrs.  Blake,  a  Stoiy  of  Twenty  Tears,  8  v.  poet  Svo,  31s  6d  BuratdsB i86z 

' Partners  for  life,  a  Christinas  Story,  12mo,  6s Orr 1846 

^— Poems,  12mo,  6s  Orr 1846 

■ Stratagems,  a  Story  for  Youth,  16mo,  Is   A. Hall  1849 

Stray  Leaves  from  Shady  Places,  12mo,  Sa6d   Routledge  1853 

Toil  and  Trial,  and  Double  Claim,  by  Hervey,  16mo,  6a  A.Hall  1850 


■ <iV.)  Apparitions,  a  New  Theory,  post  Svo,  Is E.Wilaon  1856 

Cross  (Pra.)  Advice  on  Sale,  Purchase,  &c.,  of  Landed  Property,  post  Svo,  8s  6d   ...  Simpkin 1856 

— ■ Hlnta  to  Purchasers  or  Builders  of  House  Property,  12mo,  8s  6d Nelson    1^51 

• (Dr.)  American  Pastor  in  Europe,  edited  by  Camming,  cr.  Svo,  7*  6rf  Bentley  i860 

—  (Jno.G.)  Treatise  on  Law  of  lien  and  Stoppage  in  Transitu,  Svo,  16s Stevens  1840 

(i/.^.)  Museum  of  Religious  Knowledge,  12mo,  6s Wiley    1840 

(RoU,)  Physiology  of  Human  Nature,  post  Svo,  6a A.Hall 1850 

• (R-A.)  Poor  Law  Settlement  and  Removal  Acts,  1S68,  12mo,  7s  6d Benning    1853 

— (Cof-T.)  Military  Uwa  of  United  States,  3rd  edit,  Svo,  ISs  Waahimgton  ...1846 
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Crofl8(7!^.)  Antobiography  of  »  Stage  Ooachman,  3  r.  post  8vo,  31<  6d   HwrMAeB,    ...1861 

•■  Bdric,  the  Forester,  an  Historical  Play,  8vo,  2«  6d Stepetuon 1842 

-  {Wm.)  Feelings  and  Fancies,  Expressed  in  Lyrical  Poems,  12mo,  58 Longman  1850 

Initia  Grseca,  8rd  edit.,  12mo»  39 Madden 1854 

-Latina,  Timo,  3rd  edit.,  3s     Madden 1849 


Key  to  Oral  Exercises  for  Beginners  in  Latin  Composition,  12mo,  3« Madden 1845 

Memoir'of,  by  Hunt,  18mo,  2s .% Mason    1861 

Croeae  (And.)  Memorials,  Scientific  and  Literary,  post  8vo,  9«  6d  Longman  1857 

(J.O,)  Cases  in  Midwifery,  with  Remarks  by  Copeman,  8vo,  7«  6rf Churchill  18 51 

• Treatise  on  the  Urinary  Calculus,  plates,  4to,  42«  ;  cold.,  52s  6<2    Churchill  1835 

Crossley  {J'T.)  Comprehensiye  Class  Book,  12mo,  2s  6d  ;  Questions  to,  la  6d Simpkin n.  d. 

Reader,  12mo,  Is  6d Simpkin n.d. 

Spelling,  18mo,  Is    Simpkin n.  d. 


— — ^— Daily  Lesson  Book,  No.  1,  3<2 ;  2,  18mo,  Is ;  Sequel  to,  Sd;  3,  Is  dc{ ; 

No.  4,  2s  6(i  ;  Supplement  to,  12mo,  2s Simpkin n,  d. 

Intellectual  Calculator,  74th  ed.,  18mo,  Is  8rf  ;  Key  to,  18mo,  3s  M    Simpkin «.  d. 

Croesman(jP.(?.)  History  and  Character  of  Zacchseus,  12mo,  3s  6c2 Ppott 1854 

Introduction  to  Christian  Religion,  new  edit.,  18mo,  Is Simpkin i860 

. Prayers  for  Families,  &c.,  12mo,  2s  6d PigoU 1838 

Sacred  Melodies,  with  Short  Reflections,  12mo,  2s  6d Hope 1856 

Sermons,  poet  8yo,  8s Hamilton 185a 

-  on  Christian  Experience,  post  8to,  6s Hamilton  1844 


{S.)    Young  Man's  Monitor,  12mo,  Is Bel.  Tract  Soe.  i^^ 

Grosthwaite  (Cha.)  Synchronology  ;  Hist,  of  Ancient  Egyptians,  8yo,  10s  6d   Parker  «k  Son  .1839 

— ^ (/.C.)  Discourses  on  the  Christian  Ministry,  8vo,  6s   RivingUm  1835 

-- — — Lectures  on  the  History  of  Esther,  12mo,  ,8s Rivington 1858 

Modem  Hagiology,  2  v.  12mo,  9s  Parker  6s  Son,, i%^6 

' Sermons  on  Practical  Subjects,  12mo,  7s  6d RivingUm  1840 

Treatise  on  the  Holy  Communion,  18mo,  2s6(2 Rivinglon 1841 


Croston  (/as.)  On  Foot  through  the  Veak :  a  Summer  Saunter  in  Derbyshire,  12mo,  5s  Whittaker 1862 

(/. )    Pilgrimage  to  the  Home  of  Florence  Nightingale,  1 2mo,  Is Whittaker 1 862 

Crotty  {Mic.)  Narrative  of  the  Reformation  at  Birr,  Ireland,  8vo,  10s Hatchard 1847 

Croucher  {J.  H. )  Popular  Guide  to  the  Electrotype,  12mo,  Is T.&R,  Willatsi 847-9 

Crow  {Edtv.)  Plain  Sermons,  12mo,  Zs  6d Wertheim  1848 

Crowder(i2«?. J.//.)  Truth  and  Love:  Sermons,  fcap.  8vo,  5s Bell tklkUdy... i%6x 

Crowdy  (^n^)  Christian  Villager's  Guide  Book,  18mo,  Is  6d M'«6rt 1839 

■  Church  of  England  Village  Dialogues,  12mo,  Is  6rf Nisbet 1842 

Crowe  {Cath.)  AdTontures  of  a  Beauty,  a  Novel,  3  v.  postSvo,  31s  Qd Colbum 1852 

— Monkey,  an  Interesting  Narrative,  fcap.  8to,  2s  6d...  Dean 1861 

I  Ghosts  and  Family  Legends,  post  8to,  10s  6<2 Newby    1858 

— JuYenile  Uncle  Tom's  Cabin,  18mo,  Is  Routledge  ^854 

Light  and  Darkness,  3  v.  p.  8yo,  31s  6(2,  Colbwrn^  1850;  12mo,  Is  6d  Rontledge  1856 

Linny  Lockwood,  a  Novel,  2  v.  post  8vo,  1853  ;  12mo,  2s Routledge  1857 

Men  and  Women  ;  or  Manorial  Rights,  3  v.  post  8vo,  31s  6d    Saunders  d:  0,   1843 

Night  Side  of  Nature,  2  v.  post  8vo,  21s,  Newby,  1848  ;  12roo,  2s  ...  Routledge  1S52 

-^— — Pippie's  Warning  ;  or.  Mind  your  Temper,  16mo,  2s  6rf— red.  to  Is  ...  A. Halt 1848 

Spiritualism  and  the  Age  We  Live  In,  post  8vo,  5s Newbg   1859 

Story  of  Arthur  Hunter  and  his  First  Shilling,  fcap.  8vo,  2s Hogg 1861 

Lilly  Dawson,  12mo,  Is  6d Routledge  1850 


Susan  Hopley,  a  Tale,  3  v.  p.  8vo,  31s  6(£,  1841 ;  newed.,  12mo,  2s  ...  Routledge  1861 

•  (E,E.)  History  of  France,  3  v.  12mo,  18s — red.  to  10s  6rf Longman   1847 

v.  1,  8vo,  14s,  1858  ;  V.  2,  8vo,  15s,  i860 Longman   1862 


Reigns  of  Louis  XVIII.  and  Charles  X.,  2  v.  8vo,  28s Bentley 1854 

— Greek  and  Turk  ;  or.  Powers  and  Prospects,  &c.,  poet  8vo,  10s  6d  ...  Bentley  1853 

— ' {Fred.)  Gospel  in  Central  America,  post  8vo,  7s  6d Bennett 1850 

{J.  A.)  and  Cavalcaselle  ((?.  B.)  Notices  of  Early  Flemish  Painters,  p.  8vo,  12s  Murray 1856 

Gbown  Gases  Reseryrd  (Uepoktb)  : — 

Bell,  1  V.  roy.  8vo,  1858-60,  27s Stevens 1859-61 

Dearsley,  2  v.  roy.  8vo,  1852-56,  45*  6d Stevens  1853-7 

onrfBell,  1  V.  roy.  8vo,  1856-58,  46s  6rf Stevens  1857-9 

Denison,  2  v.  roy.  8vo,  1844-52,  72s    Stewns '845-53 

Grown,  Crosier,  Cowl;  or,  Louis  IX.,  Gregory  VII.,  and  Loyola,  12rao,  Is  6rf    Batty 1846 

Crowne-Gkrland  of  Goulden  Roses,  Songs  and  Ballads,  ed.  by  W.  Chappell,  p.  8vo...  Percy  Soc 

Growther  ((7aZf6)  On  Management  of  Mad  Houses,  3  Pts.,  12mo,  each  2s  6(2 Simpkin    ...1838-49 

(/(Wi.)  Sermons,  8vo,  9s Mason   1839 

■  {Robt,)  Practical  East  India  Guide,  12mo,  6« Longman  1844 

— — -  {Sam.)  Expedition  up  the  Niger  and  Tshadda  Rivers,  12mo,  3s  6rf Seeley 1856 

■■  Gh-ammar  of  the  Yoruba  Language,  8vo,  Is  6d Sedey 1852 

Vocabulary  of  Yoruba  Language,  edited  by  D.  0.  Vidal,  870,  7s6<i...  Seeley 1852 

and  Taylor  (J.C.)  Gospel  on  the  Banks  of  the  Niger,  post  8vo,  7s   ...  Seeley '859 

Cruchley's  New  Guide  to  London,  1862,  fcap.  8vo,  2s  6d  ;  with  Map,  3s  6rf Cruchley    1862 

Crucifix  {R.T.)  Time  versus  Life,  8vo,  5s  6d Sherwood   1844 

Gruden  {Alex.)  Concordance  to  the  Bible,  new  edit.,  32mo,  4s  ;  12mo,  4s  Bagster 1862 

' n.e.,imp.8vo,13s,-^.5oAn,62;n.e.,10s6d     Tegg  1862 

' by  Chalmers,  4to,  21s  Simpkin 1848 
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Crudea  {Alex.)  Concordance  io  the  Bible,  by  Eadie,  28rd  edit,  cr.  8vo,  5s Griffin    1862    ^^ 

Hannay,  18mo,  3«  6rf Jl.JJohn 1844 

slightly  coDden^ed,  post  8vo,  6«  6ei  Blackie 1858 


Explanation  of  Scripture  Terms,  i2mo,  2<  6<2..a liel.  7Vart-5oc..i840 

{R.P.)  History  of  Gravesend  and  Port  of  Loudon,  roy.  8vo,  28* Pickering  1843 

CruelFred,  and  other  Funny  Stories,  4to,  28 NfCson  1855 

Sister,  a  Tragedy,  and  other  Poems,  ]2mo,  4< ISmilli  <b  Elder,.  \Z^j 

Croelest  Wrong  of  All,  a  Novel,  post  8to,  10«  6d,  1858;  cheap  edit.,  fcap.  8vo,  !•    ...  Smith  dr  £idtr,i%bt 

Cnuce  {Jo*.)  Psyche,  and  other  Poeoia,  12mo,  3«  C</   Bryce 1857 

Cniickshank  (Brod.)  Eighteen  Years  on  Gold  Coast  of  Africa,  2  y.  post  8vo,  21< Ifurat  db  B 1853 

Cniikshank  {^Geo. )  At  Home,  and  Odd  Volume,  2  v.  12mo-~red.  to  10«  6d  //.  Bohn 1 845 

—  Fairy  Lilvary,  IGmo,  each  la:—  Bogue 1853 

Cinderella.     Hop  0'  My  Thumb.     Jack  and  the  Bean  Stalk. 

More  Hints  on  Etiquette,  ]2mo,  2<6d  Bogvue 1837 

Omuibus,  edited  by  L.  Blancbard,  8vo,  10«  6c^ Bogue 184a 

■Table  Book,  edited  by  G.  A  Beckett,  roy.  8vo,  14» Bradbury 1846 


(Perry)  Hinta  to  Emigrants,  obi.  12mo,  \$  Hurst  ^B 1849 

Only  Once  a  Year,  oblong  4to,  phun,  ]«  6fl{ ;  col.  2s  6d    Arnold 1861 

-  Sunday  Scenes  in  London  and  its  Suburbs,  4to,  bs    Reeve  A  Son  ...1854 


Crniae  of  the  Mary,  Comic  Illustrations,  obL  4to,  10«  6rf McLean 1858 

• — Yacht  Maria  among  the  Faroe  Islands,  1854,  roy.  8vo,  21*  Longman  1855 

Cnxiae in  the  Pacific,  ed.  by  Capt.  F.  Aylmer,  2  r.  post  8vo,  2U Hurst  A  B i860 

Cruise  {W.)  Digest  of  the  Law  of  Real  Property,  7  v.  roy.  8vo,  bl  12« Stevens 1849-50 

Cnunmey  (Zi./'.)  Mortality  of  Childhood,  12mo,  1« UamiUon  i86a 

Cnunp  {C.C.)  The  Morte  Stone,  a  Tale,  8vo,  Is  6rf Simpkin 1850 

{Wm,)  World  in  a  Pocket-Book  ;  Universal  Statistics,  12mo,  4s    Baldwin 1 841 

Cmmpe  (if iss)  Death-FUig,  a  Novel,  3  v.  post  8yo,  31s  6rf Shoberl  1851 

Crusades  (The)  and  Greek  and  Ea&tern  Churches,  18mo,  Is  6<i  Bel.Tract  Soc..i^S7 

CnjM(/V».)  Village  Sermons  at  Great  Warley,  12mo,  5s     Nisbet 1855 

Cnaius  (G.C.)  Homeric  Lexicon,  tmnsl.  by  Smith,  edit,  by  Arnold,  12mo,  9s Rivington    185a 

Cru£o  (Ifrs.)  AAictiona  of  Life,  with  their  Antidotes,  12mo,  4s  6<i  Haiehard  1846 

Crusts  in  Soak  for  Chickena  to  Peck,  18mo,  Is Houlston    1854 

Cmtweli  (C./.)  Tombof  Bonaparte,  a  Poem,  8vo,  8s Pickering  1841 

CruTeilhier  {J.)  Anatomical  Atbfcs,  Text  by  Bonamy,  4to,  60s  ;  col.,  5/  15s Baillih^    1844 

' DescriptiTe  Anatomy,  by  Dr.  Madden,  2  v.  post  8to,  36* Whittaker 184a 

Cry  from  the  Middle  Passage  ;  Actof  1846  on  the  Slare  Trade,  8yo,  8s  6d  Seeley 1850 

-  to  Ireland  and  the  Empire,  12mo,  4s  6c2    Batdiard  1836 

Giyer  (ifrt.)  Devotional  Remains,  12mo,  2s  6d Bamilton 1854 

Life  and  Correspondence,  by  Alf.  Barrett,  12mo,  4*  Mason    1845 

CiTSTAL  Palace  abd  Gakdeks,  Sydenham,  via.  :— 

Guide  ten,  12mo,  Is  Routledge  1854 

OflBdal  Guide  and  Handbooks,  8  v.  12mo,  18s  6d Bradbury 1854 

Ten  Chief  Courts  Described,  12mo,  Is  Routledge  1854 

Views  of,  by  Delamotte  and  Wyatt^  imp.  4to,  Sis  6(2 Day  d:  Son 1854 

Cxystal  fklace  and  its  Contents,  an  illustrated  Cyclopeedia,  4to,  5s  W.M.Clarke  ...i%$^ 

— a  Sequel  to  "Country  and  London,**  16mo,  Zsid  Rivington  185a 

Hyde  Park.     See  Exhibition,  1851. 

CrjFKtala  from  Sydenham  ;  or,  what  Authors  say  of  the  Palace,  post  8vo,  3s Hope  1855 

Caink  (/.)  Hungarian  Grammar  and  Exercises,  post  8vo,  8s Williams  A  iV^..i853 

Ctmna  (J^.)  (^^mmar  of  the  Tibetan  Language,  4to,  18s  AlUnACo.    ...1835 

Tibetan  and  English  Dictionary,  4to,  25s Attends  Co.    ...1835 

Cuba  and  the  Cabans:  Hiatory,  Eolations,  &c.,  12mo,  4s   New  York 1850 

Cubitt  {Geo.)  Conversations  on  the  Miracles,  18mo,  2s  6e{ — red.  to  2s  Mason    1847 

Parables,  18mo,  Is  6(2   Mason    1847 

— Cortes;  or,  the  Discovery  and  Conquest  of  Mexico,  12mo,  Is  Mason 1848 

• • Enoch;  or,  Personal  Piety  in  its  Nature  and  Blessedness,  12mo,  Is Mason 1843 

Gianada;  or,  the  Expulsion  of  the  Moors  from  Spain,  12mo,  Is Mason 1850 

Obed-Bdom;  or,  the  Ark  in  tho  House,  12mo,  Is  6c2    Mason 184a 

Fbilippian  Jailor ;  or,  Conversion,  12mo,  Is  Mason 1843 

Pixarro;  or,  the  Discovery  and  Conquest  of  Peru,  12mo,  Is Mason 1849 

Scriptural  Expositions,  Four  Treatises,  18mo,  3s  6d Mason    1853 

Skeletons  of  Sermons  (150),  12mo,  4s  6<2 Needham   1840 

Sketches  of  Sermons  (52),  12mo,  is6d Needham  1840 

Cubiey  (L.M.)  Hills  and  Plains  of  Palestine,  lllust,  imp.  8vo,  31s  6(2  ;  col.,  63s  ...  Hay  1859 

Codwortii  (Ralph)  Intellectual  System  of  the  Universe,  3  v.  8vo,  24s   Tegg  1839 

On  Free  Will,  Notes  by  Allen,  8vo,  3s   Parker  tk Son... iZ^^ 

— They  Know  Christ,  &c.,  18mo,  Is  6d Theobald    1856 

Cojfe  (/*a»/)  Memoir  of,  18mp,  Is .• Fry 1841 

Coitt  (Geo.)  Wanderings  and  Pencillbgs,  Ruins  of  Olden  Time,  new  issue,  fol.,  73s  6(2  Naltali  1848 

CuJJed  Poetoy,  Moral  and  Eeligious,  18mo,  Is  Motley   1855 

Culkn  (/v.)  Isthmus  of  Darien  Ship  Canal,  8vo,  6*   E.Wilson   1853 

Uieof,  by  J.  and  W.  Thomson  and  Dr.  Craigie,  2  v.  8vo,  18s Blackwoods  ...1859 

{/.£.)  Vox  Veritatis;  or,  Voice  of  Truth,  8vo,  7s Nisbet 1854 

{WmJ)  Treatise  on  Construction  of  the  Turbine  Water-Wheel,  4to,  6s Spon  i860 

-  (IF.J7.)  Galal^gQe  of  Plants  indigenous  to  Sidmoutb,  12mo,  2s Simpkin 1849 
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Callimore  (A.)  ImpreBnomiof  Ancient  Soiling  Seals  of  the  Babylonians,  r.  8to,  7b  6d  .  Nickiuon.  ...1841-3 

CuUingworth  (/.)  Guide  to  the  Colony  of  Port  Natal,  12mo,  2$ Simpkin 1861 

Cttllum  (0.  W.)  Military  Bridget  and  India  Kubber  Pontoons,  8to,  12» New  York 1847 

Cullyer  {John)  Tables  for  Measuring  Land,  sq.  12mo,  2*6rf Whittaker 1855 

Culpepper  (Nic.)  English  Physician,  by  Brook,  18mo,  2»  6d  ;  col.,  U  A. Hall  1848 

Parkins,  8vo,  16«  6rf,  Virtus;  4to,  21f Kell^ i860 

CuIfobs  (/<u.)  Resurrection  and  the  Life  ;  or,  lAzarus  Revived,  3  e.,  fp.  8yo,  2«  6d .  Niabet 1862 

Culsha(iF.fF.)  Antar,  and  other  Poems,  sq.  12ino,  1« Ward  tk  Lock  1851 

Eastern  Lands  and  Eastern  People,  post  8to,  6j  6d Marlborough... 1^61 

Cultus  Anim» ;  or,  an  Arraying  of  the  Soul,  fcap.  8to,  2»  6d Bogue 1851 

Culver  well  (iV<rf.)^i«»ur8e  on  the  Light  of  Nature,  by  Brown,  8vo,  12«  Bamilton  1857 

(22./.)  Holiday  Visit  to  Ukes  of  England,  Irelajid,  Scotland,  2  v.  12mo,  2s  A^tihor 1855 

Cumberland,  Glossary  of  Provincial  Words  in,  post  8vo,  Is  6d   Bellik  Daldif...i%s^ 

Illustrated  and  Described,  4to,  20«  P.Jackmm 1849 

Cumin  (Pat.)  Manual  for  the  Study  of  Civil  Iaw,  I2mo,  lOa  6d   Stevem  1854 

Popular  Education  of  the  Bristol  and  Plymouth  Districts,  8vo,  5s   Longwtan 1861 

Cummin  (Wm.)  Proofs  of  Infanticide  Conndered,  I2mo,  Ss  Qd Longman  1836 

Cumming  (Ja9.E,)  Abba,  Father  ;  Ten  Lectures  on  the  Lord's  Prayer,  fp.  8vo,  8«  M  Simpkin 1862 

Camming  (2>rV.)  Apocalyptic  Sketches,  new  edit.,  8  series,  12mo^  eadi  6s  A.Bali 1858 

I  — -  Original  edit.,  8  ▼.  12mo,ea.  9s— red.  to  5<...  AMall  1851 

__  Argument  on  Bible  Revision,  8vo,  1*  6d A.HaU  1856 

■  Baptismal  Font ;  Nature  of  Christian  Baptism,  I2mo,  2s A.HaU  1846 

Benedictions  ;  or,  the  Blessed  Life,  I2mo,  Zs  6d /.  F.Shaw 1853 

— ^— ^^-—  Christ  Our  Psssover ;  Thoughts  on  Atonement,  12mo,  Is  6d A. Ball  1853 

Reeeiving  Sinners  (25th  thousand),  fcap.  8vo,  2«  6cl  /.  F,Shaw 1862 


Christian  Patriotism,  2nd  edit.,  8 vo,2«   Brooks  1843 

Pilgrim,  82mo,  It  J.F.Shaw 1861 


Church  before  the  Flood,  Lectures  on  Genesis,  12mo,  Zs  M  A. Ball  1852 

-of  Christ,  8vo,  Is A.Ball  1852 


Comforter  ;  Thoughts  on  Influence  of  Holy  Spirit,  12mo,  Is  6d  ...  At. Ball  1854 

Communicant's  l£mual,  12mo,  Is  6<i   A.Ball  1852 

CansoUtions  ;  or.  Leaves  from  the  Tree  of  life,  12mo,  6s A.Ball  1857 

Daily  Devotion  ;  Guide  to  Family  Wonhip,  n.  e.,  4to,  21s A.Ball  i860 

Life  ;  Precepts,  &c.,  for  Christian  Living,  4  e.,  12mo,  3s  6d  .  A.Ball  1862 

Bxpoeitoiy  Readings  from  Book  of  Revelation,  12mo,  7s  6d A.Ball  1852 

-on  the  Book  of  Kings,  12mo,  4s  6d  A.Ball  1859 


Finger  of  God,  12mo,  Is  6rf x A.Ball  1853 

Foreshadows  ;  Lectures  on  Our  Lord's  Miracles,  12mo,  3s  6d A.Ball 1851 

Parables,  12mo,  8s  6ci A.BaU  1852 


Glad  Tidings,  a  Series  of  Tracts,  18mo,  Is J.F.Shaw 1858 

for  Sinners,  of  Jesus,  to  Christians,  18mo,  ea.  Qd  ...  /.  F.  Shaw i860 


God  in  History,  as  to  the  Affiiirs  of  Men,  6th  edit.,  12mo,  2s  6d...  /.  F.  Shaw 1852 

Great  Sacrifice;  or.  Gospel  according  to  Leriticus,  12mo,  2s  6d /.  F.  Shaw 1854 

-Tribulation  Coming  on  the  l&rth,  new  ed^  12mo,  7s  6d Bentletf  i860 


Infant  Salvation,  4th  edit.,  12mo,  Is  A.Ball  1851 

Is  Christianity  from  God  !  Christian  Evidences,  12mo,  8s A.Ball  1852 

Last  of  the  Patriarchs  ;  or,  Lessons  from  Joseph,  12mo,  6s  A.Ball 1856 

Lectures;  Almost  Protestant,  &c.,  12mo,  2s    J.F.Shaw 1852 

for  the  Times  on  Popery,  new  edit.,  12mo,  2§  6d  A.BaU  1851 

on  the  Seven  Churches  of  Asia,  12mo,  8s  6d  A.BaU  i860 

to  Young  Men,  post  8vo,  6s  A.BaU  1859 


Liberty,  Equality,  and  Fraternity,  12mo,  ls6d A.Ball 1848 

Look  and  Live;  or.  Present  Salvation  for  All,  fcap.  8vo,  8s  6d /.  F.  Shaw 1862 

Message  from  God ;  or.  Thoughts  on  Religion,  12mo,  Is AJSaU  1852 

Millennial  Rest ;  or,  the  World  as  it  Will  Be,  fcap.  8vo,  7s  6d BeniUy 1862 

-  Occasional  Discourses,  2  v.  in  1,  12mo,  6s A.BaU  1852 

Our  Father,  a  Manual  of  Family  Prayer,  12mo,  8s A.BaU  184$ 

Popular  Lectures  on  the  '^  Essays  and  Reviews,"  fcap.  8vo,  4s Bentley 1861 

Prophetic  Studies  ;  or.  Lectures  on  Daniel,  12mo,  Zs6d  A.BaU  1851 

Psalm  for  tbe  Day,  Exposition  of  Psalm  xel,  82mo,  ls6d A.BaU  1850 

Psalms  of  David,  with  Paraphrase,  12mo,  6s  Brooks   1843 

Psalter  of  the  B.  Virgin,  transl.  from  S.  Bonaventura,  12mo,'2s  ...  A.BaU 1852 

Pulpit  Psalmody,  Scotch  Church,  12mo,  Zs6d    AMaU  1848 

-  Questions  for  Doubting  Believers,  8  series,  18mo,  each  6d J.F.SJtaw  x86o 

•  Readings  on  the  Prophet  Isaiah,  fcap.  8vo,  7s  6d  Bentley  1862 

■  Redemption  Draweth  Nigh ;  or,  the  Great  I^paration,  fp. 8vo, 7s6d. . .  BetUley  x86o 

-  Ruth,  a  Chapter  in  Providence,  12mo,  8s  6 j  A.BaU  1859 

■  Sabbath  Readings  on  Colossians,  Thessalonians,  12mo,  4s  6<i A.BaU  1859 

Corinthians,  12mo,  6s A.BaU  1857 

Daniel,  fcap.  8vo,  8s  A.BaU  i860 

Deuteronomy,  12mo,  4s J.F.Shaw  1856 

Exodus,  12mo,  4s   J.F.Shaw 1853 

Galatians,  Ephesians,  &c.,  12mo,  6s A.BaU 1858 

Genesis,  12mo,  4s  J.F.Shaw 1859 

Hebrews,  fcap.  8vo,  6s AMaU  i860 
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Canmuiig  {Dr.  J.)  Sablxitli  Be^^^^ng^I  on  Junes,  Peter,  John,  Jade,  leap.  Svo,  6$ 

Joshua  and  Judges,  12mo,  6s 

-^_« Leviticus,  12mo,  4s 

■  Numbers,  12mo,  4$ 

• Pastoral  Bpistles,  fcap.  8to,  4» 

■ Bomans,  12mo,  4i  6d 

Samuel,  12mo,  6«  

St.  Matthew,  12mo,  fit  

' — Mark,  12mo,  8« 

'" Luke,  12mo,  6« 

John,  12mo,  Of 

the  Act8^12mo,  7« 

Saving  Truths,  18mo,  2t  6d 

Scripture  Illustrations,  plates,  4to,  25s 

— ^-^— Selections  of  Hymns,  Chants,  and  Doxologiea,  12mo,  ItSd 

Signs  of  the  Times  ;  Present,  Past,  and  Future,  12mo,  8s  6d  

Teach  Us  to  Pray,  Observations  on  the  Lord's  Rrayer,  fp.  8vo,  8s  6d 

Tent  and  the  Altar,  Sketches  of  Patriarchal  Life,  12mo,  8s  6c2 

Thankagiving,  Exposition  of  Psalm  dii.,  82mo,  Is  6<2 

The  End  ;  or.  Close  of  this  Dispensation,  new  edit.,  12mo,  5s 

Things  Hard  to  be  Understood,  fcap.  8vo,  7s 

Thy  Word  is  Truth  ;  Apology  for  Christianity,  12mo,  5s  

Urgent  Questions,  Personal,  Pointed,  Practical,  82mo,  2s  6d 

Vital  Questions,  Vital  Truths,  18mo,  each6<i 

Voices  of  the  Day,  12mo,  4th  edit.,  5s 

Dead,  12mo,  5s   

Night,  12mo,  9th  edit.,  6s 

War  and  its  Issues,  in  its  Religious  Aspect,  12mo,  Is  6d  

Wellington,  a  Lecture,  12mo,  Is  6<i 

Word  in  Season ;  or,  Comforting  Thoughts,  12mo,  2s 

and  French  (Z>af».)  Protestant  Discussion,  new  edit,  post  8vo,  6s 

'  McGhee  Lectures  on  Popery  at  Exeter  Hall,  12mo,  2s  6d 

{J.O.)  Chronology  of  History  for  Schools,  16mo,  ls6ci 

Guide  to  the  Isle  of  Man,  fcap.  8vo,  4m  6d 

Hisfeoiy  of  the  Isle  of  Man,  post  8vo,  12s  6<2 

■  Runic  and  other  Monumental  Remains,  Isle  of  Man,  4to,  16s  

• Story  of  Rushen  Castle  and  Abbey,  Isle  of  Man,  poet  8vo,  6s  

(Lieui.J.S.)  Six  Years'  Diary,  8vo,  20s 

{R.G.)  Sporting  Adventures  in  S.  Africa, 2  v.  p.  8vo,  24s,  50;  1  v.  p.8vo,5s 

(W,F.)  Notes  of  a  Wanderer  in  Italy,  E^orpt,  &c,  2  v.  post  8vo,  21s   

{W.JI.)  Canticles  of  the  Services  of  the  Church  of  Bngknd,  oblong,  2s  6d, 

Cumnins  (/./.)  Lyra  Evangelica  ;  Hymns,  Meditations,  &c.,  18mo,  Is  M 

Seals  of  the  Covenant  Opened,  18mo,  2s  6d 

{J.S.)  Altham,  a  Tale  of  the  Sea,  2  v.  post  8vo,  21s  

(M.S.)  El  Fureidis,  a  Tale,  2  v.  p.  8vo,  10s  6(2,  i860— red.  to  5s;  12mo,  2s  6d 

Mabel  Vaughan,  12mo,  Is  6d  ;  fine  paper,  8s  6d      

CuBdall  {Jos,)  Examples  of  Ornament  from  Original  Sources,  4to,  42s 

— — — Oznamental  Art  in  Ancient  and  Modem  Bookbinding,  4to,  21s 

■ —  Photographic  Primer,  12mo,  Is 

Cimuig^hame  (iZ.^.)  Wanderings,  Poems,  12mo,  5s  

{Wm.)  Chronologj  oi  Israel  and  the  Jews,  8vo,  6s 

■  Church  of  Rome  the  Apostacy,  12mo,  2s  6d    

• Dissertation  on  the  Apocalypse,  8vo,  14s 

FubiesBof  the  Times,  8vo,  12s 

Scientific  Chronology  of  1839,  8vo,  4s  6<i   

Septuagint  and  the  Hebrew  Chronologies,  8vo,  4s  6d 

Synopsis  of  Scripture  Chronology  to  1845,  8vo,  10s  6<i 

Tinth,  Science,  Ac,  of  Scripture  Chronology,  8vo,  12s 

Cimnifigham  (Alex.)  Buddhist  Monuments  of  Central  India,  8vo,  30s  

Historical  and  Statistical  Account  of  Ladak,  roy.  8vo,  86s 

{AUan)  Galleiy  of  Pictures,  2  v.  roy.  8vo,  81s  6d 

—————  Lives  of  Painters,  Sculptors,  &c.,  6  v.  18mo,  80s — ^red.  to  21s... 

—————  Lord  Roldan,  a  Romance,  8  v.  poet  8vo,  31s  6d 

Poems  and  Songs,  by  his  Son,  18mo,  2s  M 

' (0.0.)  Biographical  History  of  England,  new  edit.,  8  v.  8vo,  72s   

Tales,  Traditions,  from  (German  Literature,  12mo,  ds  6d 

{ff.D.)  Patent  Mode  of  Reefing  Top8ails,.&c.,  roy.  8vo,  3s  6d 

{Jas.)  Designs  for  Farm-Cottages  and  Steadings,  roy.  8vo,  6s  6<£   

(Jno/)  Church  History  of  Scotland,  2  v.  8vo,  21s— red.  to  10s  6d 

Day  :  a  Pastonl  for  Children,  imp.  8vo,  10s 

(/./>.)  History  of  the  Sikhs,  8vo,  15s    

(■'*<<•)  Handbook  of  London,  Modem  London,  n.  e.,  18mo,  8s  6d   ... 

— Past  and  Present,  post  8vo,  16s 

'  to  Westminster  Abbey,  new  edit.,  12mo,  Is 

■  Hints  for  Australian  Emigrants,  post  8vo,  5f  6d  


A.Haa  

J.F.Shaw 

J.P.Shaw  

J.F.Shaw  

A.ffaU  

A.Ifall  

A.ffaU  

A.IIall  

A.HcUl  

A.Hall  

A.HaU  

A.HaU  

J.FJShaw  

Virtue   

Brooks  

A.JfaU  

J.F.Shaw  

A.ffaU  

A.ffaU  

J.F.^aw  

A.ffaU  

A.ffaU  

J.F.Shaw 

J.F.Shaw 

J.FJShaw  

J.F.Shaw  

J.F.Shaw 

A.ffaU  

A.ffaU  

J.F.Shaw 

A.ffaU  

A.ffaU  

Simpkin 

Stanford 

Van  Voorst  ... 
BeUdsDaidy... 
Bdlds  Daldy.., 

Martin  

Murray 

Saunders  d!  0. 

Longman  

RoysioH 

Seeley 

Sawnders  A  0. 

Low 

Low   

BeUikDaldy... 

Ctmdall 

ChindaU 

Saunders  ^  0. 

SeeUy 

Nubtt    

Sedey 

Ni^)et    

Setley 

Nia)€t    


SeeUy 

Smiths  Elder. 
AllenA  Co.  .. 
ViHue    


Macrons    ... 

Murray 

FuUarton  ... 
FuUarton  ... 
Longman  ... 
Blackwoods 
Longman  ... 

O.Cox    

Murray 

Murray 

Murray 

Murray , 

Boone    
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.1861 
.1857 
.1854 
..855 
.i860 

.1857 
.1858 

.1853 
.1853 
.1854 
.1855 
.1856 
.1856 
.1844 
.1844 
.i860 
.1861 
.i8h 
.1848 
.1855 
.i86a 
.1858 

.i860 
.185* 
.185a 
.1851 
.1855 
.1853 
.1854 
.i860 
.1854 

.1861 
1848 
1857 
1857 
1847 
1856 
1839 
1852 
1849 
1839 
1848 
1862 
1857 

nil 

1835 
1835 

1843 
1837 
1839 
1838 
1845 
1849 

1854 
1854 
1836 
1846 
1836 
1847 
1849 

1854 
1853 

1859 
1840 

n.  d. 
.1849 
1851 
.1841 


( 
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CimoiiigliAm  {Pet.)  Story  of  Nell  Owyn  and  Sayings  of  Charles  II.,  post  8yo,  Of Bradbury 1S52 

(W,)  Historic  Theology  in  Christian  Church,  2  v.  8vo,  21«  HamiUon  i«62 

— Reformers  and  Theolo^  of  the  Reformation,  8vo,  lOa  6d  HamilUm  1862 

Cunynghame  {A rt. )  Glimpse  at  the  Great  Western  Bepablic,  Svo,  1 2« ;  1 2mo,  Is Bentley 1S51 

i Service  in  China,  2  v.  8vo,  21«,  Saunders  A  0.,  1S44;  12mo,  5«  Bentley 1853 

Cupper  (iZ. -4.)  Universal  Stair  Builder,  4to,  42« New  York 1831 

Cupples  (Geo.)  Green  Hand  ;  or,  the  Naval  Lieutenant,  a  Story,  12mo,  l»6rf  JtoutUdye  1856 

' Hinchbridge  Haunted,  a  Country  Story,  post  Svo,  10a  6rf  Simpkin 1859 

Two  Frigates,  12mo,  It  6d RoutUdge 1859 

Curate  (The)  of  Holy  Cross,  a  Tale  of  the  Church,  12mo,  5a M<uter$  ...\...  1857 

of  Cranston,  with  other  Prose  and  Verse,  by  Cuthbert  Bede,  post  Svo,  10«  6d  Saundera  d:  0.  1861 

»— —  Linwood  ;  or,  Strength  of  the  Christian  Minister,  Srd  edit.,  12mo,  3a  6d...  Hamilton  1851 

Overton,  a  Novel,  8  v.  post  Svo,  31«  6rf JIurat  <S:  B.    ...1854 

Steinhollt,  a  Tale  of  loehind,  2  v.  post  Svo,  18* Longman  1838 

Wildmere,  a  Novel,  8  v.  post  Svo,  SUM  Newby    1847 

Curate's  Grave,  ISmo,  2sdc2  Bagater 1838 

Wife,  a  Tale,  ISmo,  la  Qd    Mozleg  i860 

Curates  of  Riversdale,  Recollections  in  Life  of  a  Clergyman,  3  v.  p.  Svo,  81«  6d Murat  4s  B,    ...i860 

Cureton  (Ifm.)  Corpus  Ignatianum,  roy.  Svo,  31«  6c^  Biringlon  1849 

Remains  of  an  Ancient  Recension  of  the  Gospels  in  Syriac,  4to,  24a    Murray 1858 

— — Spicilegium  Syriacum,  with  English  Transition,  roy.  Svo,  9a   Bivington  1855 

Vindication  of  Ignatius'  Writings  from  Hernsy,  post  Svo,  6a  6rf Rivington  1846 

Curie  (P./'.)  Annals  of  the  London  Homoeopathic  Dispensary,  Svo,  15a    BaiUiire    1844 

— Domestic  Practice  of  Homoeopathy,  12mo,  7a AyloU 1850 

• Principles  of  Homosopathy,  Svo,  5a Leaih 1837 

Curio  {Celio)  Italy,  and  the  Gospel  Letters  and  Discourses,  ISmo,  la  6d   Ni^t    1848 

Curiosities  and  Wonders  of  the  Vegetable  Kingdom,  square,  2a  SocP.C.K.  ...185s 

-of  Animal  Life,  12mo,  2a Bel,  Tract  Soe.  1848 

— ^— —  Communication,  12mo,  la    Knight  1851 

Modern  Travel,  4  v.  12mo,  14a  Kent  1844-9 

Curling  (iTen.)  Camp  Club  in  the  Crimea,  post  Svo,  10a  6^    Skeet  1856 

Bdith  Prankhcart ;  or,  Baronet's  Daughter,  3  v.  post  Svo,  31a  6<i   ...  Saundera  <fc  O.  1856 

Field  of  the  Cloth  of  Gold  of  Bglintoun,  post  Svo,  3a  Low    1839 

■ Forest  Youth  ;  or  Shakspeare  as  he  lived,  12mo,  la   Bryce 1853 

Frank  Beresford ;  or,  Life  in  the  Army,  p.  Svo,  SaSrf,  Skeet,  1 8  58;  fp.  Svo,  2a  DarUm  1 860 

Hall  of  Chavenlay,  a  Tale  of  1649,  12mo,  8a Wright 1851 

— ^— — ^—  lU-Assorted  Marriage,  &c.,  post  Svo,  Sa  6li Johnaon i86i 

— John  of  England,  a  Romance,  3  v.  poet  Svo,  31a  6d  Bentley 1846 

Love  at  First  Sight,  &c.,  Stories,  fcap.  Svo,  2a  Ward  ds  Lock  .  1^60 

'  Man  as  he  is,  and  Woman  as  she  should  be,  a  Tale,  poet  Svo,  8a  6d...  Skeet  i86t 

'  Merry  Wags  of  Warwickshire,  a  Drama,  post  Svo,  2a  6d Wright  1854 

■  Minstrel  and  the  Maid  of  Kent,  fp.  Svo,  la,  Eginton,  1853;  12mo,  2a  Jaa. Blackwood  i860 

Miser Lord,Seq.to  "Frank  Beresford,"  p.Svo,l6a  6(i,5ibec^ 59;  12mo,2a  C.H.CUurke  ...1864 

Nonpareil  House,  8  v.  p.  Svo,  31a  6ci,  A.  Hall^  1855  ;  fp.  Svo,  2a  ..    Darton i860 

Recollections  of  the  Mess  Table  and  the  Stage,  post  Svo,  7a  6rf Boaworth    1855 

— — —  Self  Divorced  ;  or,  the  School  for  Wives,  2  v.  cr.  Svo,  12a    Tinaley  1861 

Shakspeare  the  Poet,  the  Lover,  the  Actor,  3  v.  post  Svo,  Sla  6d Beniley  184S 

Soldier  of  Fortune,  a  Tale,  3  v.  p.  Svo,  31a6<i,  Bentley,  i843;fp.  Svo,  la  RoutUdge  185* 

Way  to  Win  Laurels  and  Ladies'  Favours,  a  Tale,  12mo,  la Bryce 1853 

■   (J.B.)  Account  of  the  Corps  of  Gentlemen  at  Arms,  Svo,  12a Bentley 1850 

{S,J.)  Mary  Graham,  2  V.  post  Svo,  21a iV«c6y    ig6a 

(T.B.)  Observations  on  Diseases  of  the  Rectum,  3rd  edit.,  Svo,  7a  6d Churchill  1851 

'-  Treatise  on  Diseases  of  the  Testis,  2nd  edit.,  Svo,  14a  Churchill  1856 

-Tetanus,  Svo,  8a Churchill  1836 


(Wm.)  Sermons  on  the  Thirty-nine  Articles,  Svo,  10a  6d   Seeley 184.1 

Curme  {Tho,)  Gold  Tried  in  the  Fire  :  Memoir  of  H.  Stoncman,  12mo,  3a  6d NiaibH 185a 

Ciirr  {Jno.)  Principles  of  Railway  Locomotion  and  Steam  Navigation,  Svo,  12a   Atchley  1849 

Curran  (/.P.)  Memoir  of,  and  his  Contemporaries,  by  C.  Phillips,  4  e.,  p.  Svo,  7a  Hd  Blackwooda   ...1851 

Speeches  at  State  Trials,  &c,  Svo,  8a    Routkdge  1844 

' with  a  Memoir  and  Notes  by  Davis,  2nd  ed.,  cr.  8vo,  4a Duffy i860 

{W.H.)  Sketches  of  the  Irish  Bar,  with  Essays,  2  V.  post  Svo,  21a HuratAB.    ...1S55 

Currency  Question  :  the  (Gemini  Letters,  Svo,  \2a  fii Simpkin 1844 

Self-Regulating  and  Elastic,  Svo,  7a  6d Longman  1855 

under  the  Act,  1844,  Svo,  6a Van  Voorat    ...1858 

Oamy  {Geo.)  Hulsean  Lectures,  1851,  Svo,  8a;  1852,  Svo,  7a  6d Rivington  ...1852-3 

CunieiGilb,)  Essay  on  Life  Assurance,  12mo,  2a  6d  H.G.CoUina    ..1856 

Insurance  Agent's  AflsiHtant,  12mo,  2a  6d H.G.CoUina    ..185a 

(JaaJ)  Elements  of  Musical  Analysis,  2nd  edit.,  cr.  Svo,  4a  6<2 Hamilton  1858 

Principles  of  Early  and  Infant  School  Education,  cr.  Svo,  4a Hamilton  1857 

and  Practice  of  Common-School  Education,  cr.  Svo,  6a Hamilton  1861 


■  (Joa.)  Notes  on  Horace,  Explanatory,  Critical,  and  (Grammatical,  fcap.  Svo,  4a  Griffin    i860 

(lFf».)  My  First  Concealment :  Advice  for  Boys,  ISmo,  2a AMaU  1839 

Curteis  \G.H.)  Spiritual  Progress ;  Four  Sermons  at  Oxford,  12mo,  2a J.HukJ»ParkeriZs5 

Curtis  {G.)  and  Aldridge  (K.)  Fear-nac-Flu,  and  other  Poems,  post  Svo,  2a  Hd   BenneU 1857 

— ' (<?.2'.)  American  Conveyancer,  12mo,  6a Boaton,U.S.   ...1850 
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Curtis  {G.T.)  Commentaries  on  Jurisdiction,  Iec.,  of  Courts  of  U.S.,  Y.  1,  8yo,  S2$  PhiI<idelphia...i%sS 

Bqnity  Precedents,  8to,  30«  Bo9ton,U,S.   ...1850 

History  of  Constitation  of  United  States,  2  ▼.  8to,  24s Low    1858 

Inventors  Manual  and  Guide  to  the  Patent-Office,  12mo,  7s New  York 185 1 

On  Law  of  Copyright  in  EngUnd  and  America,  8to,  21s    Boston^ U.S.  ...1 847 

•^— Rights  and  Duties  of  Merchant  Seamen,  8vo,  21s    Bo8ton,U.S.  ...1841 

Treatise  on  Law  of  Patents  in  United  States,  2nd  edit.,  Svo,  SOs Boston,  U^S.  ...1854 

—  (<?eo.fF«.)  Complete  Works  of,  6  v.  12mo,  30* New  York 1856 

Lotos  Eating:  Visit  to  Places  in  America,  post  Syo,  3s  6<{ Bentley  185a 

^ Nile  Notes  :  American  in  Egypt,  post  Svo,  5«,  Bentltjf,  i%$i;  12mo,  Is  Clarke   1859 

Trompa,  a  Novel,  Illustrated,  Svo,  10s6d Low    1861 

■   ■  Wanderer  in  Syria,  post  Svo,  lOi  6d Bentley 185a 

(^e».)  Beauties  of  the  Rose,  2  v.  4to,  SOs Qroombridge  ...ils"^ 

^H<m,ff.B.B.)  Decisions  of  Supreme  Court  of  U.S.,  21  v.  Svo,  each  ISs Botton^U.S.  1855-7 

• Digest  of  Decisions  of  Supreme  Court  of  U.S.,  Svo,  82s   New  York 1857 

Reports  of  Cases  in  Circuit  Court  of  U.S.,  V.  1  and  2,  Svo,  each  S2s  BogUm^UiS,  ...1857 

• (/ho.)  Botanical  Magasine,  by  Hooker,  3rd  series,  V.  1  to  17,  roy.  Svo,  ea.  42s  Reeve 1845-62 

British  Bntomology,  16  v.  roy.  Svo,  21/   Reeve 1824-40 

Reissue,  V.  1  to  18,  roy.  Svo,  each  42s Reeve 1849-62 


-  Farm  Insects  Injurious  to  the  Field  Crops,  roy.  Svo,  SOs,  1 8  59 — red.  22s  Blaekie 1 862 

-Chiide  to  the  Arrangement  of  British  Insects,  Svo,  10s  6d Simpkin 1837 


Topographical  History  of  Nottinghamshire,  Fhrts  1  to  8,  Svo,  Is  each  .   W.  iSifran^.  1843-4 

•  (J,C.)  Chronological  and  Genealogical  Tables  of  British  History,  4to,  2s Simpkin 1863 

Blementsof  the  History  of  England,  ISmo,  Is Rel.  Tract  Soc,  1861 

-  School  and  College  History  of  Enghuid,  3rd  ed.,  cr.  Svo,  5»  ikl  Simpkin 1861 


>(/.J7.)  Observations  on  the  Preservation  of  Health,  12mo,  6«  6t2  Churchill  1846 

Physiology  and  Diseases  of  the  Ear,  5th  edit.,  Svo,  7«  6c{  Longman  1836 

•  Eye,  2nd  edit.,  Svo,  7»  6rf Longman  1835 


(J.T.)  and  Lillie  (/.)  Epitome  of  Homoeopathic  Practice,  ISmo,  4* Leath 1850 

{RoU.)  Curiosities  of  Detection  ;  or,  the  Sea-Coast  Station,  fcap.  Svo,  2s WardALock...i%6% 

-  Irish  Police  Officer,  fcap.  Svo,  2<   Wardd:  Lock..  1861 


(Wm.)  and  Hooker  {SirW.J.)  Flora  Londinensis,  5  v.  foL,  30/ //.  Bohn    r835 

Cnrtins  {G.)  Results  of  Comparative  Philol(^,  translated  from  the  (German,  12mo,  8s  Bell  ikBaldy... i%$i 

Cunrea  (/.)  Papils*  Manual  of  the  Tonic  Sol-Pa  Method  of  Singing,  12mo,  Is /.  Ward 1852 

Singing  for  Schools  &  Congregations,  a  Grammar  of  Vo<»l  Music,  Svo,  2<  6d  Ward 1 848 

Sketches  of  Nassau,  Baden,  and  SwitzerUuid,  12mo,  Is Ward 1857 

(i9.)  Journals  and  Letters,  by  C.  A.Ward,  roy.  8vo,l8s Wiley 1842 

CarBon  {Fred.)  Lays  and  Legends  of  the  West,  Prose  and  Verse,  12mo,  5« Whittaker r846 

—  {ffon.J.R.)  Scriptural  Key  to  the  Revelation  of  St.  John,  12mo,  2s  6(2 Wertheim  i860 

'(J2o6«.)  Armenia  :  a  Residence  at  Erzeroum,  post  Svo,  7$  6d  Murray 1854 

Visit  to  the  Monasteries  in  the  Levant,  post  Svo,  16s Murray 1849 

Coizoa  Manuscripts,  12  Plates,  fol.,  5/ 5s  Thorpe  1850 

Cost  {Him.SirE.)  Annals  of  the  Warsof  the  18th  Century,  3rd  ed.,  5  v.  12mo,  each  5s  Murray 1862 

' •■ 19th  Century,  V.  1  and  2,  fcap.  Svo,  10s  Murray 1862 

Family  Readings  on  the  New  Testament,  Svo,  ISs Rivington  1850 

— Noctes  Dominies  ;  or,  Sunday  Night  Readings,  Old  Test,  Svo,  15«  RivingUm  1848 

(Xmiy)  History  and  Diseases  of  the  Cat,  12mo,  Is (rroom&rtd^...  18 56 

Invalid's  Own  Book  :  Receipts  for  Food  and  Drink,  12mo,  2s6<i...  Longman 1853 


—  (R.L.)  West  Indian  Encumbered  Estates  Acts,  1S54  and  1S5S,  12mo,  5s...    W.Amsr    1859 

Custom  without  Truth  is  Antiquated  Error,  by  a  Christian  Layman,  12mo,  2s Simpkin 1859 

Csthbert  (Alex.)  Infants  asleep  in  Jesus  ;  Li^t  on  Little  Graves,  12mo,  1$  6d  Hamilton  1855 

■ (J/rr.)  Exposition  of  the  Church  Catechism,  ISmo,  2«  6rf Rivington  1840 

{Saint)  Account  of  his  Life,  Death,  &c.,  by  C.  Eyre,  imp.  Svo,  21» Burnt    1849 

— Miracles  of,  by  Ant.  Reginald,  Svo,  15s  (Surtees  Society) Whittaker  1837 

Two  Lives  of,  with  Life  of  Oswin,  of  Deira,  Svo,  12s NichoU  1847 

Cothbert  St.  Elme,  M.P.  ;  or.  Life  of  a  Politician,  a  Novel,  8  v.  post  Svo,  31s  M  ...  Hunt  <k  B.    ...1855 

CvUiUl  (/as:)  System  of  Growing  Potatoes,  12mo,  2* Hamilton  1853 

Treatise  on  the  Disease  of  the  Vine,  Svo,  Is  Hamilto-u 1855 

Cutler  (0,0.)  Philoaophy  of  Intellectual  Education,  Anc.  and  Mod.,  sm.  p.  Svo,  8s  6d  Simpkin 1862 

(Tko.y  PopuUr  Surgery,  12mo,  4s Longman  r836 

" Surgeon*s  Guide  in  Dressing  and  Bandaging,  12mo,  6s  6d  Walton  1836 

^ttsiE.L.)  Essay  on  Church  Furniture  and  Decoration,  Svo,  6» Croekford 1854 

the  Christmas  Decorations  of  Churches,  Svo,  3s Croekford 1859 

Manual  for  Study  of  Sepulchral  Slabs  and  Crosses,  Svo,  68 J.H.d:J.Parkeri$^g 

Villa  of  Claudius,  a  Tale  of  the  Roman  British  Church,  fcap.  Svo,  Is  6d  Soc.P.C.K,    ...1861 


Cnrier  {Banm)  Animal  Kingdom,  16  v.  Svo,  12/  12s  ;  roy.  Svo,  col.,  26/  5s   Whittaker 1840 

— 16  V.  4to,  24/ Whittaker 1840 

• — • 8  V.  Svo,  8/ Ss    Henderson 1837 

— ' »•  Landseer^s  Plates,  new  edit.,  roy.  Svo,  18s H.Bohn 1840 

— and  his  Works  ;  or,  Rise,  &c.»  of  Zoology,  12mo,  2s    Parker  A  Son... i%^4^ 

• idem.)  Memoir  of,  by  J.  A.  Jsmes,  8th  edit.,  ISmo,  2s  Hamilton  1861 

^'^▼ier  {Emily)  Change ;  some  Passages  in  the  Life  of  Basil  Rutherford,  p.  Svo,  10s  6d  Booth 1 860 

Cycbpedia  of  Architecture i re. Pu6.5oc.  185 3-7 

' —  literary  and  Scientific  Anecdote,  edited  by  W.  Keddie,  cr.  Svo,  3s  6d  Orifin 1854 

-  Moral  and  Religious  Anecdote,  cr.  Svo,  Zs6d  Ch'iffin 1850 
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CyclopndiA  of  Popular  Songs,  Ist  and  2nd  aeries,  18mo,  eacH  1«  6(2  ;  in  1  ▼.,  S$ Tegg   i86i 

Practical  Medicine,  4  v.  roy.  8to,  6ll5i Piper 1833-5 

■ ' Surgery,  imp.  8to,  40*    Piper 1841 

Religions  Denominations,  4th  edit.,  post  Svo,  Zs  6d Orijfin i86a 

Uniyeraal  Biography,  edited  by  Rich,  post  Svo,  1  Of  6(2   Origin. 1854 

•  History,  edited  by  M 'Barney  &  Neil,  p.  Sto,  10<  6<2 Qriffin. 1855 


Cynosure,  a  Library  Album,  ISmo,  5«  Pickering  1837 

Cynthia  Thorold,  by  the  Author  of  ''Whitefriars,'*  &c.,  fcap.,  U Ward tk Lock... iSSx 

Cyples  (fTwi.)  Satan  Restored,  a  Poem,  post  Svo,  5a 8autuicr$  it  O.  1859 

Cypress  Leaves,  a  Volume  of  Poems,  by  W.  H.  C.  N.,  12mo,  2i  6d Kent  i86a 

Cyprian  (Saint)  Epistles,  and  Pkcian's  Works,  Svo,  12» J.H.d'J,ParkeriS4^ 

Lifeo^  ISmo,  1* BeL  TractSoc.  184a 

Life  and  Times  of,  by  Poole,  Svo,  12a  J.HA-J.Parkerit^Q 

Treatises,  Svo,  lOa  %d J.H.AJ.ParkeriZ^ 

Cyril  (SaifU)  Catechetical  Lectures,  Svo,  8a J.HA:J.ParheriZ^\ 

Commentarii  in  Lucas  Evangelium,  edidit  R.  P.  Smith,  4to,  22a     J.H.AJJ*arkeri%s% 

Commentary  St.  Lake*s  Qo^l,  translated  by  Smith,  2  v.  8vo,  14a J,H.^,Parkeri%s^ 

Cyrilla,  a  Tale,  by  the  Baroness  Tautphoeus,  3  v.  poet  Svo,  12a Bentley 1853 

Cyrus,  King  of  Persia  and  Media,  by  the  I^y  Julia  Lockwood,  sq.  12mo,  5a  6d Saunder$  dt  O.  1861 

Voyages  de,  par  De  la  Yoye,  ISmo,  2a  Parker  <Sf  Son   1854 

Cytezen  and  Uplondyshman,  by  Alex.  Barclay,  edited  by  F.  W.  Fairholt,  post  Svo ...  Percy  Soe, 

Czar  and  the  Turk,  or  Lay  of  the  East,  by  the  Author  of  ''  Parental  Wisdom,"  Svo,  la  Hotdsion 1854 

Czemy  {Cart)  Exercises  on  Harmony  and  Thorough  Bass,  Svo,  4a Cocks 1846  ' 

Letters  on  Thorough  Bass,  Svo,  4a Cocks 1846 

r  to  a  Toung  Lady  on  Playing  the  Pianoforte,  Svo,  4a Cocks 1851 

Treatise  on  Composition  of  Music,  by  J.  Bishop,  3  v.  folio,  94a  6d   ...  Cocks 1849 

Babistan  ;  or.  School  of  Manners,  from  the  Persian,  8  v.  Svo,  Sla  Od  OrLTra.Soc  ... 

Bablon  {R.P.C.)  Relation  des  Missions  de  la  Compagnie  de  Jesus,  Svo,  80a New  York i860 

Dacoitee  in  Excelsis;  or.  Spoliation  of  Oude,  3rd  edit,  roy,  Svo,  3a  6d  Simpkin 1858 

Da  Costa  (/.)  Four  Witnesses ;  or,  the  Gospel  HarmoniziBd,  trans,  by  Scott,  Svo,  12a...  NiJtet  185c 

Israel  and  the  Gentiles:  Histoiy  of  the  Jews,  post  Svo,  7a  6d Nisbet 1850 

Dacre  (Xo^^y)  Tales  of  a  Chaperon,  3  v.p.  Svo,  Sla  6(^,1833;  12mo,  3a  6(2,1849;  n.e.,  2a  Ward  it  Lock...  iS  $9 

Peerage  and  Peasantry, 8  V. Svo, Sla  6rf  ;  12mo,3a  ^d^BentUy  ;  2a  Dartou  1858 

Trevelyan,  3  V.  post  Sto,  Sla  6d  ;  12mo,  3a  6d.....* Bentley  1847 

D^Agincourt  (S.)  History  of  Art  by  its  Monuments,  3  v.  folio,  51 5s Longman  1847 

Dagley  {E.F,)  Young  Seer ;  or.  Early  Searobeslnto  Futurity,  12mo,  6a— red  to  3a  6<i  SnUth  A  Elder  1839 

Dagobert((/&r.)ABon  Chat  Bon  Rat,  Instruction  in  French,  cr.  Svo,  la   Whi^dd  1855 

A  New  Course  of  Instruction  in  French,  ISmo,  2  Pts.,  each  la    J.P.Shaw 1858 

German  Conversation,  Ahn*s,  12mo,  la  6<i AUman '857 

'  Practical  French  Course,  Pts.  1  and  2,  cr.  Svo,  each  2a  6d  J.F.Shaw i860 

■ Grammar  and  Book  of  Reference,  poet  Svo,  8a  6cf...  J. P. Shaw i860 

Right  Way  of  Learning  French,  ISmo,  la  J.F.Shaw 1855 

Safe  and  Sure  Method  of  Acquiring  French,  cr.  Svo,  7a  6d  :...  J.F.Shaw 1851 

D'Aguilar  (Sir  0.)  Practice  and  Form  of  Courts  Martial,  revised  by  Endle,  Svo,  8a  6d  Parker  de  Son   1855 

Daguerre  (L.J.)  History  of  Photogenic  Drawing,  by  Memes,  2nd  ed.,  12mo  2s6d  ...  Longman  1839 

Dahlmann  (i^.C)  History  of  English  Revolution,  Svo,  2a  6(i,  1839;  10a  6<i  Longman  1844 

Life  of  Herodotus,  transUted  by  G.  E.  Cox,  12mo,  5a J.H.AJJ^arker\%^^ 

Daill6  (Jno.)  Exposition  of  Philippians  and  Colossians,  roy.  Svo,  12a  6(2 H.Bohn 1841 

Right  Use  of  the  Fathers,  translated  by  Smith,  post  Svo,  5a   White 1841 

Daily  Bread  ;  or,  M^itations  on  Scripture,  Svo,  12a  6(2 Virtue    1840 

■  Devotions  for  Young  Persons,  32mo,  2a Hamilton  1844 

Duty,  a  Book  for  Girls,  with  Preface  by  Rev.  Dr.  Tweedie,  ISmo,  la Nelson    18^6 

the  Nursery,  Fireside,  and  School,  new  edit,  ISmo,  la   Nelson i86ai 

, Food  for  the  Inner  Man,  32mo,  la  6(2,  1861;  new  edit.,  2a Werlheim i86a 

Helps  to  Devotion,  new  edit.,  ISmo,  la Nidfet 1861 

Hints  for  the  Year,  ISmo,  3a  HamUton  1845 

Light  for  the  Christian's  Path,  Sheets  on  roller,  2a    F.A.Ford i86a 

'  on  the  Daily  Path,  Morning  Hour,  16mo,  3a  6(2;  32mo,  2a6<2   Bagster x86a 

Evening  Hour,  16mo,  8a  6(2  ;  32mo,  2a  6(2 Bagster i860 

Manna  for  Christian  Pilgrims,  roy.  32mo,  la Bel.  TVace  5bc.   1848 

Meditations  foraMonth,  from  Eastern  Sources,  ISmo,  2a  Masters 186a 

■_ from  Ancient  Sources, ed. Shipley, ISmo, Pt.  1,2a;  Pts. 2  &  8, ea. la 6(2  Masters i86t 

— __  Heart  Commimings  for  each  Day  of  the  Month,  32mo,  2a  6(2 Binns 1850 

reprinted  from  **  Good  Words,*'  fcap.  Svo,  2a Strahan 1861 


Offices  of  Prayer  and  other  Devotions,  new  edit.,  ISmo,  2a J.R.<tJ.Parka^iSc^ 

Prayers  for  Priest  and  People,  fcap.  Svo,  la   Masters ^853 

-  Readings  for  Every  Day  in  the  Year,  12mo,  la  6d Hamilton 1847 

Register,  Svo,  la   Hamilton  i860 

Remembrancer  of  the  Mediator,  32mo,  la  6(2 ReL  Trad  Soc.   184.0 

Services  of  the  United  Church  of  England  and  Ireland,  new  ed.,  12mo,  10a  6d  J.HJhJ.Parkeri  860 

Steps  towards  Heaven,  for  Eveiy  Day,  12th  edit.,  ICmo,  5s  ;  82mo,  2a  6(2  ...  J.HJeJ. Parker  j^^it. 

Supply  for  Those  who  Hunger  or  Thirst  after  Righteousness,  64mo,  2a  6(2 Darton  185- 

Texts  for  Private  and  Family  Use,  12  Cards  in  case,  3a Hamilton  186^ 

Treasury  for  the  Christian,  fcap.  Svo,  4a. Longman   183a 


1836-1862]  DAIRY DALTON  186 

Dmiiy  FArming  ;  Searing  and  Feediqg  of  Stoek,  by  Rnrioolaf  post  8to,  fit Reeve 1856 

Daisy  Chain,  by  Author  of  Heir  of  Badclyffi»,  2  t.  post  8to,  10«  (ki,  1856  ;  4Ui  ed.  6<  Parker tk San... iSSo 

Daisy;  or,  Oaationary Stories  in  Verse,  18mo,  U;  ool.  U6d  OriJUhd:F.   ...1849 

Dak^ne  (/.O.)  Bssay  on  Baptismal  Begeneiation,  Svo,  4»9d Riviftgtan  1843 

Sword  and  the  Cross,  12mo,  2«  6<f  Masters 1853 

Dskini  (O.W,)  Novum  Testamentnm  Gnecom,  editio  nova,  12mo,  fit Longman  1856 

D'Albert^s  Maaical  Albam,  folio,  21« Chappeii  ...Annual 

D'Albret  {Jean)  Queen  of  Nararre,  Life  of,  by  Freer,  2  t.  post  8to,  21t,  1855  ;  n.e.  5$  Hurst  ds  B 1861 

Dale  (/.J/.)  G]ei)nrnian*8  Legal  Handbook,  3rd  edit,  12mo,  6f Seeley    i86a 

(12.)  Bxearsion  to  tke  Isthmus  of  Tehoantepec,  Sto^  2<6<i E,Wil»on  185J 

{R.  W,)  Tslents  ;  or,  Man^s  Nature,  Power,  and  Responsibility,  12mo,  2t  M AtfhU 1846 

—  ((^f*.^.)  Life  and  Times  of,  by  J.  F.  H.  Claiborne,  post  8to,  6«  New  York i86e 

(7^)  Domestic  Lituxgy  and  Family  Chaplain,  post  4to,  21« Longman  1846 

Church  Serrieea,  new  edit,  lOs  6d ;  Family  Chaplain,  new  edit,  12ff...  Longman  1850 

Sxposition  of  the  Sixteenth  Psalm,  12mo,  fif   KeAy 1847 

Twenty-Third  Ftelm,  new  edit,  12mo,  6s  Kerby 1847 

Pint  Companion  to  the  Lord's  Table,  82mo^  2s  and  3f  Peacodc 1844 

Poetical  Works,  12mo,  7«  Kent  184a 

Sabbath  Companion,  Sidedit,  12mo,  fif Kerbg 185a 

I  at  Cambridge,  1832,  1835,  and  1836,  8to^  each  is RichardsonsiS^^-^ 

•  Denmark  Hill,  8to,  10s Rickarclsons  ...1837 

-  St  Bride's  Church,  London,  8to,  10«6<2 Jiichardsons  ...1830 


-  Todd's  Student's  Guide,  leap.  8to,  6s  Seeley 1847 

I  from  Sophoeles,  8to  Richardsons  ...1824 


{Wm.)  Present  State  of  the  Hedieal  Profession  in  Great  Britain,  8to,  2s  U BenneU i860 

Wild  Flowers  and  Fruits,  Poems,  12mo,  4f HeyUn  1856 

{W.K.)  Poems  :  li^gend  of  the  Golden  Ring,  &c,  2nd  edit,  l&no,  fis  Simpkin     i86a 

Dale-end  ;  or,  Six  Weeks  in  the  Vieaiage,  12mo,  2«  6<<  HamiUon  1854 

Dalgaim  </.B.)  Derotion  of  the  Heartof  Jesus,  12roo,  St  6d T.Richardson, .  1854 

— Holy  Communion,  its  Philosophy,  Theology,  and  PracUoe,  cr.  8vo,  fis  Ih^ 1861 

■ (Ceo.)  Works  of,  4to  Maitland  Club 


(J/tl)  Practice  of  Cookery,  Ifithedit,  feap.  8to>  Zs  6d Grijin    1861 

Dalglosh  (iZ.)  Anthems,  Selections,  roy.  8vo,  2f  6d    Simtikin     1858 

(W.S.)  Memorials  of  the  High  School  of  Bdinbmrgh,  4to,  lOi  6<f   Simpkin     1857 

UniTersity  Certificate  Examinations,  8vo,  Is    Hamilton 1850 

Dalhoosie  (jlfarq.)  Administration  of  British  India,  by  E.  Arnold,  YoL  1,  8yo,  15s  ...  Saunders  ds  0.  i86a 

DaU  iCaiJLH.)  Historical  Pictures  Retouched ;  Miscellanies,  post  8vo,  6s Boston,U.S,  ...i860 

Woman's  Right  to  Labour,  in  Three  Lectures,  12mo,  fis    Boston^U.S,  ...i860 

DalTAste  <F.)  aiM<  M.  Soarini,  Lives  of,  12mo,  4s T.Richardson  .1850 

\hSisB(AUx.R.C.)  Book  of  Ptelms  in  Daily  Portions,  12mo,  2s  M,  1845  ;  3  e.,  8s  6<f  Nisbet    i860 

• Cottager's  Guide  to  the  Acts  of  the  Apostles,  12mo,  8s  6<i   N%»bet    1847 

. Epirtlea,  V.  1  and  J^  12mo,  each  8s  6d  ...  Nisbet    1849 

■  New  Testament,  6  v.  12mo,  each  8s  6d  ...  Nuhet  1839-45 

Introduction  to  Prophetical  Researches,  12mo,  2s NiAet    1850 

— — ^— —  Lectures  on  Roman  Teaching,  12mo,  2s Nisbet    1858 

Lent  Lectures  on  Christ's  Temptation,  18mo,  Is  8<< Ni^bei    1848 

Look  to  Jerusalem,  5th  edit,  12mo,  2s  6d NisbH    1853 

Ministerial  Responsibility,  12mo,  3s  Nisbet    1837 

■  Missionary  Crisis  in  the  Church,  I2mo,  Is Nisbet     184a 

My  Church  Yard :  its  Token  and  Remembrances,  12mo,  3s Nisbet    1848 

Pastor's  Afldstant,  3  y.  in  1,  12mo,  9s  NiAet    184a 

— —  Psstoral  Superintendence,  its  Motive,  Detail,  &o.,  8to,  12s Nithet    1841 

' Point  of  Hope  in  Ireland's  Present  Crisis,  1849,  poet  8vo,  2s  6rf  .  Nisbet    1850 

Progress  of  a  Christian  Mimion  at  Castiekerke,  post  8vo,  4s NubeA    1849 

IVophe(7  upon  the  Mount,  12mo,  3s  NiibeA    1848 

Realising:  the  Strength  of  an  Effectual  Ministiy,  18mo,  Is NiAH    1843 

Rerektioa  Readings,  V.  1  and  2, 12mo,  each  8s  6<i  ;  Y.  3,  2s  6i   NishH  1843-53 

■ Rise,  Progress,  and  Prospects  of  Romanism,  8vo,  Is  6(2  NiA^ 1847 

Sermons  (Practical^  on  the  Lord's  Prayer,  12mo,  4s  6i Nisbet 1813 

{E.S.)  Poetics  :  an  Essay  on  Poetry,  poet  8to,  9s SmithtkElder  185a 

' ii.W.)  Elements  of  Plane  Practical  Geometiy,  8yo,  7s  6<2 Parker  d-Son  .1855 

•- {W.S.)  Elements  of  Entomology,  post  8vo,  8s  6d  Van  Voorst    ...1857 

Natural  History  of  the  Animal  Kingdom,  post  8to,  8s  6d    Oriffin    1856 


Ddly  (F.F.)  Apotheosis  of  Shakspeare,  and  other  Poems,  Sto,  5s Whittaker 1848 

Channel  Islands  Guide,  with  Map,  2nd  edit,  fcap.  8vo,  8s  6d Stanford    i860 

Dabymple  (D.)  Meteorological,  &c.  Obsenrations  on  Climate  of  Egjpi,  post  8to,  4s...  Churchill  1861 

— - — (5cr/oAit,  of  Stair)  Apology  for,  by  Himself,  4to BannatgneCl,   1825 

(/no.)  Pathology  of  the  Human  Eye,  imp.  4to,  91 15s CAurcAt7^..x849-54 

—  {irfa./.iBr.)  Vlria,  a  Novel,  2  v.  poet  8vo,  21s    Hwrstds  B. 1854 

{KiOe)  Diary,  1685-1785,  12mo,  2s  6<2,  1856— red.  to  Is  6d Nisbet i860 

Daliymples;  or.  Long  Credit  and  Long  Cloth,  post  8vo,  7s  6(2   Saunders  deO.  1860 

Dalton  (&ias.)  Lectures  on  the  Life  of  Joseph,  12mo,  6s DaUon  1845 

— Principles  and  Acts  of  the  Jesuits,  18mo,  8s    DaUon  1843 

Sermons  for  the  Times,  18mo,  2s  6<£ DalUm  1844 

(H,)  B<K>k  of  Dim  wing-room  Plays  and  Evening  Amusements,  fp.  8vo,  8s  M  Hogg 1861 
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Dalton  (ff.)  Four  Lectures  on  the  First  and  Seoond  Adrent,  Sto,  It  6d    Cleanfer  1846 

(ffM.)  History  of  British  Guiana,  2  t.  8vo,  32*  ;  roy.  Syo,  52«  6d Longnutn  1*54. 

■  TropiaJ  Lays,  and  other  Poems,  12mo,  5s  :....  /.  Brant    1843 

(/no.)  Chemical  Philosophy,  2  t.  8vo,  81s  6rf Weale 184a 

Life  and  Besearches  of,  by  Dr.  Henry  CavendUhSoc. 

•Memoir  of,  by  Dr.  Smith,  8vo,  7s BaUlihre    1856 


(J.C.)  Human  Physiology,  a  Treatise  tot  Students,  Sto,  24s New  York 1861 

{J.S.)  Litanies  and  PrayenB for  Sunday  Schools,  8to,  At Dalian  1843 

(/.5.)  Book  of  Experiments,  16mo,  dt  6d  Darton 1839 

•  Goronation  Manual,  12mo,  2»  6d Darton  1838 


r  (Tho.)  Li«ht  of  Other  Days  ;  or,  the  Lesson  of  Nineveh,  12mo,  It  M W,J.Adamt  ...185* 

{Wm.)  Christian  Instruction  Founded  on  Chniish  Catechism,  4th  e.,  12mo,  2«  ..  HawUion  i860 

Commentary  on  the  New  Testament,  8  c.,  1848  ;  n.  e.,  2  v.  8to,  24s  ...  Sedey 1861 

■  Cortes  and  Fizarro,  theConquests  of  Mexico  and  Peru,  fcap.  8vo,  6t Griffin    1861 

Daily  Prayers  for  Family  Worship,  fcap.  dvo,  8s  6d    HamUton  1861 

-  English  Boy  in  Japan  ;  Perils,  &a,  of  Mark  Baffles,  12mo,  8s  M    Ndton    185S 

Exposition  of  the  Sacranfent  of  the  Lord's  Supper,  12mo,  2s  dd HamitUm  ».  d. 

-  Expositoiy  Discourses  on  the  Lord's  Prayer,  12mo,  6s    ffamUian  1838 

Family  Altar;  or.  Morning  and  Evening  Prayers,  12mo,  4s  ffamiUon  1853 

—^ Key  to  the  Adulteration  of  our  Daily  Food,  12mo,  Is Mar&orouffk...i9s7 

Landmarks  of  Truth:  Pastoral  Addresses,  12mo^  5s SeeUy 1857 

• Lost  in  Ceylon,  the  Story  of  a  Boy  and  Girl's  Adventures,  fp.  8vo,  St..,   QriffithA  P,  ...i860 

Nest  Hunters  :  Adventures  in  the  Indian  Arehipelago,  12mo^  fit  A.HaU ..i86a 

Phaulcon  the  Adventurer,  a  Romantic  B}ograi)hy,  Svoy  7f  6rf BwUnn  i86a 

Reasons  for  Attachment  to  the  Church  of  England,  post  8vo,  2s  HamiUom 1837 

War  Tiger,  a  Tale  of  the  Conquest  of  China,  12mo,  5s Qriffiih  A  P....  1858 

White  Elephant ;  or,  the  Hunters  of  Ava,  12ino,  6s  Griffith  A  P.  ...1859 

Will  Adams,  the  First  Englishman  in  Japan,  cr.  8vo,  10s  6<i ..,  BemieU 1861 

-  Wolf-Boy  of  China,  a  Story  of  the  Chinese,  12mo,  8id  edit.,  5«  if ar26on>«^A  ...i860 


D' Alton  (Jno.)  Diogheda,  the  History  of ,  2  v.  8vo,  24s Author  1844 

History  of  Co.  of  Dublin,  and  Lives  of  Archbishops,  2  v.  8vo,  25s...  Simpiein 1838 

Ireknd,  to  the  Year  1245,  2  v.  8vo,  20s  DoltMn 1845 

King  James's  Irish  Army  List  (1689),  8vo,10fi  ;  2nd  edit,  2  v.8ve,21s  J.R.Smith 1861 

Daly  (B.B.)  Handy  Book  of  the  Practice  in  the  Lord  Mayor's  Court,  12mo>  5s  Wildy    1861 

Dalyell  (/.(?.)  Musical  Memoirs  of  Scotland,  4to,  42s Longman  1850 

Powers  of  the  Creator  Disphiyed  in  the  Creation,  8  v.  4to,  10/  10s   ...   Van  Voorti    185 i-S 

Rare  and  Remarkable  Animids  of  Scotland,  2  v.  4to,  6/  6s   Fan Foorse...  1847-8 

Dalzell  (A.)  Analecta  Grseca  Minora,  by  Wbite,  new  edit.,  post  8vo,  6t Longman  1855 

History  of  the  University  of  Edinburgh,  2  v.  8vo,  21s   HamUton  i86z 

D'Ambly  (P.B.)  Les  Cartes  A  jouer  et  la  Cartomancie,  12mo,  81  fid  JlotUn  1859 

Dame  Truelove's  Short  Tales,  16mo,  3s  6rf Griffith  A  P,  ...1850 

Damer  {Mrt.)  Diary  of  a  Tour  in  Greece,  Turkey,  Egypt,  &c.,  2  v.  post  8vo,  16s   ...  Colbum 184* 

Damiani  (P.)  Glory  of  Paradise,  edit,  by  H.  Kynaston,  8vo,  Is Pdlowet 1857 

Damm  (C.T.)  Lexicon  Homericum  et  Pindaricum,  k  Duncan,  4to,  21s  H.Bokn 184a 

Damon  {Robt.)  Weymouth  and  Portland,  Handbook  to  the  G«ology  of,  fcap.  8vo,  5s...  Stanford   i860 

Dampier  (IF./.)  Remarks  on  Certain  Offices  of  the  Church  of  England,  cr.  8vo,  5s...  BeUAIhifdy.,.t%(n 

Sympathy  of  Christ :  Lent  Sunday  Readings,  2nd  edit.,  12mo,  2s6£f  BellADaidy...\9^7 

Dan  Daisy;  or,  the  Lsdy  and  the  Sweep,  a  Romaunt,  by  Ion,  12mo,  2s  6d HamiUon  1850 

Dana  (i4. if.)  Ethical  and  Physiological  Inquiries,  12mo,  6s    New  York 1862 

{J.D.)  Geology  of  U.S.  Exploring  Expedition,  4to,  with  Folio  Atlas,  5/ 5s New  York 18+9 

' Manual  of  Mineralogy,  new  edit.,  poet  8vo,  7s6d  New  York i860 

Mineralogy,  a  System  of,  5th  edit,  (rewritten  and  enlarged),  24s New  York 1858 

Zoophites,  Atlas  to,  foL,  61  Plates,  col.,  10/ 10s    Philadelphia... i%^S 

-(Afory.S'./*.)  Young  Sailor,  32mo,  Is;  18mo,  M AUman 1850 

(R.H.)  Seaman's  Friend,  revised  by  Lees,  post  8vo,  5s Philip  A  Son...  \%  ^6 

Manual,  revised  by  J.  H.  Brown,  12mo,  5s Moxon  '^59 

Two  Tears  Before  the  Mast,  1 2mo, Is 6</, Rontledget  1 854;  med. 8vo, 2s 6c/  Moxon  1854 

Vacation  Voyage  to  Cuba  and  Back,  post  8vo,  7s   SnUthAElder  1859 

anrf  Foe  (-ff.il.)  Poetical  Works,  18mo,  2s  Routkdge  1857 


Dauby  (TFm.)  Thoughts  on  Various  Subjects,  post  8  vo,  7tM Rivington  1837 

Dandolo  (Emilio)  Italian  Volunteers  and  Lombard  Rifle  Brigade,  post  8vo,  10s  6c/  ...  Longman  1851 

Dangerfield  (R.G.)  Sermons  and  Literary  Remains,  8vo,  12s  6d Simpkin .1861 

Dangers  of  the  Deep  :  Narratives  of  Shipwreck,  &c.,  24mo,  ItZd   NeUon  <8S4 

D'Angoul^me  (Margt.)  Life  of,  by  M.  W.  Freer,  1854,  2nd  edit.,  2  v.  post  8vo,  21s    Hunt  A  B,    ...  1 856 

Mem.Filia  Dolorosa, by  Mrs. Romer, 2  v.8vo,24s  ;  1  v.p.8vo,12s  Bentlry 185a 

Daniel  (C.T.)  Godly  Sayings  of  the  Fathers  upon  the  Sacraments,  12mo,  5t Rivington 1846 

(^/V2oJ5'.)  The  Sisters,  a  Narrative,  18mo,  Is Simpkin 1856 

{E.M.)  Survey  and  Highway  Acct.  Book,  fol.,  7s;  4to,  4s  6(/;  RateBk.,12mo,ls  Simpkin 1838 

(fieo.)  Democritus  in  London,  12mo,  6< Pickering 185* 

, Merrie  England  in  the  Olden  Time,  2  v.  post  8vo,  21s BeniUy 1841 

—  Missionary,  a  Poem,  sm.  4to,  2s  6c/   Pickering  1847 

Modem  Dunciad,  and  Viigil  in  London,  Poems,  post  8fo,  7«  6d Pickering 1835 

> (Jot.)  Directory  for  Charges  on  Vessels,  English  Ports,  new  edit.,  8vo,  6s  6d  Philip  A  Son...  1 8  5 1 

-  Foreign  Ports,  8vo,  5  th  edit.,  8s  6d    Philip  A  Son...n.  d. 


" — {Jno.)  Faithy  Duty,  and  Church  Membership  of  a  Christian,  8vo,  Zt6d  Rivif^fton    1838 
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Duiid  (/no.)  NttdoDA]  Ftelmody  of  the  Church  of  Scotland,  obi.  4to,  10«   SamUton  ..... 

-{Mrt,RM.)  GudiuJ'B  Daughter,  3  v.postSvo,  31f  H  iV«fi^,  1847  ;  12mo,  UM    C.H.Clarke  .. 
^— — —  Femley  HflUior,  a  Novel,  3  t.  post  8to,  8I/1  6rf Newby   

Geoi^gina  Hammond,  a  Novel,  2nd  edit.,  8  v.  post  8vo,  31f  6rf  Newby   

Gertrude  Cameron,  aNovel,  8  v.  |>ost  8vo,  Sla  6d  Newby    

Grave  Digger,  a  Novel,  3  v.  post  8vo,  81j  6d   Newby    

Jeremiah  FariLes,  a  Novel,  3  v.  post  8vo,  81«  6d  Newby    

Marrying  for  Money,  3  V.  post  8vo,  81 «  6«{   Newby    

Master  and  Pupil,  a  Novel,  3  V.  post  8vo,  31«  6(2 Newby    

My  Sister  Minnie,  a  Novel,  Sv.  post8vo,  SltOd Newby    

Old  Home,  a  Novel,  8  v.  piwt  8vo,  SUM Newby   

-  Maid  of  the  Family,  a  Tale,  8  v.  post  8vo,  81«  6d  Newby 


Our  Brother  Ftuil,  a  Novel,  8  v.  post  8vo,  SU  6d Newby 

•  Guardian,  a  Novel,  3  v.  post  8vo,  81«  6d    Newby 


Poor  Cousin,  aNovel,  8  v.  post  8vo,  3UM Nev^   

Ruth  Eamley,  a  Novel,  3  V.  post  8vo,  Sit  6d  Newby   

Scottish  Heiress,  8  v.  post  8vo,  31«  6d,  Newby,  1843  ;  12mo^  1«  C.N.Clarke 

Student*8  Wife,  a  Novel,  8  v.  post  8vo,  81<  6d,  Newby;  12mo,  2i B.Lea    

Tried  in  the  Fire,  a  Tale,  3  V.  post  8vo,  81«  6<i   Newby    

Young  Baronet,  aNovel,  8  v.  post  8vo,  31s  6d Neioby   

-Widow,  aNovel,  3v.p(Mt8vo,  Sit  6dy Newby, i%4^;  12mo,  l$6d  C.H.Clarke 


Daakrs  Great  Period  of  Two  Thousand  and  Three  Hundred  Days,  8vo,  9a  M Nuhet.. 

Daniell  (iP.iZ.)  Chancery  Pnctioe,  by  Headlam,  3rd  edit.,  2  v.  8vo,  429  Stevens 

•  Observations  on  New  Orders  in  Chancery,  8vo,  5« SUvent 


-.(/.^.)  Introduction  to  Study  of  Chemical  Philosophy,  8vo,  new  edit,  21«  ...  .Parker  d:  Son... 

Meteorological  Essays  and  Observations,  1823,  8rd  edit.,  2  v.  8vo,  32«  Parker  A  Son.. 

>(/. If.) Calvary;  or,  the  Cross  of  Christ,  post  8vo,  7«,  1839;  8rdedit,  58...  Oardiner    

-  <Jf.)   Christ  of  Holy  Scripture,  8vo,  2«  J.F,Skaw 

-  (W.)   Warminster  Common  with  Cures  by  Medical  Electricity,  12mo,  5$   ...  Simpkin 

-{W.F.)  Medical  Topography  and  Diseases  of  Guinea,  8vo,  10«  6d  HighUy . 


Danilefsky  (J .if.)  History  of  the  Campaign  in  Ftanoe,  8vo,  14«  Smith <k Elder.. 

Danish  Balhida,  Ancient,  tnmsl.  by  R.  C.  Prior,  8  v.  post  8vo,  31«  dd WiUiaiM  tt-  N. 

and  English  Pocket  Dictionary,  18mo,  i$;  bound,  Ss WUlianu  d:  N. 

Jhnaej  (J.C.)  English  Crusaders,  Illuminated,  foUo,  79a  6d IHdsinaon  

( fFm.)  History  of  the  Rural  Deans,  2nd  edit.,  2v.  sm.  4to,  24«    RivingUm  

Danson  {J. )  and  Dempsey  (&. )  Inventor's  Manual  Treatise  on  Law  of  Ptitents,  8vo,  5«  Weale    

Dante^  Divina  Commedia,  firat  four  editions  reprinted,  edited  by  A.  Panissi,  fol. ,  84«  Boone 

Hexametris  Latinis,  redd.  A.  P.  Yicentino,  8vo,  9< WUUama  ot  N. 

Transl.  by  Bannerman,  8vo,  12«   Blackwooda   ... 

■  Cary,  post  8vo,  W.Smithj  10» Qd^red.  to  7f  6d  H.  Bohn ...  184 

■        Cayley,  12mo,  10«  6c{  Longman  

O'Donnell,  8vo,  10* T.  Richardton 

Pollock,  Illust,  p.  8vo,  14«,  1853— red. to  7«  6d  Chapman  <fc  H. 

'  Wright,  111. ,  3v.  7«  M,  Longman,  1 845 ;  p.  8vo,  5«  //.  Bohn    


—  in  Triple  Rhyme,  by  Mrs.  Ramsay,  2  v.  12mo,  11«  ...  TiTisley 


Hell,  Purgatory,  and  Paradise,  by  Cayley,  n.e.,  3  v.  12mo,  ea.  6$  ;  notes  to  do.,  6f  Longman  

lUnstrato  da  Ugo  Fosoolo,  4  v.  8vo,  2Sa Rolandi 

Inferno,  Translated  by  Brooksbank,  12mo,  fi«  Parker  d:  Sm 

Bruce  Whyte,  8vo,  10»  W    » Wrighid:Co. 

Carlyle,  post  8vo,  14j   Chapmand'H. 

Dayman,  post  8vo,  1  Of  6(2    Painter 

Wilkie,  12mo,  5a   Hamilton  


in  Rhyme  by  R.  Thomas,  postSvo,  7«    H.Bohn.. 

life  and  Times  o^  by  Cesaro  BaJbo,  tr.  by  Bunbury,  2  v.  post  8vo,  21«    Bentley  .. 

>  R.*de  Yerioour,  poet  8vo,  10«  6(2  Hope. 


Lyrical  Poems,  translated  by  Lyell,  12mo,  4s  6(2  ;  med.  8vo,  2s  6(2  «.   W.  Smith  

Pictures  from,  in  the  Venion  of  Wright,  12mo,  2*6(2 L<mgman  

PoTgatorio^  by  Thomas,  post  8vo,  6s H,  Bohn 

Vita  Nuova,  transl.,  with  Introduct,  &c.,  by  Theo.  Martin,  sq.  cr.  8vo,  7*  td  Parker d: Son.. 

Dannbe,  Ilhtstrated,  by  Bartlett,  text  by  Beattie,  4to,  42s Virtue    

D'AiUay  (Mad.)  Diary  and  Letters,  7  v.  ea.  10s6<2, 1846  ;  new  ed.  7  v.  12mo,  21s  H.  Bohn 

Bvel^  aNovel,  12mo,  Is  6(2,  Allman  ;  12mo,  8s   T.  Harrison.. 

» of  Private  Life,  3  V.  post  8vo,  31s  (kl CoUmm 


D'ArboaviUe  (Otwa.)  Christine  Van  Amberg,  12mo,  Is,  Clarke,  1853;  n.e.  p.  8vo,2s6(2  Low 

Darby  {B^^jttn.)  Nothings,  Short  Poems,  post  8vo,  4s  6(2 ChurUm.... 

{MruE.)  Iajb  of  Love  and  Heroism  ;  Lyrics  and  other  Poems,  8vo,  7s  M  ...  Hope 

Sweet  South  ;  or,  a  Month  in  Algiers,  post  8vo,  4s    Hope  

(/o4n)  Botany  of  the  Southern  States,  8vo,  9s New  York  . 

Practical  Arithmetic,  12mo,  2s  6(2  ;  Key  to,  Is  8(2 WhiUaker  . 


(/.iV.)  Newton's  Apocalypse  Examined,  12mo ypk Author 

—  Revelation,  Notes  on,  fcap.  8vo,2s6(2  /.  K.  Campbeli 

Synopsis  of  the  Bible,  V.  1,  Genesis — Chronicles,  post  8vo,  7s  6(2...  Oregg 


Darbjrabire  (C.J.)  Tables  for  Setting  out  Railway  Curves,  12mo,  4s  Weale. 

Duv  iJoM.)  Garland  of  Gratitude;  Poems,  &c.,  post  8vo,  8s  /.  Chapman 

Ihn^{Lt.CoL)  Sketches  of  China,  India,  and  the  Cape,  folio,  68s  ;  col.  62  ^  Day  dn  Son 
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DarienPapen,  1696-1700,  edit  by  J.  H.  Buton,  4to BMmat!fmeChibit49 

Dark  Ages,  and  Dawn  of  Civiliwtion,  18mo,  1«  6d JULTtncSoe.,,  1847 

and  Pair,  a  NoTel,  by  the  Author  of  *'  Bockingham,'*  8  t.  post  Syo^  31«  6d  ...  Hunt  A  B,    ...1857 

Deeds,  by  the  Author  of  the  "  Gaol  Chaplain,"  12mo,  1«  6rf    Vitken  1856 

Lady  of  Doona  (Parlour  Novelist),  12mo,  2«  i^msuife  if.  ...18^6 

Darkness  and  the  Dawn  in  India :  Two  Missionary  DiacourseSy  I2mot  2<  Lomgman  1857 

Darley  (^eo.)  Ethelstan,  a  Dramatic  Chronicle,  8vo,  4s  Moxtm   1841 

—  Familiar  Astronomy,  12mo,  new  edit.,  6s WalUm  1841 

Grecian  Drama,  8to,  12s Groomiridgt  ...1840 

System  of  Algebra,  12mo,  4s  Od WalUm  1836 

Geometry,  12mo,  6thed.,  4f  6d;  Companion  to,  12mo,4s6d  WaUon  1844 

— — __  Trigonometry,  Plane  and  Spherical,  12mo,  Ss  6d WaUom  1849 

(J.R.)  Treatise  on  Dramatic  Literature  of  the  Greeks,  8to,  12t Simpkin 1840 

Homer,  with  Questions,  12mo,  new  edit.,  6s Simpkm 1848 


(Wm.)  Register  of  Eifle  Ptaetioe,  with  Diagrams,  18mo,  Is MamilUm 1861 

DaHrx's  Vignettes  to  Cooper's  Novels,  Artists'  Proofs,  folio,  Pts.  I  to  4,  ea.  16s New  York i860 

D*Arlinoonrt  {Vict.)  Three  Kingdoms,  Bug.,  Scotland,  and  Ireland,  2  v.  p.  8vo^  21s .  BenUep  1844 

Darling  {Hen.)  Closer  Walk  ;  or,  the  Believer's  Sanotificatian,  18mo,  Is  M HamUtom  i86a 

(Jot*)  Cyclopsodia  Bibliographica  ;  Authors,  snp.-roy.  8vo,  62f  td J,I>arimg 1854 

■  Subjects,  Holy  Scriptores,  SOi   J.DarUng 1859 

(/./.)  Powers  and  Duties  of  Law  Officers,  Scotland,  8vo,  12s  6<i Simpkkk 1840 

Practice  of  the  Courts  of  Session,  2  v.  8vo,  n.  e.,  by  Shand,  Sds Sin^pkm i860 


-*    ■      (Jw}.)  Treatise  on  the  Administration  of  Trust  Funds,  1866,  8vo^  7s  6<l Sieves  185$ 

Darlington;  or,  a  Tale  of  Tweedside,  12mo,  3s  6<f T.HarrUom  ...1856 

DameU((?.)  Grammar  InteUigible  to  Children,  12mo,  9(2;  ls6d  Or{fiihd:F.  ...1846 

Beading  Lessons,  6  Numbers,  folio,  ea.  Is    QriJ^AF.  ...1855 

(W.)  Classification  of  the  Psalms,  2nd  edit.,  18mo,  4s  M  RivingUm  1841 

Damton  (C.)  Psalm  and  Hymn  Tunes,  roy.  8vo,  2s  M    Af^    186a 

Darqu6  {Mwm.)  Pronunciatiou of  the  French  Language,  cr.  8vo,  2f  M Lonffmat^  ^859 

Dart  {J.H.)  Law  of  Yendon  and  Purchasers  of  Real  Estates,  1866,  8vo,  26s Sieweng  1856 

Dartmoor  Legends,  and  other  Poems,  by  a  Lady,  12mo^  4s ffamiUom  1857 

Dartnell  {O.R,}  Shipwreck  of  the  Transport  Premier,  4to,  lOs  ffow  1845 

Darton  {M,B.)  Earth  and  its  Inhabitants,  post  8vo,  6s  A.Hail  1854 

Words  in  Season  for  the  Weary,  18mo,  2s BameU 1851 

(T.O.)  Dawn  of  History,  an  Essay,  post  8vo,  Is Longuum  ^855 

-  Stattstlcal  Tables,  1801  to  1861,  8vo,  2s  Qd    Xon^vum  1854 


Darton*s  Boy's  Own  Library,  18mo.     <Se0  Appendix DarUm 

Child's  First  Book  ;  or.  Universal  Primer,  16mo,  2»Qd  Darton  1854 

• Children's  Indestructible  Scrap  Book,  4to,  6s    Darion  ».  d. 

■  Picture  Book,  folio,  4s  6d  ;  ooL,  7s  6c{.^ Darton  1854 

Holiday  Library,  18mo.     jS(6S  Appendix DarUm  '^59 

Indestructible  Alphabet  of  Animals,  by  Weir,  16mo,  UM;  eoL,  2s  6d  ...  Darton  1856 

>~  Moveable  Books  of  Trades,  sm.  4to,  2b  Darton  1859 

^ Pictorial  Pages,  edit,  by  Bev.  H.  Townley,  4to,  Is    Darton  n.  <C 

-  Picture  Story  Book,  Tame  Animals,  16mo,  Is  6<i  Darton  ^^55 


—  School  Library,  18mo.    iSee  Appendix   Darton 


Darvill  (Rick.)  Treatise  on  the  English  Race  Horse,  2  v.  8vo,  80s Ridgwxy 1846 

Darwin  {Cha.)  Fertilizing  of  Foreign  Orchids  by  Insects,  post  8vo,  9s  Murray iS6» 

Geological  Observations,  8vo,  16s,  184a  ;  new  edit.,  10s  6<i Smiths  Elder    1851 

■  Natural  History  and  Geology  of  H.M.S.  Beagle,  new  edit,  post  8vo,  9s  Murray 1 860 

—  • >  Origin  of  Species,  1869,  8rd  edit.,  with  Additions,  post  8vo,  14s Murray 1861 

Bewarches  into  Natural  History  and  Geology,  8vo»  18s  Colbum 1839 

Volcanic  Islands,  Observations  on,  8vo,  10s  6d   Smiths  Elder.  1844 

Voyage  of  a  Naturalist  round  the  World,  post  8vo,  8s  6d  Murray 1&45 

Zoology  of  the  Voyage  of  H.  M.  Ship  Besgle,  6  v.  4to,  8i  16s  Smiths  Elder  i^^q.% 

Separate  Portione. 
Birds,  by  Gould,  63s.  Mammalia,  by  Waterhouae,  42s. 

Fish,  by  Jenyns,  88s.  Fossil,  by  Owen,  34s. 

Beptiles,  by  BeU,  22s. 

Darwin's  Monograph  on  Cirripedia,  2  V.  8vo,  42<    Ray  Society    ... 

Dasa  Kumara  Ohariba  ;  Sanscrit,  edit,  by  H.  H.  Wilson,  8vo,  16s Orien^Texf  Soe. 

Daschkaw  {Princess)  Memoirs,  written  by  Herself,  2  v.  8vo,  82s    CoUmm 1840 

Daaent(^.lF.)  Popular  Tales  from  the  Norse,  2nd  edit,  post  8vo,  10s  6d Mamilton  1859 

— ^--'*^—  Selection  from  Norse  Tales,  for  Children,  p.  8vo,  7s  6<i,  61 ;  n.  e.,  6s   JIamilton  1862 

•Story  of  Burnt  Njal,  from  the  Icelandic,  2  v.8vo,  28s   ffamiUon 1861 


Dashes  of  American  Humour;  or,  Yankee  Stories  byPtral,Pref.byBuckstone,roy.8vo,6s  Piper 1852 

D'Asmar  (Princess)  Voice  from  the  Bast,  8vo,  10s  6«{ Hatchatd  '84.5 

Dates,  Battles,  and  Events  of  Modem  Histoiy,  sq.  16mo,  Is  6d Stewart 1^57 

D'Athanasi  ((?.)  Researches,  &c.,  in  Upper  Bgypt>  by  H.  Salt,  8vo,  12s Heame 1836 

Dathe  (J. A.)  Proverbs  of  S^omon,  in  Latin,  by  Moule,  18mo,  Is  6<<    Seeley 1838 

Daubeney  (H.  Tf^.)  Sermons  on  Various  Subjects,  8vo,  10s  Burnt 1840 

Daubeny  (C.O.B.)  Can  Physical  Science  obtain  a  Home  in  an  E.  University  t  8vo,  Is  Rivington  1853 

-I  Description  of  Volcanoes,  Earthquakes,  &c,  2nd  edit.,  8vo,  21s  Taylor  ^F,  ...1848 

Introduction  to  the  Atomic  Theory,  2nd  edit.,  8vo,  6s   J^MJfJ.ParkeriZ^G 

—^—^^-  Lectures  at  Oxford  on  Roman  Husbandry,  8vo,  12i J»HJ^mPwrbtrM.%K-j 
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Dubeny  (0.0,B,)  Popular  Geography  of  YlukU,  sqnaie,  lOi  M  lUeve 1854 

—  EemarkB  on  the  Final  Caoaes  of  the  Sexuality  of  Plantt^  8to,  U  J.NjkJ.PaHecr li^o 

D'Aabign6  {J.H.M.)  Authority  of  God :  Four  Addresaea  on  Popery,  12mo,  4«  M  ...  Qriffin    1854 

Christianity  in  the  Pint  Three  Centories,  12mo,  2a  M  Orifin    i86i 

rConfeasionof  theNameof  Chriatinthel6&19Cent.,fp.8ro,lf6(2  Low    1839 

Diflconraea,  baaya,  &c,  12mo,  1«  6<( ;  cL  2<  ;  roy.  12mo,cl.  3t  Qrifin 1846 

on  Bationaliam  and  Popery,  12mo,  1« Cfroombridge  ...1851 


-  Genera  and  Oxford  Dirinea,  edit,  by  Bickerateth,  18mo,  1«  6d  Dalton  1843 


,  .  .>843 

—  Germany,  £n|i(1and,  and  Scotland  in  1845,  8to^  12<  Simpkin 1848 

Hiatory  of  the  Eeformation,  6  t.  post  8to;  20«  ;  8to,  40$ ]Ul,TraetSoc.i%Sl-4^ 

.  6  T.  in  1,  8to,  8i JUl,  Tract  Soe,  1847 


by  Beveridge,  5  t.  12mo,  lla ;  6  t.  p.  8to,  16j  M  Grifin 1846-53 

4  T.  12mo^  8ff;  bd.  in  2,  7a  M Job,  Blackwoodil^ 


Kelly,r.8To»14«,TV%tMaAwr,i84i;n.e.8To,5a6<i  Maam    1847 

Scott,  5  ▼.  in  4,  8to,  44a;  6  t.  in  1,  p.  8to,  16a  Blachie 1847 

White,  6t.  8ro,  67a   Simphin 185* 

5  V.  post  8to,  20a ;  6  t.  inl,  8to,  8a...  Sitipkin 1855 

abridged,  ISmo,  6a,  1844;  new  edit.,  8a  Baxter  1850 

byDalton,  18mo,  4a DalUm  1843 

-  GKll,  post  8to,  6a    Xouiledge  1861 


-  Leetorea,  post  8yo^  8a  6<i  NMet    1857 


-LettontoDr.  Bargees,  Borne  and  Reformation,  12mo,  2a SeeUy 1844 

-Protector,  a  Vindication,  12mo^  3a;8TO,  9a Simpkin 1848 

-  Ydoe  from  the  Alpa,  by  &  Bickersteth,  12mo,  Zadd Sedqf 1839 


D'Anbc^e  {Paml^  Golonistaand  Mannfactores  in  the  West  Indies,  8to,  6a Bain 1846 

Daabos  (Cfta.)  Dictionary  of  Ptophetic  Symbols,  post  8to,  7a Ni$bet    184a 

Sao^tt*  (TT.tf.)  Chants  Beligieox  des  Protestantes,  8to,  7a  6d BivingUm  1846 

Dsflghter  Deborah,  a  Novel,  by  Author  of  *'  Miser's  Secret,"  3  r.  post  8to,  81a  M...  Satmden  A  0,  1851 

Daaghtei's  Prayo-,  by  Author  of  '*  Home  Discipline,"  82mo»  la Binm 185^ 

Dao^teiBof  P<^  fcap.  8to  (Historical  Tales),  la JM,AJ.Pa/rkeri%ei 

D'Aulnay  (L.)  Memoirs  of  the  Life  and  Adrentureaof  a  Doll,  12mo,  2a  6d Leaik 1840 

DAulnoy  (Cte.)  Fairy  T^ea,tr.  by  Planch^,  post  8to,  7a  6€{,  1855;  newedit.,12mo,6a  BouUedge  i86a 

D'Aumale  {Ihtc)  Lettresur  THistoire  de  France,  adresBfaaa  Pr.  Napol6on,  Syo,  la  M  Jffit   1861 

Daoney  (ITsk)  Ancient  Scottish  Melodies,  from  a  MS.  of  James  YI.,  4to,  42a *...  BmixK  A  Eider  18^8 

Ancient  Scottish  Melodies,  4to A/oAteiMi  CI.... 
l)aQnt  (ir.(7iVa^  Gentlemanin  Debt,  aNorel,  8  y.  post  8vo,  81a  6d Newby    1851 

Hugh  Talbot,  a  Tale,  12mo,  6a Ihlman 1846 

Ireland  and  her  Agitators,  post  8yo,  6t    Dolman 1845 

— —  Personal  BecoUections  of  Dan.  O'ConneO,  2  t.  post  8to,  21a Chapman  4b  H.  1848 

Saints  and  Sinners,  a  TMe,  2  y.  12mo,  10a  Dolman 1844. 

DMntlesB,  by  the  Author  of  '<  Hands  not  Hearts,  2  y.  12mo,  8a  Parker4B8on...i%s^ 

Dauaton  Manor  House,  a  Noyel,  2  y.  post  Syo,  21a Burst^kB,    ...i860 

Dauphin,  the  Misfortunes  of,  transL  &om  the  French  by  Perciya],  8yo,  16a Fnuer   1838 

Daotrey  (W.C)  Bible  in  Paleitine  ;  or.  Hints  from  Scripture,  12mot  8a  Hatckard 1846 

Bavaka  Family,  History  o^  astoPoet^,  Painting,  &e.,  post  8yo,  7a    Haiehard  1843 

Dayeoast  {Bp.)  Treatise  on  Justification,  by  AUport,  2  y.  Syo,  24a  IfamiUon  ...1844-i 

Davenport  {BmmuL)  Fickle  Flora  and  her  Seaside  Frienda,  sq.  16mo,  8a  6d ;  coL,  4a  6d  Grifith  A  F,  ...  i86a 

~ Jamie's  Questions,  12mo,  2a  (M Dea/nJtSon  ...1858 

Liye  Tbys ;  or,  Anec.  of  Four-Legged  Pets,  16mo,  2add ;  eoL  8a  6c2  Qriffiik  de  P,  ...i86x 

(/.fT.)  Mirror  of  Dentistry,  Syo,  2a  6d  SteUy 185a 

(J2.^.)  Historical  Claas-Book,  new  edit,  12mo,  6a Belfe  1861 

History  of  the  Bastile,  Jeo.,  ISmo,  (Family  lib.),  6a ;  n.e.,  8a  M  Ttgg  1847 

life  of  Ali  Pteha  (Family  lib.),  8a  6d    Tegg  1847 


—— ^— — -  liyes  of  Bminent  Men,  ISmo,  (Family  lib.),  6t  \  n.  e.,  8a  6(i  ...  Tegg  1847 

Narratiyeof  Perils  and  Snflforing,  2y.  ISmo,  (F.Lib.),  10a;  n.e.,  7a  Tegg  1847 

Day£ai«a  de  Pontes  (JLifiN€.)  Poets  and  Poetry  of  Germany,  2  y.  post  Syo,  18a  Chapman  A  H.i%s% 

Davey  ((r.)  Medico-Legal  Befleetions,  &c.,  Syo,  la  6d BaillUre    1843 

(Jos;)  P^fix  to  Copper  Ore  Tables,  4to,  6a  Longman  1848 

—  (/.tf.)  Contributions  to  Mental  Pathology,  12mo,  Oa Churchill  1850 

<-^— ^-—   Nature  and  Proximate  Cause  of  Insanity,  post  Syo,  8a Churchill  1853 

■  Stmctnre,  &c,  of  the  Ganglionic  Neryous  System,  Syo,  9a ChurchiU  1858 

—  (Jfory)  leausa— Two  Tears'  Besidence  in  Sardinia,  post  Syo,  8a  6d Marlborough  ...z86o 

—  (IT.  A.)  Articnli  Boclesiae  Anglicanao,  arranged  in  One  View,  8yo,  8a   J. HJfJ, Parker i96t 

David,  life  of,  from  the  Throne  to  the  Graye,  ISmo^  la IfamiUon  1857 

Davida  {A.L,)  Turkiah  Grammar,  4to,  16a;  in  French,  new  edit.,  4to,  16a AlUnd:  Co,    ...1854 

(X<w.)  Sunday  School,  an  Enay,  12mo,  4a,  1848  ;  new  edit.,  8a 8.8,Unum 1853 

Davidson  (il»B.)  Commentary  on  the  Book  of  Job,  V.  1,  Syo,  7$  6d WUlutme4:N,  i86a 

Outlines  of  Hebrew  Accentuation,  Prose  and  Poetical,  p.  Syo,  8a  6d  WiUianu  de  N.  1861 

(ii.Z>.)  Lectures  on  the  Book  of  Esther,  post  8yo,  6a  6ci Hamilton  1859 

' {pkaJ)  Common  Fonns  and  Becitals  in  Conyeyancing,  roy.  Syo,  10a  6(2  ...  Maxwell  ...1846-57 

Coociae  Precedents  in  Conyeyancing,  12mo,  9a Maxwell 1857 


-Precedents  in  Conyeyancing,  8  y.  roy.  Syo,  62  7a MaoBWeU 1861 

(CL/.C.)  Diary  of  Trayels  in  Upper  India,  2  y.  post  Syo,  21a  CoUmm 1843 

-  T^ua,  the  Suttee,  an  Indian  Drama,  Syo,  16a Auihwr  1851 


-  (i).)  CommenUiy  on  the  Bible,  new  edit,  8  y.  24mo,  12a Tegg  1846 
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BaYidson   (Z>.)   Commentary  on  the  Bible,  with  Notes,  &c.,  folio,  87<    5u»pHi»..  ......1845 

Comprehenaiye  Pocket  Bible,  12mo,  IBs  Simphin 1848 

ConDection  of  Socied  and  Profane  Hiat.,  18mo,  2f  6d,  Tegg;  24mo,  is  Hamilton  184* 

Pocket  Biblical  Dictionary,  24mo,  2<  6<i  HanUUan  1839 

Test  of  Prophecy,  12mo,  28  6d WkiUaler  ig39 

■  {E,A,)  Elementary  Drawing,  cr.  8vo,  Si Chapman  dt  H.i%S7 

(Q.P.)  Trade  and  Travel  in  the  Far  East,  post  8vo,  10«  6rf   Madden 1846 

((7.^.)  Popular  and  Standard  Songs,  new  edit.,  32mo,  2m  Od Darideon    1861 

(/cu.)  Bibliotheca DeyonienslB,  Catalogue  of  I^ted  Books,  sq.4to,  10«...  Longman  1852 

. British  and  Roman  Remains  near  Axminster,  8to,  5i  6d  Nichols  1833 

■ History  of  Axminster  Church,  12mo,  2t  6d Nichols  1835 

Newenham  Abbey,  12mo,  5s  LongnuMn   1843 


•  {/no.)  Baptismal  Regeneration,  Remarks  on,  Syo,  2s  6d  J MJsJ, Parker i%^7 

Collection  of  Mathematical  Tables,  8to,  6«,  1852;  new  edit,  is LongwMm  1856 

System  of  Practical  Mathematics,  5th  edit,  8yo,  10«  6(i$Key  to,  7<  Longman  1852 

Young  Arithmetician's  Quide,  12th  edit,  18mo,  1«  ;  Key  to,  2s  ..,  Longman  1853 

-and  Scott,  Arithmetic,  12mo,  Zs  6c2  ;  Key  to,  3rd  ed.,  4«  Longman   1846 


(J,B.)  Difficulties  of  English  Qrammar  Removed,  3rd  edit,  18mo,  It  6(i...  Simpkin 1846 

-  System  of  Short  Hand,  post  8vo,  2s  6d,  1847  ;  Ss  6d Simpkin ...1850 


(ifusl/.3f.)  Memoirs  and  Remains,  by  Miss  Sedgwick,  12mo,  5« Bogue 1834 

■  {M.<kL,)  Lives  of,  by  W.  Irving  and  Miss  Sedgwick,  32mo,  Ss  ;  new  edit,  2s  Tegg  1848 

— — -  {M. M.)  Life  and  Poetic  Remains, by  W. Irving,  1 2mo,6«,  Bogue^^\  1 8mo, 2s  6<i  Knight  A  Son    1 8 54 

(PeO  Opinions  concerning  Jesus  Christ,  12mo,  4«  6(2    Hamilton  1858 

■  {Rob.)  Elijah  :  a  Sacred  Drama,  cr,  8vo,  6s New  York x86i 

—  (Dr.Sam.)  Facts  on  the  Publication  of  Home's  ''Study  of  theScrip.,"  8vo,  2s  6d  Longman  1857 

— — Geiaeler's  Church  History,  trans.  (Clarke's  Library),  5  v.  8vo,  52s  ^  Hamilton  1846 

His  Heresies  and  Contradictions,  8vo,  1«  6c/    Werikeim  1857 

— Introduction  to  the  New  Testament,  8  t.  8vo,  40» Bagster 1848-51 

Old  Testament,  8vo,  Y.  1  to  S,  each  14« WitUams  ds  N.  1862 


-Lectures  on  Boclesiastical  Polity,  9<6({,  Jackson  Js  W.^  1848;  5s...  H.Bohn 1850 

-Revision of  the  Hebrew  Text  of  the  Old  Testament,  8to,  10«  M  ...  Bagster  1855 

-  Sacred  Hermeneutics  Developed  and  Applied,  8 vo,  21«  Hamilton  1843 


Text  of  Old  Tentament  Considered,  8vo,  25«    Longman   ...i856*-9 

Treatise  on  Biblical  Criticism,  2  v.  8vo,  28«,  1852 — red.  to  18« Longman   1855 

-{Wm.)  Essay  on  the  Fevers  of  Great  Britain  and  Ireland,  8vo,  3s ChurchiU   1841 

Musings  on  the  Formation  of  Opinions  and  Charity,  post  8vo,  2a  ...  Ooddard    i860 

-Treatise  on  Diet  and  Use  of  Food,  new  edit,  18mo,  4« ChurchiU  1847 


Davidson^s  Casket  of  Comic  Songs  and  Recitations,  new  edit,  82mo,  Is   Davidson  1861 

Choral  Services  of  the  Church  of  England,  4to,  6»   ifiu.Pii6.C7o.  ..1862 

Concertina  Tutor,  the  Airs  Figured,  by  J.  Symonds,  folio,  28  6d Davidson  1^53 

Instrumental  Gems,  4  books,  sewed,  each  2«  6(2    Davidson  1851 

' Universal  Melodist,  Y.  1  and  2,  8vo,  each  8s Davidson    ...1847-9 

Davie  (C.H.)  History  of  the  Inquisition,  12mo,  3< W,AUan    1851 

Davies  (C.)  New  Elementary  Algebra,  12mo,  59  New  York 1862 

(Cath,)  Eleven  Tears'  Residence  in  the  Family  of  Murat,  12mo,  2s  6d How 1841 

•  I  — Treatise  on  Linear  Perspective,  &c.,  roy.  8vo,  12«   Wifeg    1838 

(C%a.)  Logic  and  Utility  of  Mathematical  Science,  8vo,  2< Cassell  1857 

(C.^.)  History  of  England,  16mo,  2»  6rf  C.HLaw   1851 

(C.(?.)  Educational  Difficulties,  8to,  \s Hatchard  1857 

Sermons,  12mo,  8a  6d Seeleg 1841 

m.M.)  Historyof  HoUandandtheDutch,  8v.  8to,  BSs^Park^,  i844.~.red.  18a  WilUs    1851 

(C.iY.)  Lectures  on  Prophecy,  12mo,  4a Tegg 1836 

^>  (Eben.)  American  Scenes  and  Christian  SUvery,  a  Tour,  post  8vo,  4a  6d Freeman    1853 

—{iSaii;.  17.)  Description  of  Algiers  in  1857,  post  8 vo,  6a Longman  1858 

^^(Edwin)  Children  in  Heaven ;  Comfort  for  Bereaved  Parents,  18mo,  Is  6d Hamilton  1S54 

Glimpses  of  Our  Heavenly  Home,  1857,  4th  edit,  fcap.  8vo,  Bs  6d Heylin   1862 

Hope  of  the  Bereaved ;  or,  Recognition  in  Heaven,  18mo,  Is^d Hamilton  >854 

-  — Life  at  Bethany;  or,  the  Words  and  Tears  of  Jesus,  2nd  edit,  12mo,  3a  .  Snow 1862 

_ — (Evan)  China  and  her  Spiritual  Claims,  12mo,  2a    Snow 1845 

———(^eo.)  Benefit  Club  Sermons,  sm.  4to,  2a;  2nd  series,  8a  6(2 Masters 1S54. 

^^/.)  Treatise  on  Annuities,  with  Tables,  8vo,  26a   Layton  1856 

(JETen.)  Historical  Yiew  of  Cheltenham,  8vo,  10a  6(2 Longman  '843 

— — —  Wife's  Guide  during  Pregnancy  and  Childbirth,  n.e.,  post  8vo,  3a  6(2 ff. Bohn 185* 

(H,)  and  Laurent  (E.)  Mercantile  and  Bankrupt  Laws  of  France,  p.  8vo,  7a  6(2  E.  Wilson  1855 

(^fr6.)  Lectures  on  Diseases  of  the  Lungs  and  Heart,  8vo,  7a,  1851  ;  2nded.,  8a  Churchill  1854 

{Jas.)  Fables  of  Babrius  in  English  Verse,  fcap.  8vo,  6a    Lockwood  x86o 

■  Popular  Yiew  of  Atheism,  12mo,  3a Seeleg ^835 

—  Supremacy  of  Scripture  the  Divine  Rule  of  Religion,  1 2mo,  2s  6d Ward 1 846 

Two  Antichrists  ;  or.  Infidelity  and  Romanism,  12mo,  3a  6d Seeleg 1856 

(/no.)  Estimate  of  the  Human  Mind,  new  edit,  8vo,  14a Parker d:  Son... i^^y 

Hand-Maid  to  Literature  and  Philosophy,  12mo,  4a Parker  ds  iSon  .1841 

Hulsean  Essay  for  1842,  8vo,  3a  6(2 Bivington  1843 

Laws  Relating  to  the  Medical  Profession,  8vo,  2a HighUy 1844 

Letters  from  Normandy,  &c.,  1833-4,  post  8vo,  8a  6<2   Seeley 1835 

Memoir  of,  by  Lea,  12mo,  3a  6(2   SeeUg "859 
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D&Ti»(/iio.)  Ifemori&l  Notioefl  of,  12mo,  1«  6d    Haiekard 1858 

Remarks  on  the  Use  of  Iodine  in  Disease,  8vo,  St  Longman  1839 

' Selections  in  Pathology  and  Sorgerj,  8yo,  6« Longman  1839 

Village  Schoolmaster,  Lifeof ,  by  Sir  T. Phillips,  2  e.,  12mo,  286d  Parker  cfc5o». . .  1 8 5* 

(/.)  Qhinoe  at  the  Bnropean  Continent,  Two  Lectures,  post  8to,  2s  6d SeeUy 185a 

iJ.B.)  Practical  Naturalist's  Gnide  as  to  Zoology,  12mo,  2s    SimpHn 1851 

(/./.)  Sketches  from  the  Cross,  poet  Svo,  6s  Ward 1841 

(J.L.)  Remarks  on  Jowett's  Commentary  on  St.  Paul's  Epistles,  8to,  2s  6rf BeUADaldy...i%^6 

Sermons:  Life  in  Christ,  12mo,  5s  BtUJeDaldy,..i%SJ 

— ^— — Signs  of  the  Kingdom  of  Heaven,  cr.  8vo,  Is Maemilian x86i 

■ Work  of  Christ,  Sermons,  fcap.  8to,  6s  Maemilian i860 

(/.&)  Solutions  to  Button's  Mathematics,  8vo,  24s   WhiUaker 1840 

-  (i>rJZ.)  Joutnal,  1688-90,  edit.  Caulfield,  4to Camden  Soe....i9s6 

(lUiht.)  Extracts  from  Records  of  City  of  York,  16th  Cent,  8vo,  12s Nichols  .........1843 

Fancies  of  a  Dreamer,  12mo,  8s    Simpkin 1842 

Histoiy  of  the  Pawkes's  of  York,  16th  Cent.,  post  8vo,  2s  6d  NickolU 1850 

Life,  in  Welsh,  12mo,  Is  6d  Hughes 1840 

■  — Pope:  his  Maternal  Ancestry,  post  8yo,  2s J,R,Smitk 1851 

(AIT.)  Contrast :  Christians  and  the  World,  18mo,  Is  6<2 Wertheim  1841 

{SUp.)  Appeal  to  Society  on  Behalf  of  Young  Men,  12mo,  4s  6d  ..• Hatchard  1838 

' — Nature  of  DiTine  Agency,  12mo,  4s HaJtchard  ...'...1836 

^{Tkas.A.)  Answer  to  Hugh  Miller  and  Theoretic  Geologists,  12mo,  7s  td New  York i860 

(r.  5.)  Rutherford  (IF.)  aiu2  Fen  wick  (iS.)  Mathematician,  2nd  edit.,  St.  8yo,21s  Spon  1856 

(W.)  Christianity:  Dissertation,  12mo,  2s  6rf Wertheim 1859 

( IF. &)  Chart  of  a  Chancery  Suit,  2nd  ed.,  6s;  oncanyas,8s O.Riehards  ...1848 

— -(ir.^.)  A  EC  of  Thought:  Consciousness  the  Standard  of  Truth,  fp.8yo,Ss6i2...  Williams  AN...  lUi 

Davis  (^i»ii)  Memorials  of,  12mo,  Is  Qd  Hamilton  1849 

(^.7.)  Harbinger  of  Health,  12mo,  6s New  York i86a 

Principles  of  Nature,  2  y.  8yo,  18s J.Chapman  ...1847 

({7f a.)  Hunter's  Annual,  Ist  and  2nd  serien^  fol.,  each  42s    Baily   1839-42 

((7.i7.)  Anti-Basay,  8yo,  Ss6d  Simpkin ...1861 

Gonyocation's  Problem  Solved,  Svo,  2s Seeley 1855 

((7.0.)  New  Zealand  Addresses,  8yo,  4s  6d Wiltis 1857 

(/>i»r.)  Acute  Hydrocephalus  ;  or,  Water  in  the  Head,  Svo,  9s  6d Walton  1840 

Blements  of  Obstetric  Medicine,  Svo,  plates,  4to,  27s  6<2   Walton  184a 

Midwifery  and  Obstetric  Medicine,  2  v.  4to,  84s WalUm  1836 

(Eliz.)  Autobiography  of,  edited  by  Jane  Williams,  2  v.  post  Svo,  21s Hurst  <fc  B.    ...1857 

(Aw.)  Holly  Branch,  an  Album,  4to,  12s    OUivier  1843 

(£■.)  Pictures  for  the  Mind's  Eye,  fcap.  8yo,  Is  6d Houlsion    1861 

(^ro.)  Lispings  of  the  Lagan,  and  other  Poems,  12mo,  2s  6d    Darton  1849 

TaMetof  Shadows,  a  Phantasy,  and  other  Poems,  cr.  8yo,  4s Hamilton  1861 

(P.W.)  English  Cookery  Book,  18mo,  Is  Darton  1856 

{O.H.)  Coming  Man  ;  or,  the  True  Deliverer,  12mo,  Is  Qd    ReL  Tract  Soc.  1854 

{Hen.)  Ptogreasive  Exercises  in  Latin  Composition,  12mo,  Zs  6d  Parker  d;  Son  .1844 

-  (Hewitt)  Farming  Communication  and  Essays,  new  edit.,  8yo,  5s Ridgway    1 860 

(/?.(?.)  Memorials  of  Knightsbridge,  post  8vo,  6s J.R.Smiih i860 

-  {Jas.£.)  County  Courts  New  Practice,  post  8vo,  12s,  1855  ;  2nd  edit.,  Svo,  16s...  Butterworihs  ..  1857 

Practioe  and  Evidence,  1857,  post  Svo,  24s Butterworths  ...iZ^j 

(^minal  Law  Consolidation,  Stat,  of  24  k  25  Vict.  c.  94-100, 12mo,  10s  Butterworths  ...1861 

Law  of  Evidence  in  the  County  Courts,  12mo,  Ss Butterworths  ...iS^i 

Prize  Eaeay  on  the  Laws  for  Protection  of  Women,  post  Svo,  6s Longman  1853 

-(/<w€Jf.)  White  Chief's  Urn,  and  other  Poems,  12mo,  6s  Spencer 1850 

(/mo.)  Florence  Nightingale,  a  Poem,  12mo,  Is A.Hall  1856 

(Jos.)  L^ixslative  Enactments  relative  to  Quakers,  roy.  Svo,  7s Marsh    1849 

■ Measure  of  the  Circle  perfected  in  January,  1845,  Svo,  5s    Partrifge  1854 

(/•/*•)  China  during  the  War  and  since  the  Peace,  2  v.  piwt  Svo,  18s  Longman  185* 

Chinese  (Knight's  Miscellanies),  sq.  16mo,  5s Knight    1840 

new  edit.,  2  v.  fp.  9s,  1830  (Lib.  of  Entert.  K.)— red.  to  4s  6rf  NaUaU  1840 

•  Description  of  China,  1836,  2  v.  Svo,  21s  ;  n.  e.,  2  v.  14s,  57— red.  to  6s  Orifin    1861 

Massacre  of  Benares  ;  or.  Vizier  Ali  Khan,  12mo,  Zs6d  Murray 1844 


-  fetches  of  China,  2  v.  post  Svo,  16s,  1841 ;  4  v.  ISmo,  each  Is  6d  ...  O.Cox    1845 

iJ.H.)  niustrations  of  Difficult  Parturition,  post  Svo,  6s  6d Churchill  1858 

—  {Nathan)  Carthage  and  her  Remains,  an  Account  of  Excavations,  &c.,  Svo,  21s  ...  Bentley  1861 

Evenings  in  my  Tent  in  the  African  Sahara,  2  v.  post  Svo,  24s A.HaU  1854 

Ruined  Cities  within  Numidian  and  Carthaginian  Territories,  Svo,  18s...  Murray 1862 

Voice  from  North  and  South  Africa,  2  v.  12mo,  each  4s Smiih  A  Elder  1844 

and  Davidson  {B.)  Arabic  Reading  Lessons  and  Qrammar,  12mo,  5s   ...  Bagster  1854 

(ITfeo.)  Devotional  Verses  for  a  Month,  ISmo,  8s Hamilton  1855 

-  Poems  (Duffy's  Library),  ISmo,  Is    —  Simpkin 1846 

•  Songs  for  the  Suffcriog,  12mo,  4s6d Parker  d:  Son.  1859 

-  (fTfls.)  Arithmetical  Examples,  Pt.  1,  ISmo,  Sc^,  1861  ;  Key,  Is  Longman  1862 

Immortality,  the  True  Dignity  of  Human  Nature,  12mo,  2s Jackson  dfe  W...1853 

Ra^tsof  Infants  to  Baptism,  ISmo,  2s  6d Snow 1839 


Daviaom  (H.)  and  Merivale  (H.)  Reports  of  Cases  in  the  Queen's  Bench,  r.  Svo,  88s  6d  Sweet 1 844 

{Jno.)  Remains  and  Oocaaional  Publications,  Svo,  15s  JM.SJ.ParkeriS^i 


lOa  DAVISON DAY.  [Bhgli««  Caialoouk 

Dayiaon  (/tio.)  BeouirkB  on  Baptismal  B«geiieratioii,  8to,  2«  6(2   J,HJkJ.Patieri944 

—  Warbartonian  Diflcoanes  on  Prophecy,  Sto,  12«,  1845  ;  new  edit,  9$   JMJcJJ^arheri%s^ 

•*^(5impson)  Oold  Deposits  in  Australia,  2nd  edit.,  8to,  14^  Longman  1861 

DaT7((7A(U.)  Chemists  and  Druggists'  Prioe  Book,  2nd  edit,  82mo,  2s Shaw  ds  j&m.  ...1847 

— Sermons,  12mo,  2y.  7s Hamilton  1859 

iChr.)  Architectural  Precedents,  Svo,  26«  ..! AtchUy 1840 

Treatise  on  Artificial  Foundations,  Svo,  12«    M.Taylor 1841 


■(Edw.)  Bxperimental  Guide  to  Chemistry,  SY0,Z»6d Cox    1836 

-  (/no.)  Angler  and  his  Prieod ;  or,  Piscatory  Colloquies,  &o.,  12mot  6$  Longman  1855 

in  the  Lake  Districts,  12mo,  6t  6<2 Longman  1857 


Diseases  of  the  Army,  8to,  16«    WiUiamtikN.  i86» 

Lectures  on  the  Study  of  Chemistry,  12mo,  5s  Longman  1849 

Notes  on  the  Ionian  Islands  and  Malta,  2  y.  8yo,  S2s   Smiih  dr  Eld£r  184a 

Physiological  and  Anatomical  Beeearohes,  2  y.  Svo,  30s Smith  A  Elder  1839 

West  Indies,  before  and  fdnoe  Slave  Emancipation,  Svo,  12s Bennett 1854 

■  (/.jT.)  Cattle  Begister,  with  Calving  and  Lambing  Tables,  square,  8<  Longman  185a 

Devon  Herd  Book,  V.  1,  Svo,  5s Longman  1851 


(O.W.)  adde  to  Peterborough  Cathedral,  12mo,  It  6<i  Wh»^Uiker 1846 

IM,I{,)  Will  the  Second  Advent  be  Premillennial  f  12mo,  3« Piper 1858 

•--  (SirH.)  Works,  edited  by  his  Brother,  9  v.  post  Svo,  each  10s  ed SmUhJk  Elder  .i9z9 

-— ^^>-^—  Agricultural  Chemistry,  Svo,  16s,  1839;  by  Shier,  Svo,  9s-red.  to  5$  ...  Chifin    1^55 

— — Consolations  in  Travel,  12mo,  1830;  new  edit.,  6s    Murray 1851 

Frsgmentary  Bemains,  with  Sketch  of  his  Life,  Svo,  10s  6<2 Chur<AiU  1858 

Memoirs  of,  by  John  Davy,  2  v.  Svo,  2Ss    Longman  1836 

• -~—  Salmonia  ;  or.  Days  of  Fly-Fishing,  12mo,  12s,  1832  ;  new  edit,  6s  ...  Murray 1851 

Davy's  School  Days;  or,  Deeds  Speak  Louder  than  Words,  by  D.  D.,  12mo,  2s  6d  ...  Dean x86x 

Davys  (Bp,0.)  History  of  England,  for  Children,  1841,  new  edit,  ISmo,  2s  6(2 JUvington  1859 

— ^-^-^-~  Lettera-on  Boman  History,  and  other  Subjects,  ISmo,  2s Rivington  184.8 

Volume  for  a  Lending  Library,  12mo,  it  6d  Rivington  '855 

Dawbam  (EUz.)  Historical  Sketch  of  the  Kingdom  of  the  Two  Sicilies,  post  Svo^  Ci...  Booth 1858 

{Wm.)  Essays,  Tales,  &c.,  12mo,  2»  6d A.JTaU x86ft 

<• Government,  Conduct,  and  Example:  Three  Lectures,  cr.  Svo,  Is  6d  A.HaU 1861 

Dawe  (/.  W.)  Sacred  Epistles  Explained  and  Familiarized,  12mo,  4s  6ei    Smith  S  Elder  1844 

Dawes  (Rich,)  Hints  towards  Improved  Secular  Instruction,  n.  e.,  12mo,  2t2d  Oroomhridgt  ...i860 

■  •  Lessons  and  Tales:  a  Beading  Book  for  Children,  ISmo,  Is  Longman  1851 

on  the  Phenomena  of  Industrial  Life,  n.  e.|  12mo,  2s  Oroombridge  ...x86i 

On  Effective  Primary  Instruction,  12mo,  Is Oroom>bridge»..,iS$^ 

Dawn  and  Day  ;  or,  Messiah  as  Bevealed  in  the  Types,  post  Svo,  5s  6d Hamilton 1856 

Twilight,  by  the  Author  of  "  Amy  Grant,"  2  v.  12mo,  7s    J.HjAJ,Parkeri%^% 

in  the  East:  Missionary  AddresBes,  12mo,  Is  6i<i Oroombridge  ,..\%^^ 

of  Life  in  Scripture  Converaations,  by  a  Clergyman,  fcap.,  Ss  6d Seeley 1S45 

Dawson  (£en.)  Terminational  Dictionary  of  Latin  Substantives,  Svo,  5s    Longman  1850 

(C%a.)  Analysis  of  Musical  Composition,  12mo,  4s Longman  2845 

' Elements  of  Music,  for  Students  of  Piano  Forte,  12mo,  3s    Longman  1844. 

(/W.)  An  Old  Debt,  a  Novel,  2  v.  post  Svo,  21s    SmUk^Elder   1858 

■  ((?so.)  Selection  of  Psabns  and  Hymns,  ISmo,  3s  Theobald   1853 

(/.)  Greek -Eng.  Lexicon  to  New  Testament,  by  W.  C.  Taylor,  n.  e.,  Svo,  9s  WhiUdker 1861 

(J.F.)  Gheodephaga  Britannica  ;  Carnivorous  Ghronnd  Beetles,  Svo,  12s Van  Voortt    ...1854 

_» Man-hu.  Illustrations  of  Bemarkable  Events  in  Old  Test,  p. Svo, 8s  6d  BtU  &  Dald^  .  1 861 

(/. H^)  Abridged  Statistical  History  of  Scotland,  Svo,  25s Highley 1853 

(/.  W.)  A<»idian  Geology,  with  Supplement  (Sup.  sepsjate,  2s),  p.  Svo,  12f   ...  Simpkin     i860 

■  Arehaia;  Cosmogony  of  Hebrew  Scriptures,  c.  Svo,  7s6€2,  i860;  n.e.,  6s  Low    i85» 


'(Rich.)  Essay  on  Spermatorrhea  and  Urinary  Deposits,  new  edit,  post  Svo,  2s  Simpkin    > S57 

ObsOTvations  on  Nervous  Affections,  new  edit,  Svo,  2s  6d Simpkin 'S50 

—  (R.)  Essay  on  Marriage,  Svo,  8s  6d  Hughes 1845 

-  (TVim.)  Correspondence,  12mo,  7s Hamilton  284.a 

Memoirs  of,  by  J.  Everett,  12mo,  6s  6d ;  abridged,  12mo,  3s    Hamilton 1844. 

-  Sermons,  with  Sketch  of  his  Life,  by  B.  A.  West,  fcap.  Svo,  2s  6<2  ...  Simpkin i860 


Dax  (7*.)  Costs  in  Superior  Courts  of  Common  Law,  12mo,  21s Stevent  284.6 

Law  Courts,  1S56,  post  Svo,  15s   Maxwell    1856 

as  Allowed  in  Taxation,  new  edit,  12mo,  5s  6d ShawdtSons  ...184.0 

'  Pleader's  Practice  in  the  Offices  of  the  Masters,  new  edit,  12mo,  15s    Riehardt    184.8 

Day  (Alfred)   Euclid,  Exposition 0^  12mo,  2s BamHton  XS30 

Harmony,  Treatise  on,  Svo,  12s Cramer' '84.5 

— . Syntax  of  the  Belative  Pronoun,  Svo,  7s  6<i Rvrington  X844. 

—  (C.PT.)  Art  of  Miniature  Painting,  post  Svo,  Is  Winwr  iSji 

Five  Yean  in  the  West  Indies,  2  v,  post  Svo,  21s  CoUnum 1853, 

—  ((?.^.)  Chemistry  in  Belation  to  Physiology,  Svo,  20s BaHliire 1861 

—  Domestic  Management  of  Diseases  of  Advanced  Life,  Svo,  10s  6d    ...  Boone j  84^ 

~-  (Hen.)  Sinai :  a  Poem,  written  for  the  Seatonian  Prise,  Svo,  Is Simpkin 1^57 

—  (iT.r.)  Algarsife,  and  other  Poems,  new  edit,  12mo,  4t  6d   PiJoering  184.S 

Sermons  at  Mendlesham,  12mo,  5s    Painter 1838 

—  (Jot.)  Construction  and  Formation  of  Bailways,  Srd  edit.,  poet  Svo,  Ss Simpkin x  84.8 

—  (Jno.C.)  Common  Law  Procedure  Acts,  with  Notes,  roy.  12mo,  15s    Sweet i86x 

—  (Jul.)  Old  Engagement;  a  Spinster's  Story,  post  Svo,  10s  6d   BenUey zS^ t 
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Day  (Jul,)  FoemB,  12mo,  4s  ^;  2nd  series,  12mo,  2$  6d Pickering  1849 

The  Gilberts  and  their  Guests,  a  Noyel,  3  v.  post  8vo,  81a  6<i  Ntwhy i%S^ 

(5'. JP.)  Life  in  a  Convent,  12nio,  Is  A.Uall 184* 

-Causes,  Character,  &c.,  of  Juvenile  Crime,  post  8vo,  10«  6<i H<yp€ 1858 

-Down  South  ;  the  Seat  of  the  American  War,  2  v.  post  8vo,  21« Hunt  is  B 1X62. 

•Origin,  Progress,  &c.,  of  Monastic  Institutions,  new  edit.,  12mo,  5«  —  Nisbet 1855 


(2%o».)  Chronicles  of  leme,  Tales,  post  8 vo,  10«  6d    Newhp 1843 

HistoiredePetitJack,  Jacotot  System,  new  edit.,  12mo,  3*  6rf AyloU 1859 

History  of  Little  Jack,  18mo,  U  ZTarwy  cfc  i>. . . .  1 844 

Sandford&Merton,18mo,2»,  A. Hall ;  \2mo,  Zted^Wathboume;  U6d  Brown 1858 

16mo,  1«;  with  Robinson  Crusoe,  2«  6d Darton  1861 

new  edit.,  12mo,  Ss  6d Ward  it  Lock  .i860 

32mo,  Ued,  Knight;  post  8vo,  2$  H.Bohn i860 


Harvey's  Designs,  12mo,  8a  6rf Simpkin 1853 

■ Modernized  by  Zomlin,  12mo,  8a  6d    Parker  ds  Son  .1853 

(r  J.)  and  Dinc8(/.J5r.)  Mediaeval  Costume  in  England,  4to,  9»  Bosworth, 1853 

{W.)  Bookbinding,  Designs  and  Ornaments  for,  small  4to,  6a Day x?40 

Guide  to  Art  of  Memory,  with  Mnemonic  Chart,  16mo,  2a  6d Bennett  1849 

How  to  Stop  :  Punctuation  reduced  to  a  System,  7tii  edit.,  18mo,  la Hairison i86i 

Mechanical  Sdence  in  Agriculture,  8vo,  la  Harriwn 1857 

Day  after  To-morrow  ;  or,  Fata  Morgana,  a  Political  Kovel,  poet  8vo,  7a  6d Routledge  1858 

Hours  of  the  Church  of  EngUnd,  newly  transUted,  post  8vo,  St  6d  JMJr  J,  Parker  1%$^ 

Lamp  of  Life:  a  Book  for  the  New  Year,  12mo,  2a  6d— red.  to  la    Nisbet i860 

of  Days  :  Dialogues  on  the  Sabbath,  by  D.  H.  W.,  18mo,  2a  6d Ouillaume 1849 

—^ Trial,  an  AUegorical  Poem,  12mo,  4a  6rf  Kerby 1853 

Small  Things,  by  the  Author  of  "Mary  Powell,"  post  8vo,  7a  6d A.Hall  1859 

Daybreak  ;  or.  Right  Struggling  and  Triumphant,  by  Cycla,  roy.  18mo,  2a  6c2 Nisbet i86z 

in  Britain,  18mo,  la   Rel.  Tract  Soc.i%s7 

Day  Hours  of  the  Church,  with  the  Gregorian  Tones,  fp.,  5a,  Toovey,  1844;  8vo,  da  6d  Masters i85>5 

Dajman  (Jiio.)  Essay  concerning  the  Nature  of  Man,  8vo,  6a  Longman  1837 

Dajs  and  Seasons  ;  or,  Chnrch  Poetry  for  the  Year,  18mo,  2nd  ed.,  4a  6<^red.  2a  6d  Mozley  1848 

at  Mmrhead ;  or,  the  Lessons  of  Little  Olive's  Midsummer  Holidays,  12mo,  2a  6d  Jas.BlacktPOod  i860 

of  Battle;  or,  Quatre  Bras  and  Waterloo,  12mo,  la  H.Bohn 1853 

my  Life,  by  Author  of  "  Margaret  Maitland,"  3  v.  post  8vo,  31a  6d    ffwrst  <tB 1857 

Old:  Three  Tales  of  English  History,  16mo,  5a,  1850  ;  new  edit.,  3a  6(2 Macmillan 1862 

Queen  Mary;  or.  Annals  of  her  Reign,  12mo,  3a   Bel.  Tract  Hoe.  1844 

Day^rin^  ;  a  Series  of  Meditations,  edited  by  Dobbin,  12mo,  6a  W.Allan   1853 

D'Aj^glio  {3farq.)  Hector  Fieramosca,  or  Challenge  of  Barletta,  12mo,  8a  6(2  Longman  185a 

Maid  of  Florence,  a  Romance,  8  v.  post  8vo,  31a  6d    Bentley  1853 

The  Court  of  Rome  and  the  Gospel  (Preface  by  Layard),  8vo,  la  Murray i860 

Deacon  (Aug.)  Elements  of  Perspective  Drawing,  new  edit.,  8vo,  2a Dean 1853 

(E.E.)  Guide  to  Magistrates  out  of  Sessions,  2  v.  8vo,  42a Svoeet 1843 

Law  and  Practice  of  Bankruptcy,  4  v.  roy.  8vo,  6/ 4a  6<i  Benning  ...1837-41 

byDeGex,  2  v.  8vo,  25a  Shaw  A  Sons... i%^6 

and  Hindmarch,  Digest  of  Criminal  Law,  3  v.  8vo,  63a   Butteru}orths...\^iS 

(W,F,)  Adventures  of  a  Bashful  Irishman,  12mo,  la  6rf Bryee 1854 

Annette,  a  Tale,  with  Memoir,  by  Talfourd,  8  v.  post  8vo,  31a  6rf   ...  HurtA  ds  B,    ...1853 

Picture  GaUery,  Tales,  12mo,  new  edit.,  la  6d  BushMl 1857 


Dead  Brid*!,  a  Tale,  12mo,  la  6d Ward «feZodfe...  18 56 

Shot  (The)  ;  or.  Sportsman's  Complete  Guide,  by  Marksman,  8rd  ed. ,  f cap.  8 vo,  5a  Longman  1 8  6 1 

Deakin  (JSmA.)  British  Flowering  PUnta  and  Ferns,  4  v.  8vo,  70a  ;  col.  51 (TroomftWc^ei 837-48 

Ferns,  separate,  8vo,  14a,  coloured,  16a ^roomirirf^re  183 7 -41 

Flora  of  the  Colosseum  of  Rome,  420  Plants,  12mo,  7a  6(2    Groombridge  ...1855 

Dealings  with  the  Dead,  by  a  Sexton,  2  v.  post  8vo,  15a Boston^U.S,  ...1856 

Dealtry(Triii.)  Sermons,  Doctrinal  and  Practical,  8vo,  10a  6(i Jlatchard  1848 

Dean  (.4 m<»«)  Medical  Jurisprudence,  8 vo,  30a New  York 1856 

(^.^.)  Construction  of  Farm  Buildings  and  Cottages,  4to,  31a  6(2    Atchley  1850 

■■ Enfranchisement  of  Copyhold  Property  Considered,  roy.  8vo,  6a  Atchley  1851 

Land  Steward,  roy.  8vo,  21a,  1851;  Supplement  to,  roy.  8vo,  5a Atchley 1851 

-■  (JJS  Guide  and  Self -Instructor  for  the  Violin,  ^s    Shepherd   1853 

'(W.)  History  of  the  Ottoman  Empire,  12mo,  Sa FuUarton  1854 


Dean's  Delij^tfnl  Book  of  Coloured  Pictures  for  Happy  Houra,  4to,  8a  6(2 Dean 1862 

Picture  Book  for  Happy  Homes,  on  Linen,  4to,  bds.,  5a    Dean i860 

Dinolving  Pictures,  roy.  8vo,  2a Dean 186a 

-  Droll  Stories,  la;  Jack  Sprat,  la;  Merry  Tales,  la Dean 1861 


— — ^  lilnstrated  Spelling  and  Reading  Book,  12mo,  la  6(2 Dean 1859 

Moveable  Book  of  Leotard,  Blondin,  Wonderful  Animals,  &c.,  4to,  each  2a ...  Dean 1862 

New  Book  of  Magic  Illuminations,  roy.  8vo,  2a    Dean 1862 

Embossed  Golden  Card  Alphalet)  32mo,  la Dean i860 


Pazlour  Magic  ;  or.  Tricks  for  the  Drawing  R^m,  roy.  8vo,  2a   Dean 1862 

Royal  Acting,  Fanticcini,  4to,  2a Dean 1862 

Scripture  Library  for  the  Young,  Ser.  1-3,  16mo,  each  la  6<2 Dean 1861 

Shilling  Untearable  Books  on  Linen,  52  sorts,  roy.  8vo,  each  la Dean 1855 

liea&e  (Jot.)  Icbn(>graph8  from  Connecticut  River,  46  plates  and  photographs,  27a  .  .  Boston ^  U.S.  ...t86i 

</a».P.)  Acta  for  Amendment  of  Laws  of  Wills,  1852,  8vo,  9a Wildy    1852 

2  0 
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'DeBXie(Jas.P.)lA'w  of  Blockade  as  contained  in  the  Report  of  Cases,  8to,  lOt    BuUerworths . 

{John)  Manual  of  the.  History  and  Science  of  Fire-anns,  8toj  7t  6(t. Longman   

{W.J.)  Manual  of  Household  Prayer,  18mo,  2»    RivingUm  .... 

Deans  {Jo».)  History  and  Antiquity  of  Melbourne  Church,  8vo,  5« Cleaver  

Dearden  (Wm.)  Death  of  Leyland's  African  Blood-Hound,  a  Poem,  4to,  6« Longman  .... 

Star-Seer;  aPoero,  8to,  7i  6d   Longman  .... 

—  Yale  of  Caldene,  a  Poem,  12mo,  6« Longman  .... 


Dearforgil,  Princess  of  Brefney,  a  Romance,  port  8to,  8j Hope  . 

DeartUey  (/T.i?.)  Elementoof  Criminal  Law  for  Students,  12mo,  4«  Benning.. 

Lands  Drainage  Acts,  12mo,  34 EUwarth 

Death  and  the  Magdalen,  fcap.  is  6d Pkhtring 

Death -Bed  Thoughts,  post  8vo,  4« JIatchard 

Death's  Jest  Book  ;  or,  the  Poors  Tragedy,  12mo,  5s  Pickering 

De  Antiqiiis  Legibus  Liber,  Chronicle  of  the  Majors  and  Sheriffs  of  London,  4io    ...  Camden  Soc,  iS4<;-6 

Debary  {Tho.)  History  of  the  Church  of  England,  8vo,  14* BeU  d-Daldy...      ' 

—  Residence  in  the  Canary  Islands,  Algiers,  Iec,  port  8vo,  ^^  JRirington  


Debate  on  Com  Laws,  Corn  Importations,  Session  1840,  2  y.  roy.  8to,  25« OUirier  . 

Evidences  of  Christianity  (Owen  and  Campbell),  8vo,  6»  Groomlridge  . 

Firrt  Reading  of  Protection  of  Life  (Ireland)  Bill,  8to,  7«  G<2  Pickering  .... 


De  Beaumont  (Adel.)  Sketches  in  Denmirk,  kc,  folio,  84«  ;  cold.,  6/  6« McLean 

Debenham  {Anna  M.)  Hero's  Child,  and  other  Poems,  Svo,  5a   J.Uughea   

De  Boileau  {Lambert)  Recollections  of  Labrador  Life,  post  8vo,  7«  6<2  Sawndert  d:  0.. 

De  Boismont  {A.B.)  History  of  Hallucinations,  &c.,  12mo,  7s  Ccf Benshaie 

De  Bonelli  {L.II.)  Travels  in  Bolivia  and  Across  the  Pampas,  2  y.  p.  8yo,  21« Hunt  d:  B.    ... 

Deborah's  Diary, a  Fragment, a  Sequel  to  "  Mary  Powell, "p.  8vo,6j,  1858;  n.e.,fp.8vo,2s  A.  Hall     

De  Bow  {J.D.B.)  Encyclopsedia  of  Trade  and  Commeroe  of  the  U.  S.,  2  v.  8vo,  60s    New  York 

Statistical  View  of  the  United  States,  8vo,  10a 6ci Wa^ington  ... 

Statistics  of  the  United  States,  4to,  42a Wasfaniftan  ... 

Debrett  (/no.)  Baronetage,  by  CoUen,  8vo,  28a    Pickering  

-Peerage,  by  Collen,  8vo,  30a Pickering 


De  Burgh  {E.  M. )  Voice  of  many  Waters,  Compositions  in  Prose  and  Verse,  12mo,  2a  6c{  /.  .F.  Shavo    .. 

DeBurtin(F.X.)  Knowledge  necessary  for  Amateurs  of  Pictures,  8vo,  12a  Longman  

De  Butts  {Aug.)  Rambles  in  Ceylon,  port  8vo,  10a  Alien  de  Co.   .. 

Decameron  of  the  West,  Tales,  port  8vo,  10a  6rf Smith  d:  Elder 

De  Candolle  {A. P.)  Vegetable  Organography,  by  Kingilon,  2  y.  8yo,  15a  HoulMon    

De  Castro  {AdoL)  History  of  the  Jews  in  Spain,  by  Kirwan,  post  8yo,  6a Bellds  Daldg.. 

Religious  Intoleranoe  in  Spain,  8vo,  4a  M  Bennett 

Spanish  Protestants,  12mo,  4a  6d Bennett 185 

Deception  and  Frederick  Marsden,  Tales  for  Youth,  18mo,  2a Griffith d:  F.  ... 

De  Chantal  (St.)  Life  of,  by  Dr.  Coombes,  2  v.  8yo,  9a    Dolman 

from  the  French  of  De  Chaugy,  12mo,  4a    T.  BichartJUon 

De  Chateauneuf  (A.)  Domertic  Architecture  in  Hambuiigb,  4to,  21a  ;  1.  p.  31a  6d  ...   Weale    

Decided  Preference,  a  Novel,  2  y.  port  8yo,  15a   Simpkin 

Deck  (J.O.)  Joy  in  Departing  ;  Memoir  of  A,  J.  Clarke,  18mo,  la Nisbet      

(N. )     Handbook  for  Visitors  to  Cambridge,  Illurtrated,  cr.  8vo,  5a Bell  d:  Daldy. . . 

Decker  {Carl.  voftCi  The  Three  Arms,  or  Divisional  Tartics,  by  Inigo  Jones,  12mo,  5a  Parker  A  ikm 

De  Clairbois*  Naval  Architecture,  Elements  of,  8yo,  5a    J.R.Smith 

Decline  of  the  Lart  Stuarts,  4to Roxburght  CL 

De  Coligny  {Adm,)  Memoirs  of,  trans,  by  D.  Scott,  12mo,  3a  6(2,  i844~red.  to  2a  6d  Hamilton  

De  Cond6  (yfad.)  Art  of  Making  Valenciennes  Lace,  32mo,  2a  6d Parker ds Son... 

Decorations  Wood,  in  Ancient  and  Modem,  4to,  Nos.  1  to  7,  ea.  8a  6c{,  1 845 — ^red.  2a  6(2  Weale 

Decorative  Art  Society,  Abstract  of  Papers,  1844-46,  8vo,  la  6d  CaJder    

Decorator's  Assistant,  roy.  8vo,  5a G-ihib$ 

De  Cotton  {liarthol.)  Chronicle  (a.d.  449-1298),  ed.  by  H.  R.  Luard,  roy.  8vo,  10a  .  Longman  

De  Courcy  {P.)  Art  of  Singing,  its  Theory  and  Practice,  fcap.  8vo,  2a  6d  Diprote 

Decourcy  {Rich.)  Chrirt  Crucified,  the  Topic  of  the  Gospel,  8vo,  2a  2d  Ward 

De  Crequy  {March)  Recollections  of  the  18th  Century,  2  v.  8yo,  21a Longman  

De  Crespigny  {Car.)  Visions  of  Great  Men,  and  other  Poems,  12mo,  5a NeAg    

De  Cressy,  a  Tale,  by  the  Author  of  "Dorothy,"  12mo,  4a  6d   Parker d- Son . . 

De  Crignelle  {Hen.)  Wild  Sports,  Legends,  &c.,  of  Le  Morvan,  port  Svo,  10a   Saundersd:  O.  . 

De  Custine  {Marq.)  Empire  of  Russia,  8  v.  post  8vo,  31a  6d Longman  

'■  abridged,  12mo,  8a  6(2  Longman  

•  a  Russian's  Reply  to,  port  8yo,  7a  6(2  Newby 


De  Dominis  (Ahp.)  Life  and  Church  History  of,  by  Dean  Newland,  8vo,  7a   J.H.d'J. Parker 

Dee  {Dr.  Jno.)  Diary,  and  Catalogue  of  MSS.,  ed.  by  Halliwell,  am.  4to Camd,Soe,Pub. 

(7%o».)  Family  Worship,  12mo,  4a  6<2  Longman  

Deeble  {J.H.)  Azora,  a  Romance  of  the  Moors,  and  other  Poems,  12mo Longman  

Deene  {Kenner)  Chrirtmas  at  the  Cross  Keys,  a  Tale,  port  8vo,  7a  6c2   Newbg    

The  Dull  Stone  House,  2  vols.  8yo,  21a Ncwbg   

Deeper  Wrong :  Incidents  in  the  Life  of  a  Slave  Girl,  p.  8vo,  3a  6d — red.  to  la  6<2  Tweedie 

Dees  {R.  R. )  Law  and  Practice  under  New  Act  for  Relief  of  Insolvent  Debtors,  8vo,  4a  .  Brooks   

De  Felice  (&.)  History  of  Protestants  of  France,  by  Barnes,  port  8vo,  5s Routlelge  

^-Wert,  2  y.  post  8vo,  12a Longman  

•  Voice  of  the  Bible  Hawker,  translated  by  Bingham,  port  8vo,  2s  6(2...  Sin^-in.. 


De  Fellenbeig  (P.E.)  What  He  has  Done  for  Education,  12mo,  4a Saunders  de  O. 
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Defenoe  of  Ignonnee,  bj  Aathor  of  **  How  to  Make  Homo  Unhealthy,'*  12mo,  S«  ...  Chapman  AH.  1851 

Lncknow,  by  a  Staff  Officer,  12mo,  2a  W Smith  ds  EUUr.\%s% 

the  Baptismal  Senrioe  of  the  Church,  12mo,  4« Wertheim  1839 

"  Kdipae  of  Faith,**  by  ita  Aathor,  8rd  edit.,  fcap.  8vo,  Z$  6d    Longman  i860 

De  FiTas  (  Vict.)  Beant^s  dea  Ecrivains  Fran^aifl,  new  edit.,  12mo,  3«  6d    Lochcood  1861 

French  ConverBation,  new  edit.,  18mo,  2«  64 Lock-wood  i86a 

(h-ammar,  new  edit.,  12mo,  3«  6<rf;  Key  to,  new  edit.,  3a  64  Lockwood  i86i 

Introdnction ;  or,  Fables,  new  edit,  12mo,  2a  6d  Lockwood  186a 

Trfeor  National,  12mo,  2a  64  ;  Key  to,  2a  Lockwood  i86a 

Defoe  (Asn.)Norel8  and  MiBcellaneous  Works  of,  new  edit.,  20  vols^fcap.  each  ^  ...  Teyg  1840 

Works  and  Life,  by  Sir  W.  Scott,  V,  1  to  6,  post  8vo,  each  8a  64    J/.Bohn 1854-6 

with  Life  by  W.  Hazlitt,  3  y.  med.  8vo,  each  voL  10a  64 Clement 1840-3 

Complete  Bnglish  Tradesman  (People's  edit),  8vo,  la  id  Chambers 1839 

History  of  the  Plague,  1665,  by  Brayley,  new  edit.,  12mo,  3a  M    Te</g  1848 

Life  and  Times  of,  by  Wm.  Chadwick,  8to,  10a  64   J,  Jt,  Smith   ...1859 

Memoir  of  a  Cavalier  and  other  Tales,  12mo,  5a Seeley i860 

Church  of  Scothuid,  Prefiuse  by  Wilson,  12mo,  8a  Niitbet    1846 


Bobinson Crusoe,  32mo,  2a,  Fi^  ;  12mo,  Sa  6d Simpkin     i860 

18mo,  2a,  A.IIaU;  18mo,  2a  64 Nelson   1853 

•  sewed,  94,  cloth,  la  (Laurie's  Entertaining  Lib.)  Lonffman  1862 


12mo,  la  64,  C.B.Clarke;  12mo,  8a Bums    1856 

with  110  wood  engravings,  cloth,  8a  64    Ward  <lr  Lock  1862 


-  abridged  for  Schools,  12mo,  la  64   RoiUledge  1854 

and  Howell's  Life  of  A.  Selkirk,  n.  e.,  12mo,  d.,  2a  ...  Simpkin 1851 

-other  Old  Friends,  coL  pictikres,  roy.  8to,  is  64...  Dean 1857 


(People's  Bdit.),  roy.  8vo,  la  84  Cliambets 1838 

lUust,  82mo,  2a,  Knight  diSon^  8vo,  10a  Strange i86f 

2y.  12mo,  12a  WhitUngham.,.n.  d. 

by  Cmikshank,  5a,  1838  ;  new  ed.,  12mo,  8a  64  Bogae    1853 

C.  A.  Doyle,  16mo,  5a  64, 1859— red.  to  3a  64  Longman  1861 

Grandville,8yo,15a,7*iyaa,4o;6a,Zea;  p.8vo,5a  RotUledge  1859 

Harvey,  12mo,  8a  64 H.Bohn 1853 

LydoD,  sq.  16mo,  8a  64    Groombridgt  ...i%h% 

— ■  Nicholson,  8vo,  5i Bickers  i86a 

Phis,  12mo,  new  edit.,  3a  64    Boutledge  1861 

Stebbing,  12mo,  3a  64  Tegg  1859 

Stothaixl,  p.  8vo,  1  Oa  6d,  CundaU^  45— red.  6s  Grijin    1 86 1 

and  Harvey,  p.  8vo,  5a H.Bohn 1849 


Wehnert,  cr.  8vo,  7a  64    Bell  de  Daldg    1861 

Zwecker,  8vo,  5a     Grijin    1861 

in  Qerman,  Hamiltonian  System,  2  v.  12mo,  10a Aylott 1854 

■  Short  Words,  by  Sarah  Crompton,  fcap.  8vo,  la  64...  Ifagg 1861 


■  New  School  and  Family  Edition,  fcap.  8vo,  la  64 Tegg  1861 

with  .Sandford  and  Merton,  16mo,  2a  64 Darton 1861 

De  Fuablaiiqne  {E.  B,)  Niphon  and  Pe-cheli;  or,  T  wo  Yearsin  Japan  and  N.China,  8vo,  21  a  Saunders  d:  0.  1862 

De  Praine  {John)  Home  Thoughts,  12mo,  la Tweedie 1862 

De  Praaoe  (A.)  Prisoners  of  Abd-el-Kader,  transited  b^  Porter,  12mo,  6a   Smith  d:  Elder  1838 

1%  (vmflMnd  {M9U.)  Phalansteiy,  transUted  from  the  French,  1 2mo,  3a     Whittaker 1 841 

l)t  iiany  iOam.)  Survey  of  the  Isthmus  of  Tehoantepec,  8vo,  5a  Ackermann  ...1846 

De  (jasparia  {Ct.)  Coneessioos  of  the  Apostle  Paul,  &c.,  post  8vo,  2a  6d  Hamilton  1854 

Doctrine  of  Plenary  Inspiration,  12mo,  la  64    Grootnbridge... i%$i 

Schoobof  Doubt  and  the  School  of  Faith,  post  8vo,  6a JIamiUon  1853 

{Mdme.)  Four  Homes,  from  the  French  by  Mrs.  Q.  Maun,  12mo»  8a64    J/ogg 1861 

Near  and  the  Heavenly  Horixons,  p.  8vo,  7a  64;  ch.  ed.,  12mo,  8a  64  Strahan 1861 


btihmadoi  Baron)  Self -Education,  translated  from  the  French,  cr.  8vo,  7a  64    Boston,  U.S.  ...i860 

I>»  <^bineaa  (A.)  Moral  and  Intellectual  Diversity  of  Races,  8vo,  8a    Philadelphia... iS $6 

h^.(inS  {S.)  Modem  Stair-Builder's  Guide,  imp.  8vo,  18a Wileg 1846 

lie  <iTaBada<^tua)  Considerations  on  Mysteries  of  the  Faith,  ed.  by  Shipley,  12mo,  8a  Masters 1862 

De  Grey  (Eari)  Characteristics  of  the  Duke  of  Wellington,  2nd  edit.,  8vo,  6s Bosvoorth   1853 

D«  euileviUe  P^lerinage  de  I'Homme,  edit,  by  Mrs.  N.  Hill,  4to,  15a Pickering  1858 

Ih:  Harso,  *  Story  of  the  Olden  Time,  post  8vo,  6a ^.,.  Saunders  d'  0,  1845 

tv  Hart  (Hia)  On  Courts-Martial  and  Military  Law,  8vo,  18a New  York 1846 

De  Haviland  {C.B.)  Rome's  Outworks  :  Our  Controversy  with  Rome,  8vo,  6a //(Uchard  1857 

(if  f».  M. )  Outline  of  History  of  Rome,  1 8mo,  8a  6df  1 840— red.  to  2a  64 . . .  IlouUfon    1859 

D«  Hell  (Xap.)  Travels  in  the  Steppes  of  the  Caspian  Sea,  &c.,  8vo,  11a Chapman  d:II,ii^y 

iM^hmoott  (il.^.)  Tables  to  Facilitate  Great  Circle  Sailing,  8vo,  5a Triibner 1857 

De  J«aa  iJ.)  Poems,  18mo,  2a  64  Orr 1845 

D*  Johaaone  {P.)  Vindication  of  the  Book  of  Genesis,  8vo,  10a  64 Groombridge  ...1838 

D*  JoDgh  {L.J.)  Treatise  on  Cod  Liver  Oil,  translated  by  Carey,  8vo,  2a  64 WaUon  1840 

D«  laBecfae  (5ir^.)  Geological  Observer,  8vo,  18a  Longinan  1853 

■ Report,  Devon  and  Cornwall Geological  Soc,  n.  4. 

How  to  Observe,  post  8vo,  10a  64 CKnight  1835 

Report  of  the  Geology  of  Cornwall,  &c.,  8vo,  14a   Longman  1839 

Delacroix,  Benefits  of  Religion,  translated  by  C.  C,  12mo,  2a  64 T.Richardson  .1854 

Derlafield  (/.)  Aiufflifn,  the  Origin  and  Antiquities  of ,  by  J.  Lakey,  4to,  81a  64    Wiley 1840 
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Delafield  ^/.)  American  Antiquities,  roy.  4to,  ZU  6d Cincinnati 1837 

Delafona  (J. P.)  As  We  Are,  and  Ought  to  Be  :  Strictures  upon  Ignorance,  8vo,  1<  ...   Wilwn   1857 

De  la  Gironidre  {P.)  Twenty  Years  in  the  Philippines,  post  Svo,  7«  6^,1854;  12mo,  1«  C.H.Clarke   ...1859 

De  Lagny  (0.)  The  Knout  and  the  Russians,  12mo,  4«6d— red.  to  2s  ed Bogue 1854. 

Delamer  {E.S.)  Culture  and  Manipulation  of  Flax  and  Hemp,  12mo,  U   RoiUUdge  1854 

■  Flower  Ghirden,  Kitchen  Garden,  12mo,  each  1«  Eouilcdgt  i86i 

— — — ■  Pigeons  and  Rabbits  Wild,  Domestic,  and  Captive,  1 2mo,  It   RoulUdUft  x  8  54 

Delameres  of  Delamere  Court,  a  Lore  Story,  by  A.  of  **Duches^"  8  t.  p.  Svo,  ZlsQd  Newby    1851 

Delamotte  (P.)  Book  of  Ornamental  Alphabets,  9th  to  19th  Cent.,  4th  ed.,  obi.  Svo,  U  Loclvood  1862 

' Embroiderer's  Book  of  •Design,  obi.  Svo,  2»  6d  Lockwood  i860 

^— — —  Examples  of  Modem  Alphabets,  obi.  Svo,  is Lockwood 1859 

'  Mediseval  Alphabets  and  Initials  for  Illuminators,  fcap.  4to,  6f    Lockwood  1861 

'■ Primer  of  the  Art  of  Illumination,  sm.  4to,  9< Lockwood  2860 

{P.H.)  Anastatic  Printing  and  Fapyrography,  Svo,  4»  6d  Kent  1849 

Examples  of  Art  Workmanship,  imp.  Svo,  26«  ;  1.  p.,  63*  Cundall 1851 

—  Oxymel  Process  in  Photography,  post  Svo,  Is ChapinanJsH.  1856 

'  Practice  of  Photography,  new  edit.,  post  Svo,  is  ^  Low    1857 

■  The  Sunbeam,  Photographs  from  Nature,  folio,  63«   Ciiapman  S:  H,\% 58 

Views  of  Crystal  Palace  and  Park,  Sydenham,  4to,  Zls  6<i    Day  <k  Son 185; 

and  Cundall  (Jos.)  Photographic  Tour,  Yorkshire  Abbeys,  folio,  S4j...  Beil  6s  Ihld^...\%^^ 


'(W.A.)  Sketches  of  St.  Bartholomew's  Hospital,  &c.,  4to,  10*  6(i Ford  X844 

Views  of  Oxford  and  its  Colleges,  folio,  S4*  ;  col.  102.  10*   Boys  1842 


De  Landfort  (L.)  Guide  to  Youth;  or,  Christian  Philosopher's  Lessons,  Svo,  4*  Rtlft 1856 

Dehine  i^.F.A.)  Electors*  Revising  Lists:  Collection  of  Court  Decisions,  12mo,  12*  BwUtrworih  ...1836 

Highway  Laws,  12mo,  5* BuUerworth  ...1835 

Delany  (Mrs.)  Autobiography  and  Correspondence,  1st  &  2ndser.,  8  v.  Svo,  ea.  50*...  Bentley iS6z 

De  k  Place  {Marq.)  M^canique  Celeste,  by  Bowditch,  4  v.  4to,  8/  S* Boston,  L\S....i%^^ 

De  Lara  (Z>.^.)  Spanish  Gh*ammar,' 12mo,  8*  6(]{  Longman  1843 

(D.L.)  Hundred  and  Nineteenth  Psalm,  roy.  4to,  26«,  plain  ;  col.,  45* Longman    i860 

— — —  Instruction  in  the  Art  of  Illuminating,  12mo,  6*,  57;  n.  e.,  cr.  Svo,  1*  Longman  i860 

De  la  Reistra  (N.)  Exchange  Tables  for  Buenos  Ayres,  4to,  15* Simpkin     1842. 

De  la  Rive  {Aug.)  Treatise  on  Electricity,  Svo,  V.  1,  18*  ;  V.  2,  2S*;  V.  8,  27*    ...  Longman    ...1852-8 

Delassaux  (Vict.)  Designs  for  Shop  Fronts  and  Fa^es,  imp.  4to,  25^ Wcalt 1855 

De  Lasteyrie  (C.P.)  Secrets  of  the  Confessional,  2nd  edit.,  2  v.  p.  Svo,  21* DentUy  1848 

De  hi  Voye  {M.G.)  Frknoh  Classics,  abridged,  ISmo,  viz.  : —  Parker  Js Son  . 

B61isaire,  1*  (kl     Charies  XII.,  2*.     Gil  Bias,  4*.     Pierre  le  Gnmd,  2*. 

T6I£maque,  2*  6d.     Voyages  de  Cyrus,  2*. 
De  la  Voye  {M.  0. )  Nouvbau  Mklakqr,  viz. : —  BoutUdge  1857 

Le  Narrateur,   1*  6(2.     Choix  de  Morceau,  1*.     La  Chaumidre  Indienne,  1*.  '* 

Atala,  1*.    T^16maque,  1*.     Elizabeth,  1*.     Heurea  Dorees,   2*.    lUsultats  et 

Preuves,  1*.     Le  Petit  Facteur,  1*  6d.    EsteUe,  1*.     GuiUaume  Tell,  1*. 

De  la  Voye  (M.G.)  Comparative  French  GFrammar,  12mo,  new  edit.,  12s  6d  CM. Law  1847 

Critical  French  Pronouncing  Vocabulary,  1 2mo,  4*  6d R.  Clarke    1 848 

Eugenie,  the  Laundress  of  the  Bastile,  3  v.  post  Svo,  31*  6d ffope 1851 

■ French  and  English  Dictionary,  1 0*  6rf,  Bailgt  1 842 ;  1 2mo,  n.  e. ,  6*  Routledge  ......  1 8  62 

Word  Book  (School  Library),  ISmo,  1*   Darion  ...1852 

Jeunes  Narrateurs,  new  edit.,  ISmo,  2* GriJIUhd:F.   ...1856 

M^hinge,  Prose  et  Vers,  English  and  French,  12mo,  5* C. If. Law  1857 

« .- Nouveau  Melange,  Narratif,  &c.,  12mo,  4*  Qd    Bailg >84S 

— — ^ — Nouveaux  Choix  de  Lemons  Fran^aises,  12mo,  is  6d  Bailg ^845 

— — Nouvelles  Recreations  Franfaises,  12mo,  4a  6d  Bailg ^^45 

' ' Orthoepist ;  or.  Dictionary  of  Sounds,  12mo,  Is  9d  C.H.Law  1857 

Pictorial  French  Grammar,  16mo,  1*  6d GriJUh^F.  ...1859 

Delepierre  (/.  0.)  Old  Flanders ;  or.  Popular  Traditions  and  Legends  of  Belgium,  2  v.  Newity    >  S4  5 

(Octave)  Histoire  Litt6raire  des  Fous,  post  Svo,  5*    TrUbner i860 

Sketch  of  the  IJistory  of  Flemish  Literature,  Svo,  9*    Murray i860 

De  Lessepe  (3f.)  Isthmus  of  Suez  Question,  Svo,  5* Longman   1S55 

De  Leuze  (T.P.)  Instruction  in  Animal  Magnetism,  post  Svo,  8*  6d  ;  4to,  is  6d BaiUih^    1850 

Delhi,  History  of  the  Siege  of,  by  an  Officer  who  served  there,  post  Svo,  6*  6(2 Longman  x  861 

Deliciffi  Literarife :  a  Volume  of  Table  Talk,  ISmo,  istd  Simpkin    1840 

De  Lief  de  (/.)  Postman's  Bag,  and  other  Stories,  12mo,  3*  6(£   Hamilton  1S61 

Signet  Ring  and  other  Gems,  ISmo,  is Boston,  U.S.  ...i860 

Delille  (C.J.)  Arnold's  First  French  Book,  Key  to  the  Exercises  of,  12mo,  2*  6d Rivington  1850 

. Beginner's  Own  French  Book,  12mo,  2* miiUaker 185-1 

French  Class  Book,  12mo,  5*  6rf .' W?tiUaker 1853 

— Grammar,  new  edit.,  12mo,  6*  6d  ;  Key,  12mo,  3* Whittaker iScj. 

■  Introductory  Lessons,  new  edit.,  I2mo,  1*  6d Groombridge  ..   1851 

Poetry  for  Beginners,  12mo,  2* Whittaker 1857 

— Manual  Etymologique,  new  edit.,  12mo,  2a  6(i WhittaJcer 1854. 

■ Meddles  de  Po&ie  Fran^aise,  new  edit.,  12mo,  6* Whittaker 1  g^^ 

Proverbes  Dramatiquee,  12mo,  8*  » Whittaker 183^ 

Repertoire  des  Prosateurs  Fran^aise,  new  edit,,  12mo,  6*  M  Whittaker x8_cT 

Delineations  of  Fountains  Abbey,  Yorkshire,  4to,  81*  6(^  ;  1.  p.  45* Longman   ^^  ^ 

Delineator:  Poems,  by  an  Old  Author,  12mo,  2s  6d    Whittaker aS^c 

De  L'Isdre  (C.)  On  Diseases  of  Females,  transkted  by  Meigs,  new  edit.,  roy.  Svo,  21*  New  York 185  » 
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De  Lisle  (H.C.)  Sabbath  and  Sunday,  8vo,  U Sitnphn i86a 

Dell  (B.B.)  System  of  Book-keeping  by  Double  Entry,  4to,  10«  Sd  Wibsler 1850 

(/2. )  The  Blessed  Hope,  post  8vo,  6« Ni^bet    185a 

De  Loisne  (Chev.)  France  and  England,  Social  and  Folitical,  by  Greene,  8to,  10*  6d    J  eft    1859 

DelMar  (£Vfiait.)  English  Grammar,  12mo,  2t Cradock 184a 

Grammar  for  Spaniards  to  Learn  English,  8to,  8j Acl'crinann    ...1848 

Guide  to  Spanish  and  Euglish  Conversation,  12mo,  4«   Dulau    1846 

•~— — ^-^  Modelos  de  Liteiatora  I^tpaflola,  12mo,  7f,  1861  ;  n.  e.  5« NuU  i86a 

Spanish  Ghrammar  and  Bfcrcises,  12mo,  8«  ;  Key  to,  3<  6rf Nutt  1848 

Spanish  Reader,  12mo,  7« NtUt  1854 

Delolme  (J.L.)  Constitution  of  England,  by  Macgregor,  post  8vo,  3«  6d   H.Bohn 1853 

Stevens,  2  v.  8vo,  30»   Parl-ertD^on...  1838 

Western,  8vo,  25a BuUerworth  ...1838 

De  Lolme  (Prof.)  French  Dictionary,  8vo,  7«  6d Cuaaell   1859 

■ Grammar,  Exercises,  and  Vocabulary,  12mo,  Zt    Casgell  1853 

Reader,  new  edit,  12mo,  2»  6ci Casscll  x86a 

Delony  (T.)  Garland  of  Goodwill,  edit.  Dixon,  post  8vo Percy  Soc 

Delorme  {Chariot).     See  Rumball  {Charles). 

De  Loode  (X.  C. )  Surgical,  Operative,  and  Hech  anical  Dentistry,  8 vo,  1 2<  6<2  WJiittaker 1 840 

De  Lne  {C.L.)  Clasfdques  Franfais,  k  TUsage  de  la  Jeunesse,  12mo,  8«  Qd   Walton 1858 

Delnsiott  ;  or,  the  Triumph  of  Virtue,  a  Poem,  post  8vo,  7«,  1851  ;  new  ed.,  10«  6<i    Saunders  d:0.   1853 

Delrin  (J.D.)  Helps  to  Hereford  Hbtory,  Civil  and  Legendary,  l2mo,  St  iki   J.R,Smith 1848 

De  Maistre  {Jos.)  Pope  in  his  Relations  with  the  Church,  12mo,  5a   Dolman i860 

— (C^n^Xar.)  Journey  round  my  Room,  cr.  8vo,  3«  6c/    ThovMU 1846 

Deman  {E.M.)  Flax,  Cultivation  and  Management,  12mo,  2a  6<2    Rid/jieay    1851 

Demaus  (/2o6c.)  Class  Book  of  English  Prose,  post  8 vo,  i$Qd Lonynian  1859 

Elemental^  Reading-Book,  18mo,  la  Lonffman   186a 

— —  Introduction  to  the  History  of  English  Literature,  1 8mo,  2a Jjongman  1 860 

Poets  and  Prose  Writers  of  G.  Brit.,  Chancer  to  Ruskin,  p.  8vo,  7a  6d  Lojtgman  i860 

Young  Scholar's  Guide,  18mo,  2a  6<i,  i860 — ^red.  to  la  6c/  Longman  1861 

Ikmidoff  {Prince)  Travels  in  S.  Russia,  Crimea,  &c.,  2  v.  8vo,  42a,  1853  ;  n.6d.,  18a  Mitclull 1856 

D^nmler  {Fr.)  Gterman  Grammar,  8to,  5a  ^  ;  Exercises,  it ;  Key,  2a  Qd Nutt  i860 

Reader,  Prose  and  Verse,  12mo,  4a  Nutt  1843 

Democracy  of  Christianity,  12mo,  5a  6(/   New  York 1851 

Democritus  in  London,  12mo,  6a    Pickering  185a 

Demography  ;  Universal  History  Displayed,  by  Geraud  and  Tourrier,  Case,  25a  C. II. Law  1843 

De  Montalembert  {Cwmt)  Catholic  Interests  in  the  19th  Century,  8vo,  2a  6c/   Dolman 1852 

Constitutional  Liberty,  8vo,  la    E.WiUon  1857 

«  Monks  of  the  West,  Benedict  to  Bernard,  2  v.  8vo,  21a Blackwooda  ...1861 

_ Pie  IX.  et  France,  8vo,  2a;  in  English,  la    Jefs  1859 

Political  Future  of  Enghind,  post  8vo,  5a  Murray 1856 

Un  DebAt  sur  rinde,  8vo,  3a;  in  English,  la    Jeffs  1858 

De  Montfort  {LMM.)  Address  to  the  Friends  of  the  Cross,  18mo,  Is  6d 2\  Richardson.  iZ^j 

De  Montfort ;  or,  the  Old  English  Nobleman,  a  Novel,  3  v.  post  8vo,  81a  6(/  Bentley 184a 

De  Montpensier  {Madame)  Memoirs,  by  Herself,  3  v.  post  8vo,  31a  6d Colburn 1848 

De  Mora  {A.H.)  Narrative  of  his  Imprisonment  and  Escape,  12mo,  2a Heylin  1856 

{JJ^.)  Levandas  Espaflolas,  post  8vo,  12a    Senior    1840 

De  Morentln  <^. if.)  French  and  Spanish  Languages,  8vo,  la  6(/   Ti-iih'ner 1859 

De  Morgan  {Aug.)  Book  of  Almanacs,  with  Index  of  Reference,  obL  8vo,  5a Walton  1851 

Connexion  of  Number  and  Magnitude,  post  8vo,  4a ira//o»  1836 

' Differential  and  Integral  Calculus,  new  edit,  8vo,  10a Baldwin    1854 

Elementsof  Algebra,  post8vo^9a  Walton  1837 

•  Arithmetic,  new^it.,  post  8vo,  5a  Walion 1853 

Trigonometry,  new  edit.,  post  8vo,  9a  Wcdton 1849 

Essay  on  Probabilities,  12mo,  3a  6c/  Longman  1838 

First  Notions  of  Logic,  12mo,  la  6c/ Walton  1839 

Formal  Logic  ;  or,  the  Calculus  of  Inference,  n.  e.,  8vo,  6a  6c/  ...   Walton  1853 

"  Notices  of  Arithmetical  Books  and  Authors,  n.  e.,  post  8vo,  2«  6(/  Walton 1853 

Proposed  System  of  Logic,  8vo,  la WaUon 1861 

Treatise  on  Calculus  of  Functiona,  4to,  3a Griffin 1847 

Theory  of  Probabilities,  4to,  3a6c/,  Griffin^  47 ;  1 2mo,  3a6c/  Longman  1 847 

the  Globes,  Celestial  and  Terrestrial,  8vo,  5a Orr 1854 


— Trigonometry  and  Double  Algebra,  postSvo,  7a6c/  WaUon  1849 

Demosthenes  Opera,  Gnecaet  Latind,  edidit  Yoemelius,  roy.  8vo,  24a Didot 1845 

with  Commentary,  Life,  Ac.,  by  Whiston,  V.  1,  8vo,  16a  Whittaker 1859 

Gr.,Dindorf,V.l-4,8vo,42a;  Annot,5-7,8vo,36a;  Scholia, 8-9...  J.U.Parker  1846-51 

■  Oratio  adversus  Leptinem,  12mo,  la ParkerdeSon  .1853 

de  Coronft,  Chr.,  Notes  by  Arnold,  2nd  edit.,  12mo,  4a  6c/   Riiington  i860 

Drake,  12mo,  bs    Macmillan i860 


with  Trans,  by  Brougham,  post  8vo,  10a  6c/   ...  Knight  1840 

Falsi  Legatione,  Gr.,  Notes  by  Shilleto,  2nd  ed.,  8vo,  8a  6c/  Bell  <fc  Daldy,.iS$^ 

Orationes  Olynthiacffi,  Gr.,  Notes  by  Arnold,  new  edit.,  12mo,  3a Rivington  1856 

Hickie,  post  8vo,  4a  6c/- BellikDaldy...i9^j 

'  Wilkins,  cr.  8vo,  4a  6c/ Parkerd:Son  .i860 


Philippics,  Gr.,  &  Arnold,  2nd  edit.,  12mo,  4a  Rivington  i860 
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BemoflilieneB  Orationes  FhUlppio«,  Gr.,  edidit  Stock,  2  t.  post  8to,  16« WkiUaker 184a 

' Selectn,  Gr.,  Notes  by  Barker,  post  8to,  i»  6(2 Longman  «.  <L 

Penrose,  12mo,  4«   Paritcr<(:  Sow...  1S43 

Orations  against  Leptines,  &c. ,  translated  by  Kennedy,  post  8 vo,  5<    ...II. Boh» 1856 

Philip,  Latin  Transl.  and  Notes  by  Stock,  post  8vo,  3<   Simpkin 186a 

-Timoorates,  kc.,  trans,  by  Kennedy,  post  8vo,  5m  H.Bohn 1S61 


Philippic  and  Olynthiac,  trans,  by  Kennedy,  post  Svo,  34  6(i  .  H.  Bohn   185a 

Ov^gan.  12mo,  2s iSimpki/t> i8S3 

.- Spillan,  12ino,  2<  6rf Simpkin 1846 

-  with  Notes,  2  t.  69  Simpkin 1854 


Translated  by  Flintoff,  8to,  3« Bickardt   1840 

on  the  Crown,  English  Notes,  ISmo,  2s  J.H.ikJ.ParkeriZs^ 

by  Champlin,  12mo,  7a  6rf,  Wiley ^  44;  Drake,  p.  8vo,  5s  BcUih Daidy...i%$\ 

Mongan,  12mo,  2$^Simpkin,  59;  Norris,  84,56;  2e.,5s  MacmilUut i860 

Owgan,  1 2mo,  2«,  5 3 ;  SpUlan,  1 2mo,  3», 47;  n. e.  1*  6<2  Simpkin 1855 

■  Latin  Trans,  and  Notes,  by  SpiUao,  12mo,  3s...  Simpkin i86a 


— Crown  and  Embassy,  by  Kennedy,  po«t  8vo,  5s  H.Bokn 1855 

et  Aristides  Orationes,  Qr.,  with  English  Notes,  post  8vo,  6s  6d   Bdl  d:  Daldy  ..1840 

— — Select  Speeches,  trans,  with  Notes,  by  C.  M.  Kennedy,  post  8vo,  9*  ...  J,H.d:J.Parkeri%^i 

Demp8ey(^.Z>.)  Builder's  Guide  and  Price  Book,  1857,  8vo,  2ls  Auhley  1857 

Designs  for  Stations,  Engine-Houses,  &c.,  4to,  plates  fol.,  524  6d    ...  Atckley i8si 

Examples  of  Iron  Applied  to  Bailway  Structures,  4to,  lOs  6d Atcklty 1850 

* Roofs,  4to,  pUtes  fol..  Sis  6d   Atehley  1850 

• Inventor's  Manual,  &c.,  8to,  64 Weale 1843 

■  Machinery  of  the  19th  Century,  4to,  phitesfol.,  254     Atckley 185a 

Mechanical  and  Engineering  Bailway  Papers,  4to,  94 WeaU    ^^45 

Practical  Railway  Engineer,  4to,  364,  1849  ;  new  edit.,  524  Gd Weale    1855 

Ten  3ridge8,  with  Details,  4to,  IO4  6d   : .,.  Atckley 1856 

— —  Treatise  on  Locomotive  Engine,  12mo,  Is  6rf  ;  Atlas  to,  44  6«? Weale    1855 

— Tubular  and  other  Iron  Girder  Bridges,  12mo,  Is Weale     1850 

'■ Works  on  Bridges,  4to,  with  plates  fol.,  viz.  :— 

Series  1.  Malleable  Iron  Bridges,  524  6rf Atckley 1850 

2.  Brick  Bridges,  Se were  and  Culverts,  Sis  6d AtdUey  1850 

8.  Timbfer  Bridges  and  Viaducts,  3l4  6d   Atckley  185a 

4.  Iron  Bridges,  3I4  6rf Atckley  185a 

5.  Moving,  Iron  Suspension,  and  Oblique  Bridges,  Sis  M Atcklqf  185* 

Dempster  (7.)  Historia  Ecclesiastica  Scotorum,  2y.4to  BannalyneClubi^'i^ 

Dendy  {W.C.)  Beautiful  Islets  of  Britaine,  cr.  8vo,  lOs  6rf,  Longman,  57 — red.54  6d  Bickers  i860 

— —  Book  of  the  Nursery ;  Management  of  Infants,  12mo,  24  6d Bigkley 1854 

•— — Delineations  of  Diseases  of  the  Scalp,  4to,  124  6d Bigkley ^854 

Discourse  on  the  Birth  and  Pilgrimage  of  Thought,  16mo,  54  6d  L<mgman  1853 

Diseasesof  the  Skin,  2nd  edit.,  12mo,  Is  6<i   Betukaw    1846 

■  Handbook  of  the  Hebrides,  p.  8vo,  54  6d,  Longman,  1859— red.  to  84  Bicken i860 

'  Islets  of  the  Channel  Described, p.  8vo,  44 6rf,Zonflrf»ait, 58 ;red.to 24 6d  Bicken  i860 

Philosophy  of  Mystery,  8vo,  124   Lontman  1841 

>-  Remarks  on  Diseases  of  the  Skin  in  Children,  new  edit. ,  8vo,  64  6d BensJiaw    1 8  54 

■  ■     Varieties  of  Pock  Delineated  and  Described,  post  8vo,  44 Hiyhley 1853 

Denham(/./'.)Marriage  with  a  Deceased  Wife's  Sister,  8vo,  24 Simpkin 1847 

Spelling  and  Reading,  Pts.  1  to  3,  8rd  edit.,  12mo,  each  I4  6d Simpkin 1848 

(Jno.)  and  Waller  (E.)  Poems,  Notes  by  Gilfillan,  8vo,  44  6d   Nisbet .,.1857 

{3f.A.)  Slogans  of  the  North  of  England,  post  8vo,  64  6d  /.  B.  Smilk   ...1851 

—— (^^<).)  Poems  and  Snatches  of  Prose,  12mo,  84   ^ SmitkA  Elder  1845 

(W.H.)  Hints  to  Parents  on  Study  of  Medical  Profession,  18mo,  Ze  6d Vkun^iU  1837 

I>eniBon(^.^.)  Gothic  Architecture,  a  Lecture,  post  8vo,  84 BettADaldy...\Z^^ 

Lectures  on  Church  Building,  Bells  and  Clocks,  cr.  8vo,  74  6d Bdl  <k  Daldy.  ..1856 

Letters  on  **  Todd's  Discourses  on  Antichrist,"  12mo,  ^  6d Painter 1848 

'  Treatise  on  Clocks  and  Locks,  12mo,  Ss  6d Longman  1857 

Watches  and  Bells,  4th  edit.,  12mo,  84  6d  Virtue    i86a 

(6?.^.)  Analysis  of  **  Essays  and  Reviews,"  post  8vo,  Is  6rf,  sd.  ;  24,  cl SaundertdfO.  1861 

Church  Rate  a  National  Trust,  8vo,  IO4  6rf  ;  new  edit.,  8vo,  54  SannderttkO.   1861 

■  Defence  of,  with  all  the  Evidence,  roy.  8vo,  IO4 Masters 1856 

■  Proceedings  sgainst,  1854-6,  8vo,  54   Masten 1857 

'  Sermons  on  the  Real  Presence,  8vo,  84  6rf  Masters '855 

■  {H.)  Gulielmi  Shaksperii  Julius  Caesar,  8vo,  54 J.H^tkJ.ParkeriS^S 

{Jot,)  Analogy  for  Determining  Distance  of  Planets,  12mo,  24 JVkittaker 184a 

Dirges  of  the  Whigs,  12mo,  24 WkiUaker  1841 

Inquiry  into  (Government  Scheme  of  Education,  1 2mo,  I4  6rf   WkiUaker 1 841 

-  Introduction  to  Mathematics,  8vo,  94  Wkittaker 1840 

— —  Lectures  on  Arithmetic,  12mo,  84  6<2  Wkittaker 184a 

Nature,  Force,  &c.,  of  Gravitation  on  the  Planets,  12mo,  24 Wkittaker 1846 

— Paradise  Lost,  12mo,  24 Wkittaker 1841 

■  Philosophy  of  the  Turf,  18mo,  24 Wkittaker 1840 

— Principles  of  Determining  Measures  of  Areas,  &c.,  12mo,  2t  dd   Wkittaker 1844. 

Remorse  of  Orestes,  Poems,  12mo,  58 Wkittaker 1841 

•■  Supplement  to  EucUd,  8vo,  84;  Appendices  to,  8vo,  24 Wkittaker 1840 
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Deniaon  {Jos.)  TheoTy  of  OntTitation,  poet  8to,  8«  6d WhiUaher  . 

Treatifle  on  Mechanics,  8vo,  7« WhiUaker  . 

— (Mar^A.)  Days  and  Ways  of  the  Cocked  Hate,  12mo,  7f New  York  . 

Home  Kctures,  12mo,  1«  6d,  (7.  If.  Clarke ;  16mo,  2j  6d  Darton  .... 

'  12mo,  6«  6d New  Yoj-k  . 


What  Not,  12mo,  6»  Philadelphia, 


~{W.Ii.)  Cricketer's  GompanioD,  12mo,  2$  6d    Simpkin.. 


Denman  (Lord)  Law  of  Landlord  and  Tenant,  Debtor  and  Creditor,  8yo,  22t^d Virtue 

{Tho.)  Aphorisms  on  Practical  Obatetricy,  32mo,  2»  W E.  Cox  

Obstetrician's  Vade-Mecum,  by  Ryan,  12mo,  9f E.  Cox  

and  Macintosh,  Elements  of  Obstetricy,  by  Rogers,  18mo,  4«  6d H.  ffttghes 

Denmark  and  the  Duchies,  with  the  Snocession'of  the  Busso-Gottaip  Line,  8to,  20  6d  Boone    

Bennetiy  {H.E.)  Church  of  the  First  Three  Centuries,  8vo,  i$  Doltnan 

Dennie  (TT./T.)  Narrative  of  the  Campaigns  in  Affghanistan,  12mo,  5s Longman  .. 

Dennis  {Geo.)  Cid  ;  Chronicle  of  the  Poetry  of  Spain,  18mo,  1$  6d  0.  Cox  

Cities  and  Cemeteries  of  Etmria,  2  v.  8vo,  i2» Murray 

Sommer  in  Andalusia,  2  v.  8vo,  lis  Bentley 

{Jem.)  Landscape  (hardener,  8vo,  6«  ;  cold.  9» Ridffway    .. 

-Tracts  on  Church  Bieform,  &c.,  12mo,  5s  WhiUaker.. 


•(/no.)  Pioneer  of  Progress  ;  or  the  Early  Closing  Movement,  post  8vo,  2s  6d     Hamilton 

Poems,  12mo,  is  6d Longman  . 

-(J.C.)  Weather,  Diurnal  Kegister  for  the  Study  of,  4to,  5s C.  Wilson  . 


DennisUm  {Jos.)  Memoirs  of  Sir  R.  Strange  and  of  A.  Lumsden,  2  v.  p.  8to,  21s  ...  Longman 
the  Dukes  of  (Jrbino,  8  t.  8to,  i$s Longman 


Peniel;  or,  the  Angel  Wrestling,  &c.,  18mo,  Is  Judd  «k  Glass 
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Deponte  {Loui*\  Meditations  on  the  Mysteries  of  Our  Faith,  6  v.  12mo,  ISs T.JUchardsoniSsz-S 


Denny  (E.)  Chart,  "  ThePeastof  the  Lord,"  2«;  mounted  with  roller,  11« Nisbet 

Hymns  and  Poems,  12mo,  3s Gregg 

Sketch  of  Prophecy,  ISroo,  1*    Nithet 

—  Two  Charts  of  the  Seventy  Weeks  of  Daniel,  with  Companion,  16s ;  rol.  30tf  Nisbet 


'{Hen.)  Monographia  Anoplurorum  Britannie,  8vo,  81s  6c{ ff.  Bohn 

Pselaphidarum,  &c.,  8vo,  12i H.  Bohn 


— (ir./T.)  Lent  Sermons:  Cure  and  Begimen  of  the  Soul,  12mo,  2s  ^ ^  RivingUm  

Dennys  {E.N.)  The  Alpha  :  a  Bevelation,  but  no  Mystery,  post  8vo,  Zs^d  Whi^ld  

(N.B.)  Cruise  of  the  St.  Geoi^  during  1861-62,  8to,  10«  6d Saundersd:  0. 

Denominational  Beason  Why,  post  8vo,  3«  6<2  Houlston   .... 

Dent  ( Car.)  Thoughts  and  Sketches  in  Verse,  12mo,  5«  A.  Hall 

(/WdL)  Treatise  on  Clock  and  Watchwork,  12mo,  2«   Longman  

Denton  (/>.)  Description  of  New  York  in  1670,  8yo,  6«;  new  edit.,  4tOy  30«  New  York 

(7.  £r.)  Drainage  of  Lands  and  Sewerage  of  Towns,  8vo,  St  WeaU 

Land  Drainage  and  Drainage  Systems,  8to,  2s  6d Ridgway    

Method  of  Model  Mapping,  8vo,  is Weale.. 


{Mat.)  Moral  and  BeL  AneMotes,  12mo,  2s ;   2nd  series,  2< ;  8rd  series,  Is  6d  Partridge  

{W.)  Commentary  on  the  Gospels,  Advent  to  Easter,  8vo,  15s BellA  Daldy... 

Easter  to  16th  Sunday  after  Trinity,  14»...  Bellds  Daldy... 

Servia  and  the  Servians,  post  8vo,  98  6c{ Bell tk Daldy... 

Daiton  Hall ;  or,  the  Bough  Diamond,  a  Novel,  3  v.  post  8vo,  3l8  6c2 Boone 

De  Pambour  {Count)  Iiocomotive  Engines,  Practical  Treatise  on,  new  edit.,  8vo,  18<...   Weale 

Theory  of  the  Steam  Engine,  8vo,  12* Weale 

De  Pinna  (y.)  Vocalist's  Preceptor,  folio,  10«  6d Simpkin 

DePLuicy  (/.(7.)  Legends  of  the  Blessed  Virgin,  12mo,  3«  6<l    Dolman 

• Commandments  of  God,  12mo,  2s  6d Dolman 

— Seven  Capital  Sins,  12mo,  2s  6d Dolman 

De  Poix-Tyrel  (/.)  Grammar  of  Household  Words,  English  and  French,  12n)io,  4<  6d  Longman  

: Germ.,  12mo,  is  6d  Longman  

-  English,  (German,  French,  and  Italian,  oblong,  10<  6(2...  Longman 


Dc  Pont^  {Mad.)  Notices  on  Poets  and  Poetry  of  Germany,  2  v.  post  8vo,  18* Chapmande H. 

Ift,  PoBai:KT  {P.)  Educational  akd  othrr  Wojiks,  vi«.  :«— 

Foreign  Beady  Beckoner  of  Monies,  Weights,  ^.,  new  edit.,  12mo,  2*  6d    Simpkin. 

Franc  Bavard  ;  or,  Key  to  Sequel  to  Tr6sor,  12mo,  3*  6d  Simpkin. 

France  Historique  et  G^graphique,  12mo,  3*602 Simpkiti. 

French  Conversational  Exercises,  12mo,  3s6c2;  Key  to,  1*    Simpkin. 

Dictionary,  11th  edit.,  18mo,  is  6d Simpkin. 

Gendera,  printed  Blue  and  Bed,  12mo,  2*  6d Simpkin. 

Grammar,  12mo,  25th  edit.,  8*  6rf  ;  Key  to,  1* Simpkin. 

Grammatical  Annotations,  I7th  edit.,  12mo,  1*  6d   Simpkin. 

Beading  Book,  First,  12mo,  2s  6d    Simpkin. 

Spelling  and  Grammar,  12mo,  2*  6c2 Simpkin. 

-Versions,  12mo,  8*  6d    Simpkin. 


Gezxoan  Phraseology,  12mo,  3*  6<2 Simpkin.. 

Beading  Book,  First,  12mo,  Zs  6d  Simpkin.. 

Trisor,  12mo,  3*  6d  ;  Key  to,  8a  6d   Simpkin.. 

Histoire  d'Angleterre,  12mo,  3*6^;  Questions  on,  12mo,  Is  6d  Simpkin.. 

de  France,  new  edit.,  12mo,  3*6(2 Simpkin.. 

Napoleon  L,  12mo,  3*  6d    Simpkin.. 
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Dk  Porqurt  (F.  jEDUOinoifAL  and  othkr  Works — continued. 

History  of  England,  for  l^etranslation,  12mo,  3«  6rf Simpl-in x^S^^S 

Idioms  to  Tarn  into  French,  12mo,  3«  6rf  ;  Key  to,  16th  edit.,  3»  6d    Simpkin i860 

Interlocutor;  or.  Complement  du  Tr6hor,  12mo,  3«  Crf  Sim2ikin 1837 

Italian  Grammar,  12mo,  8«  6rf  ;  Key  to,  2*  6d  Simpkin 1854 

— Grammatical  Annotations,  12mo,  2s Simpkin 1850 

Language,  New  Key  to,  12mo,  3«  6d Simpkin 1854. 

Phrase  and  Dialogue  Book,  12mo,  Zs  6d  Simpkin 1850 

Reading  Book,  Ut,12mo,S«6rf,  59;  2nd  (Pellico,  Mie  Prigione),  ZsCd Simpkin 1859 

Tr6aor,  new  edit.,  12mo,  Zs  6d  ;  Key  to,  4s  6d  Simpkfn '855 

and  Knglish  Conversations,  12mo,  Zs  6d Simpkin 1848 

French  Conversations,  12mo,  3«  6c2 Simpkin 1853 


Latin  Trdsor,  12mo,  3»  6d  ;  Key  to,  8« Simpkin 1832, 

Lettres  de  Madame  de  Praslin,  12mo,  3«  i5d Simpkin 1848 

M6thode  pour  Enselgner  T Anglais  aux  Etrangdres,  1 6mo,  Zs  (id Simpkin 1 848 

IVisian  Conversations,  28th  edit.,  12mo,  Zs  Gd  Simpkin 1855 

Phraseology,  new  edit.,  12mo,  2s  6d  ;  Introduction  to,  12mo,  Is  6d  ...  Simpkin 18&0 

Petit  Vocabulaire,  12mo,  Is  Gd  * Simpkin 1850 

Portuguese  Tr&or,  12mo,  3«  6(Z  ;  Key  to,  3# Sim}ikin 1840 

Premier  Cours  de  Litt^rature  ;  or,  French  Poetical  Gift,  12mo,  Zs  6d Simpkin 1850 

Premiers  Pas  &  la  Langue  Fran^aise,  12mo,  2s  6d    Simpkin 1850 

Baccolta  di  Novelle  veremente  Moral i,  32mo,  Zs  6d De  Parquet    ...1850 

Secretaire  Italien,  12mo,  Zs6d;  Key  to,  Zs  Cid   Simpkin 1839 

Parisien,  12mo,  Zs6d;  Key  to,  Zs  M Simpkin 1858 

Spanish  Phraseology,  12mo,  3«  6d Simpkin 1851 

—  Trdsor,  12mOf  Zs6d;  Key  to,  3«  6(i Simpkin 1840 

System  of  Teaching  French  to  the  English,  2nd  edit.,  12mo,  Zs  6d   De  PorquH    ...  184$ 

The&tre  des  Jeunes  Demoiselles,  12mo,  3«  6c/,  1839;  Gens,  ZsQd Simpkin 1839 

Traducteur  Parisien,  18th  edit.,  12mo,  3»  6(i  Simpkin i860 

Trdsor  de  TEcolier  Fran^ais,  38th  edit.,  12mo,  3«  6d;  Key  to,  Zs  Qd    Simpkin x86i 

Voyage  de  Six  Semaines  en  France,  12mo,  Zs  6d Simpkin 1850 

De  Porquet  {P.F.)  Use,  Abuse,  and  Culture  of  the  Gorse,  post  Svo,  2s  6d  Wedlake 1856 

Depositions  in  Criminal  Cases,  York  Castle  (Sa?c.  17),  8vo,  15< Surtees  Sorifty  1S61 

of  Richard  III.,  Poems  on,  edited  by  T.  Wright CVimrfwi  5or.  183S-9 

■  respecting  the  Rebellion  of  1569,  Witchcraft,  &c.,  1311  to  1600,  Svo,  15s  Surtees  Society  1845 

De  Presaense  (AW.)  The  Religions  before  Christ,  transl.  by  L.  Corkran,  Svo,  7s  6d...  Hamilton iS6a 

'  (Mad.)  Rosa,  a  Story,  by  Mrs.  J.  0.  Fletcher,  12mo,  2s Rmtledge 1S61 

The  White  House  at  St.  R6al,  from  the  French,  12mo,  6a ,  See1<if 186a 

De  Priester  (Mile.)  Rosalie  ;  or,  the  Truth  Shall  Make  You  Free,  12mo,  Zs^d   A. Hall 1856 

De  Puy  (H.  W.)  Louis  Napoleon  and  the  Buonaparte  Family,  cr.  Svo,  6« iV'cfr  York 1856 

De  Quatrefages  (A.)  Naturalist  on  the  Coasts  of  France,  Spain,  &c.,  2^  p.  Svo,  15s  Lonfjman   1857 

De  Quincy  (A.C.)  Essay  on  Imitation  of  the  Fine  Arts,  by  Kent,  Svo,  ns  Smith  A-  Elder .  ^^^7 

De  Quinoey  (Tho.)  Works,  14  v.  cr.  Svo,  each  7s  M^  Ilorjg^  57;  n.e.,  15  v.  ea.  is  6rf  Longman   186a 

1.  Confessions  of  an  English  Opium  Eater. — 2.  Recollections  of  the  Lakes. —  ~ 

8.  Immanuel  Kant,  &c. — 4.  The  Mail  Coach,  &c. — 5.  Dr.  Parr,  &C.--6.  Richard 
Bentley,  &c. — 7.  Protestantism,  &c. — 8.  Leaders  in  Literature. — 9.  The  Caesars, 
&c.— 10.  Style  and  Rhetoric. — 11.  Coleridge  and  Opium  Eating. — 12.  Miscel- 
lanies.— 18.  Art  of  Conversation,  &c. — 14.  Autobiographical  Sketches. — 15. 
Biographies. 

■ China,  reprinted  from  "  Titan,"  with  Additions,  Svo,  2s  Qd ^ogg  d:  Son  ...  iSct 

— Confessions  of  an  English  Opium  Eater,  new  edit.,  12mo,  2s  ^d     Tallant  »  854 

Letters  on  Self- Education,  12mo,  5«  Longman   .iS6x 

• Logic  of  Political  Economy,  Svo,  7s  td Blackwood^    ..'1844. 

Derby  (£.J7.)  Letters  of  a  Jurist  on  Catholicism,  12mo,  6a    « Boston^  IT.S,,..\%^ 

Derbyshire  (d.)  Native  Scenes  and  other  Poems,  12mo,  la  6<2    Lorigman   !i8co 

Derbyshire  Journey  Book,  square,  2a  6rf   Knight   !!isii 

Dercsenyis  ( Baron)  Researches  for  a  Remedy  aga inst  Communism,  Svo,  4a   Shihinglaw    . . '  1 8  J-r 

De  Regnier  (Mlle.M.  F.)  Celine,  Histoire  d*une  Emigr6e,  2  v.  2a  6rf Rolandl *  ]  ,  g't ^ 

De  Reumont  (A If.)  Carafau  of  Maddaloni :  Naples  under  Spain,  post  Svo,  Sa  6d H.Bohn - .  1 8^6 

Dering  (C.^.T.)  Sermons,  12mo,  6a  Rivington    ....Iligl^ 

■  Sketches  of  Human  Life,  12mo,  3a  6d  .* Rivington    ...        isl^i 

-  (B.C.)  Poems,  12mo,  5a Bvbh  .T  iS6o 

(E.H.)  A  Great  Sensation,  3  v.  post  Svo,  81a  6<i Hursts  /?.    !".iS6at 

Lethelier  :  a  Novel,  2  v.  post  Svo,  21a  Hursts  B.         '»c/: 


(Mrs.R.)  Child^s  Christmas  Companion,  sq.,  la  6c? Madden. 


»S5i 


Gatherings  from  the  Scriptures,  in  Verse,  82mo,  la  6rf    Werthtim   *  i8.is 

—  Humble  Sorrows,  and  other  Poems,  Svo,  12a    Oroombridtfc  .!!i8T^ 


Dermott  (0.  D. )  Arteries  connected  with  Aneurism,  Illustrations,  f ol. ,  80a   Highleg .' !  1 8 

De  Ros  (Lord)  Field  Movements  for  a  Division  of  Cavalry,  4to,  10a  6d     Parker d' Son [.[t  s^ * 

Tour  in  the  Principalities,  1835-6,  post  Svo,  4a  6d Parker d:  l^'^n     x%^ 

— — Yeomanry  Regulations,  Svo,  new  edit.,  8a    Parker d- Son.,,  t^ 

Young  Officer's  Companion  :  Military  Duties,  &c.,  iwst  Svo,  Qs Parker  d: Son  \.  i  sf  5 

Derry  (E.)  Sebastopol,  and  other  Poems,  12mo,  3«  6rf A.  Jlali *  18 

De  Rndelle's  Conjugating  Dictionary  of  French  Verbs,  Svo,  5a  Duhu     ...  .       ^9^^ 

Derwent,  and  other  Poems,  l2mo,  5a mUUaker  .  iS^* 


1836-1862]  DERWENTWATER DEVEY  SOI 

DerwentwAter  {Earl)  Memoirs  of,  by  Gibson  (Dilston  Hall),  8vo,  12.*;  roy.  8vo,  ISnCtd  Tjontjman    1850 

De  8acy  {A. J.)  Principles  of  Q«nenU  Grammar,  tnins.  by  Fosclick,  12mo,  is Aju'twer,  U.S.  1837 

Be  Sale,  Selection  from  letters,  tiaufl.  by  Mrs.  Bagot,  Srd  edit.,  12mo,  1«  6rf Maittcra 1859 

De  Sales  (SlF.)  Letters,  translated  by  Mrs.  Bagot,  3rd  edit.,  12mo,  U  Bd  Afaslera 1859 

I^fe,  by  R.  Omsby,  12mo,  2»  6d    Uttrnt    1857 

Love  of  God,  a  Tr^itise,  8vo,  10«   Keating 1835 

PhUotheca,  or  Introduction  to  the  Devout  Life,  12mo,  Is    T. Ri chard 9ijn  .i%^i 

Dcsanetis  (Z.)  Popery  and  Jesuitism  at  Home,  19th  Century,  12mo,  1<  6<i  Wirtheim  1854 

De  Saalcy  {F.)  Journey  Bound  the  Dead  Sea  and  in  Bible  Lands,  2  v.  8vo,  80<  Btntley 1853 

De  Sanmares '(^<i.)  Memoiraand  Correspondence,  by  Sir  J.  Ross,  2  v.  8vo,  28t BenlUy 1838 

Dea  Garolles  {A,)  Two  French  Artistsin  Spain,  tran.  by  Macfarlane,  8vo,  1<  \  cL  \t  Bd  Jloutledge  1851 

DesCarridiea  (A,J.)  French  Phrasee,  new  edit.,  12mo,  8«  6d Whittaker 1855 

Histoire  de  France,  par  Tarver  et  Delille,  12mo,  7» Whittaker 1856 

Descaztea  {Ji,)  Meditations,  &c,  from  his  Principles  of  Philosophy,  12mo,  3« Simphin 1854 

— ^^-~—  Method  of  rightly  conducting  Reason  and  Seeking  Truth,  ]2mo,  2t  ...  Simpkin 1854 

Desehamp  (^ino.)  Scenery  and  Reminiaoenoes  of  Ceylon,  fol.  42f — cold.  63« Ackcrmann   ...1845 

Deschapelka  (if.)  Treatise  on  Whist,  with  Laws,  2  y.  poat  8vo,  each  8«    Hookham  1839 

Description  of  the  Gas,  Water,  and  other  large  Works  in  United  States,  8vo,  6« WeaU    1840 

Deseriptive  Catalogue  of  Antiquities  in  the  Museum,  Belfast,  1 852,  8 vo,  1<  6<2    J.  R.  Smith  ...1853 

Geography,  with  Popular  Statistics,  18mo,  new  edit.,  2« Parherd: Scn...i%$% 

Key  to  H.  B.*s  Sketches,  8vo,  18»  M'Lean 1841 

Tour  in  Scotland,  8vo,  12«  Whittaker 1840 

Des  Edierolles  (J2ex.)  Private  life  and  Public  Calamities  0^  2  v.  post  8vo,  18<  Benfley 1853 

De  Sepcea  (P.  r.)  Alwidgment  of  Sacred  History,  12mo,  IsM Simpkin 1850 

Deslum  {M.C)  Cold  and  Consumption,  Treatise,  8vo,  7«  6<2,  1847 ;  ch.  ed.,  8vo,  2t  M  Ret4$haw    1848 

Detigns  and  Bzamples  of  Cottagea,  Yillas,  and  Country  Houses,  4to,  21< Weale    1856 

—  for  Gates  for  Lodges,  imp.  4to,  42« WeaU    1841 

Glebe  Houses  and  Rural  Cottages,  oU.  4to,  12« J.  MitcheU    ...1841 

-Shop Fronts,  Style  of  Louis  XIV.,  4to,  12»  Atchley 1846 


of  GaUnet  Furniture,  with  Book  of  Prices,  4U>,  68s  Wilcoxon  i8$6 

Desk  Directory,  1857, 18mo,  9« (^room&ru^c...  1857 

DesiyoB  {M,)  Fr^ch  Dialogues,  12mo,  2f  6d,  1843  ;  French  Tutor,  12mo,  4« A,  Hail 1846 

Des  Midid  (jr.)  History  of  the  Middle  Ages,  by  Jones,  12mo,  6s  6(2  Nvit  1841 

Despaid  {Q.P.)  Hope  Deferred  not  Lost ;  or.  Mission  to  Patagonia,  2nd  ed.,  fcap.  b$  NiAti    1854 

Despaidifis  of  Viaoouttt  Hardinge,  Baron  Gough,  and  Sir  H.  Smith,  8vo,  6s OUitier 1846 

Desises  (P.S.)  Apocalypse  Fulfifled  ;  an  Answer  to  Dr.  Cumming,  Srd  edit,  8vo,  12s  Longman  1861 

Book  oi  Jonah  Illustrated  by  Discoveries  at  Nineveh,  12mo,  2a  ^d  ...  Jw]UiikOlas8...iS$y 

De  Stael  (Mdme,)  and  the  Grand  Duchess  Louise  ;  Correspondence  of,  8vo,  10s  6<2...  Saunden  ds  0.  i86a 

Corinne,  or  Italy,  new  edit.,  12mo,  2s Ward  ds  Lock  .1856 

Idfe  and  Times  o^  by  Maria  Norris,  post  8vo,  9«  Bogtte    1853 

De  Stuns  (T.i).)  Phonography;  or.  Writing  of  Sounds,  8vo,  10«  E.  WiUim 1842 

Destiny,  a  Poem,  fcap.  8vo,  8s  6<f Saunden  dsO.  i860 

of  the  Jews,  and  their  Connection  with  the  Gentiles,  fcap.  8to,  9s MtUcKard 1841 

Des^netive  Character  of  the  Church  of  Rome,  18mo,  2s  6d Painter 1848 

Detadied  Thoughts,  by  the  Widow  of  an  Irish  dergyman,  24mo,  2s Nisbet    1840 

Deteetive^a  Note  Book,  edited  by  Charles  Martel,  12mo,  2s Ward  d:  Lock  ,i%6o 

DeTeianer  (Q.F.)  Companion  to  the  Lord's  Supper,  18mo,  2s  6<2 Hatchard 1852 

PIlun  Words  upon  the  Lord's  Supper,  12mo,  2s  6ci  Hatchard 1851 

DeToeqveviUe  (A.)  Democracy  in  America,4v.8vo,49«,Stxtt}u20r«,4o;  n.e.,2v.8vo,21«  Longman  i86a 

Memoir,  Letters,  and  Remains,  2  v.  post  8vo,  21« MacmUlan 1861 

^ State  of  Society  in  France  before  the  Revolution,  8vo,  14s   Murray 1856 

D€utsdiea  Theater— Modem  German  PUys,  ed.  by  Dr.  Boocheim,  12mo,  Pt.  1, 2s  6d...   WUliami  dt  i^.  i860 

Deux  Perroqoets ;  French  Dialogues  for  Ladies,  12mo,  1850,  4s  ;  2nd  edit.,  3s Nvit i86a 

De  Ya]aM7(lf.^.)  Entente  Cordiale;  or.  Guide  to  Pkris,12mo,  3s  6<2  A,  Hall 1855 

De  Teanz  (/.)  Memdr,  by  R.  W.  Gibbea,  8vo,  12« Wiley     1846 

DeYeie  (SirA.)  Julian  the  Apostate  and  Duke  of  Mercia,  Dramas,  12mo,  8s  6d Pickering 1859 

Mazy  Tudor,  a  Drama,  and  other  Poems,  12mo,  8s    Pidtering 1847 

May  Cazola,  12mo,  5s Lor^man  1857 

Poetical  and  Dramatic  Works,  complete,  8  v.  12mo,  16s  Pickering 1859 

— Sisters^  Inisfail,  and  other  Poems,  fcap.  8vo,  5s Longman  1861 

Song  of  Faith,  and  other  Sonnets,  12mo,  8s' Pickering  184a 

Wanderings  in  Greece  and  Turkey,  2  v.  p.  8vo,  21s,  1850;  n.e.,10s  6d  Bentleg 1854 

(A. r.)  English  Misrule  and  Irish  Misdeeds,  post  8vo,  7«  6d Murray 1848 

Poems,  Sacred  and  MisoeUaneous,  12mo,  4s  6d  Bums    1854 

Search  after  Proserpine,  and  other  Poems,  12mo,  7s  6d J.HJsJ.ParkeriZ^ 

Waldensea,  and  other  Poems,  12mo,  7s  6d  JMJ:J,ParkeriZ^% 

-  (Florence)  Eugenie  ;  or,  the  Spanish  Bride,  a  Tragedy,  post  8vo,  7#  6d Ward  d}  Lock  .18*7 

■ (lf.5.)  Leaves  from  the  Book  of  Nature,  12mo,  3s  6<i  /as.  ^^cib^ooci  1856 

{S.)  Outlines  of  Comparative  Philology,  12mo,  6s New  York 1853 

— — Stray  Leaves  from  the  Book  of  Nature,  12mo,  5s  New  York 1855 

DevereD,  a  If ovel,  8  v.  post  8vo,  81s  6(i   Chapman  d!  H.iZ $6 

Devereux  {Earls)  lives  and  Letters  of ,  1540-1646,  2  v.  8vo,  80s Murray 185a 

De  Vlricour  (X.JZoy.)  Historical  Analysis  of  Christian  Civilization,  n.  e.,  p.  8vo,  6s...  J.  Chapman  ...1853 
De  Vertoeil  (L,A.)  THnidad  ;  its  Geography,  Resources,  Administration,  8vo,  21s  ...  Wardd:  Lock  ..1858 
Devey  (E,C.)  PKitiwtint'a  Armour  ;  or,  Believer's  Antidote,  2nd  ed.,  fcap.  8vo,  3s  6(f  Longman   1861 

2  n 
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Deyey  (/.)  Mannal  of  Logic  ;  or,  the  Science  of  Inference,  poet  8vo,  5<  JT.Bohn 1854 

De  Yigny  (A.)  Cinq  Mara,  an  Historical  Romance,  tranaL  by  W.  Hazlitt,  p.  8ro,  2$...  JI.Bohn  x86o 

Devil  in  Turkey  ;  or,  Scenes  in  Constantinople,  3t.  p.  8to,  31»  6(2, 1S50;  n.e.,  10s  6cl  E,  WiUon  1853 

Bevirs  Excursion,  and  other  Poems,  Sto,  1« ffardteieke 1856 

Devises,  a  History,  Military  and  Municipal,  of  the  Borough  and  Potteme,  8vo,  25«...  Loiignum  ..'....i860 

Devon  (Fred.)  Extracts,  Pell  Records,  Jas.  L,  roy.  8vo,  21#;  4to,  80» Rodtedl 1836 

Hen.  III.  to  Hen.  VI.,  roy.  8vo,  80«  ;  4to,  40s Mwrrcaf 1837 

Issue  Roll  Thomas  de  Brantingham,  roy.  8vo,  25«  ;  4to,  35* Rodwdl 1835 

Devonshire  and  Cornwall  Directory,  roy.  8vo,  25« Kelly 1856 

Dialogue,  with  Qloesary,  by  GNratkin,  12mo,  8s  (kl  WhxUaker 1839 

Palmer,  12mo,  6$  Longman  1837 

History,  Gazetteer,  &o.,  of,  by  W.  White,  12mo,  12«  6d Simptm 1850 

-  Names  and  Places,  Reflections  on,  12mo,  10*64  Simjpkin 1845 

Pedigrees  :  Visitation,  1620,  by  J.  Tuckett,  4to,  Pts.  1  and  2,  each  fis  ...  J.R.Smiik 1859 

Devotional  Aids  :  Reflections  and  Prayers,  by  a  Churchman,  12mo,  Is  6d Longman  1848 

Exercises  for  the  Closet  for  Every  Day  in  the  Year,  8vo,  6s BariUU 1845 

Helps  for  Seasons  of  Christian  Tear,  82mo,  V.  1,  8s,  1859 ;  V.  2,  2s  6d...  Matten x86i 

-  Poetiy;  Reign  Q.  Elisabeth,  2  v.  18mo    Parker  Soe.  ...1845 

Psalter ;  or,  Saered  Meditations  for  Every  Day,  ftc.,  S2mo,  2s  6d HandUon  1835 


-  Theology  of  Rome:  Liguori's  Glories  of  Mary,  demy  8vo,  Is  6rf Modey  1S56 

Devotions  for  Confession  and  Communion,  edit,  by  B.  Caiswall,  82mo,  3s  6(2    Bwmt 1849 

Passion  Week  and  Easter,  18mo,  4s Bums    1842 

the  Holy  Communion,  from  various  Authors,  18mo,  2s  6(2  Toofvey    1843 

Sick,  Prayers  and  Thanksgiving,  12mo,  2s  6(2 J.H.Aj^Parlxril^z 

- — — Room,  12mo,  2s  6(2  Modeif  1843 

on  the  Passion  of  Our  Saviour,  18mo,  4s,  Burnt;  18mo,  5s Toovey   1844. 

Devout  Musings  on  the  Book  of  Psalms,  2  v.  32mo,  6s  Bdld:  IkUdg...i%s^ 

Dew  of  Hermon  ;  or,  Zion's  Daily  Sacrifice,  roy.  82mo,  8s  6d^  1838 ;  2nd  edit.,  2s...  ffanUUon  1854 

De  Wahl  {A  nne)  Practical  Hints  on  Training  Girls  at  School,  12mo,  8s    Parker  tb  Son. . .  1 847 

De  Wailly  {M.)  Stella  and  Vanessa,  2  v.  post  8vo,  21s,  Bentley  ;  12mo,  Is  6d Ward  de  Lock.  „i%s^ 

Dewar  {Dan. )  Atonement :  its  Nature,  Reality,  &c. ,  8s  6(2,  Ward ;  8rd  ed. ,  8 vo,  7s  M  Niabet    1 860 

Believer's  Charter,  12mb,  4s Ward 1851 

■  Body  of  Divinity,  8vo,  22s FuUarton  n.d. 

Discourses,  Communion  Services  Church  of  Scotland,  post  8vo,  6s   ...  McPhun    1861 

Evidences  of  Divine  Revektion,  p.  8vo,  7s6(2,  BouUton,  1851;  2e.,  5s  Ward 1859 

Manual  of  Family  and  Private  Devotion,  imp.  8vo,  22s  ;  sm.  4to,  25s  Fullarton  1854 

'  Personality,  Divinity,  and  Agency  of  Holy  Spirit,  8vo,  5s,  1 847 ;  n.  e. ,  3s  6c2  Ward 1 8  5a 

— Progressive  Development  of  Plan  of  Redemption,  roy.  8vo,  22s FuUarttm  n.d, 

■View  of  Church  Doctrines,  Government,  &c.,  roy.  8vo,  22s  FuUarion  1845 


(E.H.)  German  Theolojgy,  Brief  History  of,  12mo,  5s J.H.JtJ,PaTktri%^ 

Dewdney  (Edm.)  Divine  Providence,  Treatise  on,  with  Memoir,  12mo,  5s  6(2  ffamilton  1848 

Dew  Drop  (The),  ISmo,  Is Ward 1849 

«— Drops  for  the  Opening  Bud  :  Scripture  Texts,  82mo,  2s MwrraydtS.  ...1854 

Dew  (7*.)  Digest  of  Laws,  Manners,  and  Customs  of  Anc.  and  Mod.  Nations,  8vo,  12s  New  York 1854 

Dewees  (W,P.)  Diseases  of  Females,  10th  edit.,  8vo,  18s Philaddpkia     1854 

System  of  Midwifery,  11th  edit,  8vo,  18s Philadelphia... li ^4. 

Treatment  of  Children,  Phyrical  and  Moral,  10th  edit.,  8vo,  18s Philadelphia     1855 

D'Bwes  (/.)  China,  Australia,  and  Islands  of  the  Pacific,  post  8vo,  10s  6(2 Bentiey  1857 

Sporting  Adventures  in  Many  Lands,  p.  8vo,  6s^  1857 ;  n.  e.,  12mo,  2s  BouU^e  186a 

{Sir  8. )  Autobiography  and  Correspondence,  by  Halliwell,  2  v.  8 vo,  28s Bentiey  1845 

Diary  of  his  College  Life,  Time  of  James  I.,  post  8vo,  5$ Parker  A  Son... i^^i 

DeWette  (IT. if.X.)  Introduction  to  New  Testament,  8vo,  12s Boston.U.S,  ...1858 

Old  Test.,  by  Parker,  2v.8vo,80s,  1843— red.24s  J.Chapman  ...1850 

— — Theodore;  or,  the  Sceptic's  Conversion,  2  v.  12mo,  13s BosU>n,US,  ...1S49 

De  Wette  (W.)  Human  life;  or.  Practical  Ethics,  new  edit.,  2  v.  12mo,  12s Botkm,UJS.  ...1856 

Dewey  (0.)  American  Morals  and  Manners,  8vo,  Is    J.Chapman  ...1844 

Discourses  on  Human  Life,  12mo,  7s  6(2,  Fox,  1847  ;  n.  e.,  4s J.Chapman  ...1851 

Various  Subjects,  new  edit.,  12mo,  it  C.Fox    1840 

Moral  Views  of  Commerce,  Society,  Politics,  &o.,  12mo,  6s  CLPoac 1838 

Old  World  and  the  New  :  Tour  in  Europe,  new  edit.,  2  v.  12mo,  8s  6(2    C.Fox 1851 

Theological  Works,  post  8vo,  7s,  Chifin,  1847  ;  new  edit.,  6s  JCh^pman   ...1854 

De  Wezele's  Dissolving  Views  :  Travels,  post  8vo,  6s  6(2 Bennett  1859 

Dewhurst  (C?^.)  Parent's  Gift  to  Baptised  Children,  12mo,  4s Hamilton  1835 

\n.W.)  Silkworm,  Natural  Hist,  and  Management  of,  2nded.,  18mo,  2s  6(2  Bennett  1839 

De  Witt  (C.)  Joffersonand  the  American  Democracy,  transL  byR.S.H.Churoh,  8vo,  14s  Longman   i86x 

Dewsland  {Edg.)  Dudleys,  a  Tale,  post  8vo,  10s  6<2 .% Jat.  Blackwoodit^Q 

Dexter  (H^.J»f.)  Secret  Thoughts,  12mo,  bt    Boston,  U.S....i%^ 

(T.E.)  Animal  and  Vegetable  Substances  used  in  the  Arts,  new  ed.,  12mo,  2s  Qrowmbridge  ...1861 

Text-Book  of  Mineral  Substances,  12mo,  2s Grownhridge  ...itt'S^ 

D'Eyncourt  ((7. T.)  Eustace,  an  Elegy,  roy.  8vo,  7s  6<2 SawndersA  0.  1851 

De  Younge  {Annem.)  Joy ;  or,  New  Dramatical  Charades,  lUust,  imp.  16mo,  8s  6(2  Jas.  BlackwoodiUt 

Diaconia  ;  or.  Thoughts  on  the  Ministry,  from  Writings  of  Godly  Men,  18mo,  Is Whittaker 185* 

Diadem  ;  a  Book  for  the  Boudoir,  edited  by  Miss  Sheridan,  imp.  4to,  81s  6(2 Smith  &  Elder^\%\% 

Dialect  of  Leeds  and  its  Neighbourhood,  with  Copious  Glossary,  fcap.  8vo,  6s J.R.Smith 1861 

Dialogue  of  the  Knowledge  of  the  Supreme  Lord,  8vo>  12s BeUdtDaldy    1856 
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Bialogne  of  the  Sages,  Prose  and  Poetry,  8to  .' Osttanie  Soe..„ 

Diakgoesof  Salomanand  Satarnus,  &e.,  edit,  by  Kemble,  8to JClfricSoc.  ... 

on  Bivine  ProTidence,  by  a  Fellow  of  a  College,  12mo,  8«  6«i Parker  ds  Son    1856 

■  Ks»y»  and  BeWewa,  8yo,  7<  6d   Broom  i86a 

UniTenal  Bestitation,  cr.  8vo,  3«  ed Freeman    1855 

DUnumd  Sng.  and  Fr.  Dictionary,  32mo^  3f  6d  ;  Fr.  andBng.,  2«6c{ ;  complete,  5«  6<2  Orr    1847 

FUnist^  24mo,  4b Ackermann   ...1836 

FOeketAtlaa,  S2mo,  \%M Griffin    1851 

Wnatb;  or,  the  Ptioe  of  a  Son],  2nd  edit,  18mo,  1« Hamilton  1861 

KiBundsaiidDnst:  Gninsof  the  Sanda  of  Society,  St.  postSvo,  81«  6d Newby   1856 

i)im;  or,  the  BxoeOent  Gonceitfol  Sonnets  of  H.  0.,  1592,  4to Roxburghe Clvb 

—  Wynjaid,  by  the  Author  of  *' Alice  Wontworth,"  8  t.  post  8to,  dl«  dii Hurntd:  B 1856 

Dophuiic  and  other  Fancy  Works,  sq.,  1«    Triibner 1857 

DuqJaatiu,  by  Antony  Sooloker,  4to RoxlmrgheClvh 

Dianmid,  O^Doibhoe,  and  Grace,  Account  of  the  Pnrsolt  of,  Svo Oaaianic  8oe,... 

Diuy,  Gude,  and  Aadstant  for  Management  of  the  Qarden,  12mo,  2c  6d  Dean  d:Son  ...1854. 

aDdHonresof  the  Ladye  Adolie,  4to,  21« Addey    1853 

of  Wozthixtfton,  edited  by  Croesley,  V.  1,  8to Chetham  Soe...  1^7 

' a  GsnneUte  Nnn,  2  t.  post  8to,  21* Colbam — 1839 

• Pbor  Young  Gentlewoman,  from  the  Qerman  by  Childs,  p.  870,  3«6ci   Trii^er i860 

Samaritan,  post  Syo,  6« New  York i860 

Solitaire:  Excursion  into  Switzerland,  8vo,  6t 8mAth<t  Elder,.  i9^S 

an  American  Physician,  d2mo,  2< Tegg  1839 

ez-Detectiye,  edited  by  Charles  Martel,  fcap.  8to,  2t Ward  ds  ZocJt  .i860 


TiaTels  in  Three  Quarters  of  the  Globe,  2  t.  poet  8vo,  21» Saunders  <fc  0.  1856 

Dotnuos;  History  of  Christ  compiled  from  the  Gospel,  8to,  2s  ed    J.H,iSeJ.Parkeri%4% 

Diai  del  Castillo,  Memoirs  written  by  Himself,  tr.  by  J.  T.  Lockhart,  2  t.  8to,  24»...  Hatchard  1844 

i^bb(/.^.)  Guide  to  B^pstration  of  Deeds  and  Wills  in  Yorkshire,  8to,  7s     Benning 1846 

Suggestions  for  Improving  Begifltries  of  Deeds,  8to,  2»^ Longman  185a 

Klidm  (CAa.)  £Ugh-mettled  Saoer,  a  Poem,  sm.  4to,  1« Qriffin    1856 

——— Music  ^itomiwd,  12th  edit.,  12mo,  fit  lyAlmaine    ...1840 

Sea  Songs,  Davidson's  Selection  o^  with  the  Music,  roy.  8vo,  6s  If  vs.  jP«&.C7o....  1861 

" with  Memoir,  &c,  12mo,  6«   Murray 1841 

— Music,  roy.  8to^7s6c{ Davidson  184a 

with  Music^  roy.  8to,  24i   How  184a 

Meiboir  by  Hogarth,  2  ▼.  roy.  8vo,  16s Davidson  ...1847-8 


Select,  with  Memoir,  24mo,  5«  Davidson  1845 

(A  H^.)  life  of  Edward  VI.,  ISmo,  U6d Dalton  1843 

Sermons  at  Middlewich,  12mo,  5s Seeley 1838 

St.  George's  Bloomsbury,  12mo,  5j  Nisbet 1844 

■ Tillage  Bectory ;  or.  Truth  in  Fiction,  12mo,  Zs  6d  Nishet 1846 

' West  Street  Episcopal  Chapel,  London,  with  Sermons,  ftc.,  12mo,  fit  Nisbet i86a 

{T.C.)  Drawing  Copies  ;  Sketches  in  the  Fields,  oblong,  2s  6d Houlston    185a 

• Painting  in  Water-Colour  Chiide,  4  Pts.,  4to,  6s  each    Beeve 1859 

' ■ Practical  Drawing  Book,  ProgressiYe  and  Advanced,  4to,  each  4s  6d...  Nelson    i8s7 

ProgrBsaiTe  Lessons  in  Water-Colour  Painting,  folio,  18s    Hogarth 1848 

' {T,F.)  Bibliomania  ;  or.  Book  Madness,  2  v.  8vo,  63s— red.  to  Sis  6ci  H.Bohn 184a 

'  Bibliophobia,  8vo,  4s  6<f— luge  paper,  new  edit.,  8s H,Bokn 184a 

-Cranmer,  a  Novel,  3  v.  post  8vO)  31s  6ci Colbum 1849 

-Northern  Tour,  2  v.  roy.  8vo,  94s  6<i— laige  paper,  8Z  18s  6d  Jas,  Bohn 1838 

'  Reminiscences  of  a  Literary  Life,  2  v.  8vo,  86s Mtyor    1836 

-  Sermona  at  St.  Mary's,  Mary-le-Bone,  8vo,  12«  Boone 1843 

-  Sunday  Library :  Sermons,  6  v.  12mo,  80s— red.  to  16s    Willis    1851 

~7 Tour  in  France  and  Germany,  3  ▼.  post  8vo,  55s Jennings    ....'..1838 

^(iae.Fatn)  Th«  Privy  Council :  the  Arnold  Prize  Essay,  1860,  8vo,  2s  6d WMttaker i860 

" (£2is.)  Borne  in  1860,  cr.  8vo,  6s  6ci MacmiUan    ...1861 

^^  (i.e.)  Diasertation  on  Church  Polity,  2nd  edit.,  post  8vo,  3s  6(2  Ward 1851 

■~- — - — Nature  and  Office  of  the  State,  8vo,  7s  6<2  Longm^in  1848 

—  f^m.) Pathology  and  Treatment  of  Gleet,  8vo,  3s6d BaUUtre    1858 

~~~  {Jm.)  lectures  on  the  Acts  of  the  Apostles,  3rd  edit,  post  8vo,  60  6(2— red.5s  Hamilton  1847 

" — (&6<.)  Treatise  on  Derangement  of  Organs  of  Digestion,  8vo,  78  6d Simpkin 1843 

"■"" Begimen  and  Diet,  12mo,  5s WhUtaker 1839 

~~~  (Tko.)  Atmospherical  Phenomena — Telescope  and  Microscope,  18mo,  Is  6d Rel.  Tract  Soe,  1848 

■■  —  Celestial  Scenery;  or.  Planets  Displayed,  new  edit.,  post  8vo,  5f  6d  ...   Ward 1861 

"*  Christian  Beneficence  contrasted  with  Covetousness,  new  edit.,  12mo,  2s  Griffin    1854 

"■"■ Philosopher,  new  edit.,  12mo,  4s;  Illustrated,  p.  8vo,  6s  6d  Griffin    i860 

■ Improvement  of  Society  by  Diffusion  of  Knowledge,  12mo,  2s Griffin    1850 

"  MentallBumination  of  AUnkind,  12mo,  6s,  1845;  2s Gr^n    1850 

* Philosophy  of  Religion,  12mo,  2s Griffin   1853 

a  Future  State,  12mo,  6s;  new  edit.,  2s Griffin    1848 

-  Practical  Astronomer,  12mo,  10s  6d Seeley 1845 

Sidereal  Heavens  :  Astronomy,  12mo,  10s  6dj  1840  ;  n.e.,  5s6d  Ward i86x 

; Treatiae  on  the  Solar  System,  l8mo,  l«6d,  1846;  Pt.  2,  Is Bd,  Tract  So€,.i9^% 

iWnk.)  Manual  of  Veterinary  Medicine,  post  8vo,  3s,  Simpkin^i^^z;  2nd  ed.5s  Longman  i86z 

~^  {W,R.)  Inscriptions  and  Devices  in  the  Beauchamp  Tower,  4to,  20s NvU  1854 
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Dick  Dimlny ;  or,  Life  and  Adventupes  of  a  Jock^,  by  Priam,  12ino,  1»  6d;  cL,  2ied  C,  ILCI^rkt  ...i86» 

.  Haaluck,  a  MercKant's  Clerk,  12mo,  It  6d Partridge i«S* 

Dicken  {A,)  ttemarka  on  the  Mariginal  Notea,  &c.,  of  the  Bible,  8vo,  2«  6rf Painter 1848 

DicuKS  {Cka.)  Works,  Library  Edition,  22  t.  post  8vo,  each  y.  6« ;  illust.,  7«  Qd...  ChapmmStU.  st-fi^ 
Bamaby' Radge,  2  v.  Martin  Chnzdewit,  2  t.  Nicbolaa  Niekleby,  2  v.  Old 
Curiosity  Shop,  2  v.  Pickwick  Rtpers,  2  t.  Sketches,  by  Box,  1  t.  Bleak 
House,  2  7.  Christmas  Books,  1  t.  Dayid  Copperfield,  2  ▼.  Dombey  and 
Son,  2  V.  Little  Ooirit,  2  t.  Oliver  Twisty  1  y.  Pictores  from  Italy,  and 
American  Notes,  1  y. 
Dickens  {Cha,)  A  Tale  of  Two  Cities,  8yo,  9«^  1859  ;  new  edit.,  post  8yo,  7t  6<2    ...  Chapman  is  iST.  1862 

} American  Notes,  2  y.  post  8yo,  2lj,  1842  ;  post  8yo,  2«  id ChapmA%  «fc  /r.1850 

» Bamaby  Rndge,  r.  8yo,  18«,  1849;  p.  8yo,  4«;  2y.  p.  8yo,  ea.  7s6(f  C7iapmai»«fe  fr.i86i 

t Battle  of  Life,  a  Loye  Story,  12mo,  5c  Bradtmry 1846 

^ Bleak  House,  8yo,  21f,  1851;  p.  Svo,  5c,  1858;  2  y.  post  8vo,  ea.  7>  6d  Chapman  «fc  /7.  i86x 

\ Child's  History  of  Bo^d,  3  y.  16mo,  10c  <W Bradbury  ...i%S^-^ 

^ Chimes,  a  Qoblin  Story,  Illustrated,  12mo,  Sa,  1844;  12mo,  Ic Bradbury 1858 

^ Christmas  Books,  fcap.  8yo,  8c  6(<,  185a  ;  p.  Qyo,  with  Illus.,  7f  6d  Chapman  is  H.\%^ 

^ Carol,  in  Prose,  Illostrated,  12mo,  5c,  1844  ;  12mo,  Ic  ..    Bradbury 1857 

: Stories  from  the  Household  Words,  roy.  Svo,  2c  6<f Chapman  d:If.itS9 

\ Cricket  on  the  Hearth,  lUnstrated,  12mo,  6c,  1X46;  12mo,  Ic  Bradbury 1858 

V David  Copperiield,  Svo,  21c,  $0 ;  p.  8yo,  5c^  58;  2  y.  p.  Svo,  ea.  7c  6(2  Chapman  is  F.1861 

N Dombey  and  Son,  8yo,  21c,  48;  p.  8yo,  5c,  58 ;  2  y.  p.  Svo,  ea.  7c  6d  Chapman  is  ff.1%62 

Great  ExpeeUtions,  5ih  ^ed.,  3  y.  post  8yo,  81c  W,  1861;  1  y.  7c  W  Chapman  is  F.1861 

Hard  Times,  post  Svo,  5c Bradbury 1854 

^ Haunted  Man  and  Ghost's  Bargain,  12mo,  5c Bradbury 1848 

Household  Words,  V.  1  to  19,  roy.  8yo,  5c  6d  each Bradbury  ...1850-6 

LittleDorrit,  21c,  1857;  p.  Svo,  5c,  1861;  2y.  p.  Svo,  each  7c  6d Chapman  is  J.1861 

\ Martin  Chnislewit,  8yo,  21c,  1849;  p.  8yo,  69 \  2  y.  p.  Svo,  ea.  7c  6d  Chapmen  A  H.Mi 

Master  Humphrey*s  Clock,  8  y.  roy.  8yo>  26c  6c{ Chapman  is  Ha%ai 


^ Mem.  of  Jos.  Grimaldi,  2  y.  p.  Svo,  16c,  1838  ;  new  edit,  12mo,  2c  BoiiUUdgt  1861 

\ Nichohis  Niekleby,  8yo,  21c,  1838  ;  p.  8yo,  6c  ;  2  y.  p.  Svo,  ea.  7c  6rf  Chapman  is  H.itSi 

< Old  Cariosity  Shop,  roy.  8yo,  18c,  48;  p.  8vo,  4c;  2y.p.8yo,  ea.  7c6<f  Chapman  dt  i/.i86i 

V Oliver  Twist,  3  v.  p.  Svo,  26i,  1846;  p.  Svo,  3c  6d;  p.  Svo,  7c  6d...  Chapman  is  if.  1861 

^ Pickwick  Ptipers,  Svo,  21c,  37;  p.  Svo,  $$,  57;  2  v.  p.  Svo,  ea.  7c  6d  Chapman  is  ff.Mi 

^ Kctures  from  Italy,  12mo,  6c Bradbury 1846 

and  American  Notes,  Illus.  edit.,  post  Svo,  7c  M  Chapman  i:  H.i%(ti 


Poor  Traveller,  Holly  Tree  Inn,  and  Mra.  Gamp,  12mo,  Ic Chapman  is  ir.1858 

Sketches  by  "Bos,**  Svo,  21c,  1836;  post  Svo,  8c  6rf  ;  p.  Svo,  7c  M  Chapman  dt  ir.i86a 

Stoiyof  Little  Dombey,  12mo,  Ic  Bradbury  1858 

Uncommercial  Traveller,  or.  Svo,  6c   Chapman  A  B.itSo 

-  (CiZ.)  Letters  on  Confirmation,  12mo,  2c  Oroombridge  ...1^4^ 

-(7*.^.)  Judicial  Reform  in  India,  Letter,  2c  6(1 Benning 1857 


Dickerman  (A.A,isS,P.)  The  Sisters,  aMemoir,  fcap.  Svo,  4c Bo^an^  U.S.. ..it^o 

Dickes(Trm.)  Studies  from  the  Great  Masters,  folio,  21c  ffamiUon  1861 

Dickie  (O.)  Botanist's  Guide  to  the  Counties  of  Aberdeen,  Bimff,  &c.,  fcap.  Svo,  6c...  Longman  x86i 

Flowering  Plants  and  Ferns  of  Aberdeen,  12mo,  2a  6d  WhiUaker 1838' 

Dlckins  (LadyEliz.)  Gatherings  of  a  Country  Rambler,  12mo,  3c  6d  Bentley  1853 

Dickinson  {Bp.  C.)  Remains,  Sermons  and  Tracts,  life  by  Wo*,  Syo,  16c  Pellowea i84< 

{P.H.)  Convocation  and  Laity,  Svo,  Ic Ridgway    185^ 

(H.H,)  Lectures  on  the  Common  Prayer,  Lent,  12mo,  6c Parker  A  Son... i%S9 

{JnoS  India:  its  Government  under  a  Bureaucracy,  Svo,  4c. Stanford    liyi 

(Jon.)  Letters  on  Religious  Subjects,  ISmo,  2c   Bel.  Trad  Soc.  1831 

{Joi.)  Flora  (rf  Liyerpool,  Svo,  5a Van  Voorst  ...i8« 

(Sir  /.  N. )  Law  Consolidation,  Letter  to  Lord  Chancellor  on,  Ic   .*. .  Bidgway    i  SS] 

(^f^aa)  Thoughts  on  Woman  and  her  Education,  12mo,  2c  Longman  186] 

{R.W.)  Religious  Teaching  by  Example  ;  Sacred  History,  n.  e.,  12mo,  2c  Oriffin    1851 

Responses  from  the  Sacred  Oracles,  12mo,  2c  Griffin    185CH 

(Tho.)  Narrative  of  Operations  to  Recover  H.M.S.  Thetis,  Svo,  lOaOd  Longman  183) 

{Wm.)  Glossary  of  Works  and  Phrases  of  Cumberland,  12mo,  2c J.R.Smith i8|| 

Guide  to  Quarter  Sessions,  by  Tolfourd,  Svo,  36c    Sweet 184 

— '■ Hymns  for  Passion  Week,  32mo,  Ic Niabei    184 

Dickinson's  Pictures  of  the  Great  Exhibition,  after  Nash,  &c.,  folio,  ISHSc   DuHnson 18$ 

Rustic  Figures,  chiefly  in  Lithotint,  24  plates,  imp.  4to,  21c DickvMon ilk 

Dicksee  (J.R.)  Linear  Perspective  for  Useof  Schools,  2nd  edit.,  Svo,  6c Virtue    iSj 

Dickson  {Dav.)  Discourses,  Doctrinal  and  Practical,  post  Svo,  5c   Bladswoodt    ...i8a 

• Explanation  of  the  Epistle  to  the  Hebrews,  Svo,  Ic  S<i Ward i8j 

Explication  of  the  Book  of  Psalms,  with  life,  2  v.  12mo,  12c J.  Darling 18] 

(Jaa.)  Treatise  on  Breeding  and  Economy  of  Live  Stock,  12mo,  daOd  Longman   i8j 

(/ac.  5.)  Temple  Lamp,  post  Svo,  6c  NiJbet    18^ 

Theodoxia:  Evidence  for  the  Truth  of  Christianity,  12mo,  2a  6d   ...  Niabet    iSj 

{Jaa. II.)  Letters  on  Cultivation  and  Management  of  Fha,  12mo,  4c  Oroombridge  ...i& 

(Jno.)  Unity  of  the  Physical  Sciences,  cr.  Svo,  4c Van  Voorst    ...18 

(/.)  Cholera,  Revektions  of,  12mo,  la  Od Oilpin    18 

(A/. i4.j  Divine  Love  ;  or,  the  Man  of  Sorrows,  12mo,  8c  6rf Wertheim  ig 

(iV.-P.)  Sabbath  Musings,  and  Every-Day  Scenes,  12mo,  6c  Seeley iZ 
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Dickson  (M.F.)  Scenes  on  the  Shores  of  the  Atlantic,  2  y.  pout  8vo,  21«  Nhehif     1845^ 

SooTenirs  of  a  Summer  in  Germany,  2  y.  post  8vo,  21«    Oolbum 1S37 

Visit  to  Clarina ;  or,  Bflects  of  Beyenge,  18mo,  2s  SeeUy 1842 

{8.)  Destmctiye  Art  of  Healing,  roj.  8yo,  2*6d  Simpkin 1856 

Fallacies  of  the  Pacnlty,  roy.  8yo,  2»  6rf,  Simpkin,  1846  ;  8yo,  69...  Tindty  1862 

Fallacy  of  the  Art  of  Physic,  8yo,  7s,  1838— red.  to  6« aimpfnn 1855 

Unity  of  Disease  Analytically  Proyed,  8yo,  9«   Simpkin 1838 


-  (Wm.)  Becords  of  a  Ministry  :  Sermons,  with  Biography,  12mo,  8#  6<l Grwmbridtft  ...1856 

•{W,B.)  Treatise  on  Breeding  PooHiy,  by  Krs.  London,  newed.,  post  8yo^  5*  H.Bohn 1853 

-(IFlJ?.)CDn;:re^tional  Singing,  a  Letter,  12m:o,  Is JM.d:J.PaTkeritsi 

Storm  and  Sonshine ;  or,  Herbert  Falconer,  12riio,  2t ....; J,H.AJ.Pafrhti%$'f 


(ir.<?.)  "ft^atMC  on  Law  of  Eyidenee,  Scothind,  2  y.  roy  8yo,  42« Benning 1854 

Dictionary  Appendix,  new  edit.,  leap.  8yo,-5s J,F,Shaw i860 

Bngiish,  French,  Italian,  German,  I81Q0,  7ff  6(f TrQbner    1856 

German,  French,  on  a  K ew  Plan,  sq.  16mo,  10s  M TrUbner 1858 

of  Biography,  Gomprehensiye,  Portraits,  sm.  4to,  faf;-bd.  21* Orifin    i860 

British  Biography :  Original  MemoirB,  new  edit.,  pioet  8vo,  8t  M  Gr^n    1856 

-  Contempoianeoas  Biography,  a  Hand  Book  of  Peerage, kc, er.  8yo,'8s  9d  Griffin    i860 


—  —Daily  Wants,  V.  1  to  3,  poet  8vo,  eadh  2s  6d   ...; HouUton  ...1859-60 

Dat4,  edited  by  S.  Neil,  post  8yo,  Is Qriffin-  1857 

Flowers  of  the  most  Ornamental  Phiats,  8yo,  2t  (W (7rooiM6n'(i(;e...i847 

Fruits  and  Vegetables,  8yo,  2f    (^oom6ru^f  ...1848 

German  Synonyms,   12mo,  2s6<2:  new  edit..  Is  6<{ Chambert  1861 

— Latin  Quotations,  edited  by  G.H.  J.  Kiley,  post  8yo,  5s;  with  Index,  6s  H.Bohn 1856 

Modem  Slang,  Cant,  and  Vulgar  Words,  2nded.,  12mo,  4s  Od    HoUm   i860 

Quotations  from  Greek,  Latin,  &o.,  newed.,  p.  8yo,  7s  6d J.F.Shaw 1861 

Scripture  Parallels  and  Beferences,  8yo,  10s  6r/ Hamiltfm  1851 

Terms  in  Art,  edit  by  F.  W.  Fairholt,  600  Bngrayinf^  p.  8yo,  lOt  M  Virtue    1854 

Architecture,  kc.,  2nd  edit.,  12ino,  4s  Weale    i860 


Trade,  Commerce,  and  Nayigation,  8vo,  Ss   Brittain 1843 

Useful  Knowledge,  4  y.  poet  8vo,  ea.  2s  6<f ,  or  in  2  y.,  hf.-bd.,  ea.  6s  ffoulston    x86a 

DidaMali*  ;  or,  Constitutions  of  Abyssinian  Church,  transl.  by  Piatt,  4to,  10s Oriental  Tr.Fd, 

Didham  <i?.C)  Clergy  Beseryes  in  Canada,  Alienation  o^  8yo,  2s Lumley 1853 

Didier  (Adol.)  Animal  Magnetism  and  Somnambulism,  12mo,  5s  , Ntwby   1856 

{Cha.)  Anselmo,  a  Tale,  transL  by  H.  M.  Westropp,  2  y.  post  8yo,  21s  SawidtrsA  0,  i860 

Didron  (if.)  Christian  Iconography  ;  Histoiy  of  Christian  A^  post  8yo,  5s H.Bohn 1851 

Didslnuy  and  Chorlton,  History  of  tiie  Chapels  of,  edidlt  Booker,  8yo  CkeUiamSoc... 

Dietfenbach  (frn.)  New  ZeaUmd  and  its  Natiye  Population,  8yo,  Is HouUlcn    1841 

Trayelsin,  2  y.  8yo,  24s  Mufiray 1843 

(J>rJ,F.)  Cure  of  Stuttering  by  Operation,  IqrTravers,  8yo,  8s  ;...  HigMty 1841 

On  the  Bestomtion  of  the  Nose,  by  Bushman,  8yo,  12s  Highley 1833 


Dier  {Ben.)  Dnstiana  ;  or,  the  Weayer  and  Chimney-Sweep^  8yo,  7s  id  Wheeler 1849 

Dies  CoDseciati  ;  or,  a  New  Christian  Tear  with  Old  Poets,  12mo,  5s Longman  1856 

Dietrich  (ilMtoR>Bussian  Popular  Tsles,  transl.,  12mo,  5s Chapman  dt  H.i^^f 

Difficulties  of  a  Toung  dergrman  in  Times  of  Diyision,  12mo,  5s Seeleif 1844 

Digby  (SirK.)  Priyate  Memoirs,  by  Himsdf,  edited  by  Nicolas,  8yo,  14s Sawidersdb  0.  1828 

(A'eM.i7.)  Broad-stone  of  Honour,  8  y.  12mo,  each  8s LnmUy  1845-8 

Chapel  of  St.  John  ;  or,  a  Life  of  Faith,  4s Richardson    ...i86r 

Children's  Bower ;  or.  What  Tou  Like,  2  y.  12mo,  10s6(f L<mgman  1858 

Eyenings  on  the  Thames,  2  y.  12mo,  10s  6c<   Longman  ......i860 

Loyef  s  Seat :  Kathem6rina,  ^.,  2  y.  12mo,  12s  Longman  1856 

Mores  Catholici ;  or,  Ages  of  Faith,  8  y.  roy.  8yo,  78s Dolman 1848 

Digest  of  CommissionerB'  Eyidenee  on  Land  in  Ireland,  8yo,  7s  6d    Bigg  A  Son   ...1848 

Decisions  of  Courts  of  United  States,  1789  to  1847,  2  y.  roy.  8yo,  6Ss    ...  New  York 1855 

Bvidence  on  Education  in  Ireland,  8yo,  3s Longman  1838 

Law  of  Merchant  Ships  and  Seamen,  &c.,  12mo,  8s  6d Bichardsons  ...1847 

Pariiamentary  Papers,  1887-8,  8yo,  16*  Richards   1839 

the  Laws  of  Moses,  Moral,  CSyil,  Ceremonial,  4to^  2s  6d Masters 1851 

Diggins  (The)  Poetically  and  Pictorially  Portrayed,  sq.,  Is  i>«in 1851 

Dignan  (/so.)  Slaye  Captain,  a  Legend  of  Liyerpool,  poet  8yo,  7s  6rf   Newby    1847 

DiU  {E.M.y  Gathering  Storm  :  a  Warning  to  British  Protestants,  12mo,  Is  id Hamilton  1856 

Mystery  Solyed;  Cure  of  Ireland's  Miseries,  8s  6rf,  1851 ;  12mo,  2s  Qd  Hamilton  1854 

{i?tc4.)  Chapters  in  Histoiy  of  Irish  Presbyterian  Church,  poet  8yo,  8s  6d  A.HaU  1856 

Presbyterian  and  Protestant  Dissenter  in  Army  and  Nayy,  12mo,  Is  6d  Snow 1858 

l>illen<ir<.)  Winter  in  IceUnd  and  Lapland,  2  y.  post  8yo,  2Is    Colbum 1840 

{B.j  Parish  Heady  Reckoner,  roy.  8vo,  4s  Simpkin 1841 

(Fra.)  Views  of  Funchal  and  its  Neighbourhood,  foL,  52s  6<f ;  ool.,  5/  5« Colnaghi   1850 

{R.C.)  Lectures  on  the  Thirty-nine  Articles,  12mo,  5s  Hatc/iard 1835 

Di]wocth(7%o.)  System  of  Book-keeping,  new  edit.,  12mo,  2s  6d Allmau 1862 

Dimoek  (J.F.)  Explanation  of  the  Thirty-nine  Articles,  2  y.  8yo,  15s Hatchard 1845 

Southwell  Church,  Views,  with  Architectural  Description,  fol.,  25s  ...  Simpkin 1854 

Dimadale  (jlfrs.)  Too  Late,  post  8yo,  7s  6<i   Saunders  tk  O..ifi6o 

Dinah,  a  Novel,  post  8vo,  6s New  York i86a 

Diadorf  (e^.)  Harpocrationis  Lexicon,  2  y.  8yo,  21s JM.d^J.ParkertS^j 

.  iletra  .Sfichyli,  Sophodis,  Enripidis,  et  Aristoph.,  2nd  edit,  8yo,  8s...  J.HJ:J,PafkeriSsi 
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Pindorf  ((?.)  Scholia  Graea  in  JBadiineiii  et  Isocratem,  8to,  it  JM,^J.Par1xri9$% 

Dingle  (E.)  Healthfol  MoBings  for  Eyening  Houn,  12mo,  2f Partridge  1S57 

Dinneford  (Cka.)  Family  Medicine  Directoiy,  4th  edit,  12mo,  2»  6e(  Simpkin 1854 

Dinner  Qoestion  ;  or,  How  to  Dine,  by  Tabitha  Tickletootb,  12mo,  1< BouUedge  1S59 

Dinners  and  Dinner  Partiea,  Abfuidities  of  Artificial  Life,  2nd  edit,  8to,  8«  6</ Chapman  A  If.i$6% 

DioCaaaiuB, Benun  Romananun,  labri Octoginta,  ab I.  Bekkero  reoogniti,2T.8TO,23«  6d  WiUiamg  AN.  1 849 

Diodati  (Dom.)  De  Chzisto  Gnecd  loqnente  Bxercitatio,  i  Dobbin,  12mo,  U Gladding  1843 

Diogenes,  V.  1  to  4,  4to,  each  6t  6<2 ^ou^iftm    ...1853-5 

Diogenes  {L.)  Lives  and  Opinions  of  Ancient  Philosophers,  by  Yonge,  post  Sto,  5s  ...  H,Bohn 1853 

Diontmio  Sketches,  Ancient  and  Modem,  Poems,  12mo,  5« %H9pe 1853 

Diplomatic  Transactions  in  Oentnd  Asia  from  1834  to  1889,  4to,  15s  Zon^vum  1841 

Diprose  (Jno.)  Christmas  Song  Book,  12mo,  Is     I>>ji>rMe 1857 

Comic  Song  Book,  32mO)  It  6(i,  Diprote,  184.5;  new  edit,  Is B^ee 185a 

Fanny  Book,  with  Illustrations,  12mo,  1« Hardmcke 1854 

Modem  Song  Book,  32mo,  Is, /Kprose,  1844;  National  Song  Book, 82mo,2f  Bryee 185a 

Eoyal  Song  Book,  Srdedit,  82mo^  2s  6d JHproH 1844. 

•  UniTeisal  Reciter,  82mo,  Is  Smith 1847 


Dirckinck  (/no.)  Path  of  Petleetion,  Purifying,  &o.,  12mo,  8s  T^BitAardKn    1847 

Dircks  (H.)  Perpetuum  Mobile;  Search  f or  Sdf-MotiTe  Power,  post  8to,  10s 6<2 Span 1861 

Directions  for  First  Steps  of  fflementazy  Drawing  in  Schools,  small  4to,  4s  6d Chapman  A  ^.1851 

— — Flower,  Fruit,  and  Kitchen  Garden,  post  8to,  Is  6d   Lloyd 1854 

Treatment  of  Diseases  of  Horses,  Cattle,  Sheep,  Dogs,  &c,  12mo,  4s...  Simpkin 1850 

Directories.    See  Names  of  FUoes. 

Directory,  Joint-Stock  and  Private  Banks,  roy.  8yo,  20s Cfraombridge  ...1852 

■  Noblemen  and  Gentlemen's  Seats,  Scotland,  8to^  7a  6d Simpkin 1857 

Direy  (L.)  French  Grammar,  12mo,  8s Chapman  <6  Jr.1858 

— —  Latin  Grammar,  post  8vo,  4s  Chapman  A  ff,i$$^ 

CMUJ  Foggo  (ii.)  English  Grammar,  12mo,  8s Chapman  d;JI,i%s^ 

Dirge  of  Westminster  ;  or,  the  Fonnder*s  Day,  with  Notes,  fcap.  8ro,  2s  6(f   Ridgwag    1842 

Discipline,  by  Author  of  "Letters  to  my  Unknown  Friends,"  18mo,  2s  6d  Longman   1850 

Discontented  Chicken  ;  or,  Gocket  and  Seratchford,  12mo,  It Bogue    1853 

Discourse  of  Troubles  begun  at  Frankfort  a.d.  1554,  poet  8to,  6s  ;  8to,  10s   Pelheram  1846 

Disoourses  and  Seirioes  connected  with  the  Death  of  Dr.  Wardlaw,  18mo,  Is    PuUarion  1854 

■  on  Prophecy,  by  Dr.  Pjre  Smith  and  others,  8vo,  12s Holdtwortk    ...1845 

the  Atonement,  by  {he  Bp.  of  Gloucester  and  others,  12mo,  Is  6ci Bd,  Trtict  Soe,  1857 

Disoours  Particulier  d''Eoo6ae,  byMakgill,  &c,  4to  : Bannaiyne  CL.1%2^ 

Discoveries,  &o.,  of  Gold  Mynes  in  Scotland,  1619,  4to  Bannatyne  CL.iS%s 

DiscoTcry  of  the  Vital  Principle  ;  or.  Physiology  of  Man,  8to,  14s Starling 1838 

World  to  1555,  by  Galvano  and  Hakluyt,  8to HakluytSoc,...jS6% 

Discussion  between  Cooper  and  Barker  on  Belief  in  a  Personal  God,  &c,  8yo,  It  id.,,  ffolyoake  i860 

— — ^— Jos.  Barker  and  Wm.  Cooke,  12mo,  8s Mardon 1846 

Rer.  B.  Grant  and  G.  J.  Holyoake,  l2mo,  2s Ward 1853 

T.  D.  Qtnfsg  and  Rer-  T.  Maguire,  8vo,  7s  6d    Cfroombridge  ...1849 

Diseases  of  Children  ;  HomoBopathic  Treatment,  edited  by  H.  Thomas,  l8mo,  3s Sanderton 1859 

Disney  (B.  H^.)  Sermons,  Practical  and  Occasional,  8to,  6s Longman  1847 

{/no,}  Museum  Dimteianum,  roy.  4to,  94s  M Longman  1849 

Disobedient  Dick,  the  Naughty  Chicken,  4to,  Is  6<f Ward  d:  Lock  ,1^60 

Disorderly  Family,  a  Tale  for  Toung  Persons,  by  a  Father,  fcap.  8vo^  Is   Bell  A  Daldy... 1^60 

Disputed  Inheritance,  a  Novel,  8  y.  post  8vo,  Sis  6d Bentley   1845 

Disraeli  (Benj.)  Alaroos,  a  Tragedy,  8yo,  4s  id CoUnurn 1839 

Alroy,  8  v.  post  8to,  31s  6dj  1833  ;  post  8vo,  2s  M  ;  12mo,  Is Routledge  x86a 

Coningsby,  St.  p.  8vo,  81s  6d,  1844.;  post  8vo,  2s  6<2;  12mo,  Is...  BouUedge  1862 

Contarini  Fleming,  8  t.  p.  Svo,  81s  6d,  1846;  p.  8vo,  2s  6d ;  12mo,  Is  BoutUdge  1862 

Henrietta  Temple,  8  r.  p.  8vo,  81s  6d,  1837;  p.  Svo,  2s  6d;  12mo,  Is  BoutUdge  1862 

Ldon  in  Heaven,  &c.,  p.  8vo,  1847;  p.  Svo,  2s6(i,  1858  ;  12mo,  Is...  BmUUdge  1862 

Letters  of  Runnymede,  poet  Svo,  10s  6(2    Maerone 1836 

• Novels  and  Tales,  Library  Edition,  10  v.  post  Svo,  25s    BoKtledge  1859 

Political  Biography  of  Lord  G.  Bentinck,  Svo,  15s,  51  ;  12mo,  3s  6d  Boutledge  1858 

Revolutionary  Epick,  4to,  9s  6<i  ;  Pt  2,  4to,  12s Moxon  1834 

— ' Sybil,  3  V.  post  Svo,  31s  6d,  1845;  P<**  Svo,  2s6d  ;  12mo,  Is  Boutledge  1862 

Tancred,  3  v.  p.  Svo,  3U  6d,  1847;  post  Svo,  2s  6d  ;  12mo,  Is Boutledge  1862 

Venetia,  3  v.  p.  Svo,  81s  6d,  Colbwm,  1837;  p.  Svo,  2s  6d;  12mo,  Is  Boutledge  1862 

— ^— Vindication  of  the  English  Constitution,  Svo,  8s SauncUrsAO,  1835 

Vivian  Grey,  4  v.  p.  Svo,  20s,  Colbum,  1827;  p.  Svo,  28  6d;  12mo,  Is  BoutUdge  1862 

Voyage  of  Captain  Popanilla,  post  Svo,  9s  6d Colbum x8a8 

Young  Duke,  a  Novel,  3  v.  p.  Svo,  81s  6d,  31 ;  p.  Svo,  2s  6d;  12mo,  Is  Boutledge  1862 

Disraeli  (Benj,)  Critiwd  Biography  of,  by  G.  H.  Francis,  12mo,  Is    Parker  4k  ^m   1852 

His  Sayings  and  Doings,  Svo,  2s Hall  1857 

Literary  and  Political  Biography  of,  byMacknight,  Svo,  15s    Bentley  1853 

(/saoc)  Works,  lib.  Edit,  7  v.  post  Svo,  24s  6<2  BouUedge  1862 

Amenities  of  Lit.  3  v.  Svo,  86s,  Moxon^  1841;  2  v.  post  Svo,  7s ..  ..    Boutledge  1859 

Calamities  of  Authors,  3  v.  Svo,  24«,  Murray^  1814 ;  post  Svo,  8s  6d  BoutUdge  1862 

Curiosities  of  Literature,  Svo,  16s;  8  v.  Svo,  42s Moxon i84i-»5x 

8  V.  pofct  Svo,  10s  6(i Boutledge  1862 


-  Genius  of  Judaism,  post  Svo,  7«  6d Moxon  1833 
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Dinaeli  (/soof)  mnstrntioiiB  of  a  Lit.CliAneter,5e.,fp.8YO,0«,ifoxoii,39;  p.8TO,8i6<2  RtmtUdgt  i86a 

life  and  Gbaracter  of  Chas.  I.,  by  B.  Piaraeli,  new  ed.,  2  t.  Svo,  28a  Hunt  d:  B 1850 

MisoeUanlea  of  litentnre,  8vo,  14»    Moxon  1850 

Disrapiion,  a  Soottuih  Tale  of  Recent  Times,  12mo,  i»  6d Boffue 1846 

]>isBait  in  England  and  Walea,  Statistics  from  Dissenting  Aathoiities,  18mo,  2c  6e(...  Painter 1842 

its  Character,  Canaes,  &c,  foap.  8to,  Ss  6d Jacktonde  W,    1844 

Diaoliing  ViewB,  ool.,  imp.  8to,  5«  Dean i86a 

Distiiictlon,  a  Tale  by  Uie  Anthor  of  the  *<  Baronen,**  2  t.  poet  8to,  16c SeeUy 1845 

Distress  in  I^ucashir^,  a  Visit  to  the  Cotton  Districte,  12mo,  Ic    Jackson  d&  W.   186a 

D*lBtria  {Countess)  Switierland  the  Pioneer  of  the  Reformation,  2  t.  Sto,  21c FullarUm  1858 

Distiiet  Vustor^s  Kanoal,  with  Preface  by  Dale,  12mo,  4s  6d Parker  d: Son.., i%40 

DistnmelTs  Trip  to  the  Lakes  of  North  America,  18mo,  Is  6d  New  York 1859 

Ditching  and  Draining,  a  Manual  of  Tables,  12mo,  2c BlaekU i860 

Ditaon  (CX.)  Circassia  ;  or,  a  Tonr  to  the  Caaessos,  Svo,  lOs  6d Newbu    1850 

{O.L.)  Afria^  North  Coast,  Adventares  and  Obeenrations,  cr.  8to,  8c  New  York i860 

— — Circassia;  a  Tour  to  the  Caucasus,  8yo,  10c  Od New  York 1854 

Crescent  and  French  Crusaders,  12mo,  6s » New  York 1859 

Dinmal  of  Remarkable  Ooeorrents  from  Death  of  Jas.  IV.  to  1575,  ed.  Thomson,  4to  Bannatyne  Ct  1833 

DiTeia  Works  of  Early  Masters  in  Christian  Decoration,  2  ▼.  imp.  fol.,  red.  to  5/  10c  WiUis    1851 

DiTCTsionsof  HoUycot ;  or,  the  Mother's  Art  of  Thinking,  3rd  edit^,  ISmo,  2c Simpkin 1847 

Divertiiig  History  of  John  Gil|Hn,  oblong  4to,  with  10  lUnstrations,  5c OundaU 1845 

Dires  and  Lasams  ;  AdTentores  of  an  Obeeore  Medical  Man,  12mo,  Ic  fid  Judd  A  Olau    1858 

DiTine  Breathings,  32mo,  Ic  Edwards    1840 

Commanion;  Familiar  TreatiBe  on  Prayer,  18mo,  Ic  6<i HanUUon  185a 

Footsteps  in  Hnman  Histozy,  8to,  10c  6(2 Blaekwoods  ...1862 

Harmony,  a  Sacred  Annual  for  1842,  42c l/Almauie    ...1841 

■    -      Hymnal,  a  Collection  of  Hymns  of  Direct  Homage,  Ic Bivington  i860 

Master;  Derotions,  by  A.  of  '*  Wayfaring  Sketches,"  18mo,  8c  M,  53;  n.  e.,  Ic  Masters 1859 

Panoply;  or,  a  Suit  of  Armour  for  the  Soldier  of  Christ,  12mo,  4c  Bel,Tract8oc.    1846 

and  Prophetic  Warnings  to  the  People  of  Great  Britain,  12mo,  2c  6d    Hamilton  1843 

■  Spiritual  Communications  for  the  British  Nation,  Svo,  7c  6(2  B€Uehamhers..A%^i 

Dirinea  of  the  17th  and  18th  Centuries,  Writings  of,  18mo,  ea.  Ic  id.  See  Appendix  Bel.  Tract  Soe, 

Divinga  into  Scripture  and  Sprinkling  of  Wisdom  for  Little  Folk,  18mo,  2c Binns 1854 

Diviaiensis  (Ricardns)  Chronicon  de  Rebus  Gestis  Rioardi  I.,  ed.  Sterenson,  8yo,  7c  6d  Hisi.Soc,    1838 

IMToroe,  a  Sketch,  by  an  Old  Bachelor,  post  8to,  8c  6d BenneU  1859 

Bin  of  1856,  Reriewof  the,  Syo,Zs6d ParkerdsSon..  1857 

in  1857,  Talbot  Case,  Letters  by  Cujus,  12mo,  \s6d  Ward  ds  Lo<^  ,1%$^ 

Dix  (/ao.)  LocalLegends  and  Rambling  Rhymes,  12moy  5c Bogne 1839 

'• Progress  of  Intemperance,  obbng  folio,  5c Bogu/e 1839 

(JT.^.)  A  Winter  in  Madeira  and  a  Summer  in  Spain,  12mo,  6c  6ci New  York   ....1855 

-  (Tho.S  Land  Surreying^  Treatise  on,  post  Svo,  8c Whittaker 1841 

(WM.)  The  Unholy  Alliance,  an  American  View  of  theWar  in  the  East,  12mo,  6c  New  York 1859 

Dixon  (Oyi)  Sketch  of  Mairward  (privately  printed),  4to  Smithd:Elder    1850 

(EM.)  Scenes  in  the  Practice  of  a  New  York  Surgeon,  er.  8vo,  7c  6d  New  York 1856 

{E.8,)  Dovecote  and  Aviary  Management,  12mo, 7c 6d,  If iirmy,  1851;  Sc6cl...  H.Bokn 1854 

History  of  Ornamental  and  Domestic  Poultry,  12mo,  5c  6(2... (rdrciCAnm.  ...1848 

Pianoforte  Primer,  an  Instructor's  Assistant,  folio,  21c  Hogg 1861 

{Fre^  Tertiary  and  Cretaceous  C^logy  and  Fossils  of  Sussex,  4to,  63c Ltrngman  1850 

(G,)  Herbarium  Hand  Book,  12mo,  Ic Simpkin 1845 

-  (H.H.)  Digest  of  Gases  as  to  the  Law  of  the  Farm,  2nd  edit,  poet  Sto,  18c  ...  Stevens  1859 

ifaeob)  Infanthood  and  Childhood,  a  Popular  Quide,  fcap.  8to,  Ic  Houiston    1852 

{Job.)  Gmde  to  Study  of  Diseases  of  the  Bye,  2nd  edit.,  post  8to,  9c ChwrcMll  1859 

Methodism  in  America,  12mo,  6c Mason   1849 

(Jno.)  Key  to  the  Prophecies,  12mo,  4c E.Ward 1852 

Van  Diemen's  Land  as  a  Phue  of  Emigration,  12mo,  2c  SmUk  d:  Elder  1840 

{Jos,)  Church  Catechism  Illustrated,  11th  edit.,  18mo,  2c  6ci SeeUy i860 

(/.!>.)  Sermons  at  Leeds,  1848-61,  12mo,  5c BeUde  DaXd}j...i%si 

-  {M.C.)  Sermons  on  Important  Subjects,  2nd  edit.,  12mo,  4c Hamilton  1849 

with  Address  on  Missions,  12mo,  3c  6d Mason    1843 

(R.J.)  Home  and  School,  a  Tale,  12mo,  Ic;  d..  Is  6d Partridge  1857 

^      ■    Heat,  Treatise  on,  post  8yo,  12c  6(2 Whittaker  1849 

Christ's  Company,  and  other  Poems,  fcap.  870,  5c Smith  db Elder  .\Hi 

{W.)  Agricultural  Le^idation,  Facts  bearing  upon,  Svo,  2c  6<i  Longman  1839 

-  WM')  John  Howard  and  the  Prison  World  of  Europe,  new  edit,  12mo,  2c  ed    Jackwn  d:  W,  1854 

Life  of  William  Penn,  post  Svo,  12c,  1851;  new  edit,  12mo,  7c Chapman  <fc  /r.1856 

London  Prisons,  History  and  Condition  of,  12mo,  6c Jackson  ds  W,   1850 

Personal  History  of  Lord  Bacon,  new  edit,  Svo,  12c Murray 1861 

Story  of  the  Life  of  Bacon,  12mo,  7c  6d Murray 1862 

Dixon  amd  Watson,  Manual  of  British  Land  and  Fresh  Water  Shells,  post  Svo,  5c  6i  Hamilton  1858 

Doaae  {Bp,  Q.  W,)  Examination  of  Boardman's  Proofs  of  Popery,  Svo,  4c  Wiley 1842 

Idfe  and  Writings  of,  edited  by  his  Son,  2  v.  Svo,  S2c  New  Y^rk i860 

Sermons  and  Charges,  new  edit.,  Svo,  16c   Bivinfton  1847 

Dobbie  (i?.i9.)  English  and  Hindustani  Dictionary,  12mo,  8c  Madden 1847 

Dobinn  (0.7*.)  Antiquity  of  the  Gospels  Asserted,  Svo,  SsM Ward i9 

ComprelMnaive  English  Spelling-Book,  12mo,  2c Ward 


—  {R,W.) 
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Dobbin  (0.r.>WcBl^tbeWorUi7,  and  WeekytbeCAihollc,  I2m0f2i4d Word i$s^ 

Dobell  (i7or.)  Demonstrations  of  Diaes^esof  the  Chest,  8vo,  I2t6d ChurchtU  1^58 

Lectures  on  the  Qenna  and  Vestiges  of  Disease,  8to,  6s  6d Churckiil  1861 

■    iSjfd.)  Balder:  a  Poem,  post  8vo,  7f  6d   Smith  ^i:  Elder.  i$S4^ 

England  in  Time  of  War:  Poems,  post  8fo,  5« Smith  A- Elder  1856 

Poems,  24mo,  5< Bodonyl/JS.  ...i860 

The  Roman:  a  Dramatic  Poem,  post  Sto,  6s Btntley  1850 


D'Oberkirch  (BanmeM)  Memoirs,  by  Herself,  S  y.  post  8to,  81s  6(<--red.  to  Sit HurMt  A  B.   ...1852 

Dobie  (TTm.)  BeooUection  of  a  Visit  to  Port  Philip,  1852-55,  12mo,  1$  6d  AMaU  1856 

Dobney  {H,H.\  Scripture  Doctrine  of  Future  Puiushment,  new  edit.,  8yo,  6«  fid......  Ward 1846 

(/.T.)  Formulary  of  Devotion  for  Schools,  12mo,  ls6d   Belft 1844 

Dobson  {B,)  Foundations  and  Concrete  Works,  Treatise  on,  12mo,  Is Wialt 1850 

•  Guide  for  Measuring,  &c.,  Artificer's  Work,  8to,  ds,  1842;  8  e.,  7s  6(2...   WtaU 1858 

•  Masonry  and  Stone-Cutting,  Treatise  on,  12mo,  2s Weale 1849 

•Railways  of  Belgium,  1884-42,  roy.  8^0,  6« M^caU 1846 

•Budimentsof  the  Art  of  Building,  12mo,  Is..... WeaJU    1849 

-  Treatise  on  Manufacture  of  Bricks  and  TUes,  12mo,  2s WeoiLe 1850 


(&)  Life  of  Petrarch  (Standard  library),  .8yo,  Ss W.Smiih   1840 

—  {Wm)  Selections  for  Lat  and  Or.  Composition,  fier.  1  to  6,  l2mo,  each  1«  ^...  Simpkin 1846 

■ 7  and  8,  12mo,  each  2s    ...  Simpkin 1849 

and  Harland  (A,)  History  of  the  Pteston  Guild  from  1327,  Alc,  12mo,  Is  Simpkm 1861 

Doca  {F»M,)  Triglott  Grammar,  in  Italian,  English,  and  French,  12mo,  7s  Rolandi 1836 

Dockiay  {B,)  Egeria ;  Casual  Thoughts  and  Suggestions,  2nd  series,  12mo,  4s Bennett 1854 

Our  Human  Nature,  a  Dialogue,  Is Bennett .i860 

Doctor  Antonio,  by  the  Author  of  **  Lorenso  Benoni,"  new  edit.,  cr.  8vo,  2s  fid ffamUton  !  1861 

Hookwell ;  or,  the  Anglo-Catholic  Family,  8  y.  post.8vo,  81t  6<i  Bentley 184a 

Syntax,  Three  Tours  o(  new  edit,  8  y.  roy.  8yo^  31s  6<i;  each  vol.  12s    Nattali  1855 

Doctor's  Fallaey  on  Smoking  and  Smokers,  12mo,  Is    WetUy    1857 

Doctrinal  Puritans  and  Divines  17th  Century,  each  yd.  Is  id.    See  Appendix Bd.Tr.Soe,    ... 

Doctrine  of  Changes,  applicable  to  Institutions  of  Social  Life,  12mo,  7s  6d HamiUon  1844 

■  the  Cross  exhibited,  ISmo,  2s  6<^  Bwmt,  1843  ;  4th  edit..  Is   Matters i860 

Eucharist,  as  propounded  by  Archd.  Wilbezforoe,  exposed,  fp.,  8s  6d  Longman  1854 

.■ Real  Presence,  as  set  forth  in  Works  of  Dirines,  8yo,  9s J.flJ:JJ^arheri%$$ 

Trinity  in  Unity,  8yo,  5s Bivington  1849 

Doctrines  and  Duties ;  or,  Faith  and  Practice,  by  a  Layman,  12mo,  7s  6^    WhiUaker 1839 

Practioes  of  Popery,  a  Coune  of  Lectures,  l^o,  cL,  2s ;  sewed.  Is  6d  Onfin    1851 

Documents  connected  with  Russian  History  and  Diplomacy,  by  MoreU,  8yo,  9s Kent  1854 

Scotch  Free  Church,  12mo,  Is  6<f ;  4to,  6s    Grifin    1844 

relating  to  the  Settlement  of  the  Church  of  England,  1662,  8yo,  6s  JCent  x86i 

Uniyersity  and  Colloges  of  Cambrid^,*  8  v.  8yo,  24s Longman  1853 


and  Dates  of  Diecoyeries  in  the  Nenrous  System,  8yo,  5s Chwrchitt  1839 

of  the  History  of  Ludlow  and  Lords  Mandiers,  joy.  8yo,  31s  6d Van  VoorU  ...1841 

Dod  (C. it.)  Annual  Biography  for  1842,  12mo,  9s   Cftopman  <&  iT.  1843 

Electoral  Facts,  1882  to  1858,  Impartially  Stated,  12mo,  7s  6(2 Whittaker 1853 

Manual  of  Dignities,  Privileges,  &«.,  12mo,  9s }Vhitt€tker 184a 

Parliamentaxy  Pocket  Companion,  32mo,  4s  6d Whittaker... Anntuil 

Peerage,  Baronetage,  and  Knightage,  12mo,  10s  6d Wliittaker... Annual 

Dodd  (C/uu.)  See  TooteU  (Jlvgh). 

(iFwt.)  Village  Sketches,  Tales,  12mo,  5s  Simpkin 1853 

((?.)  Account  of  Manufactures  of  Great  Britain,  6  v.  18mo,  9s  G.Cox    1844-5 

Curiosities  of  Industty  and  Applied  Sciences,  poet  8yo,  3s  6(i  Boutledge  1859 

Cycloptedia  of  Industry  of  All  Nations,  Svo,  8» G.Cox    1845 

Days  at  the  Factories,  post  Svo,  10s   H.Bohn 1843 

Sketch  of  the  Food  of  London,  post  8yo,  1  Of  6<i  Longman  1856 

YHiere  do  we  Get  it,  and  How  is  it  Made  ?  12mo,  ds6(i  Hogg i86a 

(/.)  Village,  and  other  Poems,  edited  by  Antli^  2  series,  12mo,  each  Is   ...   Ward 1853-6 

(P,S.\  St.  Peter  as  Evidence  of  the  Truth  of  Christian  Revelation,  8yo,  lOs  6<f  BivingUm  1837 

{Wm,)  Beauties  of  Shakespeare,  12mo,  Ss,  Wathbfmm€\  24mo,  3s  6d Moxon   1857 

; ■  English  and  German,  2  v.  18mo,  9s Schlose  1837 

Illustrated,  12mo,  12s  E.Lavi  i860 


Doddridge  (P.)  Devotional  Letters,  18mo,  Is  6<i Snow 1844 

Family  Expositor,  neii^  edit.,  n^.  8yo,  15s Tegg  i86a 

life  by  Fletcher,  6  v.  Svo,  40s Virtue    n.  d. 

^— ^— — Kippis,  4  v.  8yo,  36s Longman  1840 

-^— — '  by  Orton  and  Kippis,  imp.  8yo,  16s H.Bohn 1839 

Memorial  of  his  Life  and  Labours,  by  Stoughton,  12mo,  3s  6<2    Jack9onJlcW....i%sx 

MisoeUaneous  Works,  Easay  by  Morrell,  imp.  Svo,  18s H.Bohn 1839 

Private  Life  and  Correspondence,  5  v.  Svo,  75s Colburn 1831 

Rise  and  Progress  of  Religion,  12mo,  8s  6rf ,  WaMov,me\  3s  6d  ...  BeLTr.Soe.   ...1840 

18mo,ls6<2,i856;lar.type,12mo,ls6rf  iVtsJd 1859 

Essay  by  Foster,  12mo,  4s Grifin    1839 


Sacramental  Meditations,  ISmo,  Is  6<i,  Snow;  ISmo,  Is Bel.Tract  Soc,   1844 

Sermons  on  the  Power  and  Grace  of  Christ,  ISmo,  Is  6d BeLTraetSoc,  1849 

Various  Subjects,  4  v.  Svo,  86s ...  Hatchard  1839 

Treatise  on  Regeneration,  32mo,  2s Hamilttm  1835 
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Dodddi  (Ja»,)  Fifty  Years'  Struggle  of  the  Scotliah  Corenantera,  Srdedit.,  fp.  8to,  5$  ffamtUon  i86i 

{S.O.)  Harp  taken  from  the  WillowB  ;  or,  ConsoUtion,  Ac,  l2mo,  2« Uivombridge  ...1856 

DodgsoB  (C3kr.)  Oontroveny  on  Faith  in  Baptism,  post  8vo,  Z»  Murray 1850 

(CZ.)  Syllabos  of  Plane  Algebraical  Geometry,  8vo,  o<  J.H.dJ.ParkeritSo 

{D.S,)  Lncknow  City  Views,  with  Deseriptiye  Notices,  folio,  42j Day  d:  Son 1 8 60 

Dodimeade  (J?.)  Posy  of  Stray  Wildings,  18mo,  2s  Qd Ortxmbridge  ,..iHs 

Dods  (/.  a.)  Kleetro-Fsychology,  Leeturcfl,  12mo,  8«  W New  York 185a 

Treatise,  by  Dr.  Darling,  12mo>  8« Grifin 1851 

Immortality  Triumphant,  12mo,  4$  6d N(W  York 185a 

Philoeophy  of  Blectro-Biolo^,  by  Stone,  12mo»  Ss  M    BaiUikrt    185a 

-  Spirit  Manifestations  Examined,  12mo,  U New  York 1854 


-  [MmrcuM)  Incaniation  o£  the  Btenial  Word,  12mo,  e«  ;  8rd  edit.,  8s  6^  W,AlUm 184S 

Prayer  that  Teaches  to  Fray,  12mo,  2m  6d    ffamUton  186a 

(Jf.)  Cook  and  Honsewife's  Manual,  llUi  edit.,  12mo,  Si  Simpkin..: 1861 

Dodalciy  (JL)  Economy  of  Human  Life,  French  and  English,  ISmo,  each  1«  6d 7^04  1839 

n.6.,82mo,li6^^miMb»fi,40;IlluBt,18mo,6«  Van  Voorst  ...1839 

Fables  of  JBaop  and  Others,  12mo,  8«  W WkUtaker 1854 

Dodaley's  Original  Cellar  Book,  new  edit.,  4to,  UM  Whittaker i86a 

Dodaworth  (Jer,)  Better  Land  ;  Brief  Sketches  of  Fkoadise  of  God,  12mo,  Sf  9d Ward 1853 

Eden  Family  :  Series  of  Religious  Essays,  12mo,  2s  6d Partridge 1858 

{Wm.)  AngKcanism  Considered  in  its  Results,  8yo,  2s  6d Pickering  i8$i 

Clarendon,  a  Tale,  8t.  poei  8to,  81f  6d Simpkin 1850 

Diaoouises  on  Romanism  and  Dissent^  12mo,  4s Masters 1839 

Priest's  Companion  for  the  Sick,  12mo,  2s  M Masters 1846 

^— Sermons  on  the  Lord's  Supper,  12mo,  2f  6d   Masters 1841 

Signs  of  the  Times;  Sermons  in  Adrent  1848,  12mo»  2s  M Masters 1849 

DodweU  {Edw.)  and  Miles's  Indian  Army  list,  1770  to  1887,  imp.  8to,  42s  Longman  1839 

Doederiein  (Lud.)  Ia^u  Synonymea, by  H.  H.  Arnold,  8to,  7«6<<,i84i;n.e.,  12mo,  4f  Kivin0on  1852 

Dog  in  Health  and  Disease,  by  Stonehenge,  sq.  8vo,  15t Longman  .1859 

Dogma  of  Original  RighteousneaB,  by  a  Berean,  8ro,  Is  dd Walker 1861 

Dogs :  How  to  Rear  and  manage  them  in  Sickness  and  in  Health,  12mo,  Is Bidders  At  ^ttf4i86a 

Doheny  (If.)  History  of  the  American  ReTolntion  (Dufiy*s  Library),  12mo,  Is Bvmp^sxn 1846 

Dohefty  (i^K^A)  BngHsh  Grammar,  on  UniTersal  IMndples,  8to,  0i Simpkisi 1841 

(Ziuijf)  Manual  of  Derotion,  18mo,  2sM JUvington  1853 

Storm,  Blind  Willie,  and  other  Tales,  12mo,  is  6d Rivif^n  1853 

Dofane  (J.L.)  Zulu-Kafir  Dictionary,  Etymologically  Explained,  8to,  21«  Longman  1858 

Dmg{Mary)  Stories  about  Stars  and  Star-Gasers,  post  8to,  2s Ward  df  Lock  .1856 

Doine ;  or,  Songs  and  Legends  of  Roumania,  trans,  by  Mumy,  post  8to,  7»  (M Smith  At  Elder  1854 

Doings  in  Poetry,  8to,  Is Batchard  i860 

Dolby  (7%o.)  Floreston ;  or.  New  Lord  of  the  Manor,  a  Tale,  post  8to,  10s  M    Virtue   1839 

DolgorokoT  (Prince)  Hand  Book  to  Principal  Families  in  Russia,  post  8to,  Ss Ridgway    1858 

life  of,  by  J.  A.  Heard,  12mo,  6s  Bosworth  1857 

D<^aftd  her  Friends,  4th  edit,  16mo,  plain,  2s  M  ;  col.,  8«  6d   QriffitkAP.  ...186a 

D<ai*s  I^cnie,  inscribed  to  Fairy,  Nina,  and  Fits,  4to,  2s  M  DarUm  i860 

DoUiAgB-   {J.J.)  Gentile  and  Jew  in  the  Courts  of  theTemple  of  Christ,2T.  8to,  21s  Longman  ......i86a 

History  of  the  Church,  trans,  by  Cox,  4  v.  8?o,  84s Dolman .1840^ 

The  Church  and  the  Churches;  Papacy  and  Temporal  Power,  8yo,15«  Hurst  A  B.  ...i86a 

{DrJ.)  Luther  and  his  life,  18mo,  Is  T,  RickardMom,,itsi 

DoDman  {F.T.)  Examples  of  Ancient  An:hitectui«,  4to,  81s6<f  ;  imp.  4to,  45«  BdlA  Daldy...i%s^ 

Pulpits  in  England,  4to,  42s BeUAt  Daldy,  .1849 

and  Jobbins  (/.  R. )  Andent  Domestic  Architecture,  roy.  4to,  62«  6d. . .  A  iehley  1861 

Domat  (/.)  CiTil  Law  in  its  Natural  Order,  edited  by  Cushing,  2  v.  roy.  8yo,  52s  (kf  BosUm^  U,8,  ...1850 

tr.  by  Strahan,  2  V.  roy.  8yo,  60s  Maxwell 1851 

Dombnin  {H.H,)  Sacrifice  of  Jesus  in  Type  and  Fulfilment,  post  8to,  5s  6(2    Nitbet 1858 

Doaeneeh  {AhU)  Missionary  Adventures  in  Texas  and  Mexico,  8yo,  10s  6<2 Longman   1858 

Seven  Tears'  Residenoe  in  the  Deserts  of  N.  America,  2  t.  8yo,  86s  LongniM^  i860 

DovnDAT  Book  oy  EiroLAjm,  in  Photo-sinoography,  sm.  foUo,  oloth  : —  Lot^fman  i86a 

In  Great  Domesday  Bod^— 
Bedfordshire,  8s  Hampshire,  10s  Oxfordshire,  8c 

Berkshire,  8s  Herefordshire,  8s  Shropshire,  8s 

Bnckingfaam,  8s  Hertfordshire,  10s  Somersetshire,  10s 

Csmbridge,  10s  Huntingdon,  8s  Staffordshire,  8s 

Cheshire  ft  lAucsshire,  8s      Kent,  8s  Surrey,  8s 

Cornwall,  8s  Leicestershire  and  Rutland,  8s     Sussex,  10s 

Derbyshire,  8s  Lincolnshire,  21s  Warwickshire,  8s 

Derooshire,  10s  Middlesex,  8s  Wiltshire,  10s 

Donetshire,  8s  Northamptonshire,  8s  Worcestershire,  8s 

GUmcestershire,  8s  Nottinghamshire  &  Rutland,  10s  Yorkshire,  21s 

la  UtUe  Domesday  Book— 
Norfolk,  28s  Essex,  16s  Suffolk,  22s 

D«aneaday  Book  :  a  literal  Extension  of  the  Text  of  Cornwall,  imp.  4to,  4s Vaeker  t86i 

of  St.  Paul's  London,  1222,  ed.  by  Dr.  Hale  Camden  Soe,  ,..i%^j 

Latin  Text  Extended  and  Translation,  Middlesex,  folio,  8«    Longman  1862 

DomestieArchiteetnn  of  England,  Y.  1  &  2,  12th-14th  Centuries,  Sto,  ea.  21s  J.H.A:J,Parkeri%s% 

— — V.  8,2Pts.,Rich.  ILtoHen.  VIIL,  8vo,  80s JM.AsJ.Parkeri^- 

2  B 
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Domestic  Architeotnre  of  Eogland,  Heory  YIIL,  Elizabeth,  &c.,  foL,  2Sa    Weale    1846 

Cookery,  by  a  Lady,  12mo,  2f,  RouiUdge^  1853;  new  edit.,  12mo,  5« Jfurrajf 1S61 

■  Economist  and  Adviser,  imp.  8to,  Sf Orr 1850 

■  Economy,  18mo,  1»  (Qleig's  School  Seriee) Longman  1856 

— ~  Happiness:  Home  Education,  Gh>od  Breeding,  &c.,  18mo,  Is  6d   GrtH/mbridge  ...i9s9 

Hints,  by  a  Lady,  18mo,  2s  6d KaU  183* 

«■  to  TouDg  Mothers,  by  Martha  Oarefnl,  18mo,  Is   Dean 1861 

Life;  or.  Hints  for  Daily  Use,  18mo,  2s  6(2 lUl.  Tract  Social 

Offices  and  Litanies  for  Families  and  Others,  18mo,  2s  6d  /.  Whitaker  ...1853 

Prayers  for  Families,  Morning  and  Eyening,  18mo,  Is  6<2   Toovey   1844 


—  Portraiture:  Memoirs  of  the  Richmond  Family,  new  edit.,  12mo,  fis   Sttley 1856 

—  Scenes,  a  Tale  by  the  Author  of  the  '*  Baroness,"  12mo,  7s  SeeUif 1848 

-  in  Greenland  and  Iceland,  1 8mo,  2«  6<i,  Jlel. TraetSoc. ,  1 841 ;  2nd  e.  ,2s  Van  Voortt  . . .  1 85 1 


Stories,  by  the  Author  of  **  John  HalUaK,  Qentleman,"  12mo,  2s  Cd    Smith  4s  Eldtr  1859 

Tales  for  Youth,  18mo,  2s  6d Bvtm 1847 

■  l^Tianny;  or,  Woman  in  Chains,  12mo,  Is   WhiUaker 1842 

Domesticated  and  Wild  Animals,  a  Book  for  Children,  12mo,  Is    RtmtUdge  1855 

Domicilii  Exoerptae  Ubris  Jas.  V.,  4to BannatyneCL  25-33 

Dominie  (5(.)  Life  of,  12mo,  S«  6(f Stints    1857 

Domville  (TTm.)  Biblical  Enquiry  into  Nature  of  the  Sabbath,  V.  1  and  2,  8to,  ea.  9s  Chapman  A  H.I%SS 

Don  (Q)  Gardening  and  Botany,  System  of,  4  ▼.  ito,  14/  8s,  Rivington*—!,  to  Sis  6(i   H.Bohn 1 838 

(Jot)  Hortus  Cantabrigiensis,  18th  ed.,  8to,  24s,  Longman— nd.  to  7s  6d  H.Bohn 1845 

Don  Carlos,  Career  of,  from  the  Death  of  Ferdinand  YIL,  Syo,  14s Betdley  1835 

— -  Juan  Junior,  by  Byron's  Ghost,  edit,  by  G.  R.  Baxter,  8yo,  4s  Thomas 1839 

Sequel  to,  8vo,  lOs  6<i  PoffH  1843 

Donald  (Jca.)  Land  Drainage,  Embankment^  and  Irrigation,  n.  e.,  12mo,  Is  Rogtnon    1861 

Donaldson  {Jas.)  Lyra  Gneca:  Specimens  of  Greek  Lyric  Poets,  12mo,  6s  6<i  Simpkin 1854 

Modem  Greek  Grammar  for  Classical  Studente,  12mo,  2s Longman  1853 

(/no.)  Agricultund  Biography,  500  Authors,  1480  to  1864,  roy,  8vo,  2s...  Peiheram  1854 

Britiah  Agriculture,  lUust.,  imp.  8vo,  68s  AUMey  i860 

__^^...._  Bnemiesto  Agriculture,  Botanical  and  Zoological,  8to,  3s Baldwin    1847 

— — — —  Geological  Staircase :  Steps  of  Bocks,  Ac.,  12mo,  10s  6<i  Cormsh 1855 

______  Improved  Farm  Buildings,  4to,  Sis  id WaUan 1851 

New  Edition  of  Owen*s  Book  of  Fairs,  12mo,  Is  6d    Comuh 1S60 

■  Treatise  on  Cultivated  Plants  of  the  Farm,  12mo,  8s  6<2    Groombridge  ...1847 

.^«-^_.__ Manures  and  Grasses,  8vo,  12s Baldwin    184a 

-  Soils  aod  Manures,  new  edit.,  12mo,  Is  Orr 1851 


(/oi.)  Eventful  life  of  a  Soldier,  12mo,  4s Orifin    185s 

— {J.O.)  Jashar,  new  edit.,  with  Additions,  8vo,  10s WUUamsd:  y.  i860 

■  (y.  IF.)  Ckasical  Soholaiship  and  Learning  Considered,  12mo,  6s   BeUd:I}aldif...iis^ 

*— Constructionis  GisMB  PFBoepta,  12mo,  2s  6ci  Parker  A  Son...  iSso 

Essay  on  Christian  Orthodoxy,  8vo,  10s Williams  Jb^,  1857 

Greek  Grammar,  for  Students,  12mo,  4s6<f,  1848 ;  3rded.,  8vo,  16s  BeUAeJ)aldy...iZ6% 

I       Hebrew  Ghnammar,  for  Students,  poet  8vo,  8s  6d Parker  d:  Son    1853 

Latin  Exercises,  12mo,  2f  6d Parker  <fr  Son    185a 

Grammar  for  Use  of  Students,  12mo,  8s  Qd^  1851 ;  2  e.,8vo,14s  Bell  4k  Daldy...  i$6o 

•  Latins  Grammatice  Budimenta,  12rao,  Is  6d Parker  d:  Son    1853 


■  Longer  Exercises  in  Latin  Prose  Composition,  Svo,  6s  6d   Parker  d:  Son    1853 


New  Cratylus;  or,  Contributions  to  Greek,  8vo,  18s,  1 8  39 ;  3rd  ed. ,  20s  Parker  <£■  Son. . .  1 8  59 

—— Pindar's  Bpinidan  Odes,  and  Fragments,  8vo,  16s Parker d: Son... i%^i 

Principles  and  Prooeas  of  Classical  Philology,  8vo,  6s Parker  d:  Son    1848 

Sophocles  :  the  Antigone,  Greek,  and  English  Notes,  8vo,  10s  6(2  ...  WhiUaker 1844 

Theatre  of  the  Greeks,  7th  edit.,  14s  Longman  i860 

Three  Treacherous  Dealers ;  or.  Confirmation,  fp.,  2s  M  Parker d: Son... iS^ 

Yarronianus ;  Introduction  to  Latin  Language,  8rd  edit.,  8vo,  I4s...  Parker  A  Son    i860 

— (P.)  The  Odd-fellows*  Text  Book,  with  Forms,  &e.,  cr.  8vo»  9s  Philaddpkia    1854 

{T.L.)  Architectura  Numismatica;  or.  Architectural  Medals,  roy.  8vo,  68s  Day  ds  Son    ...1859 

—— Architectural  Maxims  and  Theorems,  8vo,  3s  6(2 WeaU 1847 

Examples  of  Ancient  Door-ways,  4to,  81s  6<i  Weale 1833 

Modem  Doorways,  4to,  81s  6<2 Weale 1836 

-  Hand  Book  of  Speofications,  Law  Contracts,  2  v.  roy.  8vo,  80s Atchleg i860 


Donatti  (Z.il.)  German  Grammar,  new  edit,  12mo,  3s  NtUt  1843 

Donegal  Tourists,  Hints  to,  edited  by  Lord  G.  Hill,  Illust,  4to,  7s  6<J  JfaUAard  1847 

Donelan  (/.P.)  My  Tripto  France,  8vo,  6s  Dolman 1857 

Donkey's  Shadow,  cr.  8vo,  2s  6d,  Low,  1855;  new  edit,  2i  RouUedge  i86x 

Donna  Bianca  of  Navarre,  a  Eomanoe,  8  v.  poet  8vo,  31s  6d Bosworth  1854 

Donne  (Jno.)  Works,  with  Life,  by  Alford,  6  v.  Svo,  72s,  Parker,  1839— red.  to  86s  H.Bohn 1848 

< Selections  from,  18mo,  4s   W.Smith  1840 

Devotions,  and  Two  Sermons ;  Life  by  Is.  Walton,  12mo,  6s   Pickering  1840 

■  Essays  in  Divinity,  edited  by  Jessopp,  12mo,  8s  6d Tupling 1855 


{W,B.)  Essays  on  the  Drama,  post  Svo,  6s,  Parker  de  Son,  1857;  2nd  edit,  6s  TinsUy  186a 

Donnegan (/as.)  Greek  and  English  Lexicon,  4th  edit,  roy.  Svo,  42s~red.  to  16s  ...  H.Bohn 1846 

Donovan  {Edw.)  Insects  of  China,  by  Westwood,  4to,  46s  ..  H.Bohn 184a 

iBdia,  by  Westwood,  4to,  46s  HBohn 184a 

<i^ic.)  Treatise  on  Chemistry,  12mo,  3s  6d Longman  1847 
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DonoTan  (ifte.)  Treadae  on  Domestic  Economy,  2  ▼.  12mo,  7» Longman  ...... 1S47 

Don't  Say  So;  or,  Ton  May  be  IGstoken,  by  Author  of  «  Bay  an  Orange,  Sir,"  18mo,  It  Book  80c,  186a 

Door  of  Hope  for  Britain  and  Chiistendom,  12mo,  2»  6d BotworUi 1853 

Dora  Melder,  from  tbe  German,  by  Meta  Sandon,  edited  by  Tayler,  12mo,  8f  0(2 ffouUton    1 8  54. 

Doran   {John)  Book  gf  the  Princes  of  Wales,  post  8^0,  I2i  M BenUey  x86o 

•  Habits  and  Men,  with  Aeoorda  on  Makers  of  Both,  2  e.,  p.  Syo,  7a  M  Btntley 1855 

-History  of  Coort  Fools,  post  8to,  10<  6(1 Bmtley  1858 

Kni^ts  and  their  Days,  post  8to,  10«  6<2,  1856— red.  to  7«  6(2 BeiUlty i860 

liiyesof  Qneensof  Bngland,Hou8eof  HanoTer,2T.p.8TO,21f,5S;8e.,12«  Bentiey 1861 

Memoir  of  Queen  Adelaid^  Consort  of  King  William  IV.,p.8T0,2«  6(2  BentUy 1856 

Monarehs  retired  from  Business,  2  y.  poet  8vo,  21t    BenUey 1856 

New  Fictuzes  and  Old  Panels,  post  8vo,  10«  6(2  BtMil^ 1858 

Table  Tndts,  with  Something  on  Them,  8rd  edit,  post  8vo,  7f  6c2   ...  BeniUy 1859 

Dor€  (^.)  Wandering  Jew,  illnst,  folio,  21j Addey    1857 

Dor6,  by  a  Stroller  in  Bnrope,  12mo,  7«  6(2 New  York 1856 

Doria(J.^.)<nM2Macrae(/>.a)FhM;tiee  in  Bankruptcy, Y.l,12mo,16«;Y.2,Pt.l,7f6<2  Croeiford  ...i86i-a 

(5ssi.)  Compendium  of  Ancient  Gec^giaphy,  12mo,  it   Tegg  1849 

— —  Bzpositionof  the  Church  Catechism,  18mo,  It  6(2 Simpkin 1850 

Dorlany's  Primrose  ;  or.  First  Part  of  PUsionate  Hermit,  4to  Roxbwrghe  CL 

Darman  (W.B.)  Principles  of  Truth  as  to  State  of  the  Church,  18mo,  2t JULTradSoc.  1838 

Way  ci  Truth  for  the  Belierer  and  for  the  Church  of  God,  12mo,  It  Oregg 1861 

D<fm  {Bern.)  Chrestomathy  of  the  Afghan  Language,  4to,  25t    AlUn  A  Co,  ...1847 

Doner  {Dr.  J,  A.)  Deyelopment  of  Doctrine  of  Person  of  Christ,  4  ▼.  8to,  ea.  10t6(2...  Hamilton  1861 

Dorothy,  aTale,  12mo,  4t  6(2 Parker^ Son,, \%%6 

Dorp  and  YeM;  Six  Months  at  Natal,  12mo,  ^ Orr    185a 

Dorr  {B.)  Trayels  in  Egypt,  the  Holy  Ijtnd,  Ac,  er.  8ro,  7t  M    New  York 1856 

—  (j8nt>.)  History  of  a  Pocket  Prayer  Book,  18mo,  It  6(2  J.Whitaker   ...1854 

Doningtcm  (yiio.)Toung  Arithmetician's  Companion,  18mo,  It  6(2    Relfe  1844 

D'Onaa  {Dr.A.LeV.)  Our  Satellite  :  a  Selenography,  No.  1,  folio,  81t  6(2  Bennett 1862 

D'Otsay  {Ctm.)  Clouded  Happiness  :  a  Novel,  12mo,  2t  6(2 C.H.Clarke  ...1853 

Donay  ;  or,  the  Follies  of  the  Day,  8to,  6t ff.Bohn 1844 

Donet  (Jfrs.)  Peacock  at  Home,  Illustrate(l,  16mo,  8t Addeg    1851 

Doiset,  Glossary  of  Prorincial  W<Mrds  used  in,  post  8to,  It /.  O.  Belt 1851 

Dorsetshire  Directory,  roy.  8to,  25t    Kelly 1859 

Doisey  (Jmia^.)  Woodreeve  Manor,  aTale,  12mo,  It    BoutUdge  1853 

D'Orsey  (A,J,D,)  Colloquial  Portuguese;  Handbook,  2nd  edit.,  12mo,  8t  6(2 TriOmer i860 

■  Boyish  and  Portuguese  Phrase-Book,  12mo,  2t  6(2 Bolandi 1859 

Orammarand  Composition  (Educational  Course),  new  edit..  It  6(2...  Cfhambers  i860 

(heat  Comet  of  1858,  as  seen  from  Madeira,  a  Poem,  It  Bell  A Daldy...  1S60 

Practical  Ghrammar  of  Portuguese  and  English,  er.  8yo,  7t   TrUbner i860 

Spelling  by  Dictation,  6th  edit.,  18mo,  It Orifin    1853 

Study  of  the  English  Lsnguage,  cr.  8to,  2t  6d   Bell<kDaldy...i96t 

Dost  Mohammed  Khan,  life  of,  by  Mohan  Lai,  2  t.  8to,  80t Longman  1846 

Doable  Acrostics,  by  Tarious  Authors,  edited  by  E.  L.,  18mo,  2t  6(2 Hogg  A  Son  ...i86z 

Coronet,  a  Norel,  by  Author  of  **  Charles  Auchester,*'  2  ▼.  post  Syo,  21t Nevkty    1856 

DouUeday  (^«.)  Genera  of  Butterflies,  Illnst.  by  Hewitson,  2  y.  imp.  4to,  152 15t...  Longman  ...1846-52 

—  Nomenclature  of  British  Birds,  poet  8vo,  It  6<2 Van  Voorst   .-.1839 

(H,)  Zoological  Synonymic  List  of  Butterflies,  2nd  edit.,  4to,  2t Newman    1859 

(Tftot.)  Ere  of  St  Mark,  a  Bomance  of  Yenice,  2  v.  post  8to,  21t SmithAElder,..i%$7 

Financial,  Monetary,  &c..  History  of  England,  2nd  edit.,  8to,  12t  B,  Wilton  1858 

•  Law  of  Population  ss  to  the  Pood  of  the  People,  n.  e.,  8to,  lOt ...  8nUthdsElder...i9s^ 
-  Treatise  on  Mundane  Mors]  QoTemment,  Sto,  9t  Blackwood§   ...185a 


Doooe  {Fro,)  Dissertation  on  the  Dance  of  Death,  8to,  21t Pickering  1849 

Illustrations  of  Shakespeare,  8to,  14t Tegg  1830 

Doodo^  (Z>.^.)  Leares  from  My  Note  Book,  82mo,  2t6(2 Darton  n,  d, 

Pilgrim  Papers:  Counsel  for  Christian  TraveUers,  82mo,  2t H,  O,  Collin$...i9so 

' Sympathy,  Words  for  the  Wesk  and  Weaiy,  12mo,  4t Collingridge  ...i86a 

((7^.)  GospBl  Cottsge  Lecturer,  4  y.  12mo,  20t  Collingridge  ...i860 

Doogsll  (/.i>.)  Rifle  Simplified,  12mo,  It A,HaU  1859 

Scottish  Field  Sports,  fcap.  8yo,  8t  6(2    A,Hall 1861 

— — ^—  Treatise  on  Salmon  and  Qhrout  Angling,  12mo,  It  dd Orr    1841 

^ the  Art  of  Shooting,  post  8yo,  5t A.HaU 1857 

Doo^sB  {Arek.)  Sermons,  with  Memoir  by  Clayton,  8yo,  lOt Ward 1840 

(Dav.)  Essay  on  the  Oflice  of  thePrimitiye  Eyangelist,  12mo,  2t  6(2 Ward 1838 

— History  of  Baptist  Churches  in  North  of  Eoglaad,  12mo,  4t  Qd HouUlon    1846 

' •  (JR.)  Harmony  of  the  Qospels,  2  y.  post  8yo,  5t    Simpkin 1859 

{Riz.K.)  Alick  and  Janey,  the  Shepherd*<s  Children,  16mo,  2t  6c2  Bivington  1857 

—  Forest  Pony,  and  other  Tales,  cr.  8yo,  It  * Rivington  1856 

Trnth;  or,  Gbeat  and  Little  Crosses,  12mo,  5t Hamilton  1854 


— (^/>. (ratfys)  P^aoe  of  Honour,  4to Ballaiyne Club. i$%j 

Yiigil's  iBneid,  in  Scottish  Yerse,  2  y.  4to ^anna^yii«C72u5i839 

— iHen.Alex.)  QermoDB,  12mo,  4t  6c2 Bivington  i86a 

(ITerM. )  Jerusslem  the  Golden,  and  the  Way  to  it,  post  8yo,  6t BentUy i86a 

(A'rifoip.)  Defence  of  England,  8yo,  2t  6(2 Murray i860 

Iron  Defences,  an  Answer  to  the  Quarterly  Beyiew,  2  edit.,  8yo,  2t .  Mnrray 1861 
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Jkiag]aB{SirHow,)Vmnl  Wufare  with  Steam,  2nd  edit.,  8to,  Sa  M    liwray iS6o 

ObeerTatioDfl  on  Modern  Syetems  of  Foriificaticm,  8vo,  12» Murray iS6o 

— ^~—  Treatise  on  Conttniction  of  Military  Bridge*,  8vo,  21» Mun-ajf i^Sl 

Naval  Gunnery,  8ro,  6th  edit.,  2U :..  Murray i860 

(Jot,)  Faanng  Tboughta:  MisoellaneooB  Eesays,  8vo,  SsM Hamilton  1S56 

Philosophy  of  the  Mind,  8to,  9s Longman  1839 

Principlea  of  Snglish  Qrammar,  irith  BzereiaeB,  new  ed.,  l8mo,  1<  6d  Simpkin 1859 


SelecUona  for  Recitation,  2nd  edit.,  12nio,  \t%d Simfkin 1802 

Strucjtnpe  of  Prophecy,  12mo,  1«,  1850;  2nd  edit.,  8vo,  Za  6rf    Hamilton,  1851 

-(/./.)  Lore  of  Christ  in  the  Work  of  Our  Redemption,  12mo,  \$  MatUrt 1858 

(J.W,)  World  of  Insects:  a  Guide  to  its  Wonders,  12mo,  as  6cf  Van  VoorA  ...1856 

(Miu)  Anne  Dysart,  a  Btoiy  of  Ryery-Day  Life,  3  v.  p.  8vo,  Sit  6rf  — r.  to  15#  CoUnim 1850 

Heir  of  Ardennan,  a  Story,  8  t.  poet  8vo,  31*  6d    Colburn 1851 

Herbert  Lake,  8  t.  post  8to,  81»  6d  Colbwm 1854 

Onwaids,  87.  post  8vo,  81«  W  Hur$t  ^  B 1858 

Rosa  Grey,  8  V.  post  8to,  81»  (W    HwrttAB,    ,..l^^ 

'"  (R,)  Adrenturesof  a  Medical  Student,  Sv.p.  8to,  81s6(2,i848;lr.  10«6<i  Tegg  1858 

(5.)  Mary  and  Mildred,  2nd  edit,  18mo,  2* MatterB i860 


(SUpk.A.)  Life  of,  by  James  W.  Sheahan,  post  8vo,  6»  W New  York i860 

Douglass  (C.E,)  Doctrine  of  Holy  Baptism  Considered,  12mo,  U  ^ MoMtert 1850 

One  Fold  of  Christ ;  Practical  and  Spiritual  Unity,  12mo,  2i  JM,d:J,Purk€n%yi 

{Prtd.y  My  Bondage  and  my  Freedom,  Life  as  a  Slave  and  Freeman,  12mo,  9<  New  York 1855 

NarratiTe  of  his  Life,  by  Himself,  new  edit.,  12mo,  8«  ed  RXlark 1847 


DouYllle  (/.  F.)  Speaking  French  Grammar,  post  8vo,  7»  6d-Key  to,  U  6d Simpkin    1835 

Dove  of  Tabcnna  and  The  Rescue,  fcap.  8vo,  U  (Historical  Tales) J, H.dc J. Parker ildi 

Dove  (H,  W,)  Distribution  of  Heat  over  the  Surface  of  the  Globe,  4to,  12s  Taylor  A  F,  ...i8s3 

Law  of  Storms,  with  Diagrams  and  Charts,  2  e.,  by  Scott,  8vo,  10«  6«i...  Longmau  i86a 

(P,E,)  Rlementsof  Political  Sdeooe :  Method  and  Doctrine,  8vo,  12f    ffamillon  1854 

■  Logic  of  the  Christian  Faith,  8vo,  10»  6rf  Oroow^ridge  ,..i%s^ 

— Management  and  Use  of  the  Revolver,  8vo,  8»  6d Longman  1858 

(Wm.)  Treatise  on  Penmanship,  for  Ladies,  4to,  7«  6rf Simpkin 1836 

Dove  on  the  Cross,  and  other  Thoughts,  in  Verse,  new  edit,  fcap.  8vo,  2$  6d  Niab€t    i860 

Dove*8  Evening  Party  and  Lion's  Grand  Ball,  8vo,  Is Dean 1858 

Isothermal  Lines,  8vo Br,  AMtociation 

Dovecote ;  or,  the  Heart  of  the  Homestead,  by  the  Author  of  *<  Cap  Sheaf,"  12mo,5«  6<f  Low   1854 

Doyer  {Lord)  Lives  of  Eminent  Sovereigns  of  Europe,  12mo,  3s   Ward 1853 

Doveton  (P.B,)  Burmese  War  Reminiscences,  new  edit.,  12mo,  7s  6d  Allen  <t-  Co 1854 

Doveton  ;  or,  the  Man  of  many  Impulses,  8  v.  post  8vo,  31s  6d Smithd:  Elder  1837 

Dow  {/.)  Short  Patent  Sermons,  8  v.  12mo,  10s  6<2 New  York 1858 

(Z.)  God,  Man,  and  Devil,  Vicissitudes  of  Life,  by  Peggy  Dowl,  2  v.  in  1,  r.  8vo,  12s  New  York 1851 

(W,)  DisoouTMs,  Practicallc  Doctrinal,  2  v.  8vo,  21s,  1847 ;  2  v.  p.  8vo,  ea.  5s6cf...  Boiworth  1853 

— *— —  First  Principles  of  the  Doctrine  of  Christ,  poet  8vo,  2s   Botworth  1856 

Sermons  and  Homilies,  post  8vo,  2s  6</ BotwoHh  1856 

Dowden  (Rich.)  Walks  after  Wild  Flowers,  12mo,  4s  8d Van  Voorst  ...185a 

Dowdeswell  {Q.M.)  Law  of  Life  and  Fire  Insurances,  12mo,  6s Stevens  1846 

Merchant  Shipping  Acts,  1854-5,  12mo,  14s  Stevens  1855 

Dowding  {W.C)  Religious  Piirtisanship,  and  other  Papers,  12mo,  5s    J.HJ:J^Parker\%^ 

Village  Lectures  on  the  Homilies,  12mo,  8s  W Rivington  1842 

Dowe  (W.)  Junius  the  Mask  of  Lord  Chatham,  12mo,  5s   New  York 1857 

Dowell  {C.T.)  Expknation  of  the  Old  Testament,  new  edit,  18mo,  4s Simpkin 1848 

—— (5.  H^.)  Catechism  on  the  Church  Services,  12mo,  4s    Rivinjton 185a 

—  (TAo.)  Churchman's  Companion,  8vo,  9s  Longman  1849 

'■ Thoughts  for  the  Present  Hour,  1 2mo,  Is  6rf    Wertheim  1848 

Dowie  {Jos.)  The  Foot  and  its  Covering,  and  Camper  on  the  Shoe,  fcap.  8vo,  2s  6d...  Hardwicke    ...i86t 
Dowland  {T.^E.)  Carpenter's  Divine  and  Spiritual  Communications,  post  8vo,  7s  fkl  BelUhambers...i%^i 

Dowleans  (A.M,)  Bengal,  Catalogue  of  Productions  of,  4to,  2s  M TheuJcer 1851 

Dowling  (A.JA  Catalogue  of  Books  of  Old  k  New  Testaments,  12s  6<2;  mounted,  21s  Simpkin 1856 

{A.S.)  Practice  of  the  Superior  Courts,  12mo,  8s Richards   1848 

(C,H,)  Iron  Bridges,  Rules  for  finding  Strain  of,  12mo,  5s  Weals    iS6a 

(/no.)  Romanism  from  the  Earliest  Corruption  of  Christianity,  8vo,  18s    ...  New  York 1849 

(/.(?.;  Critical  Stndy  of  Ecclesiaslical  History,  8vo,  8s Rivington 184S 

■-  Eflfectsof  Literature  upon  the  Moral  Character,  8vo,  2s   R:vington 1840 

Notitia  Scriptorum  SS.  Pfctrum,  8vo,  4s  6d J. H,ikJ»Parker i%29 

•  Sermons  preached  at  Gloucester,  12mo,  7s  6d Rivington  1841 

(TTfli.)  Natural  History  of  Quadrupeds  and  Birds,  12mo,  3s Bums    1849 

Poets  k  Statesmen,  Homes  &  Haunts,  8vo,l  4s,  ^.  Williams,i%S7  ;  I0s6d  Grijfin    1862 


Downame  {Bp,0.)  Christian's  Freedom  ;  or,  Christian  Liberty,  2  ed.,  18mo,  2s  6<2...  Nisbet    1S36 

Downe  (Ttsc^ )  Elementaiy  English  Grammar,  18mo,  Is Longman  1857 

Downes  {A If.)  Manual  for  Candidates  for  Commissions  in  Army,  12mo,  Ss  Parker  d:  Son   1S52 

{Cha,)  On  Construction  of  Exhibition  Building,  1851,  4to,  31s  6d  Weale    1^5* 

((?.)  Three  Months  in  the  North,  12mo,  6s  Cadell   1839 

•  (Jos.)  Mountain  Decameron,  a  Novel,  3  v.  post  8vo,  31s  6d Bentley 1836 

(0.(?.)  Physical  Constitution  of  Comets,  4to,  6s Layton  i860 

Downie  {Sir A.)  Efficacy  of  Mineral  Waters  in  Chronic  Diseases,  12mo,  6s    Churchill  1841 

Downing  {A  J,)  America,  Fruits  and  Fruit  Troes  of,  8vo,  9< New  York 1858 


/* 
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Dovnmg  (^./.)  Gotftage  Hesidenoes,  8to,  12«  New  York. 

Country  Hoases  and  Designs  for  Cottages,  fcap.  870,  25< New  York. 

Designs  for  Raral  Cottages,  roy.  8vo,  14«,  184a  ;  n.  e.,  12s  6^2 H'Uey 

lAndseape  Gardening,  r.  8vo,lS8,  LongmaHy  1849 ;  6  e.  by  SaTgent,21«  New  York  . 

-  Baral  Bssays,  Svo,  IS*.....^ New  York. 


(C.T.)  Essay  on  Nearalgia;  or,  Tic- Douloureux,  Svo,  10$ 6d  Churchill 

Fanqui  ;  or,  Foreigner  in  China,  S  y.  post  8yo,2l8    Cofburn  . 


'  (Mrt.HJ)  Bemembranoes  of  a  Monthly  Nnne,  12mo,  1«  (Readable  No?eb)  ....^.  C.JJ. Clarke  . 

—  (Har,)  Satan  in  Love,  a  Dramatic  Poem,  post  8vo,  10<  ed    !.  BeUtis  Dctldy. 

—  (Htn.)  Short  Notes  on  St  John's  Gospel,  fcap.  Svo,  2«  6d J,H.deJ.Parker 

the  Acts  of  the  Apostles,  12ino,  2s JJLd:J.Parker 


'  (SaftL)  Elements  of  Practical  Hydraulics,  Svo,  5#,  1851  ;  2nd  edit.,  8s Lonr/man 


Dovsing(Yrai.)Jooraal  of  a  Visit  to  Suffolk,  1613-44,  ISmo,  2s    Parker  ik  Son 

lumber  Merchant  and  Builder's  Companion,  2nd  edit.,  12mo,  Ss Lockwood 

Dowsoo  (ffen,)  Histoiy  of  the  First  Baptist  Church  at  Bradford,  12mo,  2s  6</ HouUton,    

(Dr^.)  Medicine,  Introduction  to  the  Study  and  Practice  of,  12mo,  is  6d  ...  Longman  

■  (J.W.)  Latin  Grammar  Manual,  12mo,  2s  Jarrold 


Doyle  (Dr.)  Life,  Times,  and  Correspondence  of,  by  W.  J.  Fitspatrick,  2  v.  Svo,  20s  Duffy 

{F.If.)  MiaceUaneons  Verses,  12mo,  8s  6d  Saunders  tk  0. 

Two  Destinies,  a  Poem,  Svo,  2s  6(2  Saundertd:0. 

(Han.)  Tribute  to  the  Memory  of  Ismena  Whittaker,  post  Svo,  Is   Bennett 

{J.B,)  Tours  in  Ulster  :  Handbook  to  North  of  Ireland,  12mo,  8s  6d Simpkin 

{Mar.)  Agricultural  Labourer  in  his  Moral,  &c..  Condition,  Svo,  3s  6d Groombridgt ... 

Ciutechism  of  Cottage  Gardening  and  Farming,  ISmo,  Is  Qroomhridge  ... 

Common  Things  of  Eveiy-Day  Life,  12mo,  Is Boutledge  

Cydopsedia  of  Agriculture,  by  Bham,  Svo,  12s — ^red.  to  6s  H.Bohn 

Farm  and  Garden  Produce,  12mo,  Is  Boutledge  

Flower  Garden,  12mo,  Is  6(2 Longman  

— —  Illustrated  Book  of  Domestic  Poultry,  post  Svo,  6$,  1855  ;  n.  e.,  6s   Boutledge  

Practical  Gardenirg^  12mo,  3s  6(2 Longman  

Rural  Economy  for  Cottage  Farmers  and  Gardeners,  ISmo,  Is  &  2s Boutledge  

— — Things  Worth  Knowing,  12mo,  Is    Boutledge  

Village  Lesson  Book  for  Boys  and  Girb,  ISmo,  each  Is Groombridge  1855-9 


{Riek.)  Foreign  Tour  of  Brown,  Jones,  and  Robinson,  4to,  21s Bradbury 

Les  Mceurs  et  les  Coutumes  des  Anglais  en  1849,  4U>,  16s Bradbury 

Merry  Pictures,  foL,  12s   BeiU  

-"Overland  Journey  to  the  Great  Exhibition,  square,  plain,  3s  ;  oold.,  6»  Chapman  ds  II. 

(Ter.)  Two  Households,  a  Novel,  2  V.  post  Svo,  21s Newby    

D*Oyly  (C/j.)  True  Faith  of  a  Christian,  an  Exposition  of  the  Creed,  fcap.,  2s  6(2   ...  Parker  ds  Son 

(6^0.)  Sermons,  with  Memoir,  by  his  Son,  2  V.  8vo»  ISs Bivington  

a}u2MaDt(fi;p.)HolyBible,  3v.p.Svo,  22s,i856;  n.e.,  3  v.  roy.  Svo,  21s  SocP.C.K,.. 

Do  You  Give  it  Up?  a  Collection  of  Conundrums,  Riddles,  &o.,  fcap.  Svo,  Is Loehcood  

Dosen  Pair  of  Weeding  Gloves,  12mo,  Is Jat.  Blackwood 

Drago  ((?.)  John  Hobbfl^  a  Tale  of  British  India,  8rd  edit.,  post  Svo,  Is  Partridge 

Drainage  Act,  by  H.  R.  Dearsley,  12mo,  8s Blenkam  

Drake  {CD.)  Law  of  Suits  by  Attachment,  Svo,  82s Boston,  U.S.  ... 

-(j^fi.)  Diseases  of  the  Valley  of  N.  America,  Svo,  36s  ;  2nd  series,  45s  Philadelphia 

{SirF.)  Cavendish  and  Dampier,  Lives  and  Voyages  of,  new  edit.,  12mo,  2s  Qd  Nelson  

His  Voyage,  1695,  by  T.  Maynarde,  ed.  by  Cooley,  Svo    Hakluyt  Soc.... 

life,  by  J.  Barrow,  n.e.  (Home  and  Col.  Lib.),  p.  Svo,  2s6(2,  1844  *  ^••'  Murray 

{Fra.)  Metaphysicians,  Carvel  and  Fremdling,  ed.  by  Smart,  n.e.,  pon  Svo,  Ss  Longman  

iJas.)  Road  Book  of  the  Grand  Junction  Railway,  fp.  6s  ;  n.  e.,  12mo,  9s   ...  Ilayvard  

(Lau.)  Heroes  of  England,  edited  by  J.  G.  Edgar,  12roo,  6s  Bogite 

{Nal.)  Harp  of  Judah,  Translation  of  the  Psalms,  2  v.  post  Svo,  21s Bkivytoii  

(5.)  Indian  Captivities ;  or,  Life  in  the  Wigwam,  post  Svo,  Ss  Boston^l/.S,  ... 

{^.{7.)  History  and  Antiquities  of  Boston  (Mass.),  1630-1770,  Svo,  36s  Boston,  U.S.... 

{Wm.)  History  of  England,  from  Cssar  and  Tacitus,  12mo,  3s  6(2 Longman  

Method  of  Arithmetic,  Ist  and  2nd  series,  12mo,  each  2s  6(2  Simpkin 

-  Notes  on  the  Books  of  Jonah  and  Hosea,  Svo,  9s Macmillan    ... 

Sermons  on  Jonah,  Amos,  and  Hosea,  post  Svo,  7s  Qd Bfope  . 


Diakenboreh's  Livy,  with  Crevier*s  Notes,  new  edit.,  3  v.  Svo,  31s  6(2 Whittaker 

Drama,  Choose  Tour  Own  Path,  Svo,  2s  6(2 Partridge 

National,  J>esultoTy  Thoughts,  Svo,  sewed,  2s  6(2   Onwhyn 

of  life;  Scenes  Fearful  and  Fanciful,  12mo,  2s Bichardsons  ... 

Drsmatic  Regisier  f or  1853,  fcap.,  2s    Lacy 

Dranfidd  {Cha.)  and  Halifax  {O.D.)  Flirting  Page,  and  other  Poems,  post  Svo,  2s  6(2  Jas.  Blackwood 

Draas£eld  ( IT.)  Forty-six  Short  Sermons,  Svo,  16s Snow 

Prayers  for  Family  Worship,  8th  edit.,  post  Svo,  6s  6(2    AyloU    

Psalms,  Hymns,  and  Poetical  Pieces,  ISmo,  2s  6d Aylott 


—  Sermons  for  Sabbath  Evening  Reading,  post  Svo,  7s  6(2   Aylott 
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Draper  (JS.ir.)  Art  of  Being  Happy,  new  edit.,  roy.  32mo,  Is  6(2  Darton 

Bible  lUastrations,  by  Kitto,  4th  edit.,  16mo,  4s GriffUh  d:  F... 

Lives,  Old  Test.,  32mo,  2  v.,  3s  ^d ;  New  Test.,  2  v.,  2s  6(2  ...   Ward 1835-^6 

Story  Book,  l&2s.,  16mo,  2s6(2,  Ward,  1853;  8&4s.,  2s6(2  Berger   1840 

Book  for  the  Lonrs  Day,  32mo,  2s  Darton  n.  f* 
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Draper  (B.H.)  ETergreen,  a  Selection  of  ReligiooB  Prose,  32mo,  2»6djiZ%^;  iue.,ls  M  Darton  i860 

JuTenile  Naturalist,  16mo,  3«  6d,  H.  Bokn,  1840;  new  edit.,  3«  6d  .  Dean i86i 

-— Lives  of  Eminent  Youth,  82mo,  2«— red.  to  1*  Ward 1837 

Mammon  Demolished  ;  Essay  on  Lore  of  Money,  18mo,  2j  6d  DarUm  1836 

Miracles  of  Oar  Saviour,  16mo,  2i  6d Darton  1847 

Papas  Book,  12mo,  2«  6d HouUlon    1838 

'—^- Parables  of  Our  Saviour,  16mo,  8«  Hd Darton  1845 

Stories /rom  the  Old  and  New  Testament,  12mo,  6f    QrifUh^-F.  ...1858 

of  the  Animal  World,  16mo,  4*  6d Darton  184a 


-(/.TT.)  Chemistry  for  Schools,  Text-Book  on,  6th  edit.,  12mo,  6s  td J.Chapman  ...1851 

Human  Physiology,  2nd  edit.,  illust,  8 vo,  25f   Low   i860 

Natural  Philosophy,  3rd  edit.,  12mo,  6«  /.  C%apflia»  ...1851 

-Plants,  Forces  which  produce  the  Oiganization  of,  4to,  18«    WiUy 1845 


(ir./>.)  On  the  Organisation  of  Plants,  4to,  14* New  York 1851 

{W.F.)  Index  to  Bibliotheca  Sacra,  8vo,  12* Andover  Auoe.  i%S7 

Draper  in  Australia  ;  Three  Tean*  Adventures,  12mo,  2s  6<i Freeman    1856 

Drawing-Book  rPencil)  for  1860,  oblong,  5«  6rf    Barnard    i860 

Black  Lead  Pencil  Drawing  Book,  oblong,  3<  6rf Dean i86i 

of  Government  School  of  Design,  folio,  Parts  1-7,  ea.8s6<< Chapman  Js H,i%^^ 

■  Copies  for  Elementary  Instruction,  Ist  and  2nd  series,  4 to,  on  bds.,  ea.  3s6(2  Walton 1839 

•  tinted,  a  Set  of  Eight,  imperial  4to,  mounted,  6s  6d Bean 1855 


for  Toung  Children,  new  edit.,  16mo,  3s  6d   HoulUon    i86z 

Drawing-Room  Gtime  of  Sentences,  18mo,  QtQd Izzard    1858 

Portrait  Gallery,  folio,  21s    Qfiee Annual 

Scrap  Book,  4to,  ea.  21«    Fi^er x83x-sa 

Sibyl ;  Oracles  from  the  Poets,  post  8vo,  10s  6d,  1853— red.  to  7s  6c{  BanuUon  i860 

Table-Book,  ed.  by  Mis.  S.  C.  Hall,  4to,  16s,  1848;  21s,  1849;  ^Is...    Virtue    1853 

■ by  the  Brothera  Finden,  foL,  21t OHjin    i860 

"DrKyoon  (A, F.W.)  Common  Sights  in  the  Heavens,  12mo,  8s  Chapman  A  B.iSSi, 

' Earth  We  Inhabit,  its  Past,  Present,  &c.,  post  8vo,  3«  6d BenneU  1859 

— Practical  Military  Surveying  and  Levelling,  sm.  post  8vo,  4s  M     Chapman  As  H.  i86a 

'  Sporting  Scenes  amongst  the  Kaffirs,  8vo,  7s  6d,  1 8  5 8 ;  n.e. ,  1 2mo,  2s  RonUedge  1 86x 

Tales  at  the  Outspan,  Southern  Africa,  8vo,  15s Saunders  d:  0.  i86x 

Drayton  (Michael)  Harmonic  of  the  Church,  edited  by  Dyce,  piwt  8vo Percy  Sbc 

■ Poems,  edited  by  Collier,  4to Roxburghe  CL   1856 

Dream  Chinti,  a  Story,  by  Author  of  "Old  Jolliffe,'*  12mo,  2s  Qd   lockwood  185X 

Life;  or,  Fable  of  the  Seasons,  by  Marvel,  12mo,  Is Routledpe  1853 

of  the  Day  that  must  Come,  12mo,  2s  » Wertheim  1859 

that  was  really  Dreamt,  square.  Is  6d Masters 1851 

Dream  ;  or,  the  Feast  of  the  Guardian  Angels,  fcap.  8vo,  2s  Od    Dolman 1851 

Dreamere*  Dictionazy,  or  Key  to  Night  Visions,  18mo,  2s    Menties 1852 

Dreamland,  Poems,  by  Mary  Elizabeth,  Illustrated  by  McLeod,  4to,  21s  ;  col.  42s  ...  Kent  1859 

Dred  Scott,  Legal  Review  of  the  Case  cf,  8vo,  2s Boston,  U,S,  ...1857 

Dredge  (/as.)  Manual  of  Prayer,  18mo,  2s   Simpkin 1836 

Dredge's  Suspension  Bridge,  explained  by  Turnbull,  8vo,  5s  Weale 1841 

Drennan  {Dr.)  Poems,  with  Additions  by  his  Sons,  12mo,  3s  6d   Simpkin 1859 

Dresden  Gallery,  Nos.  1  to  56,  each  30s   Longman     1840-50 

Dress  :  Few  Words  upon  Fashion  and  her  Idols,  12mo,  Is Saunders  A  0...iZ^^ 

Dresser  ((7.)  Art  of  Decorative  Design,  8vo,  21s  Day  A  Son 186a 

»  Ornamental  Art  in  the  International  Exhibition,  1 2mo,  Is Day  A  Son 1 86a 

(CAr.)  Popular  Manual  of  Botany,  fcap.  8vo,  3s  6d  ;  cold.,  4s  6d    Longman  1861 

■  Rudiments  of  Botany,  Structural  and  Physiological,  8vo,  15s Virtue    1859 

-  Unity  in  Variety,  as  deduced  from  Vegetable  Kingdom,  8vo,  10s  6<i Virtue    1859 


Dressmaken  and  Dress- Wearers,  Is  6<2 *. Routiedge   >857 

Dressner  {Carl)  Genuine  Pronunciation  of  the  Ancient  Romans,  12mo,  2s   Longman  1845 

Drew    {BA    The  Refugee;  Fugitive  Slaves  in  Canada,  8vo,  7s Boston,  17^.5.. ..1856 

{O.C.)  Teachei's  Hand  Book,  Graduated  Arithmetic,  12mo,  2s    Juddd-  Olass    1858 

The  Educator's  Instruments  :  Hints  on  Method,  &a,  8vo,  Is  6d ...  Judd  ^  Glass    1858 

{G.S,)  Objects  and  Usefulness  of  Evening  ClasBes  for  Young  Men,  18mo,  Is  ...  Hamilton  185a 

Reasons  of  Faith  ;  or,  the  Christian  Ailment  Developed,  12mo,  4s6<i  BdlA:  Daldy..,\%6x 

"  Scripture  Lands  in  Connection  with  their  History,  post  8vo,  10s  6d Smith d:  Elder   i860 

—  Studies ;  or.  Readings  in  the  Old  Testament,  post  8vo,  9s   ...  HamUton  1856 


Sermons  Preached  in  St.  Pancras  Church,  8vo,  4s Rivington  1849 

-{Jno.)  Manual  of  Astronomy,  12mo,  5s Beliik  Daldy..,!^^^ 

Practical  Meteorology,  12mo;  2nd  ed.,  edit,  by  F.  Drew,  fcap.  8vo,  5s  ...   Van  Voorst    ..  i860 


'{Sam.)  Essay  on  the  Immateriaiity  of  the  Human  Soul,  12mo,  4s F.Jackson 1848 

Life  of,  by  his  Son,  J.  T.  Drew,  2nd  edit.,  8vo,  12s P.Jackson 1835 

Remains,  Sermons,  &c.,  edited  by  his  Son,  8vo,  10s  6d    P.Jackson 1835 

The  Self -Taught  Comishman,  a  Life  Lesson,  1 2mo,  Zs  6d Ward  <L  Lock  .1861 


(W.H.)  Geometrical  Treatise  on  Conic  Sections,  2nd  edit,  post  8vo,  4s  6<i  MacmiUan i86a 

— * Solutions  to  Problems  contained  in  Conic  Sections,  cr.  8vo,  Ss  6d    MacmiUan 1861 

Drewry  ((7.5.)  Memoir  on  Suspension  Bridges,  8vo,  12«  Longman  1832 

■ Patent  Law  Amendment  Act,  with  Notes,  8 vo,  5s   Stevens  '837 

Treatise  on  Equity  Practice,  8vo,  16s    Crock/ord 1856 

Law  and  Practice  of  Injunctions,  8vo,  I6s;  Sujii.,  6s Siceet 184^ 
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Drewry  {C.S.)  Treatise  on  Principles  of  Equity  Pleading,  12mo,  6«   ButUrtocrtha  ...185S 

Drexelins  {Uia-,)  BeflecUons  on  Eternity,  transl.  by  Dunster,  12mo,  5«    Burnt     1844 

Dring  {Mary)  Child's  Poetical  NaturaUst,  18mo,  2f  6d    HamiU(m  1848 

Memory's  Review;  or,  Principles  and  Practice,  12mo,  2«  6rf  Whittaker 1847 

Sabbath  Recreations,  in  Question  and  Answer,  in  a  box,  2t^d  Hamilton  1848 

Drinkwmter  (/mo.)  History  of  the  Siege  of  Gibraltar,  p.  8vo,  2a  6d,  1 844;  n. e. ,  12mo,  2<  Murray 1 86 1 

Moax  {AIA€)  Sacred  History,  transL  by  Qoss,  new  edit.,  12mo,  2j  6<f T.Richardson    i86z 

Driver  (/mo.)  Letters  from  Madeira  in  1834,  12mo,  4«  6d Longman  1838 

(R.C.)  Manual  of  Questions  and  Exercises  in  ArithmeUo,  new  ed.,  12mo,  8<  6<2  Orwmbridge  ...1858 

Ihoppingi  from  the  Sanctuary,  32mo,  2«  6<;{ Lonfftnan  1836 

Dros  (P.)  Fr»ich  and  English  Chnunmar,  12mo,  5a Lomjman  1841 

Qrammaire  Franfaise  Simplifi^  12xno,  3«  Lonfftnan  184a 

Petit  Lecteur  Fran^aise,  12mo,  1»    Longtnan  184a 

Droiden,  a  Tale  of  khe  Fourth  Century,  from  the  German,  16mo,  2a  6d  Comiah 1848 

Dniltt  {Jtobt. )  Memoranda  on  Sabjects  in  Anatomy  and  Suigery,  2nd  edit ,  1 2mo,  8«  6d  Renahaw    1 846 

Snigeon's  Yade  Mecum,  8th  edit.,  12mo,  \2a  M Churchill  1859 

Dnmimond  (2>air.)  Rome's  Bed  Footprints  in  the  Alps,  12mo,  2a  td A.Hall  1854 

(D.T.K,)  Engravings  of  the  New  Testament,  post  8vo,  8f  Hamilton  1854 

Go^l  in  the  Parables,  2nd  edit.,  cr.-  8vo,  6a  6d Hamilton  1861 

Last  Scenes  in  the  Life  of  Our  Lord,  2nd  edit.,  12mo,  6a    Seeleyi 1850 

Peace  for  the  Dying  Christian,  12mo,  5a;  2nd  series,  4a    Hamilton  1845 

Preacher  in  the  House,  12mo,  4a  6d Hamilton  1851 

Scenes  and  Impressions  in  Switoerland,  post  8 to,  5a    Hamilttm  1854 

Select  Portions  of  Psalms,  adapted  to  Music,  by  Miller,  18mo,  2«  6d  Whittaker 1 84a 

Sketch  of  Episcopacy  in  Scotland,  12mo,  Za  6d   Seeley 1845 


■  {Hen,)  Condition  of  the  Agricultural  Classes,  2  v.  8vo,  21f    ....: Murray 184* 

Disconrses  on  True  Definition  of  the  Church,  8vo,  6«  Boaworth   1858 

Elements  of  the  Christian  Religion,  12mo,  2a  6d Hatchard  1845 

Family  Prayers,  12mo,  2a  Boaworth    1858 

Fate  of  Christendom,  8vo,  1< Boaioorth    1854 

QoTemment  by  the  Queen  and  the  People,  Svo,  S<  Hatcftard  1841 

Histories  of  British  Families,  Pts.  1,  2,  and  6  to  8,  fol.  each  68«     Pickering  ...1844-9 

-3  to  6,  fol.,  each  Z\a6d Pickering  ...1844-7 


Principles  of  Ecclesiastical  Buildings  and  Ornaments,  4to,  7« Boaworth    1851 

Revealed  Religion,  p.  8vo,  9s  6rf,  Murray^  '845;  6a  Boaworth    1854 


Reply  to  **Wilberforce  on  Church  Authority,"  8vo,  3a  6d  BotwoHh    1855 

Social  Duties  on  Christian  Principles,  12mo,  4a    Hatchard  1839 

Speeches  in  Parliament,  edited  by  Lord  Lovaine,  2  v.  8vo,  21a  ...  Boaworth   i860 

-(/eu.)  Forest  Flower;  Memorial  to  Dan  M'Killican,  18mo,  It  6(2 Nii^t 1857 

-  {Jno.)  Homoeopathy  among  the  Allopaths,  fcap.  8vo,  la Turner  1861 

(J.L.)  First  Steps  to  Anatomy,  12mo,  6<  VanVoorat    ...1845 

Botany,  12mo,  9« Longman  1835 


Letters  to  a  Young  Naturalist,  12mo,  7«  6d Longman  183a 

Observations  on  Natural  Systems  of  Botany,  12mo,  Za Longman   1 849 

(Mre.)  Christian  Experience  Exemplified,  2nd  edit.,  12mo,  4a  Hamilton  1851 

Christian's  Anchor  ;  I  will  Hope  Continually,  18mo,  2a Hamilton  1851 

Emily  Yeraon;  or,  Filial  Piety  Exemplified,  12mo,  4«  6<i  Hamilton  1854 

Glen  Isk;  or,  the  Good  and  Joyful  Things,  18mo,  2a  6d Hamilton  1851 

Heritage  of  Peace,  12mo,  5a Hamilton  1851 

Looisa  Mcreton ;  or.  Children,  obey  yo^r  Parents,  ISmo,  Za  6d...  Hamilton  185a 

— — — —  Lucy  Seymour,  a  Tale,  ISmo,  2a  6e£  Hamilton  1855 

' Peace  for  the  Christian  Mourner,  12mo,  6a  i^ecley 1840 

'    Upper  Room  Furnished ;  Help  to  Lord's  Table,  32mo,  1  a  6d  Hamilton  1854 

Wilmot  Family,  a  Tale,  18mo,  3a  Hamilton  1848 

(Wm.)  Poetical  Works,  by  Tuinbull,  12mo,  6a J.R.iimith 1856 

(W,H.)  Ancient  Irish  Minstrelsy,  post  8vo,  9a   Simpkin 1853 

Prise  Essay  on  Rights  of  Animals,  l2mo,  6a Mardon 1838 

DnmuDOBd  (of  Htawthomden)  Poems,  4to MaiilandCL.., 

Dmry  (^itn^.)  Annesley,  and  other  Poems,  12mo,  4a  6rf  Pickering  1847 

Blue  Ribbons,  a  Tale  for  Youth,  sq.  12mo,  3a  6ci   Kerby 1854 

Eastbury  :  a  Tale,  12mo,  Sa  6d Pickering  1850 

Friends  and  Fortune,  a  Tale,  12mo,  2nd  edit.,  6a   Parker  d: Son...  1^$^ 

Inn  by  the  Sea-side,  an  Allegory,  12mo,  2a   Parker <k Son...  1$ $2 

Light  and  Shade  ;  or,  the  Young  Artist^  a  Tale,  12mo,  6a  Parker  d: Son...  jS$i 

■ . Misrepresentation,  2  v.  post  8vo,  ISa, Parker tk Son ^  1850;  cr.  8vo,  5a  Chapman  ik  H.i26i 

' (Drew)  Exotic  Entomology,  by  Westwood,  3  v.  4to,  6/  ICa  6d H.  Bohn    1837 

(/.X.)  Sense  for  Latin  Verses,  12mo,  la  6rf  Fellowea 1836 

(W,B.)  Chancery  Reports,  Ireland,  1837-44,  7  v.  roy.  8vo,  12/  19a  6rf BuUerwortha    38-45 

-Select  Cases,  Reports,  roy.  8vo,  31s  6(i B utter wortha  ...1^60 


{W.  V.)  Homoeopathic  Guide  to  Treatment  of  Accidents,  12mo,  2a  6c^ /.  Walker   ......1858 

IhybnTgh,  Liber  S.  Marias  de,  edited  by  Spottiswoode,  4to BannatyneCL  1847 

Diyden  (Jt.)  Hints  to  Anglers,  18mo,  la  6rf Lomjman  i86a 

(^.^.)  Constttntion  of  Jersey,  8vo,  2a6d Pethcram  1854 

-^n.E,L.)  Ptehns  and  Canticles,  and  Creed  of  St.  Athanasius,  pointed,  6a  6d OlUvier 1848 

{Jno,)  Poetaeal  Works,  24mo,  SaQdyH.Bohn,  1853;  12mo,  6a   Routkdge  185- 
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Dijden  (/iw.) PoeticalWoAa,  by  Bell,  new  edit.,  8  r.  12ino,  7t6d     Orijin    1862 

QilfilUn,  2  y.  8vo,  9« Nisbet    1S55 

-^— Mittord,  6  T.  12mo,  25«    Pidxring 1834 

Warton,  med.  8vo,  lit,  if(uroji,i85i;  new  ed.,  10<  6cf  RoutUdge  i86t 


Illustrated  by  Franklin,  12mo,  5« JUmtUdge  1853 

Poetry  and  Plays,  Selections  from,  by  Bathnrst^  1 2mo,  U  6d Parker  d:  Son  ...185* 

(SirH.)  Roman  British  Remains,  Shefford,  870,  6«  6rf     .* Camb.Arch.Soc.iiis 

Dry  Leaves  from  Young  ^gypt:  a  Glanoe  at  Sindb,  Sto,  22«   Madden 1849 

I)uane(/. (7.)  Manual  for  Engineer  Troops,  12mo,  12f New  York i86z 

Duberly  (Mn,)  Campaigning  Experience  in  Rajpootana,  &c.,  post  8to,  10<  6d Smith  Jk  Elder  1859 

Jonmalof  Russian  War  to  Fall  of  Sebastopol,  p.  8to,  10«6<f  Longmtm  1856 

Dublin  Almanack  and  Register  for  Ireland,  roy.  8to,  12s  6d Oroombridgt...Ann, 

and  its  BnTirons  Described,  12mo,  8f   Orr    1846 

Paris:  a  Historical  Sketch,  18mo,  Is  6d    Jlel, Tract  Soe.  1857 

Directory,  8to,  13<  6<;{    Longman  1857 

Examination  Papers,  12mo,  28  6d Longman  ...Annual 

Latin  Grammar,  Syntax  and  Delectus,  12mo,  8s Longman  184a 

Society  Journal,  1856-7,  8vo,  10s Simpkin     1858 

Uniyersity  Kalendar,  12mo,  Ss  Gd  Loti^man  ...Annual 

Dubois  (Abbi)  Zeal  in  the  Work  of  the  Ministry,  by  Liancourt,  post  8yo,  10s  6d NeAy   ••i8$9 

{W.C.)  and  Eckfeldt  (J.L.)  American  Coins  and  Coinage,  8to,  8t  6<2 New  York 1852 

Gold  and  Silver  Coins  of  All  Nations,  4to,  81s  6d  PkUaddpkia...i%si 

Du  Bois  Rcymond  {E.)  Animal  Electricity,  edited  by  H.  B.  Jones,  12mo,  6s ChurchiU  1352 

Du  Boulay  (/.)  Philosophy  of  History,  12mo,  Is  6d WhiUaker 1856 

Du  Bourdieu  (P.)  Wild  Flow^  from  Germany:  Poems,  12mo,  6s Farrington    ...1850 

Dubouig  {Geo.)  Account  of  the  Violin  and  its  Professors,  post  8vo,  10s  6<i,  52 ;  7t  M  Cockt 1856 

Du  Breuil  (Af.)  Grafting  and  Training  Fruit  Trees,  by  W.  Wardle,  poet  8to,  6s  Ktni  1862 

Dubnc  (Dr.)  Cinque  Auteurs  Contemporains  Extraits,  fp.  8to,  4s,  50;  2ttd  edit.,  8s  6d  Bell  A  DcUdg...  t%6o 

French  (Grammar,  12mo,  4s  Whittater 1852 

Duoange  Glossarium  Latinitatis,  cumSuppt.,  &c.,  ed.  by  Henschel,  6  r.  4to,  18M3s  Didot 1846 

Ducarel  {C.J.)  De  Wyrhale:  a  Tale  of  Dean  Forest  in  Five  Cantos,  8vo,  10s Longman  1836 

Du  Cerceau  (J.A.)  Life  and  Times  of  Rienzi,  transL  from  the  French,  8vo,  7s  6rf   ...   WhiUaker 1836 

Du  Chailln  {P.B,)  Explorations  k  Adventures  in  Equatorial  Africa,  new  ed.,  8yo,  21s  Murrag 1861 

Duchess  of  Malfi:  a  Tragedy,  by  J.  Webster,  reconst.  by  M.  H.  Home,  roy.  8vo,  Is...  Mitchell 1S50 

Mazarin,  a  Tale  of  the  Times  of  Louis  XIV.,  12mo,  Is  6rf Ja».  Blackwood  tis6 

Trajetto,  by  the  Author  of  "  Mary  Powell,"  post  8vo,  7s  Od A. Nail x86x 

Duchess  ;  or,  Woman's  Love  and  Woman's  Hate,  8  v.  post  8vo,  31s  6d Bentleg 1850 

Duckett  (O.P.)  Military  Dictionary,  Ger.,  Fr.,  &Eng.,  8vo,  22s  6rf,  1849  ;  n.e.,  16s  Parker 4k Son... lisi 

Du  Couret  (Col.L.)  Life  in  the  Desert,  tranal.  from  the  French,  cr.  8vo,  8s  6<2 New  York i860 

Dud  Dudley ;  Metallum  Martis,  Iron  Made  with  Pitte  Coale  (1 665),  4to,  7s  6c{ Hamilton  185$ 

Dudevant  {A.)  French  and  English  Idiomatic  Phrases  and  Dialofrues,  18mo,  2s  Gd  ...  Thimm  1856 

Dudgeon  {Ji.E.)  Homceopathic  Treatment  of  the  Cholera,  8vo,  Is  6d Bouiron  1848 

Lectures  on  Theory  and  Practice  of  Homceopathy,  12mo,  7s  6d   AyhU    1854 

Pathogenetic  Cyciopsedia,  8vo,  18s  Highley :..x850 

Dudley  (£arO  Letters  to  the  Bishop  of  Llandaff,  8vo,  10s  6<i Murray 1840 

{Eliz.)  Memoirs  and  Correspondence,  edited  by  C.  Tylor,  8vo,  6<  6d Bennett  x86i 

{Jno.}  Anti-Materialist  ;  Denying  Reality  of  Matter,  &c.,  8vo,  6s Bell  d:  Daldy    1849 

Naology  :  Origin,  &c.,  of  Sacred  Structures,  8vo,  13s Rivington  1846 

Dudley  Castle  MiscelUiny,  12mo,  2s    Simpkin i860 

Cranbourne  ;  or,  a  Woman's  Hiatory,  8  v.  post  8vo,  81s  6d  Bentlcy 1849 

Ronan  ;  or,  the  Bible  versus  Error,  8vo,  5s .^ Hardwicke 1854 

Duer  (/.)  Marine  Insurance,  Law  and  Practice  of,  2  v.  roy.  8vo,  63s New  York 1S46 

Representations  in  Marine  Assurance,  8vo,  12s    New  York 1844 

— {W.A.)  United  States  Constitutional  Jurisprudence,  2nd  edit.,  poet  8vo,  10s  6d  ...  New  York 1857 

Duflf  (il /ex.)  Commentaries  oh  Statutes  in  Conveyancing,  8vo,  8s  Benning 1847 

India  and  Indian  Missions,  8vo,  12s    Oroombridge  ...1%-^^ 

Jesuits:  their  Origin,  Practices,  &c.,  4th  edit.,  Is  6d    ffamiUon  185a 

Letters  on  the  Indian  Rebellion,  cr.  8vo.  8s  M NiJ>et 1858 

Missionary  Addresses  in  Scotland,  1885,  87,  and  39,  12rao,  8s  6d OroomJbridge...iSso 

Missions,  the  Chief  End  of  the  Christian  Church,  12mo,  2s  6d  Oroombridge  ...1839 

Treatise  on  Deed  of  Entail,  ScotUnd,  8vo,  9s    ,..  Benning 184JS 

Deeds  and  Forms  as  to  Feudal  Rights,  8vo,  16s Benning «839 

chiefly  affecting  Moveables,  8vo,  14s Benning 1 840 

(i'a^)  Sketch  of  the  Geology  of  Moray,  roy.  8vo,  8s  6d  Smiths  Elder   184* 

Dufferin  {Lord)  Letters  from  High  Latitudes,  8vo,  21s,  1857  ;  4th  edit.,  post  Svo,  9s  Murray 1858 

Duffield  (6r.}  Violin,  some  Account  of  it,  4th  edit.,  post  Svo,  10s  6d  Cockt 185a 

Millenarianism  Defended,  12mo,  3s  I5rf New  York 1843 

— (3fr«. Trm.)Art  of  Flower  Painting,  12mo,  Is  Wintor 1856 

DuBn  {E.W.)  Deformity  of  Spine  in  Females,  Svo,  8s    Longman  184S 

Remarks  on  Cure  of  Strabismus,  or  Squinting,  8vo,  6s  Chwrchill  1840 

{Pel.)  Principles  of  Perspective,  Svo,  Is Spon 1853 

Treatise  on  Perspective,  with  Apparatus,  imp.  8vo,  26s Ackermann  ...1853 

Dufief  (iV.(?.)  French  Self-Interpreter,  new  edit.,  16mo,  Is   ..: Simpkin 1861 

Nature  Displayed  in  Teaching  French,  2  v.  post  Svo,  16s    Dulau    1841 

Pronouncing  French  and  English  Dictionary,  post  Svo,  1 2s Dulau    1 847 
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Dailoe  (Zov.)  Meibod  of  Learniiig  tbe  Genden  of  French  Noans,  12iiio,  2«  Piper 1857 

Dafton  (/no.)  National  EdncatioD,  What  it  Is,  and  What  it  Should  Be,  Sro,  2tM...  ParkenkSon..,i9^7 

^ Prison  and  the  School,  8to,  1«  M Parkenk Son... 19^9 

'(Wm.)  Natare  and  Treatment  of  Deafneo,  poet  8to,  4$ Ckwrchill  1844 


Dnfly  (lEidl.)  Tables  for  Valuing  Land,  12mo,  is Longman  1838 

Dogaane  (A^,)  Poetical  Woiks,  8to,  21« Philaddpkia    1855 

Du^iale  {W.)  MonaflticonAnglicanmn,8T.fol.l4in5t,  1817-30; n.e.8inO(,46r.to25Z  J.Q.Marck  ....1S49 

^Visitation  of  the  County  of  Torfce,  8to,  80«  (Snrtees  Soc.) WhUtaker i860 

Dn  One  (B.)  French  and  Engjiih  Gnunmar,  12mo,  8« Sin^n 1853 

Phrases,  new  edit,  18mo,  1«<W Whittaker 1856 

Prenonncing  Dictionary,  16mo,  4«  M JSt.Bokn 1840 

Translator,  12mo»  2t Simpkin 1851 


— — ^—  Pronoimdng  Primer  of  the  French  Language,  16moi,  la Simpkin  1855 

Dohsrt  FkuTot  {ji.)  Champ  de  fiosee,  onChoix  de  MoroNsanx  Po^tiqnes,  12mo,  6$ Simpkin 1839 

Dahring  (JETe*.)  Art  of  Living,  post  8to,  fit Longman  1845 

Rnays  on  Homaa  Happiness,  12mo,8«6<< Loifi/man  1848 

Remazhs  on  the  United  States,  post  8to,  7c  Simpkin 1843 

Doke  (£tf««L)  Dmidical  Temples  of  the  Connty  of  Wilts,  12mo,  6c  J.R.Smitk  ....1846 

Rnays  on  the  Haile  of  Jon  Halle,  8to,  21c NiekoU 1837 

(JI.)  Outlines  of  Cesar's  Entry  into  Borne,  15c Rowney 1858 

(H.ff.)  Butler^s  Analogy  of  Religion,  Analyidsof,  8to,  it6d Matten 1847 

(Vol.)  Cerebnd  Affections  in  lufsncy  and  Childhood,  8to,  8c Longman  1849 

Doke  of  the  Howlst,  by  Holland,  4to Bannaigne  Cfk  1813 

Dokes  (/.  f.)  Shropshire  Antiquities,  royal  4to,  8/ 8c Longman  1844  ' 

Dulau^s  Qermaa  and  English  Dictionary,  edited  by  Dr.  Feller,  82mo,  8c  dd..., IhJan  1849 

Fo^et  Dictionary  of  the  English  and  Dutch  Languages,  square,  6c  IhUau  1854 

Dakfcen  (Ang.)  Scenes  from  the  Pickwick  Papers,  obi.  foL,  10c  6c{  Bicken 1861 

(Jff.W.)  Our  Favourite  Fairy  Tales,  Illustrated,  imp.  16mo,  6c Ward  A  Lock  1858 

DdIW  (Edw.S  Jesuits  sa  th^  Were  and  sa  they  Are,  translated  by  Cair,  12mo,  8c  6d  Sedeg 1845 

Duliea  (/.  IF.)  Ifiarionary  life  in  India,  fcap.  8to,  4c  6d    % Pkiladelpkia     1856 

t{AUx.)  Asesaio,  12mo,  2c  OM.Ckuise  ...1%$* 

Bastard  of  Mauleon,  roy.  8to,  2c  61I App^egard  ....1848 

BeauTanerede,  12mo,  2c C.ff.  Cflarke  ,.,iti6i 

GkptsinPlaul,  12mo,  2c C.ff.  Clarke  ...iZst 

Cardinal  Maarin,  12mo»  2c O,  ff,  Clarke  .,.1%$^ 

Catherine  Blum,   12mo,  Ic  RoutUdge  1861 

Celebrated  Crimes,  8to,  10c Chapman  df  B.i^^ 

Oiarles  the  Bold,  Sro,  2c  Hodgmm i860 

Ch4teau  d*If,  12mo,  2c Orr  1846 

Rouge,  12mo,  Ic  6<f RouUedge  1859 

Cheralier  d*Harmental,  12mo,  U  6d   C.H.  Clarke  .,.i2 $6 

Chicot^  the  Jester,  a  Romance,  12mo,  2c CM.  Clarke  ...1857 

Countess  de  Chamy,  fcap.  Sro,  2c    C.ff.  Clarke...j96t 

Conntof  Monte-Cristo,  2  t.  8to,  24c,  46;  8to,  illusL,  6§;  12mo,  2c  6d  BowUedge  i860 

Conspirators,  new  edition,  12mo,  2c C.H.  Clarke,,., i96o 

Doctor  Basilius,  12mo,  2c Boutledge i860 

Forty-fire  Guardsmen,  12mo,  2c Cff.  Clarke.„iZ6t 

Fragments  des  (EuTres,  by  Miss  Mitford,  12mo,  6c    Bolandi 1846 

Garibaldians  in  Sicily,  12mo,  Ic  Boutledge 1861 

George  the  Planter,  12mo,  2c,  Orr^  1846  ;  12mo,  Ic  C.H.  Clarke  ...i%^f 

GbderLand,  post  8to,  lc^<i  Simme^  ifV.1848 

Half-Brothers,  a  Romance,  12mo,  2c  Boutledge 1858 

Honey  Stev  of  CtsB.  Bertha,  sq.  12mo,  6c— red.  to  8c H.BoKn    1846 

Ing6nnej  or.  Death  of  Marat,  12mo,  2c C,H. Clarke,... i Hi 

Isabel  of  Bararia,  fcap.  8to,  2c  Bryee i860 

Lady  of  the  Pearls,  12moy  UM  E.Harrieon  ...i86a 

with  the  Camellias,  12mo,  leM Videere 1856 

Marguerite deValois,fp.  8to,  8c  Gd,  JSosntc,  1846;  12mo,2c BovUUdge 1856 

Mary  Stuart,  fcap.  8to,  2c H.Lea  i860 

~— —  Memoirs  of  a  Mattre  d^Armes,  16mo,  2c  Bd Longman  1856 

Physician,  2f.  12mo,  8c C,H.  Clarke.,,  it s^ 

Nanon;  or,  Woman's  War,  12mo,  2c  C.H,  Clarke,..  i%6o 

— «  Otho  the  Aivher,  fcap.  Sro,  Ic H,Lea x86o 

Page  of  Duke  of  Saroy,  fcap.  8to,  2c  C.H.Clarke  ...1861 

-»^  PcAltne;  or,  Buried  AUtc,  12mo,  2c  Hodgeon  i860 

Pictures  of  Travel ;  France,  post  8to,  2c  6ii   Ingram 1857 

Queen's  NedLlace,  12mo,  2c C.H.  Clarke  „.i%^i 

Regent's  Daughter,  12mo,  Ic  6<2  C.H.Claarke  ...1%$% 

Roland  de  Montrerel,  l2mo,  2c    WardALoeh  i860 

Rosa ;  or,  BUick  Tulip,  12mo,  2c (7.J7.C{ari«...i86t 

Russian  Gipsy,  fcap.  8vo,  2c H.Lea  x86o 

Taking  the  BaetUe,  2  ▼.  12mo,  8c C.H.  Clarke „.i%6o 

^'— Three  Musketeers,  12mo,  2c Boutledge  1857 

^  TnvelHng  Sketches  in  Egypt,  fee.,  Abridged,  18mo,  8c  6(i  Parker  A  8<m.„i%i^ 

T<— U  Yetia  After,  12mo,  2c BonOedge 1856 

2  F 
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Damaa  (^2ee.)  Twin  CaptuD«»  leap.  8to,  2i    C.H:C2ffrfe....i86i 

. TwoDianaA,  12ino,  2«  C.B.Clarkc  ...1859 

— — —  Vioomte  de  Bragelonne,  2  r.  12mo,  5*..  Bouiledge  1S57 

Watchmaker,  12ino,  2» CM.  CYari«...i86a 

-*—  (Oen.M.)  Memoirs  of  hU  Own  Time,  2  v.  8vo,  18*    BenOey 1839 

{J,B,)  and  Boustngaalt  (/.  B.)  Balance  of  Organic  Nature,  12mo,  U    BaillUre    1844 

Dumb  and  Deaf  Vocabnlaiy,  4to,  42« Soc.P,C,K.   ...1857 

Dumbleton  {E,N.)  Sermons  on  the  Daily  Serrioes,  12mo,  2»  JJIJsJ.Parlxr\%S9 

Dnmferline  (^2ex.,  far/ o/)  Teares  for,  4to Bannat}fn€CUtbi%%i 

Dumont  {Mrt.J.L.)  Life  Sketches  from  Common  Paths,  post  8to,  6f  fid  New  York 1856 

Don  {B,)  Manual  of  PriTate  and  Ball-room  Dancing,  18mo,  2«  6d    Simpkin 1S38 

{F.)  Actions  and  Uses  of  Yeterinaij  Medicines,  2nd  edit.,  8vo,  12$ Simpkim 1859 

Dunbar  {Geo,)  Affinity,  &c,  of  the  Qreek  and  Latin  Languages,  8vo»  4c SimjiJcin 1851 

Analysis  of  Uie  Qreek  Verbs,  8to^  3«    Concie 184a 

■  Elements  of  the  Greek  Language,  new  edit.,  12mo,  2«  6d Simpkin 1851 

*^-^ English  and  Greek  Lexicon,  new  edit.,  4to,  10«  6d Simpkin 1853 

■  Bxtracts  from  Qreek  Authors,  8to,  4*  , Simpkin 1844 

Greek  Exercises,  12mo,  Part  1,  2t ;  Part  2,  6$;  Key,  U  Sivipkin 1840-7 

-Plrosody,  8vo,  4c Simpkin 1843 


— ; — and  English  Lexicon,  4to,  Ific    Simpkin 1853 

and  English  and  Qreek  Lexicon,  4to,  21c    Simpkin 1855 


Position  of  the  Athenian  Lines,  8yo,  2c  WJ^aher 1842 

'  (J.JL)  Park  Riding,  with  Remarks  on  Horsemanship,  2nd  edit.,  post  8to,  5c  SaunderM  <fc  O.  1861 
-  (Lady)  Family  Tour  Round  the  Coasts  of  Spain  and  Portugal,  1860  -1,  p.  8^0^  5c  Blachwoods  ...  1 862 

•\R.N.)  Caraguin,  a  Poetical  Tale  of  the  Antilles,  12mo,  5c    Jlfocronc    1837 

Cruise,  a  Poem,  12mo,  7c  6d Codmin*  1835 

Indian  Hours,  Poems,  post  8to,  8c  BvU  1840 

-  Nuptials  of  Barcelona,  a  Poetical  Tale,  poet  8to,  8c  6<< SoMndend:  O,  1851 


—  {Wm,)  Life  and  Poems,  by  James  Paterson,  12mo,  5c Simpkin i860 

'{SirW,)  Pulpit  Recollections,  Sermons,  8vo,  7c Smiikd:Eld^  1841 

-{W.B.)  From  London  to  Nice,  through  France,  fcap.  8to,  8c JfamilUm  1861 


Duncan  (A.)   Prsetical  Surreyor's  Guide,  fcap.,  4c  6d  Law 1854 

(Cha.)  Campaign  with  the  Turks  in  Asia,  2  t.  post  8vo,  21c Smith  A  Elder  .i^ss 

Life  and  Character  of  John  the  Baptist,  cr.  8yo,  4c  6d New  York 185a 

(2>av.)  Exposition  of  the  Lord^s  Prayer,  18mo,  Ic  6<i Simpkin 1840 

-  Law  of  Moses,  its  Character  and  Design,  12mo,  6c Hamilton 1851 


•  {JI,de)  Account  of  the  Colony  of  South  Australia,  8to,  2c Boone 1850 

-(He%.)  Cottsge  Fireside  ;  or,  the  Parish  Schoolmacter,  18mo,  2c  Hamilton  1839 

Memoir  of,  by  G.  J.  Duncan,  12mo,  6c,  1848  ;  new  edit.,  4c  6<< Hamilton 1853 

Sacred  Philosophy  of  the  Seasons,  new  edit.,  4  r.  12mOk  14c    HamiUon  1853 


(/.)  How  did  England  become  an  Oli^puvhyt  18mo,  2c Madden 184a 

(Ja$.F,)  Clinical  Lectures,  Dublin,  1847-48,  8vo,  5c Orr 1848 

Qod  in  Disease  ;  or,  Manifestations  of  Disease,  Ice.,  new  edit.,  12mo,  5c  iVfc6el    1857 


■  Popular  Errors  in  Insanity  Examined  and  Exposed,  12mo,  4c  6d CkwrelUU  1853 

C/fU).)  Travels  in  Western  Africa,  1846-6,  2  t.  poet  8to,  21c  Bentley 1837 

Treatise  on  Culture  of  the  Cucumber,  l2mo,  5c HamiUon  1841 

Melon,  12mo,  5c HamiUon  1839 


(/on.)  Bank  Charter  Act,  8yo,  2c  6c{  Oakey 1857 

History  of  Ghiemsey,  with  Notices  of  Jersey,  8to,  15c  Lonffman  184a 

the  Dukes  of  Normandy,  12mo,  6c Ftrdce   1^39 


■  Religions  of  IVofiine  Antiquity,  12mo,  7c    Virt/nt   1838 

Religious  Wars  of  France,  12mo,  %9 Virtne   1840 

-  (/oc. if.)  Uterus,  Disphoements  of  the,  8vo,  Ic  6d Simpkin 1854 

(/no. if.)  Digest  of  EntaU  Cases,  Scotland,  1856,  8to,  9c Benning 1856 

Manual  of  Summary  Entail  Procedure,  Scotland,  8yo»  12c  6d  Maxwdl 185? 

(Mary)  Memoirs  of,  by  her  Mother,  12mo,  4c  6<j,  1845  ;  new  edit.,  Sc  6cl  ...  HamiUon  1859 

Rhymes  for  My  Children,  16mo,  Ic HamHUm  1854. 

(Pet.)  Narrative  of  the  Wealeyan  Miamon  to  Jamaica,  poet  8vo,  7c  6d Partndgt. 1 849 

— —  (Rcbt,)  Exposition  of  the  Epistle  to  the  Hebrews,  new  edit.,  8yo,  5c Hamilton 1844 

Living  by  Faith,  8to,  7c  6d HamiUon  1856 

(R,D,)  The  Sanctuary  at  Home;  or,  Serrices  for  Invalids,  ^,  postSvo,  6c .  HamiUon i86a 

(Tho.)  Elements  of  Plane  Geometry,  3rd  edit.,  8vo,  7c  6rf   Simpkin 1848 

—  Solid  Geometry,  8vo,  10c  6d— red  to  5c Simpkin »S34 


Syllabus  of  Higher  Mathematics,  new  edit.,  12mo^  5c  Simpkin 1848 

'(W,)  English  and  Latin  Dictionary,  Svo,  9c Wathboume  ...i^^y 

■  Greek  Testament,  new  edit.,  12mo,  Sc  6c{   Simpkin 1861 


(IT. IT.)  Gideon,  Son  of  Joash,  18mo,  2c  Hamilton i860 

Hebrew  and  English  Lexicon  and  Grammar,  18mo,  7c  6d,  1841 ;  4c  6d  Tegg  1856 

Dancanson  (Jno.)  Ptovidenoe  of  God  Manifested  in  Natural  Law,  post  Svo,  7c if ai»iMir»M^....i  86 r 

Dunce's  Dessert ;  or,  Horatian  Trifles  and  Homeric  Cream,  Pta.  1-4,  4to,  ea.  2c  6(2.   Whittaker t86i. 

Dunckley  (Hen.)  Charter  of  Nations;  or,  Free  Trade  and  its  Result,  8vo,  10c  6d  ...   Bennett 1^54- 

Priie  Essay  on  State  of  the  Working  Classes,  12mo,  2c BeL  Tract Soc.  1851 

Duncombe  {£.)  Fresh  Flan  instead  of  NeitrPoor,  Police,  and  Fiscal  Laws,  8vo,2c6<i  ...  Whittaker 184a 

Dundas  (Joi.)  Illustrations  of  Machinery  and  Tools,  folio,  25c  Weak i86a 

(Rob.)  Sketches  of  Bradl,  with  Views  on  Tiupical  Fevers,  post  8vo»  Oc    ChmekiU  185a 
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Daiidee  (/oX»^raiUfisr«fe.)Life&Time«of,by Napier, V.l,18c6<2;V.^  y.8,18f  ffamiUon  i96% 

Dnndoimld (£bW)  Antohiography,  2t.8to,  28j  ;  new  edit.,  2U;  It.  ^.,  5s BentUy i86x 

— Life  and  Daring  BxploitB,  fcap.  8to,  1«  6d Jcu.BlachDood.ii6t 

of,  by  Joseph  Allen,  12mo,  8»  8rf,  1861;  new  edit.,2j  6d  RoutUdge  186a 

NairatiTe  of  the  Liberation  of  Chili,  &c.,  2  r.  8to,  10$  Ridgway    1858 

Notes  on  Mineralogy,  &c,  of  the  Weat  Indian  IslandB,  8to,3«  6«{ Ridgway    1 851 

Reply  to  the  "Qoarterly  Review  "on,  byMarons,  Svo,  It  6rf Bentley 1861 

Dunefanenais  Ecdeaiie  Ritnale,  Latin  and  Saxon,  Syo,  15«  SwrUea  Soc.  ....1840 

Dnnfermelyn,  Registmm  de,  4to   Bannatyne  CL  1841 

Dnngannon  {Vitei.)  Marriage  Law  Speech,  Bto,  6« Rivington 1859 

Dnn^iaon  (^.)  Human  Health,  8to,  lis  Philadelphia...  1^44. 

Phjviology,  5th  edit.,  2  v.  8to,  Z6s    Philadelphia... libo 

Medical  Lexicon,  new  edit,  Svo,  ISs  Philadelphia  ,.i $60 

—  Stodent,  new  edit.,  post  8vo,  6« Wiley 1844 


New  Remedies  considered,  4th  edit.,  Svo,  18» Wiley 1843 

Dnnham  (SJL.)  Histoiy  of  Denmark,  Sweden,  and  Norway,  new  ed.,  3v.  12mo,  l(k6d  Longman  1847 

Enrope  daring  the  Middle  A^n,  new  ed.,  4  v.  12mo,  14»  Longman 1847 

Germany,  new  edit.,  8  v.  12mo,  lOs  6(2 Longman  1847 

— PoUnd,  new  edit,  12mo,  8<  6d  Longman  1847 

— ^ Spain  and  Portugal,  new  edit,  5  v.  12mo,  17*  6rf Longman  1847 

Lives  of  British  Dramatists,  new  edit,  2  v.  12mo,  7s Longman  1847 

Sarly  Writers  of  Great  Britain,  new  edit,  12mo,  Zs  6d  ...  Longman  1840 


Doakeldis  Sedesiae  Spisooponim  Yite,  4to   ^annca.  (7/.  1823-31 

Dnnkin  (A.J,)  Chronicle  of  Ralph,  Abbot  of  Coffleshall,  4to,  31«  6d  ;  Svo,  Ss   J. R. Smith 1856 

History  and  Antiquities  of  Kenl^  V.  1,  25«  ;  V.  2,  Svo,  20a J.R.Smith 1854 

Report  of  the  British  Archeol(^cal  AsBodation,  Canterbury,  Svo,  21s  J.R.Smith 1845 

.  Translation  of  Gervase's  Account  of  Canterbury  Cathedral,  Svo,  di  Qd  J.R.Smith 1856 


(Jno.)  Histoiy  and  Antiquities  of  Dartford,  Svo,  2ls J.R.Smiih 1844 

(/.  IK.)  Springhead,  Memoranda  of,  Svo,  6<  6<2 J.R.SmHh 1848 

<Tr».)  Reign  of  Loekrin,  a  Poem,  post  Svo,  5«   J.RSmith 1847 

Dufi]^  (il.)  Practice  of  Courts  of  Admiralty,  Svo,  21 « New  York 1851 

{8.F.}  Sod;  Ft  1,  Myst  of  Adoni ;  Ft.  2,  Son  of  the  Man;  in  1  v.  r.  Svo,  21«...   Williams  A  N.  i860 

Yestigesof  the  Spirit- Histoiy  of  Man,  Svo,  21» New  York 1858 

(IT.)  Histoiy  of  the  Arts  of  Design  in  the  United  States,  2  v.  Svo,  24« New  York 1834 

Dunlop  {Alex.)  Treatise  on  Parochial  Law,  Scotland,  Srd  edit,  Svo,  16s    Blaekwoods  ....1841 

{DM.)  Stanton,  a  Tale,  2  v.  12mo,  10« Longman  1848 

(/.)  Anti-Duel,  Svo,  2a  6cf   HouUton 1843 

Digest  of  the  Laws  of  the  United  States,  Svo,  42s Philadelphia.,  1% so 

Druking  Usages  of  Great  Britain  and  Ireland,  12mo,  8a  6d HouUton  1844 

History  of  Fiction,  n.  e.,  roy.  Svo,  15a,  Longman,  1845 — red.  to  9a  H.Bohn 186a 

Spain,  from  1621  to  1700,  2  v.  Svo,  li6a Whittaker 1834 

•  Selections  &om  Latin  Anthology,  in  English  Verse,  12mo,  6a  Hamilton 1838 

•  Sketohes  of  the  City  and  Siege  of  Mooltan,  imp.  4to,  21a Orr 1849 


South  Sea  Islanders,  and  Moraig,  a  Poem,  12mo,  5a HouUton  1841 

Temperance  Emigrants,  a  Drama,  12mo,  2a  HouUton 1840 

Tendency  to  Association  in  Mankind,  12mo,  5a.. HouUton 1840 

(ifrf.)  Bmily  Howard,  a  Novel,  8  v.  post  Svo,  1/  11a  6<i Colbum 1851 

—  (J/li^it  FT.)  How  we  Spent  the  Autumn,  post  Svo,  108  6(i Bentley  1860 

—  (M.A.AR.If.)  Bengid  fiefore  the  Mutinies,  2  v.  post  Svo,  2la Bentley  1858 

(iZL  C?. )  Travels  in  Central  America,  post  Svo,  10s  6d * Longman  1847 

(R^H.)  Hunting  in  the  Himalaya,  post  Svo,  10a  M  BentUy i860 

Service  with  Meerut  Volunteer  Horse,  1S57-8,  post  Svo,  7a  6<i  Bentley  1858 

(ITflS.)  Uses  of  Creeds  and  Confesuons  of  Faith,  12mo,  2a  6<i  Hamilton  1857 

Xhmn  (C7.i9.)  Infancy  and  Parental  Love,  a  Poem,  Svo,  6a Hatehard  1846 

{CiH.)  Devotion  Hours,  ISmo,  2a Hamilton 1857 

Hymns  from  the  German,  82mo,  la   Hamilton  1857 

(Hea.)  Principles  of  Teaching,  12mo,  Sa6<2  8.S.  Union  ....1849 

Sketches,  Pkrt  1,  Jos.  Lancastor;  Fart  2,  Wm.  Allen,  ISmo,  la HouUton  1848 

(/so.)  Histoiy  of  the  Oregon  Territory,  Svo,  10a  6rf  /.  Hughes 1844 

(/.)  Scarborough,  Vital  Statistics  of ,  4to,  2a Simplrln 1840 

{Mai.)  Accidents  in  Collieries,  How  to  Prevent,  Svo,  la   Simpkin i86a 

• Steam  Jet  as  Applicable  to  Ventilation  of  Coal  Mines,  Svo,  2s  Hd  Simpkin 1 8  54 

• Treatise  on  the  Winning  and  Working  of  Collieries,  2nd  ed.,  Svo,  12a  6(2  Simpkin 1851 

View  of  the  Coal  Trade  of  the  North  of  England,  Svo,  7a Simpkin 1844 

(J2o6C.)  Ornithologists'  Guide  to  Orkney  and  Shetland,  new  edit,  post  Svo,  5a  Van  Voorst 184a 

{S.)  Biogra.'phy,  Geography,  &c.,  of  the  GK»pels,  S2mo,  Is  id Snow 1847 

Dictionary  of  the  Giospels,  32mo,  2a  Partridge... '...li^^ 

Essay  on  Christian  Theology,  12mo,  8a  Tegg  1827 

• — Hymns  for  Pastors  and  People,  12mo,  8a  6<2  ...  .  Hamilton i86a 

Memoirs  of  the  Authors  of  "  Morning  Exercises,*'  Svo,  5a Snow 1844 

Thirty  Lectures  on  Popery,  12mo,  la  Snoto 1845 

Twenty  Lectures  on  Scripture  Characters,  16mo,  la  Snow 1845 

{Wwk.)  Brief  Memoirs  of,  by  his  Widow,  fcap.  Svo,  2a  ....: Hatehard 1861 

Doanfc  GronJOT's Lesson  Bk.,  No.l,82mo,3i2;2,lSmo,la;  8,12mo,  la  6<i;  4,12mo,2a6c{  Simpkin 1840 

Dunns  (/.J7.)  Fmn  Calcutta  to  Pekin,  Journal  of  an  Offioer,  fbap.  Svo,  2a  Low  1861 


830  DUNNING ^DUVAL  [BKium  Cawiogci 

Dmmiiig  (JL)  Phonic  Syitem  of  Reidisg,  Ic , ,..  Oroombridgt  ,..i9s^ 

Poni  (/no.)  Brotberiiood,  12mo,  8f  M Hamibon  1856 

CfarititiMiity  and  Scienflo,  Sto,  1« HamUUm  i860 

Dons,  Hints  on  the  Nature  nod  BCanagBment  of,  post  8to,  5« Newby 1845 

Pnnaford  {B.F,)  Fnthof^notiic  Bffectn  of  HonKvpnthie  Bemediea,  8yo,  6t BmUiire    1838 

Popnlnr  View  of  HomoM^thy,  8to,  6«    BaUliire    1838 

—  Practical  Adtantagee  of  Homoaopathy,  Svo,  Si     BaUUire    1841 

Dnnatan  (/of.)  Treatise  on  the  Poor  and  the  Poor  Laws,  12mo,  6f Skaw^Sons  ...i^s^ 

Danster  {B.P.)  Disooveries  of  Columbna  and  of  the  English  in  America,  12mo,  5f...  Ja$. Bladtwood  i860 

FragmenUof  History,  12mo,  it  &d  JMit^ta  1850 

— — ^— Stories  from  the  Chroniden  ;  Froinart,  18mo,  2f    MaaUn 1847 

■ True  Stories  of  the  Tim»  of  Richard  II.,  12mo,  Sf  M Ja*.  Blackwood  1858 

Dunwell  (PM,)  Pnrochial  Lectures  on  the  Ptalms,  8to,  6f JMJeJ.Parkeri%sS 

Duodecimo  ;  or,  the  Soribhler's  ^ogress,  an  Autobiography,  post  8to,  lOt  94   Newby 1849 

Dn  Pan  (MaUet)  French  Revolution,  Memoiraand  CoiroBpondenoe  of,  2  v.  8to,  28s  ...  BtnUUjf  185a 

Duplex  (Qto,)  Matter:  its  Forms  and  Qoveming  Laws,  12mo,  8s  Qd Bradbwry 1856 

Du  Ponceau  {P.S.)  Chinese  System  of  Writing,  roy.  8to,  24^ Hodmm 1838 

Dnport  (/.X.)  Esnay  on  Fingering  the  Violoncello,  &c.,  by  Bishop,  folio,  86«    Cock» 185a 

Dupotet  (Barcn)  Introduction  to  Study  of  Animal  Magnetism,  8vo,  8s SawndtraJt  O.  1838 

Dupnt  (if.y.)  French  JuTcnile  Gonvenatioo,  16mo,  U6d Bateman i8ss 

Language,  First  Step,  12mo,  Is  Bateman 1854 

Dupuis  {ff.L,)  Residence  in  Jerusalem  and  Palestine,  2  t.  post  8to,  21«  Burtt  4e  B 1856 

Dupuytren  on  Bones :  Diseases  and  Injuries  of,  8to    SydemkamSoe,  1847 

Lesions  of  Bloodvessels,  8to SjfdenMam  Soc  1854 

Dupuy  (il.^.)  The  Conspirator,  12mo,  Is;  doth.  Is  6d BoiUUdge  1851 

Planter*s  Daughter,  a  Tale  of  Louisiana,  post  8vo,  8s  dd    New  York 1857 

(F.)  Countiy  Neighbourhocd,  8\o,  is N(W  York 1855 

Durable  Sunday  Books,  illustrated  by  Qilbert,  printed  on  linen,  each  Is   Orami  A  Q.    ...1854 

1.  Scenes  from  Life  of  Mooes  and  Joseph.     2.  Scenes  from  life  of  Jesus  Christ. 

Durack's  Latin  Lesson  Book,  12mo,  2s  6<; ffouUUm   1857 

Durand  {Bp,)  Symbolism  of  Churehes  and  Chureh  Ornaments,  post  8vo,  10s  6d Bivimgkm  1843 

(ir<».)  Poetical  Works,  translated  by  Blomefield,  :2mo,  i» W,  Le^ 1858 

(J.L.E.)  French  Ghmmmar  and  Bzeicises^  post  8vo,  8s  6d  Longman  1851 

Durbin  (/.P.)  Oboerrations  in  Burepe,  2  t.  post  8vo,  14s WiUjf 1844 

Dnrell  (E.)  Jersey  Scenic  Beauties,  folio,  80s Qrwpet  1840 

Dnrer  (ii26ert)  Illustrations  of  Humiliation  of  Our  Redeemer,  16mo,  Is  Bowtledge  1856 

Married  Life  of,  by  Schefer,  12mo,  6s  ;  poet  8vo,  Is  /.  Chapman  ...1848 

Passion  of  Jesos  Christ  Portrayed,  8yo,  21f CkatdcUl 1857 

Week:  Poetical  Pieces,  new  edit.,  sq.,  7s  6<l BeUAs  Dalds...\%s7 


Durfee  (/06)  What  Cheer  f  aPoem,  by  J.  B.  Giles,  12mo,  Ss Simpkin 1840 

Durham  (lAird^  Report  and  Despatches  on  Canada,  Syo,  7s    Bidgway    1839 

Speeches  on  Reform,  8to,  4s   Bidgwag    1838 

(SirP.)  Memoira  of,  by  Capt.  Murray,  8vo,  5$  6d  Murray 1846 

Durham  and  Beverley,  Register  of  Sanctuaries  of ,  8yo,  15s   SurleeMSoe.   ...1837 

— — Northumberlimd,  Illustrated  and  Described,  4to,  21s P,Jaekaon 1849 

Cathedral,  Catalogues  of  Library  of,  Svo,  10s    iStfrteetiSSoc.  ...1849 

-Church,  4to,  40s Antiq.Soc.Lon, 


Church ;  Monuments,  Rites,  and  Customs  of,  1598,  8to,  10s SurteeeSoe.  ....i%^2. 

DiocoBO,  Proceedings  of  High  Court,  8vo,  14i    SurUesSoe,  ,...iZs7 

Directory  and  Almanack,  12mo,  Is WhiUaker...Annual 

Historians  :  Qalfrid,  Greystanes,  and  Ohambre,  8to,  15f WhUiaker  1839 

Household  Book,  1530-84,  8vo,  15s    WkUtaker 1845 

University  Calendar,  with  Almanadi,  12mo,  2s  6d  WkiUakar..,Ann%tal 

Dnrlaoher  (Zstfftt)  Corns,  Buniomi,  &c,  8to,  10s  6(2,  45;  12mo,  2s  6(1,  50;  n.  e..  Is  Simpkin 1858 

Durrien  (XJ  Morocco,  Present  State  of  (Traveller's  Library),  16mo,  Is Longman  1854 

Dosautoy  {Pred.)  Sermons  on  the  Common  Prayer,  12mo,  6s  6d Nitbet    1845 

Dusseldorf  Artists' Album,  edited  by  Mary  Howitt,  4to,  18s TrObMr 1853 

Dutch  Martyrology  ;  or.  Bloody  Mirror  of  the  Baptised  Churches,  2  v.  8vo Hant,Knol.8o.  48-9 

Tiles:  Narratives  of  Holy  Scripture  for  Youth,  18mo,  2s Maaon   184* 

Du  Terrail  (Ponton)  King's  Page:  an  Historical  Romance,  12mo,  Is Ward  dt  Lode    1862 

Duthie(lf».)  A  Tramp's  Wallet,  8rd  edit.,  po»t8vo,  8s  6d  Darlon  186a 

Dnthy  (/no.)  Sketches  of  Hampshire,  roy.  8vo,  15s Longman  1840 

Duties  of  the  Young,  12mo,  4s SmUkA  Elder   1837 

Dutruc  (P,A,)  French  Conversations,  Echo  de  la  Bonne  Sod£t6,  12mo,  4s  W, Allan    1846 

— —  Qxammar,  roy.  8vo,  6s W.AUan   1S48 

Dutt  (5^s^)  Miscellaneous  Verses,  post  8vo,  7s    SmithAElder   1848 

Datton  {Pra,)  Account  of  South  Australia  and  its  Mines,  8vo,  15s    Boone 1846 

{Mrt.R.)  Woman's  Temptation:  a  Novel,  8  v.  post  8vo,  81s  6ci HwniA  B i860 

Duty  and  Affection,  a  Tale,  18mo.  Is    Chambert 1850 

Inclination:  a  Novel,  edited  by  Miss  Landon,  8  v.  post  8vo,  31s  6d Colbwm 1838 

of  Kindness  to  Animals:  Anecdotes  in  Prose  and  Verse,  32mo,  Is  6d Hatchard  1S53 

the  Rich,  by  an  Englishman,  12mo,  Is  6d Low   185Z 

or,  the  Heroes  of  Balaklava,  a  Poem,  Svo,  Is MaeUrt 1855 

to  Parents,  byaChurohof  England  Clergyman,  ISmo,  3s    Hope 1857 

Duval  (Pra.)  Reasons  for  Leaving  the  Church  of  Rome,  12mo,  4s Jlamilton 1846 


1835-1862]  DUVAL ^EABL  ddl 

I>av»I((?.)  Onphicftl  Mode  of  Oonjogalioa  of  Yerba,  4to,  la  6d    Simpkin 1847 

Dn  Veil,  Bxpantion  of  the  Aote»  edited  by  Ck>z,  8to   Han9.Knol.80.  1849 

Dvreneer  (ll'«.)  Preach  mud  Bngliafa  Gxvnmar,  Ft.  1,  12ino,  4s  ;  Key  to,  Sf WJvUtaJcer 1837 

Pt.  2,  12mo,  %$  Qd  ;  Key  to,  4*    ...   WhUtaker 1837 

Idioms  Compared,  12mo,  8«6<i,  44;  n.  e.,  4«6d  Whittaker i860 

Becaeil  de  Molidre,  12mo,  6a .-. WhUtaker 1841 

Dwarris  {SirF.  W.L.)  Treatise  on  the  Construction  of  Statutes,  8vo,  80s Benning 1847 

"bwi^X  {Bmj.W.)  Modern  Philology,  8to,  10s  6d  New  York i860 

{H.G.O.)  Christianity  in  Turkey;  or,  Armenian  Reformation,  p.  8to,  6s    ...  Nubet    1854 

— — ^— — ^— ReriTod  in  the  East,  post  8vo,  7s /.Chapman  ...1850 

(M.A.)  Mythology,  Grecian  and  Roman,  8vo,  14s New  York 1849 

Stady  of  Art,  Introduction  to,  cr.  8vo,  6s New  York 1856 

(N.)  IdTes  of  Signers  of  Declaration  of  Independence,  12mo,  5tM New  York 1851 

{S.£.)  Hebrew  Wife  ;  or,  Law  of  Marriage  Examined,  12mo,  2s  6<i Tlieobald    1837 

(rtM.)  SljBtem  of  Theology,  6  ▼.  8ro,  80s,  1840;  6  r,  18mo,  10s  6d Tegg  i860 

-1  ▼.  roy.  8to,  22s Blackie 1846 


Dwyer  (Edw.)  Compendium  of  Mihtia  Laws  and  Regulations,  12mo,  6s  6d BuUerworth*.,.iZs^ 

(/mo.)  PrincipleB  and  Piaetioe  of  Hydraulic  Engineering,  8yo,  12s    Orr    1852 

Dyee  {Alex.)  Notea  on  Shakespeare,  Remarks  on  Colliers  Folio,  8yo,  6s  J.R.SmUh 1853 

Remarks  on  Collier's  and  Knight*8  Shakspere,  8to,  9s— red.  to  4s Moxon  1848 

Spedmensof  English  Sonnets,  16mo,  6s Pickering  1833 

Strictares  on  Collier's  New  Edition  of  Shakespeare,  8vo,  7s  6d  J.Ji.Smith 1859 

Djeiag  and  Calico  Printing,  with  latest  InTentbns,  Svo,  18s  New  York 1846 

Djer  {F.N.)  Slave  Girl,  a  Poetical  Tale,  8ro,  10s  6d BouUton   1848 

Step-Son,  a  Novel,  2  ▼.  12mo,  12s,  BentUg,  1854;  2s Dean 1857 

{Jno.)  Armstrong,  and  Green,  Poems,  by  Geo.  Gilfillan,  8yo,  4s  6d Nitbet 1858 

ftiuf  Akenade,  Poetical  Woiks,  byWillmott,  12mo,  5*  BouUedge  1853 

</.C.>  Notes  on  Political  Mistakes,  8to,  Is Simpkin 1861 

(^M.)  Memoir  of,  by  Evan  Davies,  12mo,  4s  6<2   Snow 1846 

-^Tkoe.a.)  History  of  Modetn  Europe,  from  1468  to  1867,  Y.  1  and  2,  8to,  30s ...  Murray 1861 

(ITfls. >Believer*s  Golden  Chain,  24mo,  2s   NeUon  1856 

Dyer  aad  Cokmr  Maker's  Companion,  12mo>  6s  Oriffin    1849 

D^  (/.  IT.)  Salem,  an  Indian  CoUectomte,  8to,  10s    AUendeCo 1853 

(2%0«.)  Memoir  and  Correspondence,  by  King,  8to,  12s  SeeUg 1849 

Dymisnd  {Jon.)  Principles  of  Morality,  8vo,  2s  6(1;  8to,  6th  edit.,  9s  6(j Bennett 1851-2 

' {Marg)  Memoir  of,  I7  Hen.  ^jmond,  12mo,  2s Bennett 1857 

Dyneror  Tiexnee,  by  the  Author  of  '*  Heir  of  ReddyiTe,"  post  8to,  6s Parker  As  Son.,  \%^% 

Drsart,  Local  Records  and  Notices  of^  4to Maiiland  Club 

Dysoo  {J-B.)  History  of  Wesleyaa  Methodism,  Congleton  IXistriot,  12mo,  2s  Afaton   1856 

Eadcs  (C.)  Bag^nd  and  France,  a  Prise  Essay,  2nd  edit.,  8yo,  Is  6d    Simpkin 1862 

Eadie(7M.,Z>/>.)  Biblical  Cycloptedia,  8th  edit.,  rerised  poet  8to,  7s  6(i  Or^fin 1861 

Classified  Bible,  an  Analysis  of  the  Sacred  Scriptures,  cr.  8to,  8s  6d  Gr^n ^.1861 

Gommentaiy  on  the  Epistle  to  the  Colossians,  8vo,  10s  M    Oriffin 1855 

— Philippians,  Svo,  10s  Sd^  1858 ;  Ephesians,  2nded.,  8vo,  14s  Gr^n 1861 

•  Concordance  to  the  Holy  Scriptures,  22nd  ed.,  cr.  8vo,  6s Ortfin 1861 

Dietionaiy  of  the  Holy  Bible,  7th  edit.,  18mo,  2s  6rf... Gri^n 1862 

Discourses  on  Dirine  Lore,  fcap.  8vo,  6is Gi-^n 1855 

Early  Oriental  History,  poet8vo,  8s GriJ^n 1851 

Beclesiastical  Cyclop«iia,  2nd  edit.,  post  8yo,  8s  6d Gr^n 186a 

■ Lectures  on  the  Bible  to  the  Toung,  4th  edit.,  18mo,  Is   Hamilton 1859 


■ Pfcul  the  Preacher,  his  Sermons  and  Speeches,  post  Svo,  7t  ^ Grijin 1859 

Ei^  (^ra.)  Theory  of  Pulmooaiy  Consumption,  Svo,  3s  6<2 Renthaw 1839 

(P.il.)  life  Assurance  Manual,  12roo,  6s  6(d   Pateman 1852 

(IFm.)  Instructions  for  Making  Wills,  12mo,  2s  6<2 iSAairtf*  Sons  ...1838 

^— Magistrate's  Pocket  Companion,  12mo,  16s Shaw  A  Sana  ...iZ^^ 

Marriage  and  Registration  Acts,  12mo,  6s   Shaw  A  Sons  ...iZ^^ 

Tithe  Commutation  Acts,  with  Notes,  &c.,  8rd  edit.,  12mo,  8s Stevens  1843 

-  Treatise  on  Law  of  Tithes,  1886,  2  v.  roy.  Svo,  52m  6d Stevens  1836 


Ekg^  CUfi;  a  Tale,  16mo,  2s  6rf Darion 1843 

Eagles  {Jno.)  Essays,  contributed  to  ** Blackwood's  Magazine,"  Svo,  10s  6d...'. Blacktooods,,..  1857 

Sonnets,  post  Svo,  6s    if/acibwoods.....t858 

The  Sketcher  :  a  Series  of  Essays,  8vo,  10s  Qd Blaekwoods 1856 

{Tko.)  Brendallah,  a  Poem,  8vo,  10s  6d Whittaker 1838 

Death*s  Soliloquy,  a  Poem,  4to,  10s  6d  Whittaker 1847 

'  Mountain  Melodies,  and  other  Poems,  Svo,  12s  Qd    Whittaker 1836 


Relvedder,  Baron  Kolflf,  and  other  Poems,  Svo^  12s  Qd Whittaker 1845 

Eardley  {C.E.)  Imprisonment  and  Deliverance  of  Dr.  Achilli,  &c.,  Svo,  3s  6d  Partridge 1850 

Bari  {Abd)  Treatise  on  the  Disorders  of  Neat  Cattle,  12mo,  6s Simpkin 1835 

{Geo.)  Line  System  of  Drawing  in  Perspective,  4to,  5s6d  Dean 1846 

—  (6r.  IF.)  Bnterprise  in  Tropical  Australia,  post  Svo,  6s  Madden 1846 

Native  Races  of  Indian  Archipelago :  Papuans,  post  Svo,  10s  6<i  BaiUvtre 1853 

Voyages  in  the  Indian  Archipelago,  1832-34,  Svo,  12s    AUenikCo, 1837 

(/so.)  Gloucester  Fragments :  Facsimile, copied  by  PhotOEinoography,4to,bds. , 21s   Longman  1 862 

&rrs  (The)  CedacB,  2  ▼.  post  Svo,  21s Booth ig6o 


9^  EAIUr-—  EAST  [Esaura  Caxalogui 

Bari'i  DivHag-Book  :  The  Goniomeiriooii  Line  STstem,  4to,  5tM  Aekermann,, 

Eftrle  {Horace)  Dps  and  Downs;  or,  Inddenta  of  Ansfemlian  Life,  cr.  8yo,  St Bennett 

{J.L.)  Mammery  Signs  of  Ftiqgnaney  and  of  Beoent  Delirefy,  8to,  2$  6d Darie».. 


—  (/as.  IT.)  Key  of  Cholers,  8vo,  1» Longman  . 

—  {Dr.PUny)  Bloodlettiog  in  Mental  Diaorden,  8to,  6« New  York  . 

-  Insiatations  for  the  Insane,  in  Pnuaia,  Anstria,  &e.,  8to,  8t New  York  , 


-{SuU,)  VwatneaB  in  the  Life  of  QUheri  Arnold,  12mo,  5«   Bentley 


Barly  Ballads,  UlnstraiiTe  of  History,  Ac,  edited  by  Ri.  Bell,  new  ed.,  12mo,  2t  6d  Grifin . 
Blossom;  or,  the Toong  Inqairer,  12nio,  A»td Darton  

Dawn;  or.  Stories  to  Think  Aboat,  16nio,  2fl  6<i  ;  ooM.,  8«  6<i  QrijlUhA  P,  . 

Days  of  Baglish  Princes,  12nio,  St  6il ;  ooL  4s  64 OrQUkAF.  . 

-  Dead;  or,  Onr  Lored  and  Lost  Ones,  Poems,  ISmo,  It Wertheim  .*... 

Dew  npon  the  Tender  Plant :  New  Testament  Lessons,  new  edit,  18mo,  It  6d  Simpkin 

Daties  and  Early  Dangers,  roy.  18mo^  It Hoidtion    .... 

-  Egyptian  Htstory  for  the  Tonng,  12mo,  5t MaevMUan.... 

English  Misoellanies,  Ptose  and  Verse,  XV.  Cent.,  ed.  "by  L  O.  HaUiweD,  p.  Svo  Warton  Club  . 

-Poems:  Chanoer to  Pope,  illnstTsted,  sq.  8to,  21t   Low.. 


—  Prose  Komanres,  edit  by  W.  J.  Thoms,  2nd  edit,  S  t.  cr.  8to,  27f  ...  NatiaU 


Friendship;  or,  the  Two  Cateebomens,  18mo,  1$  6d MatUn 

Hours  and  Summer  Dreams,  Poen^a,  8to,  3t  6d Saunder»d:0. 

«—  Impressions;  or,  Allan  Stewart  and  Colin  Gray,  18mo,  It    Hamilton  

Indications  of  Aostndia,  preyions  to  Cook,  edited  by  R.  H.  Major,  8to Hakluft  Soc. 

Influences,  bythe  Autborof  **Truth  without  Prejudice,**  8rd  edit,  12mo,  3t6cf  Rivington  

Italy,  the  Empire  and  the  Papacy,  post  8yo,  5t  -  red.  to  2t  ^d Wfuitaker  ...  . 

Lessons  for  Children  on  Moral  and  Religions  Duties,  18mo,  2t Longman  

Magnetism  in  its  Higher  ReUtions  to  Humanity,  Svo,  5t BaiUiirt 

Piety,  a  Memoir,  24mo,  2t   WhiUaker 

Recollections,  a  Tale,  18mo,  2t Hamilton  

Rell^on;  or,  Memoirs  of  Thirteen  Toung  Children,  S2mo,  lt6e{    Simpkin 

Rising,  a  Natural,  Social,  and  Religious  Duty,  12mo,  2t  Nitbet    

Seeds  to  produce  Spring  Flowers,  18mo,  It Darton  

-  Training;  or,  Warnings  and  Encouragement,  18mo,  It Wertheim  

TniTels  in  Palestine,  edited  by  Wright,  post  8to,  fit H.Bohn 

Walks  in  the  Fields  of  Knowledge,  1 6mo,  4t  6d    Low    

Earnest  Appeals  :  Letters  on  the  Happiness  of  the  Soul,  2  ▼.  post  8to,  lOt  6(f   Sedey 

Exhortation  to  Christian  Unity,  by  Chief  of  Sinners,  post  8vo,  6t  dd Partridge 

Student,  Memoirs  of  John  Mackintosh,  cr.  8to,  6t,  1854 ;  n.e.  8t  6d Strtuhan. 


Eamshaw  (Sam.)  Tradition  of  the  Elders,  and  the  Loyo  of  the  World,n.e.,12mo,3t  6d  Belld:  Dtddy... 

Treatise  on  Dynamics,  8vo,  14t    BellADaldy... 

Statics,  4th  edit,  8vo,  lOt    BelldsDaldy... 

Earp  (Q.B.)  Qold  Colonies  of  Australia,  their  Produce  and  Capabilities,  12mo,  It  ...  Routledge  

History  of  the  First  Naval  Campaign  in  the  Baltic,  8vo,  16t    .•..  Bentley  

New  Zealand  :  its  Emigration  and  Gold  Fields,  new  edit,  12mo,  It Boutledge  

What  We  Did  in  Australia,  12mo,  It  Routledge  

Earps  (/.)  On  the  Relatiye  Interesls  of  Landlord,  Tenant,  and  Labourer,  12mo,  It  6d  Simpkin 

Ears  of  the  Spiritual  HaiTcst,  edited  by  Charlotte  D.  Greyille,  cr.  8vo,  2t  6d Nid>a 

Com  from  Various  Sheaves :  ThoughtB  for  the  Closet,  2nd  ed.,  fp.  8vo,  2t  6d  WkUfidd 


Earth  and  the  Heavent,  12mo,  2t Cradock.. 

Earthly  Idols,  a  Tale,  2  v.  12mo,  12t    Masters 

Earthquake  at  Juan  Pemandes,  18S5,  roy.  8vo,  2t  6(f Longman  ... 

— —  in  the  West  Indies,  Narratire  of ,  8vo,  It Tegg  

East  (D.J.)  Condition  of  Western  Africa,  1844,  12mo,  5$ Hovldon   ... 

(Hen.\  Humanity  towards  the  Inferior  Animals,  Anecdotes,  I8mo,  It  6<2    Odelliklvet 

{Jno.)  Essays  on  Affliction  and  Desertion,  8vo,  7t  6d Seeletf 

Glimpses  of  Ireland  in  1847,  12mo,  2t  6d  UamiUon  ... 

My  Saviour  ;  or,  DeYotional  Meditations,  4th  edit,  12mo,  3t  6c( Hamilton  ... 

Pastoral  Recollections  and  Sketches,  roy.  ISmo,  2t  6d    Hamilton  ... 

. Peace  in  Believing :  Memoirs  of  Mrs.  East,  12mo,  3t  6d  Hamilton  ... 

Proselyte  Redidmed,  fcap.  8vo,  It Hamilton  ... 

Sabbath  Harp,  24mo,  6t    Hamilton  ... 

-Meditations,  2  v.  18mo,  each  3t6d  Hamilton  ... 


-Seaside:  a  Series  of  Essays  and  Poems,  12mo,  8t   Hamilton 


Songs  of  myRlgrimage,  32mo,  2t  6<i  Simpkin.. 

Village;  or.  Christian's  Lessons,  12mo,  4t  6d Hamilton  .... 

(Lady)  Easy  Lectures  to  the  Cottagers  of  a  Favourite  VDlage,  18mo,  It    Rirington  .... 

{Row,)  Advice  to  the  Bilious  ;  or.  Treatise  on  the  Liver,  12mo,  2t  6(2 JackaonA  W.. 

Functional  Disorders  of  Women  treated  by  Hydropathy,  12mo,  It  6<i...  Allen  A  Co.    .. 

Nature  and  Cure  of  Consumption  and  Apoplexy,  post  8vo,  5t   /.  Lee 

—  Principles  and  Practice  of  Water  Cure  Expounded,  8vo,  3t  M AUends  Co.... 

-Two  Dangerous  Diseases  of  England,  Consumption  and  Apoplexy,  12mo,5t  J.Lee . 


{Tko.)  Discourses  on  the  Proper  Deity  of  the  Son  of  God,  Svo,  lOt  6d BartleU 

-Treatise  on  Forgiveness  of  Sin,  12mo,  St  6d   Jacksomk  W. 


East  and  West,  and  other  Poems,  by  L.  J.  T.,  12mo,  2t  6<f   Jaa.  Blackwood 

Anglian  ;  or,  Notes  and  Queries  conneeted  with  Suffolk  (Ann.),  8vo,  6$ WhiUaker  ... 

India  Company  (Statutes  relating  to),  with  Notes  and  Appendix,  3  ed.,  4to,  68t  AffenikOo... 
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East  India  Compttnj's  (StU  Seirioe  ExuninftUon  Papen,  folio,  2t  M Stanford    1857 

Hee^irter  and  Axmy  Ust,  12ino,  10<;  bound,  lU  6d AUei^ACo.  AnniuU 


'  Yojager,  Ft.  l,CiTilSernoe;  2,  Advioeto Cadets;  3,  Medical Adnoe,  fp.  ea.2f  Madden , 
-Tear-Book,  12mo,  6t    Smith  d:  Elder 


Eastboarne  aa  a  Reeort  for  Invalids,  cr.  8vo,  2s  6d Stanford 

Easier  Gift,  a  Seligioos  Offering,  by  L.  £.  L.,  post  8yo,  7s    P,Jaeksim 

Esstem  Arts  and  Antiquities  mentioned  in  Scripture,  16mo,  Sf  6<2   Rd.TractSoe, 

Churches:  Sketehesof  the  Nestorians  and  other  Sects,  poet  8vo,  Is DarUng 

Bnrope  and  the  Bmperor  NichoUu  I.,  8  v.  post  8to,  81«  6(2 Newby    

Hoqdtals  and  English  Nurses,  by  a  Lady,  2  ▼.,  post  8to,  21«,  1856;  1  ▼.  6«  Hursi  i(s  B,   .. 

Mautersand  Customs,  lUustFatiye  of  Scripture,  12mo,  Is   Nelson  

itomanfie.  Tales,  V.  1,  12mo,  7s  6d;  Y.  2,  12mo,  6s    Burns    

Tour  in  Dalmatia,  Corfu,  Bgjpi,  fcc.,  12mo,  7s /.  F.  Shaw   .. 

Traveller's  Interpreter  ;  or,  Arabic  without  a  Teacher,  obL  18mo,  10«    Madden 

War,  a  Poem,  12mo,  Is Hardwieke 


Fastlalre  (C.L.)  Contributions  to  the  literature  of  the  Fbe  Arts,  8to,  12< Murray 

Materials  for  a  Histoiy  of  Oil  Painting,  8to,  16s Longman  

SaskmaB  (Lieut.)  Treatise  on  Topographical  Drawing,  8to,  6t WUey 

—  (ifrtlf.ir.)  Aunt  Phillis's  Cabin,  12mo,6« Philadelphia... 

Daootah;  life  and  Legends  of  the  laons  around  Ft  SneIling,12mo,  6s  WUey 

Faahionable  Lif e,  12mo,  6«  Philadelphia... 

Romance  of  Indian  Life,  8to,  21s  Triibner 


BastoD  and  its  Inhabitants;  Sketches  of  life  in  a  Country  Town,  by  L.  E.,  p.Svo,  \(is6d  Booth. 

Esston  (A.)  Practical  Treatise  on  Street  or  Horse-Power  Bailways,  8to,  12s Philadelphia.., 

(/.)  amd  Hough  (F.B.)  Causes  of  Indian  War  of  1675-6,  sm.  4to,  12s    Albany,  l/.S.... 

(M.G.)  History,  Doctrines,  &c.,  of  Unitarianism,  12mo,  Is  6d HamiUfyn  

(WiU.)  Arithmetic  and  Mensuration  for  Elder  Scholars,  new  edit.,  18mo,  Is  Groombridge ... 

Ssstwiek  {E.  B»)  Anvari  Suhaili ;  or,  the  Lights  of  Canopus,  roy.  8vo,  42« Longman  , 

Autobiography  of  Lutf&llah,  aMahommedan Gentleman,  3e.,  12mo,  fif  Smith  A  Elder 

Hindustani  Grammar,  by  Small,  2nd  edit,  8vo,  10s  Quaritch 


Eastwood  (X)  History  of  the  Parish  of  Eoclesfield,  Yo^shire,  Sto,  16s   BellikDaldy.. 

Buy  Anthems  for  Parish  Choirs,  roy.  Sto,  6f  OUivier 

the  Festivals  of  the  Church,  4to,  4s ^iirns 

Hymn  Tunea  for  Catholic  Schools,  12mo,  Is  4(;{   BumsAL.    .. 

Introdnetioa  to  the  Greek  Tongue,  12mo,  4s   Souier 


in  Snidish  History,  new  edit,  18mo,  Is Harvey 

—  Froich  Conyersation,  by  a  French  Teacher,  12mo,  Is  6d C.ff.  Law 

Mechanics,  ISmo,  Ss    Parkeni'Son.. 

on  Money  Matten,  18mo,  Is    Parker  <k  Son.. 

•Besaoning,  12mo,  ls6rf  Parkerd:Son 


-  the  Terrestrial  Globe,  12mo,  2t  Whittaker  . 


or.  Leading  Strings  to  Knowledge,  16mo,  2s  6d  ;  cold.,  8s  6d  Grijfith  A  F.  .. 

Poetry  for  Children,  selected  by  a  Lady,  Srd  edit,  18mo,  Is Parker^ Son 

Talks  for  Little  Folks,  edited  by  L.  Nugent,  fcap.  8to,  Is  td   Hogg 

E*tim  (C.E.)  Rome  in  the  Nineteenth  Century,  5th  edit,  2  ▼.  post  Sto,  10s   H.Bohn 

(F.M.)  Josephine  and  other  Poems,  poet  8t<^  5s    Whittaker 

(y.)  Barclay  and  Penn  Yindicated,  8vo,  Is FryASon 

{JJiJ)  Art  of  Breeding  the  Almond  Tumbler  Pigeon,  8ro,  2s  ^d    Author  

~ Treatise  on  Breeding  and  Managing  Fancy  Pigeons,  Svo,  lOs  A^Uhor  

(Jfrs.)  Cook  and  Housekeeper's  Dictionary,  8vo,  6« Tegg  ....^...  . 

—  Bn^ish,  French,  and  Italian  Grammar,  12mo,  ds Ball 


{T.R.)  Shakspeare  and  the  Bible,  new  edit,  fcap.  8vo,  Ss  6d Jas.Blackwood 

Ebb  and  Flow,  a  Novd,  8  r.  poet  8vo,  31s  6d Newby    

Gurioaitiee  of  the  Sea-Shore,  edited  by  Fraser,  2  e.,  fp.  8vo,  Ss  6d...  Houlston 


Ebden  {J.C.)  Leetures  on  Church  Catechism  and  Confirmation,  12mo,  8s Hamilton  

Ebethard  (i#.)  Hannah  and  Her  Chickens,  a  Poem,  post  Sto,  8s   Oroombridge ... 

hberie  (/no.)  Diseases  and  Phyncal  Bdncation  of  Children,  8rd  edit,  8to,  IBs  Philadelphia... 

Treatise  of  Materia  Medica  and  Therapeutics,  6th  edit,  8vo,  24«  Philadelphia... 

on  Practioe  of  Medicine,  6th  edit,  2  t.  8to,  42s   Philadelphia... 

Eberi  (jP.il.)  Bibliographical  Dictionary,  4  v.  8yo,  80s  Gardner 

EloayId4^  er.  Sto,  6s  6(2  New  York 

Ebard  (JM.)  Commentary  on  the  Epistle  to  the  Hebrews,  Svo,  lOs  6d   Hamilton  

Epistles  of  St.  John,  transL,  8to,  10s  6d    Hamilton  

IShsworih  {John)  Handy  Book  on  the  Law  of  Infants,  12mo,  8s Stevens 

Eece  Homo,  a  Txeatiae  on  the  Nature  and  Personality  of  God,  cr.  8vo,  5s Saunders  A  0, 

£cdes(J/rs.)  Heart's  Trials ;  or.  Struggles  of  Life,  12mo,  \sM  Dean  ds  Son  ... 

Midsummer  Holidays  at  Princess  Green,  a  Tale,  ISmo,  Is  Masters 

Biehes  of  Porerty,  a  Tale,  12mo,  5s BeUADaldy, 


-(<SBlA)Bzplanation  of  the  Seven  Penitential  Pgalms,  1  Smo,  \s6d  T.  Jones. . 

'  Justification— What  saith  the  Scripture  t  12mo,  Is   Booker 


(Wm,)  Traatment  of  Uloers  of  the  Leg,  8rd  edit,  12mo,  2s  6<2 E.  Wilson.. 

Bodesia  Dei,  a  Yision  of  the  Church,  post  8vo,  8s  Longman.. 

and  other  Parables,  fto.,  an  Easter  Offering,  12mo,  Is  6c£ Guillanme. 

,  BocA  ci^  lUnminated  by  Miss  Gordon,  4to,  81«  6d Diehinson.. 

XUnatnted  by  Owea  Jones,  imp;  Sto,  21s Longman  .. 


84a 
841 
861 
846 
840 
850 

845 
860 

857 
843 
859 

844 
854 
848 
847 
848 
85a 

849 
856 

852 
858 
859 
858 
851 
861 

854 
858 

858 
86a 
850 

847 
851 

845 
839 

847 
836 
850 
843 

850 
850 
861 

f5* 
84a 

836 
851 
853 
849 

84s 
860 

!l? 
860 

841 

854 

845 

84'/ 

849 

838 

860 

854 
860 
861 
860 
858 
855 
854 
839 
861 
838 
848 
85, 
849 
849 


224  ECGLESIASTES— EDENOB  [Evoubk  C^^aumvh 

Boelenastei,  Book  of,  pamphraaed  by  Morgiui,  lUtuitrRted,  4to,  21s Botwarik  1856 

— Translated  from  the  Hebrew,  by  C.  D.  Ginsbiug,  8to,  18s Longmtm  1861 

BOCLISIASTIOAX.  GOURTS,  &BP0RT8  OF  '. — 

Caaea  in  the  EocleiiaBtical  and  Maritime  Courta,  7  r.  8vo,  162  U  Slepent 1841-50 

Curteia,  3  ▼.  roy.  8vo,  &l9$6d Steveiu 1834-44 

Deane,  1  ▼.  roy.  8to,  80i Stevem  1855-7 

Probate  and  Diroroo— Swabey  and  Tristram,  2  t.  roy.  8to,  6/  \s  Stevens  1858-9 

Robertson,  1  ▼.  roy.  Sro,  and  Vol.  II.  Parta  1  and  2,  58f  ...     Ststau 1844-51 

Spinks  (EEocleaiaatical  and  Admiralty),  2  y.  roy.  6to,  5/ 8« Stevens  1^53-5 

Eecleaiastical  and  Architeetaral  Topography,  Beda.,  Berks.,  Bocks,  8to,  ea.  2«  6d  ...  J.H.isJ.Parher\%^o 

Oxford  Diocese,  8vo,  8« J,HJ^,PaTheri%\o 

Snffolk  Diooeop,  8vo,  7s  6d J.H,A/,Ptarkeri9$s 

-  Ai&irs  in  Scotland,  8to,  1$ MotUy  1858 

-  Annala,  abridged  ht>m  Spankeim,  I8mo,  6« Wkiiiaker 1838 

-Choir  Book,  4to,  2U Bums  1848 

-  Docomenta,  edited  by  Jos.  Hunter,  4to   Camden  Soe,  ...1%^^ 

■  Embroidery,  Pta.  1  to  8,  large  folio,  each  8« Masters 1849 

-  Historiana  (Greek)  of  the  First  Six  Centuries,  translated,  6  ▼.  8to,  42t  BagSter  1843-6 

-  History  (Brief  View  of),  by  a  Clex^gyman,  6th  edit.,  18mo,  1<  6d Longman  1843 

from  Birth  of  Christ,  by  Tarions  Writers,  8  r.  cr.  8to,  21« Qriffin  1858 

-  Earliest  Period  to  the  Present  Time,  12mo,  &  BdlA  Datdy...i%^j 


-of  Bp.  of  Bphesns,  Syriac,  edited  by  Cnreton,  4to,  82« J.H.AJ,Parktri%s3 

trana.  by  R.  P.  Smith,  8to,  10« J.  ff.d: J.  Parker  1S60 


Legal  Guide,  by  a  Barrister,  roy.  870,  16« Hodgson     1839 

Bcolesiologieal  Notes  on  the  Isle  of  Man,  Boss,  Sntherkuid,  Iec.,  12mo,  8c  6c{    Masters 1848 

Bcolesiologist,  Svo,  V.  1,  8«;  V.  2,  5«  6rf ;  V.  8,  6»6d Masters  ....   1845-6 

New  Series,  V.l,  St;  V.2,  8c6<i;  V.8,  7<6d;  V.4,  8s;  V.6,  lit;  V.  6,  lis  MasUrs 1847-9 

Sodeston  (/as.)  Introduction  to  English  Antiquities,  8to,  21f  Longman 1847 

'  Questions  on  Mosheim  and  Burnet,  12mo,  2« Simpkin 1849 

Tiwatise  concerning  the  Life  of  God  in  theSonl  of  Man,  18mo,  2s  ...  Qilpin  1851 

Echo  from  Patmos ;  or.  Prophecy  fulfilling,  byT.  D.IL,  8to,  Is Wertheim  i860 

Echoes  from  Many  Minds  :  Sacnd  Poetry,  edit,  by  Lady  Pepya,  18mo,  2s  M  RwingUm 1857 

Eckerman*s  Conversations  with  Goethe,  from  the  German,  12mo,  8s Wileg 1840 

,  Bckersley  (i'.)  Railway  Management,  8to,  It  Sim^n 184S 

Eckfeldt  (Joe,)  and  Duboia  ( W,)  Coins,  Coinage,  and  Bullion,  Srd  edit.,  8yo,  8s  M  New  York 1850 

Manual  of  Coins  of  all  Nations,  4to,  81s  ^ Philaddphia...i%si 

'SmWey  (Sophia  M.)  Oldest  of  the  Old  World,  post  Svo,  7s  (M  Bentleg i860 

Eckstein  {O.F.)  Treatise  on  Ventilation  of  Chimneys,  12mo,  5s Weale 1852 

Eclectic  Society  Religious  Discussions,  1798-1814,  edit,  by  Pratt,  8to,  10s  6ci NiiAet  1856 

Eclipse  of  Faith  :  or.  Visit  to  a  Religious  Sceptic,  8yo,  9s  6<2;  5th  edit.,  12mo,  5s  ...  Longman 1854 

— — Defence  of,  by  the  Author,  12mo,  3rd  edit.,  8f  6<i  Lon^nan i860 

Economic  Housekeeping  Book,  obi.,  Is  Oroomhridgt  .,.j%$^ 

Economical  Causes  of  Slavery  in  United  States,  by  a  South  Carolinian,  8yo,  Is    ffardwicke    ...1857 

— —  Cookeiy  for  Young  Housekeepers,  12mo,  2s  Barveg 1839 

Economy  for  the  Single  and  Married,  12mo,  Is O*  Mitchell 1845 

of  Human  Life,  Italian,  by  Aloid,  12mo,  l$6d  A.  HaU 1845 

Vegetation  ;  or.  Phenomena  of  Plants,  post  8to,  6s Bdfe '^39 

the  Hands,  Feet,  Fingers,  and  Toes,  12mo,  2s  6<i  E.  Wilson 1844 

■"  Teeth  and  Gums,  12mo,  2s  6c2 E,  Wilson 1845 

V,  a  Peep  at  our  Neighbours,  post  8vo,  IQ»^ OUivier 1845 

Eda  Morton  and  her  Cousins,  2nd  edit.,  12mo,  6s OUivier 1851 

Edda  ;  Tales  of  a  Grandmother  :  Denmark,  Pt.  1,  12mo,  2s  ed  ;  Pt  2,  12mo,  4s  ...  Ni^et 1848 

(the  Prose,  or  Younger),  translated  by  Webbe,  8vo,  5s  Pickering 1843 

Eddison  {Edwin)  History  of  Worksop  and  Sherwood  Forest,  12mo,  5s  Longman 1S54 

Eddrup(j?.P.)  Pimctical  Sermons  at  St.  Gabriers,  Pimlioo,  12mo,  5s  Rknngtons i860 

Eddy  (D,C^  Heroines  of  Missionary  Enterprise,  by  Dr.  Cumming,  12mo,  Is  6d;28  M  A,  Bail 1858 

Ministering  Women,  12mo,  8s  6(2  Dean 1859 

(7%o.)  Life  of,  by  S.  L.  Knapp,  post  8to,  6s    Pry  1845 

Ede  {Oeo.)  Management  of  Steel,  fcap..  Is Tweedie 1863 

•— —  (Jos.)  Gh>ld  and  Silversmith^s  CaJcuktor,  by  Aspin,  12mo,  6s    Maedonald   ...1847 

(i2.B.)  Book  of  Labels,  new  edit,  enlarged,  fol.  lOsM  Simpkin 184% 

-  New  Auction  Sale  Ledger,  12mo,  Is  ;  Lot  Books,  folio,  Is  dd  each Simpkin 1845 

■■  Practical  Facts  in  Chemistry,  18mo,  8s  6d Tegg  1845 

{Jos.)  Economy  of  Prayer,  its  Principle,  Practioe,  &c.,  12mo,  2s  6d. Houlstxm  1851 

Edelman  {H,)  and  Dukea  (Z.)  Treasures  of  Oxford,  from  MSS.  in  Bod.  Lib.,  8to,  5s  Orooti^bridge  ...1851 

■  (Wm.)  Family  Pastor  :  Short  Sermons  for  Families,  12moi,  8s  6c{  ffatehard 1846 

■ Sermons  on  the  History  of  Joseph,  12mo,  5s Hatchard 1839 

Eden  (C,P.)  Sermons  at  St.  Mary's,  Oxford,  12mo,  5s  6d Rivington 1855 

{Lena)  Eastonandita  Inhabitants, p.  8yo,  10s 6(i,  Booth,  58;  n.  e.  fcap.8Y0,  2s6ci  Bentleg i860 

— — False  and  True  ;  a  Novel,  poet  8vo,  10s  6rf Booth 1859 

-  (Miu)  Portraits  of  People  and  Princes  of  India,  fol.  il  4s;  coL,  101 10s  Dickinson 1843 

{Rob^.)  Churchman's  Theological  Dictionary,  cr.  8vo,  2nd  edit.,  5s  Parker  A  Son  .1846 

(Tho.)  Outlines  of  a  New  System  of  Philosophy,  12mo,  7s E.  Wilson 1841 

{T.B.)  Search  for  Nitre  and  the  True  Nature  of  Ghiano,  12mo,  8s  6d  Oroambndge  ...1846 

Edenor,  a  Dramatic  Sketch,  with  other  Poems,  8vo,  4s  td Stuipibin     1854 
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EdersheiiB  (it;/.)  Hifitory  of  ibe  Jewiflh  Nation,  er    8to,  d«  Hamilton  i860 

Edeyni's  Ancient  Welsh  Gnmmar,  Notes  by  Rey.  J.  Williams,  8to,  21j    Lomjman  1856 

Edgsr(^sdL)  TascuUma;  or,  Notes  and  Reflections,  8to,  64 Pickerint/ 1852 

(A.B.)  Jobn  BuU  and  the  Papists,  post  Sto,  4s    T.  Richardaon  1846 

(/.)  On  Idmitations  of  Liberty,  8vo,  la Ni^et 1838 

{J.O.)  Boj  YriacfSB^  Sid  edit.,  f cap.  8to,  8s  6d Darton  i860 

Boyhood  of  Great  Men ;  Examples  for  Youth,  12mo,  St  6d RoutUdge  1853 

GaTaKersandBonndheads  :  Stories  of  the  Great  Civil  War,  fcp.  8to,  5s  Bell  A  Daldy  1861 

—  Gmsadea  and  the  Cmsaders,  new  edit.,  leap.  8to,  ZtM Kent  A  Co.    ...i860 

^ Footprints  of  Famous  Men  ;  Biography  for  Boys,  12mo,  8«  6c{    Routledgt 1853 

-— ^—  Heroes  of  EngUnd,  new  edit^  fcap  8ro,  5b BiekendsBvah  1861 

■ Hirtoty  for  Boys,  12mo,  St  6(;{ Routledffe  i860 

Memorable  Bvents  of  Modem  History,  Hlostrated,  cr.  8to,  6s  M  AUendsCo i86a 

Sea  KingB  and  Naral  Heroes,  a  Book  for  Boys,  feap.  8to,  6«  BM  A  Daldy.,.i%(^ 

Wars  of  the  Boeee,  feap.  Sro,  8s  6<i{  C.B,  Clarke,,  .i860 


{Sam.)  Variations  of  Popery,  8yo,  12s  SeeUy 1838 

8d0tfton(^.C)  Language  and  Poetry  of  Flowers,  82mo,  ls6d NeUon   1848 

E^ombe  (Lord)  Extracts  from  a  Journal  of  the  BeTolution  at  Palermo,  8vo,  2«  M  Ridtfway    1850 

Edge  {Pred.M.)  Slarery  Doomed  ;  or,  the  Contest  in  the  United  States,  post  8vo,  6s  amithds  Elder  i860 

■  [W.J.)  Lectures  on  Divinity  of  Christ,  with  Sermons,  8yo,  10s  6ct    RivingUm  1853 

' Yision  of  Peace,  12mo,  Is  6<2   ChurUm 1847 

Bdgeworth  (iforMi)  NoTds  and  Tales,  10  y.  12mo,  85s   Simpkin 1857 

Absentee,  a  Tale,  new  edit,  12mo,  Is  RouUedge  1856 

Early  Lessons,  ly.  12mo,  plates,  8s6(i— 2y.  18mo,  5f Simpkin 1849 

Continuation,  2  v.  18mo,  5s  Simpkin 1850 

— ■ — Ennui  and  Bmilie  de  Coulanges,  12mo,  Is RovtUdge  1856 

Fashionable  Tales,  2  T.  12mo,  5s Routledge  i86x 

Frank,  18mo,  2s  6d— Sequel,  8  t.  18mo,  7th  edit,  7f  6rf Simpkin 1856 

ISmo,  UfAUman;  16mo,  Is  6rf Routledge  1861 

•in  French,  Hamiltonian  System,  12mo,  Is  6d AyloU i860 


Ghmy  Owen  and  Poor  Bob,  ISino,  Is Simpkin 1859 

Harry  and  Lu<7,  Idmo,  2s  (k^— Sequel,  8  ▼.  12mo,  10s  6(i Simpkin 1856 

-  18mo,  Is,  AUman  ;  16mo,  Is  6d Rovtledge 1846 


Helen,  a  Tale,  12mo,  5$,  1838— red.  to  Ss  6i2 BenUey  1849 

Juvenile  Tales,  8  Parts,  18mo,  each  Is AUman 1861 

ICanoravring,  a  Tale,  12mo,  Is RouUedge  1856 

Horal  Tales,  with  Plates,  12mo,  8s  6<{  Simpkin i86a 

Chrlandino,  18ino,  Is Chamba^  1847 

Pkrent's  Assistant,  2  ▼.  18mo,  5s  ~1  t.  12mo,  Plates,  8«  M Simpkin i86a 

Popular  Tales,  with  Plates,  12mo,  8s  6ci Simpkin i86a 

Bosamond,  18mo,  2*  6<2— Sequel,  2  v.  18mo,  5s  Simpkin 1856 

18mo,  Is,  AUman;  16mo,  Is  6<2 RouUedge  x86o 


Stories  for  Children,  34  Parts,  18mo,  6d  each  Simpkin 1846 

— —  To-morrow — LameJervas,  ISmo,  ea.  4d  (Gordon's  Series) Simpkin    i86a 

■ Yivian  and  Almeria,  Tales,  12mo,  Is Routledge  1856 

• {R.L.)  Memoirs  of,  by  his  Daughter,  8rdedit,  8vo,  lOt  M BenUey  1844 

Sdhkbor^:  a  Complete  View  of  the  City  and  Environs,  16mo,  8s  6d ;  oold.,  5s HouUtim    1858 

Bdmbai^  Academy  Class  Books.    See  Appendix. 

and  its  Society  in  1838,  12mo,  5s    Blackwoods  ...1838 

Cabinet  Library,  88^t.  fcap.  8vo,  each  6a — red.  to  2*  6d.  See  Appendix...  Simpkin... v.  y. 

Dissected  :  with  Strictures  on  its  InstitutionB,  Iec.,  post  8vo,  7s  6d    Hogg  AS<ms  ...1857 

DiaKCtor  ;  or,  System  of  Anatomy,  12mo,  9s    BaiUiire    1837 

Essays,  by  Members  of  the  University,  1856,  8vo,  7$  6d Longman  1857 

Journal  of  Natural  History  and  PhysioJ  Sciences,  folio,  63s    Smithd:£lder  1 838-9 

Lectures  on  Non-Intrusion,  12mo,  2s  6d Whittaker 1840 

MediealJounial,  Y.  1,  8vo,  25s  Simpkin 1856 

Fharmaoopceia,  18mo,  5s WhitUiker 1839 

Sessional  School  Books.     See  Wood  {Jno.) 

Siege  of  the  Castle  of,  1689,  4to Bannatyne  CL  1828 

-  Tales,  edited  by  Mrs.  Johnstone,  Mrs.  Gore,  &c.,  imp.  8vo,  Ss  dd  Chapman  d:  H.  1845 

UniTersity  Calendar  for  Session  1862-8,  square  16mo,  \%  6d  Hamilton  1862 

Yeterinaiy  Review,  YoL  1,  8vo,  12s    Simpkin 1858 

fidiaon  (/.A)  Commentary  on  Lord  Broagham*s  Character  of  Geoige  III.,  8vo,  5«  6d  Rivington  1801 

' Henry  of  Richmond,  a  Drama,  post  8vo,  7s  6rf,  1857;  Part  2,  7s  Rivington  i860 

— Jephtha,  a  Dramatic  Poem,  8vo,  2s Rivington  i86a 

— L^timate  System  of  National  Education,  8vo,  Za6d Rivington  1855 

" Question  of  Admissibility  of  Jews  into  Parliament,  p.  8vo,  2s  6<l    RivingUm  1859 

•Remaiks  on  Lord  Brougham's  Character  of  Pitt,  Svo,  8s Cadell    1842 


Efiith,  a  Tale  of  the  Axores,  and  other  Poems,  post  8vo,  SsQd  Pickering  1838 

LedJe,  a  Novel,  3  V.  poet  8vo,  81s  6d  Nevfby   1844 

or,  life's  Changes,  a  Tale,  12mo,  Is  6d    Simpkin 1858 

the  Captive,  by  the  Author  of  *'Jane  Brightwell,*'  2  v.  Svo,  18s J.JHdcs  1861 

' Yenon;  or,  Contrasteof  Character,  2  y.  p.  8vo,  21s,  iTbpe,  55;cr.  8vo,2s6(2  Dean 1856 

Bdkins  (/<is.)  Rdigions  Condition  of  the  Chinese,  12mo,  2s  6d Roviledge  1859 

UneiUm  (/oi.)  Ooiet  Hymns  and  Pbems,  16mo,  Is RelTract  Soe,    1846 

2q 


226  EDMESTON EDWARDS  [EiiaLira  CATAi/wrs 

EdmeBton  (/of.)  Sacred  Poetry,  12mo,  Z»  6d    NUbH i«4* 

■  Soonetfl,  18mo,  1«   H.Brookt  1845 

Edmond  (/no.)  Children's  Charter ;  or,  the  SaTiour's  Charge,  12mo,  Z$  Ni^bet 1S58 

Church  at  Home,  lat  and  2nd  ser.,  fcap.  8to,  each  Zi  Qd    NeUoH   iS6z  -z 

(  W'm.)  Religion  the  Life  of  Man,  12mo,  2«  6d  Hatckard  i?44 

Edmondale  ;  or,  a  Family  Chronicle,  port  8vo,  lOf  6d    SaundandiO.   i86x 

Edmonds  (Cha.)  and  Holling's  Leicester  Latin  Qrammar,  12mo,  2f Simpkin 1845 

{O.R.)  John  Milton,  a  Biography,  12mo,  2«  6<i— red.  to  U  6d A.HaU 1851 

— — Life  and  Times  of  Washington,  2  v.  18mo,  7« Tegg  1848 

(Oeo,)  Guide  to  the  Pronunciation  of  Languages,  8vo,  €<  Simpkin .'850 

Philosophy  of  Discourse,  a  Uniyensd  Qrammar,  4to,  42«    Grijin 1S56 


—  (Mra.)  Flora  Mortimer,  18mo,  1« Oreen 1850 

Notes  on  Ancient  History,  new  edit.,  12mo,  1«    Tallant  i86z 

English  (Grammar,  new  edit.,  12mo,  1« Tallunt  i86» 

-History,  6th  edit.,  12mo,  1« TaUant  i86x 


French  History,  new  edit,  12mo,  Is Tallant iS6a 

True  Stories  from  Ancient  History  for  Children,  16mo,  2s  6(2 TaUant  1858 

(Rich,)  Land's  End  District ;  iU  Antiquities,  Natural  Hist.,  kc.,  8to,  7ted  J.RSmith i86x 

Edmondson  (/on.)  Elements  of  Beyealed  Religion,  12mo,  5f  Mason    1839 

Essay  on  the  Christian  Ministry,  12mo,  5<  6d    Mason   1838 

— ^— Scripture  Views  of  the  Heavenly  World,  12mo,  2*   Mason   1835 

— ^— Short  Sermons  on  Important  Subjects,  2  t.  post  8vo,  lOs    Mason    1840 

_^_-.  System  of  Self -GoTemment  in  Afiairs  of  Life,  18mo,  2«  6d    Mason    1839 

and  Treffiry  {It.)  Sermons  on  the  Holy  Ghost,  12mo,  2«  6d Mason     184* 

Edmondston  (Elixa)  Sketches  and  Tales  of  the  Shethind  Islands,  1 2mo,  ^  6d Simpkin i86z 

* (The.)  Flora  of  the  Shetland  Islands,  12mo,  2«  6d    Wkittaktr 1845 

Edmonstone  (it rcA.)  Christian  Gentleman's  Daily  Walk,  fcap.  8vo,  2s  6d Masters 1850 

—  Devotional  Reflections,  12mo,  Zs  6d    Masters 1858 

— — — — — —  Meditations  for  Sundays  and  Holidays,  18mo,  2s  6d Masters 1853 

Progress  of  Religion,  a  Poem,  12mo,  is6d    Masters 184* 

Short  Readings  on  the  Collects,  fcap.  8vo,  6s Masters 1861 

Edmu|d  O'Hara,  a  Tale,  by  the  Author  of  "Elhner  Castle,"  18mo,  Zs  6d  Boulston    1843 

Edmunds  (Jm),)  CommentfU7  on  Epistles  to  Thessalonians,  post  8yo,  5s   BeUd;  Dald»f.,,iisi 

— ^— —  Lent  Lectures :  Seven  Sayings  of  Christ,  12mo,  ZsQd Hatckard 1855 

Village  Sermons,  12mo,  6«,  1851  ;  2nd  series,  12mo,  5«  6d    Hatckard 1853 

Edmunston  (/.)  Sacred  Poetry,  12mo,  Zs  6d Nisbet 1855 

Edric  the  Saxon,  a  Tragedy,  in  Three  Acts,  8vo,  8s  6rf    Pickering  1845 

Education  and  Parental  Ezionple,  a  Poem,  port  Svo,  Zs6d Hatckard 1843 

as  it  Is,  and  as  it  Ought  to  Be,  12mo,  3s  6d  Bentley 1857 

for  God,  a  Memorial  of  A.  M.  R.  R.,  12mo,  8s  6d Sedey 1851 

of  the  Feelings,  12mo,  4s Walton 1838 

Middle  Classes,  byA.  B.,  12mo,  Is J. H-^kJ. Parker iZ6% 

the  Modem  Theme,  by  Celatus,  12mo,  Zs6d Joknttone  1847 

Educational  Census  of  (}reat  Britain,  roy.  8vo,  2f   Boutkdge  1854 

—  Expositor,  edited  by  Tate  and  Tilleard,  3  v.  8vo,  each  7«  6rf Longman  ...1854-5 

Outlines,  and  Letters  on  Practical  Duties,  bya  Lady,  8vo,  4s Groombridge  ...1850 

Educator:  Prize  Essays,  by  Lalor,  Heraud,  fcc,  12mo,  5s  6d    Walton 1839 

Edward  Beaumont ;  or,  the  Efficacy  of  Prayer,  I8mo,  Is Wkittaker 1844 

ClifiFord  ;  or,  Memories  of  Childhood,  12mo,  6s New  York 1856 

Evelyn  and  Peasant's  Tale,  fcap.  8vo^  2s  6rf H.  Bokn   1848 

Somers,  a  Tale,  port  8vo,  Ss  6d   Lloyd 1843 

Travers,  a  Roman  Catholic  Story,  by  Adeline,  18mo,  2s    ^cuon 1850 

Trueman,  18mo,  Is Bums    184a 

Willoughby,  a  Tale,  2  v.  port  8vo,  21s Hurst  dcB.   ...1854 

and  Maiy,  a  Story  on  True  Love  to  God,  16mo,  Is  6d   Tkeobald 185* 

Bennett ;  or,  Marriage  as  it  should  be,  16mo,  Is   Seeley 1851 

in  Scotland,  German,  Hamiltonian  System,  12mo,  is  6d  Aylott 1859 

the  Black  Prince,  an  Historical  Poem,  4to  BoxburgheCl.,.iZ^ 

Life  of,  by  G.P.R.Jame8,2  v.8vo,31s6c/,  36;  2v.l2mo,15s  Lwigman  1839 

'  Record  of,  Illuminated  by  Humphreys,  port  8vo,  21s  Longman  1848 

Confessor,  Lives  of,  edited  by  H.  R,  Luard,  roy.  8vo,  10s Longman  1858 

(IV.)  Restoration  of,  1471,  by  J.  Bruce,  4to  CamdenSoc  ...1838 

(V.)  Grants  during  his  Reign,  edited  by  J.  G.  Nichols,  4to  CamdenSoc,  ...1854 

(VI.)  Latin  Accidence,  for  Junior  Classes,  4th  edit.,  12mo,  2s  6<i   Murray 1S61 

•Grammar,  by  Wordsworth,  16th  edit.,  12mo,  Zs6d Murray i86i 


Life  of,  by  R.  W.  Dibdin,  18mo,  Is  6rf Dalton 1843 

Literary  Remaba,  byJ.G.  Nichols,  2  v.  4to   Roa^urgheCl..,its7 

' Liturgies,  Primer  and  Catechism,  Svo  Parker  Soc 1844 

Primer:  Private  Prayers,  2nd  edit.,  12mo,  8« Rivington  i8a8 

Edwardes  {Herb.)  Year  on  the  Punjab  Frontier,  1848-49.  2v.  8vo,  2nd  edit.,  36s....   Bentley  1851 

Edwards  (ilm«/. 5.)  Hand  and  Glove,  a  Tale,  12mo,  2s  6<i  Darton  1858 

History  of  France  to  Peace  of  1856,  12mo,  Is Routledge  1858 

Ladder  of  Life:  a  Heart  History,  12mo,  Is  6<i   Routledge  1856 

• My  Brother's  Wife,  a  Novel,  12mo,  Is  6rf Routlec^  1855 

-  Sights  and  Stories:  HolidayTourthro'N.of  Belgium,  cr.  8  vo,  8s  6(i  Paitkfull 1862 


1S35-1862]  EDWARDS  227 

Bdvards  {Amd.JB.)  Siorj  of  CernmteB,  who  was  a  Scholar,  Poet,  &c.,  fp.  Syo,  2s  6d  RoulUdgt  1862 

• Toimg  Marquis,  a.Stoiy,  18mo,  1«  6d  Ttgg  i857 

{A,M,)  Life  beneath  the  Waters  ;  Aquarium  in  America,  post  8vo,  7*  6rf  BaillUre    1858 

■ {Bruce)  Rachel  Noble's  Experience,  post  8to,  8«  6d HouUton   i86» 

{B.A,)  BenutieB  of  Nature,  12mo,  It  6d  Jas. Blackwood  1%$"^ 

{Cha.)  History  and  Poetry  of  Finger  Rings,  post  Svo,  6«   New  York 1855 

{Dr.)  Praying  Hymn  Book,  32mo,  1« Ewen$ ;....i847 

{Edw.)  Gases  in  Prerogative  Court  with  Respect  to  WilU,  12mo,  5«  Benning 1847 

Eccles.  Jurisdiction  :  Succession  to  Personal  Property,  8vo,  7f  6d  Benning 1853 

Manchester  Worthies,  and  their  Foundations,  8vo,  2s  Qd  J.  B.  Smith  ....1855 

Memoirs  of  libraries,  with  Handbook,  2  t.  8vo,  4Sm TrUbner 1859 

Napoleon  Medals,  folio,  60«   Colnaghi   1857 

State  and  Prospects  of  the  Kne  Arts  in  England,  8to,  8«  6c/ Saunden  tk  Q..  1840 

Treatise  on  Jurisdiction  of  High  Court  of  Admiralty,  8vo,  10«  ...  Benning 1847 

(.fitsan)  Bible  in  the  Family,  18mo,  1«  Jlamilton  1859 

{E.)  Twenty-one  Phiin  Sermons,  Doctrinal  and  Practical,  12mo,  6s    ...  Ifatchard  1838 

{F,)  Lectures  on  the  Lord's  Prayer,  post  870,  2« Judd i860 

(Fred.)  Treatise  on  Law  of  Gaming,  Horse-Racing,  &c.,  12mo,  6a. BiUterworthM...iS^9 

IF,£.)  Cephalopoda  of  the  London  Clay,  4to  PaUxonto.  Soc..  1^47 

Eocene  Mollttsea,  4to,  4  Pts. Po/rrow.  5oc.  1851-5 


(F.S.)  Campaigns  in  New  Mexico,  with  Col.  Doniphan,  post  8vo,  3« Uodson  d:  Stm  1848 

((?.i^r.)  Examination  of  the  Chest,  8vo,  2s  6d Churchill i86» 

(^CTt.)  Appeal  from  the  Church,  18mo,  2«  Dyer  1844 

Doctrine  of  the  Supernatural,  12mo,  2s  6rf //.  0,  (7/aHte . . .  1 845 

Hythe  Course  of  Instruction  in  Musketry,  8vo,  Is Simpkin i860 

Importance  of  Elementary  Education,  8vo,  Ss Longman  1844 

Marriage,  a  Poem,  12mo,  4a  6d WhiUaker 1843 

Nature,  Grounds,  &c.,  of  Christian  Humility,  12mo,  4»  6d  If.O.  Clarke... i^J^ 

Piety  and  Intellect  relatively  Estimated,  new  edit.,  12mo,  3«  6(2    Simpkin 1856 

Providence,  and  other  Poems,  2  v.  12mo,  7»  Longman  1844 

Remarkable  Charities  and  Old  English  Customs,  Svo,  6t   Nichols  t,i^4^ 

Sanctified  Afflictions  the  Best  of  Blessings,  24mo,  Is Palmar 1846 


Theoretical  Principles  and  Lock  Instruction,  Two  Lectures,  8vo,  \s  Simpkin 1861 

Watchfulness  the  Great  Duty  of  the  One  Catholic  Church,  32mo,l«  Hamilton 1847 

Wisdom  and  Benevolence  of  the  Deity  in  Nature,  16mo,  2s  6d...  Reeve 1845 

-  (/«Ku:)  Treatise  on  Bills  of  Exchange,  &c.,  roy.  8vo.,  32«  Albany ^U.S....\%^% 

'  {John)  Concise  History  of  England,  fcap.  8vo,  Zs6d Longman  i860 

Book-keeping  by  Double  Entry,  7  books,  fol.,  10* Relfe 184a 

Single  Entry,  5bks.,fol.,12«,4a;  Keyto,p.  8vo,4f  Relfe 1856 


Double  and  Single  Entry,  Ruled  Books  for,  5«  Relfe 1841 

for  Farmers,  fol.,  8»— Ruled  Books  for,  4«....:, Relfe  ^ 1842 

Elementary  Invoices,  4to,  6«  ;  Key  to,  8vo,  \s  Relfe i86x 


Essays  on  the  Divine  Power,  post  8vo,  2s Bennett    1851 

Greek  Epigrams,  8vo,  10«  6d WhiUaker 1843 

History  of  the  English  Language,  18mo,  1« Longman  1858 

{J.E.)  Random  Sketches,  Notes  of  European  Travelin  1856,  12mo,7s6ci  New  York 1857 

(Jon.)  Works,  8  v.  roy.  8vo,  6/    .' Hamilton 1847 

Supplement,  V.  9  and  10,  roy.  8vo,  28« Hamilton 1847 

by  Hickman,  2  V.  imp.  8vo,  86«  H.  Bohn  1839 

Rogers,  new  edit.,  2  v.  imp.  8vo,  86» Tegg  i860 


Freedom  of  the  Will,  12mo,  8<  ;  Nelsony  1845  ;  12mo,  2s  Qd  ...  Hamilton x86x 

•  by  Isaac  Taylor,  8vo,  Ss     H.  Bohn  1845 


•  History  of  Redemption,  1 8mo,  Is  6rf,  Tract  Soc. ;  8 vo,  3«,  Bohn ;  8<  Virtue    1 849 

•  Lectures  on  Charity  and  its  Fruits,  8vo,  7«  6d    Nisbet 1851 


Memoirs  of,  by  Hopkins,  12mo,  is  Allen 1839 

-Mystery of  Faith,  12mo,  1»  Palmer 1851 

•Revivals  of  Religion,  Essay  l^  J.  P.  Smith,  12mo,  8«  6(2 Griffin 1840 

' Notes  by  Patton,  roy.  8vo,  2s Snow 1846 

— abridged  by  Wesley,  18mo,  2s  Qd Mason  1845 

Sermons,  18mo,  1«  6(2    Rd.Tract  Soc,   1859 

•  Treatise  on  Religious  Affections,  18mo,  2<,  Tract  Soe.  ;  8vo,  5«  6d  Hamilton  1840 

Essay  by  Toung,  12mo,  48  6(2...  Chiffin 1847 


Work  of  the  Holy  Spirit,  abridged  by  Wesley,  18mo,  1«  6(2  Mason  1845 

(Jos.)  Devotional  Exposition  of  the  Book  of  Psalms,  Svo,  10s  /.  Darling 1850 

Essays  on  Divine  Powef,  12mo,  2s    Bennett 1851 

InitiaGneca;  or.  Guide  to  Greek,  12mo,  is  C.H.  Law 1851 

Introduction  to  English  Composition,  12mo,  5th  edit.,  2s  6d Parker  <k  Son  1847 

Latin  Exercises  for  Middle  Forms,  12mo,  4a Parker  d:  Son  1844 

Progressive  Exercises  in  Latin  Elegiacs,  12mo,  3a  Parker  d!  Son  1840 

•Lyrics,  12mo,  3a Parker  <k  Son  1835 


Qncstiones  Virgilianw,  12mo,  3a   Cradock 1841 

and  Qrosss  (W.)  Initia  Latina  ;  or,  Guide  to  Latin,  12mo,  8a  ...  Madden 1857 

Oral  Exercises  Latin  Composition,  3a  6(2;  Key,  3a  Madden 1841 

(L.C)  Formulae  in  Pure  and  Mixed  Mathematics,  fcap.  Svo,  3a  6(2   Harrison   1861 

-^— — — Mathematical  Questiona  R.  M.  Academy,  Woolwich,  8vo,  8a  6(2  .  Harrison 186 
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Edwards    {MaU,)    Memoir  of,  the  B<7  InTenior,  fc«p.  8to,  8«  M B0aUm,U,&  ..,iZ6o 

(MUm)  Maniud  of  Zoology,  translated  by  Dr.  Knox,  newed.,  12mo^  S9M  Menthaw 1S62 

^— and  Haime  (/.)  Foasil  Coimls  of  tit.  Britain,  6  Parts,  4to   Palcn.  Soc  1S49-54 

and  Yayaneur's  Formalary,  tiaoal.  by  Ryan,  32mo,  5«  6d CkwrekUl 1845 

(M,£,)  Ally  and  her  School-Pellov,  a  Tale,  fcap.  8vo,  It  6d  Bogg 1861 

'■ Charlie  and  Ernest,  12mo,  8«  6(2  HamUum  1859 

■  Holidays  among  the  Mountains,  roy.  16mo,  pL  3j  6rf;  coL  4«  64  .  OriffitkA  F.  ...i860 

lattle  Bird  Red  and  Little  Bird  Blue,  sup.  roy.  16mo,  U Lew  1861 

Now  or  Never,  a  Norel,  post  8vo,  10<  6d HamiiUm  1859 

Scenes  and  Stories  of  the  Rhine,  r.  16mo,  ill.,  pi,  3«  6(2;  <x>l.,  4i  6(2  Qrijliik  A  F.  ...i86a 


Snow-Plakes  and  the  Stories  they  told  the  Children,  sq.,  61 Low  i86a 

White  House  by  the  Sea,  a  Story,  2  T.  poet  Sto,  21i  Smith  d- Elder  1857 

-  {P.)  Candid  Reasons  for  renouncing  Anti-pcBdobaptism,4e.,12mo,2t6d  HamiUon  1841 

-  Treatise  on  Infant  Baptism,  4th  edit,  12mo,  2s  M    ffamiUon  1841 


(Suth,  Opera  from  its  Origin  in  Italy,  2  t.  post  Svo,  21«  AlUmA  Co,  ..  i86a 

•  Russians  at  Home,  2nd  edit,  or.  Svo,  lOt  6d Allem  A  Co.  ...1861 


(Sifd,)  Botanical  Register,  Ist  series,  13  y.  roy.  Sro,  each  49< Bidgway  ...t8i$-X7 

■  2nd  series,  20  y.  roy.  Svo,  each  42< Ridgwaiif  ...1828-47 


(7%o«.)  Brief  Analysis  of  Welsh  Orthography,  8yo,  4s ITti^ 1847 

English-Welch  Dictionary,  roy.  Syo,  17« HugheB 1848-50 

-  Orders  in  Chancery  and  Bills  of  Costs,  12mo,  14«  Sweet 1848 


-(r.YT.C.)  Eton  Latin  Accidence,  12mo,  16th  edit.  Is Sin^n x86i 

Grammar  Accented,  12mo,  80th  edit,  2«6(2 Simpldn 1861 


-  Bxempla  Gnsca  Minora,  12mo,  2»  6d   Sin^ikw.. 1859 

-  Qnfk  Delectus,  12mo,  Zt  td—Kej  to,  6th  edit,  U6d Sin^pkm 1848 

-  Latin  Delectus,  13th  edit,  12mo,  2s  6(2— Key  to,  4« Simpkin i860 

Sententis  Selectas,  12mo,  2«6<2— Keyto,  4s    Simj^an xS6o 


-  (TTm.)  Adyentures  during  the  Indian  Rebellion,  8rd  edit,  post  8yo,  6t...  Smith  A  Elder  1858 

English  Oppoeites and  Correlates,  12mo,  3«  6(2 JuddAQUm  .1858 

-Manual  of  the  Chief  Truths  of  Religion,  12mo,  Is    Pigott 1845 


(W.H.)  Voyage  up  the  Amason,  and  Visit  to  Para,  new  edit,  post  8yo»  2f  Murray x86i 

(W.8,)  PacU  and  Impressions  of  a  Tour  in  Italy,  12mo,  2s  6(2  JuddAQlan  .1856 

•  Heroes  of  the  Bible;  or.  Scripture  Characters,  post  Svo,  7s  6i2  ...  Snow 1852 


(TT.r.)  Papers  of  an  Undergraduate,  fcap.  Syo,  4«   HamOUm  1862 

(Z.J,)  Perns  of  the  Axe,  and  its  Tributaries,  iilust.,  post  Syo,  2s  6(2  ...  Hamilton^  1862 

Edwinesbuiig,  Liber  Cartarum  Sancte  Crucis  de,  4to    Bannatjfne  CL  1840 

Edwy  and  Elgiya,  a  Tragedy,  from  Saxon  Period  of  English  History,  8yo,  2s  ffoubUm    1852 

Edye  (Jno,)  Calculations  on  Equipment  of  Ships  of  War,  roy.  Syo,  26i    8.  ffodgmM  ...1845 

Eerie  Laird  ;  so  called  by  Tradition  in  ScoUand,  12mo,  7s  6d Newby   1848 

Effendi (O.it.)  Boatman  of  the  Bosphorus,  a  Tale  of  Turkey,  8  y.  post  Syo,  81s  Hd  ..  Newbjf    1854 

Thistle  and  the  Cedar  of  Lebanon  ;  or,  Syria,  post  Syo,  7s  6c2  Madden ^^Sl 

Efficacy  of  thtf  Spirit's  Teaching ;  Narratiye  of  Miss  EUsa  S.,  8rd  edit,  ISmo,  Is  ...  Longman  1853 

Effie  Maurice  ;  or.  What  do  I  Loye  Best  f  roy.  ISmo,  Is ffoultUm   : 1862 

Effie's  and  the  Doctor's  Tale,  a  Tale  for  Girls,  16mo,  2s  6(2 DarUm 1854 

P^yourite  Book  of  Pretty  Pairy  Tales,  coloured  Picture^  roy.  Syo,  5s Ward d; Lock... i^6i 

Effingham,  the  Virginian  Comedians,  2  y.  post  Syo,  Ss  6d  Triibner 1854. 

Egan  (Cha.)  Church  Discipline  Act,  with  Decisions,  1852, 12mo,  2s  6(2 Wilt^    1852 

Law  of  Bills  of  Sale,  1S66,  12mo»  8s  iSAawdC- Sons  ...1855 

Extradition,  Sto,  Is  6(2 W.W.BobiHwn  tZ^6 

relatiye  to  Benefit-Building  Societies,  with  Notes,  Syo,  2s Hastings    1848 

Obsenrations  on  the  New  Prendi  Law  of  Patents,  4to,  6« Wealt    1844. 

Status  of  the  Jews  in  England,  Syo,  ^s    Bastings    184& 

{J.C)  Pathology  and  Treatment  of  Syphilitic  Diseases,  Syo,  9s    Churehiil  1852 

{Pierce)  Adam  Bell,  Svo,  6s    F.  Bextall 184a 

Book  of  Sports  and  Mirror  of  Life,  Syo,  7s Tegg  1S40 

PfculJones,  2y.  Syo,  14s  F,  Bextall 184^ 

Pilgrims  of  the  Thames,  Syo,  18s Strange 1837 

Quintin  Matsys,  the  Blacksmith  of  Antwerp,  roy.  Syo,  4s  6(2   Johnson 1839 

Robin  Hood  and  Little  John,  roy.  Syo,  4s  6(2  Johnson 1838 

Wat  Tyler,  Syo,  8s  6(2 F.  Bextall 184.1 

Egbert,  Archbishop  of  York,  his  Pontifical,  781-767,  Syo,  lis SurUes  Soe.  ...1853 

Egerton  (Fra.)  Winter's  Tour  in  India,  and  Visit  to  Nepaul,  2  y.  poet  Syo,  ISs  Mnrray 1852. 

(Lord  F.)  See  EUesmere  (Eart^, 

(B.C.)  Journal  of  a  Tour  in  the  Holy  Land,  Plates,  8yo>  7s  6d Barrison 184.1 

(Af.  Jf.)  Art  of  Needlework,  post  Syo,  7*6(2 CoUmm 184.1 

Egerton  Papers,  temp.  Elizabeth  and  James  I.,  edited  by  J.  P.  Collier,  4to  Camden  Soe. ...  1840 

^storff  (O.B.C)  Concise  Grammar  of  the  German  Language,  12mo,  4s    Simpkin 184.6 

Exercises  on  G^man  Conyersation,  Syo,  Is Nuit  1850 

——— Guide  to  Speaking  Ctennan,  Svo,  Is Nutt  184.% 

Eglintoun  Tournament  Described  Pictorially,  folio,  6^  5s  ;  cold.,  10/  10s  PnekU  *S44. 

by  Aikman,  4to,  10s  6(2;  cold.,  16s   ...  Smith  A  Elder  1839 

• Corbould,  folio,  42s Oraves  184.0 

and  Gentleman  Unmasked,  by  Buchan,  12mo,  5s  Simpkin 184.0 

Egypt,  a  Familiar  Description  of  the  Land,  Pwple,  and  Produce,  1 2mo,  7s W.  Smith    «  8  3  q 

Nubia,  and  Ethiopia,  iilust.  by  100  Stereoscopic  Photographs,  cr.  4to,  6Ss  ...  Smiths  Elder   i86a 


183^18<>a]  EGYPT ^ELINOR  220 

S^7P«»  •orTHpto^Vtlie  Antiior  of  "The  Better  Bay,'*  12mo,  2«efl NeUam   1859 

^Ali,  St.  postSro,  15» Newby    1845 


SgTpiaii,  by  tke  Author  of  <'The  Jew,"  square,  la  6<i   Ed. Tract  Soc,  .it^S 

Hwtarf,  Deduced  from  Momunentfl,  4to,  6t Fra$er    1840 

Dmia^ffr  (/.  W.)  XUnsi.  of  Longfellow's  Court,  of  M.  Standish,  obi 4to, 42ft— red.  to  2Si  New  York 1859 

E^kc  {Liemi,)  Treatiae  upon  Honemaoahip,  cr.  8to^  2m  6d £eiU  i860 

llM  Lectana  on  Fropheej,  3rd  edit.,  12mo^  It Nisbei    1856 

Weeka  ia  Geraiaiiy,  1842,  poet  8to^  5s  6d Limgmtm  184a 

Yean*  BcaidflDoe  in  Britiah  Oniana,  1840-48,  870,  9<  LongwuM  1849 

Sghtaen  Hnndred  and  TwelTe,  a  Bomaaoe  from  the  Gezmaii,  8  r.  post  8to,  81t  6cl...  BenUq/  1849 

Short  Sennonat  12mo,  U BiyingUm  184a 

TeaiBoC  a  Clerical  Meeting;  MiniiteB  <^  the  Aloester  AaMoation,  cr.  8to,  8«  6«i  BivvBoUm  i86a 

S%ht J  YcaiB*  ProgreB  of  the  United  States,  2  ▼.  8vo,  21« New  York 1861 

£kea  Bastlike:  PortEaitnre  of  His  Majesty,  Charles  I.,  post  8to,  7«  6c2  BiviugUm  1853 

KadflB  Manor,  a  Tate  for  Giris,  by  Author  of  <*The  Maie  of  Life,'*  fcap.  8to,  2»  6ci  BouUedge  1861 

Ebikfl  {J.S.)  bsay  on  the  Causes  and  Bemedies  of  Poverty,  post  8to,  St  6(1  AMaU  185a 

Treatiae  on  the  Industry  of  Nations,  2  y.  8to,  18t    Whittaker 1839 

Ebabeig  (/no.)  Obsenralioiia  on  Diaoses  of  the  Human  Foot,  4to,  21t  Benshaw    1845 

__ Management  of  Cbilblaina,  4to,  21t  Bauhaw 1843 

Corns,  4to,  21«  Benahaw 1851 

Hands  and  Nails,  4to,  21t    Benahaw 1845 

Sah  (The)  Bsnys  on  Yarioos Sabjects,  Vy  Darwehd,  12mo,  2t6d Hardwiekt 1857 

£U  the  PUgria:  Cosioms  of  the  Jews  preceding  the  Advent,  12mo»  St Soc  P.  C,  ^....1859 

Vi^m  (/••.)  Book  ol  Prayers  for  Working  Men,  12mo,  2t  td    MaemiUan    ...1859 

Q>l«r  (iftr.)  TUea  and  Legends  of  the  Isle  of  Wight,  12mOk  ^ Simpkin 184X 

EUcriwni  ( W.)  Manal  of  Blowpipe  AnaJyaia,  12mo»  Udd^N.  F.,  56;  2nd  edit.,  6t  6if  PhUaddphia...  liSo 

£^knhav  (F.)  Aiwtnlia  as  it  Really  Is,  12mo,  2t  DarUm  185A 

Eidoa  {Urd^  Public  and  Private  Life  of ,  VyTwiss,  3v.  8vo,  42t,i844;  2  v.  p.  8vo,  21t  Murray 1846 

and  Stowell  (Lorda)  Sketch  of  the  Lives  of,  by  Snrteee,  8vo,  5t Chapman  JtB,i%^ 

EleduB  (The),  a  Poem,  12mo,  5t  Murray 1841 

by  the  Author  of  <*Secollectiona  of  Hyacinth  0*Gara,*'  12mo,  6t Smpkm 1840 

Statvtea :  Gaide  for  Agents,  Candidates,  kc.,  by  a  Barrister,  12mo^  8t Mwrrap 1857 

Beetoal  Lava  of  Belgiom,  as  a  Basis  of  Parliamentary  Reform,  12mo,  St  dd    Longman  1849 

Qeeta,  bj  AatlMir  of  *' Rockingham,"  3  v.  p.  8vo,  Sit  ed^ffvral,  1853;  12mo^  It  6d  BouiUdge 1855 

£eetrie  Teleigraph  of  Fnn,  edited  by  Crowquill,  12mo,  It BoutUdge  1854 

by  Peter  Progress,,  12mo,  It  (ki  B,Y,Clarke  ...1847 

Bectfieal  Magaaiw,  V.  1,  3^0,  20t    > Simpkin 1845 

Sooety,  Proceedings  of,  1841--43,  roy.  8vo,  21t  Sim.pkin 1843 

£^£triciaa  <Tbe),  a  Weekly  Journal  of  Telegraphy,  Ekctricity,  Jec,  Y.  1,  4to»  10$  6d  Piper i86a 

EUetridty  :  ita  Phenomena,  Laws,  and  Results,  16mo,  2t Bel,Traei Soe,   1858 

QegsDt  Arts  for  Ladies,  post  8vo,  St  6<i  Ward  As  Lock   1861 

E^iae  Ode  to  Memory  of  T.  Hood,  with  other  Poems,  by  B.  L.  B.,  12mo,  St  M CMitchell 1848 

^    nis»  Srd  edit.,  12mo,  2t  6<i  Parker  tk  Son   1858 

/  Conne  of  Mathematics,  R.  M.  Academy,Y.l,r.8vo^l8t ;  Y.2,18t;  Y.S,24t  Weale 1851-3 

Instroction  for  Junior  Students,  18mo,  litd    Harvey 1841 

Latin  Qiammar,  12mo,  2t Chambers  1858 

Qenenta  of  Algebra,  Harrow  School,  12mo,  St  6e{ Longman  1840 

Ancient  History,  with  Qoestions,  18mo,  2t Parker ds  Son.,. iZ^i 

Botany,  for  Schools  and  Families,  18mo,  It Parker d: Son,.. i9 $4, 

Oatholio  Philoaophy ;  Natural  System  of  the  Human  Muid,  8vo^  lOt  6d  Longman   1850 

Cheaiistry  Explained,  18mo,  6t Murray 1845 

Geogrsi^y  for  Young  Children,  12mo,  2t Murray 1843 

on  a  New  Plan,  18mo,  It Darton  1850 

Geometiy,  by  J.  D.,  roy.  8vo,  St Longman  1847 

Symbolically  Aiianged,  6th  edit,  ISmo,  It  6<i Murray 1857 

Knowledge  for  Children,  16mo,  St  6d B^ma 1843 

Modem  History,  with  Questions,  18mo,  2t PairktTd:Son...i%^ 

' Natural  Philosophy,  Elementary  Statics  and  Dynamics,  fcap.  8vo,  4j  ...  Tegg  x86a 

Perspective  Drawing,  18mo,  It Dean 1839 

Plane  sod  Spherical  Trigonometry  for  Schools,  fcap.  8vo,  It  id    SocP.C.K.   ...1850 

Practical  Geometry  for  Schools  and  Workmen,  12mo,  It  6«{ Oroombridge  ...i8sa 

-Knowledge,  with  Illustrations,  18mo,  St Va/n  Voorst  ...1841 


-  Sodal  Science ;  or,  Physical  and  Nat.  Religion,  4th  edit,  fcap.  8vo^  2t  6cl  Truelove 1861 

-Soeceaa;  a  Book  for  Young  Men,  fcap.  8vo,  2t  6d ffoulaton    i86a 

-  the  Sdenoes  in  their  Relation  to  the  Law,  8vo,  14t    ^a^terworeAt  ...1835 

-  Truth,  by  Omicrcm,  2nd  edit ,  24mo,  2t  6d Lemon    1844 

Uaefnl  Knowledge,  liy  Preceptor,  18mo,  It  9d Simpkin 1857 


ElephanVs  Fesat ;  or.  Use  of  Birds  and  Beasts  to  Man,  post  8vo^  2t  6(2 Dean 1856 

Qeoaaia,  a  Poem  on  the  Human  Soul,  er.  8vo,  7t  6c2 Pickering  1836 

Ekj  {I/en.)  Geology  in  the  Garden ;  or.  Fossils  in  Flint  Pebbles,  12mo,  6a Bell  d:Daldy...iSs9 

Qfie  in  Sicily,  a  Tale,  2  v.  post  8vo,  18«  Chapman  ds  B.iSbo 

Elinn  {Earl  oj)  Narrative  of  Mission  to  China,  &c,  by  OJiphant,  2v.  8vo, 42»— red.  to 21 1  Blackwooda  ...  1 8 60 

EUaa  {Jno.)  Letters,  Essays,  and  other  Pieces,  by  £.  Morgan,  18mo,  St  6d  H.Hughu 1847 

Hijah,  the  Tishbite,  Isners  Wanderings,  and  other  Poems,  by  C.  F.,  12mo,  St liamiUon  1841 

Biaor  WyUyi^  a  Tkle^  edited  by  J.  F.  Cooper,  8.  v.  postSvo,  Sit  6d  BentUy  1845 
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ot  (Co;.)  Dawn  of  LoT«,  post  8to,  It  /«.  Bladnooodt^So 

-  (Edw.)  Duoonnes  on  Christian  Reapooabtlities,  12mo,  3« Parker d: Son... i^i^ 

Lectures  on  Chriatianitj  and  Slayeiy,  12mo,  is  6d ffatckard  1844 

-  {Oeo.)  Adam  Bede,  9v.  p.  8to,31«6<;,i859;  2  ▼.  12mo,  12«;  10th  ed.,  cr.  8vo,  6«  BUickwoods    ....i86a 

Millonthe  Floss,  St.  p.  Svo,  81»6d,  i860;  5th ed.,  postSyo,  6t Bladewoods   ...1862 

Soenes  in  Clerical  Life,  2  ▼.  p.  8to,  21»,  1857;  8rd  e.,  2.  r.  fp.  8to,  12»  ...  BUtckwoods   ...i860 

Silas  Marner,  the  Weayer  of  BaTeloe,  post  Sto,  12#;  7th  ed.,  fp.  8vo,  C«  BlackwoodM    ...1861 


(P./*.)  Fall  of  Man,  FiTe  Sermons  Preached  dnring  Lent,  1862,  fcap.  8yo,  1«...   WertAtim   1862 

-  (Sam,)  History  of  Liberty  ;  Early  Christians,  2  ▼.  8vo,  25f   BenOey  1853 

-  Borne,  2  t.  Syo,  28«;  Illustrations  to,  4to,  b$ BenOnf  1849 


Manual  of  United  States*  History,  from  1492  to  1860,  cr.  8vo,  9«  Bo8Um,U.S.   ...1856 

—  (W,0.)  Discourses  on  the  Doctrines  of  Christianity,  12mo,  2s  6d BwUmU^.S.  ...1859 

zabeth  (CharloUe),    See  Tonna. 

zabeth  Allen;  or,  the  Faithful  Seirant,  18mo,  2»  6d Seeley 1843 

a  Story  from  the  German  of  Nathusius,  by  S.  A.  Smith,  2  ▼.  12mo,  12»  ...*  Simpkin 1859 

de  Valoia,  Memoir  of,  by  Miss  Freer,  2  v.  post  8vo,  21» ffurtt  «t  B.   ...1857 

of  Hungary,  History  of,  by  Phillipps,  4to,  21»  ;  with  plates,  825 Dolman 1839 

zabeth  (^leen)  and  her  Times,  by  Wright,  2  t.  8to,  32s    Colbum 1838 

Liturgies  and  Occasional  Sendees,  8to    Parker  Soe.  ..-1847 

Friyate  Prayers  of,  12mo Parker  Soc,  ...1851 

and  King  James  I.  their  Letters,  1682-1602,  edited  by  Bruce,  4to  Camden  Soe,  ...1848 

;ington  ((7eo.)  Demonstration  of  the  Human  Skeleton,  12mo,  7»   lAmgwMn  1838 

(Jot.)  System  of  Draining  Land,  by  Johnstone,  4to,  10«  6d Bladewoods    ...1841 

a  (Jno.)  Tables  for  Calculating  Dock  Warehouse  Bents,  roy.  8vo,  8«  6rf  E.WiUon   1844 

Warrants  for  Goods:  their  Use  and  Abuse,  8vo,  2«  6d Smith  &  Elder  1856 

ftby  {Fra.)  Church  of  the  Lord  ;  or.  Baptism  Considered,  12mo,  4<  6d    NiAet 1838 

ird  {J,H.)  Biblical  Commentary  on  the  Hebrews,  trans,  by  Fulton,  8fo,  10a  6rf...  Hamilton  1854 

Acombe  (H.T.)  Practical  Bemarks  on  Belfries  and  Bingers,  2nd  edit.,  8to,  8< BdL  d: Daldy... i^bi 

en  Braye;  or,  the  Fortune-Teller,  2  v.  post  8to,  21« Saunder$  d:  O.  1841 

—  Leslie,  by  Aunt  Kitty,  18mo,  Is  Grten 1850 

—  Mausfield;  or.  Truth  our  Best  Companion,  18mo,  Is  6d    Dean 1839 

—  Mason;  or,  Irindple  and  Ihnejudice,  roy.  18mo,  la   BouMon   i86x 

—  Montgomeiys  Book  Case.     See  Wetherell. 

—  Mordaunt;  or.  Effects  of  True  Beligion,  12mo,  8a  6<i    Nisbei 1855 

—  WaUingham  ;  or.  Growth  in  Grace,  12mo,  9b  6d  IfouUkm    1836 

en's  Trials,  18mo,  la  Wertheim i86a 

enberger  (/.Z.)  Arithmetic,  Pestaloaian  School,  12mo,  6»;  Key  to,  U6d  Walton 1853 

sndt  {F.)  Lexicon  to  Sophocles,  abridged  and  translated,  8to,  12«— red.  to  Sa H.Bokn 1S41 

3r  (Irvin)  History  of  BelToir  Castle,  8vo,  16a;  roy.  8vo,  80a Tyat 1841 

—  on  Church  Arrangement,  8yo ; LincArc.Soe.  .1845 

srman  (C.F,)  Aiphonso  Barbo,  roy.  8to,  2a  6d    E.WiUon  1850 

Amnesty,  a  Tale,  2  v.  post  8to,  21a   Longman  ......1843 

'  Anglo-Belgic  Ballads  and  Legends,  post  8to,  7a  6(2   UouUton   ...'...1855 

■ — Letters  on  Sanitary  Beform  and  Agricultural  Improvement,  8vo,  la.  Peirot  dt  Hyde  1846 

jrton  (J.L.)  Bridal  of  Salerno,  a  Poetical  Bomanoe,  post  8vo,  10a  6rf  Longman  1845 

jsmere  (C<»a.)  Journal  of  a  Tour  in  the  Holy  Land,  8vo,  7a  6d Wdb 1853 

(Earl)  Catherine  of  Cloves  and  Heraani,  Tragedies,  8vo,  8a Andrews 1854 

Discourseat  Worsley  on  Warin  the  Crimea,  12mo,  2a6d  Murray    1855 

Essays  on  History,  Biography,  Goography,  &c.,  8yo,  12a    Murray 1858 

Guide  to  Northern  Archaeology,  8vo,  7a  6d  Bain 1848 

Mediterranean  Sketches,  post  8vo,  7a  6d Murray 1845 

-Pilgrimage,  and  other  Poems,  Illustrated,  post  4to,  24a  Murray 1855 

I  of  Vienna  by  the  Turks,  new  edit.,  post  8vo,  2a  Murray 1861 


jsmere  Family,  a  Tale,  12mo,  3s  6d Houlston    1845 

Jt  (C.)  Report  on  the  Improvement  of  the  Khanawa  Biver,  roy.  8vo,  6s Philadelphia...! 9^^ 

[E.F.)  Evenings  at  Woodlawn,  post  8vo,  7a  6d   New  York 1849 

Family  Pictures  from  the  Bible,  post  8vo,  6a,  P.  Jackson,  12mo,  2a  RouUedge  1854 

Women  Artists  in  all  Ages  and  Countries,  post  8vo,  5a Bentley i860 

of  the  American  Eevolution,  2  v.  post  8vo,  18a New  York 1848 

jtt  (J/ra.)  Watching  Spirits,  8vo,  14a   New  York 1852 

(C7.)  Essay  on  the  Law  of  Trade  in  America,  8vo,  9a Richmond 1841 

ce  (Jos.)  Eternal  Life,  the  Bevelation  of  the  Books  of  Moses,  post  8vo,  6s Bentley 1854 

cott  (C.J.)  Comfort  of  the  Scripture  to  the  Bereaved,  2Ddedit.,  8vo,  Is    Parktrde  Son  .i86a 

Destiny  of  the  Creature,  and  other  Sermons,  2nd  edit.,  cr.  8vo,  5a...  Parker  dc  Son  .186a 

— —— History  and  Obligation  of  the  Sabbath,  8vo,  3s  6d    Rivington  1844 

Lectures  on  Life  of  Our  Lord  Jesus  Christ  (Hulsean),  2  e. ,  8  vo,  10s  6d     Parker  ds  Son  .1861 

Translation  and  Commentary  on  Ephesians,  2ud  edit.,  8vo,  8s  6rf Parker^ds  Son  .1859 

— Galatians,  2nd  edit,  8vo,  8s  6rf Parker  d;  Son  .1859 

Pastoral  Epistles,  8vo,  10s  6d Parker  d*  Son  .1861 

Philip.,  Coloss.,  2nd  ed.,  8vo,  10«  6d  Parker  d:  Son  .1861 

Thessalonians,  2nd  edit.,  8vo,  7s  6d    Parker  d:  Son  .i86a 

e  Randolph;  or.  The  Good  Part,  fcap.  8vo,  58   New  York 1859 

ot  (Gilb.)  Letters  on  the  Bepeal  of  the  Twenty-ninth  Canon,  8vo,  Is    Rivington i860 

Sermons  on  Subjects  of  the  Day,  1860,  8vo,  9s    J.  Darling 1850 

— (Jos.)  Debates  in  Conventions,  1787,  with  Madison's  Diary,  2  e.,  6  v.  8vo,  6^  Washington  ...1845 
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SUiot  {Ja$.)  Elementary  Mathematics,  12ino,  2a  M,  iS6o  ;  Key,  12mo,  2$  Simphin 185a 

Elements  of  Algebra,  4th  edit.,  12mo,  SsBd;  Key  to,  2s  6ci NamiUon  i860 

Qwmetry  and  MeDsnration,  12mo,  2t  6d  ;   Key  to,  2a  6d  Hamilton  i86o 


-  liOgarithms  and  Trigonometoy,  12mo,  2a  6d ;  Key  to,  2a...  Hamilton  1850 

— Practical  Geometry  and  Mensuration,  8vo,  5«  ;  Key  to,  6« Hamilton  1850 

— Treatise  on  Logarithms  and  Plane  Trigonometry,  8yo,  6a  ;  Key  to,  Za...  HamiUon   1850 

Mysteries  or  Glimpses  of  the  Supemntural,  12mo,  ba  New  York 185a 

(/no.)  Life  of,  byReT.  Dr.  Wilson,  18mo,  1»  6rf HamUlon  1853 

—  (A  ^"^j  Sonnets  on  Various  Subjects,  post  8 vo,  1« Longman   1854 

{S.H.)  A  Look  at  Home;  or,  Life  in  the  Poor-house,  cr.  8yo,  6«  6rf New  York i860 

EUioteoa  (/no.)  Practice  of  Medicine,  by  Rogers  and  Lee,  2nd  edit.,  Syo,  25« Simpkin 184a 

Surgical  Cases  in  Mesmerism  without  Pain,  8to,  2a  Qd BaiUiire    1843 

Treatise  on  Human  Physiology,  8vo,  10«  6d  H  Bokn 1856 

EUiott  (C.5.)  Travels  in  Austria,  Turkey,  and  Russia,  2  v.  8to,  16s BeniUy  1838 

—  the  North  of  Europe,  870,  I6s Colbum 1845 

(Cka.)  Delineations  of  Roman  Catholicism,  by  Stamp,  8rd  edit.,  roy.  8yo,^10s  Maaon   1851 

—  {t%irlotte)  Hours  of  Sorrow;  or,  Thoughts  in  Verse,  5th  edit.,  18mo,  2s  ....'....  L,  Booth   1855 

{C.J.)  Church  Doctrine  on  Private  Confession,  &c.,  8yo,  2s  6d     Rivington 1859 

(aa.fF.)  New  England  History,  from  986  to  1776,  2  t.  8vo,  24s New  York 1857 

{E,)  Blenham ;  or,  what  came  of  Troubling  the  Waters,  post  8vo,  6s    Bennett 1855 

Life,  Charaeter,  and  (Genius  of,  by  J.  Searle,  18mo,  Is  Qilpin   1850 

(£i&eK.)  Labour  and  Live,  a  Story,  post  8vo,  6s Bennett 1857 

Life,  Poetry,  and  Letters,  by  John  Watkins,  post  8vo,  7s  6d Mortimer  1850 

• Memoirs  of ,  by  January  Searle,  8vo,  6s  6ci  WhiitaJter  185a 

More  Verse  and  Prose,  V.  1,  12mo,  5s  ;  V.  2,  12mo,  4s C,  Fox  1850 

Poetical  Works,  roy.  8vo,  8s Simpkin 1840 

(^.A)Apocalyp8is  Alfordiana:  Letter  to  H.  Alford,  8vo,  5s    SeeUy i86a 

Hor»  Apocalypticse  :  8  v.  8vo,  86s.  ;  5th  edit,  4  v.  8vo,  56s  Seeley i86a 

■ ■ Abridged,  12mo,  5s  Hatchard 1854 

-Tested,  &c.,  by  Chamberlain,  8vo,  8s  6d    Wertheim  1855 


Reply  to  Arnold,  8vo,  2s  6d,  1845;  to  Dr.  Candlish,  8vo,  2s Seeley 1847 

Vindicise  Horariso:  Letters  in  Reply  to  Dr.  Keith,  8vo,  8s  6d    Seeley 1848 

Warburtonian  Lectures,  1849-58,  8vo,  12s— red.  to  7s  6d    Seeley 1856 

-[O.H.)Toeno,  and  other  Poems,  12mo,  Is  6d Skejffington 1858 

-Voice  of  Nature,  a  Poem,  12mo,  Is  6d Skejffington 1856 


{O.P.)  Law  of  Qualification  and  Registration  of  Electors,  12mo,  14s    Sweet 1843 

' {ffea.^The  Australian  Pastor:  a  Record,  by  Rev.  E.  Strickland,  12mo,  Is  6d  Wertheim  i86a 

{B.If.)  Bibliographical  Index  to  Mohamedan  History,  8vo,  16s Allen  <fe  Co.   ...1849 

(7.)  American  Diplomatic  Code,  2  v.  roy.  8vo,  30s Bich  1840 

• {J.B.)  Credit  the  Life  of  Commerce,  12mo,  4s Madden 1845 

( Jf ary)  Amusements  for  Little  Girls,  18mo,  2s Darton  1844 

Orphan  Boy,  a  Tale,  16mo,  2s  6rf Darton  1845 

' Rustic  Excursions,  a  Tale,  12mo,  3s  6d    Darton  1843 

Simple  Truths  in  Verse,  18mo,  Is  6^^    Darton  1850 

-' Tales  for  Boys  and  Girls,  and  Tales  for  the  Toung,  18mo,  each  Is Darton  185a 

• the  Holidays,  new  edit.,  18mo,  2s Darton  185a 

Toung  People,  new  edit,  18mo,  2s Darton  185a 

of  Truth,  18mo,  la  6d Darton  1840 

— the  School-Room,  12mo,  8s  6rf Darton  1854 

(Jfrs.)  Journal  of  my  Life  during  the  French  Revolution,  n.  ed.,  8vo,  10s  6d  Bentley 1859 

(Zibs.)  Doric  Lays  and  Attic  Chimes,  12mo,  Is    D.  Jack 1856 

{liW.)  Sonnets  on  Various  Subjects,  8vo,  Is Longman  1854 

(ly.)  Carolina  Sports,  by  Land  and  Water,  12mo,  6a  Qd New  York 1859 

Old  Theology  the  True  Theology,  sm.  post  8vo,  8s  6rf Niabet 1861 

— Sermons  to  the  Young  on  Confirmation,  12mo,  laBd  Parker  dt  Son  .1847 

-—  (W.F.)  Sketcher's  Guide*  and  Rules  of  Perspective,  obi.,  16s Fuller    1846 

QlisUnc?.)  Letters  and  Observations  on  Clinical  Surgery,  post  8vo,  9s Longman  1846 

—  (A- J,)  Charley's  House,  a  Tale  for  Children  (in  Phonotype),  18mo,  Is Pitman 1848 

EssenUals  of  Phonetics,  8vo,  8s  6d Pitman 1848 

— ■ Examples  in  the  First  Four  Rules  of  Arithmetic,  12mo,  8s   Longman  1855 

Plea  for  Phonetic  Spelling,  2nd  edit,  8vo,  Is  6<i Pitman 1848 

Univeiaal  Writing  and  Printing  Alphabets,  4to,  2s  6d    Pitman 1856 

—  (Cha.)  Law  of  Fire  and  Life  Insurance  and  Annuities,  1846,  8vo,  10s    Benning 1846 

— ^  Richmond  and  other  Poems,  post  8vo,  7s  6d!    Madden 1845 

- — iCle.)  Character  of  the  True  Gentleman,  18mo,  la  6d  Hogg 1856 

—  {Conifntj.)  From  the  Font  to  the  Altar :  Manual  for  the  Young,  82mo,  la  id    Mtutera 1854 

—HC'.Jtf.)  Amelia  Maxwell ;  or,  a  Father^s  Legacy,  18mo,  Is WeHheim  1856 

—(/rasas)  Reports  of  Queen's  Bench  Cases,  8vo,  I2a  6d Sweet 1861 

' [Geo.)  Early  English  Metrical  Romances,  revised  by  Halliwell,  post  8vo,  5s    ...  H.Bdhn 1848 

— ■ — • Irish  Sthnology  Socially  and  Politically  Considered,  12mo,  3s  6(2  Hamilton  185a 

Specimens  of  Early  English  Poetry,  6th  edit.,  8  v.  12mo,  15s  Bellde  Daldy. ..i^^i 

' Romances,  post  8vo,  5s H.Bohn 1848 

(&.^.)  Half-Coitury  of  the  Unitarian  Controversy,  cr.  8vo,  5s Simpkin i860 

{O.V.)  Demonstrations  of  Anatomy,  5th  edit.,  revised,  post  8vo,  12s  6i2 Walton  1861 

—  {Ben.)  Elgin  and  Phigslean  Marbles  of  theClaamc  Ages,  n.  ed.,  2  v.  12mo,  4s  6d  Naitali 1847 
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BUIb  (Ben.)  BmlMHij  to  Ohinft,  2  r.  Sro,  2U,  JTiwrajr,  1841  j  med.  8yo,  2«  0<i  Mogetm 1844 

J LeitenonBiig.Hifi.,lfc2a.,  7Y.p.8TOk84f,ft4-7;SnlB.,  4y.— T«d.to24«Beiil2ey 1848 

Townley  Gallety  of  Claasie  Senlptaie,  new  edit.,  2  t.  12mo»  4$  M  NaUaU 1847 

{Here,)  Khyme  Book,  loy.  Sfo,  2U   Lomgman  1851 

Bomanoet  and  BalUds  of  Ireland^  12mO|  2« -^JV i^5^ 

Songs  of  Ireland,  12mo,  U » i$N^»]tm 1849 

(H.C)  Chapten  on  Wive^  12mo,  6f    BeMOeif i860 

,  Convwiationa  on  Homan  Natnre,  12mo^  3«6i2   Sktfimigtom 1850 

Dani^tonof  Bngland,  poet  8yo,  10<,  184a;  12mo,  2»td Qrijfm    1858 

Bdneation  of  Character:  Hinta  on  Moral  Training,  post  Sto,  7<  M  Mmrray 1856 

Family  Seoreta,  8  y.  poat  8yo,  81«  6d,  1843  >  ^^  ^m  ^  ▼•  12mo,  7$  td  Orijm   ..., i8s3 

Fireaide  Tale*  for  the  Tonng,  4  Y.  post  8yo,  20s Ori/in    1849 

Friends  by  their  Fiieaides,  Story  about  Qaakeri,  2  y.  12mo^  12t BimUqf 1858 

\ Hearts  and  Homes;  or,Social  I)iBtinctions,3Y^Yo,37<6<i,49;  8Y.12mo,7«6cI  Qrif»   1 856 

Home;  or,  the  Iron  Bole,  8  y.  poet  8yo,  81«  6<i SoMmdend:  O,  ,1%^ 

Island  Qneen,  a  Poem,  poet  8yo,  fit 8mm 1846 

Janet;  One  of  Many,  a  Story  in  Verse,  sq.  Sto,  U    E,  PmikfmU  ...i%e% 

Look  to  the  End;  or,  theBennets  Abroad,  2y.  p.  8yo,  21t— red.  to  OtM  ff.Bokm 1845 

Mother's  Mistake,  a  Tale,  cr.  Sto,  Z$  6d,  HouUion, ;  new  edit.,  1«  td ...   WarddiLoek...i%(>o 

Mothers  of  Bngland,  poat  8yo,  lOt,  1843  ;  new  edit.,  12mo,  2t  6d  Orijfm    i860 

-Qxeat  Men,  Syo,  10«  6c{,  1859  ;  new  edil,  cr.  8vo,  fis  BtiUeif i860 


-  My  Brother  ;  or,  the  Man  of  Many  Friends,  12mo,  2«  6d Lorn   1853 

-Fictorasof  PriYatelife,  8  y.  p^  8yo,  ea.  7« eiti,  1844;  8  y.  12mo,  10c  8d  Tegg  1847 

-Poetry  of  Life,  2  y.  poet  8yo,  21« Sawndende  0,.i^^z 

-  PreYontion  Better  than  Onre,  12mo,  2f  6(2  Grifm   1853 

>  Bawdon  Hoose:  Hints  on  Formation  of  Chaiacter,  poet  Syo^  2i    TaUU 1848 

-  Sacred  Thoughta,  16mo,  8t  6<l  DalUm  1851 

-  Sana  of  the  Soil,  a  Poem,  post  8yo,  lOt  6<i— rsd.  to  U Jkam 1856 

.  Summer  and  Winter  in  the  Pyrenees,  poet  Syo,  9s,  1841 ;  12mo,  2t  9d...  Orifim    1841 


^ Temper  and  Temperament,  2  y.  p^  Syo^  ISt,  1846;  2  y.  12mo,  fit Orifin   1853 

Voice  from  the  Vintage :  or,  Foroe  of  Rrample,  new  edit^  12mo^  Is    ...  Tmiedie 1858 

Widow  Green  and  Her  Three  Nieceo,  12mo,  It    Partridge 1859 

WiYceof  Bngland,  poet  Syo,  lOt,  1843  ;  12mo,  2t  6rf  Orifin    1850-3 

^— Women  of  Bngland,  poet  Syo,  9t,  1838;  12mo,  2t  6c<   OriJU    1853 

Young  Ladies*  Beader,  12mo,  8t  6d Ori/Ukd:F.  ...1845 

(J7. 7.)  Tour  from  Hong  Kong  to  Manilla  in  1856,  post  Syo,  12t   Smitk*kBUUr  1859 

(^.TT.)  Toils  and  Triumphs,  MiaB.WQrk  in  the  World's  Dark  Placea,fp.8YO,8t6d  Sedey 1862 

(/no.)  Key  of  Faith,  12mo,  St ffamilUm  184X 

(/ot.)  Lecture  on  Progress  of  Photography,  12mo,  It  6<l  BailUire   1856 

^{MaryM,)  Memoir  of,  by  Boy.  W.  Bllia,  12mo,  fit    .". TaOu 1838 

(iJ.)  IsraeUtiD  PiUestinam  Oocupantes,  12mo,  It  Whittaher 1855 

■  Laws  of  Customs,  12mo,V.l,  Shipping,  9t,  1839  ;  2,  NaYigation,  12t  Baileg   1841 

8,Water8idePraetioe,10t,  4a;  4,  British  Tariff  6t  Bail^  1849 


(iZoftt.)  Armenian  Origin  of  the  Btruscans,  Syo,  7t  6ci    Pc^rker^  Son  .iZSi 

Chemistry  of  Creation,  12mo,  fit SocP.CK.   ...1850 

— Contributions  to  Bthnography  of  Italy  and  Qreeee,  Syo,  2t  6d Parker  d:Som ..  1857 

History  of  Thorn  bury  Castle,  Syo^  lOt BamilUm  1839 

Management  of  Disease  in  Childhi)od,  12mo,  4t O.  Cox  185a 


Treatiae  on  Hannibal's  Passage  of  the  Alpa,  S?o,  7t  Sd Parker  A  80m.. ^\%^^ 

{Syd,)  Leila  Manton:  a  Tale,  post  Syo^  lOt  Sd Saumdered:  O.   i86z 

[Wm.)  Bducation  as  a  Means  of  PreYonting  Destitution,  poet  Sro,  4t  SmiikA^der  1851 


(Wi 


.  History  of  Madagascar,  2  Y.  Syo,  2fit  TaUie 1838 

-the  London  Missionary  Society,  Syo,  lOt  6d Snow ^44 


•  Knowledge  and  Ptactioe  of  Beligion  in  Common  life,  post  Syo,  7t  6ii ...  SmUk  A  Elder  18  57 

•  Latin  Exerdaes  by  Arnold,  12mo,  StS<2;  Key  to,  3t Simplan i86s 

Wright,  12mo,  3t6<i Ttgg  ».  A 


Outlines  of  Sodal  Boonomy,  12mo,ltSd Smith  A  Elder  i860 

Philo-Socrates  among  the  Boys,  Pts.  1  and  2,  post  Syo,  eaoh  It Smith  A  Elder  1861 

Polynesian  Beeearches,  2  y.  Syo,  24t,  1848;  4  y.  12mo,  14t It.Bohn 1853 

Three  Visits  to  Madagascar,  during  lS53-fi6,  Syo,  ISt     Murray 1858 

Village  Lectures  on  Popery,  12mo,  It  6d Ward 1851 

(YF.C.)  Treatise  on  Natare,  Causes,  Ase.,  of  Insanity,  Syo,  fit H.Bohn 1838 

{WM.)  Huzstpierpont;  ita  Lords  and  Familiea,  Syo,  It  6<I J.R.Smiih 1859 

Notioeaof  theEllisesof  France  and  Bngland,  Syo,  6t  J,R.SpiUth 1857 

Plea  for  the  Antiquity  of  Heraldry,  Syo,  It  6<I  J.ILSmith 1853 


(TT. IF.)  Dangerous  Brrors  of  Bomanism,  Syo,  2t  6cI Baefimge    '853 

On  ^phedea  relating  to  the  Messiah,  12mo,  28  6d   BioingUm 1852 

' Sermons  at  St  Qeoige*B,  Syo,  9t  RivingUm  1838 

Ellison  {Hen,)  Mad  Moments;  or.  First  Verse  Attempts,  2  y.  12mo,  lOt Paimter 1839 

Poetry  of  Beal  Lif e,  12mo,  2t  6c< Willie    1850 

{BV.)  Sermons  :  Way  of  Holiness  in  Married  Life,  2nd  edit,  12mo,  2t  6d  .  Eieimgkm  1859 

(/no.)  Life  of  Moses,  for  Youth,  ISmo^  It  M Werlheim 1855 

■     Sennona  for  Children,  suited  for  School  Senrioes,  ISmo,  It  6d Sedeg 1854 

Songs  and  Ballads,  post  Syo,  4t  6d  Auihor  i8«;8 

(^.)  Millennium,  Illnatnted  by  Proflidf^,  &0.9 12mo,  It  Sin^kim 1S50 
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EHison  {Sea.)  Priaon  Scenes,  Narratiye,  &o.,  poet  8vo,  lOtf  WhittaJxr  . 

Selection  of  Psalms  aud  Hymns,  18mo,  5s  HouUton   . 

Treatise  on  Baptism,  8to,  7» JIamilton  , 

i&S.)  Illiutn^ed  English  Gnunmar,  8vo,  Is  Ingram  .... 

(Tho,)  Handbook  of  the  Cotton  Trade,  8vo,  7«  6d Lonfftnan  . 

■  SlaTeiyand  Secession  in  Amerioa,  8sCd,iZ6i;  2  e.,  enl.,  cr.8vo,  I0s6d  Lwo 


SUiston  {JEL  W. )  Life  and  Enterprises  of,  by  Ckorge  Raymond,  12mo,  3«    BmiiUdgt 

Memoirs  and  Papers  of,  ed.  by  Eaymond,  2  v.  8vo,  24«— red.  to  15«  OUivier  ... 

-  2nd  series,  8to,  15«   OUivier 


Ellmer  CSsstle,  a  Roman  Catholic  Story,  6th  edit.,  12mo,  2s  6d ffouUton    ... 

EUfliworth  {H<m.H,)  Improvements  in  Agriculture,  &c.,  in  United  States,  8vo,  2s Wiley 

EUvood  {Tho.)  Autobiography,  with  Supplement  by  Wyeth,  12mo,  3« Bennett  

Uly  {Samd.)  Ciitieal  Remarks  on  Mrs.  Greer's  "Quakerism,"  post  8ro,  5s Bennett  

Sl-Mas*udi*s  Historical  Bncyclopiedia,  from  the  Arabic,  by  Dr.  A.  Sprenger,y.  1, 8vo,  164  Oiien.  Tr.Fund 

Ebner  (Tm.)  Lunacy  Regulation  Act,  1853,  new  edit.,  12mo,  7s    Stevens  

EIffles(ycu.)  Guide  to  the  Port  of  London,  12mo,  4s  Wyld 

HoneYacivse;  a  Thought-Book  of  the  Wise  Spirits,  32mo,  4s  6d L&ngman  .... 

Sir  Christopher  Wren  and  his  Times,  new  edit,  8vo,  14s Chapman^H. 

' Surrey  of  the  Harbour  and  Port  of  London,  folio,  21s Weak 

Thomas  Chirkson,  a  Monograph,  12mo,  8s  6d Blaekader.,.. 


{Jwo.)  Iiidi  National  Education :  Church  and  the  Bible,  12mo,  3s  6<j   Hope 

Ehn  Graoge;  or,  a  Summer  in  the  Country,  by  £.  A.  M.,  fcap.  8vo,  2s  Hogg 

Elmbam  {Hio.^of)  Historia  Monasterii  S.  Augustini  Cantuariensis,  roy.  8vo,  10s Longman  

ElmlicLt  {T.)  Theophania ;  or,  a  View  of  the  Manifestation  of  the  Logos,  8to,  7s  Hd  T,  Richardson. 

Ehawood  ;  or,  Helen  and  Emma,  by  Cora  M.,  12mo,  6s  Boston^l/.S,  .. 

Elocation  (Educational  Course),  new  edit,  fcap.  8^0,  2s  6d  Cumbers  

Ebpemen^  a  Novel,  8  t.  post  8vo,  81s  6d    Bentley 

Elphinstone  (//.  C.)  and  Jones  (iT.D.),  Siege  of  Sebastopo],with  Maps,  &c.,  4  y.  4to,  84s  Longman  

{H<m.M.)  Account  of  Canbul,  2nd  edit,  2  ▼.  8vo,  28s   Bentley 

-  Histoiy  of  India,  2  v.  8to,  SOs,  1841  ;  4th  edit,  8yo,  18s   Murray, 


Memoir  o^  by  Sir  Edward  Colebrooke,  8vo,  2s    Quarilch 

(R.)  Treatise  on  Cultivation  of  the  Vine  in  Pots,  18mo,  Is A.  Hall., 


Sliington  {S.N,)  Poems  and  Lyrics,  Native  and  Social,  12mo,  3s  6d Orr 

Elsley  {C.H.)  Essay  on  Rektion  between  the  English  and  French  Languages,  8vo,  2s  Qd  WhiUaker 

(Hen.)  Annotations  on  the  Gospels  &  Acts,  2y.  8  vo,  16s, /2mn^ton,  1 841;  lv.,12s  Tegg 

Elstob  {ElizS  Anglo-Saxon  Homily  on  St  George's  Day,  new  edit ,  8 vo,  6s   Pickering  

Elton  (A,H.}  Below  the  Surface,  3t.  p.  8vo,  31s  6(2,  1857  ;  n.  e.,  fp.  8to,  2s6(< Smith  ds  Elder. 

Herbert  Chaunoey  :  a  Novel,  3  v.  post  8vo,  31s  6rf  Smith  its  Elder . 

Poems  of  Past  Years,  12mo,  3s  Smith  <k  Elder , 

(C%a.^.)  Boyhood,  and  other  Poems,  8vo,  12s Longman  

{Mrs.)  Real  Happiness  ;  or,  the  Philanthropist,  12mo,  2s  6d  Simpkin    

(iZ.)  Life  of  Bioger  Williams,  12mo,  Is A.Hall  

Bfuridationa  of  IVissages  in  the  Bible,  2  series,  18mo,  each  4s  6(2 Longm^in  

EIt^  {S.)  Pteiter,  printed  for  Chanting,  upon  a  New  Principle,  2nd  edit,  8vo,  7s  Od  J.HJe J.Parker 
Elrin  {C.N.)  Handbook  of  Mottoes  borne  by  the  Nobility,  Gentry,  &c.,  fcap.  8vo,  7s  Bell<bDaldy ... 

Elvins  {H.E.)  Noah ;  or,  Church  and  Crown,  a  Poem,  12mo,  2s  M  Caddl    ...  . 

JSiris^  a  Tale,  Night,  and  other  Poems,  12mo,  2s  6(2  WhUeley    ... 

Shrell  {Jn».J.)  Medioo-L^gal  Treatise  on  Malpractice  and  Medical  Evidence,  8vo,  30s  New  York ... 

ElweU^s  German  and  English  Dictionary,  12mo,  5s  NuU  

£iweB(.^//.)  Adventures  of  a  Bear,  Cat,  and  Dog,  sm.  4to,  ea.  2s  6(2  ;  in  1  vol,  6s  ...  Roulledge  ... 

Frank  and  Andrea ;  or.  Forest  Life  in  Sardinia,  12mo,  5s Griffith  ds  F. 

— ; French  and  English  Dictionary,  V.  1 , 1 2mo,  Is ;  V.  2,  Is  6(2;  in  1  vol,  3s  6d  ViHue   

-^ Guy  Riven ;  or,  a  Boy's  Struggles  in  the  Great  World,  fcap.  8vo,  5s  ...  Griffith  ds  F. 

Italian,  English,  k  French  Dictionary,  12mo,  each  2s;  in  1  v.,  7s  6(2...   Virtue   

•GrEonmar,  12mo,  Is Virtue 


■  My  Own  Book  of  Beasts,  sm.  4to,  Is   I>arton 

.  Ocean  and  Her  Rulers,  12mo,  5s  Griffith  ik  F. . 

'  Paul  Bkke  ;  or,  a  Boy's  Perils  in  Corsica,  &c,  12mo,  6s    Griffith  de  F. . 

-  Ralph  Seabrooke ;  or,  the  Adventures  of  a  Toung  Artist,  fcap.  8vo,  5s  .  Griffith  de  F.  . 

•Richmonds*  Tour  in  Europe,  new  edit,  post  8vo,  2s  Routledge  .... 

•  Spanish  and  English  and  English-Spanish  Dictionary,  12mo,  4s Virtue    

-Grammar,  12mo,  Is Virtue 


{RoU.)  Sketchers  Tour  Round  the  World,  2na  edit,  roy.  8vo,  21s   HurstdeB. 

Elwick  {G.)  Bankrupt  Directory,  8vo,  12s Simpkin... 

Elwin  (FotnU)  Considerations  on  the  Style  of  the  Scriptures,  12mo,  is  6d    '. Longman 

Ephndm:  Lent  Lectures  at  Bath,  12mo,  3s    Hatchard 

Sermons  at  Bath,  2  series,  12mo,  each  5s Hatchard...  1  $4.2 

on  Character  of  Gideon,  12mo,  4s  Hatchard 


{P.  H. )  Treatise  on  Operations  of  the  Mind  in  Sleep,  post  8vo,  10s Parker ds  Son. 

Hwood  (C)  Mental  History  of  an  Inquiring  Spirit,  post  8vo,  2s  6d  /.  Chapman  . 

• (Mrs.)  Memoirs  of  Literary  Ladies  of  England,  2  v.  p.  8vo,  21s,  184a;  red.  12s  Colhiim 

Elwyn  {A.L.)  Glossary  of  Supposed  Americanisms,  8vo,  4s  6(2  Philadelphia. 

Ely  {Alf.)  Journal  of  Prisoner  of  War  in  Richmond,  edited  by  C.  Lanman,  12mo,  6s  New  York 

—  (/mo.)  Appeal  to  the  Religious  Community,  8vo,  Is  Jackson 

-  Porthumoos  Works,  with  Memoir  by  Hamilton,  8vo,  10s  6(2 Hamilton  .... 
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Hy,  Idber  SUenfflB,  Vol.  1,  870  Anff.Ohrut.Soe, 

EmbMrieB  and  Foreign  Gonrts ;  a  History  of  Diplomacy,  p.Svo,  fit,  1 855 ;  n.e.,12mo,  2$  HouUfdffe  iS6a 

Emblematic  Illumination,  for  Texts  of  Holy  Scripture,  by  F.  M.  E.,  am.  4to,  5a Day  A  Son i86x 

lAngoageof  Flowers,  82mo,  la B<^    1853 

Emblems  and  Poetry  of  Flowers,  82mo,  \»  6d Ndmm   184.5 

forCliildren,  12mo,  2«  6d  ;  in  French,  12mo,  ZtM  NiAei    1853 

Embling  (TAo.)  Pl««apes  of  Bathing,  8to,  Sa  W.  P.  Bammy  i%^<9 

Emblow(fr.)  Catechism  of  Sacred  History,  12mo,  1«  8<i   SimpHn 1848 

Embnry  (iftM)  Tales  for  the  Yoong,  18mo,  1» N^Mn   184S 

Emerigon  (B,M.)  Law  of  Marine  Insurances,  by  Meredith,  1850,  roy.  8ro,  30« BvUeneoriJu  ...1850 

On  Maritime  Laws,  translated  by  J.  E.  Hall,  8vo,  16«  BaUimort  ..#,..1860 

Emerson  (O.B.)  and  Flint  (C.L.)  Manual  of  Agriculture  for  School,  Farm,  &c,12mo,5«  Botion,U.S.  ...1862 

{0,B,)  London:  How  the  Great  CSty  Grew,  fcap.  8vo,  2t6d BrndUdge  i86» 

Sebastopol:  the  Story  of  its  Fall,  12mo,  U  Boutledgt  1855 

(iZ.  TT.)  Works,  4  v.,  new  edit.,  cr.  8yo,  24»  J?ojtoJi,r.5.....i857 

Conduct  of  Life,  post  8vo,  6»  ;  fp.  8vo,  It,  Smith  <fc  Elder,  18605  la  BouiUiUfe  1861 

English  Traits,  12mo,  6f,  Bo»Um\  12mo,  la,  BoutUdge ;  12mo,  la...  Bnight^L-Son.  .1856 


Esaays,  1st  series,  post  8to,  2a,  2Vfi&iMr,i849 ;  new  edit.,  16mo,  6a...  Boalon,U.S.....i2s7 
2nd  series,  post  Svo,  Za  6d,  TriUmer,  1849;  ^^^  ^-9  ^^^^  ^  Boglon^U.S.....i$S5 

both  series,  med.  870,  2a,  Mojuon;  18mo,  la6ci ff.  O,  Clarke.,.i9^9 

Lectures,  and  Orations,  12mo,  8a  6<i,  Tegg ;  8a  Orr 1854 


.MisoeUanies,12mo,  daW    Bo9toti,U.S....,i%s^ 

Nature,  an  Essay  ;  and  Orations,  p.  8to,  la  6<2,  W.  Smith,  1844;  la  B.Bohn 185a 

Poems,  2nd  ed.,  p.  8to,  2a  Sd,  BoutUdge,  1850;  8th  ed.,  12mo»  4a  ...  J3oaroN,r.5.....i857 

■  Representative Men,12mo,la,/eott({ed^4Cr^oAn, la;  2a,TriUmer;  16o,6a  Boaton,U.S.,.,.i9s7 

Emerton  {J.A.)  Sermons  on  Church  Building,  12mo,  8a Painter 184m 

Emigrant  Family,  8  v.  post  Svo,  81a  6d  SmithitElder.,.  1^4,9 

a  Contrast,  by  an  Old  Etonian,  12mo,  3a  M WhUlaker 1850 

— — i.^—  Churchman  in  Canada,  edited  by  Christmas,  2  ▼.  post  8to,  21a   Bentley  1849 

to  North  America,  from  Memoranda  of  a  SetUer,  8to,  la  id Bittdewooda  ...1843 

Emigrant's  Friend,  a  Selection  of  Tracts,  12mo,  la BeLTract  Soe.  185a 

Guide  to  Australia,  with  Memoir  of  Mrs.  Chisholm,  12mo,  la Clarke  A  Co — 1853 

Van  Dieman's  Land,  12mo,  4a Smith  A  Elder. i%^^ 

the  United  States,  12mo,  la IT./.  Adama...  18 50 

Hand-Book  to  the  United  States,  18mo,  2a  6c{  Smith  d:  Elder.  1%^% 

Letters,  from  Australia,  selected  by  Mossman,  12mo,  la Addey  1853 

Settlers  in  British  Colonies,  12mo,  la SawnderaA  O.  1850 


Library  of  Instructive  Beading,  roy.  Svo,  4a  6d Tegg 1853 

•  Lost  Son;  or,  Life  alone  in  the  Forest,  12mo,  la  6c{  BovLtledge  1855 

-Manual,  Australia  and  the  Gold  Diggings,  12mo,  la Ckambin  1852 

British  and  United  States  of  America,  12mo,  la Chaimhert  1851 

New  Zealand,  12mo,  la Chamhera  1858 


-  Beverie  and  Dream,  a  Poem,  poet  8vo,  4a  M SawtderadeO,  1856 

Emigration  Realized,  a  Poem,  by  S.  C.  C,  12mo,  2a  6(2 SoMnderude  O.  1855 

Emily  Bathurst ;  or,  at  Home  and  Abroad,  ]2mo,  3a Weriheim  1847 

Gray,  a  Tale,  18mo,  la Bd.  Tract  Soe,  i^^j 

Trevor  ;  or,  the  Vale  of  Elwy,  a  Tale,  12mo,  2a    Simphin 1850 

Vernon;  or,  Self-Sacrifice,  a  Tale,  12mo,  2a  6d Hamilton  1850 

Eminent  Men,  and  Popular  Books,  from  the  **  Times,'*  12mo,  2a  M BouUedge  1858 

—■  with  Portraits,  ISmo,  la  6d  Nelaon  1858 

Emma;  or,  a  Mother's  Prayers,  12mo,  2a Wertkeim  1855 

or,  Recollections  of  a  Friend,  byM.  A.  B.,  18mo,  laSd Longman  1850 

de  Lissau  ;  or.  Memoirs  of  a  Converted  Jewess,  6  e.,  12mo,  7a,  46;  12mo,  2a  SimpUn 1858 

. Leighton;  or.  Lessons  of  Self -Control,  feap.  Svo^  2a Knigktf  Son  .t  $61 

Emma*8  Cross,  a  Tale,  12mo,  2a Buma    1859 

Emmanuel  Appadocia ;  or,  Blighted  Hope,  2  y.  8to,  21a Sheet 1854 

Emmanuel,  by  Catesby  Paget,  sm.  4to,  2a  Yapp 2855 

Emmerich  (W.)  Conjugation  of  German,  French,  and  English  Verbs,  post  Svo,  4a  ...  Longman  1846 

Emmett  (Bobt.)  Life  0^  with  Speeches,  by  J.  W.  Burke,  2nd  ed.,  cr.  Svo,  68 Charleaton,S.C,iZs^ 

. and  Times  of,  by  B.  Madden,  post  Svo,  3a Dolman 1847 

(W.J.)  Scriptural  Doctrines  called  Calvinistic,  12mo,  2a  6d Whtttaker 1835 

Emmons  (Dr.  B.)  Agriculture  of  New  York,  5  v.  4to,  12M2a  New  York  .1846-54 

^^ Manual  of  Geology,  2nd  edit.,  Svo,  7a  6d  NetoYorh i860 

Report  on  Insects  of  State  of  New  York,  4to,  63a New  York 1855 

(Nat.)  Works,  edit,  by  Dr.  J.  Ide,  6v.  Svo,  S48,Wileg,  184a;  8  v.  Svo,  42a  Bo9ton,U.S.  ...i860 


^Bmorj  (W.H.)  California  and  New  Mexico,  Svo,  16a  /.  Chapman  ...li^g 

■  Notes  of  a  Military  Reconnaissance,  Svo,  58    New  York 1851 

■■  Report  on  the  U.  S.  and  Mexican  Boundary  Survey,  2  ▼.  4to,  6^  6a ...   Waahington  1858-9 

Empedocles  on  Etna,  Poems  by  Author  of  *'  Strayed  Reveller,"  post  Svo,  68 Pdlowea 185a 

Emperor's  Rout  and  Feaft  of  the  Moths,  fcftp.  Svo,  col.  plates,  la  6(2 Tilt 184a 

Empson  (CAoa.)  Narratives  of  South  America,  Svo,  10a  Edwarda  1836 

Bmslie  (/oA**)  Popular  Science,  Svo,  2a /.  Beynolda  ...1856 

Encaustic  Tiles  (Spedmeus  of),  Manufactured  at  Worcester,  4to,  4a  Pickering 1844 

Enchanted  Rook,  a  Comanche  Legend,  fcap.  Svo,  8a  6d  Hagward  1846 
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Enchiridion  nieologlenm  Antl-BomanaiD,  Syo,  viz. : — 

V.  1.  Taylor's  Disuasiye  from  Popery,  S$ JM. ^ J. Parker i9$% 

2.  Barrow's  Sapremacy  of  the  Pope,  new  edit,  7f  6<2 J,H.Aj,Parkeri%^% 

3.  Tracts  on  Popery,  hx)m  Wake,  Patrick,  and  others,  lis J.U.A.J.Parheril'i'j 

or  Hoars  of  Sarnm  Use,  fcap.,  3«  6d Lumley i860 

EscjdoiMedia  Britannica,  8th  edit.,  21  vols.  4to^  each  24t ;  Index  to,  sei-arate,  Ss...  Simpkin  ...1853-61 

Metropolitana,  59  Pts.,  ea.  21«,  1817-45  ;  bd.  in  30  v.  el.,  red.  to  21/  Oriffin    1849 

of  Beligions  Knowledge,  imp.  8vo,  24s  New  York 1850 

Botany,  2  r.  post  8vo,  12f  M  ;  col.  21« W.M.Clark  ...1854 

Enderby  {Ckag. )  Oar  Money  Iaws  the  Gaose  of  National  Distreas,  8vo,  Is   Richardfon  ....  1 847 

EadleasAjnasement ;  Bxperiments  in  Sdenoe,  7th  edit.,  ISmo,  2»  W€uhh<mme...M%'i^ 

Enfield  (ITin.)  Elements  of  Philosophy,  2  v.  18mo,  9< Simpkin 1855 

Rxerdses  in  Blocntton,  12mo,  4$  Simpkin 1854 

History  of  Philosophy,  drawn  from  BrQcker,  8vo,  lit Tegy  1837 

NatanJ  Theology,  18mo,  2»  6<i Tefjg  1853 

Prononncing  Rnglish  Dictionary,  18mo,  i»  Orr 1849 

Scientific  Recreations,  18mo,  S< Tfgg  1855 

Speaker,  hy  Darenport,  12mo,  2«  6cC,  Tegg  ;  by  P^croft,  12mo,  S$  6d Simpkin 1857 

^  Toang  Artist's  Asnstant,  12mo,  4s Tegg  1855 

Kngagement,  a  Norel,  3  v.  post  8vo,  91$  6d Colbum 1841 

Bagel  {Carl)  Reflections  on  Chareh  Music,  for  Charchgoers,  8yo,  2»^d Scheurmaim  ...1856 

Ei^bach  (Alf.H.)  Epitome  of  UniyeTBal  History,  in  Verse,  sq.  16mo,  8«  6(2  GroonUmdge  ...i86a 

Bn^mann  (C.)  Waters  of  Krensnaoh,  8to,  Za  6d    WilUam$  Js  N,  1854 

• (V.)  literature  of  Natural  Hiiiory,  8yo,y.  1,  12»,  184a;  V.  2,  83«  ]rttt«im»<feiNr..i86i. 

Bagineer  and  Machinist^  2  ▼.  imp.  8yo,  each  7s  6<2 Orr  1850-51 

&gineeriag  and  Mechanic's  Portfolio  of  Engineering  ^graying,  4to,  28s WeaJe    1858 

B^aeer^s  and  Mar.hinint*s  Assistant,  2y.  imp.  4to,  84s Blaekie  1847 

Drawing-Book,  imp.  4to,  42s Blaekie 1855 

' ' Soryeyoi^s  Improyed  Leyelling  Book,  12mo,  2s    Weale 1846 

— Architect's,  and  Contractoi's Pocket-Book,  12mo,  6s Lockwood... Annual 

Btgiaeen  and  Officials  :  Progress  of  Health  of  Towns  Works,  1888-56,  8yo,  5s  Stanford, 1856 

EngUad  (i^.)  Works  of,  6  y.  roy.  8yo,  60s BaUimoreyU.S.1%^ 

• (W.)  Ponctional  Disorders  of  the  Kidneys,  8yo,  5s  6d Underwood    ...1835 

Eagbadand  France,  a  Comparatiye  View,  new  edit.,  2  y.  post  8yo,  21s Bentley 1844 

its  People  ;  or,  a  Familiar  History  of  the  Country,  12mo,  5s — red.  8s  6d  HouUton    1839 

Wales,  with  their  Cities,  &e.,  alphabetically  arranged,  16mo,  Ss  6<2 Tallant 1847 

before  the  Ck>nquest,  16mo^  2s  6<i    Van  Voord  ...1851 

• in  the  16th  Century ;  or,  a  History  of  the  Reigns  of  the  Tudors,  12mo,  2s  6d  Bel.  Tratl  Soc.  1841 

17th  Century;  or,  a  History  of  the  Reigns  of  the  Stuarts,  12mo,2s  6d  ReL  Tract  Soe.  1845 

18th  Century,  12mo,  2s  6(2   ^ Bel.  Tract  Soc.  1849 

•  19th  Century :  Cornwall,  roy.  8yo,  16s  ;  Lancashire,  22s  6d    How  1841 


•  Looking  Eastward  :  Impressions  of  a  Tear  of  War,  post  8yo,  Is  6d    Macmillan    ...1855 

Pictorial  History  of,  for  Dates  and  Reigns  since  the  Conquest,  18mo,  Is     ...  Jhan 1859 

the  Giyiliaer  ;  Her  History  Deyeloped,  12mo,  7s   Simpkin 1848 

Ba^df  the  Sound  of  the  Trumpet^  8yo,  15s    Nisbet    1845 

Enghnd's  Daybreak :  Narrative  of  the  Reformation,  2nd  edit.,  fcap.  8yo,  5s Seelev 1861 

Duty  to  Israel's  Sons,  8yo,  Is    Ho^dUon 1849 

— ■ Fall  is  Babylon's  Triumph,  fcap.,  2s  6rf   J.P.Shaw 1855 

Heroes,  Wellington  and  Nelson,  12mo,  2s Clarke   1853 

Bis;led<nr,  Exsaination  Questions  on  Wordsworth's  Greek  Grammar,  12mo,  2s  6ci  ...  Longman  1845 

Bngldield  {H.C)  Ancient  Vases,  outlined  by  Moses,  8yo,  12s,  Bohn  ;  4to,  68s WedU 1848 

— Walkthrough  Southampton,  by  Bullar,  8yo,  b»  ^aJber 1841 

Bo^,  American^  and  General  Com  Tables,  18mo,  2s  6<2 BoddiffeASoneil^^ 

and  American  Songs,  12mo,  2s  6(f   Ward  A  Lock  .1%^% 

■ German  Seceders,  18mo,  Is  6d •. Painter 1846 

Scotch  Ballads,  &c,  edited  by  F.  J.  Child,  new  edit.,  8  y.  12mo,  28s  ...  Low    1861 

"   1836  and  1887,  8yo,  each  15s    Bogxte 1837-8 


Ballads  for  School  Reading,  edited  by  Rey.  W.  Benham,  12mo,  It^d National  Soc, ,  186a 

Beekeeper,  by  a  Country  Curate,  12mo,  4s  6<2,  Rivingtlmf  1851  ;  2s  Dean 1861 

Boy  a*  the  Cape,  3  y.  roy.  18mo,  10s  M Whittaker 1835 

Captives  in  Oudh  :  Episode  on  the  Mutinies  of  1857-58,  8yo,  2s    VaUon  1859 

Catal<^:ue  of  Books  for  1860-61,  roy.  8yo,  each  3s  6d  Low    x86i-a 

Oathe<kal  Service,  its  Glory,  Decline,  &c.,  8yo,  8s Simpkin 1845 

Catiiedrals,  Views  with  Descriptions,  cr.  8yo,  Is  6{i  NeUon   1850 

Catholic  Library.     See  Appendix. 

Children  Abroad,  by  Author  of  ''Mamma's  Bible  Stories,"  fcap.  Svo,  5s  ...  Seeley t86o 

Church  Union  Kalendar  for  1868, 12mo,  Is  6(2;  cl.  2s MaUtrt x86a 

Churchman's  Signal,  12mo,  2s  6rf Belld:Daldg...iZ$9 

Churchwomen  of  the  Seventeenth  Century,  12mo,  5s J.ff.AJ.Parktri  846 

Cjelopsedia,  edited  by  Charles  Knigbt,  22  y.  imp.  Svo,  121 Bradbury    1856-61 

Arts  and  Sciences,  8  vols.,  each  12s.     Biography,   6  vols.,  each  10s. 

Geography,  Vols.  1  to  8,  each  10s;  Vol.  4,  12s.      Natural  Histoiy,  Vols. 

1  to  8,  each  10s ;  Vol.  4,  12s.     Synoptical  Index  to  the  Four  Divisions, 

Imp.  8yo,  6s. 
Cookery:  Pnctleal  Directions  for  Cooking  Family  Dinners,  12mo,  Is DaHon 1856 
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English  Conntry  Life,  by  Martingolo,  post  8vo,  9«  Bentl^g 1843 

Fashionables  Abroad,  a  Novel,  3  ▼.  post  8to,  31«  6d Colbum 1837 

Forests  and  Forest  Trees,  Historical,  Legendary,  and  Descriptive,  8vo,  6$  ...  Ingram  Cookt.i^sZ 

French,  Turkish,  and  Russian  Vocabulary,  ISmo,  2«  6rf    Thirnm  1857 

Gentleman:  His  Principles, Feelings, Manners, and  Pursuits,  12mo,3<6<£, 49;  Is  BdlADaidjf...iZsZ 

Gentlewoman  ;  or,  Hints  to  Toung  Ladies,  post  8vo,  8<  6<i-  red.  to  5«  CoUmrn 1845 

«. — Manual  for  Toung  Ladies,  by  a  Lady,  3rd  edit.,  12mo,  4«  Jlogff 1861 

Girl's  Account  of  a  Moravian  Settlement,  12mo,  6»   A.Hall 1858 

Grammar  and  Composition  (Educational  Course),  n.  e.,  12mo,  Is  6<i  (Jfiambcn  1 8  60 

The  Junior  School,  12mo,  It Wyand 1858 


Harmony  of  the  Four  GK»pels,  4to,  d« W.Allan    1856 

Hearts  and  English  Hands,  12mo,  2«  ;  fine  edition,  5s  Nitbel '^59 

Helicon  :  Poetry  of  the  19th  Century,  edited  by  Hervey,  8vo,  9t    H,  Bohn    1853 

Hexameters,  transkted  from  Schiller,  Goethe,  Homer,  &c.,  obL  8vo,  9s Mwrray 1847 

Hexapla,  Gr.,  with  Six  English  Transhis.  of  New  Test,  4to,  42s;  1.  p.«  63j  Bag^Ur 1848 

Historical  Society's  Publications.     Set  Appendix. 

History,  an  Outline  of,  in  Verse,  square,  Is  6d! Wertheim 1859 

New  Beading  Series,  12mo,  ls6d Soc.P.C.K.  ...1861 

— for  Children  from  Four  to  Ten  Years  of  Age,  18mo,  2s  6d NvAet 1839 

-MadeEa^,  on  Phin  of  Gaultier,  16mo,  3s  Grifith  ik  F,  .,.1^^$ 


Hymnal;  or,  Church  Hymn  Book,  18mo,  Is  6d J,U^J,Parka'\Z^% 

-  Hymns,  tranisL  into  German,  with  Originals,  16mo,  2s  Rd.Tract  Soe,  .1864 

in  India,  and  other  Sketches,  2  t.  post  8vo,  2ls Longman  183s 

Journal  of  Education,  new  series,  Vols.  1  to  8,  8vo,  each  7s  6(2   BdlADaldyii^'j-^ 

Lakes,  Guide  to,  poet  8vo,  5s   Ndmm    '^59 

How  to  See  them,  12mo,  Is  6d JW.  TractSoc  1858 

Views  of,  with  Descriptions,  18mo,  Is  6d  Nehon  1856 


Language  without  a  Alaster  (Bobertsonian  Method),  8vo,  2s Ktnl 1850 

Life  in  the  Middle  of  the  Nineteenth  Century,  12mo,  4s  6d ParherdsSon  .1851 

>  Life,  Social  and  Domestic,  as  Professing  Christians,  12mo,  4s  6(2 Parker^  Son  ,\%^\ 

•  Maiden,  her  Moral  and  Domestic  Duties,  fcap.,  4s  6(2,  1841 ;  n.  e.,  32mo,  2s  H.  Q.  CZar£e...  184^ 

Matron  ;  or,  Practical  Manual  for  Young  Wives,  p.  8vo,  7s  6ii ;  3e.,  12mo,  4s  Hogg 1861 

Mediaeval  Embroidery,  sq.  12mo,  6s J,HJsJJ^arkerx%^Z 

Metrical  Homilies,  from  MSS.  of  the  14th  Centuiy,  ed.  by  J.  Small,  8m.4to,  12s  Patermn    1862 

-  Mother;  Lessons  on  the  Church  of  Enghuid,  by  a  Lady,  18mo,  3s  6c( Simplnn 1840 

Party's  Excursion  to  Paris  in  1849,  by  J.B.,  12mo,  7s  6(2 Longman  1850 

Pearls;  or,  Portraits  for  the  Boudoir,  folio,  21s Bogue 1843 

Poetry  for  Liverpool  Coll^;iate  Schools,  12mo,  4s  Longman  ^857 

-  Pt.  1,  12mo,  Is ;  Pta.  2  &  3,  ea.  Is  6d  Longman  1857 


Poets  (Modem),  Passages  from.  Illustrated  byJui|ior  Etching  Club,  folio,  68s  Day  ^  Son 1862 

Prose  Extracts  from  English  Prose  Writers,  post  8vo,  10s  6(2 Moore    1844. 

Psalter,  adapted  to  the  Ancient  Ecclesiastical  Chant,  imp.  8vo,  2s  6(2 Matters ^854 

Beformation  :  a  Brief  History  of  the  Early  British  Chuitsh,  &c.,  12mo,  3s...  Hamilton  X850 

Eetraced  ;  or,  Eemarks  on  Breeches  Bible  &  English  of  Present  Day,  cr. 8vo,  5s  Bell  <k  Daldy,..x  862 

Sacred  Poetry  of  the  16th  to  the  19th  Cents.,  selected  by  Willmott,sq.8vo,  21s  BouiUdge  1861 

Settler's  Guide  through  Irish  Difficulties,  fcap.  8vo,  4s Simpkin 1850 

Spelling-Book  :  First  Lessons  in  Ghrammar,  12mo,  8(2 Soc,  P,0,K..,,xZ6x 

Struwwelpeter,  from  the  German,  4to,  3s    Dean 1861 

Wife,  a  Manual  of  Home  Duties,  12mo,  4s  6(2   H.  O.  Clarke...  i9^:x 

• without  a  Bfaster,  Bobertsonian  Method,  8vo,  2s    Kent 1850 

Englishman  in  China,  illustrated,  post  8vo,  10s  6(2 Saundertii  0,  i860 

Englishman's  Greek  Concordance  to  New  Testament,  3rd  edit.,  roy.  8vo,  42s  Walton  x86o 

Index  to,  roy.  8vo,  3s  4(2 WaUon  '845 

— ^— —  Hebrew  and  Chaldee Concord,  of  Old  Test,  2nd  ed.,  2  ▼.  roy.  8vo,  73s6(2  WaUon  x86o 

— — — '  Library,  roy.  18mo.    See  Appendix. 

— — —  Thoughts  on  Diplomatic  Relations  with  Borne,  12mo,  Is  Mivington  1848 

Englishwoman  in  America,  post  8vo,  10s  6d Murray ^^55 

Russia,  by  a  Lady,  Ten  Years  a  Resident,  cr.  8vo,  10s  6d Murray ^^54 

Englishwoman's  Domestic  Magazine,  Vols.  1  to  8,  cr.  8vo,  each  2s  6<2   Beeton 1855-60 

new  series,  Vols.  1  to  6,  8vo,  each  5s  Beeton  1861—2 

■  —  Family  Library,  12mo,  each  5s.     See  Appendix. 

-  Journal,  8vo,  Vols.  1  to  6,  each  7* Qfice    1858-62 


Engravings  after  the  Best  Pictures  of  Great  Masten,  folio,  62  5s GraveM  1842 

Enigma :  a  Leaf  from  Archives  of  Wolchorley  House,  post  8vo,  7s  6d  Parker  Jk  Son  •XS56 

Enigmas,  Historical  and  Geographical,  12mo,  2s  Harvey ^839 

Ennemoser  (Jot.)  History  of  Magic,  translated  by  W.  Howitt,  2  ▼.  post  8vo,  10s  ...  H,  Bohn    1854 

Ennius  (Q.)  Beliquiie  Omnes,  i  J.  A.  Giles,  12mo,  4s Jot.  Bohn 1841 

Enoch  the  Prophet  (Book  of),  tr.  by  Abp.  Laurence,  English  and  Coptic,  8vo,  ea.  7s  6d   JMJiJ,Parker\  838 

Enquire  Within  upon  Everything,  post  8 ro,  2s  6(2    HouUton   1856 

Ensamples  of  Railway  Making,  roy.  8vo,  I2s    Weale    1848 

Ensor  {Geo.)  Essays  on  Property,  and  its  Equal  Distribution,  8vo,  5s i?.  Wilton '845 

Entertaining  Things :  a  Magazine  of  Thoughtful  Amusement,  8vo,  3s    A.  Hall iS6a 

Enthusiasm  not  Religion,  a  Tale,  by  M.  A.  C,  12mo,  2s    Matters "854 

Enthusiast,  a  Romance,  a<lapted  from  Spindler,  12mo,  6a   '. Smith  tX:  Elder  1855 

or.  Prejudice  and  Principle,  12mo,  53   Bivington  1846 
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EnticlL(Jiio.)BiigItth  Dictionary,  by  Browne,  sq.  12mo,  ZsM   lAmffmcm  1859 

BoUnaoD,  sq.  16mo,  2iM Dean 1850 

• Eng.-lAt.  Dictionary,  sq.  12mo,  is  6d;  Lat-Bng.  part,  5«  6d Longtnan  1859 

and  Lat-Bng.  Dictionary,  sq.  12nio,  9< Longwan 1859 

by  Wheeler,  sq.  12mo^  ItM,  WcMxiume  ...1849 


Entomologisi,  8vo,  1  t.  18« Fcm  Vowrtl  ...1841 

Eatomologiat'B  Annual,  1855-1863,  12mo,  each  2m  6d FaMFoorat.  18 54-62 

Entomolosr  in  Sport  and  in  Earnest,  by  Hon.  Mrs.  W.,  sm.  4tOt  10$  6d Jcrrard 1858 

Entonologieal  Society,  Transactions  of,  8to.     See  Appendix. 

Entries  ;  or.  Stray  Leares  £rom  a  Cleigyman's  Note-Book,  12mo,  1$  Bd Ward  A  Lock  .1853 

Snttriatle  {Jw*)  Memoirs  and  Correspondence,  by  his  Son,  12mo,  it  6d    Maton  1849 

Easel  (OiW.)  K»ni«t*s  Handbook,  8to,  10»  6d ^ope 1853 

Eothen — Eastern  TtaTela,  8to,  12<,  1844;  12mo,  2f  6(f,  1857;  n.  e.,  post  8to,  7i6d  Murray i860 

Eotoue  (Baron)  Village  Notaiy,  transL  by  Wenckstem,  3  t.  post  8to,  81<  6d Longman  1853 

Epbemeria  :  Leayea  from  the  Diary  of  l^urian  Drayton,  1551-58,  post  8to,  7<    SeJey 1853 

Ephraem  Syins,  Metrical  Homily,  Mission  of  Jonah,  tr.  by  Borgeas,  poat  Sto,  10«  ...  Berlin   1854 

Bepentance  of  Ninereh,  post  8to,  lOs  HeyUn  1853 

Hymns  and  Homilies,  tnuosl.  by  Borgess,  8yo,  10s Heylin  1853 


Select  Works,  transl.  with  Notes,  &c,  by  Morris,  8to,  10a  6rf  J.HJ:JJ*arheri%^7 

Epigrammi  Gr»d,tradotti  in  Yersi  Toecani  del  Conte  A.  Montans  square  82mo^  1«  td  J,H.AJ,Parker\%^7 
Rpiaodea  of  Inaeet  Life,  3  series,  ea.  16t ;  cold.,  21s,  iteev»— red  to  ea.  9s;  cold.,  14s  H.  Bohn  ...1848-50 
Epiatie  of  St.  Banl  to  the  Romans,  compel  with  the  Gh^eek,  by  5  Clergymen,  8to,  2«  Parker  A  8on...i%^7 

Episdea  and  Goapeb  of  the  Chiistian  Tear  Explained,  82mo,  2s  6d  Bell  ds  Daldy  .1851 

Goapela,  and  Lessons,  as  read  in  the  Catholic  Chnrch,  18mo,  Is  6d Bwme 1854 

Jamea  to  Jade,  explained  by  G.  B.,  12mo,  4f Nubdt 1851 

of  St.  Barnabas,  Clement,  Ignatius,  &o..  Or.  ed.,  GreenfeU,  12mo,  4j  WkUtaker 1839 

8k  PSaul  to  the  Theasalonians  (American  Bible  Union),  4to»  4j  (ki  TrfOmer 1857 

-the  New  Testament  Scriptures,  narrow  edit,  24mo,  2s  td  Bagtter 1858 

to  the  Few,  edited  by  M.  H.Biiall,  4  toIs.  18mo,  8s iTan^ifcX)..  1846-7 

Hebtews,  with  Scripture  Illustrations,  roy.  32mo,  Is  id  Bagtter i86» 

Compared  with  the  Old  Testament,  12mo,  8s  6i2  Nirifet    1859 

Komans,  with  Scripture  Illustrations,  roy.  82mo,  It  id  Bagtter  1862 


EpiUpha  from  the  Greek  Anthology,  transL  VyB.  G.  McGregor,  8to,  4s  Nitten^P*  ...1857 

Original  and  Selected,  with  Appropriate  Texts  of  Smpture,  roy.  12mo,  5t...  Parker dt Son... i$^ 

^tome  Hiatoris  Saene,  Hamiltonian  System,  12mo,  4s AyloU i86a 

de  L*Hiatoire  de  Russe,  par  Mme.  de  M.,  12mo,  8s  Longman  1857 

of  Anatomy,  for  Students,  12mo,  5s Whittaker 1841 

Old  and  New  Testament,  18mo,  4s WhiUaker 1845 

Universal  History,  14th  Period,  8vo,  Is Wacey   1837 

Bpoeha  of  the  Church  of  Lyons,  edited  by  J.  Humall,  12mo,  8s  6d   ffatekard 1844 

%pa  (i7.iV:)  Theoiy  and  Cure  of  Spinal  Curraturo,  4to,  12s  6<i Piper 1850 

{Jokm)  Consumption  (Phthisis) :  its  Nature  and  Treatment,  8yo,  7$ iSaniiersofi i860 

^-^-^—  Domestic  HomcBopatby,  12mo,  2s  6d  Piper i86o 

HonuBopathy  and  its  Principles  Explained,  8yo,  5s    Piper 1850 

Theoiy  and  Cure  of  Constipation,  8?o,  12s  6d    Piper 1854 

Treatise  on  the  Virtues  of  Arnica,  18mo,  Is    Piper 1850 


{Mn.J.)  Obeerrations  on  Health  and  Long  Life,  12mo,  Is  6<i Piper 1855 

Epallia,  and  other  Poems,  by  Author  of  <'  Poems  by  Melanter,"  8to,  4s  Hope 1855 

Equcatcian  :  a  Hand-Book  of  Hoiaemanship,  12mo,  3s  6d VarUm  1841 

Sketchea,  being  a  Series  of  Fifty  Portraits,  folio,  SI  5s McLean 1847 

Equity  Jorispradenoe,  the  Principles  of,  8yo,  14s Jfattingt    1848 

Pleader,  by  a  Chancery  Banister,  12mo,  4s  6ci Steven*  1835 

Practice,  hj  Editor  of  the  "  Law  Student's  Magarine,"  8yo,  16s   Haetingt 1840 

Ecaanua,  Colloquia,  12ino,  4s  6(2  Whitk^er n,  d, 

Pilgrimages  to  Wabingham  and  Canterbury,  post  8yo,  6t    NicKolt  1849 

Eraatus  {Tko.)  Theses  Touching  Excommunication,  by  Lee,  12mo,  4s  6d  Simpkin 1844 

Erek  (/.)  Beoorda  of  Patent  Bolls  of  Chancery,  Ireland,  2  t.  8yo,  30s  TF.  ^.  ire%i847-5o 

EnUswicke  {Sam.)  Survey  of  Staffordshire,  by  Harwood,  8to,  25s— L  p.,  35s Nicludt  1844 

Erkhaea  {J.B,)  Science  and  Art  of  Surgery,  8yo,  3rd  edit.,  enlarged,  28s   Walton  i860 

Treatise  on  Diseasea  of  the  Scalp^  8yo,  10s  6<2  ChurckUl  184a 

Erith  (Zsrnn)  Poetical  Tentatiyes,  poat  8yo,  5s SaundertA  0,  1855 

Srhun</.P.)  Outlines  of  Military  Fortification,  12mo,  Is  6<i SaundertA  0.  1855 

iJ.S.)  Adyice  to  Builders,  Buyers,  and  Benters  of  Houses,  12mo,  2s  6d   Shoberl  1851 

ErlesBiere  ;  or,  Contrasta  of  Character,  2  y.  poat  8yo,  21s Smiik  A  Elder  1856 

Ermaa  {Adol.)  Trayela  in  Siberia,  transL  by  Cooley,  2  y.  %yo,  31s  6<i— red.to  10s  6(2  H.Bokn 1848 

Enaeler  (Cfl)  Dentachea  Leaebuch,  by  Feiling,  12mo,  5s  JhOau   1846 

■ Heimann,  12mo,  6t  NuJti  1844 

Enaengizde  Sydney  ;  or.  Home  Scenes,  12mo,  4s    Hope 1853 

Bmald;  or,  the  Martyr  of  the  Alps,  and  other  Poems,  12mo,  6s  Bogwe    1843 

Ernest  Mihnan,  aOUe,  poat  8vo,  7s  6(2 Hope 1856 

Singleton,  by  the  Author  of  "Dr.  HookweU,"  3  y.  poat  8vo,  3ls  6(2 Bentley 1847 

Eraead  {J.A.)  Prindplea  of  Bibli(»d  Interpretation,  2  y.  12mo,  12s Hamilton  1843 

Kraestin  ;  or,  the  Heart's  Longing,  by  A.  C,  8yo,  8s  6(2 AVio  Tork 1858 

Emeatine  ;  or,  the  Child  of  Mystery,  3  yols,  poat  8yo,  31s  6d  CoUmm 1840 

Ernesto,  a  Bomanoe,  12mo,  ^  Smitkde Elder. ..i$i6 
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Ernesto,  a  Tale  of  Italian  Beyolntton,  8  y.  p.  Syo,  8U6<2,  BmaXIfidd^  40;  12mo,  UM  Styee 1857 

Broatrato  (the  life  of)  by  Alex.  Verri,  and  an  Bpitome  of  Italian  Grammar,  12mo,  4f  Bolandi 1842 

Eros  and  Anteroe  ;  or,  the  BacheWs  Ward,  12mo,  7t  6d  NewYork 1858 

Ffefjche,  and  other  Poems,  post  8to,  5s  Samndend:  O.  1859 

Erotophoseos ;  or,  the  Law  of  Nature,  a  Serio-Comie  Poem,  post  8to,  8s  6d BnuU^idd 184.0 

Erredge's  Student's  Handbook  of  (General  Information,  by  Quested,  12mOy  3s  Rdfe '^39 

Errors  of  the  Church  of  Rome,  by  a  GouTort  from  Rome,  12mo,  3«  6<f  Sedey '^59 

Erskine  (EJ)  Assuranee  of  Faith  Opened  and  Applied,  ISmo,  Is PaUmABUekU  1851 

— ^  (Eben.)  Beauties  of,  8yo,  10s  6rf Blaelae 1838 

— ^ Life  and  Diary,  by  D.  Frsser,  12mo,  7b  M ffamUUm  1840 

Select  Writings,  edited  by  D.  Smith,  12mo,  2s  6d FuUarUm  1848 

Works,  with  Memoir  by  Fraser,  2  v.  8vo,  24« Hamilton 1844 

{H.T,)  New  Insolrent  Debtors*  Act,  with  Notes,  12mo,  8s    Blenkaim  1842 

{Jno,)  Institute  of  Law  of  Scotland,  by  Marallan,  2  ▼.  r.  8yo,  82s6(i ;  4to,52s  6<f  SmUk  ds  Elder  1837 

Letters,  ISmo,  Is  6i2 MatnUkm  1847 

Life  of,  18mo,  Is HamUlom 1843 

Principles  of  the  Law  of  Scotland,  8yo,  20s Maxwdl    i860 


(J,E.)  Cruise  among  the  Islands  of  the  Western  Pacific,  Syo,  16s Murray '^53 

On  Disooyeries  of  GK>]d  in  Australia,  8yo,  2s  6<j Bwme 1851 


■  (Lcrd^  Speeches;  Modem  Orator,  roy.  8yo,  5s AyUM 1846 

-with  Memoir,  by  Lord  Brougham,  4  y.  8yo,  42s Ridgway 1847 


(J2a/pA)  Beauties  of,  by  S.  McMillan,  2  y.  8yo,  18s   FuUarton  1856 

■  ■        Gospel  Sonnets,  12mo,  8s  6<f IlamilUm  1844 

Life  and  Diary,  by  Dr.  Fraser,  12mo,  fis    HamitUm  1842 

{Tho.)  Brasen  Serpent ;  or.  Life  Coming  through  Death,  12mo^  3s  WhiUaker 1846 

■  Doctrine  of  Election,  12mo,  Cs  6d  AylaU 1837 

(Wm.)  History  of  India,  2  y.  8yo,  32s,  i854~red.to  12s   B.Bohn  i86i 

Brwin  (J.JV.)  Forewarned  is  Forearmed,  18mo,  Is NeUon 1858 

Escaped  Slaye ;  an  Autobiography  of  Ch.  Freeman,  Pk«f.  by  J.  Whitby,  ISmo,  Is  Partridge  1853 

Eschenberg  (/./.)  Manual  of  Chunical  Literature,  byW.  W.  Fiake,  roy.  8yo,  24s   ...   Wiley 1843 

Esdaile  (Dovui)  Geography  of  the  Holy  Land,  12mo,  5s    Hamilton  1846 

(Joi.)  Mesmerism  in  India,  and  its  Application  in  Surgery,  12mo,  6s  6d...  Longman  1846 

— — Natural  and  Mesmeric  Clainroyance,  12mo,  4s6<2  fiaUli^    185a 

E8ling(C7.^.fF.)  Broken  Bracelet,  and  other  Poems,  12mo,  5s  New  York 1851 

Espy  (/.P.)  Philosophy  of  Storms,  8yo,  24s— red.  to  12s  H.Bokn 1841 

Esquirol  (if.)  Maladies  and  their  Treatment,  8yo,  14s    Chapman '849 

Treatiae  on  Insanity,  tranal.,  with  Notes,  by  Hunt,  8yo,  14s PhUaddfhia...i%^^ 

EsquiroB  (Alph,)  Dutch  at  Home,  trans,  and  ed.  by  L.  Wraxall,  2  y.  post  8yo,  18s...  Chapman  dr  ^.1861 

— — ^^ English  at  Home,  trans,  and  ed.  by  L.  Wraxall,  2  y.  post  8yo,  18s.  Chapman  <fr  //.  1861 

■ Second  series,  trans,  by  L.  Wraxall,  p.  Svo,  10s  6d  Chapman  d&  i/.  i86z 

Essay  for  the  Times ;  or,  a  Testimony  for  God  and  the  Holy  Bible,  12mo,  2s  Partridge  185a. 

on  Art  of  Writing,  with  Lessons  on  Penmanship,  8yo,  Is IfouUton    1855 

Church  Beform,  8vo,  2s Simpkin 1851 

Constitution  of  Society  as  Designed  by  Gbd,  8yo,  15s E,  Wilton "839 

— —  Diyine  Origin,  &c.,  of  Tithes,  8vo,  12s Longman  1841 

• Duration  of  Eril,  post  8yo,  4s Simpkin 1855 

Eleyating  the  Profession  of  the  Educator,  8yo,  8s H.  tfnghea 1840 

■  Existence  of  the  Kraken,  Sea  Serpents,  &c,  8yo,  2s  6ci Tegg  ^^49 

■   Intuitiye  Morals,  Pt.  1,  Theory  of  Morals,  new  edit.,  cr.  8yo,  7s TriAner 1^59 

Pt.  2,  Practice  of  Monds,  8yo,  7s  6d  /.  CAa|>ma«...i857 

Science  of  Pronunciation,  roy.  8yo,  2s  6d A.  Hall 1850 

System  of  Classical  Education,  12mo,  2s  6d Walton  1846 

the  Character  of  Macbeth,  8vo,  Is  M    Mitchell^ 1846 

-— —  (Jenius  of  (Jeonje  Cruikshank,  8yo,  3s  Bogiu..'. 1841 

Holy  Catholic  Church,  by  Clericus  Doroestriensis,  12mo,  3s Sedey 1840 

Mysteries,  &c.,  of  Brotherhood  of  Free  Masons,  fcap.  8yo,  2s   Simpkin 186a 

Plurality  of  Worlds,  12mo,  6s   Parker ds Son,,.  1 9 $2 

Poetry  of  Wordsworth,  12mo,  Is  WkUtaker 1853 

towards  a  Collection  of  Books  relating  to  Piroyerbs,  Emblems,  &c.,  8yo,  21s  ...  Qnaritek i860 

Essays  and  ReriewB,  8th  edit.,  8yo,  10s  6<j,  i86x  ;  10th  edit.,  fcap.  8yo,  5s Longman  i86s 

Examined,  on  the  Principles  of  Common  Sense,  8yo,  2s  6d Walton  1 86a 

Exposition  of  ;  Three  Lectures  by  M.  H.  M.,  12mo,  Is  ed WetbdsMiU, ...  i86x 

Replies  to,  by  GK>ulbum,  Rose,  Heurtley,  jtc,  2  e.,  8yo,  12s  ...  J.HJeJ.Parheri%^^ 

by  a  Barrister  (Reprinted  from  the  **  Saturday  Reriew  "),  poet  8yo,  9s  Smith  dt  Elder  i86a 

Ministen  of  the  Scotch  Free  Church,  edit,  by  Dr.  Hanna,  8yo,  ^s Hamilton  1858 

Pupils  at  the  Deaf  and  Dumb  College,  Rugby,  18mo,  2s  6d Longman  1845 

— — —  Society  for  Improring  the  Condition  of  the  Insane,  8yo,  6s Simpkin 1830 

•from  "The  Times,"  2  y.  12mo,  8s Murray 1851-^ 


•  of  the  Central  Society  of  Education,  3  y.  12mo,  17s  6<i Walton  1835 

•  on  Architecture  of  the  Hindoos,  roy.  4to,  31s  6(2   Parker  ds  Son    1846 

■  Christian  Ministry,  by  yarious  Writers,  8yo,  5s Ward 1850 

•  Union,  Pkvfaoe  by  D'Aubign^,  post  8vo,  6s   Partridge 185 1 


•  Conyersation  and  on  Quackery,  12mo,  3s  6<2 Parker  d:  Son,,  t%^s 

•  Destitution  and  Miseries  of  the  Poor,  8yo,  5s Parker  k  Son,,  iS^S 

>  God's  Proyidential  Dispensations,  12mo,  8s  6(2 Sedey 1841 
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BsajB  on  Goromment,  1839,  8vo,  5$  ' £.  WU90n 1839 

ifaa's  Duty  to  Ood,  by  Membera  of  the  Working  ClaneB,  12mo,  2s MozUjf  1858 

OxfoidTracIa,  12mo,  4«   Cadell    1839 

Port-Biblicftl  History  of  the  JewB,  12mo,  5«  J.  Wuky  1838 

Somuiism,  by  a  Layman,  12jno,  5« SeeUff 1839 

Social  Condition  of  the  Ancient  G^reeks,  12mo,  81 Longman  1841 

Subjects  of  General  Interest,  8vo,  10a  6d  Ckwrt^n 1836 

theChtuch,  byaLayman,  12nio,  5s   Sedey 1840 

■ • Fanning  o5  Somersetdiire,  by  Adand  and  Sturge,  Svo,  2«  6d    Murray 1851 

-Sabbath,  by  Working  Men  of  Glasgow,  12mo,  2« Fullarton  1848 


oponArt:  the  Old  Maaters  and  Modem  Artists,  12mo,  2s New  York 1849 

Sdneational  Subjects,  edit,  by  Alf.  Hill,  post  Syo,  6s  6d Longman 1857 

written  in  the  Intenrals  of  BnsineflB,  12mo,  68,  Pickering,  1848 ;  n.  e.,  2s  6<2  Parker  d?  Son    1858 

fieeiue  of  the  Gospel,  feap.  8yo,  Is  HamiUon  1861 

&£ex  ( W. R, )  Onaments  and  Embellishments  of  the  Temple  Ohnrch,  4to,  42s    Weak 1 845 

Eesex,  Gioanry  of  Provincial  Words  used  in  the  Connty  of,  post  8to,  Is  6d BeU  A  Daldy..,i%$i 

—  flerta,  Middlesex,  Kent,  Surrey,  and  Sussex  Post  Office  Directory,  roy.Svo,  36s  Kelly i86a 

E^iagton  {R,W,)  Middle  Way ;  or,  the  Province  of  Patristic  Divinity,  Svo,  2s  6d  ...  BeUA  Daldy.,A%^% 

Estcottrt  {Mary)  Music  the  Voice  of  Harmony  in  all  Creation,  12mo,  7s  Qd Longm^M  1857 

E^iie,  a  Poem  in  Six  Cantos,  by  Theta,  poet  Svo,  6s  6d SoMndertdeih  185a 

Eiterlmk  (If.P.)  and  Monekton  (J,H.)  American  Stair  Builder,  242  figs.,  fol.,  86s  New  York 1859 

S^vaite  Water,  a  Poem,  in  Three  Parts,  Svo,  Is  WhiUaker 1854 

Mini  Ifaoaghts,  Etchings  by  the  Etching  Club,  imp.  4to,  6/  6s  ;  proofs,  lOf  10s  ...  Longman  1844 

£teiufig  Deaeribed  and  Simplified,  by  a  Practical  Engraver,  12mo,  8s  6</   Orr .1849 

Etebiop from  Nature  :  Poems,  byC.  J.  W.,  12mo,  5s    Simpkin 1853 

Etkl ;  or,  the  Double  Error,  cr.  Svo,  6s  6<2 Oroombridge ..  1854 

&^«1  WoodviUe ;  or,  Woman*s  Ministry,  a  Tale,  2  v.  12mo,  12s    ffatehaird  1859 

i^sStories:  Illustrating  the  Advantages  of  Contentment,  &c.,  12mo,  5s    Dean 1859 

^ridge(/.  FF.)  Apostolic  Acts  ft  Epistles  from  Peschito  or  Ancient  Syriac,12mo,7s6<f  Longman  1849 

~  Ministry  and  its  Restoration,  12mo,  3s Simpkin 1836 

Contemplations  on  the  Mercy  of  God,  12mo,  2s  6rf Mown    1842 

— ' —  History,  Liturgies,  &c.,  of  the  Syrian  Churches,  12mo,  7s  6ci Longman  1846 

* ■  Horn  Aramaicae :  Armenian  Dialects,  12mo,  5s Simpkin 1843 

Jerofialem  and  nberias,  l2mo,  7s  6<2   Longman  1856 

• ■  IdJb  of  Adam  Clarke,  post  Svo,  6s  Maaon  1858 

Bev.  Thos.  Coke,  post  Svo,  ^  Maaon  1860 


Beligious  and  Scholastic  Learning  of  the  Jews,  post  Svo^  7s  6d Longman  1856 

The  Taignms  of  Onkelos  and  Jonathan  Ben  Uaiel,  &c.,p.Svo,  S$6d  Longman  i86a 

EthcrinstoB  {O.F,)  Basays,  Medical  and  Sdentific,  12mo,  2s  dd WkUtaker 1841 

• Venesection  luTestigated  and  Vindicated,  Svo,  7s  6d    WhiUaker 1842 

rib  iorChadrett  and  Ethics  for  Yot^  2  Y.  ISmo,  each  2s  6cl  Pidkering  1836 

^i^fiaphical  Library.    See  Appendix. 

EteBM  (Jf.)  latUe  Boy's  First  French  Book,  12mo,  2s  6d CM.Law  1851 

^^qoeite  for  Gentlemen  and  Ladies,  40th  edit.,  2  ▼.  82mo,  each  Is Sent  1853 

~ lUustzated  by  an  Z.  M.  C,  square.  Is ;  coloured,  2$6d Ackermann   ,..1849 

' of  Courtship  and  Matrimony,  32mo,  Is   Kent  1843 

Fbweis,  d2mo.  Is Simpkin 1851 

;^ Social  Bthics,  Courtesies  of  Society,  &c.,  12mo,  Is HouUton  i860 

EiQ  College  School  Books.     See  Appendix. 

-^  Reform,  Svo,  Parts  1  and  2,  each  Is Longman  1861 

%(»'«.)  Ufeand  Letters,  by  Gilchrist,  2  t.  post  Svo,  21s    Bogue    1855 

Etfffiologj  (EducationAl  Course),  new  edit,  fcap.  Syo,  2s    Chamben  i860 

7~" made  Basyt  in  Convematioiis  for  Children,  ISmo,  Is  6rf   Nithet 1856 

[^\{Cwi)  Irxm  and  other  Bridges,  &c.,  on  the  Swiss  Railways,  folio,  50s AtcfUey 1856 

t-vi^ristic  Litanies  from  Ancient  Sources,  by  Ber.  0.  Shipley,  ISmo,  2s  6(2    MaHen i860 

~ — Mnith,  32mo,  sewed,  8d  ;  cloth.  Is;  roan.  Is  6d   Maatera 1850 

bjulogioQ  ;  OoUeetion  of  Prayers,  &e.,  for  the  Use  of  Families,  12mo,  Ss  6d J.H,AJ,Parkeri%\'j 

^~:iid's  mements.  Book  1,  by  TroUope,  ISmo,  Is  M,  Bateman,  52  ;  Potts,  12mo,  Is  Parker di  Son... i^^j 

^ exphuned  to  Beginners,  by  Mason,  12mo,  Is  9rf WctUon  1854 

" — •  1,  2,  byPocock,  Svo,  4s  6d  Longman  185a 

, Potte,  12mo,  ls6(i Parker ds Son... i^so 

""   ■— GalbraillL  and  Haughton's  Manual,  12mo,  Is Longman  1856 

. Gradations  in,  by  H.  Green,  cr.  Svo,  2a  6d  Simpkin 1858 

1-3,  by  Potts,  12mo,  8s   Parker tlb Son... i%^o 

"~- Tate,  ISmo,  9d;  12mo,  la  6d  Longman  1849 

Wedgwood,  12mo,  2s6rf Walton 1856 

Woodmass,  12mo*  4s  6c; BeUd!Daldy...i%^^ 

1-4,  by  Good,  12mo,  2s  6rf Simpkin 1853 

— A.  K.  Isbister,  12mo,  2s  6rf  (School  Euclid) Longman  1861 

' Companion  to,  12mo,  4s Parker  d' Son... i$^y 

1-6  (Educational  Course),  12mo,  2s;  Key,  2s  Chambera  i860 

■ by  Potts,  12mo,4s6c{ Parker df Son... iZ^o 

'^ — ' practically  applied,  by  H,  Green,  cr,  Svo,  6s  6<i Simpkin i86» 

" with  Diagrams  by  Byrne,  4to,  21s Pickering 1848 

—  ExerciBea  and  Diagrama^  Svo,  2s Ingram 1859 
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Bnclid'B  Etonentfl,  Book  1-6/11,  12,  by  Hose,  12mo,  4$ ;  Bxeroises  on,  Is WhittaJxr  ..,lZs^'S 

- — — — — Wallace,  cr.  8vo,  1« CcustU  i«s* 

and  PortionB  of  11,  12,  by  J.  Todbnnter,  18mo,  St  6d    MacmUlan i86i 


3>6,  piacticaUy  applied  by  Hen.  Green,  cr.  8to,  4t  6d Simpkin iS6i 

>  by  Colenso,  ISmo,  4a  6d ;  with  Key  to  Fh>blema,  ISmo,  6t  6d Longman  1847 

Froblems,  aepaiate,  ISmo,  la;  with  Key,  8a  6d  Longman  1847 


•  Cooley,  12mo,  4a6<i   WhiUaker 1839 

-Creswell,  8vd,  14f;  Supplement  to,  Sto,  17« WkiUaier 1841 

-Elrington,  12mo,  8a  6d BeUA  DaUi^...i%si 

•Ingram,  8to,  8a Sim^pkin 1846 

-- afu2  Trotter,  12mo,  la  6rf Sin^kin 184^ 


-Lardner,  8yo,  8a,  Bokn;  Luby,  8to,  10a Simpkin 1848 

•  Flayfair,  12mo,  6t,  Longman  ;  Potts,  new  edit«,  870,  10a PaAerds  Son... i%6i 

'  Vrjdt  (Bzplicit  Euclid),  fcap.  8to>  2a  6d  (Educational  Coune)  Ckambtn  i860 

-  ISimson  aiui  Blakeloek,  new  edit.,  18mo,  ^9 Longwukn  i860 

DaTidaoii,  Syo,  9a   Simpkin 1851 

— — —  Maynard,  18mo,  4a;  8vo,  &a Longman  1859 


-Rutherford,  18mo,  8a Ttgg  1847 

—  Thomson,  12mo,  5a  ;  Ft.  1,  8a ;  Ft.  2,  2a  Simm9^M'l...i%\s 

—  Walker,  8yo>  6a;  Young,  18mo,  5a Longfnan  1840 

>  Arranged  in  Syllogiams,  12mo,  da — red.  to  8a  6<j   KaU  1845 

•  Symbolically,  by  Williams,  ISmo,  8a6€f ;  8^0,  7a  Kent  1858 


-  Enunciations  0^  16mo,  2a  6<^,  WhiUaker^  184a;  24mo,  8a BeU  1850 

-and  Figures,  Bks.  1-6,  by  Braase,  newed.,  12mo,la  BeUA I>ald$...i%in 


•  BxpositiDn  of,  by  Day,  12mo,  2a    HoMniltan  1839 

-  Figures  0^  l^  Cooley,  12mo,  la  W  WkiUaker 1839 

with  Questions,  by  Edwards,  12mo,  2a Parker  ds  Son  .i%i% 


— Frepaiadon  f  or,  12mo,  8a  6<i Sedeg 1847 

■  Bndimentary,  by  Law,  2  ▼.  12mo,  2a  Virtue    1855; 

Euclid,  Fropodtions  of  5th  Book  proved  Algebraically,  by  G.  S.  Ward,  er.  8^0,  2a  6<2  JM,AsJ^arkeri%h% 

Eugene^s  Key  to  French  Fh>nunciation,  fcap.  8yo,  la  Piper 1859 

Eugenia  Camot ;  or,  Reputation's  Struggle,  a  Flay,  12mo,  2a  6<l   Strange 1855 

Eulenstein  (CAa.)  German  Grammar,  Srdedit,  12mo,  4a  NuU 1851 

■ Exercises,  FrogresBiTe,   2nd  edit,  12mo,  2a6<i   N^M  1856 

Euler  (£eoi».)  Elemenfai  of  Algebra,  translated  by  Hewlett,  8to^  5a  ff.Bokn 184x1 

Eulo^um  Chronicon  ab  Orbe  Oondito  usque  ad  a.i>.  1866,  2  t.,  roy.  8to,  each  10a  ...  Longman  1S6] 

Euphonia;  Portions  of  Holy  Scripture  marked  for  Chanting,  12mo,  2a A,HoM 185c 

Euphranor;  a  Dialogue  on  Youth,  12mo,  2a  6c{    Pickering 1S51 

Euphrates  Valley  Route  to  India,  by  aTraveller,  12mo,  8a Stanford    185^ 

Eureka;  aProphecyof  the  Future,  8  y.  post  8to,  81a  6(2 Longman  184J 

Euripides,  Tragoadias,  Gr.,  Dindorfii,  2  v.  8vo,  10a JM.^J.Parkerti^] 

Annotationea,  2  v.  Syo,  10a  J.ff,JkJJ*ark€ri%^ 

edited  by  Long,  8  y.  8yo  (Bib.  Class.),  each  16a  :...   WkiUaker  ...1857H 

&  Faley,  8  y.  18mo  (Camb.  Texts),  each  8a  ed Bell4kDaldyi^s^^< 

(Oxford  Classics),  8  y.  18mo,  6a  6d  ;  Notes  to,  8a    J.ff,ikJ.Parktri%(>\ 

Latind,  adapted  to  Matthiae's  Text,  8yo,  12a    Whittaker 183^ 

■  Not«  in,  A  Trollope,  2  y.  8yo,  24»— red.  to  10a  WhiUaker 183^ 

IV.,  Gr.,  cuia  Forson,  8vo,  10a  6«l  WkUtaker 185! 

-  et  Scholefield,  3rd  edit.,  8yo,  lOa  Qd  ...  Bivington  185 


Prose  Translation  by  Edwa^tls,  8yo,  20a  Simpkin 1S31 

v.,  (Jr.,  Notes  by  Major,  post  Svo,  24a Longman  183,! 

>  Tragedies,  translated  by  Buckley,  2  y.  post  8yo,  lOa * ff.Bohn 185J 

__ _  Potter,  2  Y.  8yo,  20a— red.  to  12a  Whittaker 183 

an  Oxford  M.A.,  12mo,  5a— red.  to  3a  6d Wathboume  ...183 


Alcestis,  Gr.,  cura  Monk,  8yo,  4a  6ci Betid:  J)aldg.,.iZ^ 

— Notes  by  Major,  post  8yo,  5a Longman  183 

Prose  Translation,  by  Edwards,  8yo,  5a    jSSiiii^Hh 181 

(Oxford  Texts),  18mo,  la JM.dkJ.ParteriU 

Text  of  Dindorf,  Notes  by  J.  Milner,  2nd  edit.,  12mo,  la Virtue  jS6 

Translated  by  Rev.  J.  Banket,  8yo,  U6d Longman   18 


•  Andromache,  Gri^  cura  Matthias,  8yo,  4a Whittaker 183 

— — ^ Notes  by  Edwards  and  Hawkins,  poetSYo,  4a6<i Bentleg i8j 

•  Baochn,  Gr.,  Arnold's  Chissics,  12mo,  8a Bivington  iSj 

and  Heraclidae,  in  English,  12mo,  Sa  M  Waahbonme  ...i8J 


-  Cydops,  ex  editione  Dindorfii  expurgata,  roy.  8yo,  4j    WilUamt  iSJ 

in  English  Verse,  12mo,  la6<2 Whittaker ig^ 


•  Electra,  Gr.,  cura  Robinson,  8yo,  5a  6(2  Whittaker 181 

-  Fabulae  Quatuor,  A  Monk,  new  edit.,  8yo,  12a    BeUA  D<Udy...i%( 

-  FiYe  Dramas,  Gr.,  English  Notes  by  Arnold,  12mo,  18a Rivin^on  igi 

.  Fragmenta,  edit.  F.  G.  Walker,  8yo,  8«  JHdot ig^ 

-Hecuba,  Gr.,  cura  Forson,  8yo,  2a  6(2 WhUtaher 18^ 

Arnold's  Classics,  12mo,  8a Bivington  181 

Notes  by  Major,  post  8yo,  5i  Lonffman  \% 

and  Life,  by  Wheeler,  post  8yo,  fit  Simpkin ig, 

(Oxford  Texts),  18mo,  la    J.HJ:J.PaTkeri%\ 
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Earipides,  Hecaba,  Prose  TraoslAtion,  by  Edwards,  8vo,  58 Simpkin     1S38 

and  Medea,  chiefly  from  Text  of  Dindorf ,  by  Smith,  1 2mo,  1 »  6rf. . .  WeaU 1 86a 

literally  Translated  by  A.  B.  Faussett,  12mo,  U  iid AIUhA  Co,   ...1850 

•  Spillan,  8vo,  la  Simpkin 1861 


Eippolytos,  Gr.,  by  Monk,  8vo,  with  English  Notes,  6th  edit.,  8fo,  7»    ...  Fellowt* 1857 

Arnold's  Classics,  I2mo,  8»   RitingUm  .......1853 

■  Notes  by  Yonge,  12mo,  Z*  6d WasJiboume  ...1853 

— (Oxford  Pocket  Texts),  18mo,  1«   J.H.d'J.ParkfriZ6o 

Translated  by  an  Oxford  M.A.,  post  870,  1«  6d Waskboume  ...1841 

and  Alcestis,  in  English  Prose,  12mo,  3«  Gd    Wathhoume  ...1846 


Ion,  Gr.,  Notes  by  Badham,  8vo,  i$  6rf,  Parker  <fc  Son,  1853;  8vo,  3«  6d    WiUiamsd'  N.  186a 

Iphigenia  in  Anlide,  Gr.,  with  English  Notes,  8vo,  6s  Parker tb  Son...  1 9 ^o 

Tauris,  Gr.,  English  Notes  by  Pitman,  12mo,  6*— red.  to  3«  6d  JJI. d- J.Parker  iZ $7 

— — Amold*8  Classics^  12mo,  3# Ririnyton  1853 

with  English  Notes,  8vo,  5<   Parker d Son...  1%^$ 

et  Helena,  Gr.,  Notes  by  Badham,  8vo,  7» Parker d: Son...  \%s^ 

Medea,  Gr.,  cnra  Porson,  8vo,  2j  Gd WhiUaker 1848 

Arnold's  Classics,  12mo,  3«   Rivington  1853 

Notes  by  Major,  post  8vo,  5a Longman  1835 

Negris,  12mo,  2a  6(^ Hamilton  1836 

(Oxford  Pocket  Texts),  18mo,  la  JM.d- J. ParkeriS 60 

Prose  Translation,  by  Edvrards,  8vo,  5a    Simpkin 1848 

literally  Translated  by  Faussett,  12mo,  Is  6d Rooney  1851 

. into  Prose,  by  Spillan,  8yo,  la Simpkin 1861 

Orestes,  Gr.,  cora  Person,  8vo,  2a  6rf    WhiUaker 1848 

Notes  by  Major,  post  8yo,  5a Longman  1853 

(Oxford  Pocket  Texts),  18mo,  la J.H.d- J.Parker lUi 

Prose  Translation  by  Edwards,  Svo,  5a  Simpkin 1845 


-Pbcenissae,  Gr.,  cnra  Porson,  8vo,  2a  6d  WhiUaker 1848 

Notes  by  Major,  post  8to,  5a    Lcngman  1837 

. (Oxford  Pocket  Texts),  18mo,  la J.II.d'J,Parkeri%6o 

Prose  Translation  by  Edwards,  8to,  5a    Simpkin '^44 


Sapplices,  Gr.,  cura  Markhind,  8fo,  6a    WhiUaker 1837 

£cropean  History  :  1550  Years  Seen  at  a  Glance,  in  case,  5a  6d  ;  with  Guide,  10a  ...  Longman  1853 

Library.     See  Appendix. 

Life,  Legend  and  Landscape,  by  an  Artist,  8yo,  58 Phil<3idelphia...\%$^ 

Emalos,  Tales  of  the  Sea,  Leayes  from  the  Diary  of  a  Midshipman,  8yo,  8a  Potter i860 

EoaebioB,  Contra  Hieroclem  et  Marcellam,  Gr.,  iL  Gaisford,  8vo,  7a J.I/.diJ.ParkeriZ<i2 

— Divine  Ifanifestation  of  Our  Saviour,  translated  by  S.  Lee,  8vo,  11a    St^cley 1843 

in  Syriac,  by  Lee,  roy.  8vo,  15a    ...  Madden 1845 

• EcclefEiastical  History,  transL  by  Cruse,  post  8vo,  5s,  //.  Bohn  ;  8vo,  7a  ...  Bagster 1851 

Eclogs  Propheticae,  edidit  T.  Gaisford,  8vo,  10a  6d    J.H.dJ.ParkeriZ^i, 

" ETangelicae  Demoostrationis,  recens.  Ghiisford,  2  v.  8vo,  15a J.  fLd'J,Parkeri9si 

•  -  Preparationis,  recens.  Gaisford,  4v.  8vo,  30a,  Parker;  4T.8vo,50a  Gardner 1843 


•Historia  Ecclesiastica,  recens.  Burton,  8vo,  8a  6d  J.N.dJ.ParkeriZ^S 

Annotationes  Variorum,  Burton,  2  v.  8to,  17a  JJ/,d'J.Parkeri2^z 


History  of  the  Martyrs  in  Palestine,  transl.  by  Wm.  Cureton,  r.  8vo,  10a  6d  Williafnsd:  N,  1861 

Leares  from,  translated  by  Street,  post  8vo,  7a  6d Buil  184a 

Theophania,  Syriac,  by  Professor  lie,  8fo,  15a  Orient,  TextSoc.  1^4.% 

Eustace  (J.C)  Classical  Tour  thro*  Italy,  n.e.,  3v.  18mo,  16«  -red.  10a6rf(Pam.Lib.)  Tegg  1848 

Entrc^os,  Historia  Bomana,  by  Allen,  12roo,  3a Sim2)k^H 1841 

Bradley  and  White,  12mo,  2a  6rf Longman  t 1846 

— Gibson,  new  edit.,  18mo,  2«  6d   Simpkin 1859 

Neilson,  11th  edit.,  ISmo,  2a  Simpkin 186a 

• Hamiltonian  System,  12mo,  4.^ Aylott    i860 

En  Desmond;  or,  Mutation,  a  Novel,  3  y.  post  8vo,  Z\s  &d Smithd:  Elder  1858 

—  Ton  Troth,  and  other  Tales,  transl.  by  Mrs.  Addison,  2  v.  post  8vo,  21a   Tliomas 1841 

ETagrius,  Historia  Ecclesiastica,  Gr.,  recens.  Valesii,  Svo,  7a— red.  to  4a J,H.d'J,Parkeri%^ 

translated,  8vo,  7a     Bagster 1845 

and  Tlieodoret,  Ecclesiastical  Histories,  tr.  by  Waif ord,  post  8vo,  5a   //.  Bohn 1 8 54 

Erangelical  Alliance ;  Embodiment  of  the  Spirit  of  Christendom,  12mo,  2a  6c^    Simpk'in 1847 

Proceedings  of  the  Geneva  Conference,  Sept.  1861,  8vo,  5a   ...  Hamilton  1862 

• Christendom,  V.  1  to  3,  new  serie<i,  roy.  Svo,  each  7a  6d   Ojffiee 1860-1 

— Melodies,  r2mo,*  6a Halton  1849 

Preacher  ;  Studies,  V.  1,  6th  edit.,  cr.  8vo,  48,1862;  V.  2  and  3,  ea.  5a  J.P.Shaw  ...1856-8 

Pulpit,  V.l,  cr.  8vo,  8a  6(i    Thickbioom   ...i860 

Bambler,  2  v.  12mo,  7a  Ward    1838 

Theology,  12mo,  3a Darton 1838 

Ev&Bgelist  of  the  Desert :  Life  of  Claude  Brousson,  12mo,  5a Hamilton  1853 

(The),  by  Omicron,  8vo,  6a  Simplnn 1839 

Eraogiies  (Lea),  Port  Royal  Translation,  roy.  8vo,  illust.,  18a Bogue    1838 

Efans  (Anne)  Elstey  ;  or,  Settled  for  Life,  a  Romance,  12mo,  Is  6d    Darton  1859 

{A.B.)  Christianity  in  its  Homely  Aspects,  12mo,  7a;  2nd  series,  68   Masters 1852-4 

— Dissent  and  its  Inconsistencies,  12mo,  4a Cadell    1841 

"■  India,  Two  DiscourEes,  8vo,  la Lumley 1857 
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Syana  (A,B.)  LecturcB  on  the  Book  of  Job,  Sro,  6«   Bmoorth   x«57 

Leioesterehire  Words,  Phnwefl,  and  Froyerbs,  12mo,  5< Pickering  1849 

Life's  Traveller  Arrested  on  his  Journey,  8vo,  la SkegingUm 186a 

•  Sermons  on  Christian  life  and  Character,  8vo,  12$ Cadell    1845 


(iiti^./.)  Beulah ;  a  Tale,  12mo,  2» Knight    i860 

(fl.)  Early  English  Baptists,  V.  1,  8vo,  6«    HeaUm  1862 

—  (B.B.)  Letters  on  the  Aspects  of  Modem  Popery,  12mo,  3«  HovhUm    1855 

(CAr.)  Memoir  of,  by  D.  M.  Evans,  8vo,  5< Heaton  i86» 

Memoirs  of,  by  Stephen,  12mo,  6f    AyUM    1846 


•  (2>. if.)  Annual  Commercial  Beg^ter,  or.  8vo,  6« LtU» Annual 

City;  or,  the  Physiology  of  London  Business,  12mo,  2<  M    Grownhridgt  ...1856 

Commercial  Crisis,  1847-8,  8vo,  8i6<i,  1849;  ^  ^^^<^  **5o 

-1867-9,  8vo,  15a    Qroombridyt  ...1%$^^ 


Revelations  of  Facts,  Failures,  and  Frauds,  post  8vo,  12c Orwmhridgt  ...1861 

{D.8.)  English  and  Welsh  Dictionary,  2  v.  8vo,  28« Simpkin 1858 

(2).  2*.)  Digest  of  Law  Cases,  8vo,  8i6d  Crockford  Hf.-ffrlg. 

{Edm.)  Lai^  Letters  for  Little  Ones,  18mo,  1«  6<i Boutledge  1861 

(Edw.)  Alphabet  of  Flowers,  12mo,  1«,  plain  ;  cold.,  2«   BoutUdge  1859 

(Fra.)  History  of  Fumess  and  Fumess  Abbey,  12mo,  6«  6d Wkittaker  1842 

(F.W.)  Compendium  of  the  Origin,  History,  &c.,  of  the  Shakers,  12mo^  4«  6d  New  York 1859 

(G.H.)  Sermons,  Plain  and  Practical,  12mo,  5»  6d Seeley i86z 

(0.  W.)  Classic  and  Connoisseur  in  Italy  and  Sicily,  3  v.  8vo,  36f Longman  1835 

(/r. 5.)  Our  West-Indian  Colonies,  8vo,  2«    B.Wihon   1855 

(U.S.)  Geology  Made  Easy  ;  or,  the  Old  and  New  Worid,  8vo,  Is    Tweedie i860 

Guide  to  the  Emigration  Colonies,  12mo,  1*  6cl  LetU  1855 

(Jno.)  Authenticity  of  the  Old  and  New  Testament,  12mo,  8« Bivington  1836 

Costs  in  Actions  in  the  Superior  Courts,  1859,  12mo,  4«    MaxveU 1859 

Essay  on  Christian  Miracles,  post  8vo,  It Ju€ld4t  Ola^...i%(n 

First  Latin  Lessons,  by  Burden,  12mo,  2a    C.M.Law  1840 

Golden  Centenary  :  Sequel  to  his  "Sketch,"  12mo,  5<  Baldvnn    1839 

Handbook  to  Ludlow,  12mo,  2* A.ffaU  1861 

■  Hints  to  Toun^  Christians,  roy.  18mo,  la  (id  Simpkin 1840 

Lancashire  Authors,  8vo,  5a JEFoultton    1850 

Poetical  Works,  post  8vo,  5« W.Penny  1859 

Principles  of  Working  of  Vulgar  and  Decimal  Fractions,  8e.,  12mo,  la  W.Penny  1862 

Sketch  of  all  Religions,  by  Aikman,  18mo,  Sa  6d    NeUon 1840 

Bransby,  12mo,  5a   Simpkin 1848 

Bums,  82mo,  2a   J.R.Smdth 1853 


Statutes  of  Fourth  GFeneral  Council  of  Lateran,  8vo,  4a  6d  SeeUy 1843 

Tables  of  Discount  and  Profit,  17th  edit.,  roy.  4to,  21a Mozlrg   i860 

{J.C.)  Boys'  First  Verse  Book  for  Beginners,  12mo,  Pt.  1,  2a ;  Pt.  2,  2a  6d...  E.P.  WilUams  1862 

Concise  System  of  Geography,  12mo,  2a  6d R.Clarke  1838 

Digest  of  Laws  relating  to  Bribery,  &c.,  at  Elections,  12mo,  3a    Elsworth    1S47 

Eton  and  Winchester  Election  Trial  Verses,  12mo,  3a  ;  Key,  Is  6d  ...  E.  Williams  ...1858 

■  Trial  of  the  Royal  British  Bank  Directors  ("Times*'),  8vo,  3a  Stevens  1858 


■  {J.ff.)  Checks  to  Infidelity,  in  Four  Essays,  18mo,  la    J.F.Shaw 1840 

Christian  Solicitude  as  Exemplified  in  Ephesians,  Ch.  3,  82mo,  2a  dd  J.F.Shatp 1856 

Eight  Prayers,  post  8vo,  la    Juddd:GUiss...iSs^ 

Letters  to  a  Friend  on  his  Dialogues  on  the  Trinity,  12mo,  2s  6d  ......  Nithet    i860 

Memoirs  and  Remains,  by  his  Son,  p.  8vo,  12a,  52 ;  2  e.,  12mo,  7a  6d  NUhei 1855 

Sermons  on  the  Spirit  of  Holiness,  &c.,  4th  edit.,  12mo,  2a  dd    J.F.Shaw 1839 

■  Vintage  Gleanings :  Selections  from  his  Sermons,  roy.  82mo,  8a    J.P.Shaw  1855 


—  (/.  2*.)  Lectures  on  Pulmonary  Phthisis,  8 vo,  7a  6d    Longman  1844 

— (Z^etr.)  Zaida,  and  other  Poems,  12mo,  5a    JETouhton    1842 

(0.)  Young  Millwright,  and  Miller's  Guide,  14th  edit.,  8vo,  16a  Philadelphia... i^S^ 

■  (Bach.)  Home  Scenes;  or,  Tavistock  and  its  Vicinity,  8vo,  10s  6d  ;  mor.  21a    Simpkin 1847 

(72.)  Class  Indlruction  for  Ladies' Schools,  12mo,  la Simj^n 1843 

-(Aif.)  Droll  Dranaw  for  Christmas,  8vo,  la Bogue 1846 

Evenings  with  the  Chroniclers,  16mo,  4a  6d,  1841 — red.  to  3a  6d E,B<ihn 1848 

Story  of  Joan  of  Arc,  16mo,  3a  6d  N.Bokn 1841 

^  Tales  of  the  Olden  Time,  from  Froissart,  3rd  edit.,  16mo,  8a  M H.Bohn 1853 

"{R,  W,)  Biography  of  the  Early  Church,  2nd  edit.,  2  v.  12mo,  12a    BivingUm  1859 

Bishopric  of  Souls,  4th  edit.,  12mo,  6a,  1844 — red.  to  5a BivingUm  1856 

Church  of  God;  in  a  Series  of  Sermons,  8vo,  10a  6(2 Smith  A  Elder.»i%\!9 

— Considerations  on  Church  Collections,  8vo,  2a Bivington  1847 

Daily  Hymns,  18mo,  3a  6<;    Masters 1861 

Day  in  Uie  Sanctuary,  12mo,  4a  6<{  Bivington  1843 

England  under  God,  cr.  8vo,  7a6<i SmiihAElder  1862 

E^ortation  on  ObsiBrvance  of  the  Lord's  Day,  12mo,  la  6<2 Bivington  1850 

Ministry  of  the  Body,  2nd  edit.,  12mo,  7a  6(i,  1847— red.  to  6a  6<i...  Bivington  18 51 

Parochial  iirermons,  3  v.  12mo,  each  5a    Bivington... it^^ss 

Sketches  in  Verse,  12mo,  6a Bivington  1850 

Rectory  of  Valehead,  fcap.  8vo,  6a,  1842  ;  14th  edit.,  12mo,  8a Smiths  Elder  .iS^i 

Scripture  Biography,  3  v.  12mo,  18a Bivington  1848 

Tales  of  the  Ancient  British  Church,  new  edit.,  18mo,  2a  6<i   Masters 1859 
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Etms  (HW.)  Treatise  on  Versification,  Ancient  and  Modern,  pott  8vo,  it  6d MivingUm  185a 

(S.)  Art  of  Blaion  ;  or,  Grammar  of  Britidi  Heraldry,  Sfo,  13a Zonoman  1850 

{Tho.)  English  and  Wdsh  Dictionary,  by  Richards,  8vo,  6<  W.Hughes 1850 

•  Exposition  of  the  Faith  of  Society  of  Friends,  8to,  U  Bennett 1849 


(W.D.)  Progress  of  Legal  Education,  8vo,  3«  M  Benning    1848 

Statntes,  by  Hammond  and  Granger,  1829-86,  10  t.  8vo,  8Z  8*  Benning 1836 

{W,E.)  Order  of  Family  Prayer  for  Every  Day,  poet  8vo,  3«  6d Rivington  1844 

Beyebitions  of  God  to  Man  ;  Sermons  on  Genesis,  12mo,  8« JUvington  1849 

Soogp  of  the  Birds,  Ph»e  and  Poetiy,  2nd  edit.,  12mo,  St  6d  Mvmgtan  1851 

(If.il)  H^>py  Islands;  or,  PktfBdiseBestored,  12mo,  iS« Botton^U.S,  ...i860 

( FT./.)  Sugar  Planter's  Mannal,  8to,  9«    Longman  1847 

• Treatise  on  Endemic  Ferers  of  the  West  Indies,  8to,  9«    CkwrchiU  1837 

(W.JL)  Centnry  of  Fables,  in  Verse,  fcap.  8vo,  3«  6cf ;  fine  paper,  fit    Ifardwidse    ...1859 

Flowers  of  Fable,  12mo,  2*  6d F.J.RoberU  ...i86a 

{W.8.)  Continnoaa  Outline  of  Sacred  Histoiy,  12mo,  4«  6cf   Meutert 1849 

Grammar  of  British  Heraldiy,  with  Appendix,  8vo,  18«~red.  to  6*...  J,R.SmUh 1847 

{W.W.)  An  Uncommon  Book,  new  edit.,  fcap.  8vo,  1#  6rf HouLtton  i860 

Blood  of  the  Aristocracy ;  Pure  Blood,  Health,  &c.,  18mo,  2«  ^d    ...  ffottUton    1861 

New  System  of  Medicine,  8vo,  2s Bailli^    1857 

Pare  Mind  in  a  Pure  Body,  That  is  Health,  13th  edit.,  fp.  8vo,  !•  6rf...  BaillUre    i860 

Cranson  (JZ.)  and  Maunsell  <//.')  Treatise  on  Diseases  of  Children,  6  e. ,  8vo,  12«  6<2  . . .  Rentkavf    1 847 

ETeliae;  or,  Incidents  of  Irish  Convent  Life,  fcap.  8vo,  1*    Wertheim  1861 

ETelyn{i./.)  English  Alice,  a  Poem,  12mo,  4s  Pickering  1851 

- — -  (/»•.)  Diary  and  Correspondence, by  Forster,  4  v.  p.  8vo,  24»,  57  — red.  to  20s  H.Bohn i860 

History  of  True  Religion,  edited  by  Evanson,  2  t.  p.  8vo,  21« — red.  7s  H.Bohn 1850 

' Life  of  Mrs.  GodolpMn,  edited  by  the  Bp.  of  Oxford,  n.  e.,  12mo,  6»  Pideering  1848 

■ Memoirs  of  his  Life  and  Writings,  6  ▼.  8vo,  i5t Colbum 1853 

Silva  ;  IHscourse  of  Forest  Trees,  by  Hunter,  2  v.  roy.  4to,  45s  Colbum 1835 

EtJjq  ;  or,  Joys  of  Beligion,  by  Author  of  **The  Heiress,"  18mo,  Is  Qd HamilUm  1845 

EfelTn  Hszwurti  a  Novel,  by  Author  of  *<  Temptation,"  3  v.  post  8vo,  31s  6d     Colbum 1847 

Howard,  a  IMe,  2  v.  post  8vo,  21s SaundertAO.  1842 

Laseelies,  an  Autobiography,  3  V.  post  8vo,  31«  6<f   Newby   1855 

Stuart ;  or,  Bight  versus  Might,  by  Adrian,  8  v.  post  8vo,  31«  6<f Bentleg 1846 

htmng  Houn  with  my  Children :  Convenations  on  the  Gospel  Story,  4to,  3s  6<2 ;  col.  6t  Nitbet    1857 

Hjnm:  Hymns  and  Prayers  for  the  Tonng  at  Eventide,  18mo,  It  6d  Nelton    1856 

Meditations,  12mo,  St  Nitbet    1838 

— — •  Becreations,  edited  by  Bev.  J.  H.  Ghimey,  cr.  8vo,  6s  Longman  1855 

Thoughts,  by  a  Physician,  2nd  edit.,  post  8vo,  4»  6d    Van  Voortt  ...185a 

ETenb^ at  Haddon Hall,  lUust.  byCattermole,  8vo,  81«  6(i,  45;  p.  8vo,  7«  Qd^r.  to  St  H.  Bohn 1849 

Sea,  post  8vo,  10s  6d! BenUeg i860 

Wydiwood  Beetoiy;  or.  Sketches  from  English  Chureh  History,  sq..  Is...  Soe,  P,C,  K.„.i%$i 

' in  the  Land  of  Us,  a  Comment  on  the  Book  of  Job,  12mo,  4s  6d Seeley 1843 

' on  the  l%ame9 ;  or.  Serene  Hours,  and  What  they  Bequire,  2  v.  12mo,  10s  6d  Longman  i860 

•  with  my  Children  ;  or,  GKwpel  History,  sm.  4to,  8s  6rf;  col.,  5s    Nitbet 1854 

Old  Story  Tellers:  Moral  Tales,  12mo,  sewed,  Is  6rf;  cloth,  2s ^unis    1845 

the  Poets,  and  Sketches  of  their  Favourite  Scenes,  fcap.  8vo,  St  Nelton    i860 

Hieotfal  History  of  Three  Blind  Mice,  imp.  16mo,  Is    Dean i860 

ETeits  is  Saered  Hiatory,  Pictures  by  Holbein,  &c.,  sq.  8vo,  6«;  col.,  10s  6(2 CundaU 1850 

E»«iard  (£aip.)  Pireparatory  Latin  Qnunmnr,  12mo,  It  6d SimpMn 1843 

{E.J.)  Bunal  Pastor's  Address  on  the  Bevision  of  the  Prayer  Book,  12mo,  Is  J.B,d'J.ParkeriHo 

Hv^rat  {Geo.)  Measurement  of  the  Meridional  Are  of  India,  2  v.  roy.  4to,  52  6s Allen  <t*  Co,  ...1847 

(ifr«.)  Narratives  of  a  Parent ;  or.  Birthday  Tales,  12mo,  5s    Smith  <t  Elder  .1845 

{RoU,)  Journey  through  United  States  and  Part  of  Canada,  8vo,  5s J.Chapman  ...1855 

Enrett  {Alex.H.)  Critical  and  Miscellaneous  Essays,  Two  Series,  12mo,  18s   Botton,  U.S.  1845-6 

•  (£cl».)  Life  of  Geoige  Washington,  cr.  8vo,.6s6rf New  York 1861 

— Mount  Vernon  Papers,  cr.  8vo,  St6d Low   i860 

Orations  and  Speeches  on  various  Occasions,  3  v.  8vo,  48s   Botton,  U»8,  1850-8 


ijat.)  Adam  Clarke  portrayed,  3  v.  12mo,  each  5s  ^d HamiUon  ...1843-9 

— Cam p  and  the  Sanctuary ;  Memoir  of  Tho.  Hasker,  18mo,  3s  HamiUon 1859 

Beign  of  Terror,  Sacred  Grove,  and  other  Poems,  12mo,  2s  6(2  ...  HamiUon  1853 

Village  Bhusksmith  :  Life  of  Samuel  Hick,  18mo,  3«6cl HamiUon  1848 

Wallas  Bud  Miner  :  Memoir  of  W.  Crister,  18mo,  Is  6<2 Simpkin 1850 


{J.D.)  Philosophy  of  Teaching,  an  Essay,  8vo,  Is Qnffin    1858 

{T.C.)  Memoir  of,  by  Crump,  12mo,  6s  HamilUm  1839 

£vcip<een :  a  Series  of  Memorial  Sketches,  122no,  5s  Weriheim  1856 

^ —  Beligioos  Selections  in  Prose  and  VersOi*  12th  ed.,  2  v.  82mo,  each  Is  6<i  DdrUm  i860 

Tales  for  the  Toung,  16mo,  2s  6d Dean 1855 

ETfiritt  (Jfory)  Wealth  not  Happiness,  12mo^  4s  6c{ P.Jackton 1841 

K'«l«y,  »Tale,  2nd  edit.,  12mo,  6s Mattert 1856 

£7en(/>.)  Student's  Compendium  of  Comparative  Anatomy,  8vo,  6tfid  Longman  1838 

Hrertfi  (JF.  W.)  Bible  Manual,  with  Scripture  Text  Book,  Pts.  1  and  2,  9»  New  York i860 

•"- — •  Childhood,  its  Premise  and  Training,  24mo,  6s NewYork 1857 

Crerth  [0.)  Wedding  Bells,  with  other  Poems,  post  8vo,  10s  6<2-  red.  to  7s  6d  Bentley  1850 

E»ery{S.i?.)Artof  Netting,  8vo,  2s WhiUaker 1845 

HTcrybody's  Book,  Gleanings  in  Prose  and  Verse,  ed.  by  J.  H.  Freese,  post  8vo,  12s  Qd  Longman  1 860 
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Everybody's  Book  of  Praclicnl  Receipts,  12mo,  Is  Ifoulston    1S56 

'■ Pudd ing-Book ;  or,  Puddings,  Tarts,  &c.,  in  their  Season,  2  e. , fp. 8vo, 2a  6d  Radley  1802 

Every  Boy's  Book  ;  a  Crhij)L*t('  Kncyclopcedia  of  Sports,  new  edit.,  em.  cr.  8vo,  8»6d  Routletif/e  1863 

Robinson  Crusoe  and  Sandford  and  Merton,  l(>mo,  2i  6d  Darton  1853 

Stories,  a  Choice  Collection  of  Standard  Tales,  fcap.  8vo,  6s ^^ogg  d:  Sjti$...ii(io 

Child's  Coloured  Picture  Story  Book,  roy.  8vo,  7«  6d   Dean ;>854 

Day  Astronomy  ;  Practical  Lessons  on  the  Celestial  Sphere,  12mo,  Zs  6d Marlhtyrowjh  ...1851 

Cookery  for  Every  Family,  Illustrations,  12mo,  1«    Ward d:  Lock...  1%^^ 

Life  :  Chapters  for  the  People,  by  Tayler  and  Others,  12mo,  3«  6rf Sedqf     ....1858 

Things  ;  or.  Useful  Knowledge,  by  a  Lady,  2nd  edit.,  18mo,  1«  6</ Grij^kdF,  ...1861 

Wonders;  or.  Facts  in  Physiology,  8vo,  2s  Gd   Van  Voorst    ...1850 

Family's  Book  of  Amueemeut,  18mo,  2«  6rf  ;  new  edit..  It Strauge 1853 

-Health,  2nd  edit,  12mo,  1«  6rf Stranr/e  1841 


Lady's  Guide  to  her  Greenhouse,  Hothouse,  and  Conservatory,  18mo,  2«    Ward tib  Lock...  12$ i 

Man  his  own  Butler,  12mo,  5« Whittaker 1838 

Printer  ;  or.  Lithography  made  Easy,  imp.  8vo,  5» Qroombridye  ...1854 

One's  Book;  or,  Weeds  of  Wit  from  Worldly  Ways,  32m  0,  1» Spier* 1857 

Seaman's  Book,  12mo,  \$ Cautton 1846 

Eves  (6%a.)  Classical  Spelling  Book,  12mo,  1$  6d  Simpltin n.  d. 

Derivative  Spelling  Book,  12mo,  la  6d    Stmjikin n.d. 

School  Examiner:  Exerciseson  History,  18mo,sd., Is;  cl., Is 6c{;  Key,2s6<^  Simpkin 1850 

Si)eIIing  Book  and  Reading  Lessons,  12mo,  la  Gil  ..« \.: Simpkin n.  d. 

Evidence  of  Profane  History  to  the  Truth  of  Revelation,  post  8vo,  10s  6rf   Parker  <fc  Son   1838 

Evidences  of  Christianity :  Lectures  by  Wilson,  Hannay,  and  McQavin,  12mo,  3s   ...  Hamilton  1849 

Natural  and  Revealed  Religion,  3  v.  8vo,  22s  Qd  Orr 1835 

Evil  Deeds  and  Evil  Consequences,  4to,  2s  6rf » Nelson    1857 

in  the  World,  the  Certainty  of  the  Origin  of,  by  a  Layman,  post  8vo,  8s Parker  tk  Son   1842 

Star  ;  or,  the  Tide  and  the  Pknet,  a  Novel,  3  v.  post  8vo,  31s  6(f— red.  to  15s    Skeet 1853 

Evill  (iVary)  Memoir  of,  18mo,  3s  6(i  Bogue 1838 

Evils  of  England,  Social  and  Eiconomical,  12mo,  2s  6rf   Parker d: Son... i%^% 

Evliya  EfTendi,  Travels  in  Europe,  Asia,  and  Africa,  by  J.  Von  Hammer,  l*ts.l  &2,  24s  Oriental  T.Fd.i%$o 

Evolutions  of  the  Line,  as  practised  by  the  Austrian  Infantry,  post  Svo^  10s  6c2 New  York i860 

Ewald  {F.C.)  Missionary  Labours  in  Jerusalem,  1842-44,  12mo,  4s  6rf Wertkeim  1845 

{G.H.)  Hebrew  Grammar,  Old  Testament,  transl.  by  Nicholson,  8vo,  10s6<i...   Wkittdker 1836 

Ewan  {Jaa.)  Geography  of  the  Australian  Colonies,  12mo,  3s Simpkin 1855 

(II'.)  Discourses,  Essays,  and  Poems,  12mo,  3s Johnstone  1855 

E wart  (/no.)  Agriculturist's  Assifitant,  12mo,  3s  6d   Blackie  1857 

Land  Drainer's  Calculator,  12rao,  Is   Allnutt 1862 

Produce  of  Beef  compared  with  the  Live  Weight  of  Cattle,  18mo,  Is  ...  Lowtker 1844 

Treatise  on  Construction  of  Agricultural  Buildings,  folio,  31s  6d Longman   1851 

(/o.T.)  Digest  of  Vital  Statistics  of  Armies  in  India,  8vo,  9s Smith  ik  Elder  1859 

Sanitary  Condition  and  Discipline  of  Indian  Jails,  8vo,  16s Smith  tib  Elder    1860 

(Wm.)  Anchurus,  and  other  Poems,  12mo,  5s Ollivier 1851 

L>sHons  for  Writing  from  Dictation,  16mo,  2« Simpkin 1849 

Ewbank  (T.)  Hydraulic  and  other  Machines  for  Raising  Water,  14th  ed.,  8vo,  18s...  New  York 1856 

Life  in  Brazil,  8 vo,  12s Low    1856 

Thoughts  on  Matter  and  Force ;  or,  Marvels  that  Encompass  Us,  1 2mo,  4s  6rf  New  York 1 85  8 

{W.  W.)  Commentary  on  Epistle  to  the  Romans,  2  v.  post  8vo,  lis    Parker  ik Son  iS $0-1 

JoQnial  detailing  his  Last  Days,  by  Rev.  J.  Skinner,  4to,  10s  ffai/es     1857 

E VFing  (^rcr.)  Memoir  of,  by  his  Daughter,  Mrs.  J.  J.  M^itheson,  8vo,  12s  Snow 1843 

(/.  6'.)  Sermons  on  Important  Subjects,  12mo,  5s    Ward 1838 

(2'Ao.)  English  Loamer,  14th  edit.,  12mo,  2s   Simpkin.. 1849 

Geography,  19th  edit.,  12mo,  4s  6(i;  Ti-ith  Majis,  6s Simpkin 1859 

Principles  of  Elocution ,  by  Calvert,  30th  edit. ,  1 2mo,  3s  6d  Simpkin 1852 

Rhetorical  Exercises,  12roo,  3s  6d  Sim}}kin 1855 

'{Wm.)  Critical  Observations  on  the  Book  of  Job,  8vo,  5s Parker «k Son... i%44. 


Swings  (7*.)  Questions  on  Burnet,  12mo,  Is  6d PaHtcrd'Son  .1847 

Butler's  Analogy,  by  W.  G.  Crauford,  12mo,  2a  6d Parker d? Son... ii^$ 

Mosheim,  8vo,  4s  6d    Parker d: Son...  1^7 

Examination  of  the  Century  Question,  8vo,  3s Bellds  DaUiy...v%$Q 

Principles  of  the  Scot 0- Oxonian  Philosophy,  Pt.  1,  8vo,  5s  Chajtman  di  JLit^i 

what  Roman  Catholics  really  Believa,  on  their*  own  Showing,  8vo,  Is  Simpkin 1861 

Papers,  Ordnance  School,  Carehalton  and  Woolwich,  8vo,  5a  6d  W.Jonea     1853 

■  for  the  Civil  Service  of  India,  July,  1860-2,  folio,  each  2s  6rf...  Stanford   ...1860-2 

Theological  Students,  12mo,  3s Longman  1837 


Questions  and  Answers,  from  "Butler's  Analogy,'*  12mo,  Is  6d Parker d:  Son  .1838 

Examples  for  Builders,  Carpenters,  and  Joiners,  4to,  21s   Wcale    1856 

in  Architectural  Engineering,  12mo,  with  Atlas,  folio,  16s     ...   Weale     1845 

of  Inlaid  Gothic  Tiles,  Pts.  1  to  4,  4to,  each  5s Nieholla 1842  7 

Modem  Shop  Fronts,  4to,  6s   WeaU    1S51 

Ornament,  Classified  according  to  Styles,  by  Cundall,  folio,  42s  Bell  d:  Daldy  .1S55 

Questions  to  develope  the  Faculties  of  the  Infant  Mind,  12mo,  Is Longman  1S42 

on  Integral  Calculus,  8vo,  5s  6rf  Wkiitaker 1835 

Exceeding  Great  and  Precious  Promises,  9th  edit.,  8vo,  2s Seeley 1856 

Excellent  Woman,  as  described  in  Proverbs,  Chap.  xxxi. ,  1 6mo,  3s  Bel.  Tract  Soc,  1 846 
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Excelsior ;  or,  the  Realms  of  Poesie,  by  Alastor,  2nd  edit.,  sq.  8vo,  6» Pickering 1851 

Il»;li'a  to  Progress  in  ReIi;;ion,  &c.,  6  v.  post  8vo,  each  4» Nhbei 18  54-6 

Libmry,  post  8yo.     ^«f  Appendix J.F.Skaw  ...iis$~9 

E5'>rrr»la  e  Fragment  is,  Gr.  et  Lat.,  ISmo,  3*  6c/ Aylott    1857 

ex  Scriptoribiis  CbsBicis  de  Britannia ,  &  Giles,  8vo,  7s  Qd Whitlaker 1 847 

of  "Wit;  or,  Railway  Com  iKinion,  18mo,  4a  Crf Birhardsons  ...1839 

Pi-otestantla,  View  of  the  Church  of  England,  12mo,  2»  6d   Ifatchard  1847 

Ei-hange  Calculator,  12mo,  5s  Hichardsoru  ...i2^ 

*{The) ;  a  Home  and  Colonial  Review  of  Commerce,  &c.,  2  v.  8vo,  ea.  7i  6d  Low   x86i-a 

Exchequer  Reports:— 

Compton,  Meeson,  and  Roscoe,  2  v.  roy.  8vo,  S28  6d  Stfrens    .....1834-6 

Horlstone  and  Norman,  7  ▼.  roy.  8vo,  IS/  5*  6d Sterrns 1856-61 

Meeson  and  Welsby,  16v.  roy.  8vo,    36/6*  Sferens 1836-47 

WeUby,  Harlstone,  andGonlon,  11  v.  roy.  8vo,  27/  lis  6d    Stevens 1847-56 

Ex  HEt^cER  Reports — Equity  : — 

Yonoge  and  Collyer,  4  v.  roy.  8vo,  7/ 18«    Stevens 1833-41 

Exeltement,  a  Literary  Annual,  ISmo,  each  3« Simpkin  ...1838-45 

Tale  of  Our  Own  Time,  2  v.  post  8to,  21»    Oryer 1849 

for  Young  People,  18mo,  Ss  6<2  ;  cold,  is  Qd  Cnndall 1847 

ET-mrsion  from  Jericho  to  the  Ruins  of  Geraza  and  Amman,  post  8\-o  (Private)    Hatchard  1853 

f!u*arsions  in  Normandy,  edited  by  F.  Shoberl,  2  v.  post  8vo,  21» Oolburn 1841 

Executors*  Account  Book,  with  Instructions  for  Executors,  folio,  is  Bell  d:  Daldy  .1855 

Eirmplary  and  Instructive  Biography  (Educational  Course),  new  edit.,  fp.  8vo,  2«  ...  Chambers  i860 

L\e;€«is  of  the  7th  Chapter  of  Romans,  by  a  Barrister,  8vo,  1«  6c/  Seeley 1857 

Exercises  for  the  Improvement  of  the  Senses,  16mo,  1»  6rf Darton  1848 

in  Arithmetic  for  Elementary  Schools,  12mo,  1«  6c/ Parker  is  Son    1 844 

Eteter  Cathedral,  History  of,  large  folio,  3u«    Antiq.Soc.Lon. 

Hall  Sermons  for  the  Working  Classes,  8vo,  1» Partridge 1857 

History  of  the  City  of,  by  Rev.  George  Oliver,  8vo,  12«  Crf Longman  1861 

Eihib:tio5,  Ht^b  Park,  London,  1851,  viz.: — 

Architectural  Hiktory  of,  by  Berlyn,  8vo,  4s  6d  J.Gilbert i85i-» 

Catalogues  of.     See  Catalogue,  1851. 

Construction  of,  by  Downes,  4to,  31«  6c/    Weale    

Crystal  Palace  and  its  Great  Exhibition,  as  it  Was,  12mo,  2s  6d   II. G.Clarke 

that  Fox  Built,  16mo,  Is;  cold.,  2s  6d    Bogue 


Exposition.  1851  ;  or.  Wealth  of  the  World  in  its  Workshops,  8vo,  2«  6(/    Churton 

Fire-Side  Facta  from,  12mo,  2«  6c/ Iloulston   ... 

Ilandliook  to,  by  Hunt,  2  v.  post  8vo,  6s Spicer    

Lectures  on,  before  the  Society  of  Arts,  2  v.  post  8vo,  15* Bogv€    

Narrative  of,  by  Berlyn,  18mo,l«  6f/ J.Gilbert    ... 

Pictures  of,  by  Nash,  Haghe,  and  Roberts,  fol.,  18/  18* Dickinson  ... 

Prize  EsRiy  on,  by  Whish,  post  8vo,  Is Longman  ... 

EecoUections  of,  by  Absolon,  Qoodall,  &c.,  fol.,  63«  ;  cold.,  8/ 8» Lloyd    

Remembrances  of,  imp.  4to,  8s  6c/ ;  cold.,  lis  6d   Read 

2nd  series,  4to,  Ss  6d ;  cold.,  14«  6c/ Ackermaiin  , 

Reminiecences  of,  16mo,  Is;  cold.,  2s  Dean 

Reports  on,  by  the  Juries,  1  v.  roy.  8vo,  21*  ;  2  v.  roy.  8vo,  i2s  Sjncer 

Sfiuvenir  of,  by'McNevin,  fol.,  42*;  cold.,  68«    Ackermann 

Timbs'  Year  Book  of  Facts  of,  12mo,  6»  Bogtie    

Wyatfs  Indnstriid  Arts  of  the  Nineteenth  Century,  2  v.  fol.,  17/  17«  Day  tkSon 

Exhibition  and  London  in  1 85 1 ,  Reviewed  by  Dr.  Lardner,  -8 vo,  1 4s Longman  . . . 

a  Visit  to,  in  Eight  Changeable  Pictures,  roy.  8vo,  2s  Dean 

Book  of  Art,  111  Engravings  on  Wood,  edited  by  F.  K.  Hunt,  4to,  14.9...   Willis    , 

of  Art  Industry  in  Paris,  1855,  4to,  10«    A. Hall 

Implements  at  Cardiff,  1858,  Rc{X)rts  on,  8vo,  Is    Bidgway    ... 

E^ile,  a  Tale  of  the  1 6th  Century,  by  Philip  Phosphorus,  jyo&t  8 vo,  6« Bomcorth   . . , 

Eilie  of  Erin  ;  or.  The  Sorrows  of  a  Bashful  Iri^ihman,  2  v.  post  8vo,  21s  Whittaker  ... 

Idria,  aGermanTale,  12mo,  Zs  6d Cochrane   ... 

the  Watere,  and  other  Poems,  by  M.  D.  H.,  12mo,  2s  9d A. Hall  . 


Exiled  Family  and  their  Restorer,  an  Allegory,  by  J.  E.  J.,  sup.  roy.  16mo,  Zs  6c/...  Hamilton  

Soul,  transhited  from  the  French,  12mo,  2s  6(/     Masters 

E\ilcs  in  Viiiginia;  Revolutionary  War,  1777-78,  roy.  8vo,  lis Bennett      

of  Italy  ;  Garibaldi's  Miraculous  Escapes,  post  8vo,  7«  6r/,  Hamiltony  1857;  2s  WatxltkLodc... 

-Luoerae;  or,  Sufferings  of  the  Waldenses,  1686,  3rd  edit.,  12mo,  2s  6<i   ...  Nishet 


—  the  Cebenna,  a  Journal  written  during  the  Decian  Persecution,  12mo,  Is  ...  Parker  d' Son 
West,  fcap.,  Is6d T.B.Sharpe  .. 


ExWy  (Tho,)  Commentary  on  the  First  Chapter  of  Genesis,  post  8vo,  is  6d Hamilton 

Treatise  on  Arithmetic,  12mo,  2s  6c/    Hamilton  

Kxmouth  (  PiV.)  Life  of,  by  Edw.  Osier,  12mo,  ^s^  Smith  d^  Elder,  1840— red.  to  2s  6c/  Bout  ledge  

Etoilos  Papyri  in  British  Museum,  translated  by  J.  D.  Heath,  8vo,  5s Parker  d  Son 

lit  Oriente  :  Sonnets  on  the  Indian  Rebellion,  8vo,  3s  6(/   J.Chapman  ... 

Evpedition  into  New  Holland,  edited  by  Lady  Fox,  12mo,  2a  6d   Bentley  , 

Experience  ;  or,  tho  Young  Church  woman,  a  Tale  of  the  Times,  12mo,  3s  6c/  Hamilton  , 

Experiences  of  a  Barrister,  12mo,  Is  6c/   J. AC.  Brown... 

French  Detective,  by  "Waters,"  fcap.  8vo,  2s     C.H.Clarke  .. 
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Bzperienoes  of  a  Gaol  Ohaplain,  8  y.  pott  8vo,  31«  6d,  BeniUy,  1847  ;  12mo,  2«  ...  Ward  A  Lock. 

Real  Detective,  by  Inspector  F.,  edited  by  "  Waters,*'  fcap.  8vo,  1»  Ward  A  Lode. 

Experimental  Education,  by  Author  of  **  Sponsor's  Gift,"  12ino,  7«,  1843  ;  n.  ed.,  5<  Simplnn 

Philosophy  (Kncy.  Met.,  V.  9),  4to,  31»  6d  Grijfin 


Explanation  of  Acts  of  the  Apostles,  in  Question  and  Answer,  12mo,  Zs6d Niwbel.. 

the  Church  Catechism  for  Diocesan  Schools,  12mo,  8s  Burm 

Explanations,  by  Author  of  "  Vestiges  of  Nat.  Hist,  of  Creation,"  2nd  ed.,  post  8to,5<  ChurckUl  

Exposition  of  Book  of  Revelation,  by  Author  of  "  Scheme  of  Prophecy,'*  12mo,  is  6d  Stock 

Church  Catechism,  for  Diocesan  Schools,  12mo,  S«  Bum$ 

Hebrews,  Chap,  xi.,  by  an  Indian  Layman,  12mo,  5s Seeletf 

Principles,  Pretensions,  &c.,  of  the  Court  of  Rome,  Svo,  2f  M Skoberl  

Quackery  and  Imposition  in  Medicine,  poet  Svo,  7s  6d  T ffodson^Som.. 

Spiritualism,  as  publishe<i  in  the  "Star  and  Dial,"  by  Sceptic,  p.  Svo,  6s  Manwaring  ... 

St.  John's  Gospel,  ch.  i.  v.  1-18,  by  a  Protestant  Layman,  p.  Svo,  2j  6rf  J, F.Shaw 

Vulgar  and  Common  Errors,  2nd  edit.,  12mo,  Zatd  Parker  ASon... 

Expositor  (The),  V.  1,  sm.  folio,  9«6d;  V.  2,  12s  ClayUm 

Expository  Outlines,  &c.,  of  Sermons  on  New  Testament,  new  edit.,  fcap  Svo,  8«  M    Hamilton  

Passages  of  Old  Testsment,  fcap.  Svo,  8s  6d  ilamilUm    

Exterior  and  Interior  Finishings  and  Decorations,  fol.  (60  Plates),  30« WiUiamt  

Exton  (P.)  Church  of  Enghind  on  the  Fourth  Commandment,  &c.,  12mo,  2s   BdlADaldy... 

Critique  of  the  Aipiment  on  Pope's  Essay  on  Man,  Svo,  2s  6(<   Bdl  dsValdy... 

—(Rich.B,)  Century  of  Sonneta  in  Sacred  Subjects,  sq.  16mo,  2* Bdids Daldy... 

•  Lectures  on  Portions  of  the  Psalms,  Svo,  12s     Longnuin 


—  Speculum  Gregis;  Minister's  Parochial  Assistant,  7  ed.,  obL  12mo,  4s  6d  Rivington 


Extracts  about  Christ,  18mo,  2« DaJton 

for  Schools  and  Families,  12mo,  4s Gilpin    

from  CommonphM!e  Book  of  an  Eclectic,  12mo,  6«    Whittaker 

Diary  of  a  Field  Officer  of  the  Bengal  Army,  Svo,  2s  6d W.N.Atten   .. 

Living  Physician,  post  Svo,  6s Saundcrt^O. 


Mrs.  Simpson,  12mo,  3s  6<2 ffamitton 


-Official  Papers,  for  Candidates  for  Appointments,  Svo,  li6d  PiffoU, 

-Reports  of  Her  Majesty's  Inspectors  of  Schools,  1 2mo,  3s  Longman 

-Stationers'  Companies  Registers,  bet.  1667-1687,  by  Collier,  2  v.  Svo  Skak8p.Soe.   184.8-9 


-Travels,  Illustrative  of  Scripture,  12mo,  4s ParkenkSon.. 


■■  Moral  and  Entertaining,  12mo,  3s     Madden.. 

of  Letten  from  Ceylon  on  Marriage,  &c.,  82mo,  Is  6d    Darling... 

on  Prophecy,  12mo,  4s  6<2    Nid>ei 

Various  Subjects,  Religious  and  Secular,  &c.,  fcap.  Svo,  Is Darion  ... 

Eye  Witness  and  his  Evidence,  by  C.  A.  C,  post  Svo,  10s  6d    ...  Low    

Eylert  {R.F.)  Characteristics  of  Life  of  Fred.  Wm.  IIL,  tr.  by  Birch,  p.  8to,  7s6rf...  G.Bell    ... 

Religious  Life  and  Opinions  of  Fred.  William  III.,  post  Svo,  69  Hatchard 

Eyre  {Chxi.)  Fall  of  Adam,  from  '' Milton's  Paradise  Lost,"  12mo,  2s  Qd Hamilton 

(Edw,)  Parables  of  Our  Saviour  in  Verse,  for  Touth,  ISmo,  2s Jarrold... 

(E.J.)  Expeditions  of  Discovery  into  Central  Australia,  2  v.  Svo,  36s Boone    ... 

{Jm.)  Remarks  on  some  Exhausting  Diseases,  2nd  edit.,  post  8vo,  4s  6c{    Churchill 

-  Treatise  on  the  Stomach  and  its  Difficulties,  new  edit.,  12mo,  2s  6<j Churchill 


(Afary)  Queen's  Pardon,  a  Tale,  cr.  Svo,  7s  6(2 j Jaa.  Blackwood 

(Mrs.)  Brave  Boy  ;  or.  Christian  Heroism,  a  Tale,  ISmo,  Is Routledge 

• (Fine.)  Journal  of  Imprisonment,  cr.  Svo,  8s  6d Murrag 

■  Narrative  of  Military  Operations  at  Cabul,  1841-2,  post  8vo,  12s    Murray 

On  Metallic  Boats  and  Floating  Waggons,  Svo,  2s  Qd Smith  i:  Elder 

Portraits  of  the  Cabul  Prisoners,  Svo,  21s    Ditkenton 

•  Prison  Sketches,  «r.  Svo,  21s DickenMon 


Eyres  {Geo.)  System  of  Stenography  for  the  Law  Student,  Svo,  10s   Whittaker 

Eyton  Uohn)  Recollections  of  a  Beloved  Pastor,  16mo,  2s  Houltion 

(R.W.)  Antiquities  of  Shropshire,  V.  1  to  4,  roy.  Svo,  each  20s  J.R.Smith...i^s^.6 

(T.O.)  Catalogue  of  British  Birds,  Svo,  Zs  6d  ;  roy.  8vo,  7s    Longman  . 

Hand  Book  of  Hereford  Cattle,  V.  1,  post  Svo,  12s  ;  V.  2,  lis  Longman  .. 

History  of  the  Oyster  and  Oyster  Fisheries,  Svo,  5s  Van  Voortt 

-Barer  British  Birds,  Svo,  10s  %d  ;  roy.  Svo,  21s /Amgman 


Monograph  of  the  Anatidsaor  Duck  Tribe,  Ac,  4to,  SOs Longman  

Ssekiel's  Sign,  Metrically  Paraphrsaed,  &e.,  by  W.  B.  (HUoway,  fcap.  Svo,  2s  6(2  ...  Rivington  

Pabens  (Jo»,  W.)  Story  of  Life  on  the  Isthmus,  12mo,  Ss  6d New  York 

Faber  (P.  W.)  All  for  Jesus;  or,  Easy  Ways  of  Divine  Lore,  post  Svo,  5s T.  Ridkardton, 

Bethlehem,  Svo,  7s   T.  Richardton , 

Blessed  Sacrament ;  or.  Works  and  Ways  of  God,  post  Svo,  7s  6(£ T.  Richardson . 

Cherwell  Water  Lily,  and  other  Poems,  12mo,  7s  6(2    Rivington  

Creator  and  the  Creature  ;  or.  Wonders  of  Divine  Love,  12mo,  6i T.  Rirhardson, 

Essay  on  Beatification,  Canonization,  &c.,  post  Svo,  3s T.  Richardson, 

• . Catholic  Home  Missions,  12mo,  Is  6d     T.  Richardson. 

Ethel's  Book  ;  or.  Tales  of  the  Angels,  square  12mo,  2s  6d T.  Richardson. 

Fathers  of  the  Oratory,  Svo,  4s  6d T.  Ridiardson. 

Foot  of  the  Cross  ;  or,  the  Sorrows  of  Mary,  post  Svo,  6s    T.  Richardson, 

Growth  in  Holiness ;  or,  Progress  of  Spiritual  Life,  8rd  edit,  8.0,  65   ...  T,  Riehetrdmrn . 
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Faber(F.lF.)  JesiiB  and  Maiy;  or,  Catbolio  Hymns,  18mo»  2«  6(2    Bum$    1848 

Poems,  post  8vo,  7s  6<2 T.Richardson  1858 

Predoos  Blood  ;  or,  the  Price  of  Salvation,  Syo,  5$ T,  Richardson  i860 

Sosary,  and  other  Poems,  12mo,  5« Toovey  1845 

Saints  and  Senranis  of  God  ;  the  life  of  Philip  Neri,  2  y.  post  8yo,  84    ...  2*.  Richardson  1847 

Sights  and  Thoughts  in  Foreign  Churches,  &c.,  8to,  16$  Rivington  1842 

Sir  Lancelot,  a  Poetical  Legend,  12mo,  9«  6<2---red.  to5t T.Richardson  1844 

•  Spirit  and  Genius  of  the  Oratory  of  St.  P.  Neri,  12mo,  28 Rums    1850 

Spiritual  Conferences  for  Lent,  post  8to,  6«  T.  Richardson  1859 

Styrian  Lake,  and  other  Poems,  12mo,  7s  Qd Rivington 184a 

Tracts  on  the  Church  and  Piayer-Book,  12mo,  2s  6d    Rivington  1840 

— {G.S.)  Difficulties  of  Bomanism,  Syo,  8rd  edit.,  lOt  6(2  Bosworth   1853 

Dissertation  on  Prophetic  Psssages  of  Scripture,  2  y.  8yo,  21«    Sedey 1845 

History  and  Theology  of  the  Yallenses,  8yo,  12<    Sedey 1838 

Letters  on  Tractarian  Secession  to  Popery,  18mo,  8« Dalton  1846 

Many  Mansions  in  the  House  of  the  Father  :  Sermons,  3  e.,  cr.  8yo,  7s  6d  Brown d:  Co.  ...1862 

' Predicted  Downfall  of  the  Turkish  Power,  12mo,  2« BoswoHh   1853 

PrimitiYe  Doctrine  of  Election,  2nd  edit.,  8yo,  lis  Blenham  1842 

Justification,  8vo,  9s,  1837;  2nd  edit.,  12s Seeley 1839 

Begeneration,  8yo,  10s  W   Seel^ 1840 

Transubstantiation,  8yo,  8s  6c2    Seeley 1840 

Provincial  Letters  on  "TractsfortheTimes,"  6s,4a;  2e.,2Y.12mo,10s6d  Painter 1844 

EeviYal  of  the  French  Emperorship  Anticipated,  12mo,  Is Bosworth   1853 

Sa<sred  Calendar  of  Prophecy,  3  v.  8yo,  86s,  1828;  n.  e.,  3  y.  12mo,  24s  Painter 1844 

Treatise  on  Ordinary  Operations  of  the  Spirit,  6th  edit.,  12mo,  is Rivington  1846 

-  -(T.C.)  Caste  and  Cliristianity,  post  8vo,  7s  6d Hardwicke    ...1857 

FibUB*9  Tower,  a  Ronoance,  8  y.  post  8yo,  31s  6<2,  Newby^  1852  ;  n.  e.,  fcap.,  2s..    Hodgson    i860 

F&biola,  a  Tale  of  the  Catacombs,  12mo,  8s Bums    1854 

Pabk  of  the  Seasona,  12mo,  Is Ward  ^  Lock  .li $7 

FftUes  and  Claasical  Sketches,  by  a  Clergyman,  12mo,  Is  8d Parker  ^  Son  .1%^'^ 

' Proverbs  for  Children,  16mo,  2s  6d   t Thomas 1842 

for  Critics,  by  a  Wonderful  Quis,  post  8yo,  2s  6<i  /.  Chapman  ...1  $49 

the  Nursery,  16mo,  2s  6c2   OriffijthikP.  ..1845 

Tonng  People,  edited  by  "Quiet  George,"  16mo,  3s WiUoughby   ...1850 

from  Lessing,  Dodsley,  and  Others,  12mo,  2s  M Bums    1845 

in  English,  French,  and  German,  roy.  8vo,  15s  Ackermann  ...1839 

•  Verse,  with  niustrations,  18mo,  Is  6d    Nelson  1856 

Stories,  and  Allegories,  18mo,  2s  6d    Bums    1846 

Fibret  (/.P.)  Clinical  Lectures  on  Mental  Medicine,  by  Blount,  Pt.  1,  8yo,  5s  6d  ...  Highley 1855 

Ffthric  Rolls  of  York  Minster,  by  J.  Baine,  with  lilustrative  Document,  8yo,  25s   ...  Surtees  Soc.  ...1859 

Face  of  the  Earth  ;  Mountain,  Valley,  Prairie,  &c.,  16mo,  Is  6d  ;  cold.  2s  6d    Rel.  Tract  Soc.  1853 

Faces io  the  Fire,  by  Redcap,  Illustrated,  12mo,  6«— red.  ioZs6d;  ch.  ed..  Is  6c2...  Jiu. Blackwood  1849 

Fargimilea  of  the  Bull  of  Innocent  IIL,  7s  6d Ifarrison  1853 

Studies,  by  M.  Angelo  k  Eafl&ielle,  at  Oxford,  8vo,  21s ;  4to,  Proofs,  42s  Shrimpton 1853 

Pi^ry  Movement,   1802-1847,  2  v.  8yo,  21s Simpkin 1857 

Fkctaand  Arguments  on  the  Transmission  of  Intellectual  Qualities,  12mo,  5s WiUy 1843 

' Fictions  ;  or.  Gleanings  of  a  Tourist,  12mo,  7s Smith d: Elder  .iS^^ 

■ Figures,  a  Record  of  Statistics  on  Current  Questions,  r.  8yo,  6s,  42;  8yo,  2s  New  York 1843 

— ' Observations  on  Cutting  Coats,  4to,  10s Crofts 1849 

Opinions  for  Churchmen  and  Dissenters,  18mo,  2s Partridge 1851 

^Reflections,  by  a  Subaltern  of  the  Indian  Armv,  post  8yo,  6s  Madden 1849 

—  l(x  Everybody  :  Encyclopedia  of  Useful  Knowledge,  post  8yo,  Zs6d  Ward  de  Lock  .1858 

—  from  the  Fisheries,  8vo,  Is  OHpin    1848 

—  not  Fictions,  with  Preface,  by  D.  T.  K.  Drummond,  roy.  16mo,  Is  6d    Hamilton i860 

—  to  Correct  FaJiciea,  by  a  Mother,  16mo,  Ss  6d  ;  cold,  is  6d QriffiihtkF,  ...1851 

—  without  Fiction,  by  the  Author  of  "Thoughts  upon  Thought,"  12mo,  is6d...  Cash 1854 

—  &c.,  in  Geology,  by  Biblicus  Delvinus,  18mo,  8s Seeleys   1838 

Family  (ir.C?.)  Companion  to  the  Ship's  Medicine  Chest,  18mo,  2s  6d    Highley 1838 

F»«fcd  Lily,  a  Narrative,  12mo,  Is     Simpkin 1843 

Fa^  ((T.)  life  and  l^es  of  Daniel  0*Connell,  2  y.  12mo,  12s,  i848-~rsd.  to  6s...  Simpkin 1850 

P^  i.V.)  life  and  AdYentnrea  of  a  Limb  of  the  Law,  12mo,  6s  Hodson 1836 

Fairlwxn  {Hen.)  Treatise  on  Political  Economy  of  Railroads,  8vo,  8s  6d Weale 1837 

I     — (/as.)  Crests  of  British  Families,  2  v.  roy.  8yo,  68s  ;  tinted,  78s  6rf  Hamilton  i860 

large  paper,  2y.  4to,  eil6s6d   Hamilton  i860 

Mottoes  of  the  Families  of  Great  Britain  and  Ireland,  loy.  8vo,  3s...  Hamilton  i860 

{Jno.C.)  Hymns  and  Poems,  12mo,  2s Hamilton  i860 

(Pot.)  Exposition  of  the  Book  of  Eaekiel,  8vo,  10s  6d  Hamilton  1851 

■■ Hermenentical  Manual,  8vo,  I0s6d  Hamilton  1858 

Introduction  to  the  Study  of  the  New  Testament,  8vo,  10s  6<i   Ilamilton  1858 

Life,  Character,  and  Mission  of  Jonah,  12mo,  3s  6d  Hamilton  1849 

— ■ Prophecy  viewed  in  its  Nature,  Function,  &c.,  8vo,  10s  6d Hamilton  1856 

Typology  of  Scripture,  2  v.  12mo,  14s,  1845-7;  n.  e.,  2  v.  8vo,  18s  Hamilton  1853 

(Tho. )  Britannia  &  Conway  Tubular  Bridges,  a  Reply  to  Sir  F.  Head,  1 2mo,  Is  Longman  1 849 

[Wm.)  Application  of  Iron  to  Building  Purposes,  roy.  8yo,  16s We^ 1854 

Construction  of  Boilers  and  Boiler  Explosions,  8vo,  Is   Simpkin... 1851 
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Fairbaim  (Wm. )  Construction  of  Conway  and  Britannia  Bridges,  roy.  8vo,  42» Weale 1 849 

— . Iroij,  its  History,  Properties,  and  Manufacture,  post  8vo,  6s Simpkin 1861 

Metals,  post  8vo,  7$  6d Jloultton     1857 

Treatise  on  Mills  and  Mill- Work,  Part  1,  8vo,  IQt Longman   1S61 

Useful  Information  for  Engineers,  1st  and  2nd  ser.,  p.  8vo,  ea.  10«  6d  Longman    1S60 

Fair  Carew  ;  or.  Husbands  and  Wi^es,  a  Novel,  3  v.  post  8vo,  31«  6d Smiths  Elder   1851 

Fairchild  {A.J.)  System  of  Acquiring  the  French  Language,  12mo,  Zs  6rf WhiUaker 1857 

Fair  Chinese  Maid,  a  Poem,  8vo,  2« Thomas 1842 

Fairfax  Correspondence,  edited  by  W.  G.  Johnson,  4  ▼.  8vo,  60«  Bentley 184.8-9 

Fairfax  Uohn)  Colonies  of  Australia,  with  Advice  to  Emigrants,  8 vo,  \s E.  Wibon   1852 

Fairfield  (Car.E.)  Our  Bible  Class,  12mo,  6s  6d New  York i860 

{Jane)  Autobiography,  embracing  a  Few  Select  Poems,  cr.  8vo,  6s  6d BottoriyU.S.  ...1861 

!_:-  (3/r«.)  Stories  about  Birds,  16mo,  28  6d Hamilton  1858 

Fairholme  {Oeo.)  Natural  Demonstrations  of  Moffi.ic  Deluge,  2nd  edit,  8vo,  \6s Ridytcay    1840 

Fairholt  (F.  W. )  Costume  in  England,  8  vo,  31«  6d,Ckapman^^6 ;  cr.  8  vo,  1 6«,  60  -  red.  12s  JI.  Boli  n 1 86a 

Dictionary  of  Terms  of  the  Fine  Arts,  post  8\o,  10«  6d  A.IIall 1854 

■ Eccentric  and  Remarkable  Characters,  12mo,  2$  6d Bentley  1S49 

Grog  and  Magog,  the  Giants  in  Guildhall,  12mo,  80  6d HoUen    1859 

. History  of  Tobaccoand  its  Associations,  cr.  8vo,  9«,  Chapman^  59 — red.5«  II.  Buhn 1 862 

Home  of  Shakspere,  Hlustrated  and  Described,  cr.  8vo,  Is  6d  H.  Bohn 1S62 

Lord  Mayor's  Pageant,  Pts.  1  and  2   Percy  Soe n.d. 

Miscelhinea  Gtraphica,  4to,  76«  Chapmami-H.ifsj 

Up  the  Nile,  and  Home  again  :  a  Handbook  for  Travellers,  p.  8vo,  16s  Chapman  <C-  //.  1862 


Fairland  (y.)  Juvenile  Artist,  oblong  4to,  Ss  6d  Bogtu 1837 

Fairless  {W.D.)  Suggestions  on  the  Construction  of  Lunatic  Asylums,  8vo,  Is  6d   ...  Trtst^uler    1861 

Fairlop  and  its  Founders,  8vo,  1«  (Totham  Private  Press)   J.Ii.i</nith 1841 

Fairoaks,  2  V.  12mo,  12«    Saunders  d:  0.  1856 

Fair  Rosamond  ;  or,  the  Days  of  Heniy  II.,  3  v.  post  8vo,  31«  6d    Colburn 1839 

Fairy  Album  for  Good  Little  Folk,  16mo,  Zs  6d  H  arrf«tXodl-...i859 

and  other  Tales,  18mo,  \s6d  Dean 1842 

-  Annual,  phlin,  2«  6rf  ;  col.,  6« * T/iomas 1858 

Ballads,  from  the  German,  in  English  Verse,  by  R.  0.  C,  16mo,  1»  6d BeU.d:  Daldy...i%s(i 

Birds  from  Fancy  Islet;  or.  Children  in  the  Forest,  a  Tale,  IGmo,  5« Ackermann   ..  1846 

-  Bower,*  a  Tale  for  Young  People,  new  edit.,  12mo,  6a   Mbzley  1841 

Dell,  Exile's  Bride,  and  other  Poems,  18mo,  2a Whittakcr 1849 

Family :  Ballads  and  Tales  on  Fairy  Mythology,  p.  8vo,  1  Oa  6</,  Longman — red.3a  6d  //.  Boh  n 1857 

Footsteps  ;  or.  Lessons  from  Legends,  illust.  by  A.  Crowquill,  imp.  16mo,  5a...  H.Lea i860 

-  Ring,  transl.  by  J.  E.  Taylor,  new  edit.,  12mo,  7s6d  Murray 1846 

Tales,  Fairies  of  the  Forest,  &c.,  16mo,  2a Longman 1851 

■  by  AJfred  Crowquill,  am.  4to  ;  Red  Cap,  la  6d  ;  Two  Sparrows,  la  6d...   Ward  d:  Lock    1859 

Illustrated,  16mo,  3a  6rf RoiUledge  1856 

_ from  Perrault  and  others,  transl.  by  J.  R.  PIanch6,  fcip.  8vo,  6a Itoutledge  1S60 

the  North  ;  or,  Russian  Popular  Tales,  12mo,  2a  6d Oriffin    1S61 

■  in  Verse,  16mo,  2a  6d    Thomas 1S39 

-Popular,  for  the  Young,  sq.  16mo,  2s  6d Darton  i860 

-  square,  2a  (Ipswich)    Longman  1S51 

(Two),  arranged  in  Dramatic  Form,  by  a  Lady,  ISmo,  la  6d A.Hall 1851 


Tree;  or  Stories  from  Far  and  Near,  by  J.  T.  A.,  fcap.  8vo,  2s6d  Ndson    1861 

Faith  and  Infidelity  ;  Two  Dissertations,  8vo,  6a Hatchard 184S 

Patience  of  the  Saints,  12mo,  8a Baisler  1842 

Peace  ;  being  Answers  to  some  of  the  Essays  and  Reviews,  8vo,  12a    Saunders  <{?  O.  1862 

Practice  of  a  Church  of  England  Man,  edit,  by  K.  Trimmer,  u.e.lSmo,2a6<2  Iloulston    1841 

Thoughts  in  Vei-se,  by  a  Country  Curate,  12mo,  3a    Bell  <£?  Daldy    1850 

Hope,  and  Charity,  a  Tale  of  the  Reign  of  Terror,  8vo,  2a  6d Dolman 1S58 

the  Ideal  and  Art,  Svo,  la Bell  tk  Daldy    1851 

Faithful  Pastor  Delineated,  12mo,  2a Simpkin 1840 

Prom i ser.  Author  of.     6Vc  Macduflf. 

Witness;  or,  Brief  Thoughts,  32mo,  la HauuUon  1855 

Faithf uU  (/.  0. )  Justification  by  Faith  cleared  from  Error,  1 2 mo,  As6d    Wertheim,  1854 

Falcon  Family ;  or.  Young  Ireland,  post  Svo,  9a,  1841  ;  12mo,  la ChapmamkH.  1S62 

Falconer  {For.)  Selections  from  the  **B6stan  of  SAdi,"  in  Persian,  ICmo,  8a  Allen  d'  Co,    ...1844 

{Hugh)  and  T.  Cautley,  Fauna  Antiqua  Sivalonis,  folio,  Pts.  1  to  9,  each  21a  Sm  it h  d:  El<lcr  1 2^6-^ 

>  Walker  {H.)  Fossil  Remains  of  Vertebrata,  8vo,  7a  6d    Williams d:  X.   i860 

(/?ic/i,)  Voyages,  Adventures,  and  Escapes,  18mo,  3a  6rf    Churton 1837 

{Tho.)  Discovery  of  the  Mississippi,  &c.,  post  Svo,  Ca  Oil S.Clarke    1844 

On  Probate  Courts,  Svo,  2s  6d Beynell 1850 

Surnames,  and  Rules  of  Law  affecting  their  C hange,  2  e. cr.  Svo,  3a 6d  Reynell  1S62 

Reports,  Controverted  Elections,  1S39,  Svo,  35a Benning 1839 

Statement  of  British  Claims  to  Oregon  Territory,  Svo,  1  a  6rf  S.  Clarke    184^ 


-{Wm.)  Poems,  with  Memoir  by  Mitford,  12mo,  5a Pickering  1830 

Shipwreck,  a  Poem,  32mo,  la  6rf     Groomhridge  ...i%^i 

— — Illustrated  by  Foster,  sm.  4to,  12a  Ct/ Simpkin 1S57 

■  Landseer^s  Designs,  ISmo,  2a Orr     i84q 


Blair,  and  Beattie's  Poems,  by  GilfiUan,  Svo,  is  6d   Nisbel 1858 

Falkenburgh,  a  Tale  of  the  Rhine,  3  v.  post  8vo,  31a  6c/    Colburn 1851 
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Falkener  (Edw,)  Dtedaloa ;  or,  the  Bxceilenoe  of  GreeV  Scnlptnre,  imp.  8vo,  42«    Longman  1 860 

Ephesos  and  the  Tempie  of  Diana,  illust.,  sup.  r.  8vo,  42*—  red.  21«  Day  d-  Son    ...  1862 

Muscnm  of  Classical  Antiquities,  imp.  8vo,  42«  Longman  i860 

On  the  Hypeethron  of  Greek  Temples,  roy.  8vo,  Zs  6d Longman  1861 

Theatnesaod  other  Remains  in  Crete  Described,  roy.  8vo,  5^ Triibntr 1854. 

Fadkland  (Lady)  Her  Life  ;  also  a  Memoir  of  Father  Francis  Slingsby,  fp.  8vo,  3«  6rf  Caih.Pvb.Co,    i86x 

(  Vetn.)  Ohov-Chov  :  a  Journal  kept  in  India,  &c.,  2  v.  8ro,  80« Hurti  &  B.    ...1857 

Falkser  (Fre.)  Muck  Mannal,  Treatise  on  Manures,  12mo,  tis  6<£,  184.3 »  1^®^  ^-i  ^*  Murray 1846 

{N.)  Faith's  Yietory  orer  Unbelief,  4th  edit,  12mo,  3«  Palmer 1849 

Fall  of  Palmyra,  Rome,  and  the  Early  Christians,  12mo,  2«  id  ;  cloth  gilt,  Zi  C<2  ...  Rouiledge  1851 

Poland  in  1794,  a  Tragic  Drama,  post  8yo,  7«  6flE   Longman  1855 

the  Jesaite  (Home  and  Colonial  Library),  poet  8vo,  2»  M,  1849— red.  *o  2*..  Murray i860 

■  -  Nan  Soung,  a  Tale  of  the  Mogul  Conquest  of  China,  8  t.  post  8vo,  81«  6rf  Saun<&ra&  0.  .1846 

Nibelnngers,  transL,  with  Notes  by  Lettsom,  post  8vo,  10»  6d  Willianu  ds  N.  1850 

Warsaw,  a  Poem,  12mo,  5«  Relfe 1842 

Palte  {PkiUp)  History  of  Jersey,  with  Notes  by  Durell,  870,  IOj  6^ ?.  lirooht   1838 

FaUon  {S.  W,)  English-Hindustani  Law  and  Commercial  Diction,  of  Words,  r.  8yo,  128  WUliamt  d:  N,  1 862 

Falloon  (Z>.)  Diakijgaes  on  the  Apostolic  Church,  12mo,  5« Groombridgt  ...\%iy 

{W.MJ)  Links  of  Gold  from  the  Chain  of  Grace,  Lectures  for  Lent,  8vo,  1«  id...  Hatcliard  1854 

fRiings  in  Heaven  and  Things  in  Earth,  6  Lectures  1860,  12mo,  1«    ...    Wertheim  i860 

Fallow  (2*.  Jf.)  Order  of  Baptism,  Public  and  Private,  12mo,  It^d  BurM    1838 

Falmouth  (Teets.)  Conversations  on  Geography,  12mo,  7s  6ci Longman  1854 

Fake  Slop  in  Life,  by  L.  L.  D.,  cr.  8vo,  \Q»  6d  Hope i860 

Fslstaff  (&V  </.)  I^e  of,  by  R.  B.  Brough,  Illust  by  Cruikshank,  roy.  8yo,  12i  6<i...  Longtnan  1857 

Fame  and  Glory  of  En^d  Vindicated,  12mo>  6i  Wiley 1842 

Familiar  Account  of  Trees,  12mo,  Za East   1838 

Epistles  of  Mr.  John  Company  to  Bfr.  John  Bull,  8vo,  28  6d Blackunods   ...1S58 

Fables  in  Prose  and  Verse,  Illustrated,  post  8vo,  S«  6d    Willoughhy    ...1858 

Hints  on  Sea  Bathing,  12mo,  2*  %d W,Smith    1838 

History  of  British  Fishes,  12mo,  44  ^ Soe.P.CK,   ...1859 

Sketches  of  Catholic  Life,  16mo,  3«  6d * Btums 1851 

Things;  a  Cydopcsdia  of  Entertaining  Knowledge,  2  v.  12mo,  5<  Hall  1853 

' YiewBof  Lunacy  and  Lunatic  life,  12mo,  8«  6d  Parker  dt  Son. i%^o 

Family  Adventures,  by  the  Author  of  "  The  Fairy  Bower,"  square,  8« Mozley  1852 

Almanack  and  Educational  Register,  cr.  8vo,  2s J M. Parker  Annual 

Altar;  Ghiide  to  Devotion,  by  various  Ministers,  12mo,  Zt^d  Nitbet    1850 

and  other  Prayers,  roy.  8vo,  6s \ Hamilton  1861 

at  the  Lea,  a  Tale  of  Home,  2  V.  post  8vo,  21«  Saunders  ^0.  1862 

Choir  ;  or,  Psalms,  Hymns,  &c,  with  Music,  post  8vo,  4«  6d  Stock 1849 

Coinm«ntu7  on  SL  Matthew  and  St.  Mark,  roy.  8vo,  5a  ^rfoom^n'<^e...  1843 

Culture;  Conversations  in  the  Domestic  Circle,  18mo,  2s A.Hall  1855 

Cydopssdia  of  Useful  Information,  with  400  Illustrations,  poet  8ro,  ZtQd...   Ward  S  Loch  .1859 

Devotion,  a  Guide  to,  12mo,  2s  6d Cleaver 1846 

Doctor,  2  T.  cr.  8vo,  each  Ss  6c2  ;  1  y.  7s    Houhton    ...1858-9 

Drawing  Book,  8vo,  Zidd Simpkin 1844 

EsBayB  on  theCreation,  Preservation,  fte.,  of  the  Universe,  8vo,  10s6<f Longman  1843 

Rzperienoes  and  Home  Secrets,  18mo,  UM   Groomlyridge  ...i9c a, 

FaiHn^i,  a  Novel,  3  V.  post  8vo,  31<  6d  Newby    1849 

Fend,  a  Novel,  by  Author  of  "Alderman  Balpk,"  12mo,  2< Routledge  1855 

Friend,  post  8vo  (half-yearly),  each  2s  6d    Wardd-L,  1846-62 

Hand  Book  ;  Information  on  Domestic  Economy,  ]2mo,  5s  Parker  db  Son  .1817 

Herald,  4to»  V.  1  to  8,  each  8«  6d  ;  V.  9  to  20,  each  7«  ed  Office    1846-62 

History,  hf  the  Author  of  "  The  Queen's  Pardon,"  3  v.  post  8vo,  31s  6d Hurtl  da  B,    ... 1 861 

Interests,  a  Story  taken  from  Life,  post  8vo,  7«  id Hope •. i8cc 

JoeMiUer,  a  Dravring-Boom  Jest  Book,  18mo,  2«  6d Oit    .!.!.i849 

Law  Adviser  and  Useful  Manual,  18mo,  7« Wiuhhoumt  ..I1839 

lifarsxy.    See  Appendix. 

Manual  and  Servant's  Guides  6th  edit.,  12mo,  S»,  iHt/— red.  to  Is Potter    1851 

Medical  Guide,  byMediens,  18mo,  2s Simpkin 1853 

Pastime  ;  or,  Homes  made  Happy,  Three  Series,  or.  8vo,  each  Is Houlaton    1851 

Pastor;  or,  Short  Sermons  for  Family  Reading,  12mo,  Za  Cd Hatchard  1846 

Physician;  or.  Domestic  Medical  Ghiide,  12mo,  2* J.F.Shaw 1844 

Guide  to  Health  and  Prevention  of  Disease,  8vo,  5s Fullarton 1846 

Poetry,  by  Editor  of  the  "Sacred  Harp,"  82mo,  3s  Kent  1845 

Prayer  Book,  with  "Baxter's  Reformed  Liturgy,"  12mo,  3s  6<i    Hamilton  1858 

Prayers,  by  a  Prisoner  of  Hope,  8vo,  2s  6d Hamilton  1857 

Bridge,  Goodhart,  and  Holloway,  4to,  25s  Wertheim  1850 

for  a  Fortnight,  by  a  Lady,  8vo,  8s Low   ig^^ 

____ different  Ministers,  2nd  edit.,  12mo,  2s Hamilton 1841 

Household,  12mO)  8s Bums    1845 

Month,  18mo,  Is;  12mo,  28  6d    Rel.  TractSoc.  1854 

selected  by  C.  Hodgson,  12mo,  3s  6d Hatchard  1854 

■ Week,  18mo,  Is Simpkin 1839 

Every  Day  in  the  Week,  by  Clericus,  18mo,  Is  Hatchard 1845 
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Family  Prayers  for  the  Course  of  the  Bcclesia«tical  Year,  fcap.  8vo,  Is  Masters.. 1848 

■ Those  Engaged  iu  Bosiness,  by  a  Layman,  12mo,  \s Groombridye  ...iH^ 

' . Young  Persons,  12mo,  28  6d Hatchard 184.9 

from  the  Book  of  Common  Prayer,  or.  8vo,  2»  6<i    Bell  6s  Daldy  .1Z61 

Psalms,  by  a  Layman,  12mo,  7s Hatchard  1850 


in  the  Spirit  and  Language  of  the  (Gospels,  12mo,  Ss  6d Simphin 1838 

Twenty-eight,  12mo,  28  Hamilton  1846 

with  Scripture  References,  by  C.  M.  P.,  12mo,  Is^d Seeley 1851 

■  Sanctuary  ;  a  Form  of  Family  Devotion,  8vo,  7«  6d Smith  A  Elder  1845 

■Save-All,  10th  edit.,  cr.  8vo,  28  ^d  Houl^ton   i86a 

>  Scenes  in  the  Mining  Districts,  by  a  Resident,  18mo,  Is    HouUton   i8$o 

•  Sunday  Book,  2  v.  12mo,  each  1«  6rf    EovlsUm    ...1851-2 

Services,  by  a  Lady  Member,  8vo,  8«  6d Ilalchard  1854 


•  Tour  through  Holland  (Family  Lib.),  12mo,  1838,  5«— red.  3«  6d    Tegg  1858 

■  Treasury  of  Sunday  Reading,  imp.  8vo,  7«  6(i  (Annual) Nehon i859'6z 

■  Tutor,  6  V.  poet  8vo,  each  2<  6<i  HouUton    ...1851-2 

•  Worship,  by  Clei^gy  of  the  Church  of  Scotland,  imp.  8vo,  21«  Blackie 1853 

•  with  Bp.  Taylor's  Prayers,  post  8vo,  3«  6d WhiUuker 1855 


Famous  Boys  and  How  They  Became  Qreat  Men,  9th  edit.,  fcap.  8vo,  3«  6rf Darlon  1862 

Fairy  Tales,  by  Alfred  Crowquill,  coloured  illustrations,  4to,  6s  Ward <i: Lock... i%6o 

Fancourt  (CSl.John)  History  of  Yucatan  to  the  17th  Century,  8vo,  10a  6d Mvrmy 1854 

Fancutt  (jno.)  Stenography  Remodelled,  12mo,  1«  6(2 ComitJk 1840 

Fancy  Needle  and  Embroidery  Guide,  18mo,  Is    Clarke   1842 

Tales  from  the  German,  by  J.  S.  Laurie,  illust.,  fcap.,  6a — red.  toZs6d  Low    i860 

Work,  square,  la Tru^nMr 1857 

•  Work-lxK)k,  containing  Instructions,  S2mo,  la  6rf ^ I/art 1841 

Fane  (C)  Good  Almond,  18mo,  2a Darton  1858 

—  {U,E.)  Five  Years'  Residence  in  India,  2  v.  post  8vo,  26a Colhum 184.1 

(/tt/.)  Poems,  12mo,  6a Pickering 1852 

Funny  Denison,  a  Novel,  8  v.  post  8vo,  81a  6d Colhum, 1852 

Fern,  Life  and  Beauties  of,  12mo,  la,  Kent ;  32mo,  la    Knight  <fe  Son..iSs$ 

Play  Day  Book,  12mo,  2s  ed...: Knight  d:  Son..i2 S7 

'  Hervey  ;  or,  the  Mother's  Choice,  a  Story,  2  v,  post  8vo,  18a Chapman  A  H.jS^^ 

Lincoln;  or,  the  Mountain  Daisy,  18ma,  la Knighi  ik  Son..  1S61 

. Raymond  ;  or,  the  Commandment  with  Promise,  roy.  18mo,  la  HouUton    1S62 

and  her  Mamma  ;  Easy  Reading  Lessons,  16mo,  2a  6d  ;  cold.,  3a  6d Grij^th  de  F.  ...xS6i 

Fanny's  Flowers  ;  or.  Fun  for  the  Nursery,  cr.  8vo,  la    Matters 1S56 

Fanqui  in  China,  2nd  edit.,  8  v.  post  8vo,  21a Colhum] 1840 

Fanshawe  (CA,)  Book  of  Battle  Songs  of  All  Nations,  sm.  4to,  21a Hogg  d:  Son*...i%s% 

Fantastical  Excursion  into  the  Planets,  8vo,  Oa Saunders  d:  0.  1839 

Fantosm e  (/orefan)  Anglo-Norman  Chronicle,  1178-74,  8vo,  16a  Surtees  Soc,  ....1840 

Far  Above  Rubies  ;  a  Memoir  of  Mrs.  Herschell,  fcap.,  6s  6d    Walton  i^S4- 

Faraday(3f !<;&.)  Chemical  Manipulation,  8vo,  18a   Murray 1843 

Experimental  Researches  in  Chemistry,  &c.,  8vo,  16a  Taylor  6s  F,  ...iSs9 

— — — Lectures  on  Chemical  History  of  a  Candle,  fcap.  8vo,  3a  6d Griffin    1862 

— ^^— — ^— — Non-Metallic  Elements,  ed.  by  Scofiem,  1 2mo,  58  6d    ...  Longman  '853 

Researches  in  Electricity,  8vo,  Vol.  1,  18a;  Vol.  2,  9a;  Vol.  8,  18a.  Taylor^ F.i%^  55 

— ^^~-^^-—  Six  Lectures  on  various  Forces  of  Matter,  Srd  edit.,  fcap.  8vo,  3a  6d  Grijffin    i86a 

Far-Famed  Tales  from  the  Arabian  Nights,  18mo,  la  Tallant 185a 

Far  Off,  Africa  and  America  Described  to  Children,  12mo,  is  6d   Hatchard  1853 

Asia  and  Australia  Described  to  Children,  new  edit.,  12mo,  4a  6d Hatchard i860 

and  Near;  Original  Poems  by  Eta  Mawr,  post  8vo,  6a Saunders  d:  O,  1856 

Faran  (Jno.)  Essay  on  Man's  Idea  of  Power,  12mo,  2s6d  Hamilton  1857 

Farbrother  {J.C.)  History  of  Shepton  Mallet,  plates,  870,  4a  6d    BartleU i860 

Farce  of  Life,  a  Novel,  by  Lord  B  *  *  *,  3  v.  post  8vo,  81a  6rf Nevhy    1852 

Farel  (PT.)  Life,  by  Kerchofer,  12mo,  3a  ReL  T^viet  Soe.  1837 

Fares  for  Hackney  Carriages  (by  Authority),  8vo,  la   Knight  ^854 

Farey  (/wo.)  On  the  Steam  Engine,  4to,  51  6s,  1827— red.  to  46a H.Bohn 1S61 

Farhill  {Edw.)  Sister  of  Charity,  and  other  Poems,  post  8vo,  7a  6rf  Churton 1835 

Farie  {G. )  Guide  to  Bridge  of  Allan,  Dunblane  Spas,  Stirling,  &  Bannockbum,  1 2mo,  Is  A  uthor  1858 

Farindon  {Ant.)  Sermons,  with  Life  by  T.  Jackson,  4  v.  8vo,  36a /.  NiehoU 1849 

Farini  {L.C.)  Hist,  of  Roman  State,  1816-60,  by  Rt. Hon.  W.E. Gladstone,  4  v. 8vo,  48a  Murray 1851-4 

Faris's  Arabic  Grammar,  with  Lessons  and  Vocabulary,  12mo,  6a  Quariich 1855 

Farley  {H)  Shells  from  the  Strand  of  the  Sea  of  Genius,  post  8vo,  5s  6d    /.  Chapman  ...  1844 

(/.  Z.)  Massacres  in  Syria,  post  8 vo,  58 Bradbury 1861 

Resources  of  Turkey,  Profitable  Investment  of  Capital,  8vo,  lOs  6d Longman  i86a 

Two  Years'  Travel  in  Syria,  poet  8vo,  12a SaundersA  O.  1858 

-  (Rich.)  Tables  of  Six  Figure  Logarithms,  post  8vo,4a  6rf Longman  1840 

Farm  and  Fruit  of  Old,  a  Translation  of  Viigil's  Georgics  1  and  2,  fcap.  8vo,  la  Low   iS6a 

Garden  Essays,  12mo,  3a   Groombridge  ..,1^52. 

Labour  Account  Book,  folio,  5s    Simpkin ^^SZ 

Life;  or.  Sketches  for  the  Country,  post  8vo,  10a  6d Saunders  d:  O.  i86i 

- —  Yard,  a  Story  for  Children,  8vo,  la Jtoutledge  ......  i8«;7 

Farman  {S.)  Damascus,  8vo,  la Wertheim 1857 

Arrangement  of  Church  Service,  roy.  8vo,  10a  6d Smith  d:  Elder  iS 27 
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Farmer's  Accotmt  Book,  fcap.  fol.,  lOs  6d Dodd  d:  Co.  ...1851 

Complete  Account  Book,  3rd  edit.,  folio,  7«  6d Simphin 1843 

Friend  ;  Recent  Di^overies,  &c.,  in  Agricnltare,  post  8vo,  7»  6rf  &mithdc Eldtr    1847 

Lawyer,  Scotland,  12mo,  65    Stnilh  dj  Elder  1841 

Library,V.l,The  Horse,  the  Ox;  2,  Animal  Economy,  2  v.  imp.8vo,cach  I7s6d  Knight  1848-9 

Weekly  Labour  Account  Book,  folio,  3» MarchatU 1843 

Parmer  and  Glazier's  Ready  Reckoner,  24mo,  1« Ward  d' Lock  i86x 

Goodall  and  his  Friends,  new  edit.,  24mo,  2«6<2,  1841  ;  red.  to  Is  6d SeeUy 1855 

Fanner  (iP.)  Selections  of  Original  Songs,  &c.,  12mo,  2»  6d  !...  Simpkin 1847 

— {Rich.)  Pleasores  of  Melancholy,  and  other  Poems,  post  Syo,  3«  6c{  Saunders  d:  0,  1847 

— •  {Sarah)  History  of  Tonga  and  the  Friendly  Islands,  post  8vo,  5»   JIamUton  1855 

Farming  Book  of  Henry  Best,  of  Elmswell,  edit,  by  Dr.  Raine,  8vo,  12« ^hiUaker 1857 

for  Ladies;  Guide  to  the  Poultry  Yard,  &c.,  12mo,  8«      Murray 1844 

Implements:  their  Uses  and  Modem  ImproTements,  8vo,  1<  6<2 D^/Porquet  ...1847 

of  Somersetshire;  Essays,  by  T.  D.  Acland  and  W.  Sturge,  8vo,  2a  Od Murray 1854 

Tour;  or,  Handbook  of  Farming  in  Lincohishire,  8vo,  Is    Simpkin 1854 

Para  (/.C.)  Pictures  of  Controversy,  12mo,  Is Author  1857 

Famell  (H';jr.)  Rapid  Arithmetic  and  Flying  Calcuktor,  18mo,  Is  6d  Jarrold 1858 

Writer;  or,  New  System  of  Running-Hand,  cr.  8to,  \s  Jarrold 1858 

School  Steps  and  Self-Instructor's  Ladder,  12mo,  \s    Jarrold 1857 

FarnhuD  (/./.)  Elementary  School  History  of  England,  }.2mOy  2# Groombridge  ...1859 

{T.J,)  History  of  the  Oregon  Territory,  8vo,  Is  6d Wiley 1844 

• — Life,  AdTentttre8,andTi-ayelsin  California,  Pictorial  ed.,roy.  8vo>  12s  Delf  185* 

— ; Travels  in  the  Great  Western  Prairies,  2  v.  post  8vo,  21j   Bentley  1843 

Farmngbam  (Mar.)  Lays  and  Lyrics  of  the  Blessed  Life,  2nd  edit.,  fcap.  Svo,  3s  ...  Low    x86i 

■ Life  Sketches  and  Echoes  from  the  Valley,  fcap.  8vo,  2s  6d Xots    1862 

FarqaW(fi.J?.)  Female  Education  ;  its  Importance,  Design,  &c.,  12mo,  3s   Partridge 1850 

— • Pearl  of  Days  ;  or,  Advantages  of  the  Sabbath,  12mo,  3s Partridge 1853 

— Real  Religion,  12mo,  2s Partridge 1855 

{Vat.)  Torch  of  Time  ;  Sabbath  Prize  Essay,  12mo,  3s Partridge 1849 

Fanjahar  Piankheart,  a  Tale,  by  Author  of  **  Orphan  Upton,*'  cr.  8vo,  6s  6d Ward  A  Lock    i860 

Fanjoharson  (Jos.)  lUoetration  of  Daniel's  Last  Vision  and  Prophecy,  8vo,  6s  Qd  ...  Smith  ds  Elder  1838 

(iRie.)  Pleasures  of  Home,  a  Poem,  post  8vo,  7s  6d  Griffith  d:  P.  ...1846 

Farr  (&i«.)  Bible  Biography,  12mo,  As Parker  ff  S(m..i%^j 

Collegiate,  School,  and  Family  History  of  Enghmd,  12mo,  5s  M Longman  1848  ' 

-' Companion  to  Miss  Comer's  England,  and  Scripture  History,  16mo,  Is...  Dean 1857 

Every  Child's  History  of  France,  Greece,  Rome,  18mo,  each  Is   Dean 1859 

— Illustrated  Manual  of  Geography,  new  edit.,  12mo,  2s Jarrold 1856 

Jepbtheginia  ;  or,  Jephtha's  Daughter,  and  other  Poems,  32mo,  is Longman  1846 

"  Manual  of  Ge<^raphy,  edited  by  R.  Saunders,  12mo,  Is  Gd Jarrold 1861 

— Select  Poetry,  chiefly  of  the  Reign  of  James  I.,  12mo,  5s  6d Parker  ds  Son   1847 

Version  of  the  Ptelms  of  Darid,  18mo,  &s  FeUowes 1836 

~ — (/on.)  Counsels  and  Consolations  ;  Meditations,  18mo,  2s Simpkin 1840 

-  (7%o.)  Reminiscenoes  of  the  Spanish  War,  post  8vo,  8s Hidgway    1838 

-  I  TTn.)  Medical  Guide  to  Nice,  12mo,  5s  6ci Churchill  1841 

FacTud  {Banks)  Christian  System  ;  or,  Teachings  of  New  Testament,  8vo,  8s Longman  1856 

■ Man,  Natural  and  Spiritual,  post  8vo,  5s Bennett 185a 

• {S,A.)  Sister's  Memorial,  8?o,  2s  6d    Cash 1857 

I^^mr  (i.£)  Bible  Class-Book,  12mo,  2s Mason   1854 

' Sketches  of  Popular  Antiquities  for  Youth,  1 8mo,  Is  6<2    Mason  1855 

' (A.S.)  Bight  Lectures  on  the  Critical  History  of  Free  Thought,  8vo,  16s Murray 1861 

Hints  to  Students  in  Reading  for  Classical  Honours,  2  e.,  12mo,  Is  6d  Whittaker 1861 

■ ■ Science  in  Theology:  Sermons  at  St.  Mary's,  Oxford,  8vo,  9s Mwray 1859  •>- 

- — (F.ir.)Eric;  or,  little  ^'Little,  a  Tale,  5th  edit.,  fcap.  Sro,  5s Longman 1861 

•  Essay  on  Christian  Doctrine  of  the  Atonement,  post  8vo,  Is Bell  dtDaldy...i 2^9 

the  Origin  of  Language,  based  on  Modem  Researches,  fp.  8  vo,  5s  Murray 1 8  60 

•  Julian  Home,  a  T^e  of  College  life,  2nd  edit.,  fcap.  8vo,  5s    Longman  i860 

-Lyrics  of  Life,  12mo,  4s  6<2  MacmiUan 1859 

"~ People  of  England,  8vo,  Is    Longman  1857 

' (/no.)  Biblical  and  Theological  Dictionary,  12mo,  7s Mason  185a 

^  Ecclesiastical  Dictionary,  12mo,  6s    Mason   1853 

— —  Manual  of  Biblical  Geography,  12mo,  4s  6d    Mason   1857 

~ Proper  Names  of  the  Bible,  18mo,  2s   Mason   1844 

J>n«  ((Jorarrf)  Naaman  the  Syrian,  a  Poem,  8vo,  Is   Cox    1857 

Farrell  (/.)  Use  and  Application  of  Pyrimont  Seyssel  Asphalte,  12mo,  2s W.H.Miller  ...i860 

Farres  {E.J,)  EsBay  on  the  Doctrine  of  Life  Contingencies,  12mo,  4s    Smith  de  Elder  1844 

'  life  Contingency  Tables,  8vo,  5s    SmithdsElder  1855 

~^      -{Geo.)  Bills  of  Costs  in  Chancery,  with  Notes,  &c.,  12mo,  Ss Stevens  1840 

-  Chart  of  Chancery  Practice,  canvas  and  roller,  5s   Richards    , 1841 

-Digest  of  Equity  and  Common  Law  Reports,  8vo,  10s Stevens  1841 

-Fonna  and  Rules  for  Drawing  a  Bill  in  Chancery,  18mo,  2s  6d Pickering 184a 

•  Handbook  for  Judges,  Barristers,  &c.,  8vo,  6s Bichards    1839 

-Key  to  the  Statutes,  18mo,  2s  6d Pickering 1837 

Liabilities  of  Public  Companies  and  Partnershiiw,  12mo,  5s  Sliawd:  Sons  ...li^ 

-Rules  for  Reading  Acts  of  Parliament,  18mo,  2s Pickering 1840 
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"Farren  (Oeo.)  Statute  made  Easy,  18mo,  5« ~ Pickering  .. 

Farrer(/.H^.)^  *^e  Offices  of  Masters  in  Chancery,  8vo,  Zs Steten»AsN, 

-(0.  W,)  Rights  and  Liabilities  under  Winding-up  Acts,  1850,  12mo,  fo Maxwdl 


839 

M 
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Parries  {Tho$,)  Guide  to  Drawing  Bills  of  Costs,  p<»t  Svo,  12&  6d BuUerworUu  ...iis9 

Farington  Papers,  edited  by  Miss  Farington  and  R.  F.  Ridnes,  Svo Chetham>Soe.i%sS'^ 

Fasciculi  Zizaniarum  WycUff  cum  Tritico,  edited  by  Shirley,  roy.  Svo,  lOtf    Longman  185S 

Fascination  and  other  Tales,  edited  by  Mrs.  Gore,  3  t.  post  8to,  81«  6d  Colbwm 1842 

Fasquelle  (Louis)  Lessons  in  French,  Pts.!  &2,  12mo,  ea.  2«;  1  v.4«6d OasaeU  1853 

Fassiefem  (J,C,)  Memoirs,  Srd  edit.,  4to,  7«  6rf A.Hall 1859 

Fast  Life  :  an  Autobiography,  12mo,  1«  6<{  Vidcen 1859 

Fast-Day  Sermons,  cr.  8va,  8s     New  York lUi 

Fasti  Aberdonenses:  Selections  from  Records  in  Unirersity  and  King's  College,  Aberdeen  Spalding  O^b 

Fasts  and  Festiyahi  of  the  Church  (Origin  of),  18mo,  2s  M Brooks  

Fatalist ;  or,  th^iPortunes  of  Godolphia,  a  Noyel,  8  t.  port  Svo,  8U  6<i  Bdwardi   

Fate  of  Folly,  a  Novel,  by  Lord  B  •  •  •,  8  ▼.  poet  8to,  81«  6(i Newfnf    

Tom  Torment,  4to,  1*    Wa/rdS Lock, 


Fate,  the  Poetical  Book  of,  18mo,  1«  W    Newbif 

Father  Connell,  a  Tale,  by  the  0*Hara  Family,  3  ▼.,  Nevby,  184a ;  n.e.,  fcp.,  2t  6d  Bums    .... 

D'Arcy,  2  vols,  post  8to,  18« Colbnm.... 

John  ;  or,  Cromwell  in  Ireland,  jMst  Svo,  7«  6d Wkittaker  . 

^—^ Oswald,  a  Catholic  Story,  12mo,  6« Ihlman.,,. 

Reeves,  the  Methodist  Class-Leader,  ISmo,  Is HamUknn  . 


— —  Ripa*s  Residence  in  Chiua,  transl.  by  Prandi,  p.  Svo,  2s  6rf,  1844 ;  n.  e.,  2s  Mtaray . 

and  Daughter  :  a  Tale  of  Olden  Islington,  postSyo,  Is  6d    WarddfLodc.. 

Father's  Coming  Home  ;  a  Tale,  fcap.  Svo,  8s Nelson    

Gift  to  his  Children,  32mo,  2s  6d  Whiiiaker 

r-Messenger,  18mo,  Is    WkiUaker  

Present  to  his  Son  ;  Religious  Advice,  32mo,  2s  6<^ OroonUnridge .. 

-  Reasons  for  Repose  ;  Memoir  of  a  Son,  12mo,  4s  6(i    Seeley . 


Fathers  and  Founders  of  the  United  Presbyterian  Church,  5  v.  12mo,  15s   PuUarUm 

Historians,  and  other  Writers  of  the  Church,  Extracts  from,  12mo,  7s  6<2  ...  Simpkin 

of  Independency  in  Scotland,  1798-1851,  fcap.,  8s  6d Newttg    

the  Desert,  laves  of,  from  the  French,  12mo,  3s  T,  Mdmrdson, 


'  Lives  of.     Set  also  Butler  (A.)  and  Saints,  Lives  of. 
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-  Early  and  Modem,  new  ed.,  illust.,  2  v.  sq.  Svo,  each  21s  Low    186 1-2 


*Fau  {Dr.  J.)  Anatomy  of  External  Forms  of  Man,  Svo,  with  Atlas,  4to,  24s;  cold.,  42t  BaHmre 

Faucett  (T.)  Designs  for  Monuments,  Tombs,  &o.,  4to,  15s    M.Tayler 

■ Organs,  plates,  4to,  42s Author  ... 

" History  of  Brentford,  Ealing,  and  Chiswick,  Svo,  21s  ;  large  paper,  42s  Simpkin.., 

-Hammersmith,  Svo,  21s;  large  paper,  42s Nichols 


Faucher  (Zeon)  Manchester  in  1844,  12mo,  8s Simpkin 

Remarks  on  Production  of  the  Precious  Metals,  Svo,  2s  6d Smith  <fc  £lder 

Faucon,  Le  Livre  du,  4to   RoaeburgheClub 

Fauconberge  (Hen.)  Memorial  of,  by  Riz,  sm.  4to,  5s  ;  large  paper,  7s  6d  J.JLSmiih 

Faulkner  {A.B.)  Letters  on  a  Tour  through  France,  fcc,  1887,  post  Sro,  9s  M  Maerome    

-  {Nat.)  Letters  on  Experimental  Religion,  12mo,  8s    Palmer 


Fauquier  (Geo.  W.)  Scripture  Readings  in  Visiting  the  Sick,  12mo,  2s  6(i    lUvingUms 

FaasboU  (V.)  Five  Jatakas,  a  Fairy  Tale,  a  Comical  Story,  kc.,  Svo,  4s  Williams^kN, 

Faussett  (A.R,)  Irehwd  and  the  Irish,  Past  and  Present,  12mo,  Is  Parker  ASon.. 

Scripture  and  Prayer  Book  in  Harmony,  12mo,  8s  6d Seeleg 


{B.)  Inventorium  Sepulchrale,  edit,  by  C.  R.  Smith,  pL,  4to  (Private) AtUkor 

•(Ood.)  Sacred  Chronology,  edit,  by  Robt.  Faussett,  Svo,  7s  td  J.HJsJ,Parker\ 


Faust,  a  Fhantasia,  transited  by  Drakeford,  12mo,  2s  6d Benileg  . 

Fauvet  (il.i>.)  Champ  de  Roses,  12mo,  5s  Simpkin 

Favel  {Paul}  White  Wolf  of  Brittany,  fcap.  Svo,  2s  Cff.Ctarke 

Favey  (Oeo,)  Short  Stories  from  the  History  of  Switaerland,  square,  2s   SocP,C,K. 

Favourite  Library.     See  Appendix. 

Favourite  Coloured  Picture  Story  Book,  roy.  Svo,  7s  6d Deam 

-^—  English  Poems.     Chiefly  unabridged,  2  v.  sq.  Svo,  hf. -bound,  88s Low 


•  Fairy  Tales,  with  coloured  Illustrations,  fcap.  Svo,  2s  6d Jffoulston 

'  Nursery  Tales,  with  Pictures,  18mo,  Is  Dean 

.  Passages  in  Modem  Christian  Biogfaphy,  12mo,  8s  tid ffoggdrSons  . 

-  Picture  Book :  Gallery  of  Delight  for  Youth,  n.ed.,  4to,  8s  6<i;  cold.,  7s  6d  Griffith  d:  P,  . 

•  Pleasure  Books  for  Toung  People,  illustrated,  16mo,  ^ Lofw    

•  Story  Book  for  Little  Folk,  7th  edit,  16mo,  Is  6d    Dwrian  

-  with  illustrations,  imp.  16mo,  4s  6c{   Qriffin 


Fawoett  (/.)  Family  Records  of  the  Church  of  England,  12mo,  Is    .*. RamXUton  . 

"                    "The  Flood  came  and  took  them  all  away,"  ISmo,  28  6<i Simpkin..., 

Vocal  Instractor,  new  edit.,  oblong,  4s    Wkittaker. 

^—  {Jno.)  CriminalJustice  Act,  1856,  12mo,  Is  6<i    Stevens  .... 

-                   Discourses  on  Christian  life,  Svo,  7s   Batehard  . 

Essay  on  Anger,  18mo»  2s Ball  

Exposition  of  the  Acts  of  the  Apostles,  8  v.  Svo,  24s   HaUhard  . 

St.  John's  Gospel,  8  v.  Svo,  21s    Hatckard  . 

(/osA.)  Church  Rides  in  Neighbourhood  of  Scarborough,  12mo,  8s   SimpJ^,... 
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F»veett(/o«*.)  Chmcbes  of  York,  imp.  4to,  42« Rivington  1843 

Lyra  Ecclesimstica,  imp.  4to,  21« Rivington  1845 

Ptotoral  Addreases,  Firefc  Series,  12mo,  2*  6<i Wertkeim  1855 

Sermon  on  the  Holiofirth  Flood,  ISmo,  2«  6rf     Simpkin 1854 

Fsv(koer  {Ja»,)  Travels  on  the  Coast  of  Benin,  West  Africa,  12mo,  U    Schloss  1837 

Favkes'sof  York  in  the  16th  Century,  12mo,  2«  6(i  NichoU  1850 

Favn  of  SoiorioB,  2  t,  post  8to,  18«   Longman   1846 

Fay  ((?.)  Lyrics  and  Idylls,  fcap.  8vo,  4s Bdld:  Daldy  .1861 

Poetry  for  Play  flonrs,  imp.  16mo,  8«  6d  ;  cold.,  4«  6d BeU  ^Ss  DcUdy  .i860 

-  {T.S.)  Double  Duel ;  or,  Hoboken,  a  Norel,  8  v.  post  8to,  31#  6d  Bentley 1843 

Norman  Leslie,  a  Tale,  3  V.  post  8vo,  3U  6d  Macront    1835 

The  CoantesB,  a  Novel,  8  v.  post  8vo,  81»  6d Btntley 1840 

FsTeis{2%Q.)  Labour  among  the  Navvies,  cr.  8vo,  2« Werth^m  186a 

Fear  Not,  by  Author  of  **Thonghta  in  Suffering,"  18mo,  U  M J.F.Shav 1840 

Feani  (/of.)  Belief  and  Unbelief  a  Tale  for  the  Sceptical,  18mo,  2«  M    Wigktman 1840 

Hymns  for  Sundays  and  Holidays,  18mo,  8s   J.IIughcs  1854 

Schism  and  Repentance  :  a  Subject  in  Season,  12mo,  ia6d  Smith  d:  EltUr  1844 

Ftisme  (Cha.)  Essay  on  Contingent  Reminders,  by  Smith,  10  ed.,  2  v.  roy.  8vo,  44s  Sterens  1843 

(f.^.)  England's  Church  in  Saxon  Times,  8vo,  10s  6rf SeeUy 1848 

FearoQ  ((r.)  Evidences  in  Favoar  of  Homoeopathy,  8vo,  2s J.Leath 1845 

(ifim.)  Mental  Vigour,  8vo,  Is    Rivington 1859 

Old  Dame  Walder,  a  Tale  of  the  Poor,  fcap..  Is  6d Rivington 1847 

Sermons,  fcap.  8vo,  3s  6(i Rivington  i860 

—  What  to  Learn  and  What  to  Unlearn,  new  edit,  fcap.  8vo,  Is  6d Rivington  i860 

{J.P.)  Suggestions  for  Legislation  on  Endowed  CbariUes,  8vo,  3s Longman  1855 

FeatheisloDe  (7%o.)  Legends  of  Leicester  in  the  Olden  Time,  post  8vo,  8s Whittaker 1838 

The  Student,  a  Drama,  12mo,  Is Strange 1838 

Ftttbewd  Favourites:  Pictures  of  British  Birds,  by  Wolf,  roy.  8vo,  18s Bosworth   1853 

Fe&tiKRtonhaogh  {G.  W.)  Canoe  Voyage  up  the  Mianay  Sotor,  2  v.  8vo,  28s    Bentleg 1847 

■ ■ Tour  through  American  Slave  States,  2  v.  8vo,  26s Murray 1844 

Treaty  of  Washington,  1842,  8vo,  3s Parker d:  Son...  iS^i 

Pcatiof  Modem  Enterprise,  Two  Scries,  12ino,  each  4s Orr    1847 

Feed  my  Lambs  ;  or,  Young  Mother's  First  Book,  16mo,  2s  6(2 ...  Nid>et 1852 

Fcency's  Master  Printer's  Price  Manual,  12mo,  Is  6d Steill  1845 

Veijraed  Excuses,  12mo,  Is Seeley  1856 

Fttliog  ((7.i.)  Course  of  Qerman  Literature  for  Beginners,  12mo,  5s  Natt  1846 

Guide  to  the  Study  of  German,  12mo,  5s,  1845  ;  Key  to,  4s    NuU  1851 

• Key  to  Bowbotbam*8  Ckrman  Grammar,  12mo,  2s  6rf    Dulau    1843 

Feist  (Cha.)  Spring  Blossoms,  Dialogues  for  Children,  16mo,  2$  6d  Whittaker 1 843 

F<iloe  {0.)  The  Voice  of  the  Bible  Hawker,  from  the  French,  12mo,  2i  6d  Simpkin 1 847 

Felix  (^V.)  Treatise  on  Use  of  the  Cricket  Bat,  4to,  9s Baily  1850 

Feiix  Gilray,  the  Timea  of  Queen  Victoria,  12mo,  7s    Hall  1854 

Fell  {Jokn)  Paraphrase  and  Annotations  on  St.  PauPs  Epistles,  8 vo,  7s    /.  H.de J. Parker 1 851 

--(/M.S.)Soelefliasiical  History  of  New  England,  V.  1,  8vo,  15s    Botton.U.S.  ...1855 

— -</.  IF.) Treatise  on  Cancer,  and  its  Treatment,  8vo,  5s Churchill 1857 

-  {R.C.)  Passages  from  Private  and  Official  Life  of  Aid.  Kelly,  post  8vo,  6s  6rf  ...  Groombridge  ...1856 

F«tJer  (/. £. )  Hew  Diamond  Dictionary,  German  and  English,  82mo,  2s  6c2  Dulau    1 849 

FirUow  Commoner,  a  Novel,  8  v.  8vo,  Zlt  M   , Churton 1836 

' Tiavelleis,  a  Novel,  3  V.  post  8vo,  31«  6<? Hurst  d:  B,    ...1858 

FeUowes  (/./r.)  Public  Health  Act,  with  Notes  and  Index,  12ino,  U Benning 1848 

{Robt.)  Religion  of  the  Universe  :  Views  of  Future  State,  post  8vo,  6s Allman 1836 

FcUovs(CAa.)  Acoount  of  Ionic  Monuments  at  Xanthns,  roy.  8vo,  5s Murray 1848 

•* Xantfaian  Marbles,  British  Museum,  roy.  8vo,  5s   Murray 1843 

— • Coins  of  Ancient  Lyda  before  the  Reign  of  Alexander,  roy.  8vo,  10s 6d  Murray 1855 

■ ■^— Discoveries  in  Ancient  Lycia,  roy.  8vo,  42s Murray 1841 

— Excursion  in  Asia  Minor,  roy.  8vo,  28«,  1839  ;  new  ed.,  post  8vo,  9s   Murray 185a 

(/no.)  Gradational  Spelling  Book,  18mo,  Is  Gc^  Simpkin 1838 

* Mysteries  of  Freemasonry,  12mo,  3s Reeves  dt  T i860 

■ (ifnL)  Poems,  12mo,  3s Smith  A  Elder.,  i%s7 

{R.B.)  Treatise  on  the  Gun  and  the  Dog,  12mo,  2«  6d „...  Oroombridgt  ...1857 

■ •  (r.ir.)Lawof  Costs  in  Superior  Com-ts,  1847,  12mo,  4s  , Benning 1847 

■ — Origin,  Progress,  and  Authority  of  Convocation,  8vo,  Is  6d  Rivington  1851 

r — — — Public  Health  Act,  and  Forma  of  Petitions,  Ac.,  12mo,  5s    Benning 1848 

Fclthaa  (Oicw»)  Beauties  of,  12mo,  Is  6rf ffodsond:Son    1851 

ResolveSk  Divine,  Moral,  &c.,  cr.  4to,  6$  Whittaker 1840 

; 12mo,  6s    Pickering  1839 

'«H<m  (ae.)  Greek  Reader,  for  Schools,  12mo,  6s Hartford  1852 

" Selections  from  Greek  Historians,  12mo,  7«  Qd Cambridge^U.S^i^^x 

</.)  Manual  of  Mental  Arithmetic,  12mo,  2s A. Ball  1840 

^■^ Method  of  Performing  Commercial  Calcolations,  12mo,  2s   A»HaU 1839 

* (/.^OT^e  Horaesboe,  aPoem,  12mo,  2s  Cambridge,  UsS.iS^^ 

Ftmsle  Agency  among  the  Heathen,  new  edit.,  12mo,  3s6d  Suter 1850 

Bwgraphy,  2  v.  18mo,  6s  Rel. Tract. Soc.,i%6c 

Charsctersof  Scott,  18mo,  2s  6d Stevens    1847 

^Bdneatiim,  by  a  lAboorer's  Daughter,  12mo,  8s Partridge  df  0.  i85or 
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Female  EflForte  in  the  Saviour's  Cause  Defended  and  Encouraged,  18mo,  2«  M Seeleif 

Examples  from  Holy  Scriptures,  for  Youth,  18mo,  Is Hatchard  

Excellence,  by  a  Mother,  18mo,  1»  6rf  ;  32mo,  1«  JUL  Tract. Soc., 

Freemasons,  a  Novel,  3  v.  post  8vo,  81»  6d Bull    

Happiness;  or.  Lady's  Handbook  of  Life,  12mo,  Ss  6d Tegg  

Jesuit;  or,  Spy  in  the  Family,  post  8vo,  ^  6d  Partridge 

Life  among  the  Mormons,  12mo,  1*,  CM.  Clarke;  Is  Routiedge   

■  in  Prison,  by  a  Prison  Matron,  2  v.  post  8vo,  21*   Ilurtld:  B,    ... 

Mentor  :  Select  Conversations,  edit,  by  Mrs.  Coxe,  l2mo,  6« Simpkin 

Poets  of  America,  8vo,  illust.,  16»  Pkiladelpkia... 

•  Visitor  to  the  Poor,  2nd  edit.,  fcap.,  is  6(2 Seeley. 


Fcnby  (T/ib. )  Dictionary  of  English  Synonyms,  12mo,  2«    Ward  tS:  Lock  . 

Fendall  {Jos.)  Authority  of  Scripture,  Examination  of  Jowett's  Essay,  8vo,  5» Saunders  d:  0. 

Fenelon  (.4 ftp.)  Beauties  of,  12mo,  4<    Tegg  

• — Counsels  to  those  Living  in  the  World,  by  Bennett,  18mo,  2s  Cleaver  

Dialogues  on  Eloquence,  with  Essay  by  Jenour,  12mo,  2« T.V.Tkamstm  . 

Education  of  a  Daughter,  Epistle,  kc,  2nd  edit.,  12mo,  3a  6d Boston^  U.S.  ... 

Extracts  from,  by  Marshall,  11th  edit.,  12mo,  6« Hatchard  

■  Letter  on  Frequent  Communion,  by  Bennett,  12mo,  Is  Clearer  

■  Manual  of  Piety,  translated  by  Mrs.  Mant,  24mo,  2s Shenoood   

Pious  Reflections,  32mo,  Is  HotdMon    

Selections  from,  by  Mrs.  FoUen,  12mo,  2»6d,  Routiedge;  6tlied.  9s6d  Wki^eld  

Telemachus,  translated  by  Hawkesworth,  new  edit.,  32mo,  2s AUman  

Versified,  roy.  8vo,  7«  6d Spiers 

• in  English  Verse,  by  Simooz,  2  v.  12mo,  8« Longman  

■' Blank  Verse,  by  Boss,  fcap.  8vo,  78  Qd  Jas.BUidkwood 

T61emaque,  par  Bertrand,  18mo,  2s  6d  Williams  dk  y. 

De  la  Voye,  18mo,  2»  6d   Parker  ilb  Son 

Delille,  12mo,  4s  Qd   Whittaker 

____^_. Gros,  new  edit.,  12mo,  4« Longman  

Surenne,  18mo,  2s  6d Simpkin 

Ventouillac,  2  v.  18mo,  6«    Low    

•  Wanostrocht,  12mo,  As6d Longman   


First  Seven  Bks., Interlinear, tr. by  Beauvoisin,  12mo,  5s...  Law 
Hamiltonian  Interlinear  System,  12mo,  4s  6d AyloU.. 


Thoughts,  32mo,  1»,  cloth;  2s,  silk  ;  3«,  morocco Bogue 

Vies  des  Anciens  Philosophes,  abreg6,  24mo,  4s WhiUaker  .. 

Fenn  (Cha.)  Compendium  of  English  and  Foreign  Funds,  by  Ayres,  9th  e.,  \2mo,  7«6ci  E.  Wilson  ... 

(/no.)  Paston  Letters,  Henry  VI.  to  Richard  III.,  by  Ramsay,  12mo,  5s H.Bohn 

Fennell  (J.B.)  Child's  Book  of  Zoology,  16mo,  8s  6d TkomoM 

Drawing-Room  Botany,  8vo,  7«  6rf Thomas 

Natural  History  of  Quadrui)eds,  8vo,  21#  Tegg 


'(J.W.)  Shakespeare  Cydopeedia,  Pt.  1,  8vo,  Is  J.R.SmUh. 


Fenton  (Ben.)  Poems,  post  8vo,  7s Saunders  d^O, 

-{Capt.CH.)  Rudiments  of  Rifle  Practice,  fcap.  8vo,  Is  6d Simpkin!l 

■     {J.A.)  Cottage  Lectures  on  the  Seven  Epistles,  12mo,  Is Benning 

'  (/.  Z>.)  Memory :  a  Story  of  a  Long  Dream,  12mo,  2s  Qd Jas.  Blackwood 

{Roger)  and  Davidson  (Jas.Bridge)  The  Conway  in  Stereoscope,  p.  8vo,  81s  6d  L.Reeve 

(Ifw.)  Child's  First  Latin  Book,  12mo,  2s  Simpkin 

1'.  Livingstone,  Report,  imp.  8vo,  2s Hatchard 

Fenwick  (//or.)  Field  Exercise,  Illustrated,  12mo,  4s Clowes    

(Sam,)  Treatise  on  Diseases  of  the  Throat  and  Lungs,  12mo,  2s  6d Churchill 


•  (Stephen)  Mechanics  of  Construction  :  the  Strength  of  Materials,  8vo,  12s    ...  Bdl  ds  DaJdy 
—  (Tho.)  On  Subterraneous  Surveying  (Weale's Series),  3  e.,  12mo,  2s  6d    ...   Virtue    


Fenwicke  (Oeo.)  Thoughts  upon  Hebrew  Titles  of  the  Psalms,  12mo,  4s Hope  . 

Ferard  (/.)  Treatise  on  the  Law  of  Fixtures,  2nd  edit.,  roy.  8vo>  16s    Benning , 

Ferdinand  Castleton,  a  Novel,  3  v.  post  8vo,  81s  6rf   Boone , 

Ferel  (W.)  Motions  of  Fluids  and  Solids,  4to,  3s  6d    New  Ywrk 

Fergus  (/Ten.)  Readings  in  Natural  Theology,  12mo,  4s  Parker &Son. 

Ferguson  (il.)  Buyer  and  Seller,  8vo,  Is    E,  Wilwn  

Tables  of  Profits,  Discount,  Commission,  &c.,  12mo,  7s  6d E.  iri^son  , 


— (F.)  Treatise  on  Peace  with  God,  12mo,  5s Ward de  Lock.. 

'(Geo,)  Decerptaex  P.  Ovidio,  8rd  edit.,  18mo,  2s  6(i Simpkin 

Essays  on  Breeding  Poultry,  with  Illustiutions,  8vo,  7s    Culliford   

Grammatical  Latin  Exercises,  18mo,  2s;  Key  to,  2s Simpkin 

Illustrations  of  Prize  Domestic  Poultry,  8vo,  8s Culliford », 

Introductory  Latin  Delectus,  12mo,  2s   ...  ♦ Simpkin 

-Bare  and  Prize  Poultry,  coloured  plates,  8vo,  12s Routiedge  


■  (Hugh)  On  Blood-letting  in  Diseases  of  Horses,  post  8vo,  8s  6d    Longman 

— (Jas.)  Inquiry  into  Principles  of  Beauty  in  Art,  imp.  8vo,  21s Longman  

Limitation  of  Actions  Bill  for  Ireland,  8vo,  5s Hodges  ji;  Smith 

•  System  of  Mental  Arithmetic,  18mo,  Is  Zd  Whittaker 


-  (7.)  Fundamental  Rules  of  Arithmetic,  18mo,  ls6d   Harveg 


' (J. C.)  Pleasures  of  Music,  12mo,  3s  Gd Qroombridge  ... 

(Jno.)  Microscope  :  its  Revelations,  &c.,  post  8vo,  8s  6(f Hamilton  
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Fer?5Tison(Roft<.^Coiiflecratfid  Heights;  or,  Higher  Manifestationa,  2nd  edit.,  8vo,  6»6d  Ward 1861 

SngUah  Sumames,  and  Place  in  the  Teutonic  Family,  poat  8vo,  7a  6d...  RoutUdge  1858 

Essay  on  Puerperal  Fever,  poatSvo,  9«  6d Murray 1839 

History  of  England,  l2mo,  3» ComcU    ..1851 

Nineveh  and  its  Enins,  post  4to,  5$ Partridge  1854 

. Scotland,  12nio,  1»  6rf    Cassell   1851 

■ Northmen  in  Cumberland  and  Westmoreland,  cr.  8vo,  5s Longman  1856 

. Pipe  of  Sepoee;  Recollections  of  Eastern  Travel,  16mo,  is^d  Harriton    1851 

-  Biver-Names  of  Europe,  post  8vo,  4«  6d    Wiilfamsdi*  N.  1862 

Sacred  Studies  :  Aids  to  Development  of  Truth,  post  8vo,  6»  W Ward 1854. 

Sacrifice,  in  its  Relation  to  God  and  Man,  12mo,  2i Ward 1856 


■  Seventeen  DiscouRes,  8vo,  7»  W Ward 1853 

-Shadow  of  ibe  Pyramid  :  Sonnets,  12mo,  3»  6d   Pickering  1847 

Swiss  Men  and  Swiss  Mountains,  16mo,  Is Longman  1853 


(ITat.)  Hidden  Things  brought  to  Light,  12mo,  2a Ward 1848 

Interest  Tables  for  Bankers,  3rd  edit.,  12mo,  5s  Blackie 1858 

Notes  of  Professional  Life,  post  8vo,  7a  6d Longman  1846 

on  America,  by  River  and  Rail,  8vo,  14a NitA>et 1856 


Old  Testament  Story,  with  Notes  for  Teachers,  18mo,  2a Nisbet 1855 

Penalties  of  Qreatness,  post  8vo,  6a  W  Ward 1857 

{W.D,)  Common  Law  Procedure  Acts,  1853  and  1866,  8vo,  16a    Benning 1857 

Ecclesiastical  Code  as  to  Erection  of  Churches,  &c.,  8vo,  5s Benning 1851 

—  Education  in  Ireland,  8vo,  la  Seefey 1858 

. Law  of  Railway  Companies,  Ireland,  12mo,  10a  6d Benning 1848 

Tenure  and  Improvement  of  Land,  Ireland,  8vo,  10a  6<2 Benning 1851 

Treatise  on  Court  Registration,  Ireland,  12mo,  6a Orr    1846 


Fefjn»onB ;  or,  Woman's  Love  and  the  World's  Favour,  2  v.  post  8vo,  21a    Colbum 1839 

FezTuason  {Jcls.)  Episties  of  St.  Paul,  8vo,  10a  Qd   Ward 1841 

Essay  on  Ancient  Topography  of  Jerusalem,  imp.  8vo,  16a    Weale 1847 

New  System  of  Fortification,  imp.  8vo,  12a  6d    WeaU 1849 

—  Exposition  of  Epistles  to  GaUtiana,  Thessalonians,  8vo,  10a  6d    Hard 1841 

—  Greek  Grammatical  Exercises,  12mo,  3a  6c2  ;  Key  to,  3a  6<f Simpkin 1855-6 

Histoiyof  Architecture  in  all  Ages,  2  v.  8vo,  36«,i855;  n.  e.,  1  v.  26a  Murray 1858 

Modem  Style  of  Arehitecture,  illust. ,  8 vo,  31a  6<£  Murray 1 8 62 


-  lUnstrations  of  Ancient  Architecture  in  Hindostan,  fol.,  84a Hogarth 1847 

Rock  Cut  Temples  of  India,  folio,  62a  6d Weaie 1845 


Mausoleum  at  HalicamassuA  Restored,  4to,  7s6d  Murray i86z 

Notes  on  the  Site  of  the  Holy  Sepulchre  at  Jerusalem,  8vo,  2a  6<2    ...  Murray 1861 

Palao»of  Nineveh  and  Persepolis  Restored,  8vo,  16a Murray 1851 

Peril  of  Portsmouth  ;  or,  French  Fleets  and  English  Ports,  8vo,  8a  ...  Murray 1853 

Portsmouth  Protected,  a  Sequel  to,  8vo,  3a  6(2    Murray 1856 


(IT.)  System  of  Practical  Surgery,  6th  edit,  12mo,  12a  6d Churchill  1857 

Fame's  Commentary,  by  Dr.  Alexander,  8vo,  7a  6d   Wodrow  80c.... 

Fan  <Fa«j»y)  life  and  Beauties  of,  12mo,  la  Kent  1855 

Ruth  Hall,  a  Tale,  12mo,  la  6d,  Houldon  ;  la,  JtmUUdge  ;  Is Knight  A  San    1855 

Fan  (The)  Collector's  Album,  4to,  21a Hardwicke    ...1859 

Leaves,  from  Fanny's  Portfolio,  complete,  12mo,  la  6<2;  p.  8vo,  3a  M  ;  cold.,  5s  Ward  d:  Lock  .1855 

I Selections  from,  18mo,  la  6d   Knight  ik  Son    1854 

Illust.  by  Birket  Foster,  2nd  edit.,  sq.,  2a  6d     Cooke 1853 

Fcirnfoot;  or.  Heart  Portrait8,  by  Author  of  '*Ravenshill,"  12mo,  8a  6(i Hamilton  1856 

Izrai9{Wm.)  Memoir  of,  by  Rev.  J.  Femie,  12mo,  Bs  6d Hamilton  1852 

Ferns  (British)  Plain  Account  of,  ed.  by  Lankester,  n.e.,  12mo,  2a  6(2;  cold.,  4a    Hardwicke i860 

Fera»ide  Farm,  18mo,  Is    Soc.P.C.K,   ...1856 

Ferrar  (A'icA.)  Brief  Memoire  of,  by  Macdonogh,  12mo,  4a Nisbet    1837 

Life  of,  by  his  Brother  and  Dr.  Jebb,  12mo,  7a  Qd Macmillan    ...1849 

Dr.  Peckard,  abridged,  12mo,  2s  6d Masters 1852 

Feriaia  (Dii«A«a)  Memorials  of,  cr.  8vo,  6a Bosworth  1859 

Ferrari  {A.)  Formation  and  Cultivation  of  the  Voice  for  Singing,  4to,  8a Codes 1857 

Fetrer  (Jf.)  fiobert  Momay,  a  Tale,  crown  8vo,  9a  Chapman  d:  H.iSs^ 

Ferrerii  (Joan.)  Historia  Abbatum  de  Kynloe,  4to Bannatyne  CI.  1839 

Ferrie  (i2.ir.)  Memoir,  or  Fraternal  Memorial,  12mo,  Zs  6d  Hamilton  1852 

Ferrero  {G.M,)  Diary  of  an  Officer  in  the  Campaign  of  Lombardy,  8vo,  3a  td Low    1850 

Fenen  {X,M.)  Elementary  Treatise  on  Trilinear  Co-ordinates,  cr.  8vo,  6s  Sd Macmillan    ...1861 

Forey  {B.)  Antiquities  of  Christ  Chureh  Priory,  Hants,  4to,  16a  ;  L  p.,  26a H.Bohn 1842 

Ferrier  (/-F.)  Institutes  of  Metaphysics,  2nd  edit.,  post  8vo,  10a  6d Bladcwoods   ...1856 

(J.P.)  Caravan  Journeys  and  Wanderings  in  Penia,  &c.,  8vo,  21a    Murray 1856 

History  of  the  Afghans,  8vo>  21a   Murray 1858 

(/.r.)IchDien,  8vo,  2a ^ Clowes    1857 

{Miss)  Destiny,  a  Novel,  12mo,  5a,  1841 — red.  to  3a  6d Bentley  1849 

Inheritance,  a  Novel,  12mo,  3a  6(2,  Bentley,  1849;  la  6<i  Darton i860 

Marriage,  12mo,  5a — ^red.  to  2a  6c2,  Bentley,  1841  ;  2a  Waixl  ^  Lock    1849 

(FTm.)  Sermons,  with  Memoir  by  Rev.  A.  Ferrier,  12mo,  6a Hamilton  1841 

Ferris  (^.(/.)  Utah  and  the  Mormons,  post  8vo,  6s6d Low    1854 

(^.  A)  Parterre,  or  Ornamental  Gardening,  fcap.  8vo,  6s  6d Bull  1837 

(F.T.)  Epidemic  Cholera,  as  in  New  York  in  1834,  8vo,  7«  6d New  York 1835 
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Ferris  (O.A.)  EleiDentaryLeasoDs inEng.EtjmoIogy,Pt Inseparable  wQrd8,fp.8TO,ls6ci  Simptin 1863 

Ferry  {Oabr.)  Cayaiiers  and  Free  Lances  of  New  Spain,  post  8vo,  3«  6d  Ja^.Biackwood  1857 

Costal,  the  Indian  Zapotec,  a  Tale  of  Mexico,  post  8to,  S9  6d   Jas.  Blackwood  1857 

• Vagabond  Life  in  Mexico,  crown  Svo,  7«  6<i;  2nd  edit.,  12mo,  5i Jom.  Blackwood  1856 

Festivals  and  Fasts,  new  edit,  18mo,  28  6d Ungkn  184.6 

of  the  Church,  18mo,  3s Burnt    1841 

■ Lord,  as  Celebrated  by  the  House  of  Israel,  18mo,  2t  6d   ffodson  A  Son  1839 

Festive  Songs  of  the  Sixteenth  and  Seventeenth  Centuries,  edit,  by  W.  Sandys  Percy Soc. n.d, 

Festu  {/.)  French  Subjunctive,  12mo,  2i  6d Simpkim 1859 

Fetherston  (H.  Wm.)  Primeval  Symbols ;  or,  the  Analogy  of  Creation,  &c.,  fp.  8vo,  6»  HodgaASmitkit^i 

Fetis  (F. )  ^ ^^<^  Explained  to  the  World,  translated  from  the  French,  f cap.  5$   Wiltjf 1 843 

Lover's  Hand-book,  frQm  the  French,  sq.  16mo,  2s  6c2  ,..  Simpkin 1846 

Fettered  Exile,  a  Poem,  by  the  Author  of  the  **  Novitiate,"  18mo,  Ss R.  Q.Clarke  ...1848 

Feuchteraleben  (E.Von)  Dietetics  of  the  Soul,  12mo,  be CknirckiU  1852 

Medical  Psychology,  8vo SydenhaMiSo,l%\^'^% 

Feuchtwanger  (Dr. Lewie)  Treatise  on  Fermented  Liquors,  fcc,  12mo,  12s   New  York 1858 

Gems,  8vo,  9s    New  York 1838 

Feudal  Times,  by  the  Author  of  "King  of  the  Commons,'*  16mo,  Is  %d Chajmam  A  i7.i837 

Feuerbach  (Lud.)  Essence  of  Christianity,  transl.  by  Marian  Evans,  post  8vo,  lOs  6d  TriUmer 1854 

«— Remarkable  Criminal  Trials,  tzansl.  by  Lady  Gordon,  8vo,  12s  ...  Murray 1846 

Feuillet  (0.)  Marquis  D^Hautrive,  a  Romance,  p.  8vo,  6s,  Caetell;  n.e.,  fp.  8vo,  2s  Ward ik Lode... i%6o 

Feval  (Paul)  Loves  of  Paris,  a  Romance,  from  the  French,  by  J.  W.  Ross,  8yo,  2s...   Vidxre  1846 

Few  Days'  Stroll  about  Paris,  18mo,  Is  6rf Simpkin 1842 

Hints  on  Haymaking,  8 vo,  Is   Simpkin 1S50 

—  Leaves  from  the  newly-invented  Process  of  Nature  Printing,  21  pUtes,  fol.,  21s  Bradbury 1854 

Remembrances  of  Two  Little  Sisters  who  went  to  Heaven  together,  12mo,  2s ...   Werikeim  i860 

Reverential  Thoughts,  &c.,  in  a  Letter  to  J.  L.,  12mo,  0s Lonffman  1844 

Tales  and  Sketches  for  Young  and  Old,  fcap.  8vo,  Is HoultUm   1854 

—  Things  worth  Knowing  about  the  Unexplored  Country  of  TheopoUs,  12mo,  8s...  Hope 1853 

*— -  Words  about  Children,  addressed  chiefly  to  Nursemaids,  fcap.  8vo,  Is Longman  1861 

■  Music:  with  Hints  to  Young  Pianists,  12mo,  2s NoveUo  i860 

Nice,  12mo,  Is  8d  Piper i860 

■  on  Many  Subjects,  Grave  and  Light,  12mo,  8s   Longman  1844 

■  the  Athanasian  Creed,  8vo,  2s  6c<    J.  H.AJ. Parker  1%^^ 

•  Eastern  Question,  8vo,  Is Ridgway    i860 


■ io  the  Jews,  by  One  of  Themselves,  12mo,  Is  6(2   J.Chapman  ...1853 

Feydeau  {Ernest)  Fanny;  or,  the  Revelations  of  a  Woman's  Heart,  fcap.  8vo,  Is  6d...   Viekere i860 

Fezensac  {Gen.)  Journal  of  Russian  Campaign,  1812,  by  Knollys,  12mo,  Be  (kl  Parker tk Son... lis^ 

Ffolliott  (ff.)  Cartmeltoniana,  Extracts  from  MS.  in  Cartmel  Cb.,  12mo,  3s  dd Wertheim  1854 

Ffookes  {W.)  Law  of  Partnership  an  Obstacle  to  Social  Progress,  8vo,  Is Benningdi  Co.  i8s4 

Fiam  {Dr.)  A  Notable  Sorcerer,  his  Damnable  Life,  burned  in  Edinburgh,  1591,  4to  Boxburgke  CI uhit  16 

Fichte  {J.G.)  Characteristics  of  the  Present  Age,  by  Smith,  post  8vo,  8s  TrUhner 1851 

Destination  of  Man,  post  8vo,  8s  6<i   TriUmer 1846 

. Memoir  of,  by  Smith,  post  8vo,  4s  Trilbner 1848 

■  Nature  of  the  Scholar,  by  Smith,  post  8vo,  8s    Trimmer 1845 

Vocation  of  Man,  by  Smith,  post  8vo,  4s    TrUbner 1848 

■ the  Scholar,  by  Smith,  post  8vo,  2s Tr&lmer 1847 

. Way  towards  the  Blessed  Life,  by  Smith,  post  8vo,  5s  TrObner 1849 

■  Works,  translated  by  Smith,  2  v.  post  8vo,  20s Tr&bner i86» 

—  {J.H,)  Contributions  to  Mental  Philosophy,  translated  by  Morell,  12mo,  5s    ...  Longman   1859 

Fiction,  but  not  Falsehood,  a  Tale  of  the  Times,  12mo,  ^ WhiUaker 1851 

Fiddle-Faddle  Fashion  Book,  4to,  ZeM    Chapman  AH. \%A0 

Sentimental  Tour,  fcap.  8vo,  5s ViHue    1845 

Fidelle  and  other  Tales,  12mo,  8s  6<i HoufsUm    1838 

Fides,  a  Tale,  by  the  Author  of  **  Gabrielle,"  post  8vo,  10s  Crf Newby    1857 

Fides  Laid,  a  Poem,  post  8vo,  ls8<i J.H^J.Parkeri%so 

Field  (The),  Country  Gentleman's  Newspaper,  VoL  1  to  10,  each  16s   Office    1853-61 

Field  {G.)  Scripture  Ilustrated  by  interesting  Facts,  ke.  edit,  by  J.  Todd,  18mo,  Is...  NeUon   1850 

—  (E.W.)  Right  to  form  Limited  Liability  Partnerships,  8vo,  2s6c{ Longman  1854 

((7eo.)  Chromatics,  Analogy,  &c.,  of  Colours,  8vo,  21s Bogwe 1845 

■  Chromatography  :  Treatise  on  Colours  and  Pigments,  8vo,  8s  6c{ Wintor  183^ 

. Outlines  of  Analogical  Philosophy,  2  v.  8vo,  80s    ...  BoguA    1839 

Rudiments  of  the  Painter's  Art ;  or.  Colouring,  12mo,  2s Virtue    1850 


Tritogenia;  or.  Synopsis  of  Universal  Philosophy,  8vo,  12s Bogwe    1846 

(Joe,)  Memoirs  of,  by  Rev.  R.  Huston,  12mo,  ls6c{ Mason    1851 

■  Purgatives  on  the  Horse,  8vo,  2s Longman  1857 

{Jno,)  Discipline  and  Management  of  Convicts,  8vo,  Is   Longman  1855 

■  Extracts  from  his  Veterinary  Records,  8vo,  8i    Longman  1843 

■  Treatise  on  Prison  Discipline,  2  v.  8vo,  20s Longman  1848 

' University  and  other  Sermons,  8vo,  8s  6ci  Longman  1853 

—  {Lucy)  Twin  Sisters,  a  Novel,  8  v.  post  8vo,  31s  ed  J.  Chapman  ...1853 

—(iZtcA.)  Book  of  the  Church,  by  Rev.  J.  S.  Brewer,  8  v.  8vo,  86s Jas.Bohn  1843 

-  edit,  by  Eden  and  Taylor,  4  v.  8vo,  42s  /.  Whitaker  1^7-$^ 


—  {Wm.)  Scrap-Book,  consisting  of  Tales  and  Anecdotes,  roy.  8vo,  i2s    Delf  1851 

,— —  Treatise  on  Use  of  the  Globes,  by  Eaton,  12mo,  2s  6<f  Allman 1855 
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Field  Aitillerr,  InsbnetionB  f or  HotBe  and  Foot,  £mp.  Sto,  7^  6d BaUimcre 1845 

Sxereiaes  and  Erolatioiis  of  Infantry,  8vo,  4«    Parker  d- Son..  186* 

with  Doyle's  Catechism,  12mo,  7s  6d  ...  Parker  d:  Son  .  1846 

leyised  by  H.M.  Command,  18mo,  It  ...  Parker  d-  Son    i86» 

of  Feroaesbafa,  in  two  Cantos,  sq.  It  6(2 Bingham  1850 

-Life;  or.  Sowing  and  Reaping,  3  vols,  post  Sto,  Z\sM  SaundenAO,  1861 


Fielding  {Heft.)  Works,  with  Memoir,  by  Rosooe,  roy.  8vo>  24»»red.  to  \i$  H.Bohn 1848 

History  of  Amelia,  illostrated  by  Phis,  12mo,  8t  6<2  RtnUUdgt  n.d, 

Jonathan  WUd,  poet  8vo,  lOt  (M ChutUm 1840 

Joseph  Andrews,  illnstrated  by  Phis,  12mo,  2t;  fcap.  8vo,  3t  %d  ...  BoutUdge  n.d, 

life  and  Times  of,  by  F.  Lawrence,  post  8to,  7$M A.Hall 1855 

Tom  Jones,  iUostrated  by  Phiz,  12mo,  4«  6c{ BovtUdge  n.d, 

(JVmX.)  How  to  Sketch  from  Nature,  12mo,  1#  Barnard    1853 

Lessons  on  Fortification,  for  Schools,  12mo,  St  6d   />aritw<«? Son...  1853 

Mixed  Tints ;  or,  Oil  and  Water-Golonr,  roy.  8to,  2t  %d Barnard    1855 

-  Studies  in  Landscape  Drawing,  9  pte.,  imp.  4to,  each  It  6d  Barnard   185a 

-  Three  Hnndred  Lessons  in  Landscape  Painting,  Pts.  1-8,  ea.  8t Barnard   x85a 


(7%o.)  Select  Prorerbs  of  all  Nations,  18mo,  2t  6(2 Berger   1847 

{T,H,)  History  of  the  Art  of  Engraying,  roy.  8to,  12t,  1840— red.  to  9t...  Natiali 1848 

Knowledge  and  Restoration  of  Oil  Paintings,  12mo,  4t   Ackermann  ...1847 

Manual  of  Colours  :  Hints  on  Painting,  18mo,  2t  iid AckertMinn    ...1844 

■I   Painting  in  Oil  and  Water  Colours,  4  ^.,  imp.  8vo,  Sit  6(i — ^red.  16t  Ackermann   ...  1 846 

Picturesque  Deecription  of  the  River  Wye,  4to,  27t Ackermann   ...1841 

>  Synopsis  of  Practical  Perspectiye,  Srd  edit.,  roy.  8to,  24t Ackermann   ...1843 


ReUing  ancf  Gbidner  Sertam  Plantamm,  8yo,  76  plates,  21t    Baillih^    1844 

Fi«90o;  or,  the  Revolt  of  Genoa,  an  Historical  Play,  altered  from  Schiller,  8vo,  St...   Wright  1850 

Fesole  {Pra  Angelico  Da)  Life  of,  by  Rev.  T.  Goodwin,  fcap.  8vo,  St  6d  Bivington  1861 

Fife  (HI  IT.)  Christmas,  square  16mo,  St  6<2   Jat,Blael'woodi%S9 

Viftj  Celebrated  Men  :  their  Lives  and  Trials  and  Famons  Deeds,  sq.  12mo,  Zs  Qd  ...  Ward  A  Lock...  iS6z 

IllostrationB  of  the  Life  of  Our  Lord,  from  Old  Masters,  2nd  edit., case,  12t ...  Low   1839 

YeaiB  in  Chaina  ;  or,  the  Life  of  an  American  Slave,  cr.  8vo,  6s  6d   New  York i86x 

Fifty-two  Sabbath  Readings,  Illustrated,  12mo,  6s  6d   Dean 1855 

FiUier  {Commissary)  Remarks  on  Tulloch's  Pamphlet,  Crimea,  &c.,  8vo,  Is Cloices  1857 

Fil^te  (IF.^.)  Law  of  Landlord  and  Tenant,  Ireland,  8vo,  14t   Benning 1849 

Fdipowski  (ir.^.)  Table  of  Anti-Logarithms,  Srd  edit.,  8vo,  15t Bell d Daldy... ilSi 

Fillppo  Matinoontri ;  or,  Student  life  in  Venetia,  an  Autobiography, tr., 2 v.  p.8ro,  18t  Manwaring  ...i86x 

Filbn  (A.D.)  Stories  of  the  Scotch  Rebellions,  1715  and  1745,  post  8vo,  8b  6d Bentley 1849 

Fiilana  (Jot.)  Memoir  of ,  by  Paterson,  4to,  SOt ;  roy.  4to,  60t Longman  1854 

Fmaoceand  Colonies,  by  Publius,  roy.  8vo,  U6d  SmUkd:  Elder  1846 

Finch  (C/.)  Juvenile  Dramas,  18mo,  4t  6d Simjikin 1848 

Look  Forward,  a  Tale,  ISmo,  2t Simpkin 1841 

■ No  Work;  or,  Boonomy  and  Extravagance,  18mo,  2t   Mardon 1839 

Noureddin,  an  Eastern  Tale,  12mo,  4t  6d SmithdeElder  1836 

Scripture  History  for  Youth,  2  parts,  post  8vo,  each  6s    Simpkin 1854 

-  {Emily)  Last  Days  of  Miury  Stuart,  a  Novel,  3  v.  post  8vo,  Sit  6d  Boone    1841 

(Oeo.)  Sketch  of  the  Romish  Controversy,  2  v.  8vo,  15t Brit,Bef.Soc,...j%s^ 

{Jno,)  Bible  of  the  Reformation  Reformed,  12mo,  21t Truelove 1854 

Katunl  Boundaries  of  Empires,  12mo,  6* Longman  1844 

{Ladjf^  Sampler;  System  of  Teaching  Plain  Needlework,  2nd  edit.,  12mo,  4t  6(i  Bivington  1855 

(Jfor.)  Bngliahwoman  in  America,  p.  8vo,  lOt  6d,BeHileyt  1853 ;  n.e.,12mo,2t  Ward tk Lock...  1 9 $7 

(&)  Lectures  on  the  Reformation,  12mo,  2t  6<£ BaUy 1858 

{Tko.)  True  Chureh  Compared,  12mo,  St  6d Jackson  ds  W,   1841 

View  of  Christian  Principles,  12mo,  5t  Jackson  df  W,   1845 

{W.S.)  Present  Circumstances  of  the  Poor  (Prise  Essay),  8vo,  It Parker  d:  Son   1850 

Haeham  (/ao.)  Directions  for  Laying-off  Ships,  roy.  8vo,  25t Whitiaker 1840 

History  of  Naval  Architecture,  roy.  8vo,  25t Whitiaker 1851 

Outline  of  Shipbuilding,  roy.  8vo,  plates  fol..  Sit  6d   Whitiaker 1853 

Treatise  on  Masting  Ships,  roy.  8vo,  pUtesfol.,  25t Whitiaker 1851 

nnebale  Prioxy,  Charters,  Inventories,  Account  Rolls,  &c.,  of,  8vo,  15t  Surtees  Soc.    ...1837 

Finden'a  Beauties  of  the  Poet  Moore,  iinp.  4to,  42t;  oolombier  4to,  68t Taltis 1845 

Gallery  of  Beauty,  folio,  42t  Hogarth 1840 

British  Art,  2  v.  imp.  folio,  201 ;  proofs,  8S^  12t Hogarth 1851 

Modem  Art,  new  edit.,  4to,  21t  Grijin    i860 

theGnoes,  4to,  Sit  6<2 Bogue     1838 

Ulustrations  of  the  Daughters  of  Erin,  4to,  21t   Chapman  4lk  H.i^"^^ 

■  Byron,  S  v.  roy.  8vo,  94t  6d Bogue    1835 


Luidscape  Ulustiations  of  the  Bible,  S  v.  8vo,  63t  Bogue 1836 

Portraits  of  Female  Aristocracy,  2  v.  imp.  4to,  20/;  folio,  26/  Hogarth 1841 

Ports  sJDid  Harboun  of  Great  Britain,  2  V.  4to,  63t— red.  to  40t   Virtue   1842 

Tableaux,  2  v.  imp.  4to,  42t  {AnnucU)  ;  morocco,  73t  6d    Hogarth  ...1837-44 

Findlater  (i2o6e.)  Memoir  of,  by  W.  Findlater,  12mo,  Bs6d  Whitiaker 1840 

Fmdlay  (^.^.)  Description  of  the  Bermudas,  8vo,  8t Lawrie  1847 

Descriptive  List  of  ^Lighthouses,  8vo,  St  6(2    Lawrie  1861 

Sailing  Directory  for  the  East  Coast  of  BngL  and  Scotland,  8vo,  2t  6d  Lawrie  185a 

..     ...  Pacific  Ocean,.  2  V.  ray..8vo,  60t , Lawrie  1851 
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Finest  of  the  Wlieat,  Extracts  chiefly  from  the  Older  Biyines,  12mo,  8s  HamilJkm  1849 

Pinlaison  (A.O,)  Government  Succession  Duty  Tables,  post  8vo,  b%    Chapman  <C-  ^.1853 

(/.)  Remarkable  Applications  of  Blectrio  Fluid  to  Useful  Arts,  8vo,  8»...  Chapmau  A  H.il^-^ 

(Wm.)  Leading  Cases  on  Pleading,  with  Notes,  roy.  8to,  12f^red.  to  6«  ...  Sttxaa  1847 

Finlason  (FF.-P.)  Catholic  Hierarchy  Vindicated,  8vo,  U  6d    DoUnam 1851 

Com.  LawFroc.  Acts  of  1852,  *64,'60,  &c,  with  Notes,  12mo,  lOsSd  Stevens  i860 

— Exposition  of  the  Law  of  Charit.  Trusts,  with  Notes,  &o.,  12mo,  7«  Steven*  i860 

• History  and  Effects  of  the  Mortmain  Laws,  8vo,  6«  id  Dolman 1853 

-; Parliamentary  Influence  and  Oflicial  Intrigue,  12mo,  2i  6d    HardmUke 18 $8 

FinUy  (^.Z.)  Manual  of  •French  Plronunciation,  8vo,  Is Kent  i86x 

* (AZ.)  Remittent  and  Yellow  Fever,  8to,  1«6<<  Okwehia  1853 

(Oto,)  History  of  Greece  and  Bysantium,  5  r.  8vo,  66s Blackwood*  1851-7 

y.  1.  Greece  under  the  Romans,  b.o.  146  to  a.d.  716,  2nd  ed.,  16s.    2.  Byaui- 

tine  and  Greek  Empires,  716  to  1067,  12f  6d  ;  8.  1057  to  1458,  15«.      4. 

MedisBval  Greece,  1204  to  1461, 12t.     5.  Greece  under  Othoman  and  Venetian 

Domination,  1453  to  1821,  10s  6<2. 

"  History  of  the  Greek  Revolution,  2  t.  8vo,  24s   Blaelwood*  ...1861 

• Miscellanies,  Political  and  Literaiy,  12mo,  5s Whitiaker 1836 

■ Site  of  the  Holy  Sepulchre,  and  Plan  of  Jerusalem,  8vo,  Is  6d Smith  dL*  Elder  1847 

</.)  Bums'  Centenary  Poems,  8vo,  7«  61I AMaU 1859 

(Jno,)  Law  of  Landlord  and  Tenant  in  IreUmd,  8vo,  12s  Whittaker 1835 

(T,)  Dictionary  of  English  Synonymes,  12mo,  2s  6rf Whittaker 1853 

FinUyson  (/.)  Anthems,  as  Used  in  Cathedral  of  Holy  Trinity,  Dublin,  fcap.,  5s Seeleif     1852 

Finley  (/no,)  Memoir  of,  by  His  Widow,  post  8to,  5s iVw6rt    1856 

{W.)  Origin  and  Progress  of  the  English  Language,  8vo,  Is  0,B,Riehard$oniS^g 

Finn  (/«.)  Histoiy  of  Jews  in  China,  12mo,  2s  6d Wertheim  1843 

-; Spain  and  Portugal,  post  8vo,  8s  6<i  RivingUm  1841 

Finney  (CO.)  Lectures  on  Revivals,  12mo,  8<  6d,  Tegg\  12mo,  2s  Simpkin 1839 

' —^ by  Patten,  roy.  8vo,  2s SnMo 1839 

Systematic  Theology,  by  Redford,  8vo,  10s  6rf Ttgg  1851 

• to  Professing  Christians,  24mo»  2s;  12mo,8s6(i Tegg  1839 

12mo,  2s,  Simpkin^  1861  ;  12mo,  4s  WaMtmrne  ...1843 


Sermons  on  Important  Subjects,  12mo,  4s    Tegg  1839 

^  Skeletons  of  Theological  Lectures,  12mo,  2s Simpkin 1841 

—Views  of  Sanctification,  12mo,  Z$M    J,SteeU 1840 

'  (S.0.\  Hints  on  Agriculture,  for  Landlords  and  Tenants,  cr.  8vo,  Is Ward  A  Loek...  iS6% 

— ( ^i^TO.)  Ravages  of  Man  and  Time,  and  other  Poems,  12mo,  2s  HamiUcn  1857 

Fion  MacCumhail  and  his  Waniora  (Reprint  from  the  Irish  Quart.  Rev.),  8vo,  Is  ...  Kennedy    i860 

Firdausi,  Persian  Poet,  Shah  Nameh,  transUted,  with  Notes,  by  Atkinson,  8vo,  16s...  Or,Tran*.Soe.  «.  d. 
Fireside  Companion,  a  Book. for  all  Seasons,  cr.  8vo,  Is  6d H.  Lea  1861 

Education,  4th  edit.,  8vo.  Is  6rf  W.SmUh   ..l...i84i 

Facts  from  the  Great  Exhibition,  1851,  12mo,  2s  6(2 HouUttm   1851 

Farm,  18mo,  Is Soe,P,C.K.   ...1856 

Limnings,  18mo,  1*  Oroombridge  ...t^si 

Stories,  16mo,  2s  6cf AMaU  184* 

-; Tiles,  by  Author  of  "  Charlie  Burton,"  2  series,  18mo,  3s  6rf SocP.CK.  ...1857 

First  and  Last,  a  Poem,  fcap.  8vo,  6s    Longman  i860 

Covenant ;  or  Clear  Ideas  of  God's  Will,  fcap.  8vo,  4s Painter 1847 

Angel,  a  Novel,  2  v.  port  8vo,  21s    SawuiertAO.  1851 

Book  in  Chronology,  on  Dr.  Grey's  System,  12mo,  2s Calder   1840 

• of  Algebra  and  Geometry,  2  v.  18mo,  each  Is  6cl Parker  A:  Son. ..iS^^ 

bom;  or,  a  Mother's  Trials,  8  v.  post  8vo,  81s  6d Smith  tb  Elder  i860 

Collection  in  Prose  and  Verse,  12mo,  Is  6<2 BellAIkUdg   1840 

Communion,  a  Series  of  Letters  to  the  Young,  24mo,  Is  dd Bwm$    1848 

Cousins  ;  or,  My  Own  Story,  2  v.  post  8vo,  21s ;..  Bentieg  1851 

Exercises  in  Light,  Shade,  and  Colour,  18mo,  2t  6d  Houltton    1848 

Footsteps  in  the  Way  of  Knowledge^  16mo,  Is  6d EeL  TraetSoe,  1855 

Fruito,  Poems,  by  B.  H.  R.,  12mo/5s ffnrst  df  B.    ...1857 

Ideas  of  Geography,  square  Is Parker  A  San   1844 

— — —  Number  for  Beginners,  18mo,  Is   .*. Parker  A  Son...  iS^ 

Impressions  of  the  New  World  in  1858,  port  8vo,  8s  6d Lwgman  1859 

-  Lays  of  the  Minstrel  of  the  Triune  Power,  8vo,  6s Sim^n 1838 

Lessons  in  Geography,  in  Question  and  Answer,  by  a  Lady,  n.  e.,  18mo,  Is Ward i86x 

'^— of  the  Knickerbo<^erB,  square  8vo,  4s J.Chapman  ...1848 

Outlines  of  Inoiiganic  Chemistry,  l2mo,  4s Soe.P.CK.  ...1850 

Principles  of  a  Christian  Faith,  8vo,  8s   Simpkin 1850 

Religion,  Revised  by  Talbot,  18mo,  2s  Van  Voorat  ...1839 

Rudimenteof  the  French  Language,  12mo,  Is  6d  Simpkin 1849 

Seal :  Short  Homilies  on  St.  Matthew's  Gospel,  12mo,  Bt ffaichard 1854 

Steps  in  British  Histoiy,  in  Letters,  port  8vo,  8s  6d  Hope 1853 

General  Knowledge,  1 6mo,  vix. :—  Soc. P.  C. K.  1 848  - 50 

Pt.  1,  Stany  Heavens,  Is— Pt.  2,  Surface  of  the  Earth,  Is  4<I-Pt  8,  Animal 
Kingdom,  2s— Pt.  4,  Vegetable  Kingdom,  Is  4(i— Pt.  5,  Mineral  Kingdom,  Is  id 

to  Astronomy  and  Geography,  12mo,  9s ffaichard 1837 

—  British  Flors,  16mo,  5$6d Wertheim 1855 
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Fiist  Steps  to  SngBah  History,  sqnaie,  16mo,  1$ Darton 1840 

French  ConTeraation,  by  P.  M.,  18mo,  28  6d  Souter    1838 

Fisebel  {Dr.M.M.)  Ckmum  Beading  on  an  entirely  New  Principle,  cr.  8vo,  5« NvU  i860 

Flaeher  {K.)  Bealistic  PMloeophy  and  its  A^  post  Sro,  9s  6c2,  Zon^rman— red.  3sQd  II.  Bohn 1857 

Fish  {lien.)  Chapters  on  the  Teaching  of  the  Eomish  Church,  18mo,  Ss  6d M<uon   1853 

■'■  Class-LeaderB' Manual,  ISmo,  lt6d Mcuon   1849 

Jesuitism  Tiaoed  in  the  Moyements  of  the  Oxford  Tractarians,  Sto,  da...  HamUUm  184a 

Memorials  of  Mtb.  Cooper,  from  her  Diazy  and  Conespondeuoe,  12mo,  4«  M<u<m  1855 

-  (ff.C.)  Histosy  and  Repository  of  Falpit  Eloqoenoe,  2  t.  8to,  80« New  York 1856 

Pulpit  Eloquence  of  Nineteenth  Centuiy,  roy.  Svo^  16«  New  York 1857 

fish.  How  to  Choose  and  How  to  Dress,  18mo,  8«  &d,  1843;  2nd  ed.,  fcap.  8to,  5$  6d  Longman  1854 

Sanoe  Maker's  Gni4e,  18mo,  It  6d  Simpkin 1846 

Fi^Lbough  (IF.)  Maerooosm  and  Microcosm  ;  the  Uniyerse,  12mo,  6<    New  York 1854 

Fishbofimie  (Capt.)  EecoUections  of  China  and  the  Berolation,  aq.  8yo,  6i  Seeley 1855 

(/^.(?.)LeetareB  on  Kayal  Architecture,  8vo,  5t  6d J.]i.Smith 1846 

Fi^er  {Adm.)  Petoel,  a  Tkle  of  the  Sea,  3  t.  p.  8to,  81«  6d,  Colbumi  12mo,  2i C.H.Clarke  :..i%s^ 

-Balph  Rutherford,  a  Nautical  Romance,  8  ▼.  post  8vo,  81«  6<2  Colbum 1851 

-{BjkJ.)  Life,  with  Papers,  by  Lewis  and  Turner,  2  t.  8to,  I5a  ;  I  p.  63« Lilly 1855 

—{B.B.)  Goth  and  the  Saracen,  poet  8to,  1«  6d MacnUUan    ...1859 

—  (Geo,)  Instructor;  or,  Tonng  Man's  Best  Companion,  by  Marks,  12mo,  2s6d...  Tegg  i86a 

—  ((?.r.)  Photogenic  Manipulation,  12mo,  2«  6c( KnigM  1845 

(/.)  Position  and  Phispects  of  Irebmd,  12mo,  1«    Ridgwa/g    1855 

The  Assembly's  Shorter  Catechism  Explained,  22nd  edit.,  12mo,  8s...  Simpkin 1849 

—  (Jno.)  Honeymoon,  a  Poem,  12mo,  3t  6(/    Longman  1840 

— {J'.C.)  lituigical  Purity  our  Rightful  Inheritance,  2nd  edit.,  cr.  8to,  6s IfanUUon  i860 

—  (Pay.)  Angler's  Souyenir,  12mo,  9s;  India  PAxtfa,  14s B.  Bohn    1835 

—  (B.SJ)  Bock  of  the  World,  corrected  by  Census  of  1851-2,  8  e.,  2  y.  p.  8yo,  25s  New  York 1853 

Pro^nisof  United  States  of  America,  8yo,  12s  6<2 New  York 1854 

Statistical  Account  of  West  India  laknds,  or.  8yo,  4s New  York 185^ 

-  Translations  from  Qreek  Minor  Poets,  roy.  8yo,  21s   Simpkin 1839 


(B,T.)  Day  Watch;  an  Argument,  postSyo,  2s  Pickering  1849 

.  Blensinia  and  other  Poems,  2  v.  post  8yo,  Ids Pickering 184a 

•  Night  Watch;  an  Argument,  post  8yo,  2s   Pickering 1845 

>  TbeTrayeUers;  an  Aigument,  8yo,  6s Pickering  1857 


QSme.)  Legend  of  the  Puritans,  and  other  Poems,  12mo»  6s  Simpkin 1845 

(I%o.)  Antiquities  of  Bedfordshire,  4to,  42s;  hurge  paper,  52s  6<j  H.Bohn 1836 

Warwickshire,  by  Nichols,  fol.,  70s B.  Bohn 1836 


~(Wm.)  Elements  of  Algebra  and  Qeometry,  2  t.  18mo,  each  Is  6d  .^ Mvrrag 1847 

-(IfliK.)  Law  of  Mortgage  and  Priority,  1856,  8yo,  25s  Butterworth  ...1856 

-(IT.r.)  Act  for  the  Amendment  of  the  Law  of  Wilk,  12mo,  2s  M  Benning 1837 


Fidier'a  Historical  Illnatrations  of  the  Bible,  2  y.  4to,  68s    P.Jachon 1847 

»  Bhistraiions  to  the  Wayerley  Noyels,  fcap.  8yo,  30s Fisher    1839 

Bhiae,  Italy,  and  Greece,  4to,  Ist  series,  21s,  1841  ;  2nd  series,  25s    P.Jackeon 1844 

FidienBan's  Children,  by  the  Author  of  "Hours  of  Childhood,"  16mo,  8s..... BamiUon  1848 

Daughter,  a  Tale,  by  the  Author  of  **Bosa  the  Work-Girl,"  18mo,  Is...  Simpkin 1853 

FisbiBg-Bod,  and  How  to  Use  it,  by  Glen£n,  fcap.  8yo,  2s  6<;— red.  to  Is  M Baily i86x 

Fi^nick  (ifr»*y)  Memorials  of,  18mo,  Is  6d   Maton   1840 

Tuk  {Geo.)  Aspectsof  Christ ;  Sermons  preparatory  to  Communion,  12mo,  4s  6d  ...  Low   1853 

Method  of  Teaching  the  Byidences  of  Christianity,  16mo,  Is  S.8.Inttiiute  ...i2$^ 

— -  Orphan  TtHe  told  in  Rbyme,  16mo,  2s  Qd Low   1852 

>  Bastoi's  Memorial  of  the  Holy  Land,  8yo,  10s6ci^  1843;  5e.,p.8yo^-7s6(2  Sedeg 1853 

Sennons  Preached  at  Cambridge,  8yo,  10$  fid  , Batehard 1836 

Sevenfold  Aspect  of  Popeiy,  12mo,  4s  Nv^ 1851 

— -jPUmg)  Memoirs  off  by  AJyan  Bondi,  18mo,  8s  6<i    Groombridge  ...ti^z 

— —(HT.)  Travels  on  the  Continent,  8yo,  21s J.S.Bodaon  ...1838 

Fi^e  Ib.P.)  Peculiarities  of  Mahometan  and  Hindu  Creeds,  8yO)  6s  6d Rivington  18^0 

{D.W.)  Chess  Congress  Book,  post  8vo,  7s  6d     New  York 1859 

Kaon  {Mrt.)  Colporta^  :  itsHistory  and  Relation  to  Eyangelisation,  12mo,  Se  Wertheim  1859 

Battdbo<^  of  Nat.  Association  for  Adyance  of  Science,  p.  8yO)  2»fid...  Longman  1859 

Hints  for  tiie  Earnest  Student,  new  edit.,  12mo,  5s Low   1850 

Fntiasa;  or,  the  Oracle  of  the  Ring,  fcap.,  7s,  1840;  edit.,  18mo,  11th  2s  ^ Ofiee 1850 

^ttdi  {8.8.)  Discourses  on  the  Functions  of  the  Lungs,  post  8yo,  5s Chandler  185a 

fitch*s  Poetical  Grammar,  18mo,  Is BoArey  is D....i%i^ 

Fitdtett  (/no.)  King  Alfred,  a  Poem,  edited  by  Rosooe,  6  t.  Svo,  68s  Pickering  1844 

Fitton  (Jb.^.)  New  Zealand,  its  Condition,  Prospects,  &&,  12mo,  4s Stanford   1855 

FitaUaOy  The  Catechirt,  and  Sea  Boy's  Grave,  new  edit.,  ISmo,  Is BamiUon  1855 

ntz-Alwyn,  the  First  Lord  Mayor,  a  Tale  of  Ihe  Drapers'  Company,  fcap.  Is  6d Cooke 1853 

FitzbaB  {Edw.)  Bhsnavsr,  a  Dramatic  Poem,  with  Fadleen,  a  Tale,  4to,  12s  .'  Newby   1858 

•  House  to  Let,  and  other  Poems  and  Ballads,  12mo,  5s Bookham  1857 

• Michael  Schwart,  a  Nautical  Tale,  12mo,  lt6d    Simpkin 1859 

Oriental  Faiiy  Tales,  4to,  2s  6c{ WardSLock..  i86x 

Thirty-five  Tean  <rf  an  Author's  Life,  2  y.  post  8vo,  21s Newhy   1858 

Fitzehaenoe  (Lord  P.)  Brigade  and  light  In&ntry  Movements,  1 2mo,  2s  6<2  Parker  A  Son.  ..1852 

Manual  of  Out-Post  Duties,  12mo,  i$6d ParkerdtSon...i%i^^ 

Htz-Davld  (^.)  Alice  Llitletooi  a  Tale,  12fflo,  6s Longman  1859 
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Fitzgenld { J. 0.)  Short  Lectures  (m  ChiirchCatechiBin,  12mo,  6f  Eivinglon  1S45 

{Edw.)  Dramas  of  Calderon,  translated,  fcap.,  U  Gd Parker  it  *Stm  .1854 

'  Kuphranor,  a  Dialogue  on  Youth,  12mo,  Is  6d    Parker  tt  Son  1854 

■  Poloniufl ;  or,  Wise  Saws  and  Modem  Instances,  16mo,  2$6d  Parker  <fc  Son   1854 

(O.R,)  Life  and  Times  of,  by  Wilde,  12mo,  It    Orr    1851 

(//en.)  Bmldei's  Friend,  .32mo,  1# MeadAPoweU  1849 

Companion  to  the  Builder's  Friend,  24mo,  \$ WUliamt   1849 

-  Timber  Merchant  and  Builder's  Guide,  12mo,  2t Griffithd:  P,  ...1849 


■>  (/no.)  Scriptural  Views  of  Jesus  Christ,  12mo,  8s Bwrm    1835 

^  {J,E.)  Charter  and  Fh>ceedings,  Hudson's  Baj  Company,  12mo,  6s Stanford    1849 

(Percy)  Night  Mail,  its  Paasengeni,  &c.,  fcap.  8to,  Is Warddr  £odb.i86i 

■  Story  of  the  Encumbered  F.states  Court,  fcap.  Syo,  Is  6d  Sanndere  is  0.  1862 


(TTm.)  Abuse  of  Words,  Impediments  to  Knowledge,  12mo,  2s  6d   Longmaa^  1840 

Practical  Sermons,  12mo,  5s Orr    1847 

Scripture  the  Rule  of  Faith,  12mo,  4s6d Sexley 184Z 


Fits  Herbert  (/Ten.)  Island  Minstrel,  Poems,  12mo,  5s Pickering 184a 

Fitzherbert  (i/rs.)  Memoirs  of,  by  Hon.  C.  Langdale,  8to,  10s  6<^ BenUeif  1856 

Fitzherbert  ;  or.  Lovers  and  Fortune-Hunters,  8  r.  post  8yo,  81s  8d Saundera  de  O.  1838 

Fitshugh  {Pra.)  Crook  and  the  Swoid,  Heir  of  Lorn,  &c.,  post  8to,  8s  6d   Oroombridge  ...1853 

Curse  of  Schamyl,  and  other  Poems,  12mo,  2s  6<i Simpkin 1857 

Fitcmaurioe  {Mrs.)  Recollections  at  Home  and  Ahroad,  post  8vo,  7s  6d Hope 1851 

Fitzpatrick  (Adolp,)  System  of  Fixing  Artificial  Teeth,  post  8to,  2s » Hope 1853 

— (W.J.)  Career,  Literary  and  Personal,  of  Lady  Morgan,  12mo,  5s   Sheet  i860 

life,  Times,  and  Contemporaries  of  Lord  Cloncurry,  p.  8vo,  6s...  Dvffy 1855 

Correspondence  of  Bishop  Doyle,  2  v.  8vo,  20s  Ihi^ 1861 

'iFits  Roy  (Adm.)  Weather  Book,  a  Manual  of  Practical  Meteorology,  8to,  15s jAmgman  i86a 

Fitzroy  (i2.)  Remarks  on  New  Zealand,  8to,  Is WhiU 1846 

-  (jLodly  C)  Christmas  CouTersations,  fcap.  8to,  Is  6<I  Hatchard 1849 

• Little  Mary's  First  Going  to  Church,  16mo,  4a  6d CundaU 1847 

'  Scriptural  ConTersations,  12mo,  4$  6d Longman  '845 

Fitzroy  and  King's  Voy^  of  the  Beagle,  with  Appendix,  3 t.  8vo,  58s,  39— r.  to  31s  6d  Colbum 1 848 

Fitzroy,  King,  and  Darwin's  Voyage  of  Adventure  and  Beagle,  4  v.  8to,  78s,  39 — r.  to  42s  Colbum 1 848 

Fitz-Warine  {Fidke)  History  of,  temp.  King  John,  by  T.  Wright,  post  8vo   Walton  OM  ...1855 

Fitzwiggins,  by  the  Author  of  ** Sydenham,'*  8  vols,  post  8vo,  81s  6ci  BenOe^  ,...'.....1840 

Fitz-Wygram  {Lt.Col.)  Notes  on  Shoeing  Horses,  lUust.,  8vo,  5s  6(2 ;  2nd  edit.,  7s  6d  Smith  <i-  Elder  1862 

(Xo/f us)  Analysis  of  the  Histoiy  of  England,  2nd  edit.,  12mo,  2s  6d  Whitiaker i86i 

Five  Addresses  to  those  who  wish  to  go  to  Heaven,  new  edit.,  roy.  8vo^  2s Sin%pkin 1842 

Dramas,  by  an  Kngliahman,  8vo,  7s  6d   Saunderedt  0.  1854 

Empires,  fcap.  8yo,  Is  6rf ^icms    1846 

Hundred  Curious  and  Interesting  Narratives,  12mo,  3s Tegg  1838 

— Psahns,  Hymns,  and  Spiritual  Songs,  24mo,  roan.  Is  6d;  <aJf,  2s  6(2...  Aylott  ic  J.    ...1851 

Old  Plays,  either  unique  or  of  great  rarity,  by  J.  P.  Collier,  4to Boa^urghe  Clvbi%$i 

Poetical  Tracts  of  the  Sixteenth  Centuiy,  edited,  by  B.  F.  Rimbault,  p.  8vo   ...  Percy  Society... 

Tales  of  the  Olden  Times,  16mo,  6s Bums    1844 

Years  in  the  Land  of  Refuge,  8vo,  5$  : Bu^rdton    ...1854 

Flaccus  cum  Whimsicalus,  a  Poem,  12mo,  2s   AMaU  1856 

Flack  (0,JD.)  Calculator ;  or.  Ready  Reckoner,  2nd  edit.,  p.  8vo,  7s  6(2— red.  to  4s  6(2  Simpkin 1850 

Flad  {P,M,)  Journal,  Notes  from,  by  Rev.  W.  D.  Veitch,  12mo,  2s  6(2 NiAet 1859 

Fkgg  (A'.)  Commercial  ReUtions  of  U.S.,  V.  1,  4to,  1856;  V.  2,  8,  and  4,  ea.  42s...   Waekington  ...1857 

Venice,  from  1797  to  1849,  2  v.  poet  Svo,  16s  NewYork  1853 

— (J.P.B.)  Ether  and  Chloroform  :  their  Employment  in  Surgeiy,  &c.,  12mo,  8s6<2...  New  York 1851 

Flana^^  (B.)  History  of  New  South  Wales  and  Van  Dieman's  Land,  2  v.  8vo,  24s...  Low i86x 

{Tfio.)  History  of  Roman  Catholic  Church  in  EngUnd,  2  v.  8vo,  18s    I>olman 1857 

Manual  of  British  and  Irish  Histoiy,  post  Svo,  12s  6d  ....» T.Jones 1847 

Flanders  (iZe».)  Treatise  on  Law  of  Shipping,  Svo,  21s Boston^U.S,  ...185a 

Maritime  Law,  Svo,  21s  Boston^U.S.  ...1853 

Flash  (H.L.)  Poems,  cr.  Svo,  5s New  York i860 

Flather  (/no.)  Statutes  of  Insolvency  and  Bankruptcy,  12mo,  5s  Sweet 1845 

Supplement  to  Archbold's  Bankruptcy,  2  ed.,  with  Rules,  12mo,  6s  6d  Sweet 1 84a 

Flatters  (/./.)  OutUne  Compositions  from  Milton's  Works,  foL,  21s Ward ik  Lock...  1%$^ 

Flavel  (/no.)  Fountain  of  Life  Opened,  12mo,  3s Bel.  Tract  Soe,  1836 

Method  of  Grace,  12mo,  3s  Bd. Tract  Soc.  1852 

Saint  Indeed,  ISmo,  Ls,  Bel.Tr.Soc.;  12mo,  8s W.CoUins 1839 

;^ and  Divine  Conduct,  ISmo,  Is  4(2 Bel.Traet  Soe.  1S47 

Treatise  on  Divine  Providence,  ISmo,  Is  6(2    Bd.Tract  Soc,  1847 

Flaxman  (/no.)  Anatomical  Studies  for  Artists,  &c.,  fol.,  21s   Nattali 1835 

Designs  to  Dante,  obL  fol.,  84s,  1807— red.  to  42s  Nattali 1835* 

: Lectures  on  Sculpture,  roy.  Svo,  21s,  1829— red.  to  16s  H.Bokn 1839 

Fleay  (P.)  Almond  Blossoms,  12mo,  6a Hardwicke    ...1857 

(/^.(r.)  English  Grammar,  12mo,  Is Stanford   1859 

Fleet  (Cfia.)  Tales  and  Sketches  for  Fireside  Reading,  post  Svo,  Sa  Waskboume  ...1850 

Fleetwood  {Jno.)  History  of  the  Holy  Bible,  roy.  Svo,  13s PuUarton  ».  d. 

Life  of  Christ,  33  coloured  Engravings,  roy.  4to,  35s Hagger 1838 

and  Apostles,  roy.  Svo,  lis  ;  imp.  Svo,  20s    PuUarton  n.  d. 

— 4to,  26s,  KeUy;  4to,  18« LondMiPnb.Co.n.  d. 
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Fleetwood  {/no.)  Life  ol  Chrui  and  Apostles,  by  Stebbing,  4to,  29s Virtue   n,  d. 

Youth's  Life  of  Christ,  and  Bible  Stories,  2  ▼.  post  8to,  5«  Ta/lU  A  Co.  ...i  853 

{^p.  IT.)  Works,  St.  8vo,  22«  6d JMJ:J.ParkeriZs^ 

Fleming  {A,)  Inqoixy  into  the  Ph>pertiesof  the  Aoonitom  Napellus,  n.  e.,  8to,  8«  6<i  Simpldn 1849 

{P.)  Hear  the  fiod,  18mo,  1«   WhiUaker 1855 

(Fm.)  Qeographjaad  Natural  History  of  S.  Africa,  post  8to,  6< A. Hall 1856 

Kaffinaria  and  its  Inhabitants,  2nd  edit.,  post  8vo,  5«— red.  to  2«  6<i  ...  Simpkin    1854 


{Jot.)  Saint  in  Sunshine  ;  Memorials  of  Louisa  Matthews,  18mo,  li  Od   Nvabei    186a 

(/mo. )  Lithology  of  Sdinbuigh,  with  Memoir,  by  Duns,  8to,  6s  6(/ Hamilton  1 86 1 

Molluscous  Animals,  including  Shell-fijBh,  post  8vo,  6s Simpkin 1837 

Remarkable  Gonrersions,  showing  Power  of  Christ  to  Save,  cr.  8vo,  Is  6d  Nisbet    1861 

• Temperature  of  the  Seasons  and  its  Influences,  12mo,  8s Theobald    1851 

(J.O.)  Dia^ams  of  the  Sokr  System,  &c.,  12  Maps,  4to,  4s  Qd Oroombridge  ...1858 

Medical  Statistics  of  Life  Assurance,  &c.,  8to,  2s  6(i   Longman  186a 

Outline  Maps,  4to,  4s  6<i Oroombridge  .,.1%$^ 

(JL)  Fulfilling  of  the  Scripture,  18mo,  Is  6<2,  Rel,  Tr.  Sac.;  12mo,  2s  6d  ...  Groombrii^...i^s 

Rise  and  Fall  of  the  Papacy,  by  J.  Cobbin,  12mo,  2s,  Tegg  ;  8s Partridge  1849 

-Thompson,  12mo,  Is  6<j HouUton    1848 


12m3,  Is  John»Umed:H,i^$o 

18mo,  ls;12mo,ls6d Ward 1848 

.M  with  Protestant  Martyrs,  sq.,  8s Tegg  1849 

Rome  Papal,  new  edit.,  fcap.  8yo,  Is  6d  Hamilton i860 

(If.)  Plea  for  the  Ways  of  God  to  Man,  l2mo,  4«  6d Hamilton  1858 

Seriptore  Ghuetleer,  2  v.  poy.  8vo,  26s   PuUarton  1838 

YocabtthuT  of  Philosophy,  Mental,  Moral,  &c.,  12mo,  7s  6d    Qrifjin    1856 


Fleming's  First  Lessons  in  Plane  Trigonometry,  post  8to,  2s  Whiltaker 1851 

Fiemiiig  and  TLbbins,  Dictionary  of  the  French  and  English  Languages,  2  r.  4to,  68s...  NuU  1849 

Fkmish  Interiors,  by  Author  of  "Glance  behind  the  Grilles,"  12mo,  7s  6d I,,ongman  1856 

?iemjiig  {P.P.)  Mauritius  ;  or.  The  Isle  of  France,  fcap.  8vo,  2s  M    Soe.P.C.K.   ...186a 

Fletcher  {Alex,)  Addresses  to  the  Young,  12mo,  2s  6(2  Partridge  1850 

Bible,  the  Great  Exhibition  for  all  Nations,  82mo,  Is  6<i  Partridgt 1851 

Closet  DoTOtional  Exercises  for  Tonth,  sq.  8to,  6s A, Hall 1850 

Guide  to  Family  Devotion,  4to,  28s;  People*8  Edit.,  15s  Virtue    n.d, 

'■ Sabbath  School  Preacher,  3  ▼.  12mo,  each  Is  id A.Hall 1840 

Scripture  Histoiy,  2  t.  16mo,  18s Virtue    »•  ». 

Natural  History,  2  r.  16mo,  20s  Virtue    n.  d. 

• Teachings  for  the  Toung,  18mo,  8s  Dean i860 

Short  Sermons  to  Children,  Srdedit.,  18mo,  Is  6c2 Simpkin 1836 

(6%a.)  Essay  on  the  Estates  of  Trustees,  12mo,  4s  6d    Sweet 1835 

(Geo.)  Christ's  Victoiy,  a  Poem,  Reprint  from  1628,  roy.  82mo,  Is H^as^ume  ...  1848 

Studies  of  Shakespeare,  post  8vo,  10s  6d     Longman  1847 


{Gran.)  Parliamentary  Portraits  of  Present  Period,  8ser.,  p.  8vo,  ea.  7s  6(2...  Ridgway  ...1847-61 

—  {Hen.)  Poetic  Sketches  ;  or.  Thoughts  in  Verse,  12mo,  b» Relfe 1853 

{J.)  Edncation,  Voluntary  and  Free,  8vo,  2s  6(2 Ridgway    1851 

Six  Letters  on  Spiritual  Manifestation  of  Son  of  God,  n.  e.,  16mO)  Is  Hamilton  1839 

^{UrJ.)  General  Pathol(>gy,  by  Diysdaleand  Russell,  post  8to,  6s  Simpkin 184a 

Rudiqientsof  Physiology,  8yo,  10s  6(2 Longman  1837 


-(/no.)  Works  and  Life,  8vo,  2  v.  18s,  Allman  ;  9  y.  12mo,  31s  6d Mason    i860 

-  Selections  from,  with  I^fe  by  Dunn,  12mo,  6s Mown   1837 


Appeal  to  Matter  of  Fact  and  Common  Sense,  12mo,  2s    Maion  1859 

Checks  to  Antinomianism,  2  T.  12mo,  6s     Maeon   1859 

Letters  and  Posthumous  Pieces,  12mo,  8s Maaon   1833 

Life  of,  by  Jos.  Benson,  12mo,  8s  6(2 ;  new  edit.,  24mo,  2s  6(2 Maaon    1862 

— —  Polemical  Essay  on  Christian  Imperfection,  ftc,  12mo,  3s Maeon   1834 

Portrait  of  St.  Paul,  12mo,  5s  Maton   1844 

Views  of  Infidelity,  post  8vo,  8s  6(2 Snow 1843 

-  {Jo$. )  Derotional  Prayers  and  Reflections  for  Families,  8to,  4s  6(2  Tallant 1 8  54 

Food  for  the  Flock,  edited  by  E.  Nicholls,  8to,  8s  6(2 Marlborough  ..1859 

History  of  Independency  in  England,  cheap  e(lit,  4  r.  12mo,  4s  ...  Snow 1862 

Lectures  OB  Roman  Catholic  Religion,  12mo,  4s  6(2 Kent  1850 

•and  Puseyism,  8vo,  12s  Snow 1850 


-  Memoirs  and  Correspondence,  by  his  Son,  8vo,  12s ^ Snow 1840 

-  New  Testament  Commentary,  8yo,  ^  Tallant 1854 

•  Posthumous  Sermons  and  Valedictory  Lecture,  8yo,  12s Snow 1846 

Select  Works  and  Memoir,  8  y.  8yo,  80s  6(2    Snwp 1846 

—  (J.P.)  Autobiography  of  a  Missionary,  2  y.  post  8yo,  21s Hurttd:  B 1853 

■— # Notes  during  a  Residence  at  NinoYch,  2  y.  post  8yo,  21s— red.  to  12s  Hurtt  AB 1850 . 

— (/.H^.)  Cloud  Shadows:  Atcherley,  and  other  Poems,  12mo,  5s Longman  1856 

Tryphena,  and  other  Poems,  12mo,  2s  6(2 Simpkin 1851 

•  {J.d:M.)  Poems,  12mo,  3s  6d  Snow 1846 

{M.)  Methodist,  2  Y.  cr.  8yo,  12s New  York 1859 

—  (ifrs.)  Life  of,  by  Burns,  roy.  82mo,  2s  HouUton    1845 

Gill,  18mo,  2s  6<2,  Simpkin,  1845  ;  Moore,  12mo,  8s  6d  Maaon    1845 

"{Ralph)  Notes  on  Cruelty  to  Animals,  8yo,  8s    Longman  1846 

•^(Rdft,)  England  and  her  Colonies  ;  Progress  in  Unity,  post  8to,  5$ Longman  1857 
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Fletcher  (liobt.)  Heroes  Canticle,  and  other  Poems,  12mo,  fit Jaeknn^W..„i^S5 

{Serg,)  Practical  Arithmetic  for  the  Use  of  Adults,  12mo,  2t CM.Law 1S48 

{S.P.)  Rowland  Bradshaw,  his  Straggles  and  Adventures,  8vo,  Ifii Skeneaod  1847 

(T.C.)  Scientific  Farming  made  Eaqr,  2nd  edit.,  12mo,  2a  6d   lUmiledge  1861 

. (Wm.)  Deaf  and  Dumb  Boy,  a  Tale,  6th  edit.,  18mo,  1«  6d Parker Jk8<m...i^S^ 

— Introduction  to  the  Scriptures,  18mo,  2«  6d Hailn    1836 

Lessons  of  Wisdom  for  the  Young,  18mo,  2#   Gri^  ds  F.  .,.i%S^ 

-  Rudiments  of  Reading  and  Thinking,  12mO)  Is  VaH^ 1837 


.  Tour  Round  Beading,  12mo,  fit Wkittaker 1840 

-  Young  Astronomer,  12mo,  4s    Wyld 1837 

•Qeographer,  ISmo,  3s BaileB    1836 


(TT.^.)  Child's  Guide  through  the  JJible,  12mo,  4s  ffatckard 1843 

Fletcher's  Farm  Labour  Book,  folio,  2s;  Ledger,  foUo,  8s  6d Simphin 1855 

frleuTs  de  Po^e  Moderne,  12roo,  4s  Chapman^ If.  li^S 

Floury  {AM)  Eccksiastical  Hist  to  IV.  Centui7,byNewman,3T.8yo,81s6c2— red.lfis  JM.AJ.Parheri%^ 

Essay  on  Miracles,  by  Newman,  8vo,  fif J,HMJ*arkeri%^i 

Manners  of  the  Ancient  Israelites,  by  A.  Clarke,  6th  ed.,  12mo,  8s  6<;  Tegg  1845 

{CM.)  Sermons  on  the  Life  of  David  and  Psalms  23  and  32,  8vo,  10«  6<2 Orr    1847 

{Lami)  Histoire  d*Angleterre,  18mo,  2s  6<2;  de  France,  18mo,  2»  6d EanUlUm  1855 

■  de  France  rscontee  A  la  Jeunesse,  ed.  by  Beljame,  12mo,  8s  6d  WUUavud:  N,  1861 

par  Christison,  new  edit.,  12mo,  2s  6(2    Simphin 1844 


Historical  Chapters  relating  to  Many  Lwds,  tr.  by  a  Lady,  18mO)  3s6<i  Jachondi  W,  .1854 

History  of  France,  tnmslated  by  C.  Fleming,  I8mo,  6t  Simphin 1849 

the  Bisooveiy  of  America,  from  the  French,  12mo^  2iM  ...  Blachwoodt  ...1849 


•^— -^ Remarkable  Lives  and  Bxdting  Events  in  History,  18mo,  2s Dean 1858 

Plewker  (IT.)  Papal  Suprema<?y,  Svo,  2s  HivingUm 1853 

Flight  {0.0.)  Legend  of  St.  Dunstan  and  the  Devil,  12mo,  Is  Jhgue    1851 

Flight  of  Armida,  a  Poem,  18mo,  2$6d  Chapman  d:  S.iHs 

the  Pigeon;  or,  a  Trip  from  Ptais  to  Vienna,  post  8vo,  7s  6d AUtn  A  Co.  ...1853 

Flights  of  Phftdo,  Singular  Compoeitious  on  the  Spirits  of  Peace  and  War,  12mo,  Is...  Weiikdm  i860 

Flinder  {Anne)  Confessions  of  an  Apostate,  12mo,  Ss  6d    Sedty     1841 

■■  Felix  de  Lisle,  an  Autobiography,  12mo,  3*  6c{  Seeley 1843 

Field  of  Honour  ;  or.  Scenes  in  the  19th  Century,  12mo,  fis    DaUon  1844 

■  Naboth  the  Jezreelite,  and  other  Poems,  12mo,  2«  6(2 Simphin 1844 

Flint  (AuBtin)  Clinical  Reports  on  Continued  Fever,  8vo,  12s Biiffalo,U.8,...iis3 

Diseases  affecting  Respiratory  Organs,  8to,  16s  Philaddpkia...iis6 

Heart  Diseases,  Svo,  16s    PkHa«Ulpkia...iis9 

(C./r.)  Milch  Cows,  8vo,  7$ed New  York 1859 

{Jno.)  Notes,  Questions,  &c.,  on  the  Collects,  new  edit.,  fcap.  8vo»  U  6d  ...  Nat.  Society  ...186a. 

on  the  Gospehi  for  the  Year,  12mo,  8s  Nat  Sodiiy  ...\%S9 


Flintoff  (0.)  Introduction  to  Conveyancing,  Svo,  20s  Ri<Aardi   1839 

-^— Law  of  Real  Property,  with  Statutes,  2  t.  8vo,  45«;  Index  separate,  fis  Stevena 1839-40 

— Rise  and  Progress  of  Laws  of  England  and  Wales,  Svo,  8s    Stevem  1839 

Flirt,  History  of  a,  related  by  Herself,  3  r.  poet  Svo,  91$  6d CoUmm 1840 

Floating  Reminiscences  SiDd  Sketches  of  a  Sea  Life,  12mo,  8s  6(2  Wkittaker 1854 

Flockhart  {/at.)  De  Mowbray,  a  Legend,  with  other  Poems,  12mo,  3s  6d Boeworth  1854 

{HobL)  Autobiography  of,  edited  by  Dr.  Guthrie,  12mo,  2s   Simphin 1858 

Flock-Bfaster's  Companion  and  Shepherd's  Quide,  12mo,  2«   WkiUaher 1835 

Flohr  {Ma4.)  Course  of  Instruction  in  the  German  Language,  2nd  edit.,  Svo,  10s  6(2  NvU  1847 

■ German  Christmas  Eve  ;  Treatise  on  Knitting,  Svo,  7«  6ei  Caines  1848 

Flood  {E.)  Psahnodia  Britannia,  6  Books,  roy.  Svo,  ISs Lee 1853 

{Hen.)  Life  and  Correspondence,  by  W.  Flood,  Svo,  12s    Longman  1838 

—  {Sam.)  Pathology  and  Treatment  of  Tubercular  Phthisis,  12mo,  4s Simphin 1843 

{Val.)  Surgical  Anatomy  of  the  Arteries,  by  Power,  12mo,  6$ Longman  ..  ...1850 

Flora  and  Thalia  ;  or.  Flowers  and  Poetry,  ISmo,  10s  6d  Wathboume  ...1835 

Flora;  or,  Self-Deception,  a  Tale,  by  A.  L.  0.  E.,  12mo,  2s  6<j    Nelson  1857 

Flora  Parvula ;  Gleanings  among  Favourite  Flowers,  12mo,  2s  6<2 Wertkeim 1847 

Flora's  Gems,  with  Poetical  Illustrations  by  Twamley,  imp.  4to,  42s Bogne    1836 

Floral  Cabinet  and  Magasine  of  Exotic  Botany,  3  v.  4to,  51  Ss,  W.Smith,  38— red.  68s  Orr 1849 

—-— Fancies  and  Morals  from  Flowers,  12mo,  7s  ^ Bogue 184a 

-^- Knitting  Book,  by  a  Lady,  32mo,  Is  : QrcomJbridge  ...i^j^^j 

Months  of  England,  by  Miss  Giraud,  4to,  21s   Achermann    ...r85i 

' Offering,  imp.  Svo,  21« Jerrard 1851 

Poems,  with  Pictures  in  the  Flowers  ;  Poetry  by  Bayly,  4to,  Ifis Adcermamn    ...1851 

—  Souvenir  :  Flowers  from  Nature,  with  Poetry,  imp.  Svo,  81s  6(f— red.  to  21s...  Jerrard 1855 

-  World  and  Garden  Guide,  V.  1  to  fi,  Svo,  each  6s (rTDorndfu^i  858-62 


Florence  Amott ;  or,  Is  she  Generous  1  by  Aunt  Kitty,  ISmo,  Is Green 1845 

' Egerton;  or,  Sunshine  and  Shadow,  12mo,  U6d ffamiUon  1853 

Murray,  a  Narrative  of  Facts,  by  her  MoUier,  ISmo,  Is  6(2 ffoul^n    1850 

Templar,  a  Novel,  post  Svo,  10«  6<2 ;  cheap  edit.,  foap..  Is Smith  ds  Elder  1856 

and  Henry ;  or,  the  Unseen  Hand,  new  e&t.,  fcap.  Svo,  2s Dean 1862 

Florence  {of  Worcester)  Chronioon  ex  Chronicis,  2  v.  Svo,  21s Pelheram  ...1848-9 

— — — ^ translated  by  Forester,  post  Svo,  fis JI.Bohn 1854 

Florentine  Tales,  with  Modem  Illustrations,  12mo,  6« BentUy  1847 

Floreston  ;  or,  the  New  Lord  of  the  Manor,  new  edit.|  roy.  12mOy  lOf  6<< 1.   Ftitus  ^ 1841 
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Florian  (J.P.)  PaUeB,  par  Jackaon,  12mo,  ZsM O.H.Law  1851 

Illostrated  by  Grandville,  roy.  8vo,  21«  WUUmghhy    ...1839 

French,  Hamiltonian  System,  new  edit.,  12mo,  8s  Aploti    1861 

— — Nnma  Pompiliiifi,  par  YeDtouiUac,  2  ▼.  18mo,  6«,  Low — red.  to  Si  ...  Tegg  1836 

-  Wanostrocht,  I2mo,  4«  Simpkin i860 


Flaricaltoial  Gabinei  and  Florist's  Magazine,  8vo,  8s,  1855  ;  8s  6d  each Simpkin 1856-9 

Florilegiam  Poeticom  Anglieanom  :  Selections  from  English  Poetry,  12mo,  It  fid Bell  dt  Daldy    i86a 

Florist^  Froitist,  and  Garden  Miscellany,  1848-61,  8yo,  ISs6deach ChaptMndsH,  Annl, 

Florist's  Guide  and  Gardener^s  Calendar,  imp.  8to,  8s  6cI  Orr 1851 

Jonmal  and  Gardener's  Record,  8  v.  8to,  20s Qrwrnbridge  ...1840 

Flo<nu»  Patercolns,  andSallnst,  translated  by  Watson,  post  8^0,  5f   H.Bohn 1858 

Flotsam  and  Jetsam,  by  Hookanit  Bee,  post  8to,  10s  6d SaundendeO,  1853 

FIoBrens  {P.)  Human  Longevity,  &c,  translated  by  0.  Martel,  12mo,  2s  6d BaiUihre    1855 

Flower  (IT. )  On  Gas  Meters,  8rd  edit.,  8^0,  Is Mann 1848 

(If.)  Praeticai  English  Grammar,  18mO)  2s Simphin 1844 

(&)  Sorreying,  12mo,  2s  6d MitckeU 1859 

(IT.B.)  Classical  Tkles  and  Legends,  18mo,  2s;  cheap  edit.,  Is Matters 1847 

History  of  Scotland,  18mo^  2s  6<2;  cheap  edition.  Is  8d Mattert 1854 

Lucy  Ashcroft»  the  MannEsetorei's  Daughter,  aTsle,  12mo,  8s Mattert 1854 

Practical  English  Grammar,  18mo,  2s Simpkin 1844 

Besding-Leaaons  for  the  Higher  CIssbcs,  12mo,  8s Mattert 1848 

Sunday  Evening  Mosings,  post  8to,  fis Sdwctrdt  1843 

Tales  for  Leisure  Hours,  ISmo,  2s Mattert i860 

of  Faith  and  ProTidence,  I8mo,  2s;  cheap  edition,  Is Mattert 1849 


Theophilus  to  Autolycus,  translated,  poBt'8yo,  8s  6c{ Mattert i860 

<ir.ir.)  Diagrams  of  the  Nerres  of  the  Human  Body,  folio,  14s Churchill  1861 

Fkrver,  Fruity  and  Kitchen  Garden,  12mo,  Is  6d Lloyd 1853 

Garden  and  Kitchen  Garden,  new  edit,  fcap.  8to,  Is    Ward ^ Lock...  j96^ 

its  ColtiTation,  Ac,  12mo,  10s  6<i Orr 185a 

with  Essay  on  the  Poetry  of  Ghirdening,  fcap..  Is Murray 185a 

of  tbe  Family,  a  Tale,  12mo,  Is,  Nelson  ;  12mo,  2s  6d,  Low  ;  12mo,  2s W.Collint 1854 

—  12mo,  Is  6(2;  2s6c2 Simpkin 1862 


Painting,  in  Twelve  Lessons,  imp.  8vo,  21s P,Jerrard 185a 

Stories  and  their  Lessons,  a  Book  for  tiie  Young,  fcap.  8vo,  2s  Nelton    1861 

Fkrwers  and  Fruits  from  Old  English  Gardens,  82mo,  2s  6(2 Boultton    1836 

Moonshine,  Stories  by  Dudu,  12mo,  8s  6c2  Bichardtont  ...1856 

their  Kindred  Thoughts,  Printed  in  colours,  by  0.  Jones,  roy.  8vo,  81s  &d  Longman   1847 

Poetry,  by  Delta  and  Dr.  Bnshnan,  16mo,  2s6d   BoutUdge  1851 

by  tiie  Wayside  ;  Hymns  for  Family  Devotion,  12mo,  5s  Wertheim  1852 

from  many  Lan<ls  :  Christian  Companion  for  all  Seasons,  12mo,  4s Bel.  Tract  Soe.  1855 

Stnitlord-on-Avon,  with  Poetry,  imp.  8vo,  81s  6c{ P.Jerrard 1852 

- — • the  Garden  of  Knowledge,  V.  1  to  8,  sm.  4to,  each  Is   Ingram 1853 

-the Church;  Collects  Yermfied,  16mo,  Is   J.H^J,Parkeri%s^ 


—— Holy  Fathers,  post  8vo,  7s  6(2  Dolman 1841 

in  their  Season,  Illustrated  and  Described,  imp.  8vo,  21s P.Jerrard 1853 

ei  all  Hues,  &c.;  Poems,  roy.  82mo,  2s  6^ Mattert 1835 

—  Fable;  Selection  for  Youth,  18mo,  4s    WhiUhead 1841 

--Heaven;  or.  Examples  of  Uie  Saints,  18mo,  2s  6(2  Dolman 1844 

-•Infancy;  or.  Scenes  of  our  Early  Dayi^  4to,  21s  ;  proofs,  81s  6(2   Woolnoth   1839 

-  Instruction  for  Youth,  16mo,  2s6<2 Simpkin 1839 


—  Irish  and  Scottish  Melody,  with  Music,  2  v.  sq.,  each  2s Orijffin    1855 

—  Loveliness,  8  v.  imp.  4to,  each  31s  6(2--red.  to  16s  each Ackermann    ...1846 

•Milton,  by  Giraud,  4to,  coloured  plates,  26s Dayds  Haghe  1847 


—  Modem  Poetry,  82mo,  2s  6(2  Orattan 1835 

—  my  Spring;  Poems,  12mo,  5s €ho(mbridge...t%%^ 

—  Poe&y  for  Youth,  2  v.  18mo»  8s Hamilton  1835 

—  Scottish  Melody,  sq.,  2s   Farington 1855 

—  the  Alphabet,  a  Poem  for  Youth,  4to,  Is   Longman  1858 

Churchyard:  a  Transition,  18mo,  Is Motley  1861 

— - —  Forest,  and  the  Year,  2  v.  18mo,  each  Is    Bd,  TractSoe,  1862 

-Year:  Wild  and  Garden  Flowers,  18mo,  Is  6(2    Bel.  Tract  Soe.  1847 


Zion  :  Hymns  and  Sacred  Poetry,  82mo,  2s  6cl Hamilton  1845 

Ladies*  Handbook  of  the  Language  of,  18mo,  Is    C.HClarke  ...1844 

their  Use  and  Beauty,  Language,  &c.,  edit  by  Freeling,  12mo,  8s  6(2 Darion 1857 

FWweiy  Funeral  of  Fancy,  fcap.  8vo,  2s  6(2 Darton  1838 

fUjjd  {Rob.)  Beading,  Writing,  and  Arithmetic,  How  to  be  Taught,  8voy  2s  6(2  Longman  1861 

— (W.)  Observations  on  D(«-Breaking,  new  edit.,  8vo,  Is  6(2 Wright  1848 

Plfi^el  ((?./.)  English-German  and  German- English  Dictionary,  newed.,  2  v.  8vo,  24s  Whittaker 1861 

— . . abridged,  new  edit. ,  roy.  1 8mo,  7s  6d  Whittaker 1862 

Fly-Fishing  in  Salt  and  Fresh  Water,  8vo,  7s  6(2 Van  Voorst. ...1851 

—  Leaves  :  a  Book  for  the  Churches,  by  Aristarchus,  post  8vo,  Is  6(2 Partridge 1858 

-^^ or.  Scraps  and  Sketches,  2  series,  12mo,  each  2s  6<2  J.  Miller 1854 

Fljiag  and  No  Failure,  Beprint  from  a  Scarce  Work  of  1761,  Svo,  Is  /.  B.  Smith  ...1848 

Foden  (Jot.)  MerJianical  Tables,  12mo,  Is  6<2  Whittaker 1854 

FGenBier(/^Jf.)Gttmaa  Primer  lor  Children,  12mOy  2s William  df  N.i$s9 


3i64  FOES FOEBES  [Kkqush  Catauoqve 


Foes  of  Onr  Faith,  and  How  to  Defeat  Them,  fcap.  8vo,  5$ Darton.... 

Poggo  (G.)  Adventures  of  Sir  J.  Brooke,  870,  Is £.  WU^on 

Folchetto  Malespina;  or,  the  Siege  of  Tortona,  post  8yo,  10s  M   Simpkin... 

Folded  Lamb,  Memorials  of  an  Infant  Son,  by  his  Mother,  post  8yo,  is6d  Wertheim 

Foley  (Dan.)  English-Irish  Dictionaiy,  8vo,  Ss WertJkeim,  . 

(E.  W.)  Sermons  on  the  Church  Liturgy,  12mo,  is  (Ul Nubet 

Folius  Appearances,  a  Consideration  npon  the  Way  of  Lettering  onr  Books,  8vo,  Is...  J.R.Smiik. 
Folkard  {II. C.)  Description  of  English  and  Foreign  Sailing  Boats,  post  8to,  12s  6d..,  Longman  . 
Treatise  on  Ancient  and  Modern  Wild  Fowling,  8  vo,  21s KaU 


Folkstone,  Illustrated  Handbook  to,  12mo,  Is  6d HamUUm  

FoUen  {E.  L. )  Hymns,  Songs,  and  Fables  for  Young  People,  enlai)^,  1 8mo,  2«  6<i Cotton,  V.8.  ... 

(Mrs.)  Lark  and  the  Linnet :  Hymns,  Songs,  and  Fables,  sm.  4to,  2s  6d  Addejf 

Life  of,  byE.  L.  Pollen,  12mo,  6s  6d J.  Chapman... 

Nursery  Son^  for  all  Good  Children,  new  edit.,  16mo,  1*   Jos.  BladevDOod 

Poems,  12mo,  bs  J.  Chapman  ... 

Sceptic,  a  Domestic  IMe,  12mo,  Is Tweedie 


Sketches  of  Married  Life,  12mo,  Is,  RoutUdge  ;  12mo,  2s  ed Whi^ld  .. 

i Well-Spent  Hour,  a  Tale,  18mo,  Is  6d  ;  Sequel  to,  18mo,  2s Whi^eUl   .. 

Follett  (/no.)  Sorrows  and  Joys  of  a  Consumptive  :  Poems,  post  8vo,  6s  Hamilton  .. 

Follow  Me  ;  or,  Lost  and  Found,  a  Morality,  from  the  Qerman,  square.  Is   ^iinis    

Following  of  Christ,  in  4  Books,  a  new  Translation,  fcap.  8vo,  8<  6rf Burns    

-  Fully,  an  Illustrative  Narrative  Founded  upon  Fact,  12mo,  2s  %d J.F.  Shaw.. 


Fonblanque  (Alb.)  England  under  Seven  Administrations,  3  v.  post  8vo,  31s  6c^ Battlty 

{Alb.^Jun.)  Filibuster  ;  a  Story  of  American  Life,  &c.,  fcap.  8vo,  1* Ward  ifc  Lock , 

Hector  Main  waring ;  or,  a  Lease  for  Lives,  new  edit.,  fcap.  8vo,  2s  Ward  <£r  Lock 

How  We  Are  Qoverned  ;  or,  the  Crown,  &c.,  12mo,  2s  6rf lUndUdge  

Man  of  Fortune,  a  Story,  cr.  8vo,  6< BoitUedge  

" Rights  and  Wrongs,  a  Manual  of  Household  Law,  12mo,  5s ;  n.  e.,  2s  RouUedge  

— ^ Tangled  Skein,  8  V.  cr.  8vo,  31s  6rf   Tindejf  

-Tom  Rocket,  new  edit,  12mo,  2s   WardALods.. 


(E.B.)  Administration  and  Organization  of  the  British  Army,  8vo,  12s  ...  Longman 

Niphon  and  Pe-che-Ii ;  or.  Two  Years  in  Japan,  &c.,  8vo,  21» Satmders  Je  O. 

Fontaine's  Fables,  in  French,  12mo,  4s  6ci   Dvdan 

transUted  byE.  Wright,  2 r.  roy.  8vo,  48s Hamilton  

Fontaine  (Jas.)  Memoirs  of  a  Huguenot  Family,  12mo,  cl.,  7«  6d Pitman 

Fontana  (Bart,)  Musical  Manual:  Theory  and  Practice  of  Music,  post  8vo,  5s Simpkin 

Fontanier  (V.)  Narrative  of  a  Mission  to  India,  8vo,  14s   Btntltg 

Food  for  Bab^  ;  or,  the  First  Sermons,  new  edit.,  18mo,  Zs Hatchard  

Infant  Minds,  18mo,  8s   Simpkin 

■  Lambs,  a  Selection  of  Texts  for  Young  Children,  16mo,  2s JUl.  TractSoe, 


•the  Million:  History,  Uses,  &c.,  of  Indian  Cora,  12mo,  5s Longman 

Young:  Cheerful  Tales,  roy.  16mo,  8s Darton 


Fools  and  Jesters,  Account  of,  with  Armin's  Nest  of  Ninnies,  ed.  by  J.  P.  Collier,  8to  Shakspeare  Soc. 

Foot  (J.A,)  General  and  Quarter  Sessions  Procedure  Act,  1S49, 12mo,  3s Shaw  A  Sons ... 

{Mrs.)  Good  in  Everything,  a  Novel,  2  v.  post  8vo,  21s' Har$t  4s  B.    ... 

(Rose)  Blight;  or,  the  Novel  Hater,  3  vols,  post  8vo,  31s  6d    Hope 

(S.C.)  United  Catholic  Church  of  Enghind  and  Ireland,  8to>  2s  fid  Groombridge  ... 

Foote  (A.L.)  Closing  Scenes  in  the  Life  of  Christ,  post  8vo,  6s Nid>et 

Incidents  in  the  Life  of  Christ,  poet  8vo,  6s Nisbet 

View  of  Christianity  in  its  Leading  Aspects,  12mo,  3s Hamilton  

(Jot.)  Communion-Week  Sermons,  post  8vo,  4s Hamilton  

— ^   Lectures  on  St.  Luke's  Gospel,  2  v.  8vo,  21« Hamilton  

Treatise  on  Effectual  Calling,  12mo,  8s   HamiUon 


(Jno,)  Medical  Pocket  Book,  3s  6rf ChwrchiU 

Ophthalmic  Memoranda,  48mo,  Is  Renshaw 

Practitioner's  Pharmacopoeia  and  Formnhiry,  18mo,  Bs Renshaw 

—(W.)  General  Highway  Act,  8rd  edit.,  12mo,  10s  6d Cfoekford 

Grand  Juries,  12mo,  Is Shaw  . 


Footprints  of  Popery,  18mo,  Is Rel.  Tract  Soe., 

the  New  Creation,  by  a  Layman,  8vo,  Is  6rf Wertheim  

Travellers  in  Europe,  Asia,  Africa,  and  America,  12mo,  Is  6d   Cassell 


on  the  Sands  of  Time,  Biographies  for  the  Young,  fcap.  8ro,  2s  6d J.H.JkJJ^arkar 


Footsteps  of  Jesus;  or.  Things  to  be  Sought  and  Shunned,  32mo,  Is Hamilton 

Shakspeare,  a  Ramble  with  the  Early  Dramatists,  post  8vo,  5s  6d J.  R.  Smiik 

St.  Paul,  by  the  Author  of  Morning  and  Night  Watches,  cr.  8vo,  5s  ....  Nisbet.. 


—  the  Reformers  in  Foreign  Lands,  12mo,  5s — red.  to  4s   ReL  Tract  Soc. 

•  to  Natural  History  of  Birds  and  Beasts,  16mo,  3s  6^  ;  coL  4s  RouUedge 


Forbes  (ilfer.)  History  of  California,  8vo,  14s SnUih  A  Ekler 

(A.K.)  Hindoo  Annals  of  the  Province  of  Goozerat,  2  ▼.  8vo,  40s    Richardwns  ... 

(Bp.A.P.)  Are  you  being  Converted  ?  Sermons,  12mo,  3s  6d Masters, 

— ^— — Commentary  on  the  Canticles,  32mo,  2s  ;  cheap  edit.,  Is  Masters 

—  Litany,  12rao,  4s  6rf Masters 

■ Seven  Penitential  Pbalms,  82mo,  Is Masters 

Te  Deum,  32mr,  2s  ;  cheap  edit.,  Is  Masfers  . 


Explanation  x)f.  the  Nicene  Creed,  12mo,  6s...... JJ{JJ.P€arker 
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1835-1862]  FORBES FORD  265 

Forbes  (Bp.A.P,)  Sermons  on  Amendment  of  Life,  12mo,  3«  6d  Matters 1857 

-the  Grace  of  GKxl  and  other  Cognate  Subjects,  fcap.  8vo,  5«  Masters 186a 


Theologicai  Defence,  8vo,  6a  Masters i860 

Waning  of  Opportunities,  and  other  Sermons,  fcap.  8vo,  As  6d Masters 1 8 60 

(C.S.)  Campaign  of  Garibaldi  in  the  Two  Sicilies,  post  8vo,  12s  Blackvoods   ...1861 

Icelimd  ;  its  Volcanoes,  Gteysers,  and  Glaciers,  lUust.,  post  8vo,  14a...  Murray i86z 


-  {Dune.)  Bagh-o-Bahar,  Tales,  in  Hindustani,  post  8to,  5a ;  roy.  8yo,  12a  6(2..  Alien  d:  Co,  ...1846 

English,  Svo,  8a Allen  ik  Co,  ...185a 


-  Bengali  Grammar,  roy.  8vo,  12a  6c2 Allen  A  Co,  ...ifl6a 

Reader,  &c.,  new  edit,  roy.  8to,  12a  6<i Allen  ds  Co,  ...186a 


-  East  India  and  Colonial  Guide,  12mo,  2a  6(2    Houlston    1841 

•  Hindustani  Gtiammar,  with  Reading  Lessons,  8to,  10a  6(2 Allen  tk  Co,  ...1846 

'  Manual ;  Exercises,  Phrases,  &c.,  18mo,  8a  6(2 Attends  Co.  ..  1848 

•  and  English  Dictionary,  roy.  8yo,  42a,  1848 ;  2  ed.,  52a  6(2  Allen  ds  Co,   ...1857 

'■ —  Romanized,  new  ed.,  roy.  8vo,  86a  AlUn  ds  Co,  ...1859 

abridged,  imp.  16mo,  12a Allen  ds  Co,  ...1861 


-  Hindu  Reader,  roy.  8to,  10a  6d    Attends  Co.  ...1853 

■  History  of  Chess,  Svo,  15a Attends  Co,  ...i860 


Oriental  Penmanship,  4to,  8a     Attends  Co,  ...1849 

Persian  Grammar,  with  Vocabulitfy,  8rd  edit,  roy.  8vo,  12a  6<2   Allen  ds  Co,  ...i86a 

Tales  of  a  Parrot,  in  Hindustani,  roy.  8vo,  8a Allen  d:  Co.   ...186a 

and  Lord  Lovat,  Lives  of,  by  J.  H.  Burton,  post  8to,  9a  Chapman  d:  H,  1847 

{Prof.E.)  History  of  British  MoUusca  and  their  Shells,  4  v.  8vo,  6^  10a;  cold., 132   VanVoorst 1853 

Star  Pishes,  8to,  15a;  roy.  8to,  30a VanVoorst 1841 

Literary  Papers,  with  Memoir  by  Huxley,  12mo,  6a  Reeve 1854 

i MahuK>logia  Monensis,  post  8vo,  3a  VanVoorst 1838 


-Memoir,  by  George  Wilson  and  Archibald  Geikie,  8vo,  14a   Macmittan 1861 

■  Natural  History  of  the  European  Seas,  12mo,  5a    VanVoorst 1859 

-  Synopsb  of  British  Naked-Eyed  Pulmograde  Medusie,  imp.  4to,  21a ...  Ray  Soc n.  d, 

•  TeTiiarj  Flnyio-Marine  Formation  of  Isle  of  Wight,  roy.  8to,  6s^ Longman  1856 


{P,E.)  Missions  to  Dahomey,  1849-50,  2  ▼.  post  Svo,  21a Longman   1851 

Beadence  in  China,  1842-47,  Svo,  15a Bentley  .1848 


> Six  Months*  Service  in  the  African  Blockade,  post  Svo,  7a  6d  Bentley  1849 

—  (G.)  P^m  and  Hymn  Tunes,  Chants,  &c.,  for  Four  Voices,  sq.,  5a  Wright  185a 

-((7.ir.)  Prixe  Essay  on  the  Goodness  of  God,  Svo,  6a  6(2 BeUd^  Daldy,„iS^9 

'{Isab.)  Snowball,  and  other  Tales,  12mo,  2a  6(2  Masters     1851 

-  {Job.)  Horticultural  Tour  through  Germany,  &c.,  Svo,  5a  6c2    Ridgwdy    1838 

-  IHnetnm  Wobumense,  imp.  Svo  (Privately  printed)    Wo^wm 1839 


(/o&it)  En^ish  and  Gaelic  Grammar,  12mo,  8a  6(2 Simpkin 1843 

GFenerel  Index  to  the  British  and  Foreign  Medical  Review,  Svo,  10a  6(2  Churchill   1849 

•  Happiness  in  Relation  to  Work  and  Knowledge,  12mo,  2a SmiUi  d^Elder  1851 

■  Manual  of  Select  Medical  Bibliography,  roy.  Svo,  15a    Sherwood   1835 

-  Memorandums  made  in  Ireland,  1852,  2  v.  post  Svo^  21a Smithds  Elder  1853 

-  Mesmerism  True,  and  Mesmerism  False,  Svo,  2a  6(2   Churchill  1846 

-  MoUusca  in  the  Isle  of  Bian,  &c.,  12mo,  2a  6(2    Longman  1838 

-  Nature  and  Art  in  the  Cure  of  Disease,  post  Svo,  6a Churchill  1857 

-  Physician's  Holiday,  post  Svo,  12a  ;  2e.,  8a  6(2, itfttfray,  1849;  3e.,  6a  Orr..  185a 

-  Principles  of  Gaelic  Grammar,  12mo,  da  6c2    , Simpkin 1848 

-  Sanctuary,  post  Svo,  2a  6(2    Macmittan 1858 

-  Sight-Seeing  in  Germany  and  the  Tyrol,  post  Svo,  10a  6(2 Smith  d: Elder.,  li ^6 

-  Symmetrical  Structure  of  Scri];ture,  Svo,  Sa  6<2  Hamilton  1854 

-Theory  of  Differential  and  Integral  Calculus,  Svo,  10a  6<2 Longman   1838 

Weeping  in  the  Isles  ;  Death  of  Three  Girk,  12mo,  la  A. Hall  1853 


•  (•Tof*-)  Eleven  Years  in  Ceylon,  2  V.  Svo,  21a Bentley  1840 

•  {J.D.)  Lecture  on  Danger  of  Superficial  Knowledge,  12mo,  2a Parker  d:  Son..  1%^^ 

Occasional  Papers  on  the  Theory  of  Glaciers,  Svo,  10a  6(2 Simpkin 1859 

Reply  to  Tyndall  on  Rendu*s  Th6orie  des  Glaciers,  Svo,  la Simpkin 1 860 

Review  of  the  Progress  of  Mathemati(»l  and  Physical  Science,  4 to,  Sa  6(2  Simpkin 1858 

Tour  of  Mont  Blanc  and  Monte  Rosa,  12mo,  3a  6(2 Simpkin 1855 

'  Travelsthrough  the  Alpsof  Savoy,  roy.  Svo,  28a;  2  e.,with  map,  81a  6(2  Simpkin 1845 

Yiffit  to  Norway  and  its  Glaciers,  1861,  roy.  Svo,  21a Simpkin 1853 


—  (R^ibt.)  Rules  of  Inferior  Courts  of  Scotch  Free  Church,  12mo,  5s Groomhridgt  ...1856 

\Wm.)  Druggist's  Price  Book,  12mo,  8a  6c2 Simpkin 1846 

{Bp,  W.)  Considerationes  Modestae,  2v.8vo,21a,  1850;  4th ed.,  2  v. fcap. Svo,  12a  J.HJ:J.Parkeri%^e 

(^IF.)   Memoirs  of  a  Banking-House,  Svo,  3a  6(2     Chambers  i860 

F«3r  Better:  for  Wone  ;  Wedded  Life,  its  Duties,  Cares,  and  Pleasures,  fp.  Svo,  la     ...  Jarrold 186a 

Forby  (iZoAc.)  Vocabulary  of  Norfolk  and  Suffolk  Words,  2  v.  p.  Svo,  21a— red.  to  12a  Nicliols 1840 

Ford  (6\>Mind,  Svo,  la Hamilton  1658 

—  (/>.^  Alarm  in  ^on  ;  a  Tract  for  the  Times,  18mo,  la  6<2    Simpkin 1848 

Cborazin  ;  an  A.ppeal  to  the  Undecided,  ISmo,  la  6(2 Simpkin 1841 

CoDgr^ational  Psalmody,  obi.  Svo,  Sa  Simpkin 1849 

Damascus;  a  Treatise  on  Conversion,  ISmo,  la  6(2 Simpkin 1842 

Decapolis;  an  Appeal  to  Christians,  ISmo,  la  6(2    Simpkin 1843 

Laodicea  ;  a  Treatise  on  Religious  Declension,  ISmo,  la  6(2   Simpkin 1844 

PiBstond  Addresses,  82mo,  la Simpkin 1843 

2  M 
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Ford  {F.J.)  First  Lessons  in  Landscape  Drawing,  obi.  7«  6(i  B^njnt 18^.3 

— (i/.ii.)  Childhood  of  Ada  Grey,  a  Book  for  Little  Girls,  ISmo,  la Mo.-gan 1S62 

Long  Holidays  ;  or,  Learning  without  Lessons,  fcap.  8to,  Ss  6d Hogg 1861 

Theory  and  Practice  of  Archery,  post  8vo,  7» Buchanan 1S57 

— (//J5'.)  Collections  of  Anthems,  fcap.  8vo,  3«6d Groon^ridge  ...1846 

(/(£W.)  Devout  Communicant,  new  edit.,  ISmo,  2»  ;  12mo,  3s  6d Longman  n.  <L 

Illustration  of  Acts  of  the  Apostles,  Svo,  ITn,  1856 — red.  to  13a Maattn  .........1862, 

St.  Matthew's  Gospel,  8vo,  13a,  1848— red.  to  11a Masters iS6z 

Mark's  Gospel,  8vo,  10a  6<i,  1849— red.  to  9j  Masters i86a 

Luke's  Gospel,  8vo,  15a,  1851 — red.  to  12a Misters iS6a 

John's  Gospel,  8vo,  18a,  1852 — red.  to  13a  Masters 1S62 

Paul's  Epistle  to  the  Romans,  8to,  12a Masters 1862 

Judgment  of  Brutus,  a  Tragedy,  fcap.  8vo,  la SiMpkin ^843 

Steps  to  the  Sanctuary  ;  or.  Morning  Prayer  in  Verse,  post  8vo,  2i  Qd Macmillan 185^ 

Twelve  Sermons  preached  at  Heavitree,  2nd  edit.,  12rao,  3a Masters 1861 

—  {Jno.)  Dramatic  Works,  with  Notes,  2  v.  18mo,  10a — red.  to  7a  (Fam.  Lib.)   Murrag 1847 

Sabbath  School  Teacher,  8vo,  sewed,  la;  cloth,  la  6d   Bennett iS6i 

Titus  Vespasian,  and  other  Poems,  18mo,  2a  6rf Simphln 1836 

Tracta  by,  edited  by  J.  P.  Collier,  8vo iSkak^ijcare  CL  1S43 

— (TZtcA.)  Gatherings  from  Spain,  12mo,  ^s^  1846;  new  edit.,  3a  6<i Mtrray iSbi 

-  Handbook  for  Spain,  2  v.  p.  8vo,  30s,  1845;  1  v.,  IGa,  1847;  n.  e.,  2  v.,  80a  Man-ay 1861 


-  {S.R.)  Mary  Bunyan,  cr.  8vo,  6a,  New  York^  i860;  12mo,  bds.  IsQd  \  cl.  2a  ...  JSimpkin ii;6i 

-  {Tho.)  Compositor's  Handbook,  12mo,  6s i<ianikin 1854 

K-eminders  in  Grammar  and  Orthography,  12mo,  la    Simpkin 1855 

-  {Wm.)  Guide  to  the  English  Lakes,  &c.,  12mo,  2s  6(i,  Wfiiiiahr;  Is  6d Urounthridge ...\% s^ 

Historical  Account  of  the  Malt  Trade  and  Laws,  8vo,  lbs Author  1S50 

Ford's  Australian  Almanack  for  1855,  12mo,  4a Btnce **^55 

Ford  Abl)ey  (History  of),  12mo,  Zs  6d  Hamilton   1046 

Family  in  Ireland,  a  Novel,  3  v.  post  8vo,  81a  6rf   Xacbg    »'^4S 

Forde  {A,  W.)  LinearTables  for  Areas  and  Earthwork,  4to,  7a  6d Stan/ord    '849 

(ir.)  Ma.ster's  Class  Book  on  the  Scales,  8vo,  Is  Qd  Sim2>kin 1841 

Fordham  (0.)  Ready  Reckoner  for  Maltsters,  Farmers,  and  SeeiUmen,  2  ed.,  ISmo,  2a  M'hi/talcr J  849 

Fordyce  {A.D.)  Outlines  of  Naval  Routine,  8vo,  10a  6d i<iaith  «t-  A'/iicr  1838 

( H^w. )  History  and  Antiquities  of  Durham,  2  v.  4to,  75a    FuUarton  i^S7 

of  Coal,  Coak,  Coal  Fields,  &c.,sm.  folio,  hf.-bd.  52a  UtZ   ...  Liad    1800 

Foreign  Classics:  Fenelon's  Telemaque,  edited  by  C.  J.  DeliUe,  fcap.,  4s  6rf Whittalar '859 

Gasc's  Fontaine's  Fables,  12mo,  3a Whitiaher iSs6i 

Saintine's  Pieciola,  edited  by  Dr.  Dubuc,  fcap.,  3s  Qd   Whittaher iJi62 

Schiller's  Wallenstein,  English  Notes  by  Buchheim,  12mo,  Qs  6d  ...    Whiliaker 1^62 

Voltaire*s  Charles  XIL,  edited  by  L.  Direy,  fciip.,  3«  (jd  Whittak-er 1^62 

Desserts  for  English  Tables  for  the  Whole  Year,  12mo,  2s  cii  * Bentley  1S62 

Library,  prices  various.     See  Appendix. 

Office  List,  July,  1862,  8vo,  5s JIarrhwi    1862 

Protestant  Pulpit,  2  v.  8vo,  each  7a Himpkin  ...1839-40 


Fores' Guide  to  the  Hounds  of  England,  fcap  8vo,  5a Fores ^249 

Hunting  Diary,  obi.  8vo,  6a Fores 1849 

Forest  HilJ.  a  Tale  of  Social  Life  in  1830-31,  3  v.  post  8vo,  31s  Od Bentleg  1846 

• Keep,  a  Novel,  3  vols,  post  8vo,  31a  6<i J/nrst  ti:  B.    ...i5s6i 

Life,  by  the  Author  of  "New  Home,"  2  v.  fcap.,  12a Longman  1S42 

Forester  {Frank)  Field  Sports  in  the  United  States,  2  v.  post  8vo,  2l8 Bentleg  1S48 

{Tho.)  Edward  Tunstall  ;  Tale  of  Kaffir  Wars,  3  v.  post  8vo,  31s  6d  Bentleg  1S51 

Handbook  to  Paris  and  its  Environs,  ]X)st  8 vo,  58   II.  Bokn ^859 

— — Memoir  on  Junction  of  Danube  and  Black  Sea,  8vo,  7«  Od Stanford    *^S7 

Norway  and  its  Scenery,  8vo,  5s   U.Hofin "^853 

Rambles  in  Sardinia  and  Corsica,  2  e. ,  8vo,  1 8a,  Longman — r.  to  1  Os  6(£  //.  Bohn iSbi 

Road  Book  for  Tourists  in  Norway,  post  8vo,  2a 11, Bohn '854 

and  Biddulph  {M.S.)  Rambles  in  Norway, 8vo,  18a,  1 850 ;  16mo,2a  Od  Longfnan   ^855 

Forester  of  Altenhain,  trans,  from  the  German,  by  Shoberl,  post  8vo,  7s  Od Saunders  Jb  O.  1852, 

Forester's  Daughter  ;  a  Tale  of  the  Reformation,  3  v.  12mo,  31a  6c2 Aacbg    '^44 

Foresters,  new  edit.,  fcap.  8vo,  6a,  1839,  2a  6(£  ;  3a  6(f,  gilt  edges Blackwood 1^45 

For  Ever  !  or,  the  Final  State  of  the  Redeemed  Considered,  fcap.  8vo,  4a   J.  F.  SJiato    ..  2:^62, 

Forfar  {Roll.)  Analytical  Physics  ;  or,  Trinology,  post  8vo,  3a  6d  BaUli^rt    1852, 

Lectures  Developing  a  New  Philosophy  of  Physics,  8 vo,  la Ba illihre    *  8  5  3 

{W.B.)  Pengersick  Castle,  a  Cornish  Tale,  post  8vo,  3a    J.R.  Smith    ...1S62 

■  Pentowan,  a  Cornish  Story,  8vo,  6s  6rf Kent  ^859 

Forget  Me  Not :  Simple  Songs  for  Thinking  Hearts,  X8mo,  la  6d   IJamilton  >  8  5  3 

Forlong  {Oord.)  Student's  Chart  of  the  Law  of  Scotland,  4to,  lOa Simpkin 1S50 

Form  of  Prayers  for  a  Family  of  Young  Persons,  13th  edit.,  12mo,  2s  Gd UcUcliard 1  844 

Solemnization  of  Matrimony,  Illuminated  by  Jones,  12mo,  21a    Lttnginan   1849 

Form  by  {lien.)  Amusing  Songs  for  Little  Singers,  with  Music,  4  to,  2s  6(/ Longman  1858 

Catholic  Christian's  Guide  to  Psalmody,  12mo,  3a T. Richardson  .1S47 

Life  and  Miracles  of  St.  Benedict,  12mo,  3a  6c{  J^ngman  1S58 

Parables  of  Jesus,  12mo,  2a  6d Lfjngman  1859 

Pictorial  Bible  and  Church  History,  V.  1,  16mo,  6s;  V.  2,  2a;  V.  3,  5s  Longman   1^57 

■■ — Roman  Ritual,  &c.,  12mo,  2a   Bums 1840 
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Foniiljy(^«i,)3€Teii  Sacraments,  16mo,  1<  ;  cloth,  la  Qd  Bums 1856 

State  Rationalism  in  Education,  8 ro,  la  Burns 1854 

Visits  to  the  East,  Germany,  Ac,  12mo,  7« Burns    1843 

Young  Singer's  Book  of  Songs,  with  Music,  4to,  3a  6d  Lonr/man  1853 

Sequel  to,  Sacred  Songs,  4to,  Ss  Qd  ...  Luvf/man   1854 

F»:rms  of  Bidding  Prayers,  18mo,  3«  6c2   RivinfjUm  1840 

Prayer  adapted  to  each  Day  of  the  Week,  8vo,  2«  6d Bell  d:  Daidy. ..i%6o 

for  the  Holy  Eucharist,  12mo,  2i  6rf Elkivs    1855 

Pormularies  of  Faith,  Beign  of  Henry  VIIL,  by  Lloyd,  8yo,  7« /.J/.d-LParherii^a 

F^Trest  {Geo.)  Every  Boy's  Book  of  Sports  and  Amusements,  12mo,  Ss  6d   Routledge  1855 

PJay-Gronnd  :  aBoy'ffBookof  Gbunes,  12mo,  2a  6d  Routledt/e  1857 

{H.J.)  Dream  of  Reform,  post  8to,  4» J.Vhapman  ...1848 

{Mary)  Women  of  the  South  distingaished  in  Literatnre,  4to,  42a New  York 1S61 

(A)  Handbook  of  Military  Engineering,  &c.,  roy.  8vo,  5a   Day  <(: Son 1858 

(IT. 5.)  Great  Pestilence  in  Virginia,  1855,  12mo,  6a  New  York 1856 

-Historical  and  Descriptive  Sketches  of  Norfolk,  &c.,  U.S.,  8vo,  18a...  PhUaddphia...i%$'^ 


Forrester  (^.y^.)  Imposts  on  Port  Wine,  8to,  la    Rickardsona  ...1850 

Oliviera  Prize  Essay  on  Portugal,  8V9,  10a  6<i,  1853  ;  2nd  edit.,  5a...   Weale 1854 

Frrry  (5cw».)  Climate  of  United  States,  8vo,  16a New  York 1842 

Forsaken  (The),  a  Tale,  2  ▼.  8vo,  16a  Whittaker 1836 

or,  the  Times  of  St.  Dunstan,  fcap.  8vo,  la J.IIutJ.ParkeriiSo 

Forsball  (/no.)  Gospel  of  St.  John,  arranged,  12mo,  la  6d;  St.  Luke,  12mo,  2a  6d...  Lovyman  1861 

Fc*rster  {Cka.)  Apostolical  Authority  of  the  Epistle  to  the  Hebrews,  8vo,  21a  Lonyman   .  ....183S 

Historical  Geography  of  Arabia,  2  v.  8vo,  SOa Lonyman  1844 

Letter  to  Lord  Lyndhurst  on  Stanley's  **  Sinai,"  &c.,  8vo,  bs  Bcnlley 1856 

Life  of  Bishop  Jebb,  2  v.  8to,  28a,  Duncan,  1836  ;  8vo,  16a    Longman  1837 

One  Primeval  Language,  3  pts.  8vo,  63a — red.  to  42a  ;  each  sep.  21«...  Bentley  i860 


Pt.  1.  Voice  of  Israel  from  the  Rocks  of  Sinai.     2.  Monuments  of  ^pt. 
3.  Monuments  of  Assyria,  Babylonia,  and  Persia. 

Sinai  Photographed,  with  an  Appendix,  folio,  84a BcnVey  1862 

Six  Preacher  Sermons  at  Canterbury  Cathedra],  8vo,  12a  Bentley 1853 


(^.^.)  Peerage  of  Great  Britain  and  Ireland,  18mo,  6« Btxjite    1853 

(/mo.)  Arrest  of  the  Five  Members  by  Chai-les  the  First,  post  8vo,  12a   Murray i860 

Churclmian*8  Guide;  a  Copioos  Index  to  Sermons,  &c.,  8vo,  7a Parker d: Son... \%^q 

Debates  on  the  Grand  Remouptrance,  Nov.  and  Dec,  1641,  p.8vo,  12a  Murray i860 

Defoe,  and  Churchill,  16mo,  2a  6(2  Lonyman   1855 

— Gospel  Narrative,  Authorized  Text,  roy.  8vo,  16a,  1845 ;  8 e.,  8vo,  12a  Parker li: Son... li/^j 

Hist  and  Biographical  Essays,  2  v.  p.  8vo,  21a,  1858;  3e.p.  8vo,  12a  Murray i860 

Judgment  of  Brutus,  a  Tragedy,  fcap.  8vo,  la Simpkin 1843 

Life  of  OKver  Goldsmith,  8vo,  21a;  n.e.,2v.,  25a,  54;  1  v.  cr.  8vo,  7a  6d  Bradbury 1862 

Statesmen  of  the  Commonwealth,  7  v.  fcap.  8vo,  42a — red.  to  24a  6d  Lonyman  1840 


{Joeiah)  Reflections  on  the  Gospel  of  Christ,  12mo,  2a Bennett  i860 

{J,C.)  Surgical  Diseases  of  Children,  8vo,  15a   Park€r«k  Son... ildo 

' (J.T.)  Commercial  Code  of  Signals,  by  Larkins,  3rd  edit.,  roy.  8vo,  7a  W.  Mitchell  ...1861 

(/.  IT.)  Apocalypse,  its  Own  Interpreter,  8vo,  14a   Bentley  1853 

■ (Luke)  Sermons,  with  Sketch  of  his  Life,  by  Ely,  post  8vo,  8a  Jackson  <fc  W.   1841 

(R.  W.)  Copyhold  Enfranchisement  Acts,  1848,  12mo,  6a  6d  Sfevens  1843 

■ (7*.)  Popular  Progress  in  English  History,  fcap.  8vo,  2a  6ci Lonyman  1840 

-  {T,J,M.)  Original  Letters  of  Locke,  Sidney,  and  Shaftesbury,  8vo,  7a  6rf BeUd:Daldy...i^S 

Forsyth  {Alex.)  Treatise  on  Culture  and  Economy  of  Potato,  8vo,  8a ^.  Lonyman  1846 

• {Cha.)  Law  of  Trusts  and  Trustees,  Scotland,  8vo,  18a Blackwoods   ...1844 

(7.^.)  Sermons, with  Memoir, by  Rev.E.Wilson,2  e.,8vo,10a  6<£;  3  e.,12mo,5a  Jlatchard  1851 

' {Rabl,)  Observations  on  Genesis  and  Exodus,  with  Sermons,  12mo,  5a Blackiooods   ...1846 

{Wm.)  History  of  Trial  by  Jury,  8vo,  8a  6rf  Parker  d:  Son  .\Zs^ 

Hortensius  ;  Duty  and  Office  of  an  Advocate,  post  8vo,  12a Murray 1849 

On  Law  of  Composition  with  Creditors,  8rd  edit.,  8vo,  9a  Benniny 1854 

: relating  to  Custody  of  Infants,  1850,  8vo,  8a  Benniny 1850 

F«>r«ythe  (J. )  Questions  on  Archbishop  Whately's  Logic,  12mo,  2a. Simpkin 1 849 

F'rtescue  {Lady  E.)  Hymns,  mostly  &om  the  German,  2nd  edit.,  18mo,  8a DaUon  1847 

'{TTwma^)  Guide  to  the  Quadrupeds  and  Reptiles  of  Europe,  post  8vo,  7a...    Van  Voorst  ...1859 

?.  rtreas,  an  Historical  Tale  of  the  Fifteenth  Century,  3  v.  post  8vo,  81a  6rf Bull   1840 

F.rtanate  Union,  transl.  from  the  Chinese  by  John  Francis  Davis,  2  v.  8vo,  16a Or.  Trans. Fund  n.d. 

r.rtniie  {E.F.)  Guide  to  the  Stocks  and  Public  Funds,  by.  Evans,  16th  ed.,  12mo,  ^  Letts  1851 

(RM.)  Residence  among  the  Chinese,  1853-6,  8vo,  16a Murray 1857 

—  Three  Years'  Wanderings  in  China,  2nd  edit.,  8vo,  15a Murray 1847 

Two  Visits  to  the  Tea  Countries  of  China,  Ac,  3rd  ed.,  2  v.  p.  8vo,  18a  Murray 1853 

Fortune,  and  other  Poems,  by  Hope,  12mo,  8a  6ci    Pickering  1845 

Hunter;  or,  Adventures  of  a  Man  about  Town,  12rao,  la  Diprose 1855 

Frrtunes  of  Colonel  Torlogh  O'Brien,  8vo,  12a,  Orry  1847;  12mo,  Is  6d Routledge  1857 

Fairleigh,  a  Temperance  Tale,  18mo,  la    Iloulston    1857 

Francis  Croft,  a  Novel,  8  V.  post  8vo,  31a  6rf  Chapman d:  H,\%$% 

Roger  de  Flor,  a  Romance,  8  v.  post  8vo,  31a  6d Bentley 1845 

F.^rtnnio,  Illuetrated  by  J.  W.,  post  4to,  5a Blachroods  ...1847 

r.^rty  Moral  Lectures  for  the  Young,  12mo,  4a Pullarton  1855 

VxMhsrj  {T.  F.)  Hymns  and  Poems  for  the  Sick  and  Suffering,  5th  ed.,  fcap.  8vo,  bs  Od  Rivingion  1861 
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Fosbrooke  (T.V.)  Arts,  &c.,  of  the  Greeks  and  Romans,  2  v.  12mo,12«,35 — re^^to  7«  Longman  1850 

British  Monachiam,  new  edit.,  roy.  8to,  16«  Nattali  1843 

Encyclopocdia  of  Antiqaities,  new  edit. ,  2  7.  roy.  8 70,  S5s NaUali 1843 

FosJick's  Introduction  to  the  Qerman  Language,  post  Svo,  7a  6d    Wile^ 1839 

FoFgate  (Dr.B.)  Sleep  Psychologically  considered,  12mo,  As  6d Hew  York 1850 

Fosket  (T.M,)  Godly  Prayers  for  Godly  Christians,  fcap.  Svo,  2*  6d Niabet    1861 

Foss  (Edto.)  Grandeur  of  the  Law  ;  or,  Legal  Peers  of  Enghind,  12mo,  6s  Od Spettigtte    1843 

. . Lives  of  the  Judges  of  England,  V.  1-4,  each  12«  ;  V.  6  &  6,  Svo,  28*.. .  Longman...  124%- $7 

FoBsey  (Wm.)  Conversations  on  the  Road  to  Happiness,  Svo,  Sc Longman  1848 

World's  Dialogues,  Svo,  4« Longman  1848 

Fossils,  Tabular  View  of  Characteristic  British,  4to,  case  6» Soc.P.CK,   ...1861 

Foster  Brothers,  a  History  of  School  and  College  Life,  post  Svo,  10« A.Hail 1858 

a  Tale,  edited  by  Leigh  Hunt,  3  v.  poet  Svo,  31*  6(i  A^eio6y    1845 

Foster(J/r». id.) Handbook  of  French  Literature,  12mo,  Zt^d Chamben  1855 

Italian  Literature,  12mo,  3«  6d ChamJttn  1853 

Modem  European  Literat.,  1 2mo,  8<  6rf,  Longman — red.  5«  H.  Bokn 1 849 

— — Spanish  Literature,  12mo,  St  6d  Chamben  1851 

■  Treatise  on  Geography,  12]no,  8«  Chamben i860 

(A,F.)  Elements  of  Geography,  for  Schools  and  Families,  sm.  post  Svo,  5t  ...  Chapman  is  H.i%6% 

Histoiy  of  Englimd  for  Schools  and  Families,  sm.  post  Svo,  6< Chapman  ds  H.1%61 

•  Manned  of  Geographical  Pronunciation,  12mo,  2«    Stanford  1858 


-(Benj.)  History  of  Prioiy  and  Gate  of  St.  John  of  Jerusalem,  4to,  London,  5s  Pickering 1852 

•  {Birkel)  Memento  of  the  Trossachs,  Loch  Katrine,  &c.,  oblong,  Is Longman  1854 

Pictures  of  English  Landscape,  by  T.  Taylor,  post  4to,  21< Routledge  1S62 


-{B.P.)  Book-keeping  by  Double  Entry  Elucidated,  4th  edit.,  4to,  Ss  M  BelU-  Dalthf...iS6z 

Counting  House  Assistant  to  BiUs  of  Exchange,  &c.,  cr.  Svo,  3s   AyloU    1857 

Penmanship,  Theoretical  and  Practical,  12mo,  2s  6d  Betid* Daldg...  1^4^ 


(<7./.)  Elements  of  Jurisprudence,  post  Svo,  5s Walton  1853 

> (i?.^.S  Memoirs  of,  by  her  Husband,  ISmo,  2s    Mason    1852 

(^.  TT.}  fflements  of  English  Grammar,  ISmo,  Is  6(2  Harvey 1840 

French  Grammar,  Elementary,  12mo,  3s  6d  ;  Exercises,  2s  6d HanUUon  1838 

(Frank)  Number  One  ;  or,  the  Way  of  the  World,  p.  Svo,  ZsBd;  2nd  ser.,  2s  6d  Simj^n i86a 

. with  a  Colonial  Directory,  12s  6<i Simpkin i86i 

(Ben.B.)  Plain  Sermons,  12mo,  4s Mason  i860 

• (Jno.)  Contributions  to  the  Eclectic  Review,  2  t.  post  Svo,  7s  H.Bokn i860 

Duties  of  the  Married  State,  ISmo,  2s,  1843  ;  2nd  edit,  24mo,  Is...  Clarke   1844 

■  Essay  on  the  Evils  of  Popular  Ignorance,  12mo,  fis H.Bohn 1845 

' Essays  on  Decision  of  Character,  Ac,  12mo,  5s H.Bokn 1850 

. Introductoiy  Essay  to  Doddridge's  Rise  and  Progress,  12mo,  2s  6(2  ...  Oriffin   1847 

Lectures  at  Bristol,  by  Ryhud,  2  t.  post  Svo,  12s— red.  to  7s   H.Bokn 1861 

•  BroadmeadChapel,BriBtol,Svo,10s6(f,  1844;  3rde.,12mo,6s  Jackson  ds  W.    1 848 


•  Life  and  Correspondence,  2  v.  Svo,  24s,  1846 — red.  to  10s  6(2 Jackwn  ds  W,    1850 

2  V.  post  Svo,  7s  H.Bokn 1850 


I  Stories,  new  edit.,  12mo,  4s  6(2 Darton '859 

Thoughts,  Reflections,  and  Criticisms,  by  H.  G.  Bohn,  post  Svo,  5s...  H.Bokn 1858 

Treatise  on  the  Progress  in  English  History,  12mo,  2s  6(2  lAmgman  1840 

(/.^.Z.)  New  Colony  of  Victoria,  12mo,  Is  6(2   T.W.Saund^s  iSsi 

(J.K.)  Conversations  on  British  Church  History,  12mo,  2s    Ward 1848 

— Recollections  of  the  Rev.  G.  D.  Owen,  Svo,  2s   Painter 1S38 

{L,)  Wayside  Glimpses,  North  and  South,  12mo,  6s   New  York ^859 

{T,C,)  Letters  on  Condition  of  the  People  of  Ireland,  Svo,  12s CTiapman  d:  H.1%4.^ 

Review  of  the  Law  relating  to  Marriages,  Svo,  4s   Stevens  1847 

System  of  Short-hand,  12mo,  2s  6(2 Wkittaker 1838 

■  IVeatise  on  the  Writ  of  Scire  Facias,  Svo,  15s Stevens^k  H.  ...1851 


-(IFm.)  Elements  of  Algebra,  12mo,  2s;  Arithmetic,  Is  6(2   Simpkin 1844 

-  Examples  in  Algebra,  4th  edit.,  12mo,  2s;  with  Key,  Ss  6(2 Simpkin i860 

-Arithmetic,  12mo,  Is  6(2  ;  with  Key,  8s Simpkin 1842-3 


Greek  Rudiments,  12m.o,  4s Wkittaker 1838 

Harmonical  Greek  Grammar,  12mo,  4s;  Latin  Grammar,  2s  6(2   Simpkin 1845 

Latin  Rudiments,  12mo,  2s  6(2 Wkittaker* 1838 


(Jfrs.  IT.)  Lady  Marion,  a  Novel,  8  v.  post  Svo,  31s  6(2  Hurst  A  B,    .,.1853 

Fotherby(J/ane/.^.)  Poems,  edited  by  her  Husband,  fcap.  Svo,  3s A.HaU 1S6* 

Fotheiigill  (Sam.)  Essay  on  the  Society  of  Friends,  post  Svo,  6s Bennett 1859 

(5.  <fe/.)  Memoirs  of,  by  CroBsfield,  Svo,  6s  6(2  Bennett 1843 

{W.)  All-Hallows  Eve,  ISmo,  Is   Palmer 1859 

Foulkes  (E.S.)  Complaint  of  a  Convert,  12mo,  Is Lwmley 1857 

■  — ■—  Manual  of  Ecclesiastical  History,  1st  to  12th  Century,  Svo,  6s J.Hd-J.ParkeriS$t 

{Tkos,)  Eclectic  Yedantism,  a  Philosophical  Poem,  translated,  Svo,  Is  6(2 Williams  db  N..1S60 

Elements  of  the  Vedantic  PMlosophy,  transl.  from  the  Tamil,  Svo,  2s  Williams d:  N..i26o 

Hindu  Systems  and  Sects,  translated  from  the  Tamil,  Svo,  28  Williams  d  N..i96t 


Foulston  (/no.)  Views  of  Public  Buildings  of  West  of  England,  roy.  4to,  S4s AtcMty  1838 

Fountain  (Fred.)  Harvest  Surveyor's  Assostant :  Tables,  ISmo,  Is  6(2    Author  ^845 

Fountain  of  Living  Waters:  Facts  in  Life  of  a  Layman,  ISmo,  Is  ^d  Rel.  Tract  Soc.  1853 

■ ISmo,  Is,  W.  Collins;  ISmd,  2s   Bogue    1850 
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FonntainbalVB  Historical  Observes,  1680-1686,  4to BannaiyneCluhi^j 

Fountains  Abbey,  Memorials  of,  edited  by  J.  R.  Walbran,  8vo  Surteea  Soc.    ...1861 

of  British  History  Explored,  12mo,  2» Nichols 1853 

Fonqne  (^arofi)  AsUuga^B  Knight,  12mo,  Is  6d,  Bums — in  Gkrman,  2s Nutt  1845 

Magic  Ring,  12mo,  4«  Bums    1846 

— Atinstrel  Lore,  12mo,  4s Bums    1845 

Romantic  Fiction,  Shorter  Tales,  12nio,  4<   Bums    1844 

Seasons,  12mo,  6«,  Bums  ;  in  German,  12mo,  7«  6d Nutt  1844-7 

Sintzam  and  his  Companions,  Illustrated,  12mo,  Ss Bums    1848 

m  German,  12mo,  ^s  6d  NuU  1845 

SirBlidoc,  an  old  Breton  Legend,  12mo,  7s Mozley   1849 

Thiodolf  the  Icelander,  12mo,  is  Bums    1845 

Two  Captains,  12mo,  1«  6rf,  ^um«— in  German,  12mo,  2» NtUt  1845 

Undine,  with  Designs  by  Tenniei,  12mo,  6» Bums    1846 

Notes  by  Le  Bahn,  12mo,  8t  Oci Lochcood  1846 

in  German,  sq.  16mo,  2s  W.  Alhn  1861 

translated  by  Lady  Lyttelton,  12mo,  2s  Qd Bdld: Daldy...i%/^s 

the  Author  of  Night,  12mo,  Is  ^d    Smith  ti:  Elder  1858 


White  Lady,  translated  by  Lady  Lyttelton,  12mo,  2s  6d BeU  it  Daldy..A%\s 

Wild  Love,  and  other  Tales,  12mo,  4«    .... , Bums    1844 

Foor  Days  at  Portsmouth  on  the  Eve  of  the  War,  8vo,  Is  Seeley    1855 

Gt)^>el8  combined  ;  or,  the  Life  of  Christ,  12mo,  4«  M Simpkin 1850 

Homes,  adapted  £rom  the  French  of  Madame  de  Gasparin,  fcap.  8vo,  3«  6<2 Hogg 1861 

Knaves,  Satirical  Tracts,  in  Verse,  by  Samuel  RowUmds,  post  Svo    Percy  Soc, 

Lectures  to  the  Working  Chisses,  18mo,  Is W.CoUins 1850 

Little  Wise  Ones,  a  Book  for  the  Young,  16mo,  5s Nisbtt    1853 

Old  Flays  :  Thersjrtes,  Jack  Juggler,  Heywood's  Pardoner,  &c.,  crown  8vo,  14s    /.  Chapman  ...1849 

Oidinaiion  Sermons,  by  Clerke,  Trench,  Randidl,  and  Goulburn,  8vo,  2s  6d  ...  J.HA'J.ParkeriZ^t 

Pilgrims;  or,  Life*s  Mission,  and  other  Poems,  12mo,  5s  Longman  1849 

Sisters  :  Patience,  Humility,  Hope,  and  Love,  12mo,  8s  6d Jtoutledge  i860 

Ways  to  Paris,  and  Paris  itself ,  82mo,  Is Orr    1839 

Years  at  Court  of  Henry  VIIL,  transl.  by  Brown,  2  v.  post  8vo,  21s Smith  is  Elder  1854 

Years'  Experience  of  the  Catholic  Religion,  12mo,  Is Binns 1841 

Service  in  India,  by  a  Private  Soldier,  2nd  edit.,  12mo,  2s  6rf Simphin 1854 

Foordrinier  (^.^.)  Hints  for  Happy  Hours,  12mo,  8s  6<i    Mozley   1850 

Our  New  Parish,  its  Privileges  and  Prog^^ss,  12mo,  6s   Pickering  1852 

Courier  (Cka.)  Passions  of  the  Human  Soul,  with  Notes  and  Memoir,  8vo,  12s   H.  Lea  1850 

(P.)  Life  of,  translated  from  the  French,  18mo,  2s Dolman 1850 

Foumet  (Jules)  Clinical  Researches,  transited  by  Dr.  Brady,  8vo,  7s   Churchill  1841 

Foavarts  {J.)  Improved  German  Phrase  Book,  for  Schools  and  Families,  18mo,  Is   ...  Hughes  1852 

Powell  {Sam.)  Treatise  on  Dentistry  and  Care  of  the  Teeth,  am.  4to,  2s  6d Simphin 1853 

Fowkes  (T.)  Greek  and  Latin  Churches,  an  Historical  Sketch,  8vo,  Is Whittaher 1854 

^v9\t(P.C.)  Herbert  Anneslie,  a  Reminiscence,  post  8vo,  10s  6d Saunders  «fc  0.  1853 

—  (F.W,)  Memoranda  of  Events,  1846-47,  12mo,  8s Longman    ....  1848 

Plain  Sermons,  12mo,  6s  6d;  Second  Series,  12mo,  4s  6d Rivington  1835 

Sermons  on  the  Practical  Working  of  Faith,  12mo,  6s   Burnt    1845 

(Jos, )  Church  Nepotism  and  Simony,  a  Protest,  post  8vo,  8s  6(i Piper 1858 

—  {Nat.  C.)  History  and  Analysis  of  the  Constitution  of  United  States,  12mo,  7s  6rf  Boston,  U.S.  ...1862 

—  {W.H.)  Epistle  to  the  Hebrews,  8vo,  Is  6d Masters i860 

Fowler  (CA.)  Parochial  Sermons  of  the  Christian  Seasons,  12mo,  5s Masters 1858 

(J^.P.)  Management  of  the  Aldemey  and  Guernsey  Cow,  12mo,  Is    Simphin 1855 

(Frank)  Dotdngs  of  a  Lounger,  12mo,  Is Boutledge  1859 

Southern  Lights  and  Shadows,  12mo,  Is  6ei  Low    1858 

— Texts  forTiSkers,  with  Occasional  Discourses,  fcap.  8vo,  Zs  6d Saunders  d:  O..1860 

Wreck  of  the  Royal  Charter,  12mo,  Is Low  1859 

• {F.  W.)  Vindex  Pentateuchi,  an  Answer  to  Bishop  Colenso,  8vo,  2s Simpkin 1862 

(Geo.)  History  of  the  Ottoman  Empire,  poet  Svo,  6s   Ward  d:  Lock  .jS$^ 

'  War  with  Russia,  12mo,  2s    Low   1855 

Lives  of  Sovereigns  of  Russia,  2  v.  post  8vo,  18s Low   1854 

— ■ Mary  MaiUand,  the  Cottager's  Daughter,  2nd  edit. ,  18mo,  Is  Simpkin 1861 

Three  Years  in  Persia,  2  v.  post  8vo,  24s Colbum 1841 

(-^fli.)  Selection  of  Hymns,  18mo,  8s Simpkin i860 

- — -  {Hugh)  Anxilia  Gneca  ;  Forms  of  Parsing,  &c.,  12mo,  Zs  6d  Bell <k  I)aldy...ii  1^6 

{J- A.)  Analysis  of  Dramatic  and  Oratorical  Expression,  post  8vo,  5s Neio  York 1853 

(J.C.)  Church  Pews  :  their  Origin  and  Legal  Incidents,  12mo,  2s  6d Rivington  1844 

• Oollieriesand  Colliers  ;  a  Handbook  of  Law  Cases,  fcap.  8vo,  6s Longman  1861 

(Mrs.)  Nora,  the  Lost  and  Redeemed,  Svo,  2s Tweedie 1862 

—  (O.SJ:L.N.)  Illustrated  Self -Instructor  in  Phrenology,  cr.  Svo,  2s Tweedie 1 860 

Phrenology  and  Physiology,  New  Illustrated  Self-Instructor,  12mo,  6s  .  Tweedie 1861 

(J2.)  Elementary  Treatise  on  Mechanics,  Pt.  1,  Statics,  12mo,  Is National  Soc.  .1859 

• Elements  of  Algebra,  with  numerous  Examples,  12mo,  6s;  Key  to.  Is...  Simpkin 1861 

Hither  k  Thither ;  or.  Sketches  of  Travel  Both  Sides  Atlantic,  Svo, '10s  6d  Bell  <k  l>aWy...  1854 

Self-Culture  and  Perfection  of  Character,  12mo,  5s J.  Chapman  ...1849 

—  Solutions  to  the  Questions  in  Mixed  Mathematics,  Svo,  Zs  6d Longman  1 8  62 


(£o6t.)  Medical  Vocabulary,  fcap.  Svo,  7s  Renshaw    i860 


\ 
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Fowler  (TAo.)  Tables  for  Poor-Lnw  Unions,  8vo,  10«  Longman  1838 

{W.C.)  English  Grammar  for  Colleges  and  Schools,  870,  9« New  York 1850 

■ Language  in  its  Elements  and  Forms,  8to,  3<  6(i Catnll  1857 

Sectional  Controversy,  8vo,  7«  6d  New  York 1862 

{W.  W.)  Sermons  on  Various  Subjects,  12mo,  At  %d    Hatchard 1844 

Fownea((;w.)  Chemical  Tables,  fol.,  2«  6d  CJmrchm 1846 

Chemistry,  as  Exemplifying  the  Wisdom  of  God,  12mo,  4$  6d Churchill  1848 

— Introduction  to  Qualitative  Analysis,  12mo,  2«    Churchill  1846 

Manual  of  Chemistry,  by  Jones  and  Hoffinan,  8th  edit.,  12mo,  12s  6(2  Churchill  i86i 

Rudimentary  Chemistry,  12mo,  1«    WeaU    1848 

Fox  and  the  Geese,  2nd  edit.,  sq.,  1»  6d  Cundall 1845 

Fox  {Bitha)  Studies  of  Christian  Character,  Illustrated,  post  8vo,  6s    Hogg i860 

iC.J.)  Life  and  Times  of,  by  Lord  J.  Russell,  Vols.  1  and  2,  p.  8vo,  ea.  10$  Od  Bendey  1859 

Memorials  and  Correspondence,  by  Lord  J.  Russell,  4  v.  8vo,  ^^8 BtntUy 1853-7 

Speeches  (Modem  Orator),  roy.  8vo,  16» Aylott    1847 

{C,R.)  Unedited  or  Rare  Greek  Coins,  Part  1,  Europe,  roy.  4to,  7«  6t£ Btlld: Daldy... i%S^ 

{Edv>.)  Amian  and  Bertha,  and  other  Poems,  post  8vo,  bi  Nctchy    1S58 

Pleasure  Paths  of  Travel,  post  8vo,  lOa  6d Ntwby    1857 

{Eliz,)  Wild  Blossoms  and  Stray  Leaves,  post  8vo,  8« Whittaker 1855 

(F.)  Principal  Features  of  Scripture  Prophecies,  in  Quest.  &  Ans.,  18mo,  3^  6d  Hatchard 1S41 

-  {Prankl.)  Glimpses  of  the  Life  of  a  Sailor,  fcap.  8vo,  2» Pox    i86i 

((/Vo.,  Fminder  of  the  Quaken)  Life  of,  by  J.  8.  Wateon,  poet  8vo,  10»  6d Saunders  &  0.  i860 

Life  of,  by  SamuelJanney,  8vo,  9»   Philadelphia..,  i^s^ 

Memoir  of  his  Life,  Travels,  and  Gospel  Labours,  12mo,  2s  6d Marsh    1839 


Popular  Life  of,  by  Josiah  Marsh,  8vo,  Qs  6d  BenneU 1846 

-{G.C.)  Death  of  Demosthenes,  and  other  Poems,  12mo,  8* /.  Bohn 1839 

-  (77.  Ji^.)  Chapters  on  Missions  in  South  India,  12mo,  Zs  6d Seeley 1S4.8 

Memoir  of,  by  G.  T.  Fox,  4th  edit.,  12mo,  5« Seelty 1853 

-  (Jno.)  Discourses:  Time,  and  the  End  of  Time,  18mo,  1*  6rf  Hamilton  1838 

-  (Jos.)  Natural  HLstoiy  and  Diseases  of  Human  Teeth,  4to,  45*    New  York 1846 

-  anrf  Harris  ((7.-4.)  Diseases  of  Human  Teeth,  8vo,  18»  Philadelphia... iS^^S 


(J.J.)  Society  of  Friends,  its  Weakness  as  a  Church,  post  8vo,  8*  6d BenneU  1859 

—  {Maria)  Memoirs  of,  8vo,  8*   Bennett 1846 

(Lady)  Account  of  an  Expedition  to  the  Interior  of  New  Holland,  12mo,  2»6d.  Bentlcy 1849 

Friendly  Contributions  ;  or,  the  Country  House,  4to,  21« Murray 1843 

(5afii.)  Catechumen*8  Instructor,  18mo,  \s   Mozley   1851 

History  of  Monks  and  Monasteries,  12mo,  5« Masters 1844 

Rome,  for  Youth,  18mo,  3*  ;  School  edit,  2» Masters 1848 

Noble  Army  of  Martyrs,  18mo,  2*    Masters 1848 

Observations  on  Chlorosis,  8vo,  6s Uiyhley 1839 

Poetical  Calendar  of  the  Anglo-Saxons,  8vo,  6a;  roy.  8vo,  12s Pickering  1845 

-  The  Holy  Church  throughout  the  World,  18mo,  2$ Masters 1857 


(Tho.)  History  of  the  Protestant  Reformation,  12mo,  3«  6d  Parker  d:  Son    1S36 

Principal  Features  of  the  Scripture  Promises,  18mo,  Zs Hatchard  1841 


(T.H.)  Reflections  on  the  Church  Collects,  18mo,  Is  6d Neicby   1854 

(Wm.)  History  of  Wesleyan  Missions  in  Western  Africa,  8vo,  10«  6d Aylott    1851 

Plans  and  Elevations  for  Baths  and  Washhouses,  fol.,  21s Simpkin 1849 

Six  Colonies  of  New  Zealand,  12mo,  8«  ;  with  Map,  4s  6rf    Parker <SsS<m... iS^i 

Slave  Trade  on  Western  Coast  of  Africa,  8vo,  2s  6d  AyloU    1854 

Treatise  on  Simple  Contracts  and  Action  of  Assumpsit,  12mo,  Is  6d Stevens  184a 

{W.J.)  Lectures  on  Morality,  8vo,  4« Fox    1836 

Religious  Ideas,  8vo,  &  6d Fox    1851 

to  the  Working  Classes,  4  v.  12mo,  each  Bs  6d Fox 1845-51 

( W.  L.)  Handbook  to  County  Courts  in  England  and  Wales,  1 2mo,  6s    Crockford 1848 

Fox-Hunter's  Guide,  by  Cecil,  post  8vo,  7»  6d.    <Sec  Apperiey Pitman 1^37 

Foxe  (/no. )  Acts  and  Monuments  of  the  Church,  royal  8vo,  24a  On'    1850 

Book  of  Martyrs,  by  Cattley,  8  v.  8vo,  96s  ;  large  paper,  6/    Seeley 1843-9 

Ckrke,  8vo,  21s P.Jadrson n,  d. 

Cobbiu  and  Milner,  8vo,  10s  6d  Knight  S:  Son    1854 

Cumming,  8  v.  roy.  8vo,  73a  6(f   Virtue    1844 

— ' Kennedy,  roy.  8vo,  22«,  Bhckie  ;  roy.  8vo,  26«...  TaUis n.  d. 

Milner,  8vo,  10a  6c2.  Aylott;  8vo,  15a Virtue    »,  d. 

abridged,  12mo,  2s  6d Boutlcdge  1851 

Essay  by  Cobbin,  8vo,  8a  6c7   Low    x86z 

abridged,  8vo,  2a  6rf,  Aylott;  82mo,  la    Simpkin 186a 

by  Milner,  8a  6d Tegg  i86a 


■Seymour,  imp.  8vo,  18a Fullarton  1838 

•English  Martyrology,  by  Charlotte  Elizabeth,  2  v.  12mo,  12«   Seeley 1847 


History  of  Protestant  Martyrs,  Condensed,  16mo,  la  6ci   Knighi*!^ Son.. .iS6t 

Protestant  Martyrs,  and  Fleming  on  Papacy,  16mo,  3a  Tegg  1849 

Foxton  (P.J.)  Priesthood  and  the  People,  8vo,  la  65 TriUmer i86x 

Treatise  on  PopuUr  Christianity,  post  8vo,  58 J.  Chapman  ...1849 

Foye(3f.W^.)  History  of  the  Early  Irish  Church,  12mo,  2a  6d  J.Hughes  1851 

Romish  Rites,  Offices,  and  Legends,  12mo,  6s  Brit.Bef.Soe,     1851 

FraDolcino,  Historical  Memoir  of,  by  Mariotti,  roy.  12mo,  10a  Crf  Longman  1853 


1835-18G2]  FRADERSDORFF FRANCIS  271 

Frjidcrftiorff  (/.  IF.)  Phraseological  English -Greek  Lexicon,  by  Arnold,  8vo,  21« Riv'tuffton  1855 

Practical  Introduction  to  Danish  or  Norwegian,  12mo,  48 WilUahu  d:  N.  i860 

Fragmentaiy  Poem  on  the  Crimean  War,  4to,  Is Gi'oftmbridye  .,.i2$6 

Fra^naaents  by  a  Redeemed  Atheist,  12mo,  Is  ' A^ifM 1851 

from  German  Prose  Writers,  transl.  by  Mrs.  Austin,  post  8yo,  10* Murray 1841 

the  History  of  John  Bull,  12mo,  5s  Blackwoods    ...1835 

in  Vetse,  chiefly  on  South  Africa,  12 mo,  5* Pkheinng  1838 

■  by  R.  H.,  fcap.  8vo,  3a  6</ Pickering  i86i 


of  Expositions  of  Scripture,  12mo,  is    Wriijht  1843 

Truth  :  the  Exposition  of  Passages  of  Scripture,  3rd  edit.,  fcap.  8vo,  5«  JlamiUon  1861 

the  Table  Round,  fcap.  4to,  4a  A.I/aU  i860 

on  the  Sacrament,  from  Jeremy  Taylor,  32mo,  la  6d    Simpkin 1842 

Woman,  ISmo,  4a   IJamilton  1839 


Prune  [Jos.)  Christ  in  Gethsemane  :  Exposition  of  Psalm  16,  12mo,  3a Ward 1858 

Original  Sin,  12mo,  Is  Qd  Wai'd 1853 

Signal  Lamps  for  the  Railway  of  Life,  12mo,  2a  6c? Grij^n    1855 

Truth  in  Love,  fcap.  8vo,  3a  6ci Ward i86z 

(iZoJt)  Lays  of  Judah,  and  other  Poems,  12mo,  3a  6<i Hamilton  1859 

Framjee  {Dosab.)  History,  Manners,  Religion,  &c.,  of  the  Parsees,  8to,  10a    Smith  de  Elder  1858 

Framleigh  Hall,  a  Novel,  3  v.  post  8vo,  Zls  6d  Hurst  d:  H 1858 

Frampton  {Louisa  C.)  Lives  and  Martyrdom  of  Apostles,  &c.,  sm.  8vo,  2a  6d Rivimjton  i860 

Fr^uic  \Mmtd  J.)  Marian  ;  or,  the  Light  of  Some-One's  Home,  2nd  ed.,  post  8vo,  5a    Darton  1861 

Fnuicatelii{C'.JF.)  Cook's  Guide,  and  Housekeeper's  &  Butler's  Ai^s.t,  13  e.,  fp.Svo,/)*  P-cntlcy 1861 
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■  History  of  King  Henry  IV.,  2  ▼.  post  8vo,  21j  HwrU  dt  B i860 

Marie  de  Medici,  2  ▼.  poet  8vo,  21«  ffw^dsB,    ...i86i 

Life  of  Jeanne  D*Albret,  2  t.  post  8vo,  21c,  1855;  newed.,  post  Sro,  fit  Muni  A  B,    ...1861 

—  (A.£.)  Deyotional  Hymns,  12ino,  Zi6d  J2«vtii^it  1837 

Freese  (/.i7.)  Commercial  Glass-Book  ;  or.  Merchant's  Compendium,  8yo,  81  6d   ...  L<»igman  1849 

— —  Bveiybody's  Book  ;  or.  Gleanings,  post  8to,  12«  6d  ..,,...., L<mgmam  i860 

{J.W»)  Latin  Gk^yeness,  Manual  of  Instmction,  12mo,  8« Simpbin 1843 

Freeston  (/o«.)  Memoirs  of,  edited  by  Pike,  12mo,  5f Bajfntt  1847 

Freibargh  (H.JI.)  Zaddok,  the  Hebrew  Wanderer,  8to,  5$ Churtoti 1847 

Freiachntcer  (A.)  Ibis  ;  or.  Sacred  Bird  of  Bngland,  post  8vo,  9« StauuUnd:  O.  1848 

Frejos,  Le  Soman  des  Aventores  de,  4to  AbboU/ordCL  1840 

Freke  (ff.)  On  the  Origin  of  Species  by  Means  of  Organic  Affinity,  8vo,  fit Londfman  1861 

Reflections  on  Organisation,  8to,  4j    Orr    1848 

FreUgh  (If.)  Homoeopathic  Materia  Medica,  8to,  9s   New  Yitrk i860 

Fremlin  {W,}  Hop  Flanter^s  Picking  Book  and  Heady  Reckoner,  post  8to,  2m  6d Simpkin 1853 

Fremont  (/.O.)  Bxploriog  Sxpedition  to  Bocky  Mountains,  &e.,  1842-4,  8to,  20e  ...  Watkingtan  ...1845 
er.  8vo,  8«,  BufaU^  1846;  8vo,  3#6d  New  York 1856 

■  life  and  Public  Services  of,  by  J.  Bigelow,  cr.  Svo,  6»  hd New  York 1856 

wnd  Bmoiy  (iffltf.)  Notes  of  ^toI  in  California,  8to,  1$ New  Yurk 1849 

Franeh  and  English  Phrase  Book,  12mo,  1«  Weale 1855 

■  Chronicles  of  London,  from  a  MIS.  in  the  Cottonian  lib.,  edit,  by  Aungier,  fi«  CamdemSoc..„\%^^ 

—  Comic  Annual,  obi.  8to,  12i Bogue    .........1842 

■  >  Delectus,  12mo,  8«  fld    Simj^em 1839 

—-*— Dictionary  in  Miniature,  82mo,  4s    Bog^te    1846 

—  Domestic  Cookeiy,  12mo,  8i Bog%€    1846 

■     Gnunmar,  a  Summary  of,  used  at  Sandhurst  Military  College,  12mo,  3«  Ruiktrbiff   1841 

in  Algiers,  translated  by  Lady  D«  Gordon,  post  Svo,  2a  6(2,  1844 ;  new  ed.,  2f  Murray 1861 

'  Invasions  of  Ireland,  edited  by  T.  Crofton  Croker,  post  Svo Percy  8ocieljf...i^  d* 

-^—<~  Letters  &om  a  little  Girl  to  her  Bfamma,  Iflmo,  2f  6<i Wkktaher 1845 

■  Maritime  Commercial  Direotoiy,  translated  by  C,  P.  Bhodes,  post  Svo,  4«  6d  Letu  1861 

Naval  TaoticB,  trsaslated  by  Aiig.  Phillimore,  Svo,  10s  Harritom  1861 

—  -^-  Nouns :  the  Genders  reduced  to  Rule,  by  M.  A.  H.,  2nd  edit.,  post  Svo,  Is  6(i  SimpHn 1 860 

^ Primer  and  Yoeabulaiy,  with  Dialogues,  11th  edit,  ISmo,  Is  ^ WkiUaker 186 1 

— ~  Self-Taught,  a  New  System  on  Simple  Principles,  cr.  Svo,  Is    Thimm i860 

■  Stage  and  French  People,  edited  Ivy  T.  Hook,  2  v.  post  Svo,  16s   C<yUmm 184.1 

Treaty  and  Tariff  of  1S60,  edited  by  H,  R.  Lack,  cr.  Svo,  5s    ...., CoMtdl  1861 

-^  Tutor^s  Assistant^  Svo,  8s  WhUiaker 1844. 

-  Verbs,  Hamiltonian  System,  12mo,  2s ........: Ayhtt    i860 


Freneh(J9./^.)  Historical  Collections  of  LouisLana,  8  v.  Svo,  81s6d  New  York 185X 

'    -■    (Elig.)  Pebbles  and  Shells,  Poems,  12mo,  3s  6i2  Hardwickc 1858 

(g./.)  Practical  Remarks  on  Church  Furniture,  12mo,  4s , Rivingtom 1844. 

■  ■  Tippets  of  the  Canons  Bcclesiastieal,  Svo,  Is  6d  .., BtUds  Daldif...i%yy 

— ((?,J2.)  Anceetiyof  Victoria  and  Albert,  poet  Svo,  10s  6<i  Pickering  1841 

■    ■■  Genealogical  and  Biographical  History  of  England,  post  Svo,  10s  6d,..  SimjfJnu 184.7 

Royal  Descent  of  Nelson  and  Wellington  from  Bdwardl.,  post  Svo,  7s  PiAering  1853 

■^  (J,Q,)  life  and  Times  of  Samuel  Crempton,  post  Svo,  6s Simpkin 1859 

-'— ^ Nature  of  Cholera  Inyestigated,  Svo,  4s  ChurckiU  1835 

«-< (J.H.)  Gasetteer  of  the  State  of  New  York,  7th  edit.,  roy.  Svo,  63s  New  York i860 

(Bp,N)  Historical  Works,  Vols.  1  and  2,  ISmo,  each  Is Dngy 184.6 

"      ■        (W!)  Selections  from  the  Hebrew  Bible,  fcap.  Svo,  6s Pwrker^S&m..,i%s\ 

■■  (Wm.)  and  Skinner  ((?.)  Translation  of  the  Pealma,  new  edit.,  post  Svo,  12s  Parker  Jt Son... t%^'x 

Frenan  (PhU,)  Poems  on  Various  Subjects,  with  Preface,  fcap.  Svo,  6s J.R^Smitk. 1861 

Frend  (if.T.)  and  Ware  (ff,)  Railway  Conveyancing  Preoedents,  Svo,  15s Reader  184.S 

Frere  {A.F,)  Three  Sons-in-Law,  with  Illustrations,  cr.  4to^  3s  6d Nelson  1861 

Wonder  Castle  :  Stories,  16mo,  3«  6c? Addeg   185a 

—— (C%a.)  Pnotioe  of  Committees  on  Private  Bills,  Svo,  5f Bigg 1S4J6 

■ Proeeedings  of  Election  Committees,  1S63,  12mo,  6s Bigg  ^853 

— — «  (/.A,)  Inconsistencies  in  Method  of  Treating  the  Scriptures,  Svo,  4s  RivingUm  1853 

■  Intention,  Authori^,  and  Inspiration  of  Scripture,  12mo,  4s  Parker d: Son,,. t^^i 

■  On  the  Incarnation,  Svo,  4s  RivingUm. 1S53 


(/.^.)Brief  laterpretationof  theApoealypee,Svo,6s,/ra<cAar(i,5o— ied.to3s6c{  Walion 185X 

»— Doctrine  of  Imposition  of  Hands,  or  Confirmation,  post  Svo,  Ss  6<<  ,..,..  Riwington  i&ac 

{2%o.)  Morphy's  Games  of  Chess,  ISmo,  3s New  York 1S60 

Frexioh  {F.T.)  Pathological  Anatomy,  by  Murchiaon,  4to,  Pt.  1,  16s ;  Pt. 2, 17s 6d  ...  Williams ^N  m S6a, 

Freseatis;  or,  Scenes  in  P^s,  a  Novel,  8  v.  post  Svo,  27s     CoBwm 184.C 

Fresenius  (C.iJ.)  Chemical  Analysis,  Qualitative,  by  Bullock,  Svo,  9s  CkurekiU  185^ 

■      ■ Quantitative^  by  Bullock,  Svo>  16s  CkurekiU 1S60 


1835-1862]  FRESENIUS ^FROSt  S7» 

Fre8eiihifi(C.J2.)an(f  Wins  (77.)  Methods  of  AlkalinietiT,  by  Ballock,  12tao^  i$ WaUon  1843 

PreBhfield  (Mn.ff.)  TVmr  in  the  GriMiu  and  ItAlian  YallejB  of  the  Bernina,  p.  Sro,  lOa  6<C  Longman  1 86» 

Fresh  OatheriogB  for  Ohriatua  Children,  2nd  edit.,  18mo,  2t /./r./adbofft  ...1854 

fieuttliat  Failed  Three  ThoQsandTean  Ago,  12mo,  8f6<<     BotUm^ U. 8.  ,..t96o 

Fresnoy  (L.  dn)  Qeogn|Ay  for  Children,  in  Question  and  Answer,  84th  ed.,  l2ino^  2t  Simpkin 185s 

Fre7(/.&}  Hebrew  €hrsmmar,  in  English,  by  Downes,  8to,  6j  Jf,  Bohn    1839 

• — — Latin,  and  En^h  Dietionary,  8to,  8ff * hmUntim   1842 

Joseph  and  Benjamin,  2t.  I2&10,  10«    Ward 1843 

Judahand  Israel,  12mo,  S« Ward 1837 

Lectnree  on  the  Seriptnre  I^P^  2  ▼.  12mo,  9f WUey 1841 

fnj\MgXQfat.)  Debit  and  Credit,  a  Norel,  by  Mrs.  Malcolm,  poet  8to,  6«   Bentlty  1857 

Fkefiace  by  Chevalier  Bunsen,  2  v.  p.  8ro^  ««  J/amiUm  1857 

' by  W.J.  Stewart,  12mo,  Us Jat.Biactw)od  t9$7 

Oerman  life  in  the  15, 16,  k  17  Cent ,  by  Mrs.  Malcolm,  8  y.  p.8TO,21«  Chapman  AH,  i86a 

Fiiaiswood  Post  Office,  by  the  Author  of  The  Heir  of  Bedclyfie,  Srd  ed.,  18ino»  2f  6d  Modt^  x86i 

Fnedhmder  (C If.)  Chronology  of  General  History,  12nio,  8« C.H.Lam 1849 

(f'. A. )  QemmnOrammar,  in  Five  Synoptic  Tabfes,  10«  Clarke  1843 

Friend  in  Need,  a  Romance,  3  t.  post  8to,  S1$  6d  BenUejf  , 1858 

Friend  {WatlL)  Guide  Around  the  Falk  of  Niagans  18mo,  U  M Kekan   1858 

Friendly  Appeals,  18mo,  Is;  half-bomid,  UM  JM,  ISraetSoe,.\9^i 

Oonnselsaddreandto  VaiionsCharaeteis,  ISmo,  U6d ReiLTraeiSoc».t9^9 

•         Disciissions  with  my  IViest,  fcap.,  Bs Jackson 1854 

Dispatants ;  w,  Fntare  Ptinishments  Re-conadered,  post  8vo,  7f   A,  Hall 1859 

Hands  and  Kindly  Words,  Stories  of  the  Law  of  Kindneais  ^?*  ^^i  ^  ^    ^*^ 1'^ 

■  Instroetor,  18mo,  2$ ffouftUm    1851 

Tiwtiis  for  Woridng  Homes,  2nd  edit.,  feap.  8to,  UM  Kni ffkt  A  Son...  i96i 

"  Yiator,  12mo,  each  If  erf. Seelt^ Annual 

Friend  in  ConncU,  12mo,  0s,  1847  ;  2  t.  fe.  8to,  12t,  1850  ;  6fth  edit,  2  y.  9« Parker  A  Son  .1857 

— 2nd  Series,  2  y.  postSyo,  14s Parker  ASon  1857 

■ Readings  and  BiMOorses  thereon,  new  edit.,  12mo,  2«   Simpkin 185ft 

(Sodetyof)  library,  sold  separate,  16  y.  ISmo,  29eiid Mardi   v.  y. 

Frie&dahip,  and  other  Poems,  by  Hibemicas,  poet8yo,  5« SamndcrtA  O,  1859 

Friendriiip'sFor^gei-me-not,  82mo,  lt6cl NeUon   1846 

"  Keepsake,  48mo^  2>6d Oroombridge  ...i9^y 

Offerings  an  Ilhistrated  Annual,  16rao,  21  y.  eachl2« SmiihAS,  1824-44 

Friendsiiipa  Off  the  Bible,  l>y  Amiens,  12mo,  8«  6(f  Partn4ge 1853 

Frisi(PO  V^(v^enabdTorr0ntsandCaBais,transI.byMaj.OeB.Oanlin,n.6.,12mo^  ^irtm   1861 

Friswdl  (i7ata)  Diamonds  and  Spades :  a  Story  of  Two  liyes,  12nKS  29 B.Lea   1857 

Footsteps  to  Fame,  a  Book  to  open  other  Books,  p.8yo^6«;  I2a»y2§6d  Oroombridge  ,..iK6i 

~  Ghost  Stories  and  Phantom  Fandes,  post  8yo^  2t Bentley 1857 

—  History  of  the  Rnssian  Empire,  post  8yo^  Is  6(1  Cameil  1854 

—  Houses  with  the  Fronts  off,  12mo,  It Joe,  Blackwood  1^$^ 

—  Ont  and  Abont,  a  Boy's  Adyentnres,  2nd  edit.,  foap.  8yo,  8t  fid Oroombridge  »..i86x 

—  Sham  1  a  Noyel  written  in  Earnest,  8rd  edit.,  post  Sto,  6« ;  ISmo,  2i  Oroombridge  ...i86x 

—  Twelye  Inrides  and  One  Out,  12mo,  1« Jaa.BlaekifoodiSss 

•  Tonng  Couple,  and  Miscellanies,  fcap.  8yo,  Is Wapd«kLofk...iS6% 


Frith  iPrmn.)  ^ereosoopic  Photographs  of  Views  in  Egypt,  NuUa,  Ac.,  «r.  4to,  6Ss    Smith  A  Elder,  it6% 

Frits  and  Liolet,  liberty,  Equality,  and  Fraternity,  and  other  Poems,  fp.  8yo,  1«  M  Piper ...1849 

Prodshsm  <<7.)  Conslraction  and  Action  of  Aneroid  Barometers,  8yo^  Is  6d Auikor  1849 

Froebel  (/«/.)  Trayels  in  Central  America,  North  Mexico,  8cc.,  8yo,  18« Benthg  • 1859 

FroanUiiig  {F.  OtU)  Bleoients  of  the  German  Langnsge,  12mo,  2  Pts.,  each  Is  6d.».  Kntt  i86z 

Froianrt  1§^  J.)  Chronicles,  2  y.  roy.  8yo,  28s;  Ilkm.  ninstrations,  94«  6tf H.Bokn 1848 

condensed,  2  y,  12mo,  7s  ►...  Bwme    1847 

Fnmi  Hay-time  to  Hopping,  by  Author  of  Our  Farm  of  Four  Acres,  fcp.  8yo,  be  ...  Ckapmands S,  i860 

~  London  to  Lncknow,  by  a  Chaplain,  2  y.  cr.  8yo,  14s  N^tt i860 

Miayfair  to  Marathon,  post  6yo^  6t Bentley 1853 

Oxford  to  Rome,  12mo,  6s Zoftpman  1847 

« Soothanpton  to  Calcutta,  by  CadwaUadar  Cummerbund,  post  8yo,  10s  64 Sa/emdere  A  O.  i860 

Fiombeig  {E.O.)  Eeaqr  on  the  Art  of  Panting  on  Glass,  12mo,  Is   » Weale    1851 

Frome(Clo2.)Metbodof  Conducting  a  Trigonometrical  Surrey,  8rd  edit,  8yo,  12s    ...  Weale    » i86a 

Frontier  Lands  of  the  Christian  and  the  Turk,  2  y.  8yo,  21s Bentley 1853 

Froriep  (it.)  Eleetro-Magnetiim  in  Rheumatic  Affections,  8yo,  6a6d  ;  2nd  edit.  6s  ...  Bentkate    185a 

Frosaaid  (f'wt.)  Letters  Written  from  the  Seat  of  War,  12mo,  Se6d   Niebet    1856 

Frost  (J  ./r.)  Mathematical  Questions  of  the  Senate-House,  1898-49,  8yo,  7s  6cl    ...  WhiUaker 1849 

^— (/sa(ur} Two  Systems  of  Astronomy,  4to,  8s • Simpkin i.1847 

(/wo.)  Book  of  the  Nayy,  cr.  8yo,  7s  6d Wikg    1843 

• History  of  the  United  States,  12mo,  &  6d Bogite    1838 

Indian  Wars  of  the  United  States,  8yo,  10s  6<£ New  York 1856 

• Pfastoiial  History  of  Mexico  and  the  Mexican  War,  8yo,  12s  9d  AuhumfV,S.,..i9si 

life  of  Washington,  8yo,  12s  6d  AubumtUJS,... i9so 

Trial  of,  for  High  Treason,  byGurney,  8yo,  16s Bennina 1840 


(/.P.)  Mental  Arithmetic,  12mo,  Is   WhiUaker  .....1839 

{Pert.)  Pint  Steps  to  Latin  Yerrification,  12mo,  Is    BeUADaklg...i9s'^ 

Materials  for  Greek  Prose  Composition,  fcap.  8yo,  3s  Sd  ;  Key  to,  6s  ...  Bellds  Ikildg...i9€% 

— Latin  Prose,  12mo,  2«6rf;  Tutor's  Key  to,  4s BellJsDaidy..,\%%% 
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.  Fn)8t,(P<re.)  Principles  of  Latin  gyntax,  12moi  Is  :.:  Bdlik  Daldy^.i^SA^ 

—  Tables  of  Greek  Accidence,  12mo,  Is;  of  Latin  Accidence,  If BMds  Diddy...\^s^ 

•— •  Tenses  of  Irregular  Greek  Verbs,  12mo,  1* BtUA  Dafd^.,.i%sS 

(The)  Mutiny  in  India,  8vo,  1«  Read 1857 

NarratiTeof  the  Persecution  of  the  Madiai,  12mo,  It  Read 1853 


Frost  King;  or,  the  Power  of  Kindness,  16mo,  8*  6<i Jai.Biathwood i%sS 

Frothingham  {K.Jun,)  Histoiy  of  Siege  of  Boston,  &c.,  2nd  edit.,  8vo,  I4«  Botton,[/.S.  ...1849 

Fronde  {J,A.)  History  of  England  from  the  Pall  of  Wolaey,  6  y.  Sto,  82s  PartvrtC'&m  1856-60 

Nemesis  of  Faith,  post  8to,  6< /.  Chapman  ,..124^ 

Shadows  of  the  Clouds,  Tales,  12mo,  5s  T.Harrimn  ...1847 

(J2.^.)  I^emains :  Essays  on  Theological  Subjects,  4  t.  8to,  46s Rivington  ...1838-9 

Froullay  de  Te8s6  :  Becollections  of  a  French  Marchioness,  2  y.  post  8?o,  21s iVew6y   1846 

Fruit  Trees,  a  Handbook  for  Cultiyators,  18mo,  2s TyoM  1839 

Fruits  of  Enterprise,  Exhibited  in  Belioni's  Trayels,  new  edit.,  18mo,  3« GriJUh  ^F.  ...X855 

•  —  Faith,  2nd  edit,  ISmo,  Is Wertkeim 1839 

^— —  Joy  and  Peace  in  Beliering,  12mo,  2s    Nitbet    1838 

•  Obserration  :  Thoughts  upon  yarious  Subjects,  12mo,  8s  6(2  Fry    1838 

Reflection,  a  Discursive  Poem,  8yo,  4s  Simpkin ^839 

the  Alphabet,  a  Poem  for  Children,  sm.  4to,  Is  Longmcm  1857 

Viiley  :  Song  of  Solomon,  Ch.  vL,  y.  11,  by  A.  E.  L.,  post  8yo,  fs  ...  Simpkin 1856 

Fry  (A.A,)  Highway  Act  and  Sunreyor's  Guide,  12mo,  is  6d   C.Knighl  1843 

Report  of  the  Canadian  Prisoners*  Case,  1839,  roy.  8yo,  6s  6d Maxwell    1839 

Vestries  Acts  and  Parish  Statutes,  18mo,  2s  6<<  C,  Knight 1844 

(Car,)  Autobiography,  Letters,  and  Remains,  1848,  2nd  edit.,  12mo,  7s SeeUy 1850 

Christ  our  Enmple,  12mo,  6s,  1834;  new  edit.,  5s  Halchard  1851 

Law,  12mo,  6s SeeUy 1844 

—— Daily  Scriptural  Readings,  12mo,  6» Hatdtard  1840 

Gatherings  ;  Collection  of  Short  Pieces,  12mo,  4s  6<f SeeUy 1839 

Great  Commandment,  12mo,  6s    Sedey 1847 

Listener,  2  y.,  12mo,  10s,  1847;  10th  edit,  cr.  8yo,  7#  6rf  Nisbet    1855 

in  Oxford,  12mo,  3s  6i2 Sedey 1843 

Scripture  Principles  of  Education,  18mo,  2s  6rf  iVis6<<     1839 

Reader»s  Guide,  16th  edit,  18mo,  2s  Nubei    1849 


Sunday  Afternoons  at  Home,  12mo,  6s Sedey 1844 

— ^ Table  of  the  Lord,  12mo,  4s  6d Sedey 184a 

(D.P.)  Local  Taxes  of  the  United  Kingdom,  roy.  8yo,  9s    C,  Knigkl 1S46 

— TT Lodging-Houses  Acts,  12mo,  Is C,  Knight  185a 


Lunacy  Acts,  12mo,  7s  6<i C,  Knight 1854 

Poor  Law  Acts,  1861,  12mo,  2s  6d  C  Knight 1851 

-: Union  Assessment  Committee  Act,  1862,  12mo,  2s C.  Knight 186a 

-  (Edw.)  Accordance  of  Christianity  with  Uie  Nature  of  Man,  12mo,  6s HamiUon  1857 

Treatise  on  Specific  Performance  of  Contracts,  8vo,  16s BnMtrworths  ...r%^% 

■  (Sliz,)  Life,  by  S..  Corder,  8yo,  8s    Bennett 1853 

and  Correspondence,  by  her  Daughters,  2  y.  8yo,  24s Benmdt 1848 

of,  by  her  Daughter,  Mrs.  Creswell,  post  Svo,  8s  6el Piper 1856 


—^Memoirs  of,  by  T.  Timpson,  2nd  edit,  12mo,  Ss Aylott    ^^SZ 

(Hen)  Scripture  Eyidencesof  Apostolic  Ministry,  &c.,  Svo,  8s  6</  Author '845 

(i^<r6. )  Ghiide  to  Paris  from  London,  tid  Folkestone,  12roo,  Is  6(2 W.  Lay 1858 

National  Gallery  of  Photographic  Portraits,  16  Pts.,  fol.,  each  4s J7.  Watkins  ...1858 

(ff.Jf)  Echoes  of  Eternity,  ti-anslated  from  the  German,  12mo,  7s  6d  Binns '859 

Hymns  of  the  Reformation,  from  the  German,  18mo,  Ss  6d Bennett 1845 

Pastor's  Legacy  ;  or,  Deyotional  Fragments,  18mo,  2s  6d Bennett ^^44- 

Portraits  in  Miniature  :  Tableaux  de  Cceur,  8yo,  10s  6d    Bennett 1848 

(^.P.)  System  of  Penal  Discipline,  8yo,  6s Longman  18^0 

(J no.)  Obseryations  on  Unfulfilled  Prophecies  of  Scripture,  8yo,  10s  6d Aylott    1850 

Translation  and  Exposition  of  the  Book  of  Psalms,  2nd  edit,  8?o,  16s6cl  Hamilton  184a 

(S.M.)  Jenny  the  Crochet-Worker  ;  or.  Path  of  Truth,  18mo,  %d ReLTract  Soe.    1861 

Young  Enyelope-Makers,  18mo,  Is  6cJ Rel. Tract  Soe,    1857 

■ : Hop-Pickers,  a  Tale,  18mo,  Is  Rd. Tract  Soc.    1858 

(T,0.)  Exphwation  of  the  Chureh  Catechism,  12mo,  2s W.  Robinmm  ...1846 

(W.H,)  Complete  Treatise  on  Artificial  Fish  Breeding,  post  8vo,  4s   TrUbner ^854 

(W'S,)  Facts  and.  Eyidence  of  the  Opium  Trade  with  China,  8yo,  Zs6d  P.Richardaan    1840 

Fryer  (H,B,)  Sermons  at  Newtown,  Hants,  8yo,  8s Longman   184.1 

(T,W,)  Guide  to  Arithmetic,  with  Key,  12mo,  2s  6d  Modey  'Sgo 

Fryxell  (Anders.)  Histoiy  of  Sweden,  edit  byM.  Howitt,  2  y.  post  8yo,  21s  Bentley '844 

Fugitiye  Fandes,  32mo,  Is;  silk.  Is  6d    Simpkin 184.2 

Pieces,  by  Emily,  12mo,  2s Pidxring  1848 

Poems,  by  Tristram,  12mo,  8s Hardwiche ,  ...1855 

Fulcher  (^.5.)  Riddles  in  Rhyme,  18mo,  2s  Qd HoggASims  .,^xse% 

(G,W.)  Poetical  Miscellany,  82mo,  2s  6d  Fulcher *..i853 

Village  Paupers,  and  other  Poems,  12mo,  5s Longman  ....«,  184,6 

Fulcher*s  Farmers' Day  Book,  6th  edit,  4to,  8s  6d Longman  i8ca 

Fnlfoi^  (Bp.F.)  Journal  N.  W.  American  Mission,  2nd  edit,  12mo,  4s  6d  Sedey 1840 

" Lectures  delivered  in  Montreal,  8yo,  3s Rivington  1850 

Plain  Sermons  on  the  Church  and  her  Services,  2  v.  Svo,  18s Rivington  .  • .  i  S  3  7   | 
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Falfoid  (Bp,F.)  Frogrevof  the  Beformation  in  England,' 12mo,  S<  RimngUm  

(fFm.)  Sao),  a  Dramatic  Poem,  and  oiher  Poems,  leap.  8to,  5j  BdlADaldy., 

Songpof  Life,  fcap.  8vo,  bs Heylin   

Falke  (IF.)  Answers  to  Stapleton,  Martial,  &c,  8to Parker  Soe.  .. 

— ^— —  ]>efence  of  the  Translation  of  the  Scriptures,  8vo Parker  Soc,  .. 

Follartoix  (/iM.)  Remarks  on  Begalation  of  Currencies,  8ro^  7s  6c2 Murray  

■ Wanderings  in  the  British  Islands,  Poems,  12mo,  4$ Ifope 

Fuller  {And.)WoikatLnd  Life,  edited  by  his  Son,  imp.  8to,  24s A.HaU 

--  Principal,  with  Memoir  by  his  Son,  post  8yo,  3s  6<i H,  Bohn 


—  Badslider,  with  Preface  by  J.  A.  James,  18mo,  Is  id Hamilton  

—  Galyinisdc  and  Socinian  Systems,  12mo,  2s  6(£,  ffamiUon  ;  8to,  2s  ...  Ward 

—  Bxpoeitoxy  Discourses  on  Genesis,  12mo,2s6c{ Tegg  

—  Gkxipel  its  own  Witness,  12mo,  4s   Hamilton  

worthy  of  all  Acceptation,  12mo,  Is  Jlel,  Trad  Soe,. 


-(Fro.)  Remdence  in  New  Zealand  :  its  Colonization,  post  8yo,  10s  6d William$diN. 


(ff.W.)  On  Diseases  of  the  Chest,  Heart,  &c.,  8vo,  12s  6d  Churchill 

Bhenmatism,  Rheumatic  GK>ut,  &c.,  8rd  edit.,  8yo,  12s  6c2    ChurchiU 

'{J.O.)  Scripture  Examiner,  on  Matthew,  Luke,  John,  Acts,  18mo,  ea.  Is HouUUm 


(Jf,r.)  Fresh  Leares  from  Western  Woods,  12mo,  8s   Btiffalo,U,8., 

Sermons,  12mo,  8s   New  York,... 

-{IL)  and  WayUnd  (P.)  Domestic  Slayery,  5th  edit.,  18mo,  3s  6d New  York.... 


{S,M.j  Memoirs  of,  by  Smeison  and  Channing,  3  t.  post  8yo,  31s  6d Bentley 

— —  Papers  on  Literature  and  Art,  2  ▼.  sq.  8vo,  7s Wiley.. 

Sommer  on  the  Lakes  in  1843  (United  States),  12mo,  7s ...   Wiley.. 

Women  in  the  Nineteenth  Century,  18mo,2s6<2,i^.  0.  Clarke;  12mo,lt  Slater.. 


—  (Dr^Tko.)  Church  History,  edited  by  Brewer,  6  t,  8vo,  68s~red.  to  39s JJlJeJ.ParktT 

Nichols,  8  T.  8to,  27s,  i84a~red.  to  18s...  Tegg 


Good  Thoughts  in  Bad  Times,  &c.,  12mo,  8s Pickering 

History  of  Cambridge  University,  by  Nichols,  8yo,  14s,  40~red.  to6s6d  Tegg  

-Prickett,  8vo,  12s    Parker  ds  Son 


the  Holy  War,  12mo,  6s    Pickering 

■  Worthies  of  England,  3  t.  p.  8yo,  27s,  1840— red.  to  18s  Tegg 


Holy  and  Profane  State,  12mo,  6s Pickering 

■  by  Nichols,  8to,  10s  6<2,  1 841— red.  to  5s6<<    Tegg 


Memorials  of  his  Life  and  Works,  by  Russell,  12mo,  6s  Pickering 

Selections  from  Works,  with  Essay  on  his  Life,  by  Rogers,  16mo,  2s  6d  Longman 


(W,V,)  Senator's  Son,  a  Tale,  12mo,  Is  ;  post  8vo,  2s  6d    C.  H,  Clarke... 

Fullerton  {Col.)  Views  in  the  Himalaya,  foL  tinted,  26s  ;  cold.  42s  JHekinton 

-  {Lady  Q,C.)  Comtesse  Bonneral,  Histpire  du  Temps  de  Louis  XIV.,  8to,  6s Bartku 

Countess  Bonneral's  Life  and  Letters,  2  t.  poet  8vo,  21s HurttA  jB...... 

Ellen  Middleton,  a  Tsle,  3  y.  post  8to,  31s  6</ Moxon   

Grantley  Manor,  8  v.  p.  8to,  31s  6d,  Moxon,  1847 ;  n.  e.,  12mo,  4s     Burrn 

Lady  Bird,  a  NoTelf  3  y.  post  8yo,  .31s  6c{ Moxon   

Laurentia,  a  Tale  of  Japan,  12mo,  5s Cath.AidFund 

. •   life  of  St.  Frances  of  Rome,  fcap.  2s  6(2 Bums 

RoeeLeblanc,  fcap.  8yo,  fis,  1861  ;  red.  to  3s  Burnt 


VaSbm  (5.  W.)  Danghterof  Nighl^  8  y.  p.  8yo,  31s  6d,  Colbum^  1851 ;  n.e.,  12mo,  2s  C.H.Clarke  .. 

Exile's  Daughter :  a  Story  of  the  Indian  War,  poet  8yo,  5s Skeet  

— ^— — — — ^  Great  Highway,  8  y.  p.  8yo,  31s  6(2,  LoTigman^iSs^;  12mo,  5s  and  2s  Routledge  

History  of  Shakespeare,  with  New  Facts  and  Traditions,  8yo,  12s  ...  Saundert  de  0. 

Woman,  2  y.  post  8yo,  21s,  Longman^  1^55;  12mo,  58.,    Boutledge  .... 


Human  Mind  :  its  Acquirements,  &c.,  2  y.  post  8yo,  21s    Skeel 

King  and  Countess,  3y.p.8yo,  31s  6(2,  Colbum^  1849;  12mo,  ls6<2  ...  WarddtLock... 

Man  of  the  World,  3  y.  post  8yo,  81s  6(f,  Skeet,  1856  ;  12mo,  2s Chapman  ds  If. 

Manrelsof  Science,  p.  Syo^  7s,  Hunt  de  B.^  1852;  new  edit.,  12mo,  2s  Routledge 


Faltoa  ((?eo.)  Pronouncing  Spelling-Book,  12mo,  Is  6(2   Whiitaker 

and  Kni^t  (/.)  Pronouncing  English  Dictionary,  sq.,  4s  6(2  Whittaker 

(J7im.)  Facts  and  Fallacies  of  the  Sabbath  Question,  12mo,  Is   Orr    

-  Tiayelling  Sketches,  2  y.  12mo,  10s  6(2 Longman 


Fnihrood  {FroA  Roma  Ruit :  the  Hilars  of  Rome  Broken,  8yo,  10s  6(2 Parker dt  Son 

Fun,  Vols.  1  and  2,  4to,  each  4s  %d Office 

edited  and  illustrated  by  Alfred  Crowquill,  12mo,  Is Routledge  .... 

and  Frolic;  or,  Ptolour  Amusement  for  the  Young,  16mo,  Is  Dean  ...^ , 

in  the  Hayfield,  square,  Is   Darton  

¥wmdoi  Amuaement,  12mo,  It H.Lea  

FoBersl  Sermons,  Orations,  &c.,  on  Bishop  Forbes,  of  Aberdeen SpottiswoodeSoe 

Fnnenllcfl  of  King  Edward  the  Sixt,  4to RoxburgheCliub 

Fnake  {pr.  OtU>)  Atlas  of  PUtes  relating  to  Lehmann's Physiological  Chemistry,  fol...  CavendiahSoc, 

Fmuiily  Told  Tales  and  Funny  Pictures,  roy.  8yo,  3s6<2 Dean 

Fumy  Books  for  Boys  and  Girls,  Four  Stories,  Illnstrated,  4to,  5s    Routledge  

Dopi  with  Funny  Talee,  Illustiated,  sm.  4to,  6s  Addev   

Fellow,  eomprising  his  Humorous  Sketches,  Comical  Tales,  &c.,  fcap.  8yo,  Is...  Wardde  Lock 

Leayes  for  the  Younger  Branches,  sm.  4to,  2s  6(2 QriffithdeP.  ... 

Story-Book,  16mo,  Is  6(2 Dean 

"  TraaafonnatioDS,  by  Aunt  Oddamadod,  4to,  Is;  cold.,  2s Dean 
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FarloDg  (t7./.)  Sennona,  Chiefly  Pnustical,  8to,  8<  Ririnfftim  1836 

' to  an  English  GoDgregation  on  the  Continent,  12nio,  fi« I^fitbH «855 

(J.S,)  On  the  Laws  of  Landlord  and  Tenant  in  Ireland,  2  r.  8to,  42f    Sweet 1845 

—  {Mn.)  Cbriiiian  Meditations  under  Trial  and  flnffering,  12nio,  4a  M Haidutrd  1854 

Hints  on  ImproTement  of  Female  Kdnestion,  18mo,  1»  M  WkiUaker 183S 


(ThfK)  Onr  Little  Study ;  CoaTersations on  Matter,  &c.,  12mo,  8>  fhi Binn9 1850 

Support  under  Suffering :  Letters  to  a  Relative,  ISmo,  If Wtrikam  1855 


Fnrneaux  (/cw.)  Histoiy  of  the  Principal  Treaties  of  Peace,  Svo,  \2$ Rodwdl 183S 

— —  (/no.)  Lenten  Thonghts,  and  other  Poems,  12mo,  8« Rivingkm  1S47 

Fume88<i?«eA.)  Poetical  Works,  with  Life  by  Holland,  12mo,  6f Partridge 185S 

*— -<YF.J7.)  History  of  Jesus,  post  Sto,  6<   Wkitfidd  1850 

— —  Remarks  on  the  Four  Gospels,  12mO)  2»  6d Fox    1851 

Fumiss  (John)  Sunday  School,  or  Catechism,  16mo,  Is Jlichardmmt  ...1861 

Furniture.     lUuBtrated  Furniture  Purchaser's  Guide,  8to,  2s    Ckanfum    t86o 

FumiTall  (/.  /. )  Treatment  of  Consumption  and  Scrof  nU^  12mo,  Gs  6c{    Wkittitker 1838 

■■ _  Diseases  of  the  Heart  and  Aneurism,  8vo,  8#  CkurckiU 1845 

Furse  (C7.  IF.)  Sermons  Preached  for  the  most  part  at  Richmond,  Surrey,  p.  8vo,  6s...  J.NA'J.Parkeri  861 

Further  Adventures  of  the  Little  TraveUer,  16mo,  8s  6d  Jom,  Blachooodi^si 

— —  Examination  Papers  for  Civil  Service  in  India,  folio.  Is  M  Stanford    i860 

Fun  (/.D.)  Roman  Antiquities,  translated,  8vo,  12s— red.  to  7s  6d ff.Bohn 1840 

Future  Days:  Letters  to  my  Female  Pupih,  12mo,  6s HtUtkard  1843 

'  State:  Views  of  the  Scripture  Relations  concerning  it^  6th  edit.,  12mo,  b9  .,*  Painter 1847 

Futvoye  (Geo.)  Selections  of  Latin  Prescriptions,  82mo,  3s  6d Ckidlef 1837 

— ^— — ^—  Translation  of  the  Pharmacopoeia,  82mo,  2s Ckidley >*^37 

Fyfe  M /car.)  Brief  History  of  the  Church  of  Scotland,  12mo,  4s  Simfkin 1836 

(J.(?.)  On  the  Culture  of  Sugar,  8vo,  2s RWiUom  1846 

(/,H,)  British  Enterprise  beyond  the  Seas  ;  or,  Our  Colonies,  12mo,  8s6cf Nthon   1863 

'  Triumphs  of  Invention  and  Discovery,  12mo,  8s  6<i  .    NeUon   i860 

—  (TT.YF.)  Agricultural  Science  Applied  in  Practice,  16mo,  2s  6rf  Groomhridgt  .^^iS^^ 

"  Christmas:  its  Customs  and  Carols,  roy.  16mo,  8s  6c2  /as.  ^ladtwooci  i860 

— Summer  Life  on  Land  and  Water,  12mo,  6s   Atkermmtn    ...1851 

Fyler  (J.C.)  Stanley  ;  or,  the  Infidel  Reclaimed  :  Poems,  I2mo,  8s  6d Rivington  1838 

Fynn  (Rolft.)  Duties,  &o.,  of  British  Consuls  Abroad,  12mo,  6s S.Wiltom  1848 

¥jt}k{Frtd,)  Catechism  of  the  Apocalypse,  ISmo,  5i  Simfkin '844 

"  Commentary  upon  the  Book  of  Revelation,  Chap,  xiii.,  8vo,  12s Seetey '837 

— —  Divine  History  of  the  Church,  Itc,  I8mo,  6s Simptin '845 

— — — •  Examination  of  Bush's  Anastasis,  12mo,  6s   Se^eg '847 

■  French  Revolution  as  to  Fulfilment  of  I^ophecy,  8vo,  12s  6rf  iVtsftrf    1842 

— —  —  Horn  HistoricK  et  Chronologicae,  6  v.  12mo,  28s    Seefeg 1856 

Ladder  of  Creation,  12mo,  2s  SeeUg '853 

■  Lyrical  Version  of  the  IMms,  V.  1  and  2,  12mo,  each  4s  6d  Sedijf 1851 

Mystery  of  the  Godhead,  I2mo,  8s  6d Seeleg "853 

■  —  Sure  Word  of  Prophecy,  8vo,  9i  SimpUn ^839 

GxBBin  (Jos.)  Treatise  on  Criminal  Law,  Ireland,  2  t.  roy.  8vo,  6^ Steven9  1843 

Gabel  (M,  F.)  Picture  Lessons  for  Boys  and  Girls,  transl.  by  Baker,  16mo,  Is Wertkeim 1856 

Oabell  (J.H.)  Accordance  of  Religion  with  Nature^  8vo,  9s    Parker  ^Som  .1843. 

Gaberlunsie's  Wallet,  8vo,  8s Tilt    184^8, 

Gabies  (The),  by  Author  of  "Old  Memories,"  8  v.  poet  8vo,  81s  6d Newby   X857 

Gabriel  (Afessrs.)  Practical  Treatise  on  the  Human  Teeth,  new  edit,  fcap.  8vo,  Is  ...  Gabrtei 186  x 

Gabrid  Vane  :  lis  Fortune  and  his  Friends,  cr.  8vo,  7s  M New  York 1856 

Gabrielle,  a  Tale,  by  S.  B.  C.  D.,  fcap.  8vo,  8s  6d Hamiitom  1861 

Gadara,  a  Poem,  12mo,  8s  6<i SaunderB^O,    1853 

Gadsby  (/mo.)  Lives  of  the  Principal  Hymn  Writers,  8vo,  Is Gad^ 1861 

■  My  Wanderings  in  the  East,  new  edit.,  2  t.  post  8vo,  each  6s    Gadtbg 186a, 

■  Trip  to  Sebastopol,  2nd  edit.,  post  8vo,  2s  Gadthy 1858 

()fm.)Hymns,  with  Philpot's  Supplement,  82mo,  2s  8<f GadM>g i860 


-24mo,  8s;  ISmo,  8s  4<2 ;  Companion  to,  18mo,  Is  Groombridgt  ...1851 

■  ■      Memoir  of,  by  J.  Gadsby,  12mo,  Is Gadtby 1844. 

>  Theological  Works,  2  v.  12mo,  6s Gadtbg j^Tj 

Gael  (SamM.)  Analogy  between  Legal  and  General  Composition,  8vo,  10s ButterwortA*  ...  1 840 

■  Considerations  on  Copyhold  Enf ranchisementy  Svo,  2s  6<i C.  Knight  1855 

— :—  Precedents  as  to  Parochial  Settlements,  12mc,  10s C. Knight  1843 

— Treatise  on  Drawing  Legal  Instruments,  8vo,  10s  Bytterworikt  •..1840 

Gaelic  Psalm  Tunes  of  Ross-shire,  4to,  hf.-bd.,  6s  Simpkin ttll 

Sermons,  by  Various  Ministers,  edited  by  Dewar,  Svo,  8s    Simpkin 1836 

Gaffer  Greenwood's  Pleasant  Tales,  18mo,  Is  6d  HouUton 1838 

Gage  (Jno,)  History  and  Antiquities  of  Suffolk,  4to,  94s  6cf;  1.  p*,  71  7s Pickering 1838 

Gahagan  (Hen.)  Abbaye  Bell,  a  Poem,  illust.,  by  Lady  Strange,  Svo,  7i  Hd Ifering  isi^ 

Gahan  (YFm.)  Manual  of  Catholic  Piety,  ]2mo,  8s   T,  Richard^om .  xzlZ 

■■■ Sermonsand  Discourses  on  Truths  of  the  Gospel,  Svo,  6s  T.  ittcftoniiom .  1  sIt 

Gailhabaud  (/.)  Ancient  and  Mod.  Aichiteeture,  4to,  1  &  2 ser.,  ea.62s6<f ;  8  wr.jBl 6s  Ihdxtt xS4'>-o 

Gaillard  (T.)  History  of  Reformation,  from  dose  of  16th  Century,  Svo,  16s  6d New  For*  ....    TI^it 

Gaimer  (Geo/.)  Anglo-Norman  Metrical  Chronicle,  by  Wright,  Svo,  12s    J.R.Smitk  ... .     ,  g^I 

Gainsborough  (TAo.)  Life  of,  by  G.  W.  Fulcher,  12mo,  6s L<mgmem  .../  1S56 


1835^18652]  GAIRDNER- GALT  ftT9 

Cfaurdner  (^lez.)  BofaLGonese  of  Surgeons  in  Edinbviisli,  8vo,  If    SimpkU i860 

(J.S.)  Probate  and  AdministEatioo  Act,  Ireland,  1867,  ISmo,  10«  Steveus  1858 

(fFm.)  Clinical  Medidne,  Bed-edde  Obaenrations,  or.  Sto,  12f  M     Hamilton i86a 

>     ■  GoBtribntions  to  the  Fathologj  o£  the  Kidney,  new  edit,  Svo,  it'fid  HighUy 1849 

I        History,  Causes,  and  Core  of  Gout,  p.  8to,  61,  1849;  4th  e.,  8i  Hd  CkwxhiU  i860 

— — — Leetnres  on  Medicine  and  Medical  Bdncation,  12ino,  2t  6(2    Simpkin 1858 

PnUie  Health  in  Relation  to  Air  and  Water,  fcap.  8to,  7f  6d   Bamiliom  186a 

{W.T.)  Chemical  and  Pathological  Notes  on  Pericarditis,  8to,  If   Simpkin 1861 

'  Bsilholoipcal  Anatomy  of  Bronchitis  &  Diseases  of  the  Lnng8,8T0,2«  6d  Simpkin,,. 1850 


Qdisfoid  (Tko.)  Stymologicon  Magnnm  sen  Lexicon,  fol.,  63s -r.  30i;  l.p.,  026«— r.60s  J,H,d:J.Pwheri%\i 

■I     ■    Scriptores  Latini  Bel  MetricsB,  8to,  12«,  1838— red.  to  6i    J.ffutJJParkeri$6o 

Galbnutli  {Oeo,)  Cotton  Spinner's  Companion,  12mo,  4s Simpkin 1835 

Piece  Goods  Calculator,  12mo,  If  6d  ..; CaUi 1838 


(J^A.)  and  Hanghton  (5.)  Scientific  Mannala.     JSte  Appendix. 

{Rick,)  Eton  Latin  Grammar,  I2mo,  Is  6<<    Simpkin 1846 

(Wmu)  Snrreying,  LeTclling,  and  Engineering,  8to,  7f  6<2  Blackwoodi  »„i%^% 

Qale  (CVl)  and  Danson's  (H.)  Reports,  Q.  Bench,  1841-3,  8  y.  roy.  8yo,  6/  10s   ...  Sweet 1841-3 

■    "  Whateley,  Treatise  on  Law  of  Easements,  8id  edit.,  8to,  20« Sweet 186a 

(5.)  GomtingeBt  and  Erentoal  Losses,  8to,  6«   CKnigkt  1836 

Galea  (PAs.)  Madman  of  St.  James',  from  the  German,  new  edit.,  fcap.  Svo,  2m CM,ClarU  ...1861 

Galfridi  le  Baker  de  Swinbroke  Chronicon,  temp.  Edv.  II.  and  III.,  by  Br.  Giles  ...  CiLrtonSoc^   ...».  dL 
Galfzidos  {M4mwm€Unn*\  Histoiia  Britonnm,  edited  by  Giles,  8vo,  lOf  M NuU  1844 

I  Promptorium  Parruloram,  sive  Clericomm,  edidit  Alb.  Way,  2  v.  4to 6\tiiu2e»5oc.i  843-60 

GaHgBABi'a  Guide  to  Paris,  new  edit.,  12mo,  7f  6d;  with  Plates,  10s  6d Simpkin i86a 

GaiiBdo  {S,)  Italian  Idiomatic  Colloqaial  Phraseology,  8vo^  7f  6<i Molandi 1857 

Gall  {F.J,)  and  Vimont  on  the  Ceiebellnm,  tianalated  by  G.  Combe,  8to,  8f^red.5s  Simpkin 1838 

(JoM^y  Easy  Guide  to  the  Constellations,  16mo,  Is UoultUm    185c 

■  Bnd  and  EsBence  of  TeachioK,  12mo,  2f  HmUdon    ».  d. 

...^aoapelol  St.  John,  for  the  Blind,  4to,  21f Hamilton 1835 

,     ..,  Help  to  the  Actsof  the  Apostles,  18mo,  2f ;  Gospel  of  St.  Luke,  18mo,  2f  IlouUUm   n,  d. 

■  Gospels,  18mo,  2f ;  Life  of  Christ,  ISmo,  If  6^ JfotUdon   ».  ci.. 

^  Nainre*s  Normal  School,  the  True  Model,  &o.,  post  8to,  2f  iid IfouUten   i86a 

■         Philosophy  of  Education,  12mo,  4j  HonUtm^    1840 

■  ■    —  Practical  Use  of  Phrenology,  12mo^  Is  M   J,Hugkn 1856 

QaUaher  (J^.)  Pilgrimsge  of  Adam  and  Barid,  2nd  edit.,  12mo,  8f BtOUm^  l/.S,„.i^ 

Galktin  {A.)  On  Banking  and  the  Currency,  8to,  St  6d Wiley 1841 

>  the  United  States  Boundary  Question,  8to,  9t Wilejf 1841 

QaUandei  (r./f.)  Bible  Stories  for  Youth,  Adam  to  Jacob,  18mo^  2s  6d  SeeUy 1838- 

■   ■■■. Child's  Book  of  Repentance,  18mo,  2f  6d  Seelejf 1835 

■  I        the  Soul,  18mo,  Is  6</  ;  4th  edit.,  16mo,  2f  M ...  Seel^ 1850 

Life  and  Labours  of,  by  H.  Humphrey,  12mo^  7f  6d New  York 1858 

— — ~— — Scripture  Biography,  Jonah  and  Joseph,  2  t.  18mo,  each  2f  6d Sedey 1841 

Judges  snd  Ruth,  18mo,  3f Seeley ....1841 


Tooth's  Book  of  Natural  Theology,  8rd  edit.,  12mo,  2f  iid  Masters 1836 

n^n*«fl*  {Ant,)  Osstellamonte,  an  Italian  Autobiography,  post  8to,  2s  6d    Westerton  1859 

,     ■  Country  Life  in  Piedmont,  post  8yo,  Ss  dd Chapman  A  ti.  1858 

^  History  of  Piedmont  to  1855,  8  t.  post  8to,  24»— red.  to  10s  6<l   ...  H.  Bohn 1855 

Gallery  of  Antiquities,  bjr  Arundale  and  Bonomi,  2  Pts.  in  1,  4to,  409— red.  to  21s    U.Bohn 1844 

— — —  Beauty;  or.  Court  of  Queen  Victoria,  4to,  42a  Boffne 1841 

■  lUustrious  Americans,  folio,  5/ 5i    Jkff  1850-1 

If odem  British  Artists,  4to,  16f  Bogue    1836 

Portntts:  Poets,  Philoeophen,  &c.,  7  r.  imp.  8yo,  each  21«    Knight  1838 

Scripture  Engravings,  edited  by  Dr.  Kitto,  2  y.  4to,  each  22s P  Jackson 1847 

GaUie  OIcuDings;  Letters  Desoiptive  of  Excursions  to  Paris,  12mo,  2f  6<2   Bennett 1850 

Gkllisoa  (Jne.)  Reports  of  Gases  in  Circuit  Court  of  U.S.,  1812-15,  2y.  8ro,  63s ...  Bostm,  U.S.  ...1845 
Galloway  (J.)  On  the  Property,  Income,  and  other  Taxes,  4th  edit.,  12oio,  2$  6d    ...  Caufton 1857 

■■  Appendix  to  Tradgold  on  Stesm  Submarine  Propellers,  4to,  lOf  6d    ...  Weale    184a 

{fiobL)  First  Step  in  Chemistry,  8rd  edit.,  12mo,  5< ChurckUl  i860 

Manual  of  QualitatiTe  Analysis,  3rd  edit.,  poet  8to,  6s  '.  ChurcJM  x86i 


(n4».)  Treatise  on  Probability  (Bncy.  Brit),  post  8to,  6f   Longman 1839 

{W,B,)  A  Clergyman's  Holidays;  or.  Friendly  Discusedons,  fcap.  8to,  5s   Rivtngton  1858 

Apocalyptic  Chart,  2f Bolster 185a 

■  Baekiel's  Sign,  with  Notes  and  Elucidations,  fcap.  8yo,  2i  6d Bivington  1861 

'■  Gate  of  Prophecy;  or,  Revehition  Expounded,  2  ▼.  8ro,  24f Bivington  1846 

■  Mea^ah,  Theologically  and  Practically  Contemplated,  8?o,  8s  6d   Bivington  1854 

— — —  Philoaoi^y  of  Religion  Considered,  3rd  edit,  8to,  12f    Bivingkm  1845 

Tow  of  the  Gileadite,  a  Lyric  Narrative,  fcap.  8vo,  6f    Bivington  184a 

Galplne  (Jno,)  Synoptical  Compendium  of  British  Botany,  new  edit,  12mo,  5« Bagater 1854 

GaJt  (J.r.)Cyunda,  1849  to  1859,  8vo,  It Hardwicke r86o 

{EdmS  Camp  and  the  Cutter,  a  Cruise  to  the  Crimea,  post  8vo,  5t    T.Hodgson    ...1856 

— ^>  {Jno.y  Annals  of  the  Parish,  and  Aynhire  Legatees,  new  edit,  12mo,  4f   Blaekwoods  ...1850 

■     — Bfibrts  of  an  Invalid,  18mo^  3s Fraser  1845 

Bntsll;  or.  Lairds  of  Grippy,  new  edit,  12mo,  4f Blaekwoods  ...1850 

Guide  to  the  Canadas,  by  A.  Hcken,  12mo,  5f B.Wilson  1838 

Lawrie  Todd,  new  edit,  12mo,  3i6d,  BetUUgf  183a;  2t CM.Clarke  ...1857 
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G&It  (/no.)  Life  of  Cardinal  Wolaey  (Baropean  Libnry),  post  8yo,  8f  6<f Boffue 1S46 

— — — Frorost,  Steamboat,  and  Omen,  new  edit.,  12mo,  i»  Blackwood^  ...1S50 

Sir  Andrew  Wylie,  12mo,  new  edit,  4f Blackwoodt  ...1850 

Galton  (Fra.)  Art  of  Trayel ;  or,  Shifts,  &c.,  in  Wild  Conntries,  12mo,  It  M Murray 1859 

Narrative  of  an  Explorer  in  Tropical  South  Africa,  post  8to,  12«  Murray 1853 

■  Teletype,  a  Printing  Electric  Telegraph,  Syo,  If   Weale 1850 

(J,L.)  Notes  of  Jjectnres  on  Book  of  the  Canticles,  12mo,  6< MasUn 1859 

Revelation,  2  v.  12mo,  18«  Matten 1859 


Qambier  (Adm,Lord)  Memorials,  edited  by  Lady  Chatterton,  2nd  edit.,  2  v.  8vo,  28«  Hunt  A  B,   ...1861 

\S,J,)  Lent  Lectures  :  Seven  Cries  from  the  Cross,  12mo,  3«  Nitbet    1851 

Titles  of  Jehovah,  12mo,  8«   NuhH    1853 

Gamble  (/.i7.)  Letters  on  Scripture  Baptism,  12mo,  4j  Stww 1850 

— -^  Sermons,  post  8vo,  7« Snow 1859 

Sketches  from  the  Life  of  St.  Paul,  12mo,  5« Snow 1851 


(R,W)  Chancery  Olden  and  Practice,  Ireland,  1858,  12mo,  15j SUvtnM  1858 

Oanfbler's  Dream,  a  Novel,  8  v.  post  8vo,  31<6c< BnU  1837 

Game  Act,  1  and  2  William  IV.,  and  Poaching  Act,  9  Geo.  IV.,  by  S.E.G.,  12mo,  Z$  6d  Simpkim 1839 

^—  Book;  or.  Sportsman's  Register,  obL,  4ff,  1848 — red.  to  8«  6<i  Coome$  1850 

— —  Laws,  Influence  of,  8vo,  3«  Oroambridge  ...li^S 

of  Life,  by  J.  Waters,  Ute  of  the  Detective  Police  Force,  12mo,  2t WarditLode    1857 

Natural  History,  packet  in  case,  8«;  cold.,  4f New  Yoris 1850 

Games  and  Sports  for  Young  Boys,  12mo,  1<  6<<  RouUedge  1859 

for  all  Seasons  ;  Sports,  Exercises,  &c.,  16mo,  St  6<i    J<u,Bladt»ood  1858 

Indoor  and  Outdoor,  for  Boys  and  Girls,  in  2  Pts.,  imp.  16mo,  5$ Joi.  Mackwood liio 

of  Quartette,  Nos.  1  to  18,  in  boxes,  each  Is  6(2  BouUUm   ...iS6o-2 

Skill  and  Conjuring,  including  Draughts,  Dominoes,  &e.,  n.  ed.,  fp.  8vo,  2t  RouUedge  1862 

Gamester,  a  Tale  of  1845,  and  other  Poems,  post  8vo,  Zs   EarU 1850 

Gamgee  (J no.)  Dairy  Stodc,  its  Selection,  Diseases,  &c.,  Illnstnited,  er.  8vo,  7«  6<i...  HamUlon 1861 

.  Our  Domestic  Animals  in  Health  and  Disease, V.  1  to  8,  cr.  8vo,  6i  ea.  HamilUm  ...iS6i-a 

Veterinarian's  Vade-Mecnm,  post  8vo,  10«   Simpkm 1858 

and  Law  (/at.)  Anat.  of  Dom.  Animals,  r.  8vo,  Pt.  1,  12t ;  2,  lOt  6<f  Simpldn iS6i-a 

(/.i9.)  Cattle  Trade  and  Diseased  Meat  in  Relation  to  Public  Health,ftc., 8vo^2t  i^icAonit    i8s7 

• : Researches  in  Pathological  Anatomy,  h/^  8vo,  9t    Bailliirt    1856 

•  Starched  Apparatus  in  Treatment  of  Fractures,  8vo,  5s  6<j   H.K.LewU    ...1853 


<}amle  Norge  (Old  Norway) ;  or,  Our  Holiday  in  Scandinavia,  fcap.  8vo,  6« HamUUm  i86a 

Gammell  (W,)  Histoiy  of  American  Baptist  Missions,  12mo,  8t J.Ckapman   ...1849 

Gammer  Grethel,  German  Fairy  Tales,  by  E.  Taylor,  new  ed.,  post  8vo,  lOt  6d (Treen 1839 

UMyOundail,  1846;  6t H,Bohn 1848 

^  Gnrton's  Famous  Histories,  6  Pictures,  sq.,  3t  6d  ;  cold.,  4t  6d J.CundaU^ 184$ 

Old  Story  Books,  16mo,  6t   C^pwumdfff..j%4i 


Gammon  (/no.)  Christ,  a  Christian's  life,  by  Joseph  Irons,  18mo,  St   Palmer 1837 

Gandee's  Toung  Ladies*  Instructor  in  Painting,  &c,  fcap.,  12s  ChapmandtH,  1835 

Gandon  (Jaa.)  Life  o^  by  his  Son,  edited  by  T.  Mulvany,  8vo,  lOt  6<2  Longmim  1847 

Gandy  (k  W.)  Sermons  and  Expositions,  edited  by  Ludlam,  post  8vo,  6t HamilUm  1858 

aiuf  Baud's  Illustrations  of  Windsor  Castle,  folio,  5/ 5t  AteUeg 184a 

Gane  (W.L.)  Child's  Own  Histoiy  of  France,  16mo,  St  Simpkin 183$ 

Ganganelli  (Clement  XIV,)  Select  Letters,  in  English,  12mo,  5t    Holdtworik  ...1845 

Gangooly  (/.(7.)  life  and  Religion  of  the  Hindoos,  fp.  Svo,  5s,l7%t(^U,i86o;  6t  6<2  BotkmyU.S,  ...1861 

Gannon  (N.J.)  Essay  on  ChaiHcteristic  Errors  of  Living  Poets,  Svo,  Is  6d  SimpHn 1853 

{R.J.)  O'Donoghue  of  the  Lakes,  and  other  Poems,  12mo,  8s  6d Boewortk  1858 

Ganot  {A.)  Elementary  Physics,  edited  by  K  Atkinson,  post  Svo,  12s  6d BaiUi^re    ...i86i~a 

Introductory  Course  of  Nat  Philosophy,  ed.  by  W.  G.  Peek,  p.  8vo,  6s6<l  New  Ymh i860 

Chmt  (F.J.)  Causes  and  Treatment  of  the  Irritable  Bladder,  post  Svo,  4s  6c{   Ckurchiil  1858 

EvU  Results  of  Over-feeding  Cattle,  Svo,  8s  6(i  Churchill  1858 

Gantillon  (P.J.)  Cambridge  Examination  Papers  in  Arithmetic,  Svo,  10s  6<i Whittaher 185a 

Gap  of  Bamesmore,  aTaleof  Ireland,  S  v.  post  Svo,  81s  Sd Smith  d;  Blder .  tZ^i 

Qmj  (DonJoside)  Survey  of  the  Isthmus  of  Tehuantepec,  Svo,  5s Acktrmamn  ...1844 

Garbett  (£<;io.)  Bible  and  its  Critics  ;  the  Boyle  Lectures  for  1861,  Svo,  lOs  6d  Seeleg 1861 

Prayers  for  Families  for  Four  Weeks,  12mo,  2s  6d— red.  to  Is  6<i   ...  SeeUy 1856 

Sermons  on  the  Soul's  Life,  12mo,  6s  T.D.Jlkonum   1853 

to  Children,  16mo,  2s T.D.Thmmon   1854 

■  (F.L.)  On  Principles  of  Design  in  Architecture,  2nd  edit.,  12mo,  2s  Virtue    1862 

-  (Jaa,)  Review  of  Pusey*s  Sermon  on  the  Eacharist,  Svo,  6s HiUehard 1843 

■  Sermons  at  Bampton  Lecture,  1842,  2  v.  Svo,  24s Hatchard  1842 

■ on  Beatitudes  of  the  Mount,  12mo,  7s ffatehard 1853 

Christen  Earth,  in  Heaven,  &c.,  2  v.  12mo,  12s  Hatchard 1847 


Garbutt  (R.)  Demonstration  of  the  Resurrection  of  Our  Lord,  new  ed.,  ISmo,  Is   ...  Rd.Tra4i  Soc,  1842 

Garcia's  Complete  School  of  Singing,  4to,  15s Cramer 1842 

Garde  (12.)  Elementary  Rules  of  Pleading,  2nd  edit.,  12mo,  2s Maxwell 1841 

On  Genend  Principles,  &c,  of  Law  of  Evidence,  12mo,  6s Batton,U.S.  ...1850 

Garden  (Fro.)  Atonement  as  a  Fact  and  as  a  Theory,  cr.  Svo,  Is MaemiUam    ...1861 

._ Discourses  on  Heavenly  Knowledge  and  Love,  Svo,  5s RimngUm  .'.....1845 

Four  Sermons  on  the  Present  Crisis,  12mo,  Is  6d   Rirington  1S54 

Lectures  on  the  Beatitudes,  12mo,  8s  6d RivingUm 1853 

— flermons  on  the.Great  Feasts,  12mo,  Is  6c{ , Rivimgtan  185^ 
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Garden  (/Va.)  Sennons  Preached  at  Borne  in  1854,  12mo,  1»  6d  Rivington  1854 

Garden  ;  a  Pocket  Manual  of  Practical  Horticulture,  12mo,  3*   Nero  York 1858 

Beanties  :  Flowers  Illustrated  and  Described,  imp.  8vo,  3U  6rf    Jerrard 1853 

Formation  of  a  Flower  Garden,  16mo,  3a  6d  ;  cold.,  6« Orijith  <fc  F.  ...1843 

Language  of,  by  a  Lady,  16mo,  2»  6d P.Jackaon 1835 

Manual,  by 'Editors  of  the  Cottage  Gardener,  6th  edit.,  12mo,  It  fid  Cott.Gard.Off.   1861 

Oracle  and  Eoonomic  Tear  Book,  Annual,  12mo,  Is   GroombridgeiS$S-6% 

that  Paid  the  Bent,  post  Syo,  29  Chapman  d:  If.  1S60 

Walks  with  the  Poets,  ISmo,  3«    NeUon   1858 

Gardens  of  Bngland,  Drawings  by  B.  A.  Brooke,  imp.  fol.,  41  Plates,  2nd  ed.,  51  6t   McLean 1862 

Gardener  (yno.)  Modem  Abacus;  or.  Calculator,  12mo,  2m  6d  Simpkin 1845 

Gardener  and  Practical  Florist,  8  ▼.  roy.  8yo,  30«    QrwmJbridge  1843-5 

Gardener^s  and  Farmer's  Beason  Why,  post  8yo,  2a  6<i    BouUton    i860 

Annual  for  1863,  edited  by  S.  B.  Hole,  12mo,  2t  6d Longman  1861 

Library  of  Fruits,  Pt  1,  the  Vine,  by  Harrison,  post  8vo,  2«  6d J.Allen 1858 

Magazine  of  Botany,  &c.,  V.  1  and  2,  roy.  8vo,  each  18a  ;  V.  3,  27a Orr    1850-a 

Manual  (New  Library  of  Useful  Knowledge),  fcap.  8yo,  2a Cradack 1840 

-for  the  Fruit,  Flower,  and  Kitchen  Garden,  12mo,  la  6<i   J.P.Shaw  1859 


Monthly  Volume,  1 2mo,  1 2  pts. ,  ea.  la  6ti  (ae  Appendix  for  Contents)    ...  H.  Bohn    1 847 

Becoidand  Amateur  Florist's  Companion,  V.  1,  p.  8vo,  8a ;  2  &  3,  ea.  4a  6t/  Groombridgt  1853-6 

Weekly  Magazine  and  Floricultural  Cabinet,  V.  1  and  2,  8vo,  each  4a  6rf   J. Allen 1860-1 

Girdeningand  Monthly  Calendar  of  Operations,  fcap.  8vo,  la   Ward ik Lock... i96i 

Gardiner  (A.F.)  Journey  to  the  Zoolu  Country,  South  Africa,  8to,  20a Crofts    1836 

Memoir  of,  by  J.  W.  Marsh,  fcap.  8vo,  6a   Nisbet    1857 

Visit  to  the  Indians  of  Chili,  post  8vo,  6a    .♦ Seeley 1841 

Voice  from  South  America,  12mo,  la   Seeley 1847 

(Col.)  Life  of,  by  P.  Doddridge,  18mo,  la  6d,  Nubet ;  18mo,  la  6d    Mason   n.  d. 

{Fred.)  Last  of  the  Epistles,  Commentaiy  on  St.  Jude,  crown  8vo,  5s   Boston,  U.S.  ...1856 

(/ao.)  Sermons  on  Various  Subjects,  8vo,  8a   Rivington  1845 

-  {Gen.  SirR.)  On  National  Defence,  roy.  8vo,  8a  6<2;  3rd  ed.,  8vo,  la Bijifield  i860 

{WmJ)  Adventures  of  Congo  in  Search  of  his  Master,  new  ed.,  12mo,  2a...  Darlon  1856 

Flora  of  Forfarshire,  12mo,  7a  6d    Longman  1848 

Hodge  and  the  Monkey,  a  Comic  Tale,  18mo,  la  6d    Author  1853 

lessoiw  on  British  Mosees,  with  Specimens,  2ser.,  12mo,  ea.  3a  6(£  Longman  1854 

Melodies  from  the  Music  of  Nature,  8vo,  10a Longman  1835 

Music  and  Friends,  V.  1  and  2,  8vo,  24a;  Vol.  3,  8vo,  18a   Zon^maa...  184a- 5 3 

of  Nature,  8vo,  18a Longman  1850 

Poems,  Songs,  and  Essays,  Life  by  his  Daughter,  12mo,  8a  6rf J,  R.  Smith  ...1854 

Sights  of  Music  and  Arts  in  Italy,  8vo,  16a     Longman  1847 

Gardner  (J.  jS'.)  Causes  and  Curative  Treatment  of  Sterility,  8vo,  14a New  York 1856 

Old  Wine  in  New  Bottles;  Spare  Houraof  a  Student,  12mo,  ls6d...  ff. G.Collins  ...1849 

<Cir.)Dictionaryof  Officere of  United  States  Army,  1789-1853,  cr.8vo,  21a  New  York i860 

{Dan,)  Institutes  of  International  Law,  8vo,  80a New  York i860 

Treatise  on  International  Law,  &c.,  12mo,  6a   NewYork 1844 

{D.P.)  Medical  Chemistiy,  post  8vo,  9a Wiley 1848 

( £dw. )  Home  Bevisited,  and  other  Attempts  at  Poetry,  1 2mo,  2a  6d GuUlaume 1851 

{E.  V.)  Builder's  Director,  by  Tarbuck,  4to,  36a ;  Supplement  to,  17a  6d  ...  Hagger 1853-4 

Introduction  to  Bailway  Mensuration,  imp.  8vo,  16a    Weale 1847 

(F.)  Latin  Dictionary,  new  edit,  roy,  8vo,  10a  6rf    Simpkin 1848 


(Geo.)  Travels  in  the  Interior  of  Brazil,  1836-41,  8vo,  18a,  1846— red.  12a  Reeve 1847 

(/oa.)  Cyclopaedia  of  Biblical  Literature,  roy.  8vo,  16a   Grootnbridge  ...i$$4. 

Exposition  of  St.  Matthew's  Gospel,  Ch.  v.  to  vii,  12mo,  is6d Hamilton  1849 

Faiths  of  the  World,  2  v.  roy.  8vo,  48a FuUarton...!^ $$-60 

Great  Fight  of  Affliction,  12mo,  Ss  6d GroomJbridge  ...1%$^ 

Memoin  of  Christian  Females,  12mo,  4a  6d,  1841— red.  to  2a  6rf...  Griffin    1857 

Missionaries,  12mo,  4a  6<2,  x  843— red.  to  2a  6cf  Grrffin    1 856 


Deeply-tried  Christians,  12mo,  2a  6d Nels(m   1856 

;— ;— Eminent  Christians,  12mo,  8a Nelson   1858 

Ministering  Men ;  or.  Heroes  of  Missionary  Enterprise,  12mo,  8a  6d. . .  Dean 1 86a 

Shorthand  Writer's  Pocket  Guide,  3id  edit.,  18mo,  la  6d    Cotes 1844 

(/ao.)  Consumption,  8vo,  2a  6<2 Simpkin 1850 

Great  Physician,  8vo,  10a  6d  ffatchard  184a 

Household  Medicine,  expressly  for  Family  Use,  8vo,  10a  6(i;  2  e.,  12a  Smith tSs  Elder    x86i 

Jottiana,  a  Poem,  12mo,  2a  6(2   A. Hall i86a' 


(/./>.)  Ionian  Ishinds  in  Bektion  to  Greece,  8vo,  la Ridgway    1859 

(/. 5.)  Probate  and  Administration  Act,  Ireland,  with  Bules,  12mo,  10a  ...   Whittaker  1858 

(ifcTory)  Life  of,  by  Mrs,  Palmer,  18mo,  la   Heylin  1859 

( R^. A)  Views  in  Malta,  oblong  4to,  42a  Dickinson 1851 

Gaidnor  ( FFfsR.)  Directions  for  Drawing  Abstracts  of  Title,  2nd  edit.,  12mo,  4a  Buiterworths  ...i^^y 

Law  Articled  Clerk's  Assistant  to  Examination,  12mo,  6a    BuUerworiha  ..  1839 

G&rdyne's  Garden  of  Grave  and  Godlie  Floures,  4to    Abbotsford  CL  1845 

Garestone  Hall,  a  Tale,  post  8vo,  7a  6(2 SaundersdsO.    1858 

Garfit  {A.)  Some  Points  of  the  Education  Question  Practically  Considered,  fcap.  8vo,  4a  Longman  1 862 

Garibaldi,  an  Autobi(>graphy,  edited  by  A.  Dumas,  new  edit.,  fcap.  8vo,  2a Routledge  1861 

— : atOapTera,byCol.Vecchj,  Trans.,  with  Preface, by  Mrs. Ga8kell,12mo,  8a  6(2  Macmillan 1862 
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Garibaldi,  His  Life  and  Career,  Illustrated,  post  8vo,  U Ward  d:  Lack  .1861 

— — —  Life,  Exploits,  and  Campaigns,  by  Col.  Exalbion,  new  edit,  12mo,  2« Darton  1S60 

of,  by  Himself,  edited  by  Dwight,  post  8vo,  St  6d  New  York 1859 

Miraculous  Escapes  ;  or,  the  Exiles  of  Italy,  by  C.  G.  H.,  cr.  8to,  2$ Ward  d:  Lock    i860 

Recollections  of  ;  or,  Travels  from  Rome  to  Lucerne,  post  Svo,  lOtQd Saunders  it  0,  i860 

Gariock  (Oeo.)  Association;  or.  Progress  of  Feeling,  a  Poem,  12mo,  Za  6d  Groombridffc  ,..i%$9 

Garland  of  Christmas  Carols,  Ancient  and  Modem,  by  J.  Sylvester,  fcap.  Svo,  48  6d  HoiUn    i860 

Love;  Flowers  of  English  Poetry,  sm.  Svo,  6#  Chapman  Jb  H.i%iS 

gathered  from  English  Poesy,  ISmq,  6» Newman    1859 

Songs  ;  or,  an  English  Liederkranz,  edited  by  C.  S.  Bere,  am.  4to,  1« AyUtt 1861 

Garlick(7%«)d.)  Artificial  Propagation  of  Fish,  Svo,  6«  New  York 1857 

Garner  {Ja$.)  Dissertations  on  the  Doctrines  of  the  Bible,  cr.  Svo,  6«  Simptin 1859 

(RobL)  Entberapeia;  or.  Examination  of  Medical  Science,  Svo,  10»,  54— red.St  ChurckiU  1855 

Natural  History  of  the  County  of  Stafford,  Svo,  21f    Van  Voorst    ...1844 

Structure  of  Invertebrate  Animals,  roy.  Svo,  6s    Van  Voorzt    ...i860 

Gamett  (/Z/cA.)  lo  in  Egypt,  and  other  Poems,  12mo,  5s Bell ikDald y...iZs9 

Philological  Essays,  with  Memoir  by  his  Son,  Svo,  lOi  6d WilUanu  d:  N.  1 8 59 

Poems  from  the  German,  12mo,  Zs  6d Bell d:  IkUdjf... iZ6z 

(W.)  Guide  to  Property  and  Income  Tax  Act,  with  Forms,  Svo,  it  Clotpea    184a 

Gamier  (/.)  Sermons,  Svo,  6« Longman  183S 

(TAo.)  Sermons  on  Domestic  Duties,  post  Svo,  3s   Later 1851 

Garrand  ( T/u). )  Life  &  Times  of  E.  Colston,  the  Philanthropist^  4to  (Privately  printed)  Bristol   1852 

Garratt  {A.C.)  Electro-Physiology  and  Electro-Therapeutics,  roy.  Svo,  25s    Boston,  U.S.   . . .  i  S60 

(0,)  Marvels  and  Mysteries  of  Instinct,  12mo,  Si  6rf,  56;  3  e.,  fp.  Svo,  7s  Longman  186a 

{Sam.)  Dawn  of  Life  ;  or.  Scripture  Conversion,  2nd  edit.,  12mo,  3s  6d Seelcy 1848 

Midnight  Cry,  fcap.  Svo,  5s  J.F.Skaw 1861 

Our  Father:  Exposition  of  the  Lord's  Prayer,  12mo,  2s  W  Wertkeim  1854 

Symbolism;  or,  Tabemacle  Architecture,  12mo,  3s  6ci  Seeley 184S 

(ir.^.)  Inquiry  into  Constitution  of  a  Christian  Church,  post  Svo,  7s  6d Seeley 1846 

Garrett(C.fi.)  Suffocative  Effects  of  East  and  North- East  Winds,  12mo,  4s ChurchiU  1856 

(/no.)  Education  in  Ireland,  12mo,  Is     Bivington  1S60 

{Phil.)  Method  of  Constmcting  Mathematical  Tables,  1 2mo,  4s  6d   Simpkin 1838 

(5.i2.)  Zella,  and  other  Poems,  I2mo,  5s Lomjman   1835 

Garrick  {Dav.)  Mode  of  Beading  the  Liturgy,  Notes,  &c.,  by  Cull,  Svo,  5s  6d Parker ds Son... i9^o 

Garrido  {Ant,)  Floresta  EspaAola,  new  edit.,  12mo,  6s  60? Simpkin 1855 

Garrod  (^1.^.)  Essentials  of  Materia  Med ica.  Therapeutics,  &c.,  12mo,  69  dd WcUion 1855 

Nature  and  Treatment  of  Gout^  post  Svo,  16s Walton  1859 

Garston  (Edg.)  Greece  Revisited,  and  Sketches  of  Lower  Egypt  in  1S40,  2  v.  Svo,  2Ss  Saunders  de  O.  1842 

Garton  (-in»^)  Poems  of  Girlhood,  12mo,  4s Painter 1843 

Gartshore  (.Vrs.)  Cleveland,  a  Tale  of  the  Catholic  Church,  post  Svo,  10s  6d Bentley  1847 

Garvey  {M.A.)  Silent  Revolution  ;  or,  Future  Effects  of  Steam,  &c.,  12mo,  3s  6<i   ...  Bennett 1852 

Ghirwood  (/no.)  The  Million-Peopled  City  ;  London,  12mo,  4s  6<£,  1853;  ch.  e.,  Is6<2  Weriheim  1857 

(TAo.)  Thomas  &  Becket,  a  Play,  Svo,  4s  Simpkin 1841 

Gasc  (Feni.)  Drama  of  Life,  12mo,  Is Jas.BUu^cwood  1855 

Essays  on  Education,  Free  Trade,  &c.,  post  Svo,  Is  Clarke    1853 

First  French  Book.  fp.  Svo,  Is  6rf,  58  ;  2nd  Book,  2s  6rf,  60 ;  Key,  8s  M  Bell  d:  IkUdy...  1^62 

French  Fables  for  Beginners,  with  Index,  fcap.  Svo,  2s Belld: Daldy.,.\%f)i 

Histoires  Amusantea  et  Instractives  ;  Selections,  fcap.  Svo,  2»%d  Bellds Daldy...i%^x^ 

Le  Petit  Compagnon,  a  French  Talk  book  for  Children,  roy.  16mo,  2s  M  Bell  d:Ikddy...Mi 

Materials  for  French  Prose  Composition,  n.  ed.,  fp.  Svo,  4s  6d  ;  Key,  6s  Bell  ds Daldy... i%6o 

Practical  Guide  to  Modem  French  Conversation,  fcap.  Svo,  2s  6(2    Bell d:  Daldy...i $61 

Select  French  Poetry  for  the  Young,  fcap.  Svo,  2s Bellds  Daldy... tS6z 


Ghiscoigne  {Mrs.)  Next  Door  Neighbours,  a  Novel,  3  v.  post  Svo,  31s  6d  Jfurst  d:  B.   ...18^5 

Ghiscoyne  (/2f'cA.)  Jews  of  Old,  12mo,  Is  Wertheim  1852 

^— ^ Patriarch,  and  other  Poems,  post  Svo,  3s  6rf    Hatchard  1843 

■  Primitive  and  Present  State  of  Man,  in  Blank  Verse,  12mo,  Is Wertheim  i86i 

Solution  of  Symbols  of  Book  of  Revelation,  3rd  edit.,  12rao,  5s  ...   Wertheim  i8>5 

Gaskell  {Mrs.)  Cranford,  a  Tale,  post  Svo,  7s  6d  Chapman  d-  Ji.,  1855;  12mo,  2s  ..  C.  H.  CUrke...i$^i 

' Life  of  C.  Bronte,  2  v.  p.  8vo,  24s,  1857 ;  n.e.  p.  Svo,  7s6rf;  12mo,  2s6d  Smith d:  Eld^  1859 

< Lizzie  Leigh,  and  other  Tales,  12mo,  2s  Cha}rman  d:  H.j^^^. 

Mary  Barton,  a  Tale,  2  v.  p.  8vo,  18#,  Chapman  dc  H.,  48;  12mo,  2s  G.  II,  Clarke.. .j$ei 

Moorland  Cottage,  a  Tale,  fcap.  Svo,  5s — red.  to  2s  6d Chapman  <6  J7.1S50 

My  Lady  Ludlow,  and  other  Tales,  2  v.  p.  Svo,  21s,  59;  n.e.,  cr.Svo,5s  Low    iS6x 

North  and  South,  2  v.  post  Svo,  21s,  1855  ;  1  v.  post  Svo,  5s Chapman  dc  i/.i859 

Right  at  Last,  and  other  Tales,  post  Svo,  10s  ^d    LofW    i860 

Ruth,  a  Novel,  3  v.  post  Svo,  31s  6<£,  Chapman  dfH,,  1853  ;12mo,  2s  C.  H.  Clarke... i$6i 


(Pff.)  Artisans  and  Machinery,  12mo,  6s   Parker  d:  Son  1836 

Gaskin  (/./.)  Early  History,  Theory,  &c.,  of  Vocal  Music,  imp.  Svo,  3s  6d Simpkin i860 

(Geography  and  Sacred  History  of  Syria,  &c.,  ISmo,  Is  6d Longman  1846 

made  Interesting,  new  ed.,  18mo,  Is  6d  ;  with  Maps,  2s,..   W.Allan    1862 

{Tho.)  Geometrical  Constmction  of  a  Conic  Section,  Svo,  8s  Simpkin 1852 

■ Solutions  of  Cambridge  Geometrical  Problems,  Svo,  12s  Parker d^ Son...  1% ^7 

Trigonometrical  Problems,  Svo,  9s  Parkerd^Son..  1847 

Gasparin  {Count  A.  De)  America  before  Europe,  trans,  by  Mary  L.  Booth,  cr.  Svo,  9s  Low    1862 

Concessions  of  Apostle  Paul  and  Claims  of  Truth,cr.  Svo,  2s  6d  Hamilton  1 8 54 
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Gaspaiin  (Count  A. Be)  tJprbingof  a  Great  People;  or,  Umted  States  in  1861,  8to,  Is  Low    1861 

■ {Mad.  De)  Near  and  Heavenly  Horizons,  p.  Svo,  7«  6d,  60 ;  c.  e. f  p.  8vo,  Si  6<i  Strahan 1861 

Gaspey  (TAo*.)  History  of  England  from  George  III.  to  1859,  4  v.  imp.  Svo,  84«    ...  Zon.Pu6. Co.  1855-9 

Life  and  Times  of  the  good  Lord  Cobham,  2  v.  post  Svo,  21#  Cunningham  ...1844 

Other  Kmes*  or,  the  Monks  of  Leadenhall,  12mo,  2t  ff.Lea    1857 

Self-Condemned,  a  Romance,  8  v.  post  Svo,  8U  Qd   Hentley  1836 

The  Loilaids,  a  Tale,  12mo,  2t JI.Lea    1849 

Upper  Rhine  and  Rhine  Lands,  4to,  42« Triibner 1859 

Witch-Finder,  a  Romance,  3  v.  21«,  1844;  12mo,  2«   N.Lea  1858 

and  Bussey  {G.  M. )  Hot.  Hist,  of  France,  2  v.  r.  8to,  30»,  Orr— red.  20«  Sotheran    1 843 

{Wm.)  Bible  History  for  the  Young,  82mo,  U  Qd Willoughby    ...185a 

Consolation  and  Ftomise  :  Gems  from  Holy  Writ,  12mo,  8«  6d Tallit 1853 

Lyrics  and  Meditations,  post  Svo,  5«   Mitchell 1850 


Uasqoome  (<SeiiR,)  Kilda*a  Bridal  and  other  Poems,  12mo,  5$ Bogue    1845 

Gasion  {F,H.)  Introdoction  to  French  Composition,  Svo,  Is  ^d Law   1850 

6«tmeaa  {E.)  A  Hobble  through  the  Channel  Islands  in  185S,  post  Svo,  5s    WeMetion  i860 

(hftoD  (Hen.)  Common -PUce  Book  to  the  Bible,  new  edit.,  Svo,  7s  6c/ Collins   1 847 

Gai^reU(i(p.)  Christian  Institutes,  12mo,  2s  6rf Soc.P.C.K.  ...1845 

Notitia  Caestriensls,  edited  by  F.  R.  Raines,  2  v.  Svo Chetkam  S.  1846-51 

Gastric  Batons  and  Victualling  Department,  cr.  Svo,  2t  6d  Hardwicke 1861 

tiathocoal  (i2ic4.)  Posthumous  Letters  of,  ISmo,  5s    Wesley   1835 

Qjitiiereole  {M.A.)  Letters  to  a  Dissenting  Minister,  ISmo,  4s  6(i Qroombridge  ...1838 

intbex«d  Fk>wer8»  Chiefly  from  British  Poets,  82mo,  2s HamilUm  1848 

Fragments,  by  Anthor  of  '*  Caring  for  Souls,"  12mo,  2s WeriJuim  1855 

Gatheriogs  fnnn  Nature  :  Flowers,  Birds,  and  Fruits,  4to,  21s Fuller    185a 

■ the  Flowers  of  Modem  Poetry,  sq.  16mo,  Is  64  Gilpin    1848 

Orchard:  Studies  of  Fruit,  with  Poems,  4to,  81s  6rf    Jerrard 1853 

Pit  Heaps ;  or,  the  Aliens  of  Shiney  Row,  by  C.  Collier,  fp.  Svo,  2s  6d  Hamilton  1 86a 

Wine  Lands  :  Statistics,  &c.,  Svo,  5s  Foster  dk  6^0.. ..1855 

<rttty(i//.)  Lecture,  •*  Alfred  Tennyson,"  Svo,  2s  6d BeU d:  Daldy... i%6o 

Origin,  History,  and  Uses  of  the  BcU,  12mo,  Ss BeUik  Daldy...i%^% 

— PUin  Sermons  for  Country  Congregations,  12mo,  5s   BellA  Daldy...i%$% 

Sermons,  2  v.  12mo,  12s,  ^.  Painter^  1845  ;  n.  e.,  2  v.  fp.  Svo,  Ss  each  BeUA  Daldy...i%^% 

— — for  Wayfarers,  Svo,  Is   Belld:  Daldy...i%s^ 

Vicar  and  his  Duties  :  Sketches  of  Clerical  Life,  12mo,  2s  6c{  Belld:Daldy...i9s^ 

—  {J.H.)  Melchoir*s  Dream,  and  other  Tales,  fcap.  Svo,  8s  6d Bell  ilcDaldy... i26z 

-{Mn.A.)  Aunt  Jndy's  Letters,  illustrated,  fcap.  Svo,  3s  6d  BelltSs  Daldy..iH% 

Tales,  illustrated,  8rd  edit.,  fcap.  Svo,  3s  6rf Belld!Daldy...i%6i 

Fairy  Qodmothers,  12mo,  4s  6c/,  1851  ;  8rd  edit.,  fcap.  Svo,  2s  6d Bell tkDaldy.., i%6o 

^•^ Human  Face  Divine, and  other  Tales,  12mo,  3s  M BellibDaldy...iS$$ 

Legendary  Tales,  fcap.  Svo,  5s Bell  ADaldy.,.i%S7 

Old  Folks  from  Home,  Holiday  in  Ireland,  1861,  2nd  ed.,  p.  Svo,  7s  6d  Bell  d:  Daldy...ni6% 

Parables  from  Nature,  1st  series,  10th  edit.,  sq.  32mo,  Is  6d  BeUde  Daldy...i%(n 

2nd  series,  4th  edit.,  sq.  32mo,  2s Bell dsDaldy... i%6i 

• 2  V.  in  1,  10th  edit.,  sq.  82mo,  3s  6d   Bell  A  Daidy... iZ6i 

illustrated  edit,  cr.  Svo,  10s  6d Bell  A  Valdy...  i%So 

-3rd  series,  sq.  82mo,  2s  Bell  it  Daldy...  1^61 


Poor  Incumbent,  a  Tale,  fcap.  Svo,  Is Bdlds  Daldy...i%^% 

' Prorerbs  Illustrated,  3rd  edit,  sq.  S2mo,  2s  Bell  ADaldy...  1^61 

• Worlds  not  Realised :  Dialogues  for  Children,  2nd  edit,  sq.  32mo,  2s...  Belld:  Ikddy...i%  58 

Gaiid«9tio  di  Looca,  Adventures  of,  12mo,  2s  6d Gilpin    1851 

Gufridi  de  Vita  Merlini  Calidonii,  Carmen  Heroicum,  4to Roxburghe  CI.  .iS^o 

^angain  (Mrs,)  Book  of  Knitted  Veils,  oblong,  Is  Simpkin 1854 

Novelties  in  Knitting  and  Crochet,  oblong,  2s Simpkin 1849 

-^-^ Knitter^s  Friend,  oblong,  2s  6<i    Simpkin 1846 

Knitting,  Netting,  and  Crochet  Work,  V.  1,  8s  ;  V.  2  &  8,  each  6s6d  Simpkin 1844-9 

-  Lad/s  Assistant  in  Knitting,  Netting,  and  Crochet  Work,  Pts.  1  &2,ea.  Is  Harrison   1 86a 

Miniature  Knitting,  Netting,  and  Crochet  Book,  oblong  32mo,  Is    ...  Simpkin 1843 


Gaolt  (Robt.)  Popery,  the  Man  of  Sin  and  the  Son  of  Perdition,  post  8vo,  5s A.Hall 1853 

6aoltier(ii66^  Familiar  Geography,  15th  edit,  16mo,  8s Griffithd:F.  ...1859 

' Geographical  and  Historical  Questions,  16mo,  8s    Grij^hA'F....\%7^% 

(Bon)  Book  of  Ballads,  16mo,  5s,  Orr,  1845  ;  7th  edit,  post  Svo,  Ss  6c2  ...  Blackwoods  ....)86i 

Gsinae(il66^  Paganism  in  Bdncation,  translated  by  HiU,  12mo,  8s Dolman 185a 

Gsnntlet  of  Freedom,  12mo,  2s  6<i    Harrison 1854 

Gaontlett  (irei».)  Memoir  of,  by  Miss  Gauntlett,  Svo,  7s  6d   Seeley 1835 

" Sermons,  with  Memoir,  2  v.  Svo,  21s Seeley 1835 

(H.J.)  Bible  Psalms,  set  to  Chants,  12mo,  5s ! Houtston    1848 

" '  Comprehensive  Choir  Book, 'oblong  4to,  9s  6d HouUton    1851 

-  Tune  Book,  2  V.  oblong  4to,  each  9s  6<i Houlston    1851 


' Notes,  Queries,  and  Exercises  in  Music,  12mo,  Is Bellib  Daldy...ii^^ 

■ — ■     ■  On  the  Choral  Use  of  the  Book  of  Common  Prayer,  Svo,  Is  6<i   ...  Masters 1854 

Selection  from  the  Quire  Cathedral,  Psalter  (organ  part),  Svo,  5s...  Matters 1848 

873  Chants  for  Four  Voices,  and  Accompaniment,  12mo,  Qs Hovlston    1848 

rjauas,  Theory  of  Motion  of  Heavenly  Bodies,  16  Plans,  4to,  25s Boston^U.S.  ...1858 

<'aiUBen(^.)  Canon  of  Holy  Scriptures,  as  viewed  through  Science  and  Faith,  Svo,  10s  6(2  Nitbet    :..i862 
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Gansaen  (i&.)  Geneva  and  Jerusalem,  18mo,  2« JDaUon  1844 

Rome,  a  Discoarae,  18mo,  1«  6d  DdUon  1844 

It  is  Written:  Scripture  proved  to  be  from  God,  fp.  8vo,  4«  6<i— red.  3«  BagsUr 1856 

Lessons  for  the  Young  on  the  Six  Days  of  Creation,  fcap.  Svo,  1«  6<i  ...  HamUUm  i860 

Theopneustia  ;  Plenary  Inspiration  of  Scripture,  12mo,  2»  Qroombridge  ...1%$^ 

World's  Birthday,  a  Book  for  the  Young,  fcap.  Svo,  2«  6rf    Ndton    i86o 

Gautier  (Theop.)  Constantinople  of  To-Day,  transited  by  Gbuld,  12mo,  7«  6d    Bogua     1854 

■  — Wanderings  in  Spain,  post  Svo,  2«  6d Ingram 1853 

Chkutrelet  (^.il.)  Christian  Nurse,  translated,  fcap.  Svo,  2$    ffayet i860 

Manual  of  Devotion,  12mo,  2t  6d T.liichard§(m    1855- 

Gavanti  (D.B,)  Praxis  Synodi  Dioecesans  Celebrande,  Svo,  2f  ;  4to,  6$ T.Riekardson    1853 

Gbvami  in  London  ;  Sketches  of  Life,  &c.,  by  Albert  Smith,  imp.  Svo,  lOs  6d  Bogue 1848 

Ghivazzi  (Alessandro)  A  Biography,  by  J.  W.  King,  new  edit.,  ixNit  Svo,  Is Bennett i860 

Life  of,  in  English  and  Italian,  12mo,  2s  6d  or  If  6d  each    ...  A. Hall  1851 

Orations,  12mo,  2«  6c{   Bogue     1851 

Recollections  of  the  Four  Last  Popes,  post  Svo,  3«  6d Partridge  1858 

Gavin  {Heel.)  Feigned  and  Fictitious  Diseases  of  Soldiers,  Iec.,  Svo,  9s CkurthiU  1843 

Sanitary  Rambles ;  Sketches,  &c.,  of  Bethnal  Green,  Svo,  4s  6d   ChuirdUU  1848 

Gawane,  Syr,  Ancient  Romance  Poems,  edited  by  Sir  F.  Madden,  4to   Bann<UyneClub  n,d. 

Gawthrop  (£.)  Blocutionary  Reader ;  or,  Class  Book,  2nd  edit.,  12mo,  2s    Belfe  186* 

Gawyim  Honor,  a  Tragedy,  12mo,  Ss  6<i   J.CWest  1844 

Gay  (/..i.) 'Anatomy,  Pathology,  &c.,  of  Femoral  Rupture,  4to,  10s  6d Highley 184S 

Essay  on  Apoplexy,  translated  by  E.  Copeman,  Svo,  3s  M CkurckUl  1843 

Memoir  on  Indolent  Ulcers,  and  their  Treatment,  post  Svo,  8s  6d Highley 1855 

—  (Jno,)  Fables,  edited  by  0.  F.  Owen,  Illust.  by  Harvey,  12mo,  4s  6(2— red.  2«6d    RotUUdge  i860 

82mo,  2s, />o/«iiaii ;  Is  6(2    Simpkin n.  d. 

French  and  English,  by  Chev.  de  ChateUin,  12mo,  2s  6cJ Tegg  1854 

—  {Wm.)  Village  Sermons,  poet  Svo,  6s Seelry 1849 

Gayarre  (C)  Siomance  of  the  History  of  Louisiana,  12mo,  6s  6d New  York 1851 

Gayncr  (/.)  Hundred-weight  Fraction  Book,  oblong  12mo,  5s Simpkin 1843 

Gaze  (Jlen.)  Switserland  ;  How  to  See  it  for  Ten  Guineas,  2nd  edit.,  fcap.  Svo,  Is  ...  Kent  18 6a 

Gazette  of  Bankruptcy,  January  to  June,  1862,  folio,  12s  6(2 Bradbury 1862 

Gazetteer  and  Gazetteer  Map  of  the  Seat  of  Rebellion  in  India,  12mo,  sewed,  Is   ...  Madden 1857 

New  and  Complete,  Statistical  and  General,  by  R.  S.  Fisher,  Svo,  iSs New  York 1853 

of  Engkind  &  Wales,  containing  the  Name  of  Every  Parish,  sq.  16mo,  2t  M  TaUani  1854 

Parliamentary,  4  v.  imp.  Svo,  70s FuUarton  1848 

Ireland,  Parliamentary,  3  V.  imp.  Svo,  54« Fullarton  ...1844-6 

Scotland,  Comprehensive,  12mo,  14j  FuUarton 1844 

-  Topographical,  Statistical,  and  Historical,  2  v.  imp.  Svo,  40s  Fullarton  1848 


the  World  :  (Geographical  Dictionary,  7  v.  roy.  Svo,  101    Fidlarton  ...1850-7 

United  States,  by  Lippincott,  Svo,  21s    Philadelphia  ..i$SA^ 

Ghizewell  (B.)  Every-Day  Astronomy,  fcap.  Svo,  5«,  1851 — red.  to  Zs6d Whittaker 1853 

Geale  {H.)  Ernesto  di  Ripalta,  a  Tale,  8  v.  p.  Svo,  31s  6(i,  Smith  d-  B.;  12mo,  Is  ed  Bryce 1858 

Notes  of  a  Two  Yeare' Residence  in  Italy,  post  Svo,  108  6(2 Orr 1848 

Geare  (E.)  Essays  :  Development  of  Divine  Purpose  in  Creation,  &c.,  Svo,  12s Jvdd  de  Olass  .1857 

Gearing  ( Wm.)  Sacred  Diary  ;  or.  Select  Meditations,  ISmo,  l»6d   BeLTraetSoc   1838 

G^eary  (E.M.)  On  Musical  Education,  and  Pianoforte  Playing,  12mo,  3s  each  ;  1  v.  5s  jyAlmaine    ...1851 

(/.)  Family  Worship,  new  edit.,  ISmo,  la  6d    Simpkin 1841 

(Step.)  Cemetery  Designs  for  Tombs  and  Cenotaphs,  Svo,  10s  6d Atchley 1850 

Geddes  (Wm.)  Clinical  Illustrations  of  Diseases  of  India,  Svo,  16s   Smith  As  Elder .  1^46 

( W.D.)  Greek  Chrammar  for  the  Use  of  Schools,  &c.,  4th  edit.,  cr.  Svo,  4s   ...  Hamilton  1861 

Principles  of  Latinity,  poet  Svo,  6s  Simpkin i860 

Ckddings  {E. )  Practice  of  Surgery,  edited  by  Waring  and  Logan,  Svo,  21s Charleston,  T. &  1 8  5  8 

Gedge  (J.H.)  Sermons  Preached  at  Wimbledon,  1867-9,  sm.  cr.  Svo,  6s Niihet    i860 

Gedney  {R.S.)  Phantasmata,  Life  Thoughts,  and  other  Poems,  Svo,  7s  6(2— red.  to  6s  Whittaker 1856 

Poetical  Works,  with  Memoir,  edited  by  Ogden,  Svo,  12s  6(2 Whittaker 1857 

Gee  (if. il.)  Confidence,  a  Tale,  8  v.  poet  Svo,  31s  6(2  SaundersdsO,   1853 

Gei jer  {E.O.)  History  of  the  Swedes,  translated  by  Turner,  roy .  Svo,  Ss  6(2  WhUtaker 1 84  5 

Geikie  (Arch.)  Story  of  a  Boulder,  from  the  Note-book  of  a  Geologist,  12mo,  ^ Macmillan    ...1858 

(W.)  Etchings  illustrative  of  Scotch  Character  and  Sceneiy,  4to,  31s  6(2  ...  Simpkin 1846 

(Noisier  (i^.)  Collection  of  German  Ballads  and  Poems,  Svo,  6s    Thimm  1854 

First  Book  of  Cherman  Poetry,  12mo,  2s  6(2 Thimm  1857 

Geldart  (ifrs.)  Daily  Thoughts  for  a  Child,  ISmo,  Is  6(2 Hatehard  1854 

Elder  Brother,  ISmo,  9(2    A.HaU  1853 

»'  Emilie,  the  Peace-Maker,  a  Tale,  ISmo,  2«  6(2,  1851  ;  8id  ed..  Is  6<2   A.Hall  1861 

First  Steps  in  Life  :  Tales  and  Sketches,  12mo,  6s Seelry 1862 

Footmarks  of  Charity,  ISmo,  Is   A, Hall  1853 

Glimpses  of  Our  Islaud  Home,  12mo,  3s  6dy  1857 — red.  to  2s  6(2 Hamilton  1859 

Love  a  Reality,  not  a  Romance,  12mo,  3s  6(2 A. Hall  185a 

MayDnndas;  or.  Sketches  in  Young  Life,  12mo,  2s  6(2 A. Hall  1853 

• Memorials  of  S.  Gumey,  post  Svo,  is  6d C<uh  1857 

<— ^ Nursery  Guide  ;  or,  Infant's  First  Hymn  Book,  ISmo,  Is  6(2    A.HaU  1850 

Popular  History  of  England,  ISmo,  4s  6(2  New  York i860 

Second  Mother,  her  Trial  k  Joys,  completed  by  her  Sister,  fp.  Svo,  3s  6c2  Seeley 1 86s 

■  Stories  of  Enghmd  and  her  Forty  Counties,  2nd  edit,  12mo,  2«  6<2...  Jarrold 1850 
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Geldart  {Mrt.)  Stories  of  Ireland  and  her  Four  ProTinces,  12mo,  28  M Jarrold 1851 

Scotland  and  adjacent  Islands,  12mo,  2#  6<i  A. Hall  1851 

Strength  in  Weakness,  a  Memoir  of  William  Geldart,  12mo,  S»  6d  ...  Seeley 1862 

Sunday  Thoughts  :  Great  Truths  in  Plain  Words,  12mo,  2a  Qd Partridge  1861 


Thoughts  for  Home,  in  Prose  and  Verse,  poet  8vo,  2«  6d A. Hall 1858 

Truth  is  Everything,  a  Tale,  18mo,  2s  6rf,  1849— red.  ^^  U  6d A.Hall 1858 

Ge]l(C.)  Mental  Amusement,  Conversational  Cards  on  History,  &o.,  2»  6(2  Law   1843 

-  (PAi.)  Berelation  of  Our  Sariour  Interpreted,  2  v.  post  8vo,  20« Wertheim  1854 

Thoughts  on  the  Liturgy,  Svo,  Is    Wertheim  i860 

<^— (-P-^.)  Bssay  on  Spiritual  Baptism  and  Communion,  12mo,  8#  6ct— red.  to  2«  Orf ...  Hatchard 1848 

-(R^».) Topography,  4c,  of  Pompeii,  roy.  8vo,  81«  6d— red.  to  21«  H,  Jiohn    1850 

Rome,  by  Bunbury,  8vo,  12«  ;  with  Map,  2  v.  8to,  21*  iT  Bokn  1846 

Gelletts  Fables  and  other  Poems,  transhited  by  J.  A.  Mirke,  roy.  8vo,  UM  WhUtaker 1851 

Gellich  (iV.)  Hungarian  Generals  of  the  War,  roy.  8vo,  2»  6d Thimm  1855 

Gcllina  (Am.)  The  Scandinavian  Question,  trom  the  Swedish,  8vo,  Is /.  B.  Smith  ...1857 

Qelaer  (jy.)  life  of  liartin  Luther,  roy.  8vo,  12s Infjram 1853 

Gem  {Harvey)  Strictures  on  the  Law  Courts  Concentration,  8vo,  It   ....'. Heath 1861 

Gem  A  EC,  roy.  8vo,  sewed.  Is    Dean 1861 

Book  of  Poeme,  16mo,  4»  6d DarUnh  1846 

Gemma  of  the  Isles,  a  Lyrical  Drama,  and  other  Poems,  by  A.  and  L.,  12mo,  6s 8aundende0...\%$^ 

Otmmell  (r.Jf.)  Trip  to  the  Rhine  and  Paris,  12mo,  2s  6<2    Hamilton  1859 

Gems  for  the  AfMcted,  82mo,  Is    A.HaU  1856 

-  from  American  Poets,  32mo,  2s    Kent  1836 

■ English  and  American  Poets,  16mo,  6»  WardALock,..i%$$ 

Matthew  Henry's  Works,  18mo,  2«    Partridge 1850 

Shakespeare,  32mo,  2« Kent  1837 

— the  Poets,  roy.  8vo,  with  coloured  Illustrations,  21f Groombridgt  ...1859 

Spirit  Mine,  illustrative  of  Peace,  Brotherhood,  &c.,  16mo,  2s  6rf Bennett 1 850 

-  of  American  Wit,  32mo,  2s  Kent  1839 

Anecdote,  32mo,  2s  Kent  1838 

Art,  Specimens  of  the  Works  of  Rubens,  Titian,  and  Cuyp,  4to,  21s Allman 1861 

■ Beauty,  by  Heath,  1837  to  1840,  imp.  4to,  each  Sis  6d  Zowgwiafi...  1837-40 

British  Poets,  6  series,  32mo,  each  2s,  Kent,  1838  ;  in  3  v.  red.  to  7s  6d  ...  Tegg  1859 

Christian  PsaJmody,  adapted  to  Standard  Music,  sq.  cr.  8vo,  Is Qroombridgt  ...i860 

European  Art,  edited  by  8.  C.  Hall,  2  V.  4to,  6/ Virtm    1847 

' Literature,  Prose,  and  Poetry,  18mo,  3s Hamilton  1840 

living  Anthers,  32mo,  2s Warren 1837 

LorelinesB,  8vo,  lOs  6d H.O.Clarke  ...1842 

Luther,  18mo,  Is  6d J.F.Shaw 1837 

Modem  American  Literature,  edited  by  H.  Paul,  imp.  8vo,  3s Johnson 1852 

Piety,  from  Christian  Authors,  32mo,  8s    Tegg  1838 

• Poets,  from  Chaucer  to  Goldsmith,  32mo,  2s Warren 1838 

Protffltant  Truth,  selected  from  the  Speediesof  E.  Dalton,  Esq.,  18mo,  2s  6c{  Baisler  1849 

Sacred  Literature;  Poetry,  2  v.  12mo,  8s   Parkerd^Soni^^j-^i 

Prose,  2  V.  12mo,  8s Parker  di  Son   1841 

Poetry,  32mo,  2«  Warren 1837 

Scottish  Melody,  4to,  3«  6d  Nelson   1845 

Thought,  and  Flowers  of  Fancy,  12mo,  3s Partridge 1854 

' Tuscany,  being  a  Fragment  for  the  Invalid  and  Tourist  in  Italy,  post  8vo,  10s  Ackermann  ...1852 

Wit  and  Humour,  32mo,  2s Kent  1838 

G^oden  of  French  Nouns  reduced  to  Rule,  by  M.  A.  H.,  2nd  edit.,  post  8vo,  Is Simpkin i8bo 

fie&edogical  Chart  of  the  Descent  of  Queen  Victoria,  4  sheets,  7s  Gd  ;  on  roller,  10s  6d  Theobald    1851 

Gwieraof  British  Beetles,  from  "Curtis's  Entomology,"  4to,  42s Beeve 1858 

Moths  and  Butterflies,  4to,  42s    Beeve 1858 

Gtaeral  History  of  Europe,  2nd  edit.,  12mo,  5s  Dolman 1854 

Instmctionfl  to  Consuls,  &c.,  of  United  States,  8vo,  10s    Washington  ...1855 

'- —  Introduction  to  the  Apostolical  Epistles,  8vo,  8s  6d  BeU ^  Daldy... i%6i 

— ' Epistles  of  the  New  Testament,  8vo,  2s  Qd    Parker tk Son...  1$$% 

— —  Principles  of  Grammar,  12mo,  3s  6d  (Small  Books  on  Great  Subjects) Pickering  1847 

-Reciter;  Popular  Readings,  kc.,  12mo,  2s Milner  1862 

Rules  and  Orders  of  the  Office  of  Land  Registry,  October,  1862,  12mo,  Is...  8olie.Joum.Offi96z 

G«Beas  of  the  Earth  and  of  Man,  edited  by  R.  8.  Poole,  2nd  ed.,  cr.  8vo,  6s WiUiamsd:  N.  i860 

Gtncste  {Max.^  Parallel  Histories  of  Judah  and  Israel,  2  v.  roy.  8vo,  31«  6rf  Bagster 1843 

GvnevaConferenoe,  Conference  of  Evangelical  Alliance,  1861,  ed.  by  G.Carlyle,  8vo,  5s  Hamilton  1862 

Gemu  and  Achievements  in  the  Pursuit  of  Knowledge,  12mo,  3s    Nelson   1858 

— ■ Merit,  18mo,  Is  Groombridge  ...iS$i 

Writings  of  L.  E.  L.,  post  8vo,  5s Longman   1841 

— -  of  Popery  opposed  to  Civil  and  Religions  Liberty,  18mo,  Is  Od W.Allan    1851 

(knl}a{Mad.)  Duchess  de  la  Valliere,  2  v.  postSvo,  18s Colbwm 1836 

Manual  du  Voyageur,  English  and  German,  18mo,  3s  6rf   Dulau n.  d. 

Four  Languages,  18mo,  6»  6{i  ...  Dulau    n.  d, 

' French  and  Italian,  18mo,  Zs  6d Dulau    n.  d. 

[ Six  Languages,  18mo,  9s  Dulau n.  d. 

-  (S.F.  de)  Contes  Choisis ;  ou,  YeiU^  du  ChAteau,  par  Lawrence,  18mo,  2s  6d  .  Simpkin 1845 

<*enoveTa<rf  Brabant,  a  Me  of  Old  Times,  square,  2s  6d,  i844--red,  to  2s Bums    1848 


Gent  (Z.O.)  Book  of  Familiar  Quotations,  3rd  edit.,  12mo,  5f  WhiUaher 

Gentili  {Aloy.)  Life  of,  edited  by  Father  Pagani,  12mo,  4« T.Richardmm 

(^.f.)  Book  of  French  Verbs,  12mo,  3«  6d Simpkin 

Gentleman's  Companion  to  the  Toilet ;  a  Treatise  on  Sharing,  1 2mo,  Is Strange 

Handbook  of  Letter  Writing,  24mo,  U    Clarke  A  Co.  .. 


-  Manual  of  Modem  Etiquette,  82mo,  Is    Jerrard  . 

■  Story,  postSvo,  10s  6d  , Neu^ 
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Qentone's  Chart  of  Inheritance,  &c.,  2«  6rf  Richard*    

Geodesy  of  Britain,  the  Ordnance  Survey,  its  History,  &c. ,  8to,  Is  6d Partridge  

Geoffrey  of  Monmouth,  British  History,  edited  by  Giles,  8to,  10s Ja».  Bohn 

Geographical  Pronouncing  Vocabulary,  12mo,  2s New  York 

■  Reading  Lessons,  by  a  Lady,  12mo,  6s— red.  to  4s Groombndge ... 

Text  Book,  by  M.  B.  S.,  12mo,  2s  BeUds  Daldy... 

Geography,  a  New  System  of  Tabular  Geography,  by  an  Army  Schoolmaster,  obi. ,  Is  6c£  Owtn 

and  History,  by  a  Lady,  edited  by  Maynard,  12mo,  4s  W    WhiUaher 

Wright,  12mo,  4s  6rf Tegg 


—  for  Children,  12mo,  2s Longman  

Infant  Schools  and  Nurseries,  18mo,  Is  6rf   Darton  

the  Use  of  the  Blind,  4to,  5s Chapman  <fc  H, 

Young  Children,  ISmo,  3s  6<i— red.  to  2s Bell<k Daldy... 

—  in  all  Ages,  by  Author  of  History  in  ail  Ages,  l^mo,  8s  Hamilton  

—  of  America  and  the  West  Indies,  8to,  10s  6<f Baldwin 

the  British  Empire,  Physical  and  Historical,  12mo,  28  6d    Bums.. 


Simplified,  12mo,  3s Barton  ... 

Geological  Survey  of  British  Oiganic Remains, decade  1-I0,r.8vo,ca.2s6<fjr.4to,ea.4s6d  Longman 

'  monograph,  r.  8vo,  2s  6<i  ;  r.  4to,  4s  ^  Longman 


Canada,  with  Oiganic  Remains,  by  W.  £.  Logan,  3  pts.  Svo,  5s  ea.  Montreal 

Ghreat  Britain.     See  Appendix. 

India,  under  the  Direction  of  T.  Oldham,  2  v.  roy.  Svo,  44s    ...   WUUams  A  N. 

Trinidad,  by  G.  P.  Wall,  roy.  Svo,  sewed,  12s  Longman  

United  Kingdom,  Memoire  of,r.8vo,V.  1,28s;  V.2,Pt8.1  &2,ea.21s  Longman  


■Wondereof  London  and  its  Vicinity,  Svo,  2s  6d Nttbet 


Geologist,  V.  1,  edited  by  S.  J.  Mackie,  8vo,  14s  6d,  Simpkin;  V.  2,  14s  6d Mackie    ...1859-6 


G^logy  (Educational  Course),  fcap,  Svo,  2s  6d Chamben 

and  Genesis;  or,  the  Two  Teachings  Contrasted,  Svo,  3s  6d WhiUaher. 

'  Geologists;  or,  Visions  of  PhUosophers  of  the  19th  Cent.,  Svo,  2s6d  ...  Simpkin.... 


Crystallography,  and  Mineralogy,  by  Ansted,  ftc,  post  Svo,  5s Griffin 
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III.,  His  Court  and  Cabinets,  by  the  Duke  of  Buckingham,  4  v.  Sro,  60s Burst  &  ^...1853-5 


Geometrical  Chart,  on  a  Sheet,  coloured,  2s  6(2 Chjambtars 

Georg  (2>r.Z.)  Conversational  French  Grammar,  12mo,  5s  6<i    NuU   

George  {Ami.\  Memoirs  of  Queens  of  Spain,  by  Mias  Pardee,  2  v.  post  Svo,  21s Bentleg  ... 

{Hen.)  History  and  Treatment  of  the  Small  Pox,  post  Svo,  2s    ChurchUl 

(Jon.)  Memoir  of,  by  Rev.  George  Rogen,  cr.  Svo,  2s  6d   Freeman 

George  II.,  Memoirs  of,  by  Lord  Hervey,  edited  by  Croker,  2  v.  Svo,  36s — red.  to  21s  Murray ... 
his  Reign,  by  Horace  Walpole,  3  v.  Svo,  36s,  46— red.  to  24s  Bentl^ 


-Memoirs  of  his  Reign,  by  Horace  Walpole,  4  v.  Svo,  42s Beniley 


IV.,  Diary  of  his  Times,  by  Lady  C.  Buiy,  2nd  edit,  4  v.  Svo,  82s   CoSmm .... 

Memoirs  of  his  Court,  by  the  Duke  of  Buckingham,  2  v.  Svo,  30s HuniA  B. 

Personal  History  of ,  by  Dr.  Croly,  2  v.  post  Svo,  21s    CoUmm. 
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George's  Model  Drawing  Book,  4to,  9s DarUm    1856-9 


George  Desmond,  History  of,  cr.  Svo,  5s    Houlston  . 

Sandford,  the  Draper^s  Assistant,  ISmo,  Is  Houlston 

^  St.  George  Julian,  the  Prince,  Svo,  10s — red.  to  5s Routledge 

Wilson  and  his  Friend,  ISmo,  2s  Nitbet 


Georgian  Era  ;  British  Biography,  4  v.  post  Svo,  32s— red.  to  21s Bogue 

Georgie  and  Lizzie,  by  Cousin  Kate,  ISmo,  8s  Hamilton  

Geraghty(Tr.)  Euclid's  Elements,  ISmo,  2s SimpHn 

Gerald  Fitzgerald,  a  Tale,  post  Svo,  5s  Longman  

G«raldine,  a  Tale  of  Conscience,  by  C.  E.  A.,  2  v.,  128,  1838  ;  5th  ed.,  12mo,  S«  6d  Dolman 

Geraldines  (The),  Earls  of  Desmond,  translatied  by  C.  P.  Mechan,  ISmo,  Is Simpkin 

Geramb  (^./.)  Journey  from  La  Trappe  to  Rome,  post  Svo,  6s  Dolman 

—  Pilgrimage  to  Palestine,  ^gypt,  and  Syria,  2  v.  post  Svo,  21s   Colbum 

Gerard  (i42esr.)  Account  of  Koonawur,  edited  by  G.  Lloyd,  Svo,  14s  Madden 

(65,)  Clytia,  a  Tale,  and  other  Poems,  12mo,  8s  6d Bosworth. 

Grace  and  Remembrance,  Poems,  12mo,  2s  6d Bosworth 

(J.J.)  and  Tourrier,  Chart  of  Universal  History,  oblong,  25s  Souter    

Historical  Guide  and  Scale,  folio,  ISs  Longman  

G6rard  {Jules)  Lion  Hunting  and  Sporting  Life  in  Algeria,  post  Svo,  2s  6d — r.  Is  M  H.Bohn 

The  Lion  Killer,  Life  and  Adventures  of,  12mo,  2s  ;  condensed,  Is  ...  Lambert    

with  Account  of  Algeria,  12mo,  3s  6<i  Lambert 

Gerber  (Fr,)  Anatomy  of  Man  and  Mammalia,  by  Gulliver,  2  v.  Svo,  24s    BaiUi^re    

Gerbert  (PAt2.)  Considerations  on  the  Eucharist,  12mo,  is  6d    Dolman 

Gerbet  {Abbi)  Life  of  the  Virgin  Mary,  from  the  French,  ISmo,  3s  6d Dolman 

Gerhard  (Jno.)  Meditations,  Englished  by  B.  G.  J.,  ISmo,  5s    WkUtaker 

Gerhart(Z)r.£'.K.)  Introduction  to  Study  of  Philosophy,  Svo,  6«    PkOaddphia... 
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GetAach  {J J.)  QermaQ-Eagtish  and  Eaglish  German  Dictionary.  12mo,  7« — red. 6s  6d  Blackie  i860 

-  {OUo  vw)  Commentary  on  Pentateuch,  translated  by  H.  Dowling,  8vo,  10«  6rf...  HamilUm  1859 

German  and  Swiss  Beformations,  and  Cromwell,  two  Essays,  cr.  8vo,  1«  6rf   Ward  «fc  Lock  .i86i 

BaUads  and  Poems,  with  an  English  Translation  by  A.  Boyd,  12mo,  5<  Houlston    1859 

Catholic's  Farewell  to  Rome,  post  8vo,  Is  6d Hamilton 1845 

Dramatic  Library,  in  Monthly  Volumes,  12mo.     See  Appendix. 

English  and  English-Gferman  Pronouncing  Dictionary,  8vo,  7»  6d Ward  «fr  Loch  .  1 86a 

LoTe ;  from  the  Papers  of  on  Alien,  trans,  by  Miss  Wink  worth,  cr.  8vo,  U  6d  Chapman  <t-  /T.  1 857 

Lyrist,  crown  8vo,  3<    Belld: Daldy...\%s^ 

fieformation  of  the  Nineteenth  Century,  &c.,  post  8to,  9a,  1846— red.  to  6«  Snow 1851 

School  Dictionary,  12mo,  Is  6rf  ;  Ger.  and  Eng.  and  Eng.  and  Ger.,  each  is  Chambers  1855 

Stories,  Tales,  and  Traditions,  12mo,  3«  6rf    FtUlarton  1855 

Tales  and  Novels  in  German,  8vo,  V.  1,  6»;  V.  2,  7s   Thimm  i860 

Tourist,  Northern  Germany,  post  Svo,  lbs NuU  1836 

Gennany  doring  the  Insurrection  of  1848,  post  8yo,  6s Nisbet    1854 

Practical  through  Routes  from  London  to  Germany,  Tyrol,  &c.,  12mo,  Is  ...  Longman  1858 

Cnmasked  in  Peking  to  Wrest  Schleswig  from  Denmark,  poet  8yo,  5« Richardsons  ...1848 

ijtmond  (L)  Abendbeiig,  an  Alpine  Retreat,  12mo,  Is  6d Hamilton  1849 

6enn3of  Ecclesiastical  History,  post  8vo,  2s  6</  Partridge 1853 

(finioD  {Wwk,)  Civil  Bill  Code,  Ireland,  14  &  16  Vict.,  12mo,  4s  6d Benning 1851 

Gc^Tud  \Cha,)  Lessons  for  translating  English  into  French,  12mo,  4s  M Ihdau     1843 

Outlines  of  Geography,  18mo,  2s Dulau    1843 

Gcrstaecker(/Ve(f.)  A  Sailor's  Adventures,  12mo,  Is  RouUedge  1859 

Each  for  Himself  ;  or,  the  Two  Adventurers,  a  Tale,  12mo,  2s  ...  Routiedge  1859 

Feathered  Arrow,  a  Romance,  12mo,  2s  RoutUdge  1857 

Frank  Wildman's  Adventures,  12mo,  6s— red.  to  3s  6d Routiedge  1855 

Haunted  House,  a  Tale,  12mo,  Is RouUedge  1856 

Journey  Round  the  World,  1847-52,  3  v.  post  8vo,  31s  6<i    HwrstA  B 1853 

Little  Whaler,  a  Tale,  12mo,  3s  6rf Routiedge  1856 

• Pirates  of  the  Mississippi,  12mo,  Is  6rf  Routiedge 1856 

Tales  of  Desert  and  Bush,  12mo,  3s  6rf,  Hamilton,  54;  n.e.,2s  6<i  Philip   i86a 

Travels  in  Rio  Janeiro,  Buenos  Ayres,  &c.,  post  8vo,  6s Nelson   1854 

Two  Convicts,  a  Tale,  12mo,  2s RouUedge  1857 

Wanderings,  &c.,  of  German  Emigrants,  post  8vo,  Os    Kent  1848 

' Wife  to  Order,  translated  by  Edmund  Routiedge,  12mo,  2s   Routiedge  i860 

Wild  Sports  in  the  Far  West,  12mo,  Is  6<i  ;  illust  3s  6rf Routiedge  1856 

■ Young  Gold-Digger  ;  or,  a  Boy's  Adventures,  fcap.  8vo,  2s  6(2...  Routiedge  i860 

G^rtnde  {Mary)  Abbotsmere  ;  or.  Illustrations  of  Home  Education,  12mo,  6s  Whittdker  1846 

Philip  Randolph,  2nd  edit.,  12mo,  8s  6d Whittaker 1850 

Gertrad?,  by  the  Author  of  Amy  Herbert.     See  Sewell  (ilf  iss). 

and  Emmeline,  a  Poem,  by  a  Manchester  Lady,  12mo,  4s  6<i Saunders  A  0.  .1853 

— Her  Family,  12mo,  4s  6rf Bagster 1836 

— Dacre,  by  the  Author  of  "The  Sunbeam,"  &c.,  fcap.  8vo,  3s    Masters 1862 

--Melton;  or.  Nature's  Nobleman,  post  8vo,  7s  6d Saunders  ds  0.  i860 

the  Emigrant,  a  Tale  of  ColonijJ  Life,  by  an  Australian  Lady,  8vo,  6s Kent  1859 

0%mQm(^.)  Introduction  to  History  of  Nineteenth  Century,  post  8vo,  Is H.Bohn 1853 

~- — {G.G.)  Mission  of  the  German  Catholics,  post  8vo,  Is  id    J.  Chapman  ...1845 

-^ Shakespeare  Commentaries,  translated  by  F.  E.  Bunnett,  2  v.  8vo,  24s  Smith  A  Elder*.\%i% 

Gtsenios  (If  m.)  Hebrew  and  Chaldee  Lexicon,  translated  by  Tregelles,  4to,  28s  %d,..  Bagster 1846-51 

English  Lexicon,  by  Dr.  Robinson,  6th  edit.,  8vo,  26s     Boston t  U.S.  ...1855 

■ Chaldee,  and  English  Lexicon,  by  Dr.  Lee,  n.  edit.,  8vo,  26s  Longman  1844 

■ Grammar,  by  Professor  Hnrwitz,  3rd  edit.,  8vo»  13s Taylor    1844 

Rodigerand  Davidaon,  4to,  10s Bagster 1851 

~- — translated  by  Conant,  8vo,  6s  6rf,  46  ;  10s  6d...  New  York 1855 

■  Da  vies,  4to,  10s    Bagster 1845 

•  M.  Stuart,  8vo,  12s,  1847— red.  9s  New  York 1851 


•; Theaanrus,  Hebrew  and  Chaldee,  Vet.  Test.,  8  v.  4to,  68s   Nutt 1828-42 

Geaer  (46r.)  Geology  and  Mineralogy  of  Nova  Scotia,  8vo,  10s  Snow  1836 

History  of  New  Brunswick,  8vo,  10s  6rf Simmons    1847 

Treatise  on  Coal,  Petroleum,  and  other  Distilled  Oils,  8vo,  7s  6d Bailliire    1861 

^  {T.  W.)  Revelation  of  God  in  His  Word  shown,  12mo,  6s  (BibUcal  Cyclop.) Hamilton  1841 

Gssroer  (Soi.)  Death  of  Abel,  18mo,  2s    Benham 1854 

translated  into  Blank  Verse,  12mo,  3s  6d  Hatchard 1840 

^^^ssen  {M.A.)  Art  of  Painting  on  Glass,  transited  by  Pole,  12mo,  Is Weale 1851 

G«ta  Romanomm,  The  old  English  Veraion  of,  edited  by  Sir  F.  Madden,  4to Roxburghe  CltdfiS^S 

-; — -  Stephani  Regis  Anglorum,  inoerto  auctore,  recens.  R.  C.  Sewell,  8vo,  6s Eng.  Hist.  Soc.    1846 

^^««te  (fip.)  life  and  Character  of,  by  Dngdale,  8vo,  7s  6d Pickering  1840 

GfcthiBg  (if ri.)  Selections  from  Modem  Authors,  post  8vo,  5s    WJiittaker 1848 

Q^tting  On,  a  Tale  of  Modem  English  Life,  2  v.  post  8vo,  12s , Hogg <k  Son*  ...i860 

^^y{£dm.)  Notices  of  Chinese  Seals  found  in  Ireland,  4to,  6s    T.Hodgsoa    ...1850 

GWof  Richard  in.,  a  Poem,  8vo ShcJk^peare  Soc.  i9^ 

Stories  and  Tales  of  Mystery,  12mo,  6s Qrr    1850 

Qhrimes  (5.)  On  the  Teeth,  18mo,  Is  Gd  Renshaw 1843 

f|jaiit  KiUer,  or  the  Battle  which  all  must  Fight,  by  A.  L.  0.  E.,  12mo,  2s  6d  Nelson 1856 

'nants,  Kniglits,  and  the  Princess  Verbena,  a  Fairy  Story,  4to,  2s  6d  Hamilton  1858 
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Gibb  (Geo,D.)  On  Diseaaee  of  tbe  Throat,  Bpiglottis,  and  Windpipe,  post  8to,  5»...  ChurckUl  

Canadian  CaTorns,  8vo,  3» GeologiU  Offijce 

'  Diaeaaes  of  the  Tongn^  Bone,  8vo,  2iM    Churchill  

Treatise  on  Conaiimption  and  Hooping-Congh,  12mo,  7t  Renshaw    

Morbid  State  of  Urine,  Svo,  5s   Longman   

Gibbing(/2u;A.)  Roman  Forgeries  and  Falsifications,  8vo,  7a  6d,  1842  ;  new  ed.,  Zt  9d  RivingUm  

Gibbins  \J.P,)  Polynesia,  a  Sketch  in  Verse,  2nd  edit.,  18mo,  2«  6(£    Simpkin 

Gibbon  {Alex,)  Delusions  in  the  Political  Economy  of  the  United  Kingdom,  8vo,  4»...  Blachvoodt  ... 

■  Nature  and  Properties  of  Taxation,  8vo,  2«  6<i  RichanUons  ... 

Paper  on  the  Circulating  Medium,  8to,  2$  6d Halchard  


-(Edw,)  life  and  Correspondence  of,  by  Milman,  8vo,  9< Murray. 

Miscellaneous  Works,  with  Notes  by  Lord  Sheffield,  8to,  \i»   B.Bl4ike.. 

Roman  Empire,  imp.  8vo,  18« Tegg  

—  — _ by  Chalmers,  8  t.  8vo,  60f,  Longman;  n.  e.,  8vo,  15»  Longman 

Guisot,  2v.  roy.  8to,  88* A. Hall 


and  Smith,  8  ▼.  8vo,  60« Murray. 

■  abridged  by  Smith,  p.  8vo,  7<  %d  (Students*  Gibbon)  Murray. 
'  Variorum  Notes,  7  ▼.  post  8vo,  24«  6d ff.Bokn 


—  (/.)  Artillerist's  Manual,  adapted  to  Service  of  the  United  States,  8?o,  28«  New  York  . 

(Jfr«.)  Catechism  of  History  of  France,  18mo,  1# Relfe  

)Ie  Catechism  of  Gospel  History,  Bible  Histozy,  18mo,  Is Relfe  . 


Gibbons  (Benj,)  Treatise  on  the  Ventilation  of  Mines,  8ro,  4#    Simpkin.. 

{Dav.)  Law  of  Contracts,  12mo,  U Weale 

—  Dilapidations  and  Nuisances,  roy.  8yo,  9s,  1838 ;  new  ed.,  18s   Weale 


—  Limited  Liability  Act,  1855,  12mo,  Is  Weale.. 

—  Manual  of  the  Law  of  Fixtures,  12mo,  2«  6c£  Weale.. 

'  and  Hesketh,  Metropolitan  Building  Act,  12mo,  2s  6(2    Weale.. 


Milman,  12  v.  Svo,  5/ 8s Murray  1838-9 

*"    ••     -       ^       "  -'  854 

856- 
854 
859 
860 
861 

837 
850 
849 
856 
836 
858 

859 

846 
852 
S53 

847 
86[ 

855 
862 

85S 
860 
860 
851 
860 
845 
846 

844 
854 
851 
858 


^— (J.S.)  Banks  of  New  York,  their  Dealers,  Clearing  Houses,  &c.,  cr.  8vo,  10s  New  Yw^fc 

Gibbs  (G.)  Administration  of  Washington  and  Adams,  2  v.  8vo,  36s Wiley 

(John)  Designs  for  Gothic  Monuments,  Crosses,  Slabs,  &c.,  roy.  4to,  21s    Belld-  Daldy... 

-Omamenta,  and  Furniture,  roy.  8vo,  21s  Beli  dk  Daldy .. . 


-  Letters  from  Graefenberg  on  Hydropathy,  12mo,  ia  6d    Bennett . 

■  Old  Pariah  Church,  with  the  Ghost  of  Merton  Hall,  fcap.  8vo,  8s  6d Ward  A-  Lock  . 

•  Suggestions  on  Design  of  English  Gothic  Architecture,  fol.  23s  Bell <k  Daldy... 


(Jot.)  Cotton  Cultivation  in  its  various  Details,  cr.  8vo,  7s  6d Spon 

{Sam.)  Illustrated  Bath  Visitant,  12mo,  2s    Author  ... 

(Pf'm.)  Elegant  Manufactures,  4to,  5s     HouUton 

Handbook  of  Alphabets,  Initials,  &c.,  4to,  5s HouUton 

• Architectural  Ornament,  8vo,  2s  6(2 Gibba 

Scrolls,  Panels,  &c.,  1st  and  2nd  series,  4to,  each  5s    HouUton 

Gibert  (CM.)  Treatise  on  Diseases  of  the  Skin,  by  Sheppard,  12mo,  7s  6^ Churchili 

Gibraltar,  Select  Views  of  the  Bock  and  Fortress,  imp.  4to,  63s  ;  cold.  5/  5s  BaUy 

Travellers  Handbook,  fcap.  8vo,  4s Cowie 

Gibson  (iiW.)  Five  Club  Sermons,  12mo,  1844,  3rd  edit.,  4s  Hamilton 

-  Sermons  on  Various  Subjects,  12roo,  6s Hamilton 


{Bp, )  Family  Devotions,  Morning  and  Evening  Prayer,  12mo,  2s  Hatch&rd 

Preservative  from  Popery,  18  v.  post  8vo,  6^  10s  ;  Suppt.  to,  8  v,  50s...   Brit.Re/.S.  1849-50 

Sacrament  of  the  Lord*s  Supper  ExpLuned,  12mo,  28  6d Hatchard  :  ~ 

Synodus  Anglicanus,  edit,  by  Dr.  Cardwell,  8vo,  iu J, H.d:J»  Parker 


{CB,)  History  of  the  County  and  City  of  Cork,  2  v.  8vo,  21s    Newlnf 

(Z).C)  Memoir  of,  by  a  Brother  Artist,  12mo,  3s  6d NiAet    

{G,M,)  Petit  Fablier  ;  ou,  Esope  en  Miniature,  2nd  edit,  18mo,  Is  6(1 iS^'mj»2:ifi 

{Jan^)  Memoirs  and  Correspondence,  by  West,  12mo,  4s Mcuon    

(Jas.)  Inability  of  Man  to  receive  Uie  Testimony  of  God,  12mo,  5s  Blackie 

Marriage  Affinity  Question  Discussed,  8vo,  4s  6d Groombridge  . 

Memoirs  of  the  Brave  at  Alma,  BaUklava,  Ac,  32mo,  2$6d;  2  ed.,lt  E.  Wilson   .... 

•  Prayers  and  Meditations  for  a  Month,  12mo,  3s    Waahboume  . 


-{Jno.)  Designs  in  Bas-Relief,  Statues,  Groups,  &c.,  fol.,  42s;  proofs,  84s Hogarth. 

Sermons  at  Cambridge,  1837,  12mo,  28  6d    Parker  *k  Son 

Short  Services  for  Family  Worship,  12mo,  3s,  RivingUm^  44^— red.  to  2s  BeUd:  Daldy.. 

-Testimony  of  the  Scripture  as  to  Baptism,  8vo,  10s  6c{    BeUds  Daldy.. 


{J.W.)  Forest  and  Fireside  Hours,  Poems,  16mo,  2s  6<i   Reea 

(P.)  Freemason's  Companion  and  General  Instructor,  12mo,  7s  6ci EUioU 

Treatise  on  Land  Surveying,  by  Trotter,  8vo,  9s,  1839  ;  new  ed.,  7s  ^d  M. Taylor  . 

(7Vm.)  Lectures  on  the  History  of  Joseph,  8vo,  2a  6d  Heylin   .... 

(r.ii.)  Etymological  Geography,  12mo,  8s  6(2 Longman  . 

French,  English,  and  Latin  Vocabulary,  12mo,  2s Simpkin..., 

— —  ( Wm.)  Recollections  of  Switzerland,  Italy,  &c.,  post  8vo,  5a    Whitiaker  , 

■  Tear  of  Grace  ;  or,  the  Ulster  Revival  of  1859,  post  8yo,  5s Hamilton  . 


(fr.3f.)  Prison  of  Weltevreden,  cr.  8vo,  Sa  6d    Low 

(ly.  5.)  Certainties  of  Geology,  8vo,  10s  6<£     Smith  Ai  Elder . 

'  Dilston  Hall ;  or.  Memoirs  of  Earl  Derwentwater,  8vo,  12s  ;  r.  8vo,  18s  Longman   

Essay  on  Filial  Duties,  8vo,  3s  6(2  Pideering  

■  Historical  Memoir  on  Northumberland,  fcap.  8vo,  2s  6(2 Longman  
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G!l»oii(JF:5,)HiBtorical  Sketch  of  Tjnemonth  Priory,  12mo,  8»  6rf Sitnplin 1849 

History  of  the  Monaateiy  at  Tynemooth,  2  v,  4to,  61  ^ Pickermg  ...1846-7 

•  Lectares  and  Bflsays  on  Various  Sabjecte,  8to,  9s Longman  1858 

on  Stractare  and  Physical  Aspects  of  the  Earth,  8to,  2t  Longman  1856 


—  Notices  of  Northumbrian  Castles,  Ace.,  1st  series,  dvo,  it Pickering  1848 

-2nd  8er.,8T0,12«;  r.  8to,  lSa6d  Longman  1850 

-3rd  ser.,  8to,  6«  6d  ;  r.  8vo,  12»  Longman  1854 


' Prise  Essay  on  History  and  Antiquities  of  Highgate,  Svo,  St  6d Smi^  A  Elder  1842 

Semarks  on  MediKval  Writers  of  English  History,  Svo,  2s  6d Pickering  1848 

Gidde  (IT.)  Booke  of  Sundry  Draughts  for  Glarieis,  by  H.  Shaw,  Bro,  117  phites,  16s  Pickering 1848 

Giddins  ((?«o.)  Midnight  Musings,  and  other  Poems,  12mo,  It  6d JudddtOlatt...i$$9 

(/.A)  The  Exiles  of  Florida,  cr.  Sro,  6s Columhut,U.S,  i860 

GideoD,  the  Mighty  Man  of  Valour,  8to,  10s  6d,  Whitiaker,  37  ;  8rd  ed.,  fp.  8to,  7s  Hdtchard 1841 

Qidtey  (Xflwi)  Pbems,  poet  Svo,  8s J.HAJ.PotrkeriZsj 

Tianslata  et  Epigrammata,  8vo,  2s  6d Painter 1848 

Gieseier  {J.CL.}  Oompendinm  of  Ecclesiastical  History,  5  r.  8to,  52t6d JETami^toii...  1846-55 

Text  Book  of  Ecclesiastical  History,  tr.  by  Cunningham, 3  r.  8to,  42s  WiUy 1 842 

GtiSud  {&kf.)  Deeds  of  Naval  Daring,  1st  and  2nd  ser.,  12mo,  ea.  2s  6d,  54  ;  1  r.3s  6d  Murray i86a 

Visit  to  the  Ionian  Islands,  Athens,  and  Morea,  post  8yo,  12s  Murray 1837 

(F.O.)  Death  in  the  Glass  ;  or,  a  Word  to  the  Intemperate,  12mo,  Is WerUteim  i860 

•  Wom-Out  Neology,  8yo,  Is    Wertheim  1861 


(Jot.)  Thornton  Abbey  in  Eeign  of  Henry  XL,  a  Poem,  8to,  6s  6d RiringUm  1838 

Giflbrd  (ilrcA^-)  Unison  of  the  Liturgy,  cr.  8vo,  6s New  York 1856 

(/joi.)  Marine  Botanist :  Introduction  to  Algology,  3rd  edit.,  12mo,  5s    ...  Longman  1853 

Gift  Book  for  Gtied  Little  Children,  roy.  16mo,  2s  ;  on  linen,  cold.,  2s  6d   Ward  A  Lock... 1%^ 

the  Toung,  roy.  32mo,  Is  6(;  Rd.TraciSoe,  1853 

— of  Biography,  for  Toung  Xiadies,  12mo,  3s  6d Nelton 1847 

Kn^h  Poetry,  Illustrated,  12mo,  6s Darton  1857 

Poetry,  12mo,  2s    (rroom6ri<i^e  ...184S1 

— <  at  Confirmation  ;  Selection  of  Poems  on  the  Serrioe,  32mo,  it   Rirington  1851 

—  for  sU  Seasons,  edited  by  W.  Anderson,  12mo,  6s,  40  ;  4th  edit.,  fcap.  8to,  ^  6d    Orr 1848 

- — ^from  Faiiy  lAnd  :  Tales  and  Legends,  post  8to,  12s    Bogue 1839 

- — of  Lore  and  Friendship,  32mo,  Is  6d Nelson   1845 

—  to  Young  Friends,  new  edit.,  18mo,  Is Dean 1843 

Gift  (The),  an  American  Christinas  and  New  Tear*s  Gift,  8vo,  each  21s WiUy 1842-9 

Gifli snd  Graces,  by  the  Author  of  the  Eose  and  the  Lotus,  post  8to,  7s  6a    BeUds  Daldy...i%6z 

— -  of  the  Kingdom,  Lent  Lectures  at  Bloomsbury,  12mo,  6s  Shaw 1855 

Gil  fibs.    &el^e. 

Giibart  (/.  H'.)  Cauaes  of  Pressoie  on  the  Money  Market,  8vo,  2s  6<2 Longman  1840 

• Elements  of  Banking:  Advice  on  Keeping  a  Banker,  n.e.,  12mo,  2s  6<j  Loifiiman  i860 

— History  and  Principles  of  Banking,  8vo,  9s Longman  1844 

— of  Banking  in  America,  8to,  7s Longman  1837 

■ ■ ■ Ireland,  8vo,  5t    Longman  1836 

' Lectures  on  Ancient  Commerce, p.  8to,  7s  6d,Smith  de  E,  ,47 ;  1 2mo,  2s  6<i  Longman  1853 

* Logic  for  the  Million ;  or.  Art  of  Bessoning,  6th  edit.,  12mo,  8s  6d  .  Longman  i860 

.Toung,  selected  from  Watto's  Logic,  12mo,  Is Longman  1854 


of  Banking,  12mo,  12s  6d  Longman  1858 

— London  Bankers,  8to,  Is  8mUhAEUkr„i%^$ 

' Practical  Treatise  on  Banking,  2  r.  8to,24s,49  ;  6th  e.,  2  T.12mo,  16s  Longman  1855 

Wbert  (ilfan)  Last  Birthday,  a  Tale,  18mo,  Is  6<i Ward 1835 

(Dcrv.)  Andent  Christmas  Csjrols,  with  the  Tunes,  8yo,  6s    Nicholt  1839 

"- Parochial  History  of  Cornwall,  4  v.  8vo,  60s;  large  paper,  90ft   Nicholt 1837 

{E.A.)  Companion  to  Heathen  Mythology  for  Ladies,  12mo,  2s Longman   1849 

■ (£'.lf.)BiUof  Costs  in  K.  B.,  C.  P.,  and  Exchequer,  8vo,  7s Benning 1836 

■ • BiUa  of  Costo  between  Attorney  and  Agent,  8vo,  1839  ;  8rd  edit.,  16s  Benning 1847 

(G.if.)  Sketoh  of  English  History,  12mo,  2s  Darion  1838 

{H.)  New  Method  of  Extracting  Teeth,  2nd  edit.,  12mo,  Is Renthaw    1850 

■ — Treatise  on  Pulmonary  Consumption,  8vo,  8s Renthaw 184s 

—  (J/f<.^.^.)  Memoir  of  Mrs.  Harriet  Maria  Jukes,  4th  edit.,  12mo,  6s    Seeley i860 

•  {/at.)  Geography,  for  Families  and  Schools,  12mo,  Zt  6d C?rooin6m^s  ...1845 

— Geology  of  England  and  Wales,  18mo,  2s   J.Gilbert    1838 

• List  of  Railway  SpecuhitorB,  4to,  3s    /.  GilbeH  1846 

Outlines  of  Geography,  18mo,  2s J.Gilbert    1844 

' P^mphleto  on  the  Roman  Catholic  Case,  8vo,  4s J,Gilbert    1845 

• Population  Returns  of  Great  Britai^,  Is  6d    QraUan 184a 

Summary  of  Occupations  of  the  People,  4to,  Ss  ;  with  IKaps,  4s J.Gilbert    1844 

' Viaitoi'B  Guide  to  London,  18mo,  2s ., J.Gilbert    1861 

Wonders  of  the  World  in  Nature  and  Art,  edit,  by  H.  Inoe,  4to,  10s  .  Orattan 1849 

^ {Jno.)  Chronological  Pictures  of  English  Histoiy,  folio,  46s Day  A  Son 1858 

Stained  Glass  of  Canterhniy  Cathedral,  4to,  6s Weak    1841 

{Jot.)  Biographical  Sketeh  of,  by  his  Widow,  12mo,  6s    JacktonA  W.   1853 

• Lecture  on  Art,  ite  Scope  and  Purpose,  12mo,  Is  6d  JeuJetonik  W.   1858 

"-" Lectures  on  Christian  Atonement,  3rd  edit,  12mo,  5t  JacktonA  W,    1854 

{J.T.)  Celtic  Records  and  Historic  Literature  of  IreUnd,  8to,  6s  6d  Simpkin 1861 

— ' History  of  the  City  of  Dublin,  Vols.  1  and  2,  8to,  each  10s  6<2   /.i?.5ini>A...  1854-8 

2  p 
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Gilbert  (JHfn,)  Flaan  DirectionB  for  Modelling  in  Leather,  Sro,  If  KOilberi   1854 

Sketches  from  ft  Touthfal  Oirde,  12mo,  4s  6(i   R.CUirte    1840 

The  Convalesoent,  fcap.  8vo,  it,  1839— red.  to2*6d JaekmmdrW,...!^^ 

{Rich.)  Clerical  Ghiide  ;  or,  Ecclesiastical  Directory,  roy.  8to,  22f    Rivington  1837 

Liber  Scholasticos ;  an  Account  of  FeUowshipa,  2nd  ed.,  12mo,  lOt  6d  RivimgUm  1843 


■  (TkoB.)  New  Zealand  Settlers  and  Soldiers,  the  War  in  Taranaki,  cr.  8vo,  6t .  BenneU i86x 

Gilbert  Gresbam,  an  Antobiography,  18mo,  Is  6d    Rel.  TraaSoe.  1856 

the  Adyentorer,  edited  by  Peter  Parley,  12ino,  2<  RoutUdge   ......1856 

Gilbertson  (/.D.)  Poems,  12mo,  4«    JJamillon  1856 

Gilchrist  (Jno.)  Collection  of  Scottish  Ballads,  2  v.  12mo,  lit  Blackwoods    ...1839 

Gildas  de  Excidio  Britannia,  recens.  J.  Sterenson,  8vo,  7«  6<i  Rng.Hisi.Soe.    1838 

and  Nennias*s  Historical  Works,  edited  by  Giles,  8to,  8«  Jat.Bohn  1841 

Gildermeister  (C.)  New  York  Crystal  Palace,  illustrated,  roy.  8ro,  12ff 

Gilderdale  (Jno.)  Essays  on  Natural  Religion  and  Revelation,  post  8to,  7t  6d  EamUion  1837 

Family  Prayers  for  One  Month,  12mo,  it    BamilUm  1838 

■  Introduction  to  History  and  Chronology,  4to,  10«  6d Simpkin 1839 

{J.S.)  Christian's  Family  Life,  12mo,  2«  6rf   BellA:  Daldy...tiss 

Disciplina  Rediviva ;  Hints  and  Helps  for  Youth,  12mo,  6* Bdl djDaldjf... i%s^ 


Giles  (ff.)  Christian  Thoughts  on  Life :  Disconnes,  12mo,  5t,  Botion,  (/.S.^ $0;  1«  ^  W.AUan   1855 

(Jot.)  English  Parsing  Lessons,  by  M.  E.  Darton,  12mo,  2«    A. Hall 1855 

(/.ii.)English-(}reek  Lexicon,  8ro,  7tM Longman  1846 

Erery-Day Book  of  Knowledge,  18mo,  2t6d AUman 1857 

'-  First  Lessons  in  Logic,  18mo,  Is Low    1855 

Foreign  Phrases  Familiarised,  18mo,  Is Cornith 1856 

Greek-English  and  English-Greek  Lexicon,  8vo,  21s Longman  1843 

(/./>.)  ViUage  Sermons,  Preached  at  Christian  Seasons,  fcap.  8to,  5s    Rivington  1861 

(5a»i.)  Brewer's  Meteorological  and  Statistical  Guide,  8vo,  21s   Longntan  1861 

(IT.)  Guide  to  Domestic  Happiness,  82ino,  Is  6d   Oroombridffe  ...1859 

•^— — •  Heathen  Records  to  Jewish  Scriptural  History,  8to,  7s  6d  Comith 1856 

History  of  the  Ancient  Britons,  2  v.  8vo,  80s   BdlA  Daldjf...\%^7 

Town  and  Parish  of  Bampton,  2nd  edit.,  post  8to,  7s  W...  BeUiL'  Dtddy...\%^% 

Witney  and  its  Neighbourhood,  8ro,  ^t  J.R.Smitk 1852 

Inquiry  into  Age,  Authorship,  &c.,  of  the  Old  Testament,  8to,  10s  6c2  ...  J.CItapman  ...1853 

New  Testament,  8to,  fts    Whittaker 18^4 


•Inyasionsof  Euglan^  from  the  Earliest  Times,  8to,  2s Stanford    1S61 

-  Latin  Grammar,  8 vo,  3s  Cbnws* 1836 

-  Life  and  Letters  of  Thomas  &  Beckett,  2  ▼.  8to,  24s    BeUds  Daldy...\^(> 

-  Manufd  of  Algebra,  12mo,  2s  ;  of  Arithmetic,  12mo,  Is  Qd   Jat.Bokn  1836 

-  New  Testament  in  Greek  and  English,  2  r.  12mo,  20s  ;  8  Pts.  2s  6d  each  Comith, 1861 

■  Scriptores  Ghreeci  Minores,  12mo,  ds   WhiUaker 1840 


Selections  from  EDglLsh  Poets,  for  Schools,  12mo,  4s    Longman  1838 

Story  Book  of  English  History,  18mo,  2s  6d AUman 1856 

Translations  of  Writings  of  Early  Christians,  2nd  Century,  8vo,  7s  Oci  ...  J.R.Smith 1857 

Uncanonical  Gkrapels,  &c.,  in  Original  Languages,  2  r.  post  8vo,  21s NnU  1853 

(irm.) 'Prions  Thoughts  on  Marriage,  by  P.  Hall,  12mo,  2s    Hamilton  1848 

Gilfillan  (i?<ii0.)  Martyrs,  Heroes,  and  Bards  of  Scottish  Covenant,  12mo,  2s  M  A,HaU  1852 

(Geo.)  Alpha  and  Omega,  Scripture  Studies,  2  v.  12mo,  10s  6d    A.Hall  i86o 

Bards  of  the  Bible,  Szd  edit.,  8vo,  10s  6<2,  52  ;  5th  edit.,  post  8vo,  5s  Hogg  A Sont ...  1858 

— — ^  Book  of  British  Poesy,  Ancient  and  Modem,  post  8vo,  7s  6d    Tegg  1851 

— — British  Poets.     See  Appendix. 

— — — —  Christianity  and  Our  Era,  a  Book  for  the  Times,  8vo,  10s  td  Oroomhridge  ...1857 

-^— Galleries  of  Literary  Portraits,  Ist  and  2nd,  2  v.  8vo,  ea.  10s  6d Oroombridge  1845-9 

— ^— _^_^ _^_ 2  V.  p.  8vo, ea.  5s — red.to7s6(2  .  Oroombridge... j^$o 

3rd  Gallery,  8vo,  7s  6<i  Oroombridge  ...iSs-^ 

Grand  Discovery  ;  or.  Fatherhood  of  God,  18mo,  Is  6rf Piper >853 

Histoiy  of  a  Man,  post  8vo,  7s  6d A.Hall  1856 

■  . Specimens  of  the  Less-known  British  Poets,  2  v.  8vo,  4s  6rf  each Niibet     i860 

(/.)  The  Sabbath  Viewed  in  the  Light  of  Reason,  &c.,  2nded.,cr.8vo,7s6d  Nidtet 1862 

(Rebt.)  Poems  and  Songs,  with  Memoir,  4th  edit,  12mo,  5s,  51;  8s  6d Simpkin i8s3 

Gilks  (i5.)  Sketches  at  Home,  obi.,  2s  6d HonUton  1852 

Gill  {C.)  Application  of  the  Angular  Analysis,  post  8vo,  7s  6d  WiUy 1848 

-  (Hen.)  Reverence  for  the  Sanctuary  shown  by  Early  Attendance,  12mo,  Is  6d  Judd  ds  Olatt  .1858 

True  and  Beautiful  in  Man's  Spiritual  Experience,  12mo,  2s  6d Ward 1S62 

—(Jno.)  Body  of  Divinity,  2  v.  8vo,  21s ^. Tegg  1839 

Cause  of  God  and  Truth,  roy.  8vo,  6s    AyhU 1855 

Commmentary  on  the  Bible,  6  v.  roy.  8vo,  78s AyloU    1854 

Exposition  of  Solomon's  Song,  roy.  8vo,  %t    Aylott '854 

Introductory  Text-Book  to  School  Management,  12mo,  2s    Longman  1857 

-  Memoirs  of  his  Life  and  Writings,  byRippon,  12mo,  3s  6ci Bennett  183S 

>  (/.^.)  Epitome  of  Suigery,  18mo,  Is Bailliere    i860 

— (Jot.)  Essay  on  the  Thermo-Dynamics  of  Elastic  Fluids,  8vo,  2s Weale i860 

— (2%o.)  History  and  Antiquities  of  Easingwold,  Yorkshire,  8vo,  10i6d Simpkin 1852 

Machinery  Improved,  8vo,  5s Simpkin 1839 

-  (T.E.)  Life  of  Mrs.  Fletcher  of  Madeley,  18mo,  2s  6d    Simpkin 1845 

'(T.H.)  Annirersaries :  Poems  on  Great  Men  and  Great  Events,  12mo,  5s MacmiUom 1857 
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Gil)  {T.II.)  FortoBM  of  Faith  ;  or,  Church  and  State,  a  Poem,  12mo,  4f CFox 

-(»r».)  Genu  from  the  Coral  IsUmrlB,  V.  1,  post  8vo,  8«  6rf;  V.  2,  5«    Ward 

The  Young  Aocoantant's  Sheet ;  or,  Doable  Entry  at  a  Glance,  12mo,  la  6d  Simpkin 

6ilUn  (J?oAr.)  The  Decalogue  ;  DiacouiaeB  on  the  Commandments,  8to,  6t A.HcUl 

Gillespie  (£?».)  Prayer  Answered  in  Cases  recorded  in  the  Old  Test.,  12mo,  8f  6<£...  ^^isbet 

{Geo.)  Aaron's  Rod  Blossoming,  8vo,  9s  HamiUon  .. 

■         Debates  of  Assembly  of  Divines  at  Westminster,  roy.  8vo,  7»6d  ...  HamiUon  .. 

■  Sermons,  &c.,  roy.  8?t>,  4s  6(2   Hamilton  .. 

Theological  Works,  2  v.  roy.  8vo,  29s  Hamilton  .. 

((P.iT.)  Formative  French  Grammar,  12mo,  Is;  Key  to,  9d  Walton  

Greek  Grammar,  12mo,  8<  6d Walton  

Greek  Testament  Roots,  in  a  Selection  of  Texts,  post  8vo,  7f  6rf  ...   Walton 

(Jno.)  Powers  and  Duties  of  Sheriffs*  Officers,  Scotland,  Svo,  7a  6d Stevens  

{WmJ)  Land  of  Sinim  ;  or,  China  and  Chinese  Missions,  12mo,  6s -  r.  St 6<2  Simpkin 

— On  the  Necessary  Exbtence  of  God,  post  8vo,  6s Longman  .. 

■  Theology  of  Geologists,  8 vo,  Is  6rf    Longman   .. 

' Truth  of  the  Evangelical  History  of  Our  Saviour,  Svo,  5is  Lonf/man  .. 

(W.M.)  Principles  and  Practice  of  Road  Making,  9th  edit.,  12mo,  9f    New  York  .. 

Land  Surveying,  400  phites,  Svo,  10s  6d New  York.. 

GilKAm  (^.if.)  TraveUi  in  Mexico,  1843-4,  Svo,  14s   Wiley 

(rtliies  (Jno.)  History  of  Revivals  in  Religion,  Preface  by  Bonar,  roy.  Svo,  10s  6d  ...  NiAet 

—  {^fary)  Great  Fun  for  our  Little  Friends,  sm.  4to,  5s ;  cold.,  7s  6d Low    

The  Carewes,  a  Tale  of  the  Civil  Wars,  sup. -roy.  16mo,  6s    Kent  

*— Voyage  of  the  Constance,  a  Tale  of  the  Polar  Seas,  12mo,  5s Low    

{HP.)  Literary  Veteran ;  Sketches  of  Character,  1791-1849,3  v.  p.  8vo,81s6c2  Bentley 

F&Imario  ;  or,  the  Merchant  of  Genoa,  a  Novel,  8  v.  p.  Svo,  81s  6<2 ...  Boone 

Thurhrton  Tales,  a  Novel,  3  v.  post  Svo,  81«  6d  Macrons    .. 

GilHi  {Bp.)  Facts  relating  to  Viseount  and  Viscountess  Fielding,  Svo,  2»  6d    Dolman 

iff.M.)  Account  of  the  Total  Eclipee  of  the  Sun,  1858,  4to,  2s     Washington 

Astronomical  Observations,  dated  Aug.,  1888,  Svo,  14s Washington 

United  States*  Astronomical  Expedition,  8  V.  4to,  62  2s Washington  1854-8 

Gillkiwt  (/.)  Cholera  Oleaninf^  a  FamUy  Handbook,  Svo,  2s   .? 

■ Notes  Worth  Noticing  Relative  to  the  Cholera,  Svo,  2s  6rf   

Oillnoore  {Clot.)  Jewish  Legiakitors  and  Israel's  Conversion,  Svo,  2s  6d  

Reply  to  NoeFs  Bssay  on  Church  and  State,  18mo,  58 

Gillny  (Jas,)  Caricatures,  n.  e.  folio,  SI  Ss,  1849  ;  Descriptive  Account  of,  Svo,  15s 

<tillMn  (Edw.)  Coming  of  the  Lord  :  Lectures  on  Second  Advent,  12mo,  2s  6(2    

Parting  Token  :  Ten  Concluding  Sermons,  12mo,  8s  6d 

• (Wm.)  Disooarses  on  Scripture  Subjects,  12mo,  3s  M 

GUly  {W.O.)  Shipwrecks  of  the  Royal  Navy,  1793-lS49,p.  Svo,  7f  6(2,  51;  12mo,  5s 

—  (IF.A)  MemoirB  of  Felix  Neff,  6th  edit.,  12mo,  5s  6d  

-Peasantry  of  the  Border,  Svo,  4s 

Romannt  Version  of  the  Gospel  of  St.  John,  Svo,  5s  6d   

— Valdensea,  Valdo  and  Vigilantius  (Bncy.  Brit.),  post  Svo,  2s  M   

Gflinsn  {C.)  Oiaicles  from  the  Poets,  12mo,  6s  6d 

Poetiyof  Travelling  in  the  United  States,  12mo,  10s  6<i   

• —  The  Sibyl,  12mo,  8s6d 

Giber  (Jno.)  Interest  Tables  from  One-half  to  Six  per  Cent.,  new  edit.,  12mo,  5«... 

Gilpia  (Bern.)  life  of,  by  W.  Gilpin,  Preface  by  Dr.  Carlyon,  12mo,  2s  

{Hen,)  MasBaere  of  the  Bards,  and  other  Poems,  12mo,  5s    

• (if.A.)  Memoin  of,  3rd  edit.,  12mo,  2s  6d 

'- — '{Wm.)  Memoirs  of,  with  Extracts  from  his  Writings,  Svo,  10s  

Gilwj  {CO.)  Weaving  by  Hand  and  by  Power,  Svo,  31«  6rf,  Wiley,  45;  2nd  edit,lSs 

Qibon  (iejrum)  Onr  and  the  Sultan,  their  Lives,  &c.,  12mo,  Is  

QiageU  (If.it.)  Ceremonial  Usages  of  the  Chinese,  imp.  Svo,  9s 

<mberti  (F.)  Essay  on  the  Beautiful,  translated  by  E.  Thomas,  2nd  edit.,  Svo,  7s  6d 

Oiotto  and  his  Works  in  Fadua,  by  John  Ruskin,  roy.  Svo,  10s 

OioTumi  Dnprte  Statues,  Cain  and  Abel,  and  other  Poems,  by  Julia  M.,  fp.  Svo,  2s  6d 

Gipaes  (The),  12mo,  4s  6d 

OinOdoB  Cambrensis,  Opera,  edited  by  J.  S.  Brewer,  2  v.  roy.  Svo,  hf.-bd,  20s 

de  Instructione  Principum,  Svo Ang.Christ.Soe. 

Giivd  (C%4l)  Contributions  to  Fauna  of  Chili,  4to,  10s  6(2   Washington  ... 

— Heipetology  of  U.S.  Exploring  Expedition  4to,with  fol.  Athu,  101  lOs...  Philadelphia... 

Rescaiches  upon  Nemerteans  and  Planarians,  4to,  10s    Philadelphia... 

~— — (P.)  Mother-Tongue,  transl.  and  edited  by  Viscount  Rbrington,  12mo,  5s...  Parker  A  Son... 

wTwlia  {B.)  Celebrated  Saloons  and  Ptaisian  Letters,  translated,  ISmo,  4s  6d  Boston,  U.S. ... 

' French  Revolution,  History  of  the  Thirty  Hours,  12mo,  Is H.O.Clarke  ... 

- — {Mad.)  Stories  of  an  Old  Maid  to  her  Nephews  and  Nieces,  Svo,  7s  6d  Addey    

^3noA{JamE.)  Flowers  of  Milton,  roy.  4to,  coloured,  26s Aekemumn    .. 

Shakespeare,  80  Plates,  4to,  26s Aekermann   ... 

</.P.)  Birds  of  Long  IsUn^  Svo,  12s  6d New  York 

-; (M.C.)  Treaty  of  Utrecht,  transited  from  the  French,  Svo,  8s  6rf Ridgway    

Girflestone  (Cka.)  Commentary  on  the  Old  Testament,  4  v.  Svo,  72s,  4o--red.  to  48s  Bivington  

New  Testament,  2  V.  Svo,  86s,  41— red.  to  24s  Bivington  

"  Devotions  for  Family  and  Private  UBe,'2  v.  12mo,  each  2s Bivington 
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ChurehiU 
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Painter 
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Giidlestone  (C*a,)  Farewell  Sermona  at  Sedgley,  12mo,  it Simpkm 1837 

Lectures  on  the  Gkwpels,  new  edit.,  roy.  8vo,  16» RimngUm  1853 

Matthew,  i»  6d ;  Mark,  3«  ;  Lake,  is  ;  John,  3f  M. 

Kegative  Theology,  an  Argument  for  Liturgical  ReTinon,  It  Lon^fwtan  1861 

On  Unhealthy  Condition  of  Lower  Class  of  Dwellings,  8vo,  It  6d  Longman  1845 

Prayer  Book  Psalms,  with  Concordance,  12mo,  Qt   RivinffUm  ...1836-8 

Concordance  separate,  12mo,  2t RiwngUm  1838 

Questions  of  the  Day,  by  the  Creature  of  an  Hour,  12mo,  2«  6d...  LongnMm  1859 

Sermons  for  the  Year,  2  r.  12mo,  lit  JUvingUm  ...    .1834. 

■ on  Christian  Life,  12mo,  2t  Qd  lUvington  1838 

Church  Catechism,  12mo,  2t  6d    Rivinffion  1838 

— ^— Lord's  Supper,  18mo,  It Rivingtcn  1845 

Social  Conduct,  12mo,  2*  6rf Rivington  1850 

-  Parochial,  12mo,  it  6d  ;  3rd  edit.,  8  v.  12mo,  Ibt RhingUm  1837 


(Edw.)  Home;  or,  the  Friend  of  God,  ISmo,  2t Painter 1847 

Reflected  Truth  ;  or.  Image  of  God  Lost  in  Adam,  12mo,  it  6d  ..  Wertheim 1859 

Remarks  on  Essays  and  Reviews,  8vo,  It Wertkeim  1861 

Sermons  on  Romanism  and  Tractarianism,  12mo,  St    PainUr 1851 

(Hen.)  Hope  of  Israel:  Advent  Sermons,  12mo,  it NuAtt 1842 

Notes  on  the  Apocalypse,  8vo,  2«  6d Painter 1847 


Girl's  Birthday  Book,  a  Collection  of  Tales,  fcc.,  poet  8vo,  fo,  i860— red.  to  8s  6<2...  ffoultion    1861 

Delight,  Showing  how  a  Doll's  House  may  be  Made,  &c.,  4to,  2t  6d    Ikon i860 

Own  Book,  17th  edit.,  sq.  16mo,  it  6d Tegg  1856 

Scripture  Text  Book  for  Bvery  Day  in  the  Year,  64mo,  It  J.P,Sha» 1858 

Story  Book,  Illust.,  fcap.  8vo,  3*  6d Ward  d:  Lack  .i%6i 

Treasury,  Illust.,  fcap.  8vo,  6a    iroiti<feXocfc...i86i 

Gironiere  {P,  de  la)  Residence  in  the  Philippine  Islands,  post  8vo,  2«,  54  ;  12mo,  If  C, H.Clarke  ...i860 
Girvan  (AM,)  Reginald  Selwyn  ;  Lights  and  Shades  of  Literary  Life,  p.  8vo,  IO5  %d  Saundert  dE:  O..1854 
Gisbome  (H.)  Vales  of  Wever,  a  Loco-descriptive  Poem,  2nd  edit.,  12mo,  2s WhiUaker 1852 

(/no.)  Life  and  Extracts  from  his  Diary,  post  8vo,  6f  WhiUaker 1852 

(Lion.)  Inquiry  on  the  Isthmus  of  Darien,  1862,  post  8vo,  6«    Saundertd:  0...iZsi 

{Tho.)  Enquiiy  into  the  DiWne  Attribute  of  Love,  fcap.  8vo,  it LongmoH  1838 

— Essays  on  Agriculture,' post  8vo,  5t Murray 1853 

Familiar  Survey  of  the  Christian  Religion,  8tii  edit.,  fcap.  8vo,  7s...  Longman   1840 

Gisehv,  a  Tragedy,  8vo,  6«  6d Lee^Carler  ...1839 

Gisella,  by  the  Author  of  Second  Love,  8  v.  post  8vo,  81s  6d    Bentley 1847 

Gitana,  a  Tale,  8  V.  post  8vo,  81s  6rf    Saundert  ^O.  1845 

Githaof  the  Forest,  a  Novel,  8  v.  post  8vo,  31s  6d CkurUm 1845 

Giulio  Branchi:  the  Story  of  a  Tuscan,  translated  by  Elwes,  post  8vo,  lOs  6c{ Addey    1856 

Giustinian  {S.)  Four  Years  at  the  Court  of  Henry  VIII.,  2  v.  p.  8vo,  21«   Smiths  Elder  .i%Si 

Gladiator,  a  Tale  of  the  Roman  Empire,  12mo,  6s  Simpkin 1841 

Ghidstone  (T.H.)  Kansas  ;  or  Squatter  Life  in  the  Far  West,  12mo,  6s,  57;  n.  e.,  2s  RouUedge  1858 

{W,E.)  Church  in  Connection  with  the  State,  8vo,  9s,  38  ;  n.e.2  v.  8vo,  18s  Murray 1841 

■ Principles  Considered,  8vo,  12s Murray 1840 

■  Family  Prayers  from  the  Liturgy,  12mo,  2s  6rf Murray 1845 

—  Inaugural  Address  at  Liverpool  Collegiate  Institution,  8vo,  It  6d     Murray 1 843 

Remarks  on  Recent  Commercial  Legiiiation,  8vo,  2s  6ci   Murray 1845 

Studies  on  Homer  and  Homeric  Age,  8  v.  8vo,  88s    J.JI.tkJ.Parkeriis^ 

Glad  Tidings,  a  Religious  Tale,  12mo,  4s,  59  ;  new  edit.,  2t  6d Newby     i860 

Ghidwell  (ill.)  Sermons,  12mo,  2t6d HamiUon  1862 

Gladys  of  Harlech,  a  Romance  of  Welsh  History,  3  v.  post  8vo,  81s  6rf  ShtH  i860 

Ghdsher  (Jos.)  Hygrometrical  Tables,  roy.  8vo,  2s  6d WalUm  1847 

Glance  at  Natural  History,  16mo,  Is  6d    Darton  1843 

behind  the  Grilles  of  Religious  Houses  in  France,  12mo,  5t  6d LunUey 1855 

Glanville  Family,  a  Novel,  by  a  Lady  of  Rank,  3  v.  post  8vo,  81s  6d  CoOmm 1838 

Glascock  (W.N.)  Land  Sharks  and  Sea  Ghills,  8v.p.8vo,  24s, i?€n^,  1838;  12mo,  2s   Knight  i860 

Naval  Offioei's  Manual,  2nd  edit.,  post  8vo,  2 Is, Porter, 56;  10s  6d  Simpkin 1859 

. Service,  2  V.  post  8vo,  21s Saunders  ik  O.  1836 

-Sketch  Book,  8rd  edit,  2  v.  post  8vo,  18s  BenOey  1835 


Sailors  and  Saints,  8  v.  post  8 vo,  16s  Bentley 1835 

Glasgow (/.-fitoin^)  Harper's  Feny  Insurrection,  8vo,  Is Simpkin i860 

Glasgow  and  its  Clubs,  by  John  Strang,  2nd  edit.,  4to,  12s  6d  Oriffin    1857 

'  Botanic  (s^arden,  Popular  (Juide  to,  16mo,  Is Longman  1849 

Buigh  Records  of,  1671-81,  by  Dr.  John  Smith,  4to MaiOand  Club  n.  d. 

Cathedral,  Inventory  of  Ornaments  ke.  in,  by  John  Dillon,  4to  MaiUand  Club  n.  d. 

College  and  University,  Deeds  Instituting  Bursaries,  &c.,  4to Maitland  Club  n,  d. 

'  Infant  School  Magazine,  let  and  2nd  series,  new  edit.,  18mo,  each  8s  Darton  1861 

in  the  Elements  of  its  Prosperity  and  Religious  Aspect,  12mo,  2s  6d  A. Ball 1858 

Liber  CoUegu  N.D.  1649  Fratrum  Predicatorum  de  Glasgu,  1264-1619,  4to  MaiUand  Club  1846 

■  Munimenta  Almie  Universitatis  Glasguensis  1450-1727,  4  v.  4to Maitland  Clnbn.  d, 

Notices  of,  1687-1760,  by  Dr.  John  Smith,  4to ^ MaiUand  Ctubu.  d. 

■ the  Literary  History  of,  by  R.  Duncan,  4to MaiUand  Club  ».  d. 

■  Registrum  Episcopatus  Glasguensis,  by  Innes,  2  v.  4to Bannatynt  CU  184.3 

the  Cochrane  Correspondence  regarding,  1746-6,  by  J.  Smith,  4to  MaiUand  Club  n.  d. 

^ University  Addresses,  roy.  8vo,  10s  6<i   Prater    1837 
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GlMgow  UniTerrity  Allmm,  1854,  port  8to,  5«    Grifin    1854 

GluB  Berg  (The),  a  Poem  on  Opening  Great  Bxhibition,  post  8to,  \i  6d Saunders  &  0.   1851 

Glaa Fainting,  An  Inquixy  into  the  Difference  of  Style,  2  v.  8to,  plates,  30«     J.H^J.Park€ri%^7 

GiasB  (/m«)  Beminisoences  of  Manningtree  and  its  Vicinity,  post  8vo,  2«  6<i  Jmdd  de  Olcui    1855 

Glaffiford  (/«.)  Collection  of  Enigmas,  Charades,  &o.,  12mo,  Z9  6d Longman  1850 

— — _  Inqoiry  into  Covetonsness,  pout  8to,  4« NiJbei    1845 

Lyrical  Compositiona,  12mo,  7»  6<i    Longman  1846 

On  Popular  JBdacation  in  Ireland,  12mo,  1#  6(2 Longman  1838 

GUahcedit  (0.)  Anna,  the  Leech  Vendor,  translated,  ISmo,  It     Wertktim 1844 

Giodowes  {T.L,)  Daily  Prayers  for  Christian  Households,  p.Svo,  8f  6(^,53;  n.e.,2«  64  AyloU    1856 

Gleams  of  Glory  from  the  Celestial  World,  d2mo,  If  Darion  i86a 

on  the  Font :  a  Selection  of  Hymns  and  Poems  on  Baptism,  fcc.,  fp.  8vo,  54  6(2  Skeffingion 1861 

Glouiliiga  after  "Grand  Tonr'*-ists,  post  8to,  10a  6(2    Bowforth     1856 

for  Toath,  with  Sabbath  Readings,  12mo,  Z$  6d    .'.....  Longman  1839 

from  a  Pastor's  Portfolio^  12mo,  Is  6<2    Boulston    1855 

Gospel  Story:  Preface  by  W.  B.  Mackensie,  12mo,  2t ;  18mo,  Is  dd  Knight d: Son...  i%6i 

Many  Fields  :  Scripture  Texts,  18mo,  2s;  24mo,  Is  6d  ;  32mo,  Is...  Grijin   1849 

Pious  Authors  :  Garden,  Shrubbery,  Wheatsheaf,  fcc.,  12mo,  3s  ...  Simpkin 1850 

the  English  Poets,  Chaucer  to  Tennyson,  fcap.  Sro,  Ss  6d  Boulston    1862 

Gold  Fields  :  a  Guide  for  the  Emigrant,  12mo,  Is Addey    1854 

lives  of  Celebrated  Men,  ISmo,  2s ., Dtan i860 

Scrap  Book  of  Aathor  of  Sydenham,  12mo,  4s Dalton  1845 

Sonth-East  and  West,  12mo,  Ss  6d UaUhard 1843 


Historical  and  Literary,  8to,  Istser.,  lOs;  2aer.,with  EBB.on  Emulation,12s  Simpkin 1839 

of  Heavenly  Wisdom,  32mo,  Is  Nelson    1851 

Truth,  16mo,  3s6(2 Darton  184a 


Giedhill(/AO.)  KemUe's  Church  Psalmody,  enlarged,  roy.  8vo,  Ss   Batten   i860 

^\t\%{Capl.)  Crimean  Enterprise  :  Predictions  and  Plans,  12mo,  2s  6d Blackwoods  ...1855 

{G.R.)  Allan  Breck,  8  ▼.  post  8to,  81s  6(2 Bentley 1844 

• British  Army  at  Washington  and  New  Orleans,  p.  Svo,  2s  6(^,47;  n.e.,  2s  Murray 1861 

Chelsea  Hospital,  3  ▼.  p.  8vo,  31s  iiti,  1838 ;  12mo,  3s  6d,  1848  ;  Is  6d  BoutUdge  1861 

Pensioners,  3  v.  post  8vo,  81s  6(i,  1829;  12mo,  2s  6d Bentley 1848 

Chronicles  of  Waltham,  8  ▼.  post  8vo,  31s  6rf,  Bentley^  35;  newed.,  2s  Boutledae  i86x 

• Countxy  Curate,  2  ▼.  post  8to,  18s,  1834;  12mo,  2s  RoutUdge  1858 

Elementaiy  School  Series.     See  Appendix. 

Essays,  Biographical,  &c.,  2  v.  8to,  21s,  Xon^aii— red.  to  7s  6(2 ff.Bokn 1858 

• Family  History  of  England,  3  y.  12mo,  19s  6(2,  1835— red.  to  lOs  6(2    Parker d: Son... li $4. 

Germany,  Hungaiy,  &  Bohemia,  Visited  in  1837,  3  ▼.  post  8vo,  81s  6d  Parker ik Son... 1%%^ 

Ghude  to  the  Sacrament  of  the  Lord's  Supper,  12mo,  3s Rivington  1835 

History  of  British  India,  4  v.  18mo,  20s,  1831— red.  to  14s  Tegg  1848 

' England,  abridged  for  Schools,  12mo,  6s Parker  dsSon. ..i%^o 

the  Bible,  2  v.  12mo,  12s Colbum 1845 

Hussar,  2  vols,  post  8vo,  21s,  1837;  12mo,  2s CM.Clarke  ...i860 

" India  and  its  Anny,  an  Essay  from  Edinbuigh  Beview,  Sro,  2s6(2 Longman  1857 

Katheiine  Randolph  (Parlour  Library),  12mo,  Is  6(2    Hodgson    1857 

Lidpsic  Campaign,  12^0,  2s  6(2  Lotigman  185a 

— Life  of  Axthar,  Duke  of  Wellington,  8to,  15s Longman  1862 

-  Lord  Clive,  12mo,  ^s,  1848;  new  edit.,  3s  6(2    Murray i860 


Light  Dragoon,  2  v.  post  8to,  21s,  Colbum,  1844;  12mo,  Is Routledge 1854 

• Lives  of  British  Military  Commanders,  3  v.  12mo,18s,  31 — ^red.  10s  6(2  Longman  1848 

Memoirs  of  Warren  Hastings,  3  r.  8vo,  30s,  Bentley~nd.  to  21s H,Bohn 1841 

■ Only  Daughter,  3  r.  p.  8vo,  31s  6(2,  Colbum,  1839;  n.  ed.,  12mo,  Is  6d  RouUedge  1859 

' —  Sale's  Brigade  in  Affghanistan,  poet  8vo,  2s  6(2,  1846  ;  new  edit.,  2s...  Murray 1861 

Sermons  for  Advent,  Christmas,  and  Epiphany,  12mo,  5s   Nickisson  1844 

Sketch  of  the  Militaiy  History  of  Great  Britain,  12mo,  3s  6(2   Parker  ds  Son  .1845 

8ohlier*s  Help  to  Divine  Truth  :  Discourses,  12mo,  6s Rivington  1835 

Story  of  the  Battle  of  Waterloo,  p.  8vo,  6s,  47  ;  now  ed.,  12mo,  Ss  6d  Murray     1861 

Subaltern,  12mo,  7s,  1815;  3s  Blackwoods  ...1845 

Things  Old  and  New,  roy.  8vo,  6s Moore    1845 

■ Traditions  of  Chelsea  College,  8  v.  post  8vo,  81s  6(2,  38;  12mo,  2s  6(2  Bentley  1848 

Veterans  Chelsea  Hospital,  3  v.  p.  8vo,  31s  6rf,  184a;  12mo,  Is  6<2  ...  Routledge  1857 

6kn  i/no.)  On  the  Influence  exerted  by  the  Mind  over  the  Body,  12mo,  2s  6(2  Blackwoods  ...1855 

— ^(If.C.)  Act  for  the  Better  Management  of  Highways,  12mo,  2s Knight  <k  Co,  .1862 

Burial  Board  Acts  of  England  and  Wales,  with  Notes,  kc.,  12mo,  6s  ...  Shaw  de  Sons...iZ^y 

Consolidated  Orders  of  Poor  Law  Commissioners,  4th  edit.,  12mo,  12s...  ButterworihM  ...i%(to 

' Duties  of  Vestrymen,  and  other  OflSceia,  1866,  12mo,  2s  6(2 ^awASons  ...1856 

■ Jervis's  Acts  reUting  to  Duties  of  Justices  of  the  Peace,  2nd  ed. ,  1 2mo,  8s  Shaw  <£  Sons  . . .  1 86z 

— ■ Law  of  Highways,  with  Appendix  of  Statutes,  new  edit.,  12mo,  10s  M   ^utt«rtrort^...i862 

Public  Health  and  Local  Government,  1858, 12mo,  12s;  2  e.,  18s  RuUerworths  ...1862 

— Registration  of  Births,  Deaths,  and  Marriages,  12mo,  5s C. Knight  1859 

' ■  Removal  of  Noisanoes  &  Public  Health  Act»  new  edit,  12mo,  6s    Butterworths  ...1858 

relating  to  Licensing  of  Refreshment  Houses,  12mo,  2s Shaw  A  Sons. ..i%io 

' Metropolitan  Interments  Acts,  1850,  12mo,  2s  6(2 Shaw  <k  Sons  ...iZ$t 

■ Poor  Law  Acts,  1851-63,  12mo,  2s  6d ShawikSons  ...iZ^^ 

Statutes  in  Force,  1856,  8vo,  21f Shaw  tS:  Sons... iZ^y 
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Glen  {W.C)  Vowen  and  Duties  of  Poor  Law  anardiaDs,  2Dd  edit.,  12mo,  SsM Skawds8onM...i9s7 

Small  TeDementB  Act  and  Vestry  Act,  1855,  3rd  edit.,  12ino,  2t  Shawd:  Soiu  ...lis^ 

Union  Officer's  Manual,  12mo,  U Shaw ds Sons  Anrui%l 

^— Vaccination  Act,  12mo,  2«  6<i   Sha«dsSQHs...i%S'i 

Qlen  Luna,  by  Amy  Lothrq>,  post  8vo,  6fl,  1852  ;  12mo,  red.  to  8«  6d Ni^et    1S54 

Glencoe  ;  or,  the  Fate  of  the  Maodonalds,  a  Tra^y,  8to,  4t Moxon  1840 

Glendaloogh  ;  or,  the  Seven  Chnrches,  a  Didactic  Poem,  post  8vo,  ^6d Longman  1S43 

Glendenning  (/?.)  Hints  on  the  Culture  of  the  Pine  Apple,  12mo,  58 Longman  1S39 

Glendower  (C^toen)  Poems;  Secular,  Serious,  and  Sacred,  12mo,  S*  6d Simphin 1S62 

Glenelg  {Lord}  Despatches  to  Sir  F.  B.  Head  on  Canada,  8vo,  5<  Ridgway    1839 

Glenlouely  ;  or,  the  Demon  Friend,  a  Novel,  3  ▼.  post  8to,  31«  M — ^red.  to  21«  Longman  1839 

Glennie  (j.  D. )  Hints  on  School  Needlework  and  School  Reading,  8 vo,  \$ Stanford    1 8  5S 

Views  of  0ie  Continent,  2  v.  folio,  ea.  63« CUtdmandd  .1S41 

(/.^.)  Pictures  and  Stories  for  Little  Children,  Illustrated,  18mo,  la Soc.P.C.K.  ...li^ 

Glenny  ( (teo. )  Companion  to  the  Alman&^ks,  Useful  Lessons  in  Gardening,  1 2mo,  It...  HouUUm   1858 

Culture  of  Flowers  and  Plants,  fcap.  8vo,  5«  6d HoulMton  1862 

— Fruits  and  Vegetables,  fcap.  8vo,  5s  6(2    HwUeUm    1862 

Farming  for  the  Million,  Srd  edit.,  post  8vo,  la HouUton   i860 

Florist's  and  Amateur*s  Annual,  roy.  8vo,  12«;  cold.,  21s Clayton 1840 

.—  Flower  Ghurden,  its  Arrangement,  &c.,  12mo,  Is Orr 1853 

■ Garden  Almanack,  fcap.  8vo,  Is  Kent Annual 

——— Gardener's  Eveiy-Day  Book,  post  8to,  5s  6d  Houlglon   1862 

— —  Hand  Book  to  Flower  Garden  &  the  Greenhouse,  5th  ed.,  12mo,  5«  %d  HouUton    1862 

Handy  Book  on  Gardening  and  Golden  Rules,  5th  edit.,  cr.  8to,  Is...  Houldcn    i860 

' Illustrated  Forget-me-not,  fcap.  8vo,  Is  6<i  ;  d.,  2s  6d Cornell   i860 

International  I^ibition  Remembrancer  &  Forget-me-not,  12mo,  Is  ...  ffovltUm    1862 

Manual  of  Practical  Gardening,  fcap.  8vo,  5s  6d   ffouUton   1862 

Properties  of  Flowers  and  Plants,  2nd  edit.,  cr.  8vo,  Is ffouUlon    1861 

Fruits  and  Vegetables,  post  8to,  Is    ffoulston    1861 


—  Standard  of  Perfection  of  Flowers  and  Plants,  new  edit.,  24mo,  Is...  O.Cox    1850 

Glenorchy  (Zacfj/)  Life  of,  by  T.  S.  Jones,  2nd  edit.,  8vo,  7s  Longman  1S46 

Glenrock  Sunday  School;  Instructive  Lessons,  12mo,  5s,  SeeUy;  18mo,  Is  6<l IfonUton    1^45 

Glenullyn  ;  or,  the  Son  of  the  Attainted,  a  Novel,  8  v.  post  8vo,  Sis  6d Bull  1841 

Glenwood  Manor  House,  a  Novel,  by  Esther  Bakewell,  piost  8vo,  6a  A. Ball 1857 

Gliddon  (O.R.)  Ancient  Egypt,  10th  edit,  4to,  Is  6d WUey 1847 

Destruction  of  the  Monuments  of  Egypt,  8vo,  4s  Madden 1S41 

'  Discourses  on  Egyptian  Archeology,  8vo,  7s  6d Madden 1849 

■  Memoir  of  the  Cotton  of  Egypt,  8vo,  2s  6d Madden 1841 

Monuments,  Hieroglyphics,  &c.,  of  Ancient  Egypt,  n.  e.  imp.  8vo,  2s  Madden 1853 

Glimpse  at  the  Great  Western  RepubUc,  12mo,  Is  Beniley 1852 

of  Hayti  and  her  Negro  Chief,  sq.,  la  6d   HaUACo. 1850 

Glimpses  beyond  Home,  from  the  Churchman*s  Penny  Magazine,  fcap.  8vo,  Is  6<f  ...   Wertheim  i860 

of  Heaven ;  or.  Evening  Meditations  for  every  Sunday,  82mo,  Is Wertheim  1857 

Missionary  Work  in  China,  &c.,  12mo,  Is   Hamilton  i860 

— Natural  History,  by  a  Lady,  16mo,  4s  6d    R.Clarke  1843 

— Real  Life,  by  the  Author  ot  the  Burnish  Family,  12mo,  Is  and  2s   Hamilton  i860 

'  Sunlight:  Original  Poems,  byj.  B.  J.  L.,  16mo,  2s   Marlborongh...i%S9 

• the  Messiah's  Glory,  Lent  Le<;tures  for  1848,  12mo,  6s JV«s6e< 1848 

Past,  4th  edit.,  12mo,  6s Sedey 1855 

Supernatural,  comprising  the  Ancients  k  their  Fables,  Sec,  cr. 8 vo,  5s. . .  Oriffin    i%tz 

Wonderful,  3  v.  16mo,  each  5s  R.Clarke    ...1844.6 


within  the  Veil :  their  Teaching  and  Consolations,  1 2mo,  2s  6(2    ffoulMon  1855 

Gloag  (P.  J.)  Treatise  on  Justification  by  Faith,  12mo,  3s   Hamilton  1856 

' the  Assurance  of  Salvation,  12mo,  Is  6<i    Hamilton  1853 

Itelations  of  G^logy  to  Theology,  post  8vo,  8s Hamilton  1858 

— — — -Resurrection;  a  Contribution  to  Theology,  ^.  8vo,  2s  6d  Wertheim 1862 

Globe  Prepared  for  Man  :  a  New  Guide  to  Geology,  12mo,  8s  6rf  J,W.Adama  ...1853 

Glorified  Natural  Life  in  the  Suns  of  the  Universe,  12mo«  Is  M   Hodaon^Son    1856 

Glorious  City,  an  Allegory  for  Children,  by  M.  A.  0.,  12mo,  8s  6d   Maatera 1857 

Gospel  of  Christ,  by  the  Author  of  God  is  Love,  &c.,  fcap.  8vo,  5s  Varton  x86i 

Gloriously  Beautiful,  a  Tale,  sm.  4to,  3s  6d Houlaton   1861 

Glory  and  Shame  of  Britain  ;  Prize  Essay  on  Manufacturing  Chiases,  12mo,  2s Rel.  Tract  Soe.  .1851 

Glossary  of  Military  Terms,  12mo,  Is    Longman  1855 

Provincial  Words  used  in  Berkshire,  post  8vo,  Is  6d  BeU  dsDoMy... i%^i 

Cumberland,  post  8vo,  Is  6<i  J.RSmith   ...1851 

Dorset,  Is.     Essex,  Is  6<£.     Gloucester,  Is  6d /.i2.5ntirA 1851 

Herefordshire,  12mo,  8s  6d Murray 1839 

Teesdale,  post  8vo,  6s  J.RSmith 1849 

— — —  Terms  used  in  Architecture,  5th  edit.,  8  v.  8vo,  48s  JMAsJ.ParhtriZ^t 

—  abridged,  12mo,  7s  6d JM.AJ.ParkeriZ^t 


British  Heraldry,  8vo,  16s J.HikJ,Parkeri247 

Coal  Trade  of  Northumberland,  &c.,  8vo,  2s    J.RSmith 1851 

Yorkshire  Words  and  Phrases,  12mo,  Ss  6<£ /.  R,  Smith  ...1855 

to  Bygone  Hours,  8vo,  3s  6<i   Whitiaier 1843 

Giosson  (Stcph.)  School  of  Abuse,  an  Invective  against  Players,  1579,  8vo  ShakapeareSoc.  iZ^i 
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Gloucester  and  Bristol  Diooeaan  Calendar,  13mo,  1« Longman...  i9s9^€o 

Gatiiedral,  Histoiy  of,  large  folio,  5 0« AiUiq.Soe,L<md.n,d. 

Fragments ;  Fac-sim.  of  MJSS.  on  SS.  Swithin  &  Maria  .£gyptiaca,  4to,  21«  Longman  1862 

Greek  Grammar,  8to,  7«  Longman  1850 

Glorer  (^Ve.)  Pigmentiim  Papale  ;  or,  Papal  Sham-Biahope,  ith  edit.,  8to,  4« Simphin 1843 

{F,A.)  What  is  Qaeen  Ann's  Bonnty  f  new  edit.,  8to,  Z»^d Simpkin 1840 

{F.JL)  Practice  of  the  Polymeter  in  Trigonometry,  &c,  12mo,  2«  6d Beil  dc  Daldy. ..1859 

-  {F.R,A.)  Em^and  the  Aemiiant  of  Judab  and  the  Israel  of  Ephraim,  8vo,  6#  6<i  Rivington  1861 

{Gto.)  Coarse  of  Sermons,  2  y.  8?o,  \U   Hamilton  1859 

{P.)  The  Poetry  of  Progress,  18mo,  1«    Partridge ik  0,  185a 

{Rick.)  By  the  Waters  of  Babylon  :  Sermons,  fcap.  8vo,  St—red,  to  3<  6ci Niabet    1857 

The  "  Light  of  the  World :"  H.  Hunt's  Kcture  in  Words,  or.  8vo,  2«  6d  Werikeim  1862 


{R.M.)  Manual  of  Elementary  Chemi8ti7,  post  8to,  7<  6d    Tegg  1855 

Pathology  and  Treatment  of  Scrofula,  8to,  10s  6rf    Churchill   1846 

Physical  and  Medical  Properties  of  Mineral  Waters,  post  8vo,  12«  6d...  Renahaw    1857 

(Wm.)  Treatise  on  Iaw  of  Municipal  Corporations,  8to,  21s    Sioeet 1841 

Glover  (R.  W.)  and  Davidson  (J,B.)  New  Medical  Act,  with  Notes,  12mo,  U  6d Renahaw    1853 

Gloge  ((^.)  Pathological  Histology,  Atlas  of,  imp.  4to,  plates,  28« Philadelphia... iS^i 

Glutton's  Fearer,  by  Thomas  Bancroft,  4to  Roxburghe  ClubiS  17 

Glyde  (/iM*.)  Hiioryof  SuflFolk  in  the  19th  Century,  8vo,  12«  Simpkin 1856 

Moral  and  Social  Condition  of  Ipswich,  12mo,  6«  Simpkin 1851 

(J<nt.)  Memoir  and  Bemains,  by  G.  W.  Conder,  post  8vo,  6a   J.P.Shaw 1858 

G\jii  (G.L,)  Plain  Disoonxses  on  the  Life  of  Elbha,  18mo,  2«    Wertheim  1857 

{ffer.)  The  Cotton  Lord,  2  v.  post  8vo,  21«    Smiths  Elder  i86» 

Glynn  (/as.)  On  the  Construction  of  Cranes,  fcc.,  for  Raising  Heavy  Bodies,  12mO|  If  Weale 1849 

&adimentary  Treatise  on  Power  of  Water,  new  edit.,  12mo,  2«    Weale 1853 

GiTph€^;FipIiy  ;  or,  Engrayed  Drawing,  870,  1«  6(i,  1843  1  ^^^  edit.,  4to,  5«  Palmtr 1844 

GmeTm  {Leopold)  Handbook  of  Chemistry,  by  H.  Watts,  15  ▼.  8to,  8/  18«  6(2 CatfendJSoc.  1848-61 

G&crowaki  {S.B.)  Insurrection  of  Poland,  1830-1,  8vo,  10$  6d Ridgway    1839 

< Stanislaus  of  Cracow,  an  Historical  Tale,  8to,  6« SawnderaA  0.  .1840 

Goadby  (JET.)  Text-Book  of  Vegetable  and  Animal  Physiology,  8yo,  12« New  York 1858 

Gcakfi  (Alex,)  Four  Sermons  on  the  ^'Comfortable  Words,"  Holy  Communion,  fc,  2s  Bell  A  Daldy... i%io 

Gcalsand  Ghierdons  ;  or,  the  Chronicles  of  a  Life,  2  v.  post  8to,  16f  Oilier 1848 

GoUt  {S.)  Three  Tears  in  Abyssinia,  2nd  ed.,  p.  8to,  1»  6<2,  Sedey^  1847;  12mo,  7s  6ci  New  York 1850 

GoWin's  (The)  Moonlight  Walk,  sq.,  2» Izaard    1844 

Goblins  of  Keapolis,  edit,  by  P.  P.  Pecradeal,  12mo,  4f  6^ Pellowes 1836 

Godalming,  Letters  of  Rusticus  on  the  Natural  History  of,  8to,  8«  6d  Van  Voortt,... i^^S 

God  is  Lore;  or,  GlimpeesQf  the  Father's  Infinite  Afieotion,  12mo,  5« Darton  1857 

-  of  the  Bible,  18mo,  U    ffoulston    1841 

God'sChoaen  Fast ;  or.  What  shall  we  Do  for  our  Poor  Brethren?  12mo,  2$6d Niabet    i860 

Dealings  with  Israel  (Bloomsbury  Lent  Lectures),  12mo,  64 Niabel 1850 

Ima^  in  Ebony;  Sketches  of  the  Mental  Powers  of  Negroes,  12mo,  la  6d Partridge 1854 

Unspeakable  GKft ;  or.  Views  of  the  Person,  &c.,  of  Jesus  Christ,  fcap.  8yo,  5«  Darton  i860 

Wonla  and  God's  Works,  a  Subject  for  eyery  Day,  arr.  by  Knapp,  fp.  8vo,  5s...  Simpkin 1861 

Goddazd  {Arckd,)  Ordination  Seryice  Explained  and  Defended,  8yo,  Is Striker  1846 

~  Sermons  and  Charges,  4to,  12s Straker  183S 

' {Ben,)  Flans,  Sections,  &c.,  for  Labourers*  Cottages,  4to,  2s  6(2  Dean 1851 

{Joa.)  Chemist's  Counter  Companion  ;  Retail  Price  Book,  12mo,  4s6c2...  Bao'clay  1850 

(/ti/ia)  Karl  and  the  Six  Little  Dwarfs,  sq.  12mo,  2s  6(i  Bell ik  Daldy...  1^62 

{P.B,)  Anatomy,  Physiology,  and  Pathology  of  the  Human  Teeth,  4to,  36s  New  York 1854 

{S.A.)  Misoellimeoos  Letters  on  Currency,  Free  Trade,  &c.,  8yo,  Is    Simpkin 1847 


Goiei  {T,L.)  Bermuda  :  its  History,  Geology,  &c.,  with  Hints  to  Inyalids,  p.  8yo,  9s  Smith  A  Elder  .i860 

Godfray  (Hugh)  Elementary  Treatises  on  the  Lunar  Theory,  post  8yo,  5a  6d    Macmillcm 1853 

Godfrey  (Mra,)  On  the  Nature,  &c.,  of  Spinal  Curyatures,  Srd  edit.,  8yo,  Sa  Churchill  i860 

{N,S.)  Conflict  and  Triumph :  Things  Coming  on  Earth,  post  8yo,  6a  6d Partridge  1855 

Theologyof  Table  Turning,  Spirit  Rapping,  acd  Clairyoyanoe,  1 2mo,  la6d  Seeley 1 8  54 

Gtjdkin  {E,L.)  History  of  Hungary,  Illustrated,  imp.  8yo,  6a  6^  Casaell  1853 

{Jos.)  Apostolic  Christianity  :  Antidote  against  Romanism,  8yo,  6s    Snow 1842 

Guide  to  the  Church  of  Christ,  Srd  edit.,  8vo,  Is  6d Ward 1846 

■ Handbook  of  the  Education  Questions,  Ireland,  8yo,  7a6d Saundera  d:  0.  1862 

Touchstone  of  Orthodoxy,  12mo,  2s  6<2    Darton  1843 

Go*lley  (/.J2.)  IietteiB  from  America,  2  y.  post  8yo,  16s Murray 1844 

tiodhmton  (i2.)aiuilrring  (j?.)Narratiyeof  Kaffir  War  of  1850-1,  2Pts.,  8yo,ea.2s  6d  P.Richardaon  .i%$\ 

Gcdmotber  (The),  a  Tale,  by  a  Clergyman's  Daughter,  post  8yo,  6a  Saunderade  0.  1854 

G^odin,  a  Poem  on  the  Battle  of  Cantraeth,  translated  by  J.  Williams,  12mo,  8s ...  Longman   1842 

Qodolpfain  (Mrt.)  Life  of,  by  Eyelyn,  edited  by  Bishop  Wilberforce,  12mo,  6s Parker  A  SoniZj^f-^ 

a  Tragedy,  in  Fiye  Acts,  12mo,  5s  Madden 1843 

Godoy  (Dtm  Manuel)  Memoirs  of,  by  D'Esmenard,  2  y.  8yo,  30s Bentley  1836 

Godric  (St.)  Life  and  Miracles,  by  Reginald,  Monk  of  Durham,  8yo,  15s Wliittaker 1845 

Quia  of  Homer  and  Virgil ;  Mythology  for  Children,  18mo,  3s Thomaa 183I 

the  North,  an  Epic  Poem,  by  (Ehlenschls^r,  tran.  by  Frye,  roy.  8yo,  10s...  Pickering 1851 

Godson  (Edwin)  Essay  on  the  Dirine  Inspiration  of  the  Scriptures,  12mo,  2s Piper 1858 

(Rich.)  lAwof  Patents  and  Copyright,  by  Burke,  1844-51,  8yo,  8s  Benning  ...1844-51 

Godwin  (B.)  Bxajnination  of  Pusey^s  Sermon  on  the  Eucharist,  8yo,  6s Jackson  ds  W,  1843 

JPhiloaophy  of  Atheism  Compared  with  Christianity,  12mo,  8s A. Hall 1853 
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Godwin  {CO.)  AlicU  Grey;  op,  to  be  Useful  is  to  be  Happy,  T8mo,  2s Parher d:S<m... lin 

Basil  Harlow  ;  or,  Prodigality  is  not  Generosity,  ISmo,  2»    Parker S Sen... il-^d 

Cousin  Kate  ;  or,  Punishment  of  Pride,  ISmo,  2» Parker  A  San  1836 

Esther  More;  or.  Truth  is  Wisdom,  18mo,  2f     Parker  di  Son  .1836 


Josephine;  or.  Early  Trials,  18mo,  2t ParkertkSon  .1837 

Louisa  Sevmour  ;  or.  Hasty  Impressions,  ISmo,  2« Parker  A  Son  .1837 

Poetical  Works,  Dlustrated,  with  Life  by  Wigan,  4to,  21» Chapman  tkB.ils^ 

Scheming,  a  Tale,  ISmo,  2t    Parker  A  Son  .\t%% 

ifieo,)  Buildings  and  Monuments,  Modem  and  Medisml,  4to,  26«  Author  n.d. 

Facts  and  Fancies,  Tales  and  Sketches,  post  8to,  7s  6<2 Niekiuon 1844 

History  and  Description  of  St.  Paul's  Cathedral,  8vo,  2«  W TiU 1837 

-  in  Enins;  Letters  on  History  of  Architecture,  12mo,  4«  6<2 Chapman  Ae  H.l%^^ 


of  the  Churches  of  London,  2  v.  8vo,  82»;  1.  p.  48» Bogue 1839 

London  Shadows,  12mo,  If Routledffe  1854 


Memorials  of  Workeis,  a  Lecture,  12mo,  sd.,  6d;  d.  U  Hardwiche i860 

■  Town  Swamps  and  Social  Bridges,  8ro,  1«  64 RouUedge  1858 

(Hen.)  Burmah,  Letters  and  Papers  written  in  1862-3,  8vo,  1«  6rf   Bot/worik    1854 

(J,H.)  Christian  Faith ;  its  Nature,  Object,  Causes,  &c.,  cr.  8vo,  6«    JaekaonA  IT...  1862 

Inquiry  into  Christian  Baptism,  12mo,  ^s^d Snow 1845 

Translation  of  the  Apocalypse,  post  8to,  2$  6d   Jackson  dfe  IT.. .1856 

(i>a**e)  History  of  France,  VoL  1,  8yo,  12« New  York i860 

. PoUtioal  Essays,  12mo,  7« ~ New  York 1856 

>*  Vala,  a  Mythological  Tale,  4to,  12«  6d New  York 1851 

(r.)  On  Betum  of  Prayer,  18mo,  8»  6d  Talboys  1839 

(Wm,)  Caleb  Williams,  a  Tale,  12mo,  2*  6rf,  Bentley,  1849  ;  12mo,  1«  64 Allman  1853 

Fleetwood,  a  Tale,  new  edit.,  12mo,  2»  6<f Bendeg  1849 

St.  Leon,  a  Tale,  new  edit,  12mo,  2«  64    BentUg  1849 

GodwineUy.)  The  Refugee,  a  Phrenological  Novel,  8vo,  5f  Triamer 1857 

Goethe  (W,J,)  Autobiography  and  Works,  8  r.  post  8vo,  Zs  64  each    ff.Bohn   ...1848-50 

Works,  with  Life,  by  G.  H.  Lewes,  2  v.  8vo,  80«    NvU  1855 

Autobiography  of,  by  Godwin,  2  ▼.  7«  64,  New  York ;  2  ▼.  12mo,10» 64  Philadelphia... 

Campaign  in  France,  1792,  transl.  by  Farie,  12mo,  6#  Chapman  A  ir.1848 

— Conrersations  witb  Eckermann,  2v.  8vo,  24«,  50— red.  10«,  52— red.6»  Smith d:^der..iiS9 

Correspondence  with  a  Child,  St.  post  8vo,  18» Longman   ...1837-9 

. cr.  8vo,  7»64 TrUbner i860 

Diary  of  aChild,  post  8ro,  6#  Longman  1840 

J Elgmont,  a  Tragedy,  German,  Vocabulary  by  Lebahn,  12mo,  3«  64   ...  Cff. Clarke  ...1851 

-translated,  12mo,  6s Saunders  A  O.  1848 


— in  German,  with  English  Notes  by  0.  von  Wegnem,  12mo,  2m  ThimM.  i86a 

transL  by  C.  Dickens,  Jun.,  12mo,  la  64 Williams  AN.  1855 

Essays  on  Art,  transl.  by  S.  G.  Ward,  12mo,  5s     Wileg 1845 

Faust,  a  Tragedy,  transl.  into  Bng.  Verse  by  Galvan,  12mo,  6s   Simpkin 1860 

and  Chiller,  Selections  from,  transl.  by  Swanwick,  8ro,  6s  ...  Manwaring  ...1849 

•  Schiller's  Wallenstein,  roy.  8vo,  1«  64 KepamACo....ii$$ 


•German,  English  Notes,  18mo,  6s B.Wiison  1836 

——Glossary,  &c.,  by  Tiarks,  12mo,  4«  64 NuU  1850 

— — —  Notes  by  Lebabn,  8vo,  16«,  Longman — red.  to  6s  ...  H.Bohn 1853 

-Zerffi,  p.  8vo,  7<  64,  A'mpl?in, 59;  2  e.,  8«  64  N^M  1862 


-  Illustrations  to,  by  Retaach,  obi.,  12«  Bogwe    1843 

-  Part  1,  in  English,  by  Anster,  post  Svo,  lis   Longman  1835 

Birch,  2  v.  8vo,  34<,  Proofs,  42t Chapman  ...1840-1 

Pilmore,  12mo,  4a  64,  43  ;  mod.  8to,  2t  W.Smiih    i86r 

Hayward,  7th  edit,  12mo,  4« Moxon  i860 

Hills,  16mo,  9« WhUtaker 1839 

Knox,  12mo,  7s    OUivier 1847 

Lefeyre,  18mo,  6« JVittt  1843 

-Talbot,  2nd  edit.,  8to,  18* Waeey    1839 


•  Fart  1,  German,  with  Translation  by  Peithmann,  12mo,  St  ...   WiUUoM  AN.  1856 

■  transl.  by  Birch,  roy.  8to,  8«  Mack 1841 

2,  in  English  Verse,  12mo,  6»  Pickering  1842 

by  Bemays,  8vt>,  10s  64 Low   1839 

Gumey,  8vo,  10s  64 Senior    1843 


— . transl.  into  English  Verse,  2  t.  post  8vo,  21» A.Taylor  1S38 

with  Critical  Notes,  by  Zerffi,  2nd  ed.,  post  8vo,  3f  64 NtUt  iS6a 

with  Notes,  by  C.  T.  Brooks,  12mo,  6s     Boston^U.S.  ...1856 

-  Goets  ron  Berlichingen,  German,  Vocabulary  \ty  Lebahn,  12mo,  Ss  64  Loekwood  1852 

•  Herman  and  Dorothea,  in  English  Hexameters,  12mo,  8s  Smith  ASon  ...1849 

•Verse,  cr.  8vo,  3s  64  NtUt  1862 


. Old  English  Measure,  12mo,  3s  NwU  1840 

— transl.  by  Cochrane,  post  8vo,  Ss    Oroomhridge  ...1850 

Dale,  p.  8vo,  2s 64   H.Bohn x86o 

Winter,  post  8vo,  3s    Simpkin 1850 

—  Iphigenie  auf  Tauris,  German  and  English  by  Behr,  12mo,  2s  64 Nutt  1850 

Life,  by  H.  C.  Browning,  2  v.  18mo,  3s   WiUy 1845 

—  Noreb  and  Tales,  post  8vo,  Ss  64 H.Bohn 1853 
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Gt)etiie  {W.J.)  JTmwToekrj:  Songs,  BaDads,  &e.,  tnoBL  bj  Thomas,  8to,  10«  6<I...  />At/flk2e7|>At'ci...i859 

Opinions  on  the  World,  Mankind,  Literature,  &c.,  12mo,  S<  6(2  Parker tk Son.,. it s"^ 

Poems  and  Ballads,  tranal.  by  Aytonn  and  Martin,  12mo,  6s    BlackwootU  .,.1860 

transl.  by  B.  A.  Bovring,  12mo,  7«  6d    Parker dk Son... i^SJ 

Sketches  of  TraTol  in  Italy,  Germ. Text, Notes byBachheim,12mo,2« 6d  WiUianu ikN,. ii6o 

Theory  of  Colours,  transl,,  with  Notes  by  Eastlake,  8yo,  12t   Murrcty 1840 

Torquato  Tuso,  and  other  Poems,  tranal.  byM.A.H.,  12mo,  6«   L<mgman  1855 

into  English  Verse,  er.  8yo,  ai  6d.  NuU  1861 


Wilhelm  Meiater,  transl.  by  Garlyle,  8  r.  poet  8to,  18i Cht^fman,  ds  ir.1842 

Boylan,  post  Sro,  8f  6d ff.Bohn 1855 


Geetke,  GonyenatioiiB  with,  in  Last  Tears  of  his  Life,  from  Bckerman,  12mo,  6«  M  New  York n,  d. 

Gtigg  (/.£.)  Arthur  Trevlyn  ;  or,  Night  of  the  Mind,  a  Tkle,  12mo,  5f    Lwngman  1848 

&)goi  {NkkotoM)  Cossack  Tales,  tranal  from  the  Bussian  by  Geo.  Tolstoy,  cr.  8to,  U  Jm.  Blackwood ii6o 
QoiagHome,  by  P.  G.  W.,  I8mo,  U6d  Matters 1854 

—  to  School;  or,  Isabella  Gordon,  a  Tale,  18mo,  U  6d Bope 1853 

fierriee:  a  Sequel  to  My  Station  and  its  Duties,  18mo,  Is  6d Seeley 1859 

Gold,  a  Legendary  Bhyme,  Illustrated  by  Crowquill,  obL  4to,  7s6d Darling 1850 

Story  for  the  nmes,  12mo,  \s  CKapman  Jt  H.i%s^ 

—  and  the  Gospel ;  or,  the  Scriptural  Duty  of  Giring,  &c,  post  8to,  2«  6d   Nitbd 1855 

—  Kelds  of  Australia,  Lectures  at  the  Museum  of  Practical  Geology,  cr.  8yo,  %s6d  Bogue 185a 

• — from  Scripture  Mines.     Scripture  Conversation  Cards,  \s Ward x86i 

' -' the  Christian  Treasury  for  Heavenward  Pilgrims,  8vo,  \s HanUUon  i86a 

—  of  Ophir  ;  Text^  Beading,  and  Hymn  for  every  Day,  82mo,  2f  6d BamiUon  1858 

—  Wonthippers ;  or,  the  Days  we  live  in,  by  Author  of  Whitefriars,  12mo,  la  6d  RouiUdge  1857 

Q«U1)eiter,  a  Novel,  by  Author  of  The  Bhudcsmith's  Daughter,  8  v.  post  8vo,  81f  6d  Newbg    185a 

&)UeB  ABC,  byGusL  Kfinig,  edited  by  J.  Hofer,  obL,  6s QriJjfikAF.  ...1856 

■ Aimaal  for  1848,  Tales,  Ac.,  82mo,  5« Bro6k%  1847 

^Cal^aNovel,  8  v.  post  8vo,  81«  6d Newbg    1849 

-- —  Casket,  a  Treasury  of  Tales,  edited  by  Mary  Howitt,  illust. ,  foap.  8vo,  bs  ...  Hogg x86i 

-^ Ceosers  of  the  Sanctuary,  Sermons  at  a  Consecration  at  Morpeth,  8vo,  fit  6d...  RtvingUm  1847 

•Cooosels,  selected  from  Melvill's  Golden  Lectures,  12mo,  5f J.F.Skaw 1856 

^Digon  ;  or,  Up  and  Down  the  Irrawaddi,  Bnrmah,  post  8vo,  6s  6d New  York 1856 

Dreams  and  Leaden  Bealities,  post  8vo,  6«  6d    New  York 1853 

-Gift  of  Gems  for  1848,  82mo,  Is Simpkin 184a 

"  Gleanings,  SelecUon  from  the  Poets,  Devotional  and  Moral,  12mo,  5s  WkiUaker r86a 

Bom ;  or,  a  Visit  to  Constantinople,  revised  by  B.  Hughes,  12mo,  8«  6d    ...  Longman  1851 

Udder,  Stories  Hlustrative  of  the  i^t  Beatitudes,  12mo,  8«  6d  Nisbet 186^ 

LeaTesfromWorksof  Poets  and  Fkintera,  edited  by  B.  Bell,  8vo,  264 Orifin    186a 

Legacy,  a  Sio^  of  Life's  Phases,  by  a  Lady,  post  8vo,  6s  6d New  York r857 

Hsnnal,  a  Guide  to  Catholic  Devotion,  18mo,  bs6d   Bums n.d, 

Ifoshroom,  by  Author  of  The  Lost  Key,  18mo,  ls6d Bel.  Tract  Soe.  1856 

' Freeeptsof  Our  Saviour  and  the  Inspired  Writers,  82mo,  8« HowleU 1840 

Receipt  Book,  18mo,  \s6d Pitikbuim  1849 

• Ink,  aTale  for  theToung,  18mo,  1«   Nelson  1850 

^^^ Stories  illustrative  of  the  Ten  Commandments,  12mo,  8s  6d    BouUedge  1859 

Story  Books,  in  Box  of  28  &  32  Stories,  12mo,  each  4«    Bogg 1859 

•- 24  Books  in  6  packets,  each  Is Bogg 1850 

^  Songs  for  Silvery  Singera,  18mo,  Is ^  Addey  185a 

Spell,  and  other  Poems,  12mo>  iM6d    «.  J.  B.tkJ.  Parker  1%$% 

' Sleps  for  Youth,  Lectures  on  Character,  Principles,  &c,  18mo,  ls6d Partridge  185* 

r  Sunset ;  or,  the  Wedding  Garment,  a  Tale,  12mo,  2«  6d   Low    1853 

Treasury  of  Best  Bnglish  Songs,  select  by  P.  T.  Palgrave,  n.  e.,  fp.  8vo,  is  6d  MaemUlan i86z 

* — Series,    flte  Appendix. 

Treatise  of  Mental  Praier,  transL  by  G.  Willonghby,  18mo,  2f  6d    Dolman 1844 

Worda,  from  Jewell»  Coverdale,  Hooper,  kc.,  12mo,  Pt.  1,  If  ;  Pt.  2,  la  6d    J.H.deJ.Parkeri%6% 

Tear  and  its  Lessons  of  Labour,  8vo,  8«  6<i,  i858~red.  to  2t  6d Sedey x86a 

<>^neh  (/new)  Builder's  Concomitant^  18mo,  fit— red.  to  8< Simpkin 1847 

— ■ Beadiest  Beekoner,  18mo^  8« Darion  1847 

Mechanic's  Expositor,  sq.,  1« Simpkin 1845 

'Tr —  Mechanical  Calculation  Tables,  16mo,  Is  Simpkin 1845 

^ddiiader  of  Australia,  edited  by  John  Sherer,  8vo,  2«  6<f    C.B.  Clarke  „.iiisi 

^t^fe  {B.M.)  Poems,  post  8vo,  7# Valpy 1835 

{Mws)  Family  BeooUeetions  and  National  Progress,  12mo,  8f  6d  BamiUon  1841 

r;- Freedom  not  lawlessness,  12mo,  4«  6d Bums 1844 

^'^^(/.^.)  Notes  on  Morning  and  BveningSernoes  of  the  Pnyer  Book,  12mo,  5s...   Westerton i860 

-- — (^oi<.)  Bee  Book,  2nd  edit,  12mo,  1« Longman  1848 

<ij^ag^i«a  (AcK.)  The  Garden  Plot,  an  AUegorical  Poem,  inscribed  to  Q.  Blix.,  4to...  Boxlurghe  CI,   1 815 

^<>»Bttker*sYUk^  from  the  German  of  Zsohokke,  12mo,  4s  6d Bwms 1845 

^^  {Cha,)  Comedie  Scelte,  by  Gombert^  6th  edit.,  12mo,  4f  6d Dulau    1861 

*»W«Amidt  {B.)  The  Jewiah  Soldier,  sq.,  2s  6d HouleUm    185* 

* ■ (Af.)  Homeless  ;  or,  a  Poet»s  Inner  Life,  8  v.  poet  8vo,  81»  6d Buret  ds  B 1861 

777 ^^  ^  Denmark,  a  Tale,  timnsl.  by  Mrs.  Bushby,  12mo,  Is  6d    ...  RotdUdge  185a 

O^Hniid  (/.)  Viola ;  or, 'Tis  an  Old  Tale,  and  often  Told,  12mo,  Is BovOedge  185a 

troWanith  (^/5a«)  Diseases  of  the  Genito-Urinary  Organs,  8vo,  6«    New  York 1858 

' (<7«0.)  Doctrine  and  Ptactio6  of  Bquity,  6th  edit.,  cr.  8to^  19i BvAtermrlhs  ,..\%6i 

2q 


GOLDSMITH  [Eholisk  Cuilogw 

Goldsmith  (Oeo.)  Bnglisfe  Bar ;  or,  Guide  to  Inns  of  Courts  12mo>i843;  2nd  edit.,  6a  Spetti^ue    1849 

(/.)  Biographical  CUm»  Book,  12mo,  7«    Whittaker 1850 

Grammar  of  British  Geography,  18mo,  it  6d Whittaker n.  d. 

Engliah  History,  18mo,  S«6rf Piper 1X55 

Geography,  by  Hughes,  roy.  18mo,  Z»  6d  ;  Key,  1«...  L(mgma»  i86a 

■ ' Kenny,  18mo,  3f  6rf    AUmam 1*56 

Webster,  18mo,  2t  6<2 Tegg  1861 

Wright,  18mo,  2a  6d  Tegg  «8^ 


-(/.jfiT.)  Adyanoeof  Science,  8vo,  2t  Simphin 1844 

-(OKwr)  Works,  by  Cunningham,  4  vols.  8vo,  80# Murray 1854 

with  Memoir  by  Spalding,  new  ed.,  8vo,  7a  6d  Grijm    i86« 


'  A  Biography,  by  W.  Ining,  12mo,  ]«,  RoutUdge  ;  12mo,  li  fid   ...  B.Bokn 1850 

-  Citizen  of  the  World,  12mo,  2s  Qd,  Bohn ;  8to,  la  Qd Grijfiai    1861 

-  Deserted  Village,  cold,  illustrations,  roy.  8vo,  2a  6d  Groombridge  ...1%$^ 

Etching  Club,  post  8to,  7a  6d,  1854;  new  edit,  6a  Low    i860 

imp.8To,6/6a;fol.,10/10a;  Pf8.,13/13a  Longnum  184^ 


with  Faraiug  ExenHses,  by  McLeod,  12mo,  la  6d...  Longnum  1858 

-  Essays,  8to,  la  6<i,  Grifiny  1853  ;  82mo,  la  6d Groombridgt  ...1858 

History  of  England,  by  Wright,  2  r.  8vo,  21a P.Jackttm 1845 

tothedeaihof  Prince  Albert,  8to,  7a  Tegg  i86a 


•  abridged,  12mo,  Sa Field i860 

by  Bigland,  new  edit.,  12mo,  3a  6d  Modeg  i86a 

Coxe»  new  edit.,  ISmo,  4a  6d  ...  Moiieg  i86a 

Davis,  48th  edit.,  12mo,  3a. Hamiliom  i860 

Dymock,  new  edit,  12mo,  8a  6d  Jfosjey   1850 

— ■ Kenny,  12mo,  Sa  AUmtm i860 

Pinnock,  new  edit,  12mo,  6f   ...  WkiUakar i86» 

Prince,  12mo,  8a  6d WMttaier 1848 

B^oee,  to  Victoria,  12mo,  8a  6d...  ff,  Bokn 1848 

Simpson,  16th  ed.,  12ino,  3a  6d  Simptm. 1843 

Stewart,  12mo,  4a Sin^jiHm 1848 


>  Greece,  abridged  by  Coxe,  new  edit.,  12mo,  3a  6ci Modof  i86a 

.— — . '- Dymock,  new  edit,  12mo,  3a  6<i  ...  Motleg  i860 

Pinnock,  new  edit,  12mo,  5i  6d  ...  Wkkiaker 1862 

'  Prince,  12mo,  3a  6ci  LoKgmam  1857 

Simpson,  12mo,  9etid  Simpkin 1844 


•  Bome,  abridged  by  Coxe,  12mo,  new  edit,  3t6d Moileg  1862 

•  Davis,  6th  edit,  12mo,  St 9imfim i860 

"     ■■ Dymock,  new  edit,  12mo,  Sa6(2...  Madeg  i860 

'     ■■' Pinnock,  new  edit,  12mo,  6a  6d...  Wkittaker  i86a 

Prince,  12mo,  3a  6<i  Simpkm 1856 

Simpson,  12mo,  3a  6(i   Simpkm 1838 


^ , — ^ , —  Questions  and  Answers  deduced  from,  12mo,  2a  6<{  Smpkni 1838 

Life  of,  by  Bhinchard,  illust,  cr.  8vo,  3a  6d  H.Bokn 1861 

^ ^  Forster,  8vo,  21a,  '48;  2v.  8vo,26a,  '54;  Iv.  p.  8vo,  7a  Qd  Chapman  AM.  i86» 

Irving,  post  8vo^  6a,  Mwrray^  '849;  12mo,  la  ^  B.Bohn 185a 

-Prior,  2  V.  8vo,  80a,  1837— red.  to  21a    Murrag 1849 


•  Miscellaneous  Works,  12mo,  6a Bogw 1840 

— 8vo,  6a,  NeUon  ;  4  v.  12mo,  12a ff.Bahn 184J 

(Stendard  Library),  med.  8vo,  8a  W.Smiik    1840 

'      ■  by  Prior,  4  v.  8vo,  48a  Murrag 1837 

Natural  History,  4  v.  24mo,  22a  6c< SmUh^Elder  1838 

>__   Life,  &c.,  by  Innes,  8vo,  12a   Lofie  185* 

-  Irving,  2  v.  roy.  8vo,  40a PtUiairitm  185a 


abridged,  12mo,  6a    WhUtaker 1836 

■Poems,  82ino,  la  6<2,  Oroombridge,  1859;  18mo,  la Knight  A  San...  iS6j 

r  and  Essays,  fc^>.  8vo,  Sa  (id,  Smithy  1849  >  12mo,  2a  Oroombridge  ...1857 

-Plaji,  8vo,  la6d Orifin 185J 

Prose  Works,  12mo,  8a  6(i HouiHon   1857 

•Vicar  of  Wakefield,  18mo,  2a  6ii  Knight  A  &m    1856 


edit  by  R.  A.  Willmott,  iUuatrated,  4to,  21a RmiUdge  i860 

illustrated  by  Etching  Club,  sq.  8vo,  21a Lcngman  1845 

Plays,  Vicar,  &c..  Life,  by  Irving,  12mo,  6a,i^a^y,'5x;3a6<i  BavOedge  i86a 

■Traveller,  a  Poem,  illust  by  Foster,  post  8vo,  21a Bogue ^^5S 

■  Vicar  of  Wakefield,  82mo,  la  6<i,  Cfroombridge  ;  18mo,  la  fid Ndton    1858 

^— cr.8vo,2a,Z«a,i86o;12mo,3a6d,ir<Jsr^;18mo,la  Chambere  1859 

and  Poetical  Works,  12mo,  la  6<<    BouUedge  1851 

. Saintine's  Picoiola,  roy.  8vo,  la Ingram '853 

'• by  Willmott,  12mo,  la BouOedge  1859 

Eng.  and  Qer.,  illust  by  Bichter,  p.  8vo,  4a  6<<  Wittiame  A  N.  1857 

illustrated,  18mo,  2a, iTnt^A^,  1856;  p.8vo,8a6<i  Wiihmgkbg    ...1844 

: —  — by  Absolon,  new  edit,  post  8vo,  6a  Orifitk  AF.  .. .  1 86a 

•— Mulready,p.8vo,21a--red.lOa6<2  VanVwr^  i^3-S5 

Thomas, cr.Svo, 7a  6ef, 57  ;n.e.,6a  Lwb    1861 


•  (iiid  Johnson's  Baaaehia^ imp.  8vo^  limp,  la  ...  Qrifm   ^ i86r 
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6oiaamiih  (OEvwr)  Vioar  of  Wakefield,  Seleet  Poems  (Phonetic),  \2ma,  28  6d Pitman  1848 

Beattie,  oiMit  Gampbell,  Poema,  I61110,  is  6d   WaUxr  1851 

^  Celliiia,  mui  Warton,  Poems,  by  GilfUlan,  8vo,  4»  6d Nitbft    1853 

Gray,  <mu2  Thomson,  Poetical  Woxks,  12mo,  4s6d NeUi/n  1855 

Smollett,  Johnson,  and  Shenstone,  Poems,  12mo,  8«  6d;  Illnat,  69  Jlon*itdge  1853 

(kOait^  (ifrt.)  Witch  «f  Ayqgarth,  a  Romanee,  8  v.  post  8to,  24s   Newman 1840 

€rohmB(/«v»)Histo^4>f  Alexander  the  Pint,  post  8to,  l(k6d  Newb^ 1858 

Our  National  Defences,  8vo,  4$ Netvby    1848 

Berelations  of  Aussia,  1844,  2  v.  post  8vo,  21«,  1852— red.  to  12f...  Colbua^ ..: 1852 

Roasia  and  Turkey,  and  their  Destiny,  poet  8yo»  9«    TiiUmer 1854 

under  Nicholas  I.,  2  v.  post  8va,  21s,  1836— red.  to  10s   Colbwm 1854 

Rnssian  Sketch  Book,  2  t.  post  8vo,  21« Newby    1848 

-Stars  and  Stripes ;  or,  American  ImpressioBB,  post  8to,  8c Frteman    1856 

-  The  Ganeasos,  Historical,  Phyaieal,  Ace.,  8to,  6c ^..  TrUbner 1853 


GobwBln  <Cap<.)  Nanative  of  a  CSaptirity  in  Japan,  2  t.  p.  8to,  16c — ^red.  to  10c  ...  Colbum 185a 

GombeK  (A./.)  Catedtiam  of  French  Grammar,  with  Ezeroises  by  Tanrer,  18mo^  Ic  Aylott.... 1858 

French  Spelling  Assistant,  12mo,  2c CM. Law   .....1839 

ffanoalof  French  Pronnnciation,  12mo,  2c C.H.Law  1838 

GoBMiyiuki  (y.^.)  Leotuies  on  the  Histoiy  of  Poland,  8vo,  Sc  6c2  Longman  1843 

i^osrpexti  (Boi.)  Hints  en  Porisms,  4to,  3c  6d Mapiard  1850 

• {Lao.)  Fragments  in  Defence  of  Animals,  12mo,  4c    fforaeil  1852 

Fragments, with  Essays  on  Morals,  Soal,  and  Fntare  State,  12mo, 4c  6<2  HoratU  1854 

- —  Meohftniffal  Inyentions  and  Suggestions,  12mo,  2c  6<j Honell  1851 

■  {Sol.)  Sermons  on  Faith  and  Practice,  r2mo,  4c... Wertheim  1840 

Gondoa  (/.)  Letter  to  Gladstone  on  the  Neapolitan  Govemment,  8to,  2c  6d Dolman 1851 

Goagon;  an  Beay  on  Times  of  Philip  III.  and  lY.  of  Spain,  trans.,  2  ▼.  cr.  8vo^  15c  Mumt^ i86a 

GiVAtiittf  {P.A.)  Devotional  Ezendses  for  the  Communion,  18mo,  Ic  6d    WhiUaker 1838 

Reflections  on  the  Sufferings  and  Gross  of  Christ,  18mo,  Ic  6(2  JUL  Tract  Soc,   1849 

Swias  Fsstor,  new  edit.,  18mo,  Ic Eel. Tract  Soc  1849 

^ma\ee  Saehel  the  Jewess,  transUted  by  Clara  Sicard,  fcap.  8to,  2c CM.  Clarke. ..i%ti 

Gooeh  ((7.)  Remarks  on  the  Grounds  of  Faith,  suggested  by  Mr.  Pattison's  Kssay,  Ic  Belld:  J)aUiy..,iU% 
— [I.H.)  Church  Catechism  Expanded  and  lUust.,  12mo,  2c  ^d\  2nd  edit.,  Ic  Od     Longman  ...i86o-a 

69odii  Key  to  the  Pledges  of  the  New  Parliament  of  1886,  18mo,  4c Ridgway 1835 

6ood  (/.If.)  Historical  Outline  of  the  Book  of  Psalms,  by  Neale,  8to,  lOc  6c{ DaUon  184a 

•' MemoiiB  of  his  Life  and  Writings,  by  0.  Gregory,  12mo,  3c  6d    Tcgg  1856 

Thoughta  for  all  Seasons,  Prwe  and  Verse,  18mo,  Ic  6rf Wertheim  i860 

Translation  of  the  Book  of  Job,  by  Henderson,  8vo,  12c  SeeUy 1854 

—  (Tk».)  Prinoiplea  of  Scientific  Cutting,  for  Tailors,  4th  edit.,  2  y.  4to,  21c Simfkin 1848 

— (ffV^.)  Arithmetical  Rules,  12mo,  2c   Rdfe  ».  d. 

—{W.W.)  Glance  at  Country  Times;  or.  Short  AddresMS  on  LongQue8tions,8T0^2c6c{  Hope 1851 

Politics  of  Agriculture,  8ro,  2c  6d  ♦. Jlidgway 1854 

* — ■     ■      Theorists  Goi^ted ;  or,  Prae.  Farmers  Yindicated,  8¥0,  10c — ^r.  to  7c  M  Hope ...185a 

S^odAfaaoad  in  a  Bough  Shell,  from  the  German,  by  Mrs.  C.  Fane,  18mo,  2c Darton  1858 

—  Boy  and  tiie  Black  Book,  by  Alf .  Crowquill,  l8mo,  8c  Darton  1858 

-Heniy,  Translated  &om  the  Dutch  by  J.  I.  Lockhart,  sq.,  Ic Ch'oomhridge...ii4^ 

—  Boys:  Tales,  lUnstrated,  4to,  Ic RouUedge  1858 

—  Examples,  Moyeable,  roy.  8to,  2c Ward  4Ss  Lock  .1861 

—  Natored  Bear,  a  Story  for  Children,  sm.  4to,  Sc  ^  ',  cold.  4c  ^d Cundall 1846 

Giant,  a  Tale,  post  8vo,  5c  6d    Hope  185a 

—  OU  Times,  a  Tale  of  Auvergne,  by  Author  of  Mary  Powell,  post  8to,  7c  6d  ...  A. Hall  1856 

—  Oat  of  Eril ;  or,  History  of  an  African  SUve  Boy,  2  e.,  18mo,  3c  6<2>-red.  to  2c  Wertheim...  iS^^$% 

~—  Shepherdand  his  Little  Lambs,a  Story  for  Children,  by  an  Uncle,  8  e.,  16mo,  2c  M  Wertheim  1 86a 

- — fibiuiamite,  Illaminated  in  Missal  Style,  sq.  8to,  ^Ic Longman  1847 

—  'HiiBgB  to  Come  (Bloomsbury  Lent  Lectures,  1847),  12mo,  Oc Niabet 1847 

—  "ndingBof  Great  Joy  to aU  People,  18mo,  2c  6d Nttbet    1850 

' — Tuse  Coming,  a  Novel,  by  Author  of  Matthew  Paxton,  8  r.  p.  8yo,  81c  6d  ...  Huret  de  B 1859 

--*- Will  to  Men,  a  Narrative  of  the  Labours  of  Mr.  B.  P.  Hammond,  12mo,  2c    ...  Nitbet i86f 

~  W<nda,  1860-2,  edit,  by  Norman  Macleod  (Annual  Vols.),  roy.  8to,  each  7c  6(2  Strakan x86o-a 

Goodaere  (Robt.)  Arithmetic,  by  his  Son  and  Cockayne,  12mo,  8c  ;  Key  to,  5c MozUy  1851 

"- Maynard,  dth  edit.,  12mo,  i»\  Key  to,  6c Simpkin 1839 

• System  of  Bookkeeping,  12roo,  4c Simpkin 1840 

^-^ — (R.H.)  l^itsef  Sin,  a  Courae  of  Sermons,  12mo,  Ic  6d   Longman  186B 

6^)0(lan  (^.if.)  Method  of  Finding  a  Ship's  Position  at  Sea,  8yo,  Ic AtAhor  1839 

^^ban'a  Muaie  Cards,  with  Book  of  Directions,  in  box,  5c Simpkin 1845 

Gnoddiild  {Ladg)  Fairy  Ring,  cr.  8to,  7c  6dy  Mwrray,  1846— red.  to  8c  6d    HouUton 1861 

6^»dday  (H )  Prophylaxis  for  the  Million,  Prevention  of  Disease  and  Ihx>psy,  8vo,  Ic  6<i  ffugf^et 1858 

Successful  Treatment  of  Influensa,  Sore  Throat,  Iw.,  foap.  8vo,  2c  ^  Hatchard  x86i 

The  Way  to  the  Wdl,  new  edit,  12mo,  Ic  6d Hatchard  i860 

Treatment  of  Hooping  Cough,  12mo,  Ic  Hatchard  ..*...x86x 

€«>de(/9Vti.) Better  Covenant  PracticaUy  Considered,  8vo,  lOc  6d,  '35;  5  e.,  12mo,  7c  Hatchard  1848 

>  Posthumous  Sermons,  8vo,  lOe  6d    Hatchard  1844 

■ Sermons  on  Doctrine,  Practice,  and  Experience,  8vo,  1837  ;  n.  e.,  lOc  6(i  Hatchard  1843 

— Various  Subjects,  8vo,  10c6d   Hatchard  1843 

Watchwords  of  Gospel  Truth,  with  Meditations,  12mo,  8c   Aylott 1843 

* — C^ai.)  Aid  to  Disputed  PoiAts  in  Ceremonial  of  the  Church,  8vo,  4c  Hatchard  ...... iS^i 


800  GOODE GOODWIN  [Emolibh  Caialoow 

Goodd  (IT.)  Altars  Fh>Ubitod  bj  the  Chnreli  of  BngUmd,  Svo,  29  M  Hatckard  1844 

Brief  History  of  Church  Bates,  8to,  3«    Matduvrd 183* 

Dirine  Rale  of  Faith  and  Fractioe,  8  t.  8ro,  86«,  1 841 —red.  to  ISt  ...  J.F.Shaw i%S^ 

Doctrine  of  the  Church  as  to  Infant  Baptism,  Syo,  15« Hatekard 1S49 

Bzamlnaiion  of  the  Judgment  Liddell  v.  Westerton,  8vo,  21s  M<uUn 1S57 

Holy  Scripture,  the  Sole  Authoritative  Expositor  of  the  Faith,  Sro,  If...  Hatekard  1861 

Modem  Claims  to  the  Gifts  of  the  Spirit^  2nd  edit.,  8to,  10s  6d HaUhard iM 

Nature  of  Christ's  Presence  in  the  Bucharist^  2  y.  8to,  2is ffatchard 1856 

—  Reply  to  Dr.  Puse/s  Letter,  8to,  Ss  6d ffaUhard 184a 

--  Supplement  to  his  Work  on  the  Eucharist^  8yo,  2f Hatekard  i8$8 

. Tract  90  HistoricaUy  Refuted,  8to,  6s Hatekard  1845 

Tracts  on  Chureh  Rates,  8vo,  7«  6d Hatckard 1840 

Two  Treatises  on  the  Church,  by  Jackson  and  Sanderson,  fcap.  6»  Hatekard 1843 

Goodell  (Wm.)  American  Slaye  Code  in  Theory  and  Practice,  12mo,  8f  6<j ;  Is    C.  H.  CUsHot  ...1853 

GoodoYe  (H.H.)  Hints  for  Management  of  Children  in  India,  12mo,  8s    Tkaeker 1853 

(r. ilf.)ElemeLts  of  Mechanism,  post  8yo,  6s  M  Lo/ngman  x86o 

Goodfellow  (/.^.>  Treatise  on  Decimal  Coinage,  12mo^  4c  NcneOo  1854 

■  (i9./.)  Lectures  on  the  Diseases  of  the  Kidney,  cr.  8yo,  7s  6d Hardwidee 1861 

Goodhart  (C.J.)  Glimpses  of  Grace  and  Glory  :  Sermons,  12mo,  S«  6d Wertkeim 1859 

Goodhue  {J A.)  The  Crucible  ;  or.  Tests  of  a  Regenerate  State,  12mo,  7s  6d Bo$ton,U.S.  ...i860 

Goodhugh  (Wm.)  MotiYes  to  Study  of  Biblical  Literature,  post  8yo,  10s  M Hatckard  1838 

Goodlad  {Wm.)  Letter  to  Brodie  on  his  Work,  NerYons  Affections,  8yo,  6s  Longman  1840 

Goodlu<^  (if.)  Poems  from  my  Fireside,  18mo»  Is  DarUm 1852 

(W.R.)  The  Genders  taught  in  Six  Fables,  new  edit,  18mo,  Is Sin^f)km 1849 

Goodly  Cedars :  a  Child's  Sunday  Book,  18mo,  Is  » Morgan 1862 

Pearls,  64mo,  tuck,  Is  6d Hwr$tds  B.  ...1840 

Goodman  (Bp.Q.)  Courts  of  Elisabeth  and  James  I.,  by  Brewer,  2  y.  8yo,  28s,  '39;  18s  Bentley 1841 

{Jno.)  Hydit>pathic  Series,  Pt.  1,  6(2  ;  2,  Is;  8,  Is  6d ;  4,  5,  and  6,  Isea.  HorMcU  1858 

— — ^^— ^—  Old  Religion,  Demonstrated  in  its  Principles,  24mOk  Is  6d Pideering  1849 

(Joak.)  Eucharist  not  an  Ordinance  of  the  Church,  12mo,  2t  6d Skerwood  1841 

(Ufarg.)  Experiences  of  an  English  Sister  of  Mercy,  2nd  ed.,  fp.  8yo,  8s  M  Smitk  A  Elder  1861 

Sisterhoods  in  the  Church  of  England,  post  8yo,  6s Smith  S  Elder  i86a 

(ifrs.)  Light  in  the  Narrow  Way  :  Texts  for  Young  People,  12mo,  2s  6d.  Stde^ 1859 

{Wm.)  Social  History  of  Great  Britain,  8rd  edit.,  2  y.  12mo,  6s    Nem  York  ....1847 

{W.F.)  Contrast  of  British  America  with  U.S.  and  Texas,  8yo,  2s  ed  Jone$ 1846 


Goodrich  (A.  Jf.)  Claudia:  the  Days  of  Martyrdom,  12mo,  2s  6ci Matter$ 185^ 

Gwen;  or,  theCon8ina,aTale,  2  y.  12mo,  9»,Parkerj  '55;  2Y.ini,  5s  Jkan i86x 

Leonore  and  the  Little  Countess,  a  Tale,  post  8yo,  10s  6d Bentley  i860 


Myrtle  and  the  Heather,  a  Tale,  2  Y.12mo,9s,  Parker^'sS;  2  Y.inl,5s  Jkan 1861 

•  (CA.)  Select  British  Eloquence,  8yo,  18s    Low   1851 

-  {F,B.)  Court  of  Napoleon;  or.  Society  under  1st  Emperor,  imp.  8yo,  84s...  New  York 1857 

Man  upon  the  Sea,  History  of  Maritime  AdYenture,  8yo,  21s Pkiladdpkda...iZ^Z 


•  The  Sea  and  her  Famous  Sailors,  12mo,  8s  6<2 Hogg 1859 

Women  of  Beauty  and  Heroism  from  Semixamis  to  Eugteie,  8yo,  68s  New  Tort 1859 

8.0.)  5ef  Peter  Parley. 

-  Recollections  of  a  Lifetime,  2  y.  post  8yo,  21s New  Tori 185; 

•  Story  of  My  Own  Life,  edit,  by  Freeman,  fcap.  8yo,  fis Low    i86a 


(S.R.)  Light  Shining  in  Obscurity,  fcap.,  2s Hamiiton  1854 

-Memoir  of,  by  F.  A.  Pickworth,  16mo,  2s   Hamilton  1854 


Goodridge  (CM.)  NarratiYC  of  a  Voyage  to  the  South  Seas,  Shipwreck,  &a.,12mo,  5a6d  HamUkm  184I 

Gbodair  (/no.)  Anatomical  and  Pathological  Obsenrations,  8yo,  7s  6€<  Simphin 184^ 

■  Annals  of  Anatomy  and  Physiology,  Noa.  1-3,  roy.  8yo,  each  Zt  (kt...  Simpkin 1850-3 

{R.A.)  Arctic  Voyage  to  Baffin's  Bay  and  Lancaster  Sound,  post  8yo,  5s  6d...   Van  VoorU    ...185c 

Goodwin  {C.A.)  Anatum,  and  other  Poems,  12mo,  Is Jarrold i86j 

■■  {C.W.)  Law  of  Copyhold  Enfranchisements,  1868,  12mo,  8s Crockford 1851 

»— ^— —  Practice  of  Probate  and  Administration,  12mo,  8s  6d Law  TimeM  Of.  185I 

Succession  Duty  Acts,  1868,  12mo,  6s  W Croekford 185J 

{Edw,)  Lily  White,  a  Romance,  12mo,  Qt  PkUadelphia...iis^ 

{Fra.)  Domestic  Architecture,  2  y.  4to,  with  Suppt.,  5^  6s— red.  to  52$  6d  H.Bokn  ...1843-51 

Rural  Architecture,  2y.  4to,  62  6s;  Supplement,  21s   Weale 183 

cold.,  6nOs;  Suppt,  cold.,  81s  6d...  Weale 183 


-  (Dr.jP.)  On  Patience,  by  Dr.  Hawker,  18mo,  2s    BenneU 183 

-  {Harvey)  Commentary  on  the  Gospel  of  St.  Matthew,  post  8yo»  12« BeUADaUiy...i%^ 

St.  Mark,  poet  8yo,  7s  M  Bdl  di  Daidy  59-ti 


Elementary  Course  of  Mathematics,  6th  edit.,  8yo,  16s BeUdtI>aidy...i$^ 

Mechanics,  Pt.  1,  Statics,  8yo,  6s— red.  to  8s Bell  A  DaU^  51-6 

2,  Dynamics,  8yo,  6s— red.  to  8s BtU  dt  Daldy  53-^ 


-  Guide  to  the  Parish  Church,  18mo,  8s  6d,  1855  ;  ^^  ^t.,  fp.,  Is  BeUAJ>ai<iy.,.iU 

•  Hulsean  Lectures,  1866,  8yo,  9s;  1866,  7s  6(2  Belltk Daidy..,$s^ 

■  Lectures  on  the  Clkurch  Catechism,  12mo,  4s  BeUdt  Daldy...i%\ 


•  Parish  Sermons,  Ist  and  2nd  series,  12mo,  each  6s Bdl  A  Datdy  4.7-j 

8rd,  4th,  and  6th  series,  12mo,  each  7*   Bdl  dfc  Daldy  54-j 


Problems  and  Examples  in  Mathematics,  8yo,  6s — ^red.  to  6s Bdl  A  Daldp.,.\%i 

■  Solutions  of,  byHutt,  8yo,  9s  Bdl  4k  Daldy...  i Si 


.  Sermons  before  Cambridge  UniYersity,  1863-66,  12m0|  each  4«  ...  Bell  di  Daldy  53-1 
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GoodiriB  (^orvcy)  SermOBs  before  Cambridge  UnWerntj,  Advent,  1858, 12mo,  Z$  6d,  SeU^Daldy...i9s9. 

on  the  Celebration  of  the  Lord's  Supper,  2nd  ed.,  12mo,  U  Belld:  Daldy...iSs6 

— —  (Jiu,)  BTBQgelia  Augostini  Gregoriana,  8to,  20« Camb,Ant,Soc,  n.  d, 

(/no.)  Christian  Theology,  with  life  by  Dunn,  12mo,  6«  Tegg  1836 

Bxposition  of  the  Ninth  Chapter  of  Romans,  8to,  8« Mamm    1835 

Sedemption  Redeemed,  8vo,  12«  Tegg 1840 

•  Sermons  on  the  Cretian  Church,  12mo,  8f  6d M<uten i860 


-  (&MI.)  Tonng  Ivies' Arithmetic,  12mo,  2«    Btlfe 1845 

—  (r.)  Short  Account  of  the  Art  of  Polychrome,  12mo,  Is Maders i860 

'{ThM.)  Works.  Vols.  1  to 6  (Standard DiTines),  8to,  8f  6</e&.  toSnbs. Nitbet    1861 

'  condensed  and  edited  by  Babb,  4  y.  8to,  each  10a    /.^.S%ai0...  1847-50 


-  Child  of  Light  Walking  in  Darkness,  fcap.,  3«  6d,  SeeUy,  1840 ;  2<  Simpkin 1851 

-  Christ  the  MedUtor,  by  Babb,  8vo,  Sa J.F.SKav 1846 

-Dictionary.    Latin-Eng.,  12mo,  2«;  Eng. -Latin,  12mo,  1«  6(2  Weale    1855 

>  Slectioii,  and  Infallibi&ty  of  Divine  Decrees,  8vo,  4f J, F.Shaw 1844 

-  Bpistle  to  the  Ephesians  and  Revelation,  8vo,  10»  J.F.Shatc 1842 

•  Exposition  of  Revelation,  by  Babb,  8yo,  l$6d   J.P.Shaw  1851 

-  eiories  of  Christ  Set  Forth,  18mo,  It  6d,  JUL  Tr.  Soc.  ;  Svo,  2f  Gd  Ward 1856 

-by  Babb,  8vo,  2» J.F.Shaw 1847 


-  Gospel  HoHnesB  in  Heart  and  Life  of  Believers,  8vo,  It  6d  J.F.Shaw 1848 

-  Government  of  the  Church  of  Christ,  by  Babb,  Svo,  8s  M  J.F.Shaw 1848 

•  Guilt  and  Condemnation  of  the  Unregenerate,  8vo,  8s  6d J.F.Shaw 1847 


—  Knowledge  of  God  the  Father  and  of  His  Son,  8vo,  2s J.F.Shaw 1843 

—  life  of  F^  Angelioo  d»  Fieeole,  12mo,  2s  6d  Hivington  i86x 

—  Objects,  Acts,  &a,  of  Justifying  Faith,  by  Babb,  Svo,  8s  M J.F»Shaw 1847 

—  Piatieiice  and  its  Perfect  Work,  by  Hawker,  18mo,  2s BmneU 1838 

—  Practical  Grammar  of  the  Latin  Tongue,  12mo,  Is WeeUe 1854 

—  Retimof  Prayers,  18mo,  2s Sedeg 1848 

—  Student's  Practical  English  Grammar,  12mo,  4s  6d    B.Law  1855 


■  Vanity  of  Thoughts  discovered,  24mo,  Is Pamplin  1850 

Worit  of  the  Holy  Ghost  in  Our  Salvation,  Svo,  4s  W    J.F.Shaw 1843 

(W.W.)  Syntax  of  the  Moods  and  Tenses  of  the  Greek  Verb,  Svo,  7s  ed  ...  Camlnridg€,UJSAS6o 

Qooroo  Simple,  Strange  Surprising  Adventures  of,  Hlust,  post  Svo,  10s  6d TrUbner i860 

SoniiBi  (^.)  Heart  fusions  :  Original  Hymns,  &c.,  16mo,  2s Juddd!0la»i...iis7 

Impressions  of  Pkuis,  with  Notices  of  Socialism,  &e.,  12mo,  3s  M Partridge 1851 

• Pastor's  Qift  to  his  Flock,  24mo,  Is  M Snow 1848 

• Remarks  on  National  Defence,  Volunteers,  and  Rifles,  Svo,  Is Parker  df  Son  1853 

- — {A.D.)  Sketches  of  German  Life,  post  Svo,  6s    Murray 1847 

—  (A.M.)  Domestic  Cookery,  12mo,  U6d H.Q.CoOitu  ...1851 

—  {B.S.\  Ifemoir  of  ;  Dawn  and  Sunrise,  by  C.  B.,  2nd  edit.,  fcap.  Svo,  2s  6(2  ...  iSse^^ i860 

—  {C.A.)  Chins  fitmi  a  Medical  Point  of  View,  Svo,  10s  6d Churchill  i86» 

— Handbook  of  Medical  Officers  of  H.M.S.  in  India,  12mo»  Is  M Saunders  S  0.  185a 

Principal  Diseases  of  India  Considered,  12mo,  3s  6<i Sawndtnii  0.  1846 

' — [Geo.)  ThePinetnm;  a  Synopsis  of  all  Coniferous  Plants,  Svo,  16s H.Bohn 1858 

— Supplement  to,  Svo,  6s    H.Bohn i86a 

-((rtorywa)  Sketches  of  Foreign  Novelists,  post  Svo,  10s  Sd     Hogg 1861 

— {0,H.)  Inquiry  into  the  Principles  of  Beauty  in  Grecian  Arehitecture,  12mo,  Is  Wealt 1860 

Thirty  Tears  of  Foreign  Policy,  a  Literary  k  Political  Biography,  Svo,  12s  Longman  1855 

— (ffoit)  Sermons,  Advent  to  Trinity,  12mo,  ^t BellJkDaldp   1858 

-(ITwiter)  State  of  Protestant  and  Catholic  Religious  Controversy,  1887,  12mo,  3s  WhiUaker 1837 

—  {J9t*)  Anatomical  Summary  for  Use  of  General  Reader,  ISmo,  Is  6d MouUlon    185a 

Botany  Bay,  and  other  Poems,  fcap.  Svo,  6t A.BaU  1861 

Charterer's  Companion,  Svo,  6s    Imray  1851 

Description  of  bothe  Touns  of  Aberdeen,  edit,  by  C.  Innes,  4to Spalding  Clvb  1842 

• — -  Examiner  for  the  Marine  Boards,  Svo,  6s    Imray    1850 

History  of  Scot*s  Affairs  from  1637  to  1641,  8  v.  4to SpdUUng  CI,  1840-a 

Interest  Tkbles,  Five  to  Two  per  Cent.,  12mo,  5s  6d,  1846— red.  toSs  6d  Tegg  i860 

Lunar  lime  Tables,  roy.  Svo,  10s Jmray    1849 

■ Sumner's  Method  of  ^ding  a  Ship's  Position  at  Sea,  7s  6d    Jmray    1850 

■ i/no.)  Five  Lectures  on  Protestantism,  12mo,  3s  6d WhiU<iker 184a 

"■ — — - —  Leotures  on  Christian  Developments,  12mo,  ^t   Whi^dd  1853 

' Operation  of  the  General  losueof  New  Rules,  Will. IV.  to  Vict.,  12mo,  4s  Sweet 1847 

(/.i?.)  Etchings,  smaU  4to,  10s  6<i  CundaU 1848 

Hlnst.  of  Ecclesiastes,  4to,  36  plates,  31s  dd  ;  roan,  42s  ;  mor.  73s  6d  JHckinton 1846 

^ Reflections  and  Remarks  on  Theological  Subjects,  12mo,  fis  Nitbet 1854 

—  iJ.ff.)  Statement  as  to  his  Repudiation  of  Secular  Principles,  12mo,  3s BouUton    186a 

"—  {Lew.)  Lectures  on  Civil  Engineering  and  Mechanics,  roy.  Svo,  7s  6d BaUUh^   1851 

Railway  Economy,  Svo,  Is  6ii  Simpkin    1840 

—  (Miu)  See  Smythies  (ifrs.) 

-{Mrt.M.M,)  Fortunes  of  the  Falconers,  3  v.  post  Svo,  31s  ed  Saunden  A  0.  1S46 

Kin^Konnell,  a  Novel,  3  v.  post  Svo,  81s  ed Newby    1850 

' Lady  Eleanor  Mordannt,  or  Sunbeams  in  the  Castle,  Svo,  Os Bamilton i860 

Leaves  of  Healing  for  the  Sick  and  Sorrowful,  fcap,  3s  6d,  i860 ;  4to,  2s  Hamilton  i86a 

Letters  from  Cannes  and  Nice,  Svo,  12s Hamilton  1857 

little  Millie  and  her  Four  Places,  post  Svo,  3«6(<;  12mq,  Is  HamUon  1855 
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•Gordon  (^r9.  If.  Jf.)  MaDitalof  Bomertic  Bconomy,  port  8to,  2f  ffamUtem  T858 

MotherleoB  Boy,  a  Tale,  new  edit.,  port  Syo,  5s  ;  obeap  edit,  U ffamUton  i860 

■  '     '    MoflgraTe,  a  S^tory  of  OiUland  Spa,  2  y.  port  8vo,  Slf ffope 1851 

■  Sabbath  a  Delight,  Bible  Pictures  and  Stories,  in  b«z,  ISmo,  fit J.P.Sktm  i86i 

Sir  Gervaae  Grey,  a  Norel,  8  v.  port  8vo,  81«  6d  Newb>if    1854 

Sunbeams  in  the  Cottage,  new  edit.,  12mo,  If  ;  port  8to,  8«  M HamUtm  i8$$ 

■  Woric  ;  or,  Plenty  to  Do  and  How  to  Do  it,  new  edit.,  12mo,  2t  M HamUUm  1858 

{P.)  An  Abridgment  of  Britain's  Dirtemper,  from  1689  to  1649,  4to SpaMiBg  CliA  n.  d 

Passages  from  the  Diary  of  Qeneral  Patrick  Gordon,  1685-99,  4to Spaldmg  CbA  n.  d. 


—  (RoU.)  Christ  made  Known  to  the  Ancient  Church,  Yok.  1  and  2,  8vo,  21f    ...  ThMbald    ......1854 

■  Bxpoeitionof  the  Old  Testament,  4  t.  8to,  42f Qrwmbridge  ...i%^^ 

Sermons,  8vo,  6« — red.  to  8c  6<i  Qroombridgt  ...i%^(i 

'— (&M».)  Poems,  12mo,  7»   Painter 1837 

-  (T.)  History  ef  the  Greek  B<eToIution,  2nd  ed.,  2  t.  8to,  80»— red.  to  lOt  6<i  ^.  Bohtm 184s 


^(Tho.  P.)  Digertof  Laws  of  United  States,  4th  edit.,  8to,  45« PhiktMpkia,..j%s^ 

^ (Wm,)  Demonstrations  of  the  Divine  Peirfeotions,  12mo,  2«  6e{ C.H.Lam  1847 

— — ^  Discipline  of  Phymoal  and  Intellectual  Powers,  12mo,  la  6<i C.H,Litm  1846 

Boonomy  of  the  Marine  Steam  Engine,  2nd  edit.,  8vo,  10«  M M.Tm^  1850 

■  Particular  Proridenoe,  2nd  edit.,  portSyo,  9s New  York i8j6 

(Dr,W,)  Closing  Scenes  of  his  Life,  by  Hall,  12mo,  4«— abridged,  18rao,  \aM...  Smw 1850-1 

{W,1L)  Supreme  Godhead  of  Christ,  the  Coraer-Stoneof  Chrirtianity,  p.  8to,  4f  &d  New  York 1835 

Gordon  of  Duncaim,  a  No^l,  2  ▼.  12mo,  12« BenUe^ i8$8 

<3k)rdon*s  School  and  Home  Series.     See  Appendix. 

Gore  {Oeo,)  Sparling,  and  Soofiem,  Practical  Chemistry,  port  8to,  63  6d Orr it^ 

Theory  and  Praetioe  of  Blectro-Deposition,  port  8vo,  1#  6<i    Orr 1856 

(/no.)  Evolutions  of  Field  Batteiy,  12mo,  8«  6<i Sim]^eiM 1846 

-  Scripture  Narratives  in  Verse,  with  Padms,  Hymns,  fcc.,  12mo,  S«  6<i  ...  B.P.  WUUami,  1853 


-  (if «y.Jf.)  Character  of  Duke  of  Wellington,  8^0,  la   Ridgway 1853 

<—  (Mr;)  Adventures  in  Borneo,  a  Tale  of  ShipwredL,  port  Sto,  7f  6(1 Co&wm 1849 

Agathonia,  a  Poem,  12mo,  6t Moxon  1844 

A  Life's  Lessons,  a  Novel,  8  v.  port  8to,  81s  6d Bwrtt  A  B 1856 

Ambassador's  Wife,  8  r.  port  8to,  81f  6<2,  Bentley,  1841 ;  12mo,  la RouOedffe  1862 

Banker's  Wife,  3  v.  er.  8yo,  81a 6d,  Colbum,  '43;  p.  Svo,  8a  6d;  12mo,  2a  WardALods.,.i%s^ 

Birthright  and  other  Tales,  3  r.  pMt  8vo,  81a  6d    Oolbwm 1843 

Bride  of  Zante,  and  other  Tales,  feap.  8vo,  la Kmghtdb  Son  1861 

Cabinet  Minister,  8  r.  port  8vo,  81a  6<{   BmHty  1839 

■  Castles  in  the  Air,  8  y.  post  8vo,  81a  6<£,  Benilty,  1847  ;  12mo,  2a Ward  d: Lock... iis7 

-— —  Cecil  the  Coxcomb,  8  v.  port  8to,  81a  6<2,  Bentley,  1841  ;  12mo,  2a    ...  Bo^Aedge  i860 

Courtier  of  the  Days  of  Charles  IL,  3  v.  portSvo,  81a6cl,i839;  12mo,  2a  Clarhe  x86o 

Dacre  of  the  South  ;  or,  the  Olden  Time,  a  Tragedy,  8to,  4«  M Bentley 1840 

—  Dean's  Daughter ;  or,  ^e  Days  we  Live  In,  8  v.  post  6vo,  81a  6(2    Bitrat  S  B.   ...1853 

Debutante,  8  v.  port  8vo,  81a  6<2,  BenUey,  1846;  12mo,  2a Bontledge  1861 

Diamond  and  the  Pearl,  8  t.  port  8to,  81a  6d,  Colbumy  1848  ;  12mo,  2a  KniyhtASon.  .1859 

^  Diary  of  a  Desennuytfs,  2  v.  port  8vo,  21a  CoSbwm 1836 

Dowager,  8  v.  post  8vo,  81a  6€<,  Bentley,  1840;  12mo,  la  6d RouUedye  1854 

^_ Fascination,  8  v.  post8vo,  81a  6<i,  CoVbwrny  184a  ;  12mo,  la    Kend  18^1 

——— Female  Domination,  new  edit.,  12mo,  2a      C.ff.Clarix   ...i86a 

Greville ;  or,  a  Season  in  Paris,  8  v.  port  Syo,  81a  6<{,  1841  ;  12mo,  la ikl  C.H.Clarbe   ...1857 

Hamiltons,  8  v.  port  8ro,  81c  6«{,  Saunders  A  0,,  1850 ;  12mo,  8a  %d  ...  BenOey  1850 

Heckington,  a  Novel,  8  v.  port  8vo,  81a  6d HwnitS  B,    ...1858 

Heir  of  Selwood,  8  v.  port  8vo,  81a  6dy  Cdbum,  1838  ;  12mo,  la  6d...  RouUedye  1854 

Inundation  ;  or,  Pardon  and  Peace,  a  Tale,  12mo,  5a,  1843  ;  3a  WiUovyhby    ...1857 

—— Lettre  de  Cachet,  and  other  lUes,  fcap.  8vo,  la  Knight  A  Son  ,i%6i 

Lord  and  Lout,  new  edit.,  fcap.  8yo,  ^ Knight  d: Son... i%€q 

Lort  Son,  a  Winter's  Tale,  12mo,  la Dean 1854 

' — — — Lover  and  the  Husband,  3  v.  port  8yo,  3l8  6<^ Bentley  1841 

• Mammon  ;  or,  the  Hardships  of  an  Heiress,  3  y.  port  8vo,  81a  6d  JInnt  A  B.    ...1855 

Man  of  Fortune,  and  other  Tales,  3  y.  port  8vo,  31a  6d Cdlmm 1842 

-: Maiy  Raymond,  and  other  Tales,  3  y.  port  8vo,  81a  6d Oolbum 1838 

Memoirs  of  a  Peeress,  3  y.  p.  8vo,  31a  6d,  OoUmm,  1856 ;  12mo,  2a  ...  Knight  A  Son    1858 

Men  of  Capital :  Two  Stories,  8  v.  p.  8yo,  Sla  6(2,  CoUw/m,^^ ;  12mo,  la  6<2  Jas.Bktdtwood  1 857 

Mis.  Armytage,  3  y.  port  8vo,  31a  6d,  CoUmm,  1836;  12mo,  la  6<2 Bryee 1858 

Modem  Chiyalry,  illurtrated  by  Cruikshank,  2  v.  or.  8yo,  21a   Mortimer  1843 


•  Money  Lender,  3  y.  port  Svo,  81a  6<i,  Colbum,  1843  I  I2mo,  la6<i RonUedgs 1854 

•  Mothers  and  Daughters,  3  y.  port  8yo,  31a  6d,  OoUtum,  1849;  12mo,  2a  RouUedge  i860 

•  New  Tear's  Day,  a  Winter's  Tale,  12mo,  5a,  1846  ;  2a  6(i P.Jadcson 1850 

•Ormington;  or,  Cecil,  a  Ptoer,  3  v.  port8vo,  31a6d Bwme    184* 

'  Peers  and  Parvenus,  8  y.  port  8vo,  31a  6<^  CeJhwm,  1846;  12mo,  S»  ...  Knight  A  Son..,  \t$% 
-Pin  Money,  8  y,  port  Svo,  31a  6<2,  GoUywm\  12mo,  la  6<2 Routledge  1854! 

-  Popular  Member,  and  other  Tales,  S  y.  port  8yo,  81a  6(f    Bentley  1844 

-  Preferment ;  my  Uncle  the  Barl,  3  v.  p.  8yo,  Sla  6d,  Colbumf  '40 ;  12mo,  IsBd  J,  Blackwood  ...1857 

-  Progress  and  Prejudice,  8  v.  poet  Svo,  Sla  6<£ Hmnt&B 1854 

-  Queen  of  Denmark,  an  Historical  Novel,  8  v.  port  8vo,  Sla  M CoUmrn 1845 

-  Quid  pro  Quo,  a  Comedy,  8vo,  2a  6(i    ^ Webber 1844 

-Romanoesol  BealLdfe,  12mo^  2a Knight  A  Son.,.  \%^^ 
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Gora  (ifn)  Bon- Fkndex'aManiuJ,  post  Sto;  \O96d,  iSsS-red.  to  4«    ;.  B,Bokn 185^ 

' Kapl  FaToorite,  8  t.  post  Stq,  31s  6(/,  Cotbumy  1S45  »  <<»P*  1' R&utUdgt  1862 

SeUi;  ft  Novel,  3  ▼.  post  8vo,  31s  6rf,  CoUmm,  1845  ;  12iao,  Is  6ci  ItouUedge  1856 

Sketehes  of  Bnglish  Chancter,  2  ▼.  post  8^,  21«»  BeniUy,  '46 ;  12m<s  2s  Ward  A  Lock..,i 852 

SaowStonn,  a  Christmas  Story,  \2mOy  5t,  FtMker,  1845  ;  8s    Wiliavkghby    ...1857 

Soldier  o£  I^ons,  a  Tale^  \%nMy  6s,  BaUUy,  1841  ;  2s  RouUedge  1859 

Stokeshill  Place;  op,  Han  of  Bosiness,  8  v.  p.  8vo,  81»  6<i,  '37;  12mo^  2«  Brown 1857 

*-  TtDptation  and  Atonement,  8  y.  pw  8to,  81s  6d!,  VoUhimt  *47  ;  12m0y  8s  Kniffhid: Son...i^s^ 

Two  Aristocracies,  a  Novel,  8  T.  post  8to,  81s  6ii  HvartlAB.    ...1857 

' Woman  of  the  World,  8  v.  post  Svo,  81s  6<i,  Co^frtmi,  1838  ;  12moy  2s    Bryce 1857 

— {N.N,)  Refutation  of  the  Hindn  Philosophical  Systems,  trans,  by  Hall,  8to,  9s    Triibner 1862 

GonotOana,  a  Comedy,  from  the  RossiaB  of  Griboiedoff,  post  8to,  7s  6<ii Simpkin 1857 

Gorgei  (in)  Idfe  and  A£*B  in  Hungaiy,  1848-40,  2  r.  poet  Sto,  21s Bog^ 1852 

Gorkiffl  {6.C.)  Bffioacy  of  Baptism,  in  Reply  to  Bishop  of  Exeter,  8yo,  7s  HaUhard  1848 

Few  Scattered  Bars  of  the  Reformation  Period,  8to,  17s  6d BeUADaldy...j%S7 

(G.M.)  Emy  on  Sternal  Duration  of  Future  Punishment,  Sto,  8s  6d  BeU  df£>aldy..,i9sx 

^ Treatise  on  Episeopate  of  the  Aate-Nlcene  Choreh,  12mo,  8s  6d  Bdi  it  Daldy,..iZs^ 

'  (/m>.)  (Siemieal  Analysis,  on  Cards,  for  the  Study  of  Chemistry,  7s    Bighley 1844 

Unfrequented  Paths  in  Optics,  8to,  2s  6d Highley 1855 


6«fcamGMe,  oomiOetB^  4th  edit.,  enkn^  ISmo,  Ss Painter 1850 

by  B.  F.  Moore,  5th  edit.,  roy.  8to,  18s* ^S^stis   1851^ 

Goring  {CM.)  Microgcaphia ;  or,  Bnayson  Oxy-Hydrogen  Gas  Microscopes,  8yo^  8s  6d  WhitUtker 1836 

Mieraacopical  lUust  of  Living  Objects,  by  Pritchard,  n.  e.,  8to^  10s  6d  Whiitaker 1840 

Goife  (/u.)  Fables  from  Ancients  and  Modems,  in  Verse,  12mo,  8s Smith  de  Elder  1838 

— Questions  on  Brown's  B^oettion  of  the  Articles^  12mo,  8s  6<i Parker  A  S(m...i%yi 

Sacred  Poems,  8vo,  !m JUvingUm  1841 

&)ms((?.)  Manger  of  the  Holy  Night,  &a.  Tales,  ISmo,  2s Matten 1846 

Gonie  {Dm,)  Qlostrataons  of  Scripture  from  Botanical  Seienoe,  12mo^  8s  6d  Blaektaoodt  >-i8s3 

(P./>.)Chnrchefi  and  Sects  of  United  States,  12mo,  4s    New  York 1851 

— ^—BpiseopaL Methodism  as  it  Was  and  Is,  12roo,  7s AMJbura^U.£L.„iis* 

G«to&  (/>  General  Biographical  Dictionary,  new  e.,  4  ▼.  8vo,  red.  to  81s  (M H,Bokn 1851 

Ml  (C.i.)  Denmark:  and  Germany  mnce  1815,  8to,  10s  6d Murray 1862 

Naciottality  of  Slesrig,  Svo,  Is Chapman  ik  B,  1^6 1 

Gts^sceodhttg  to  SL  John,  French  Text  and  Translation,  by  Giles,  18mo,  Is  64  ...  Oomith 186& 

Mark,  Construed  Literally  by  Dr.  Gitos,  ISmo,  2s  6d  .., C&mish 1858 

and  the  Great  Apostacy  :  Prise  Bssay  on  Romanism,  12mo,  Ss Bd.  Tract  Soe.  1852 

Extracts  for  Toung  Children,  12mo,  8s Bivington  1840 

6^  Ustthew,  Anglo-Saxon  and  Northumbrian  Versions,  4to,  10s O.Cox    185S 

-  Syriae,  edit,  by  Waltham,  8vo,  8s   ParkerdfS<m...i9so 

Notes  by  Boothroyd,  Svo,  5s BamilUm  ......1851 

— -—  and  Mark,  Paraphrased  by  Cotter,  2ad  edit.,  Svo,  4s  6d   Biviugknk  1840 

. Translated  by  Cheke,  8vo,  7s  ed    Pickering 1843 

Joha,  Arranged  in  Parts  and  Sections^  by  Forshall,  12mo^  Is  6d Longman  1859 

Compared  with  Original  Greek,  roy.  Svo,  2s  6d , Parieerik  Son,„iZsy 

'  French  and  English,  by  Bott»  12mo^  2s  6d    E.  Ward 1842 


' Measage  :  Origioal  Sermons  for  Sundays  and  Holydays,  12mo,  8s     , /.  Darling    1 8 59-60 

MwwmsTy  Magazine,  12  v.  sq.  16mo,  each  Is Bell dtBaldy  Annual 

Ksnative  Depicted  in  Miniature^  24  Photographs,  with  Texts,  16mo,  7s  6(1.. .  Bering  18 6a 

-of  Other  Daya^  ISmo,  2s    ffatckard 1853 

"  OurSaviourHarmonizedintooneNarrative,12mo,4s6(2,Pari;.,54— red.2s6(i  Houlaton  1856 

'  the  Prophet;  Exposition  of  5Srd  Chap,  of  Isaiah,  ISmo,  2s   Seeley 1851 

* ^  Scenes,  Illnstratlve  of  Incidents  in  the  History  of  Christ,  16mo,  2s J.Bugha  1846 

■ the  Essence  of  the,  12mo,  Is m. Bamilton  1862 

^vpeh and  Acts  of  the  Apostles,  in  Paragraphs,  by  Dr.  Cotton,  12mo,  8s   J.BukJ.ParkeriZsS 

' — ^  Inanged  in  Tabular  Parallels,  roy.  Svo,  7s  6d   BivingUm  1836 

CoQated  in  One  View,  by  a  Barrister,  roy.  Svo,  21s   Bat^rd 1843 

Combined  ;  oi^  Life  of  Our  Saviour,  12mo,  4s  6<i  Simpkin 1850 

■ ^  Greek,  by  Hoole,  12mo,'5s Talboy* 1850 

— — -^ Latin,  and  English,  Interlinear,  Svo,  2Ss;  with  Grammar,  81s  (id   ...  Walicn  1851 

DhBtnted  by  C.  Heath,  folio,  31s  M ;  large  pftper,  50s    Chapman  A  J7.1848 

7 — in  the  Irish  Tangnage,  with  Notes,  &c.,  12mo^  2s  6<i Partridge 1851 

Gvspsxs,  Hamiltonian  System,  new  editions,  12mo AyloU    1862 

UaUkew,  Greek,  Os— John,  French,  4s;  Greek,  6s;  German,  4s;  Italian,  4s; 

lAtia,  4s  ;  Spsnish,  4s. 

^{Jno,)  Tunes,  Chants,  A^c.,  adapted  to  Hall's  Psalms  and  Hymns,  cr.  Svo,  8s  6d  Bivington  i860 

—  [P-S.)  Manners  and  Customs  of  the  Commonwealth,  12mo,  5s Ward 1839 

Philanthropist ;  or.  Selfishness  and  Benevolence,  a  Tale,  12mo,  6s    Ward 1850 

"7" — ■ — -  Piedmontese  Envoy,  12mo,  5s    Ward 1844 

^^  (Emi.)  Abiaham  and  his  Children ;  or  Parental  Duties,  ISmo,  2s6(^red.  tols  6d  Orijbn    i86t 

— *  {Mrt.)  Memorials  of,  by  P.  H.  Goese,  ISmo,  Is  6cf Niebel    1857 

^-^  (PM.)  AquuiunL:  Unveiling  of  Wonders  of  the  Sea,  post  Svo,  17s Van  VoortL  ...1854 

— — Birds  of  Jamaica,  p.  Svo,  10s  ;  Illustrations  to,  imp.  Svo,  86s Van  Voortt. „..ii^j 

—  British  Sea  Anemones  and  Madreporea,  new  edit.,  Svo,  21s Van  Voortt  ...x86a 

*-*r- Canadian  NatnraliBt,  poet  Svo,  12s  Van  Voor^L  ...1840 

— ' — ^  BmiagB  atihd  Micmcope,  post  Svo,  8s,  i859--nd.  to  61 SocP.CJS:.  ...186a. 
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GKMM(P.J!fOHanai>ooktot]ieMutDe  Aqoariam,  12mo,  2«6<i  7. VanV&oni  ...185$ 

Histoiy  of  the  Jews,  12mo,  6f  6<2    8ocP,C.K.   ...185' 

Riven  of  the  Bible,  port  8to,  7«  6d,  1850;  2nd  edit,  6t  O.Cox    1854 

Introduction  to  ZooloBTi  2  ▼.  12mo,  12<— red.  to  8«  Soe,P,C.K.  ...1857 

— -~^ Letters  on  Natural  Histoiy  of  Alabama  (U.S.)»  12mo,  6f Morgan 1859 

-*-^ Life  in  its  Lower,  Intermediate,  and  Higher  Forma,  fcap.  8to,  fit  NitSet 1857 

■  ■         Manners,  Curtoms,  Arts,  &e.,  of  Aaqrria,  port  8vo,  8f      SocP.C.K  ....1851 

Manual  of  Marine  Zoology,  British  Isles,  2  Pts.,  12mo,  7<  6dwch. Vcm  Vooni  1855-56 


-  Monuments  of  Ancient  Egypt,  in  Relation  to  the  Word  of  God,  12mo,  2i    SocP.CK 1855 

Natural  History  of  Birds,  Mammals,  Reptiles,  12mo,  2t  6d  each SocP.CK,  2848-61 

MoHuaca,  12mo,  2$  6d  ;  Fishes,  2b  6d SocP.aK.  ...x86o 


•  Naturalist's  Rambles  on  the  Devonshire  Coart»  port  8to,  21s    Van  Voonl  ...1853 

■  Sojourn  in  Jamaica,  port  870,  14f  Lotigman  1851 


Ocean  Described,  12mo,  it6d SocP.C.K.  ...1849 

> Omphalos  :  an  Attempt  to  Untie  the  Geological  Knot,  8to,  10s  M  Van  Voant    ...1857 

-  Popular  British  Ornithology,  2nd  edit.,  sq.  16mo,  7s  6d  ;  odd.,  10s  6d  RinUUdffe  1859 

Romance  of  Natural  History,  Irt  and  2nd  series,  n.  e.,  p.Svo,  ea.  7«  6d...  Nitbet     .  ...i86o-6s 

■ Tenby  :  a  Seaside  Holiday,  port  8vo,  21# Van  Vooni    ...1856 

Text-Book  of  Zoology,  for  Schools,  12mo,  8#  M SocP.C.K, 185* 

GoeseUn  (M,)  Power  of  the  Pope  during  the  Middle  Ages,  by  Kelly,  2y.  8to,  14f Dolman 1853 

Gossip  (The),  a  Collection  of  Tales,  Sketches,  &c.,  8  vols,  port  8to,  ZUM Sannden  Ae  0,  l^^ 

Gossip's  Week,  by  the  Author  of  Reminiscences  of  the  Rhine,  2  rols.  port  8to,  ^4f...  Lomgman  1836 

Gortick  {Je$$e)  Employment  of  the  Dead,  8yo,  2s  6d    A^Ukor  1861 

Mechanical  Photography,  12mo,  S«    Steventon  i860 

«  Trader's  Journal  of  Results  for  Preyenting  Erotb,  2  e.,  obL  4to,  3s  6d  Warr 1856 

{Jos,)  Handbook  of  American  Literature,  12mo,  S«  6d Cfhamben  1856 

■  Manual  of  Music,  12mo,  3«   Cfhamben  1851 

Spirit  of  German  literature,  12mo,  2i6d    Chumben 1849 

Poetry,  med.  8vo,  4s W.SmUk   1843 


Tales,  Essays,  and  Poems,  port  8to,  Is  M    Simpkin 1849 

Gothard  (Jno.)  Thoughts  on  CuhiTation  of  Taste  in  Singing,  12mo,  Is  6<2 Longman  1848 

Gother  (John)  Catholic  Tear,  or  Daily  Lessons  on  the  Peartsof  the  Church,  p.  8to,  6s  Ih^ 1861 

■  Lessons  on  the  Feasts,  by  Fh>yort  Husenbeth,  2  ▼.  12mo,  9$ T.Jona 1846 

Sinner's  Complaints  to  Ghod,  12mo,  isM Dolman 1845 

Gothic  Manuals,  Nos.  1,  2,  and  8,  16mo,  Is  6d  each  JM.AJ,Parlxri%s^ 

Gottheil  (Dr.  (?.)  Moses  V.  Slavery:  Two  Discourses,  8yo,  Is SUnpkm i86t 

Gotthold's  Emblems,  by  C.  Scriver,  translated  by  Hoddam,  8yo,  7s    Bo&Unt^U.S,  ...i860 

Gouge  (Alex,)  Golden  Age ;  Sketch  from  Waterloo,  and  other  Poems,  12mo,  7s  6d...  A.ffaU  1854 

(Tha.)  Riches  Increased  by  Giving  to  the  Poor,  12mo,  2s,  Shaw,  1852;  Is  6d    PaHridge 1856 

— Toung  Bfan's  Ghiide  to  Heaven,  18mo,  Is  6<i    Hamilton  1836 

Gouger  (ffemy)  Two  Tears*  Imprisonment  in  Burmah,  2nd  edit,  port  8vo,  12s  Murray 1861 

(iZofte.)  South  AurtnOia  in  1887-38,  2nd  edit.,  12mo,  8s Harveg 1838 

Gongh  {€,)  Cruet  Stand  :  Selections  of  Prose  and  Verse,  2  vols.  8vo,  15s Wertkeim 1853 

(Htn.)  Manual  of  Practice  in  Office  of  Land  Registry,  12mo,  6s  6cf    Steven*  1862 

New  Testament  Quotations,  colUted  with  the  Old  Testament,  8vo,  16s    WaUon  1855 

(/.JB.)  Autobiography,  12mo,  8s6cl— red.  to  Is  6d Tweedie 1855 

■  and  Orations,  12mo,  5s,  1855;  n.  e.,  fcap.  8vo,  3s  6d...  Tweedu i860 


— —  History  of  ;  or,  Hand  of  Ftoridenoe,  new  edit.,  18mo,  lt6d  Darion  1^59 

Temperance  Orations,  18mo,  Is,  1854;  12mo,  Is  6<2 TweedU  1861 

Gooin  and  Chatelier,  Experiments  on  the  Locomotive  Engine,  4to,  7s  6(i WeaJU 1847 

Goulbum  (EM.)  Family  Prayers,  from  Hamilton  and  Swainson's Manual,  12mo,  Ss...  RimngUm  1862 

■  Human  Instrumentality  Employed  in  Man's  Salvation,  8vo,  Is JRivimgUm i860 

^. Inspiration  of  the  fioly  Scriptures,  fcap.,  3s  6<2 RitingUm 1S57 

■  Introduction  to  Study  of  the  Scriptures,  5th  edit.,  12mo,  UM    ...  Itmngton' i86z 

Lecture  on  Socrates,  post  8vo,  Is  6(i    RivingUm XS58 

■'  Manual  of  Confirmation,  fcap.  8vo,  Is  6d    RivingUm x86o 

-  Pftrish  Sermons  at  Holywell,  Ozon,  8vo,  10s  6d J/aiekard 1853 

— ^— — -— ^^  Rudimentary  Treatise  on  Philosophy  of  Grammar,  12m0|  2s Lof^fman  iSsx 

■  Sermons  at  Bampton  Lerture,  1850,  8vo,  10s  6(i    Hatchard 1850 

— ^— -'  preached  on  different  Occasions,  2  vols.  fcap.  8vo,  10s  6<2.  Rivingion 186* 

— — — — ^ Short  Devotional  Forms  for  Morning  and  Ni^^t,  18mo,  Is Rhington *^S* 

"  The  Idle  Word:  Short  Religious  Essays,  Gift  of  Speech, or.8vo,8s  6d  RivingUm 185^ 

Thoughts  on  Personal  Reli^on,  2  v.  12mo,  10s  6d;  8e.  1  v.  6s  6<f  RivingUm x86a 

Gould  {A.  A.)  Mollasea  and  Shells,  U.  S.  Exploring  Expedition,  imp.  4to^  30s    Botton,  £^.5. ....  1 S  5  3 

— ^—    Otia  Conohologica }  Descriptions  of  Shells  and  MoUosks,  8vo,  16s    BoaUm,  U.S.,  .. .  1 86a 

■  ((7.)   Companion  to  the  Microscope,  15th  edit.,  12mo,  2b  6d     Bighkg tS^$ 

——(^so.)  Open  Communion  and  the  Baptists  of  Norwich,  8vo,  5s  HamHton xS6< 

But,)  Grahams  Family ;  or.  Historical  Portfolio  Opened,  12m0|  6s    Haickard  184^ 

(Jno,)  Birds  of  Asia,  Parts  1  to  14,  imp.  folio,  each  63s Author 1850-6C: 

— ^-— •^—  Australia,  7  vols.  imp.  folio,  115/ Author  184.0^^ 

— — — Suppt.  to.  Parts  1  to  8,  imp.  fol.  each  63s Author  1850-3 


'  Synopms  of,  4  vols.  imp.  8vo,  each  25s  Author  1*37-^ 

— —  Europe,  6  vols,  imp.  folio,  Itl  8s Author  i83'a.~i 

Gh-eat  Britain,  Pt&  1  and  2,  imp.  folio,  each  63s Author x86| 

>  Century  of  Birds  from  Himalaya  Mountains,  imp.  foliO|  14/  14s AulUwr  , x  834 
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GoaU  (/iM.)  I>i«ttoiiai7  of  Bminent  Artists,  2  toIb.  fcap.  8to,  lU.. RWilmM  1838 

loooes  Avianiy  Parts  1  and  2,  imp.  folio,  each  Z5$ Auifior  1837-8 

Introdactioii  to  the  T^hilids,  or  Humming  Birds,  8to  (prir.  printed)...  Author  1861 

Mammals  of  Aastralia,  Pftrts  1  to  12,  imp.  folio,  each  68s  Author 1845-60 

Monograph  of  the  Macropodidse,  Parts  1  and  2,  imp.  folio,  each  6S«    ...  Author  i84i-» 

■  Odontophorins,  imp.  folio,  SlSa Author 1844-50 

Bamphastide,  imp.  folio,  71,  1834 ;  2nded.,  12^2*.. .  Author  1854 

Trochilidae,  6  r.  imp.  folio,  78^  1&    Author 1849-60 

Trogonidaa,  imp.  folio,  Q/,  1838;  2e.,Pt.  1,  6Si Author  1858 

(SaroA)  Guardian  Angels:  Friends  in  Heaven,  12mo,  6« Bo9ton,U.S,  ...1857 

(&B.)  Path  of  the  Jnst ;  Tales  of  Holy  Men  and  Children,  18mo,  2s Masten 1857 

\Wwk.)  Sunalpne  and  Qloom,  a  Tale  of  Modem  Life,  poet  8to,  lOs  6c{ Simpkin 1854 


6t>aldiDg  (F.  R. )  Robert  and  Harold  ;  or,  The  Toung  Marooners,  p.  8to,  2s  6(i  ;  12mo,  2s  Simpkin    1858 

Goarand(^.K)  Phreno-MDemotechny  ;  or.  The  Art  of  Memory,  8to,  lis Wiley 1845 

Goormet'a  Guide  to  Babbit  Cooking,  12mo,  Is Kent  1859 

Goorrier  (F.^.)  Natural  Catholicity;  or,  the  Church  in  S.W.  Europe,  8to,  is Rivington  1844 

Gorer  {E.T.)  Handy  Book  of  Beferenoe:  Extracts  and  Quotations,  8to,  5s   E.  T.  Goter  ...1858 

&/reme8B  (The),  12mo,  8s  6(i— red.  to  2s  6d    HoulUtm    1849 

First  Lesson  Book  for  Children,  l8mo.  Is Cox    1854 

Life  :  its  Trials,  Duties,  and  Encouragements,  18mo,  2s  Parker ds Son... 1%^^ 

GtTTenunent  Appointments  :  the  Common  Sense  of  Competition,  8vo,  Is  Ridgway    1861 

Education,  reprinted  from  Edinburgh  Beriew,  8vo,  Is  Longman  i86i 

Gorett  {RobL)  Entrance  into  the  Kingdom  ;  or.  Reward  as  to  Works,  12mo,  8s  6<2...  Nviet 1853 

Gospel  Analogies,  and  other  Sermons,  12mo,  7s  Hamilton  1844 

Prophecy  of  Isaiah  Unfulfilled,  8vo,  10s  6d Nisbet 1841 

Beyelation  of  St.  John,  Literal  and  Future,  12mo,  6s  6d Hamilton  1843 

-  Saint's  Rapture  at  the  Presence  of  the  Lord  Jesus,  12mo,  6s Nisbet 185a 


Treatise  on  Hades,  fcap.  8vo,  Is  6d (?roomM<^...  1843 

(TLA)  Scripture  Illustrations,  18mo,  Is  Wertheim  18.5J 

(t6v  (yol)  Treatise  on  Law  of  Partnership,  3rd  edit.,  roy.  8to,  18s Spettigue    1840 

Gowan  {A,ff. P.)  Reg^naldSdwyn ;  or.  Lights  and  Shades  of  Literary  Life,  p.  8yo,  10s 6d  Saundert  <£*  0.  1 851 

Gowaoa  (IT.)  Catalogue  of  Books  on  Freemasonry,  ith  edit.,  12mo,  6s New  York 1858 

&jwer  (C./'.)  Scientific  Phenomena  of  Domestic  Idfe,  8rd  edit.,  12mo,  U  Longman  1844 

(/iM.)  Balades,  and  other  Poems,  ito RojcburgheClubili^ 

Confeno  Amantis,  with  Life  by  Dr.  Pauli,  8  r.  8to,  i2s Bdltk  I>aldg...i2s^ 

Poemaquod  diciturVox  Clamantia^  ed.  H.  0.  Coxe,  ito Roxburgh^  ClubiSso 

(X«ft2)  Mediterianean  Sketches,  post  8vo,  7m  6d   Murray, 1843 

—  Pilgrimage,  and  other  Poems,  1st  and  last  ed.,  ito,  2is   Murray 1855 


(Sofli.)  Monopolograph  ;  Miscellanies  in  Prose  and  Yerse,  12mo,  6s  6d   Hamilton  1841 

Gi>wi]^  {J.8.)  Lecture  on  Normal  Schools,  8vo,  Is  Wertheim 1838 

Go««riag  ((?./.)  Sermons  on  the  Lord's  Day,  and  other  Subjects,  12mo,  6s J,H.dtJ,Parkeri%$^ 

{JJS.)  Philosophy  of  Beards,  8vo,  Is      Ipnoich 1854 

Uojder  (1>. (7.)  Autobiography  of  a  Phrendo^t,  12mo,  9s Simpkin 1857 

Philosophy  of  Aoquisitiyeness,  12mo,  2s  6d Simpkin 1838 

Sermons  to  My  Hoasehbld,  fcap.  Syo,  Udd    Simpkin i86z 

Swedenboig  and  his  Mission,  fcap..  Is 6(2 Pitman  1853 

Translation  of  St.  Matthew*s  Gospel  from  the  Greek,  12mo,  6s  6d  ...  Pitman 1854 

{Tho.)  Biographical  Sketch  of,  by  D.  G.  Goyder,  12mo,  Is  6d  ..* Simpkin 1851 

Droppings  from  the  Ciystal  Fountain,  8to,  Bt  6d  Net^)ery 1847 

Misoelkuieous  Sermons,  12mo,  7s  6(2 Simpkin 1850 

Spiritual  Beflections  for  Ereiy  Day,  2  r.  82mo,  ea.  2s ;  Y.  8  &  i,ea.  8s  Simpkin 1850-4 


Godsa  (Leon)  Adventnres  of  Prince  Hempeeed  and  his  Little  Sister,  1 2mo,  Is  6d — r.  Is  Routledge  1 849 

Giaah  (W.A.)  Expedition  to  the  East  Coast  of  Greenland,  8to,  8s  6d Parker^- Son... i^^j 

Gaee  (/.)  Annalea  of  Ireland,  edit  by  Bev.  R.  Butler Irish  Arch. Soc.iZ^z 

~  ^£o&l.)  Immanuel :  Lectures  on  Diyinity  of  Christ,  12mo,  Zs  6d Dyer  1845 

Graee  All-Sufficient ;  or.  Memoir  of  a  Deeply-tried  Sufferer,  12mo,  2s  6<i Nisbei 1855 

ajid  Slory,  fcap.  8to,  Is Seeley 185 


-Peace  ;  a  Summary  of  the  Doctrines  of  the  Gospel,  12mo,  2s  6d Nisbet., 


1855 
1848 


Darling;  or,  the  Loss  of  the  Forfarshire,  12mo,  6s  6(2    Hamilton  .1840 

Dennott;  or.  Help  for  the  Afflicted,  18mo,  U6d Rel,  TraetSoc.  1849 

Hoiward  and  the  Family  at  Glen  Luna,  12mo,  8s  6<2,  1851 — red.  to  2s  Nelson    1853 

Orerton  ;  or,  the  Service  of  the  Heart,  18mo,  Is  6d Wertheim  1851 

Graees  (Tlie)  of  Mazy,  18mo,  ls6d  Rums 1850 

Glide  Amber,  by  Mrs.  C.  W.  Denison,  12mo,  6s  6d  New  York 1858 

and  Clara,  by  Aunt  Kitty,  18mo,  Is Oreen 1850 

Gndoated  Coarse  <i  Instruction  for  Infant  Schools,  12mo,  Is  6<2 GroomJbridge  ...1853 

Seriesof  Beading-Lesson  3ooks,  fp.8vo,Bk.l,  Is;  2,ls6(2;  S,2s;  i,2s6(2;5,8s  LongvMn  ...t86o-i 

Gnaaatt  Gantabrigienffis,  Aln.  1760-18i6,  curil  J.  Bomilly,  8to,  10s  Relldt  Daldy^.i^^j 

Gzadwad  Homemm  ;  or,  the  A,  B,  C,  D  of  Homer,  with  Notes,  by  X  T  Z,  cr.8yo, is6<2  Whittaker 1862 

PamasBum,  i  Arnold,  8to,  10s  6(2    Rivington  185* 

Cazy,  post  Sto.  7s  Oreenhill   1856 

Vjper,  12mo,  7s Whittaker 1843 

Valpy,  6th  edit.,  post  8to,  7s  6d  WhiUaker 184A 

^—  Yonge,  post  8vo,  9s  (with  Appendix,  12s)    Longman  1850 

Oxady  {8.0.)  «ft4  Scotbnd  {C.H^  Law  and  Practice  of  Queen's  Bench,  12mo,  lis ...  Shaw  is  gons ...  1844 

2  a 
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Orady  (5.(7.)  Handy  Book  on  the  Diminntion  of  the  Poor  Rates,  12mo,  U  Hd WUdy    1861 

Law  of  Fixtures  and  Dilapidationa,  12mo,  li$ Stevens  1S4S 


Begifltration  of  Voten  Act,  12mo,  6f Maxwell 1843 

Gnefenham  (^ti^.)  Hebrew  Exercises,  8vo,  9« WhiUaJcer 1836 

Gr»me  (£'/fza)  Memoir  of,  by  Piteaim,  12mo,  Si6d  Seele^ 1854 

(John)  0*ConneU  :  his  Contemporaries  and  Career,  8to,  6a  Madken 1841 

Gneser  (Ohaa.)  Thesaums  of  German  Poetry,  with  BxpUnatoiy  Notes,  8vo,  6«  6d  ...  NuU  i860 

Grafted  Trees  ;  or,  the  Two  Natures,  2nd  edit,  12mo,  U  M Werlheim  1861 

Grafton  (Edw.)  Horology  ;  or.  Popular  Sketch  of  Watch  and  Clock  Making,  12mo,  1«  AyhU 1849 

(ff.D.)  Treatise  on  Camp  and  March,  12mo,  5$ ^ BoUm^U.S.  ...1854 

Graglia  (C\)  Italian  Dictionary,  ISmo,  8c  6<£,  B.Bohn  ;  new  edit,  18mo,  is  6d WhiUaker 1861 

by  Blanc,  82mo,  8«  6d  RmUledge  i86a 

Graham;  or.  Tenth  and  Manhood,  post  Sto,  7«  /.  CftapmoM  ...1850 

Graham  (ii.)  Poems,  12mo  (priTately  printed)  Jleatan^ Son... i%s^ 

{Arch.)  Means  of  Ameliorating  India,  18mo,  2a Whittaker 18}; 

(Auat.)  May-Blossom  ;  or,  Shadows  Across  the  Hearth,  2  y.  post  8vo,  21«  Newbjf   1861 

Parson  and  the  Poor,  a  Tale,  8  ▼.  post  Sto,  81«  6d   iVetody    1859 

—  (/>.  Jun.)  Treatise  on  Courts  of  Law  and  Equity  in  New  Tork,  8to,  80< New  York 1839 

— and  Waterman,  Principles  of  Law  in  granting  New  Trials,  8  r.  8to,  96f  New  York 1855 

(BJ.)  Mamma's  Scriptural  Stories  for  Children,  16mo,  8t  6d Dean 184S 

• Scripture  History  for  Children,  16mo,  0s    Dean 1849 

Snow-Drop;  or.  Fraternal  Offering,  18mo,  1«  6rf  Dean 1836 

{P.)  Lectures  on  the  Science  of  Human  Life,  roy.  8to,  6f Horaell  1849 

Maud  Bingley,  a  Tale,  2  v.  12mo,  12# BeUADaldy  .1858 

Visits  to  the  Zoolofdcal  Gardens,  cr.  8to,  2s,  1855— red.  to  Is  6cl BouOedge  1861 


{P.J.)  On  the  Potato  Disease,  8vo,  2«  ;  cold.,  8«  Longman  1847 

(Oen.)  Memoir  of,  edit  by  his  Son,  CoL  J.  J.  Graham,  cr.  8to,  12«    BamiUon  i86a 

{Geo.)  Cantone  Rectory,  8  r.  poet  8yo,  81s  6d Hunt  A  B i860 

(O.P.)  Art  of  English  Composition,  12mo,  7s,  1840  ;  new  edit,  fit    Longman  1861 

Chart  of  English  Sorereigus,  8yo,  5a Longman   1843 

English  Grammar  Practice,  12mo,  ia6d LongmtM  1861 

SpelUng  Book,  12mo,  Is  6d Longw^an  1847 

Style,  with  Sketch  of  the  Language,  2nd  ed.,  fcap.  8vo,  8s Longman  186a 

Synonymes  Clsnified  and  Explained,  8rd  edit,  12mo,  6a    Longman  1858 

■  Essay  on  Musical  Composition,  4to,  9s   Simpkin 1838 

First  Steps  to  Latin  Writing,  12mo,  1836;  new  edit,  4s Longman  1844 

Helps  to  English  Grammar,  ISmo,  8s,  1843  ;  fcap.,  2s  6d   Longman  1861 

Songs  of  Scotland,  adapted  to  Appropriate  Melodies,  r.  8to,21s— r.  10a  6d  SimjJsin 1856 

Studies  from  the  English  Poets,  for  Schools,  12mo,  7s Longman  185a 


(O.P.)  Merchants*  Counting-Honse  Companion,  roy.  8vo,  25s,  1861 — red.  7s  6d  Tegg  i86a 

{laah.)  Letters  of,  edit  by  Marshall,  12mo,  6s  Hamilton  1839 

Life  of,  post  8to,  6ayDun€anf  1838— red.  to  is ff.  Bohn  1846 

-  (/as.)  Essays  for  Family  Reading,  12mo,  4s  Baialer  1843 

-  (/no.)  Compositor's  Text-Book,  12mo,  2a  6d Orijfin    1848 

Qwffnj  Rudel ;  or.  Pilgrim  of  Love,  a  Poem,  8vo,  fis Boone 1836 

History  of  Ireland,  1689-1691,  12mo,  6s  JadkaondiW,    1839 

-» Poems,  Sacred,  Didastic,  and  Descriptire,  fcap.  8to,  fis   Judd  di Glasa...i%bi 

Siege  of  Londonderry,  a  Dramatic  Dialogue,  new  edit,  12mo,  fis   Orootnbridge  ...1841 


{Sir  J.)  Inaugural  Address  at  Glasgow,  8vo,  2s  6<2 Hamilton 1839 

— -  {J.O.)  Introduction  to  the  Art  of  Reading,  12mo,  2s  6d Longman  1861 

— {LtCol.)  History  of  the  Progress  of  the  Art  of  War,  post  8vo,  7a  6d BenJUeg  1858 

{Mar.)  See  Calcott  (Lady). 

{M.J.)  Letter  to  a  Young  Pianoforte  Player,  12mo,  Is  6d Ward 1838 

Memoir  of,  by  Rev.  C.  Bridges,  new  edit,  12mo,  fis Sedeg 1859 

Test  of  Truth,  7th  edit,  16mo,  8s,  SeeUy,  1841  ;  Is   Simfkin i86r 

• {Pd.)  Topographical  Dictionary  of  Palestine,  8vo,  7s  6rf Anther  1850 

(Bobt.)  Commentary  on  the  Epistle  to  Titus,  12mo,  2a6d Nubet    i860 

-  {B.H.)  Report  of  the  Water  Cure  at  Grsfenbeig,  Svo,  6s Longman  1844 

—-  (Syl.)  Lectures  on  the  Science  of  Human  life,  new  edit,  12mo,  6s  Horaell 1854 

— to  Toung  Men  on  Chastity,  18mo,2s6d,JSos(on,£^.iS.,39;12mo, 2s  Horaell  1844 

Philosophy  of  Sacred  History,  12mo,  6s Horadl  1859 

(jT^.)  Chemical  Reports  and  Memoirs,  8yo   Cavendiah  Sac  1848 

Elements  of  Chemistry,  by  Watts,  2  y.  Sto,  40s   Bailliira    ...1850-9 

Outlines  of  Botany,  12mo,  Is  ;  for  Families  and  Schools,  12mo,  8s Boone 1848 


<—  {T.J.)  BestMethodof  Improving  Health,  6th  edit,  12mo,  9s Simpkin 1851 

'  Essay  on  the  Cold  Water  System,  2nd  ed.,  Svo,  7s  6d  Simpkin 1843 

-— ^— — «  Managemenfand  Disorders  of  Infancy  and  Childhood,  12mo,  10s  Simpkin 1853 

^— -»  Modem  Domestic  Medicine,  12th  ed.,  8to,  16s Simpkin 185! 

■  Obsenrations  on  Disorders  of  the  Mind  and  Nerres,  8to,  Za6d   Simpkin 184I 

—   On  Preaching  and  on  Popular  Education,  12mo,  fis   Simpkm 185c 

Treatment  of  Scarlet  Fever  and  Measles,  8to,  Is  Simpkin 186] 

■  —  Treatise  on  Diseases  of  Females,  7th  edit,  8to,  lis Sin^phn 1861 

Indigestion,  4th  edit,  Svo,  Ba6d Simpkin 183J 

{Wm.)  Fifty  Songs  of  Zion,  12mo,  Is Partridge 185" 

■  '    Genealogical  and  Historical  Dii^^nonsy  from  9thCent  to  Pk«Bent^4to^4i  fid  iSlu^^       i86j 
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Graham  (Wm,)  JoidtnuidiheBliixie:  BeddenoeinSyriaand  Geniian7,8TO,10«6<f — r.ds  Partridge  1854. 

.  Popular  Readings  <»i the  RevelaiionB,  12mo,  1<  6d Crroomftrtdjgre  ...1854 

Prineiplea  of  Blocation,  -with  a  Selection  of  Pieces,  12mo,  2«  6d Chambers  «.  d, 

Spirit  of  LoTe,  an  Bxpositionof  lot  Epistle  of  St.  John,  post  8to,  7s  6d  SetUy i%$j 

(Fr.A.)Coimti7MiuingB:  or,  Poems  Sacred  and  Secular,  12mo,  3« Kent  1861 

Gnhsme  {P.R.)  The  Archer  and  the  Steppe,  a  History  of  Russia,  cr.  8to,  10«  6(i ...  Jas-Blackteood  i860 

(/«.)  History  of  North  America,  4  v.  8yo,  50s Smith  d:  Elder  1835 

Remarks  on  American  Slavery,  8vo>  ^  6d Smith ds  Elder  184a 

The  Sabhath  and  other  Poems,  Illnstrated,  sq.  8to,  10»  6d  Ni^et 1856 

(/»o.o/C2a«erAm(M)  Letters,  1678-1689,  4to    Bannatyne  CI.  i8i6 

Gniiiger  (A.i>.)  On  CnltiTation  of  Or^gpuiic  Science,  8to,  2s   Bighley 1848 

Stmctore  and  Functions  of  the  Spinal  Cord,  8vo,  7s  Highl^ 1837 

{Wm,)  Battlee  and  BatUe  Fields  of  Yorkshire,  12mo,  3s,  1854;  2s  6d A.Ball 1856 

Histoiy  of  the  Castles  and  Abbeys  of  Torkshire,8TO,10«  6<2,  55  ;  r.  6s  WhiUaker 1859 


Gnmmsr  and  Dictionary  of  the  Dakota  Language,  4to,  S6s   TrUbner 185s 

Lessons,  by  a  Lady,  18m0)  2s  6d  Bodwell 1841 

of  Law,  by  a  Barrister,  12mo,  6s Virtue    1838 

• School  Clasdes.     See  Appendix. 

The  Key  Stone  of,  laid,  18mo,  2« ffatchard  1843 

StvnsKmt  (Ct,)  Memoirs  of  Court  of  Charles  XL,  post  8yo,  8s  6d    B.  Bohn 1846 

Gnuisda  (L.de)  Considerations  on  Mysteries  of  the  Faith,  fcap.  8vo,  8t    Masters i86a 

Grud  Gontrsst:  God  and  Man  set  forth  in  an  Epitome  of  Holy  Writ,  8to,  10s  6<i...  ffamilUm  1854 

Historical  Pictures,  oU.  folio,  5s;  cold.  7s  6d Cundall 1848 

6Tud£ither  Whitehead's  Catechism  on  Natural  Philosophy,  &c,  12mo,  Is  6d HouUton    1856 

Gcandmeaa  {F,)  Gonyersations  Fftmilidres,  par  Thibaudin,  13th  edit.,  12mo,  3s Simpkin 1861 

• First  Steps  to  Italian  Conyersation,  16mo,  8s Ward 1853 

—  Qrammaire  Fran^aiae,  new  edit.,  8vo,  7s Simpkin 1847 

■ Petit  Pr6oepteur;  or,  First  Steps  to  Conversation,  23rd ed.,  16mo,  8s  Ward i860 

^r^fidaama  Wise  ;  or.  Visits  to  Rose  Cottage,  18mo,  \s%d  JUl,  Tract  Soc.  1858 

ljnffiJmama*8  Present  Book  for  the  Dear  Little  Folks,  Illust.,  snp.-roy.  8yo,  2i  6<2  ...   Ward  A  Lock  .  i860 

Goodmother  Gregory's  Treasury  of  Knowledge,  18mo,  Is Holmes  1850 

Lee's  Portfolio,  illusiarated  by  H.  Billings,  square,  5s  BoH4m,  U.S.  ...1856 

Gnudootber's  Money,  3  v.  post  8yo,  31s  6(i,  i860  ;  cr.  8to,  6s   Hurst  A  B,    ...i86s 

<7nQdptpa's  Missionary  Stories  for  the  Toung,  12mo,  Is Snow  1859 

Gnodpierre  (J.H.)  BelieTer*s  Guide  to  the  Holy  Communion,  18mo,  2s  6d—Ted,  Is  6d  Nisbet  1849-60 

Sermons,  translated  by  Mrs.  Wingfield,  8to,  2s  NiAeA 1842 

' on  Doctrines  of  Christian  Religion,  8to,  8s  6<i Hamilton  1844 

Sorrow  and  Consolation,  Meditations,  12mo,  5s  Nisbet    1840 

GfiadrOle's  Hlustrmted  Fables,  roy.  8vo,  14s   Bogu€ 1839 

''UK  {Mit»)  Memoirs  of,  from  her  Papers,  2nd  edit.,  12mo,  3s  6(2   Niebei 1842 

'^^er(ifid^  Conferences  upon  Homoeopathy,  post  8yo,  2s  6cf ZsatA<f;i2oss... i860 

Bights  of  Man  in  the  Domain  of  Medicine,  8to,  Is    LectthdgBou  ..,1860 

'^niay'i  Story  Box  ;  Tales  for  Children,  16mo,  2s  6rf Piper 1858 

Gnat  {Mn.Afmeof  Laggan)  Letters  from  the  Mountains,  2y.  p.8T0,21s-  red.to  10s  M  Nattali    ...1845-53 

Memoirs  of,  by  her  Son,  8  v.  p.  8yo,  31s  6d — red.  to  12«  Nattali  1844 

'  Touchstone ;  or,  the  Claims  of  True  Religion,  18mo,  2s  6(i  Niibet 1 841 

— -(ist)  Historical  Sketch  of  the  Crimea,  12mo,  3s  6<2 BdlAHaldy  ...1$$$ 

' ^  SermoDB  at  Bampton  Lecture  for  1843,  8to,  10s  6d — ^red.  to  Os Rivington  ...1844-5 

—  {itak,)  Manners,  &c.,  of  the  Nestorians,  or  Lost  Tribes,  12mo,  ^  1844;  Ss  ....  Theobald    1855 

—  U.it)  Proee  Translation  of  the  First  Book  of  Plato's  Republic,  12mo,  Is  6(i ...  BtU  de  Daldy  ..1849 

■ ^-- Treatise  on  Plane  Astronomy,  Pt.  1,  8vo,  6s    MaemiUan    ...1850 

(A)  New  Beginning  for  New  Beginners,  12mo,  2s  Ward  4s  Lock  ,1%^ 

^- OratioDS  to  the  Oratorians,  8vo,  Is   Ward  ds  Lock., i%$i 

Popular  Elevation  the  WoiiL  of  the  People,  8vo,  Is Orten 1851 

' Rescue  of  Faith,  a  Vindication  of  the  Cross  of  Christ,  Svo,  Is Ward  <t*Xocik..  18 6a 

*" — and  Holyoake,  Discussion  on  Secularism,  12mo,  Is  6d    Ward 1856 

-^(CWtt)  Notes  of  a  Trip  to  Rangoon  in  1846,  imp.  8to,  10s  6d  TAodter 1853 

~ — (C.FF.)  Bombay  Cotton,  and  Indian  Railways,  roy.  8to,  5s Longman  1850 

Indian  IrrigEtion,  8vo,  Is  Smith df  Elder  .1854 

—  500  Questions  on  Franeillon's  Law  Lectures,  8to,  Is    BtUterworths  ...i86x 

—  [Daw,)  Beauties  of  Modem  British  Poetry,  12mo,  4s  6d,  1845;  3s  6d    Nelson  1848 

—  (^is.)  Holiday  Rambles;  or,Peepe  into  the  Book  of  Nature,  12mo,  3s  6(i— r.  Is  M  RoutUdge  1856 

(<r».)  History  of  Useful  Inrentions,  12mo,  Is  6<l Partridge 185a 

Panorama  of  Science ;  or,  GKiide  to  Knowledge,  12mo,  Is  6d    Partridge  185a 

—  {Btard.)  Chancery  Ptsctice,  1846,  6th  edit.,  2  r.  post  8to,  38s  Maxwell 1845 

■ — -— Questions  and  Answers  on,  12mo,  6s Maxwell    1839 

—  (Abr.)  Ariiluiietie  for  Schools  and  Families,  18mo,  2s  6d  Chri^ds  P....i%^i 

Young  Children,  18mo,  Is  6<i  Griffith dk  F.  ...1853 

"*" Second  Stage  to,  with  Memoir,  new  edit.,  18mo,  8s Bell  Jk  Daldy.  ..1Z61 

Drawing  for  Young  Children,  16mo,  8s  6d;  with  Exercises,  incase,  7«  6d. . .  HouUton    1 861 

*~^ Bzereiaea  for  Improvement  of  the  Senses,  18mo,  Is  6d Darton  n.d. 

— Geography  for  Young  Children,  new  edit.,  18mo,  2s  Belldf  Daldy. ..iZ6t 

•*"— Pta^ical  Geometry  for  Schools  and  Workmen,  12mo,  Is  6rf  Oroombridge  ...i86a 

-*-"<i/13f.)  Abounding  in  the  Work  of  the  Lord,  18mo,  Is  Nisbet i86a 

-— -~  Fofj^ToneiB  of  Sins  and  Reconciliation  to  God,  18mo,  Is  , NiAei i86a 
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Grant  (Joi.)  Adrenttires  of  an  Aide  de  Camp,  8  t.  post  8to,  Slf  M.  1848  ;  12m6,  2«  Itovdedffe  18  < 

— '-^— ^  Arthur  Blane  ;  or,  the  Hundred  CuiraMiers,  a  Tale,  IZmo,  2$ RoutUdge  x8| 

— ^  Bench  and  the  Bar,  2  ▼.  post  8to,  21« CoUntm iSi 

■■  Bothwell,  a  Romance,  8  y.  postSvo,  81«  6d,  Pwrry,  1851;  12ino,  &  ...  RoniUdffe i8< 

Biitiah  Senate  in  1886,  2  y.  8to,  21«  CoOnim i8- 

— 1- Captain  of  the  Quard,  12mo,  2$   RmdUdgt  i8< 

— CavalierB  of  Fortune  ;  or,  British  Heroes  in  Foreign  Wars,  post  8to,  5«  RofuStdge  i8< 

'  Dick  Bodney;  or,  the  Adyentares  of  an  Bton  Boy,  illust.,  feap.  8yo,  6s  RcnUtUdge  xS( 

—— Frank  Hilton  ;  or,  the  Queen^s  Own,  12mo,  2»   Bovl&eigt  18.1 

'  Great  Metropolis,  2  series,  2  y.  poet  8yo,  each  21f ^•1142^^0.1836 

«——— Harry  OgiMe ;  or,  the  Black  Dragoons,  12mo,  2«  BouO^dgt  i8« 

<— — — —  Hollywood  Hall;  or,  Lucy  Arden,  12mo,  6«;  new  ed.,  fcap.,  2t  Jt(mtUdg€...i%s^l 

— — ^-^— —  Impressions  of  Ireland  and  the  Irish,  2  y.  post  Svo,  21s    €hinfUnffham,...ii^ 

«— — Jack  Manby,  his  Adyentnres  by  Sea  and  Land,  Illost.,  fcap.  8yo,  6$    ...  RatUledge  i8< 

— -—  Jane  Seaton,  a  B.omaaoe,  poet  8yo,  7«,  1853  ;  12mo,  2s JlonUedge  18' 

Joseph  Jenkins,  8  y.  poet  Syo,  81s  M 8aMndend:0.  i9i 

>  Lauia  Byeringham  ;  or,  Highlanders  of  Glen  Ora,  new  ed.,  fcap.  8yo,  2i  J!to%Uledffe  i8( 

-^—  Law  relating  to  Bankers  and  Banking,  1866,  post  8yo,  18«    SutUrwrihi  ...181 

— Lcgendaof  the  Black  Watch,  l2mo,  2s    Routitdge  i8j 

Lights  an^  Shadows  of  London  Life,  2  y.  post  8yo,  21« SawutenA  0.  18^ 

Blary  of  Lorraine,  an  Historical  Bomanoe,  12mo,  2s  RmtUedgt  i8( 

^-^— —  Memoirs  and  Adyentures  of  Sir  John  Hepburn,  post  Syo,  8f Bladtwoodi   ...i8( 

Memorialfl  of  Bdinburgh  Castle,  post  8yo,  7$  ^  ;  2nd  edit.,  fcap.,  8«  M  Bladntoodi  itso-t 

James,  Marquia  of  Montrose,  poet  8yo,  6s    Rtmtledge 18 


Metropolitan  Pulpit,  2  y.  post  Svo,  21s Vvrhu    i8j 

Oliyer  EUia;  or,  the  Pusiiiers,  fcap.  Sto,  2s  RoutUdge i8( 

Original  Hymns  and  Poems,  8rd  edit.,  12mo,  2s ffamUt&n  i8< 

Paris  and  its  People,  2  y.  post  8yo,  21«   Saundert  A  0.  18^ 

Phantom  Regiment;  or.  Stories  of  Ours,  12mo,  2« C.  H.  Of<irle...i8i 

Philip  Rollo  ;  or.  Soot.  Musketeen,  2  y.  post  8yo,  16s,  1854  ;  12mo,  2s  Rmdhdge i8< 

Pictures  of  Popular  People,  roy.  8yo,  6s  6d Ft'Hae    18^ 

Plea  for  Weekly  Communion,  18mo,  2s Ward 18^ 

Portraits  of  Public  Characters,  2  y.  post  8yo,  21s   8a/midenA0.  i8<| 

Random  Reoolleetions,  House  of  Commons,  post  8yo,  10s  6({ Smitk  ie  Elder  183 

-  Lords,  pobtSyo,  10s 6(i   SmithdeSldtr  i%\ 


— — ^— ^— Lords  and  Commons,  2nd  ser.,  2  y.  post  8yo,  21s  CcUmfn 183 

Romance  of  War,  4  y.  in  2,  post  8yo,  21s,  Colbwmy  1848-50;  12mo,  2s  R&villGige  i8j 

Run  throng  Continental  Countries,  2  y.  post  8yo,  21s  RauXUdge  i8f 

Scottish  Cayalier^  8  y.  post  8yo,  81s  6d,  Colbum^  1850  ;  12mo,  2s R^ntUdge  i8< 


Sketches  in  London,  8yo,  18s,  Orty  1838;  post  Syo,  2s Ward  df  Lock  .i8< 

Trayels  in  Town,  2  y.  post  8n>,  21s RetdUjf  183 

--■^ Treatise  on  Law  of  Corporations  in  General,  1860,  roy.  8yo,  26s Buttentor^  ...181 

— — -—  Walks  and  Wanderings  in  World  of  Literature,  2  y.  post  8yo,  21t  &»Hnden  ^  0.  t8j 

-i — *- Yellow  Frigate  ;  or,  the  Three  Sisters,  12mo,  2s RouUedgt  18^ 

•(John)  Queen  Yietoria's  Visit  to  Scotland,  18mo^  Is Simpkin 18^ 

•  YiewBof  Elgin  Cathedral,  4to,  Is OraiU i8j 


(/oAms.)  Discourses,  8yo,  10s  6cl ffaUkard 18^ 

Sermons  for  the  Tear,  2  y.  8yo,  20s Haiekard 181 

Sketches  in  Diyinitj,  8yo,  12s  Haiekard i8^ 


'(Jos,)  Tales  of  the  Glens,  kc.,  12mo,  6s  6d  WaMonnu  ...18 

(/.)  Gallery  of  Portraits  from  his  Pictures,  folio,  42s  ;  proofe,  84s   ColnagM   i8« 

— (Ifrs./.)  Memoir,  by  W.  W.  Campbell,  12mo,  2s6<i ITtfcy '*^ 

(/.(?.}  Madonna  Pia,  and  other  Poems,  2  y.  fcap.  8yo,  16s    Smiik  ds  Odtr  18^ 

— -  (J,CrB.)  Wife  Hunter  and  Flora  Douglas,  Tales,  3  y.  post  8yo,  81s  M  BenUey  18^ 

—  (J.P.)  Christian  Soldier,  Memorials  of  Major-Gen.  Sir  H.  Etayelock,  8yo,  Is  ...  Berger  i8i 

{L,K,)  Nlnfa,  a  TiOe,  from  tlie  German,  post  8yo,  10s  6rf ParixrJtS<m...i%i 

—~(Ao6<.)  History  of  Physical  Astronomy,  8yo,  16s Baldtrin  ...1849-! 

Kapioiani,  and  other  Poems,  post  8to,  6s ffeO^ard i*^ 

•>—-^5»rJ2.)  Sacred  Poems,  8yo,  1839;  new  edit.,  6s SatMder$  i*^ 

(/{.J?.)  Classification  as  to  the  Animal  Kingdom,  18mo,  8s  6<<    BaUlUre   ^h 

■     ■  Distributaon  of  Bxtinct  Animals,  18mo,  8s  6<i BmUiht ^M 

■  Medical  Profession  in  England,  8yo,  2s  6<<  BmUiirt   ^^ 

^—— Outlines  of  Comparatiye  Anatomy,  Svo,  28s    J9atMt^    i*^ 

lobular  View  of  the  Primary  Division  of  the  Animal  Kingdoms,  8yo,  ds  WaUon i^ 

-  (2%om%)  Moated  Farm,  post  8yo,  10s  6d Jaa.Bkiekvooditi 

Gnmfs  Farm  Journal,  2Bdedit»,  fol.,  16s Lirngman  1*^ 

Penny  Wedding,  4to,  ^s  ;  India  paper,  7s  6d OraiU »'! 

Grantham  {Jno,)  Facts  and  Obseryations  in  Medicine  and  Surgery,  8yo,  7s  6(2 t^tireAttt  )8| 

Iron  Ship  Building,  8rd  edit.,  12mo,  2s  M ;  with  Plates  in  foL,  26i  Latkwod it^ 

— — —  On  Iron  as  a  Material  for  Ship>building,  8yo,  new  edit., 6s Weah '* 

{KB.)  Treatise  en  Public  Slaughterhouses,  8yo,  4s Weale »* 

Grantoff  (0.)  Janet  Mowbray,  8  y.  post  8yo,  81s  6(i ffwntdfB. i> 

Granville  {A.B.)  Catechism  of  Health,  18mo,  6» Colbum i^\ 

Essay  on  the  Royal  Society  of  tiie  19th  Century,  Svo,  6s    Churehili i^ 

<3hiide  to  the  Mineral  Waters  of  Kissengen,  8yo,  6s  ;  lamo,  8«  M    ChmrekUl  i^ 
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GiunOe  (i.^0  HiuidlMMk  io  HoiBpriiigB  of  Bftih,  l^o^^fid  !...  Bd^ 1841 

Hev  to  IVeTent  Saddm  Death,  p.  8to,  7#  W,  1854;  fcap.,  2<  6(2  «  Churckill  1856 

^KevMinenl  Baths  due  in  Qennany,  12mo,  2f Oardm  1856 

-  Frinei^  and  Pnetioe  of  Counter  Irritation,  SrOi  7« CkurchiU   ......183^ 

oftcftdiof  the  Minenl  Spring!  of  Yiehy,  8to,  6f CkurehiU  1859 

I  of  Bo^aad,  Northern,  post  8to,  15<. ;.  CoUmm 1841 

Midland  and  Sonthem,  3  ▼.  poeft  Sro,  ISt Coibum 1841 

Complete  in  2  t.  post  8to,  24f~red.  to  16$  ff,  Bchn 184a 

—  Germany,  8vo,  18«,  CoUmm^  1838— red.  to  9« E.  B<^n 1843 

•  Reyisited,  8to,  4a  ed OoUmm 1843 


The  Sombal,  New  Asiastic  Remedy  for  Nerrotis  Dieeaeea,  8vo,  U  6d  CkurehiU  1859 

— {J. JT.f.)  Sores  of  Lsaunii,  Fire  Sermons,  post  8to,  ZiM JUivinffton  i8$9 

GiutiUe  Wykeham,  an  Historical  Konaanoe,  3  r.  sul  8tO|  S1«  M-^-red,  to  12s Sasiu 1835^ 

Gnpel  (fFfli.)Soiii«es  of  the  Roman  Ciril  Law,  8to^  6s BeUttIkUdy.,.\^7 

GnpUe lUutnlioiiB of  Animals,  foL  42s v VaHy 1843 

QlMtntoref  Nature  and  Art,  8yo,  6s    ffodwnASon  .1838 

6ruB ((Tmi.) oMf  James,  Italian  and  Boglidi  Dietionacy,  12mo»  6s... i...   WiUiamaAN,  1854 

Gntrix  (</«.)  Semnma,  post  8to,  6s Simpkin 1843 

daily  (i.)  Koath  of  Mary  Coneeired  without  Sin,  translated,  ]8mo,  8s T.  Riehardmm  i860 

€nttu(a/.)%etehof  the  Hutory  of  Fhrliamentary  Reporting,  ftc.,  18mo,  2t ;  Pitman i860 

(JTea.)  Life  and  Times,  by  his  Son,  5  y.  8to,  70s   .*...  (Mmni    ...1839-45 

Speeches,  Selection  from,  8to,  8s Simpkin 1845 

(iUdL)  OoBsidezatioBS  on  the  Human  Mind,  8yo,  6s Manwaring  ...t86i 

(T.e.)  Agnes  de  Mansfeldt,  12mo,  8s  M,  BenOeff^  1849  '*  ^^o»  ^'  ^  ^*  ^-  Clarke.. .i%st 

Beaten  Paths  and  Those  who  Trod  Them,  2  y.  post  8yo,  21s Choimcm  A  J7.i86l 

-----«  Qigot's  Hut,  12mo,  Is  6rf BifMMAM,  ...1854 

—^  CiyiHsed  America,  2  y.  8yo,  28s  Bradlmty l86t 

-Gofseof  the  White  Lady,  and  other  IMes,  12mo,  Is C.H.ClarkB  ...1857 

-fibglaiid  and  the  Disrupted  States  of  America,  2nd  edit.,  Is Ridgway    1861 

-  Forfeit  Hand,  and  other  Tales,  12mo,  Is C.  H.  Clarti  ..1857 

-  Heiress  of  Bmgee,  aTkle,  12mo,  8s  6ii,  BentUy^  1849  ;  2s C.  H.  Clatht...\t^t 

-  Highways  and  Byways,  1st  At  2nd  series,  12mo,  bds.  eaeh  Is  ;  d.  Is  M  Simna  A  M,  1847-8 

8rd  series,  12rao,  Is  6(2 T.Hodgsim 1848 


-History  of  Switaerland,  12mo,  ^»y  1848— red.  8s  6ci Longman  1858 

-  -  the  Netherlands  to  1830,  12mo,  6s^  1849— red.  to8s  6(i...  Lmgman  1858 


Jaoq[neliae  of  Holland,  12mo,  3s  6<i,  BmUey,  1849;  Is  6<2 Sodgaon 1857 

Legends  of  the  Rhine,  12mo,  8s  6<{,  BtnOey  ;  Is C  IT.  Clarke  ..i860 

Msiter  Fkasion,  and  other  Tales,  8  y.  poet  8yo,  81s  6ci  Colbum 1845 

(Wm.)  Adyintores  of  the  Connaught  Rangers,  2  ser.,  2  y.  poet  8yo,  ea.  21s...  Colbum   ...1847-51 

Qnal  (C.)  Xatyaljanayanita,  a  Yedanta  Poem,  8vo,  16s WiUiamiAN.  1855 

Oa»el^  FttsHy,  the  History  of  the,  by  L.  N.,  18ffiO,  2«  6e( Niibet    1862 

GnveDi^ger,  by  Author  of  Scottish  Heiress,  3  y.  post  8yo,  81s  6«( Newlyy   1843 

CnrerThoeghtBof  a  Country  Parson,  fcap.  Syo,  8s6c{.... Strahan 1861 

GsTu  (ii./.)  Girlhood  and  Womanhood,  post  8yo,  6s   Wiley 1844 

-  Wosaan  in  America,  18m«>,  8s  New  Y^k 184a 

* >  </(Bi.)  oaci  Prim  (J.O.A.)  History  of  St.  Canioe  Cathedral,  Kilkenny,  4to,  428  Simpkin 1857 

{/,1L)  Tnah  and  Sufierin^i  for  Religious  Liberty  in  New  England,  18mo,  2f  M  Naehffille  1 8  $8 

{/Udi.)  Works,  with  life,  by  his  Son,  4  y.  8yo,  56s->ied.  to  28s  ff.Bohn 1840 

'  Cahiirfattc  Ptedeetination  repugnant  to  Scripture,  8yo,  6s Simpkin  1859 

' — "■  Church  of  Bugland  yindicated  aa  to  Baptism,  12mo,  2s  M   Painter I841 

•: Lecttares  on  the  Pentateuch,  6th  edit.,  8vo.,  14s— red.  to  9s ff.Bokn I839 

Select  Scriptural  Proofs  of  the  Trinity,  8yo,  6s    Bitfington  1840 

~— -(A/.)  Clinical  Lectures  on  Practice  of  Medicine,  8yo,  18s,  43  ;  2  y.  24s ....  Longman 1848 

Gariem(f. /.<is  2a)  Sketches  of  the  last  Nayal  War,  2  y.  post  8yo,  18f  Longman  1848 

Gny  {And.)  (hmpA  Contrasts  and  Parallels,  Sermons,  ed.  hy  Candlish,  p.  8yt>,  IDs  6d  ffamHion  1861 

— Religious  Works,  by  Tweedie,  8yo,  9s Matthewa  1839 

H^ias)  Betsaisal  Text-Book,  5th  edit,  te-written  and  enlarged,  8yo,  10s  6e{ ...  New  York 1858 

"-*-' Botany  for  TouDg  People  and  Common  Sehoola,  sm.  4to,  6$ New  York 1858 

• • of  United  States  Bzploring  Bxpeditioo,  4to,  68s    New  York 1854 

' First  Lessons  in  Botany  and  Vegetable  Physiology,  8yo,  6s  New  York 1857 

•~— Free  Bxamination  of  Darwin's  Treatise,  8vo,  Is  6^   TrObner 1861 

Geneis  of  FUnU  of  United  States,  V.  1  &  2,  8yo,  i^tes,  ea.  81s  M  ...  New  York  ...1848-9 

—- Msnual  of  Botany  of  Northern  United  States,  cr.  8yo,  48  ;  2  e.,  14s.. .  New  York 1856 

^~  (i.2l)  Twin  PupiU ;  or,  Bducation  at  Home,  a  Tale,  12mo,  7s  6(i— red.  to  6s  .  ZTotdUiiYi...  185 2-61 

—  <Cla.)  lays  and  Legends,  12mo,  7s  6<i    » Bogue 184s 

"--(X^acuQ  The  Luggie,  and  other  Poems,  with  Memoir,  &e.,  feap.  8yo,  5s MacmiUan 1861 

— iPrtd.)  Automatie  Mechanism  as  to  Artificial  Limbs,  Im:.,  2nd  edit.,  8yo,  7s  64  Bentkaw    ...1855-8 

■ — {P.C)  Prison  Discipline  in  America,  8yo,  5s  Murray 1848 

*-*  {G.R.}  mnd  MitohaU  (J).  W,)  Genera  of  Birds,  3  y.  imp.  4to,  81/  iOs Xoy^rmafi...  1837-49 

^" ■  List  of,  with  Synonyma,  8yo,  IOs  Taylor  A  P,  ...1841 

• — <fliai.)  Anatomy,  Desoriptiye  and  Surgical,  2nd  edit.,  roy.  8yo,  28s Parker4:Sontts$-6t 

' Priae  Bssay  on  Use  and  Structure  of  the  Spleen,  8yo,  15* Parker  A  Son...  tZ^j^ 

^{MtlE.)  Empire  and  the  Church,  from  Constantino  to  Charlemagne,  p.  8yo,  12s    J.N.AJ.ParkeriZ^y 

' ffistory  of  Btruria,  2  y.  post  8vo,  eaoh  12s Hakhard  ...1843-4 

Rome,  V.  1,  RepubUo^  V.  2,  Bmperors,  2  y.  12ino,  «Mh  6s...  EatkhoKrd  ......t86l 
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Qnj  (Mn,ff,)  Toar  to  tlie  Sepulchres  of  Btraxia,  1889,  Srd  edit.,  post  8vo,  21f ffatekard  

(Jas.)  Earth*B  Antiquity  in  Hannony  with  the  Mosaic  Beconl,  fcap.,  5$ Parker d:  Son... 

Elements  of  Arithmetic,  by  Rutherford,  ISmo,  \b  Zd    Simj^ein. 


■(Jno.)  Conntiy  Attorney's  Practice,  in  Superior  Courte,  by  Paterson,  12mo,  17f  Croekfard  . 
•  Solicitor's  Practice,  inChanceiy,  by  Begg,  5th  ed.,  12mo,12s  6d  Lwadey  . 


Efficient  Remedy  for  the  Distress  of  Nations,  Sro,  6« Longman 

Lectures  on  the  Nature  and  Use  of  Money,  Sro,  7«6<f  Longwnan 

Preserration  of  the  Teeth  as  to  Comfort,  fca,  12mo,  Z$ ChwrckiU 

Treatise  on  Law  of  Costs  in  Common  Law  Courts,  Sro,  21«  Lvtmley 


—  (/o».)  Harmonometer ;  or.  Measure  of  Hannony,  82mo,  2s  6d Bimphin 

■  Selection  of  Family  Prayers,  12mo,  4f SimpHn 

*— "  {Joi.)  Agnes  Lowther ;  or  Life's  Struggle,  fcap.  8vo,  2s  M  Truidder  

—  (ifrf./.)  Ada,  and  other  Poems,  8to,  (m HamiUon  

— Birthday  Gift,  Poems,  32mo,  2f  6<2 Samiliom  

■ ■  Coronal;  Original  Poems,  82mo,  2a  M    HawtilUm 

— —  Ignatia,  and  other  Poems,  post  Sro,  7$M  HamUUm 

Mont  Blanc,  and  other  Poems,  8to,  8s  W   SamndendtO, 

Repentance,  and  other  Poems,  12mo,  5s  Loingman 


(J.C,)  Outlines  of  Sunday  School  Addresses,  18mo,  Is B,  L.  Ortm  ., 

«^—  {J.B.)  Hand  Catalogue  of  Postage  Stamps  for  Collectors,  fcap.  8vo,  Is ffardwidee 

(J.ff.)  Ordaining  Influence  of  the  Holy  Ghost,  12mo,  2s  6d ffaiehard  

Sermons  in  Rome  during  Lent,  1888, 12mo,  7s  6<i HaUhard  


(/.r.)  Exercises  in  Logic  for  the  Use  of  Students,  12mo,  8s  6cf  WolUm 

Immortality  :  its  ETidences,  fcc,  2nd  edit.,  8vo,  2s  Jcukwn  A  W... 


(M,E,)  Figures  of  Molluscous  Animals,  V.  1  to  5,  8to,  each  12s XoK^mafi...i842 

—  (ifrs.JS.)  Early  Days  of  English  Princes,  16mo,  3sd<i;  col.  4s6(f   GrifiikAF, 

(Pet.)  and  Smith  (H.A,)  Assurance  and  Annuity  Tables,  roy.  8to,  10s  6<i E,  WUmm  .. 

Tables  for  the  Computation  of  Life  Contingencies,  roy.  8yo,  1 5s Longman 


-{Bp.R,)  Journal  of  a  Visitation  Tour  in  Cape  Town,  1850,  12mo,  8s BtUADaidg.,, 

Key  to  Old  Testament,  and  Apocrypha,  10  ed.,  8to,  18s— red.  to  10s  td  Bivmgton 

and  Percy  (Bp.T,)  Key  to  Old  and  New  Test  and  Apocrypha,  8to,  4s  6d  Tegg  

Three  Months'  Visitatiott  Tour,  1855,  12mo,  4s  M    BtU  A  Daldg  , 


(Sim,)  The  Messiad,  a  Poem,  post  8to,  7s  6d Longman 

Spaniard,  a  Tragedy ;  and  Country  Widow,  a  Comedy,  post  8to,  6$ Longman 


{S.F.)  Supplement  to  the  Pharmacopoeia,  by  Redwood,  8to,  16s,  1847  ;  22s  ...  Ren$kaw, 
(Tho.)  Works,  with  life  by  Mitford,  5  ▼.  12mo,  25s,  Pidkmii^,x843  ;  n.e.  25s   Bell  A  Daldg... 

Bard,  a  Poem,  with  Talbot's  Illustrations,  post  8vo,  7s Van  Vooni  ... 

Correspondence  with  Nichols,  fcc.,  by  Mitford,  12mo,  5s  Pickering  

Blegy  in  a  Country  Churchyuxl, Illustrated,  cr.  8to,  7s  6d,  '53;  n.  e.,  5s  Low    

——<— Illuminated  by  Owen  Jones,  roy.  8to,  81s  6<i    Longman  

Illustrated,  poet  8vo,  9«;  4to,  15s,  1839  ;  18mo,  2s  6<f VanVoord 

by  the  Etching  Club,  8to,  42s  ;  Proofs,  mor.,  78s  6d    CundaU 


-In  Latin  Verse,  12mo,  2s Parker  A  Son 

-Polyglott  Edition,  in  Five  lAUguages,  post  8to,  12s Van  Voortl   .. 


Lettera,  edited  by  Mitford,  8vo,  15s Bentleg 

Poems,  82mo,  1$  6d  OroonHfridge  .. 

Memoir,  by  Mitford,  12mo,  5a BeUADaldg. 


Poetical  Works,  Illustrated,  sq.  16mo,  5s Low 

-Eng.&Lat.,Etoned.,8TO,12s,  YFt//«afiis,45;n.e.,12mo,5s  (hifin 


Priyate  Correspondence,  edited  by  Mitford,  8vo,  15s BenUey,,.. 

Collins,  Green,  Warton,  Pamell,  Poems,  by  Willmott,  12mo,  5s  Boutliolge 

Goldsmith,  and  Thomson,  Poetical  Works,  12mo,  4s  M Nelaon    .. 

Johnson,  P&raell,  and  Smollett,  Poems,  by  Gilfillan,  8to,  4s  6d    Niabel 

CMd  Mason,  Additional  Notes  to  the  Correspondence  of,  8to,  la6d Bentleg  .... 


'iW-)  Origin  of  English  Prose  Literature,  8to,  6a Simpkin.. 

(W,H,)  Morning  Seed  ;  or,  Bible  Words  for  Young  Disciples,  12mo,  8s    NeUon    . 

' {W.J.)  Treatise  on  Rural  Architecture,  edited  by  Fyfe,  imp.  8yo,  21s Highieg . 

(W.B.)  Business  Bianners  and  Business  Matters,  sup. -roy.  16mo,  8s  6d   Kent  .... 

Tongue  and  its  Training,  Rules  for  Public  Speakers,  sq.  16mo,  2a  6d    ...  Kent 


Gkay's  Explanation  of  the  Church  Catechism,  18mo,  Is Haickard  

Graydon  (A.)  Memoir  of  his  Own  Time,  8vo,  Ifis    WiUg 

Grayson  (f.)  Standish  the  Puritan,  12mo,  7s  6d New  York 

Grasebrook  (Ben,)  Poems,  Sacred  and  Miscellaneous,  8to,  4s WhiUaker 

Sir  Geofl&ey,  and  other  Poems,  16mo,  8s  6d BeUAJ>aidg, 

Songs  and  Ballads,  12mo,  4s  WkiUdker 

Gream  (O.T,)  Misapplication  of  Annesthesia  in  Childbirth,  8to,  Is ChwrckiU  

-Remarks  on  the  Diet  of  Children,  12mo,  5s  Longman  
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Great  and  Good,  illustrated  in  Six  Biographical  Sketches,  12mo,  8s  M  ^ Seeley 

Apostacy  ;  or,  Church  of  Rome  not  the  Church  of  Christ,  8to,  6s  Waakbonme 

Battles  of  the  British  Army,  new  edit.,  12mo,  5s  BoiUiedge  ... 

—  Bear's  Story:  the  Visier  and  the  Woodman,  oblong,  2s     Zodhoood...iS40-53 

—  Birthday,  a  Story  of  Eighteen  Hundred  Years  Ago,  imp.  16mo,  8s  6<2 Seeleg iS6a 

Britain  Atlantic  Steam  Ship,  folio,  plates,  25s   Weale 18^7 

—  Catches;  or,  Gkand  Matches,  2  t.  post  8vo,  21s SaunderaA  O.  1861 

Comio  Volume  of  Songs,  4to,  doth,  4s Shea/rd  i86a 
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QnftlMpce;  or  BomaniBm  and  Tractariamimi,  tvrttu  the  Bible,  12mo,  2t Ford  1853 

—  Exhibition  of  Doin^  in  London  for  1851,  obL,  2<  6d  plain  ;  cold.  6$  Hd    Aekermann    ...185X 

Idleness  of  all  Nations,  square,  1#  ;  cold.,  2$ Dean 1850 

1851,  by  Fhiloponos,  8vo,  2s  6d  Churton 1850 

— — ^  Recollections  of,  24  Views  in  Interior,  imp.  folio,  6Zt ;  cold. ,  8/  8f    Lloyd 1851 

<*WotistoBe,"obl  foL,  plain,  2«6(2;  ooL,  5«6<f Ackermunn    ...1850 

—  Haseley  Chnreh,  Oxon,  Remarks  on,  2nd  edit,  8vo,  7«  6d J.H.d:J.P<urherii^ 

—  Jonraey,  a  Pilgrimage,  by  Aathor  of  the  Faithfol  Promiser,  n.  ed.,  18mo,  1«  6d  Nitbet 1854 

—  Mistake,  by  Author  of  lUgrare  of  Sycamora,  post  8to,  10«  6(i Saunden  A  0.   i86a 

—  Myjteiy;  or,  Christ  and  his  Church,  12mo,  2B%d Binnt 1854 

—  Oyer  of  Poisoning:  Trial  of  Earl  and  Countess  of  Somerset,  8vo,  15f Bentiey  184.6 

—  Seslsof  England,  Edward  the  Confessor  to  William  lY.,  folio,  50< ffeting  1836 

—  Secret ;  or,  How  to  be  Happy,  by  Author  of  Charles  Linn,  82mo,  1«  6d    Simpikn i86a 

—  Sermons  of  the  Chieat  Preachers,  Ancient  and  Modem,  2  ▼.  8yo,  each  5a Ward  A  Lodci%S7~^ 

—  Tom  of  Oxford,  by  Author  of  Peter  Priggins,  3  vols,  post  8to,  ZU  6d Colbum 1846 

—  Truths  in  Simple  Words,  18mo>  1# ;  hf.-mor.,  2f JUL  Tract  Soe.i9^7 

of  the  Christian  BeBgion,  fcap.  8vo,  8j ^^.v*.  Matters x86i 

—  Uiorper,  2  Thess.  ii.  4,  roy.  18mo,  Is  M   JUl.  Tract  Soe.,  19$% 

—  West  in  1856  ;  Sketches  of  Ohio,  Indiana,  &c,  cr.  8vo,  7s  6d New  York 1856 

—  Wonders  of  the  World,- by  Francis  SkiU,  square,  S« Low   1855 

—  TarmoQth,  from  a  MS.  in  the  Time  of  Q.  Elizabeth,  ed.by  C.  J.  Palmer,  4to,3«  6(2  Whitiaker 1848 

GrathMh  (/w.)  Christmas,  aPriasePoem,  roy.  82mo,  2s  M Loekwood  i860 

Gretiat  of  our  Social  BTila,  as  it  exists  in  Large  Towns,  12mo,  5«   BaiUUre    1857 

(hotbed  (F.F.)  Letters  written  during  the  Siege  of  Delhi,  post  8to,  Bs  6d   Longman  1858 

(iteiUey  (7.)  Philosophy  in  the  Fens,  a  Poem,  fcap.  4to,  10«~red.  to  7s  6(2 Coomes  1851 

ifratrez  (C.)  Esther,  and  other  Sacred  Pieces,  sq.  fcap.  8to,  5s  Saunders  A  0,  1861 

Leisure  Hours  :  Poems  and  Songs,  12mo,  89  6el  Bogue 184a 

^xtxm{C.8.)  Act  for  Conyiction  of  Juvenile  Offenders,  11  Vict.,  12mo,  is    ShawA8ons.,.i%^7 

• Criminal  Law  Consolidation  Acts,  8to,  14«,  1861  ;  2nd  edit.,  16« Stevens  1861 

Statutes  (Lord  Campbell's  Acts),  roy.  8to,  7s Benning 1851 

(O.H. )  Inatmetion  Drill  for  Outlying  Picquets  and  Outpost  Duty,  1 2mo,  Is. . .  Mitchell 1 86 1 

(/«o.)  EsBays  for  Sabbath  Readings,  12mo,  6»— red.  to  8< H.Bohn 1848 

{KN.)  Duke  of  Milan,  a  Poetical  Comedy,  poet  8vo,  7s  6(i— red.  to  8#  M,..  Whittaktr 1848 

— ; Tarqnin  and  the  Consulate,  a  Tragedy,  12mo,  Zs  %d  Whittaker 1846 

Mas  and  Roman  Antiquities  (Lardner's  Cyc),  2  v.  12mo,  12«— red.  to  7s Longman  1856 

<nttk»adBomanFhiloeophy  (Ency.  Met),  pMOstSvo,  6« Cfrijffin    1859 

Anthology,  literally  translated  into  English  Prose,  post  8yo,  58  H.Bohn 185a 

^Architecture,  Portfolio  of,  with  Deecriptire  Text,  4to,  28* Weale 1858 

• — Church,  a  Sketch,  12mo,  \s    Darling 1850 

' — Secleriastical  Hiatorians  of  the  First  Six  Centuries  after  Christ,  6  r.  8yo»  40«...   Bagster 1844-7 

Bngliih  Vocabulary,  compiled  from  Best  Authorities,  18mo,  6s  6(i,  '50— r.Sc  6d  JM.dfJ.ParkeriZ6% 

—  ExtiaeU  chiefly  from  the  Attic  Writers,  10th  edit.,  12mo,  Zs6d    i9itii;>l:ta x86a 

for  Kugby  School,  12mo,  Pt.  1,  8s  ;  Pt.  2,  2s Whittaher 184a 

^  Poetry  for  Schools,  edit,  by  P.  Smith,  12mo,  4s Simpkin 184s 

- — Hflmances  :  Tranalations  of  Heliodorus,  Longus,  fcc.,  post  8to,  5s H.Bohn 1855 

Sentences  and  Bztracts  from  Xenophon,  8rd  edit,  fcap.  8vo,  St WhiUdker i860 

;; — Teraesof  Shrewsbury  School,  2nd  edit,  post  8to,  8f   BdlADaldy...i%^ 

^"^  {Hot. )  Art  and  Indust.as  represen.  at  the  Exhibition  at  NewTork,  1 854,  8to,  7«  New  York 1 8 54 

Aunt  Sally  Come  Up  ;  or,  the  Nigger  Sale,  12mo,  Is Ward  A  Lock...  li  $9 

History  of  the  Struggle  for  Slarery  in  United  States,  8vo,  8s    New  York 1856 

life  of,  by  J.  Parton,  8to,  7s  6d New  York 1855 

^a  MV.)  Essex  Martyrs,  8vo,  Is Longman  1853 

(^.J2.)  Quide  to  Kctcnial  Perepective,  12mo,  Is  6(2  Rowney 1851 

' Illustrations  of  Perspectire,  Srd  edit,  obi.  4to,  12s Rowney 1845 

" Series  of  Heads  after  the  Antique,  imp.  4to,  20s Rowney 1836 

Studies  of  Landscape  Perspectire,  obi,  10s  6(2  , Dobhs 1840 

(M(2  Fahrey  (X)  Examples  in  Drawing,  oblong,  15i  Dobbs 1855 

—  (Cia.)  History,  Antiquities,  and  Geology  of  Bacton,  Norfolk,  8to,  4s  6(i  Simpkin 184a 

Brief  Memoriikls  of,  fcap.  8to,  2s  6(2  Rivington  186a 

• System  of  Scripture  Chronology,  18mo,  2s  6(2   Simfiein 1843 

■ — (C.F.)  Shakespeare's  Crab  Tree,  with  its  Legend,  4to,  7« Laey  i86a 

\Bd».)  Popular  Education,  the  only  Means  of  Improving  the  People,  12mo,  Is...  Simpkin 1845 

' Sir  I.  Newton's  Views  on  Points  of  Trinitarian  Doctrine,  12mo,  2s Whi^eld   1856 

~" Skeleton  Propositions  in  Euclid,  8  Pts.  in  s  packet,  4to,  Is  6(2   Sim^^n 1858 

"— Traditbnaand  History  of  Knutsford,  Cheshire,  post  8vo,  4s  Smith  ds  Elder  1859 

~~^  {Bor.)  Diseases  of  the  Air  Passages,  their  Treatment,  &c.,  4th  edit,  8vo,  18s  New  York 1859 

— Obaerrations  of  Pathology  of  Croup,  12mo,  4s New  York 1848 

: Questions  on  the  English  Language,  12mo,  Is  6<2 Taylor   1846 

■' Surgical  Treatment  of  Polypi  of  Lamyx,  &c.,  8to,  6s  6d New  York 1850 

' {ff.)  Euclid's  Plane  Geometry,  Bks.  1-6,  practically  applied,  12mo,  6s  6(2...  Simpkin i86a 

• Bks.  1  &  2,  12mo,  Is  6(2 ;  8-6,  12mo,  4s  6(2  Simpkin i86x 

FaroBrite  Prescriptions  of  Living  American  Practitioners,  Sro,  1 2s New  York 1858 

*^  (/oj.)  Eeward  of  PSety,  a  Sketch  of  his  Life,  by  E.  Bay,  fcap.  8vo,  8s  6d ffamiilon  1861 

(/as.)  Britain  and  other  Poems,  12mo,  8s Simpkin 184a 

— — • Chrisyan  Student's  Biblical  Chiide^  12mo^  8« Simpkin 1836 
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Qtetn  {Jno.)  Ooneordanoe  to  the  Litiugj;  or,  Book  of  Common  Prayer,  12mo,  0«  ...  ff<ijpe x8si 

• Discounes,  Unitarian  Church,  Birmingham,  12mo,  Z» Wki^fidd  iS6a 

First  and  Second  Book  for  Children,  18mo,  each  1$  M    DarUm  1844-5 

Nature  and  Character  of  the  Consular  Serrioe,  Svo,  2«  (k2  AUtnACo,    ...1848 

^— Narseiy  Annual,  1847  to  1850,  16mo,  each  8«  6cf i)ar(on......i847-5o 

■ Keepsake,  16mo,  4«  W  DarUm  1851 

. Practical  Compendium  of  Diseases  of  Skin,  8to,  12«— red.  to  8f    Philaddphia.., li^i 

, — , Universal  Primer  for  Little  Children,  3rd  edit.,  12mo,  Is    Darton  1843 

— — <— -  r Utility  of  Fumigating  Baths  in  Complaints  of  the  Skin,  12mo,  Is KenM/tU 1847 

Writing  Made  Bssy,  sq.,  Is Darion  1846 


*—   (JM.)  Mental  Dynamics,  Hunterian  Oration,  1847,  8to,  is   Pidcerutg  1847 

— Vital  Dynamics,  Hunterian  Oration,  1840,  8to,  58  6d Pickervug  1840 

(J.W,)  Something  for  the  Children,  a  Gift  Book,  16mo,  Ss  6<2 Tegg  1848 

{MaU.)  Armstrong  and  Dyer,  Poems,  edited  by  Qeorgd  GilfiUan,  8yo,  4f  6d  ...  Niiet    1857 

.  —  Collins,  Gray,  Warton,  &c.,  by  Willmott,  12mo,  5s RfmUedgt  1855 

.  Efforts  at  Christian  Culture,  12mo,  3«  6(2 J.ChapmoM  ...1846 

I  —  English  Grammar,  12mo,  l»%d Simpkm 1842 

'-  {M.A.E,)  Calendar  of  State  Papers,  1608-1625,  8  ▼.  imp.  8to,  each  15s  Longnutn  ...1857-9 

. 1661-62,  imp.  8vo,  16s   Longman 1861 

■  Letters  of  Queen  Henrietta  Maria,  post  Syo,  10s  6<2 BenOey  1856 

Liyea  of  the  Princesses  of  England,  6  ▼.  poet  870,  68s  Zoii^niaji...i849-55 


(N.W,)  Fifteen  Tears  among  the  Mormons,  12mo,  7s  6<i Ntw  Fori; 1858 

■  (fi,)  Guide  to  the  Town  of  Framlingham,  12mo,  Is  6<2 WhiUaker 1853 

On  Under-draining  Wet  and  Cold  Lands,  870,  3s6cl Ridywmf    , 1850 


{8am.)  Biblical  and  Theological  Dictionary,  12mo,  1840;  new  edit.,  3s  6(2 E,Sto<i i860 

Book  of  Family  Prayem,  82mo,  2s WaUm  1839 

, Domestie  Worshipper,  poet  8to,  5s B.  L,Qreak   ...1850 

-^ Life  of  Mahomet  (Family  Library),  18mo,  5s,  i84JO-red.  to  3s  6<f Tegg  1856 

■  —  Second  Book  for  Children,  12mo,  red.  to  Is Berger  ...i860 

(S.O.)  Addresses  to  Children,  18mo,  Is Oreen v*^49 

— '  Lectores  to  Children  on  Scripture  Doctrines,  18mo,  Is S. S.Vmon...,..i^s^ 

the  Bible,  12mo,  Is S.  S.Unifm 1856 


■■ Prize  Essay:  the  Working  Classes  of  Great  Britain,  12mo,  2s Snow 1850 

■  Sabbath  with  my  CUss,  18mo,  Is.... Cfreen ^849 

{Tho$,)  Scriptmre  Questions^  12mo,  Is  6<f    Ritfingion  1843 

(T.S,)  Deyeloped  Criticism  on  Passages  of  the  New  Testament,  &c.,  8to,  7s  6d  Bagder 1856 

'  —  Greek-English  Lexicon  to  the  New  Testament,  12mo,  4s  6<i Bagtter  .........1849 

!— Treatise  on  Grammar  of  New  Testament  Dialect,  n.  e.,  post  Svo,  S$6d..,  BagOer   ...1842-62. 

-  (YFtii.£r.)Hebiew  Grammar,  8to,  14s TrUbner 1861 

Gree&*8  Alphabetical  Panorama,  square.  Is  Varion  1850 

>  Juvenile  Library.     See  Appendix. 

Sunday  School  Library.     See  Appendix. 

Greenbank  (Prof.)  British  Orator,  Prose  and  Yerae,  new  edit.,  12mo,  3s Simphm z86o 

Green  Bird,  a  Fairy  Tale,  illustrated,  sm.  4to,  5s.    Add^    >S53 

I  Boy,  and  other  Stories,  in  Verse,  from  the  (German,  4to,  2s Tegg 1^55 

Eyed  Monster,  a  Christmas  Story,  by  WhaVs-His-Name,  12mo,  2s Cooker    '^54 

. Hand,  a  Sea  Stoiy,  new  edit.,  12mo,  U  M  BoutUdge  1856 

Pasture,  Pt.  1,  Texts,  sheets,  2s BtL  Traa3oc,.iZ6^ 

Peaa,  Picked  from  the  Patch  of  Invisible  Green,  Esq.,  er.  8vo,  6s  New  York 1856 

Greene  (-0.5.)  Views  in  India,  fol.,  5^  5f McLean 1859 

(0,W.)  Historical  Studies,  post  Svo,  10s— red.  to  7s  6<f New  Tori 1851 

History  and  Geography  of  Middle  Ages,  Pt.  1,  cr.  8vo,  6s  6d  New  Tofi 185a 

(/.(?./.)  Insect  Hunter^s  Companion,  12mo,  Is  6<2 Van  VoorM  ..1863 

■  i/'R')  Manual  of  the  Animal  Kingdom,  Ccelenterata,  fcap.  8vo,  5s    LongwMn 1861 

■  _— _ — Sub-Kingdom,  Protozoa,  12mo,  2s Longman  '859 

—(afo;.(?n.M)  Letters,  &c.,  with  Life  by  G.  W.  Greene,  7  v.  8vo,  ea.  14s , Boston,  1^.5.  ...1857 

^ Life,  separate,  fcap.  8vo,  7s  6rf  Wileg 1846 

—-(Jfrs.-R./.)  Winter  and  Summer  at  Burton  Hall,  fcap.  8vo,2s6c{  ffogg 1861 

(Robt,)  and  Marlowe,  Poetical  Works,  by  R.  Bell,  12mo,  2s  6rf Parker ik  Son     1856 

and  Peele  (G.)  Dramatic  Works,  edited  by  A,  Dyoe,  roy.  8vo,  16s  ...  BovJtledge  1861 

(Tko.)  Discourses  on  the  Four  Last  Things,  12mo,  Is  9<i SocP.CK.  ...i86a 

(^sn.r./.)  Journal  of  the  Texian  Exhibition,  8vo,  10s   New  York 1845 

Greener  (Trm.)Gunneiy  in  1858 :  Treatise  on  Rifles,  Cannon,  &c  ,  8vo,  14f    SnUhAEider..iS^9 

— — Science  of  Gunneiy,  8vo,  16s,  1841  ;  2nd  edit.,  14s Okurton 1846 

Greenfield  (B,  W.)  Genealogy  of  the  Family  of  Tyndale,  folio,  (private  circulation)  ...  NichoU ^843 

(Jg^m.)  Theological  Works,  4  v.  8?o,  40s Palmer 1854 

'{Wm,)  Book  of  Genesis  in  Bng.-Hebr.,  withlnterl.  Tr.,  4th ed.,  8vo,  5s    ff.Bokn...: i86a 

' — : Greek-EngUsh  Lexicon  to  the  New  Test.,  fp.  8vo,  3s;  3ano»  2s  6^  Bagtter 1849 

■  — (TT.^.)  Exercises  in  Arithmetio,  12mo,  2s;  Key  to,  it  6d  Longman   1859 

I    ' Practice  and  Theory  of  Arithmetic,  12mO)  4s  6rf Lonjpnan  1853 

— — ■  of  Arithmetic,  as  to  Oral  Teaching,  12mo,  Ss Longman   1853 

-^— Principles  of  Arithmetic  taught  in  Oppositions,  12mo,  2s  Longman  1853 

Qreenhalgh  (Tho,)  Kennee-voo  ;  or,  the  Sacking  of  Allaroonah,  post  Svo,  7s6€f Longman   1856 

Vicissitudes  of  Commerce,  2  v.  p.  Svo,  51,  21s  ;  12mo,  Is  %d A,  MaU x8cc' 

.Oreenhill  (Ifm.)  Exposition  of  Eiekiel,  edit,  by  Sherman,  t.  Sto,  25s,  39-red.  to21|  JEr.J^aM.., 1847 
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Oreeniioiue,  HoihovM,  and  Store,  fcap,  8to«  10a  M Orr 

Greoilkov  (Dr.)  Report  on  Death  in  Districts  of  Sngland,  roy.  Svo,  ia  Sd  Hansard   

-<J?.i5r.)  On  Diphtheria,  8to,  7«  6d  ParherASim 


—  (j2o6l.)  Histoijof  Oregon  and  California,  8to,  16f  Murray  . 

-(T.MJ)  Medical  Report  of  the  Case  of  Miaa  H.  M.,  8to,  U HighUy,. 
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On  Law  of  Evidence,  2  y.  8vo,  48«,  SUvena^  1846  ;  8  y.  8vo,  84f...  ^o«<ofi, 27. &.  1854-6 
-  Report  of  Cases  in  Supreme  Court  of  Maine,  neir  ed.,  9  ▼.  8to,  8/  8«  Boaton^  U,8, 


Greening  (J7eM.)  Common  Law  Practice,  1853,  12mo,  10a  6d  Butterwortha  ,.. 

Forma  of  Declarations  of  Pleadings,  2nd  edit.,  12mo,  10a  M BuUerworths .,. 

Roles  of  Common  Law,  12mo,  la  6d BuUerworlha  .,. 

Selections  of  Leading  Statntes,  No.  1,  2a  ;  No.  2,  4a  SteKOtaA  N.  ... 

Greenlftw  {ILB.)  Latin  Subjunctive  Mood,  12mo,  6a;  Key  to,  2a  6d Longman  

Greeoleaf  (Ben.)  National  Arithmetic,  on  Inductive  System,  12mo,  6a Boatcn,U.B,  ... 

(/.)  Grammar  Simplified,  20th  edit.,  4to,  2a  6d New  York  . 


-{Sivtonj  Collection  of  Over>ru]ed  Decisions,  &e.,  4th  edit.,  roy.  8vo,  21s    ...  New  York. 
■     Suunination  of  Testimony  of  the  Bvangelists,  8vo,  14f — nd,  7a  M  MaxwtU,. 


Greenly  (Lady  C.)  Sermons  for  each  Sunday  in  the  Tear,  6th  edit,  2  r.  12mo^  12«     Whittaker  . 

Greenongh  (Hor,)  Memorial  of,  by  H.  Tuckerman,  12mo,  4f  dd  New  York . 

Greenwell  (/>ora)  Poems,  12mo,  fit Pickering 

•  Power  of  Faith  Exemplified  in  her  Life,  p.  8vo,  6«,  '39 — ^red.  to  4f  H.Bohn... 

Stories  that  might  be  True  :  Poems,  12mo,  4f   Pickering 

Two  Friends,  fcap.  8vo,  Za^d Sirakan.., 


•  {G.C)   Treatise  on  Mining  Engineering,  roy.  4to,  608    Spon  . 


Greenwich  Observatory,  Astronomical  Works.     See  Aiiy  and  Pond. 

PensionerB,  by  Lieut  Hatchway,  8  v.  post  8vo,  27« CoUmrn , 

Greenwood  {Pre.)  Life  of  Napoleon  the  Third,  12mo,  If  6d   PaHridge  dt  0, 

The  Path  of  Roses,  a  Tale,  with  Illustration^  post  8vo,  lOt  W  ...  C.  H.  Clarke., 

{F.AJaa.)  Under  a  Cloud,  8  v.  pout  8vo,  81*  6d Skect 

{F.W,P,)  lives  of  the  Apostles,  3rd  edit,  12mo,  4s  6c2    BoaUm,  U.S. .. 

• Miscellaneous  Sermons,  2  v.  14s  BoaUtn^  U.S... 

Sermons  of  ConsoUtion,  post  8vo,  Sa^  1849  ;  4th  edit,  Ss  6d Whitfeld  
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V.  3,  8vo,  12s  6d  ;  V  4,  14s WertKeim  ...1860-1 


—  (Gaf.)  Pleasant  Tales,  18mo,  ls6d ffoulaUm 

(CoL  O.)  Cavaby.Sword  Exercise,  12mo,  2s  6d Clowea    ... 

-  Hints  on  Hoisemanship,  16mo,  2s  6<2,  1839  ;  new  ed.,  sm.  4to,  tfs  Moxon  ... 

Method  of  Transplanting  Forest  Trees,  8vo,  2nd  edit,  12s Longman 

Rain  and  Rivers  ;  Hutton  and  Playfair  r.  Lyell,  tc.,  8vo,  7s  6d...  Longman 

Studies  of  Forest  Trees,  imp.  8vo,  7s  6d i^o^iie 


(Grace)  Forest  Tragedy,  and  other  tales,  cr.  8vo,  6s,  Boaton  ;  12mo,  Is...  Knight 

Greenwood  Leaves,  1&  28er.,  8vo,  Boaton,  1851,  16s  ;  12mo,  If...  Bryce 

Haps  and  Mishaps  of  a  Tour  in  Europe,  cr.  8vo,  7s  6d Bmtley  

History  of  My  Pets,  16mo,  cold.,  2a  6d Bogue 

: Merrie  England,  12mo»  6s   BoaUm^  U.S.  .. 

Poetical  Works,  8vo,  6s BoaUm,U.S.... 

Stories  and  Legends  of  Travel  and  History,  for  Children,  12mo,  6s  BoaUnifU.S.  .. 

Stories  for  Her  Nephews  and  Nieoes,  18mo,  Is Bouiledga  

The  Oneida  Sisters,  a  Forest  Tragedy,  12mo,  Is Knight  is  Son. 


-{G.W.)  Manual  of  Conveyancing,  2nd  edit,  12mo,  10s  6d Stevena 

— (Jaa.)  London  Latin  Yocabulaiy,  by  Howsyrd,  18mo,  Is  6d Longman 

Narrative  of  the  Campaign  in  Afighanistan,  post  8vo,  12s    Cofbum ., 

Rudimentary  Treatise  on  Navigation,  12mo,  2s  Weale    , 

Wild  Sports  of  the  World,  a  Boy's  Book,  8vo»  7s  6(2  Beelon 


'-(Jno.)  Law  of  Loan  Societies,  3  At  4  Victoria,  12mo,  2s Benning..., 

-  (J.B.)  Early  Ecclesiastical  History  of  Dewsbury,  8vo,  6s J.R.Smdih. 

-  (J.G.)  Greek  Grammar,  on  the  System  of  Crude  Forms,  post  8vo,  6a  6(1...   Walton  .... 
{T.)  Cathedra  Petri,  V.  1,  12s,  '55  ;  V.  2,  8vo,  14s— red.  each  10s  6<i  Wertkeim 


History  of  the  Germans,  Barbaric  Peri<>d,  4to,  62s  M Longman 

Prospects  of  Protestant  Church  in  Great  Britain,  8vo,  2s Eidgway    

Zetu,  Historic  Glimpses  <rf  England  &  her  Sons,  Poems,  12mo,  2s  M  Philip  A  Son... 

Greenwood's  Toung  Artf8t*s  Guide,  oblong  8vo,  6s   DarUm  

Greer  (Mra.)  Quakerism  ;  or,  the  Story  of  my  Life,  post  8vo,  10a  (id;  2nd  edit,  6s    Sedey 

Society  of  Friends,  a  Domestic  Narrative,  2  v.  8vo,  21s,  'fi—red.  10s  M  Saunders  d!  0. 

Gteeve  (Miaa)  Memoir  of,  by  her  Brother,  18mo,  Is  6(2 Mason   

Gieg  (/2.P.)aii(2Lettsom  (Yr.(?.)  Manual  of  Mineralogy,  8vo,  16f   VanVooni    ... 

(W.R.)  Creed  of  Christendom  ;  its  Foundations,  &c.,  8vo,  10s  6(2,  '51 ;  n.  e.,  6s  TriAner 

Bssays  on  Political  and  Social  Science,  2  v.  8vo,  24s Longman 

Investments  for  the  Working  Classes,  12mo,  Is Longman 


Or^an-Craofnrd  M.Q.)  An  Essay  on  the  Development  of  Functions,  8vo,  2s  6(2 Parker dt Son... 

(inigg{F,G.)  Costs  in  Bankruptcy,  2nd  edit,  12mo,  8s  6<2 Stevena  dtN.  ... 

Law  and  Practice  in  Bankruptqr,  12mo,  4f  6(2  Stevena  d!  N.  ... 

}  Commerce  of  the  Prairies,  2  v.  12mo,  16s,  1844  ;  6th  edit,  9s Philadelphda... 

)  Free  Thoughts  on  Protestant  Matters,  2nd  edit,  post  8vo,  6f  Groombridge  ... 

King  Edward  the  Sixth,  a  Drama,  8vo,  8s Wealerton  

Mary  Tudor,  an  Historical  Drama,  8vo,  Is;  Library  edit.,  6s Kendriek   

Metbodiattion  of  the  Hebrew  Verbs,  3rd  edit,  revised,  2s  6(2 Bagater  

28 
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ai4  OREGG GBESLEY  [Skgush  Caialogitk 

Gregg  (T.  D. )  Myslery  of  Ood  Finished,  8vo,  12«  6d Werikeim  1861 

• ■ Protestant  Asoendancy  Vindicated,  12mo,  it Oroombridgt  ...1^40 

■  —  Sermons  on  Evangelical  Doctrines  of  the  Church,  8vo,  12a  6d Groomhridge  ...1846 

——<—' Suggestions  as  to  a  Novum  Organom  Moral ium,  12mo,  2«  6d   Baillilrt    1859 

— '■ The  Way,  the  Truth,  and  the  Life  :  Discourses,  8vo,  \2s  6d Wertheim  x86i 

Gregorian  and  other  Ecclesiastical  Chants,  adapted  to  the  Psalter,  2nd  ed.,  Svo,  2$  M  Burm  1843 

Gregorovius  {Ferd.)  Tour  in  Corsica,  translated  hy  Martineau,  16mo,  8<  M Longmat^  1855 

Wanderings  in  Corsica;  its  History,  &c.,  2  v.  post  Svo,  7«   HamUUm  1855 

Gregory  (St.)  Homilies  on  the  Book  of  Joh,  4  v.  8vo,  42«  J,ff,ikJ»Parkeri%s<^ 

(VII.)  Life  and  Pontificate  of,  hy  Bowden,  2  v.  Svo,  21a  RivingUm  1840 

■  Naziamenf  Biography  and  History  of,  by  Ullman,  12mo,  6# Parker  A  Son  .1853 

—  {Benj.)  Memoir  of  Emma  Tatham,  vrith  Poems,  12mo,  38  6d  Hamilton  i860 

'  (C/.)  Aids  and  Incentives  to  the  Acquisition  of  Knowledge,  Svo,  la  6d    BaU  1838 

Sermons  on  Faith  and  Practice,  12mo,  4«    RhingUm  1839 

(C.H.)  Rules  for  the  Management  of  Locomotive  Engines,  12mo,  la WeaU 1841 

(O,  W.)  Startling  Facts  :  Public  Opinions  of  Men  in  High  Places,  Svo,  10«  6d...  /.  W,King 1856 

■  (D.)  History,  &c.,  of  the  Highhinds  of  Scotland,  Svo,  lia    Longman   1836 


—  (D.P,)  Application  of  Analysis  to  Solid  Geometry,  2nd  edit.,  Svo,  12« BeUA  Daldy,.A%s^ 

Differential  and  Integral  Calculus,  by  Walton,  2nd  edit.,  Svo,  18#  BeUA  Daidy...i%^6 

{Qto,)  Lectures  on  Eruptive  Fevers,  Svo,  7a  6(i Renakaw 1843 

■  Theory  and  Practice  of  Medicine  for  Students,  6th  edit.,  Svo,  14a ReMkaw 1846 


-(/oa.)  Conspectus  Medicine  Theoreticse,  12mo,  5a Renahaw 1850 

with  Ordo,  &c.,  by  Steggall,  6th  edit.,  12mo,  10a  ChurekiU  1855 

Chap.  1  to  10,  transl.  by  Venablee,  12mo,  9a— red.  to  4a  6rf  H,Bohn 1838 

1  to  23,  transl.  by  Venables^  12mo,  12a— red.  to  5a...  H.Bokn 1838 

— in  English,  12mo,  6a  Simphin 1844 

— ^Celsus,  Selectn  A  Leach,  ISmo,  4a Highleg 1850 

Translated  by  Leach,  ISmo,  4a Highley 1851 


{Jno,)  Course  of  Civil  Engineering,  Svo,  21a,  1842— red.  to  10a Mcickm 1851 

^— Father's  Legacy,  32mo,  la  6d   Oroombridge  ...i%s9 

• {Olin.)  Hints  for  Teachers  of  Elementary  Mathematics,  new  edit.,  12mo,  6a   ...  WhiUaker  1853 

—  Letters  on  Evidences  of  Christian  Religion,  9th  edit,  post  Svo,  Sa  6i2...  H.  Bokn    1851 

abridged,  ISmo,  la  6rf    Iid.Tnut  Soc  1853 

Mathematics  for  Practical  Men,  hy  Law,  4th  edit.,  Svo,  21a Loehffood  186a 

Memoir  of  Robt.  Hall,  ed.  by  Foster,  new  edit.,  ISmo,  8a  6d ff,  Bokn   1849 

-  Woolhouse  and  Hann,  Tables  for  Nautical  Men,  12mo,  4a  6<i  OrtenhiU    1840 


• (7!^.)  Effusions  of  a  Wandering  Pen,  12mo,  4a Partridgt 1857 

(fKm.)  Elementftiy  Treatise  on  Chemistry,  12mo,  5a  Longman  i^SS 

Handbook  of  Chemistry,  Pt.  1,  Inoiigauic,  4th  edit.,  12mo,  6a  6e{   WaUon  "^S? 

2,  Oiiganic,  12a;  complete  ISa WaUon  1857 

Letters  on  Animal  Magnetism,  12mo,  9a  6<f    Waiton  1851 

'  Pastoral  Memorials  of,  with  Memoir  by  Jack,  new  edit.,  post  Svo,  5a  ...  Snow '*54 

Trial  of  Antichrist,  ISmo,  2a  6<i Gro<mhridge...z^^^ 

Gregory's  Gift  Book,  with  Illustrations,  fcap.  Svo,  2a  6d   J,F.Shaw 1858 

Gregson  {A.  W.)  Complete  Chest*  Squarer,  3rd  edit.,  12mo,  2a  6d Simpkm '^59 

Greig  (/no.)  Toung  Lady's  Arithmetic,  by  Reynolds,  ISmo,  2a  Simpkiu 1858 

(IFm.)  Flower  Grower's  Instructor,  12mo,  la  6d Bean 1841 

Grellet  (S.)  Life  and  Gospel  Labours  of,  ed.  by  Seebohm,  3rd  edit.,  2  v.  Svo,  14a   ...  Bennett 1S62 

Grenfell  (A,)  Epistles  of  the  ApostoUc  Fathers,  Greek,  fcap.  Svo,  4a Whdttaier 1844 

(^.)  Venetian  Svo,  la    Ridgway    186a 

Grenville  {Tho.)  Bibliotheca  Grenvilliana,  8  v.  Svo,  84a  Payne 1842.-4.8 

Grenville  Papers,  formerly  preserved  at  Stowe,  edited  by  Smith,  4  v.  Svo,  64a    Mwrray '852-3 

Gresham  (SirT.)  Life  and  Times,  by  Burgon,  2  v.  Svo,  30a,  Jenninga,  1839 — red.  15a  B.  WUaon 1843 

of,  by  Macfarlane,  ISmo,  la  6<^ G.Cox    ^847 

Gresley  {R.N.)  Law  of  Evidence  in  Equity  Courts,  by  Calvert,  roy.  Svo,  2Sa  Stevena   '847 

— — Anglo-Catholicism,  post  Svo,  4a  M Buma    1844 

(Wm.)  Bernard  Leslie,  a  Tale,  12mo,  4a  6rf,  1842  ;  Pt.  2,  12mo,  41   Madera i860 

— — ^—  Charles  Lever,  a  Tale,  12mo,  3a  6rf,  1841;  cheap  edit.,  la  Srf Maatera '845 

■  Church  Clavering  ;  or,  the  Schoolmaster,  12mo,  4a,  1843  ;  ch.  ed.,  2a  Maatera 1846 

-' — ■ Clement  Walton  ;  or,  English  Citiseen,  12mo,  3a  6rf,  '41 ;  ch.  ed.,  la  Srf  Maatera 1845 

■  Colton  Green,  a  Tale,  ISmo,  2a  6(^— red.  to  2a   Maatera 1846 

■  Coniston  Hall ;  or,  the  Jacobites,  a  Tale,  12mo,  4a  6rf Maatera 1S46 

■  ■ Ecclesiastes  Anglicanus  :  Treatise  on  Preachinst,  3rd  edit.,  12mo,  6a  6d  RivingUm  1 844 

— — —  Forest  of  Arden,  a  Tale,  12mo,  4a,  1841  ;  cheap  edit.,  2a  Maatera 1845 

■  Frank's  First  Trip  to  the  Continent,  12mo,  4a  6d  ;  cheap  edit.,  8a  ...  Maatera, 1847 

'     ■  ■     ■  Help  to  Prayer,  fcap.,  la  JMukJ.Parko-i^co 

Henri  de  Clermont,  a  Tale,  ISmo,  2a  Maatera 1844. 

HoUday  Tales,  16mo,  2a    Maatera *.*.*.i8ia 

■ Idealism  considered,  with  refer,  to  Essays  and  Reviews,  2  e,,  Svo,  la  Maatera 1861 

■  ■    '     ■    '  Ordinance  of  Confession,  12mo,  3a Maatera i8ci 

Portrait  of  an  English  Churchman,  12mo,  7a,  '38  ;  SUi  edit.,  2a  6<i  Maatera !!!i85o 

■ Real  Danger  of  Church  of  England,  4th  edit.,  Svo,  4a  Maatera -1847 

Sermons,  Parochial,  12mo,  7a  6rf,  1842;  Practical,  12mo,  7a  6rf Maatera !i848 

-— .^_ on  Present  State  of  Controversy  with  Rome,  ISmo,  la Maatera !!!i8<:6 

^  preached  at  Brighton  and  Elsewhere,  12mo,  7f  6d Maatera !..i8s8 


1835-1862]  GRESLEY GREY  815 

Ortdey  (H^».)  SemoM  preached  at  OxfoTd,  1839,  12mo,  8» Rirington  1839 

on  the  Duties  of  a  Christian,  12rao,  7«  6d Rivington  1836 


Siege  of  Lichfield,  a  Tale,  12mo,  4s,  1840;  cheap  edit.,  1«  8<£    Masters 1845 

Sophron  and  Neologos ;  or,  Common  Sense  Philosophy,  fcap.  8to,  4«  Masters 1*61 

Three  Essays  on  the  Befonnation,  reprinted  from  the  Ecclesiastic,  Is  Masters i860 

Treatise  on  the  Theory  of  the  English  Chareh,  12mo,  Is  Masters 1845 

Gnaaett  (J,B,)  Parrot  of  Nevers,  a  Poem,  translated  by  Allen,  Sro,  3s  M Longman  1848 

by  Montagu,  p.Svo,  3s  6(i,'4o;  by  8now,12mo,ls6<2  Pickering  1850 

Vert-Vert,  a  Poem,  8vo,  8s  6d,  1840;  fcap.  Is  6d Pickering  1850 

Grenrell  (Edw.)  Dissertations  on  Harmony  of  the  Gospels,  5  y.  8to,  63s J. U.iSs J.Parker \%n 

Exposition  of  the  Parables,  5  v.  8vo,  68s Rivington  1835 

'     Fasti  Temporis  Catholid,  6  r.  8to,  Tables,  4to,  66s    J.H.d:J.Parheri%$i 

Hannonia  Evan^ca,  4th  edit.,  8vo,  9s  6d J,H.dsJ.Parkeri%^^ 

Ph>legomena,  8vo,  9s  6<i J,H.d:J.Parkeri%^ 

Origines  Kalendariae  Italicse,  4  t.  8to,  42s,  1854  ;  6  v.  8vo,  84s  ...  J M.ik J. Parker  i%^i 

Preliminary  Address  to,  8vo,  2s  6d    J.n,d:J,Parkeri%s^ 

Three  Witnesses  and  the  Threefold  Cord,  8vo,  7s  6(2    Rivington  i86a 


{Wm,)  Commentaiy  on  the  Burial  Service,  2  T.  8vo,  16s Rivington  1835 

Gretton  (i.Z^.)  Italy  since  Congress  of  Vienna,  post  8yo,  fis,  '59;  new  edit.,  12mo,  2s  Routltdge  1861 

(F.^.)  Classical  Pkunllels,  8to,  2s  6d   Parker  tt Son...  1Z4S 

Pin*  Cheque  Book  for  Latin  Verse  Makers,  obL  Is  6rf  BeUd:  Daldy..  iZ^i 

Parochial  Sermons,  8to,  6s  J.Hughes  1843 

Beddenda:  Passages  for  Translation  into  Latin,  post  8vo,  4s  6rf  Bdl  A  Daldy...i%$% 

ifl.)  Stranger's  Guide  to  the  Church,  fcap.,  Is    Bums    1854 

Translation  of  English  Poetry  into  Latin,  12mo,  6s    Wkittdker 1838 

*iX^  >  ^  Scripture  Witness  to  Christ  as  the  Son  of  God,  12mo,  3s  6d  Rivington  1856 


—  (Mn.O.)  The  Englishwoman  in  Italy,  2  t.  poet  8vo,  21s,  60  ;  n.  e.,  cr.  8vo,  6s  Uurst  A  B 1862 

Grenlle  {CD.)  Ban  of  Spiritual  Harvest,  12mo,  8s  6rf-red.  to  2s  6d Nishet 1850 

(R.K.)  Drama  Brought  to  the  Test  of  Scripture,  12mo,  2s  ^d HamiUon   1853 

\R.N.)  Poetic  Prism  ;  Bays  from  Modem  Verse,  post  8to,  Ids  6<2    Cundall 1848 

(hj(Ld.A.)  Serrioes  of  Wm.  Lord  Grey  of  Wilton,  edit,  by  Sir  G.  Egerton,  4 to    ...  Camden 8oc,...  1^4,7 

—  {Sari)  Colonial  Policy  of  Lord  John  Eussell's  Administration,  2  ▼.  8vo,  28s  ...  BetUUy  1853 

Essay  on  Parliamentary  Cktvemment  as  to  Eeform,  8to,  7s  6</  Bentley  1858 

— Life  and  Opinions  of,  by  Hon.  C.  (Jrey,  8to,  14s    Bentley  1861 

—  (5ir(7.)  Journals  of  Discovery  in  Australia,  1837-39,  2  v.  8vo,  86s  Boone 1841 

— Polynesian  Mythology,  and  Traditions  of  New  Zealand ,  post  8vo,  10s  6d  Murray 1855 

- — Proverbial  Sayings  of  the  Ancestors  of  the  New  Zealand  Bace,  8vo,  3s  6(i  Triibner 1858 

Vocabulary  of  the  Dialect  of  S.  West  Australia,  18mo,  2s Boone 1841 

— -  (iTies.)  Parting  Memorial,  post  8vo,  6s  6(2   Nelson   1857 

—  (/fer.)  The  Three  Paths,  a  Novel,  2  v.  post  8vo,  21s Hurst  A  B,    ...1859 

(/.)  Automatic  Mechanism  as  to  Construction  of  Artificial  Limbs,  8vo,  7s  6(i  Renshaw    1855 

Elements  of  Arithmetic,  18mo,  Is  6<i  Simpkin 1855 

--{HonJ.)  ManuadofPsalni&HymnTunesu8edatHougbton-le-Spring,2e.,12mo,2s6<i  Cleaver 1858 

— (if.^.)  Letters  to  a  Sister  on  Spain  and  Barbary,  12mo,  6s Hatchard  1853 

■ —  Passion  and  Principle,  a  Novel,  8  v.  post  8vo,  81s  6d    Colhum 1842 

and  Shirreff  (E.)  Thoughts  on  Self-Culture,  new  edit,  post  8vo,  7s  6rf...  Simpkin 1858 

■ — (ifrs.)  Alice  Seymour,  a  Tale,  12mo,  4s  .*  Newby 1845 

~ Aline,  an  Old  Friend's  Story,  3  v.  poet  8vo,  81s  6rf    Netoby    1848 

-Belle  of  the  Family,  3  v.  post  8vo,  31s  6rf,  Newby,  1843  ;  12mo,  Is  6d  J.  A  C.Brown  .1857 

• Bosom  Friend,  3  v.  post  8vo,  31s  6rf,  NevAy^  1845  ;  12mo,  2s /.«fc  C.Brovm  .1858 

Cousin  Hany,  a  Novel,  8  v.  post  8vo,  31s  6d HursttkB 1858 

"^ Daughters,  8  v.  post  8vo,  81s  6d,  Newby^  1847;  fcap.  2s    C.H.  Clarke  ...1861 

•— — De  Lisle  ;  or,  the  Distrustful  Man,  3  v.  poet  8vo,  31s  6d Bull  1847 

■ — • Duke,  3  V.  poet  8vo,  81s  6c{,  Bentley^  1839;  12mo,  Is  6d   Routledge  1855 

— Gambler's  Wife,  8  v.  post  8vo,  31s  6rf,  Newby,  1845  ;  12mo,  2s Bryce i860 

■ Hyadnthe ;  or,  the  Contrast,  8vo,  5s,  Cochrane,  1835  ;  12mo,  4s Newhy    1846 

LitUe  Beauty,  a  Novel,  8  v.  post  8vo,  31s  6d Hurst  d:B.    ...i860 

Wife  and  Baronet's  Daughters,  3  v.p.8vo,31s  6d,  '41J  12mo,ls  6d  Routledge  1850 

■ Mary  Seaham,  3  v.  post  8vo,  31s  6d Colhum 1852 

"— Old  Country  House,  3  v.  post  8vo,  81s  6d,  Newby,  1850  ;  12mo,  Is  6<i...  RouUedge  1859 

■ Dower  House,  3  v.  post  8vo,  81s  6d,  Newhy,  1844;  12mo,  2s  /.<fc  C.Brown  .1857 

One  of  the  Family,  2  v.  post  8vo,  21s Skeet  i86r 

■ Opera-Singer's  Wife,  12mo,  2s C.H.  Clarke  ...1%^ 

Passages  in  the  Life  of  a  Fast  Young  Lady,  3  v.  post  8vo,  81s  6<i Hurst  ds  B,   ...1862 

■ Bectory  Guest,  3  v.  post  8vo,  31s  6d,  Newby,  1849  ;  12mo,  2s J.A  C.Brown  .1858 

Sybil  Lennard,  8  v.  post  8to,  31s  6d,  iV«o6y,  1846  ;  12mo,  Is  6d  C.H.  Clarke  ...1854 

• Sibyl's  Little  Daughter,  2  v.  post  8vo,  21s Newby    1^54 

Two  Hearts,  poet  8vo,  10s  6<]^    HurU^kB.   ...i8s8 

Young  Husband,  3  v.  post  8vo,  31s  6rf,  Hurst,  1854  ;  fcap.  2s  C.H.  Clarke  ...x86i 

— Prima  Donna,  8  v.  poet  8vo,  31s  6<i,  Bentley,  1840 ;  12mo,  ls6rf  RouUedge  i860 

• —  (/2.)  Memoria  Technica,  new  edit.,  12mo,  bds.  4s  6d Simpkin 1851 

' — (5tia.)  True  Churchmen,  their  Position  and  Duties,  12mo,  Is  6(2  Jackson 1853 

■ — '(r.B.)  Tables  showing  the  Superannuation  Allowances,  &c.,  8vo,  8s    Harrison   1862 

{Tho.)  System  for  Managing  Heavy  and  Wet  Lands,  8vo,  3*  6d    Ridgiffay    x86i 

'^TXdj}fWHton)AnJSief^acsA  Poem  on  the  Death  of,  by  Bobert  Marston,  4to  , Roxburghe CI... iSiz' 
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€h«7()r.F.)Cniureli  Leases,  8rd  edit.,  sewed,  2«  6«{   RidyHUff    1851 

— — — .PrincipleB  of  Civil  Goverament,  Illustrated,  poet  8vo,  7«  6d Edward*    1857 

■  The  Lords  and  the  People,  8to,  15«,  1835  ;  poet  870,  10<  6d   EdwardM    1839 

Grey  Friars  Chronicle  of  London,  to  1556,  bj  J.  G.  Nichols,  4to  Camde»Soe.  ...1851 

Greyhound,  The  Art  of  Breeding  the,  lUostrated  by  Stonehenge,  8to,  hl-bd.,  21s  ...  Lon^^man  1853 

Greymore,  a  Story  of  Country  Life,  8  t.  po8t8TO,  81#  W  Smith  d!  Elder  i860 

Greyson  (R.S.H.)  Correspondenoe,  Selections  from,  2  ▼.12mo,  121,57;  lT«12mo,  7*  6d  L&ngman 1861 

Gribble  {C,B.)  The  Naval  Offioer,  18mo,  If Nvbft 1849 

<je.)  Recollections  of  an  Evangelist,  2nd  edit,  12mo,  2«    W.Yapp    1858 

Grieb  (C.F,)  German  and  English  IMctionary,  2  v.  roy.  8vo,  80<,  '47— red.  to  12s  Gci  W.  Allan 1862 

Grier  {Wm,)  Mechanic's  Calculator,  20th  edit.,  fcap.,  St  6d  Btitckie 1862 

Pocket  Dictionary,  12mo,  9* BlackU x8j6 

Grieraon  (/as.)  Heaven  on  Earth  ;  or,  Interviews  with  the  Saviour,  12mo,  Sm  6d GroombrkUfe  ...1856 

Treatise  on  the  Lord's  Sapper,  12mo,  d« Groombridiffe  ...1839 

*'        -  Truths  unfolded  in  Our  Lord's  Interview  with  Nicodemus,  cr.  8vo,  6s  HamiUom  1859 

■         Voices  from  the  Cross :  Words  uttered  by  Our  Saviour,  12mo,  2s  6d.  Tkeobaid   1S55 

— »  (Tho.)  Autumnal  Rambles  among  Scottish  Mountains,  2nd  edit.,  12mo,  S9...  Grocmbridge  ...1851 

GriesbacVs  Greek  Testament,  new  edit.,  12mo,  7s  6^ Wkittaker 1S41 

New  Testament,  translated  by  Sam.  Sharpe,  4th  edit.,  I2mo,  2s  6d  A. Hall 1859 

Grieve  (/no.)  Farmer's  Assistant  and  Calculator,  12mo,  4s,  1853 — red.  to  Is  6d A.  Hall 1858 

— ^-— —  Rambler's  Companion,  in  Land  of  Scott  and  Bums,  12mo,  l$6d  Groomhridge  ...1851 

Grieves  (JUdl.)  Analysis  of  the  Book  of  Revektion,  8vo,  8« Seeleg '854 

Griffin's  School  k  College  Series,  Select  Library,  and  Universal  Library.  See  Appendix. 

Griffin  (J?./>.)  Lectures  on  Christianity,  8vo,  Is  8d Ward 1840 

' Recollections  of,  by  Parsons  Cooke,  fcap.,  5s    Bo$t<m,  U.S.  ...1856 

■  Sabbath  Evening  Lectures  at  Boston,  poet  8vo,  4s  6d Boeton^U.S.  ...1855 

■■    Sermons,  Practical,  8vo,  8s    New  York *.  d. 

{G,)  Works,  12moy  8  v.  fcap.  8vo,  ea.  6s,  Maxwell^  1842-43 -red.  to  80s  Simpkm 1846 

YoL  1.  Life,  l>y  his  Brother.  YoL  5.  Holland  Tide. 

2.  Collegians  ;  or,  Ely  of  Garryowen.  6.  Duke  of  Monmouth. 

8.  Card  Drawing^The  Half -Sir— Snil-Dhuv.  7.  Tales  of  the  Jury  Room. 

4.  The  Rivals— Tracy's  Ambition.  8.  Poetry. 

■  ■  Card  Drawing,  the  Half  Sir,  and  the  Coiner,  12mo,  2s  6d PhUip    1857 

Christian  Physiologist,  and  other  Tales,  12mo,  2t  6d Duffy i860 

Collegians,  a  Tale,  12mo,  2s  6d,  Philip,  '57  ;  new  edit.,  fcap.  8vo,  Is  6c2  RouUedge  i860 

— Duke  of  Monmouth,  8  v.  post  8vo,  81s  6rf,  35  ;  12mo,  2s  W  Philip    1857 

Gisippus,  a  Tragedy,  8vo,  4s MaanoeU 184a 

Holland  Tide,  Barber  of  Bantry,  &c. ,  poet  8vo,  10s  ed,  '27  ;  12mo,  2s  6d  PhUip    1S57 

Invasion,  a  Tale,  4  v.  p.  8vo,  42s,  Saunders  df  0. ;  fcap.  8vo,  2s I>uffy 18B1 

Lectures  on  Important  Doctrines  of  Christianity,  8vo,  Is  8rf Ward 1840 


Offering  of  Friendship;  or.  Tales  of  tiie  Five  Senses,  12mo,  2s  6d  Dufy 1854 

Poetical  and  Dramatical  Works,  new  edit.,  12mo,  2s  6d    PhiUp    1857 

Rivals,  and  Tracy*s  Ambition,  12mo,  2s  6c2,  Philip,  1857;  Is T.Rodgwn   ...1857 

Tales  of  My  Neighbourhood,  3  v.  post  Svo,  81s  6<i Saunders  A  O.  1835 

the  Jury  Room,  8v.  post  Svo,  31s6<2,  Afajnre^,42;12mo,  2s  6d  Philip    1857 

Munster  Festivals,  3  v.  post  Svo,  81s  6d,  '27  ;  12mo,  Is  6d  RoutUdge  1856 


(JasJ)  Catechism  of  Navigation  and  Nautical  Astronomy,  1 2mo,  2s Jwray    i  <4  5 

Practical  Navigation  and  Astronomy,  Svo,  10s;  n.  ed.,  byTurnbnll,  12s  Imray    1852 


—  (/f»o.)  Memoirs  and  Remains,  by  his  Sons,  Svo,  10s  6d HanUlUm  1840 

— (/110./0S.)  Chemical  Recreations,  Div.  1,  Experimental,  13th  edit.,  post  Svo,  2s  ...  Griffin    1854 

Div.  2,  Non-Metallic  Elements,  post  Svo,  10s  6d...  Griffin    1859 

Radical  Theory  in  Chemistry,  post  Svo,  12s  6rf   Author  iSsj 

' Scientific  Miscellany,  Svo,  21s  Ttgg 1841 

System  of  Crystallography,  and  its  Applications  to  Mineralogy,  Svo,  9s. . .  ^rt^Ji 1 84 1 

— Treatise  on  the  Use  of  the  Blow-Pipe,  cr.  Svo,  4s  Griffin    1855 

(J.N,)  Romanism  ;  or,  the  Creed  of  Pope  Pius  lY.,  post  Svo,  7s Sedey 1858 

■  Sermons  on  Creed  of  Pope  Pius  lY.,  Svo,  Ss   IfamiUon  1856 

Seven  Answers  to  the  Seven  Essays  and  Reviews,  Svo,  Ss  6d Longman  1862 

(A)  Book  of  Trades,  12th  edit,  sq.  16mo,  3s  6rf   Griffin    i860 

— — History  of  Audley  End,  4to  (Private  circuktion)    Bentley 1836 

— ( FT. <fci).)  Medical  and  Physiological  Problems,  Svo,  Ss  Sherwood  1845 

— —  (1F.i\r.)  Elements  of  Mensuration,  12mo,  Is  6<i    i^otumo^iSoe...  1852 

Treatise  on  Double  Refraction,  Svo,  2s Whiitaher i84Jt 

Motion  of  a  Rigid  Body,  Svo,  6s  fid Parker  A  Son    1847 

Solutions  to,  Svo,  6s BeUde  Daldy,..\%^^ 

Optics,  1S3S,  2nd  edit.,  Svo,  8s    WhiUaker 1842 

Griffinage  of  the  Hon.  Newman  Strange  :  an  Indian  Story,  obi.  fol.,  42s Hogarth    1862 

Ghriffins'  Aide-de-Camp,  by  Blunt  Spurs, Svo,  13s Bentley 1843 

Griffith  (CAo.)  SUte  and  Prospects  of  Port  Philip,  post  Svo,  6s Longman  1844 

(Geo,)  Free  Schools  of  Worcestershire,  and  their  Fulfilment,  Svo,  12s  6d Bennett 1852 

*  Life  and  Adventures  of  Geo.  Wilson,  a  Foundation  Scholar,  p.  Svo,  5s  Bennett '853 

-^— ((?./).)  Journey  from  Ceylon  to  Marseilles,  2  v.  post  Svo,  21s Colbum 1844. 

(/.  H^.)  Essay  on  Urinary  Deposits,  12mo,  3s    TaylordsF,   ...1843 

: Manual  of  the  Characters  of  the  Blood,  12mo,  5s  Taylor  A  F,  ...1846 

•«*  Henfrey  (Arih.)  Micrographic  Dictionary,  2nd  edit.,  Svo>  45s  ...   Van  FborfC   ...i860 
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Onffith(if.Z.)  Select  Exiracta  in  ProM  and  Verse,  12mo,  6»  WhtUdker 

iR.£.)  Medical  Botany,  illustrated,  8vo,  30«   New  York 

Univeraal  Formulary,  roy.  8to,  21«,  1850;  new  edit.,  16« Philadelpkia  ., 


•(R.T,)  Traditions  of  Kalidasa*fl  Birth  of  the  War  Qod,  translated,  8to,  5s  ...  Madden.. 
'  Specimens  of  Old  Indian  Poetry,  translated,  post  Syo,  58  A.  Hall. 


•  (rAo.)  Apostles*  Creed  Considered,  12mo,  10« Halchard  , 

Christian  Chorch  Distinguished  from  Popeiy,  12mo,  5f  6(2 Hatekard  . 

Fatherhood  of  God,  fcap.  8vo,  U^d    Hatekard  . 

>  Lectures  on  Confirmation  and  Baptismal  Yow,  12mo,  8«  6<2,  '38  ;  2s...  Hatekard  . 
the  Lord's  Supper,  12mo,  Is  6rf    Hatchard  . 


Live  While  Ton  Liye  :  Views  of  Human  Life,  18mo,  2s  6(2,  '40 ;  Is  ^d  Hatekard 

Lord's  Prayer  Contempkted,  12mo,  3s  6d,  Bums,  '39  ;  2nd  edit.,  2s  Hatekard 

Simons  at  Ryde,  2nd  edit.,  12mo,  5s Hatekard 

Spiritual  Life,  12mo,  5s,  1841  ;  8th  edit.,  is Hatekard 

-{Wm.)  The  Atoning  Lamb  ;  Essay  on  the  Atonement,  12mo,  Is  6d  Ward 

-(W.D,)  The  Bankruptcy  Act,  1861,  and  General  Orders,  8to^  12s SweH 

-(IfLP.)  Ancient  Gothic  Churches,  Geometrical  Principles,  &c.,  4to,  24s Aulkor  ... 

Architectural  Botany,  the  Decoration  of  Churches,  newed.,  4to,  2s  6d  Autkor  ... 

On  Developing  the  Temples  of  Greece,  3rd  edit.,  4to,  7s    Autkor  ... 

Suggestions  for  Developing  Grecian  Architecture,  8vo,  5s  A  utkor  . . . 

-System  of  Architecture,  Natural  and  Artificial,  4to,  10s  6d  Autkor  ... 


Giifithi  (David)  Grammar  of  the  Malagasa  Langua^^  in  the  Ankova  Dialect,  l2mo,  5s  E.Pite 

[Elea.)  World  Worship,  12mo,  4s  6rf,  1853— red.  to  3s  6d Nubet 

\P.A.)  Artillerist's  Manual  and  Soldier's  Compendium,  8th  edit.,  12mo,  7s6«{  Simpkin 

' Notea  on  Military  Law,  12mo,  5s    Simpkin. 

-(/.)  Index  to  Wills  proved  in  University  of  Oxford,  roy.  8vo,  ^s  6d    J.H.<kJ.Parker 


■  (/.IF.)  Ship- Builder's  Manual  and  Nautical  Referee,  3rd  edit.,  sm.  4to,  24s  New  York. 
'  Treatise  on  Marine  and  Naval  Architecture,  4th  edit,  4to,  42s  New  York  . 


—  (Som.)  Theory  of  Grammar,  8vo,  3s Hamilton 

-  (Tko.)  Chemistry  of  the  Crystal  Palace,  Hyde  Park,  12mo,  5s... Parker  &  Son  . 

Four  Elements,  2nd  edit.,  12mo,  4s  6d ParkertkSon.. 

-Seasons,  new  edit ,  1 2mo,  7s  6d    CkurckiU. 


Becreations  in  Chemistiy,  2nd  edit.,  12mo,  5«  Parker  d:  Son 

Writing  Desk  and  its  Contents  :  Natural  History,  &c.,  12mo,  2s Parker  A  Son 

(Vin.)  Plain  Instructions  to  CoUecton  of  Poor  Rates,  post  8vo,  2nd  edit,  3s  Knigkt  ifc  Son 

^m2g(/as.)  Hymns  on  Divine  Subjects,  and  Seribus  Poems,  12mo,  2s  Hamilton  

*iTi)|:or(/as.)  Eastern  Arboretum :  Trees,  Seats,  &c.,  in  Norfolk,  8vo,  17s  6<2— red.  12s  Longman  

<>nllpuzer  (^mn^)  Sappho,  a  Tragedy,  transited  by  Miss  Cumming,  12mo,  3s  Hamilton  

^Msuldi  {JoBepk)  Life  of,  edited  by  Dickens,  2  v.  p.  8vo,  15s,  1838;  12mo,  2s JtouUedge  

GrimWot  (P.)  Letters  of  William  III.,  Louis  XIV.,  &c.,  2  ▼.  8vo,  30s,  '48— red. 7s  6d  Nattali 

^:unes(/.5.)  Stherology  :  Mesmerism  and  Magic  Eloquence,  12mo,  Ss  M   Wki^field   ..  .. 

Grittke  (P.)  Nature  and  Tendency  of  Free  Institutions,  8vo,  15s    /-  Okapman  .. 

(i.Z.)  Tales  from  the  Arabian  Nights  in  German,  12mo,  9s  6d  Nutt  

-  Eastern  Land,  16mo,  3s  6d  ;  coloured,  4s  6d   H.  Bohn  


(/.  W.)  Fairy  Ring  :  Popular  Tales,  translated  by  Taylor,  12mo,  7s  6cf  Murray 

'^m'i  Qammer  Grethel ;  or,  German  Fairy  Tales,  p.  8vo,  5s -red.  to 8s  6(f  H.  Bokn  

-' — -Goblins,  a  Collection  of  Fairy  Tales,  iUust,  2  vols,  in  1,  sup. -roy.  8vo,  lis...  Vickers  

—  Home  Stories,  translated  by  Davies,  12mo,  3s  6rf      RoutUdge  

Household  Stories,  illustrated  by  Wehnert,  new  edit,  cr.  8vo,  7s  6d Routledge  

• Tales  and  Popular  Stories,  12mo,  3s  6d     Ward  «fc  Lock 

Gnmaer  (W.H,)  Anecdotes  of  the  Bench  and  the  Bar,  2nd  edit,  post  8vo,  4s    H<ype 

ftriaiibAW  {Wm,)  Incumbent  of  Haworth,  1742-63,  by  R.  S.  Hardy,  fcap.  8vo,  8s...  Mason    

Principles  of  True  Christianity  Vindicated,  4th  edit,  12mo,  2s    ...  Bennett 


Onifisfaswe  (7*.<9.)  Lectures  on  Future  Restoration  of  the  Jews,  12mo,  2s  Groombridge  ... 

tJniBBtoQ  (Jfiss)  Church  Services,  2  v.  32mo,  morocco,  21s;  18mo,  30s;  12mo,  85s...  Hatekard  

«rindal(iip.)  Writings,  8vo Parker Soe.  ... 

<TnA(i]af  {R.M.)  Hints  for  Travellerato  India,  detailing  the  Several  Routes,  12mo,  2s  SmitkAElder... 

SrindoD  (X.i5r.)  Essay  on  the  Sexuality  of  Nature,  8vo,  2s Pitman 

" life  ;  its  Nature,  Varieties,  and  Phenomena,  2nd  edit,  8vo,  7s  6<i...  WkiUaker 

— Manchester  Flora,  within  Eighteen  Miles,  8vo,  12s  6d White 

Walks  and  Wild  Flowers,  12mo,  2s  6d  Wkittaker 

7; — — —  Manual  of  Plants,  British  and  Foreign,  12mo,  3s  6d Pamplin    

(midxod  (jBirfw.)  Lawsand  Regulations  of  Wesleyan  Methodism,  12mo,  6s   Mason 

■7 'lJt.B.)  Bacchus  ;  Prize  Essay  on  Intemperance,  new  edit,  8vo,  2s  6rf  Simpkin 

Griifield  (a  F.)  nigrimage  to  Stratford  on  Avon,  12mo,  2s  6<i  ;  with  Guide,  3s  6d  .  Longman  

[E.G.)  Scholia  Hellenistica  in  Novum  Testamentum,  2  vols.  8vo,  80s Pickering  

(-E.  FT.)  Apology  for  the  Septuagint,  8vo,  5s  Pickering  

Christian  Cosmos  ;  Son  of  God  the  Creator  of  Man,  12mo,  4s  6rf   ...  Seeley 

^~ Historical  Sketch  of  the  Jesuits,  12mo,  6s    Seeley 

-  Nature  of  the  Image  and  Likeness  of  God  in  Man,  8vo,  7s Pellotees. 


(Tko.)  Century  of  Original  Sacred  Songs,  12mo,  5s   Hamilton 

-  Devotional  Exeroises,  18mo,  2s Hamilton 

•  Remarks  on  Moral  Influence  of  Shakespeare's  Pkiys,  8vo,  3s  Longman 


OriQs  by  the  Smartest  Nation  in  all  Creation,  post  8vo,  Is C.H.  Clarke. 

tiruBted  (r./».)  RaUca  of  Genius:  Sketches  of  Painters,  Poets,  &c.,  16mo,  6« Kent  
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GriBOom  {J.B.)  Animal  MechaniBm  and  Physiology,  12mo,  8« New  York 1S49 

The  Uaes  and  Abuses  of  Air,  12mo,  5« New  York 185^ 

Grisebach  (A.K.R.)  Flora  of  the  British  West  Indian  Islands,  Farts  1  to  5,  each  5«     JUeve    1859-61 

Ghriselda,  a  Drama,  from  the  Q«rmanof  Halm,  tr.  by  Sir  B.  A.  Anstmther,  12mo,  i$6d  Black 1S40 

byQ.E.  D.,  roy.  18mo,  4a  Smith tt  Elder. iHi 

Grisenthwaite  (IFm.)  Essay  on  Food,  12mo,  is Blenkam  1838 

Genins,  8vo,  Z»M   Blenkam  1S38 

New  Theory  of  Agricultare,  8vo,  7s    Blenkam  1839 

Refutation  of  Paine's  Age  of  Reason,  8to,  6s BUnkam  18  * 


Griswold  (Bp.A.V.)  Memorials  of,  by  Dr.  Stone,  8to,  14*  Northamfton^  n.d. 

Prayers  adapted  to  Social  Worship,  12mo,  6«  New  Y'ork 1857 

(^.  IF.)  Female  Poets  of  America,  8vo,  16»  Philadelphia... lis^ 

Poets  and  Poetiy  of  America,  16th  edit.,  8vo,  16s Philadelphia    1855 

Prose  Writers  and  Literature  of  America,  4th  edit.,  8vo,  16s    Philaddpkia    1S55 

• Sacred  Poets  of  England  and  America,  Svo,  15f  New  York 1849 

Scenes  in  Life  of  Our  Saviour,  by  Poets  and  Painters,  8vo,  25s Philadelphia.,  n.  d. 


-(IF.)  Railroad  Engineer's  Pocket  Companion,  18mo,  6$6d Auburn,  i\S...itsS 


GriTes(Afr«.)  Half  Hours  with  the  Bible,  16mo,  5$ Warditlock  .1861 

Happy  Sundays,  2  vols.  18mo,  6s   Dean   1853 

Grocott  (/.C)  Index  to  Familiar  QuoUtions  from  British  Authors,*  12mo,  3s  6d Bell  ds  Daidy    1854 

Gronow  {Capt.)  Reminiscences ;  Anecdotes  of  the  Camp,  Court,  and  Clubs,  p.  8to,  9s  Smith deEld^...i^^t 

(/.)    Review  of  England  and  Wales  ;  Historical  Events,  12mo,  6s Simpkin 1849 

Groom  (£Siio.)  Art  of  Transparent  Painting  on  Glass,  12mo,  Is   WinMor  1855 

(/ames)  Wilderness  Mercies,  a  Series  of  Letters  addressed  to  a  Daughter,  8vo,  Ss  BenneH  1846 

Groombridge  (5.)  Catalogue  of  Circumpolar  Stars,  edited  by  G.  B.  Aiiy,  4to,  10s    ...  Murray 1838 

Grorowski  (5.J5.)  Stanislaus  of  Cracow,  aPoem,  post  8vo,  6s ^ SaundersdsO.  1840 

Gros  (Baron)  Embassy  to  China  and  Japan  in  1857-58,  by  Marq.  de  JAog^  12mo,  6s  Orifin    i860 

(01)  Elements  of  French  Conversation,  by  De  Lolme,  12mo,  2s  6<i  Dulau    1845 

Grose  (Pra.)  Provincial  Glossary  with  Pegge's  Supplement)  poet  8vo,  4s  6d J.R.Smith 1838 

Groser  (WM,)  Bible  Months  ;  or,  the  Seasons  in  Palestine,  fcap.  8vo,  Is  6d    S.S.  Union 1861 

Gross  {J.B.\  The  Heathen  Religion  in  its  Symbolical  Development,  cr.  8vo,  6s Bottom,  U.S....  1856 

(5.D.)  Diseases  and  Injuries  of  Urinary  Bladder,  roy.  8vo,  21s    Philaddplua. .i%s^ 

Elements  of  Pathological  Anatomy,  illustiated,  3rd  edit,  8vo,  28s Philadelphia, .i%si 

Manual  of  Military  Suiigeiy,  iUust.,  18mo,  8s Philadelphia... i%(>i 

' System  of  Surgery,  986  Engravings,  2  v.  8vo,  63s  PhilaMphia  ..li^i 

Treatise  on  Foreign  Bodies  in  Air-Paasafres,  8vo,  16s  PAite«Wjp^...i86i 

Groflsetete  (Bp.R.)  Letters  and  Treatises,  edited  by  H.  R.  Luard,  roy.  8vo,  10s  Longman  1861 

Grossi  {J.S.)  Maroo  Yisconti,  a  Romance,  2  v.  post  8vo,  21s,  Smithd:B,f'^6;  12mo,  4s  Burnt     1845 

Groesmlth  (John)  Gh)vemment  upon  First  Principles,  8vo,  7s  6(2 JvdddsQ i860 

(W.R.)  On  Amputations  and  Artificial  Iambs,  post  8vo,  3s  6(i  Longman  1857 

Grosvenor  {Benj.)  Mourner  ;  or,  the  AlBlicted  Relieved,  32mo,  Is  6<2 Hamilion  1S39 

{Lady)  Tacht  Voyage  in  the  Mediterranean,  2  vols,  poet  8vo,  28s Murray   184a 

{Ld.R.)  Leaves  from  My  Journal;  to  Carlsbad,  1861,  9s  6d }  p.  8vo,  ZsQd...  Mvrray 1854 

Grote  (Oeo.)  History  of  Greece,  12  v.  8vo,  9/  12s,  1846-56;  new  edit,  8  v.  8vo,5Z  12s  Murray i86z 

■  Letters  on  the  Recent  Politics  of  Switserland,  1847,  post  8vo,  5s Newby    1847 

Plato's  Doctrine  on  the  Rotation  of  the  Earth,  8vo,  Is  6d Murray 1S60 

(John)  A  Few  Words  on  Criticism,  8vo,  U  M    MaemUlan 1861 

(if  rs. )  Collected  Papers  (Original  and  Reprinted),  in  Prose  and  Verse,  8 vo,  1  Os  6<i  Murray 1 86a 

MemoirofAryScheffer,  2nd  edit.,  post  8vo,  8s  6d Murray i860 

Key  to  by  Owgan,  8vo,  4s  ...  Rivington 1854 


Gkotefend  (Aug.)  Materials  for  Translation  into  Latin,  by  T.  K.  Arnold,  8vo,  7s  6d  .  Rivingtdn  1854 

GrotiuB  (//u^o)  Adamus  Exul,  a  Poem,  translated  by  Barbam,  8vo,  2s  6(2 Sherwtsod   1S39 

• Introduction  to  Dutch  Jurisprudence,  by  Herbert,  roy.  8vo,  31s  6(i...    Van  Voorst  ...1844 

Jure  Belli  et  Pacis,  with  Translation  by  Dr.  Whewell,  8  vols.  8vo,  42s  Parker  d:  Son  .1854 

Rights  of  War  and  Peace,  abridged  by  Dr.  Whewell,  8vo,  14s    Parker  dr  5e>»  .1854 

Truth  of  the  Christian  Rieligion,  by  a  Cambridge  Graduate,  p.  8vo,  6s  WhiUaker 1856 

■ CUrke,  cr.  8vo,  3s Whittaher i860 

Sedger,  2nd  edit.,  8vo,  5s   WMUaher i860 

«  Veritate  Religionis  ChristiansB,  12mo,  4s  6(2    J.H.dfJ,Parkeri%s^ 

■ __  byMiddleton,  12mo,  ^$ Rivington  1849 

Valpy,  12mo,  6s WhiUaker 1839 


Bks.  1  to  5,  lit.  trans.,  8vo,  2s  ;  Bks  3&  4,8vo,tr.2s  Whittaker  ...1855-^ 

Groups  from  Flora's  Bower ;  Flowers  with  Poetry,  imp.  8vo,  21s    Jerrard 1855 

Grout  (Letois)  The  Isisulu,  a  Grammar  of  the  Zulu  Language,  8vo,  21s TriUmer i860 

Grove  (Jno.)  Epidemics  Examined  and  Explained,  8vo,  6s Ridgway    1850 

—  (Mm  E.)  Adventures  of  a  Sunbeam,  and  other  Tales  in  Verse,  16mo,  2s  6<2  Dean 1859 

Basket  of  Fruits  and  Flowers  :  Tales  for  the  Young,  16mo,  Is  6(2  Dean 1858 

Little  Harry's  Book  of  Poetiy,  16mo,  3s  6(2  ;  cold.,  %a  Bogue 1854 

^~  (Mrt.E.)  Calendar  of  Nature  ;  or,  Seasons  of  England,  folio,  52 Dickeneon    1849-50 

—  (iZ.^.)  Scenery  of  Lymington,  Hants,  imp.  4to,  63s  Ackermann   ...1835 

( IF.  i2.}  Correlation  of  Physicsl  Forces,  roy.  8vo,  2s  6(2,  '46;  4th  ed.,  8vo,  7s  6(2  Longman   1862 

Grover  (H.M.)  Analogy  and  Prophecy,  Keys  to  the  Church,.  8vo,  4s Matchard  1846 

Catechism  for  Sophs,  12mo,  2s Cleaver  1848 

—  — ^ Changes  of  the  Poles  and  the  Equator,  8vo,  Is  Rieltardwn    ...1848 

■  Soundings  of  Antiquity  ;  Astronomical  Evidence,  8vo,  Is Rivingtcn  i86« 
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GroTer(F.if.)yoioeliomS(oDeheBge,  Sro,  5f    Cleaver  1847 

—  (C<i|)(^.i^r.)  Obserratioiis  on  Floating  Breakwaten,  If  H.  Bohn  1842 

—   The  Bokhara  VictUna,  8vo,  10«  6d Chapman  ifc  ir.1845 

Groves  {A.N.)  Memoir  and  Correqwndence  by  hia  Widow,  12mo,  4«  0(2  ;  cr.  8to,  6<  6<{  NUbet 1855 

' (£iiw.)  Ftailogia;  or,  Easay  on  UniTcrsal  Language,  Sto,  5f  Gd Orr 1846 

(iT.  (7.)  Commentary  on  the  Book  of  -  Ghenesis,  cr.  8to,  9«    Macmillan    ...i86x 

Teaching  of  the  Anglican  Divinea  on  the  Eucharist,  8ro^  ^  6d J.H,dtJ,ParkeriSs9 

(/at.)  Badimenta  of  Qreek  Grammar,  12mo,  3»    Longman  1845 

(/no.)  Greek  and  Engliah  Lexicon,  14th  edit.,  Sto,  12« Mozley  1860 

{Wm.)  Hebreir,  BngUiBh,  and  German  Ghiunmar  and  Lexicon,  12mo,  5<  Palmer 1838 

-iW.J.)  Echoeafrom  Egypt;  or,  the  Type  of  Antichriat,  8to,  lOf  6d Rivinglon  185; 


(rnib  ((reo.)  Bodesiaatical  History  of  Scotland,  4  t.  8to,  42« Hamilton  1861 

Trrabb  (S»tiA)  Letters,  Selection  from,  8to,  8f    Simpkin 1849 

(Inieber  {C.S. )  Formnlaries  of  the  Church  as  to  the  Lord's  Sapper,  roy.  8to,  2$  6d...  Matters 1857 

ilmfel  Swillendrinken  ;  or.  Reproof  of  the  Brutes,  by  Alf.  Crowquill,  4to,  2«6<{  ...  OrijfitK di  F,  ...1856 

Graggen  (F.J.)  Lawfulness,  &c.,  of  Oaths,  Hulsean  Essay,  1844,  Sro,  ^t  6d  Eivington  1845 

Gnod  {P.J.)  Aristocracy  in  America,  edited  by  F.  J.  G.,  2  t.  post  8ro,  12«  Bentley  1339 

History  of  the  Americans,  2  t.  8to,  24« Longman  1837 

Gfoady's  Drawing-Book  of  Shipping,  obL  4to,  9f Bogue    1840 

or  Harry's  First  Half,  by  a  Schoolboy,  fcap.  8vo,  2»  6<i  Hardwicke    ...i860 

Gnmer  {Lew.)  Decorations  of  Pavilion  at  Buckingham  Palace,  foI.,dlf  6<f;  cold., 5/  69  Longman  1846 

• Fresco  Decorations  and  StuocoB  in  Italy,  folio,  8/ 8s  Wxlliz    1854 

Mosaics  of  the  Cupola  in  Capella  Chigiana  at  Rome,  folio,  31s  6d Weale 1850 

Specimens  of  Ornamental  Art,  folio,  12/  128,  1850— red.  to  8/  8«    ...   Weale    1853 

Grill  (C.)  FiTe  Sermons  at  Bodmin,  870,  28 Liddell 1845 

-(ffm.)  Sketch  of  tiie  Windows  at  St.  Neot's  Church,  Cornwall,  8to,  Ss  J.H.AJ.ParheTi%s^ 

-{J.W.)  Oat-Station  ;  or.  Jaunts  in  the  Jangle,  fcap.  8to,  78  M    Chapman  A  £^.1848 

QttQ  Grange,  by  the  Author  of  Headlong  Hall,  post  8to,  Ts  6e/    Parker  di  Son  .1861 

(jnQ3(7%o.)  Sermons  ;  with  Biographical  Sketch  by  Punnett,  8to,  108  6d Hatchard  1845 

Gtudias  Anpi ;  Illosirations  of  the  Life  of  a  Christian  Child,  16mo,  lOs  6d Maater$ 1858 

of  an  Old  Cathedral,  16mo,  l8  6rf    Matten 1856 

Goanfa and  the  Bear-Skin  Caps,  8to,  l8   Clowes    1854 

GbotiLs,  Hnasan,  and  Infantry,  a  Novel,  3  t.  post  8vo,  3l8  (Ui Saunders  d:0,   1838 

GuijB  (J.E,  Le  B.  dee)  Letters  to  a  Man  of  the  World,  tr.  by  J.  Murdoch,  n.e.fp.48  Newberry   1849 

Gvbl»]is  (^riMf)  Latin  and  English  Grammar,  12mo,  28  6c/    HouUton    1850 

— (Jf.ilL)  Mutinies  in  Oadh,  and  Siege  of  Lucknow,  8rd  edit.,  8vo,  158  Bentley  1858 

OiKBon  (Fm.)  Treatise  on  Milch  Cows,  translated  by  RiaU,  8to,  88, '47— red.  io2s6d  Orr 1851 

<nfericke  (U.E)  Church  History,  First  Six  Centuries,  tr.  by  Shedd,  roy.  8to,  108  6<i   ffamUton  1857 

Manual  of  Christian  Antiquities,  by  Morrison,  12mo,  5s  6d Parker  ds  Son  .1851 

'henisey  {Dr.E.)  Homoeopathic  Domestic  Practice,  by  Thomas,  12mo,  '$7  ;  n.  e.,  58   Turner  i86a 

<it»mzzi  {F.B.)  Beatrice  Cenci,  a  Novel,  transl.  by  Scott,  post  8vo,  98  '58  ;  28 Ward  d:  Lock    i860 

^•3en{£miliu»}  Irvingism  and  Mormonism  tested  by  Scripture,  12mo,  28    Niebet 1854 

Gacasif  you  Can  :  Biddies  and  Charades,  English  and  French,  16mo,  68 Bogue   1851 

^aens  at  Truth,  by  Two  Brothers,  1st  ler.,  12mo,  6s ;  2d  aer.,  7s;  in  1  v.  108  Sd     Waltond}M....i9s9 

'itieanof  Stories,  a  Book  for  Toong  People,  by  a  Country  Parson,  imp.  16mo,  38 Bell  d: Daldy...  1S61 

<i«eit  (iii^.)  Propugnacula  ;  Political  Reasons  for  Church  Discipline,  8vo,  Ss Rirington  185a 

—  {Edwin)  History  of  English  Rhythms,  2  v.  8vo,  248,  i'tci(;m«i<7,'38— red.  to  158  Belld:  Daldy...i^sS 

—  {Lady)  The  Mabinogion,  with  Trandation  and  Notes,  3  v.  roy.  8vo,  608 Longman... i2^i-$o 

GsUrd  {/.)  Series  of  Six  Views  of  the  Ruins  of  Mandoo,  Central  India,  foL,  3l8  6d  Day ds Son i860 

(nbeianiini  (/^ra.)  Ifaxims,  translated  by  Martin,  square,  16mo,  7s Longman  1845 

-;-; The  King  of  Pride,  Rise  and  Progress  of  Papal  Power,  p.  8 vo,  38  6rf  Hope 1 8  54 

Gicchtt  (/.)  Italian  and  English  Grammar,  by  Tommasi,  n.  ed.,  12mo,  58  ;  Key,  38   C.B,  Law i860 

ij^deBookto  the  Medicine  Chest,  for  Merchant  Seamen,  18mo,  Is Simpkin 1851 

i  Londres  et  II  PExposition  Universelle  de  1862,  par  un  Cosmopolite,  1 2mo,  48  6d  Jeffs   1 861 

for  Emigrants  proceeding  to  Australia  and  Canada,  18mo,  Is Whittaker  1844 

the  Writing  Desk  ;  or.  Author's  and  Secretary's  Friend,  18mo,  28  C.  Mitchell 1846 

to  Art:  Graphic  Geometry,  18mo,  28 Tyas  1841 

BaU  Room,  and  Polka  Lesson  Book,  82mo,  1« C.MiteheU 1856 

Bury  St.  Edmunds,  12mo,  48 Simpkin 1836 

'  Cheltenham  and  its  Environs,  12mo,  58    Whittaker 1837 

Church  Services,  in  London  and  Suburbs,  8vo,  l8  RivingUm  1858 

• —City  of  Aberdeen,  12mo,  6s  Simpkin 1843 

Civil  Service  Examinations,  by  H.  White,  post  8vo,  38  6d — red.  to  28  6<i...  Simpkin i86a 

Connemara  and  the  Irish  Islands,  12mo,  28 Snow 1851 

Daily  Worship  in  Parochial,  Sunday,  and  Infant  Schools,  8vo,  IsSd Oroombridge  ...1843 

—  Departments  of  the  Royal  Military  College,  Sandhurst,  8vo^  Ss C.  H,  Law    ...1850 

Domestic  Cookery,  18mo,  l8  6d A. BaU 1839 

Employment  in  London,  18mo,  ls6d  C.MiteheU 1844 

Sn^iah  and  Italian — English  and  French — English  and  German,  each  38  6d  Bossange   1 840 

Etiquette,  18mo,  28  CMUcheU 1844 

— French,G6r.  ,and  Italian  Conversation, by  Smith,and  others,  18mo,  78  ^088an^e    1840 

literature,  in  Question  and  Answer,  2nd  ed.,  18mo,  hf.-bd.,  28  6d  Simpkin.. i86» 

-Eton,  Eton  Alphabet,  Eton  Block,  Ac,  2nd  edit.,  12mo,  Is Whittaker i86a 

— ■ Family  Devotion,  intended  for  the  Use  of  the  Godly,  12mo,  2s  6d    Cleaver  1846 

*— - — Fancy  Needlework  and  Embroidery,  32mo^  Is C.MUcheU 1841 


32a  GUIDE GUIZOT  [fiKouaa  Cataloccb 

Ghiide  to  Fox^Honndsand  Stag-Hounob  of  England,  8vo,  6s  Qd    WhiUaher  ../.,.i84S 

Giant*!  Ciftuseway,  12mo,  5«   Longman  1S46 

■    Government  and  other  Sitoationa,  9th  edit.,  Idmo,  2» Piper 1857 

Henley  on  Thames,  12mo,  2t6d Simfkin iM 

— — — Indian  InTestments,  Interesting  to  Shareholders,  Svo,  Is   TrUbner 1861 

-——Jersey,  16mo,  Is;  with  Illustrations,  2s  &d Simpkin 1845 

Jewish  History,  by  Author  of  the  Child's  Guide,  18mo,  2s Simpkin 1S51 

■    — Kenilworth  Castle,  ISmo,  2s  M Longman   1844 

—  Knowledge  of  Pottery,  Porcelain,  &c.,  edited  by  H.  G.  Bohn,  post  Sto,  6f     H.Bokn 1857 

Lakes  of  Killamey,  &c.,  12mo,  6s Longman  1858 

■  ■  — Oil  Painting,  fcap  8vo,  la  Rotpney 1845 

Oratory;  or,  Whole  Art  of  Public  Speaking,  18mo,  2s  CMitckeU 1844 

Paper  Flower-Making,  with  Patterns,  12mo,  Is   Barnard    1856 

— - — Practice  of  New  County  Courts,  by  a  Barrister,  12mo,  4s  Simpkin 1849 

Private  Patronage  of  the  Church  of  England,  8vo,  Ss  6d  6.  Cox   1853 

Property  and  Income  Tax  Act,  4th  edit.,  8vo,  is C.Knighi  1843 

■  Pulpit  Exercises,  18mo,  3s Simpkin 1S36 

Railway  Situations,  18mo,  2s Coneanon  ......1845 

8ol-fa>ing,  with  Canons  and  Psalm  Tunes,  2nd  edit,  obL,  Is    HamUUm  1847 

Stars  for  Every  Night  in  the  Year,  8vo,  6s   WaUon  1841 

the  Architectoral  Antiquities  of  Oxford,  8vo,  24s    J.UmAJJ^arkeri%^S 

Continental  Traveller,  cr.  4to,  Is    CMitckeU 1846 

Lakes,  new  edit.,  post  8vo,  Is  9d   Wkittakar 1848 

Saviour,  for  the  Toung,  18mo,  Is;  hf.-mor.,  2s   Rd,  TradSoe.. tH7 

■  — Town  of  Berne,  by  a  Cantab,  12mo,  2s  6d  Zon^^man  ...1859-60 

— Watering  Places,  with  Illustrations  by  CrowquiU,  post  8vo,  8s  6d Harwood   1845 

Wimborne  Minster,  12mo,  3s ^ Longman  1855 

Workers  in  Metal  and  Stone,  4  Numbers,  4to,  60s PkHaddpkia...n,  d. 

Guiding  Star  and  other  Poems,  3rd  edit.,  12mo,  Ss Wkittaker 1840 

Guild  {Dr.)  Mo^es  Unveiled,  and  the  HsLrmony  of  all  the  Prophets,  roy.  8vo,  Is H.Bokn 1839 

{R.S.)  Librarians'  Manual:  a  Treatise  on  Bibliography,  4to,  31s  6d New  York 1858 

Guileville  {Guillaume  de)  P61erinage  de  1' Homme,  a  Poem,  Notes  by  Hill,  cr.  4to,  16s  Pickering 1858 

__^ Pilgrimage  of  Man,  Prose  Translation,  cr.  4to,  5s    Pickering 1859 

the  Soul,  edited  by  Cust,  cr.  4to,  15s Pickering  1859 

Ghiillaume  {Geo.)  Architecture  of  Netley  Abbey,  folio,  24s Author  1848 

Views  and  Details  of  Netley  Abbey,  4to,  21s  J.WiUiams   ...1850 

Guillere^  ('i'i^.)  Exercises  Orthographiques,  12mo,  Is  6d  Simpkin 1843 

^— — ^— ^—  French  Grammar,  translated  by  Anderson,  12mo,  3s  6d Simpkin 1841 

■  Lectures  Franfaises  Gradu^  12mo,  3s  Jhdan    1845 

Grsmmaticales  et  Historiques,  12mo,  3s  6<Z Simpkin 184a 

Guinegate,  Nouvelle  Edition  d'un  Podme  sur  la  Joum6e  de,  4to Roximrgke  CL  1825 

Guinness  {H.G.)  Sermons  on  Important  Subjects,  with  Memoir,  12mo,  2s  6d  J.F.Skaw 1859 

with  Life  by  Urwick,  new  edit.,  12mo,  3s  6d  Nisbet i860 

— '  {J.L.)  Sketches  of  Nature:  Views  of  Zoology,  Botany,  kc.,  12mo,  6s HamiUon  1843 

Guinot  {Bug.)  Summer  at  Baden-Baden,  roy.  8vo,  21s J. Mitchell 1853 

Guirand  {A.)  Priest  of  Barcelona,  12mo,  Is Peirce    1847 

Guise  {Mrs.F.)  The  Cravens  of  Beech  Hall,  2  y.  post  8vo,  21s Burst  ds  B i86i 

Guiton  {F.)  Histoire  du  Mtfthodisme  Wesleyan,  12mo,  4s Mason    1846 

Guisot  {P.P.G.)  Causes  of  Success  of  the  English  Revolution,  1640,  8vo,  6s;  12mo,  Is  Murray 1850 

'  Charles  I.  and  the  English  Revolution,  new  edit.,  2  v.  8vo,  28s  ...  Beniley  1854 

^ Christian  Church  and  Society  in  1861,  post  8vo,  2s  6d Beniley  1861 

. Comellle  and  his  Times,  8vo,  14s Beniley  185a 

De  la  Democratic  en  France,  12mo^  2s Jfomcastle 1849 

— Democracy  in  France,  8vo,  Ss  6d  Murray 1849 

«_ Embassy  to  the  Court  of  St.  James's  in  1840,  8vo,  14s  ;  n. e.,cr. 8 vo, 6s  Beniley 1862 

History  of  Civilisation  in  Europe,3  v.p.8vo,10s6{2,  Bohn\  12mo,2s6<2  Chambers  1856 

by  Beckwith,  post  8vo,  10s  6<i    ...Macrons    1848 

Eng. Revolution,  1640, 2  v.8vo,28s,/^eji</«y,'5o;p.8vo,3s6d  H.Bohn 1856 

Oliver  Cromwell,  2  v.  8vo,  28s;  n.e.,  cr.  8vo,  6s Bentley  1854 

■  __  Representative  Government,  by  Scobie,  post  8vo,  3s6<i...  H.Bohn 185a 

R.Cromwell  and  the  Restoration  of  Charles  II., 2v.8vo» 28s  JScwrf^  1856 

L'Eglise  et  la  Soci6t6  Chr6tienne  en  1861,  8vo,  5s   Ihdau    1861 

■  Life  of  Monk,  translated  by  Scobie,  post  8vo,  Is  6d    H.Bohn 1851 

— Lives  of  Monk's  Contemporaries,  post  8vo,  Is  6rf H.Bohn    1851 

'  Married  Life  of  Lady  Rachel  Russell,  cr.  8vo,  2s6d  Bosworih    1855 

Meditations  and  Sketches,  by  Marquis  of  Onnonde,  post  8vo,  2s  6d  HamiUon  1855 

Memoira  to  Illustrate  the  History  of  my  Time,  4  v.  8vo,  each  14s  ...  Bentley    ...1858-61 

Nature  and  Relations  of  the  Fine  Arte,  8vo,  14s— i«d.  to  10s  6d  ...  Bosworih    1854 

Shakespeare  and  his  Times,  8vo,  14s Bentley  iS5a 


Washington,  by  Reeve,  p.  8  vo,  7s  6<f,  if urray '40  ;  byPaniell,12mo,8s  Painter 1841 

Why  was  the  English  Revolution  of  1640  Suooessfnl?  12mo,  Is   ...  Bogue 1850 

-(Afa<i.)Oonseiller  dela  Jeunesse,  12mo,  2s Whittaker 1853 

Moral  Tales,  translated  by  Mra.  Burke,  12mo,  8s  6<i   Boutledgs  185a 

Popular  Tales,  tr.  by  Mra.  L.  Burke,12mo,  3s  6d BoutM^  1855 

Tales  for  Youth,  18mo,  2s HamUum  1838 
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Gouot  (.¥aiL)  Tonng  Stndentv  a  Tale,  translated  byJackaon,  12mo,  B$  6d  Kent  185s 

(jojerat,  Political  History  of,  from  the  Persiao,  by  J.  Bird,  Esq.,  8vo    Oriental Tr.Fd.n,  d, 

Gulistan  ;  or,  Rose  Garden  of  Shekh  Sadi  of  Shiraz,  trang.  by  Eastwick,  870,  21«...  Madden 1853 

Giillick  {T,J.)  and  Tinibs  (Jno.)  Painting  Popularly  Explained,  fcap.,  6a Lockwood  1861 

tjailirer's  Voyage  to  lilliput,  with  French  Translation  by  Pirscher,  new  efd.,  12mo,  Za  Simpkin 1S59 

Gullott  (/.Z.)  Earthwork  Tables,  on  a  sheet,  5s  Simpkin 1855 

Meditations  and  Moral  Sketches,  cr.  8to,  2a  6d  Hamilton  1855 

G0II7  (/.i/.)  Exposition  of  Neuropathy  and  Nervousness,  8vo,  Qa CkurchiU  1841 

Simple  Treatment  of  Disease,  12mo,  4s Churchill  1842 

Water  Cure  in  Chronic  Disease,  8th  edit,  12mo,  2s  6d    Simpkin 1862 

[Robt.)  and  Denham  (Capt,)  Captivity  in  China  in  1842,  8vo,  8s  6(2  Chapman  <fe  ZT.  1844 

Gaioeraall  {T.B.)  Interest  and  Discount  Tables,  dth  edit.,  8vo,  10s  6d E.  Wilaon 1851 

ijuiQinere  (/.)  Elementary  Treatise  on  Astronomy,  4th  edit.,  8vo,  18s Delf  1851 

(S.R.)  Compendium  of  the  Principles  of  Elocution,  8vo,  7«  6d  Philadelphia.,.  iSS7 

Gampsch  {J,vo»}  Inqairy  into  the  Moon's  Rotation  on  her  Axis,  8vo,  6s  6<2 Boaworth   1856 

Tables  for  the  Reduction  of  Mahometan  Dates,  &c.,  4to,  7s  6<f Madden 1856 

True  Figure  and  Dimension  of  the  Earth,  8vo,  12« Hardwicke 1862 

Gampert  (r.iwm)  Beggar  Boy,  a  Tale,  from  the  German,  16mo,  Is Seeley    1854 

Gaim  (C^.)  Desultory  Hours,  fcap.,  3s Simpkin 1844 

Exercises  on  English  Synonymes,  edited  by  Whately,  12mo,  la  6d  Parker ik Son,.. i^s^ 

(/>.)  Scriptural  Lessons  on  St.  John's  GK)8pel,  12mo,  Is Partridge 1855 

GiaD (5.)  F^nMtical  Discourses,  fcap.,  2s  Hamilton  i8si 

-(r.^.)  Physiology  of  New  York  Boarding-Houses,  12mo,  6s New  York 1857 

— ^  R'.)  Caledonian  Repoaitory  of  Music,  8vo,  78  Qd Author  «.  d. 

-(n'. if.)  Religion  in  Connection  with  Instruction,  12mo,  6a  6d    Simpkin 1840 

Rudiments  of  the  Latin  Language,  12mo,  2s  Longman  1848 

GuBoing  (Hen.)  Reminiscences  of  Cambridge,  2  v.  p.  8vo,  25s  ;  2  e.,  2  v.  cr.  8to,  21f    Bell  tk  Daldy,,.iS^^ 

{Bp.P.)  Treatise  on  the  Paschal,  or  Lent  Fast,  8vo,  ds- red.  to  5s  J.H.d:J.ParkeTi%\$ 

GoRniion  {J.W.)  Mormons  in  the  Salt  Lake  Valley,  12roo,  3s  6d  Philadelphia... i%$% 

GnBpowder  Plot,  Account  of,  from  Lingard  and  Dodd's  Histories,  8vo,  Za  6d  Dolman 1851 

TreauBon,  History  of,  published  by  Authority,! 609, 12fflO,  2s 60^— red.  tols  W.J.Adama  ...1851 

GiDthgr  (^.il.)  Manual  of  Homoeopathic  Veterinary  Medicine,  post  8vo,  10s  6<f  BaiUih^    1846 

'•uton  (Z)r.)  Religion  of  Childhood,  its  Practice  and  its  Pattern,  ISmo,  Is    Heylin  1858 

'ianloQ(irM.)  Statutes  relating  to  Game,  12mo,  4s Benning 1839 

Gariij  (i2.i2.)  State  of  Liberia,  8vo,  2s  6<i Waahington  ...1850 

'isroall  {Wm,)  Christian  in  Complete  Armour,  8to,  12s,  1844  »  byCampbell,  9s Tegg  1862 

—  Extractafrom,  by  F.  Storr,  18mo,  Is WeHheim  1858 

Helmet  of  Salvation,  with  Clark's  Scripture  PVomisea,  12mo,  2s Ndaon  1855 

'Hmier  (ITfli.}  Snatches  of  Song,  12mo,  2s  AyhU    1852 

GsTBdjCircA.)  Iphigenia  at  Delphi,  a  Tragedy,  8vo,  6s,  1855  ;  new  edit.,  4s  Longman  i860 

■  King  Charles  I.,  a  Dramatic  Poem,  12mo,  4s  6c2 Boaworth    1852 

Love's  Legends,  and  other  Poems,  12mo,  3s  6rf C.Mitchell 1845 

March  and  April  Ditties,  and  Maytide  Echoes,  12mo,  2s  6d Boaworth  1853 

—  Poems,  new  and  revised  edit.,  fcap.  8vo,  6s    Longman  i860 

Restoration;  or,  Completion  of  the  Reformation,  2nd  edit.,  8vo,  2a  6d  Hayea 1862 

Sermons  Anglicans  prononc^s  &  la  Chapelle  AngUcane,  Paris,  12mo,  2s  J.  H,  A  J.Parker  iZ^ 

— — Songs  of  Early  Summer,  12mo,  6s  Longman  1856 

the  Present,  post  8vo,  5s;  12mo,  Is  6c2  Longman  1854 


■ The  Transcendentalists,  a  Satiro  for  the  Age,  8vo,  2s  6d Boaworth  1855 

{J.B.)  Historical  Sketches,  Istser.,  Age  of  Discovery,  12mo,  7s  6(2 — red.  5s    Longman  1858 

' 2nd  ser.,St.  Louis  and  Hen.IV.,n.e.,12mo,6s  6<2  Longman  1862 

8rd  series,  God's  Heroes,  &c.,  12mo,  5s    Longman  1858 

— Pastor's  Last  Words  :  being  the  last  Four  Sermons,  fcap.  8vo,  Is  6<2...  A.  Griffith 1862 

Plain  Truths  and  Parting  Counsels,  Three  Sermons,  12mo,  2s   Seeley 1845 

• •  Sermons:  Grand  Roman  Fallacy,  12mo,  4s  6<f   Seeley 1854 

' — Grave  Thoughts  for  the  New  Year,  12mo,  2s  6d   Jtivington  1854 

• on  Old  Testament  Histories,  12mo,  '56  ;  2nd  edit.,  6a Bivington  1859 

— . ■  Texts  from  the  Gospels  and  Epi&tles,'57  ;  2  e.,  12mo,  6s  Bivington  1862 

-^— _ the  Acts  of  the  Apostles,  fcap.  8vo,  7s Bivington  1862 


—  Indian  Mutiny,  12mo,  2s  6f2   Bivington  1857 

. Various  Subjects,  fcap.  8vo,  6» Bivington  i860 

(/./.)  Biblical  Notes  and  Dissertations,  8vo,  1836  ;  8rd  edit.,  8vo,  8»  6d  ...  Birington  1856 

Chalmeiiana;  or.  Colloquies  with  Dr.  Chalmers,  12mo,  2s  6d Bentley 1853 

- — Essay  on  Habitual  Exeroise  of  Love  to  God,  18mo,  Is  6d Hamilton  1854 

Essays  on  Evidences  of  Christianity,  new  edit. ,  1 2mo,  Ss  Bel.  Tract  Soc.    1853 

Familiar  Sketch  of  W.  Wilberforce,  18mo,  Is BaU   1840 

■ Hints  on  Portable  Evidence  of  Christianity,  18mo,  Is   Bel. Tract  Soc,  1835 

— -  Journal,  Select  Extracts  from,  4to,  3s ^-Bennett 1854 

Memoir  bf,  by  Alexander,  12mo,  Is  6d    Bennett 1847 

Braithwaite,  2  v.  8vo,  20s,'44;2  v.  post  8vo,  12s Bennett 1854 

Memorial  of,  a  Poem,  by  B.  Barton,  fcap.  4to,  Is  ;  silk,  3s  Bennett 1847 

— • Minor  Works,  8vo,  5s    Bennett 1839 

Pustyism  Traied  to  its  Root,  8vo,  5s;  3rd  edit.,  Is  Bennett 1845 

Sabbatical  Verses,  8vo,  5s — red.  to  Is  6d    Bennett 1837 

Tbooghtfi  on  Habit  &  Discipline,  8vo,  6s, '48  ;  6th  ed.,  12mo,  If  6d...  Hamilton 1852 
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Garney  (/./.)  Views  and  Practices  of  Society  of  Friends,  8to,  9«;  12mo,  4s Bennett 1835 

Winter  in  the  West  Indiea,  8vo,  5«;  4th  edit.,  18mo,  2s  Murray 1841 

(Prw.)  Hymns  for  Young  Persons,  32mo  1«  (ki    Bennett 1848 

Memoir  of,  edited  by  Sosan  Corder,  post  8vo,  6s   Bennett 1856 


(&im. )  Memorials  of,  by  Mrs.  Geldart,  poet  8vo,  4s  6d  Bennett 1857 

( W,  B, )  System  of  Short-hand,  1 6th  ed. ,  1 2mo,  1 0<  6rf,  Benning ;  f p.  8vo,  Is  6d  Simpkin 1 843 

'    (Wm.)  Diamond  Pocket  Dictionary  of  the  Bible,  24mo,  2s  6d  Tegg  1859 

Gnrowski  (Ct.A.)  America  and  Barope,  12mo,  7a New  York 1857 

'  Rossia  and  its  People,  fcap.,  8*  6rf  ;  12mo,  2s   Ndson    1854 

Gnrwood  (Lt.Col.)  Despatches  &  Orders  of  the  Duke  of  Wellington,  12  t.  8ro,  ea.  20s  Murray   ...1834-40 

Selections  from,  8vo,  18«    ...  Murray 1851 

OostafzBon  ((?.r.)  On  the  Present  State  of  the  Steam  Bngine,  8vo,  U  6d BebeH    1847 

OustamB  AdolphuB,  History  of,  by  B.  Chapman,  8to,  1 2s  6c£,  Longman — red.  to  5s. . .  If.  Bohn 1856 

— ■ Life  of,  byHollings,  18mo,  6s,  iM—red-  to  3s  6d Tegg  1858 

for  Youth,  18mo,  2s  6d  HamilUm 1857 

• — —  Vasa,  King  of  Sweden,  History  of,  8vo,  10s  dot  Murray 1852 

Gutch  (J,M.)  Lyttell  Geste  of  Robin  Hood,  2  t.  po8t8yo,  30s,  Longman— leA..  to  21s  J.R.Smitk 1849 

• — {J.W.O.)  Literary  and  Scientific  Register,  32mo,  tuck,  3s  ^d W.  Sterens,.  Annual 

{T.O.)  Housekeeping  Book  and  Domestic  Register,  foL,  2s  Qd  ;  interl.,  3s  M,  Simpkin Annnot 

Gutenberg,  and  the  Lost  Child,  18mo,  Is Jos.  Ble^kwood  liS^o 

GuthUc  {St.)  Life  of,  Anglo-Saxon  and  English,  by  Goodwin,  12mo,  5s    J.R.Smith 1848 

Guthrie  (C.(?.)  Treatment  of  Cataract,  8vo,  4s CkvrehiU  1845 

{Ellen  E.)  Tales,  Legends,  &c.,  of  Scottish  Covenantere,  2nd  e.,  fcp.  8vo,  2s  6d  M*Pkun 1862 

—  (O.J.)  Anatomy  and  Diseases  of  the  Urinary  and  Sexual  Or^ns,  8yo,  5s   ...  CkurehUl   1843 

of  the  Bladder  and  Urethra,  8vo,  12s— red.  to  5s Churchill  1843 

Commentaries  on  War  Surgery,  6th  edit.,  cr.  8to,  15s  Renshaw 1855 

Injuries  of  the  Head  affecting  the  Brain,  4to,  6s   Chwcki&  1842 

Lectures  on  Compound  Fractures  of  the  Extremities,  8to,  8s    Churchill  1838 

Treatise  on  Injuries  of  the  Head,  and  on  Hernia,  4to,  7s Churchill  1841 

' Wounds  and  Injuries  of  the  Abdomen  and  Pelvis,  roy.  8to,  3s Churchill  1847 

•  Arteries,  roy.  8vo,  8s Churchill  1S46 

-Chest,  roy.  8vo,  4s  6d Renshaw i%\i 


'  {Jno.)  Elementary  Principles  of  the  Laws  of  Englaod,  8to,  18s  Stevens  1843 

■  {J.C.)  First  False  Step,  a  Poem,  12mo,  2s  6d  Cfroombridge  ...jZ^^ 

Tillage  Scenes,  a  Poem,  12mo,  5s— red.  to  3s  6d    Groon^bridge  ...1851 

Wedded  Love,  12mo,  3s  6d Partridge 1859 


(Tho.)  Christ  the  Inheritance  of  the  Saints,  new  edit.,  post  8to,  7s  6(2  Longman  1862 

Gospel  in  Ezekiel,  new  edit.,  post  8yo,  7s  6(2     Longman  1857 

•  Street  Preacher,  Autobiography  of  R.  Plockhart,  cr.  8vo,  2s    Longman  1858 

'  ■  Seed-Time  and  Harvest  of  Ragged  Schools,  post  8vo,  2s  M  ;  cL,  8s...  Longman   1861 

Speakingto  the  Heart ;  or,  Sermons  for  the  People,  cr.  8vo,  8s  6(2  ...  Strahan i86a 

The  City,  its  Sins  and  Sorrows,  post  8vo,  8s;  18nio,  Is    Longman   1857 

Way  to  life:  Sermons,  fcap.  8vo,  5s Longman  1862 


•  ( Wm. )  Christian's  Great  Interest,  Essay  by  Chalmers,  new  edit. ,  1 2mo,  2s  . . .    W.A  Uan    1851 

(Geographical  Grammar,  8vo,  18s Longman  1839 

by  Davenport,  18mo,  7s  Tey^  1848 


■  Life  and  Original  Letters  of,  18mo,  Is Hamilton  1854 

— ' Memoir  and  Narrative  of  the  Great  Revival,  1859,  cr.  8vo,  2s  6(2  ...  Nisbet i8bo 

of,  by  Wm.  Mitchell,  3rd  edit.,  12mo,  Is Nuibet j86<3 

Gutta  Percha  Company's  Pattern  Book  of  Ornaments,  folio,  12s  6(2  Gnita  P.Comp.  185a 

its  Discovery,  History,  and  Manifold  Uses,  12mo,  Is  6(2 Green 1851 

Gutteridge  (/os. )  Memoir  of ,  by  Steane,  post  8vo,  5s  JacksonA  ff'...i85Q 

Gutzlaff  (CAa.)  China  Opened,  Revised  by  Dr.  Reed,  2  v.  post  8vo,  24s  SmithAEldeT    1833 

■   Life  of  Taou-Kwang:  Memoirs  of  Court  of  Pekin,  post  8vo,  10s    ...  Smith  A  Elder    185a 

Voyages  along  the  Coast  of  China,  1831-33,  post  8vo,  7s— red.  to  2s  Ward  ^ Lock  .,1855 

Guy  {Jno.)  Geography  for  Children,  18mo,  Is  6(2   Allman 1845 

Treatise  on  Stricture  of  Urethra  and  Prostate  Gland,  8vo,  5s    Baillitrt    1843 

-^—^  (Jos.)  Ancient  Geography,  5  Maps,  3rd  edit.,  12mo,  3s E.  Law 184^ 

■  British  Expositor,  16th  edit,  12mo,  Is  6(2 Simpkin 1861 

■■ Reader,  12mo,  3s  6(2 Cradoek 185J 

Spelling  Book,  new  edit.,  12mo,  Is  6(2   Oi^adock 1S63 


-  Chart  of  Universal  History,  new  edit.,  12mo,  4s Cradoek 1S44 

-  Elementary  Catechism  on  the  History  of  Rome,  18mo,  Is Allman 185^ 

-Elements  of  Ancient  History,  8rd  edit.,  12mo,  3s  6(2 Cradoek 1841 

Astronomy,  7th  edit.,  12mo,  5s  Cradoek 185 

British  History,  12mo,  8s  6(2   Cradoek 18^ 

Modem  History,  12mo,  3s  6(2  Cradoek 1S4 

Sacred  History,  8rd  edit,  12mo,  3s  6(2   Cradoek 184 

•  English  School  Grammar,  15th  edit.,  18mo,  Is  6(2 Cradoek 181 

-  Eton  Latin  Grammar  Improved,  12mo,  2s   Cradoek igj 

-  Exercises  in  English  Syntax,  18mo,  Is Cradoek i8| 

>  Familiar  Questions  on  Familiar  Things,  3rd  edit. ,  1  dmo.  Is  6(2    Wright i  8j 

>  First  Arithmetic  for  Junior  Classes,  post  8vo,  Is  8(2   Cradoek iSi 

English  Exercises,  18mo,  Is Cradoek ijl 

Grammar,  18mo,  Is;  Key  to.  Is Cradoek i^j 
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tiuj  (Jot.)  Rrsi  Geography,  6  Maps,  18mo,  1« Cradock 1859 

lilustraied  London  Gteographj,  8to,  2»  ;  cold.,  Sa  Inyram 1853 

Juvenile  Letter  Writer,  new  edit.,  18mo,  1»   Teijg  1861 

Learner's  Poetic  Task  Book,  4th  edit.,  ISino,  Is  6d   J^impkin i860 

New  Arithmetical  Plan,  12th  edit,  18mo,  1«  ;  Key,  Is  6d  Cradock 1861 

Bxercisefl  in  Orthography,  19th  edit.,  18mo,  Is , Cradock 1862 

Speaker,  Poetry  and  Verse,  12mo,  3«  6d Ttgg  1852 

Parent's  First  Questioning  Book,  18mo,  \s  Cradock 1839 

Pocket  Cydopfledia,  11th  edit.,  12mo,  lOs  6d - SimjykiH 1843 

Preparatory  English  Grammar,  18mo,  Hd Cradock 1851 

Soyal  Victoria  Spelling  Book,  5th  edit,  12mo,  If  Cradock ».  cL 

School  Cyphering  Book,  4to,  3c  6<^   Cradock 1858 

— Bxpoeitor,  12mo,  1» Routledgt  i860 


-Geography,  8  Maps,  26th  edit,  18mo,  3*;  Key,  1*6^  Simpkin 1862 

Question  Book  on  variouB  Subjects,  12th  edit,  12mo,  4«  6d Cradock 1862 

Simple  Catechism  of  Astronomy,  by  Hardcastle,  2nd  edit,  ISmo,  Is   ...  Reife .,...i86x 

Treatise  on  Book-Keeping  by  Single  Entry,  5th  edit,  12mo,  Is Cradock n.  d, 

Tutor  sAfsistant;  or.  School  Arithmetic,  new  edit,  12mo,  2s  ;  Key,  4a  (W  Simpkin i86a 

—  <H^.il.)  Principles  of  Forensic  Medicine,  2nd  edit,  fcap.,  lOs  &d  Renshaw 1861 

Ony,  Eirlof  Warwick,  History  of,  12mo,  2sQd* J,Ji.Smitk 1839 

(uy  Faux,  a  Squib,  by  Mayhew  and  Cruikshank,  square.  Is  6(£  ;  cold.,  28  Gd Grijith  SsF,  ...1850 

<<a7 Uringitone  ;  or.  Thorough,  post  8ro,  9s,  Parkerd:Sonj  1857;  4  e.,  post  8vo,  5s  Tinsley  1862 

'iQjs  Hospital  Pharmacopoeia,  18mo,  4s  6(2 Highlty 1837 

Reports,  1st  series,  7  v.  8vo,  each  13s Churchill  ...1836-42 

2nd  series,  V.  1,  8vo,  16s  6rf  ;  V.  2  to  4,  each  13s Churchill..  1843-54 

V.  6,  7s  ;  V.  6,  14s  ;  V.  7,  7s;  V.  8,  16s   CAurcAitf...  1843-54 

3rd  series,  V.  1  to  8,  8vo,  each  7s  Cd CVmrcAiW...  1855-62 

'nyer  (715.)  Memoir  of,  by  John  Parry,  12rao,  5s  WhiUaker 1848 

t.:Tlforde  (i>irll.}  J^lgrymage  to  the  Holy  Land)  1506,  by  Sir  H.  Ellis,  4to    Camden  SocittyiSs^^ 

«mylott  fA)6t)  Book  of  Melody,  4to,  7s  6rf Darton  1847 

(njT.«  {Gen.)  On  the  Battle  Fields  of  Hungary  and  Asia,  8yo,  Is  6<2    Hamilton  1856 

—  (¥(!</.)  Letteiai,  Beligious  Thoughts  and  Experiences,  by  Upham,  12mo,  4s RostoHjU.S.  ...1858 

Life,  Bieligious  Opinions,  &c.,  by  Upham,  new  edit,  post  8vo,  7s  6d...  Low    1862 

Method  of  Prayer,  Analysis  of,  by  T.  C.  Upham,  12mo,  Is Low    1859 

<mot  (i.)  Earth  and  Man,  Lecture,  transl.  by  Felton,  12rao  ;  6th  ed.,  2s,  3s  6d  ...  H.Bohn 1862 

—  ■  abridged,  with  Notes,  12mo,  2s Parker  ik Son.,. \%s^ 

— Tables,  Meteorological  and  Physical,  8vo,  14s    Washington  ...1858 

'njBe(/iio.)  Doctrine  of  the  Godhead  of  the  Holy  Spirit,  8yo,  Is  8<2 Ward 1850 

'-^nsan  {A.E.de)  life  and  Acts  of,  edited  by  C.  E.  Markham,  4to   Hakluyt  Soc,...iS6% 

•« catkin  (Jtfrs.)  IleTonshire  Dialogue,  12mo,  3s  6d Whittaker 1839 

(^«A.)  Futorism  Considered,  post  8to,  Is A. Nail i860 

'-^eodolineand  Winfred,  a  Poetical  TiUe,  po&t  8vo,  Zs  Qd Moxon  1857 

''^^lIiam{/iio.)NoTTi8  Castle;  or,, Tramps  in  Isle  of  Wight,  post  8 vo,  5s £.Wilson  1845 

Peep  ai  Windsor  Castle,  12mo,  Is  Bogue 1844 

• Bambles  in  the  Isle  of  Wight,  1841-2,  post  8to,  9s Simpkin 1843 

^'vilt(/a«.)  Architecture  of  Marcus  Vitruri us  PoUio,  new  edit,  12mo,  5s   Virltit    i860 

~ —  {Jos.)  ElemeatB  of  Architectural  Criticism,  with  Supplement,  roy.  8ro,  Ss Aiehley  1837 

— — Encyclopeediaof  Architecture,  4th  edit,  8fo,  42s Longman  1859 

•— Rudiments  of  Architecture,  2nd  edit,  roy.  8vo,  12s ^  M.Taylor 1839 

• Sciography;  or.  Examples  of  Shadows,  8vo,  10s  6d  M.Taylor 1842 

" Treatise  on  Equilibrium  of  Arches,  3rd  edit,  8vo,  5s    Wealc 1839 

''^De  {A.E.)  Practical  Treatise  on  Law  of  Sberiif  and  Coroner,  8vo,  28s Cincinnati 1855 

{Mrs.)  Guide  to  Tenby,  2nd  edit,  12mo,  Ss  Qd Simpkin 1852 

Tenby  Souvenir,  with  Photographs,  imp.  8yo,  21s Longman  1862 

(Parry)  Word  to  the  Wise  :  Hints  on  Writing  and  Speaking,  n.  ed.,  18mo,  Is   Grij^  <fc  A  ...1862 

[Talbot)  Life  and  Death  of  SiUs  Barnstarke,  post  8yo,  5s,  53  ;  n.e.,  12mo,  Is  Smith  d:  Elder  1861 

Nannette  and  her  Lovers,  poet  8vo,  5s,  1854  ;  new  ed.,  12mo,  Is    ...  Smith  d: Elder    1861 

School  for  Dreamers,  a  Story,  poet  8yo,  10s  6rf — red.  to  5s  Smith  d' Elder  1858 

— — Fathers,  post  8vo,  10s  6rf--red.  to  5s;  fcap.  8yo,  2s  Smith  tk  Elder  1858 

Tonng  Singleton,  2  v.  post  8vo,  21s,  1856  ;  new  ed.,  fcap.  8vo,  Is  ...  Smith  tk Elder    1862 

~~ — -  {Tho.)  Law  relating  to  Probate  and  Legacy  Duties,  8vo,  10s Benning 1841 

^^^i  l^.W.)  Tractate  on  Language,    8vo,  7s  6d,  1859;  2nd  edit,  5s JI.  Bohn 1861 

■ Wraysbnry,  Ankerwycke  Priory,  Magna  Charta  Island,  &c.,  4to,  15s  ...  JI.Bohn 1861 

^isaatie  Free  Exercises  of  P.  H.  Ling,  arranged  by  Bothstein,  fcap.  8vo,  2s  6d    ...  6Voom^'<^e...i853 
^^TNVs  Daughter,  a  Novel,  2  V.  post  8vo,  2 Is    Newby    .'1852 

Hiis  (/.i>.)  Gleanings  from  Germany  ;  Tales,  post  8vo,  9s   ffodson  ds  Son  1838 

;; ' Introduction  to  the  French  Language,  new  edit,  18mo,  2s  6rf Darton  i86e 

Hi«nak  {A,)  Conversational  French  Phrases,  2  e.,  16mo,  Is  6d ;  Declensions,  16mo,  Is  Hamilton  ...1855-7 

"" German  Phrases,  16mo,  Is  6rf   Hamilton  1856 

• -_......  Hindustani  Phrases,  32mo,  2s  6d Simpkin 1861 

• Tales,  for  Translation  into  French,  16mo,  Is  6d Hamilton  1857 

j|»SeT9ham  (it.  fT.)  North  Pacific  Surveying  Expedition,  8vo,  12s Philadelphia  ..1857 

Jiil-erelion  {^MaU)  Dissertation  on  the  Prophetic  Scriptures,  post  8vo,  10s    Nisbd 1842 

"- — ■ Exposition  of  the  Book  of  Eevelation,  9s,  '41 ;  n.e.  2  v.  p.  Svo,  16s  iV'is6d 1844 


( 


SU  HABERSHON HAILES  [Eholish  Catalogub 

Hftbenhon  (Matt.)  Vr&aiilleumtA  Hymns,  18mo,  2* NisbH 1841 

(S.O.)  DiseMesof  the  Alimentary  Canal,  8vo,  10*  6d,  1857  ;  2nd  e.  14«  ChurchilU 1862 

On  the  Injurious  Effects  of  Mercury,  post  8vo,  8*  6d ChtwchiU  1859 

Habits  of  Good  Society  ;  Handbook  of  Etiquette,  12mo,  3«  6<f Hogg  A  S^m»...i%S9 

Hack  {Maria)  English  Stories  of  the  Olden  Time,  2  t.  12mo,  12« A.  Hall 1839 

Geological  Tales  and  Sketches,  12mo,  4th  edit.,  e» ILY.  Clarke  ...184^ 

Grecian  Stories,  12mo,  e»  A.Hall 1843 

Harry  Beaufoy,  a  Tale,  18mo,  Is  M A.Hall  1845 

Lectures  at  Home,  12mo,  2nd  edit.,  square,  At    Harvey 1841 

' Stories  of  Animals,  6th  edit.,  sq.  4« A.  Hall 1845 

in  French,  by  ThuiJlier,  16mo,  S<  6d  Harvey  n.  <L 

•  Winter  Evenings  ;  or.  Tales  of  Travellers,  12mo,  new  edit.,  3«  6rf A.  Hall 1859 

Hackett  {CD.)  National  Psalmist,  for  the  Use  of  Choirs  and  Families,  6th  e.,  fol.  I  St  Simpkin 1801 

{Eliza)  Illustrations  to  Keble's  Christian  Year,  8vo,  10«  6rf J.H.drJ.Parkert$si 

(H.B.)  Commentary  on  the  Text  of  the  Acts  of  the  Apostles,  n.  e.,  8vo,  14»    Neva  York 1S58 

lUusts.  of  Scripture,  12mo,  2»,  Nelton ;  2«,  Groombriilge;  p.  8vo,  ZtGd  Hamilton  1850 


{Dr.  J.)  Christian  Consolations,  with  Memoir,  12mo,  2t Burnt 1840 

Hacklsnder,  Countess  of  St.  Alban  ;  or.  Lost  and  Pound,  12mo,  la  6d T.Hodgton 1854 

Hackley  {W.O.)  Trigonometry,  Plane  and  Spherical,  8vo,  I2t New  York 1S56 

Haddau  {T.H.)  Jurisdiction  of  the  Court  of  Chancery,  post  8vo,  lOt   MaxweU 1862 

Limited  Liability  Act,  1855,  post  8vo,  8«  MaxweU 1855 

Haddock  {J.  W.)  Lectures  on  Somnolism  and  Psycheism,  fcap.  8vo,  4a  6rf Hodton  A  Son.  1S51 

Httddon  (/oa.)  Elements  of  Algebra,  12mo,  2a Wtale 1850 

Examples  and  Solutions  of  the  Differential  Calculus,  12mo,  la Weaie 1S51 

■■  Rudimentary  Arithmetic,  n.e.,  by  Arman,  12mo,  la  6d;  Key  to,  la  6<i  Virine    1862 

Bookkeeping,  12mo,  la Weale 1862 

Haddon's  Farmer*s  Account  Book,  folio,  7a  Qd  ;  with  Hop  Account,  10a  6<f Simpkin 1862 

Hades  and  the  Resurrection ;  a  Voice  to  the  Church  of  Christ,  12mo,  7a  6rf Hamilton,  1 85 2 

Hadfield  (J.)  Ecclesiastical  Architecture  of  Essex,  fol.,  84a,  YTiV/ia ma,  1 848 ;  4to,31a  6<2  J.R.Smitk 1 856 

{H.H.)  Treatise  on  Perspective,  with  Diagrams,  post  8vo,  5a Wintor  1858 

(il/ra.)  Sprays  irom  the  Hedgerows,  12mo,  4a  6rf    Darion  ...,1850 

(M'm.)  History  of  Brazil,  the  Plate,  and  the  Falklands,  8vo,  18a Longman   1854 

Hadley  (C.)  Children's  Sayings  ;  or.  Early  Life  at  Home,  sq.  16mo,  2a  6(£  Smith  A  Elder  i8b2 

— Stories  of  Bible  Narrative  ;  Old  and  New  Testament,  12mo,  each  8a  6d  Smith  «fr  Elder  1862 

{Jot.)  Greek  Grammar,  for  Schools  and  Colleges,  cr.  8vo,  8a  6rf New  York 1861 

Hafidh-Aldin  Abulbarakat,  Pillar  of  Creed  of  the  Sunnites,  ed.  by  W.  Cureton,  r.  8vo,  7a  6d  Madden 1 84  3 

Hafii  ul  Mulk,  Hafii  Rehmut  Khan,  Life  of,  by  W.  C.  Elliott,  8vo,  6a Or.Tr.Soc.  Fd.  n.  d, 

Hagar,  a  Story  of  Today,  by  Alice  Carey,  2nd  edit.,  12mo,  7a New  York 1S52 

and  Isbmael,  and  other  Poems,  by  J.M.  L.,  8vo,  8a Hope ^855 

Hagemeister  {Jul.)  Report  on  Commerce  of  the  Black  Sea,  8vo,  10a  6(f £.  Wilton   1836 

Hagen  {Aug.)  Norica ;  or,  Tales  of  Numbeiig,  transl.  from  the  German,  12mo,  5a  ...  /.Chapman   ...  185 1 
{C.H.)  System  of  Political  Economy,  transL  by  J.  P.  Smith,  8vo,  2a   Longman   1844 

{H.)  Synopsis  of  the  Neuroptera  of  North  America,  8vo,  7t  Qd  WathingtoK  ...18 6a 

^{MrtM.van)  Evenings  in  the  Land  of  Uz,  a  Comment,  on  Job,  2nde.,  12mo,  4a  6d  Seeley '845 

Hagenbaoh  {K.R.)  Compendium  of  Doctrines,  V.  1  and  2,  n.  e.,  8vo,  ea.  10a  6(/ Hamilton  ...1858-9 

Haggard  {E.)  Myra  ;  or.  Rose  of  the  East,  a  Poem,  p.  8vo,  6a,  1857;  n.  e.,  3a  6d   ..    Longman  1862 

(/.)  Reports  in  the  Admiralty  Court,  1822  to  1838,  8  v.  roy.  8vo,  69a    Benning  ...1825-40 

Haghe(i^.)^kc^<:^^  io  Belgium  and  Germany,  3  v.  folio,  ea.  84a;  cold.  ea.  10/ 10a...  Maclean..,  1840-50 

{S.)  Ihree  Illustrations  to  the  Great  Western  Railway,  imp.  4 to,  5a Hamilton  184.0 

Hagthorpe  Revived  ;  Specimens  of  a  foiigotten  Poet Roxhurghe  CL   ».  d. 

Hahu  {F)  German  Tales  and  Stories,  with  English  Notes,  12mo,  Sa  6rf    ^ Thimm  '857 

■  Interb'near  German  Reading-Book,  12mo,  2a  Ocf Thimm  **57 

Hahn-Hahn  {Ctts.)  Countess  Faustina,  aNovel,2  v.  p.8vo,  15a,  OlUvier^'^i;  24mo,  2a  H.G.  Clarke..  .1844. 

•  From  Babylon  to  Jerusalem,  post  8vo,  9a Nevtby    1851 

• ' Letter  on,  12mo,  2a  6d  Parkerdr  Son  1851 

■  Jerusalem,  post  8vo,  7a  6rf  Newby   ...185X 

— ^— Letters  from  the  Orient,  roy.  8vo,  7a  6d  Moore '^45 

■  Turkey,  Egypt,  &c.,  1843-4,  8  v.  poet  8vo,  31a  6d...  Colbum 1  845 


Society;  or,  High  Life  in  Qtermany,  8vo,  2a Piper '^54 

Travels  in  Sweden,  24mo,  la  6d   Clarke  d:  Co.... 1^^^ 

Hahnemann  {S.)  Chronic  Diseases  and  Homeopathic  Treatment,  5  v.  8vo,  16a New  York 1849 

Lesser  Writings  of,  edited  by  Dudgeon,  8vo,  21a Headland 185  i 

Materia  Mediea  Pura,  4  ▼.  8vo,  30a New  York 1846 

■  Oiiganon  of  Homoeopathic  Medicine,  by  Devrient,  8vo,  lOt  6d  Bailli^ '3^49 

■ —     ■ Dudgeon,  8vo,  10a Headland '849 

the  Healing  Art,  8vo,  7a  Leath 184S 


Treatise  on  Chronic  Disease,  by  Hempel,  2  r.  8vo,  16a   Bailliire 1S47 

Hahnemaiin,  the  Founder  of  Ilomcoopathy,  Glimpses  of,  18mo,  2a     Sanderton i86q 

Haig  {Jot.)  Philosophy  ;  or,  the  Science  of  Truth,  post  8vo,  10a  6d Saundertd:  O.    1861 

{J no.)  Merchant  and  Trader's  Profit  Tables,  new  edit.,  12rao,  2a  6rf HouUton    1843 

Haigh  (Dan.H.)  Anglo-Saxon  Sagas  ^  an  Examination  of  their  Value,  8vo,  8a  6rf   ...  J. R. Smith 1S61 

Conquest  of  Brifciin  by  the  Saxons,  8vo,  15a  J.  R.  Smith  ...i86i; 

Essay  on  Numismatic  History  of  the  East  Angles,  roy.  8vo,  6a Rivington i5?4  5 

{Tho.)  Latin  and  Enjjlish  Dictionary,  new  edit.,  18mo,  2a H.  Bohn    1861 


Hailes  {J.D.)  Astronomy  Established,  proving  Joshua's  Miracle)  18mo,  5a KenneU !!!!  184.7 
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Hailesf/.  D.)  Astronomj  in  Accordance  witb  Dmne  Theology,  12mo,  2»  6d   Lanfjman  1843 

Run  (r.)  Gediohte,  cr.  8vo,  6« HamiUon  1855 

\LaiuiSi{Edm,K,)  Paper  Makers  and  Stainers'  Calealator,  8to,  6« *. W.J.Adarm  ...1861 

{Herbert)  Manual  of  Monumental  Brasses,  lUuat.,  2  v.  8vo,  21« JM.AJ,Parkeri96t 

Roles  for  the  Gender  of  Latin  Nouns,  new  edit.,  12mo,  It  Bell<L'  D€Udy...i%SS 

Ilair  (T.B.)  Sketches  of  Coal  Mines  in  Northumb.,  kc.j  4to,  36«,  Maddtn — ^red.  14s  H.Bohn 1844 

lUirbj  (/ai. )  History  of  Mount  St.  Michael  and  Mount  Tombelene,  Svo,  5« How  1 844 

Bambles  in  NormanJy,  4to,  14* How  1846 

Sketches  of  Avranches,  8to,  fi< .".....  How   1844 

Hiji  KLalfe,  Lexicon  Bncyclopoedicum  et  Bibliographicnm,  7  r.  4to,  1 2Z  Orien .  TV.  /W 1 8  3  5  -  5  8 

Hike  (r.(?.)  Treatise  on  Varicose  Gaprllaries,  4to,  5» WaUon  1839 

Hikevill  (i.>r.)  Designs  of  Modern  Tombs;  London  Cemeteries,  4to,''21»  Longman 1850 

Examples  of  English  Architecture,  17th  Century,  folio,  21« Author  1853 

Illustrations  of  Thorpe  Hall,  Peterborough,  folio,  21«    Author  1852 

(Jag.)  Character  of  Elizabethan  Architecture,  Svo,  4«  6rf  ;  roy.  Sto,  7a  6d  Weale 1847 

(R.C.)  Essay  on  the  Ark,  Tabernacle,  &c.,  Jerusalem,  roy.  8vo,  15«   Rivington  1851 

Eikloyt  {Rick.)  Divers  Voyages  touching  the  Disoorery  of  America,  ed.  by  Jones,  dvo  Haklnyt  5oc....  18 50 

flakok  (Zr.P.)  Kational  Physiology,  8vo,  15» /.  C%a/3mo»  ...1849 

Hikoo  Jsrl,a  Tra§redy  and  Poems,  translated  from  the  Danish,  12mo,  6i Hookham  1840 

lyarndka's  Abbidhanaratnamala  ;  a  Sanskrit  Vocabulary,  ed.  by  Aufrecht,  8ro,  18«  WilliamtA  N. ,  1861 

Halhers(L.)  Niel  Klim's  Journey  under  the  Ground,  12mo,  7* Wiiey 1845 

lybitwk  (/.!?.)  North  American  Herpetology,  4to,  82s  6rf Miller    1838 

Hikomb  (/no.)  Treatise  on  Passing  Private  Bills,  8vo,  20s;  Supplt.  separate,  7*  ...  Sweet 1837 

Hikombc  (/./.)  Church  Reading,  8vo,  Sa  ed   BellA:  Daldy.,.i%$% 

and  ^\Ame{W.H.)  Speaker  at  Home,  2nd  edit.,  12mo,  8s  6rf  Bell  A  iJaldy...  jS6o 

H2ldane(/.il.)  Doctrine  of  the  Atonement,  12mo,  Zs  6d    HamiUon  1847 

Eaaay  on  Man's  Responsibility,  12mo,  8s Longman   1841 

- — — Exposition  of  Epistle  to  the  (^alatians,  12mo,  8s  6d Hamilton  1848 

. Hebrews,  fcap.  8vo,  4s  6rf NubH 18(0 

(Roht,)  Evidence  of  Divine  Revelation,  2  v.  12mo,  12s,  Longman ;  3rd  e.,  10s  Hamilton  1839 

Expoeition  of  Epistle  to  the  Romans,  3  v.  12mo,  16s Longman  1852 

• Inspiration  of  the  Scriptures,  new  edit.,  12mo,  Is  6d   HamiUon  1853 

-~{R,AJ.AJ)  Lives  of ,  by  Alex.  Haldane,  p.  8vo,  6s  6d,  185a  ;8vo,  12s  HamiUon  1855 

HaldeBan  (5.5.)  Analytical  Orthography,  4to,  7s  6<i  Philadelphia... itbo 

Bale  iC.^.)  Graves  of  Our  Fathers,  Burial  Customs,  &c.,  8vo,  4s Hamilton  1858 

—  {U.)    Ethnography  and  Philology,  roy.  4to,  63s New  York 1847 

—  (/.)    Complete  Dictionary  of  Poetical  Quotations,  1  Os  6(£  Philadelphia. . .  1 8 5 1 

— ^  (i^./.)  Miraim  and  Joanna  of  Naples,  12mo,  8* /.  CAapma»  ...1850 

- — (ifo/.)  Advice  to  his  Grandchildren,  12mo,  2s    HouUton   n.  d. 

• Counsela  to  his  Children,  12roo,  2s  HonUton    n.  d. 

life  of,  by  Burnett,  and  Life  of  Hammond,  by  Fell,  16mo,  6s J.  H.  A  J, Parker  1 9  $6 

Williams,  post  8vo,  10s  6d Jackson  A  W...  1835 

— (V. 5.)  Transportation  Question,  cr.  8vo,  2s  6rf  BeU  A  Daldy  .1857 

~(Mn.)  Book  of  Flowers,  with  Poetical  Illustrations,  18mo,  10s  6(2 Saunders  A  0.  1836 

—  (^iVA.)  Gospel  Tracts,  12mo,  3s,  1839;  2s  6d Simpkin 1850 

- —  {Roht. )  Handbook  of  Elementary  Drawing,  for  Use  of  Teachers,  4to,  6t Longman  1 8  6 a 

—  (B.J.)  Dictionary  of  Poetical  Quotations,  8vo,  10s  6rf Philadelphia. . .  1 850 

Household  Receipt  Book,  12mo,  3s  6rf,  1854;  2s  6«J NeUon    1857 

Liberia  ;  or,  Mr.  Peyton's  Experiment,  post  8vo,  7s  New  York 1853 

The  Opal,  a  Pure  Gift  for  Holy  Days,  8vo,  16s   New  York i8s2 

— Woman*sRecord ;  or,  Sketches  of  all  Distinguished  Women,  imp.  8vo,  21s  New  York, 1853 

— ^(If.ff.)  Account  of  Christ's  Hospital,  London,  roy.  8vo,  2s  6rf    Rivington  1855 

— ^ Dr.  Cox  and  Dr.  M.  Good,  Annals  of  the  Hebrew  Nation,  cr.  8vo,  8s    ...  Griffin 1851 

-^ Ecdesiasiical  Precedents,  Churchwardens,  roy.  8vo,  18s Rivington  1847 

~— — ■ Criminal  Causes,  roy.  8vo,  16s  Rivington  1841 

■ Histoiy  of  the  Jews,  post  8vo,  2s  6rf Griffin 1850 

Illustration  of  the  Law  of  Church  Rates,  roy.  8 vo,  7s  6d  Rivington  1 841 

—  ^ Sick  Man's  Guide  to  Acts  of  Patience,  &c.,  new  edit.,  8vo,  8s Rivington  1848 

HalfHottis  of  English  History,  8vo,  2  v.  each  2s  6d ;  1  v.  4s  6rf  RoutUdge  2851 

— Pictorial  Miscellanies  of  Art,  4  V.  8vo,  14s    0.  Knight 1851 

with  Best  Authors,  4  v.  cr.  8vo,  each  6s,  Kniglii,  '47;  3  e.,  2  v.  p.  8vo,  12s  RoulUdge 1855 

— ^ 2  V.  8vo,  9s  ;  illustrated,  4  v.  cr.  8vo,  14s  Routledge  n.  d. 

the  Freethinkers,  edit,  by  Watts  and  Collins,  12mo,  2s  6d Holyoake   1857 

. . Microscope,  lllusts.  by  Tuffen  West,  12mo,  2s  6d  Hardwicke 1859 

lUford  and  other  British  Physicians  (Family  Library),  new  edit.,  18mo,  3s  6<2  Tegg  1857 

H-IM  {Q.  B. )  Action  and  Sounds  of  the  Heart,  8vo,  sewed,  2s  Cd Churchill  1 860 

■ {Sir  H.)  Essays  and  Orations,  3rd  edit.,  f cap.  8 vo,  6s  6d    Murray 184a 

Nttgae  Metricaa,  12mo,  Zs  Qd Murray 184a 

Half  j^nny  Journal,  V.  1,  4to,  sewed,  3s  6d  ;  cloth,  4s  6rf Ward  A  Lock...  1  $61 

lUIibarton  {Judge)  Attach^  in  England,  4  v.  p.  8vo,  42s,  43-4  ;  new.  edit.,  12mo,  2s  Routledge  1862 

— — British  North  America  :  its  Condition,  &c.,  8vo,  Is   Hurst  A  & 1857 

Bubbles  from  Canada,  8 vo,  12s Benttcy 1839 

Clockmaker  ;  Sam  Slick,3  v.  p.  31s  6rf,  37-40  ;  n.e.,  12mo,  2s6d  Routlrdge  1861 

'— English  in  America,  2  v.  ppst  8vo,  21s Colbum 1850 

— Historical  Account  of  Nova  Scotia^  2  v.  8vo,  20s  Snow 18'- 
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Haliburton  (Judge)  Kentucky,  a  Tale,  2  v.  12mo,  8s  Nevman    1834 

Letter  Bag  of  GtWesteiii,  p.  8vo,  10a  6(/,  '39;  n.  e.,  12mo,  l*(ki  RoaOtdye  1S62 

. Nature  aud  Human  Nature,  2  v.  post  8fo,  24<,  55  ;  new  ed.,  5a   Hwni  ^  B 1859 

Old  Judge  ;  or,  life  in  a  Colony,  p.  8vo,  10«  6rf,  Colbum;  n.e.,  6s  Hurst  «fe  B 1 860 

Wiae  SawB  and  Modem  Instances,  2  v.  p.  8vo,  21s,  53  ;  n.  e.,  5«   JJurst  ^  B 1 859 

Halifax  ((?./>.)  Poems,  post  8vo,  2s  6d Jos.  Blackwood.  iS  $9 

{JSam.)  Analysis  of  the  Roman  Civil  Law,  by  Qeldert,  8vo,  8s  6d MaxvxU    1836 

Hall  {AUx,)  QDiversalism  against  Itself,  post  8vo,  4s Simpkin 1849 

(^as.)  Ellis  anc2  Prhigle,  Voyages  and  Travels,  roy.  8to,  16s    Moxon    1840 

Fragments  of  Voyages  and  Travels,  n.  e.,  med.  8vo,  15s — red.  to  10s  6dl  BeUiie  Daldy...i%^ 

Lieutenant  and  Commander  (from  Fragments),  32mo,  3s   BeU  de  Daldy  .186* 

Midshipman  (from  Fragments),  82mo,  8s Bdl  ^  Daldy.  «.  d. 

Patchwork,  3  v.  p.  8vo,  31s  6rf,  '40  ;  3  v.  18mo,  16s,  itfodrow— red.  to  8s  //.  Bohn 1841 

Schloes  Hainfield  ;  or,  a  Winter  in  Lower  Styria,  post  8vo,  10s  6(i   » Whitt4iktr j  836 

Travels  in  Mexico,  Chili,  &c.,  1820-22,  med.  8vo,  3s  dd  Moxwi  1848 

South  America,  med.  8vo,  3s  6<i Moxon    1S48 

— Voyage  of  Discovery  to  Loo  Choo,  med.  8vo,  2s  6d Moxon   1840 

{B.F,)  History  of  the  Republican  Party  in  the  United  States,  cr.  8vo,  6s    New  York 1S56 

Official  Opinions  of  the  Attorney- GJenenU,  U.S.,  5  t.  8vo,  5/  6s    Waskingioti  ...1852 

■  —  Landowner's  Manual  ;  Statute  Regulations,  8vo,  16s Auburn,  U.S.,..  jS^o 

(fi./T.)  Collcjge  Words  and  Customs,  cr.  8vo,  7s  6d Cambridge,  U.S.1Z  $6 

— {CR.)  Medical  Aspect  of  Torquay  for  Pulmonary  Invalids,  post  8vo,  6s ChurchiU   1857 

System  of  the  Sympathetic  Nerve,  3  Pt«.,  8vo,  19s    W.Bobinson  1847-8 

{E.)  Puritans  and  their  Disciples,  8vo,  18s New   York 1846 

(F.B.)  Flora  of  Liverpool,  by  Armistead,  12mo,  6s    Wfiittaker 1839 

{F.£.)  Refutation  of  the  Hindoo  Philosophical  Systems,  8vo,  7s  6rf Williams  *fc  N.  1862 

Knave  of  Hearts,  a  Novel,  3  vols,  post  8vo,  Zls  M   Newby    1S58 

Next  of  Kin,  a  Novel,  3  v.  post  8 vo,  81«  6d  Nneby    1854 


-(/*.-«.)  Errors  of  the  Apociypha,  12mo,  2s  6<i   Rivington  1851 

-  Hints  to  Toung  Clergymen,  12mo,  2s  Rivington  1851 


-  (^.5.)  Prise  Essay  on  Ragged  School,  12mo,  2s Partridge 1S55 

-{Hen,)  Roots  of  the  Latin  Language,  12mo,  new  edit.,  is  6d Longman  1S61 

-{U.B.)  Brooklands,  a  Sporting  Biography,  2  v.  post  8vo,  21s Nevoby    185Z 

Companion  to  New  Testament,  4s  6rf,  1857  ;  2  e.,  fcap.  8vo,  3s  6d Bell^J>aldg...jZ6i 

Exmoor;  or.  Footsteps  of  St.  Hubert  in  the  West,  post  8vo,  12s Newby    1849 

HighUnd  Sports  and  HighUnd  Quarters,  2  v.  post  8vo,  21s B.  Hurst    1847 

Mary,  a  Tale  of  the  Irish  Peasantry,  3  v.  post  8vo,  81s  6d  Ncvby    1853 

Proofs  of  the  Divinity  of  Christ,  12mo,  Is Simpkin ^853 

Sayah  ;  or,  the  Courier  to  the  East,  12mo,  2s  6d   Chapman  d:  i?.  1856 

Scenes  at  Home  and  Abroad,  post  8vo,  10s  6d,  1839  ;  new  edit.,  5s    ...  Saunders d:  O.   1850 

Scottish  Sports  and  Pastimes,  12mo,  3s  6d Darling 1850 

Soldiers  and  Sailors  in  Peace  as  in  War,  12mo,  8s Chapman dh  M.  "855 

Spain,  and  the  Seat  of  War  in  Spain,  post  8vo,  10s  6<£ Colbum '837 

Sportsman  and  his  Dog  ;  or,  Hints  on  Sporting,  12mo,  2s  6d   Darling 1850 

-  West  of  England  and  the  Exhibition  of  1861,  post  8vo,  14s Longman  1S51 


(/as.)  Legends  of  the  West,  12mo,  6s  6d    New  Y'ork 1853 

Palaeontology  of  New  York,  3  v.  4to,  121 12s New  York    1848-62 

The  West*,  its  Commerce  and  Navigation,  12mo,  6s  Cincinnati 1848 

(/no.)  Discourses  on  the  Epistles,  2  v.  8vo,  21s Hamilton  1839 

Family  Prayers  for  the  Week,  with  Psalms,  18mo,  2s HanUUon  1847 

Scriptural  Sermons  on  the  Liturgy,  2  V.  8vo,  21s   Hamilton  1849 


^ {BpJos.)  WforkB,  edited  by  Peter  HaU,  12  v.  8vo,  7/ 4s— red  to  6/ H.Bohn 1839 

Contempktions  on  the  Bible,  by  P.  Hall,  2  v.  8vo,  24s W.  Smith  1838 

■ Life  by  Hamilton,  new  edit. ,  post  8 vo,  7s  6a  Nelwn   '859 

Wardhiw,  2  v.  8vo,  16s Blackie 1850 


-  Devotional  and  Practical  Treatises,  12mo,  4s  Virtue   '^45 

•  Devotions,  Sacred  Aphorisms,  kc.,  8vo,  12s— red.  to  6s    H.Bohn 1846 

-  Doctrine  of  the  Lord's  Supper,  post  8vo,  2s  ^d J.R.Smith...^..\%^^ 

-Epistles,  selected  by  W.  Hale,  8vo,  4s  6rf    Rivington  1840 

-  Exposition  of  Hard  Texts  in  Scripture,  2  v.  Svo,  24s — red.  to  16s H.  Bohn ^^37 

-  Holy  Order  and  Songs  in  the  Night,  18mo,  Is  6d  Washboume  ...1838 

•  Meditations  and  Breathings  of  a  Devout  Soul,  24mo,  2s    Pickering  1838 

Vows,  roy.  32mo,  2s,  TaOx/ys,  1838  ;  sd.  Is  6rf Pickering  1851 


'  Mystery  of  Qodliness,  24mo,  Is  6rf  , Pickering 1849 

■  No  Peace  with  Rome,  Preface  by  Bickersteth,  18mo,  3s Daiton   1844 

and  Dissuasive  from  Popery,  8vo,  6s    W.  Smith  1838 


Peacemaker,  32mo,  Is  6d SeeUy 18^7 

Sacred  Aphorisms,  12mo,  3s  6rf,  Rivington^  1835  ;  by  Exton,  32rao,  9rf   Belld: DaMg.,.i%'^^ 

Satires  and  Psalms,  with  Herbert's  Complete  Works,  12mo,  is  6d    Nelson   '^55 

other  Poems,  by  P.  Hall,  post  Svo,  3s  6d Willis    1839 

Select  Thoughts,  roy.  82mo,  2s,  W.  Smith,  1838;  2s  ed  Tegg  1839 

(/.)  Iron  Question  and  Bessemer  Process,  Svo,  2s  6rf     Hamilton  '857 

•  (/.C)  Clinictd  Remarks  on  Diseases  of  the  Eye,  Svo,  7s   ChurchiU  ^844 

Hints  on  Pathology,  &c.,  of  Thoracic  Consumption,  12mo,  3s   Longman   1857 

Inveresting  Facts  Connected  with  the  Animal  Kingdom,  Svo,  Ss  6d Whillaker 1S41 
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IM(/,  (7.)  Sermons  on  Our  Lord's  Temptation,  12mo,  6f J. Ae  D. Darling i%\$ 

Treaiiac  on  Important  Diseases  of  Women,  8ro,  7»  6<i   Churchill  1844 

—  (J.H.)  Scenes  in  a  Soldier*s  Life  in  Scinde,  &c.,  1839-43,  post  8to,  9s   Longman  1848 

(/./.)  Clonds  and  Sunshine,  Poems,  8vo,  4»   Oilier.... 1846 

|/.P.)6aide  to  the  Three  Services,  Oiyil,  Naral,  and  Military,  12mo,  8s  6d...  Longman  i860 

—  (J. /'.•(rT.)  First  French  Examiner,  new  edit.,  12mo,  Is  6d Bateman    1862 

. French  Coarse,  1st  and  2nd,  after  Ahn,  new  edit,  12roo,  each  la  Qd  ...  Bateman    i860 

— Key  to  both,  Is  8d Bateman   i860 

Reader,  ProgressiTe,  12mo,  Is  6d Bateman    1852 

(J.S.)  Book  of  the  Feet ;  a  History  of  Boots  and  Shoes,  12mo,  3s  6d ;  col.  is6d  Simphin 1850 

—{Maria)  Guide  to  English  Orthography,  18mo,  Is  6d    Whittaktr 1851 

—  (ifanA.)  Croonian  Lectures  on  the  Nervous  System,  4to,  8vo,  7s  6d Longman  1836 

Diseases  and  Derangements  of  the  Nervous  System,  Svo,  15s   BaillUre    1841 

Memoir  on  the  Nervous  System,  4to,  5s  Longtnan  1850 

MemoiiB  of,  by  his  Widow,  8vo,  14s    Bentley  1861 

New  Memoir  on  the  Nervous  System,  4to,  20s BaiUUrt    1843 

Observations  and  Suggestions  in  Medicine,  2  v.  post  8vo,  17s   Churchill  1 846 

— — on  Blood-lettiug,  8vo,  10s  6c? Sherwood   1836 

On  Prone  and  Postural  fiespiration  in  Drowning,  post  8vo,  5s  Churchill  1857 

-^ Relation  between  Anatomy  and  Practice  of  Medicine,  8vo,  6s  Baillih'e 1842 

Synopsis  of  the  Spinal  System,  4to,  5s Longman   1853 

Diastaltic  Nervous  System,  &c.,  4to,  21s  Lovgman  1851 


Theory  and  Practice  of  Medicine,  8vo,  16s Sherwood   1837 

Threatenings  of  Apoplexy  and  Paralysis,  8vo,  Zs  6d  Longman  1851 

-  Twofold  Slavery  of  the  United  States,  12mo,  3s A.Scott  1854 


"Hn.Mat.)  lives  of  the  Queens  before  the  Conquest,  2  v.  post  8vo,  21s Hurst  ds  B,    ...  1 8 54 

Royal  Princesses  of  EngUnd,  12mo,  2s    BoutUdge  1858 

—  (.Vevm.)  Christ  for  Everyone,  18mo,  Is Nisbet i860 

Closing  Scenes  of  the  Life  of  W.  Gordon,  21st  edit.,  post  8vo,  4s    Snow 1857 

Come  to  Jesus,  18mo,  Is;  Urge  type,  12mo,  Is;  d..  Is  6d Niibet 1862 

Follow  Jesus,  and  It  is  I,  18mo,  2s  6d   :. Nisbei 1856 

Hymns,  Composed  at  Bolton  Abbey,  &c.,  post  8vo,  2*  6d Nitbet 1857 

Land  of  the  Forum  and  the  Vatican,  n.  e.,  cr.  8vo,  ^s Nisbet    1861 

Memoir  of  W.  Gordon,  18mo,  Is  Niihet    1856 

Now!  12mo,  Is  Nisbet 1858 

— Plain  Words  Plainly  Put :  Sermons,  18mo,  Is NisbH 1861 

— ■ Quench  not  the  Spirit,  new  edit.,  18mo,  Is Nisbet 1859 

Sacrifice  ;  or.  Pardon  and  Purity  through  the  Cross,  18mo,  2s  6rf Nisbet 1856 

— Seventy  Scripture  Chants,  3rd  edit.,  12mo,  Is  6d  Snow  ....\ 1855 

The  Day  of  Salvation,  and  other  Tracts,  18mo,  2s  6rf Nisbet 1859 

• Voice  of  Jesus,  and  other  Tracts,  18mo,  2s  6rf Nvtbet 1859 

--(ifr#.3'.)  Through  the  Tyrol  to  Venice,  cr.  8vo,  7s  6d Ni^)et i860 

~{Pd.)  Discourses  on  Congregational  Reform,  12mo,  6s  6rf Hamilton  1835 

~ Fragmenta  Liturgica  :  Documents  on  Church  Liturgy,  6  y.  12mo,  32s  ...  Author  1849 

" >  Harmony  of  Protestant  Confessions,  8vo,  14s  ;  roy.  8vo,  21s J.F.Shaw 1841 

Picturesque  Memorials  of  Salisbury,  4to,  26s;  India,  50s Porter    1836 

Winchester,  4to,  18s;  India,  30s Porter    1836 

■ — ■ Reliquise  liturgicsB  Anglicanae,  6  v.  12mo,  28s    Author  1847 

Sermons  on  Work  of  the  Holy  Spirit,  12mo,  2s  Sd Porter    1848 

—{Rdbt.)  Works  and  Life,  by  Gregory,  6  v.  8vo,  72s— red.  to  31s  6d;  6  v.  12mo,  21s  H.  Bohn 1846 

Selections  from,  by  Badham,  12mo,  68  6d    Ball   1840 

Exposition  of  Epistle  to  Pbilippians,  with  Sermons,  12mo,  48  6rf Simphin 1843 

Helps  to  Zion's  Travellers,  8vo,  2s,  Ward;  18mo,  28 P.Jackson 1843 

— — Life  and  Letters,  by  Gregory,  12mo,  3s  6d  H.  Bohn 1846 

— Recollections  of,  by  Morris,  2nd  edit.,  12mo,  48  6e2    Houlston    1846 

Sermons,  Essays,  &c.,  with  Life,  12mo,  5s   Baynes  1838 

— Fifty,  edited  by  Grinfield,  12mo,  Qs Hamilton  1843 

- — « The  Half-Crown  and  his  Philosophy,  16mo,  Is  Qd   Simphin 1859 

Treatise  on  Christian  Moderation,  8vo.  Is Ward 1841 

•— {^.ir.)  The  Dry  Process  in  Photography,  cr.  8vo,  Is    Kent  ds  Co.    ...i860 

■ (5.)  Elementary  Atlas,  Questions  adapted  to,  by  Bowman,  1 2mo,  28    Longman   1850 

—  l%?Kw)  Bchyngham  of  Echyngbam,  8vo  (private  circulation)  Q.  Barclay 1850 

^Mr.AMrs.S.C.)  Adventures  of  Biddy  Dorking,  12mo,  2s  6d  ;  cold.,  Ss  6<i  GrijSiih  <t-  P.  ...1857 

-— A  Woman's  Story,  3  v.  post  8vo,  3l8  6d  Hurst  d:  B.    ...1857 

— ■' Book  of  British  BalIads,l&2ser.,imp.8vo,ea.2l8,irow,43;lv.r.8vo,26s  H.Bohn 1853 

" Gems  of  Poets  and  Artists,  3  sen,  ea.  31s  6d,  36-38— r.  ea.  16s  H.Bohn 1847 

Royalty,  Characteristics  of  British  Palaces,  roy.  4to,  52s  6d  ...  Achermann    ...1838 

South  Wales,  the  Wye,  and  the  Coast,  ill.,  fcap.  4to,  21s   A. Hall  i860 

■ the  Thames,  from  its  Rise  to  its  Fall,  4to,  2l8 A. Hall 1859 

— Boy's  Book,  post  8vo,  5s Houlston    1859 

—  Buccaneer,  3  v.  post  8vo,  Sis  6rf;  12mo,  3s  6rf,  BenUey^  '49;  12mo,  2s...  Hodgson    1857 

Osn  Wrong  be  Bight?  a  Tale,  2  v.  post  8vo,  2l8 Hurst  A  B 1862 

Child's  Mirror,  16mo,  Is  6d  Nisbet     1845 

— Daddy  Dacre's  School  for  the  Young,  18mo,  Is  6(i RoiUledge  1858 

Drawing-room  Book  for  1848,  roy.  8vo,  16s A,HaU  1847 
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Bti\HMr.ttMr8JS.C.)  Forlorn  Hope,  a  Story  of  Old  Chelsea,  4to,  58 Author  n.  l 

Gems  of  European  Art,  2  series,  roy.  4io,  5/  Virtue        ...1S46-7 

■  Graodmamua's  Pockets,  new  edit.,  (Libiury  for  Young),  18mo,  la   Chamher$  18:0 

Hartop  Jubilee  ;  or.  Profit  from  Play,  16mo,  6a  (k/,  1842;  At  M Darion  184S 

Ireland,  its  Scenery,  &c.,  8  ▼.  roy.  8vo,  80a,  How — red.  to  63a    ...*. A. Hail  1841-3 

— ^— Handbooks  to,  4  v.  fcap.  8to,  each  5a   A. Hall 183+ 

Juvenile  Budget  of  Little  Stories,  16mo,  5a CkajmuMd:  H.iiii 

FoiKet-me-not,  16mo,  2a  6d NeUon   1862 


Lights  and  Shadows  of  Irish  Life,  3  ▼.  poet  8vo,  31a  6d    Colhum i8j8 

Marian,  3  t.  p.  8to,  Sla  6d,  Colbum,  1840  ;  new  edit.,  12mo,  la  Hodgmm    1^47 

Midsummer  Eve,  a  Fairy  Tale,  8vo,  16a,  Lontjmanj  1847;  7a  6d H.Bohn 1854 

Outlaw,  8  V.  post  8vo,  31a  6d;  12mo,  3a  QdyBenOey,  1848;  12mo,  la6<i  C.H.Clarke  ...1859 

Pilgrimages  to  English  Shrines,  2  v.  each  16a— red.  to  2  v.  in  1,  21a   ...  NaitaU  1853 

Popular  Tales  and  Sketches,  12mo,  2a  Lambert iSj6 

Royal  Gallery  of  Art,  folio,  4  t.  cloth  gilt,  each  7 nOa ViHue  iSs^ 

Sketches  of  Irish  Character,  3rd  edit.,  roy.  8vo,  26a,  Hov,  '44;  n.  e.,  8a  Nattali 1854 

— Stories  of  the  Governess,  8vo,  7a  6d     Nitbet    1851 

Irish  Peasantry,  12mo,  2a  6ii    Chamber$  1840 


'  Tales  of  Woman's  Trials,  p.8vo,10a  6d,  '34;  r.  8vo,  21a, '46  ;  p.  8vo,  5a  ...  RouUedge  1X57 

Tenby,  its  History  and  Antiquities,  4a Tenby i860 

.  The  Lucky  Penny,  and  other  Tales,  12mo,  2a   RoutUdge  1857 

Swan's  Egg,  18mo,  bds.,  la  (Library  for  the  Young)    Ckambars  1S51 

Whisperer,  18mo,  la  (Library  for  the  Young)  Chamber*  1850 

•  Uncle  Horace,  3  v.  post  8vo,  81a  6d,  Colbum,  1837  ;  12mo,  2a   J.C.Brown    ...1837 

•  Weekat  Killamey,  cr.  8vo,  12a,  i/ow,  1843— red.  to8a    ViHme    1850 

•  Whiteboy,  an  Irish  Story,  2  v.  p.  8vo,  18a, Chapman  AH.^'^y,  12mo,2a  Brown   1858 

-  and  Foster  (/.)  Stories  from  English  History,  new  edit.,  12mo,  3a  6<i    ...  Darlon  i8bo 


{S.R.)  Illustrative  Records  of  John  Wesley  and  Early  Methodism,  8vo,  la  Hamilton  1856 

(S.T.)  Forester's  Offering,  12mo,  3a Whittaker 1S40 

Mesmeric  Experiences,  12mo,  2a  6<^  BailUhre    1846 

Peak  and  the  Plain:  Scenes  in  Woodland,  Field,  &c.,  12mo,  5a,  53^  3a  6<2  HouUton    1857 

Phreno-Magnet,  and  Mirror  of  Nature,  12mo,  6a Simpkin 1844 

• Upland  Hamlet,  and  other  Poems,  32mo,  2a Orr    1S47 

(S.  W.)  Impersonation  as  Applied  to  Abstract  Ideas,  Is  6rf,  '6i  ;  post  8to,  4a  6d  Trubner 1861 

(Tho.)  Floss;  or.  Progress  of  an  Adventurer  in  Australia,  12mo,  la  Od  Jtoutledgt  1852 

Lord  of  the  Manor,  a  Novel,  2  v.  post  8vo,  21a  Skoberl  1849 

Raby  Rattler's  Effects  and  Adventures,  8vo,  21a Sanndtrsdk  0,  1S45 

Rowland  Bnidshaw,  his  Struggles,  fee,  8vo,  15a ^lervood  1847 

(r.^.)  Arithmetic  for  Use  of  Schools,  12mo,  2a   Soc.  P.C.  K...iisS 

Elements  of  Algebra,  post  8  vo,  5a Parker  A:  Son  .il^S 

' Descriptive  (Geometry,  post  8vo,  6a  6<i Parker  A  Son  .ii:^i 

Plane  and  Spherical  Trigonometry,  12mo,  la  Qd Soc.  P.  C.  AT.... 1855 


Treatise  on  Differential. and  Integral  Calculus,  8vo,  8a  6d  Longman  1852 

-Plane  and  Spherical  Trigonometry,  post  8vo,  7a  Qd,  1848;  6a  Feliowes 1858 


-[W.)  Greek  Tongue,  Principal  Roots  of  the,  3rd  edit.,  12mo,  6»     Longman  i860 

-  Reasons  for  a  New  Version  of  the  Bible,  8vo,  la Longwmn  1S60 


(PT./,)  Doctrine  of  Pui^tory,  8vo,  12a Wix   1843 

Family  and  Private  Prayers,  8vo,  3a Rivington  184* 

^^—» Psalms  and  Hymns  (Mitre),  new  edit.,  prices  and  sizes  various Rirington 1862 

— — ^— Hymn  Tunes  Harmonized,  roy.  8vo,  12a  Rivington  18^7 

(IF.  TT.)  Bronchitis  and  Kindred  Diseases,  9th  edit.,  12mo,  6a New  York i860 

Hall  and  Marsh's  Farmer  s  Account  Book,  4to,  5a Simpkin 1838 

■  Surveyor's  Highways  Rate  Book  and  Account  Book,  each  4a Simpkin 1838 

Hall  and  the  Manor  House,  3  v.  post  8vo,  31a  6d    Newbg 1849 

Hallam  (A.H.)  by  John  Brown  (from  Horn  Subsecivs),  12mo,  sd.  2a ;  ol.  2a  6(f  Hamilton  1862 

• Remains  in  Verse  and  Prose,  12mo,  7a  6(2 MuiTajf 186s 

(Hen.)  History  of  EngUnd,  2 v.  8vo,  24a,  '49;n.e.,  3  v. 8vo,308; 8 v. cr.8vo,l 8a  Murray 1854 

Middle  Ages,  2  v.  8vo,  24a;  3  v.  8to,  30a;  3  v.cr.8vo,18a  Murray 1856 

Literary  Essays  and  Characters,  12mo,  2a  Murray 1852 

■ Literature  of  Europe,  8  v.  8vo,  86a,  1854  ;  4  v.  cr.  8vo,  24a Murray i860 

Supplementary  Notes  to  History  of  Europe,  8vo,  10a  6d  Murray 1S48 

(/.  W.)   Monumental  Memorials:  Designs  for  Headstones,  r.8vo,2Pt8.,ea.2a  6d  Masters 1856-8 

{R.A.)    Lectures  on  the  Morning  Prayer,  cr.  8to,  7a  Philadelpki a... iS^s 

Sermons,  12mo,  6a  6d  Philadelphia... i^z^ 

Halhhrd  (M.)  French  Grammar,  12mo,  4a;  Key  to,  12mo,  4a Simpkin 1836 

Halle  {Dr.F.)  Letters  relating  to  Places  in  the  Vale  of  Teign,  12mo,  4a Houlston    1851 

(N.F.    Exact  Philosophy,  Books  1  and  2,  post  8vo,  6a £.  Wilton iS^g 

Halleck  (F.)  Poetical  Works,  new  edit.,  12mo,  6a,  1851 ;  illustrated  8vo,  18a New  York 1S54 

(-ff.  If .)  International  Law,  calf,  38a San  Francisco  1862 

Military  Art  and  Science,  2nd  edit.,  cr.  8vo,  10a  6(2 New  York 1861 

Hallelujah;  or,  Devotional  Psalmody,  Pts.  1-8,  roy.  8vo,  ea.  3a;  d.  gilt,  5a Snow 1S51  -6 

■  — Tune  Book  ;  or,  Devotional  Psalmody,  new  edit.,  oblong,  2a Dennis  1^44 

Hallen  (A.W,)  Queen  of  the  Holly  Bush,  Christmas  Sketches,  18mo,  2a,  1861  ;  la...  Simpkin iS6a 

Haller  {A.V.)  Moderate  Monarohy,  translated  by  F.  Stein  its,  post  8vo,  10a  6(2    Longman 1849 

Ualleur  {O.C.H.)  Art  of  Photography,  translated  by  G.  L.  Strauss,  12mo,  la Weale 1854 
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HalleweU  (£(?.)  ^e«>  of  the  BerrondM,  fol.  52s  6<f  ;  eoM.  51  5s ffogarth 184S 

Uallej  (/a*. )  Memoirs  of,  by  Arnot,  3rd  edit.,  12mo,  8*  6ii  Hamilton  1850 

—  [Rsk.)  Iiectares  on  Saerunent  of  Baptigm,  8tO|  14«,  1844  ;  12ino,  5< Jackson  A  W.    1853 

Lord*8  Supper, 8to,14«, 44;  10*  6rf,5i ;  12mo,  5s  Jackson  A  W.    1853 

Reply  to  StoTel  and  Wardlaw  on  Baptism,  12mo,  3«  6<i   Jackson  A  W..,.i%^7 

HilIiday(Jiid)  AdTentares  of  Mr.  Wildenpin,  sm.  4to,  7s6<f,  Houlston^  59;fp.8T0,2s  Ward <k  Lock...  i9So 

HUtoiy  of  the  West  Indies,  post  8fo,  I0s6d Parker  A  Son.:.  1^37 

West  Indies,  Letter  on  Sickness  and  Mortality  in,  8vo,  2«  Parker  <fc  Son. ..18^9 

—  (iZicA.)  Articled  Law  Clerk's  Handbook,  8vo,  5s  6rf Orockford 1859 

Blementaiy  View  of  the  Proceedings  in  Chancery,  12mo,  5s  6<i  Law  Times  Oj^.1857 

-  Questions  in  Conveyancing,  12mo,  lOsSd^  1856;  new  edit.,  I2s6d Crockford 1859 


HaDlvell  (J.O.)  Aoeoant  of  the  Vernon  Manuscripts,  8fo,  Is  J.R.S/nitk 1848 

■ Antiquities,  Coins,  Manuscripts,  &c.,  illustrative  of  Shakspeare  ...A  utkor  1852 

Archseologiat :  Journal  of  Antiquarian  Science,  8vo,  5s  6rf J.H.  Smith 1 842 

Brief  Account  of  an  Unique  Edition  of  Sir  P.  Sydney's  Arcadia,  4to  Author  1854 

Catalogue  of  Early  Editions  of  Shakspeare,  8vo,  3s /.  R.  Smith  ....1841 

CoUeotioaof  Pieces  in  the  Somerset  DialeH,  12mo,  2s  J.R.Smith 1843 

Conceits,  Clinches,  Flaskes,  Whimzies,  a  Jest  Book  of  17th  Cent,  4to  Author  i860 

Contributions  to  Early  English  Literature,  4to Author  1849 

• Curiosities  of  Modem  Shaksperian  Criticism,  8vo,  Is /.  R.  Smith  ...1853 

■  Debate  and  Stiyfe  between  Somer  and  Wynter,  reprinted    A  nthor  x  860 

Dictionary  of  Archaic  and  Provincial  Words,  2  v.  8vo,  15s    -. J.R.Smith 1X60 

Old  English  Pkys,  8vo,  12s    J.R.Smith i860 


-  Early  History  of  Freemasonry  in  England,  post  8vo,  2s  6d    J.R.Smith  .  ...1843 

-  Treatises  on  ihe  Mathematics,  8vo,  3s    J.R.Smith 1846 

r  on  the  Character  of  Sir  John  Falstaff,  12mo,  5s    Pickering  1841 


' ■ Essays  on  Numerical  Contraction  and  Early  Calendars,  12mo,  Is  ...  Parker  A  Son...  i^'^^ 

Foundation  Document  of  Morton  College,  Oxford,  by  Hey  wood,  8vo,  Is  Pickering  1 843 

— Introduction  to  Midsummer  Night's  Dream,  8vo,  5s  6rf Pickering  1842 

the  Evidences  of  Christianity,  12mo,  3s  6<i    Longman  1859 

" J<^esof  the  Cambridge  Coffee  Houses  in  the  17th  Cent.,  12mo,  2s  Bogue     1841 

Letters  of  the  Kings  of  EngUnd,  2  v.  p.8vo,  21s,  Colbum,  46-  r.8s  J.  R.  Smith 1848 

Literature  of  the  16th  and  17th  Centuries,  4to Author  1851 

" Manusoript  Rarities  in  Cambridge  University,  8vo,  8s   J.R.Smith 1839 

Merry  Tales  of  the  Wise  Men  of  Gotham,  12mo,  Is  JR.Smiih 1840 

" New  Boke  about  Shakespeare  and  Stratford-on-Avon,  4to Author  1850 

Norfolk  Anthology;  Collect,  of  Poems,  Ballads,  and  Rare  Tracts,  4to  Author  1852 

■ Notes  of  Family  Excursions  in  North  Wales,  sq.  cr.  8vo,  3s  6d Hoiten    1861 

— Notices  of  the  History  and  Antiquities  of  IsHp,  8vo,  Is J.R.Smith 1849 

• Nuga  Poetics:  Old  English  Poetry,  post  8vo,  5s J.R.Smith 1844 

Nnnery  Rhymes  of  England,  12mo,  Qs^  1842  ;  new  edit.,  4s  6d  ...  /.  R.  Smith   ...1858 

^ Ofaaervations  on  the  MS.  Emendations  of  Text  of  Shakespeare,  8vo,  Is  /.  R.  Smith   ....  1 8  5  3 

" Palatine  Anthology,  4to Author  1850 

Popular  Rhymes  and  Nursery  lUes,  12mo,  4s  erf  J.R.Stnith 1849 

~ — ■- Riunblea  inWest.  Com  wall,  with  Notes  on  Celtic  Remains,  s.  c.  8  vo,  7s6d  /.  R,  Smith 1861 

Sketch  of  the  Provincial  Dialects  of  England,  8vo,  2s    J.R.Smith 1847 

' Torrmt  of  Portugal,  a  Metrical  Romance,  poet  8vo,  5s J.R.Smith 1856 

' —— Torkdiire  Anthology,  4to  Author  1851 

^^{l<ina  (/.X.)  Visits  to  Japan,  Loochoo,  and  Pootoo,  post  8vo,  7s  6<f Longman  1857 

«w"  Ue  Trsgedy,  3  v.  poet  8vo,  81s  6rf CfiapmanA  H.i26o 

fijQftway  (//.fiL)  Walks  round  Ryde,  2nd  edit.,  fcap.  8vo,  5«    Longman  ......1849 

E*[l«  I JV.)  Two  Months  in  Arrah  in  1857,  2nd  edit.,  fcap.  8vo,  2s  6d   Longman  i860 

^^  <M.)  Qkdiator  of  Ravenna,  translated  by  De  Vericour,  post  8vo,  Zs6d   Jas.  Blackwoodi^s^ 

— Griselda,  a  Dramatic  Poem,  translated  by  Anstruther,  12mo,  4s Smith  A  Elder  1844 

r~; Son  of  the  Wilderness,  a  Dramatic  Poem,  8vo,  2s  6d Dolman 1847 

^Jpitt  (iV./)  DraniAtic  Unities  of  Shakspeare,  12mo,  2s  Simpkin 1849 

'^  {On.)  Agatha,  a  Fanciful  Flight  for  a  Gusty  Night,  sq.  8vo,  7s  Harrison 1 860 

Queen  Loeta  and  the  Mistletoe,  a  Fairy  Rhyme,  16mo,  3s  6d    Addey    1856 

r~  (^n.)  Pastoral  and  other  Poems,  12mo,  2s  6ii  T.Harrison   ...1849 

^'«y  (^  JKoy)  Literary  AUractions  of  the  Bible,  12mo,  7s  6d New  York 1858 

^-^^  {C.A.)  Investigation  ;  or,  Travels  in  the  Boudoir,  12mo,  4s  6d Smith  d-  Elder  1846 

■ Life  of  Margaret  Beaufort^  Countess  of  Richmond,  8vo,  12s Smith  A  Elder  1839 

Obligations  of  Literature  to  the  Mothera  of  England,  post  8vo,  5s...  Smith  A  Elder  1840 

—  Richard  III.  as  Duke  of  Gloucester,  &c.,  2  v.  8vo,  80s Longman  1844 

■  i^-P-)  The  Screw  Fleet  of  the  Navy,  roy.  8vo,  5s Simpkin 1850 

r; (If.A.)  Little  Botanist,  2  v.  16mo,  8s OriffithikF.  ...1836 

ttwtei^r.)  Rxpoeitionof  the  Church  Catechism,  12mo,  8s    J.Hughes  1848 

^{W.T.)  Opinions  of  Sir  Robert  Peel,  8vo,  12s  6rf,  Whittdker^^i ;  new  ed.,  7s6d  A. Hall 1850 

U«7Wto&(i2e9. 7.)  Memoirs  of  the  Life  of,  12mo,  Is  6d Johnstone  1847 

I with  Essay,  by  Dr.  Young,  12mo,  3s  Oriffin    1839 

°^  C*^. P.)  Scripture  Doctrine  oonoeming  Man  in  Death,  12mo,  2s  Longman  1850 

~- — Theology  of  the  Bible  in  Relation  to  Immortality,  18mo,  2s —  Longman  1849 

j*nttn  (C.)  First  and  L«n  Covenant,  12mo,  4s    Painter iS±j 

i.-.nWg  {Theod.)  History  of  the  Chinese  Chief,  Hung-Siu-Tsuen,  12mo,  Is  6d  W.Allan    1855 

{Jno.)  Lectures  in  Vindication  of  the  Bible  as  the  Word  of  God,  sm.p.  8vo,  3s  Knight  A  Son . . .  1 86 1 

2  u 
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Hambleton  (/(U.)  SpecimenB  of  Translation  and  Versification,  post  8vo,  2t  6d  Fox i^S* 

(Jno,)  Lent  Lectures :  History  of  the  Sonl,  12mo,  28  6d   J.H.Jaehon..A$S9 

Holy  Scriptures  Considered,  12mo,  3«  6(i  J,H,Jachofi...iiso 

— — Preparation  for  Death,  Judgment,  &c.,  new  edit.,  18mo,  2t   J.H.Jackton  ...1S41 

Sermons  on  Isaiah,  Chap,  liii.,  new  edit.,  12mo,  6a J.H.Jack»(m...i^S7 

the  Beatitudes,  new  edit.,  12mo,  5> J.JI.Jaehon,.Ais7 

Cross  of  Christ,  12mo,  3«  6rf J.HJacks<m...iHi 


Two  Lectures  on  Intellectual  Faculties,  1 2mo,  2t  6d   Knight  ^Son...i^n 

(yo».)  A  Spring  Morning's  Dream,  &c.  post  8fo,  6«6d  ...    Kent  i860 

Hamel  {Dr. J.)  Commercial  Intercourse  between  England  and  Russia,  8vo,  14< BentUy  1S54 

(F./.>  Laws  of  the  Customs,  roy.  8vo,  16» Butt€ricQrUa...\'is\ 

(iVw.)  French  Exercises,  new  edit.,  12rao,  4»;  Key  to,  3a Longman  i'6a 

■ iirammar,  by  Thibaudin,  new  edit.,  12mo,  4a Longman  1S62 

and  Exercises,  by  Lambert,  12mo,  6«  6rf;  Key, 4a...  Longman  iSbz 

Merigon,  12mo,  3a  6d    BcUeman    i8S5 

World  in  Miniature,  French  and  English,  new  edit.,  12mo,  is  6d Longman  1S60  j 

Hamerton  {P.O.)  Isles  of  Loch  Awe,  and  other  Poems,  12mo,  6a   PaitUer 1S55 

Observations  on  Heraldry,  8vo,  6a— red.  to  3a Churton 1851 

Painter  s  Camp  in  the  Highhinds,&  Thoughts  about  Art,  2  y.  p.  8vo,  21a  MaemiUan 1S62  j 

Hamilton  (ii.)  On  the  Game  Laws,  8yo,  2a    Longman 1845 

Sermons  for  the  Holy  Week,  fcap.,  2a  6rf J.JI.d:J,ParJ:enis^ 

{And.)  Residence  in  the  Danish  Isles,  2  y.  post  8yo,  21a,  1852— red.  to  12a..,   Bendey  1854 

{CountA.)  Fairy  Tales,  translated  from  the  French,  sq.,  3a  6d B.Bohn 1849 

Memoir  of  Court  of  Charles  II.  (Bohn'sLib.,  extra  vol.),  12mo,  3a  6d  H.Bohn 1S46 

{Oen^A.)  Works,  Correspondence,  &c.,  7  v.  8vo,  84a  New  York  ...it'^ii 

OfficUl  Papers,  8vo,  16a New  York iM 


{A.G.)  Key  to  Unlock  every  Kinjrdom,  City,  &c.,  in  the  World,  12mo,  3a  6ci...  Hamilton  1S50 

{Cha».0.)  Latin  Grammar,  for  the  Use  of  Schools,  post  8vo,  3a  &d    Longman  1S62 

{C.  U.  H.)  Grammar  of  the  Modem  Irish  Language,  cr.  8yo,  2a  6d WiUiam^  <fc  N.  1 860 

'^^^  {Claude)  Calendar  of  State  Papers  Relating  to  Ireland,  roy.  8vo,  15a Longman  i860 

{Dulcet  of)  Lives  and  Actions,  by  Bishop  Burnet,  8vo,  7a  6rf   J,U.d:JJ*arkeri%^i 

(£(/ir. )  Flora  Homoeopathica,  2  v.  roy.  8vo,  66a  BaiUilre 1857 

Guide  to  the  Practice  of  Homoeopathy,  12mo,  59 : Baillih-e    1844 

{Eliz.)  Cottagers  of  Glenbumie,  82mo,  la  ei,  Bogue,  1845;  18mo,  la Chamben  1859 

Letters  on  Education,  2  v.  32mo,  4a Bogue    1845 


{E.M.)  Poems,  12mo,  5a Longman  183S 

( jF. P.)  English  Governess  in  Russia,  12mo,  2a NeUon    i8bi 

(Fr.Hatt.)  Ou  Fractures  and  Dislocations,  8vo,  25a  ...  Philuddphia,.. i^bo 

Practical  Treatise  on  Military  Surgery,  8vo,  9a    Bailliire    1861 

(Y?at;t«)  Functions  of  Si  and  Qui;  with  Reference  to  German  Theories,  8 vo,  6a  Hamilton  1861 

((?«o.)  English  School  of  Painting,  4  t.  12mo,  72a— r«d.  to  34a    Bogue 1839 

Steam  Engine  and  its  Inventors,  12mo,  la  Orr    1850 


(^.i&.)  Designs  for  Rural  Churches,  4to,  16a   WeaU 1S36 

(H.C.)  Chronological  Index  to  the  Pictorial  Hist,  of  England,  sup. -roy.  8vo,  4a  Chamben  i860 

{H.E.)  Dictionary  of  the  English,  German,  and  French,  3  Pta.,  12mo,  ea.  2a  Virtue    1853 

(/^.(?.)  Greek  Grammar,  12mo,  la    Virtue    1854 

{H,P.)  Analytical  System  of  Conic  Sections,  8vo,  10a  6d   ParkerdhSon  .1843 

{U.R.)  English-Greek  Lexicon,  12mo,  2a ViHua    1855 

-  {Jan.)  Christian  CUssics,  4  v.  post  8vo,  each  4a Niabet    1858 

Church  in  the  House,  and  other  Tracts,  18mo,  2a  Nisbtt 1846 

Emblems  from  Eden,  new  edit,  18mo,  la  6c2  Nisbet    1858 

Happy  Home,  18mo,  la  6rf   Maftrt 1861! 

Lamp  and  the  Lantern;  Light  for  the  Tent,  &c,  12mo,  la  6<f  A'laieC 1853; 

Lessons  from  the  Great  Biography,  new  edit. ,  12mo,  5a Nisbet 1861 

•  Life  in  Earnest:  Lectures  on  Christian  Activity,  ISmo,  la  6d  Niihet    1850 

Lives  of  Bunyan,  Henry,  and  Hall,  18mo,  la  6rf Nelton    1853 

Morning  beside  the  Lake  of  Galilee,  18mo,  la  6d  NiibH 186a 

Mount  of  Olives,  and  other  Lectures  on  Prayer,  new  edit.,  18mo,  la  6rf  Ni^bet 1856 

Royal  Preacher:  Lectures  on  Eccle8iastes,18mo,5a,'5i;  2a  6d, '54;  3a6<i  Nithet 1858 

Wanderings  in  Northern  Africa,  Ac,  post  8vo,  \2» Murray 1856 

Sinai,  Hedjaz,  and  Soudan,  post  8vo,  10a  6rf Bentley  18^ 

{John)  Observations  on  Midwifery,  8vo,  12a Longman  1839 

Thoughts  on  Truth  and  Error,  Prose  and  Verse,  p.  8vo,  1 0a6rf, '  56 ;  n.  e.  5a  MaemiUan 18,9 


-  (7oa.)  Treatise  on  Cultivation  of  the  Pine  Apple,  12mo,  5a Matten 1S44 

-  (J.C.)  History  of  the  Republic  of  the  United  States,  Vol.  1,  8vo,  14a Boston.U.S.  ...list 

-  {J.P.)  Reminiscences  of  an  Old  Sportsman,  2  v.  p.8vo,  18a,  *6o— red.to  7a  6d  H.Bohn 1861 

-{Lady)  Memoirs,  post  8vo,  8a Colbum i8;5 

-  {N.E.)  Genuineness  of  Collier^s  Annotated  Shakspeare,  1632,  4to,  6a Bentl^  i86d 

-  (Pat.)  Biography  of,  by  Lorimer,  post  8vo,  Ga^  Hamilton,  1857  ;  3a  6<i  Griffin i86j 

-  iP.S.)  Nova  Scotia  as  to  Emigration,  8vo,  la WeaU 1858 

-  r^6M  True  Scriptural  Sabbath  Enforced,  12mo,  la   i Theobald    185^ 

-(A.  W.)  Authority,  Scope,  and  Encouragement  of  Missions, 8to, 8a  6d — r.4a6<l  W.Allan    1S46 

.  Essay  on  Institutions  of  Popular  Education,  post  8vo,  7a— red.  3a  6d    W. Allan    184^ 

Familiar  Disquisitions  on  the  Revealed  Sabbath,  12mo,  3a Jacktondk  W.  .184^ 

Life  of ,  by  Hugh  Stowell,  8vo,  10a  6d Jacktond:W,  .1849 
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Hamilton  (R.  W.)  liUle  Sancluary ;  Family  Prayers,  8to,  7f  6d,  ffatniUon, '  3  8  -  r.  4f  6(£  W.A  Uan   1850 

Nag»  Idterarin,  8vo,  120  6c^ ffamilUm  1841 

PastoTal  Appeals  on  Prayer,  18mo,  2«  W.AUan    1850 

— Revealed  Doctrine  of  Rewards  and  Punishments,  1 2moj  5«    Jackson  A  W...\ 847 

Sermons,  Svo,  12»,  ^mfkin*yj  \  2nd8er.,  8To,lds6(f,'45;  n.e.,  9«ea.   W^AUan    1850 

(5.)  History  of  the  National  Flag  of  the  United  States,  12mo,  6«    /'At/a^^tf^j) Aia...  1853 

{QnfA. T,)  Annab  of  the  Peninsular  Campaigns,  by  Hardman,  8yo,  1 6«    Blat^cwooda. ,,,  1 849 

Cyril  Thornton,  a  Novel,  8  t.  12mo,  21 «,  1830;  new  edit.,  fc.  870, 4<  £lackwoods,....i9^$ 

Men  and  Manners  in  America,  12mo,  7s  6d Blackwoods 1843 

(Tko.)  Letter  to  Lord  J.  Russell  on  Fine  Arts  in  Scotland,  roy.  8vo,  is  WeaU 1850 

{SirW.)  Discussions  on  Philosophy,  Literature,  &c.,  2nd  edit.,  8to,  21f Longman    1853 

Lectures  on  Logic,  2  v.  8vo,  2is .' Blackwoods    ...i860 

Metaphysics, by  Mansel  and  Veitch,  2nd  edit.,  2  y.8vo,24*  Blackwoods    ...1861 

(W.)  Life  and  Remains,  2  t.  12mo,  10*  HamiUon  1836 

Poems  and  Songs,  life  by  Paterson,  12mo,  is Stephenson 185a 


{WaU.)  East  India  Gazetteer,  2  V.  8to,  21* AlUndsCo 1855 

{W.D.)  History  of  England,  Outlines  of,  12mo,  is  ViHue    i85'5 

Outlines  of  the  History  of  Gb%ece,  12mo,  2«  6d Virtue   1853 

{W.J.)  Researches  in  Asia  Minor,  Armenia,  &c.,  2  r.  8vo,  38j Murray 1842 

(W.K.)  Morning  and  Evening  Services  for  Families,  12mo,  6f    Rivington  184a 

{W.R.)  Lectures  on  Quaternions,  8vo,  21» Whittaker 1853 

[W.T.)  Defence  of  the  Pentateuch  against  Scepticism,  8vo,  7a  6rf A. Hall 185a 

HMnflton's  Cabinet  of  Music  for  the  Voice  and  Pianoforte,  2  v.  fol.,  24«  Simpkin 1847 

— Sacred  Music  for  the  Voice  and  Pianoforte,  fcap.  8vo,  Ss  Simpkin 1847 

* Catechism  of  the  Organ,  18mo,  3s.  Catechism  of  Writing  for  an  Orchestra, 

18mo,  4s.     Double  Counterpoint  and  Fugae,  18mo,  2a.    Harmony  and 
Thorough  Bass,  24  ;  Key,  la  6d.    Practical  Singing,  18mo,  2a.    Violin 

and  Violoncello,  18mo,  3a  Cocks .■.184a 

— Description  of  Lanark  and  Renfrew,   Maitland  C^ub.n.d. 

Diamond  Psalmofly,  arranged  in  4  Vocal  Parts,  18mo,  3a Simpkin 1854 

Method  of  Chanting  the  Psalms,  18mo,  la jyAlmaine    ...1843 

• — Modem  Instructions  for  Singing,  folio,  6a  Codes 1853 

• '--Sacred  Psalmody,  new  edit.,  roy.  8vo,  5s   Simpkin 1854 

Select  Psalmody,  8yo,  5a;  for  Pour  Voices,  8vo,  4a    Simpkin  ...1849-50 

■ Songs  of  Scotland,  for  the  Pianoforte,  fol.,  18a  Simpkin 1848 

- — Selection  of  100  Favourite  Tunes,  folio,  3a    ..'. HamiUon  1854 

Singing  for  the  Million,  roy.  8vo,  4a    D^Almaine    ...1843 

" Temperance  Music  Book,  obi.,  la  2d  Simpkin 185a 

" Tuning  the  Pianoforte,  by  Warren,  5th  edit.,  18mo,  la    Cocks 185a 

Universal  Tune  Book;  Melodies  of  All  Nations,  4to,  5a    Simpkin..., 1850 

HoiLToniH  iKTEXunxAJi  Ststem.     See  Appendix. 

H-ffllrt,  Travestie,  a  Burlesque,  12mo,  la WhiUaker 1849 

^^  (Cop<. a)  Fleets  and  Navies,  post  8 vo,  6a  Blackwoods   ...i860 

' {E.B.)  I^dy  Lee's  Widowhood,  a  Novel,2  v.  p. 8 vo, 21a, '54;  n.e., er.8vo, 6a  Blackwoods   ...1856 

' Position  on  the  Alma,  Sketched  Day  after  Battle,  obi.,  10a  6d Blackwoods   ...1855 

' ■ Story  of  the  Campaign  of  Sebostopol,  8vo,  21a Blackwoods  ...1855 

'T Wellington's  Career,  12mo,  2a     Bladcwoods    ...i860 

Eiafin  (Jfra.)  Memorials  of,  by  Lawrence,  12mo,  la  6d Griffin   1855 

Haaner  {Jo*,)  History  of  the  Assassins,  transl.  by  Wood,  post  8vo,  7a  6d Smith  A  Elder  1835 

HiSQien  and  Ploughshares,  a  Book  for  the  Labourer  in  the  Workshop,  &c.,  12mo,  la  Partridge 185a 

Esaoood  {Dav.)  Practical  Stenographer  ;  or.  System  of  Short- Hand,  post  8vo,  6a...  Partridge 1855 

—- (Eliz.)  Modem  Domestic  Cookery,  10th  edit.,  fcap.  8vo,  3a Dean i860 

• (i?.D.)  Reconciliation,  12mo,  2a    Wertheim   1853 

(^./'.)Good  WiUtoMen,  a  Narrative,  by  "Blis,"  12mo,  2a  Nisbet    1861 

■ {H.)  life  of,  fcap.  8vo,  la Masters 1849 

' by  Fell,  and  Hale  (Mat.)  Life  of,  by  Burnett,  16mo,  5a...  J.  ff.<k J.Parker iS $6 

Minor  Theological  Works,  8vo,  8a    J.ff.tk J.  Parker i9^9 

—^ •   Panenesis,  edited  by  Manning,  18mo,  Is  6d  J.  H. A  J, Parlor  1%^^ 

~~" Paraphrase  on  Book  of  Psalms,  by  Brancker,  2  v.  8vo,  21a J.  H.  A  J.  Parker  i%^o 

• New  Testament,  4  v.  8vo,  30a J.  ff.A J.Parker i^s 

' Practical  Catechism,  with  life,  8vo,  10a  6d   J.ff.AJ.ParkeriZ^j 

' Sermons,  2  Parts,  8vo,  each  8a J.H.AJ.Parkeril^i 

' (Jf.£.)  Florence,  a  Tale,  post  8vo,  7a  6rf Jas. Blackwood  i%^% 

*--iCapt.Jf.Jf.)  A  Memoir  of,  8th  ed.,  p.  8vo,  bs^  1858;  fcap.  8vo,  la  6d  Nisbet i860 

-  {S.  H. )  Hills,  Lakes,  and  Forest  Streams,  a  Tramp  in  the  Woods,  p.  8vo,  6a  6d  New  York 1 8  54 

' Wild  Northern  Scenes  ;  Sporting  Adventures,  12mo,  %s    New  York 1857 

"-" (TTm.)  Solutions  to  Training  School  Questions,  12mo,  4a    Longman  1848 

jp- — {W.A.)  Definitions  of  Faith,  and  Canons  of  Discipline,  8to,  7a  6c{  .......  Rivington  1843 

flfiB«  (&G.)  On  Spinal  and  Chest  Deformities,  8vo,  2a  6d   Ddizy    1850 

l^aaon  ud  Gatar ;  or,  the  Two  Races,  a  Tide,  12mo,  5a Simpkin 1851 

"^pdea  (jBp.)  Fathers  of  Greek  Philosophy,  8vo,  16a    Lwi^fman  i86a 

>  Lectures  on  Moral  Philosophy,  8vo,  8a FeUowes 1856 

Parochial  Sermons,  8vo,  10s  id FeUowes 1847 

■  Report  of  the  Official  and  Legal  Proceedings  in  the  Case  of,  8vo,  5a  Bell  A  Daldy...ii^% 
ScholMtio  Philosophy,  Bampton  Lecture^  3rd  edit.,  8vo,  8a6(j Simpkin 1848 
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Hampden  (Bp,)  Sermona  before  Oxford  UniTenity,  1886  to  1847,  8vo,  K^M  FtUowt iM 

Work  of  Christ  and  the  Spirit,  8to,  3«    :     Fellow*  1847 

(/o/*n)  Aristocracy  of  England,  2nd  edit.,  12rao,  5«  E.  WiUon 1846 

Church  of  England  Reformation  or  Rnin  1  fcap.  8vo,  li    Trendder  i86x 

Memorials  of  his  Party  and  Times,  by  Lord  Nugent,  n.e.,  p.  8to,  12i  ChapnumA  £^.1854 
o>Ki  Oliver  Cromwell,  a  Tract,  am.  4to,  8« 6^AapiiMiii^i7.i847 


IlanipBliire,  Wiltshire,  and  Dorsetshire  Directory,  roy.  8vo,^25« Kelly 1859 

Uampson  {R.T.)  Dates,  Charters,  &c.,  of  the  Middle  Ages,  2  ▼.  8to,  42«    Caution 1841 

Origines  Patriciae  ;  Titles  of  Nobility,  &c.,  8yo,  I2t  6d CauitUm 1846 

Hampton  Court ;  or,  the  Prophecy  Fulfilled,  a  Novel,  3  t.  post  8ro,  31«  6d BeniUf  1844 

Haobury  {Ben.)  Christian  Merchant:  Life  of  Jos.  Williams,  12mo,  6s Snow 1853 

—  Memorials  of  the  Congregationalists,  2  v.  8to,  each  14«    Fitker  1839-41 

{Mrt,)  One  Day  from  the  Diary  of  a  Stag,  4to,  10«  ;  new  edit,  12« Aclxmumn    ...1847 

Hanby  (/.)  Sketches  of  Avranches,  8to,  6«  Fraaer    184* 

Hancock  (Chas.)  Acconlion  Instructions,  Flute  Preceptor,  Violin  Preceptor,  ea.  2« Tegg  1846 

— — Gaieties  and  Gravities  for  Hrly  Days  and  Holidays,  8vo,  12« Saundendf  0,  1857 

(Hen,)  Anatomy  and  Physiology  of  Male  Urethra,  8vo,  ^6d HighUy 1851 

—  Treatise  on  Operation  of  Strangulated  Hernia,  8vo,  4<  CkurchM  1850 


^{ff.S.)  Feaatof  the  Tabernacles,  8vo,  12«    SeeUy 1838 

{SelifM)  .Confession  :  a  Tale  of  the  Stars  and  Clouds,  12mo,  4s  6d Wertkeim  1S58 

Rainbow  Round  the  Throne,  18mo,  l«6<i Wertkeim  1857 


-  ( Tho,)  Origi  n  and  Progress  of  the  Caoutchouc  Manufacture,  8 vo,  1  Os  6<£  .  ...  Longman    1857 

The  Peculium,  an  Essay  on  Society  of  Friends,  post  8vo,  5$  Sm^thAEIder.\$S9 

-(Wm.)  Emigrant's  Five  Years  in  the  Free  States  of  America,  post  8vo,  7s  6d  Netoby    i860 

Hear  the  Church  I  4th  edit,  fcap.  8vo,  2s  6d  Seeley 1848 

Posthumous  Sermons,  post  8vo,  la  6d  SeeUjf 1860 


(W.N.)  Impediments  to  the  Prosperity  of  Ireland,  12mo,  Is  Simm»d:M.  ..,1850 

Hancock  and  Alder  ;  Nudibranchiate  Mollnsca,  7  pts.,  folio,  9/  12s RaySoeietjf   ...«.  d. 

Hancom  {J,R.)  Medical  Guide  for  Mothers  in  Pregnancy,  12mo,  5s Snulkdt Elder  1842 

— ^  Observations  on  Chloroform  in  Parturition,  16mo,  Is  6d Smith  d:  Elder. i9^^ 

Hand  (C.)  The  Popedom  Founded  on  Sand,  not  on  the  Rock,  8vo,  2s    Seeley 1850 

Hand  of  God,  a  Poem,  in  Two  Parts,  16mo,  Is    Bamilton  i86i 

Phrenologically  Considered,  post  8vo,  4s  6d    Chapman ds  ff.  it^^ 

Handbook.    See  aUo  Murray's  Handbooks  (Appendix). 

Handbook.     Almanac  for  the  Pacific  States,  edit  by  Wm.  H.  Knight,  12mo,  5»6d...  SanFranci$eo   1862 

— Amended  Practice  and  Proceedings  on  Private  Bill  Legislation,  12mo,  Is  6d  Stevetu 185S 

'  American  Literature,  12mo,  3s  6d   Chambera  1856 

■  Amusements  and  Accomplishments,  post  8vo,  8s Smith  ds  Elder,\%A^ 

Amusing  and  Instructive  Experiments,  12mo,  Is    Catnll  i860 

Angling,  by  Ephemera,  3rd  edit.,  12mo,  5s Longman  1853 

Antiquities  of  Southwark,  12mo,  2a6d    T.JiicharfUon  .1851 

« Architectural  Ornament,  8vo,  2s  6c2 AeJcermann   ...1851 

'  Assurance,  by  a  Solicitor,  8vo,  2s  6«i   Bean. 1856 

Bathers,  16mo,  Is Churton 1846 

Bathing,  18mo,  2s W.Smitk   1841 

Betting,  82mo,  2s6rf,  Piper^  1854;  28  Qd Smart    186a 

Bible  Geography,  12rao,  2*   Parker  A  Son,. .1^^ 

■  Billiards,  by  Col.  B*  ♦  ♦  •,  18mo,  3s  Boone    1855 

Bookkeeping  by  Single  and  Double  Entry,  12mo,  Is  ;  Books  for  ditto,  3s...  Cauell  

• Botany,  18mo,  2s   Orr    1841 

British  Columbia,  and  Emigrants  Guide,  by  M.  Claudet,  12mo,  Is Oliver    i86j 

Carlingford  Bay,  12mo,  5s  6d  Bov  1841 

Cathedrals  of  EngUnd,  Eastern,  post  8vo,  18s;  Southern,  2  v.  p.  8vo,  24s  Murray 1863 

Chants,  Single,  edited  by  G.  Wilhirton,  82mo,  Is   Pivington 184J 

(100)  in  score,  edited  by  G.  W.  Martin,  3rd  edit,  sq.,  3s  BeUd:Daldy,..i$^i 

— — —  Cheltenham,  12mo,  3s  Longman  i84< 

Chess,  by  an  Oxford  Amateur,  12mo,  Is CasaeU  i86< 

Civil  Service,  12mo,  Is CaateU  iS6s 

Clyde,  fcap.  8vo,  2s  6rf JohHetone 184^ 

Cookery,  18mo,  2s Orr    185! 

Copenhagen  and  its  Environs,  12mo,  8s  J.HSmith 185; 

• Court,  Peerage,  and  House  of  Commons,  16mo,  5s P.King Annmi 

Curative  Mesmerism,  16mo,  Is Houliton    185* 

Debtor  and  Creditor,  Law  of ,  18mo,  2s Tyaa  183 

— —  Domestic  Medicine,  by  an  Eminent  Physician,  post  8vo,  5s   ff.Btthn 185 

Peta,12mo,  Is Cattell 186; 


Egypt  and  India,  post  8vo,  12s AlUn 184 

Elocution  and  Oratoiy,  12mo,  Is Canell  186 

English  Ecclesiology,  18mo,  7s Maaiere 284; 

Examination  for  Officers  of  the  British  Mercantile  Marine,  8vo,  2s  6(i Taylor  185! 

Familiar  Quotations,  from  English  Authors,  12mo,  ^    Murray 185 

Farming  in  Lincolnshire,  poet  8vo,  Is  Simpkm     185I 

Foliage  and  Designs  in  Ornamental  and  Floral  Leather  Work,  8vo,  Is King i  g  ^j 

Folkestone,  12mo,  2a  6d    Hamilton 184 

Foreign  Cookery,  12mo,  5s Murray 184 
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Handbook.    Fresh  Water  Aquaria,  12mo,  If 

ChmeB,  l^  Amateurs  and  Professors,  post  8yo,  5s  

Gimnunar  for  EDgUsh,  French,  German,  and  Italian  Students,  12mo,  5t  ... 

Hampton  Court  Palace,  12mo,  2tQd    

Bsnigate,  Illostrated,  12mo,  fis  

Harrow  on  the  Hill,  12mo,  2«  6d 

HastiDgs,  St.  Leonards,  &c.,  12mo,  8«  6d   

Health  ;  or,  How  to  attain  Old  Age,  82mo,  Is  6d 

• Heliogr^hy,  and  of  Wines,  18mo,  each  2s 

Henldry,  18mo,  Is 

■ Honey  Bee,  24mo,  Is    

■ Honemanship,  12mo,  2s  6d 

Humbug,  by  Two  of  the  Joneses,  32mo,  Is  

* India,  tiirough  Bengal  and  the  Panjaub,  12mo,  Is  6d    

Joking  ;  or,  What  to  Say,  Do,  and  Avoid,  24mo,  Is  

Jnstteesof  Peace,  Ireland,  12mo,  4s    

Lake  VisitorB,  12mo,  3s 

Lakes  of  Killamey,  12mo,  2s,  Churtan,  1846  ;  Ss „ 

Laundry,  18mo,  Is  9rf  ;  Is  6d 

•  Law  of  Legacies,  18mo,  2s    

Letter  Writing,  12mo,  Is  

• —  Life  Assnrera,  12mo,  8s  6rf   

Magistrates  and  Quarter  SessionB,  1853-5,  roy.  8vo,  hL-bd.,  57s 

Uedicine,  18mo,  2s 

•  Natural  Philosophy,  18mo,  Is  9<f 

■ ^and  Experimental  Philosophy,  12mo,  Is 

Neath,  Vale  of,  its  Railway  and  Waterfalls,  12mo,  2«    

New  Zealand,  I2mo,  dt 

Oil  Painting,  8vo,  9s '. 

Oxford,  with  100  Cuts,  12mo,  8s  6<^  Bogue,  1841 ;  12mo,  5s  ;  8vo,  12s... 

Fainting  in  Oil,  82mo,  Is 

for  Toung  Artiats  and  Amateura,  new  edit.,  post  8vo,  8t... 

' Pencil  Drawing,  82mo,  Is 

• PenpectiTe,  ]hi&ctical,  18mo,  2s  

Photography,  illustrating  the  Process,  kc.,  12mo,  sd.,  Is  6<i 

' — ~^>  Hctnres  in  Fitswilliam  Museum,  Cambridge,  12mo,  Is  Qd    

"  Fhkses  of  Public  Worship  In  London,  new  edit.,  12mo,  Is  6d    

' Politieal  Economy,  by  Sigma,  12mo,  2s  6d 

fteoedents  in  Conveyancing,  12mo,  10s  6<i 

Proverba,  collected  by  Henry  G.  Bohn,  post  8vo,  5i  

— ■ Fbalffi  Tunes  and  Chants,  new  edit.,  obi.,  Is  8rf 

Soottish  Language,  by  Cleishbotham,  2s  6d 

Sea  Side  for  the  Invalid  and  Convalescent,  8vo,  Is  6d   

Swindling,  12mo,  28  6d 

• Taste,  as  to  Works  of  Art,  by  Fabius  Pictor,  12mo,  8s 

■ in  Book-Binding,  8vo,  Is  

Toilette,  18mo,  2s 

■"■ Trade  and  Commerce,  18mo,  2s 

— Travel  Round  the  Southern  Coast  of  England,  8vo,  12s 

■ Talk,  in  English,  French,  and  Italian,  new  edit.,  18mo,  8s  6d 

— Travellers  in  Europe  and  the  East,  by  W.  P.  Fetridge,  12mo,  14s 

■ Turning,  new  edit.,  12mo,  7s  6d  

—  - —  Water  OoIoutb,  12mo,  Is   

• Wealeyan  Psalmody,  sq.  cr.  8vo,  Is 

"~ Young  Artists,  post  8vo,  9s,  1846  ;  new  edit.,  8s  ;  l2mo,  8s   

' —  Zoological  Gardens,  London,  18mo,  8s  6rf 

Ha  Koong  Tten  ;  or,  the  Sorrows  of  Han,  tr.  by  J.  F.  Davis,  4to,  5$ 

Qudeofk  {W.J.)  BxpoBition  of  the  First  Epistle  of  St.  John,  cr.  8vo,  ^t  6d   

^3Bdel  {G.F.)  Aeis  and  Galatea,  fol.,  12s,  OUivier,  1849  ;  ^7  Biahop,  roy.  8vo,  2s  ... 

— Album  for  Pianoforte,  arranged  by  W.  H.  Calloott,  fol.,  10s  W 

-  Alexander's  Feast,  by  J.  Bishop,  roy.  8vo,  2s  6d 

Beauties  of,  by  Clare,  roy.  8vo,  6« 

Deborah,  an  Oratorio,  edit,  by  Novello,  roy.  8vo,  4s    

Dettingen  Te  Deum,  in  Vocal  Score,  roy.  8vo,  2s 

Israel  in  Egypt,  an  Oratorio,  fol.,  15s,  OUivierj  1849  ;  roy.  wo,  4s  ... 

Jephtha,in  Vo^  Score,  by  NoveUo,  roy.  8vo,  4s 

Joshua,  edit,  by  Novello,  roy.  8vo,  4s    

Judaa  KaccabeuB,  an  Oratorio,  by  Dr.  J.  Clarke,  4to,  6s  M 

■ by  W.  Foster,  fol.,  5s,  OlUwer,  '48  ;  Novello,  r.  8vo,  4s 

Choruses,  in  Vocal  Score,  roy.  8vo,  8s 

Life  of,  a  Sketch  by  G.  A.  Macfarren,  roy.  8vo,  28  

by  V.  Schoelcher,  8vo,  7s  6d 

Personal  and  Professional,  by  Mrs.  Bray,  12mo,  2s 

h,  arranged  by  Dr.  Clarke,  4to,  swd.,  7s  6<j  


Dean 

H.Bohn 

Rodtodl 

Bell  ^  Daldy 

WhiUaker 

Wright  <fc  Co.. 

Simpkin 

CMiUheU 

RotUUdge 

J.R.SmUh 

Clarke    

Tegg  

Darling 

Whittaker 

Grant  ^0 

Stei^em 

Whiitaker 

Smiik  Jb  Son 

Orr    

Tyas 

CaneU  

Cunningham. 
CrodcffAii...  I 

Orr    

Orr    

CoMBeU  

Thomoi 

Parker  d:  Son 

Wiley 

J.HutJ,Parker 

Clarke  

J.  Chapman  , 

Bogne     

Tyaa  

Hamilton  .... 
BeUik  Daldy 

Low  

Botwwih  .... 

Sttxem  

H.Bohn 

Harrison  

Griffin    

Hamilton  

Cfiapman  ds  H, 

Longman  

ChuHon 

Orr    

Darton 

NattaU 

Murray 

New  York 

Saundertds  0, 

Bogue    

Grovmhridge... 

Wiley 

Houldtm  

Orient.Tr.Fd.. 

Hamilton  

Cocks , 

Lonsdale    . 

Cocks  

Cocks 

Novello  ..., 
NovfiUo  .... 
Ninello  .... 
NweUo  .... 
NactUo  .... 
Davidson  . 
Novello  .... 
Novello  .... 
Maekeiutie  . 

Cocks 

Ward 

Davidson  . 


853 


833 

1856 

1850 
1 841 

1843 
.1858 

1850 
.fi.  d. 
.1840 
.1840 
.1844 

.1845 
.184a 

.1847 
.1853 

1847 
1851 
.1850 

1849 
.1838 
.184a 
.1861 

184a 

_  5 

1838 
1838 
i860 
185a 
1848 
1848 
i860 
184a 
1849 
1843 
184a 
1853 
1853 
1851 
1858 
1851 
i8ss 
1856 
1858 

1857 
1839 
1843 
1847 

"839 
1840 

"849. 
1 86a 
1 86a 
1 86a 
X843 
i860 
1848 

1854 
.n.d, 
1861 

1857 
1859 
1854 
1840 

1847 
1854 
1849 

1853 
1854 
1848 
1859 
1859 

1857 
1851 
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Handel  {O.F.)  Messiab,  ftrranged  by  D.  G.  J.  Elvey,  roy.  8vo,  6«  6rf LmgmoM  1854 

by  H.  R.  Bishop,  8vo,  15«,  1841 ;  Syo,  2m    Cock* 1S56 

Choruses,  38  6(2  ;  Pianoforte  edit. ,  6«  Norello  iM 

in  complete  Vocal  Score,  by  Dr.  Clarke,  4to,  If  Boosey   1862 

. Vocal  Score,  by  Novello,  roy.  8to,  4»    NweUo  1846 

Sacred  and  Secular  Songs,  forty-eight,  edit,  by  J.  Wade,  4to,  4« Mub.  Bw^.Of.  i860 

Samson,  for  Pianoforte  or  Organ,  by  Dr.  J.  Clarke,  4to,  6< Davidvm  1S52 

in  Vocal  Score,  roy.  8vo,  4# NowUo  1850 


Saul,  by  Novello,  roy.  8 vo,  4f    Notello  1855 

Solomon,  in  Vocal  Score,  by  Novello,  imp.  8vo,  4ff Novello  1851 

Songs,  with  Symphonies,  Festival  edit.,  4to,  is  Miu.Bouq.Of.  1859 

— — Visit  to  Dublin,  with  Notices  of  his  Life,  &c,  poet  8vo,  S«  6d  Orr 1852 

Handfuls  of  Purpose;  or.  Gleanings  from  the  Inner  Life  of  R.  Biyan,  12mo,  4«  6d...  Coliingridffe  ...1862 

Handley  Cross ;  or,  Mr.  Jorrockn's  Hunt,  8vo,  ld«    Bradbury i8h 

the  Spa  Hunt,  a  Novel,  3  v.  poet  8vo,  81f  6d Colbum 1843 

Hand  Place-Book  of  the  United  Kingdom,  32mo,  1«  Bladne 1855 

Handwriting  without  a  Master,  oblong,  Is AbingUm   1857 

Handy  Guide  to  Safe  Investments,  2nd  edit.,  12mo,  2«  6d Grownbridgt  ...\%^ 

. Book  of  Arithmetic,  by  a  Schoolmaster,  fcap.  8 vo,  1«  Simplnn 1S61 

— Me<lical  Information,  by  a  Physician,  12mo,  3«  6d ffogg  ASoni...i^S9 

to  the  Animal  Kingdom,  &c.,  12mo,  It  6d  Ward d: Lock... itdi 

Sky,  Air,  Earth,  and  Water,  post  8vo,  Is  6d Ward  it  Lode  .lUi 

-Vegetable  Kingdom,  post  8vo,  Is  6d  Wctrdtt Lock...i%6i 


Helps  to  Useful  Knowledge,  post  8vo,  1#    Avgtl. 

(W.D.)  Text  Book  of  Anatomy,  roy.  8vo,  26f  PkUad€l$hia..A%s\ 

Hanger  {CM.)  Proverbial  and  Moral  Thoughte,  12mo,  8«  6d  Comisk 1857 

Hanham  (Fred. )  Natural  Illustrations  of  British  Grasses,  fol. ,  60«    Binnt 1 846 

Park  Manual:  Trees,  &c.,  in  Victoria  Park,  Bath,  12mo,  6«  Longman  1857 

Practical  Observations  on  Cholera,  and  other  Diseases,  8vo,  \s Whittdker 1850 

Hankinson  {T.E.)  Course  of  Lent  Lectures  on  Psalm  xxiii.,  fcap.  8vo,  2s  M Haickard 1844 

Ethiopia  Stretching  out  her  Hands  unto  God,  Prite  Poem,  1«  6d  ...  Parker  AeSoA...i%};i 

Lectures  on  Communion  of  Believers,  I2mo,  2«  6d Setleg 1838 

Personal  Religion,  ]2mo,  2«  %d Setley 1841 

Seatonian  Prize  Poems,  I2mo,  10«  6i,  1844;  5th  edit.,  7»    Haickard i86c 

-  Sermons,  edited  by  bis  Brother,  8vo,  10a  6rf Hatchard 1844 


Hanks  {H.)  Teething  of  Infants,  its  Prevalent  Errors  and  Dangers,  12mo,  8«  6d    J.  W.Davies  ...1862 

Hanley(5.)  Catalogue  of  Bivalve  Shells,  8vo,  21«;  cold.,  42« WiUiams  itN.  1856 

Conchological  Miscellany,  40  Plates,  roy.  4to,  26s Williams  d-N.  1858 

Conchologist's  Book  of  Species,  post  8vo,  58  ;  cold. ,  7« Waskbounu  ...  1 841 

Ipsa  Linnsei  Conchylia,  8vo,  coloured  plates,  21«  IFi^tamf  <lr  A'.i855 

Hanmer(il./.)  Submission  to  the  Catholic  Church,  I2mo,  Is  6d Bums  dt  L.  ...1850 

{F)  French  Lesson  Book,  in  three  Parte,  8vo,  Sf  6rf  WkiUaJeer 15^51 

Hanmer  (5ir/.)  Fra  Cipolla,  and  other  Poems,  8vo,  6«  Moxom,  1839 

Sonnets,  12mo,  4«   Moxon   1839 


(Sir  T.)  Correspondence,  &c.,  by  Bunbury,  8vo,  14«,  Moxon,  1838 — red.to  7s  H.Bohn     1858 

Hann  (/.)  Examples  on  the  Integral  Calculus,  12mo,  Is Virtue    1850 

Geometry  and  Conic  Sections,  Rudimentary  Treatise  on,  12mo,  Is   Virtue    1850 

Theoretical  and  Practical  Mechanics,  8vo,  9s,  Weak,  1848  ;  new  edit.,  9s  BoiU$t<m    1S49 

Treatise  on  the  Steam  Engine,  new  edit.,  post  8vo,  Ss  6d IfouUlon    1857 

Trigonometry,  Plane,  Elements  of,  12mo,  Is Virtue    1849 

Spherical,  Elements  of,  12mo,  Is Virtue    1850 


— —  andQeneriP.J.)  Steam  Rnirine  for  Practical  Men,  8vo,  9s Span  1854 

and  Hosking  {W.)  On  Bridge  Building,  3  v^  roy.  8vo,  90s;  Atlaa,  6n5s  6rf  Weale 1S43 

Hanna  {W.)  Essays  by  Free  Church  Ministers,  post  8vo,  68   HamiUon  1858 

Notes  on  a  Visit  to  Hayti,  12mo,  5s  6d  Seeley 1836 

On  Religion,  post  8vo,  4s  Hamilton  1857 

The  Last  Days  of  Our  Lord's  Passion,  4th  edit.,  12mo,  5s Hamilton  1862 

Wycliffe  and  the  Huguenots,  cr.  8vo,  5s Hamilton  i860 

Hannaford  {Sam.)  Flora  Tottoniensis ;  Flowering  Plants  of  Totnes,  12mo,  Is Longmtm   18^2 

. Notes  on  the  Flora  and  Fauna  of  Victoria,  12mo,  sd.,  4s;  bd.,  6s  Groombridge  ...1858 

Hannah  (/oAn)  Discourses  on  the  Fall  and  its  Results,  I2mo,  5s   Rivington  1S57 

(ilf.)  Leaves  of  Poeaie,  18mo,  Is  6rf Wertkeim  1848 

Hannah  and  her  Chickens,  from  the  German  of  Eberhard,  post  8vo,  58  Theobald    1854 

Lavender;  or,  Ladyhall,  12mo,  Is  8rf Soc.P,C,K,    ...i^S7 

Lee;  or.  Rest  for  the  Weary,  18mo,  Is  6d Bel.  Tract  Soc.  1859 

Hannam'(C%a.)  First  and  Last  Covenant,  12mo,  4s Painter 1847 

{E.P.)  Invalid's  Help  to  Prayer  and  Meditation,  I2mo,  2s  ^vingt^n  1835 

■  {Johri)  Biblioblepsia,  a  Look  at  Literature,  12mo,  2s    Simpkin 1840 

•» Economy  of  Waste  Manures,  12mo,  3s  6<2 Longman  1S44 

(TJio.)  Pulpit  Assistant,  new  edit.,  8vo,  12s Tegg  185S 

Hannay  (C.C.J.)  Epitome  of  the  Maritime  Rights  of  Belligerents,  12mo,  \s6d New  JTork fS6i 

(Jos.)  Biscuits  and  Grog,  32mo,  Is Darling 1848 

Claret  Cup,  S2mo,  Is Darling 1848 

Essays  from  The  Quarterly  Review,  8vo,  14s HurstdsB ii6r 


1835-1862]  HANNAY HARDING  8^5 

Hannay  (Jos.)  Kortaoe  Conyers,  a  Novel,  3  v.  p.  8vo,  31f  6«i,  Hunt,  '55;  12mo,  2s...  Chapman  <lr  JST.  1857 

Hearts  Are  Trumps,  an  Amphibious  Story,  16mo,  1« Bogut 1849 

King  Dobbe  ;  Sketches  in  Ultra-Marine,  p.  8vo,  7«,*49,  Darling  ;  1«...  Routledgt 1856 

Lectures  on  Satire  and  Satirists,  post  8vo,  7«  6d Bogue 1854 

Ned  Allen;  or,  the  Past  Age,  2  v.  post  Syo,  21«    Longman  1849 

Sand  and  Sheila  :  Nautical  Sketches,  12mo,  1«  RwUUdgt   1854 

Singleton  Fontenoy,  8  v.  p.  8vo,  31»  6(/,  Colbu,rn,*s^  \  12mo,  1«  6(/...  Houtledge  1850 

Sketches  in  Ultra  Marine  :  Nautical  Tales,  2  v.  post  8vo,  21«  Addey    1853 

Eumett  (/.)  Bibliopegia  ;  or,  the  Art  of  Bookbinding,  new  edit,  12mo,  4»  6rf    Simptin 1843 

Enquiry  into  the  Nature  and  Form  of  the  Books  of  the  Ancients,  1 2mo,  6«  Simpkin 1 843 

flannibal :  a  Drama,  in  Two  Pirts,  fcap.  8vo,  5«.. Smithde  Elder    1861 

lUoDibal's  Campaigns  for  Military  Students,  by  Macdougall,  poet  8yo,  7«  6<i   Longman   1858 

H&DQorer  (icfo^.)  Construction  and  Use  of  Microscope,  8yo,  5«,  1 8 5 3 — red.  to  3f  6c{. . .  Simpkin 1 8 54  | 

fiaosari  {G.A  )  Book  of  Archery,  roy.  8vo,  31«  6d,  Longman^  1840— red.  to  16«  ...  Jf.Bohn 1851 

(Geo.)  Treatise  on  the  Law  relating  to  Aliens,  8vo,  llf  6d Stevens   1846  | 

[J.L.)  Remarks  on  Evil,  2nd  edit,  8vo,  2«  Hansard    1844  i 

jr. C.)  Treatise  on  Printing  and  Type  Founding  p. 8vo, 6f,  1 841— red. to2s6d  Simpkin 1851  j 

Hajsasd's  PABLiAi«»TARr  Dmbatks,  Toy.  8vo,  via.: —  OJice I 

1U39,  6  v.,  8/  8«  1847,  6  v.,  8/  10«  1855,  i  v.,  9/                                                                      i 

mo,  5  v.,  71  lOs  1847,  8,  7  v.,  10/  1856,  4  v.,  8/  10*                                                                ! 

1841,  4  v.,  6i,  1849,  6  v.,  8/  15*  1867,  4  v.,  7/  15j 

1842,  6  v.,  9/  1850,  6  v.,  8/  15«  1858,  4  v.,  51  5s 

1843,  6  v.,  8/  8s  1851,  5  v.,  8Z  1859,  4  v.,  51 5«                                                                  1 
1S44,  5  v.,  8/  8s  1852,  4  v.,  6/  1860,  6  v.,  5/  5« 

1845,  6  v.,  9/  1853,  7  v..  Ill  5s  3861,  4  v.,  5/  5s 

me,  6  v.,  9/  1854,  6  v.,  9/  1862,  4  v.,  5/ 6« 

Huawd'a  Pocket  Peerage,  1845,  18mo,  5a  Nev^y    1845  ' 

fiuson  \Mn,G.U.)  Beauty,  an  Allegory  :  Eternity  the  Home,  &c.,  fcap.  8vo,  38  6(2  Jas.  Blackwoodilbi 

(/.^.)  Preparatory  Latin  Prose  Book,  3ni edit,,  8vo,  10*  6rf Botton.U.S,  ...i86x 

\Lff.)  The  Lost  Prince,  Louis  17th  of  Prance,  post  8vo,  7«  &d New  Yvrk 1854 

R&ft»orth  :  originally  published  in  "Fraser's  Magazine,"  post  8vo,  7a  6d   Parker 6:  Son...  1858 

'^k[A.)  Sandwich  Island  Notes,  post  8vo,  6a  6rf Low    1854 

Happiness:  Cottage  Lectures,  12mo,  Is  ^d Seeley 1857 

^ppy  Christmas  :  Original  Contributions  by  a  Clergyman,  12mo,  5a   Nisbet 1849 

Cottage;  or.  Power  of  Love,  a  Tale,  16mo,  2a  6d  Newby    1856 

- — -  Days  of  Childhood,  sm.  4to,  pi,,  4a  6rf,  cold.,  6a,  Xow,  1853  ;  new  edit.,  5a...  Rouiledge  i860 

Family;  or,  Selfishness  and  Self-denial,  18mo,  2a  Sd^Seekg^*^^  ;  new  edit.,  la  Hamilton  18  51 

' ^Home,  18mo,  sewed,  la;  cloth,  la  6<i Bogue 1848 

or  Affection's  Whispers,  Miscellaneous  Poems,  12mo,  58 Hamilton  i860 

Hours  with  Mamma,  18mo,  2a Hamilton  1854 

" Iinionmce,  or  Church  and  State,  12mo,  5a  CAopman  (£r  J7. 1 847 

-Restorations,  Three  Narratives,  18mo,  la Bel.  TraciSoc,  1849 

■ ■  Stories  for  Hapx>y  Hearts,  by  Author  of  Spring  Flowers,  &c. ,  fcap.  8vo,  2a  6d    Dean 1861 

-Sunday  Book  of  Painted  Rctures,  with  Verses,  4to,  3a  6d Dean 1856 

^ Sundays  :  Aeadings  for  Youth,  new  edit.,  2  v.  18mo,  6a  Dean 1855 

; —  Week,  3rd  edit.,  18mo,  3a  6d  Longman  1846 

2irbaogh  (^.)  Birds  of  the  Bible,  imp.  8vo,  30a   Philadelphia.., i%s^ 

Fathers  of  German  Reformed  Ch urch,  2  v.  fcap.  8 vo,  1 2a    ,  Lancaster,  U.S.  1858 

— ' — On  the  Future  life,  3  v,  post  8vo,  16a    Philadelphia... iS^^ 

Poems,  12mo,  5s    Philadelphia. ..i%6o 

True  Glory  of  Women:  Life  of  Virgin  Mary,  12mo,  5a Philadelphia... iS ^2 

~- — - — -  Will  We  know  our  Friends  in  Heaven]  12mo,  2«  6d A. Hall 1853 

3irben(i7«a.)  Discount  Guide,  8vo,  25a Hamilton  1845 

•^ Weight  Calculator,  roy.  8vo,  25a,  Hamilton,  1849;  12a  6d Whittaker 1857 

H»»ort  {E.V.)  Sketch  of  Madeira  ;  Information  for  Travellers,  post  8vo,  8a  6d  ...  .Murray 1851 

' Sporting  in  Algeria,  post  8vo,  5s  Hamilton  1859 

"  {Hen.)  Coal-Mine,  Cotton  Tree,  Sugar  Plantation,  18mo,  each  la  6rf S.S.  Union  ....1840 

-(X.  F.)  Doctrine  of  the  Deluge,  2  V.  8vo,  36a    Longman  1838 

Lectures  on  the  Gospels  Harmonized,  3  v.  8vo,  48a    Bivington  1851 

Z, — --(JT.F.)  Symmetrical  Psalmody,  18mo,  Is  Qd Belldt  Daldy...iSss 

a»ri  Bible  Words  made  Easy,  8vo,  la  4d Haselden   1848 

2»«fcastle  (C.)  aiifordsof  Oakley,  3  v.  post  8vo,  31a  6d Newby    1862 

~ • Constance  Dale  :  a  Story,  2  V.  post  8vo,  21a Newby    j86i 

Family  Troubles,  2nd  edit.,  2  v.  post  8vo,  21a Netoby    186a 

" [Dan.)  Banks  and  Bankers ;  Treatise  on  Banking,  post  8 vo,  10a  6d    WkittaJcer 1 842 

' {Wm.)  Catechism  of  Astronomy  and  Use  of  Globes,  18mo,  2a  ;  Key  to,  2a...  Relfe, 1845 

■ ~ Genealogical  Text  Book:  BritHistory,  4thed.,18mo,2a6<i;  Key,2a6d  Relfe i8s6 

'"•  Lessons  in  Rational  Arithmetic,  18mo,  la;  Key  to,  2a Relfe 1852 

~ Questions  on  the  Use  of  Globes,  12mo,  3a  6rf  ;  Key  to,  2a  6d Relfe  1856 

H«4ee  (If./.)  Rifle  and  Light  Infantry  Tactics,  2  v.  24mo,  9a Philadelphia...  i%6i  j 

IMa  Hail ;  or.  Three  Proposals,  edit,  by  Hon.  F.  B.,  3  v.  post  8vo,  31a  6d  Smith  tSs  Elder  1847 

'^ing  U.)  Epitome  of  Universal  History,  12mo,  5a    Longman  1848  ^ 

—  - (CT.)  Fables  for  Young  Folks,  12mo,  2a  6d Grant  A  0 1846 

((j.U.)  Handy  Book  of  Ecclesiastical  Law,  fcap.  8?o,  5a,  '60;  2nd  edit.,  IsM  Crockford i86« 


836  HARDING HARDY  [EKougH  CAtAtoaa 

Harding  (/./).)  Advanoed  Drawing  Book,  oblong  4to,  21»,  1837;  new  edit.,  U»  ...  Bogue 1847 

Drawing  Book,  folio,  21«  ;  4to,  2U  TUt    ihi 

Lessons  on  Trees,  roy.  4to,  26«,  Bogue^  1850  ;  new  edit.,  16a    A.Bali  1855 

Models  and  their  Uses,  12mo,  Is Winmr  1854 

Early  Drawing  Book,  oblong  4to,  lOs  6d Boffue 1856 

Elementary  Art  of  Drawing,  imp.  8vo,  42»,  Boffue,  1846;  n.  ed,,  25a    Bogue 1856 

Lessons  on  Art  of  Drawing,  imp.  8vo,  25«;  7tb  edit.,  I5s  A. Hall 186a 

Companion  to,  imp.  8vo,  12»  Qd  Xfnt 1847 


Lithographic  Drawing  Book,  sm,  fol.,  lOa  6d Boffue    1847 

Park  and  Forest  Scenery,  folio,  84j MacUan    1841 

Picturesque  Selections,  folio,  SU Bogue liU 

Portfolio,  folio,  plain,  84»  ;  cold.,  66« TUt 1836 

Principles  and  Practice  of  Art,  imp.  4to,  63*,  1845-red.  to  42s Chapman  &  JI.i$6o 

SketchesatHomeandAbrtMid,  foL,  6/6«  TiU 1836 

(Jno.)  Sermons  at  St.  Aon's,  Blackfriars,  12mo,  5a  ^Scefey 1841 

{Mra.)  Holy  Angels,  with  Notices  from  Scripture,  &c.,  18mo,  Is  6d   WhiUaker 1841 

Memoir  of ;  Transplanted  Flowers,  ke.,  18mo,  1* Mason   1856 

{Tho.)  Expository  Lectures  on  the  Book  of  Jonah,  12mo,  Is  6d  Ileglin  1856 

{Wm.)  History  of  Tiverton,  2  t.  8vo,  21«  irAtttofcer  ...1845-7 

Universal  Stenography,  rev.  by  J.  R.  Robinson,  12mo,  3i  ;  roan,  8«  6rf...    Van  Voorst  ....i860 

Harding's  Farmer's  Account  Book,  n.  e.,  fol.,  for  a  Year,  red.to  16s  ;  half  a  Year,  8s  Wright  1852 

Hardinge  (CAo.)  Sketches  at  Sebaetopol,  fol.  63« Oravea    1856 

(C.S.)  Views  of  India,  folio,  5158;  ool,  lOUOs   MacUan    1847 

(J7cn.)New  Principles  for  the  Poor,  fcap.  8vo,  S« ...  Painter 1846 

(Jno.)  Poems,  Valentines,  and  Ballads,  12mo,  2s  6d  Pickering  1849 

Hardisty  {J,D.)  Correspondent;  Letters  on  Interesting  Topics,  2nd  edit.,  18mo,  la6d  Longman  18.; 9 

Hardman  (^rfw.)  Family  Prayers,  12mo,  4«  6d    Longman  183^ 

(/W.)  Scenes  and  Adventures  in  Central  America,  12mo,  6»    Blackwooda   ...1851 

Peninsular  Scenes  and  Sketches,  new  edit.,  2s  6d  ;  cloth,  3<    Blackwooda   ...1846 

Sigismund  ;  or.  Hidden  Treasure,  12mo,  \a  6d  Ward  de  Lock  .1856 

— ^~— Spanish  Campaign  in  Morocco,  cr.  8vo,  6«  Blackwooda    ..i860 

Hardness  ;  or,  the  Uncle,  a  Novel,  8  v.  post  8vo,  31s  6d   Saunders  ^0.  1841 

Hardships  Made  Easy,  Domestic  Hardships,  &c.,  cr.  8vo,  Is Jos.  Blackwood  i860 

Hazdwich  {T.F.)  Manual  of  Photographic  Chemistry,  6th  edit.,  12mo,  7«  6rf Churchill  186a 

Hardwick  {Cha.)  Christ  and  other  Masters  :  an  Historical  Inquiry,  Pt.  1,  8vo,  7s  6d  BellA  Daldy,..ii$S 

Pt.  2,  Religions  of  India,  8vo,  7«  6d BeUik  Daldy.tis^ 

8,  Religions  of  China,  America,  &o.,  8vo,  7s  6d  Bell «k  Daldy...  1^7 

4,  Religions  of  Egypt,  Mede,  Persia,  8vo,  7«  6d  MacmilUm    ...1858 

Christian  Church,  during  Reformation,  poet  8vo,  10s  6rf ...   BtllA  I>ald}f...i%^h 

Middle  Ages,  2nd  edit. ,  cr.  8vo,  10s  6(i  ...  MacmiUan., ....  1 86 1 


History  of  the  Articles  of  Religion,  8vo,  10s  6rf,  '51 ;  new  ed.,  12s  BeUdi  Daldjf...iis9 
-  Borough  of  Preston,  8vo,  27«  6rf Simpkin 1857 


■  Manual  for  Patrons,  &o.  of  Friendly  Societies,  12mo,  2s  6d  Rontledge  1859 

Sermons  for  Town  Congregations,  ploBt  8vo,  6«  6d  Bell  A  I)aldy...iis'i 

St.  Catherine  of  Alexandria,  8vo,  12s Cam.  Arch. Soc.  i%^g 

Haidwick's  Trader's  Check  Book,  new  edit,  by  Whitton,  16mo,  2s  6d  Cornish  1852 

Hardwicke  {LordChan.)  Ufe  and  Letters,  by  Harris,  8  v.  8vo,  45s— red.  to  18s B.Bohn 1847 

Hardwicke's  Baronetage,  by  E.  Walford,  82mo,  Is Hardwicke  .Annml 

Handy  Book  of  London,  by  F.  W.  Moore,  new  edit.,  32mo,  Is    Hardwicke 1861 

House  of  Commons,  by  Edward  Walford,  82mo,  Is  Hardwicke  .Annual 

Knightsge,  by  E.  Walford,  82mo,  Is  Hardwicke  .Annud 

Obituary  and  Biography,  by  Walford,  12mo,  2s  6d    Hardtcicke 185a 

— ^—  Peerage,  32mo,  Is Hardwicke  .AhuhoI 

Titles  of  Courtesy,  by  E.  Walford,  12mo,  2s  6d Hardwicke  .Annual 

Hardy  (Camp, )  Sporting  Adventures  in  the  New  World,  2  ▼.  post  8vo,  21s  Hurst  A  B.    . . .  1 8  5  > 

(Estherie)  Agabus  ;  or,  the  Last  of  the  Druids,  fcap.  8vo,  5s Pickering  1851 

\H.H,)  Analytical  Researches  in  Spirit  Magnetism,  8vo,  2s  6d  Peiree     1852 

(J. 8.)  Houra  of  Thought ;  or,  Poetic  Musings,  12mo,  6s,  Harvey ^  \o\  2s  M  M.  Y.Cl^rhe  ...1850 

Literary  Remains,  edited  by  J.  G.  Nichols,  8vo,  15s Nichols  1851 

Pakoe  of  Fantasy,  and  other  Poems,  12mo,  8s  6d Smith  d:  Elder. lUS 

{J.T.)  Progressive  Latin  Delectus,  with  Vocabulary,  12mo,  2s BeUd:l>aldy...i^S9 

(Miss)  Owen  Glendower  ;  or,  the  Prince  in  Wales,  2  v.  post  8vo,  21s Bentley  1849 

- {Pst.)  General  Notation  for  Life  Contingencies,  8vo,  6s Walton  1840 

(P.D.)  Belfast  and  the  Giant's  Causeway,  fcap.  8vo,  Is  6d   Simpkin     1861 

■  Dublin,  with  Map,  fcap.  8vo,  2s  6rf,  1843  ;  new  edit.,  Is Simpkin i86f 

and  Wicklow  Counties,  fcap.  8vo,  Is  6<i Simpkin 1861 


-  Galway,  Connemare,  and  the  Irish  Highlands,  fcap.  8vo,  Is Simpkin 1861 

■Holy  Wells  of  Ireland,  18mo,  Is  6d Groombridge  ...lUi 

■Lakes  of  Eillamey,  Cork,  &c.,  fcap.  8vo,  Is  M Simpkin 1861 

•  Maynooth  Gh*ant  Considered,  Morally  and  Politically,  8vo,  Ss  6d Blc^kader 1853 

'  Philosophy  of  Christianity,  12mo,  5t   Oroombridge  ..aH^ 

-Pleasures  of  Religion,  and  other  Poems,  8rd  edit.,  32mo,  Is  6d   Hardy   1861 

'  Popery  in  Ireland  in  1846  and  1847,  8vo,  2«  6rf Seeley 1847 

•  Tourist's  Guide  through  Ireland,  in  Four  Tours,  n.  e.,  fp.  8vo,  3s  6d  Simpkin 1861 
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Hardy  {R,S.)  Hutera  Monachiian,  8vo,  12*    Partridge  A  0.  1850 

Manual  of  Baddhism,  8to,  7«  6rf     WiUianu  dsN  .ii6o 


•Notices  of  the  Holy  Land,  &c,  1832-3,  12ino,  48  AyloU    1849 

-  (i2.TF.J7.)  Inddental  Eemarks  on  Properties  of  Light,  8to,  81  M btlld:  Daldy,..i%s6 

{T.D.)  Catalope  of  Lord  Chancellors,  roy.  8vo,  20«  BvUenDcrUu  ...1843 

'  Hatenak  relating  to  History  of  Q.  Britain,  roy.  8vo,Pts.  1&2,  each  lOs  Longman  x86a 


•  Shakespearian  Controversy,  8yo,  2«  60? Longman  i860 

(W.)    Omanwntal  Writing,  obi.  12mo,  1« WhiUaker 185a 

Hare<aj:(7.)Epitaphs  for  Country  Churohyards,  12mo,  2s  6d    J,  H  da  J. Parker  1%$^ 

Winter  at  Mentone,  12mo,  6<   Wertheim  i86a 

{A.  W.)  Sermons  to  a  Country  Congregation,  new  edit.,  2  ▼.  12mo,  14«    HaUkard  1858 

and  {J,C.)  Guesses  at  Truth,  2  v.  12mo,  14s, ^48  ;  5th  e.,  p.  8vo,  10*  M  WaUon  1859 

(fifw.)  Scriptural  Doctrine  of  Justification,  12mo,  2«  6<2   Mcaon    1839 

{J.C.)  Better  Prospects  of  the  Church,  a  Charge,  8yo,  3« Parker^  Son  1840 

Charges  at  Lewes,  1843-46,  new  edit.,  8vo,  68  6d Macmillan    ...1856 

Complete,  1840-64,  new  edit,  8  ▼.  8vo,  31«  W  Macmillan    ...1856 

Contest  with  Rome,  a  Charge,  8vo,  10s  drf Macmillan    ...1856 

Duty  of  the  Church  in  Times  of  Trial,  a  Charge,  8vo,  5s Parker  dt  S<m  1848 

Means  of  Unity,  a  Charge,  8?o,  ba   Parker  A  Son  1847 

Miscellaneous  Pamphlets  on  Church  Questions,  8to,  12s    MacmiUan    ...1856 

' Mission  of  the  Coinforter  :  Sermons,  new  edit.,  8vo,  12« Parker  <fc  Son  1851 

Parish  Sermons,  2  v.  8vo,  each  12» MacmiUan    ...1858 

■  Bemedy  for  the  EtHs  of  the  Age,  a  Charge,  8vo,  3f  6d Parker  dt  Son  1850 

Sermons  Pteached  on  Particular  Occasions,  8yo,  12s  MacmiUan 1858 

Victoty  of  Faith,  and  other  Sermons,  new  edit.,  8to,  S$   MacmiUan    ...1855 

Vindication  of  Luther  from  his  English  Assailants,  8vo,  7«  Parker^  Son  ,i%$$ 

(J.M. )  Familiar  Colloquies  between  a  Father  and  his  Children,  1 2mo,  8«  6<f  . . .   Ward 1 86a 

{i2o6f.)  Investigations  of  the  Spirit  Manifestations,  8vo,  10s NewYork 1855 

(Son.)  niufitrative  Cases  of  Spinal  Deformities,  8vo,  Is  6d  ChurckiU  1857 

On  Curvatures  of  Spine,  3rd  edit.,  8vo,  6s ChwrchiU  1849 

Observations  on  Physical  Education  of  Children,  8vo,  2s  ChvrchiU  1852 

{Tko§.)  Development  of  the  Wealth  of  India,  with  Notes,  8vo,  Is    MacmiUan x86f 

GolgoUia;  or,  Last  Sayings  of  our  Lord,  12mo,  2s  6rf  BenneU  1838 

On  Discovery,  by  Bill  and  Answer  in  Equity,  roy.  8vo,  18s  BuUervtorthi  ...1836 

the  Election  of  Representatives,  new  edit.,  8vo,  10s Longman  1861 

Eeporto,  Chancery,  1841-60,  11  v.  roy.  8vo,  24Z  6s MaxweU  ...1841-53 

-  Thoughts  on  the  Dwellings  of  the  People,  12mo,  Is    Low 1862 


(W.Ji.)  On  the  Search  for  a  Dinner,  12mo,  2s  6rf Hope 1857 

H&rewood  (JSTarry)  Dictionary  of  Sports,  12mo,  7s  6c{    Tegg  1835 

{J.)  Serf  Sisters,  or  the  Russians  of  To-day,  12mo,  Is Houtledge  1855 

Harfiocd  {P.K,)  Martyrs  of  Lyons  and  Yienne,  a  Poem,  l^mo,  6s J.R.Smiih 1859 

(^.)  life  of  Midiael  Angelo,  and  other  Memoirs,  2  v.  8vo,  25s  Longman  1857 

Hai^Bve  (C7.)  Reasons  for  retiring  ft-om  the  Church,  2s  Sd Tract  i>fpos....  1838 

(/./''.)  Treatise  on  the  ThellusBon  Act,  8vo,  10s Sweet 1842 

H^igrsve,  or  the  Adventures  of  a  Man  of  Fashion,  3  v.  cr.  8vo,  Sis  6d  !..  CoUnim 1843 

EUrgrsrea  {B,H.)  Australia  and  its  Gold  Fields  Described,  post  8vo,  bB  Ingram 1855 

H^meavee  (C)  Divine  Providence  Considered,  12mo,  3s   Ward 1851 

Hir^rove  (^.i?.)  Anecdotes  of  Archery,  8vo,  7s  6d Simpkin 1845 

Harrison  {E.C.)  Notes  on  the  Church  of  Scothmd,  1865  to  1842,  8vo,  4s     Rivington 1843 

Re-consecration,  Reconciliation,  &c.,  of  Churches,  8vo,  8s Rivington 1850 

Reformers  of  Aiig.  Church,  and  Macanlay^s  Enghmd,  8vo,  3s  6(2...  Rivington 1850 

Rite  of  Consecration  of  Churches,  8vo,  6t Rivington 1844 

-  Sermons  on  Apostolical  Succession,  8vo,  8s    Rivington 1846 

flanraiisa  ;  Tradnit  sur  I'original  Sanscrit,  par  Langlois,  2  v.  4to,  66s Orient.  Tr,  Fd.n,  d. 

Barker  (IT.)  Elements  of  Vocal  Music,  royal  8vo,  2t  6d ffenderton 1846 

Uaiknen  (ffel.)  Love,  War,  and  Adventure  :  Tales,  3  v.  post  8vo,  31s  6d Ckurton 1846 

Hv^  (/.)  Memoir  of  India  and  Afighanistan,  12mo,  6s  Baldwin    1842 

Hiriaad  (J?.)  Church  Psalter  and  Hymnal,  12mo,  Is    Routledge  1857 

Index  Sermonnm,  a  Register  for  Sermons,  sm.  4to,  7s  6d    Routledge  1858 

(7^.)  Account  of  Salley  Abbey,  Yorkshire,  roy.  8vo,  4s J.R.Smith 1853 

—  Oiariony  Alone,  aTale,  12mo,  2s 6d,  LoWy  1854  ;  new  edit.,  Is6rf Simpkin 1857 

Hidden  Path,  aTale,  12mo,  2s6d,LoWy  1855  J  ^'^^ Simpkin 1857 

Miriam,  a  Novel,  12mo,  7«  6rf NewYork 1862 

MosB-Side,  a  Novel,  12mo,  Is Routledge  1857 

•  Nemesis,  the  Avenger,  12mo,  2s Simpkin i860 


Hsrie  (TT.X.)  A  Career  in  the  Commons,  post  8vo,  10s  6<2,  1850  ;  2s  6c2 Longman  1854 

Hsrkn  ( Jf. )  Dutch  and  Bngiish  Idiomatic  Phrases  and  Dialogues,  12mo,  2s  6<2 Thimm  1858 

^xr}ej  {Lady  B.)  Letters  during  the  Civil  War,  ed.  T.  Lewis   Camden Soc,...i%$i 

ifiapuS  Veteran,  or  Forty  Yean  in  British  Service,  2  v.  post  8vo,  21s CoUmm 1838 

(fieo,)  Guide  to  Landscape  Drawing  in  Pencil^  Chalk, l^o,sd. Is;  cl.  Is6ci  Rowney 1848 

Lithographic  Drawing-Book,  oblong  4to,  7s  6d  Bogne    1839 

Progressive  Landscape  Drawing-Book,  oblong,  7s  6(i .*. Puller    1842 

Hari^  Beekford,  a  Tale  of  Facts,  3  v.  post  8vo,  31s  6rf    Baily 1849 

H^rmonieB  of  Scripture,  with  Illustrations  by  Howard,  square,  bs   Seeley , 1846 

H^naonifi*,  2  vols.  4to,  red.  to  16s   H,Bohn 1843 
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Harmony  of  Edncaiioii ;  Designed  for  Teachers,  12mo,  3^  6<2y  1848— red.  to  2«  td...  Lew   1 

theQo8pelB,12ino,  8< Longman  : i 

in  ParagraphB  and  Parallelisma,  sm.  4to,  0f  W.Allan 1 

Hamen  (Wm.)  On  the  State  of  the  English  Bible,  12mo,  Is  6d   Longman  i 

Parochial  Sermons,  8yo,  lOt  6d  Moxon    i 

Sermons  at  Cambridge ;  Image  of  QodinMan,  8vo,  U   RivingUm  i 

■ on  National  Education,  fcp.  8to,  4* Eivington i 

the  Sacrament,  post  8vo,  i$ Low    i 

Harold  and  Louts,  and  other  Stories,  12mo,  Is  6d  Ndson    i 

Leicester,  a  Historical  Tale,  2  v.  post  8vo,  21*    Newby    i 

Harp  of  Canaan  :  Flowers  of  Modem  Fugitive  Poetry,  24mo,  4s  Simpldn i 

Harper  {Cath.)  Dying  Minstrel,  and  other  Poems,  18mo,  28  6d Richardson i- 

{Edw.)  Rome,  Antichrist,  and  the  Papacy,  8vo,  2«  6<i    Pro.Pvb.Com,  i: 

(Fro.  B,)  Revelation  of  St.  John  Expounded,  2  v.  8vo,  28«     RivingUm   i: 

(/'.  IF.)  Power  of  the  Greek  Tenses,  etc.,  8vo,  6«   Rell^  Daldif...ii 

Sermons  :  Love  not  the  World— the  Powers  thai  Be,  8vo,  Ss  6d Bell  ^  IhUdy...  il 

(/no.)  Glimpses  of  Ocean  Life,  sm.  cr.  8vo,  bs Nelson i5 

•  Sea-side  and  Aquarium,  or  Marine  Zoology,  12mo,  2sQd  Kent   li 


—  (L.)  Report  of  Geology  and  Agriculture  of  the  State  of  Mississippi,  8vo,  14s  Jackson,  U.8....1I 
-(/2.C.)  Cambridge  Arithmetical  Questions,  1830-51,  8vo,  is BeliJs  Daidy,.,ii 

-  (S.B.)  Appeal  to  the  People  of  Eiog.in  behalf  of  their  Chuich,8vo,2<  6d—T,ls  Masters it 

'  {T,N.)  Plea  for  Simple  Toleration  ;  Letter  to  Bishop  of  London,  8vo,  5s OlUvier  18 

-Sermons:  Steps  to  the  Cross,  12mo,  ^  Qd Cleaver  18 


•  (FTm.)  Cain  and  Abel,  a  Dramatic  Poem,  post  8vo,  4s   Rivington  18 

-Genius,  and  other  Poems,  12mo,  2s  6d    Longman  18 


Harper  Establishment,  or  How  the  Story-Books  are  Made,  16mo,  Is  Qd  New  York 18 

Harpocration  (Val.)  Lexicon  in  Oiatores  Attiooe,  reoens.  Dindorf,  2  v.  8vo,  21s J,HJ:J,Park€rit 

Harpur  {Oeo.)  Christ  in  the  Psalms,  an  Exposition,  post  8vo,  6s    Wertkeim  18 

Harriet  and  her  Cousin,  18mo,  Is  6ti    HamiUon  18 

Russell,  the  Young  Servant,  a  Tale,  18mo,  Is TraeiSoc. 18 

Harriette  Browne's  School  Days,  a  Tale,  p.  8vo,  10s  6<f,  Sannders  <fc  0.'59  ;n.e.,  6s   AdamMon   i8< 

Cliffoid,  12mo,  Is  6d 80C.P.C.K,   ...i8r 

Harrington  {E.  C.)  Succession  of  Bishops  in  England  unbroken,  8«,*46 ;  2nd  ed.,  8vo, 8s  Rivington   1 8 < 

The  Re-consecration,  &c,  of  the  Churches,  8vo,  Ss   Rivington  i8« 

(O.F.)  Desideratum  for  the  Age,  a  Masonic  Dialogue,  18mo,  2*  6d /.  GUbert i8f 

Systematic  Philosophy,  and  Theories  of  Light  and  Heat,  8vo,  fis ...  Smith  <i*  Elder  .185 


Harrington,  a  Story  of  True  Love,  cr.  8vo,  Ss  Qd    New  York i8€ 

Harriott  (7%o».)  Day  of  Judgment,  8vo,  la /.  Paul 185 

Harris  (^/ttc.)  Emigrant  Family,  a  Story,  3  v.p.8vo,31s  6<2,iSiiMeA<C;i?.,  49  ;  12mo,2s  Rontledge  185 

Guide  to  Port  Stephen,  sq..  Is  Orr 184 

'■  Martin  Beck,  the  Australian  Emigrant,  fcap.  8vo,  2» RowUedge  186 

Testimony  to  Truth  of  Christianity  ;  an  Autobiography,  12mo,  Zs  6d    Smith  4k  Elder .  185 

{A.C.)  Egyptian  Hierogiyphical  Standards,  4to  (privately  circulated) 6. Barclay 185 

—  {C.)  Ruins  of  Mandoo,  the  Anc.  Mohammedan  Capital  of  Malwah,  foL, Sis  6<2  Day  <f;  San    . . .  1 86( 
(C,A.)  Dental  Sdrgery,  Principles  and  Practice  of,  6th  edit,  roy.  8vo,  24s  ...  New  York i85t 

Dictionary  of  Medical  Terminology,  Dental  Suxgery,  &&,  2  e.,8vo,  24s  Philadelphia... \%$f^ 


(Devon.)  Lota,  and  other  Poems,  12mo,  4s     5iim«4  «fc  £Wer  .185^ 

{EUz.A.)  Memoir  of,  by  Author  of  The  Female  Jesuit,  12mo,  2s   Nisbet 1855 

(Oeo,)  Civilization  Considered  as  a  Science,  8vo,  12s BcUdk Daldy.,.i^6i 

True  Theory  of  Representation  in  a  State,  8vo,  3s  6d Longman   1857 

{Hen,)  Scepticism  and  ReveUition,  cr.  8vo,  3s J,  ff.d%fJ*arker  1^61 

*—  (Jas.)  Easy  Exercises  in  English  Grammar  and  Composition,  18mo,  Is WhiUaker 1863 

Idiomatic  Phrases  and  Expressions,  Fr.  and  £ng«,  12mo,  2s  6d WhiUaker 1855 

Philosophical  Works,  with  Life  by  his  Son,  8vo,  10s  6d Tegg  1841 

Questions  in  Arithmetic,  2nd  edit.,  post  8vo,  2s  6rf Wiittaker 1862 

^_ on  the  Old  and  New  Testament,  new  edit.,  12mo,  2s HamiUon  1857 

{John)  Works,  5  v.  poet  8vo,  88t  6d Ward    1838 

Altar  of  the  Household,  4to,  21s  Griffin    1853 

Britannia;  or.  Moral  Chiimsof  Seamen,  post  8vo,  U^  1837;  2s6<i  Ward 1853 

Christian  Citizen,  post  8vo,  2s  6d Ward 1837 

(Jreat  Commission  :  Prize  Essay,  post  8vo,  10s  6ci;  1841;  7«6d Ward 1851 

Teacher,  post  8vo,  7s  6d  Ward 1835 

Lays  from  the  Mine,  Moor,  and  Mountain,  12mo,  4s  Heylin  185S 

Mammon  ;  or.  Essay  on  Covetousness,  p.8vo,  6s  6rf,' 36;  roy.8vo,ls  6<i  Ward 1840 

Man  Primeval;  or.  Constitution,  &c.,  of  Man,  8vo,  10s Ward 1849 

--^- Mountain  Prophet,  the  Mine  and  other  Poems,  12mo,  4s Heylin  i860 

Patriarchy;  or,  tlie  Family,  its  Constitution,  &c.,  8vo,  10s Partridge  1855 

"  Posthumous  Works:  Sermons,  2  v.  post  8vo,  ea.  7s  dd NiAet 1857 

Pre- Adamite  Earth  :  Contributions  to  Theology,  8vo,  8«  6d  Ward 1850 

Questions  on  the  (^graphy  of  Uie  British  Isles,  fcap.  8vo,  Is  HanUUon  1851 

■  Union  ;  or,  the  Divided  Church  made  One,  new  edit.,  post  8vo,  3s  6d    Ward 1850 

(/.  H. )  Baptismal  Covenant,  Eight  Lectures,  fcap.  8vo,  2s  6d J.H. dsJ^Parkeri  86 1 

School  Room  :  its  Discipline,  &c.,  Pts.  1  and  2,  8vo,  each  2s  6d  Nat.  Society  ...1849 

(/.y.)Epiacopal  Church  Tune  Book,  obi.,  7«  6d Simpkin 1861 

(Z-orrf)  Life  of,  by  Hon.  S.  R.  Lushington,  12mo,  6s  6d Parker ik Son,.. iS^s 
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ILtrris  (Hfotry)  Qaestiona  adapted  to  Mrs.  Markham's  Histories,  18mo,  Is Jtelfe 1851 

(M.M.)  Questions  on  History,  Ancient,  Modern,  and  Middle  Ages,   16mo,l«...  Simpkin 1861 

(Jfotfes)  Aarelian  ;  History  of  English  Moths,  &c.,  by  Westwood,  foL,  Sis JI.  Bohn 1840 

{Ric)  Reflections  from  Nature,  and  other  Poems,  12mo,  Ss    Bell  A  I>(ildy...i%S^ 

Remarks  on  Heaving  Down  a  72*gnn  Ship,  4to,  S«  6<2    Longman  1841 

. Siege  of  Canada,  an  Epic  Poem,  12  F^trts,  12mo,  each  \t  Darton 1859-60 

{T.)  Supplement  to  liroposal  for  Diminishing  Costs,  &c.,  in  Equity,  8to,  \s   BtUterwortht  ...1851 

{T.L.)  Arcana  of  Chzistianity,  Celestial  Sense  of  the  Divine  Word,  Ft.  1, 12<  New  York 1858 

Epic  of  the Starxy  Heavens,  12mo,  is  6d New  York 1856 

Lyric  of  the  Golden  Age,  12mo,  9«    New  York 1856 

Begina,  a  Song  of  Many  Days,  8vo,  4«  6(i W,White   i860 


Song  of  Satan,  Poems,  8vo,  3«  6d New  York 1858 

>(r.Jf.)  Discourses  on  Masonic  Morality,  12mo,  7t    Spencer  1850 

-(7*.  W,)  Insects  of  New  England  injurious  to  Vegetation,  new  edit.,  8vo,  21«      Boston^  U,S,  ...i86a 

-(ir.C7.)  Highbinds  of  Ethiopia,  S  v.  8vo,  i2s    LongmoM  1844 

Illustrations  of  Ethiopia,  roy.  4to,  i2s JHdeinson 1845 

-Portraits  of  Game  and  Wild  Animals,  fol.,10nO<;  l.p.21^  43— r.  6/6«  H.  Bohn 1849 

-Wild  Sports  of  South  Africa,  p.8vo,10<  6(^,39  ;  r.8vo,ilI.,42«,44— r.21«  H,Bohn 1849 


-(HT, iff:)  Handbook  of  Latin  Syntax,  poet  8vo,  8« Lewis i860 

-(IF.iL)  Battle  of  the  Nile,  an  Episode,  8vo,  sd.,  2«  6d Longman  1846 

•  Napoleon,  an  Epic  Poem,  4to,  42s Longman  1845 


— (1^  W.S.)  National  Defences;  the  Great  Question  of  the  Day,  8vo,  1«  fid WeaU    1861 

On  the  Nature  of  Thunder  Storms,  8vo,  10s  6d  Parker  A  Son  .1843 

Rudimentary  Treatise  on  Ghdvanism,  12mo,  1«  6rf  WeaU 1855 

Eudimentsof  Electricity,  new  edit.,  12mo,  U  6d  WeaJe 1851 

-Magnetism,  12mo,  SsSd Weale 1852 


HazrisaB{(ilii«) Memoranda  0^  with  Remarks  by  T.  Best,  fcap.  8vo,  28  6d   Wertheim  i860 

{A,E.)  Registry  of  Cognizances  of  Eng.  Sovereigns,  4to,  cold.,  80«  ;  gold,  i2s    Authf/r  i860 

(Ben.)  Inquiry  into  the  Interpretation  of  the  Rubrics,  8vo,  9s Jlivington  1845 

Prophetic  Outlines  of  the  Christian  Church,  8vo,  12« Rivington  1849 

Sermons  on  the  Privileges,  Duties,  &c.,  of  the  Church,  8vo,  5s  6d Rivington  1850 

Warburtonian  Lectures  on  the  Propheeies,  8vo,  10« Rivington  1849 

(Cfta.)  Gardener  and  Foresters'  Record,  8  v.  8vo,  22«  M  Wkittaker 1839 

Treatise  on  Cultureof  the  Tine,  post  8vo,  2s  J, Allen 1859 

'  Deformities  of  the  Chest  and  Spine,  8vo,  88 CkurchUl  1841 


-  (i>ar»d)  Voice  from  the  Washingtonian  Home,  cr.  8vo,  78 Boston,  [/.8.  ...i%6o 

><.A«e2.)  Meaning  of  History,  Two  Lectures,  post  8vo,  l8 TrUbner i86a 

'  (^«o.)  Coal  Trade  Ready  Reckoner,  12mo,  28 Philip   1842 

Freighter's  Guide  and  Com  Merchant's  Assistant,  12mo,  58  Philip   1861 

>  Bep^  on  the  Laws  of  the  Stannaries  in  Cornwall,  8vo,  68 Longnuin  1835 

-  Treatise  on  the  Greek  Prepositions,  8vo,  188   Philadelphia...  1^$^ 


(£r.  IF.)  Battle  Fields  of  the  Republic,  roy.  8vo,  108 Philadelphia... t$ $7 

(J.)  Essay  towards  a  Correct  Theory  of  the  Nervous  System,  roy.  8vo,  148    New  York 1844 

—  Laird  of  Rest&lrig's  Daughter,  a  Legend,  12mo,  28  6cl   Hamilton  1857 

^  Pathology  and  Ti^tment  of  Stricture,  2nd  ed.,  8vo,  78  6c2 Simpkin i860 

Venereal  Diseased,  8vo,  7s  6d Simpkin i860 


Theory  of  the  Nervous  System,  8vo,  lOt  6d Philadelphia... i^s^ 

Weights  of  Spirits,  per  imperial  gallon,  long  8vo,  I2s  6d BryantkOo,  ...1851 

(J.B.)  Familiar  Letters  on  the  Diseases  of  Children,  12mo,  88 CfturchiU  1862 

. Medical  Aspects  of  Death,  and  Human  Mind,  12mo,  38  6d  Longman  ......1852 

—  On  Contamination  of  Water  by  Poison  of  Lead,  12mo,  38  6d Churchill  1852 

—  Philosophy  of  Disease,  12mo,  is  6d Simpkin 1838 

Popular  Medical  Errors,  12mo,  88  6</   Longman  1851 

-  Remarks  on  the  Perforating  Ulcer  of  Stomach  and  Bowels,  1 2mo,  1 8  6<2    Churchill  1856 


—  (J.J.4tE.)0iiihti  Culture  of  the  Peach,  Nectarine,  &c.,  8vo,  28 J.Allen i860 

(y.y.)  Materia  Medica  and  Theraupeutics,  2  v.  8vo,  368  Cincinnati 1844 

—  St.  Giles's  Church,  Oxford,  Views  of,  folio,  78  6<i  RivingUm  1842 

{Mat.)  Rise,  Progresi,  fcc.,  of  English  Language,  p.  8vo,  88  6d,  48 — red.  58    Longman  i860 

(Jfra)  Gethaemane,  and  other  Poems,  12mo,  28  6^ Hamilton  1856 

(O.B.C.)  Practice  of  the  Sheriff's  Court  of  London,  cr.  8vo,  78  6d   Sweet i860 

Summary  Procedure  on  Bills  of  Exchange  Act,  1855,  I2mo,  l8  Wildy 1855 

— {R.)  Colonial  Sketches;  or,  Five  Tears  in  South  Australia,  12mo,  28  6d...  A.ffaU 1862 

— — - — ^  Dublin  Dissector,  Illustrated,  2  v.  fcap.  8vo,  158   Simpkin 1847 

.    .        Notes  of  a  Residence  in  Russia,  1844-58,  post  8vo,  lOs  Qd  Newbg    1855 

-  Surgical  Anatomy  of  the  Arteries,  12mo,  98 Longman  1839 


'-{RM.)The  Influences  of  Cold  in  Dental  Operation,  12mo,  28  6d Churchill  1858 

'{R.T.)  Digest  of  Decisions,  Law  Courts,  1837-55,  91 10s  ;  1856-61,  7l8  ....  Sweet Annual 

'(S.B.)  aiH<Edwvds(i?.)Lawof  NisiPrius,  2  v.  8vo,  488 Sweet 1838 

-  (J?«.)  Songs  in  the  Night,  24mo,  l8  6d  W.Smith    1841 

-  (Tka.)  Spiritual  Pleadings  with  God  in  Prayer,  by  P.  Hail,  12mo,  28  Porter 1838 

-  (IT.)  Church  Music,  acompiUtion,  imp.  8vo,  5s  6d  ;  mor.  Ss  6d  .'  OuHlaume 1848 

Consecrated  llioughte ;  or.  Notes  from  a  Christian  Harp,  12mo,  28  6(2  Lockwood  1846 

Greek  Ghmmmar,  translated  and  revised  from  Ward,  n.  ed.,  12mo,  48   Rivington  1850 

Light  of  the  Forge  :  Counsels  from  Sick  Bed  of  E.  M.,  12mo,  58 Longman  1853 

•  ——  Sermons  on  tho  Commandments,  12mo,  48  Lockwood  1846 
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Harrison  (W.)  Shepherd  and  his  Sheep  :  Exposition  of  Ftekn  23xd,  newed.,  2m  6d...  Loekwood  1S59 

Tongae  of  Time  ;  or,  Langaaf<e  of  a  Church  Clock,  12mo,  3«  6d   Lochtood  iS+S 

{W,0,)  and  Ckj^  (O.A.)  Joiiit-Stock  Companies  Act,  8vo,  St    Baily 1856 

-(IF.lf.)  Christmas  Tales,  12mo,  2»  6d  Jt.  Y.aarke  ...iM 

-{W.B,)  Handbook  of  Alphabets  and  Ornaments,  cr.  8vo,  1«   Barnard    i860 

itions  for  Illuminating,  4to,  8<  6cl  Barnard    1861 


Harrod  {H.)  Castles  and  Convents  of  Norfolk,  8vo,  17«6rf—  red.  to  10*  6d J.R.Smith 1862 

Harrow  Calendar  School  Lists,  January  1843  to  Sept.  1859,  12mo,  6«  Bdl  A  Daldy... itdo 

School  Algebra,  to  the  end  of  Simple  Equations,  12mo,  Ss  td Longman  1840 

Harrowing  of  Hell,  a  Miracle  PUj,  edited  by  J.  O.  Halliwell,  8vo,  2«  J.R.Smiik 1840 

Harry  and  his  Homes,  a  Tale,  by  the  Author  of  Amy  Carlton,  12mo,  2»  RovUUdgt  1856 

Birkett,  the  Story  of  a  Man  who  Helped  Himself,  fcap.  8yo,  6*, '60— red.  to  2«  Tioudit 1861 

Bondevile  ;  or,  the  Spirit  of  the  Poor,  a  Story,  12mo,  4<    BeUckMnbert...\%^fi 

Brightade;  or,  Young  Traveller  in  Italy,  12mo,  it  6d    Haiekard 1851 

Fortoscue;  or,  the  Grave  in  India,  a  Story,  12mo,  3«  6<2 Griffith  ^ F.  ...ilf^l 

Hieover.     See  Bindley  (C.) 

—-Linton,  a  Tale  for  Rich  and  Poor,  12mo,  2«  6(2 ffamiltKm  i86o 

Muir,  a  Story,  by  Author  of  Margaret  Maitland,  S  v.  post  8vo,  81»  6d HwraAB. 1853 

Mustifer  ;  or,  a  Few  Years  on  the  Road,  18mo,  2«  6d Pugaley 1847 

the  Sailor  Boy  and  his  Uncle  Gilbert,  18mo,  Is JUl.  Tract  Soe.  1861 

Vernon;  or,  Conscience,  a  Tale  of  life,  12mo,  Is    Bees    1855 

Harry's  Battles,  and  How  he  Fought  Them,  18mo,  Is SocP.C.K,  ...i86i 

Horn  Book,  with  66  Illustrations,  sq.,  cold.,  Is Bogue    1848 

Ladder  to  Learning,  16mo,  Zs^d;  cold.,  6s Bogue 1849 

Nnrsery  Songs,  with  40  Illustrations,  square,  cold.,  Is  Bogue 1849 

Picture  Colour  Book,  sm.  4to,  2s  6d Low    1855 

Simple  Stories,  square,  cold.,  1«     Bognte 1849 

Summer  in  Ashcroft)  sq.  12mo,  ^  6d New  Tori i860 

Harsha  {D.A.)  Eminent  Orators  and  Statesmen,  Ancient  and  Modem,  8vo,  14s  New  York 1855 

Harston  {Bdw.)  Handbook  to  St.  Mary's  Abbey  Church,  Sherborne,  12mo,  2s J.H.d:J.ParieriZs^ 

'——— Rhyming  Chronicle  of  Incidents  and  Peelings,  12mo,  5< Longman  1850 

Sermons,  8vo,  10s  6d J,H.d:J.Parkeri%s^ 

Peter  Walking  on  the  Sea,  &c.,  12mo,  5s Longman  1846 

Hart  (ii.Af.)  Valley  of  the  Mississippi,  12mo,  5s Cincinnati 1853 

(A.S.)  Elementary  Treatise  on  Hydrostatics  and  Hydrodynamics,  8vo,  4s    Simpkin 1846 

Mechanics,  8vo,  6»  6d,  Orr,  1846;  5f Simpkin 1861 

{(7.)  Agriculture  V.  Cotton  Trade,  4to,  21«  LetU  1852 

— ^^ Congregational  Singing,  roy.  8vo,  Zs6d    Rivington  1843 

■  Guide  to  Foreign  Com  Measure  used  in  the  Export  Trade,  12mo,  Is  6d...  Letts d:  Son 1851 

Tallow  and  Grain  Freight  Ready  Reckoner,  12mo,  3s LetUd:SoH 1853 


—  {E.)  Diphtheria,  History,  Causes,  Treatment,  ftc.,  8vo,  2s  6d  Churchill  1859 

-{J7.(?.)  New  Annual  Army  List,  8vo,  21s Murray Annual 

-(Jos,)  Hymns,  new  edit.,  18mo,  2«,  Palmer  ;  2s,  Groombridge  ;  32mo,  Is Aylott 1861 


' {John)  Treatise  on  the  Constraction  of  Oblique  Arches,  imp.  8vo,  8s    WeaU 1847 

{J.C.)  Designs  for  Pkrish  Churches  in  the  English  Styles,  imp.  8vo,  20s  ....\....  New  York 1857 

(/.<S^.)  Essay  on  the  Life  and  Writings  of  Spenser,  8vo,  16s New  York 1847 

Mistakes  of  Educated  Men,  8rd  edit.,  12mo,  4s Philadelphia.. /ilf>^ 

(X.  IF. )  Affghanistan,  Characteristic  Costumes  of,  folio,  84s    Graves  1843 

Photography  Simpli6ed,  12mo,  Is Simpkin 1857 

(4frs.)  Fancy  Work  Book,  24mo,  2s  6<i Colitum 1842 

.  Try,  and  You  Will  :  a  Story  for  Youth,  4to,  Is  6d Tegg  1859 


(AT.  AT.)  Flora's  Offering,  82mo,  2s Eatt    1838 

{R.)  Anglo-Norman  Antiquities  at  Felmingham,  8vo,  Is  6d    Longman  1 845 

Antiquities  of  Norfolk,  8vo,  8s  6d  Longman  1845 

Apostolical  Succession  of  the  English  Clergy  traced,  8vo,  Is Birington  1862 

• Ecclesiastical  Records  of  Great  Britain,  2nd  edit.,  8vo,  12s,Seii— red.6s  H.Bohn 1846 

{W.B.)  Defence  of  the  Art  and  Practice  of  Dancing,  8vo,  2s  6rf    Simpkin 1848 

(W.H.)  and  Monteath  (/.)  System  of  Stenography,  18mo,  4s  6<f,*5a— red.  to  2s  Piper 1853 

Harte(lF.i/.)  Lectures  on  St.  Matthew's  Goqjel,  12mo,  2s  6d  SocP.C.K.    ...1859 

Practical  Sermons,  12mo,  5s   Birington  1839 

Hartfield;  or,  Emily  at  School,  a  Tale,  18mo,  Is  6rf  Bel,  Tract  Soe.  1848 

Harthill  (/as.)  Revolution,  and  other  Poems,  12mo,  3s   Longman   1850 

Hartland^B  Genealogical  Chart  of  Royal  Houses  of  Europe,  &c,  roy.  4to,  15^  15s Layton  1854 

HartUub  (C.G.)  The  Child's  Homoeopathic  Physician,  2nd  edit,  12mo,  5s  Headland 1861 

Hartley  (il. if.)  Academic  Speaker,  12mo,  2s   Simpkin 1846 

Juvenile  Sketch  Book,  18mo,  2s Whittaker 1838 

■  Oratorical  CUss  Book,  12mo,  3s,  1849;  2s  6d BJackie  1855 

(Mrs.G.)  Chataranga;  or,  Game  of  Chess,  18mo,  8s    Sherwood  1841 

•  Indian  Life,  a  Tale,  3  v.  post  8vo,  31s  6d SauneUrsd:  0.  1840 


(/.)  Continental  Sermons,  12mo,  5s    Nitbet 1840 

Geography  for  Youth,  12mo,  4s  6«J Longman  1841 

— —  Hid  Treasures:  Lectures  to  Bible  Classes,  12mo,  2s  Qd Mason    1859 

— Poems  of  a  Traveller,  18mo,  3s  Nisbet 1835 

—  (Jos.)  Wine  and  Spirit  Merchant's  Companion,  12mo,  7s  6d,'39;  3rd  ed.,5s  Simpkin ft.  d. 

'{W,G.)  Handy  Book  for  Rifle  Volunteers,  18mo,  7s  6c2, '59;  newed.,  18mo,  2s  Quaritt^ 1861 
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Hartley  (Tr.5.)  Philoeophy  of  the  Human  Mind,  12mo,  28  6d DartonACo.,  i860 

ILirtman  {G.A,)  Turkish  Cayalry  Drill,  in  Turkifih  and  EnglUh,  12mo,  8s  6d Parker  <fc  Son    1856 

Hartmann  {P.)  Acute  and  Chronic  Diseases,  by  Hempel,  4  ?.  8vo,  30< New  York 1848 

Diseases  of  Children,  by  Hempel,  cr.  8to,  10«    New  York 1853 

(/.)  Biography  of,  from  his  Diary  and  Letters,  12mo,  2a  6d WertJieim  1853 

Hartree  (Mitg)  Knitted  Collar  Book,  16mo,  8< MilcKeU 1846 

ILkrtsboni  (Wm.)  Baay  First  Book  for  Translation  of  Qreek,  12mo,  2j Orr    1851 

HAiisbome  {CM.)  Historical  Memorials  of  Northampton,  12mo,  6< Parker  d:  Son  .1848 

. Salopia  Antiqua,  8to,  24«  ;  large  paper,  42«   Parkenk Son.,. li^i 

. Sepulchral  Remains  in  Northamptonshire,  8vo,  5»  6d Parker  tk Son. . .  1 841 

{O.S.)  Enshrined  Hearts  of  Warriors  and  Illustrious  People,  8vo,  21«  ...  ffardwicke 1861 

Hutmig  (Dr.G.)  The  Sea  and  its  Living  Wonders,  transl.,  2nd  edit.,  8vo,  18«    Longman  i86i 

•  Treatise  on  Physical  Education  of  Children,  12mo,  2«  6d  Churchill  1855 

Sea-Bathing  and  Sea-Air,  2nd  edit,  fcap.  8vo,  2s  6d...  Churchill  1861 

Tropical  World,  Natural  History  of,  8vo,  21s  Longman  186a 

Harty  (TT.)  History  and  Treatment  of  Dysentery,  8vo,  9«  Churchill  1847 

Hartzenbuach  (J.E.)  Echo  of  Madrid  :  Spanish  Conversation,  12mo,  5s   Truhner 1858 

Harvey  {Alex,)  Four  Letters  on  Administrative  Reform  in  Medical  Schools,  8vo,  2s...  Churchill  1858 

Testimony  of  Nature  to  the  Identity  between  Bud  and  Seed,  1 2mo, 2s  6d  NUbet    1857 

Trees  and  their  Nature;  or,  the  Bud  and  its  Attributes,  12mo,  5s    ...  Nitbet    1856 

(iSlZ.)  Lays  and  Legends  of  Germany,  12mo,  7s Bow  1846 

(//.B.)  Military  Visit  to  the  Camp  of  Beverloo,  8vo,  8s Parker  tk Son... 1% $2 

{John)  Glimpses  of  Both  Worlds,  12mo,  plain.  Is;  gilt.  Is  id Ward  d:  Lock...  1%$% 

Golden  Chain,  or  the  Christian  Graces  illost.  and  enforced,  1 2mo,  2s. . .   Ward  d:  Lock.  ..1855 


(^.JJ'.)  Farmer's  Complete  Account  Book,  folio,  8s Barry  ik  H.  ...1842 

{J.H.)  Lectures  on  Civil  Liberty,  and  Expansion  of  Intellect,  12mo,  4s  6<2...  Longman  1845 

{Lwrd)  Memoirs  of  the  Reign  of  Geoi^  II.,  2  v.  8vo,  86— red.  to  21s    Murray 1848 

(JTrs.)  Our  Cruise  in  The  Claymore,  post  8vo,  10s  6<i    Chapman dt  ff.  liSi 

{TkoM.)  Asiatic  Cholera,  its  Cause  and  Cure,  8vo,  Is  E.Wilson  1853 

(TLiS.)  What  shalll  do  with  my  Money?  12mo,  2s Wathbowme  ..  1857 

(IFm.)  Works,  8vo SydenhamSoe.  1847 

Manual  of  Aural  Surgery,  12mo,  2«  6<2  Renshaw    1854 

Rheumatism,  Gout,  Neuralgic  Headache,  12mo,  Is Renshaw    1857 

Treatise  on  Excision  of  the  Enlarged  Tonsil,  8vo,  5s,  Longman^  *  50 ;  8s  6(2  Renshaw    1851 

Rheumatism,  ftc.,  as  to  Head  and  Ear,  8vo,  5s    Renshaw    185a 


Treatment  of  Deafness  from  Diseases  of  the  Throat,  8vo,  5s Renshaw    1851, 

and  Buchanan  (7*.)  Table  of  Diseases  of  the  Ear,  12mo,  5s Longman  1848 

{W.B.)  Atlas  of  British  Seaweeds,  4to,  63s Reeve 1857 

History  of  Australian  Seaweeds,  Y.  1  to  4,  ea.  30s    Reeve   1858-62 

■  British  Seaweeds,  4  v.  roy.  8vo,  6/ 6s  Reeve   1846-60 


—  Manual  of  British  Marine  Algse,  8vo,  21s  ;  cold.,  81s  Qd VanVoorst  1841-50 

—  Nereis-Bcreali- Americana,  Marine  Algse  of  N.  America,  2  v.  4to,  40s  VanVoorst    1852-3 

—  Sea  Side  Book,  4th  edit.,  12mo,  5s VanVoorsi    ...1857 

—  Seaweeds,  Southern  Ocean,  2  Parts,  imp.  8vo,  each  21s Reeve 1849 

—  Synopsis  of  British  Seaweeds,  12mo,  5s  Reeve 1857 

Thesaurus  Capensis,  Illustrations  of  South  African  Flora,  V.  1 ,  8vo,  21s  Van  Voorst    ...  1 8  59 


-(IT.  FT.)  Discourses  at  St.  Mary's,  Truro,  8vo,  lis Rivington  1846 

Bcclesiae  Anglicans  Vindex  Catholicus,  8  v.  8 vo,  56s J.N.tkJ, Parker  1 84 1 

History  and  Theology  of  the  Three  Creeds,  2  v.  post  8vo,  14s  Parker d- Son... i^s^ 

Sermons  at  Falmouth,  8vo,  12s Rivington  1836 

before  Cambridge  University,  1858,  8vo,  4s Rivington  1853 

-on  Doctrines  and  Evidences  of  Christianity,  12mo,  5s Belld: Daldy...i%$^ 


Harwood  {O.H.)  History  of  Wesleyan  Methodism,  18mo,  2s  6d WhUtaker 1854 

(/v./.)  On  the  Use  of  Inhalations,  8vo,  2s  6d Highley 1839 

{John)  Bridal  and  the  Bridle;  or.  Trip  in  the  East,  post  8vo,  10s  6<2  BentUy 1851 

Falconbeck  Hall,  a  Novel,  8  v.  poet  8vo,  81s  6d Newby    1854 

Poems,  12mo,  5s Pickering  1849 

— — ' Serf -Sisters ;  or,  Russia  of  To-day,  a  Novel,  12mo,  new  edit..  Is ...  Routledge 1861 

— Stamboul ;  or,  the  Sea  of  Gems,  poet  8vo,  5s Bentley 1854 

{Phil.)  Lectures  on  German  Anti-Supematuralism,  8vo,  4s C.Pox    184a 

•  Six  Lectures  on  Com  Law  Monopoly,  8vo,  2s  J.Oreen 1843 


{Tho.)  Farmer's  Account  Book,  4to,  6s;  fol.,  10s  6d Simpkin 1857 

Harwood'**  Latin  Liturgy,  new  edit.,  82mo,  4s Longman  i860 

Flaa  of  Rome,  mounted  in  case,  post  8vo,  7s  6d WilliamsdsN.  1862 

Haae  (C)  History  of  the  Christian  Church,  translated  by  Blumenthal,  8vo,  15s New  York 2855 

Life  of  JesoB,  &c.,  transUted,  12mo,  6s Boston,  U.S.  ...i860 

-  {Hen.)  Public  and  Private  Life  of  the  Ancient  Cheeks,  12mo,  5s  6d Murray 1836 

Haafaeesli  Eater  ;  Passages  from  the  Life  of  a  Pythagorean,  post  8vo,  6s  ^d New  York 1858 

Haskell  {Mrs.EJ'.)  Housekeeper's  Encyclop«8dia  of  Useful  Information,  12mo,  7s  6d  New  York i860 

anc^  Smith's  Gazetteer  of  the  United  States,  8vo,  24s   J. Chapman  ...1849 

Hasker(3Tio.)  Memoir  of,  by  James  Everett,  18mo,  3s   Hamilton  1859 

HasJrins  (!>.{?.)  Selections  from  the  Scriptures,  12mo,  8s  6ci  Boston^U.S.  ...1861 

(^liST.)  Practical  Scheme  of  Decimal  Coinage,  8vo,  Is  6d Balton  1858 

(y.F.)  Concertina  Preceptor,  imp.  8vo,  2s Tegg  1852 

H^okoU    {Jos,)  History  of  France  for  Children,  18mo,  2s Masters 185 
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Haakoll  (TT.D.)  ABsiBtant  Engineer's  Guide,  8vo,15«,  47;  Pt.2,8vo,2^  48— ped.tol5»  AuAlqf 1849 

•— ^— — ^-^   Clerk  of  Works  and  Young  Architect's  Gaide,  18mo,  58  Atckley 184S 

— -   Methods  of  Railway  Construction,  2  r.  imp.  Svo,  628  6d Atchieif 1857 

Practice  of  Engineering  Field  Work,  8vo,  20«    AtehUy 1858 

Ranging  Curves  and  Setting  Out  Railway  Works,  post  8to,  10«  %d ...  Kent  i860 

Haslam  (/oAn)  Paper  Currency  of  England  Considered,  8to,  2»^d    WiUon  1856 

\Wm!)  Account  of  Perran-Zabuloe,  or  the  Lost  Church  found,  12mo,  4t8  6<i      VanVoonl    ...1844 

Cross  and  the  Serpent :  Triumph  of  the  Cross,  12mo,  6t J.HA:J.PaTktri%f^o 

HaslegniTe  {Job,)  Chaff  and  Wheat :  Teaching  of  Rome,  &c.,  Idmo,  2«  6<2  /odbon 1843 

— ^ Sermons,  post  8vo,  6« Jadaon 1845 

Ilaslehurst  {Geo. )  Penmaen -Mawr,  and  Day-Break,  Poems,  post  8 vo,  6« Sawnden  A  0*  1 849 

Iloslett  ((7.)  Mechanio,  Machinist^  &c.,  Practical  Book  of  Reference,  12mo,  10«  6<2..    New  York 1856 

HaaBall(^.^.)  Adulterations  Detected,  2nd  edit.,  cr.  8vo,  17«  6rf Longman  1861 

History  of  British  Fresh  Water  Alg»,  2  v.  8vo,  35« Longman  1845 

Microscopic  Anatomy  of  the  Human  Body,  2  v.  8vo,  45« BigkUy 1849 

Examination  of  Water  supplied  to  London,  8vo,  4s  6(2  ...  HighUy 1850 

■  Sanitary  Reports  on  Food  and  its  Adulterations,  8vo,  28« Longman  1857 

— .. Treatise  on  Urine  in  Health  and  Disease,  8yo,  128  iid  ChurchiU  i86i 

(/2.)  Nature  and  Treatment  of  Cholera,  Syo,  1< Renthaw    1854 


Hassell  (/.)  Camera  ;  or,  the  Art  of  Drawing  in  Water  Colours,  Syo^  5«  Simpkm 1847 

Basse's  Pathology,  8vo SffdenKamSoc.  1846 

Haste  to  the  Rescue,  by  Mrs.  C.  W.,  12mo,  8*  6d  Nitbet    1859 

Hasted  (Hen.)  Sermons  for  Lent  and  Easter,  8to,  7«  M Rivington 185Z 

Hastings  (Zorfy  Z*.)  Poenw.  4to,  15«  ;  12mo,  7«  6d Blaeheoods  ...1841 

{Hugh)  Theory  and  Practice  of  Medicine,  8vo,  Is AyloUACo,  ...1854 

.  {H.J.)  Parochial  Sermons,  2  ▼.  8vo,  24< Hatchard  1846 

— Sermons  before  Cambridge  University,  1848,  12mo,  8«  6(2  Haichard  1848 

, {H.L.)  Thessalonica  ;  or,  the  Model  Church,  cr.  8to,  &  New  York 1861 

\ja8.)  Hartley  Hall,  a  Novel,  post  8vo,  6* Blackwoodt  ...1858 

{John)  Medicinal  Value  of  the  Excreta  of  Reptiles,  post  8vo,  5t Longman  1862 

Minor  Surgery,  Dressings,  &c.,  cr.  8vo,  98 Philadelphia. .A%^i 


Pulmonary  Consumption  Treated  with  Naphtha,  8vo,  6«    Churchill  1845 

Treatment  of  Consumption  and  Hooping  Cough,  8vo,  5s   HighUy 1854 

.  Treatise  on  Diseases  of  the  Larynx  and  Trachea,  8vo,  5c Longman  1850 

-  {Marq^  Private  Journal,  ed.  by  Marchioness  of  Bute,  2  v.  p.  8vo,  21s  ...  Samndende0....i%s^ 

(T.)  Musical  Taste,  12mo,  8*  6(/ NewYork  1853 

•  {Warren)  Memoirs  of,  by  Gleig,  S  v.  8vo,  80s,  Bentley,  1840— red.  to  15t  H.  Bohn 1841 

Speeches  of  Managers,  &c.,  in  Trial  of,  ed.  Bond,  4  v.  8to,  ea.  20«  Lon^maii...  1859-61 


Hsstings  and  its  Neighbourhood,  12mo,  It   NeUon  i860 

Past  and  Present,  12mo,  Ze  ed  J.B.SnUth 1856 

Haswell  {C.H.)  Engineers'  and  Mechanics'  Pocket  Books,  8th  edit.,  8<  6d New  York 1854 

i {Tho.)  Suggestive  Thoughts,  or  Outlines  of  Sermons,  12mo,  88,58 — red.  to  28  Heylin    1861 

(7. if.)  Memoir  of,  18mo,  U  Qd  Ma«>n    1843 

Hatchard  {Add.)  Memoir  of,  by  T.  G.  Hatchard,  16mo,  28,  1858;  It Haichard 1859 

{LouMa)  Tales  of  Old  Times  in  EngUnd,  for  the  Young,  fcap.  8vo,  2t   Marlborough... i%(^ 

.  (T.Q.)  Food  for  my  Flock,  fcap.,  5t  6<i   Haichard 1854 

German  Tree,  a  Moral  Tale,  16mo,  It Haichard 1851 

Hatcher  (J7en.)  Original  Preface  to  History  of  Sarum,  8vo,  It  6(2;  fol.  3t;  L  p.  68...   Van  VoorA  ...iHS 

( If.  ^.)  Electric  Telegraph,  Account  of,  12mo,  l8    Weale    1847 

Hatfield  {Bp,)  Survey  of  the  See  of  Durham,  1345-82,  8vo,  158  (Surtees  Soc.)  Whittaker 1857 

(R.O.)  House  Carpenter,  a  Treatise  on  Architecture,  7th  edit.,  8vo,  148 New  York 1858 

Hathaway  (Tim. )  Gospel  Melodies,  or  Portraitures  of  our  Saviour,  inVerse,  1 2mo,  28  6(2  Wertheim  1 8  56 

Hebrew  Moods  and  Tenses,  8vo,  38  ...s Tegg  1853I 

(W.J.)  Meditationes  Sacne,  or  Devout  Musings  in  Prose  and  Verse,  24mo,  It  Hamilion 185s 

Hatherell  (J.K^.)  Lectures  on  Repentance  of  David,  12mo,  68 Haichard  1847 

Sermons  at  Malta,  12mo,  Ss  6<2  Hatchard 1843 

" _.      .      .        ^^^ 


—  on  Church  Catechism,  8vo,  Ss  6d Hatchard 


Signs  of  the  Second  Advent  of  our  Saviour,  12mo,  58 Haichard 185S 

Hathomthwaite  (T.)  Poems,  Latin  and  English,  12mo,  Ss  6(2 ;  Latin,  l8  6c2 J.R.Smith 184I 

HatimTai,  Adventures  of,  tr.  by  D.  Forbes,  4to,  168 Or.Tt.Soe, n.d, 

Hatt  (/itcA)  Poetical  Works,  12mo,  68  6(2 B.WiUon  1836 

Hattersley  (Jno.)  First  Course  of  Mathematics,  8vo,  108  6(2,  1848  ;  88   Whittaker 1855 

Hatton  (il«i7.)  Early  Piety  Illustrated,  12mo,  28 WhittiUsa- 1840 

(Sir  0.)  Life  and  Times  of,  by  Sir  H.  NiooUs,  8vo,  168  BenUey  i84i 

(Geo.)  Fidelity,  or  a  Town  to  be  Let  Unfurnished,  a  Poem,  12mo,  7»  6d Simpkin 1843 

(G.J.F.)  Deluge,  a  Poem,  8vo,  28  6<2 Chapman  <kH.iS St 

(J08.)  Provincial  Papers  :  a  Collection  of  Tales  and  Sketches,  po8t8vo,  Ss...  Kent   1861 

i (T/io.)  Hints  for  Sketching  Trees  from  Nature  in  Water  Colours,  p.  8vo,  Is...  Rowney  1857I 

■  Water  Colour  without  a  Master,  imp.  4to,  208    Reeves 1851 

Hatty  and  Marcus,  or  First  Steps  in  the  Better  Path,  18mo,  Is 4. Morgan 1861 

Hauff  Lichtenstein  :  a  Tale,  transUted  by  E.  M.  Swann,  post  8to,  5t Jas.Blaekwood  1851 

Hauff  (FTm.)  Das  Kalt  Hen,  Notes  by  Apel,  12mo,  3t    Rolaudi 1S4I 

Popular  Tales,  12mo,  48  Bum* 184I 

Haugbt  (H.)  Theory  of  Bridge  Construction,  8vo,  168    New  York 1851 

Haughton  (^(2.)  Uses  and  Abuses  of  the  Turkish  Bath,  8vo,  It Simpkin 1S61 
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HaaghU>D(^.(7.)6eiigaI  and  English  Glossary,  4to»  80j AUeiiACo,    ...1841 

Inquiry  into  First  Principles  of  Reasoning,  8vo,  7f AlUndsCo.    ...1839 

(<?./).)  Baeay  on  Sex  in  the  World  to  Come,  post  8 vo,  7»  6rf  Boont 1841 

(H.P.)  Claasical  Students'  Translation  of  Horace,  fcap.  Sto,  8# Lo^igman  1844 

Middle  System  of  Teaching  Classics,  8vo,  3»  6rf Parker  Js Sim... 1%^ 


(Sow.)  Outlines  of  a  New  Theory  of  Mascalar  Action,*  12mo,  IfCrf WiUiams  <fc  N,  1862 

Baonted  House  :  a  Tale,  by  the  Anthor  of  Kazan,  post  8yo,  Is Wardde Lock...i%ii) 

Hantleigh  (/«o.)  Trembled  Dreams  :  Original  Poems,  post  8to,  5«  ^d Saunderstk  0.  1856 

Haapt  (^.)  Bri<l«e  Construction,  8yo,  18«    New  York 1851 

Haoanan  (^.)  Extracts  from  Qerman  Authors,  12mo,  5« Simpinn 1848 

HsiTelod(S»rir.)Bi<^raphical  Sketch  of,  by  Rev.  W.  Brock,  9th  edit.,  12mo,  8«6d...  NUbet 1858 

Life  of,  by  J.  T.  Headley,  post  8vo,  Ss  6d  New  York 1859 

Memoir  of,  compiled  by  Rev.  W.  Owen,  12mo,  U  6rf Simpkin 1858 

Memoirs  (rf,  by  J.  C.  Marshman,  2nd  edit.,  8vo,  12t6d    Longman  i860 

Memorials  of,  by  J.  P.  Grant,  post  8vo,  Is Berger    1858 

and  the  Indian  Mutiny,  post  8vo,  1«    RoutUdgt  1858 

NarratiTe  of  the  War  in  Affghanistan,  2  v.  post  8vo,  21»  Colbum 1840 

Tribute  to,  by  E.  P.  Hood,  18mo,  Is    Snow 1858 

attdOutnun  (/.)  Persian  Campaign,  7i  6<2   RouHedgt  1857 

HsT^ok  the  I>ane  :  Ancient  English  Romance  JloxburyKe  Clvb  n.d. 

Haren  (i.^.)  Where  there's  a  Will  there's  a  Way,  fcap.  8vo,  4s  6d New  York x86i 

(/.)   Mental  Philosophy,  Intellect,  Sensibilities,  and  WUl,  post  8vo,  10«   ...  BosUmjU.S,  ...1858 

(&/'.)  Archaeology  of  the  United  States,  4to,  9«  6d    Washington  ...1856 

HaTerfield  {T.T.)  Feria  Sacra  ;  Notes  on  Church  Festivals,  &c.,  imp.  8vo,  21*    OUivier 1847 

Twelve  Sermons  on  Doctrine  and  Practice,  2  v.  12mo,  14«    Straker  1835-8 

Hireigil  (fF.ir.)  History  of  the  Old  Hundredth  Psalm  Tune,  8vo,  8«  6rf Low    1857 

Sermons  on  the  Bible,  Historical  Subjects,  2  v.p.  8vo,14«,53— r.8«  Hamilton  i860 

Hnenit^  {ff.I.)  Introduction  to  Old  Testament,  8vo,  trans,  by  Alexander,  lOs  6d  Hamilton  1852 

— the  Pentateuch,  transl.  by  Thomson,  8vo,  10*  Qd...  BamilUm  1850 

flivatT  (1^.)  History  of  Ireland,  8vo,  12«  Lea i860 

Wanderings  in  Spain,  2  v.  post  8vo,  21t  Newbg    1844 

Hatft  (i?/.) Complement  du  French  Class  Book,  8vo,  UZd Autlior  1859 

French  Claas  Book,  with  Exercises,  12mo,  new  edit.,  Ss  6d W.Allan  1861 

■ Conversational  Method:  French  Studies,  new  edit.,  p.  8vo,  5s  6d  W.Allan   i860 

""-' Household  French,  an  Introduction  to  French,  sm.  post8vo,  8«  W.Allan    i86i 

^-7 Le  livre  da  Mattre  ;  or,  French  Exereises,  12mo,  5<  6d   JhUau    1858 

Mfilind  (Alf.)  Influence  of  Climate,  &c.,  in  Producing  Disease,  post  8vo,  7s Churchill  1855 

Saint  Ethelbert,  an  Historical  Tragedy,  8vo,  8«  6<i  Hamilton  1849 

(/.)  Norriaian  Prixe  Essay  for  1848,  8vo,  2<  6ci    ParkerdsSan  1848 

^ (/«.)  Tables  of  Specific  Gravities,  8vo,  6« WeaU 1848 

Hivbad  Grange  ;  or,  the  Sporting  Adventures  of  T.  Scott,  8vo,  12s  ..  Longman  1847 

Hawda  (/.a)  Sermons,  12mo,  5s  6d    Parker  dfS<m...jS^Z 

' — ~ — Sketches  of  the  Reformation  and  Elizabethan  Age,  12mo,  6« Pickering 1844 

(Wo.)  Commentary  on  the  Bible,  new  edit.,  3  v.  4to,  70» Blackie  1861 

■ New  Testament,  4to,  21* Blackie 1861 

— CommunicMit's  Companion,  by  Philpot,  32mo,  IsQd Nisbet 1845 

r White,  82mo,  Is  6d,  Sitnpkin,*^^  ;  Is  RmUledge  i860 

^ns  (Baih,)  T^les  of  North  American  Indians,  6»,  Lwngmany  1844  ;  18mo,  \s Jarrold 1853 

[Odpt.)  Rifle  Ammunition,  14a  Mitchell 1859 

"~~— (/o«0  Lectures  to  Young  Men,  S2mo,  1«    Hamilton  1840 

(5.)   Pastime  of  Pleasure,  post  8vo  Percy  Societg...n,  a, 

Z —  (H'w.)  Observatioiis  on  Unlimited  and  Limited  Liability,  8vo,  2s Clowes    1854 

ai'ker  (£(/.)  My  Life  ;  or,  Advice  to  the  Consumptive,  18mo,  Is    Sanderson x86o 

(yoAn)  Reminiscences  of  his  Ministry,  withMemoir,  12mo,  6«  Palmer 1851 

~~—  {PeL)  Instructions  for  Best  Position  on  Piano  Forte,  4to,  5s Longman  1840 

■~- (Col?.)  Instructions  to  Sportsmen,  4th  edit,  8vo,  18« Longman   1859 

~H>.^o6/.)  Works,  with  Life,  by  WiUiams,  10  v.  8vo,  84a   Palmer 1854 

"    ■ Commentary  on  the  Bible,  3  v.  4to,  5/ ^aettigue    1846 

New  Testament,  newed.,  4to,  15a  Tegg  1846 

with  Concordance,  4to,  42a   Spettigue    1 846 

'    ' Concordance  to  the  Bible,  roy.  18mo,  7a,  SpeUigue—red.  to  is  6d   H.  Bohn   1846 

"■" DyingPillowmade  Easy, edit. by  Shutte,  12mo,  2a6rf,  C7oWma,'48;  la6rf  Tegg  1859 

'      ^ Evening  Portion,  S2mo,  2a  6d,  3a,  Washbourfie^* 29  J  12mo,  4a  ;  8to,  4a  Simpkin 1843 

■ — ■ 8vo,  3a6rf,  Nelson^  1858;  12mo,  2a    RouUedge  1861 

"'^ — Life  and  Diary  of  Rev.  H.  Tanner,  18mo,  3a  Palmer 1836 

^-- Morning  Portion,  82mo,  2a;  12mo,  8a,  Ward,  1839  ;  12mo,  2a    RouUedge  x86i 

—  8vo,3a  6rf,iV^rfa(m,'s8;p.8vo,2a,i4yfo«;12mo,3a;8vo,6a  Simpkin 1843 


and  Evening  Portion,  8vo,  6s  6<2,  Nelson;  1 2mo,  3a,  Knight ;  8a  6d  Routledge  1 86 1 

8vo,  6a  6rf,  Kendrickt  1857  ;  cr.  8vo,  3*    CoUingridge  ...i860 

with  Life,  8vo,  16a,  1853  ;  cr.  8vo,  6a  ...  Palmer 1862 


■■" — ' Paradeas;  or,  Consolations  for  a  Dying  Hour,  18mo,  \sZd  Palmier 1841 

'  Poor  Man's  Commentary  on  the  Pbahns,  18mo,  2a;  12mo,  3a  6d Spettigue    1838 

■^^     — Pjrayer  Book,  12mo,  2a    Palmer 1842 

■  ^  Sacramental  Meditations,  18mo,  2a    Palmer 1842 
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i  Hawker  (Dr.RoU.)  Spiritual  Reflections,  2  v.  12mo,  9«,  Palmcr-^red.  to  5$ H.  M*  1845 

I Sweet  Moreelfl  to  Hungry  Soula,  18mo,  1«  3d Palmar 1843 

I  — Visits  to  and  from  JesQs,  18mo,  If  6<i   Palmer 1836 

Zion* 8  Mariner,  18mo,  la  6d,  SpHtiffue;  18mo,  3« Palmtr 1836 

Pilgrim,  18mo,  2« SpeUigue  1846 

I  with  Life,  by  Williams,  18mo,  Zs Palmer 1854 

I  (M.S.)  Ecclesia,  Poems,  8yo,  6«  6rf RmtigUm 184* 

Echoes  from  Old  Cornwall,  in  Verse,  post  8vo,  U    Mastert 1846 

Reeds  Shaken  by  the  Wind,  2  r.  18mo,  2s    Burnt 1843 


Hawkers  and  Street  Dealers,  North  Englimd  Manufacturing  Districts,  1 2mo,  If  ......  OraUan 1858 

Hawkes  (Mrs.)  Memoirs  of,  by  Catherine  Cecil,  n.  e.,  post  8yo,  lOs  Qd,  1837  ;  7f  ...  Sedey 1849 

Hawkesworth's  Progreasire  Lessons  in  English  Sentences,  12mo,  Ss    WhiUaher 1835 

Latin  Sentences,  12mo,  2«  6d WkiUaker 1835 

Hawks  {F.L.)  American  Expedition  to  China  and  Japan,  roy.  8vo,  30t   New  York 1856 

The  Monuments  of  Egypt  a  Witness  for  the  Bible,  8vo,  7s  6d  New  York 1854 

Hawkings  (Jos.)  Guide  to  Superficial  Measurement,  12mo,  5s    HawUngs 1854 

Hawkins  (A.F.)  Hanreian  Oration,  1848,  4to,  2s  ^d ChurehM  1848 

■  (Biss.)  History,  Literature,  &c.,  of  Germany,  8vo,  10a  6d Porifcer<fciS(Mi..i838 

{B,  W.)  Comparative  View  of  the  Human  and  Animal  Frame,  folio,  12a  ...  Chapman  &  if. i860 

Science  of  Drawing  Simplified,  8to,  with  Models  in  Box,  42a    SvMiJk  A  Elder  1843 

{Edw.)  Description  of  Silver  Coins  of  England,  8vo,  20a   Lwmley 1841 

— — ^  Sermons  at  Bampton  Lecture,  1840,  8vo,  10a  6(i    PeUowes 1841 

on  Scriptural  Types  and  Sacraments,  8vo,  6a   Pellowes 1851 

theChureh,  8vo,  7a PelUwes 184? 


-  (^fen)  Meditations  and  Prayers,  82mo,  2a  6<i Lonffman 1843 

-(^m.)  AnnaU  of  the  Diocese  of  Quebec,  12mo,  8a  8d  Soc.P.C.K.  ...1849 

Book  of  Psalms  with  Notes,  12mo,  6s  ..  . ...     .  ...  __  J5e««feDaWy...i857 

Missions  of  the  Church  of  England  in  N.  A.  Colonies,  8vo,  9a Pellowes 1845 


• Psalms,  Lessons,  and  Prayers,  new  edit.,  12mo,  la BellADaldy...i^S9 

—  {F,B.)  Germany,  Spirit  of  her  History,  Social  Condition,  &c.,  8vo,  lOa  6<i  Parker  AS<m...i^^ 

—  (F.V.)  Treatise  on  the  Construction  of  Wills,  8vo,  lOa  6rf Maxwell    1863 

—  (J/cti.)  Treatise  on  Warrants  of  Attorney,  &c.,  1844,  12mo,  6a ...  Sweet »M 

(ff.)  and  Stoney  (0,)  Geography  of  England  for  Schools,  12mo,  2a    Simpkin 1^59 

(/.)  Science  &  Practice  of  Music,  V.  1  &2,  r.  8vo,  85a;  V.3,  Portraita,16a  Nwello  1853 

-{SirR.)  Voyage  into  the  South  Sea,  1693;  edited  by  Bethune,  8vo HakluytSoc....i%M 

—  {Tho.)  Centenary  of  Sonnets,  16mo,  10a  6d    Pickering i«4* 

Lost  Angel,  a  Poem,  4to,  6s  Pickering 1840 

Memoirs  of  Ichthyosauri  and  Plesiosauri,  fol.,  80a Pickering 1840 

•  Wars  of  Jehovah  in  Heaven,  Earth,  and  Hell,  roy.  8vo,  16a BaisUr 1^44 


-(PT.^.)  Limits  of  Religious  Belief,  12mo,  2a  6d  RivingUm i86i 

•  Sketches  of  Country  Life  and  Manners,  12mo,  8a  OUivier 1842 


Hawkshaw  (Ann)  Dionysius  the  Areopagite,  and  other  Poems,  post  8vo,  6s Jackson  A  W.   1842 

— Sonnets  on  Anglo-Saxon  History,  12mo,  8a  6rf  J.Chajman  ...1854 

(John.)  Reminiscences  of  South  America,  12mo,  6a  6rf  JacksondtW.   1838 

-(Jfra.)  Poems  for  my  Children,  post  8 vo,  6s   Simpkin 184.7 


Hawkstone,  a  Tale  of  and  for  England  in  184 — ,  2  v.  fp.  8vo,  1845  ;  4th  edit,  12a  Murray 1847 

HawkswortJi  (John)  Lectures,  Glorious  Gospel  of  the  Blessed  God,  post  8vo,  6s  Hope 1854 

Hawkwood,  a  Romance  of  Italy,  3  v.  post  8vo,  81a  6d  Saunders dcO.  1840 

Hawley  (P.)  Royal  Families  of  England:  a  Chart ;  sheet,  10a  6(2;  Key,  12mo,  4a  6d  C.  H.  Law 1851 

(J,P.)  Sacred  Themes,  in  Prose  and  Verse,  32mo,  la  6d  Simpkin 1836 

Haworth  (E.F.)  St.  Sylvester's  Day,  and  other  Poems,  roy.  8vo,  10a  6d  Mow  1847 

Hawthorne  (O.S.)  Doctrine  of  the  Trinity  not  of  Divine  Origin,  8vo,  10a  6d Whitjield  1851 

Pathological  Nature  of  the  Cholera,  8vo,  2a Simpkin iM 

(N.)  Blithedale  Romance,  a  Story,  2  v.  post  8vo,  21a,  185a ;  12mo,  2a  Chapman d:  E.i%Si 

" House  of  Seven  Gables,  post  8vo,  la,  ff.  Bohn  ;  12mo,  la    Roniltdgt 1851 

Journal  of  an  African  Cruiser,  poet  8vo,  3a  6d   Wiley iM 

■ Life  of  President  Pierce,  12mo,  la   RoutUdgt  1855 

. Mosses  from  an  Old  Manse,  12mo,  la;  d.,  la  6<i   PoutUdge  185I 

Scarlet  Letter,  12mo,  la  6rf,  ff.  Bohn  ;  12mo,  la RotUUdge  185I 

12mo,  with  Illustrations,  10a  6d C.H.Clarke  ...185J 


-Snow  Image,  12mo,  la;  cl.,  la  6d    H.Bohn 185I 

-  Tanglewood  Tales,  12mo,  7a— red.  3a  6rf,  Chapman  <fe  ^.,  5 3 ;  2a  6d  Knigkt  ds  Son  ..1851 

-  Transformation,  8  v.  post  8vo,  81a  6</,  i860  ;  new  edit.,  2a  6d...  SmUkds  Elder  .1S6 

-  True  Stories  from  History  and  Biography,  12mo,  6a    Low    185I 

-Twice-Told  Tales,  12mo,  4a6(£,  Kent,  49;  2  8er.,  ea.  la; 2  in  1,  2a  Poutiedge  185 

-  Wonder  Book  for  Boys  and  Girls,  12mo,  2a  6d,  H.  Bohn  ;  2a  6d  RouUedge  l^ 

Ist  and  2nd  series,  ea.  2a Knight  dsSon...i 2^ 


(E.)  Rich  Husband,  a  Novel,  3  v.  post  8vo,  31a  6d    Skeei  185 

Ruling  Passion,  a  Novel,  3  v.  iwst  8vo,  31a  6rf    Bentley 185 


Hawtrey  (if on/.)  Sponsors  for  the  Poor,  12mo,  2s6d Hatchard 184 

(M.J.Q.)  Justice  to  New  Zealand,  Honour  to  England,  la  6d Ritrington  186 

Haxthausen  (Bar.)  Nations  between  Black  Sea  and  Caspian,  8vo,  18a;  n.e.,  p.8vo,  6a  Chapman  <lr  ff.iSj 

Russian  Empire,  its  People,  Institutions,  &c.,  2  v.  8vo,  28a Chapmem  dk  li.\%\ 

Tribes  of  the  Caucasus,  poet8vo,  6a ChapmandsH,  i%< 
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Uaj  (A.L)  Castellated  Architecture  of  Aberdeenshire,  4to,  42^  ;  large  paper,  84«...  Longman  

{J)av.)  Religious  Coaiuels  to  his  Son  at  School,  new  edit,  18mo,  If      Afamn    

Way  to  Make  Home  Happy,  18mo,  1«  6</    Ma»oa    

{J)JL)  Essay  on  Ornamental  Design  as  to  Decorative  Art,  obi.  fol.,  i2s  Bof/ue    

First  Principles  of  Symmetrical  Beauty,  8vo,  t>« JiiaekwoocU   .. 

Geometric  Beauty  of  the  Human  Figure  Defined,  4to,  30< Blackwoods   . . 

Harmonic  Law  of  Nature  appl.  to  Architectural  Design,  roy.  Svo,  28  6d  BlackwjotU   .. 

Harmonious  Colouring  as  to  Decorations,  post  Svo,  6ii  6<i  Blackwood^   .. 

-Harmony  of  Form,  4to,  15* Blachcoods  .. 

-  Nomenclature  of  Colours,  Svo,  21«,  1842  ;  35«,  1845  *  ^^  Blackwoods   .. 

•  Orthographic  Beauty  of  the  Parthenon,  roy.  Svo,  5s  Blacktowds   .. 

:  Principles  and  Analogy  of  the  Harmony  of  Form,  4to,  1G«   Blackicoods   .. 

of  Beauty,  as  Developed  in  Human  Figure,  Svo,  5d Black  woods   .. 

in  Colouring  Systematized,  Svo,  15a Blackwood*   .. 


•  Proportion  ;  or,  Qeometiic  Principle  of  Beauty  Analyzed,  4to,  25«  Blackvcoods 

'  Science  of  Beauty  as  to  Nature  and  Art,  roy.  Svo,  \0s  Qd Bla^k woods 

-  Proportions  of  Human  Head  and  Countenance,  4to,  SCs  Blackwood* 


{Edw.)  History  of  the  Irish  Insurrection,  1798,  12mo,  la Simpkin 

— -  (Geo,)  Devout  Christian,  2  v.  32mo,  2«  ;  12mo,  2«  4(i T,  Bichardsons 

■ Pious  Christian,  12mo,  2« T.  Richardson 

— Scripture  Doctrine  of  Miracles  Displayed,  12mo,  6«  T.  Joms 

Sincere  Christian,  12mo,  2s  id T.  Richardson 

-  {H. H.)  Tables  for  Standarding  Gold  and  Silver,  folio,  10«  (><£ Letlt  d-  Son    ... 

(Jas^)  Sermons  and  Sacramental  Addresses,  with  Memoir,  post  Svo,  64  Hamilton  

i/na.)  Pilotage  of  British  Channel:  Scilly  to  the  Downs,  sq.  Svo,  5s  Ackennann   ... 

(j-B.)  Lords  Rectors' Addresses  in  Ghisgow  College,  sup. -roy.  Svo,  16«  Preiser   

— (/.X>nem.}  Morocco,  and  the  Moors,  12mo,  2«  6(/,  1844  i  new  edit.,  23    Murray 

-^  {J.E.)  Three  Boys,  aStory,  16mo,  8«  tirf  ;  cold.,  5s  Bo^worth   

4^(/^e»tA)  Narrative  of  the  Peninsular  War,  Svo,  \5s Jleame 

{R(M  Illustrations  of  Cairo,  with  Descriptions,  folio,  84«    Bogue 

{S.)  Memoir  and  Remains,  by  Dr.  T.  J.  Graham,  12mo,  6«  Simpkin 


(H'ns.)  Decisions  on  the  Poor  Law  of  Scotland,  Svo,  5*  (ki Simpkin 

Hat  and  C^tle  Measurer,  a  Series  of  Tables,  12mo,  2«  6d Bladde 

lUyeoek  (  W.)  Elements  of  Veterinary  Homceopathy,  post  Svo,  10<  6d Aylott     

Gentleman's  Stable  Manual,  8rd  edit.,  post  Svo,  10a  6(/ BouUedge , 

■ Hysteria  in  the  Mare,  Svo,  Is Aylott    , 

Practice  of  Veterinary  Medicine  and  Surgery,  Svo,  6s  6d Churchill  

Haydea  {C.A.)  Carrie  Ewerson  ;  or.  Life  at  Clifton  Vale,  12mo,  6«  6d Boston,  U.S..., 

{G.T.)  Essay  on  the  Wear  and  Tear  of  Human  Life,  12mo,  2s  6d   Orr    , 

Physiology  for  the  Public,  Svo,  6* Orr 


(W^.  A)  Philosophy  of  Modem  Spiritualism,  16mo,  3s Boston,  U.S,. 

Hayda  (JW.)  Book  of  Dignities,  Svo,  25« Longman  .... 

^  Creation,  by  J.  Bishop,  roy.  Svo,  4«  6d,  Cooke,  18535  Svo,  2s Cocks 

G.  F.  Harris,  4to,  Is Boosey 


V.  Novello,  Svo,  Is  ;  2s ;  roy.  Svo,  4s Novello  , 

Dictionary  of  Dates,  by  Benjamin  Vincent^  11th  edit.,  Svo,  18s Moxon  , 


lUydock's  Bible,  2  v.  roy.  4to,  60s   Bums 

H^jdon  {B^R)  Autobiography,  ed.  by  Taylor,  3  v.  p.  Svo,  31s  6(2,  Z^nz/man— red.  to  9«  //.  Bohn 

r  Lectures  on  Painting  and  Design,  2  v.  Svo,  24s -red.  to  15s Longman 

(F.S.)  Chronicles  and  Memorials,  Middle  Agfis,  2  v.  roy.  Svo,  each  10«  Longman 

{O.B.)  Australian  Immigrant,  a  Rambling  Story,  post  Svo,  7«  6<i A.Hall ... 

Five  Years'  Experience  in  Australia  Felix,  roy.  Svo,  7s  6rf    Hamilton 


(12.  W. )  Treatise  on  Painting  and  the  Fine  Arts,  post  S vo,  6« Simpkin. , 

Haye  (A.C?.)Mirsgeof  Life,  and  other  Poems,  12mo,  3a    Simpkin.., 

E^j-iA  {Edsp.)  Collection  of  the  Ballads  of  IreUind,  2  v.  12mo,  10a  FullaHon 

{F.)  Arabic  Grammar,  Dialogues,  and  Phrases,  ISmo,  2a  6d^ Madden... 


{I.J.)  An  Arctic  Boat  Journey  in  1854,  ed.  by  Shaw,  p.  Svo,  6a,  '6o~red.  to  5a  Bentley 

{W.)  Elementazy  Views  of  Common  Law  Uses,  Svo,  5a Sioeet 

Intioduetion  to  Conveyancing,  1840,  2  v.  roy.  Svo,  50a  Sweet 

and  Jarman  {T.)  Concise  Forms  of  Wills,  5th  ed.,  by  Badger,  12mo,18a  Shawtt  Sons... 


UAjgfTth  (ff,W.)  Bush  Life  in  Australia,  12mo,  2a  6d,  1848  ;  new  edit.,  2a  Murray 

Hayling  IsJand,  near  Havant,  Hants,  a  Guide  to,  12mo,  2a  6rf   Spencer 

Uaymaker^s  Histories  :  Twelve  Cantos  in  Terza-Bima,  12mo,  4a Belld:  Daldy.. 

fiaymaa  (ZTflB.)  Dialogues  of  the  Early  Church,  12mo,  4a  6d SktffingUm 

Retail  &lammon  ;  or.  Pawnbroker's  Daughter,  post  Svo,  5a  Skej/ington 


HayBe  (i/.i*.)  Boolie,  aLegend,  12mo,  6s New  York 

Haj-aes  {I^.C.)  The  Baptist  Denomination,  its  History,  &c.,  cr.  Svo,  7s  6d  New  York 

(DM.)  Knami nations  in  Medical  Botany,  12mo,  3a Highley 

{P.O.)  Outlines  of  Equity,  post  Svo,  10a  6d   Macmillan   .. 

(JET.  IF.)  Pleasures  of  Poesy,  12mo,  2a  6d   Yates 

(/.)  Mary Stuart»  aTragedy,  Svo,  4a  SaundersdiO, 


(Ric)  Co&unentary  on  the  Eton  Latin  Grammar,  4to,  7a  6cf Simpkin.. 


Hays  {M.M.)  Helen  Stanley, a  Tale,  2nd  edit.,  p.  Svo,  10a  6rf,  '46  j  new  edit.,  5a  6d  Churton. 

iiiyier  {Cha.)  Treatise  on  Perspective  Drawing,  &c.,  Svo,  15a     Bagster 

(/no.  J.)  Landsman's  Log  Book  ;  or,  Emigrant's  Life  at  Sea,  12mo,  la Smith  dr  Elder. 
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nayward  {A.)  Antobiograpby  and  Remains  of  Mrs.  Piozzi,  2  t.  p.  8ro,  24« Longman  1861 

. Biographical  and  Critical  Essiays,  2  ▼.  8vo,  24«    Lonrjman  1858 

George  Selwyn  and  Lord  Chesterfield,  cr.  8to,  \$ Longman  1854 

Judicial  Tracts,  Syo,  3«  6rf Btnning    18^6 

Translation  of  Goethe's  Faust,  7th  edit.,  12mo,  it Moxon  iJJ6o 

(C.P.)  Geometrical  Flower  Beds  for  Everybody's  Garden,  new  ed.,  4to,  2»  6rf  IfouUton    185^ 

{G.)  Human  Physiology,  Outlines  of,  12mo,  is  6rf  Boston,  U.S.  ...1854 

(/.)  Gazetteer  of  the  United  States,  roy.  Svo,  16# PMlacMpkia    1854 

■  (W,S.)  Hunted  to  Death  ;  or,  Life  in  Two  Hemispheres,  Is    Ward  d:  Zoci  .1861 


Haywood  (Jas.)  Letters  to  Farmers,  12mo,  84  6(2 Simpkin 1862 

(7*.)  Dramatic  Works,  with  Life,  &c.,  by  J.  P.  Collier,  2  v.  8vo,  42« Skeffin^n J850 

Hazard  (R.O.)  Essay  on  Language,  and  other  Papers,  12mo,  8» Bo9ton,U.S.  ...1S57 

Hazen  {E.)  Popular  Technology  ;  or,  Trades  and  Professions,  2  v.  18mo,  7«  6<2 Wifey 1841 

Hazlitt  (FTto.)  Characteristics,  12mo,  3»  Templeman..    1837 

Characters  of  Shakspeare's  PUys,  new  edit.,  12mo,  5s   Templeman...  1856 

Criticisms  on  Art,  2  t.  12mo,  ea,  6« TempUman  1842-4 

and  Dramatic  Essays  of  the  Eng.  Stage,  n.  e.,  12mOy  S<  6rf    Templeman  ...1851 

■  ■ Essays  and  Charactere  written  at  Winterslow,  12mo,  6« Bofjue    1850 

-  on  the  Principles  of  Human  Actions,  12mo,  is  6d Templeman  ...18 


-  Lectures  on  Dramatic  Literature  ;  Age  of  Elisabeth,  12mo,  58  Templeman  ...184 J 

English  Comic  Writers,  12mo,  5s Templeman  ...1840 

-Poets,  12mo,  5s Templeman  ...1841 


-  Literary  Bemains,  by  his  Son,  2  v.  8vo,  28» — ^red.  to  15f Templeman  ...1839 

-  Men  and  Manners,  post  8vo,  2j Ingram 1852 

-  Phiin  Speaker,  2  V.  12mo,  each  6«    Templeman  ...1851 

-  Round  Table  :  Essays  on  Literature,  &c.,  new  edit.,  12mo,  5«  Templeman  ...1841 

•  Sketches  and  Essays  on  Men  and  Manners,  12roo,  5« Templeman  ...1841 

-  Spirit  of  the  Age,  post  8vo,  58  Scfand  5« TempUman    ..1858 

•  Table  Talk  :  Emays  on  Men  and  Manners,  new  edit.,  2  v.  12mo,  10s    Templeman  ...1846 

•The  Four  Sons  of  Aymon,  12mo,  bds.  Is;  cl.,  Is6d Routiedgt 1851 

■  aiid  Roche  (H.P.)  Bankruptcy  Act,  12mo,  10s  6d  ;  with  Order8,12s6d  Steven*  1861 

Gen.  Ordera  Pursuant  to  Bank.Acts,  1861,12mo,2s  SUvens 1861 

-  Manual  of  Maritime  Warfare,  1854,  12mo,  10s  6cf  Stevens  1854 


'{W.C.)  British  Columbia  and  Vancouver's  Island,  12mo,  Is  6rf Rouiledgt  1858 

Great  Gold  Fields  of  Cariboo,  12mo,  Is  Routledge  1862 

■  History  of  the  Venetian  Republic,  4  v.  Svo,  56s Smith  d:  Elder.i^do 


{W,I.)  Dictionary  of  Ancient  G^graphy,  Sacred  and  Profane,  poet  8vo,  8s  6d  WhUtaker 1851 

Head  {Sir  E.)  Handbook  of  Spanish  and  French  Schools  of  Painting,  post  Svo,  12s...  Murray 184" 

' Two  Chapten  on  Shall  and  Will,  12mo,  3s,  1856  ;  new  edit,  4s   Murray 1858 

(^^.^4.)  World  and  its  Creator,  post  8vo,  8s  6d Bivington 1847 

{SirF.B.)  Bubbles  from  the  Brunnen  of  Nassau,  Svo,  12s,  1833  ;  16mo,  5s Murray 1841 

Defenceless  State  of  Great  Britain,  poist  Svo,  12s    Murray 1850 

— — Descriptive  Essays,  from  the  Quarterly  Review,  2  v.  post  Svo,  18s Murray 1856 

Emigrant  :  Scenes  in  Canada,  post  Svo,  12s,  1847  ;  new  edit.,  2s  6rf     Murray 1S52 

Faggot  of  French  Sticks  j  or,  Paris  in  1861,2  v.p.8vo,24s,'5i;  n.e.,12s  Murray 1855 

Fortnight  in  Ireland,  Svo,  12s   Murray 1852 

Highways  and  Dry  Ways,  sq..  Is  Murray 1849 

—^— Horse  and  his  Rider,  Illustrated,  cr.  Svo,  6s     Murray i860 

■ Journey  across  the  Pampas  and  Andes,  Svo,  9s  6d,  i8a6;  n.e.,12mo,2s  Murray 1861 

Life  of  Bruce  (Fam.  Lib.),  ISmo,  6s,  i844--ped.  to  8s  6rf Tegg  1848 

■ Narrative  of  Gfovemment  in  Canada,  Svo,  12s Murray 1839 

— Stokers  and  Pokers  ;  or,  London  and  N.W.Rail.,p.Svo,2s  6d,*$o\  n.e.,2s  Murray 1S61 

(Oeo.)  Forest  Scenes  and  Incidentsin  Canada,  post  Svo,  10s Murray 1839 

Home  Tour  through  Manufacturing  Districts,  2  v.  post  Svo,  12s   Murray 1840 

'  Metamorphoses  of  Apuleius,  from  the  Latin,  post  Svo,  12s Longman  1851 

•  Tour  of  Many  Days  in  Rome,  8  v.  Svo,  86s Longman  1849 


-(ff.E.)  Dialogues  on  the  Apocalypse,  12mo,  4s Palmer  1841 

Right  of  a  Clergyman  to  oppose  Church  Errors,  12mo,  5s  Palmer 1841 

Sermons  on  the  Oracles  of  (Jod,  Svo,  lOs  6d    Palmer 1841 

Tracts,  12mo,  3s  6<i,  1843;  ^^    Simpbin 1854 

-  Ultimate  and  Proximate  Results  of  Redemption,  Svo,  10s  6(2,  '54  ;  n.e.  Piper 185: 


(Afrs.)  Pious  Mother,  new  edit.,  16mo,  Is   Hamilton  1859 

Head  and  the  Heart  Enlisted  against  Romanism,  Prize  Essay,  ISmo,  Is    Bel.  Tract.  Soc.  1852 

of  the  Family,  a  Novel,  8  v.  poet  Svo,  31s  6rf,  1850  ;  cr.  Svo,  Ss  ;  new  edit.,  2s  Chapman  d-  ^.1861 

Headlam  (T.E.)  Chancery  Practice  and  Orders,  1852,  Svo,  Ss Stevens   1853 

Trustee  Act,  1850,  12mo,  8s  6d,  1 8 so—red.  to  2s  6d SteveTis  1851 

Headhmd  {F.  W.)  Medical  Handbook,  with  Hints  to  Clergymen,  fcap.  Svo,  58 Secleys   1861 

Treatise  on  Action  of  Medicines,  Svo,  Ss  6rf,  1851;  n.e.,  12s  6d...  ChurekiU  1859 

Headley(/.7'.)  Adirondack;  or,  life  in  the  Woods,  12mo,  bds..  Is;  cl,  Is  6d   Clarke   1855 

Alps  and  the  Rhine,  12mo,  ds  6d Wiley 1846 

Imperial  Guard  of  Napoleon,  from  Marengo  to  Waterloo,  12mo,  7s  6d  New  York 1852 

— ^ Lettera  from  Italy,  new  edit.,  12mo,  10s J.Chapman  ..-184^ 

Miscellanies,  12mo,  6s  6d New  York 1850 

- — Napoleon  and  bis  Manfaals,  22nd  edit.,  2  v.  post  Svo,  16s   New  York 1854 

Old  Guard,  12mo,  cloth,  Is  6d  ;  boards,  Is    CUa-ke   185a 
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Headley  (/.r.)  Sacred  Mountains,  8 vo,  1&  New  York 1837 

' and  other  Poems,  new  edit.,  18mo,  1« Jos. Blackwood  1859 

Plains,  12mo,  Qa^Bvffalo^U.S.^  1855;  12ino,  l3  6<2 Jot. Blackwood  i%S9 

Scenes  and  Chazactera,  8to,  Idi,  New  York,  1848  ;  18mo,  1«   Jos. Blackwood  i^ $9 

Second  War  with  England,  2  V.  p.  8vo,  14s New  York 1853 

Tnvebin  Italy,  the  Alps,  and  the  Rhine,  12mo,  Is  6d Tegg  1849 

Washington  and  his  Generals,  2  y,  post  8to,  16s New  York 1853 

(P.C.)  Sketches  of  Women  of  the  Bible,  12mo,  2«  6d PaHrii'ge 1*55 

Head-Qnaii^n;  or.  Manners  in  the  East,  a  Drama,  8vo,  2s  Qd Allen  Ss  Co,   ...1853 

Heads  and  lUes  of  a  Bailway  Scheme,  fcap.  8vo,  swd..  Is  6(2    Wkittaker 1851 

td  Sermons  made  to  Reach  the  Hearts  of  the  People,  poet  8vo,  Is  6d    Judd 1859 

the  People,  Dl.  byMeadow8,2T.8vo,  28s— r.  to24«,i2(n«^&«^«;  n.e.,p.8yo,5s  Bryee 1858 

n?-iford  {That.)  Licensed  Victoallers'  Trade  EzamiDer,  8vo,  8s ^rown  <lr  Co....  18 54 

llcold  {Geo.)  System  of  Setting  ont  Railway  Curves,  4to,  8s  6d Weale 1847 

He^e  (JSlif.)  Manual  of  Qe<^raphy  for  Military  Students,  12mo,  is  6d    Wkittaker 1853 

{J.  NJ)  Lungs,  a  Treatise  on  the  Physiological  Anatomy  of,  8vo,  8s Churchill  1 86a 

Treatise  on  ViUl  Causes,  8vo,  9s Churchill  1859 

Healing  Art,  the  Right  Hand  of  the  Church,  poet  8to,  5s Simpkin 1859 

H«^th,  and  How  to  Keep  It,  12mo,  Is WarddiLoek    i86a 

Sickness  of  Town  Populations,  8vo,  8s  W  Parker^ Son... i%^6 

for  the  Household,  12mo,  Is  %d Jarrold 1859 

-Million;  including  Training  of  Youth,  &c.,  12mo,  4s  6d  Kent  1858 


HtraJy  (/oAjs)  Essay  on  the  Established  Church,  1835,  12mo,  ZtM  Bivington  1835 

B«ap(<7.Zr.)  Central  Route  to  the  Pacific,  8^0,  10s Trulmer 1854 

Haphy  (C/)  New  Zealand,  Residence  in,  post  Svo,  2i  6d  Smith  A  Elder  184a 

Heard  (/as.)  Etymological  French  Dictionary,  ICmo,  2s  6d    Houthton  1844 

Grammatical  and  Etymological  Spelllng-Book,  fcap.  8yo,  Is Boulston    1 844 

(J.^,)  New  Wine  in  Old  Bottles,  12mo,  3s  6<i Hatchard  ..:...x86a 

H*4m<ir.i/.)  Essay  on  the  Prophecy  of  the  Man  of  Sin,  12mo,  8s Sedey 1844 

{fy.WJ)  Researches  on  Curves,  Cones,  and  Conies,  8to,  5s Bell  dt Daldy... 1^46 

{/.A,)  Reflections  on  Our  Lord's  Passion,  post  Syo,  swd.,  2s;  Svo,  5s Dolman 1846 

iW.£.)  Cassell  Prize  Essay  on  the  Condition  of  Ireland,  post  8yo,  ds Cauell   1851 

Hesni*8  Guide  to  Salisbury  and  its  Vicinity,  18mo,  2s Simpkin 1839 

Htame  (Tko.)  Remains,  from  his  MS.  Diaries,  by  P.  Bliss,  42s  ;  large  paper,  70s    ...  J.H.4tJ.Parkeri%S7 

Htsn  Break  ;  or.  Recollections  of  Christopher  North;  post  8¥0,  8s  6(2 Wi-ightd:  Co....  1859 

Breathings  :  Pieces  in  Prose,  by  Alfred,  24mo,  2s  6d   Berger  1849 

Coin  for  Scutari :  Songs  and  Poems,  12mo,  Is  Wkittaker 1855 

Struggles,  and  other  Poems,  12mo,  2s  6d  Partridge 1856 

Tiaioos  and  Realities,  Poems  of  Hope,  Love,  &c.,  by  Junius,  poet  8to,  8s  Qd...  Ward  A  Lock... iZio 

Hearts  in^ortmain,  and  Cornelia,  12mo,  10s J. Chapman  ...1850 

of  Oak;  or,  Naral  Tarns,  post  8to,  7s  6c?    BenUey  1862 

Heut's&0e;  Poetry,  by  Author  of  The  Diadem,  S2mo,  2s  DarUm 1854 

— • — ^or,  (hammar  in  Terse,  by  a  Lady  Teacher,  12mo,  2s  Griffin 1854 

Tongue,  32mo,  Is  6d Bayward  1840 

H->tft9eaae  luid  Dewdrop,  a  Tale,  by  Author  of  Rhoda,  16mo,  2s   Cleaver  1848 

Beai^l  (Mrs.)  England's  Church 'and  Hopes  Considered,  12mo,  Is  6d Simpkin 185a 

Studies  on  the  Apocalypse,  new  edit.,  12mo,  5s    HcUchard  185a 

.Irat,  its  Sooreea,  Influences,  and  Results,  sq.  16mo,  3s  M    Rel.Tract 80c.,. i%^i 

Hratk  (6^^.)  Beauties  of  the  Op€a:a,  roy.  8to,  morocco,  31s  6d Bogue 1844 

'• Book  of  Beauty,  roy.  8to,  ea.  21s  ;  proofs,  52s  6d  (Annual)    Bogue  1833-49 

Drawing-Boom  Portfolio,  4to,  21s  Bogue 1836 

English  Pearls,  imp.  4to,  21s Bogue 184a 

Gallery  of  British  Engravings,  4to,  21s Bogue 1846 

Gems  of  Beauty  for  1839,  imp.  4to,  31s  6d  Longman  1838 

Keepsake,  each  21s ;  la. pa. ,  52s  6d,  Longman,  1828- 1847  (Annual)...  Bogue  1848-56 

Picturesque  Annual,  roy.  8vo,  per  vol.,  21s  ;  proofs,  52s  6d Zon^mait...  1832-45 

Portfolio  of  Engravings,  imp.  4to,  55s  Longman  1845 

Portraits  of  Children  of  Nobility,4to,  lst&2d  ser.,  ea.81s6c{;  lar.p.,63s  Longman    .1838-40 

drdser.,21s;  large  paper,  42s Longman  1841 

Shakespeare  Gallery,  roy.  8to,  34s;  4to,  42s Bogue    1837 

•  Waverley  Gallery,  roy.  Svo,  81s  6d  ;  cold.,  60s Bogue    1840 -i 


(Ckris.)  Manual  of  Minor  Surgery  and  Bandaging,  12mo,  5s Churchill  1861 

-  (/>./.)  Future  Human  Kingdom  of  Christ,  T.  1,  8vo,  10s  ;  T.  2,  6s ParkerdsSon  1852-3 

-  {D.J.}  Defence  of  My  Professional  Character,  post  8vo,  8s  6d Tallant 1862 

Exodus  Papyri,  by  Miss  F.  Corbaux,  8vo,  5s  Parker  d: Son... iS$$ 

■  Sermons  on  Important  Subjects,  12mo,  3s  6d TaUant i860 


(/>.  FT.)  Lesuns  on  Phonetic  Short  Hand,  12mo,  Is Boultton    1853 

(iffw.)  Industry  and  Idleness  Contrasted,  4to,  Is  Bogue    185c 

{JUc.}  Deafness,  its  Causes  and  Cure,  12mo,  Is  Qd , Wyand 1857 

(i&isa.)  The  Earl  of  Leicester,  a  Tragedy,  8vo,  4«  6(2 Saunders  A  0,  1843 

H<»tlicate  (C./.)  Last  Sermons,  12mo,  IsQd  Bivingtons 1861 

{Mrs.E.)  Admiral's  Nieces  ;  or,  a  Tale  of  Nova  Scotia,  2  v.  post  8vo,  21s    ...  Neu^y    1858 

{G,n.)  Observations  on  the  Cold  Water  Treatment,  8vo,  Is  6<2 Bivingtons 1843 

{G.  V.)  Seven  Sermons  preached  in  Lent  and  Easter  Day,  1862,  p.  8vo,  2s6<i  J. H,d- J.Parker i$6% 

(FT.A)  Notes  on  the  Thirty-nine  Articles,  8vo,  ds   JM.d:J,Parken^o 
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lleaihcote  (W.B.)  Practical  Doctrioe  of  the  Incaniation,  8to,  2«  6<i Riviitffton  1846 

Ucathen  Mythology,  Illustrated,  8to,  6«   WiUou^hby    ...184* 

HesXher  {J.F.)  Descriptive  Geometry,  12mo,  2s  WeaU 1851 

On  Mathematical  InBtruments,  12mo,  Is WeiiU 1849 

'  Treatise  on  Statics,  roy.  8vo,  6«  Weale 184^ 

Heathfield  (R.)  Contributions  to  the  Postulates  and  Data,  Sto,  5$ Longman  1853 

Ileathman  (fV.(r.)  Jews  and  their  Institutions,  12mo,  2$    HamiUon  1847 

Travels  in  Switzeriand  in  1864-55,  8vo,  12«  6<i Hope 1855 

Heaton  {C.  W.)  Threshold  of  Chemistry:  an  Experimental  Introduction,  am.  p.  8vo,  4<  Chapman  de  J^.  1861 

{(rto.)  Clergyman  in  the  Giwl ;  an  Essay  on  Prison  Discipline,  12mo,  5« JlouUton    1847 

(H'm.)  Flowers  of  Calder  Dale,  Poems,  12mo,  2s  M Longman  1848 

Poems  and  Hymns,  12mo,  1«  6<rf  Kent    1856 

The  Old  Soldier,  and  other  Poems,  with  Life,  12mo,  8* Simpkin 1858 

Heaven  Our  Home,  We  have  no  Saviour  but  Jesus,  &c.,  new  edit.,  fcap.  8vo,  8»  6d...  Simpkin i86i 

Heavenly  Aspirations,  by  the  Author  of  the  Faithful  Witness,  32mo,  la HamiUon  1859 

Doctrine;  or,  the  Gospel  of  Christ  in  ltd  Purity,  12mo,  4«   CausUm 1859 

Heavens  and  the  Earth;  or.  Universe  Displayed,  12mo,  1«  6<i  J.  P.  Shaw    ...1859 

Illustrated,  Descriptions  and  Plates,  4to,  7s  6(/,  Groombridge^  1843  ;  6s  6d  CoUIm  1856 

Heavenward  Tlioughts  for  Christian  Households,  by  D.  0.  H.,  16mo,  3«,'59  ;  2  e.,  2a  6<2  Werthtim x86* 

Heavyseges  (C%a. )  Revolt  of  Tartarus,  a  Poem,  12mo,  2a  6c? HanUUon  1852 

Heber  {/^p.)  Hymns  for  Weekly  Church  Service,  8vo,  7a  6d,  '17  ;  new  ed.,  18mo,  2a  Murray 184a 

Journey  through  India, n.e., 3  v.8vo, 36a, '28;  2v.p.8vo,12a,*44;  n.e.,2v.7a  Murray 1861 

Palestine,  and  other  Poems,  new  edit.,  24mo,  la    Clarke    1S4; 

Parish  Sermons  at  Hodnet,  2  v.  post  8vo,  16a Murray 183S 

Poems  and  Translations,  12mo,  7a  6d,  1842  ;new  edit.,  fcap.  8vo,  6a...  Murray 1861 

Hebert  {Chas,)  Clerical  Subscription,  an  Enquiry,  post  8vo,  7a  6d MacmUlan 1862 

Neology  not  True,  and  Truth  not  New,  8rd  edit.,  cr.  8vo,  2a  6ci  NiabH 1861 

{Em.)  Introduction  to  French  Conversation,  new  edit.,  12mo,  2a  6d  Relfe 1855 

{Lake)  Engineer's  and  Mechanic's  Encyclopeedia,  2  v.  8vo,  30a KeUy ...184^ 

-  Treatise  on  Railroads  and  Locomotive  Engines,  8vo,  4a  6d Kelly  n.d. 


Ilftberstim  {Baron)  Russia,  Notes  upon,  1517  and  1526,  2  v.  edited  by  Major.  8vo...  Hakluyi Society \%$i 

Hebrew  and  English  Lexicon,  no  Points  ;  Grammar  with  Points,  8vo,  ^s Duncan 184s 

with  Points,  post  8vo,  6a  Bagtter 1844 

Children:  Poetical  Illustrations  of  Biblical  Character,  12mo,  3a  64^ Hamilton   1858 

Daughter,  Fragment  of  Jewish  Tradition,  a  Poem  in  Five  Cantos,  8vo,  2a  6d  Simpkin 1854 

for  Adults  and  Self-Instructors,  12mo,  3a  6rf Nidiolas     1850 

Lyrics,  by  an  Octogenarian,  post  8vo,  10s  6d Saunders^  O..1859 

Primer,  12mo,  la  , Solomon 1850 

— —  Reading  Lessons,  with  Interlineary  Translation,  12mo,  Zs  6d  Bagtter 1845 

Student*8  Manual,  post  8vo,  I5s  6d Bagster  ...^, 184]$ 


and  the  Turk  ;  or,  the  Rule  of  the  Crescent,  post  8vo,  10»  6d Hope 1853 

Hebrews,  Epistle  to  the,  compared  with  the  Old  Testament,  8rd  edit,  12mo,  3a6ci...  Niibet 1859 

Heck  {J.O.)  Iconographic  Encyclojwdia  of  Science  and  Art,  6  v.  4to,  9/  9a Neic  York 1855 

Hecker  {J. P.)  Epidemics  of  the  Middle  Ages,  transl.  by  Babington,  3rd  ed.,  8vo,  9a  Trubner 1859 

(/.5r.)  Questions  of  the  Soul,  12mo,  4a  6d Bums    1857 

Heckethom  {C.W.)  Exercises  in  French  Orthography,  18mo,  2a Relfe 1850 

Hedderwick  {/oa.)  English  Orator,  I2mo,  3a    Simpkin 1838 

Lays  of  Middle  Age,  and  other  Poems,  12mo,  5s Maemillan 1858 

Hedgcock  {Thos.)  System  of  Astronomy  and  Navigation,  8vo,  8a    Simpkin 1839 

Hedge  {F.H*)  Prose  Writers  of  Germany,  roy.  8vo,  24a,  1848  ;  3rd  edit.,  16a New  York 1855 

Hedley  (/wo.)  On  Working  and  Ventilation  of  Coal  Mines,  roy.  8vo,  12a  6(2    Weide 1851 

(/.if.)  English  and  German  Dialogist,  2nn  edit.,  sq.  18mo,  3a  6d BrainisP 1843 

(O.D.)  Who  Invented  the  Locomotive  Engine]  8vo,  4a  6rf Ward  A  Lock  ,1%^^ 

Heeren  {A.JI.)  Historical  Works,  translated,  new  edit.,  6  v.  8vo,  45a H.  Bohn  ...1846-50 

Ancient  Greece  and  Historical  Treatises,  8vo,  15a,  1847;  9a  H.Bohn i860 

Historical  Researches,  Africa,  2  v.  8vo,  30a,  '38;  8vo,  16a,  '50  ;  9a  .  H.Bohn i860 

. Asia,  2  v.,  45a,  1846  ;  2  v.  8vo,  18a    H.Bohn 1860 

Manual  of  Ancient  Geography,  12mo,  2a    H.Bohn 1852 

History,  8vo,  15a,  W.  Smith,  1841;  12a   H.Bohn i860 


Political  System  of  Europe  and  its  Colonies,  8vo,  24a,  1846;  14a   ...  H.Bckhn i86d 

Ileerklotz  {A.)  Rcddita  Reddenda,  Extracts  to  be  translated  into  German,  12mo,  3a...  Ti-ilbner 1856 

Hefele  (C.J.)  Life  of  Cardinal  Ximeny,  translated  by  C.  Dalton,  8vo,  12a   Dolman i860 

Hegel's  Lectures  on  the  Philosophy  of  History,  translated  by  Sibree,  post  8vo,  5a   ...  H.Bohn 1857 

Subjective  Logic,  translated  by  Sloman  and  Wallon,  12mo,  2a  /.  Chapman  ...1855 

Heidelberg  and  other  Places,  12mo,  3a  6rf Longman  1857 

the  Way  Thither,  by  Nil,  12mo,  5a Dyer  1845 

Heideloff  {Cha. )  Architectural  Ornaments  of  the  Middle  Ages,  4to,  84a    Williams  ifc  N. .  1 847 

Heighway  {O.W.)  Adeline  ;  or,  Mysteries,  Ac,  of  Jewish  Life,  2  v.  12mo,  10a  6d...  Partridge  1854 

Leila  Ada,  the  Jewish  Convert,  a  Memoir,  2nd  edit.,  12mo,  3a  6d  Partridge 1852 

Extracts  from  Diary,  12mo,  3a  6d  ;  comp.  in  1  v.  6a...  PaHridge 1854 

Morning  Land  :  a  Family  and  Jewish  History,  12mo,  &s Wa^heim  1854 

Heilner  (^.3f.)  German  Grammar,  post  8vo,  7a  William»d:  N..i%^i 

Heimann  (i4 . )  Declen.sion  of  German  Substantives,  12mo,  la NuU  i860 

First  German  Reading  Book,  new  edit.,  12mo,  3a  Orf Nutt  l8^6 

}  in  the  German  Language,  new  edit.,  12mo,  5a  6rf Nutt  1861 
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neimaim  (J.^'Materiala  for  Tr.  English  into  Gennan,  12ino,  6«  6d,  i85i;Key,3«  6d  Nidt  1857 

llune  (iT.)  Book  of  Songf^  a  Translation  by  J.  E.  Wallis,  post  8vo,  9« Chapntan  <t  ir.1856 

Ficturwof  IVavel  from  the  German,  8vo,  7«  6d  Philadelphia... iZs^ 

Foemfi,  Translated  with  Life  by  E.  A.  Bowring,  p.8vo,12a,'59  ;  n.e.,3«  6rf  II.Bohn 1861 

Selections  from  his  Poetry,  post  8vo,  1« J.Chapman  ...1854 

{W.)  Graphic  Scenes  in  the  Japan  Expedition,  in  colours,  fol.,  42« Neio  York 1857 

Heinfetter  (ZTisr.):—    Cradock  ...1848-57 

In^Mf :  its  Usage  and  Sense  in  Holy  Scripture,  12mo,  Is  Qd,  Iwv^ivpift  12mo, 
U  6d.  Objections  to  Bishop  Middleton's  Doctrine  of  the  Greek  Article,  12mo, 
If  6c2.  On  the  Authority  of  Scripture  in  addressing  Prayer  to  Jesus  Christ, 
12mo,  1«  6d.  IlnvftM — its  Usage  and  Sense  in  Holy  Scripture,  12mo,  2», 
Punctuation  of  Ancient  Greek,  It  6d.  Revealed  History  of  Man,  12mo,  2s. 
Bnlea  for  Ancient  Greek  MSS.,  12mo,  new  edit.,  1«.  Translation  of  Aet-s, 
12mo,  is;  Corinthians,  12mo,  3<;  Galatians,  Ephesians,  &c.,  12mo,  2^;  John 
and  Jude,  12mo,  Is;  Romans,  12mo,  is;  Thessalonians,  12mo,  3<  6d ;  New 
Testament,  Eight  Last  Books,  12mo,  is  ;  the  Catholic  Epistles,  I2mo,  3«  6d ; 
KatUiew,  is  ;  Mark,  3«  ;  Luke,  is  ;  John,  is, 

H»nroth  {J.  C. )  Treatise  on  Education  and  Self -Formation,  post  8yo,  7«  6iZ Sch  loss   1838 

Heir-*t-Law,  and  other  Tales,  by  Waters,  fcap.  8vo,  2s Lea 1861 

of  Ardennan,  a  Story  of 'Domestic  Life  in  Scotland,  3  v.  post  8vo,  81«  6rf  Colbum 1852 

Redeiiffe,  by  Author  of  Henrietta's  Wish,  2  v.  12mo,  I2s,'s9  \  5th  edit.,  6s  Parker ti: Son... iSsA- 

Sberbome;  or,  the  Attainder,  3  v.  post  8vo,  31«  6</ Bentley  1852 

H-ires«,  aTale,  by  E.  H.,  12mo,  2«  6d Bums 1839 

and  her  Suitors,  post  8vo,  10«  6c? SaundersdkO,  1838 

in  her  Minority,  by  Author  of  Bertha's  Journal,  2  v.  1 2mo,  1 8« Murray 1 849 

of  Somerton,  a  Novel,  3  v.  post  8vo,  31a  6d  Bentley 1854 

Vernon  Hall,  an  Autobiography,  post  8vo,  10»  6d Jos.  Blackwood  1858 

RAn  of  the  Farmstead  ;  or.  Worsted  Districts  of  Yorkshire,  post  8vo,  5s    Ileaton  .«. 1858 

Heirch  (P.y.)  Memoirs  of  Lavater,  18mo,  58  Bafjster 1842 

H=itoB  {j,)  Castes  of  Edinbui^jh,  3rd  edit.,  fcap.,  6« Simpkin i860 

Helbronner's  Manual  of  Paper  Flower-Making,  3  series,  ea.  1«   Helbronner    ...1861 

Hfcie  {R)  Select  Offices  of  Private  Devotion,  new  ed.,12mo,4«,i2mw(7/o7i;  12mo,2«  6d  Soc.  P.  C.  K,  .1862 

Ilefeaa  Bertram,  aTale,  by  Author  of  The  Four  Sisters,  12mo,  2s  6d  Routlcdge  1858 

llUen's  Adventures;  or.  Christian  Experience  in  Real  Life,  18mo,  Is Bel.  Tract  Soe.  1852 

FMilt,  aTale,  18mo,  1«  Boutledge  1854 

Hefea  and  Olga,  a  Russian  Tale  by  Author  of  Mary  Powell,  post  8vo,  7s  6rf A. Hall 1857 

Chaiteria,  a  Novel,  8  V.  post  8vo,  81«  6d   Bcfidey  1848 

Dondas  ;  or,  the  Pastor's  Wife,  by  Zaida,8m.  cr.8vo,2a6d,'6i;2e.,p.8vo,2»6d  Nisbet 1862 

Leslie;  or,  Truth  and  Error,  by  Adeline,  18mo,  Is  Qd Mason    1848 

Lester,  a  Novel,  by  Author  of  Gareston  Hall,  post  8vo,  10s  6d  Saunders  «fc  0.  1859 

lindaay;  or  the  Trial  of  Faith,  a  Novel,  2  v.  post  8vo,  21a Hurst  d:  B,    ...1859 

Montrose;  or,  the  Infant  Prisoner  of  War,  by  Anna  Maria,  2a  Nelson   1854 

Morton's  Trial,  by  Cousin  Alice,  square,  4a,  Addey^  1853  ;  18mo,  la    Morgan i86a 

of  Coqneidale,  a  Tale,  12mo,  3a  6rf   Hamilton  1836 

Ixa^mck;  or,  the  Maid  of  Tyrol,  a  Poem,  12mo,  6a Hamilton  1852 

or  the  Infant  Prisoner  of  War,  by  Anna  Marien,  12mo,  2a  6d    Parindge 1849 

H-llf&land  ;  or,  Reminiscences  of  Childhood,  a  Narrative,  16mo,  2a  6(2    Parker  Js Son... i%^o 

Esljfflide  ;  or.  Adventures  in  the  Sun,  post  8vo,  10a  6d Chapman  ti;  H.  1854 

Etdlas  ;  or.  Home  Histoiy  of  Greeks,  translated  from  the  German,  fcap.  is  6d   Parker dc Son... iS^^ 

Ht-Da-  (J.P.)  Pathological  Chemistry  of  Urine,  transL  by  Moore,  12rao,  2a  6d Longman  1855 

Eiha^  {Eiiz.)  Fanner  of  Inglewood  Forest,  32mo,  2a Allman 1855 

H^Jxacne  (T.)  Carols  for  Christmas,  12mo,  la;  Easter-tide,  la NoveUo 1855 

Manual  of  Plain  Song,  12mo,  8a;  The  Psalter  Noted,  fcap.  8vo,  2a  6d  .  Novello  1850 

H^iETitlk  (IT./.)  Suj^gery  and  Homoeopathic  Pi-actice,  8vo,  17a   Philadelphia... 1%^^ 

Help  and  Comfort  for  the  Sick  Poor,  by  Author  of  Sickness,  &c.,  new  ed.,  12mo,  la    Biringlon  1859 

H&Iper  (ILH.)  Impending  Crisis  of  the  South  ;  howto  meet  it,  12mo,  7a  6d  New  York 1857 

Helping  Hand  :  a  Guide  to  the  New  Testament,  12mo,  Zs  6d ffogg 1862 

Helps  (Art.)  Claims  of  Labour  ;  Essay  on  Duties  of  Employers,  &c.,  12mo,  6s Parker  <t*  Son    1845 

Companions  of  my  Solitude,  12mo,  Qs^  1850;  new  ed.,  3a  6d Parker  d:  Son    1854 

Conquerora  of  the  New  World  and  their  Bondsmen,  2  v.  post  8vo,  13a  .  Pickering  1852 

: Essays  written  in  the  Intervals  of  Business,  12mo,  65/41 ;  new  ed.,  2a  6d  Parker  «fc  Son    1858 

Friends  in  Council,  new  edit.,  2  v.  12mo,  9s  ;  2nd  ser.,  2  v.  p.  8vo,  14a  Parker  «fc  Son    1857 

Oatlita,  the  Serf,  a  Tragedy,  12mo,  6a Parker  d  Son  .iS^S 

Spanish  Conquest  in  America, V.l&2,8vo,28a,*S5;V.3,16a,'57;V. 4,16a  Parker  d*  Son  1861 

H^pefor  the  Palpit ;  or.  Sketches  and  Skeletons  of  Sermons,  3  v.  12mo,  ea.  3a Tegg  .'. 1862 

' to  Young  Cleigymen,  in  Reading  and  Preaching,  18mo,  2a  6c2  Birington  1839 

Eemaaa  (CAoj.)  Catholic  Italy,  Pt.l,  Rome  and  Papal  States,  2a  6d Molini   i860 

(/WL)  Hymns  for  Childhood,  24mo,  la  6c^   Holdsworth    ...1839 

Memoir  of,  by  her  Sister,  12mo,  5a    Blackwoods    ...1857 

Memorials  of  her  Life,  by  Chorley,  2  v.  post  8vo,  21a Saundersik  0.    1836 

Poems,  Chronologically  Ananged,  roy.  8vo,  21a,'48;  new  edit.  12a  6rf  Blackwoods    ...1861 

Poetical  Works,  with  Life,  7  v.  12roo,  35a,  1839;  ^  ^'  ^^™o»  ^^  ^   Blackwoods  ...1850 


1.  Reeonla  of  Woman,  &c.  4.  Tales  and  Historic  Scenes. 

2.  Forest  Sanctuary,  &c.  5.  Moral  and  Religious  roenis. 

3.  Dramatic  Works.  6.  Songs  of  the  Affections. 
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Hemingburg.  Wnlhre  de  Chronioon  de  Gestia  Regam  AngUcie,ed. Hamilton, 2 t.  8to,21s  Bitt,  Soe.  1S49 

Heminga  (H'm.)  Equity  Statute,  1851,  12mo,  is Bailings. 1851 

Hemingway  (Joa.)  Panorama  of  the  Beauties  of  North  Wale^  4th  cd.  12mo,  6$ Groombridge  ...i^^ 

Hemming  {O.W.)  Elementary  Trcatiae  on  the  Differential  Calculus,  n.  ed.  870,  9$  ...  Bdl  A  Daldy...\%^i 
First  Book  of  Plane  Trigonometry,  12mo,  n.  ed.  la  6d Walton  l^'\ 


(5.)  Designs  for  Villas,  Parsonages,  &c,,  fol.,  42« ThcmpmnACo.\%S^ 

Hempel  {C.J.)  Homoeopathic  Pharmacopeia  and  Posology,  post  8vo,  8« Lealh 1850 

Repertory  to  the  Materia  Med ica,  roy.  8 vo,  b»     Lealk  d:  Rxm... li^i 

and  Beakley  (/.)  Manual  of  Homoeopathy,  8vo,  10« New  York 1858 

Hemphill  {Barb.)  Freida,  the  Jongleur,  a  Novel,  3  y.  post  8vo,  31«  6d    Chapman  dt  H.  1^7 

Lionel  Deerhurst,  a  Novel,  3  v.  p.  8vo,  81«  6d Bentley 1846 

(-RiV.)Qod  in  his  Works  ;  or.  Redemption  in  Creation,  12mo,  3« Simpkin 1858 

with  Portrait  and  Vignette,  12mo,  5<    Simpkm 1858 


{W.B.)  Clonmel  and  surrounding  Country,  4to,  51  58    Bennett 1861 

Hempstead  {S.B.)  Reports  of  Superior  Courts  of  Arkansas,  1836-66,  8vo,  31«6rf  ...  Botton,  U.S.  ...1858 

Hempton  {Jno.)  Siege  and  History  of  Londonderry,  12mo,  4«  6d Simpkin 1861 

Hemyng  (B.)  Curate  of  Inveresk,  a  Clerical  Biography,  post  8vo,  5$    Ja*. Biaehcood  i860 

Dark  Cloud  with  the  Silver  Lining,  or.  8vo,  10«  M Jas.  Blackwood  1861 

Henck  (J.B.)  Railway  Engineers'  Field  Book,  12mo,  10«  6d New  York  1854 

Henckel  (C.)  and  Bom.     Nautical  Dictionary  and  Dialogues,  obi.  8vo,  14« Baify 1836 

Henderson  {A.)  Church  Melodies  for  Four  Voices,  sq.  16mo,  Is  6d  BoulHon    1858 

Life  and  Times  of,  by  Alton,  8vo,  lOs   Smith  d:  Elder  184S 

Practical  Grazier,  8vo,  12»  6d OroomMdge  ...i^Sl 

Treatment  of  Disease  by  Means  of  Water,  p.  8vo,  7s  6rf— red.  to  2«  6d  Renskaw 1859 

•  Universal  Trade  Reckoner,  18mo,  2«  6rf    Griffin n.d. 


(A.O.)  Theory  and  Practice  of  Book-keeping,  8vo,  4«  6d BamUton  1847 

(Z>ov.)  Tables  for  Calculating  Price  of  Grain,  12mo,  6»    Aylott 1848 

-  {£.)  Architecture  of  the  Solar  System,  12mo,  6»— red.  to  is Coles  183S 

Abtronomy,  Treatise  on,  2nd  ed.,  12mo,  6a  6d,  1843  ;  3rd  ed.,  4a Coles  1847 

'  Essay  on  Reverence  for  the  Sanctuary,  post  8vo,  2a   Seeley 185S 

God's  Presence  with  his  People,  fcap.  8vo,  8a  6rf /.  R  Shaw  ...i860 

Good  Steward  :  Manual  for  Sunday  School  Teachers,  12mo,  2a Sun.  Sch.  Vn.  i860 

Law  of  the  House,  post  8vo,  2a    Seeley 1858 

Lectures  on  Divine  Inspiration,  Svo,  12a,  1856;  12mo,  6a    Jackson  dsW...i% ^2. 

Memoir  of,  by  T.  S.  Henderson,  cr.  Svo,  2a,  1859  ;  n.  ed.  4a  6rf Knight  de  Son... i%tQ 

Observations  on  the  Vaudois,  post  Svo,  6a,  1844;  4a    Snow  1858 

Transition  and  Commentary  of  Book  of  Ezekiel,  Svo,  10a Bamilton  1855 

— of  Isaiah,  Svo,  new  edit.,  16a  Bamilton  1857 

Jeremiah  and  Lamentations,  Svo,  14a Bamilton  1851 

Minor  Prophets,  Svo,  16a Bamilton  1858 


{Jas.)  Sermons,  Memoir  by  Dr.  Cairns,  12mo,  6a ffamiUon  1859 

Tables  for  Calculating  Railway  Cuttings,  &c. ,  Svo,  2a   Simpkin 1851 


—  {Jno.)  Excursions  and  Adventures  in  N.  S.  Wales,  2  v.  post  Svo,  21a    Saunders  d:  0.  1855 

■  (Afra.  5.)  Balaam,  12mo,  2s  6d    Ward 183S 

Cottage  Preacher,  ISmo,  2a  6d Ward 1837 

Elijah,  12mo,  3a    Ward 1837 

Lessons  on  the  Acts  of  the  Apostles,  ISmo,  n.  ed.,  2a6<2 B.L.Green 1849 

Melchiaedek,  12mo,  3a  Ward 1839 

Memoir  of,  by  her  Husband,  12mo,  2a    Snow 1855 

'Modem  Fanaticism  Unveiled,  ISmo,  2a Ward 1839 

Philosophy  of  Human  Life,  fcap.  Svo,  la  6d Bamilton   1845 


•  {Rcht.)  Notes  on  Law  of  Joint -Stock  Companies,  Scotland,  Svo,  9a   Benning 1846 

-  \R.  W.)  The  Mosque  rising  in  Pkoe  of  the  Temple,  a  Prize  Poem,  12mo,  la...   Whittaker 1855 

-  {T.S.)  Daily  Bible  Teachings,  ISmo,  2a  6rf Knighid:  Son...i%^:i 

Go.rs  Presence  with  his  People,  12mo,  3a  6rf J.  F,  Shaw   ...i860 


-  (^rm.)  Homoeopathic  Practice  of  Medicine,  Svo,  6a   Leatk 1845 

Homoeopathy  f ai rly  Represented,  new  edit. ,  Svo,  3a  6rf    Sanderson 1859 

Rules  for  improving  the  Health,  12mo,  3a Simpkin 1856 


— {W.dfothers)  Defence  of  Bithop  Forbes  on  Doctrine  of  Eucharist,  Svo,  6s Masters i860 

Henderson  and  Smith,  Astronomical  Observations,  Edinbui^gh,  Svo,  V.  1  to  ll,ea.l2a  Longman     1838-54  ; 

Henderson's  Commercial  Ready  Reckoner  and  Trade  Tables,  ISmo,  la Griffin    1861 

Hendersonian  Testimony,  Five  Essays,  ed.  by  Rev.  A.  Thomson,  12mo,  2a  Fuliarlon  1849 

Hendrie  {Robt.)  Letters  on  Pictorial  Colour  and  Effect,  12mo,  6a   Simpkin 18411 


Hendriks  {R. E.)  Astrologer's  Daughter,  a  Novel,  3  v.  post  Svo,  31a  6d Newby    1 84$  | 

■  Charlotte  Corday,  an  Historical  Tale,  post  Svo,  6a Groombridge  ...i%\i 

■  Chit-Chat,  a  Poem,  post  Svo,  7a6rf Kent  1849 


UAit-Ubat,  a  roem,  post  9V0,  yatJa Kent  1849 

Idler  Reformed,  a  Tale,  3  v.  post  Svo,  81a  6d Groombridge  ...\%^^\ 

Jenny  Lind,  a  Tale,  2  v.  post  Svo,  21a Chwion 1848I 

King  John  and  the  Brigand's  Bride,  3  v.  post  Svo,  31a  M    Parry    1851, 

Political  Fame,  an  Essay,  12mo,  5s Pickering  18471 

— — — Wild  Rose,  and  other  Poems,  post  Svo,  7a  6rf Pickering  1847 

Young  Authoress,  a  Tale,  3  v.  post  Svo,  21a  Darling 1847^ 

Hendry  (^.-4.)  Cressingham  Rectory  :  Family  Conversations,  12mo,  3a    Batchard  1835 

History  of  Greece  and  Rome  for  Children,  ISmo,  new  edit.,  ea.  2»...  A.  Ball 1851 

(/no.)  Manual  of  Conveyancing,  post  Svo,  8a  6rf Simpkin 1859 
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Heaegan  {R.D.)  Campaigning  in  the  Peninaula,  1808-15,  2  v.  post  8vo,  21«    Colhurn i8<^6 

Ht.'nejssej  (E.J. )  Atanual  for  Candidates  as  Mates  and  Masters,  Svo,  4« Simpkin 1859 

HeQfr?j(irt.)  Botany,  Elementary  Course  of,  post  Svo,  12«  6d VanVoorst 1857 

'■ Structural  and  Physiological  Outlines  of,  12mo,  10a  Cd  VanVoorst 1847 

Rudiments  of  Botany,  18mo,  8*  6rf,  1849  ;  new  edit VanVoorst 1858 


Vegetation  of  Europe,  its  Conditions  and  Causes,  1 2mo,  5a   Van  Voorst 1851 

Hengstenberg  {E.W.)  Christology  of  the  Old  Testament,  4  v.  Syo,  ea.  10«  6d  i/a»«7<o»...i854-59 

abridged  by  Dr.  Arnold,  8vo,  18« Jlhington  18+7 

Commentary  on  Book  of  Ecclesiastes,  by  Simon,  9*  Uamilton  i860 

' Psalms,  3v.  Svo,  38«  i/ami^on...  1845-48 

Revelation,  2  v.  Svo,  21« Hamilton  1852 


Dissertation  on  Daniel,  Zechariah,  &c.,  Svo,  12« Jfamiltrm  1841 

-  the  Pentateuch,  2  v.  Svo,  21« Hamilton  1841 


Egypt  and  the  Books  of  Moses,  Svo,  7«  6rf Hamilton  1845 

On  the  Lord's  Day,  translated  by  Martin,  Svo,  2s  6rf Freeman    1853 

H-aing  ({7.  P. )  History  of  the  A f rican  Mission,  Epiaoopal  Church,  1 2 mo,  5s    New  York 1 8  5 1 

11-nle  (/.)  Treatise  on  General  Pathology,  tr.  by  Preston,  roy.  Svo,  10«  Philadelphia... iSs^ 

Henley  (A>6<.)  Lectures  :  The  Great  High  Priest,  poet  Svo,  la  6d Hamilton  1858 

Prayer  of  Prayers,  fcap.  Svo,  ia  6rf Rivinffton  1861 

(T^C.)  Handful  of  Paper  Shavings,  32mo,  2#  6rf,  1861  ;  la    Simpkin 1861 

ninn  (.St^«)  Religion  in  Earnest  :  Aid  to  Christian  Character,  12mo,  2a Whitfield    1851 

Hcanah(r.^.)  Collodion  Process,  post  Svo,  la O. Knight  1856 

HenneIl(C'Aaa.)  Forms  of  Declarations,  &c.,  Svo,  12a     ^ Saunders  d:  0.   1837 

{CO.)  Inquiry  concerning  the  Origin  of  Christianity,  Svo,  12a Green 1839 

(Harp)  Outlines  of  various  Social  Systems,  fcap.  Svo,  5a Lojufman   1844 

—  (&ro  a.)  Early  Christian  Anticipations  of  the  End  of  World,  cr.  Svo,  2a  6d...  Manwari%ig    ...i860 

Exposition  on  Christianity  and  Infidelity,  Svo,  3a  6d   A.Hall  1857 

• Sceptical  Tendency  of  Butler's  Analogy,  1 2mo,  la /.  Chapman  ...  1 839 

Thoughts  in  Aid  of  Faith,  post  Svo,  10a  6rf Manwaring    ...i860 

n>rSBeo  (Lueg)  Sentiments  and  Experience,  and  other  Remains,  12 mo,  Ss  Qd Baisler  1846 

lltBttessy  (//.)  Study  of  Science  in  its  Rektions  to  Individuals  and  Society,  Svo,  la     Simpkin 1858 

llaiiingscn  (C.F.)  Campaign  in  Navarre  and  Basque  Provinces,  2  v.  Svo,  ISa Murray 1836 

Past  and  Future  of  Hungary,  post  Svo,  Is  6d     Newhj    1852 

RtDpecked  Husband,  a  Novel,  8  v.  post  Svo,  31a  6d,  Newbij,  1848  ;  12mo,  la Routledge  1853 

H  Briei  Qninti  Angliue  Begia  Gesta,  1414-22,  edit,  by  Williams,  Svo,  10a  6rf  Hist.  Soc 1850 

fl?arietta  Maria  {Queen)  Letters  and  Correspondence,  by  Mrs.  Green,  post  Svo,  10a  6rf  BerUl^  1856 

Htsrietla's  History,  ISmo,  la Hamilton  1856 

-; Wish;  or,  Domineering,  a  Tale,  12mo,  6a Masters 1850 

fie[iriqii€8(/>r..4.)  Homoeopathic  Dictionary,  and  Home  Guide,  Svo,  4a  6d Headland 1851 

fi-tnr  {Alex.)  Glossary  of  Scientific  Terms  for  General  Use,  sm.  post  Svo,  8a  6rf Walion  i860 

- — -  (C.^Sr.)  Epitome  of  the  History  of  Philosophy,  12mo,  6a lA)ngman  1849 

{U.M.)  Communion  vith  God,  by  Rev.  J.  Hamilton,  12mo,  la  6rf Nelson 1847 

- — {Jardine)  Government  Annuity  Tables,  4  Pts.,  ea.  12a  6rf.;  2  v.  Svo,  60a   Groomhridge  1856-9 

' (/so.)  Foundling  of  Cordova,  3  v.  roy.  12mo,  81a  6rf    Hurst  d:  B.    ...1842 

Half -Year's  Poem,  Svo,  2a  6rf Williams  d:  N.  1855 

■ -My  Book,  Svo,  7a   Williams  d;N.  1855 

Notes  of  a  Voyage,  First  Six  Books  of  Eneid,  Svo,  7a Williams  <fc  A^.  1855 

— ■ VirgiFs  iEneid,  Books  1  and  2,  in  English  Verse,  post  Svo,  4a  6rf Walton 1845 

(if.)  Commentary  on  the  Book  of  Psalms,  12roo,  5s   Partridge 1851 

Communicant's  Companion,  Essay  by  Dr.  Brown,  12mo,  2a  Whittakei' 1845 

" Daily  Communion  with  God,  ISmo,  la,  Bel.  Tract  SoCf  1849;  1*  ^^  •   H^i4//an    1854 

Exposition  of  the  Bible,  8  v.  4to,  63a Partridge  ...1848-9. 

"— by  Bickersteth,  6  v.  4to,  73a  6rf    H.Bohn 1849 

" Davis,  6  V.  Svo,  72a,  Washboume,  '44;  n.  e.,  6  v.  Svo,  42a  Simpkin i860 

"- — • Scott,  6  V.  imp.  Svo,  54a Bel.  Tract  Soc,  1846 

Williams,  3  v.  imp.  Svo,  60a   Grijffin    i86o 

' — abridged  by  Blomfield,  2  v.  4to,  66a Virtue    n,  d. 

Book  of  Proverbs,  roy.  Svo,  4a — ^red.  io  2s  Qd    Snow ^ 1840 

■^ Shorter  Catechism,  12mo,  la  6<i   Hamilton  1850 

Life  and  Times,  by  C.  Chapman,  12mo,  2a  6rf,  1859— red.  to  la  Cd...  A.  Hall i86i 

' Miscellaneous  Works,  with  Memoir,  2  v.  roy.  Svo,  258  Fullarton  1835 

'      ^ Reflections,  selected  from  his  Works,  1  Smo,  2a Nisbet 1836 

{Phil.)  Exposition  of  the  Book  of  Genesis,  Chapters  i.  to  xi.,  ISmo,  4a  Wertheim  1838 

* ■■ Life  and  Times,  12mo,  Is  Sd Nelson    1848 

"      — Remains,  from  Unpublished  MSS.  by  Williams,  1  Smo,  la  6d Bel.  Tract  Soc,   1 849 

r (W'aZ.)  Events  of  a  Military  Life,  2  v.  post  Svo,  ISa  Pickering  1843 

Hcaiy  Domyiiie  ;  or,  the  Younger  Son,  by  Himself,  2  v.  post  Svo,  21a Chap  rian  d:  H.  1847 

-  of  Eiehenfels  and  Christmas  Eve,  new  edit.,  square,  2a  6c?,  1848  ;  Is  6d  Hamilton  1853 

^-Huntingdon,  History  of  England,  with  Acts  of  Stephen,  post  Svo,  6a H.Bohn 1853 

Ofterdingen,  a  Romance,  from  the  German  of  Novalis,  cr.  Svo,  7a Wiley 1853 

^- or,  the  Juvenile  Traveller  in  America,  12mo,  3a    Simpkin 1836 

IV.  and  Marie  de  Medici,  by  Martha  W.  Freer,  2  v.  post  Svo,  21a Hurst  d:  B 1861 

History,  by  J.  S.  C.  Abbot,  12mo,  2a6rf;  ISmo,  la  6rf    Knight  &  Son,   1857 

V.  Gesta,  tc,  1414-22,  Svo,  10a  6rf Pethcram  1850 

Mcmoiraof  his  Life,  &c.,  by  J.  E.  Tyler,  2  v.  Svo,  21a BentUy  1838 
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Henry  V.  Memorials  of,  edited  by  Charies  A.  Cole,  roy.  8vo,  10«    Longman 185S 

VI.  Pts.  2  and  3,  First  Sketches  of,  8vo    Skak«p.  Soc.  ...n.  d. 

VII.  Memorials  of,  edited  by  Gairdner,  roy.  8ro,  10«  Lwigman  1859 

VIII.  His  Scheme  of  Bishoprics,  &c.,  Svo,  108 C.Knight 1838 

Life  of,  and  History  of  Schism  of  England,  by  Andin,  Svo,  8«  6</ Dolman 1852 

by  P.  F.  Tytler,  new  edit.,  12mo,  3« Ntlwn    1S61 

. Memoirs  of,  by  H.  W.  Herbert,  cr.  Svo,  7«  6d Ntw  York 1856 

Henryson's  Moral  Fables,  4to MaiUandCl...n.  d. 

Henryson  (/?.)  Robeyne  and  Makyne,  and  Testament  of  Cresseid,  4to  BannatyneOlubrLd. 

Henshall  (/wo.)  Treatise  on  Cultivation  of  Orchidaceous  Plants,  8vo,  li«' Groombrid^  . 

{Josh.)  Topography  of  Twenty-five  Miles  round  London,  roy.  8vo,  8«  6<i Lacey.. 


Henshaw  (Bp.)  Meditations,  edited  by  Tumball,  18mo,  8«,  1839;  new  edit.,  2s RivingUm  

Henshaw's  Tunes  to  Home's  Parochial  Psalmody,  obi.,  8«  6<i Longman  

Henslow  (J.S.)  Dictionary  of  Botanical  Terms,  new  edit.,  fcap.  8vo,  4«    Groombridge.. 

Letters  to  the  Farmers  of  Suffolk,  8vo,  2« Simpkin 

Memoir  of,  by  Leonard  Jeuyns,  post  8vo,  7«  6rf Van  Voorst  .. 

Practical  Application  of  the  Five  Books  of  Moses,  12mo,  3«    Weriheim  

.  Present  Condition  of  the  Labouring  Population  of  Suffolk,  8vo,  Is  ...  Park^ASon.. 

^—^^ Principles  of  Physiological  Botany,  12mo,  6s Longman  

and  Skepper  (iTdiH, )  Flora  of  Suffolk,  roy.  12mo,  5<    Simpkin. 


'{Prof.)  Roman -British  Remains,  8vo,  4s Camb.Ant.Soe. 


Henalowe  {F.H.)  literary  Gleanings,  2  v.  32mo,  each  2$  6d  Simpkin 

{Philip)  Diary  and  Account  Book,  e4ited  by  Collier ShaJtspeare  Soc. 

{W.H.)  Sermons  to  the  Royal  Artillery  at  Woolwich,  Svo,  7a HcUchard  

System  of  the  Sounds  of  Speech,  &c.,  roy.  Svo,  10s  6</ RivingUm  

Hensman  {A. P.)  Handbook  of  the  Constitution,  fcap.  Svo,  is Longman  

Henson  (/.)  Life  of,  by  Himself,  2nd  edit..  Preface  by  T.  Binney,  12mo,  \s Gilpin    

Hentz  {C.  L. )  Marcus  Warland  ;  or,  the  Long  Moss  Spring,  1 2mo,  1 «  6rf Nthson   

•  Planter's  Northern  Bride,  2  v.  post  Svo,  16« Low 


Henwood  (0.)  Brief  Memoir  of  John  Coad,  18mo,  1«  6rf Mcuon   

Hepburn  {Sir  J.)  Memoirs  and  Adventures,  by  Jas.  Grant,  post  Svo,  8a   Ricukvfoods   ... 

Hephsestionis  Enchiridion,  2  v.  Svo,  25a  J.H.d:J,ParktT 

Ileppe  {Dr.H.)  Reformers  of  England  and  Germany,  16th  Century,  12mo,  2a  6rf Hatchard  

Hepple  {Edm.)  Defence  of  Doctrine  of  the  Trinity,  Resurrection,  &c.,  Svo,  la CnrrieACo.  ... 

Heptameron  of  Margaret,  Q.  of  Navarre;  Tales,  transl.  by  Kelly,  post  Svo,  3a  6rf  ...  H.Bohn 

Hepworth  on  Deafness,  Svo,  6a  Hepwor^  

Heraldic  Calend ar  of  Nobility,  &c. ,  in  Heralds'  Office,  Ireland,  Svo,  6a    Orr    

Visitation  of  Wales,  by  Lewys  Dwna,  edited  by  Meyrick WtUhMSS.  Soc, 

Heraldry,  Manual  of ,  6th  edit.,  12mo,  3a A. Hall  

Herapath  (/.)  Mathematical  Physics,  2  v.  Svo,  30a miiUaker 

Heraud  {J.A.)  Descent  into  Hell,  and  other  Poems,  12mo,  5s Fnuer  

Judgment  of  the  Flood,  a  Poem,  post  Svo,  Ss Rogue 

Videna,  a  Tragedy,  Svo,  2a  6d C.MUcheU 

-  Voyages  up  the  Mediterranean  and  Indian  Sens,  post  Svo,  10a  6d Fraser   


Herb  of  the  Field,  by  Author  of  Langley  School,  12mo,  8a  6d  Mosley 

Herbert  {Alg.)  Cyclops  Christianus  :  Antiquity  of  Stonehenge,  &c.,  Svo,  6s Petheram  

{Chi.)  Italy  and  Italian  Literature,  post  Svo,  10«  Sherwood  

{Dan.)  Hymns  and  Poems,  2  v.  ISmo,  each  3a  6rf   Simpkin 

{Lord  E.yOf  Chtrhury)  Life  of ,  med.  Svo,  la  lOd W.Smitk  

{F.)  Guide  to  the  Foreign  and  Colonial  Posts,  Svo,  7a  6d  Qrore 

{F.G.)  Legend  of  Pembroke  Castle,  2  v.  post  Svo,  21a   BenUty 

.  {Geo.)  Works,  Prose  and  Verse,  2  v.  Svo,  21a,  Pickering,\(i ;  n.e.,  2  v. Svo,  21a  BtU  <(r  Daldy 

Beauties  of,  sq.  16mo,  2a  6c2 Hamilton  

Life  of,  by  G.  L.  Duycknick,  ISmo,  8a  6rf New  York 


•  Poems,  illustrated  by  Foster,  Clayton,  &c. ,  sm.  4to,  1 8a    NisbH 

by  Coleridge,  fcap.  Svo,  6a,  Pickering^  1844;  ^ew  edit.,  5a  ...  Bell  A  Daldy.. 

GilfiUan,  Svo,  4a  6d     Niahet 

Willmott,  fcap.,  6a  Rotdledge  

32mo,  SaOd    Bell    

and  Country  Parson,  32mo,  4a  6d Wa*hboume  .. 


•  Remains,  12mo,  6« Pickering 

-  Temple,  ISmo,  2a  6rf,  Bell,  1853;  la  3rf Nelson 


{G.)  Gerald  Fitzgerald,  a  Novel,  3  v.  post  Svo,  31a  6d   Newby 

Willie  Atherton,  a  Tale,  post  Svo,  lOa  6d    Saundersik  0, 

(//.)  Journal  from  Paris  to  Switzerland,  12mo,  8a    Swale. 


(^.jy.if.)  ArchfiBology  of  Berkshire,  12rao,  la Murray.. 

(ff.S.)  Emblematical  Sermons,  12mo,  6a Longman 

(H.W.  —    -     -      -  -      -    .    -. 


{H.  W.)  Cavaliers  of  England,  12mo,  7a  6d,  New  York^'sz;  n.  e.,  la;cl.,  la  6d  C.H.Clarke  ... 

Field  Sports  in  America,  2  v.  post  Svo,  21a Bentley 

Fish  and  Fishing  in  the  United  States,  &c.,  Svo,  16a Bentley 

Supplement  to,  fcap.  4to,  5s  J.  Chapman  ... 


■  Frank  Forrester  and  his  Friends,  3  v.  post  Svo,  31a  6d     Bentley  . 

'  Knights  of  England,  France,  and  Scotland,  12mo,  7s  6d  New  York  . 

•  Marmaduke  Wyvil,a  Romance,3  v.p.Svo,31a6d,Coi6ttm,'43;  12mo,2a  Darton  .... 
Oliver  CromweU,,a  Novel,  8  v.  post  Svo,  81a  6d Colbvm.... 


b35-18621 


HERBEBT HERODOTUS. 


803 


Herbert  (5^. FF.)Pnritaii8  of  England,  12mo,  7i  6d New  York 1853 

Boman  Traitor,  a  Tale  of  the  Republic,  3  v.  poet  8vo,  31«  6d  Colbum 1846 

(/.Jl)  Bride  of  Imael;  or,  Iriah  Love,  &c,  a  Poem,  12mo,  5s Longman  1847 

Ione*8  Dream,  and  other  Poema,  p.Syo,  6«,  i'tdkmii//,'53— red.to  2«  6d  Hamilton  i860 


•PoeticaJ  Recollections  of  Iriah  History,  82mo,  4s  Qd  Orr 


1842 

1849 
1862 
1849 
1853 


(i/n.)  The  Christmas  Book  of  Crochet,  sq.,  Is  Qroombridge . 

—  (Si(/Mf)  First  Baron  Herbert  of  Lea,  12mo,  If Simpkin 

Sanitary  Condition  of  the  Army,  8to,  Is  6d J.ChapnuM  . 

(Sf^in.)  John  at  Home,  a  Novel,  8.  v.  po»t  8vo,  31«  6rf   Newby    

{Wm.)  History  of  the  London  Livery  Companies,  2  v.  Svo,  28s — red.  to  16«...  B.Bohn 1846 

School  Elocation  ;  or,  Yoang  Academical  Orator,  post  8vo,  4s  6d Letts  1853 

—  (//(».  IF.)  Works,  2v.  8vo,  21»— red.  to  10s  6d H,Rohn 1842 

Attila,  King  of  the  Huus,  Svo,  14«— red.  to  7« H.Hohn 1838 

Christian,  a  Poem,  and  Sylvie  Recentiorea,  8vo,  3s H.Bohn 1846 

Treatise  on  Bulbous  Roots,  roy.  Svo,  26«  ;  cold.,  88« Ridgway    1837 

H'^rkrt's  Holidays,  a  Tale  for  Children,  by  Author  of  Dorothy,  1 8mo»  2s Mozley  1 8  60 

H^rbeils,  by  the  Author  of  Elphinstone,  3  v.  post  Svo,  31s  tk< Saundersd:  0.  184a 

HerbertideLosiBga  Epistola,  &c.,  4to  .• Caxton  Soc,  ...n,  d. 

Herd  Boy,  a  Funny  Tale,  from  the  Swedish  of  Uphind,  2nd  edit.,  16mo,  Is RoutUdgt  1856 

U^mui  [W.Q.)  Treatise  on  Curvilinear  Perspective  of  Nature,  Svo,  12s  (>d  WtaU 1853 

Hcna  Idttle  sad  There  a  Little  :  Daily  Texts  from  Scripture,  3rd  edit.,  lSnM>,  Is  ^  Jarrold 18^ 

—  arf  There;  or.  True  Tales  of  Country  Life,  by  Edith  Mary,  fcap.  Svo,  8f  Hd  ...  J.F.Shaw 1861 

Hjreasof  the  First  Three  Centuries,  cr.  Svo,  3s Bell  d:  Daldy...iSs7 

H^-retie,  from  the  Rufi&ian,  by  Shew,  3  v.  post.  Svo,  Sis  6d,  Blackwood— red.  to  10s  H.Bohn 1844 

Kiretiml  Doctrines  of  the  Plymouth  Brethren,  Svo,  2s   B.L.Green  ...185* 

Hcrfofd  (LS.)  Stirring  Times  under  Canvas,  post  Svo,  10s  6d  BentUy 186a 

Hehug  {C.)  Homceopathist ;  or,  Domestic  Physician,  p.  Svo,  Ss,  Headland  ;  3  e.,  Ss  .   Walhr  ...i860 

—  \G.E.)  Ifoantains  and  Lakes  of  Switzerland,  4to,  42s,  Ackermann^  1845  ;  21s...  NaUaU 1847 

Sketches  on  the  Danube,  fol.,  84s;  cold.,  10/ 10s   McLean 1838 

Hmot((^.)  Memoirs  of,  by  W.  Steren,  12mo,  Is  M Smitkd; Elder  1845 

Esnnttii  vCf.)  Political  Antiquities  of  Greece,  Svo,  10s  6d H.Bohn 1836 

■ (/v.)  French  Pronunciation  and  Orthography,  12mo,  2s.  Hamilton  1837 

7 (^.CX)  Italian  Alp- Bee ;  or,  Gold  Mine  of  Husbandry,  Is Neighbour i86o 

^iaT»€8(B'^.)  First  Book  of  Drawing- Leasons  for  Beginners,  obi.,  4s  Myers i85>' 

Cottage  and  Landscape,  obi.,  4s.  Sketching  from  Nature,  obi.,  4s.  Still  Life 
LesBons,  ohl.,  4s.  Studies  of  Aninuda,  obi.,  4s.  Studies  of  FloweiB,  obK,  4s. 
Studies  of  Trees,  obL,  4s.     Study  of  the  Human  Form,  obi.,  2  series,  ea.  4s. 

H^mesiaaax  Frsgmentiim,  cum  Notis,  &c.,  4  Bailey,  Svo,  7s Whittaker  .. 

litmifiim :  a  Romance,  by  I.  E.  S.,  12mo  ;  post  Svo,  6s   Hamilton  .. 

li^noitof  the  Pyrenees,  and  other  Poems,  by  Rednazela,  12mo,  4s  Longman  .. 

a^hage Poems,  12mo,  3s  6d Whittaker.. 

Hrnahs  Idea  that  the  Stars  are  the  Homes  of  the  Heavenly  Hosts,  4to,  2s  6d   Wertheim  .. 

^soAtz  {0.,  of  Cordova)  Memoirs  of,  by  M.  J.  Quintana,  12mo,  Is  6d Clarke    

K*ri:<iMi(H'.JL.)  Exploration  of  Valley  of  Amazon,  Svo,  16s Washington 

^^^A) ;  Philip's  Book,  with  lUust.  by  Godwin,  12mo,  2s  6<2,  Addey,  '54 ;  lSmo,ls  6d  Rootle^  .. 

—  fi  Alexandria,  Pneumatics  of,  translated  by  Woodcroft,  post  4to,  12s  6d   WeUton  

oar  own  !ninea,  from  the  Russian,  12mo,  4«  6d — r.  2s  6d,  Bogue,  '54 ;  Is  ...  Hodgson    .. 

H^dotoB,  Historia,  Greek,  Bekker,  Notes  by  Edwards,  Svo,  12s— red.  to  Ss Jas.Bohn  .. 

• Blakesley,  2  v.  Svo,  82s,  '54;  2  v.  18mo,  7s  (Camb.  Texts)   Whittaker  .. 

Gaisfopd,  2  v.  Svo,  21s  ;  Annotations,  2  v.  Svo,  36s Whiitaker  .. 

— — Leary,  2  v.  12mo,  Ss Weade 

' Negris,  2  v.,  Ss;  12mo,  48;  with  Notes,  12mo,  4s  6<i  ...  Hamilton  ... 

(Oxford  Classics),  2  v.  ISmo,  ^ J.HA:J.Parker\ 

SchweighcBuser,  edidit  Long,  12mo,  6s  6<;{ Ihtlau    , 

Stocker,  2  v.  post  Svo,  18s  Longman  ..., 

Selectee,  Notes  by  Major,  12mo,  4«  6<^ Parker  ASon 

■  Transkted  by  Cary,  poet  Svo,  Ss — red.  to  Bs H.Bohn , 

•  Laurent,  Svo,  12s Whittaker  ... 


new  edit.,  4  v.,  Svo,4Ss  Mwrray . 


—  Analysis  and  Summary,  by  Wheeler,  poet  Svo,  6s H.Bohn 

Summary  and  Tables,  from  Gaisford,  post  Svo,  5s  6d    Washboume  .. 

with  Questions,  by  Paul,  12mo,  6s  BeUADaldy.. 

—  Ballads  from,  by  J.  E.  Bodd,  16mo,  7s Longman   

—  Lib.  I.,  Comment  and  Notes,  by  Blakesley,  Svo,  5s Whittaker  .... 

Notes  by  N^ris,  12mo,  2s— red.  to  Is Hamilton  

■ — " Noon,  12mo,  4s  6<i Longman  

Wheeler,  12mo,  2s  6rf~i«d.  to  Is  3d Hamilton 


II.,  IIL,  Notes  by  Kenrick,  Svo,  12s    Fellowes. 

IX.,  Baehr's  Text,  Notes  by  Balfour,  Svo,  3s   BeUde  Daldy.. 


'  Latin,  Lib.  IL,  Notes  by  ShiUibeer,  12mo,  4s  Whittaker 

-  Book  L,  Literally  Translated,  12mo,  Bs W.Allan 

-  Translated  by  Owgan,  12mo,  Is  6d  Simpkin 


■"■ IL,  Baehr*8  Text,  translated  by  Lewers,  1 2mo,  2s Simpkin. 

Qeogn^y  of,  by  Wheeler,  Svo,  18s,  Longman,  i854^red.  to^   Nattali 
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854  HERODOTUS HERVEY  [Kkolmh  CAiiWGn 

Herodotiu,  Lexieon,  Greek  and  Latiii,  Sehwdghciuer,  8to,  14m WkUtaker 1840 

En^ish,  by  Cuj,  8to,  8«-nd.  to  5«   H.Bohn 1847 

Life  and  Trareta,  by  J.  T.  Wheeler,  2  ▼.  p.  8to,  21j,  1855— red.  U>6$6d  NaiUdi 1861 

of,  by  Dahlmaiiii,  iranaUted  by  G.  Cox,  12id<s  5$ ParktrdtSm...ih^ 


Noteaoo,  by  Tamer,  poet  8to,  5« ;  8to,  12t  H.Bokn 184? 

Heroea  of  Aigard  and  the  Gianta  of  Jotunheim,  a  Story,  12iius  5f    Bogue    1857 

the  Day,  Franklin  and  Garibaldi,  Poema,  12mo,  U6d  Wkittaker i860 

Heroine  of  a  Week:  Conrenationa  on  Sdaeation,  l6mo,  2m  dd Sedeif 1845 

Heroineaof  Charity,  with  Preface  by  Aubrey  De  Yere,  12nio,  2m  M Burtu 1855 

. Onr  Time,  by  the  Author  of  Famous  Boya,  3rd  edit.,  fcap.  8to,  S<  dd ...  DarUm  i860 

Heron  {D.C.)  Constitutional  Hisioiy  of  Dublin  Unirersity,  8to,  7m  6d Orr 1^47 

(/V.C)  Introduction  to  the  History  of  Jurisprudenoe,  8to^  21«  PaHkerJk Son.,. i%f>o 

(i2o6<.)  Notes  of  his  life,  (pinions,  Iec,  3rd  edit.,  8to,  12f   Grwmbridffe  ...i%s^ 

-(iLJf.)Pale8trina,  a  Metrical  Romance,  8yo,  8t  6d Lonffnum  1846 


Her  Record  is  on  Hif^  ;  a  Simple  Memorial  of  M.  M.  T.,  12mo,  2ff  A.  HaU 1855 

Herrick  (/«.)  Greatness  of  God's  Mercy  in  Christ,  18mo,  \m    Simptm 1847 

(jeoftf.)  Hesperidea,  2t.  24mo,  each  2« ClarkeSCo.  ...i^H 

Poetical  Woiks,  2  v.  poet  8vo,  21j  ;  2  v.  12mo,  12m Pidcering  1846 

Memoir  by  Walford,  poet  8yo,  6f BetveM 1859 

Selectiona  from,  by  C.  Short,  post  Sto,  5t  6d  Mmrrag 1859 

■ for  transL  into  Latin,  12mo,2f6<<...  BeU^J)aldy...itA^ 

Herriee  (iio«e)  Memoirs  of,  4to AbboUfordCL  1836 

Herring  ifiieh.)  Guide  to  Varieties  and  Value  of  Paper,  roy.  4to,  21«   Longman  1859 

Treatise  on  Pbper  and  Paper  Making,  post  8to,  7<  6ci  Longman  1857 

Herachel  {8irJ.F.W.)  Astronomical  Observations  at  the  Cape,  r.4to,  18  plates,  84<...  Smith Jk£UUr...iUS 

Discourse  on  the  Study  of  Natural  Philosophy,  12mo,  n.e.,  3«  6d  Ltmgwum  1840 

Essays,  Addresses,  and  other  Pieces,  8to,  18s Xon^pmoa  1857 

— — Manual  of  Scientific  Inquiry,  poet  8to,  10s  6<f Murray 1851 

Memoir  of  Francis  Buly,  8yo  (private  circulation) MogtMdsB 1845 

■^■^»  Meteorology,  from  the  Encyclopedia  Britannica,  feap^  8to,  5m...  Longman  1861 

• Outlines  of  Astronomy,  new  edit.,  8vo,  18« Longman  1858 

Phyucal  Geography,  from  Encyclopedia  Britannica,  p.8To,7s6€i  Zoi^mosi  1861 

— — -^_— ^_  Telescope,  from  the  Encyclopaedia  Britannica,  fcp.  8vo,  3s  6d...  Loti^man  1S61 

Treatise  on  Astronomy,  12mo,  Ss  6d Longman  1840 

^^^— Physical  Astronomy,  Light,  and  Sound,  4to,  16# ...  Grijm    1849 

Herschell  {H. )  Fireside  Harmony ;  or,  Domestic  Recreations  in  Part  Singing,  oU. ,  2f  6d  Waltan 1 842 

{£[,8.)  Child's  Help  to  Self-Ezamination,  new  edit.,  ISmo,  Is  6d   AgtoU 185$ 

Memoir  of,  by  her  Daughter,  12mo,  6m  6d WalUm 1854 

' (RB.)  Golden  Lamp:  the  Tabemade  and  its  Sendees,  12mo,  3f Nisbet    1858 

Jewish  Witnesses  that  Jesus  is  the  Christ,  new  edit.,  18mo,  2ff  6<f AyloU    i8$s 

Mystery  of  the  Gentile  Dispensation,  12mo,  3f  6d AgloU    185^ 

Notes  of  a  Journey  to  Syria  and  Palestine,  new  edit,  18mo,  2s  6d...  AyUM    1843 

State  and  ExpecUtions  of  the  Jews,  12mo,  Is  M Wertktim  1854 

Strength  in  Weakness,  Meditations  in  Time  of  Trial,  18mo,  Is Bobton   1S60 


Henchberger  (2r.i2.)  Handbook  of  Horsemanship,  roy.  82mo,  Is Clarke   1845 

Hersee  (8.AE,)  Uj  Dream,  and  other  Poems,  12mo,  3s Simptm 1846 

Hertslet  (C.B.)  Bankruptcy  Consolidation  Act,  1852,  12mo,  8s  6d   Orociififrd 1852 

-  Law  relating  to  Master  and  Servant,  12mo,  7s  6d Croeiford 1850 

Practical  Statutes,  1849,  12mo,  10m  ed Croekford 1853 

(Lew,)  Treaties  and  Conventions  of  Great  Britain,  10  v.  Ill  5s  BuUerwortkMiUl'SS 

Herts  (^.)  Catalogue  of  Assyrian  and  Babylonian  Antiquities,  &c,  4to,  6s Thimm  1851 

{Hen.)  King  Renews  Daughter,  a  Drama,  translated  by  Chapman,  12mo,  2s  6d...  Smith  d:  Elder  1843 

Martin,  12mo,  2s  6d Orr    1850 

PkippB)  8vo,  5s  Bentleg 1848 

New  and  Complete  Pianoforte  School,  folio,  42s jyAlmaine    ...1839 

Herve  (Fra.)  Residence  in  Greece  and  Turkey,  2  v.  8vo,  31s  6d Whittaker 1838 

Hervey  {AW.)  Ten  Tears  in  India  :  Life  of  a  Toung  Officer,  3  y.  post  8yo,  31s  M...  Skoberl  185c 

{Art.)  Genealogies  of  Our  Saviour,  from  Matthew  and  Luke,  8to,  10s  6d  ...   BellA  Daldy    1853 

Inspiration  of  the  Holy  Scripture,  8vo,  3«  (W BeUehard 1856 

r  Memoirs  of  Reign  of  Geo.  II.,  edit,  by  Croker,  new  ed.,  2  v.  8vo,  21s  Murray 1854 

Sermons  before  Cambridge  UniverBity,  1856,  8vo,  3«6d   Batehard 1856 

for  Sundays  and  Principal  Holidays,  2  v.  12mo,  12s   Batek(Mrd  185c 

(Cha.)  Theatres  of  Paris,  with  Biographical  Notices,  roy.  8to,  21s  J.MitdkeU 1846 

{O.W.)  Rhetoric  of  Conversation,  with  Hints  to  Christians,  12mo,  6s  Bentleg i86c 

(/as.)  Meditations,  12mo,  4s,  Hamilton;  8vo,  4s Tegg  i86c 

— — with  Engravings,  8vo,  8s  6(2    Virtue   n.  d. 

and  Contemplation,  12mo,  3s  6<2,  ComMh,  1855  ;  6s  ...  Bogue    1840 


Reflections  in  a  Flower  Garden,  12mo,  4s    Sogue    1S39 

(J.B.)  Stray  Thoughts  in  Prose  and  Verse,  Ist  series,  2nd  edit.,  18mo,  3s  6d  Longman  1861 

—{Mre^T.K.)  Adventures  in  Tartaiy,  China,  and  Kashmir,  3  v.  poet8\o,  37s  6d Bope 1853 

Double  Claim,  a  Tale  of  Real  Life,  12mo,  3s  6<i,  1849  J  !•  ^ A. Ball li^} 

English  Helicon,  poet  8vo,  12« „ BaUg 1841 

■  Juvenile  Calendar  and  Zodiac  of  Flowers,  16mo,  5s,  1849  J  ^  ^ "^^<'«'   '^55 

Pathway  of  the  Fawn,  a  Tale,  16mo,  5s,  Ingram,  1851  ;  2s  6<i  Orr    1852 

Poetical  Sketch  Book,  hf..bd.,8i  6a BuU  1835 
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n^nhamer  (5.)  Qrammar  of  the  Hebrew  Langaage,  by  Oppler  (Aliu's  Syntem),  8to,  i$  Thinnm  1 860 

Keneo  (i^.)  My  Exile  in  Siberia,  2  r.  post  8vo,  2U  Hurtt  A  B,    ...1855 

Heitog's  Sncyclopodia,  by  Bombeiger,  Y.  1  and  2,  roy.  8to,  each  244 i/dmt/ton...  1859-60 

He3eItiDe(H'.)Las(of  thePIantageDet8,aTale,  12mo,  7«6d    Smiihds  Elder  1838 

Hdod,  GaUimachas,  and  Theogniii  translated  into  Prose  by  Banks,  post  8to,  5i    ...  H.  Bohn 1856 

Epics,  vith  English  Commentary  by  F.  A.  Fftley,  8to,  10s  6tf WhiUaher 1861 

Hesodi  Caraiiius  8vo,  8«  W WiUianu  Ae  N„i%^ 

HcSBel  (fZaca)  Memorials  of,  by  Priestley,  poet  8to,  4t,  1859  ;  new  ed.,  p.  8yo,  gilt,  5<  UamUUm i86a 

(yoA«)  Memorials  by  Priestley,  4th  edil,  poet  8?o,  Ss  6<f   HamilUm x86i 

H?«7(/.i(.)  Sunday,  its  Origin  k  History  (Bampton  L.),  1860,  14s;  2  e.,  8to,  16s  Murray 1861 

Hester  and  Elinor  ;  or,  the  Diaeipline  of  Saffering,  a  Tale,  post  8to,  10s  (id    /.  Chapman  ...1853 

Heskekk  (J2.)  A  Project  for  Improring  Parts  of  the  Metropolis,  oU.  with  Plan,  Is  6d  Weale    1851 

Metropolis  Building  Act,  Synopsis  of,  8to,  2a6d Longman  1844 

IJetbcriogt<m(&.^.)  ObeemOions  on  Instinct,  8to,  St   WkiUaker 1843 

-  (IT. J/.)  Connection  between  Church  and  State,  postSro,  7s  6<i Hamilton 1840 

Family  Life;  or,  Masters  and  Servants,  ISmo,  Is  6d Hamilton  1856 

History  of  Church  of  Scotland,  2  ▼.  8vo,  18s,  Oroombridge^  1841  ;  12s  Jokiutone  1853 

People's  Edition,  8vo,  6s  Od   Johnstone  1848 

■       Borne,  12mo,  6s,  1839;  9t6d Longman 185a 

Westminster  Assembly  of  Dirines,  2nd  edit.,  12mo,  Se OroomMdge  .,.iis^ 

Minister's  Family,  12mo,  Be,  1847;  new  edit,  2s  6d Johnston  ds  If .  1856 

H?ttser(Fer.)  Sketches  of  Athens  and  the  Peloponnese,  post  8vo,  2s  6d Hamilton  1854 

fifigk  (^s^A)  life  I7  MacgiU,  post  Sto,  6s  6<<    Theobald   185a 

and  Select  Works,  by  Macgill,  2  y.  8vo,  20s  FuUarton  1850 

State  of  Religion  in  Genera  and  Belgium,  12mo,  4s  6d JcieksondfW.   1844 

Ee3rt]e5((7.J.)Fonr  Sermons  on  Union,  8yo,  6s Bivington  184a 

Harmonia  Symbolica :  Andent  Creeds,  8vo,  6s  6d  JM,d!j.PaHxriSs^ 

-5 Inspiration  of  Holy  Scripture,  4c.:  Sermons,  8vo,  2s J.  ff.itf  J.  Parkeri  i6i 

— '  Parochial  Sermons,  3  series,  12mo,  each  6s  M J.H,d:J,ParheriS$i 

Sermons  at  Bampton  Lecture,  1846,  8vo,  98  6d  J.HJfJ.Parieri^^g 

— befors  Oxford  UniTersity,  1886-37,  Sto,  6s  ;  1842,  6s /.^T.i'ariksr  1837.42 

Hmer  (P.)  Outlines  of  Uniyersal  History,  12mo,  2s Mozleg  i860 

Hi«cr<Jf.^.)  Child's  Warfare;  or,  the  Conquest  of  Self,  2nd  edit.,  12mo,  Ss  6(£  ...  Seel^ 1862 

Htntt(aa.)  Chocolate  and  Cocoa,  with  Easy  Methods  of  Analysis,  12mo,  Is   SimjMn 186a 

— {J.F.N.)  European  Settlements  on  the  West  Coast  of  Africa,  8to,  9s   Chapman x86a 

(J.W.)  History  of  the  Cathedral  Chnrdi  of  St.  Peter's,  Exeter,  Svo,  Is   Masters 1848 

Church  of  the  Holy  Trinity,  Ely,  8yo,  2s  6d  Masters 1848 

{Wm.)  mstoryand  Antiquities  of  Compton,  Beriu,  8yo,  16s   J.B.Smith 1844 

B'viU (/)».)  Probleois  and  Theorems  in  Plane  Trigonometry,  8to,  6s Parioerdi Son... 1Z40 

(/>. (7.)  True  Science  of  Music,  roy.  8ro,  Is Author  i860 

-  {G.)  Ganses  and  PrsTention  of  Laceration  of  the  Perineum,  8to,  2s Churchill  1861 

• Pathology  of  Hooping  Cough,  8ro,  Is  ChwrchiU  1855 

^—— Scriptore  Geography,  12mo,  2s National  8o€...iZi i 

(/.)  Ancient  Armour  and  Weapons  in  Europe,V.l,8To,18s,S5;  V.2  k  8,32s  J.H.A  J,Parheri%6o 

History,  Armories,  and  Antiquities  of  the  Tower,  12mo,  2s  6d ^;>fsrs 1841 

(Jfri.)  Mind  and  its  Culture,  12mo,  2s  6c2  Ward 1855 

—■ Scripture  Emblems,  Poems,  18mo,  3s  Palmer  1839 

- —  {S.C.)  Messages  from  Superior  State  to  Inhabitants  of  the  Earth,  12mo,4s  6<i  Boston,  U.S.  ...1852 
K^vitea  {W.C.)  lUvslrations  of  Eggs  of  British  Biids,2  t.  90s,  46  ;  new  ed.,  94s  6d  Van  Voorst    ...  1856 

Exotic  Butterflies,  2  y.  4to,  ea.  51  6s VanVoorsi  1851-60 

(W.H.)  Memoir  of,  by  Baillie,  p.8yo,  5s,  '51 ;  n.  e.,  12mo,  2s  6d ;  sd.,  Is  6rf  Nisbet    1861 

" — ^—  Select  Letters  and  Remains,  by  BailKe,  2  y.  post  8yoj  10s Nisbet    18^3 

B«»lett  (i//)  Anti-Millenarian  Lectures,  12mo,  Is  9d  Wertheim  18,4 

• — Our  Sunday  School,  its  Bise  and  Progress,  18mo,  Is  6d Hamilton  1845 

- — Pbun  Sermons,  12mo,  2s  6<2 Wertheim 1846 

Sermons  and  Outlines,  8yo,  3s  6(2 Hamilton  1858 

>(£*.)  Sermons  preached  at  Calne,  Wilts,  12mo,  3s   Simpkin 1856 

' The  Modem  Speaker,  4th  edit.,  18mo,  3s  6d Simpkin 1853 

[H.O.)  Heroes  of  Europe,  a  Biographical  Outline  of  History,  fcap.  8yo,  5s  ...  Bidcers i860 

'-—'{Jckn)  Manual  of  Instruction  on  the  Lord's  Supper,  18mo,  3s Bivington  1835 

' •(/.(?.)  Bible  Difficulties  Explained,  12mo,  2s  6<2   Tresidder  1861 

•~— — Facts  without  Fiction,  12mo,  8s  6d Bennett 1854 

"' Oracles  Interpreted  :  Scripture  Difficulties  Kcplained,  12mo,  2s  6d  ...  Partridge 185a 

-  Priacina,  the  Helper ;  a  Memoir  of  MrB.Bowton,of  Coyentry,18mo,2s6c2  Ward 1844 

-Eeeoidsof  the  Poor,  sq.  16mo,  Is    Bennett i86a 

-  Thoughts  on  the  Holy  Spirit  and  his  Work,  poet  8yo,  f  s  6«{  Snow 1845 

upon  Thought,  for  Toung  Men,  6th  edit.,  12mo,  2s    Simpkin x86a 

"• — (/.r.)  CoDege  Life,  a  Noyel,  3  y.  post  8?o,  31s  6d Colbum 1843 

Doctor  HodEwell ;  or,  Anglo-Catbolic  Family,  3  y.  post  870,  31s  6d...  Bentleg  184a 

' • Dunster  Castle,  a  Noyel,  3  y.  poet  8yo,  Zls  6d  Colbum 1845 

' — —— Ernest  Singleton,  a  Noyel,  3  y.  post  8yo,  31s  6(2 Bentleg IS47 

Great  Tom  of  Oxford,  a  Noyel,  3  y.  post  8yo,  31s  6c2 Colbum 184$ 

Parish  Clerk,  a  Noyel,  3  y.  post  8yo,  31s  6d  Colhwm 1841 


-  Panons  and  Widows,  a  Noyel,3  y.p.8yo,31s  6d,  CW&um, '44;  12mo,  2s  Ward  A  Lock  .  1858 

-  PensoeUwood  Papers  :  Essays,  2  y.  post  Syo,  21s BaUley  1846 
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Hewlett  (J.T.)  Peter  Priggins,  the  College  Sooat,  8  y.  poet  8yo,  ZUM CoUbum 1841 

Poetry  for  the  Million,  12mo,  5«,  WhiUaker  ;  2ad  series,  12mo,  2t  6d .  CunniH^um...i^^'i 

Hewley  {Lady)  Chanties  ;  a  Report  of  Ai^gumente  in  the  House  of  Lords,  8vo,  7s  6d   Smal{fuld 1839 

Hewson  (Wm.)  Works,  complete ^ 8yd€HhaM,Sae.  1847 

^-^— Ezekiel's  Oblation  and  Temple  of  Visions,  8to,  4$ SimplrtH '859 

On  Embanking  Lands  from  Rirer  Floods,  Svo,  I0s6d AVip  York i860 

Hexametical  Experiments  in  Virgil's  Pastorals,  4to,  12« Pickering  1S38 

Hexaphur  Psalter,  roy.  4to,  16«  Bagtter ^843 

Hexham  (/.)  Harry  Roaghton  ;  Reminisoenoes  of  a  Rerenue  Officer,  post  8vo,  6s   ...  Simpkin 185;^ 

Hey  {Jno.)  Lectures  on  Divinity,  edit,  by  Tnrton,  2  y.  Svo,  80s Parketik Son...  1)^41 

— (/206.)  Holy  Places,  and  other  Poems,  12mo,  fis Haiehard  1859 

Moral  of  Flowers,  new  edit.,  8vo,  21s,  1847— red.  to  12s   ^ H.Bohn 1853 

-  Recollections  of  the  Lakes,  and  other  Poems,  12mo,  7s Bogue:. 1840 

■-  Sylvan  Musings  ;  or,  the  Spirit  of  the  Woods,  8vo,  21s,  49 — ^red.  to  12s  ...  H.Bohn 1853 

Heygate  (W.E.)  Care  of  the  Sonl ;  Sermons  on  Christian  Prudence,  12mo,  5s  6d Bivington  1851 

— —  Catholic  Antidotes :  Essays,  post  8vo,  6s  6d MatUrt 185^ 

Church  of  the  Holy  Trinity,  Ely,  Svo,  2s  6d Mattert 1S4S 

Ember  Hours,  for  Use  of  Deacons  and  Priests,  12mo,  8s Maeten 1S57 

Evening  of  Life,  Meditations  for  the  Aged,  2nd  ed.,  post  8vo,  6s  6d  Hasten i860 

(Godfrey  Davenant,  a  Tale  of  School  Life,  new  edit.,  ISmo,  2s Masters 1849 

-^~^— at  College,  new  edit.,  ISmo,  2s  Masiert 18^0 

-  Good  Shepherd  ;  Meditations  on  Example  of  Christ,  ISmo,  Ss  6<2  ...  Bivinglon  iS6o 

Manual  of  Devotion,  chiefly  for  the  Pour,  82mo,  Is Masters 1855 

■ Memoir  of  J.  A.Cook,  12mo,  Is    Masters 1S60 

— ^— Pierre  Poussin  ;  or.  Thoughts  of  Christ's  Presence,  18mo,  2s  6d Skejington 1851 

Probatio  Clerica:  Aids  to  Holy  Orders,  12mo,  2s  6</,  1841  ;  8s  6d...  (Jleaver  1853 

Scholar  and  Trooper  ;  or,  Oxford  during  the  Great  Rebellion,  12mo.5s  J.H.ikJ.ParkeriSs^ 


— — Sir  Hy.  Appleton  ;  or,  Essex  during  the  Great  Rebellion,  12mo,  6f...  Ifages 18s  8 

SpecuUition,  a  Tale,  12mo,  2»6d   J.I/.^J.Parktrif^i 

Wedding  Gift;  or.  Manual  for  the  Married,  18mo,  3s RivimgUm  1850 

William  Blake  ;  or,  the  English  Farmer,  12mo,  8s  6rf Masters 1848 

Heylin's  Ecclesia  R*»8fAnrata,  ed.  Robertson,  Svo EcdJIiH.Soc,    1849 

Heyse(Pau/)  Love  Tales,  tnvnsl.  by  G.  H.  Kingsley,  new  edit.,  12mo,  Is RatUledge  i86x 

Heywood  (&V^»».)  Book  for  the  Sorrowful,  fcap.  Svo,  Is  6d J udd  A  Glass... i%6i 

{Eliz.)  Krmangarde,  a  T^ile,  and  other  Poems,  12mo,  7s Longman   1S37 

(/as.)  Academic  Reform  and  University  Representation,  Svo,  7s  6d    Whitfield  i860 

Ancient  Laws  for  K.  C,  Cambridge,  and  Eton  College,  Svo,  12s  ...  Longman  ......  1 8 50 

Cambridge  University  Transactions,  1 6th  and  17th  Cent., 2  v. Svo,  1 6s  JJ.  Bohn 1854 

^— — ^—  Recommendations  of  the  Oxford  Univ.  Commissioners,  Svo,  10s  ...  Longman  1853 

{Jno.)  Dialogue  of  Wit  and  Polly,  edited  by  Fairholt,  post  Svo Percy  Soc. n.  d. 

( Oliv, )  Closet  Prayer,  a  Christian  Duty,  hy  Jackson,  1  Smo,  Is  6d    Mason  1847 

Life  of,  by  Hunter,  Svo,  14s,  1841— red.  to  6s Longman  1862 

{The.)  Dramatic  Works  and  Life,  by  J.  P.  Collier,  V.  1  and  2,  Svo,  ea.  20s  Skejington  ...  1850-  i 

Edward  the  Fourth,  Svo Sliokspeare  Soc.  n^d. 

Fortune  by  Land  and  Sea,  a  Tragi-Comedy,  Svo ShakspeareSoci^^^ 

Marriage  Triumphe,  1613,  post  Svo Percy  Soc, n.d. 

The  Fair  Maid  of  the  Exchange,  a  Comedy,  edit,  by  Baron  Field,  Svo  ShaJapearc  Soc.  1 845 

Hibbard  {F.G.)  Psalms  Chronologically  Arranged,  Svo,  12s    New  York 1857 

Hibberd  {Shirley)  Book  of  Aquarium,  Fresh-Water  and  Marine,  n.  e.,  12mo,  each  2s  Groombridge  ...i860 

Brambles  and  Bay  Leaves:  12mo,  bs^  Longman,  1855;  2nd  edit.,  6s  Groombridge  ...186 a 

Epitome  of  the  Crimean  War  to  its  Close  in  1866,  12mo,  8s  6rf  ...  Jos. Blackwood  1856 

Garden  Favourites  ;  their  History,  Cultivation,  &c.,  p.  Svo,  8s  6d  GroomJbridgc  ...1858 

Rustic  Adorn. for  Homes  of  Ta.ste,  post  Svo,  10s  6d,  56 ;  new  ed.,14s  Groombridge  ...  1 857 

Summer  Songs,  12mo,  8s   DaHon  1851 

Town  Garden  Manual,  ISmo,  2s,  1855  ;  new  edit.,  8s6d Groombridge  ...1857 

Hibbs  {R.)  Substance  of  Discourses  on  St.  Matthew,  Svo,  Is  6d ffamiltm  1848 

Hibernian,  Essay  on  the  Society  of  Friends,  post  Svo,  2s   BcnneU  1859 

Hichens(Jf^fii.)  Sermons  at  St.  Feock,  Cornwall,  Svo,  9s  6d  Rivington  1851 

Uickes  (Geo.)  Devotions,  in  the  Ancient  Way  of  Offices,  &a,  12mo,  6s Masters 1846 

On  Christian  Priesthood,  8vo,V.l  k  2,  4th  edit.,  ISs;  V.  8,  10s  6d J.N.Parker  1847-8 

Hickey  {W.)  The  Constitution  of  the  United  States,  7th  edit.,  12mo,  Ss Philadelphia...  iZ ^4 

• — — Viigin  Widow,  a  Poem,  ISmo,  2s .^ Snow 1S57 

Hickie  (Z).  B.)  Xenophon's  Anabasis  of  Cyrus,  Books  1  and  2,  12mo,  8s  6«i    Parker  A  Son    1839 

{Jos.)  Arithmetic,  its  Principles  and  Application,  12mo,  8s Simpkin 1862 

Hicklin  {Jno,)  Excursions  in  North  Wales,  12mo,  3s,  1847;  new  edit.,  2s  6d Whittaker 1857 

Handbook  of  North  Wales,  new  edit,  12mo,  3s WhiUaker 1861 

to  LUndudno  and  its  Vicinity,  ISmo,  Is;  Illustrated,  2s  6d  WhittaJker  1858 

History  of  Nottingham  Castle,  post  Svo,  Ss Hamilton  1836 

-Ladies  of  Llangollen,  Svo,  Is WhiUaker 1847 

Hickling(^M.)  Mystic  Land,  and  other  Poems,  12mo,  2s  6d  Simpkin 1856 

-—, Pleasures  of  Life,  and  other  Poems,  fcap.  Svo,  3s  6rf Kent  1861 

Hickman  {Wm,)  Sketches  on  the  Nissisaguil,  a  River  of  New  Brunswick,  foL,  42s...  Day  ik Son 1861 

~ ■- Treatise  on  the  Law  of  Naval  Courts  Martial,  Svo,  10s  Sd Murray 1851 

llickcox(7.^.)  Historical  Account  of  American  Coinage,  Svo,  18s   Alhany.U.S,  ...1858 

Uickok  {L.P,)  Empirical  Psychology :  Consciousness,  8vo,  7s  6d  New  York 1854 
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Hiciok  {LP.)  Rational  Cosmology:  Necessary  Lairs  of  the  Universe,  8vo,  10#   New  Tori 185* 

Psychology:  Sabjectire  and  Objective  Idea,  8vo,  16« New  York 1849 

System  of  Moral  Sciences,  8vo,  12s J.Chapman  ...1853 

Hicb  (.4. if.)  Archery  Scoring  Book,  obi.  32mo,  2s  6c{  Simpkin 1861 

{G.E.)  Guide  to  Figure  Drawing,  12mo,  Is  Rowney 1853 

{J<a.)  Catechetical  Lectures  on  the  Incarnation,  &c.,  of  Christ,  12mo,  4«  M    Matter* 1848 

Sermons  on  Teaching  of  the  Church  in  her  Sacraments,  l2mo,  5s Masters 1856 

(/no.)  Wanderings  by  the  Lochs  and  Streams  of  Assynt,  12mo,  3s  ($d Jas.Blackwood  1855 

—  {W.P.)  Protestant's  Manual  of  Family  Devotion,  post  8vo,  6« Hamilton  1848 

Hkkson  {W.E.)  Education  in  the  Dutch  and  Qerman  Schools,  8vo,  2s  6d Walton  1840 

Musical  Gift,  24  New  Songs  for  the  Young,  8vo,  2s  6d Walton  1858 

• Singing  Master  ;  or,  Lessons  in  Singing,  8vo,  6s  Walton  1848 

Music  from,  8vo,  4»  6<i  WaUon  1849 

HidJen  Links,  a  Novel,  St.  post  8vo,  31s  6d Newby   1857 

Treasore;  or,  the  Value  and  Excellence  of  Holy  Mass,  18mo,  2s  Qd Dolman 1855 

Tressures;  or,  the  Heir  of  Hohenberg,  a  Tale,  12mo,  4s  6d,  1851 ;  n.  e.,  IsM  Ward  «fc  Zoefc  1856 

Hwrrgljphics  of  HorapoUo  Nilous,  Gr.  kEng.,  by  A.  T.  Cory,  post  8vo,  7s  6rf Pickering 184.0 

on  the  Coffin  of  Mycerinus,  or  Myoenius,  folio,  16s Fraser  1838 

Ei.Tttr^Tia  Anglicsna  ;  the  Church  in  Engknd,  8to,  13s  Masters 1848 

Hi5crnan  {J.M.)  Characters  and  Events  in  Scripture  History,  new  edil,  12mo,  6s  ...  Simpkin 1854 

— Sketches  of  Our  Lord's  History  from  Our  Lord's  Ministry,  12mo,  5s  Batchard 1856 

Watch  unto  Prayer,  Lectures,  12mo,  5s  Batchard 1839 

ni^nbottoro  (/no.)  Nitrate  of  Silver  as  a  Therapeutic  Agent,  8vo,  2s  6d  Churchill  1850 

' ' in  Inflammation,  2nd  edit.,  Svo,  5s  Churchill  1851 

^Isffm  (Oodf.)  On  the  Corruption  of  the  Christian  Scriptures,  Svo,  2s    Simpkin 1857 

" Origin  of  Languages,  Nations,  and  Eeligions,  2  v.  4to,  5/  Longman  1836 

(IKJf.)  Book  of  Geology,  12mo,  4s  ;  cold.  7s  6d    Rwlledge  1841 

Experimental  Philosopher,  12mo,  9s  6rf,  1838— red.  to  Ss  6<i B.  Bohn   1838 

Handbook  of  Natural  Philosophy,  18mo,  Is  94 Orr    1837 

the  Steam  Engine,  18mo,  Is Tifoa  184* 


Moeaiacal  and  Mineral  Geologies  Compared,  8vo,  7s Tyas 184* 

Philosophy  of  Sound  applied  to  Musical  Composition,  12mo,  6s (hr    1836 

-  Physical  Condition,  &c.,  of  the  R^rth,  new  edit.,  12mo,  ^%d  Jm. Blackwood  1857 


Researches  in  the  Solar  Realm,  12mo,  2s  6d A. Ball 1851 

Hlpnion  (Edw.)  Astro-Theology  ;  or,  Religion  of  Astronomy,  12mo,  2s  6d Whitfield    1855 

\ Spirit  of  the  Bible,  2  v.  post  Svo,  20s TTAtf^cW... 1853-55 

'■ —  (Fra.)  Koh-I-Noor  ;  or,  Great  Exhibition  and  its  Opening,  Svo,  5s Author  1851 

Ocean,  its  Depths,  and  Natural  Phenomena,  post  Svo,  4s  6<2    Stanford   1857 

Smugglers,  a  Chronicle  of  the  Coast  Guard,  Svo,  7s WhiUcJeer 1843 

Wellington;  or.  Mission  of  Napoleon,  a  Poem,  Svo,  2s  6d    Piper 185* 

(.Vrs.)  English  School  Girl ;  her  Position  and  Duties,  12mo,  Isdd Clutpman  <lr  /T.  1858 

(r. IT.)  Woman  and  her  Wishes,  Svo,  Is  J.Chapman  ...1854 

If i Church,  2  V.  post  Svo,  2l8    Bursts  B.    ...i860 

— -Life  La  New  York,  by  Jonathan  Slick,  2  v.  p.  Svo,  14s,  Bow,  1844— r.  to  10s  6rf  A. Ball 1849 

lii.bcr  Christian  Doctrine,  by  M.  A^  Cantabrigi®,  12mo,  3s  6d Whittaker 1861 

7^ — Paths  in  Spiritual  Life,  from  the  French,  ISmo,  Is T.Richardson..  i$si 

-r^tiud  Destitution :  Reports  of  the  Central  Board  for  1848,  Svo,  2s  6d  Blackwood*  ...1849 

-; Inn,  a  Tale,  2  v.  poet  Svo,  21s  Colbwm 1839 

E?Mandsof  Scothnd,  by  a  Pedestrian,  roy.  12mo,  6s   Simpkin 1843 

Condition  of,  1689  96,  4to Maitland  Clubn.d, 

fli^ley'i Popular  Medical  Series,  12mo,  each  2s  6d    See  Appendix Biyhleif 1854 

■ — -  Scientific  Library :  Schact's  Microscope,  post  Svo,  5s  Biyldey 1853 

r" — Unger's  Botanical  Letters,  post  Svo,  6s Bighley 1853 

i  :itoB  {Edw.)  Treatise  on  the  Electric  Telegraph,  12mo,  2s Weale    185a 

{Ben.)  Revised  Translation  of  the  New  Testament,  Svo,  10s  6rf Bagster i86a 

2 Religious  Teachings ;  Sermons  and  Addresses,  12mo,  Zs  6d    Parker d: Son... i2^^ 

-4hw»y8arveyor*8  Guide,  Is J^night  1843 

uifmhotham  (RoU,)  Sermons,  edit,  by  W.  Alexander,  12mo,  4s  Bamitton  1859 

r^-ni/'.)  Corporator's  Manual,  12mo,  2s  6d Simpkin 1839 

auifebnad ;  or.  Days  of  Queen  Elizabeth,  a  Novel,  8  v.  post  Svo,  81s  6d  Mortimer  1844 

J;fUbrMidt<a)  Winter  in  Spitxbeiigen,  a  Tale,  12mo,  2«  6d    BamiU*m  1853 

||^)'g£  (/.  6'.)  Medical  Sketches  in  Austria,  Prussia,  Italy,  &c.,  Svo,  2s  6d Longman  1859 

iilirfcUni?.)  Atrocious  Judges,  Took*  of  Tyrants,  cr.  Svo,  6s New  York 1858 

*~ Despotism  in  America,  12mo,  6s  6<2 Boston,  U.S.  ...1854 

History  of  the  United  States  of  Amenca,  6  v.  roy.  Svo,  72s   New  York 1852 

-  Japan  as  it  Was  and  Is,  post  Svo,  Ss Low  1856 

""■ Theory  and  Practice  of  Politics,  12mo,  2«  6d    Clarke  ik  Co....  1853 

■- White  Slave,  with  Notes,  12mo,l»,6'toril:e;  U^Routledge;  2s,sd.,2s6(f,cl.  Ingram 185a 

J-- 8vo^  4,^  Clarke;  12mo,  Is,  Farrington  ;  ISmo,  Is Appleyard 185a 

"•Wjaid  (C.)  Practical  Farming  and  Grazing, Svo,  12s  6df Smith  dEri?.,  1844;  ISmo, Is  Appleyard 185a 

(^ni.)  Treatise  on  Law  of  Marine  Insurance,  roy.  Svo,  80s   Benning 1845 

(/«.)  Revision  of  the  Rubrics  and  Liturgy  Urged,  new  edit.,  Svo,  Is  6d  ...  Longman  1856 

Sermons  preached  at  Cambridge,  Svo,  4s  6ti    Rivington 1841 

" Whitehall,  Svo,  10s  6<i  Parker  A  Sim..\%^ 

— ( W.)  Clasncal  Examinations,  Christ's  College,  1 835-  7,  fcap.  8vo,  3« Whittaker i ' 
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Hildyard  (W. )  Manual  of  Ancient  Geography,  8rd  edit. ,  fcap.  8to,  2s  6d    Parker  d:  Son..i 846 

Hiley  (iZtdk.)  Arithmetical  Companion,  18mo,  2s,  i860  ;  Key  to,  4th  edit,  5< LongfiuM  1^61 

— —  Child's  Pint  English  Grammar,  18mo,  It  Lonyman  i86i 

Elements  of  Latin  Grammar,  12mo,  2t  Longman  1861 

—  English  Gimmmar,  12mo,  3«  6d  ;  abridged,  18mo,  Is  9d ^ Longman  1861 

■       _^ Exercises  to,  12mo,  2»  W  ;  Key  to,  ZsM  Longman  1861 

First  Child's  Geography,  18mo,  9d Longman  1859 

Pi-Qgressire  Latin  Exercises,  12mo,  Is  6d  Longman    1861 

Practical  English  Composition,  Ft  1,  18mo,  Is  6d  ;  Key  to,  2s  6<2 Longman  1862 

Ft  2,  12mo,  8s;  with  Key,  7s Longman  1859 


Frogressive  Geography,  18mo,  2s Loi^man  1862 

Hill  {AUx.)  Practice  in  the  Judicatories  of  Church  of  Scotland,  12mo,  4s   Blaekwoodi  ...1841 

^^r<A.)  Hints  on  School  Discipline,  8to,  Is  Longman  1855 

{A.E.)  German  Plays  for  School  Reading,  Pts.  1  to  8,  12mo,  each  Is  6d Thimm  1855 

(A.H.)  Footprints  of  Life,  and  other  Poems,  post  8yo,  2s  M A, Hall 1857 

. (i.iS.)  Practice  of  the  Probate  Court,  1869,  post  8to,  8s  Smtl 1859 

—  (ifn.  ii.)  Artist's  Family,  a  Novel,  St.  post  8to,  Sis  6ci  Newfnf  1857 

—  Savile  House,  a  Romance,  2  t.  12mo,  15s,  1853  ;  1  ▼.  2s  6d    JiovUedge 1855 

{B.K)  Epicures'  Almanack,  1841-48,  12mo,  each2s8<i    ffow 1841-3 

■  Home  Service;  or.  Scenes,  &c,  from  Life,  2  r.  post  8to,  21s Coibtim 1839 

Playing  About,  2  v.  post  8to,  21s    Sanu 1840 

Recollections  of  an  Artillery  Officer,  2  t.  poet  8to,  21s Sana 1836 


(£(iir.)  Principles  of  Currency,  1856,  post  Syo,  2s  6fi    Longman  1856 

{Pre,)  Amount,  Causes,  and  Remedies  of  Crime,  8to,  12s   Murray 1853 

National  Education  :  its  State  and  Prospects,  1886,  2  t.  12mo,  12s C.Knight 1836 

Spirit  Calculator,  12mo,  8s  6ci OroiMland 1849 

^—  (P.ff.)  Saints*  Inheritance  ;  or,  World  to  Come,  5th  edit.,  12mo,  6s   BoMion,(l.S.  ...1855 

^—  {Oeo.)  Extracts  from  Lectures  on  Diyinity,  or.  8to,  2s  6<2 Biaehioodt  ...1861 

• Lectures  in  Divinity,  8vo,  14s Blaekwoodt    ..1849 

-' Manual  for  Godfathers  and  Ghodmothers,  12mo,  8s RivingUm  1853 

■  What  is  the  Church  of  Christ?  12mo,  8s  6d XivingUm  1843 

and  Roekstro  {W,S,)  Stories  on  the  Commandments,  18mo,  2s Masters i860 


^ZoitJ  (?.)  Facts  from  Gweedore,  roy.  8to,  2s  6d Hatchard  1846 

Hints  to  Donegal  Tourists,  4to,  7s  6d  Hatchard  1847 

(&./>.)  Practioal  Sermons,  12mo,  5s Rivingion  1844 

.  on  the  Commandments,  12mo,  6s Rivingion  1845 


Scenes  in  1792  ;  or,  a  Tale  of  the  ReTolntion,  12mo,  4s    Rivingion  1848 

Sermons:  Way&ring  in  Christ,  12mo,  4s    Rivington  1856 

Short  Sermons  on  the  Lord's  Prayer,  12mo,  2s  6d Rivington  1854 

{0,H.)  Navigation  of  Irish  Sea  :  its  Tides,  &c.,  roy.  8vo,  2s  6c2 Philip  A  Son...  il^f) 

{O.J.)  History  of  Pop  and  Gob,  and  other  Stories,  sq..  Is   OriJUhAP.  ...1861 

•  the  War  in  La  Vendue,  12mo,  3s6(< LambeH 1856 


—  {ff»)  Short  Sermons  on  Christian  Life,  fcap.,  6s Masters 1854 

{H,E,)  England  and  Australia,  a  Poem,  post  8vo,  6s SaundersAO.  1852 

(/soA.)  Brian  the  Probationer,  a  Tn^y,  8vo,  5s  Sams 1842 

—  {Jos.)  Choral  Service  at  Leeds,  roy.  8vo,  2s  6d,  Houl$lonf\%;  n.e.,  2s  ;  el.,  3s  Rivingion 1844 

Practical  Treatise  on  the  Law  of  Trustees,  roy.  8vo,  26s    Stevens  A  N.  ...ii^$ 

—  (/mo.)  Artis  Logics  Rudimenta,  with  Observations,  new  edit,  12mo,  6s    J.HJrJJ^arkeriis^ 

. Family  Herbal,  8vo,  14s    Virtue   n.ti 

It  is  Well,  new  edit.,  32mo,  Is NiJ>et x86i 

Portrait  of  Popery,  12mo,  9s  6d  Simpkin 1836 

Treatise  on  Cupping,  ISmo,  Ss  6d Cox   1839 


~  (f.P.)  Norwich  Tune  Book,  oblong,  5s Jarrold 1844 

{J.H.)  American  Poets,  10s  6d    Low  1858 

{L.S.)  Photographic  Researches  and  Manipulations,  12mo,  8s  6<i New  York 1851 

-  —{Mie.)  Christor Colenso;  or, FullReply  to Bp. Natal  on  the  Pentateuch,  12mo,  Is 6(2  Hamilton  1862 

— '- History  and  Principles  of  the  Sabbath,  p.  8vo,  8s;  with  Side  Notes,  10s  6d  J.P.Shaw 1857 

■  Pastoral  Function  in  the  Christian  Church,  post  8vo,  4s  fid Ward 18$^ 

■  Typical  Testimony  to  the  Messiah,  8va,  10s  6d  Hamilton  1862 

-^— —  and  Comwallis  {C.P.)  Essays  on  Juvenile  Delinquency,  post  8vo,  6s  ...  Smith  A  Elder  1854 

(if.Z).)  Our  BzempUrs,  Poor  and  Rich  :  Biographical  Sketches,  12mo,  5s  Cassell  1861 

Suggestions  for  the  Repression  of  Crime,  8vo,  16s Parker  A  Son... i%S' 

{P.O.)  Beauties  of  Modem  British  Poesy,  with  Biographies,  8vo,  4s    Painter 1%$^ 

Fifty  Days  on  Board  a  Slave  Ship,  12mo,  8s  6d,  Murray,  1844  ;  Is    ...  Partridge 1853 

Voyage  to  the  Slave  Coast  of  Africa,  12mo,  Is BenneU  184^ 


-(^Ton.AicA.) Diplomatic  Correspondence,  edit  by  W.  Blackley,  2  t.  8vo,  26s  Murray 184) 

—(tSftrJZicA.)  Deep  Things  of  God,  new  edit,  82mo,  Is  6d Nisbet    185^ 

Life  of,  by  Rev.  E.  Sydney,  8vo,  12s  Seeley 183^ 

(A)6^)  Pathway  to  Piety,  2  v.  24mo,  3s ., Pickering  1841 

{RowL)  Memoir  of,  by  Jones,  ed.  by  Sherman,  post  8vo,  8s,  Pisher,  1837  ;  5s...  H.Bohn 184* 

Sidney,  8vo,  12s,  '34 ;  12mo,  6s,  Seeley,  '39  ;  5th  ed.,  5s  Wertheim 186 


Reflections  and  DeTotions,  by  Sidney,  12mo,  4s Baldwin    183 

Select  Notes  of  his  Preaching,  by  Sidney,  12mo,  4s   Baldwin    183 

Thoughts  on  Religions  Subjects,  82mo,  Is  Pel.  TVaetSoc.i^ 

Village  Dialogues,  12mo,  4s,  Tegg,  i839;2  v.  12mo,  12s,  ViHue  ;  2s6d  Sti.TrsutSoc   1S5 
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Hill  (W.J&>ir.)  Life  of,  by  Rer.  B.  Sydney,  8to,  12«  Murray 1845 

-{$irRom.)  Penny  Postage,  State  and  Proepecta  of,  Sro,  Is  6d CKuight  1844 

—  {R.6.)  Abolition  of  Mechanical  Beetraint  in  Treatment  of  the  Ineane,  8vo,  10«  Longirum  1857 

Leetnrea  on  the  Management  of  Lanatic  Aaylama,  roy.  8vo,  6« Simpkin 1839 

—  (S,S.)  Bmignnt'a  Qaide  to  British  American  Colonies,  12mo,  5s Madden 1837 

Short  Account  of  Prince  Edward's  Island,  12mo,  IbM •. Madden 1839 

Tiara  and  the  Turban,  2  v.  post  8vo,  21« Madden 1845 

Trayels  in  Pern  and  Mexico,  2  v.  post  8yo,  21s Longinan  i860 

Siberia  and  Buasia,  2  ▼.  poet  8yo,  24« ',  Longman  1854 

the  Sandwich  and  Society  Islands,  post  8to,  lOf  6d CTiapmandfff.iSs^ 

on  the  Shores  of  the  Baltic,  post  8yo,  8s  6d  A. Hall 1854 

—  {Tkot.)  Harmony  of  the  Latin  and  Greek  Languages,  12mo,  2s Edwards  184a 

—  (ir«.)  Educational  Monitor,  18mo.  Is6rf    Whiitaher 1847 

• Memory  of  Language  and  Rhyming  Expositor,  18mo,  Is  6<j Whittaktr 185a 

Setting  Out  BaUway  Cunres,  8vo,  Is  6<i Weale    1847 

Hillard  (fto.)  Six  Months  in  Italy,  2  v.  post  8vo,  16s Murray 1853 

Killer  (0.  i'.)  Treatise  on  the  Qoodnees,  Wisdom,  &c,  of  God,  12mo,  6s Hodson  As  Son  1858 

fiiflfj  (jr.  ff.)  Anatomist,  18mo,  2s  6d Benthaw  i860 

Causes  and  Treatment  of  Diseases  of  London  Residents,  12mo,  2s  %d  .  Menshaw 1857 

■ Eseentials  of  Physiology,  24mo,  ^  6(2  Renshaw  i860 

• R^^nal  Anatomy  of  the  Human  Body,  18mo,  2s  6(2 Jtenshaw  1863 

Tr^itise  on  Hernia,  12mo,  2s Jtenshaw  1837 

Treatment  of  Rupture,  8vo,  Is  Itefiahaw  1856 

fiilfiMd(/'.)I«w  of  Mortgages,  2  v.  8vo,  45s     Boston,  U.S,  ...1853 

Beal  Property,  8ni  edit.,  2  v.  8vo,  63s  New  York 1853 

• Sales  of  Peraonal  Property,  8yo,  21s  New  York 1841 

Torts  ;  or,  Priyate  Wrongs,  2nd  edit.,  2  y.  8yo,  668  Boston,  U.S.  ...1861 

Vendors  and  Purchasers  of  Real  Property,  8yo,  42s Boston,  U.S.  ...1858 

Hillitf  ((?.)  Attempted  Escape  of  Charles  I.  from  Carisbrook  Castie,  post  Syo,  10s  6(2  Bentley  185a 

Btsmembrance  of  Bonchurch,  Isle  of  Wight,  16mo,  2s  6(2    Longman 1849 

Siege  of  Arundel  Castle,  12mo,  Is BenUty  1854 

Topography  of  the  Isle  of  Wight,  18mo,  2s  6(2  Darton  1854 

-(O.C)  Treatise  on  Consumptiye  Diseases,  8yo,  2s Richardsons  ...1854 

;; ■ the  Gout,  8yo,  2s  6d  Longman  1848 

Hdlutgdon  Hall,  a  Noyel,  by  Author  of  Handley  Cross,  8  y.  post  8yo,  Sis  6(2  CoUmm 1844 

diihna  (W,B.)  Tables  of  the  Value  of  Life  Policies  of  Insurance,  8yo,  81s  6d  Laytcn  1857 

aiiladi  {/./.)  life  Story,  a  Prise  Autobiography,  Is;  cloth,  is  6(2  Tweedie 1861 

Wide;  lUustraUons  of  Terms  used  in  Logic,  12mo,  2s  6(2 A.Hall 1854 

fiiiJi»adHonows,aNoyel,  8y.  post  8yo,  81s  6(2 Newby  1858 

-;; —  Plaioa,  a  Very  Old  Story,  2  y.  post  8yo,  21s Smith  tk  £lder.i$6 1 

m^riiJ.L)  BngUsh-German  and  Gennan-Bnglish  Dictionary,  8yo,  9s Wiilis 1858 

' German  and  English  Dictionary,  4  y.  imp.  4to,  82s,  *46--red.  to  54s...  NuU 1851 

— Ger.-Eng.  k  Eng.-Ger.  Diet.,  2y.  8yo,  16s~red.  to  8s6(2 Thimm  1857 

r abridged,  8yo,  12s Nutt  1862 

«iVa(J./).)Aid  to  Parochial  Visiting,  12mo,  Is Mozley 1859 

Pastor  Visiting  from  House  to  House,  new  edit.,  oblong,  2s    Mozley  1853 

;; — [John)  Notes  on  Functional  Relations  of  the  Cranium,  8yo,  6s Churchill  1855 

^'■'ijud  (C.)  Summary  of  Prsctieal  Fanning  and  Grazing,  post  8yo,  12s  6d Smith  ds  Elder  1845 

—  {^.H.)  Recollections  of  a  Physician,  fcap.  8yo,  2s Ward  <fc  Lock  1861 

r~; -Tales  in  the  Cabin  ;  or,  Nights  on  the  Ocean,  fcap.  8yo,  2s  Ward  A  Lock  1861 

«'Mlaja  landscape  Album,  4to,  42s- red.  82s Fi*her  1837 

:;/*^»fftV.  IT.)  Summer  Months  among  the  Alps,  post  8yo,  10s  6(2  Longman 1857 

-acUUfc  {Edw.)  Barthomley  ;  in  Letters  from  a  Sector  to  his  Son,  8yo,  15s Longman  1856 

"--- —  {ff.J.)  Studies  of  the  New  Testament,  2  y.  8yo,  15s Boone 1843 

^«4s(r.i>.)  Greek  and  English  Lexicon,  aq.  12mo,  new  ed.,  7s  6(2  Whittaker 1849 

' Introduction  to  Ancient  and  Modem  Geography,  new  ed.,  18mo,  ea.  Is  (?room6ri(^e...i 84a 

."!     ^ Summary  of  Ancient  and  Modem  History,  18mo,  new  ed.,  8s  Whittaker 1849 

t^TBsr(i6p.)  Life  and  Times,  by  Prichard,  12mo,  8s  6(2 J.  Jl.di'J. Parker iS^g 

aj»l"iaiP.)  Poems,  12mo.  5s Houltton  1853 

~~^«'.W')  Treatise  on  Fractures  of  the  Extremities,  4to,  24s Walton 1836 

"^iff.r.)  Canadian  Red  River  Expedition  of  1857,  &c.,  2  y.  8yo,  42s Lonqman  i860 

~-(^oA»)  Elements  of  Algebra,  12s  6(2,  WhiUakei,  1841  ;  8yo,  10s  6(2  Betid: Daldy..,iSss 

'      ' • Introduction  to,  12mo,  5s BtUde Daidy...i%t^^ 

'  Plane  and  Spherical  Trigonometry,  12mo,  6s  BellADaldy.  1855 

'  Principles  and  Practice  of  Arithmetic,  12mo,  4s  6(2, '56;  Key,  12mo,  5s  ^e22  <^i>(i2(2^...i859 

'(i^.it.)  Astronomical  Vocabulary,  12mo,  Is  6(2 ParkerdeSvn  .185a 

—  Descriptiye  Treatise  of  the  Comets,  poet  8yo,  5s  6(2 Parker  tkSon  .1857 

---—  Expected  Return  of  the  Great  Comet  of  1264  and  1556,  8yo,  2s6(2...  Boby 1848 

-  {J.R.)  Illustrated  London  Astronomy,  8yo,  2s WafddtLock  .1853 

Replies  to  Questions  on  the  Comet  of  1566,  post  8vo,  2s  6d    Parker d: Son... i%$i 

^T":! —  Solar  System,  12mo,  Is    Orr 185a 

p^  •'iTrf.)  Lecture  on  Poetry,  4to,  8s Longman  1850 

H.tt41e  iHF.)  TsWc  of  Costs,  C.  P.  Lancaster,  8yo,  8s  6(2 Penning 184* 

n:'7*«h  (B'.if.)  Law  of  Patents  for  Inyentions,  8yo,  21s Stevens   1846 

«i*lm»nh  (/.£r.)  Rhetorical  Reader,  12mo,  5s  SouterA  L.    ...184? 
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Himlmanh  (/.^T.)  8»ered  Epic  Poetry  for  Schools,  24mo,  2t Lwagman  1836 

-  (Bobt,)  Account  of  Precioofi  Stones  in  Scripture,  12mo,  2$  ffodst^n 1S51 

Rise  and  Progress  of  the  New  Church  in  England,  &c.,  20a    ffodam 1861 

Hindoo  Superstition,  18mo,  2<  .: Snow 1857 

Hinds  (/no.)  Manual  of  the  Veterinary  Art,  12mo,  new  edit.,  4m  6d Skgrwood 1841 

{R,B.)  Botany  of  Voyage  of  H.M.S.  Sulphur,  4to,  68< SmUk  tb  Eldtr  .i%A^ 

Zoology  of  H.M.S.  Sulphur,  V.  1,  76« ;  V.  2,  84«  ;  roy.  4to   SmiOutcElderiHys 

(Bp.S.)  Gatechist^s  Manual  and  Family  Lecturer,  12mo,  new  edit.,  U  6d Parker d: Son.. .liss 

On  the  Colonisation  of  New  Zealand,  1j  6d Parktrd:Son...i%'^i 

■  —  ^se  and  Progress  of  Christianity,  8vo,  16f Pellowet 1846 

First  Cent.,  p.  8yo,  6»,'53 :  n.e.,3«  6rf  Gri^n    1861 


Scripture  and  the  Authorised  Version  of  Scripture,  2  e.,  12mo,  8s  6<2  .  PdUmeg 1853 

Sonnets  and  other  Sacred  Poems,  post  8vo,  4s  6c{  PtUowa 1846 

■  Three  Temples  of  One  God,  Srd  edit.,  12mo,  8s Parker  ASon  .1857 

(Z>r.  IF.)  Harmonies  of  Physical  Science  as  to  Higher  Sentiments,  post  8to,  bt  .    Ckurrkill  1853 

Hindu  Pantheon  (Plates  lUustrating  the),  edited  by  A.  P.  Moor,  4to,  31s  6d  WillianuAN.  1S61 

Hine  {0.)  Oregon  :  its  History,  Condition,  and  Prospects,  12mo,  7$  6d JinfcUo,U.S....i%s^ 

— (/os.)  One  Hundred  OriginiaJ  Tales  for  Children,  12mo,  4s  Law    1846 

-  {T,C.)  and  Nicholl,  Designs  for  Prise  Model  Cottages  4to,  Ss  Qd  Bean 1849 

Plans,  &c.,  for  Labourers*  Cottages,  4to,  2s  6d  ;  fine  paper,  10s  6d Dean 1850 

Hingeston  (/'Va.)  Poems,  edited  by  his  Son,  post  8vo,  10s  6<<    Longman  1857 

(PC.)  Eoyal  and  Historical  Letters,  1399-1401,  roy.  8to,  8s6rf Longman,  1860 

Hingston  (O.  C. )  Gospel  Inquiries  ;  Sermons  on  Gospel  Narrative,  1 2mo,  8«  6(£    NiJbet    1848 

■ New  Tract  for  the  Timea,  8vo,  Is  6d  Longman  1846 

Hinton  (LT.)  History  of  Baptism,  12mo,  2«  6d HoulMon    1841 

(/as.)  Biographical  Portraiture  of,  by  J.  H.  Hinton,  8yo,  10s  6e{    BoulMon   1836 

I  Easy  Boman  Histories,  Latin,  12mo,  2t  &d HouisUm    . 1836 

-»— Eton  Iiatin  Accidence,  with  Ap])endix,  12mo,  2s    JfouUion    1836 

■  First  Steps  to  Latin  Classics,  12mo,  2«  ed;  with  Translation,  12mo,  2s  BouisUm   1837 

■  Key  to  Exercises.  12mo,  Is  HouUiUm  1836 

Parsing  Lessons  to,  12mo»  2s  €<2  Houlston   1836 


-  Life  in  Nature,  post  8to,  6s  Smith  A  Elder  iS6z 

-Man  and  his  Dwelling-PUice,  2nd  edit.,  sm.  cr.  8vo,  fis Smith  it  Elder  i$6i 

-  Printer's  Price-Book,  12mo,  2s  6d    Author  1858 

-  School  Arithmetic,  Pt.  1,  12mo,  2s;  Key  to,  2s HonUUm   1837 

Pt.  2,  12mo,  2s  6<i  ;  Key  to,  3s  6d Houlston    1837 


•  (J.D.)  Athanasia  ;  or,  Four  Books  on  Immortality,  '49  ;  new  ed.,  12mo,  6s    HouUton    1854 

'  (/.i/.)  History  of  America,  2  v.  imp.  8vo,  30s  Taili» 1843 

Individual  Effort,  and  the  Active  Christian,  12mo,  7s,  1841  ;  6s Houltion    1853 

Lectures  on  Acquaintance  with  God,  12mo,  3s  6<2  HouUton   1S56 

-  God's  Government  of  Man,  12mo,  3s  6(i IfonUton    1S56 

-Redemption,  12mo,  Zs6d Noulston    1859 


'  Moderate  Calvinism  Re-Ezamined,  post  8vo,  Is UouUUm   1861 

Review  of  theBishopof  London's  Sermons,  8vo,  Is  6rf Boulston    184a 

The  Test  of  Experience,  12mo,  ls6d  Cockshaw  1851 

■  Theology  ;  or,  View  of  the  Counsel  of  God,  12mo,  4s;  8s  6d  Jfoulston    1843 

Tour  in  Holland  k  North  Germany,  1861, 12mo,  3t  6d,  51— red.  2s  6d  J/<mUt4m    1 860 

Treatise  on  Man's  Responsibility,  1 2mo,  2s  6(2,  1 848 — red.  to  1  s Houltton    1 8 6o 

— — —  Work  of  the  Holy  Spirit  in  Conversion,  new  edit.,  12mo,  8s  6rf  Noulston    18^5 

Hints  and  Helps  for  Every-Day  Emergencies,  on  Social  Economy,  &c.,  cr.  8vo,  Is  ...   Ward  d:  Lock  .i860 

for  Authors  in  Writing,  Printing,  and  Publishing  their  Works,  8vo,  l8  6d Pull  1842 

Daily  Meditation,  new  edit.,  32mo,  Is  6rf    Stmpkin 184s 

Happy  Homes,  &c.,  edit,  by  Mrs,  Copley,  18mo,  2s  6d Dean  <fc  Son  ...1859 

-  Hours  ;  or,  Amusements  for  All  Ages,  12mo,  doth,  8s  6d Mozleg  1850 

■  the  Formation  of  a  Fresh- Water  Aquarium,  12mo,  2s  6rf    Soc.P.C^K.  ...1857 

-Table,  12mo,  2s  6d,  1836— red.  to  Is  6rf  ;  n.  e.,  Is    Routledge  1862 


on  Agriculture,  by  Cecil,  post  8vo,  3s  6<2   Newby    1S5S 

—  Angling,  Angling  Excursions,  &c.,  by- Palmer  Hackle,  8vo,  lOt  6c2 W.  Pobin»on...i^^S 

—  Commercial  Travelling,  18mo,  Is    miittaker 1838 

—  Culture  of  Character,  post  8vo,  lOs  6d,  Groombridge;  12mo,  3s  6(2  ffogg 1861 

—  Dress  and  Address,  16mo,  Is  6<f Darton  w.  </. 

—  Etiquette  and  Usages  of  Society,  by  a  Lady  of  Rank,  n.  e.,  12mo,  2s  6d  ...  Longman  184^ 

—  Health,  with  a  View  to  a  Long  Life,  16mo,  Is;  Is  6^ Brittain i%A 

—'  Houses  and  House  Fumiahing,  18mo,  Is  6d  (Troom^'d^...  1861 

—  Husband  Catching :  Manual  jfor  Marriageable  Misses,  post  8vo,  6s Neu^    184^ 

—  Letter  Writing,  12mo,  Is  6d Houltton   1843 

—  Life,  and  How  to  Rise  in  Society,  12mo,  6s  Longman  184^ 

—  Management  of  Female  Parochial  Schools,  18mo,  Is  6(f   Natchard 184$ 

•—  Nature  and  Management  of  Duns,  post  8vo,  6s Newby    1S41 

—  Ornamental  Ecclesiastical  Needlework,  16mo,  8s  Matters 1S.1* 

—  Sea-Bathing,  18mo,  2s  6d    Smith 183! 

-^  Shooting,  Fishing,  &c.,  by  Christopher  Idle,  12mo,  58 Longmtm  1851 

—  Study  and  Employment  of  Time,  12mo,  4s  6<i Walton 183! 

—  the  Service  for  the  Visitation  of  the  Sick,  fcap.  8vo,  2s  Rivington  184 

to  a  Clergyman's  Wife  ;  or,  Female  Parochial  Duties,  12mo«  new  edit.,  3« Chrifith  ds  P...,iSs< 
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HIats  to  Bleachen  ;  on  Finishiog  Linen  GkK>ds,  18mo,  2»  6d J^hffman  1862 

Candidates  for  Government  Civil  Serrioe,  post  8vo,  2$  6d    Stanford    1858 

Cluirmen;  or,  Precepts  for  Presidents,  12mo,  2*  6c/    Ilearne 1836 

•  Christi&ns  on  Consistency,  18mo,  1«  Wightmati 1838 

Domestic  Servants,  by  a  Batter,  12mo,  l«6c/ Hamilton  1854 

Fresh-men  at  Cambridge,  5th  edit.,  fcap.  8vo,  1# Parker  Jk  S<m  .i^^o 

Men  sboat  Town,  square  24mo,  1<  ^ Strange 1840 

Parents  on  Christian  Sdncation  in  Schools,  12mo,  2s    Theobcdd    1851 

Promote  a  life  of  Faith,  by  a  Member  of  the  Church,  12mo,  U  6<i   HcUchard 1844 

Servants,  with  Illustrations,  by  Meadows,  12mo,  8s  6d    E.  Wilson 1843 

-  by  a  Bachelor,  32mo,  1* Spooner 1837 


StadentB  in  Beading  for  CJasaical  Honours,  12mo,  1842,  2nd  edit.,  Is   Bellde  Daldy.,.i^^Z 

Sobftltemsof  the  British  Army,  12mo,  2«  6d   Boone    1843 

the  Sick,  the  Lame,  and  the  Lasy,  post  8vo,  new  edit.,  6s  Harrison  1848 

Travellers  in  Portugal,  with  an  Itineraiy,  12mo,  3«  6rf Murray 1852 

-  towards  Improvement  of  the  Liturgy  and  Church  Services,  18mo,  Is  6c/ J.H, d: J, Parker lis^ 

the  Formation  of  Character,  12mo,  5s  6d Simpkin 1843 

Hioxmsn  (C%a.)  Confirmation  Manual,  post  8vo,  2s    Hope 1857 

(i^r«.£.)  Poems,  new  edit.,  12mo,  5s  6d Longman  1857 

Hlppislej((?.^.)  Siege  of  Barcelona,  a  Poem,  fcap.  8vo,  5s    Cleaver 1842 

(J.ff.)  Chapters  on  Early  English  Literature,  post  8vo,  9s     Moxon  1837 

Hippocrates,  the  Genuine  Works  of,  2  y.  8vo   Sydenham  8.  ii^S-9 

Hippoljtaa  (5*.)  and  Chr.  Church  of  3rd  Cent.,  by  Taylor,  12mo,  Is  6d A. Hall  1853 

Hippoljtiis  and  his  Age,  by  C.  C.  J.  Bunsen,  4  v.  p.  8vo,  42s,  '52;  n.e.,  2  v.  8vo,  80s  Longman  1854 

H:psIeT(H')  Equational  Arithmetic  Applied,  Pts.  1  and  2,  12mo,  each  Is Weale 1851-61 

fiird  {W.G.)  Etymological  Dictionary  of  Scriptural  Names,  3rd  edit.,  12mo,  8s  Simpkin 1852 

HifKh  (Patt/)  Betum  of  Ulysses,  German,  with  Grammar,  &c.,  12mo,  6s    Walton  1857 

— Short  (German  Grammar  and  Vocabulary,  12mo,  2s Walton  1851 

Hinpy  (I>r.)  Study  of  Pharmacodynamics,  transited  by  Hayle,  8vo,  5s    Sanderson 1857 

Kitdiell  (iy. 5.)  Fireside  Harmony,  3rd  edit.,  oblong,  Is    PaHridge  1852 

Hirscher  (/.  W.)  Sympathies  of  the  Continent,  translated  by  Coxe,  12mo,  Ss    J.H,d:J.Parkeri%S^ 

ilL-Kb&eld  {P.C.)  Manna  of  the  Heart,  selected  from  Luther,  18mo,  2s  6d  Orwmimdge  ...i%^i 

Sim  (//.P.)  Penance  of  RoUnd,  and  other  Poems,  12mo,  4s Boston^U,S.  ...1849 

(7%o.)  H3rron8,  Dialogues,  and  Addresses,  new  edit^  18mo,  2s  6c/ Kent  1862 

Bemarks  on  Music  of  the  Church,  12mo,  6s  Whxttaker 1841 

-; — ■ Zephyr,  a  Set  of  Original  Tunes,  &c.,  oblong,  2s  6rf Hart 1844 

^%  (i/ejE.)  Exposition  of  ThesaUonians  II.,  Ch.  ii.,  18mo,  2s  Longman  1846 

• Proverbs  of  Scotland,  with  Notes  and  a  Glossary,  12mo,  6s    Simpkin 1862 

Scarlet-Coloured  Beast  of  Apocalypse,  18mo,  2s  6e/,  49;  2  e.,  12mo,  5s  Longman  1858 

"~— Two  Babylons  ;  or.  Papal  Worship,  12mo, 5s, Z<»i^fiuin,  58;  3  e.,8vo,12s  Houlston   1862 

Hi4oris  Britonnm  Nennius  (Irish  Version),  ed.  Todd,  I5s Irish  ArcSoe,   1847 

•li4<iriall  Expostulation  against  the  Beastlye  Abusers  of  Physyke,  &c.,  post  8vo Percy  Soc n.  d. 

Hitoriin's  Common-Place  Book  Key,  with  Tables  to  ditto,  8 vo  and  4to,  7s  6(/ Varty    1 844 

H't/daram  Chronicon  ab  Orbe  condito  ad  1366,  by  Haydon,  V.  I  &  2,  8vo,  each  lOs  Longman  1858 

HM4^«ic  Charades  ;  or,  English  Wild  Flowers,  IBmo,  Is  6d    Bogw    1850 

^; —  Literature  of  Ireland,  8vo,  2s  Simpkin 1855 

^i^tunal  Account  and  Genealogy  of  the  Chin  Maclean,  8vo,  10s  6d Smith  di  Elder  1838 

— ———  of  All  Saints' Church,  Newcastle-upon-T^e,  8vo,  10s  6c/   WecUe    

"- Casile  Gate  Meeting  House,  Nottingham,  12mOy  2s Waixl    1856 

""■ Cotton  Manufacture  of  Decca,  8vo,  3s  6i Mortimer  1851 

■ Fountains  Abbey,  Yorkshire,  folio,  I  Os  6c/  Weale    n.d, 

" — ^— Iceland,  Greenland,  and  Faroe  Isles,  12mo,  3s Simpkin 1840 

~~ ■  and  Literary  Curiosities  of  America,  roy.  4to,  35s New  York 1850 

—  Chapters  relating  to  Many  Lands,  18mo,  3s  6d   Jackson dsW»,..i^ $4. 

■~~ Charades,  by  A.  of  Let.  from  Madras,  12mo,  5s,  Longman^  *47j  n.e.,  8s  6(/  Griffith  ds  P.  ...1857 

*— Chart  of  the  Sovereigns  of  England,  sheet.  Is    Simpkin 1846 

— ~  Dissertations  and  Essays,  by  Stoddart  and  others,  post  8vo,  5s Griffin    1858 

^  Dramas  or  Tragedies,  by  Juvenis,  12mo,  6s Saunders^  0.  1852 

Educator,  V.  1  and  2,  4to,  each  6s Cassell  1854 

Epitome  of  the  Bible,  12mo,  6s   Whittaker 1835 

' Essays,  8vo,  14s Hatchard  1851 

~~ Inquiry  on  the  War  in  Spain,  i>06t  8 vo,  5s  Mwrray 1837 

— Keepsake,  12mo,  1s6d\  cold.  10s  6c/ Hu,rU    1836 

"~ Ontlinesof  Political  Catholicism,  its  Papacy,  &c.,  8to,  8s ChapmandeH.  1853 

^  — Papers,  4to Roxburgh  Club  n.  d, 

"~~ — • — from  Charter  Boom,  Cawdor  Castle,  4to  Spalding  Club  n,  d, 

— P^irts  of  the  Old  Testament,  with  Notes  for  Youth,  12mo,  6s Simpkin 1840 

~— Pictores,  obi.  5s;  tinted,  7s  6d    Cundall 1848 

— of  England,  2  v.  18mo,  10s    C.Knight  1838 

the  Middle  Ages,  2  V.  p.  8 vo,  18s,  Z^on^man,  1846;  21s Bentley  1854 

^■^ Prints  of  Ancient  and  Modem  Greece,  12mo,  5s Harvey  ds  ^....iS^y 

"^ Record  of  the  First  Madras  European  Regiment,  8 vo,  12s Smithd:  Elder  1842 

"*- 62nd  Regt.  of  Light  Infantry,  from  1755  1858,  r.  8vo,  42s Bentley x86o 

"~ -Records  of  the  British  Army.     jSee  Appendix Parker d: Son. 

"~ ^  Register,  for  Schools  and  Colleges,  obi.  4to,  5$  Simpkin i860 
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Historical  Reveries,  by  a  Suffolk  Villager,  12mo,  5«,  1839  ;  new  edit.,  2$  (id   Longman  iS^i 

Reviews  of  the  Natare,  &c.,  of  Vaccination,  18mo,  St  Rivingtim  i'^\i 

Rhymes  of  Rngliah  Kings  and  Queens,  sq.  8vo,  It Cleaver  1851 

Sketch  of  Russia  from  862  to  1864,  post  8vo,  U   Ward d: Lock... lis- 

Spain  and  Portugal,  2  v.  18mo,  St Knujhl  iS;; 

■  the  Sovereigns  of  France,  sheet,  It     i^mpkin \i\i 

Sketches  of  Old  Painters,  post  8vo,  28 J. Chapman it^-^: 

Summary  of  the  Pope's  Title  to  the  Patrimony  of  St.  Peter,    It HaUkurd  186 

Tales,  each  1<.     iS^e  Appendix. J.HJeJ.PaThtr 

Tales,  by  M.  J.,  Illustrations  by  Thomas,  post  8to,  new  edit.,  2« Romtledgt  186 

■ for  Young  Protestants,  12mo,  2i    Traa  Society  ...i%s 

■ of  Southern  Counties,  2  v.  post  8vo,  21« SauMdertA  0,  1^3 

Wars  of  SootUind,  8  v.  12mo,12«  FuUarUm  184 

Histoire  de  la  Litt6rature  Hindoui  et  Hindoustani,  by  Taasy,  2  v.  8vo Or.Tr.Fd. f.  d 

Russie,  abr^^  par  Mme.  B.  de  M.,  12mo,  3<  Rolamdi 185 

des  Sultans  Mamlouks de  r^gypte,  tr.  Quatrem^re,  8vo  Or.Tr.Fd» ».  ci 

History  and  Present  State  of  the  British  Empire,  new  edit.,  fcap.  8to,  2t   Chamben  186 

Progress  of  the  Missionary  Societies,  2  v.  8vo,  20* KeUjf 183 

Topography  of  Texas,  d»    WUey 185 

for  Holidays,  Amusing  Exercises  in  a  Case,  8  series,  each  \t  M  Simpkm 185 

in  all  Ages,  29th  edit.,  12mo,  7« HctmiHon  186 

of  a  Family  ;  or,  Religion  our  best  Support,  new  edit.,  12mo,  2t  6c{   Orijfith^F,  ...185 

Flirt,  rekted  by  Herself,  3  v.  post  8vo,  81«  6rf  ,....  Colbwm 184 

Pilgrim,  cr.  8vo,  10«  6rf , Jot, Blackwood  \%fi 

Pin,  by  B.  M.  S.,  with  lUustrations,  8vo,  3»  6d,  1861 ;  4to,  2«  (U HamiWm  186 

Ship,  by  Grandpa  Ben,  new  edit.,  16mo,  Zt    Qroomhridgt.  .18b 

American  Congress,  from  March  4,  1789,  to  March  8,  1798,  8vo,  12s Wiley 184 

Ambling  Literature,  by  an  Angler,  12mo,  6«   J.R.Smitk 185 

an  Idol,  18mo,  U  erf NiehaU 184 

Ashbourne  Antiquities,  8vo,  11«  ;  roy.  8vo,  19« Sitf^aki* 185 

Ashby-de-la-Zouch,  12mo,  St    A. Ball 185 

Belfast  Harbour,  1618-1850,  with  Plana,  folio,  10s Longman  185 

Bristol  and  Western  Counties  Antiquities,  21s Relink  J>ald^...t%y 

Celestin  with  the  Ass's  Head,  8vo,  cold.,  2s   Jiartan  186 

Chesterfield  Antiquities,  8vo,  12* Wkiitaker 183 

•— ^-*-— *  China,  to  1858,  and  an  Account  of  the  Religions  Insurrection,  post  8to,  5s  Bentley    18$ 

Creation  and  the  Patriarchs,  V.  1,  Genesis,  poet  8vo,  6«  J.Ckapman  ...186 

Crowland  Abbey,  12mo,  24  Simpkin 183 

England,  new  edit.,  4  v.  18mo,  10<  6d  ReL  Tract  Soc,  s^' 

Britons  and  Saxons,  It  6d.     House  of  HaDOver,  2f  6d.     Middle  Ages,  '2t  ikL 

Stuarts,  2t  6d.     Tudors,  2«  ed. 

' by  aLady,  18mo,  2s  Lorn    183 

Comprehensive,  4  v.  sup,  roy.  8vo,  20s  each  Blackie 185 

for €atholic  Children,  ISmo,  St    Burnt i8f 

Young  Historians,  18mo,  3f    Limbird 183 

Persons,  new  edit.,  12mo,  2s Soe.P.C.K,  ...185 


from  the  Conquest,  in  Rhyme,  post  8to,  5f Hope ii8j 

made  Easy,  by  Two  Sisters,  12mo,  2f Darton  183 

Esau  considered,  8vo,  6«   Rivinffiotk  i%] 

Europe,  by  Ladies  of  Newhall  Convent,  12mo,  5<  6d    T.Jontt 184 

—  in  the  Middle  Ages  (Lard ner's  Cyclop.),  4  v.  12mo^  24«— red.  14s  Longman  184 


Female  Education  in  the  East,  12mo,  St^d    Suler 184 

Greece,  new  edit.,  fcap.  8vo,  2s  6d Ckamhert  xSe 

Ancient  and  Modem,  from  RolHn,  &&,  8vo,  6s  6d  ;  18mo,  2s  6rf  Rel.  Tradl  Soc.  184 

■  by  Talfourd  and  others  (Ency.  Met. ,  Reissue),  post  8vo,  9s Orij^    185 

-from  the  Earliest  Times,  for  Schools,  12mo,  2s  6d    ReL  Tract  Soc.  184 


Macedonia,  and  Syria,  l^  various  Authors  (Ency.  Met.),  p.  8vo,  8«  Grifiu    185 

Greek  and  Roman  Philosophy  and  Science  (Ency.  Mel),  post  8vo»  4s Or{fin    i8|; 

Literature,  by  Talfourd  and  others  (Ency-  Met.),  post  8vo,  7«  6rf...  Chijm    185 

Gutta-Percha,  Discovery  and  Manifold  Uses  of,  12mo,  Is  6d    B.L.Grten 185 

and  Caoutchouc,  16mo,  2s Soe.P.C.K,   ...185 


Hungary,  with  Memoir  of  Kossuth,  post  8vo,  Ss  6d  H.Bokm 18s 

India,  and  Manners,  &c.,  of  the  Hindoos,  new  edit,  2  t.  18mo,  4t  6<i  ...  NaUali 184 

British  SettlemenU  in,  fcap.  8vo,  4s Soe.P.CK.  ...iS 


Insects,  square  16mo,  3s  6d ReL  TractSoc.  183 

Ireland,  abridged,  edited  by  T.  K.  Arnold,  18mo,  2« Mattert 185 

Jean  Paul  Cboppart,  a  Tale,  12mo,  2s  6d    Lambert 185 

Jerusalem,  Ancient  and  Modem,  18mo,  It  6d    ReL  TraelSoc  i8i 

Jesus  Christ,  in  the  Words  of  Scripture,  edited  by  J.  Russom,  8yo,  5s  6d  Simpkin 184 

Joseph,  square.  Is Rd,  TraeiSoc.  185 

for  the  Young,  square,  Is    Oattell  185 

Keighley,  Yorkshire,  Past  and  Present,  12mo,  2s  9rf A. Hail 18^ 

Kings  of  England,  for  Children,  18mo,  Is;  12nio,  8s    Motlejf  184 

Little  Jane  and  her  Stories,  12mo,  Is Kent i8<; 

Louis  Mortimer,  18mo,  2s  6rf    HoalUott   184 
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ristoiy  of  Major  Smalls  and  bifl  Wooing,  12mo,  2« Ja8,ItlachooodiSs9 

Mammalut,  new  edit.,  6  T.  ISmo,  9»    Cox    1849 

Man,  from  the  Word  <rf  God,  ISmo,  U  6d Jiatchard 1836 

Maritime  DiscoTery,  &c.,  18mo,  la;  gilt,  \»Zd Chambers  i860 

Masonry,  from  MSS.  in  British  Moseam,  edited  by  Cooke,  16mo,  7«  6d...  Spejicer 1861 

Modem  Rome,  from  Talking  of  Oonstantinople,  1458,  to  1850,  8vo,  3«  6d  Longman  1857 

MonkejB,  18mo,  It  6d  Cox    1848 

Mooes,  eqnare,  1«  Jtel.  Tract Soe,  1850 

Wimble,  his  Adrentores,  &c.,  by  Himself,  post  8vo,  7t6d  Skeet 1859 

Mra.  Johnson  and  her  Danghters,  folio,  6«  6d March    1850 

Napoleon,  ft«m  the  French  of  De  TArdeche,  2  y.  Sro,  17«  WUlaiujhby   ...1841 

and  France  to  the  Death  of  Louis  Philippe,  24mo,  28 NeUon   1851 


.  Naral  Heroes  of  Gi«at  Britain,  12mo,  U  6d  Clarke   1854 

Neirbnry,  Antiquities  of,  8vo,  lit  Simpkin 1839 

•  Onr  Own  Times,  post  8vo,  V.  1  and  2,  each  10*  6d  Colbum 1843 

Bariour,  in  Easy  Verse,  am.  4to,  2t  6rf  ;  cold.,  Zt  6d    JJLAJ,Parkeri%s^ 

■  Popciy  and  its  Inflnence  on  Society,  8to,  9a  6d Parker  d:  Son   1837 

Pbrtngal  (Jnyenile  Sng1idiman*s  Library),  18mo,  2a  Mattert 1846 

•  Prince  Le  Boo,  new  edit.,  18mo,  la GrijHthd:F.  ...1856 

Printing,  12mo,  2a  6<i  SocP.C.K.  ...1862 

Eabbis,  Ribs,  and  Babe,  16mo,  2a  6rf S.ailbert    1845 

Reform  in  England,  12mo,  3a  JfatnilUm  1850 

ReTivalsof  Religion  in  Great  Britain,  12mo,  5a Hamilton  18^6 

Roman  Literature,  by  yarious  Anthors  (Ency.  Met.),  p.  8yo,  7a  6d Oriffin    1853 

Rome,  new  edit.,  12mo,  2a  6d Chambert 1861 

(Lardner's  Cydopaedia),  2  ▼.  12mo,  12a— red.  to  7a Longman  1843 

Ancient  and  Modem,  8vo,  7a  6d BeLTradSoc.  1846 

for  Schools,  from  the  Earliest  Times,  12mo,  3a  Jtel.  TractSoc.  1848 


Rnth,  16mo,  la Pel.  TractSoc,  1857 

' Seandinayia,  Ancient  and  Modern,  2  y.  12mo,  5a  Simpkin 1840 

Sir  Thomas  Thumb,  with  Illustrations  by  J.  B.,sq.,  7a  6(^,1855;  n.e.,sq.,2a  Hamilton  1859 

Spain,  18rao,  2a C. Knight  1843 

Stainboioagh  and  Roqk ley,  Yorkshire,  12mo,  la  6rf  J.R.Smith 1853 

Sotton  Goldfield,  its  Forest  and  Chase,  Ac,  8yo,  6a Simpkin i860 

the  Assyrians  and  Chaldeans,  Medes  and  Lydians,  from  Rollin,  8yo,  la  6d  Ret.  Tract  Soe.  J  841 

Carthaginians,  roy.  8yo,  la  4d Pel.  Tract  Soe.  1840 

~ Chineae  Empire,  Illustrations  by  Allom,  new  edit.,  4to,  48a Publithing  Co.  i860 

Chureh  of  Christ,  6  y.  18mo,  18a    Pel.  TractSoc.  1853 

Scotland  to  the  Disruption,  1843,  2  y.  18mo,  5a— red.  to  3a  W.Allan   1846 

—^^  Circumnavigation  of  the  Globe,  12mo,  3a    Nelson    1840 

Congregational  Churches  in  Warwickshire,  post  8yo,  5a Trard 1855 

— —  Early  Kings  of  Persia,  from  Earoinars,  transl.  by  Shea,  8vo,  10a Or.  Trai0k  Fd.  n.  d. 

Egyptians,  roy.  8vo,  2a  Pel.  TractSoc.  1841 

English  Language  and  Literature,  new  edit.,  fcap.  8vo,  2a    Chambers  1861 

■ Exhibition,  4to,  6a Crockford 1851 

Factory  Moyement,  1802  to  1847,  2  v.  8yo,  21a Simpkin 1857 

Fall  of  the  Jesuits,  post  8vo,  2a  6*?,  1849  ;  new  edit.,  2a Murray. 1861 

French  Beyolniion  (Select  Library),  12mo,  5a iJwiMa    1S47 

Gunpowder  Treason,  12mo,  2t  6d W.J.Adamt  ...iZfio 

Holy  Graal,  4to  PoxburgheCl.    1861 

• Giayelyn  Family,  a  Series  of  Stories  by  L.N.,  18mo,3a  6d,6i;  n.e.,  2a  6rf  Nitbet i86a 

■ Inquisition,  12mo,  5a,  Ward^  1849;  new  edit.,  18mo,  la  6d  Houltton    1850 

" Jews,  from  Abraham  to  Christ,  2  v.  12mo,  8a Pel.  TractSoc.  1841 

' Kings  of  Jndah,  post  8yo,  10a  6(2 Neioby    1848 

Macedonians,  Seleucidie,  and  Parthians,  roy.  8yo,  2a Pel.  Tract  Soe.  184a 

^~ Minor  Kingdoms,  roy.  8to,  2a   Pel.  TractSoc.  1845 

-' Ottoman  &npire,  post  8yo,  7a  6rf GriJHn    1854 

' Ptinsey,  its  different  Varieties,  8yo,  12a   P.Wilson  1838 

Persians,  med.  8yo,  2a   Pel.  Tract  Soe.  184a 

-Picts;  or,  Romano-British  Wall,  8yo,  5a Belld:  Daldy...i%s^ 

■  Protestant  Church  in  Hungary,  Preface  by  D'Aubign6,  8yo,  10a  ^d ...  Nitbet 1854 

•Punjab,  2y.  post  8yo,  21a Allernk  Co 1846 

-  Puritans  and  the  Pilgrim  Fathers,  12mo,  3a  6<2  Nelson   184Q 

-  Roman  Empire,  by  yarious  Authors  (Ency.  Met. ),  post  8 vo,  10s  6d ...  Griffin    185a 

-Decline  and  Fall  (Ency.  Met.),  postSyo,  10a  iSd Gri^n    1853 


Republic,  by  yarious  Authors,  ( Ency.  Met.),  post  8yo,  %sCd...  Griffin    1851 

Russian  Campaign  in  France,  1814,  Svo,  14a Smith  <k  Elder  1839 

Seyen  Churches  of  Asia,  lomo,  la  6d Smith<kElder  1836 

- Spanish  School  of  Painting,  12mo,  5a  Bosworthd^H.  1843 

"    "- Temple  of  Jerusalem,  from  the  Arabic,  transl.  by  Reynolds,  8vo,  15a  Or. Trans. Fd...n.  d. 

' Tttdorsand  Stuarts,  V.  1,  Tudors,  post  8vo,  10a  6d    Hardwicke 1858 

* Three  Little  Kittens,  4to,  2a6rf,  Nelson '.ar.  8yo,  2a Dean i86a 

"      ' —  Wednesbuiy,  with  Account  of  Coal  and  Iron  Trade,  8?^o,  7a  6rf    Masters 1854 

• — ■  Wonderful  Inventions,  12mo,  5a — red.  to  Sa  6(2 H.Bohn 1849 
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HiBtoiy  of  Wymeswold  and  St.  Mary's  Church,  folio,  21«  Belld:  Daldy...\^7 

Hitchcock  {Prof. Ed.)  Elementary  Geology,  2nd  edit,  by  J.  Pye  Smith,  cr.  8vo,  18«    Jachiond:  W...i$^i 

new  edit,  post  8vo,  8«  6d Trulmer 1854 

Final  Report  on  the  Geology  of  Massachuaetts,  2  v.  4to,  63«...   WiUy i?42 

Historical  and  Geological  Deluges  compared,  fcap.  8vo,  2»  9d    HamilUm  183? 

— ^— ^ Hlustrations  of  Surface  Geology,  4to,  12« Wa$hingi4m  -..1857 

Religion  of  Geology,  post  8vo,  7«,  Jiogue^  1851  ;  12mo,  2a   ...  Grijin    1859 

Religious  Lectures  on  the  Seasons,  12mo,  It  6d Jos.  Blackvxtod  1857 

-  Truth  Illu8t.fr.Science,12mo,2«,6'rii«n,*58;  8TO,7«6d  BoM^m,  U.iS.  ...1857 


Wreath  from  the  Tomb,  Preface  by  Pye  Smith,  12mo,  S$  6d...  Jadwn  A  W..a% 


(Ed. and  Ed. jr.)  Elementary  Anatomy  and  Physiology,  12mo,  6«  &d New  York i86o 

{R.  V.)  Poems,  Fragments,  Stanzas,  and  Songs,  12mo,  it  Simphin 1852 

-  (TAo.)  Practical  Treatise  on  Brewing,  8vo,  21«  ....-.., Author  : 1844 

Voice  from  the  Mash  Tun,  12mo,  5« AuUior       1847 

Hitching8(C.^.)  Poe™s,  l2mo,  5« BotwoHh   1851 

Hitchen  (/moc)  Sermons  at  Glasgow,  8vo,  7t  6d HoUciiard  18143 

Hitchman  (  Wm. )  Homoeopathic  Treatment  of  Consumption,  post  8 to,  3« Sanderton i  S  5  9 

Hitopadesa,  Sanscrit,  Analysis  and  English  Index,  by  Johnson,  imp.  8to,  31«  6<2   ...  Allen ik  Co 1^47 

translated  by  Johnson,  imp.  8to,  lOtQd   Allen  J:  Co 1848 

Hittell  (J.S.)  Evidences  against  Christianity,  2nd  edit.,  2  v.  12mo,  16«   New  York 1857 

Mining  in  the  Pacific  States  of  North  America,  12mo,  6»  6d  San  Praneitco  181^2 

—  (Theo.H.)  Adventures  of  James  Capen  Adams,  Illustrated,  cr.  8fo,  8«  6d Boston,  U.S.  ...i860 

Hive  and  its  Wonders,  16mo,  1«  6d,  Groombridgt  \  18mo,  1«    Bel.  TractSoc.  1853 

or,  Mental  Gatherings,  Prose  and  Verse,  post  8vo,  3s  6d Ward 1857 

Hoag  (y Of.)  Journal  of  the  Life  of,  post  8vo,  6t  Bennett  1862 

Hoare  (A. if.)  Hulsean  Prize  Essay,  1846  :  Fitness  of  Christianity,  8vo,  3*  Orf  Birintjion  1847 

(6%a.)  Mensuration  made  Easy,  12mo,  1«  ;  cloth,  1«  Gd E.Wilton  1855 

Wine  and  Spirit  Merchant's  Guide,  12mo,  1«  BoutUdge  1S57 

(C/fm.)  Cultivation  of  the  Grape  on  Open  Walls,  8vo,  7«  6rf Longman  1841 

Method  of  Planting  Roots  of  Grape  Vines,  12mo,  5i Longman  1844 

(C/.)  Holy  Scriptures,  Essays,  It   Werlheim  1858 

Infant  Baptism  Spiritually  Explained,  12mo,  5«  6d    Hatchard  1848 

— — —  Lectures  on  Divine  Judgments,  12mo,  3»  6d Batchard 1S52 

Tendency  of  Principles  in  Tracts  for  the  Times,  8vo,  4t  6d  Seel€y 1841 


-  (Edw.)  Sermons  on  Scriptural  Piinciples  of  the  Church,  2nd  edit.,  18mo,  3<...  Hatihard 1847 

-  Solitary  Moments,  Poems,  12mo,  4«  6df   Longman   1841 


'  {E.N.)  English  Roots,  and  Derivations  from  Anglo-Saxon,  n.  e.,  12mo,  it  6d  Parker  <fr  Son   1S36 
-  Settler's  Guide  through  Irish  Difficulties,  1 2mo,  4*  Pa rker  <t  Son . . .  i  S 50 


Sermons  preacked  at  Waterf ord  and  Dublin  Castle,  1 2mo,  5t Wertheim  1862 

(B.)  Hints  and  Documents  on  Lay  Co-operation,  3  pts.  8vo,  ea.  2t  6d Bivington  1859 

Outlines  of  Ecclesiastical  History  before  the  Reformation,  18mo,  2t  6d  Parker  ff  Son..iiS' 


(ifrs.)  Christian  Mother,  18mo,  U  Wertheim  1862 

Hints  for  the  Improvement  of  Early  Education,  new  ed.,  12mo,  Zt...  BatchArd  1862 

■ Memoir  and  Correspondence,  edited  by  her  Son,  8vo,  ]0«  6rf DaUon    1852 

Shamrock  Leaves,  Tales  and  Sketches  of  Ireland,  12mo,  2«  6ii.- Partridge 1851 

(B.C.)  History  of  Ancient  Wiltshire,  2  v.  folio,  21/  NichoU 1843 

• South  Wilts,  6  V.  folio,  42/     NichoU  1854 

(W.B.)  Ecclesiastical  History  before  the  Reformation,  18mo,  2<  6rf   Parker  *k  Son   1857 

Harmony  of  the  Apocalypse,  roy.  8vo,  10a  Parker  d:  Son   1848 

On  the  Veracity  of  the  Book  of  Genesis,  8vo,  9»  6d  Longman  i860 

(TT.  IF.)  Exposition  of  Revelation,  Chap,  i.,  post  8vo,  6t J.B.Jadcton...i%^% 

Hobart  (5p.)  Works  of,  3  v.  8vo,  32«   New  York 1853 

Companion  for  Festivals,  &c.,  of  Episcopal  Church,  21st  ed.,  cr.  8vo,  5t  New  York 1856 

to  the  Altar,  by  J.  Collingwood,  18mo,  3«  6rf Bivington  1838 

•  Early  Life  of,  by  J;  Mac  Vicar,  Preface  by  Dr.  Hook,  8vo,  15« Bivington  1849 


Mistakes  concerning  Repentance,  12mo,  1«  6rf  Groombridge  .,a%^7 

Stat©  of  the  Departed,  12mo,  Ss New  York 1858 

(B.)  Analytical  Epitome  of  Burnet  on  Thirty -nine  Articles,  12mo,  2«  6<i  ...  Simpkin 1849 

Ordination:  Questions  and  Answers,  12mo,  3a  6rf   Boldtworth    ...1839 

(W^.^.)  Essay  on  Capital  Punishment,  8vo,  la    Parker  ^k Son... i%bi 

Hobbes  (J.B.)  Picture  Collectors'  Manual  and  Dictionary  of  Painters,  2  v.  8vo,  32a     Boone 1849 

(TAoa.)  Works  (in  Latin),  edited  by  W.  Moleswortb,  6  v.  8vo,  60a    J.Bohn...    1839-45 

Complete  Works,  with  Life,  Latin  and  English,  11  vols.  8vo,  61 10a...  Boutledge  ...1839-45 

Hobbs  (A.C.)  Treatise  on  Construction  of  Locks,  edited  by  Tomlinson,  12mo,  la  6d   Wealt 1855 

— « —  (J.S.)  Sailing  Directions  for  the  Bristol  Channel,  &c.,  8vo,  la C.  Wilton  1853 

— — Gulf  and  River  of  Lawrence,  8vo,  la  6d  ...  C.Wiiton    1843 

Islands  of  Guernsey,  Jersey,  &c.,  8vo,  la  ...  C.Wilton   1849 

from  the  Texel  to  the  Horn  Reefs,  8vo,  la C.Wilaon   1852 

(Z«. Co/.)  Subaltern's  Hand-Book,  12mo,  2a  Kent  i8<;a 


—  (W.)  Small  Debts  Act,  and  Rules  of  Practice,  2nd  edit.,  12mo,  Zt  6d    ...  Bond 
•  (W.F.)  7      "     '   -  '  -   -  - 


'.)  Landlord,  Tenant,  and  Labourer,  8vo,  la  Bidnwav  i8;q 

Hobhonse  (J.C.)  See  Broughton  (Lord).  ^ 

Hobkirk  (Wm.)  Soundings  in  Sacred  Waters,  post  8vo,  2a  6rf    Simpkin  1854 

Hobler  (Pra.)  Exercises  between  an  Attorney  and  his  Clerk,  12mo,  new  ed.,  6a Benning 1847 


l?.35-]882] 


HOBLER HODGSON 


Ilobler  (/Va.)  Merchant's  Manual,  12mo,  6<    Lonffman  ... 

Records  of  Koman  History  from  Roman  Coins,  2  v.  4to,  428 NickoU  

(/. 5.)  Familiar  Sxercises,  2nd  edit,  12mo,  7«   J.SModson 

Uobijn  (£(i.)  Millennium,  What  is  it  ?  8yo,  1«    Wertheim  ... 

—  {R,D,)  British  Plants,  12mo,  la A.Scott.  .... 

Dictionary  of  Medical  Terms,  12«  6d,  '58  ;  Scientific  Terms,  12mo,  10a  Wkitiaker  .. 

'  Manual  of  Chemistry,  12mo,  At  6d,  1841  ;  Steam  Engine,  l2mo,  6«...  A,  Scott . 


Treatise  on  Botany,  12mo,  la A.Scott , 

HobsoD  (Jno.)  DiKOuiaes  to  Christians  in  a  Heathen  Land,  poet  Syo,  6a  6d Ilatchard  .... 

Fantasia,  a  Poetic  Offering,  12mo,  2a   Dean  d!  Son  , 

(XV.)  Ecclesiastical  Colloquies,  new  edit,  8to,  3a  6d    yarty , 

(Sam.)  Letters  to  a  Waverer  on  the  Romish  Controversy,  12mo,  7a    Seeley , 

-  Questions  on  Charge  of-  Heresy  Discussed,  12mo,  3a  6d Hamilton  .... 


Yale  of  Probation,  a  Dream,  12mo,  2a  6<i    Variy. 

HobsoD^B  Choice,  a  Tale  of  a  Journal,  12mo,  la  J.H.d:J.Parker 

11%  (7aj.)  Ytsit  to  Christian  Brethren  at  Hamburg,  1 8mo,  la  6(2    Iloulaton 

Hockea  {£.0.)  Essay  on  Constitution  in  Production  of  Disease,  12mo,  2a  6<2   Highley  . 

Inquiry  on  Value  of  Naphtha  in  Tubercular  Phthisis,  8vo,  3a    HiyhUy  . 

Treatise  on  Amaurosis,  8vo,  10a  6(2 Hiyhlry  . 

• Ophthalmic  Medicine,  12mo,  3a    Hiyhley  . 

n&ddn  {J.B.)  Practical  Hints  on  Photography,  post  8vo,  2a  6(2 Hochin   . 

-  Treatise  on  Photographic  Processes  of  Glass  &  Paper,  3rd  ed.  12mo,  la  Hockin  . 


HodaseTich  {R.)  Narrative  of  the  Siege  of  Sebastopol,  post  8vo,  7a  6(2 Murray 

fladder  (i(2.)  Junior  Clerk,  a  Tale  of  City  Life,  12mo,  3a  M Jackion^W, 

Memories  of  New  Zealand  Life,  post  8vo,  5a  6(2;  2nd  edit.,  12mo,  3a  6c2  Jaekaonds  W... 

((7«o.)  Reuben  Winch,  or  the  Force  of  Example,  12mo,  la Kent  

Sketches  of  Life  and  Character,  12mo,  7a  6(2    Sherwood 

Hod-e  (C.)  Commentary  on  Epist.  to  Ephesians,  8vo,  16a,  New  York^  '56  ;  12mo,  2a  6(2  iVta6e2    ... 

— ' Romans,  12mo,  4a 6(2,  Philadelphia,^ ^s  >  2a 6(2  Nelson    ... 

:  Essays  and  Reviews,  8vo,  12a   New  York 

BxxKisition  of  First  and  Second  Epistle  to  Corinthians,  post  8vo,  ea.  5a    Nitbet 1858 

True  Idea  of  the  Church,  edited  by  W.  Hanna,  8vo,  la  6(2  I/amiUon  

— Way  of  Life,  18mo,  2a TractSoc 

—  (C.J5.)  Precea  Concionales  :  a  Manual  for  the  Pulpit,  12mo,  la  6(i   Rivington  

(£.)  Short  Family  Prayers  for  every  Day  in  the  Month,  18mo,  2a Simpkin 

—(i7.Z.)  On  Diseases  peculiar  to  Women,  8vo,  21a Philaddphia... 

' —  {P.R.)  Principles  and  Application  of  the  Steam  Engine,  4to,  1 6a Gri^n    

"— Treatise  on  Expansive  Steam  Engine,  4to,  63a;  cold.  84a Atc/Uey  

■ — (7^.)  Catechism  of  Fortification,  for  Students,  12mo,  2a  6(2   Longman  

--iW.)  Baptism  tested  by  Scripture  and  History,  12mo,  7a  6(2  Philadelphia... 

H%-Podge  for  Railway  Travellers,  cr.  8vo,  la WarddjLock... 

H^jv-es  {Eliz,)  Soothing  Thoughts  for  Sorrowing  Hours,  ISmo,  3a  6(2 J/amiltou 

■ {C.L)  Expedition  to  Portugal,  1832,  2  v.  8vo,  21a Prater    .. 

—  {Jdi.)  Construction  of  the  Grreat  Victoria  Bridge  in  Canada,  folio,  94a  6d  ...    Weale 

'• i/.P.)  Lessons  on  Agricultural  Chemistry,  12mo,  2a  6d,  1849;  new  ed.,  3a    Longman 

Structure  and  Physiology  of  the  Animab  of  the  Farm,  12mo,  2a  6(2...  Longman 

—  (J.W.)  Vision  of  Julian,  a  Poem,  8vo,  la  6(2    Simpkin.. 

(iV. If.)  Masonic  Fragments,  12mo,  2a  6(2 Simpkin.. 

[P.R.)  Hydraulic  Table,  for  the  Use  of  Engineers,  3a Williams 

' [i^tfd.)  Battle  of  Hastings,  and  other  Poems,  12mo,  4a  6c2  Simpkin.. 

'-— {IFsi.)  Law  of  Railways  and  Railway  Companies,  1865,  new«dit,  8vo,  25a...  Sweet 

~77 relating  to  Assessment  of  Railways,  12mo,  2a  6(2 Sweet 

H4rji8,  {J.O.)  (xeography  of  British  America,  12mo,  3a  6(2 Toronto  .. 

' 'lAln  (Jno.)  Calligraphia  et  Poecilographia  GnBca,  imp.  4to,  12a  Simpkin 


n  l^iins  (TAo.)  Means  of  Preserving  Health,  12mo,  6t Simpkin 

~- Morbid  Anatomy  of  the  Membranes,  V.  1,  Serous,  8vo,  10a  6(2    ...  Simpkin 

r; • V.  2,  Mucous,  8vo,  12*    SimpLHn 

P'iakinson  (C2«a.)  Description  of  Australia,  8vo,  12a  Boone 

H"jfcon  (CAr.)  Account  of  Augmentation  of  Small  Livings,  roy.  8vo,  10a  6(2 Rivington  

Family  Prayers  for  One  Month,  12mo,  5a,  1843  ;  new  edit,  3«  6(2  ..    Ilatchard  

— Instructions  for  the  Use  of  Candidates  fur  Holy  Orders,  8th  ed.  8vo,  12a  Rivington  .... 

■ '{C.P.)  El  Ydaiour;  a  Book  of  Eastern  Travel,  12mo,  6a Wright  

^^ — • Pyrenaica:  History  of  the  Viscounts  of  Beam,  12mo,  St WrigfU  

■ Reminiscences  of  Australia,  post  8vo,  10a  Wright  

Residence  at  Nagasaki  and  Hakodate  in  1859-60,  cr.  8vo,  10a  6(2  ...  Bentleg 

~~ ~  The  Wanderer,  a  Poem,  8vo,  5a  Wright  

(Dee.)  Anatomy  and  Enlargement  of  the  Prostate  Gland,  roy.  8vo,  6a    Churchill  

{O.S.)  Lucknow:  General  Views  and  Special  Points  of  Interest,  folio,  42a...  l)ay  

' {Pra.)  Mythology  for  Latin  Versification,  new  edit,  12mo,  3a Macmillan    ... 

' Sacred  History  for  Latin  Verses,  12mo,  3a  6(2  ;  Key,  8vo,  10a  6(2 Walton 

Lyrics  for  Latin  Versification,  12mo,  6a  6(2;  Key,  8vo,  12a  ...    Walton 

~-~{H.B.)  Aborigines  of  India  :  1.  On  the  Korch  and  Bodo  Tribes,  8vo,  9a Williams  <fc  iV. 

■ Wreck  Ashore,  a  Tale,  fcap.  8vo,  la  6(2  Hodgson    

[UJ.)  Digest  of  the  Practice  of  Appeals  against  Removal,  12mo,  5a  6(2 Stevens  

"*~ • Iaw  as  to  Rating  of  Railways,  1861,  12mo,  4a  6(2 Stevens  d:  N. . . 
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863  HODGSON HOGARTH  [English  Catalogs 

Hodgson    (/.)    HistoTy  of  Northnmberhnd,  6  v.  4ta,  12/  12f,  '41 ;  Sopplemeat,  42i.  Lomgman  iSj7 

—  {Jno.)   Memoir  of,  by  Rev.  Jaa.  JUine,  2  v.  Svo,  eaek  14«    Lonyman  ...1857  8 

— — •  {*f-S.)   Conndvratioiu  on  Phrenology  as  to  Edocation,  port  8to,  5s  fid    Parker  Jb  Son  1S3S 

Opinions  on  the  Indian  Army,  po^  8to,  5* AlUn  ds  Co.  ...1857 

{R,)  Lcctorea  on  the  Acta  of  the  Apostles,  Svo,  12t Miwingtcm  1S45 

Wesleyan  Methodism  Considered  with  Relation  to  the  Chnxth,  Swc,  U6d  BaUkard 1841 


-  (R,F.)  Selections  from  French  Poets,  12mo,  79  6d Smith  tt  JSlder.iiso 

-  {S.}  IVaths  from  the  Wert  Indies,  and  Sketch  of  Madeira,  port  8to,  8<...  Bull  1&3S 

-  (Wm.)  Catechetical  Inrtmctions  on  the  Collects  and  Litoigy,  12»o,  2t  Lomgman  185S 

'{W.B.)  Lectures  on  Conditions  of  Health  and  Wealth,  port  8tq,  1« BamilUm  1S60 

Kotes  on  the  Sahara  and  Soadon,  12mo,  4j New  YnHs 1844 


Hodgson's  Cellar- Book,  or  Butler's  Assistant,  4to,  2f  Simpkin 1840 

Hoosehold  NotcIs,  12mo.     iSee  Appendix. 

Hodiog  (Sarah)  Land  Log  Book  :  Anecdotes  and  Oocnrrences,  12mo,  5t   Simpkm 1836 

Uodson  {Geo.)  Discourses  at  Birmingham,  new  edit,  8to,  8t HamiUon  1840 

•     -    {J.)  Four  Discounes  on  Jeremiah,  port  8to,  U Hodton 1853 

(Maj.)  Soldier's  Life  in  India:  Extnusts  from  his  Letters,  2  e.,  p.  Svo,  10s  6d..,  Parker  ^  Sn% .  1859 

(H'm.)  Digested  Index  of  the  Bankruptcy  Law,  1861,  roy.  8to,  2s  6<i Hodtcm i86a 

HoiS  Lanki  ;  or,  L'Histoire  du  Cerele  de  Crae,  transl.  S.  Julien,  8to,  Iz    Orl.TrmiuLFd,  m.d. 

Hoefer  (F.)  Chemical  Nomenclature  and  Classification,  8to,  3s  Pierce    1849 

Hoffman  {A,IJ.)  King  Nnt-Ciacker;  or,  Dream  of  Beinhold,  by  Planch^  4to,  9i6d.  Tegg  1853 

(C,F.)  Greyslaer,  a  Romance  of  the  Mohawk,  8  ▼.  port  8to,  81s  6d Bentley 1840 

Vigil  of  Faith,  and  other  Poems,  24mo,  Is  Clarke  1844 

Wild  Scenes  in  the  Forert  and  R^rie,  2  v.  port  8to,  16f  Bentley 1839 

Winter  in  the  Far  West,  United  Sutes,  Tales,  2  v.  port  8vo,  21s  ...  Bentle^ 1835 

(/Va.)  AugurtinandWenonda,aTale,  16mo,  2«6<j, /«</«{  dr(?., 57;  16mo,ls  Taliant 1858 

.  (I>.)  Chronicles  of  Cartaphilus,  the  Wandering  Jew,  2  ▼.  8to,  each  21s...  Boewortk  1854 

Qerman  Readbg  on  a  New  Plan,  by  Fiachel,  3rd  edit.,  12mo,  6f  ...  NuU 1860 

Loyal  Heart,  and  other  Tales,  by  Wilbraham,  18mo,  2s  (>d    Matters :i858 

Orphans,  a  Tale  for  Youth,  fcap.  Svo,  Is  6d Wertheim 1861 

«■  Rich  and  Poor,  from  the  German,  18mo,  Is Ward i86z 

— -— —  Tales  for  my  Godson,  by  Wilbraham,  18mo,  3s    Mculen 1850 

They  that  Sow  in  Team  shall  Reap  in  Joy,  new  edit.,  18mo,  Is  6d.,.   Ward    1861 

Walter  of  the  Vulture's  Nest,  18mo,  Is Soc.P.C.K.  ..  1861 

{ffein.)  English  Stmwwelpeter  Stories,  sm.  4to,  2s  6d  WiUiawuAN.  1848 

—  {M.)  Law  of  ProtesUnt  Episcopal  Church,  U.S.,  8to,  10s   New  York 1850 

(TT.)  Anglo-Prussian  Bishopric  in  Jerusalem,  Svo,  Is  6(i   Hani    1842 


Hoffinann  {Chr.)  Christianity  in  the  Firrt  Century,  transl.,  post  Svo,  4s  6</ Ilamilton  i860 

{Viry.H.)  Memoir  of  ;  (Living  for  Chrirt),  by  Cummins,  12mo,  3s  ^^$9  !  ^^  SeeUg 1861 

Hoffmeister  (Z>.  W,)  Travels  in  Ceylon  and  Continental  India,  port  Svo,  10s HamMton 1848 

Hok'LAND  (Mrs.)  JtrvEHiLB  Wo&KS,  numerous  editions  and  dates    

Adelaide,  ISmo,  Is  6d.  Illustrated  Alphabet,  Is;  oold.,  U6d, 

Affectionate  Brothers,  ISmo,  Is  6d,         Integrity,  12mo,  2s  M. 

Alfred  Campbell,  12rao,  2t  6d  Merchant's  Widow,  ISmo,  Is  6(i. 

Alicia  and  Her  Aunt,  ISmo,  Is  6d,  Moderation,  12mo,  2s  ($d. 

Barbadoes  Giri,  18mo,  Is  6d,  Officer's  Widow,  18mo,  2s. 

Blind  Parmer,  ISmo,  Is  6<^.  Patience,  12mo,  2s  6d. 

Clergyman's  Widow,  ISmo,  Is  6d.  Reflection,  12mo,  2s  6d 

Daughter-in-Law,  ISmo,  Is  6d,  Rich  Boys  and  Poor  Boys,  ISmo,  Is  dd. 

Daughter  of  a  Genius,  ISmo,  Is  6d.         Self* Denial,  12mo,  2s  6d. 

Decision,  12mo,  2g  6d,  Sisters,  ISmo,  It  6d. 

Elizabeth  and  Her  Boys,  ISmo,  Is  6d.     Son  of  a  Genius,  ISmo,  Is  6d, 

Ellen  the  Teacher,  ISmo,  Is  6d.  Stolen  Boy,  ISmo,  Is  6d. 

Emily's  Reward,  ISmo,  Is  Hd.  Theodore;  or,  the  Crusaders,  ISmo,  Is  6d,  j 

Eneiigy,  12mo,  2s  6d.  William  and  His  Uncle  Ben,  ISmo,  Is  6d. 

Farewell  Tales,  12mo,  2s  6d,  Young  Cadet,  12mo,  2«  6d. 

Fortitude,  12mo,  2s  6d.  Crusoe,  ISmo,  Is  6d. 

Godmother*B  Tales,  ISmo,  Is  6d.  Northern  Traveller,  ISmo,  Is  6d, 

Good  Grandmother,  ISmo,  Is  6d. Rlgrim,  12mo,  2s  6d,  I 

Humility,  l2mo,  2s  6d.  | 

Hofland  {Mn.)  Csarina,  3  v.  port  Svo,  81s  6d CMum 1841 

Daniel  Dennison,  and  Cumberland  Statesman,  8  v.  port  Svo,  31s  Hd    Bentley 18^ 

.  Hildebrand  ;  or,  Days  of  Queen  Elizabeth,  3  v.  post  8vo,  31s  6</ Mortimer  184^ 

King's  Son,  8  V.  port  8^0,  31«  6(i     Colbum     1841 

Life  and  Literary  Remains,  by  Ramsay,  12mo,  6s,  Cleaver  ;  2s  6d   ...  A.  Hall 184] 

~  .184 


Unloved  One,  3  v.  post  Svo,  31s  6rf,  CoWv.m,  1844  ;  12mo,  2s   RowtUdge 


(T.C.)  British  Angler's  Manual,  by  Jesse,  Svo,  12s   ff.L'okn 184! 

Specimens  of  Garden  Decorations  and  Scenery,  folio,  31s  fki    M.Taylor 184^ 


Hogan  (/os.)  Blarney,  a  Descriptive  Poem,  12mo,  2s  6<i AyUM    i 

(/.S.)Canada,  an  Essay,  with  Maps,  Svo,  5s Xotp   iS^ 

(  WnJ)  Treatise  on  AuricuUr  Confession,  and  Roman  Nunneries,  n.  ed. ,  1 2mo,  2s  Ward i  S « 

Hogarth  {Geo,)  Memoirs  of  the  Musical  Drama,  2  v.  Svo,  28s,  '38;  2  v.  port  Svo,  14s    Bentley iSj 

Musical  History,  Biography,  and  Criticism,  2  v.  12mo,  10s  Cd Parker  <fr  Son .  1  SJ 

— r—   People's  Service  of  Song,  a  Tunebook  for  the  Pew,  obi.  12mo,  3s Hard 18^ 

Philharmonic  Society  of  London,  1813  to  1862,  Svo,  4s Bradbury iS| 
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Ht^girth  (Jfn.2>.)  Abiding  with  God,  a  Namtire,  new  edit.,  18mo,  U   Nitiba    i860 

(ffm.)  Worka,  a  Series  of  150  Engiuvings,  2  ▼.  4to,  45«   Bt-ain.    1849 

by  Truasler,  Major's  edition,    8to,  36«— red.  to  14«  Washboume  ...1S4.1 

e3T?lained  by  J.  Nicholls,  folio,  red.  to  7/ 7«  H.Bohn 1837 

Hose(fr./.)  Blind  Bartimeoa  and  hia  Physician,  12mo,  2«  6c2;  new  edit.,  1< Strahan 1859 

H(!gg  (C&o.)  Remarks  on  Management  of  Infancy,  poet  Syo,  4»  (iii     Churchill   1849 

(/iftrOViait  to  Alexandria,  Damascus,  &c,  2  v.  post  8vo,  21# Saunders  its  0.  1S35 

(i/fli.) Poems,  12mo,  U    Vi'hiUahx   1852 

Songs  for  the  Times,  12mo,  1« iHmpkin 1856 

—  {Jaba)  Domestic  Medical  Guide  for  Families,  &c.,  5th  edit.,  fcap.  8to,  2«  6ii  ...   Ward de Lock... i%to 

Slements  of  Experimental  and  Natural  Philosophy,  n.  ed.,  post  &vo,  5«  ...  H.  Bohn 1861 

Eye  Diseases  riewed  with  the  Ophthalmoscope,  post  8to,  3e  6(i    Churchill   1858 

Microscope  :  its  History,  Construction,  &c.,  5th  ed.,  sm.  poet  8to^  6<  ...  RoMiUdge  x86i 

'  Practical  Manual  of  Photography,  new  edit,  12mo,  1«  6d Clarke    1853 


—  iJoi.)  Poetical  Works,  with  Life  by  Prof.  Wilson,  5  ▼.  12mo,  ea.  Z$  6d Blackie 1850-52 

Pilgrims  of  the  Sun.  Queen  Hynde.  Songs  and  Ballads. 

Poetic  Mirror.  Queen's  Wake. 

Queer  Book,  12mo,  8»,  Blachooodt ;  n.  ed.,  3<  6d    Blackie  1852 

Tales  and  Sketches,  6  ▼.  12mo,  21« '. Blackie 1850-1 

of  the  Wars  of  Montrose,  3  t.  post  8vo,  31«  6«{ Coehra\ie   1836 

—  (/so.)  Practical  Obeenrations  on  Provention  of  Consumption,  8vo,  5« Bardwicke 1 8 60 

- —  (/ot.)  Merchants'  and  Iron  ^frades"  Guide  and  Companion,  n.  ed.,  12mo,  7«  6d  Grijin    x86o 

— Practical  Guide,  or  Workshop  Companion,  12mo,  Zs Bow   1852 

(.V.)  Poetical  Letters,  &c.,  in  Devonshire  Dialect^  4th  edit,  12mo,  U J,BJSmith i860 

—  {RabL)  Apple,  its  History  and  its  Varieties,  new  edit,  Svo,  fit Groombridffe  ...1852 

Dahlia,  History  and  Cultivation  of,  roy.  8vo,  2s  6<i  ^room6rt<^  ...1853 

Fruit  Manual,  2nd  edit,  12mo,  8«  6rf Colt.  Gard.  Off.iU% 

Gardener's  Tear  Book,  12mo,  U CotLGard.Off.  Ann. 

Vegetable  Kingdom  and  its  Products,  post  8vo,  10«  6d Kent  1858 

•  aiu^  Johnson  {G.  W.)  Wild  Flowers  of  Great  Britain,  V.  1,  8vo,  20«   ...  Cott.  Gard.  Of.  1861 

no;^*8  Inatnictor,  6  ▼.  roy.  8vo,  ea.  4j  6d  ;  2nd  ser.,  V.  1  to  9,  4«  6<i  ;  V.  10,  6f  6d  (rroom^riV^i 848- 5 3 

8rd  series,  6  v.  8vo,  7«  6d    Iloyg 1854-6 

Hclbeii  (Hans)  Dance  of  Death,  by  an  Antiquary,  post  8vo,  9« J.R.Smith 1849 

Donee  and  Dibdin,  post  8vo,  1$  6d H.Bohu 1858 

Hclbrook  {J.E.)  Reptiles  inhabiting  the  United  States,  5  v.  4to,  12/  12t  Philadtlphia...i%^i 

Hckombe  (J.P.)  Digest  of  Decisions  of  Supreme  Court,  U.S.,  8yo,  S0<  NtuiYork   1838 

' Equity  Jurisprudence,  8vo,  21s    CiucinnaU. 1846 

{U,Col.)  Memoirs,  by  Capt  Gilbert,  12mo,  4«^  Nisbet,  1848  ;  newed.,  3j  6(i  Binnt    1853 

H«!croft  (^.)  Memoirs  of ,  by  Himself,  new  edit,  12mo,  2a  Qd Longman  1852 

HoUeii(e.»F.)Histoi7of  the  Colony  of  Natal,  8vo,  10s  6d Ilfylin  1855 

-* ((?.)  Anglican  Catechist,  18mo,  2»   Masters 1855 

" Authority  of  Tradition  in  Matters  of  Religion,  12mo,  4s  6d Rivington  1838 

" Treatise  on  Justification,  12ico,  Zs  6d Rivington  1840 

'  Vindication  of  Church  Establishments,  12mo,  7«  6rf Riringkm  1836 

{B.A.)  Folionun  Centurise,  Latin  and  Greek  Proee,  post  8vo,  89 BeUdsDaldy...t%s% 

Silvula,  Latin  and  Greek  Verse,  Ft  1,  3rd  edit,  7a  6d   ...  BeU  A  Daldy...  1 862 

{Luik.)  Human  Osteology,  a  Description  of  the  Bone8,&c. ,  *  5  5,  3d  ed.  r.  8vo,  1 6*  ChwrehiU  1861 

Manual  of  the  Dissection  of  the  Human  Body,  2nd  edit,  8vo,  l&s  ...  Churchill  1861 

(ir.(7.)  History  of  the  Colony  of  Natal,  8vo,  lOs  6d  Bcylin    1855 

HoHiDg (£.) Homely Hintsto  Sunday-School  Teachers,  32mo,  2s, rei7(7,V;18nM>, la 6cf  S.  S.  Union  ...1843 

Hfcldiworth  (/.)  Basket  of  Flowers,  18mo,  Is  6d Simpkin 1846 

Geology  of  Minerals  and  Mines  of  Ireland, post  8vo,  6«,*57 — red.St  6cl  Houlston  i860 

~~ — '{J.ff.)  Memco^nda  on  Tours  and  Tonraine,  12mo,  5s  Rtnshav   1843 

-^ (ir.i.)  Bankruptcy,  Law  of,  fcp.  8vo,  Is,  '61  ;  County-Court  Guide,  12mo, Is  Routledge  i86a 

■ Landlord  and  Tenant,  newed.,  ls,*6o  ;  Marriage  &  Divorce,  12mo,  Is  Hardwicke 1857 

Parish  Law,  12mo,  3s6<f;  Wills,  Executors,  Ac.,  12mo,  1. Routledge  1859 

H''lc(/.)  Education  amongst  the  Working  Classes  of  Leeds,  fcap.  8vo,  2s  6<i    Longman  i860 

~- Essay  on  History  of  Literary  and  other  Institutions,  8vo,  5s Longman  1853 

Social  Science  and  Organization  of  Labour,  8vo,  2s  6d  /.  Chapman  ...1851 

-^^^ar)  Discourses  on  the  Liturgy,  by  Giles,  4  y.  8vo,  42s  Pickering  1838 

Holiday  and  other  Poems,  Songs,  &c.,  12mo,  4s Pickering  1853 

Book  for  Christmas  and  the  New  Year :  Tales,  Music,  &c,  folio,  21s  Ingram 1852 

• Gift  for  Young  Folks,  roy*  8vo,  Is   Lea  1861 

--- — Tkles  and  Conversations,  18mo,  Is  id Bums 1861 

Hviidayi at  Lynmere  ;  or.  Our  Lord's  Miracles,  by  Mackenzie,  18mo,  3s  6c;,' 54-~red.  2s  Haichard   i  S60 

^- the  Cottage;  or,  a  Visit  to  Aunt  Susan,  a  Tale,  12mo,  3s  6</ Hamilton  1855 

H^Q  (£. If.)  Indian  Captive  and' other  Poems,  12mo,  5s //on^rmon  ....^..1839 

Hjflud  (CajX.)  Horace  Vernon  ;  or,  Life  in  the  West,  3  v.  post  8vo,  31s  6d  Colbum 1839 

Rose  of  Valentia,  a  Novel,  8  v.  post  8vo,  31s  6<i Parry 1852 

{Cka.)  Scripture  Expositor,  7v.  12mo,  eachSs Wertheim  1850 

(D.)  Ulic  0*Donnell,  an  Irish  Peasant's  Progress,  2s  6d Cath.  Pub.  Co.iUo 

' ((?.)  History  of  Western  Massachusetts,  8vo,  14s    New  York 1855 

'  [G.C.)  Cases  Illustrative  of  the  Cure  of  Consumption,  12mo,  Ss Orr  1850 

'     ' Constitntton  of  the  Animal  Creation,  8vo,  10s  6d Churchill 1857 

"' Diseases  of  the  Longs  from  Mechanical  Causes,  8¥0,  4s Churchill  1844 
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Holland  (^.  (7.)  Exposition  of  Corn-Law  Repealing  Fallacies,  8vo,  Is Longman  1840 

Origin  and  Nature  of 'Disease  and  the  Homceopathic  Treatment,  8  vo,  9#  Hamilton  1861 

Philosophy  of  Animated  Nature  :  Nervous  System,  8vo,  12t Churchill  184.8 

Moving  Powers  of  the  Blood,  8vo,  8a  Churchill  1845 

—^-^^ Practical  Views  on  Nervous  Diseases,  8vo,  15«  HettdUtnd 1850 

Principles  and  Practice  of  Medicine,  V.  1,  8vo,  12«— V.  2,  7«  6(£ Longman  ...1834.-38 

'  Saggestions  for  the  Prevention  of  Consumption,  8vo,  i$ Orr  1850 

•  Vital  Statistics  of  Sheffield,  8 vo,  10«  Longman 1843 

{Sir  Hen,)  Chapters  on  Mental  Physiology,  8vo,'10«  6d,  52  ;  2e.,  p.  8vo,  1C»  M  Longman  1858 

Essays  on  Scientific  and  other  Subjects,  new  edi t. ,  8 vo,  1 4« Longman  186a 

Medical  Notes  and  Refiections,  8vo,  new  edit.,  18»  Longman  1855 

(H.T.)  and  Chandless  (2*.)  Common-Law  Procedure  Act,  1854,  12mo,  10«  ...  Sweet 1854. 

(John)  Cruciana  ;  or.  Cross  of  Christ,  12mo,  9» ;  silk,  10«  6d    Wathboume  ...1841 

History  of  Fossil  Fuel,  Collieries,  &c..  Great  Britain,  2nd  ed.,  8vo,  lis  Whiitaker 1841 

Records  of  the  Psalmists  of  Britain,  2  v.  8vo,  21« .". trroom^rtd^e...  18 43 

I Treatise  on  Manufactures  in  Metal,  3  v.  12mo,  18« — red.  to  lOs  6d.j,  Longman  1841    I 

{J.O.)  Bay  Path,  a  Tale  of  New  Enghind,  cr.  8vo,  7«  6<i New  York 1857 

Bitter  Sweet,  a  Poem,  12mo,  5» New  York 1858 

{J.S.)  Companion  for  Engineers  and  Officers  of  Steam  Vessels,  fp.  8vo,  5t6d  Atchley  1861 

{Lord)  Foreign  ReminiscenQes,  edited  by  his  Son,  post  8vo,  10«  6d Longman 1851 

— ^^^— Memoirs  of  the  Whig  Party,  2  v.  post  8vo,  each  9a  6d Longman  ..,1852-54 

Opinions  in  House  of  Lords,  1797  to  1841,  post  8vo,  6a  Ridgway    1841 

(Mary)  Economical  Cook  and  Frugal  Housewife,  new  edit.,  12mo,  4a  6rf Tegg  '. 1853 

{T.A.)  Dryburgh  Abbey,  and  other  Poems,  12mo,  5a Saundersit  0.  1845 

{T.E.)  Advantages  and  Disadvantages  of  Charitable  Endowments,  8vo,  2a...   Whiitaker i860 

Holland's  Tables  ;  a  Series  of  36,000  Calculations,  folio,  10a W,  J.  Adams  .1S49 

Holland  and  Belgium,  Illustrated  by  Bartlett,  8vo,  15a  Vtrive  n.  d. 

Holley  {A  lex.  L. )  American  and  European  Railway  Practice,  demy  folio,  63a    Low    1 86 1 

Holliday  (rAo.)  Treatise  on  Land  Surveying,  8vo,  10a WhttU^ker  183^ 

Holling  {J.P.)  Life  of  Cicero  (Fam.  Lib.),  18mo,  5a— red.  to  8a  6d  Tegg  1849 

: Gustavus  Adolphus  (Fam.  Lib.),  18mo,  5a — n.e.  red.  to  Sa  6d    Tegg  1849 

Lord  Macaulay,  a  Lecture,  8vo,  la Simpkin i86o 

Hollingshead  {Jno.)  Exhibition  of  1862,  Concise  History  of,  roy.  8vo,  3a Int€rnat.EJ^hlb.l%6^ 

Odd  Journeys  in  and  out  of  London,  p.  8vo,  7a  Qd,  i860  ;  2a  6d  Groombridgt...  1S61 

Ragged  London  in  1861,  post  8vo,  7a  6rf SmithtkElder    1861 

Rough  Diamonds  :  a  Story  Book,  Illust.,  sup. -roy.  16mo,  3a  6rf    Low    1861 

Rubbing  the  Gilt  Off,  12mo,  3a  6rf  Hotten    1S60 

Under  Bow  Bells,  12mo,  6Sy  1859  ;  new  edit.,  2a  6rf Oroombridge  ...1861 

Underground  London,  12mo,  2a  6d Oroombridgie  ...iZ6i 

Ways  of  Life,  post  8vo,  5a  ;  cheap  edit.,  2a  6d Groombridge  ...1861 

Hollingsworth  {A.O.)  History  of  Stow-Market,  4to,  15a Longman  1844 

On  Restoration  of  the  Holy  Land,  post  8vo,  6a  Seeley 1849 

Sketches  of  the  Jews  and  Palestine,  12mo,  6a Seeley..^ 1849 

{A.J.)  Poetical  Works  and  Life,  by  Dr.  Sexton,  V.  1,  post  8vo,  10a  6d  Skett  1S58 

(J.N.)  Letters  to  Rev.  Dr.  Lingard,  8vo,  4a   JUvington  1838 

Hollins  (/.)  Pastoral  Recollections  at  the  Port  of  Gloucester,  12mo,  5a Hatchard  1857 

'■ —  The  Holy  Bible,  the  Foundation  Rock  of  Church  of  England,  12mo,  8a    Hatchard  1852 

Hollis  (JLS.)  Daily  Worship :  Arrangement  of  the  Scriptures,  V.  1,  roy.  8vo,  12a  6d  Partridge 1857 

Scripture  Tablets,  square,  in  a  Box,  5a  Partridge 1858 

Second  Reformation  ;  or.  Earth  helping  the  Woman,  12mo,  2a  6<i  Partridge 1849 

—  (H.)   Christian  Discrimination,  fcap.  8vo,  la  6rf Simpkin 1846  | 

(T.ikO.)  Monumental  Effigies  of  Gr.  Britain,  6  pts.,  folio,  ea.  12a  6rf;  1.  p.,  21a  Nichols  1840-4 

Holli8her(C?.//.^  History  of  Connecticut  from  its  Settlement^  2  v.  8vo,  30a NewHaven^US.i^^^ 

HoUoway  (ZT.iZ.)  Manual  of  Chanting,  8vo,  4a  6d   Hamilton  1850 

Topography  of  Isle  of  Wight,  by  Hillier,  18mo,  2s  6d  Darlon  1852 

Walks  round  Ryde,  Isle  of  Wight,  12mo,  5a Longman  1849 

(J.T)  On  Baptismal  Regeneration,  2nd  edit.,  8vo,  2a  6d Hatchard  1843 

Sermons  on  the  Eucharist,  18mo,  3a  6d   Hatchard  1845 

— Experience  of  David,  8vo,  lOs  6d Halchard  1836 

(Wm.)  General  Dictionary  of  Provincialisms,  8vo,  12a  6d /.  R.  Smith  ...1S40 

■  History  of  Romney  Marsh,  8vo,  12a J.  R.  Smith  ...1849 

—  the  Town  and  Port  of  Rye,  8vo,  21a /.  R.  Smith  ..,1847 


Superstition,  a  Poem,  8vo,  la  6d Simpkin 1856 

Hollway  (J.O.)  Month  in  Norway,  in  1852,  12mo,  2a Murray 1853 

Holly  and  Ivy  for  the  Christmas  Holidays,  an  Irish  Tale,  18mo,  2a  6<i Simpkin 1850 

Branch,  an  Album  for  1843,  4to,  12a  OUivier  1843 

Grange,  a  Tale,  by  Madame  E.  de  K.,  12mo,  5a,  Cundall,  1844—  red.  to  3a6d    H.Bohn 1845 

Hollyoke  Hall;  or,  the  Heap  of  Stones,  by  Author  of  Butternut  Castle,  p.  8vo,  2s 6d  Hogg 1859 

Holme  (^.)  Anglo-Indian  Policy,  8vo,  3a  6rf Blackwoods    ...1845 

(Jos.)  Leisure  Musings  and  Meditations,  Poetry,  82mo,  2a  6ci  Hamilton  1836 

Mount  Grace  Abbey,  a  Poem,  12mo,  5a Painter 1843 

" (r.ijfcJ.)  Hymns  and  Sacred  Poetry,  82mo,  la    Hamilton  i86x 

Holmes  (J.P.)  Treatise  on  Friction  and  Inhalation  in  Consumption,  12mo,  5a Simpkin 1842 

(M.J.)  English  Orphans,  post  8vo,  5s   New  York 1S55 

Homestead  on  the  Hill  Side,  and  other  Tales,  12mo,  6s  6d    New  York 185S 
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Eolmei  (IT./.)  Lens  RiTen,  ft  Talo,  roy.  32rao,  U  M ....'. Simpkin 

(J^ri.)  Bide  through  France,  &c.,  to  Flc^nce,  2  v.  post  8vo,  18» Murray 

-  Tempest  and  Sanahine  ;  or.  Life  in  Kentucky,  12mo,  1«  6i Ja$,  Blaehoood 


-{O.W.)  Autocrat  of  the  Breakfast  Table,  12mo,  3«  6d,  1S58  ;  new  ed.,  2a  6d  Low 
■  Ebue  Tenner:  a  Romance,  fp.  Syo,  6«,  MaemiUan ;  2<,  RoniUdge ;  2«    C.H.Clarke  . 

Poems,  18mo,  6«    Boston,  U.S.. 

Poetical  Works,  24mo,  2«,  1852;  18mo,  U Jioutiedge  .... 

>  Professor  at  the  Breakfast  Table,  new  edit.,  sm.  post  Syo^  8s  6(2  Low 


•  (Pet.)  Obsenrations  on  Standard  of  Chnrcb  Doctrine,  8yo,  6t  Rivington 

-  (no.)  Lochrine  and  other  Poems,  post  8to,  5$    Saunders  d:  0. 


(f.iT.)  Balm  of  Gilead,  82mo,  U Longman 

(TT.)  Religious  Emblems  and  Allegories,  Illustrated,  18mo,  5< Tegg  

(If. ii.)  Churchman  Reminded,  8vo,  5s Simphin , 

(ff.i?:)  Oakleigb,  a  Novel,  St.  post  8to,  81«  6d Netd>y    

—  (SirW.K.)  Free  Cotton,  How  and  Where  to  Grow  it,  8vo,  Is  Chapman  ds  H. 

—  {W.K.)  Sketches  on  the  Shores  of  the  Caspian  Sea,  8to,  14s  BentUy 

Mnj6  {John)  Five  Sermons  on  Christian  Baptism,  12mo,  2s  6d Wertheim  

Holt  (Air.)  Stricture  of  the  Urethra  Treatment,  8to,  8s    Churchill  

—  (Z>ar.)  Janus,  Lake  Sonnets,  and  other  Poems,  12mo,  4s   BellA  IkUdy... 

•  Lay  of  HeroWorahip,  and  other  Poems,  12mo,  4s PickaHng 
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-  Surgery,  Theoretical  and  Practical,  V.  1  to  8,  8vo,  ea.  21s Parker  ASoniSBi-i, 
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-  (Jf./.)  New  Law  Dictionary,  12mo,  12s  Blepkam  1846 

H(^  (/.F.)  New  Granada,  20  Months  in  the  Andes,  8to,  12s    New  York 1856 

Hohopiiel  {Cha.)  Turning  and  Mech. Manipulation, V.  1  &  3,  8TO,ea.l6s;  V.2,8to,20s  HoUzapffd  1846^50 

Holt»ndorir  (Air. F.  Fo«)  The  Irish  Convict  System,  8vo,  8s  6<i  Simpkin i86o 

HdIj  Baptism,  Introduction  by  Archdeacon  Manning,  24mo,  8s Bwms    1843 

—  Child:  lif e  and  Woik  of  the  Lord  Jesus,  12mo,  2s  6d  Seeley 1856 

Jesus:  Thoughts  and  Prayers  on  His  Infancy,  18mo,  Is  6<i    Masters 1859 

- — Communion  and  Eueharistical  oifice,  18mo,  2s   Washboume  ...1%^'^ 

" —  GoBpelB,  with  Illustrations  by  Charles  Heath,  folio,  81s  6d  ;  large  paper,  50s...  Chapman  A  ^.1848 

- — Land,  being  Sketches  of  the  Jews,  &c.  (Christian's  Family  Library),  fp.  8vo,  6s  Seeley 1844 

• — Matrimony,  its  Duties  and  Dignity,  32mo,  %sQd    Darton  1843 

•—Men  of  Old,  18mo,  8s    Mozley  1849 

■ — Mountain  of  La  Salette,  by  a  Pilgrim  in  1864,  12mo,  2s  T.Richardson    1854 

— -OWation:  Doctrine  of  the  Eucharist,  by  an  Anglo-Cath.  Priest,  82mo,  2s  6d.  .  Cleaver 

— -  Oniinanoe  of  Baptism,  fcap.  8to,  8s •. Jackson  AW. 

—  Beadings  for  Catholics  in  the  World,  18mo,  2s  6d T.Jones 

" — Scriptures,  their  Origin,  Progress,  Transmission,  &c.,  12mo,  Is  6d Dolman 

■ — Sessons:  Plain  Tracts,  18mo,  2«  8rf Cleaver 

-—noughts,  a  Treasury  of  True  Riches,  new  edit.,  32mo,  IsM Rivington  

-— Times  and  Scenes,  fcap.  Syo,  8s    Bums    

—  Trinity  Cathedral,  Dublin,  Obits  and  Martyrolpgy,  edited  by  Crosthwaite,  12s    Irish  Arch.Soc. 

—  TeaieUof  the  Tabernacle,  obi.  folio,  85s Bagster 

Holydaysof  the  Church  of  England,  12mo,  ls6d  SimpL-in 

HoiToake  (^./.)  Mathematics  no  Mystery,  12mo,  2s  6d .'....  Watson 

Practical  English  Grammar,  12mo,  2s  8d,  1847  ;  Is Watson 


—  (J'.A)  Memoirs  of  Royal  Ladies,  2  T.  post  8vo,  21s  Hurst  A  B.   .. 

—  {Ben.)  Genius  of  French  Language  Dispkyed,  4  ed.,  12mo,  8s  6<2 ;  Key  to,  2s  6<i  Whitfield   

(/ojl)  Memoirs  of,  by  T.  C.  Croker,  2?.  8to,  28s Colbum 

^~{S.)  Zoological  Notes  and  Anecdotes,  post  8to,  10s  6d   Bewtley 

—  (Tifco.)  Benefices  in  Plurality  Act,  1889,  12mo,  4s  Rivington  

H<dt'8  0de  to  His  Royal  Highness  Prince  Albert,  roy.  8to,  2s  60?  Bowdery  A  K. 

Holte  (Cka.)  Synoptic  Tables  of  the  Epistles  of  the  Apostles,  &c,  oblong,  2s  Wertheim  

HoItlttTia  {P,D.)  Wanderings  of  a  Tailor,  tr.  by  W.  Howitt,  12mo,  6s,  43— r.  3s  6(2  H.Bofm 

Hohhoose  (C7.)  Cure  of  Inguinal  Hernia,  8vo,  Is Churchill  

'  On  Squinting  and  Paralytic  Affections  of  the  Eye,  12mo,  4s  6c2    Churchill  

-  Six  Lectures  on  the  Pathology  of  Strabismus,  Syo,  4s Churchill  


-  Rudiments  of  Public  Speaking,  12mo,  Is  6c2    Watson 

HoattM  (7.5.)  Foreign  Oommeree  of  the  United  States,  8vo,  7s  6rf  New  York.... 

Heme  ((7.)  Blanche  Lisle,  and  other  Poems,  12mo,  4s  6d   MacmiUan.... 

r —  (^.)  Reca  Gaxknd  ;  or,  the  Rise  and  Fall  of  a  Bank  of  Deposit,  8  T.p.8TO,21s  Nevoby     

Heme  Affections  Portrayed  by  the  Poets,  edit  by  C.  Mackay,  8to,  21s JtouUedge  .... 

Alphabet  Book,  12mo,  Is  6rf   Jkan 

• Amusements,  a  Collection  of  Riddles,  &c.,  new  edit.,  16mo,  2s  6d    Griffith  A  F.  . 

and  Colonial  School  Society's  Manual  for  Infant  Schools,  &c.,  12mo,  2s  6d  ...  Groombridge. 

— ■ Foreign  Birds,  a  Book  for  Children,  12mo,  Is  RoutUdge  .... 

'  its  Resources  ;  or.  Glimpses  of  Nature,  18mo,  2s Snow 

School;  or,  the  Neglected  Child,  18mo,  Is  6rf  Routledge  .... 

-*— Hymn  Book,  16mo,  Is  6<2 Davidwn  .... 

Library  of  Useful  Knowledge,  ed.  by  Hughes,  4  t.  fp.  8vo,  14s  ...  Oriffin    

the  World,  post  8vo,  6s  6(i New  York.... 

2 — Book  for  Children  of  all  Ages,  12mo,  2^red.  to  Is    Ward 

Domestic  Economy,  12mo,  Is    Routledge  .... 


Natural  History,  12mo,  Is;  cold.,  2s  6d Bogue 

the  Pictoresque,  by  Irving,  Cooper,  Bryant,  Willis,  &c.,newed.,4to,26s  New  York 
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Home  Circle:  EaBays,  Tales,  &c.,  V.  1  to  10,  toy.  Syo,  each  is  M    JoknMon 1850-4 

Companion,  imp.  8to,  7$  M    Orr    1854 

Dajs;  or,  the  Scrap  Book,  by  C.  B.  D.,  16mo,  2$  6d Simpkin 185X 

^  Exerciaes,  Arithmetic,  1 6 mo,  3s Longtiutn  .   ...1862 

First  Book,  edited  by  Mrs.  C.  Butler,  16mo,  U  6d Dtan 1854 

for  the  Holiday!,  Illustrated,  4to,  2s Nelwn  1858 

Friend, V.  1  to  4,  8vo,each  2s  ;  new  series,  4  v.,  each  3s     SocP.C.K.  i85a-6i 

Grammar,  12mo,  Is;  cold.,  2t  6d Kent  1855 

Is  Home,  a  Domestic  Tale,  12mo,  6s  Pickering 1851 

-  Its  Joys  and  its  Sorrows,  a  Domestic  Tale,  18mo,  3s  ;  new  edit,  2s  M Virtwe  1837 


Lesson  Book,  complete,  with  200  Engrarings,  12mo,  8s  ;  «old.,  5s  6<i  Kefd  1858 

Life,  ISmo,  Is  6<i ReL  TraetSoe,  1848 

in  Russia,  by  a  Russian  Noble,  2  y.  post  Sve^  12s HwrHA  B 1854 

of  English  Indies  in  the  17th  Century,  2nd  edit.,  fcap.  Sto,  6s Bdl ik  Daldy... i%6i 

Mission,  an  Irish  Story,  12mo,  8s,  1840;  new  edit.,  2s  Groombridge  ...i%^i 

of  the  Lost  Child,  a  Roman  Catholic  Tale,  12mo,  4s    Dolman 184S 

Pastime  ;  or,  the  Child's  Own  Toy-Maker,  Cards,  in  a  case,  Ss  6d CfrijffUhd:F,  ,..1857 

Picture  Book,  with  Gold  Borders,  folio,  3s  6rf  Ndton   1856 

Pictures:  Scenes  of  Childhood,  Etchings  by  H.  E.  Browne,  4to,  12s;  cold.,  21s  CundaU 1850 

• Plays:  Comic  Dramas  for  College,  Camp,  or  Cabin,  8vo,  Is'  a.  Lacf  1862 

—- Primer,  200  Illustrations,  12mo,  Is;  cold.,  2s  6<i Bogue 18^6 

Principles  in  Boyhood, I    Story,  12mo,  Is  6d Ndaon   1854 

——Sketches;  or.  Who  are  the  Happy  Ones  I  fcap.  8to,  2s  6d -Bogg 1861 

Story  Book,  Prose  and  Verse,  12mo,  4s  6d    RoulUdge  1851 

Tales,  18mo,  Is Rel.  TradSoc,  1851 

Thoughts,  Tales,  Essays,  &c.,  12mo,  2s  6d    Kent  1855 

Treasury  of  Old  Story  Books  and  Ballads,  new  edit.,  16mo,  5s   Xow    1859 

edited  by  Felix  Summerly,  16mo.     See  Appendix. 

Truths  for  Home  Peace:  Comfort  for  Domestic  Life,  new  edit.,  12me,  3s  6(2...  Longman  1854 

Tutor,  a  Treasury  of  Self-Culture,  sm.  cr.  8vo,  8s  6<i Ward  &  Lock    1861 

Homer,  Opera,  Greek  Baeumlein,  2  ▼.  post  8vo,  12s  6<i  Weale i860 

■  transUted  by  Sotheby,  4  ▼.  8vo,  72s  Murray 1834 

Batrachomyomachia  and  Hymns,  by  Chapman  and  Hooper,  12mo,  6s J.R.Smiih 1858 

Dissertation  on  the  Metre  of ,  by  T.  S.  Brandreth,  8vo,  6s Pickering  1844 

Ilias,  Arnold,  12mo,  new  edit.,  12s BiringUm  1859 

Brandreth,  2  ▼.  8vo,  21s,  1842— red.  to  16s    Pidsering  1849 

Bekker,  18mo,  3s  6rf   J.ffJtJ.ParkeriS^^ 

' Hamiltonian  System,  12mo,  6s  6d Aylatt    1836 

Mattaire,  12mo,  6s Longman  1861 

Owen,  12mo,  9s   Delf  1852 

Oxford  Pocket  Classics,  18mo,  8s  6df J.HAJJ^arkeri^^^ 

Trollope,  new  edit.,  8vo,  16s  Rivingion 1862 

Valpy,  8vo,  6s  6d  ;  with  English  Notes,  8vo,  10s  6<i  Longman  1861 

■ Veitch,  12mo,  5$,  1849;  3s  6(£ Simpkin i860 

Williams,  8vo,  10s  6d Murray 1842 

Gr.  andtat,  2  v.  12mo,  10s Simpkin 1842 

with  Notes  by  Baillie,  8  ▼.  12mo,  22s  6<i— red.  to  10s  6d  H.Bohn 1846 


Gr.,  Lib,  1-8,  Anthon  et  Davies,  12mo,  7s  6d,  1846— red.  to  6s Tegg  i860 

•Major,  12mo,  4s  6rf  Parker  ds  Son  1857 


Arnold,  for  Beginners,  12mo,  3s  6(2 BivingUtn 1851 

■  Wheeler,  12mo,  Is  6(2    Simpkin 1856 

1-4,  Arnold,  12mo,  7s  6(2 Bivingion 1850 

1-6,  7-12,  13-18,  19-24,  12mo,  each  Is  6(2  (BseunJein)  ...   WeaU i860 

■  1-6,  with  interpaged  Translation,  12mo,  6s  6(2   Walton 1841 

1-6,  with  Short  English  Notes  for  Schools  (Gr. Texts),  18mo, 2s  JM.^J.Parkeri%6o 

1,  6,  20,  and  21,  Vocabulary  by  Feigusson,  12mo,  3«  M  ...  Simpkin 1851 

1-8,  Notes  by  Fausset,  12mo,  7s  6(2— red.  to  4s W,AUan   1862 

3-4,  port  8vo,  4s  6(2  WhiUaker 1858 

— ^— 7-10,  with  English  Notes,  12mo,  4s Simpkin 1842 

9-18,  Notes  by  Wheeler,  12mo,  2s,  Orr,  1856;  2s Simpkin i86» 

20,  21,  22,  with  Eng.  Notes  and  Literal  Translation,  12mo, 5s  Hamilton 1862 

Greek  and  English,  Books  1  to  6  (Eton),  8vo,  Is Whittaker i860 

Grades  ad  Homerum  ;  or,  the  A  B  C  D  of  Homer,  12mo,  4s  6(2 Whittaker 1862 

Iliad,  literally  translated,  3  v.,  each  8s  6(2— in  1  vol.,  red.  to  6s  6d H.Bokn 1846 

-  into  English  Hexameters,  4to,  Is  BM  A  Daidy  .\Zt^ 


-  translated  by  Brandreth,  2  t.  12mo,  10s,  1846 — ^red.  to  6s Pickering  1849 

—  Biyoe,  12mo,  10s  6(2 Simpkin 1S47 

— Chapnuuk,  Notes  by  Hooper,  2  t.  12mo,  12s  J.R.Smith 1857 

: Taylor,  2  V.  post  8vo,  20s  C.KnighJt  1843 

■- Munford,  2  t.  8to,  42s WUry 1846 

Pope,  24mo,  4s,  Bitnngton  ;  2s  6d,  Boutledge;  p.  8to,  5s  H.Bohn i860 

into  English  Prose,  8yo,  16s  Longman  1841 

■by Buckley,  post  8vo,  5s    H.  Bohn    1851 


Si)en8erian  Stanza,  by  Barter,  8 vo,  18s    Longman  1857 

Unrhymed  Metre  by  F.  W.  Newman,  post  8to,  6s  6(2...  Walton  ,', 1S56 
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Homer,  niad,  Books  1-S,  U;  1-8,  2« ;  9  and  18,  literally  translated,  12oio,  la SimpUn 1862 

1-6,  construed  literally,  by  Dr.  Giles,  18mo,  8#  6d  Citmuh i860 

1-8,  translated  literally  from  the  Text  of  Heyne,  12mo,  3«  6d...  Simpkin 1851 

1-12,  in  English  Verse,  by  Wright,  poet  8to,  10«  6d    Maanillan 1858 

1_12,  in  English  Hexameter  Verse,  by  J.  H,  Darts,  8vo,  10s  6d  Longman  1862 

New  Readings  of,  po8t  8vo,  2«  6d Jas.BUukwood  i860 

OdyBsea,  Gr.,  B»amlein,  Bks.  1-6,  7-12,  13-18,  12mo,  Is  U  ;  19-25,  2s    WeaU 1858 

Dindorf,  8vo,  Ss  M ;  Scholia  in,  2  v.  8vo,  15f  6d J.H.AJ,PaTkcn%SS 

Oxford  Pocket  Classics,  18mo,  3s J.U,AJ.Parheri%S^ 

Books  1-2,  by  Dr.  GUea,  18mo,  Is  6rf Cornish 1858 

- 1-12,  with  Latin  Translation,  Notes  by  Walker,  8vo,  4s  Simphin 1862 


Wolf's  Text,  Notes  by  J.  J.  Owen,  6th  edit,  post  8vo,  10s  6d     WiUy    1848 

et  Lat,  cura  Bmesti  et  Walker,  8vo,  10s    Whittaker 1842 

Odywey,  Hyrans,  fee.,  translated  by  Buckley,  post  8vo,  6« H.Bohn 1851 

in  Esgliah,  by  H.  Alford,  Pt.  1,  Bks.  1-12,  sq.  8to,  9«  6d    Longman  1861 

Dramatic  Blank  Verse,  by  T.  8.  Norgate,  p.  8to,  12«...  Willianu  <k  N,  1862 

Verse,  by  P.  S.  Worsley,  V.  I,  Bks.  1-12,  cr.  8to,  9f...  Blackwood$  ...1861 

Chapman,  Notes  by  Hooper,  2  ▼.  12mo,  12s J.R.Smith 1857 

Cowper,  with  Commentary,  2  ▼.  post  8vo,  15s Harvey 1843 

Pope,  18mo,  3#  ;  8vo,  Is Grijin    1853 

24mo,  2s  6d,  Routledge ;  Flaxman's  Designs,  p.  80, 5s  ff.  Bohn.-. 1858 

1-3,  8-12,  translated,  12mo,  4s  6rf WaMoumt  ...1849 


{Phil)  Introduction  to  the  Greek  Tongue,  12mo,  4s— red.  to  2s  6d Tegg  i860 

Homeric  Ballads,  with  Translations  and  Notes  by  Maginn,  12mo,  ^ Parker  A  Son... 1%^ 

Ilomenhsm  (S.  C. )  Report  on  the  Supply  of  Water  to  Manchester,  &c ,  8yo,  2s  6(2  . . .   Wtale    1 848 

Hooes  (J.)  InsolTent  Debtors  Act,  12mo,  4« Law  Timet   ...1844 

—  (/.i.)  Practice  of  the  Tolsey  Court,  Bristol,  12mo,  6s    Simpkin 1842 

fioBiesof  American  Anthors,  by  Tarious  Writers,  sm.  4U>,  25s  New  York 1852 

Statesmen,  sm.  4to,  25s New  York 1853 

Hosiilies  deUvered  at  the  Celebmtion  of  the  Holy  Communion,  8vo,  7s  6d Boaworth   1849 

fer  Holy  Days  and  Seasons,  8to,  10s Bums 1841 

of  Ae  Anglo-Saxon  Church,  2  ▼.,  edited  by  Thorpe jElfric  Society ,  n.d. 

Church,  with  Indexes,  12mo,  8s;  with  Canons,  8s  6d P.  ikif.  8oeietyi%sz 

12mo,  6s;  8vo,  8s Soc.P.C.K.    ...i860 

Various  Readings,  8vo,  6s  6</ J.H.dbJ.ParkeriS^ 

byConrie,  8to,  10s  Oc^   ..^ Parker  tk  Son... i^so 

J.  Griffiths,  8vo,  10s  6c*  ^ J. If. tk J.Parker i^ $9 


Hoailist,  V.  1,  4s  ;  2  t^  8,  8to,  ea.  6s  6rf,  1852-9  ;  New  Series,  V.  1  to  4,  ea.  8s  6df  Ward 1860-2 

floawwpathic  Cookery,  a  Manual  of,  fcap.  8vo,  8s  6d Bouron  1847 

— Hand-Book  and  Guide  to  the  Domestic  Use  of  Medicines,  16mo,  Is  ...  Leaih 1857 

'  Phannacopeia  and  Posology,  new  edit.,  post  8vo,  8s Leath 1850 

floaosopatby,  a  Pnu:tical  Guide  to  Domestic,  5th  edit.,  48mo,  Is Sanderson i860 

Hooaehold,  32mo,  ls6rf  Sanderson 1859 

in  1861,  edited  by  J.  R.  Russell,  12mo,  2s  6d Oroombridge  ...1852 

Bdoely  (/os.)  l^deB  of  the  Moors,  with  Poems,  12mo,  5$   Simpkin 1841 

noiB«l7  Hints  from  the  Fireside,  by  Author  of  Little  Things,  fp.  8to,  2s,'6o;  n.  e.,  Is  Hamilton  1862 

Sooaa  {M.B.)  Court  and  Camp  of  Don  Cu-loe,  a  Tour,  post  8vo,  12s  Macrone 1836 

" Personal  Adventures  in  Italy,  2  v.  post  8ro,  21s    Chapman  AH.  1852 

Hone  (/.F.)  Comments  on  the  Epistlee,  12mo,  ^$ Parker d:  Son... i^^'^ 

—  {R.B.)  IJTes  of  Eminent  Christians,  4  v.  12mo,  ea.  4s  6d ParifcejvjtiSoni837-43 

— (If«.)Everyday  Book,  new  edit.,  2  r.  8vo,  17s Ttgg  i860 

Table  Book  and  Year  Book,  new  edit.,  2  v.  8to,  ea.  8s  6d T^g  i860 

HrMwst  Waterman  ;  or,  History  of  Thomas  Mann,  12mo,  2s  6d Seeleif^ 1838 

Hjb87  Bee,  new  edit.,  12mo,  Is Murray 1852 

Gathered  in  Commercial  Rooms,  12mo,  Is Ward tk Lock... \%^S 

out  of  the  Rock  ;  Old  Test.Stories  for  Children,  1 8mo,  2s  6c?,  5m7W,  52— r.  Is  6(£  Simpkin 1859 

HfloigheriBcr  (J.M.)  Thirty-five  Years  in  the  East ;  Punjaub,  &c.,  2  r.  8vo,  80s BaiUih-e    1852 

H«flr ;  or,  the  Story  of  the  Brave  Caspar,  by  Bretano,  12mo,  2s  6(i,'47— red.to  ls6d  J.  Chapman  ...1849 

HoBoor  and  Shame,  a  Novel,  3  V.  post  8vo,  81s  6d BenUey  1845 

a  Tale,  poBt  8vo,  10s  6rf SaunderaJcO.    1844 

flood (C*<».)  Treatise  on  Warming  Buildings  by  Hot  Water,  new  edit.,  8vo,  10s  6d...   WhiHaker  1855 

—  {E'P.)  Age  and  its  Architects  :  Chapters  on  English  People,  new  ed.,  12mo,  5s  Partridge  ...1850-3 

•  Blind  Amos  :  Proverbs  and  Parables  for  Youth,  new  edit.,  16mo,  2s  6rf  Juddtk  Olaas...i%s^ 

Book  of  Temperance  Melody,  with  Airs,  new  edit.,  18mo,  Is Bennett  1858 

Common-Sense  Alignments,  in  Anecdotes,  12mo,  la  6d Partridge  1852 

DarkDaysof  Queen  Mary,  12mo,  Is  6d Partridge  1851 

■ Dream  Lmd,  and  Ghost  Land,  12mo,  Is  6rf  Partridge  1852 

Earnest  Ministry,  Record  of  Life  and  Writings  of  B.  Parsons,  8  vo,  10s  6rf...  Sruno  1856 

'" — ■  Genius  and  Industry,  18mo,  Is  6cf  Partridge 1851 

' • Golden  Days  of  Queen  Bess,  18mo,  la  6d  Partridge 1851 

Hammers  and  Ploughshares,  a  Book  for  the  Labourer,  12mo,  la  6d Partridge  1852 

■ ■  Havelock,  the  Broad  Stone  of  Honour,  18mo,  Is  Snow 1858 

John  Milton,  the  Patriot  and  Poet,  12mo,  Is  dd Partridge  1851 

literature  of  Labour,  12mo,  Is  6rf Partridge  1851 

Mental  and  Bloral  Philosophy  of  Laughter,  12mo,  la^d  Partridge 1851 
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Hood  (J?.P.)  ^Id  Sngland's  Historic  Pictawa,  ISmo,  1«  64 Partridge 1851 

— Peerage  of  Poverty,  Irt  and  2nd  series,  n.e.,  p.  8to,  U6d;  cL,  2<6i2  ...  Juddd:  O.   1859-61 

Self-Bducation,  18mo,  1<  W Partridge 1851 

Formation  :  Chapters  for  Young  Thinkers,  new  edit.,  12mo,  U  6d    Partridge i^Si 

Sermons,  post  8vo,  69  Judd  «fe  QUm  .1859 

Swedcnborg,  a  Biography,  12mo  5f— red.  to  8s  6d    A.HaU 185^ 

Uses  of  Biography,  12mo,  Is  6d Partridge  185Z 

Wordsworth,  a  Biography,  poet  8vo,  8«  6<i Coih  1856 


(Inabel)  Memoirs  and  MannscripiB  of,  by  J.  Maodonald,  2nd  edit.,  18mo,  Is  6<f    Groomhridge  ...1844 

-  (Jno.)  Voyage  to  Anstralia  and  the  Bast,  8vo,  14« Mwrajf 1843 

-^(Peter)  Sprained  Ancle,  870,  Is ChurcJuU  1858 

Successful  Treatment  of  Scarlet  Fever,  post  8vo,  6« ChurchiU  1857 

Treatment  of  Diseases  Most  Fatal  to  Children,  post  8vo,  6s Churchill  184$ 


{Tho.)  Works,  Prose  and  Verse,  with  Notes  by  his  Son,  7  v.  p.  8vo,  ea.  6s Uoxon    i86» 

Comic  Annual,  1836  to  1842,  12mo,  ea.  12s Colhwrn    ...1836-4X 

Haunted  House  :  in  Latin  Verae,  by  P.  A.  Longmoie,  post  8vo,  2s Btllds  DaJdg...\%s^ 

■^ Headbng  Career,  &c.,  of  Preoocioos  Piggy,  sm.  4to,  2s  6<i GriJ/UhM^F,  ...1858 

Hood's  Own  ;  Laughter  from  Tear  to  Year^new  ed.,   2  series,  ea.lOs  6d  Moxon    x86i 

Memorials,  by  his  daughter.  Preface  by  his  Son,  2  v.  p.  8vo,  21s Moxcn    i860 

Poems  of  Wit  and  Humour,  new  edit.,  12mo,  6s  Moxon   i860 

Passages  from,  lUnst.  by  Junior  Etching  Club,  4to,  84s GambaH 1858 


Poetical  Works,  new  edit.,  12mo,  7s   Moxcn   1861 

TynleyHall,aNovel,12mo,8v.p.8vo,31s6<i,'34;8s6<i,  AOT/tey,'49;  2s  Rovtlcdge  1856 

Up  the  Rhine:  Letters,  8vo,  12i Baily 1840 

VThims  and  Oddities,  new  edit.,  12mo,  5s Moxon   1861 

Whimsicalities,  2  v.  poet  8vo,  21s— red.  to  128 Colbum 1843 

{T.  Jun. )  Daughters  of  King  Daher,  and  other  Poems,  f cap.  8vo,  3s  6d  Saun den  A  0. . .  1 8 6 1 

Loves  of  Tom  Tuckerand  Little  Bo-Peep,  Rhyming  Rigmarole,  4to,  2s6<i  Griffith  A  P,  ...186a 

Pen  and  Pencil  Pictures,  with  Illustrations,  post  8vo,  10s  6(2   Hunt  <C-  -B...1856-7 

Quips  and  Cranks,  Illust.,  post  8vo,  7s  6rf Poutledge  1861 

-  (T.  dsJ.)  Fairy  Und;  or,  Recreation  for  Rising  Generation,  16mo,  pi,  3s  6d  Griffith  A  P,    ..1 860 

{Visa,)  Sketches  of  Female  Scripture  Characters,  12mo,  3s  6d ParJfcer 4- 5mi...  1854 

(W.C.)  Suggestions  for  Future  I^ovision  of  Criminal  Lunatics,  8vo,  5s  6<f  Churchill  1854 

Hook  {T.E.)  Births,  Deaths,  andManiages,  8  v.  postSvo,  81s 6(/,  39^  3s6<2,4a;  2s  Bryce 1857 

Cousin  Geoflfrey,  3  v.  post  8vo,  81s  6rf,  BetUley^  1840;  12mo,  2s Rouiledge 1859 

Fathers  and  Sons,  8  v.  poet  8vo,  31s  6(/,  1841  ;  2s  Clarke    1S60 

GilbertGumey,  3v.p.8vo,Sls6d,TfAit/al:er,'56;3s6(;,Soit&y;  12mo,2«  Roudedge  1856 

Guraey  Married,  3  v.  p.8vo,  81s  6d,  Colburm^  36 ;  X2mo,  5s,  40 ;  2s  RouHedge  i860 

Jack  Brag,  3  v.  post  8vo,  31s  6d,  12mo,  3s  6d  ;  Bentley,  1849  ;  2s    ...  RovUtdge  i860 

Life  and  Remains,  by  Barham,  4th  e.,  2  v.  or.  8vo,  21s,  50}  n.e.,  fp.,  be  Betttley ^853 

Love  and  Pride,  8  v.  post  8vo,  81s  6d Whittaker 1833 

— — —  Man  of  Sorrow,  a  Novel,  3  v.  post  8vo,  31s  6d ;  new  edit.,  21s  How    ....; 184a 

Maxwell,  8  v.  post  8vo,  81s  6(£,  Bentley;  12mo,  ds  Qd,  1849;  ^ RoutUdge  1860 

Parson's  Daughter,  8  v.  p.8vo,  31s  6d,  BeniUy,  1849;  12mo,  3s6(£;  2s  Routledge  i860 

Pascal  Bruin,  post  8vo,  10s  6rf Colbum iSjt 

Peregrine  Bunce,  3  v.  post  8vo,  81s  6d,  Beniley,  184a  ;  12mo,  Is  6ci  ...  Routledge  i860 

. Precept  and  Practice,  3  v.  p.  8vo,  81s  6d,  CoUmm^  1840;  5s,  1857;  2s  CB. Clarke  ...1S60 

. Sayings  and  Doings,  3  ser.,  ea.  8  v.,  31s  6(2;  1 2mo, 8s 6ii,Co&um,  40;  2s  Routledge  i860 

— published  as  separate  Tales,  12mo,  viz.: — Brgee  1855-59 

Cousin  William,  2s — Danvers,  Is  6ci — Doubts  and  Fears,  Is— Friend  of  the 
Family,  ls~Gervase  Skinner,  Is  6<2— Man  of  Many  Frien(l8,  2s — Merton,  2s — 
Ned  Mnsgrave,  Is  6d, 

Widow  and  Marquis,  8  v.  posi  8vo,  81s  6(2;  12mo,  8s  6d,  Bentleg  ;  2s  Brgee 1859 


(W.F.)  Aids  to  a  Holy  Life,  Ist  series,  82mo,  Is  M  ;  2nd  series,  2«    B^l  delhldg...i^^2, 

Christian  Taught  by  the  Church  Services,  n.e.,fp.8vo,6s  6<2;  32mo,2s6(2  Bell  ds  Daldg...\  860 

■ Church  Dictionary,  7th  edit.,  8vo    Murray 1859 

School  Hymn  Book  and  Litany,  32mo,  l»6d BeUA Daldy..,i%47 

Companion  to  the  Altar,  18mo,  2s,  Belldf  Dcddy,  1857;  82mo,  Is Morgan 1857 

— Crossof  Christ;  Meditations  on  Death,  &c.,  of  Chnst,12mo,  8s;  18mo,8<<  Rirington  1855 

Devotions  for  Domestic  Use,  32mo,  2s Betid:  Daldy...i^^r 

Devout  Musings  on  tho  Book  of  Psalms,  2  v.  32mo,  5s Bell  A  Daldy.. .li^i 

— —— Discourses  bearing  on  the  Controversiee  of  the  Day,  8vo,  9s Murray '853 

Ecclesiastical  Biography,  8  ▼.  12mo,51s iStVnyton...  1845-52 

Family  Prayers,  new  edit.,  18mo,  2s Rtrington  1853 

Holy  Thoughts  and  Prayers,  newedit.,  16mo,  2s  BeU  dg  DaXdy^..jZ(i^ 

Lectures  on  Last  Days  of  Our  Lord's  Ministry,  new  edit.,  12mo,  3<  6(f  .  Bdl  ds  J)aldy.,.i  86a 

Letter  to  the  Bishop  of  St.  David's  on  Education,  8vo,  2s  6d Murray 1846 

Life  of  Christ,  82mo,  2s  BeUd;  Daldy^.i^^i 

Lives  of  the  Archbishops  of  Canterbury,  8vo,  V.  1,  15s;  V.  2,  18s Bentley i860 

Lord's  Day,  newedit,  post  Svo,  2s  6<i     Murray 1856 

Lutheran,  Roman,  and  Anglican  Reformations,  8vo,  8s Murray. i8<a7 

Meditations  for  Every  Day,  4  v.  12mo,'14s  ;  2  v.  82mo,  5s Bell  d:  JkUdy..  .iZSz 

— Nonentity  of  the  Romish  Saints,  &c.,  8vo,  2s  6(2  Murray ^849 

'■  —  Private  Prayers,  18mo,  2s Rmngton   1851 

Sermons  before  Oxford  University,  12mo,  3s BeUd:Daldf...\%^j 
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Hook(lf^.)Samoiis»  Church  of  England  Vindicated,  12mo,  U  6d  Rivingkm  1845 

Oocadon&l,  12mo,  4»... RivingUm  1849 

on  Yarions  Subjects,  12mo,  6«  6<2 RivingUm  1844 

the  Miracles,  2  v.,  new  edit.,  12mo,  12#    BeU dsDaldy... i^S9 

Sandaj  School  Teacher's  Manual,  12mo,  2«    RivingUm  1847 

Hooke  (A'tsti.)  Soman  Histoiy,  new  edit.,  6  v.  Svo,  63« Longman  1839 

Hooker  (/.i>.)  Botanj  of  the  Antarctic  Voyage,  each  2  t.  4to,  viz.  : —  Reeve   1847-61 

AacUand  Islands,  &c,  pi.,  71 10« ;  col.,  10/ 1^.      New  Zealand,  pL,  dl  5si 
eol.,  13/  2f  6(2.     Tasmania,  pi.,  12/  lOs ;  col.,  17/  10«. 

Himalayan  Journals,  2  v.  8to,  36«,  1854;  new  edit.,  2  r.  Sto,  18«...  Murray 1855 

Illustratfons  of  Sikkim-Himalayan  Plants,  imp.  folio,  5/ 5« Retve 1855 

— — ^—  Introductory  Essay  to  Flora  of  New  Zealand,  4to,  2s Reevt 1854 

Rhododendrons  of  the  Sikkim-Himalaya,  3  series,-  folio,  each  25« Reeve    1850-51 

(5ic&.)  Works  and  life,  2  T.  8vo,  lU, /.i^.ifc/.Porito-;  2  v.  8vo,  11«  Ttgg  1850 

-  with  Notes  by  Keble,  Srd  edit.,  8  ▼.  8to,  31«  6c/    ...  J.H.d:J.Parherii^s 


Selections  from,  by  Keble,  16mo,  8<6c/;  18mo,  1«  6d  JM,dsJ.Parkeri%^% 

■  Divine  Sendee,  &c.,  2nd  edit.,  18mo,  ie  6c/,  1845 — ^rkL  to  1<  6c/   ...  RivingUm  ......1847 

•  Ecde&astical  Polity,  Digest  of,  by  Smith,  ]2mo,  §<    RivingUm  1840 

Book  1,  for  Schools,  12mo,  1«  6d Parker  d:  S(m„i^s^ 

■  Book  5,  Analysis,  by  J.  Gorle,  18mo,  it Whittaker 1858 


— Life  (Cabinet  Series),  18mo,  I4  6c/  Rume    ...... ...x84a 

On  Power  of  Ecclesiastical  Dominion,  8vo,  ledd    Wertheim  1850 

(IF.)  Child*B  Book  of  Nature,  for  Families,  &c.,  sq.  12mo,  8«  6c/ Low    1857 

Physician  and  Patient,  edit,  by  Dr.  Bentley,  7«  6c/,  Rentley,  1850;  2g  Ward  ^  Lock.,  i2 si 

—  {SirWJ.)  Bauer's  Geneia  of  Ferns,  imp.  8vo,  cold,  plates,  7/ 16«— red.  to  6/  6«  U.Bokn 1840 

British  Ferns,  coloured  figures  by  Fitch,  roy.  8vo,  42s  Reeve i86» 

Jungermanniae,  4to,  31<  6(/ ;  coloured,  63» I/.Bohn 1846 

— — Biyologia  Britannica,  8vo,  plain,  42»  ;  coloured,  Sit Longman  1855 

Coituiy  of  Ferns,  roy.  8yo,  iOs ;  coloured,  Q3t Pamplin    1854 

Orchidaceous  Plants,  4to,  5/ 5s Reeve 1848 


Cryptogamia  Antarctica,  4to,  67«  ;  coloured,  84«   Reeve 1847 

Exotic  Flora,  8  v.  imp.  8vo,  15/— red.  to  6/  6j  If.  Bohn    ...1823-7 

Figures  of  Exotic  Ferns,  roy.  4to,  6/ lis Reeve 1859 

Qarden  Ferns,  coloured  figures  by  Fitch,  roy.  8vo,  42a  .-. Reeve i86a 

loones  Filicum  :  Figures  of  Ferns,  2  v.  folio,  25/  4«— red.  to  12/  12s  H.Bohn  ...1829-31  ■ 

— Plantarum ;  New  &  Rare  Plants,  V.  1  to  4,  8yo,  ea.48s — r.  to  28*  Zon^^man...  1837-41 

V.  5  to  8,  8vo,  each  28s     Bailliire  ...1842-46 

V.  9,  8vo,  31i  6d,  Reeve;  V.  10,  8to,  28« Pamplin   1854 


Journal  of  Botany,  and  Kew  Miscellany,  8to,  viz.  : —  Reeve    1849-50 

V.  1  to  3,  ea.  12s  M,    V.  4,  21«.    V.  5,  26s  $d.    V.  6,  25».    V.  9,  24s. 

London  Journal  of  Botany,  V.  1  to  6,  8yo,  6/ BailU^e  ...1842-49 

■V.  7,  8vo,  30«   Reeve 1850 


Notes  on  Botany  of  Boss's  Antarctic  Voyage,  8to,  4< Baillihre 1843 

Spedes  Filicum ;  Synopsis  of  Ferns,  3  v.,  4/154   Pamp/u»...  185 1-59 

—Victoria  Regia,  Illustrated,  folio,  31s  6c/ Reeve 1851 

asMi  Amott  (^.  J.  fT.)  Botany  of  Beechey's  Voyage,  4to,  21« ff.Bohn 1839 

~ British  Flora,  roy.  12mo,  14s;  coloured,  21»...  Longman  i860 

Hidle (C%a.)  Termination  for  Nouns  and  Verbs,  &c.,  12mo,  Is  6c/ Siinpkin., 1859 

(^.)  lady's  Tamil  Book,  8to,  4»   Longman  1859 

Narrative  of  a  Mission  to  Madras,  182C-28,  12mo,  7t  6d Longman  1844 

Tear  Book  of  Missions,  for  1847,  8vo,  8t    Longman  1847 

DfioUy  {S.C.)  Poems,  Tales,  and  Essays,  12mo,  48 Simpkin 1840 

Six  Sermons,  post  8vo,  3s Simpkin 1850 

Hooper  (JBfp.)  Works,  2  v.  8vo    Paricr^oc  1843-52 

2v.  8vo,  16s— red.  to  8s J,H,(kJ.Parkeri%ss 

Early  Writings,  edited  by  Eev.  S.  Garr,  8vo Parker  Soe,  ..1843 

(£/.)  Western  Fruit  Book,  12mo,  plates,  6s   Cincinnati 1853 

(i^. A)  Guide  to  the  Apocalypse,  8vo,  3s  6c/  Rivingt<m  1853 

*"- Old  and  New  IMspensations  Contrasted,  Is RivingUm  1844 

— Palmoni,  or  Mystical  System  of  the  Ancients,  8vo,  12s    RivingUm  1851 

; Revelation  of  Jesus  Christ  by  John,  2  v.  8vo,  28s    RivingUm  1861 

— — {Oeo,)  Italian  Campaign  of  Bonaparte,  post  8vo,  2s  6d  Smith  A  Elder  1859 

Waterloo  the  Downfall  of  the  First  Napoleon,  8vo,  Map  and  Plans,  15s  Skniik  dfe  Elder  1862 

—  (Jfrt.(7.)  LitUe  Maggie  and  her  Brother,  a  Sketch  for  Children,  fcap.  8vo,  2s  6</  ^e//(£;/)a/c/y...i86i 

^—  ((?.5.)  Topography,  Climate,  Diseases,  &c.,  of  Jersey,  12mo,  6s    WhiUaker 1837 

"*—   (/.)  Catholics  Doctrines,  new  edit.,  8vo,  12s Painter 1847 

(/oas)  Arbell,  a  Tale,  12mo,  2t  6d RouUedge  1847 

— " Recollections  of  Mrs.  Andei:son*s  School,  12mo,  3s  6(/ A.HaU  1851 

• (/so.)  Ecclesia;  or,  the  Called  according  to  Christ,  12mo,  3«  6c/   Painter 1837 

Family  Prayers,  8vo,  2s  6c/ Mattert 1851 

Dissertations  on  the  Passover,  &c.,  8vo,  7« Mattert 1851 

'     "~— Revelation  of  Jesus  Christ  Interpreted,  8vo,  it Painter 1847 

Translation  ;  or,  Changing  of  the  Living  Saints,  8vo,  2s  6d    Painter 1846 

Word  in  Season  :  ReligiouB  Essays,  8vo,  12s Painter 1844 

(We*.)  Mnac  and  Muaiciana  to  the  Days  of  Purcell,  12mo,  Is    Willi*    1855 
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Hooper  (i2o5.)  Anatomist's  Vade  Mecnm,  12mo,  8<  SeitMkaw    1851 

■ Medical  Dictionary,  by  Qrant,  8yo,  80# Lonffman  1859 

— • Physician's  Vade  Mecum,  by  Guy,  new  edit,  12»  Cd   Ben^aw    \^i 

( IF.  J7.) 'Fen  Months  among  Die  Tents  of  the  Toski,  8to,  lU Murray 185) 

Hooton  (Cha,)  Aooonnt  of  St.  Louis*  Me  ;  or,  Texiana,  Svo,  5$    Simnwnt   1847 

Adventures  of  Bilberry  Thurland,  a  Novel,  8  v.  post  Svo,  81#  6d    ...  BentUy 183* 

Colin  aink,  a  Novel,  8  v.  post  Svo,  8I4  6<2,  BeniUy,  1841  ;  12mo,  2»  IttrntUdgt  iist\ 

Lancelot  Widge  ;  or,  Woodhonselee,  8  v.  post  Svo,  81«  6d Newby   1849! 

Hope  (A.J.B.)  American  Disruption,  in  Three  Lectures,  Svo,  U  6d Bidgway  iS6t; 

English  Cathedral  of  the  Nineteenth  Century,  Svo,  12f Mutray 1861 

Essays,  12mo,  6m;  Poems,  12mo,  3« BivingUm 1844- 

{CD.)  Catholic  Doctrine  of  a  Triune  God,  12mo,  6f NiA€t    1839 

(Eliz.)  Immaterial  System  of  Man,  2  v.  post  Svo,  12« Bidffway    183S 

(Erica)  Linden  Gran^  ;  or,  Discussions  on  Confirmation,  12mo,  2i6d    Biniu 1854k 

{F.W/)  Coleopterist's  Manual,  Part  1.  Lamellicom  Insects,  Svo,  7» B,Bohm iM 

2.  Predaceous  Beetles,  Svo,  7$  6d Jff.Bokn 1839 

-  8.  Various  Beetles,  Svo,  10s   IT.Bohn 1841 


-((?.a)  My  Working  Friend,  Directions  for  Needlework,  82mo,  & Clarke    1844 

—  (/.)  Brittany  and  the  Bible  (Tmveller's  Libraiy),  16mo,  It Longman  i8s* 

Chase,  with  Hints  on  French  Affairs,  16mo,  Is Lov^ynuui  1S5] 


(/oj.)  Memoirs  of,  by  Mrs.  Hope,  edited  by  Dr.  Grant,  post  Svo,  7s  Hatcheurd 1844: 

Treatise  on  Diseases  of  the  Heart,  &c.,  post  Svo,  10s  M  ChurehiU  iht 


-{J,B.)  Leonidi  Monti,  and  other  Poems,  12mo,  6f   Philaddjakia...iSsf\ 

•  {J.B.)  Scripture  Prints,  Pta.  1  to  4,  each  9«  HouUUm  ...1845* 

-{Lady)  Blue  Dwarf,  a  Tale,  Svo,  5s  M Du^ i860 

-(Zotf.)  Female  Teacher,  her  Qualifications  and  Duties,  12mo,  l»6d HamiUon 1851 

-(Afrs.)  Early  Martyrs,  ISmo,  1st  and  2nd  series,  each  Is  BwmM    185SI 

Self -Education  and  Formation  of  Character,  ISmo,  2s  M HaUhard  18^6! 


-{SirT.)  Diaiyof  1688-45,  4 to BannatyneCUtb\%\i 

-  {Tho.)  Anastasius,  8  v.  p.  Svo,  81s  6d,  Murray— red.  7«;  n.  e.,  2  v.  12mo,  6s  Bcnttey 1849 

Costume  of  the  Ancients,  new  edit,  2  v.  roy.  Svo,  45s H.Bokn 1845 

Historical  Essay  on  Architect.,  2  v.  r.  Svo,  40s,  iftimiy,'35— r.  to  2Ss  H.Bokn 1843 


{Wm,)  Practical  Chemist's  Guide,  82mo,  Is McPhtm    1839 

Gandalin,  a  Poem,  12mo,  4s Longman  1838 


Hope  Cretes,  a  Metrical  Bomance,  12mo,  5s Skencood  1838 

Deferred  not  Lost,  Narrative  of  Missionary  Effort,  edited  by  Despard,  12mo,  5s  Nid>et 1853 

Evermore;  or.  Something  to  Do,  2  v.  cr.  Svo,  12f Ctuteli   i86o 

of  the  Apostolic  Church  (Lent  Lectures,  1845),  12mo,  5s Ni^>et    1845 

Hoper  {J,F.)  Golden  ABC,  Etched  from  the  German,  oblong,  12mo,  4s J.HA^,Parha'i%^^ 

Hopes  and  Fears,  by  Author  of  Heir  of  Reddyffe,  2  v.  fp.  Svo,  12s,  60 ;  n.  e.,  1  v.  6s  Parker  ds  Son  1861 

of  the  Church  in  Connection  with  the  Jews,  l2mo,Zt6d Battler  1841 

Hopkins  (/?p.^.)  Whole  Works,  2  v.  roy.  Svo,  24«— red.  to  15s If.  Bokn    1855 

— ^ Exposition  of  the  Commandments,  roy.  Svo,  8s Wathboume  ...184c 

by  Wesley,  ISmo,  Is  6<<  Maton  184a 

-  Lord's  Prayer,  ISmo,  Is  6rf Trod  Society...  184^ 


Vanity  of  the  World,  ISmo,  Is  6d Wathbowme  ...183c 

■{Benj.)  Parochial  Sermons,  12mo,  68  Qd   HamUUm  1841 

—  {E.)  Geology  and  Terrestrial  Magnetism,  newed.,  Svo,  16s,'5z  ;  12mo,  4s  B.deJ.  B.Taylor  i%s 


-(E.J.)  Histoiy  and  Construction  of  the  Organ,  roy.  Svo,  81s  6<2  Cockt 185 

-(Hen.)  ----- 


Exercises  in  Composition,  ISmo,  Is  6d Belfe  184 

Orthography,  ISmo,  Is  6rf Relfe  185 

Key  to  Composition  and  Orthography,  ISmo,  Is  6d    Belft n.o 

Manual  of  Mental  Arithmetic,  12mo,  2s;  Key,  8s  6(2   Belfe  184 

■  (Jat.)  Solar  System  Truly  Solved,  Svo,  4s  Caution 184 

(Jer.)  Sketch  of  the  Life  of  Thomas  Singularity,  12mo,  2s  6rf Hodton  183 

(J.B.)  Elvir6;  a  Reminiscence  of  Paris,  Svo,  8s  6d A.Hall 1S5 

Yogi's  Daughter,  a  Trsgedy,  Svo,  2s  6d    A, Hall   iS* 

(J.D.)  Ornaments  of  the  Sixteenth  Century,  4to,  20s Atckley 18-^ 

— —  (BpJ.H.)  American  Citisen,  his  Rights  and  Duties,  12mo,  6s   New  York \%\ 

"  Church  of  Rome  in  her  Primitive  Purity,  post  Svo,  Ss  6rf Bivington  iS; 

• History  of  the  Confessional,  12mo,  7s New  York 18 

Lectures  on  the  British  Reformation,  12mo,  5t   New  York 18. 

Notes  of  a  Theological  Student,  12mo,  5t  6d    New  York 18 

Refutation  of  Milner  on  Controversy,  2  v.  12mo,  10s New  York 18 

—  (Lou.)  Guiding  Star;  or,  the  Bible,  God*s  Message,  82mo,  Is  6d Nelton 18 

(Manley)  Handbook  of  Average,  for  Merchants,  &c^  2nd  edit.,  Svo,  15s Smith  de  Elder.  18 

•  Hawaii :  the  Past,  Present,  and  Future,  post  Svo,  12f  6d Longman iS 


— — (Mark)  Lectures  on  Moral  Science,  12mo,  6s Botion^U^S^  ...18 

■ Philosopher's  Stone,  and  other  Poems,  Svo,  5s Niekition    iS 

'  (Sam.)  Puritans  of  the  Reigns  of  Edward  VI.  and  Elizabeth,  3  v.  Svo,  42s...  Trubner 1 S 

— Sermons,  12mo,  4s Hatchatd  ij 

— ^— — — —  on  Main  Doctrines  of  Christianity,  12mo,  6s  6d  HamiUcn   ij 

(Dr.  S.)  Worits,  with  Memoirs,  8  v.  Svo,  42s PhiladelphieL.,,^* 

(ITiot.)  Atmo^herio  Changes,  producing  Rain  and  Wind,  2nd  edit.,  9s Weale ij 

— -—  On  Winds  and  Storms,  with  an  Essay  on  the  Weather,  Svo,  7«  6d  .  Longman   1 3 
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Hopkins  {W.B.)  Apostolic  Uiarioxis,  SennoDS  before  UniTeraity  of  Cambridge,  8to,  Si  J.n.d!j.Parkeri%s% 

Kguresof  Geometrical  Optics,  8vo,  plates,  folio,  10«  6rf  Bellt^DcUdy  ..1851 

Points  of  Christian  Doctrine  Considered,  post  8vo,  3«  6<i  Rivington  1849 

H^pkimoD  (F.)  The  Old  Farm  and  the  New  Farm,  a  Political  Allegory,  fcap.,  St  6d  .  New  York 1857 

(/.)  Working  of  the  Steam-Enghie  by  the  Indicator,  8vo,  Srd  ed.,  13«  6d  WeaU i860 

Hcpley  (£".)  Art,  and  how  to  Enjoy  it>  12mo,  U  L<no   1859 

—  (?%o.)  Lecture  on  Respiration,  8vo,  2s6d Churchill  1854 

Lectures  on  the  Education  of  Men,  three  series,  8vo,  each  1«  Churchill  1857 

Hfpper(/.r.)  A  True  Life,  by  Maria  Child,  post  8vo,  9<    New  York 2853 

-(jrr».AZ;jFrait8of  Joy  and  Peace  in  Believing,  3rd  edit,  32mo,  Is  6d  Nitbet  184a 

(T^bi.)  Designs  for  the  Houses  of  Parliament,  folio,  6/ 5« Wc<ile 1836 

— History  of  Leamington  Priory,  12mo,  5< Whittaktr 1842 

IIopps  (/./>.)  Discourses  of  Duly  Duty  and  Daily  Care,  post  8vo,  2s    WhilJUld  1862 

Hoppos  (iBim.)  Practical  lumber  Measurer,  12mo,  3s  6<i,  lAmgman  ;  2s Allman  1850 

(Mil)  Lectures  on  Polity  and  History  of  the  Hebrews,  12mo,  2s S.  S.  Uni<m 1847 

Memorials  of  a  Wife,  dedicated  to  her  Children,  12mo,  6s   Jvdd  1856 

Schism  as  Opposed  to  Unity  of  the  Church,  8yo,  10s  6ci,*39;  p.8ro,  b»  Snow 1843 

Sketches  of  the  Continent,  1835,  2  t.  post  8vo,  21« SaundertJb  0..iS^6 

ai»«x)cd  (JBTfli.)  Child's  Geography,  18mo,  Is MtuUrt 1847 

Hints  to  Teachers  on  Education,  12mo,  3s    Matters 1841 

■ ■ Introdnetion  to  Modem  Geography,  18mo,  2s  Mattert 1856 

Meditations,  Prayers,  &c.,  on  Confirmation,  32mo,  2s  6<i   J.H.AJ.Parkerit^Z 

' ProgresaiTe  Exercises  on  the  Church  Catechism,  1 8mo,  2s   /.  H.^ J. Parker  1 8  50 

—  Sermons:  Christ  in  His  Church,  8vo,  6s  6(£ Rivingion  1846 

-  — — • 2—  Elisha's  StaflF,  &c.,  12mo,  2s  6d    Hatchard 1844 

18mo,  2s Parker  AS(m  .1848 

Hfatt,  Open,  Lat.,  18mo,  2s,  Parker  A  Son,  1848  ;  18mo,  2s  (Oxford  Chissics)  ...  J.H.d'J. Parker i9 $4. 

■ •  12mo,  new  edit.,  3s  (Educational  Course) Chambert  1861 

12mo,  Illustrations  from  Antique,  5s Bellik Daldy...ii$$ 

' Anthon  and  Boyd,  12mo,  7a  6d;  new  edit.,  5s   Tegg  i860 

— -^ McCaul,  edited  by  Wheeler,  12mo,  13s— red.  to  5s   H.Bohn 1845 

■ Dillinbarger,  Commentoxy  and  Notes,  8to,  6s  Dulau    1849 

— ■ Doering,  Svo,  18s WhiUaker 1838 

Text>  Notes  by  Anthon,  new  edit.,  12mo,  7s  6rf WhiUaker 1861 

Dubner,  English  Notes,  Arnold's  Classics,  12mo,  7s Rivington  1854 

Dnentser,  Svo,  6s  6d   WiiUamt  A  N,  1%^^ 

' Eton  Collef^e,  new  edit.,  18mo,  2s  6<i E.WilliauM    ...n.d, 

' Gtesner  et  Zeunii,  cum  Indice,  8vo,  15s;  roy.  Svo,  24s    WhittaJeer 1841 

by  Harwood,  18mo,  2s  6rf Sowter    1837 

"■ Girdlestone  and  Osborne,  12mo,  7s  64  Longman  1848 

~ Hanter,  18mo,  4s  6d,  Parker,  1837;  new  edit.,  2s    Simpkin 1861 

Keightley's  Notes  and  Excursus,  poet  Svo,  10s  6d Whittaker 1848 

McCaul,  12mo,  10s  6d Whittaker 1841 

~ — Mitcleane,  8vo,  ISs;  abridged,  12mo,  6s  6d Whittaker  ..:,..  1$$'^ 

~" ' Milman's  Notes,  Life,  and  Illustrations,  Svo,  42s, '48;  n.e.,  21s  Murray 1852 

Orellius,  edit,  by  Currie,  fcap.  Svo,  6s   Oriffin  i860 

editio  tertia,  2  v.  8vo,  28s  Dulau  1852 

* with  250  illustrations,  cr.  Svo,  7s  6d Grijj^n  i860 

Illustrations  and  Notes,  cr.  Svo,  9s Oriffin  i860 


Pyper,  18mo,  2s6d Whittaker 1843 

Valpy,  new  edit.,  ISmo,  3s  6rf;  with  English  Notes,  ISmo,  Qt„  Longman  1862 

Wheeler,  2nd  edit,  12mo,  7s  6d   Machen 1856 


— and  Eng.,  by  Smart,  12mo,  6t  6<i,  Whittaker,  ^g  ;  ISmo,  3s  6d  Wathboume  ...1850 

in  English  Prose,  by  Smart,  12mo,  7s6d-red.  to  2s  6d H.Bohn 1848 

translated  by  Haughton,  for  Classical  Students,  12mo,  8s   L<mgman  1844 

"-^ Owgan,  12mo,  2s  6d Simpkin 1854 

Smart,  revised  by  Buckley,  post  Svo,  8s  6d H.Bohn 1850 

•Artof  Poetry,  in  English  Yeise,  by  Robinson,  fcap.  Svo,  2s    WetterUm  1851 

"- translated  by  aGraduate  of  Cambridge,  Svo,  Is    Whittaker 1854 

-  Edogae,  4  Arnold,  2  Pte.,  12mo,  each  5s Rivington  1848 

*- WoodfcHrd,  ISmo,  2s  6<2 Simpkin 1849 

^Bpodes,  Satires,  and  Epistles,  translated  b.v  Howes,  12mo,  6s Pickering  1845 

"^ — Life  of,  by  Milman,  illustrated,  Svo,  9s Murray 1853 

' — Odes  and  Bpodes,  English  Notes  by  Young,  12mo,  Is WeaU 1855 

Libtin  with  English  Translation,  by  Giles,  ISmo,  2s  6d Comith 1859 

— ^ Notes,  18mo,  2s  J.H.dJ.ParkeriZsS 

~~" • Notes  by  Tonge,  12mo,  3s Longman  1858 

translated  by  Sewell,  poet  Svo,  3s  6d H.Bohn 1850 

•- Bookl,  translated  by  B.  W.  O'Brien,  12mo,  2t  6d Longman  1857 

8,  transUted  by  H.  G.  Eobinson,  12mo,  3s  6d    Longman  1836 

l^^"""- ■ 4  and  Book  of  Epodes,  Latin  and  English,  by  Robinson,  12mo,7s  Longman  1859 

"  lAtin  and  English,  by  Lord  Ravensworth,  roy.  Svo,  2 Is  ;  imp.  Svo,  63s  Vpham  <fc  Beet .  1 858 

■     (Select)  in  English  Lyrics,  by  J.  T.  Black,  12mo,  4s Smiths  Elder  ,i9s7 

""  inmshtcd  by  Howell,  Svo,  10s  6rf  Longman  1838 

-— Newman,  poet  8to,  5s   ..' Walton 1851 
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Eonoe,  Odes,  translated  by  Robuuon,  Book  1,  12]no,  &  ;  Book  2,  12ittO,  S«  6d Longman  1S56 

Theodore  Martin,  8vo,  7«  6rf   Parker^kSon    1S60 

Bpodes,  and  Carmen  Snculare,  trandated  by  Melville,  8to,  7$iid SimjAin 1850 

Ow|an,  12mo,  Is  Qd Simpkin 1854 


•  Sappbic  Odea,  IrAnslated  by  Peat,  12mo,  A$M RivingUm  1845 

•Satires  and  Epistles,  Bnglisb  Notes,  12mo,  1»  W Weale i860 

—  interpreted  by  Hanter,  12mo,  4«  6<i  Parker 4: Son... iZ^j 

translated  by  Owgan,  12ino,  \$%d Simpkin 1854 

Latiif-Englieii  Notes  by  Tonge,  12mo,  3t  6<2 Longman  1858 


^  with  short  Bnglisb  Notes,  18mo,  U J.  RAJ.  Parker  it  s^ 

Horace  Vernon;  or.  Life  in  the  West,  8  ▼.  post  8to,  81»  6rf Colbum 1839 

Hone  Oanonic8B  :  Devotions  for  Seven  Honrs  of  Fiayer,  ISmo,  S«  6(2,  £um$f  41  ;  8t  J.ffugket  1850 

HomoDopathicsB,  by  an  Amateur,  12mo,  Is  Qd  AylaU    (^53 

Poetic89,  by  a  Retired  Physician,  8vo,  6s Simpkin 1838 

—  Viatice  :  the  Author,  MeU  Britannicns,  8vo,  12«....'. Lonffman  183? 

Horatii,  a  Tragedy,  8vo,  Ss  6d Smith  As  Elder  1S46 

Hordem  {J.C.)  Sermons  Pt«SGhed  to  Seafaring  Men,  fcap.  8vo,  2s  Hamilton  1S60 

(Jos,)  PUin  Directions  for  Beading  to  the  Sick,  4th  edit.,  12mo,  \s%d    ...  RvnngUm  i?6f 

■  Sermons  at  Rostherne,  Advent  1860,  12mo,  1«  6el   Rivingtnn  1S51 

Hore  (ff.F.)  Inquiry  into  Legislation,  &c.,  of  the  Irish  Fisheries,  8to,  5s  Simjiin 1S50 

Horlock  (J7.i>.)  Exposition  of  the  Parables,  12mo,  6s  6d ffamilUtn  1S44 

■  Portrait  of  the  Church  of  Bngland,  18mo,  Is  6d Simpkin 1836 

Sabbath  BecoUections,  12mo,  2s  6d  SeeUy 1849 

Sermons  on  the  Lord^s  Prayer,  8vo,  6s ^..  Simpkin 1838 

Horn  et  Beminhild,  ed,  F.  Michel,  ito .*...  BanneOffne  CL  1845 

Horn  (77^0.)  Exhortation  to  the  Belief  and  Practice  of  Religion,  18mo,  2« Painter 1838 

Hornby  (ifrj.)  In  and  Around  Stamboul,  2  v.  post  8vo,  21« Bei^lejf 1858 

Honiblower  (Afrs.)  Poems,  12mo,  3«  6(2  Simpkin 1844 

Hornbook  (A,)  Alderman  Balph,  2  v.  post  8vo,  15s,  1853  ;  12mo,  2s  td RouiUdge  1855 

Home  (Bp.)  Aphorisms  and  Opinions,  with  Biographical  Sketch,  12mo,  2s  6d Paf1cerASon.„\%S7 

Arrangements  of  the  Psalms,  Notes  and  Comments,  post  8vo,  5s Ni^iet 1850 

■  •  Commentary  on  the  Psalms,  2  v.  12mo,  10s  6(2,  Longman^  1848 ;  5» ...  Ch^K.Soe,    ...    1848 

8vo,  8«,  Tegg)  9»,  RivingUm^  1856  ;  7s  6d   Nelson    i860 

with  Life,  &c.,  8  v.  12mo,  12s— red.  7s  6c2  Virtue    1836 

Diacouraes,  2  v.  8vo,  18s Whittaker 1845 

(Jos.)  Advice  upon  the  Teeth  and  Gums,  8vo,  4« Author  1850 

■^-^— Chapters  on  Prophecy,  12mo,  8s  Maton    1851 

Home  {J.H.)  Guide  to  the  Correct  Administration  of  Medical  Galvanism,  8vo,  2s  ...  Home^Tkom,  1855 

(RM.)  Adventures  of  a  London  Doll,  16mo,  8s  ;  cold.  4s,  H.Bohn^  1850  ;  Is  6<i  Dean i86a 

Australian  Facts  and  Prospects,  12mo,  5s   Sm%ikAElder...i%$^ 

Ballad  Romances,  12mo,  7s  6c2 OUier 1846 

Cosmo  de  Medici,  a  Tragedy,  8vo,  8s    Tempieman...     1837 

Death  of  Marlowe,  a  Tragedy,  8vo,  2»6d   Saunders  ^O,  1838 

Dreamer  and  the  Worker,  2  v.  post  8vo,  21s  Colhum 1^51 

Exposition  of  the  False  Medium,  &c.,  poet  8vo,  88  6d  R.  Wilson   1839 

Qood-Natured  Bear,  a  Story,  16mo,  8s  ;  cold.  4«,  ff.Bohn,  1846;  Is  6d  Dean  n.cL 

Gregory  VII.,  a  Tragedy,  8vo,  5s Saunders  ^  O.  1840 

Judas  Iscariot,  a  Miracle  Play,  with  Poems,  12mo,  2s  6(2  C.MiU^ell 1848 

New  Spirit  of  the  Age,  2  v.  post  8vo,  24s  Smith  <fc  Rider  1844 

'  Poor  Artist,  or  Seven  Bye-Sights  and  One  Object,  12mo,  5s Van  Voorst 1849 

—  (7.17.)  Communicant's  Companion,  32mo,  2«  6c2 Longman  1855 

Introduction  to  the  Scriptures,  newed.,  4  v.  8vo,  73s  6c2 Longman   i860 

V.  1.  Evidence  for  the  Genuineness,  &c.,  of  the  Scriptures,  15s — ^V.  2.  Text  of 
the  Old  Testament  Considered,  by  Eyre  or  Davidson,  ea.  25s— Y.  8.  Biblical 
Geography  and  Antiquities,  18s — Y.  4.  Introduction  to  the  Textual  Critidam 
of  the  New  Testament,  18s 

■ Introduction  to  Study  of  the  Bible,  ed.  by  Rev.  J.Ayre,  10  e.  p.  8vo;  9s  Longman  i86a 

— — Manual  for  the  Afficted,  18mo,  8s  6<2,  184a — ^red.  to  2s  6(2 Longman  i86x 

— of  Biblical  Geography,  8vo,  12s Longman  1839 

— — — Marioktry,  or  Worship  of  the  Virgin  Mary,  12mo,  2s6d  Painter 1851 

Parochial  Psalmody,  12mo,  8»6<2;  18mo,  Is6c2;  82mo,  9<2 Longman 1841 

Popery  Delineated,  18mo,  2s  6(2   PaiiUer 1848 

the  Enemy  and  Falsifier  of  Scripture,  12mo,  2s Painter 1849 


Reminiscences,  Personal  and  Bibliographical,  by  his  Daughter,  post  8vo^  5s  Longman  1 86a 

Selection  of  Psalm  and  Hymn  Tunes,  arr.  byHenshaw,  obi.  3s  6<2  Longman 186a 


Homer  (iVa.)  Memoirs  and  Correspondence,  12mo,  2s  6(2 Cfhianhen   1849 

by  his  Brother,2v.  8vo,28s,'4392e.,S0s  Mwrrag 1853 

(/os.)  Essay  on  Differential  Limits,  8vo,  2s  6(2  Belld:  Daldf^.ti^o 

Instruction  to  the  Invalid  on  Nature  of  Water  Cure,  12mo,  Ss  6(2   ...  Simpkin 1855 


(Z«09t)  On  Employment  of  Children  in  Factories,  8vo,  8s  6(2 Longman  1840 

(Sus.)  Century  of  Despotism  in  Naples  and  Sicily,  fcap.  8vo,  2s  6(2    ffamUton  xS6o 

{S.S,)  Medical  Student's  Guide  in  Extracting  Teeth,  post  8vo,  8s    Delf    1851 

(»r.^.)  Special  Anatomy  and  Histology,  2  v.  8vo,  36s    PhUadelpkia... iS $6 

^-^— Osteology,  6th  edit.,  2  v.  8vo,  82s  Wilet/ 1844 

Homsey  (/fio.)  Book  of  Monoeylkbles,  ISmo,  Is  6(2  Longman  1847 
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Honuej  (/m.)  Child's  Monitor,  12mo,  i$ 

Orthographical  Exercises,  ISmo,  It 

Ph>noaDciDg  Expositor,  12mo,  2i 

Uorrin  (Johan)  Memoirs  of  a  Tndt  in  the  Character  of  George  III.,  8yo,  7s  6(2  .. 
llorrocks  {Capt,)  Brief  Career  ;  or,  the  Jew^s  Daughter,  3  v.  post  8vo,  81s  6(2  .. 

Horace  Grantham,  a  Norel,  8  v.  post  8vo,  91t6d  

(J.D.)  Zeno,  a  Tkle  of  the  Italian  War,  and  other  Poems,  12mo,  5s    ., 

HoiTox  (Jer.)  Memoir  of  his  Life  and  Labours,  by  Whatton,  I2mo,  Sa  6d   , 

Uony  (S.C.)  Bankruptcy  Act,  cr.  Svo,  1# ;  with  General  Orders,  Is  6d  

Brery-Day  Law  for  Every-Day  Life,  sm.  post  Svo,  Is 

Iaw  and  Practice  of  Insolyents,  7  i  8  Victoria,  I2mo,  is 

Laws  Relating  to  Licensed  YictuallerB,  12mo,  68  6d  

Httw;  theShepeand  the  Ghoos,  4to 

Honbuigh  (/(U.)  India  Sailing  Directory,  2  t.  4to,  86«  

Hone  :  how  to  Choose  Him  and  how  to  Use  Him,  new  edit,  12mo,  Is 

and  His  Eider,  by  EoUo  Springfield,  fcap.  Svo,  5s 

—  Book :  Rules  for  Managing  and  Keeping  a  Horse,  ISmo,  Is 

—  Shoe  Nails,  by  Minor  Hugo,  12mo,  8s 

Horses  and  Hounds,  by  Scrutator,  post  Svo,  5s,  1858  ;  new  edit,  12mo,  2s 

Hor«U  {Wm.)  Hydropathy  for  the  People,  ISmo,  2s  6(i 

Emej  (Geo.)  Iaw  of  Probate  and  Administration,  1857-58,  12mo,  10s 

Property  and  Trustees*  Relief  Act,  1859,  2s  6d  

HorefsD  (A.)  Manual  of  Family  Prayer,  12mo,  2s    

narsfalltan  System  of  Teaching  English  Grammar,  12mo,  Is  6d 

Hoisfield  (7^.)  Lepidopterous  Insects,  Catalogue  of,  Vol.  1,  8vo»  10s ;  cold,  20s 

Pbintse  JavKnicaa  Rariores,  roy.  4to,  63s  ;  c6ld.,  52  5s 

(T.W.)  History  and  Antiquities  of  Sussex,  2  v.  imp.  4to,  6/ 6«  Nichols  1836 

Hoisford(/afti»)  Four  Months  in  England,  12mo,  3s  6d   Partridge 1852 

* Philanthropy  the  Genius  of  Christianity,  post  Svo,  7s  6d Simpkin 1862 

■ • Voice  from  the  West  Indies,  post  Svo,  6s    Heylin  1856 

Horslej  (Bp.)  Biblical  Critidsm  on  the  Old  Testament,  2  v.  Svo,  80s    Longman  1845 

Sermons,  Svo,  7«  6(i WaihJboume  ...1848 

Theological  Works,  6  v.  Svo,  69s Longman  1845 

— ■ Tnuiahition  of  the  Book  of  Psalms,  Svo,  12s  Longman  1845 

^(/oAn)  Catechism  of  Chemical  Philosophy,  post  Svo,  6s  6(i Churchill  1855 

(Rous  HawkerV  Experience  of.  18mo,  Is  Heylin  1856 

fiorrt(/Jf.)  Devotions  for  Holy  Communion,  by  Pusey,  ISmo,  Is J. H.di J.Parker  1%$^ 

Pkndise  of  Christian  Soul,  12mo,  5s,  Bums,  1847;   2  v.  ISmo,  6s  M  JJLdiJ.Parkerit^o 

Hort  {Col.)  Days  when  We  had  Tails  on  Us,  roy.  Svo,  8s  6ci /./>.Z>aWt«^...i849 

Embroidered  Banner,  and  other  Marvels,  Svo,  10s  Set J. D. Darling... i$so 

• — Guards  and  the  Line,  folio,  10s  6(2  J. D, Darling,.. i%$o 

' — ' Horse  Guards,  by  the  Two  Mounted  Sentries,  Svo,  10s  Qd J. D, Darling ...i^s^ 

;Penelope  Wedgebone,  the  Supposed  Heiress,  Svo,  7s  6d J. D, Darling ...i%$o 

Secretary,  a  Novel,  3  v.  poet  Svo,  ZU6d J. D, Darling ,..i%$o 

' • The  Man  who  Eloped  with  his  own  Wife,  Svo,  2s  6d J. D. Darling... \%$o 

White  Charger,  Svo,  2s /.i>.Z>aWiii^...i85o 

—  (P.J.)  Thoughts  on  the  Revised  Code  of  Education,  Svo,  Is Macmillan    ...1862 

-(Afo;.)  Gibraltar,  Description  and  Legends  of,  4to,  42s  SaundersdeO,   1839 

{Rich.)  Beauty  of  the  Rhine,  a  Metrical  Romance,  Svo,  7s Oroombridge  ...1836 

(^./.)  Chronology  and  History,  new  edit.,  ISmo,  4s Longman  i860 

~ 'Pantheon;  Introduction  to  Mythology*  ISmo,  4s  6(i Longman  1862 

^ortenae  (Queen)  Mother  of  Napoleon  III.,  Memoir  of,  by  Wraxall,  2  v.  p.  Svo,  21s    Hurst  d:  B.    ...1861 

H'>rtentio(r.)Hillworth;  or.  Omissions  Rectified,  12mo,  2s  6(f Juddds  Class... 1%^% 

Horticultural  Society's  Catalogue  of  Fruits,  8rd  edit.,  Svo,  5s    Longman  1842 

~    ' Journal,  Vols.  1  to  9,  Svo,  each  21s Zon^rman...  1846-55 

Norton  (J.A.B.)  Medical  Topography  of  the  West  Coast  of  Africa,  &c.,  Svo,  2s  6(2 ...  ChurchUl  1859 

'  (A'cA.)  Complete  Measurer,  post  Svo,  6s    Weale 1862 

•   (i2.Tr.5  Reform  in  1889  and  Reform  in  1831,  Svo,  5s  6(i Murray 1839 

'      - —  (T.Q.)  Gethscmane,  and  other  Poems,  post  Svo,  5s,  1856;  new  ed.,  Is  6(f...  JudddeQUus...i%sZ 

'      ■ — History  of  Russia  and  Turkey,  with  Illustrations,  post  Svo,  2s  6(2...  Mason   1854 

r True  ^ndples  of  a  Christian  Church,  new  edit.,  12mo,  2s  6(2 Jtidd de  Glass.. .1%^ 

Horwood  (Mist)  Original  Poetry  for  Young  Minds,  ISmo,  Is  6(f Dean 1839 

tiofiack  (Mn)  Conflict  of  the  Laws  of  England  and  Scotland,  Svo,  10s  6(2    Blackujoods   ...1847 

"1  " Rights  of  British  and  Neutral  Commerce,  12mo,  5s    Sweet 1854 

uo«e  (£r./.)  Elements  of  Euclid,  baaed  on  Simson,  12mo,  4s WhiUaker 1853 

Uweaaon  (J. a)  Remarks  on  the  War  with  Russia,  Svo,  12s  Stanford  1857 

r^ ■ steam  Navy,  Ace.,  Svo,  12s  Saunders  dk  S.  1853 

Hoaeman  (T.)  Uughter  Book  for  Little  Folk,  4to,  bds.,  2s  6«2    AddeydfCo,...iisi 

^«ng  (Wm.)  Guide  to  R^uladon  of  Buildings  in  Towns,  post  Svo,  3s  6d Murray 1849 

New  Reading-Room  of  the  British  Museum,  Svo,  2s  6(2   Stanford    1858 

ZT' Treatise  on  Architecture  and  Building,  4to,  15s    Simpkin 1839 

UoskiM  {0,A.)  Spain  as  it  la,  1851,  2  v.  post  Svo,  21s Colbum 1851 

■     ■ iSavels  in  Ethiopia,  4to,  73s  6(2 Longman  1835 

"  • ~  Visit  to  the  Great  Oasis  of  the  Libyan  Desert,  Svo,  21a  Longman   1837 

(^.-&)  Count  de  Dcnia,  a  Tragedy,  Svo,  4s  6«2  Mitchell 1841 

Z  0 


( 
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Hoskins  (ir.i7.)  De  Yalencoart,  a  Tragedy,  8to,  U MiUkdl 184* 

{S,E,)  Charles  IL  in  the  Channel  Islands,  a  History,  2t.  8to,  28« Bentley 1854 

Hoskyns  ((?. IF.)  Agricultaral  Statistics,  8vo,  1«  6(f  Mwn^ 1856 

— Inqoiiy  into  the  History  of  Agricnltnre,  12ino,  5s Bradbury 1849 

Talpa;  or,  the  Chronicles  of  a  CUiyFann,  p.8TO,8<,'52— red.toSt  6d  Longman  1857 

Hosmer  {AM.)  Catholicity  of  Church  of  England  as  to  Eueharist,  12mo,  1$  6d Bell  d:  i)ak^... 1856 

Church  of  England  and  Rome  Tested  by  Nioene  Creed,  12mo,  is  6d.,.  Masten 1847 

(ZT.Z.)  Adela  the  Octoroon,  8vo,  7$ ColunibuM,U.S.  i860 

(W.)  The  Higher  Law  in  Relation  to  Civil  GoTemment,  post  8yo,  is   NewTorh  1852 

Hospitals  and  Sisterhoods,  12mo,  new  edit.,  3«  6<i  Murray 1855 

Hothouse  (Bp.)  Sketch  of  the  Life  of  W.  de  Merton,  Founder  of  Merton  ColL,r.8YO,2s  JM.AJ.Parhtri%i^ 

Hot  Water  Cure  Sought  out  in  Germany,  184i,  poist  8to,  10s  6d  SaundersdfO.  1845 

Hotson  (W.C)  Poor  Iaw  Commissioners'  General  Order  Books,  folio,  12s Kni^  1847 

Union  and  General  Beady  Reckoner,  folio,  8j  <kl   Shaw 1841 

■■  Principles  of  Arithmetic,  post  8vo,  4s WkUiaker 1840 

and  Algebra,  post  8to,  0s WhiUaher 184a 


Hots  (/T.)  Moral  and  Intellectual  Diversity  of  Races,  8vo,  81 Philadelphia  .1856 

Houdin  (R.)  Memoirs  of,  written  by  Himself,  2  r.  post  8vo,  21t,  1859  ;  post  8vo,  5s  Chapman  d:  H,i%6o 

Hough  {P.B.)  Proceedings  for  the  Extinguishment  of  Indian  Titles,  4to,  48s Albany^  U.S....i%6% 

{Jos.)  Book  ot  Psalms  and  Hymns,  18mo,  bound,  2s  6d SeeUy     1838 

Christian  Legacy  :  Discourses  on  Life,  Death,  &c.,  12mo,  5s &adey 1836 

History  of  Christianity  in  India,  V.  1-4,  48*,  '49;  V.  5,  8vo,  10s  6d  i^i«6e« 1S60 

i Protestant  Missions  Vindicated,  8vo,  4s   Seel^ 1837 

(r.  (7.)  Sermons  at  Ham,  Surrey,  12mo,  5s HatAard  1849 

{irm.)  British  India,  1756-1849,  2  V.  post  8vo,  16s Allen  A  Co.  ...185a 

Chronological  Exposition  of  Military  Iaw,  8vo,  8s AUai  Jb  Co,  ...1839 

India  as  it  Ought  to  Be  under  the  New  Charter  Act,  8vo,  6s 7%ack€r 1853 

— ^  Mutiny  Acts  and  Articles  of  War,  East  Indies,  8vo,  15s  BwysUm. 1838 

. Narrative  of  the  War  in  Affghanistan,  8vo,  16« Alien  dt  Co.  ...1841 

Precedents  in  Military  Law,  and  Practice  of  Courts  Martial,  8vo,  25s .  A  Uen  dc  Co.  ...  185 5 


Houghton  (/wo.)  Mercantile  Tables,  revised  by  Aspin,  8vo,  21«,  '41  ;  new  edit.,  21s  McDonald 1859 

{Thos.)  Printer's  Practical  Eveiy-Day  Book,  12mo,  8«  6d   Simpkin 1849 

■  (TFm.)  Calvinism  Scriptnially  Examined,  12mo,  4s  6<i  Cleaver 1849 

Iloulston  (Wm.)  Circle  Secerned  from  the  Square,  4to,  2s  6rf Simphin    1861 

Houlston's  Gleaner ;  Hints  to  the  Working  Classes,  12mo,  2s  6d Houlstan    1841 

. Literary  Scrap  Book,  18mo,  3s  6(2  Houtsion    1841 

Hour  at  Bear  Wood,  &c.,  square,  2s  Porter  1838 

Hours  of  Childhood,  in  Two  Parts,  square,  2s HamiUon 1847 

Day,  and  Spirits  of  Night:  Poefay  on  Pictures,  sm.  4to,  ^s  CvMdaU 1847 

Edification:  Essays  by  Ministers  of  the  Scotch  Church,  roy.  8vo,  8s  6ii  ...  Simpkin 1854 

Recreation:  Poems  by  a  Village  Curate,  12mo,  3s  6<i WhUiaher 1840 

Sadness;  or,  Instruction  and  Comfort  for  Mourners,  12mo,  5s  Oradock 1851 

Sorrow;  or,  Thoughts  in  Verse,  new  edit.,  18mo,  2s   Hasdden  1852 

—  Thought,  32mo,  2s  6df DarUni  1841 


— - — with  the  Leslies,  a  Tale,  by  a  Lady,  12mo,  4s  Hope., 185a 

House  I  Live  in:  Structure,  &c.,  of  the  Human  Body,  18mo,  2s6fi{ Parker  Af  Son  .i86a 

of  Elmore,  a  Family  History,  8  v.  post  8vo,  81s  6d JffurstA  Blad:.i$^^ 

Raby  ;  or,  Our  Lady  of  Darkness,  a  Novel,  8  v.  post  8vo,  31s  6d Chapman  SB.i^s^ 

on  the  Rock,  by  A.  of  Trap  to  Catch  a  Sunbeam,  18mo,  3s6e2'56;  n.e.,  18mo,ls  Lochoood  1856 

-that  Jack  Built,  Coloured  Pictures,  indestructible,  Is  QrifihA  P,...i%(ko 


House  (Erwin)  Missionary  in  Many  Lands,  iUust.,  fcap.  8vo,  Ss  td Hogg 1861 

Household  Books  of  Duke  of  Norfolk  and  Earl  of  Surrey,  1481-00,  4to Roxbuirgks  OL  n.  d. 

-^— —  Cookery,  Carving  and  Etiquette  of  the  Table,  12mo,  2s  M HoulsUm  1855 

■  Encyclopaedia;  or,  Dictionary  of  Housekeeping,  Y.Ik  2,  8vo,  ea.  18s6<{.  Keni    x  858-59 

■  Homceopathist ;  or,  a  Mother's  Guide  to  Practioei  82mo,  ls6d  Sanderson 1859 

«  Hints  to  Young  Wives,  18mo,  Is Dean 1853 

■  Library;  Guide  to  Domestic  Comfort  and  Economy,  18mo,  2s Ai^pleyard 1850 

Medicine,  Surgery,  and  Diet  for  Invalids,  12mo,  Is  6d   Jfoulslon    1858 

. Narrative,  edited  by  C.  Dickens  {Anntutl),  roy.8vo,  8s    Bradbury  ...1851-5 

. of  Bouverie,  a  Romance,  by  a  Southern  Lady,  2  v.  cr.  8vo,  14s New  York i860 

Sir  Thomas  More,  post  8vo,  7s  6<i,  1854;  new  edit.,  2s  6d  A.  IlaU i86o 

Prayers,  in  Scripture  Language,  8vo,  3s  6(i,  1858  ;  2nd  edit,  4s  6d Bell  d:Daldy...  1^60 

12mo,  2s    Hatchard  1847 


Proverbs,  V.  1  &;  2,  in  1  vol  fcap.  8vo,  2s  6d /.  P.  Shaw   ...1861 

Recipes,  4th  edit.,  12mo,  Is   WardALock  .1858 

Song  :  a  Collection  of  Lyrical  Pieces,  with  lUusts.,  fcap.  8vo,  7s  6d  Kent  i860 

Stories,  translated  from  the  German,  18mo,  Is Darton  1850 

Tales  and  Traditions  of  England,  France,  &c,  12mo,  3s Bums    1845 

Truths  for  Mothers  and  Daughters,  12mo,  Is  id  ;  Working  Men,  Is  6d  ...  Jarrold  1859 

-Young  Men,  12mo,  Is  6d Jarrold i86a 


Words,  edited  by  C.  Dickens,  19  v.  roy.  8vo,  each,  5s  6d  Bradbury  ..  i85o>9 

or,  Tracts  for  the  People,  by  A.  of  Woman's  Work,  fp.  8vo,  \s6d  J.  P.  Shaw   ...  1861 


Housekeeper's  Guide,  8vo,  18s  Virtue   n.d. 

Manual,  12mo,  sewed,  2s  Cradock 1840 

Housewife's  Reason  Why,  post  8vo,  2s6d Houltitm   1857 
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Hcrasmaa   (Fra.)  Selection  of  Pteeedente  In  Conyeyandng,  with  Notes,  8to,  155 8teve^%  i86i 

(i7o6f.)  Life  and  Kemains  of,  by  &.  P.  Hoosemrin,  8vo,  10«  Crf Simpkin 1841 

{R.F.)  Collection  of  Bngiish  Sonnets,  post  8to,  6i Simpkin 1841 

Hoosnje  (A.)  Men  and  Women  of  the  18th  Centoiy,  2  v.  post  8to,  16« New  York 185a 

PhiloBophera  and  Actresaes,  2  t.  ]2nio,  lis    Low   1851 

Hooaton  {Dr.  J.)  Catalogue  of  Ftoparationa  in  the  Mneeam  of  Ireland,  8to,  10< JUmgman  1840 

— —  (Jfrs.)  Hesperoe ;  or,  Trarela  in  the  West,  2  ▼.  post  8vo,  lU    Parker  Jt  Son  1850 

-Yojage  to  Texas  and  Gblf  of  Mezioo,  1848,  2  t.  post  8to,  21« Murray 1844 


(5.)    Life  of,  post  8to,  7«  «cf New  York 1856 

>  (7%o.)  Dlrine  Commendation  of  Abraham,  18mo,  2t  8c(    Longman  1844 

-Jodgmentof  Papacj,  and  Reign  of  Righteousness,  12mo,  2f Jfoulston    1852 

-YoathfulDerotedness:  Duties  of  Re^gion,  12mo,  2s  6d  ...  Uoultton    1849 


Horedea  {Rog.)  Annals  of  English  History,  782  to  1201,  2  t.  post  8vo,  5<  each H.Bohn 1853 

Horeaden  {lUU.)  Tract  on  Future  IHmes,  12mo,  2s Oath 1851 

iJLM,)  Ephemerides;  or.  Occasional  Recreations,  post  8to,  10«  6c£ Newby    1844 

Yen  de  Sod^,  sq.  16mo,  2«  6d Hamilton i86a 

Horey  {CM.)  Fruits  of  America,  coloured  after  Nature,  imp.  8ro,  plates,  mor.,  68«  Low  185a 

IIoY  {Jtr.)  Book  of  British  Song,  with  Music  and  Notes,  by  Hogarth,  fol.,  21< How  1845 

Freemason's  Manual;  or,  Illostrations of  Masonry,  post  8vo,  10<  6<i   ...  Simpkin 186a 

Illostrated  Classics,  Pt.  1,  Campbell's  Pleasures  of  Hope,  square,  1$ ffow  1851 

—  (/.IT.i^.)  Shakspearian  Reader,  12mo,  7«6{2  J. Chapman  ...1849 

{Tko.)  Ideagraphy,  with  Practical  Variations,  arranged  Proj^ressivoly,  8to,  1«  6rf  B.SUiU 1836 

—  {W.  W.)  Canticles  pointed  for  Chanting,  with  Appropriate  Chants,  fp.  4to,  \s%d  Morgan x86x 

Collection  of  Lyrical  Pieces,  with  lUuBtrations,  12mo,  1»  Morgan i860 

— ^— —  Daily  Family  Prayers  for  Churchmen,  12mo,  1«  (W Morgan 1859 

Plain  Worda^  1st  and  2nd  series,  foap.  8to,  each  2f ;  complete,  4<  6<l ...  Morgan i860 

■  large  type,  fcap.  8ro,  ea.  8<  6<j Morgan 1861 


Pbalm  LI.:  a  Course  of  SoTon  Lenten  Sermons,  12mo,  1«  6d Morgan aS6i 

Twenty-four  Practical  Sermons,  fcap.  8to,  2f ;  cloth,  2«  Ct/ Morgan 1861 

How  AsBienen  won  Freedom,  by  Author  of  Household  Proverbs,  2nd  edit.,  12mo,  b»  J.P.Skaw i86a 

a  Penny  became  £1000,  post  8yo,  1«  6«i  Hotdston   1858 

and  life  Doubled  by  Economy  of  Time^  in  1  t.  p.  8vo,  2«6<i  HouUton    1858 

Chariey  Helped  his  Mother,  by  Ruth  Buck,  18mo,  1<  6d  Soc.P.O.K.   ...1861 

I  became  a  GoTemess,  by  Uie  Author  of  the  Grateful  Sparrow,  12mo,  1<........  Griffith  d;  P,  ...1861 

Tanked  Mrs.  Cruiser,  edited  by  O.  A.  RaJa,  12mo,  U  6d Ja».  JUackwood  1858 

it  was  Done  at  Stow  School,  ]2mo,  3f  6d Hamilton 1862 

to  Arrange  the  Hair  ;  or,  Golden  Rules  for  the  Fair  Sex,  post  8to,  Is Partridge 1857 

b«  a  Rifleman,  for  Little  Volunteers,  2s  (Moveable  Books) Dean 1861 

Happy;  or,  Fairy  Gifts,  12mo,  8«6(£ Griffith  ik  P,  ,..1 9  $1 


Buy  a  Horse:  Instructions  for  Choice,  &c.,  12mo,  6s    Sherwood  1840 

Capture  and  Govern  Gibraltar,  a  Yindication,  8vo,  5s Richardson    ...1856 

Oboose  a  Husband,  How  to  Choose  a  Wife,  by  H.  W.H.,  16mo ;  each  Is Hamilton  1856 

Colour  a  Photograph  in  Oil  or  Water,  12mo,  1« CosmU   1859 

Farm  and  Settte  in  Australia,  by  an  Old  Colonist,  12mo,  5s Ward  ds  Lock   1856 

Make  a  Home  and  Feed  a  Family,  12mo,  2«,  Ward  A  Lock,  '58;  18mo,  l»6d  Groombridge  ...1859 

Will,  12mo,  2«6rf,  1849-red.  to  1« Cattston i860 

Home  Unhealthy,  12mo,  is Chapma,ntkH,iS$o 

Miniature  Pumps  and  a  Hre  Engine,  fcap.  8to,  Is  Low    ..  '. i860 


Money  by  Horses,  fcapw  8to,  2s  6(i     Newby    i860 

FroT«  a  WUl  in  the  Court  of  Probate,  new  edit.,  12mo,  2s  6d,  *58— red.  to  It  Causton 1850 

See  the  English  Lakes,  12mo,  Is  6d Pel.  Tract  Soc,  1858 

Speak  in  Public,  sq.  16mo,  U Kent  1862 

Spend  a  Week  happily  (Holiday  Library),  18mo,  U  Darton  1S48 

WinatBcart6,  18mo,  2s6d Causton 1839 

Love  ;  or,  Rhoda*s  Lessons,  square,  3«,  1848  ;  new  edit,  2s  6d A.Hall  1850 


We  Spent  the  Autumn  ;  or,  Wanderings  in  Brittany,  post  8vo,  10s  6d    Bentlcy i860 

Hows  {R.S.)  Constitution  of  Human  Soul  (Graham  Lectures),  8vo^  12s New  York 1857 

flowaid  <J//.)  Beauties  of  Byron,  18mo,  Is  6(2   Tegg  1858 

■  Ridley  Seldon  ;  or,  Way  to  Keep  Lent,  a  Tale,  12mo,  5a  Dalton   1845 

(C^.)  fissays  for  the  Age,  post  8vo,  2«  6<i J.Chapman  ...1855 

'  Gilbert  Midhurst,  M.P.,  2  v.  post  8vo,  21» Hope 1859 

-  Olympus,  poet  8vo,  2f   Simpkin  1857 


-(Dr.f.)  Adam  a  Mystery,  a  Poem,  12mo,  2s Partridge 1851 

-  (i4rfi0.)  Centiad,  a  Poem,  18mo,  2s  6d  E.Wilson   1841 

Jack  Ashore,  8  t.  post  8vo,  Zls  6rf,  CoJbum,  '40  ;  Zs  6d Routledge  1849 

Old  Commodore,  8  v.  post  8yo,  81«  6d,  Bentleyy  1837  ;  12mo,  la  ...  Routledge  1862 

Outward  Bound,  edited  by  Captain  Marryat,  8  v.  post  8yo,  81s  6<i ...  Colhum 1838 

Batilin  the  Reefer,  8  r.  post  8to,  81s  6<2,  '36;  12mo,  3s  6(2,  ^49  ;  Is  Routledge  1S62 

•  Sir  H.  Morgan,  Buccaneer,  8  v.  p.  8to,  81s  6(i,(7o26um,  '42 ;  12mo,  2«  Warddb  Lock...iSs9 

•  The  Genesis,  a  Poem  on  the  Creation,  12mo,  6«  Longman  1856 


-(^fts.)  Colour,  as  a  Means  of  Art  for  Amateurs,  poet  8to,  8s    H.Bohn 1838 

— Imitative  Art,  post  8vo,  is  6d Routledge  1840 

Science  of  Drawing,  3  parts,  12mo,  each  4s    Pickering  1840 

—  Skttcher's  Manual,  12mo,  7s  6rf,  '41  ;  5s    Darton  i860 


•  (Hen,)  Anatomy,  Physiology,  and  Pathology  of  the  Eye,  8vo,  15s CkwrckiU  1850 
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Howard  (Him.) Lectures  on  Fainting,  with  Memoir,  post  8ro,  7»  6d  ff.Bohn 184^ 

(H.E.J,)  ExodoB  and  Leviticus,  LXX  Version,  transl.,  poet  8to,  10«  6<2 BeUAD(Eldy...i%i^ 

Genesis  from  the  LXX  Version,  transl.,  12mo,  8<  6d BeUADaidy...i%sS 

Numbers  and  Deuteronomy,  LXX  Version,  transl.,  post  8to,  10c  6d...  BeU'tk  IkUdy...i%^j 

^^^-~  Scripture  History,  New  Testament,  n.  e.,12mo,3<  ;  Old  Te8t.,12mo,4«  LwnUof  i860 

(/no.)  Correspondence,  with  Memoir  by  Field,  12mo,  6<  « Longman  1855 

Life  of,  by  Field,  Svo,  \2b    Longman  1850 

abridged,  12mo,  U  id Ch.K.Soe 1856 


-  Memoir  and  Records  of,  by  H.  Dixon,  12mo,  €t,  1849  ;  2s  6d Jackson  A  TF...1854 

•  Memoirs,  by  T.Taylor,  12mo,  7« Hatchard 1836 

■  Memorial  of,  by  J.  Stoughton,  12mo,  1«  6d Snow 1853 


•  (J.E.)  Illustrations  of  the  Nueya  Quinologia  of  Pavon,  30  foL  cold.  pL,  52  5f  Reeve 1862 

Island  of  Saints  ;  or,  Ireland  in  1855,  12mo,  5< SeeUy 1855 

■  Fuseyism,  Eight  Lectures  on,  18mo,  2»%d  Longman  184$ 

-  The  Shepherd,  the  Stone  of  Israel,  post  8vo,  3< Yapp 1857 


-\J.U.)  Athletic  and  iiymnastic  Exercises,  square  cr.  8vo,  7<  6<f    Longman   i860 

"(Lady)  Birthday  ;  a  Tale  for  Youth,  new  edit,  12mo,  Zs  6d MasUn 1854 

Gideon,  the  Mighty  Man  of  Valour,  12mo,  7« Hatchard 1841 

•  History  of  Josiah,  12mo,  4f  6d Murray 1842 


'{Luke)  Cycle  of  Eighteen  Tears  in  the  Seasons  of  Britain,  8to,  Zt  6d  Ridgway 1842 

Lectures  on  Meteorology,  12mo,  4<  6<2 Harvey  1843 

-(Af.ii.)  Mary  Spencer,  a  Tale  of  the  Times,  16mo,  3j  6<i SeeUy 1844 

-(Mn.)  Amusing  Poeixy  and  Reading  Lessons,  18mo,  1«  Dean 1849 

-  Reading  and  Spelling  Book,  12mo,  1< Dean 1841 


-(iVa^.)  English  and  Greek  Vocabulary,  18mo,  3< Longman  1838 

— —  Greek  Exereises,  12mo,  5«  6<i  ;  Key  to,  2«  9(i Longman  1862 

— Latin  Exercises,  12mo,  2«  6ci    Longman   i860 

—  Extended,  12mo,  3j  6<2  ;  Key  to,  2t  6(2    Longman  i860 


-: Phrases,  12mo,  1«  6(2   Longman   n,d. 

■  London  Latin  and  English  Vocabulary,  18mo,  1<  6(2  Longman   n.  d. 

Pleadings  and  Practice  of  the  State  of  New  York,  8vo,  36f    New  York 1862 

— (£<»r2i'Ai2.)afi(2(il.i>a<7^)hisWife,LiTesof,  post  870,  10«  6(2;  2nd  edit,  5<  ...  Hnrstds  B.   ...1861 

(Rack.)  Account  of  her  Life  and  Death,  12mo,  5<    Simpkin 1839 

Lessons  on  the  Old  and  New  Testaments,  new  edit,  18mo,  St  6c2 Darton  1858 

{Roht.)  Burning  of  the  World,  &c..  Explained  from  Nature,  12mo,  2t6d -P»P«" 1853 

Revelations  of  Egyptian  Mysteries,  8vo,  10«  6(2 Colbum 1850 

■  Salt,  the  Forbidden  Fruit,  post  8vo,  2«  6(2 Piper 1851 

•  Satumian  Religion,  the  Shield  of  Health,  post  8ro,  2f  6(2 Piper 1851 


'{R.B.)  On  the  Morbid  Effects  of  Deficiency  of  Food,  2»6d Simpkin 1839 

—  {T.)  Loss  of  Teeth  and  Means  of  Restoring  them,  new  edit,  12mo,  It Author  1858 

■  Plain  and  Practical  Sermons,  2  t.  fcap.  8to,  each  5«  Nitbel 1850 


Howard  Erwin,  a  True  Story,  18mo,  1« » ^ Nelson   1856 

Gray,  a  Story  for  Boys,  12mo,  2«  6<2   H.Lea    185S 

Howarth  (Hen.)  Hulsean  Lectures,  1835-6,  2  r.  12mo,  each  5a  6d  Paribcr«fc Son...  1836 

' Sermons  on  the  liturgy,  12mo,  4«  6(2    Parker  A  Son...  i^^j 

■    Moral  Laws  of  Moses,  8vo,  Zs /*arl'«rdtSwi...i849 

Howatt  (/.)  System  of  Book -Keeping,  8vo,  8a  ikl Simpkin 1842 

Howden  (/^.)  Horse  Warranty:  Guide  to  the  Various  Points  to  be  Noted,  12mo,3«  6(2  Hardwicke 1862 

Howdy  and  the  Upgetting,  Tales  related  by  the  kte  T.  Bewick,  8to,  23  6d  G.R.BeU   1851 

Howe  (Earf)  Life  of,  by  Barrow,  8to,  12«    Murray 1837 

(F.)  Notes  of  Travel  in  Turkey,  Greece,  &c.,  12mo,  3«  6d  Jot.  Blaekvood  i^^A^ 

Oriental  and  Sacred  Scenes,  post  8vo,  9«  6(2  New  York 1854 

(F.2>.)  Clara  Evesham;  or,  Life  of  a  School  Girl,  18mo,  2«  6(2  DarUng 1850 

Old  Missionary  Box  and  its  Owners,  18mo,  1«  WertKeim  1855 

Something  to  Amuse  You,  fcap.  8vo,  2«  6^   Weriknm  i860 

Twenty-four  Stories  for  Sunday  SchoUra,  32mo,  packet,  1«    Wertheim   1 860 


(John)  Works,  Life  by  Calamy,  30«,  1838;  imp.  8vo,  21«  H.  Bohn 1862 

Hewlett,  8v.  8vo,  27a  Tegg  1848 

Blessedness  of  the  Righteous,  12mo,  4a  Ni^ 1838 

Christian  Theology,  with  Life  by  Dunn,  12mo,  6a  6e2    Tegg  1836 

■  Union,  edited  by  Baptist  Noel,  12mo,  8a,  Waahhoume  ;  4a...  Ja3c9on 1839 

— ' Life  and  Character  of,  by  H.  Rogers,  8vo,  12a  JBa22  '. 1836 

■  '       — *=•  Living  Temple,  18mo,  4a,  Bohn\  18mo,  la 6(2 Tract Sockty  ..,1%^^ 

— — ^  Redeemer's  Dominion  over  the  Invisible  World,  1 8mo,  la Tract  Society.  ..1839, 

Tears,  Essay  by  Dr.  Gordon,  12mo,2a6(2,¥r.  CoUina;  la  6(2  Nelaon  1846 


— — —  Scriptural  Exercises  for  Every  Day,  arranged  by  Hinc,  post  8vo,  8a  ...  Snow 1857 

Select  Treatises,  with  Memoir  by  T.  Taylor,  12mo,  4a Virtue    1836 

Treatise  on  Delighting  in  God,  18mo,  2a,  Tract'Soe.]  12mo,  4a Nitbet 18381 

—(Zro?i./oa.)Speeche8  and  Public  Letters  of,  2  v.  8vo,  24a  Boeton  1858' 

(J.W.)  A  Trip  to  Cuba,  12mo,  5a Boston,  IT.S,... 1^60 

—  (J.W.S,)  Practical  Elocutional  and  Academic  Reader,  7th  edit,  12mo,  6a  6(2  ...  Philadelj^ua... i%6o 

{Lina)  Oakleigh  Mascott,  a  Novel,  2  v.  post  8vo,  21a  Huratdc  B.  ...1S54 

{Mra.)  Passion  Flower  Poems,  post  8vo,  6a Bott<m.  1854J 

Words  for  the  Hour,  8vo,  5b Boston  1857 

{S.)  Practice  in  Civil  Actions,  8vo,  14a  Boston    1834 
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HoTe(7./r.)  Lesnms  on  the  Globes,  12mo,  7$,  Cradock^  1842;  6«    AfatUrt  1845 

Hovell  {C.)  AilTe  or  Dead  :  a  Tale  of  St.  Crispin's  Parish,  post  8ro,  10s  6d  Jos.  Blackwood  i860 

Pages  of  Child  Life,  12mo,  Ss  6d Marlborough... iZSo 

Westminster  Abbey,  and  other  Poems,  8vo,  Is  Clarke 1845 

((7i»r.)  Gospel  of  other  Days  :  Thoughts  on  the  Bible,  ISmo,  2f  Nishet 1853 

(/of.)  Thonghts  on  the  Chief  Banls  of  the  Bible,  12mo,  28 ffamilton  1851 

—  (/.If.)  Letters  of,  or  Perfect  Peace,  by  Pitcaim,  12mo,  new  edit.,  2s  6d SfeUy 1852 

Unity  of  Natnie,  edited  by  Pooley,  12mo,  d«  6d J.H.Jaekatm...i%^^ 

—  (Jfn  )  Hand-Book  of  Dress  Making,  post  Svo,  5«,  1845;  Millinery,  p.  870,  5«    Simpkin 1847 

—  {R.B,)  Terms  of  Communion  at  the  Lord's  T&ble,  12mo,  Zt  Qd Dyer 1844 

HowiLL*s  Sklbot  Book-^ask,  12mo,  viz.  : — Routledge  1853 

Annie  Fremingion  and  Ada  Mellini,  Tales,  Is— Ballou*s  Modem  Spirit  Mani- 
festations^ It. — ^Boardman's  Bible  in  the  Family,  Is. — ^Byrom's  Sketches 
from  Life,  Is— PoUen's  Married  Life,  Is-Greenhalgh^s  Lancashire  Life,  la  6d 
—Hall's  Floss ;  or.  Adventure  in  Australia,  &c.,  Is  6d — Longfellow's  Outre- 
Mer,  Is  6d — ^Marrel's  Dream  Life,  Is 

Howe]s(lf.)  Choice  Sentences,  edited  by  W.  Bruce,  18mo,  2s  6d /.  F.  Shaw  ....1850 

Fifty-two  Sermons,  from  Notes  by  H.  H.  White,  Svo,  12s    SeeUy 1846 

Memoir  of,  by  Moigan,  12mo,  5s    Partridge 1854 

Prayers  before  and  after  the  Sermon,  S2mo,  Is  6ci Uatchard  1836 

Remains,  with  Extracts  by  Moore,  12mo,  5s   Nitbet  1852 

Sermons,  with  Memoir  by  Bowdler,  2  v.  Svo,  24s Haichard  1835 

on  the  Lord's  Prayer,  Svo,  5s    Haichard 1836 

Twenty  Sermons,  12mo,  7s  J.  F.  Shato  ....1836 

Howes  (F.  IT. )Phyrrus,  the  Epirote,  a  Trsfcedy,  Svo,  6s Saunders  Jk  0,  1857 

Howie  (/oAw)  Lives  of  Soots'  Worthies,  roy.  Svo,  ISs BlackU n.d, 

— My  Home,  My  Country,  and  My  Church,  12mo,  5s  6d   CoUa 1840 

Hoiiaon  (/oAa)  European  Colonies,  1834-35,  2  v.  Svo,  28s Wiley 1847 

Howitt  (iiraa)  Art-Student  in  Munich,  2  v.  post  Svo,  Ms    Longman  1853 

'  School  of  life,  post  Svo,  Is Ward d: Loch... i%^S 

>  (f.ZT.)  Country  Printer's  Job  Price  Book,  square.  Is Longman  1849 

Natural  History  of  Lovers,  12mo,  Is  Clayton 1850 


(Mary)  Adventures  of  Jack  and  Harry,  fcap.  4to,  Is Dean i860 

- — • Ballads  and  other  Poems,  post  Svo,  18s  Longman  1857 

' Birds  and  Flowers,  and  other  Country  Things,  16mo,  6s,  1848  ;  ds  M  Darton  1857 

Birthday  Gift  :  The  Dial  of  Love,  12mo,  new  edit.,  3s  6d    Darton  1858 

— — —  Blackbird,  Parrot,  Cat,  &c.,  fcap.  4to,  Is    Dean i860 

•  Book  of  Stories  for  Toung  People,  12mo,  8s  6d Orr    1847 

Children's  Year,  16mo,  5s Longman  1847 

Favourite  Stories  and  other  Tales,  16mo,  Is  Qd ^.Zlea 1861 

Fire-Side  Verses,  new  edit.,  16mo,  Is  6d  ;  cold.  2s  6d Darton  1852 

Heir  of  Wast-Wayland,  a  Tale,  12mo,  Is    T.Hodgwn 1851 

^- Hymns  and  Fire-Side  Verses,  16mo,  6s— red.  to  3s  6<i Darton  1839 

^- Illustrated  Library  for  the  Young,  4to,  7s  6d;  cold.  10s Kent  1857 

Juvenile  Library,  ISmo,  2s  6rf— red.  to  ea.  Is  6rf  Tegg  1840-4 

Alice  Franklin.  Hope  on  I  Hope  ever  !  Little  Coin,  Much  Care.  Love  and 
Money.  My  Own  Story.  My  Uncle  the  Clock  maker.  No  Sense  like  Common 
Senae.  Sowing  and  Reaping.  Strive  and  Thrive.  Two  Apprentices.  Which 
IB  the  Wiser  I    Who  shall  be  Greatest  Y    Work  and  Wages. 

■ Lillieslea ;  or,  Lost  and  Found,  a  Story,  Illust.,  fcap.  Svo,  3s  6d EoutUdge i860 

Little  Arthur's  Letters  to  his  Sister  Mary,  fcap.  4to,  Is    Dean 1861 

Lives  of  British  Queens,  lUnst.,  roy.  Svo,  31s  6d IT.  Bohn    1850 

■ ' Marian's  Pilgrimage,  and  other  Poems,  16mo,  2s  6d Darton  1859 

•' Mary  Leeson  (Holiday  Library),  ISmo,  Is  Darton  1848 

Midsummer  Flowers,  or  Dial  of  Love  at  Noon- Day,  16mo,  2s  6d Darton  1853 

Our  Cousins  in  Ohio,  imp.  16roo,  ^s,  1849;  8s  6d Darton  1857 

Peasant  and  his  Landlord,  transl.  from  the  German,  2  v.  p.  Svo,  21s    Bentley  1848* 

Pictorial  Calendar  of  the  Seasons,  post  Svo,  5s  H.  Bohn    1854 

Picture  B«rtt  for  the  Young,  4to,  4s  6d  ;  cold,  ^s  Low    1854 

Story  Book  for  the  ^oung,  new  edit.,  fcap.  4to,  2s  6(i Dean 1861 


Popuhu*  History  of  the  U.  S.  of  America,  2  v.  post  Svo,  12s  Longm^in  1859 

Seven  Temptations,  12mo,  Os   Bentley  1834 

Sketches  of  Natnrsd  History,  Ist  and  2nd  ser.,  16mo,  each  3s  6d    ...  Darton  1857 

Steadfast  Gabriel,  ISmo,  Is Chambers  1850 

Tales  in  Prose,  16mo,  3s  6(2,  1841  ;  2s  6d  Darton  1856 

^ Verse,  16mo,  3s  6d,  1846;  2s  6d,  1854;  3s  6<i   Darton  1857 

— •  Treasury  of  Tales  for  Young  People,  12roo,  5s    ffogg i860 

Trust  and  Trial,  a  Novel,  poet  Svo,  10s  6d Hurst  dsB,    ...1858 

Wonderful  Stories  for  Children,  sm.  4to,  2s  6rf  ChapmanAH,  1848 

' '  Wood  Leighton,  3  v.  post  Svo,  31s  6<2,  Bentley,  1836;  12mo,  Is  6rf..,  Clarke  1859 

"^ — ; —  and  Hall  (if rs. 5^. C.)  Favourite  Scholar,  and  other  Tales,  ISmo,  Is  6d  Tpgg  1861 

(£tc&.)  Gipsy  King,  and  other  Poems,  12mo,  6s Simpkin 1846 

'  Impressions  of  Australia  Felix  during  Four  Years,  1 2mo,  7s    Longman  1845 

'       "{Sara)  British  Preserves  of  Game  Birds,  4 to,  25s,  1840  ;  roy.  Svo,  14s Shencood   1846 

(PTw.)  Aristocracy  of  England,  a  History  for  the  People,  12mo,  5s E.WHson  18^^ 
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Hovitt  (Wm.)  Boj  b  AdTOntiueB  in  tbe  V^lds of  AnstnliA,  12mo,  49  dd,  54;  4i^ 55;  2f  A.HaU  . 
—  Country  Book  of  Amosementa,  12mo,  Longman^^j  ;6th  ed.  4<  6<i  BennOi 


Goloniiation  and  OhriBtianity,  post  Sto,  10«  6<i Lowfman 

Country  Tear  Book,  Field,  Forest,  &c,  p.  8to,  6«,  Colburny  50 ;  3«  64  RouUedge 
German  Rxperienoes,  for  the  English,  12mo,  7 »M^  Longman^  44,  8s6(i  /T.  Bokn.,. 

Hall  and  the  Hamlet,  2  ▼.  poet  Svo,  21«,  1847— ted.  to  10< (7o26»m... 

History  of  Priestcraft,  12mo,  new  edit,  5« E,Wii»m 

Homes  &  Haunts  of  Brit  Poets,  2  t.  870,  80«,  BemUey,  47 ;  cr.  8ro,7i6<i  RouUedge 
Journal,  edited  by  W.  and  M.  Hovitt,  Y.  1  to  8,  r.  8vo,  ea.  4s  6(<  ...   WiU(mgkby.,.i%^7S 
•  Land,  Labour,  and  Gold  in  Victoria^  post  8to,  lOs^  1858 ;  12mo,  6t .  LongwMn  . 

Life  of  Jack  of  the  Mill,  2  ▼.  12mo,  12t,  Longman,  44~r6d.  to  7s  6<i  Bokn  

Madame  Dorrington  of  the  Dene,  8  t.  p.  Svo,  81«6k,  1851— red.  to  15<  Coihuim .... 

Blan  of  the  People,  a  Norel,  8  t.  post  Sro,  81t  6d Hurtt^B,. 

Pantika,  or  Traditions  of  Ancient  fnmea,  2  t.  8yo,  21«  WhiUaker  , 

Peter  Schlemihl,  by  Adelbert  Van  Champs,  Qer.  and  Bug.,  16mo,  7s   Longman 


Bural  Life  of  England,  2  v.  8to,24s,  '37;  med.  Svo,  21t,44  ;  8TO,12i6(i  Limgman  . 

'  and  Domestic  Life  of  Oermany,med. 8t6,  21s, Longman^^;  7»  6d  Orijin 

Student  Life  of  Germany,  med.  8to,  21s,  Longman  ;l08  6d  BouUedge 

—  Tallangetta,  the  Squatter's  Home,  2  t.  post  Svo,  18s Longwtan   . 

Visits  to  Remarkable  Places,  2  v.  med.  8to,  42s,  '41;  2  y.p.8T0,  25s  Lott^^man  . 

Wanderings  of  a  Journeyman  Tailor,  12mo,  6s,  Longman,  '44 ;  S$ikl  JI.    Bohn  . 

Year  Book  of  the  Conntvy,  post  8to,  10s  8c(   Oolbum.... 


•  (W,diM.)  Book  of  the  Seasons,  12mo,  ^  1846  ;  new  edit,  8<  td Bentieg 

— ' Literature  and  Romance  of  Xorthem  Europe,  2  t.  post  8to,  21s HMTttdt  B, 

Ruined  Abbeys  and  Castles  of  Great  Britain,  fcap.  4to,  21s Bennett 

Stories  of  English  and  Foreign  Life,  post  8to,  6<   H.Bohn 


Hewlett  (/.iT.)  Instructions  in  Reading  the  Lituiigy,  12mo,  8<  6d Baitg . 

—— Metrical  Chronology,  Svo,  7« Longman 

'  Tables  of  Chronology  and  Regal  Genealogies,  4to,  5«  6d Longman 


--  (R,)  Printing  Photographs  on  Paper,  12mo,  Is Low 


'W  ...  ... 

Howley  {£dw,)  Concise  History  of  the  Constitution,  12mo,  7s  6d Longman 

Howorth  (Wm.)  Redeemer,  a  Poem,  Svo,  8s Bogue    

Sermons,  Doctrinal  and  Practical,  12mo,  is  6d Bivington  .. 

Bowa  {W.A.ff.)  Piiwnbroking,  History  of,  12roo,  2s  P.Jaek$on.. 

Howse  (Jot.)  Grammar  of  the  Cree  Language,  Svo,  9«  6d  Bivington  .. 

Howship  (/no.)  On  Discrimination,  &c.,  of  Surgical  Diseases,  8vo,  10s  M  ChurekiU  .. 

HowBon  {J,S,)  Deaconesses ;  or,  Official  Help  of  Women  in  Parochial  Work,  12mo,  5s  Longman  .. 

Good  and  Bad  Habits,  Three  Sermons,  12mo,  2s    Bivington  .. 

History  of  the  Mediterranean,  a  Lecture,  12mo,  Is  Mwrray 

Sermons  for  Family  Snnday  Reading,  new  edit,  12mo,  2s  6c<  Longman  .. 

-to  School  Boys,  12mo,  2s    Longman 


(Wm.)  Illustrated  Guide  to  the  District  of  Craven,  12mo,  8s    WhiUaker 

Hoyle's  Games,  new  edit,  ISmo,  5s  Simphin   

by  Trebor,  82mo,  Is,  Dean,  1839;  Orr,  1843;  »•«•»    Ward4:Lods.. 

Hoyt  (/J.)  Sketches  of  Life  and  Character,  fcap.  Svo,  6$ New  York 

Hubback  (/no.)  Treatise  on  Evidence  of  Succession  to  Property,  roy.  Svo,  Sis  6d  ...  Benning 

(Mrs,)  Agnes  Milboume,  a  Novel,  2  v.  12mo,  10s  6d  * Skeet 

— Life  and  its  Lessons,  a  Novel,  3  v.  poet  Svo,  81s  Qd Skoberl  

Malvern;  or,  the  Three  Marriages,  8  t.  post  Svo,  8ls  6d    Skeet  

—^ •  May  and  December,  a  Domestic  Story,  8  v.  poet  Svo,  81s  M Skeei 

Mistakes  of  a  Life,  8  v.  post  Svo,  31s  6d Newbg    

Old  Vicarage,  a  Novel,  8  v.  post  Svo,  81s  6d    Skeet 

Rival  Suitors,  a  Novel,  8  v.  post  Svo,  81s  6d  Skeet 


The  Stage  and  the  Company,  a  Novel,  3  t.  post  Svo,  81s  6d  Skeet ... 

Wife's  Sister;  or.  Forbidden  Marriage,  3  v.  post  Svo,  81s  6d Skoberl 

Younger  Sister,  a  Novel,  8  v.  post  Svo,  81s  6d Newby 


Hubbard  (/.(?.)  On  Currency  and  the  Country,  1843,  Svo,  8s  6d  LongnuMn  . 

Huber  {Pra,)  Natural  History  of  the  Honey  Bee,  new  edit,  12mo,  6s Tegg  

(/»C.)  German  Minstrelsy;  or,  Gathering  of  Choice  Flowers,  12mo,  4s Nutt  

Selection  of  German  Poetry  for  English  Students,  12mo,  5s Wkittaker . 

{V»A.)  English  Universities,  translated  by  Newman,  8  v.  Svo,  50s — ^red.  30s    Pickering  . 

Stories  of  Spanish  Life,  2  t.  post  Svo,  21s    CoUmm,. 


Hubert  (J7.iS.)  Engbind  in  the  Days  of  Wiclif,  12mo,  6s Longman 

England's  Towers,  12mo,  5s  Longman 

— — —  Essays  in  Defence  of  the  Church  of  England,  Svo,  4s Simpkin., 

; Homiletical  Sermons,  12mo,  4s Longman 

— — Jerville,  a  Tale,  12mo,  5s Longwutn 

Poems  and  Hymns  on  the  Ghospels,  Svo,  9s Simpkin.. 

— — Poetical  Scripture  History,  12mo,  4s    Longman 

Readings  for  the  Thoughtohil,  12mo,  Is  6d  Longman 

■  Sermons ;  or.  Church  of  England  against  Popery,  12mo,  5s Longman 

{ff.S.M.)  Germany,  Royal  Progress  in,  a  Poem,  Svo,  Is Simpkin.. 

Hubert  Lee;  or,  How  a  Boy  may  do  Good,  ISmo,  Is  Green 

Hubert ;  or,  Orphans  of  St  Madeleine,  a  Legend  of  the  Vaudois,  12mo,  2s  6d   Simpkin.. 

Hnbner's  Statistical  Survey  of  All  Nations,  4to,  Is Marciu  .. 
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Haby<r.)  KeditatioiwonlMTiiie Love,  12zno,  24  6c2  G.BeUew   1856 

Hoc  {Alibi)  Ghrifltiaiiity  in  China,  Tartary,  and  Thibet,  8  v.  8to,  en.  lOt  6d Lonf/man  ...1857-8 

—  TmyelB  in  Chinese  Empire,  2  y.  8vo,  24«,  Longman^  1855;  12mo,  8«  '6d  Ghiffin    1859 

Tartary,  Thibet,  &c., 1844-6,  2  v.  p.  Byo,59j Ingram;  16mo2i6d  Longman  1852 

Iloclu^lf.^.)  Coanty  Court  Peee  and  Costs,  1866,  12mo,  2j    Longman  1850 

Hodleston  (Jiid.)  Sermons,  8vo,  lOs  6d  WhiUaker 1856 

(JHek,)  Short  and  Plain  Way  to  the  Faith  and  Churoh,  post  8to,  8« Dolman 1849 

Hndwn  ((?./'.)  Debt  and  Grace,  a  Future  Life,  4th  edit,  12mo,  St  BoUon.U.S,  ...1858 

(EM.)  Second  War  of  Independence  in  America,  by  Pope,  8to,  7«  M Longman  i86a 

(ffen.)  The  Navigator,  his  Career,  in  Original  Documents,  edit,  by  Asher,  8vo  Hakluyt  /Soc. ...i860 

(i7.iV:)  Lectures  on  Shakespeare,  2  v.  12mo,  18*    J.Chapman  ...1848 

(Jot.)  English  Lakes  Guide,  5th  edit,  12mo,  5<   Longman  1859 

• History  and  Principles  of  Book  of  Common  Prayer,  new  edit,  1 2mo,  2«  Nitbet    1857 

Treatise  on  the  Medical  Leech,  8to,  2a  M Hudton 184a 

•  (/.C.)  Directions  for  making  Wills,  new  edit,  12mo,  2a  ^d Longman  1859 

• Executor's  Guide,  new  edit,  l^mo,  6«    Longman  1857 

Parent's  Handbook  :  Ghiide  to  Professions,  12mo,  5# Longman  1842 

Tsbles  for  Valuing  Annuities  as  to  Legacy  Duty,  post  8to,  5a  Shaw  d:  Sana  ...184a 


iJ,W.)  History  of  Adult  Education,  8yo,  8»    Longman  1851 

{Roht.)  Land  Valuer^B  Assistant,  new  edit,  16mo,  4a Locltocod  1858 

{T.P.)  Elementary  Trigonometry,  with  Examples,  12mo,  3f  6rf    Jiell  d:  Daldg.., 1S62, 

(Cha.)  and  Kennedy  (E.S.)  Ascent  of  Mont  Blanc,  post  8vo,  5a  dd Longman  1856 

Hudaon'g  Bay,  Geography  of.  Remarks  of  Capt  Coates,  1727-51,  ed.  by  Barron  8to   Haklttyt  Soc,...i%s% 

H«feUnd(f7.ir.)  Enchiridion  Modicum,  Practice  of  Medicine,  8vo,  12*  6rf NewYorle  1843 

\W.C,)  Art  of  Prolonging  Life,  edited  by  Wilson,  new  edit,  12mo,  2a  M,..  Churchill  1859 

— Practice  of  Medicine,  translated  by  Bmchhausen,  12mo,  12«    Wiley 1849 

Hiig(/.Z.)  Introduction  to  the  New  Testament,  by  Fosdick,  8vo,  18«  Wiley 1839 

Ha^el  (CP,)  TraTels  in  Kashmir  and  the  Punjab,  &c.,  roy.  8vo,  18# Petheram  1846 

HughBoarne:  a  Biography,  18mo,  la  Ward 1856 

—  Fisher;  or,  Home  Principles  carried  out,  18mo,  1«  Jaa.Blaekwood  1859 

—  Talbot,  a  Tale  of  Irish  Confiscations  of  the  17th  Century,  12mo,  5a  Dolman 1846 

H!mjbe8(ii.)  Farm«r*8  Account  Book  and  Journal,  folio,  18s   Longman  1859 

— -  {C.J.)  Useful  Formula,  Chiefly  in  the  Pure  Mathematics,  8vo,  2a JudddsQlaMa...i%^^ 

—  (iSdw.)  Examples  in  Arithmetic,  18mo,  Is  6rf Longman  1850 

-• Explanatory  Arithmetic,  Pt.  1,  18mo,  Is  6rf  ;  Tutor's  Key,  8s  td   Longman  1855 

' Geography  for  Elementsjry  Schools,  18mo,  Is  Lottf/man  1851 

- — Outi^nesof  Physical  Geography,  new  edit,  12mo,  Za  6d    Longman  1855 

' — Scripture  Geography  and  History,  new  edit,  12mo,  ia  M...  Longman  1856 

• Beading  Lessons,  Advanc^  Series,  new  edit,  4  v.  12mo,  each  3«  6d  ...  ffogg i860 

Select  English  Poetry,  12mo,  Sa6d;  Prose,  12mo,  4a  6d  Longman  ...1851-3 

—  (^.^.)  Benighted  Traveller,  and  other  Poems,  12mo,  3s BaHleU 1846 

~(i^.^.)  Tables  for  Calculating  Earthwork,  4to,  28s  J.WiUiama   ...1846 

—  (^./.)  Pktent  Laws  of  aU  Nations,  8vo,  5s Author  1855 

-{EJ.IL)  Sketch  of  his  Ministerial  Labours,  hy  Wny,  12mo,  8s  M Maatera 1854 

(^.)  Saered  and  Moral  Poems,  8yo  (Private  circulation) OdeUflvea  ...i860 

■ —  {Geo.)  Rhymes  by  a  Poetaster,  and  other  Poems,  2  r.  post  8yo,  15s Longman  1850 

— {6.A.)  Instruction  Book  for  the  Piano  Forte,  &o.,  for  the  Blind,  4to,  21»    Staunton  1848 

" —  Congregational  Psalmody  for  the  Services  of  the  Church,  18mo,  Sf Rivington  1843 

' — (Fca.)  Portraiture  of  a  Christian  Toung  Man,  18mo,  la6d  Niabet 185a 

Sermons,  8vo,  9s,  Rivingion,  1850 ;  with  Memoir  by  his  Widow,  7»  6d   J.P.Shaw 1853 

■ Voice  of  the  Andean  Chureh,  12mo,  4a  %d    Sidty 184a 

—  {JSng}^  Female  Chaiaetereof  Holy  Writ,  dv.l2mo,21«,Zraiiit7ton,*46;  p.8vo,10j6<i  Bogg 1861 

Bemarkable  Scenes  of  the  Bible,  illust.,  12mo,  8s  6<£  Jaa^Blachwood  itdo 

—  {B.M.)  Clinical  Introduction  to  Practice  of  Auscultation,  new  edit,  12mo,  6s...  Longman  1854 

Experience  of  Forty  Tean  in  Tasmania,  12mo,  2s Orgerds MeryoniSSo 

(Joa)  Biblioktry,  an  Essay,  12mo,  2a  ed Saundera iXf  0.  i86a 

(Jae.)  Earthwork  and  Land  Tables,  12mo,  2a  6d  E.Wilaon  1846 

'^ — —Lays  of  Past  Days,  12mo,  7» Longman  1850 

Ruth  said  her  Kindred,  18mo,  2a  6d WhiUaker 1839 

Scripture  Texts,  in  Welsh,  12mo,  2a  dd  Simpkin 1846 

Self -Searcher :  Bemarks  on  Self -Examination,  18mo,  2s  6d  WhiUaker 1848 

—  Sermons:  Esther  and  her  People,  18mo,  2a  6d    B.Hughea 1846 

'■  at  Aberystwyth,  8vo,  7«    SeeUy 1844 

(/oa)  Memoir  of,  by  Leifchild,  8vo,  4a  6d Ward 1835 

—  (/.&.)  Puseyism,  Sketch  of  the  Philosophy  of,  8vo,  Is  6d Ward 1844 

-^{J.H.)  ThB  World's  Fair  and  the  Progress  of  Truth,  a  Poem,  fcap.  8vo,  8« Cawthom  1851 

—  (i./^.)  DiseaMs  of  the  Prostate  Gland,  cr.  8vo,  8« ChurehiU  i860 

—  (/.  F.)  Blood  Diseases,  post  8vo»  4«6rf ChurehiU  1859 

—- (ifary)  Omamen^s  Disooversd,  aTale,  new  edit,  18mo,  2s    Darton 1850 

■ — (Mrt.)  Buds  and  Bloasoms  for  the  Toung,  square,  4s  6d    Z>f(f  1850 

The  Ivy  Wreath,  square,  6s  Delf  1850 

(^2tdL)  Diseases  of  the  Spine,  8vo,  Is  6rf Churchill 1861 

(R.E.)  Two  Summer  Cruises  with  the  Baltic  Fleet,  new  edit,  post  8vo,  10s  6d  Smith  A  Elder  1856 

- — (i^lf.)  I>ntie8  of  Judge  Advocates,  1844,  post  8vo,  7s  SmithdtElder  1844 
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Haghes  (5^m.>  Bndimentarj  Treatise  on  Water  Woriu,  12mo,  8«  WeaU     1S56 

Treatise  on  Gas-Works  and  Goal-Gas,  12mo,  Z» Weale    1853 

—  {MiuS.)  Birthday  Gift,  31  Texts  from  Old  and  New  Testaments,  4to,  10«  6d    ...  DaytkStm. 1S61 

(Tho.)  Adaptation;  or,  Matnal  Fitness  between  Order  of  Things  and  Man,  12nio,l«  Hamilton  ....'.  1862 

'■ Great  Barrier,  cr.  8to,  Zs  6d HamiUcn  i860 

Handbook  to  Chester  City,  Svo,  &,  Whittaker -,  It Wardd:Lo(^    1856 

— ~—  Mental  Fnmitare  ;  or,  Adaptation  of  Knowledge,  post  8to,  8«  6<2  H'amUton 1857 

■■> Practice  of  Making  and  Repairing  Boads,  &c.,  Svo,  Z»Qd WeaU 1838 

■  Eeligio  Laici,  cr.  8vo,  1#   MctemiUan   ...1861 


{T.B,)  On  the  Advantages  of  Friendly  Loan  Societies,  U  6d Sichards  184c 

<r.if.)  Iberia  Won,  aPoem,  post  Svo,  10a  6d  Lonffman  1847 

Ocean  Flower,  a  Poem,  12mo,  7«  6d Longman  1845 

Portuguese  Perfidy  Exposed,  Svo,  2s  6rf    Ridgway    1848 

B^velations  of  Portugal,  2nd  edit.,  2  t.  post  Svo,  21s    CoUbum 1847 


Spain  in  1846,  2  y.  post  8vo,  21s    CoUmm 1845 

--.^—  The  Biliad  ;  or.  How  to  CriticiM,  a  Satire,  post  8to,  4s    Longnum  1846 

•{T,8.)  Essay  on  Political  System  of  Europe,  12mo,  2f  BeUdsDaidy,..iZsS 

History  of  England,  1760  to  1837,  n.  e^  7  v.  Svo,  73*  W;  8  v.  fp.,  82»  BeUA Daldy.,,ilsi 

—(IF.)  Class  Book  of  Modem  Geography,  with  Questions,  12mo,  8s  6d    PAt/t>  <lr^i»...i859 

Physical  Geography,  fcap.  8to,  2«  6d   Philip  A B<m,..\%(>i 


•  Construction  of  Maps,  new  edit.,  8vo,  6s WeaU    1847 

-  Directions  for  Taking  Instructions  on  Wills,  12mo,  12s Benning    1840 

-  Elementary  Class-Book  of  Modem  Geography,  12mo,  Is  6d  Philip    i860 

-  It's  All  for  the  Best,  a  Cornish  Tale,  post  8vo,  2s  6(2 Ward 1853 

-  Law  Practice  of  Mortgages  of  Estates,  2  v.  12mo,  31s  6<f Crwkford 1S49 

-  Sales  of  Real  Property,  2  v.  12mo,  24s,  1847  ;  dls  6(2   Crockf&rd 1850 


-—^Manual  of  Geography,  British,  12mo,  2s LongvMm  1851 

Europe,  12mo,  8s  6d  ;  Asia,  &e.,  4s ;  comp.  7s  6<f  Longman  1853 

Mathematical,  12mo,  4s  6<2    Lo^ngman  1852 


—^•~—  Origin  and  Condition  of  the  Australian  Colonies,  12mo,  2s  %d Longman  1852 

. Practice  of  Conveyancing,  2  v.  8vo,  31»  6rf Crockford 1857 

Precedents  in  Conveyancing,  8  v.  Svo,  84s  Crockford 1857 

Stamp  Duties  Act,  1860,  12mo,  4s;  Svo,  Bs  Crockford 1850 

Three  Students  of  Gray*s  Inn,  a  Novel,  3  v.  post  Svo,  81s  6d  Aopfty    1846 

(W.C.)  American  Miller  and  Machinists'  Assistant,  new  edit,  cr.  Svo,  6s    PhiladdpiUa...iiss 

Hughman  (Mobt.)  The  Foil,  an  Historical  Poem,  12mo,  6s  Belltt  Daldy  .1843 

— — -^-^  (W.C.)  Treatise  on  Morbus  Coxarius,  or  Hip-Joint  Diseases,  Svo,  6s    HighUy 1849 

Hugo  (Minor)  Hints  and  Reflections  for  Railway  Travellers,  8  v.  post  Svo,  Sis  6d EarU 1 843 

(Hio.)  History  of  Taunton  Priory,  Somerset,  imp.  Svo,  9s J.R.Smiik i860 

Sermons  on  the  Lord's  Prayer,  12mo,  6s  Rivington  1854 

—  (Ftrt.)  Chatiments,  Poesies,  32mo,  4«  Jeraeg    1853 

■  Excursions  along  the  Banks  of  the  Rhine,  post  Svo,  10s  M — red.  to  4s  Colbim 1843 


-  Hunchback  of  N6tre  Dame,  3v.  Svo,  24s,'24;  12mo,  6s,'34;  n.e.,  2s  6<2  BeniUy  1856 

-  Last  Days  of  a  Condemned,  post  Svo,  7s  6c^ Smith  it  Elder.  1^4.0 

.  Les  Mis^rables,  8  V.  post  Svo,  31s  6rf  HnrttAB,  ...186a 

-  Illustrations  to,  26Photog.,  roy.  Svo,  31s6(2;  L  p.,  6/  Simpkin 1862 


Napoleon  le  Petit, d2mo,8«,/(^s,' 52  ;  Napoleon  the  Little, p. Svo, 2f  6<2  Vizetdly 1852 

Noble  Rival;  or  the  Prince  of  Congo,  Svo,  Is Pierce 1845 

Slave  King,  a  Tale,  12mo,  ^,  Smith  de  Elder,  1846  ;  12mo,  Is T,  Hodgwn 185X 

■  ■    ■'      The  Rhine,  with  Guide  for  Tourists,  by  D.  Aird,  12mo,  Is  6d Ingram 1853 

Huguenot  Exiles  ;  or,  the  Times  of  Louis  XIV.,  a  Novel,  post  Svo,  7s  6d New  York 1856 

Huguenots  in  France  and  America,  2  v.  12mo,  10s  6d     BoeUm,  U.S.  ...1852 

Huidikoper  (F.)  Christ's  Mission  to  the  World,  Svo,  4s  6d Boaon,  U.S.  ...1855 

Huie  {H.)  Congregational  Psalmody  for  the  Church  of  England,  24mo,  2s  ;  ISmo,  Ss    Rivinglon   184.3 

—  (/.il.)  History  of  Christian  Missions,  12mo,  6s Simpkin 184.S. 

■ the  Jews,  12mo,  4s Simpkin 184A 

Modem  Romanism,  12mo,  It  6d Groomhridge  ...i^sS 

Records  of  Female  Piety,  12mo,  6s,  1841  ;  new  edit,  3s Simpkin 184S 


—  (/ZtcA.)  Sacred  Lyrics,  S2mo,  3s Theobald    1843 

Huish  (Robl.)  Female's  Friend  ;  or.  Receipt  Book,  Svo,  ISs ViHue    i».  cf . 

Grandmama's  Clock ;  Grandpapa's  Chest, 32mo,ea. 2s,  1 841;  n.e.,6a.ls  Groombridge  ...1850 

■  Nun  of  Guadensell,  a  Romance,  Svo,  Is  6d Lloyd 1S46 

Scripture  Characters,  2  v.  12mo,  12i,  1844— red.  to  6s  6d  Blaekader 1851 

■  Treatise  on  Management  of  Bees,  12mo,  10s  6<2,  Sherwood,  '42  ;  6s6<2  H.Bohn 1844. 

Hulbert  (C%a.)  Antiquities  of  Cheshire,  4to,  16s Waehbowme  ...1838 

History  of  Shropshire,  4to,  21s WaMomme  ...»837 

—— ((7. ii.)  The  Gospel  revved  to  Job,  Svo,  12s    Longmam  1853 

• (^-P')  Treatises  on  Education  and  Emigration,  12mo,  lit  Pcdnier 1850 

Ordination,  Matrimony,  Yectigalia,  ko.,  12mo,  5t Painter 1850 


(Z./^.)  Wisdom,  and  other  Poems,  12mo,  6s    Longman   1848 

Hulke(/.T^.)  On  Useof  Ophthalmoscope,  Jacksonian  Prise  Essay,  Ss  ChnrtkiU  i86x 

Hull  ((7.)  Effects  of  Civilization  on  the  People  in  the  European  States,  12mo,  2s  6<2     Benneit  1850 

^Edw.)  Coalfields  of  Great  Britain,  poet  Svo,  6«6<2,  i860;  2nd  edit.,  10s Stanford    i86x 

— ^—  Geology  of  the  Countiy  around  Cheltenham,  roy.  Svo,  2$  6d Longman  ^^57 
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Foil  (Edw.)  Map  of  ibe  British  Coal  Fields,  er.  8vo,  it  M  Stanford    x86i 

The  Tractarians  and  the  Prayer  Book,  8vo,  2s  6d   Partridge  1853 

—  (^.)  Scarlatina  aDil  Diphtheria,  their  Treatment  and  Bemedy,  8to,  Is Simpkin i860 

—(iy..V.)  Forty  Yeare*  Experience  in  TaBmania,  12mo,  2» Oryerd:  M. 1859 

—  (J.D,)  Chnreh  of  God,  a  Book  for  the  Age,  12mo,  is NUbet 1840 

Hymns  for  all  Hoars,  ISmo,  2»%d    Nui>H 1850 

Lays  of  Many  Years,  8vo,  5<  6<2  Saunders  A  0.  1854 

—  (A)6<.)  Cursory  Notes  on  the  Morbid  Eye,  8vo,  89   Longman  1840 

-  On  Determination  of  Blood  to  the  Head,  12mo,  5t ChwrchiU  1842 

-  Suggestions  on  Consumption,  I2mo,  St Churchill  1849 


—  {Wm.)  Baptismal  Regeneration  Exphtined  and  Vindicated,  12mo,  8«  6<f Rivington  1836 

Consolations  of  Christianity,  12mo,  8«  Oct   Rivington    1836 

Esaays  on  Calyinism,  1 2mo,  8<  6(i{    Rivington  1841 

Yiev  of  EcdesiaBtical  Establishments,  12mo,  3«  6d   Rivington    1847 

-  fir.  IF.)  Prayers  for  Household  Use,  with  Hymns  and  Poems,  12mo,  Ss Seeley 1852 

EoJlah  («/ito.)  Arts  and  Education,  8to,  5< Ridgway    1858 

Chants,  chiefly  by  English  Masters,  12mo,  \s ParkerttSon  .1847 

Exercises  for  CultiYation  of  Voice,  2  Pts.,  ea.  2s  M  Parker  dsSon  .1859 

the  Voice,  Bass,  and  Soprano,  imp.  8vo,  esL  is  M  Parker  d:  Son  .1845 

€hammar  of  Musical  Harmony,  roy.  8vo,  Ss  ;  Exercises  to.  Is Parker  JeSon  .185* 

-Vocal  Music,  roy.  8vo,  7« Parker  A  Son  .1843 


-  History  of  Modem  Music,  a  Course  of  Lectures,  cr.  870,  6»  6(2    Parker  dsSon  .1861 

-  Introdoetoiy  Lecture  on  Music,  8ro,  \s    Parkerd:Son  .1844 

-Manual  of  Teaching  Singing,  8to,  5s  Parkerds Son  .i86a 

-Pkrt  Music ParkerdeSon  .184a 


C!as9  A :  Sacred  and  Secular,  ea.2  v.  ;  Score,  ea.  9«  ;  Voice  Parts^  ea.  8«.   Class  B : 
Score  for  Women  and  Children's  Voices,  ea.  Zs,  Class  C  :  Men's  Voices,  ea.  3«.         tg 

'  Ftelms  set  to  Chants,  15« Parkerd}S<m  .1854 

>  Pftalm  Tune  Book,  Three  Equal  Voices,  2s  6d  ;  Four  Voices,  Zs    Parker  df  Son  .1845 

•Ptaslter:  Score  with  Accompaniment,  2is;  without,  15s  Parker  ds  Son  .1853 

Voice  Parts,  fcap.  8to,  ea.  Zs  ;  2imo,  ea.  2s    Parker de Son  .1855 


Rudiments  of  Musical  Ghrammar,  8vo,  Zs    » ParkerdsSon  .1857 

Short  Treatise  OB  the  Stare,  roy.  8vo,  2f Parker  de  Son  .1855 

Tunes  for  Psalms  and  Hymns,  12mo,  2« Parker  d:  Son  .1859 

Vocal  Scores:  Sacred  and  SecuUr,  2  t.,  ea.  \ZsM  Parker  A  Son  .1846 

HoDett  {Jno.)  Sermons  at  AUestree  Church,  Derby,  2  y.  post  8yo,  each  5s  Sedey   1858.59 

True  Light,  and  other  Sermons,  cr.  8vo,  5s Seeley 1861 

Hallmandel  (C)  Art  of  Drawing  on  Stone,  roy.  8vo,  7«  6d    Longman  1840 

Halbi  (.AmolAan)  First  Steam  Boat,  12mo,  4»  Spon  x86o 

Holme  (&)  ComparatiTe  View  of  Popery  and  Scriptural  Christianity,  fcap.  8yo,  Zs  6<f  Partridge  ds  0,  1852 

Lithographic  Drawing-Book,  Nos.  1  and  2,  each  2s Simpkin 1839 

liaise  (O.E.)  Qertrude  and  Eulalie  ;  or.  School  Day  Friendships,  12mo,  2s Routledge  1853 

HukeHooae,  a  Novel,  2  t.  post  8vo,  21s SaundersdsO,  .i860 

HaHon  (O.J.)  Catechetical  Help  to  Butler's  Analogy,  Srd  edit.,  cr.  8yo,  is  6d  Rivington  1858 

(W.A.)  Treatise  on  the  Law  of  Conrictions,  1885,  12mo,  18«    Benning 1835 

Haman  Body  in  Health  and  Disease,  12mo,  5s Simpkin 1845 

Bye,  delineated  by  Chadbum  Brothers,  cold.,  5s Highley 1854 

' Nature  ;  an  Exposition  of  Rewards  and  Punishments,  12mo,  2s  6<f  J.Chapman  ...1844 

Considered  in  its  Relationship  to  Gk)d,  12mo,  5s A.Hall 1856 


Priesthood  and  Cleigy  unknown  to  Christianity,  Is ffamilton  i860 

Hamanity,  a  Poem  of  Sympathy,  12mo,  Is  6d A. Hall 1859 

Homber  (IF.)  Construction  of  Iron  Bridges,  2 v.  roy.  4to,  70s,  '57  ;  new  edit.,  6/16f  6(2  Spon 1861 

Hnmble  (fT.)  Episcopal  Decisions,  8vo,  Is Matters 1858 

— Debate  in  CouTocation  in  Reference  to  Scottish  Liturgy,  12mo,  ls6(f...  Hayes 1862 

Letter  on  Bishop  of  St.  Andrew's  Charge  to  his  Cleigy,  8vo,  2s  Gd Masters 1859 

(  fTm.)  Bible  Questions,  12mo,  4«  6d  Souter 1840 

Dictionary  of  Geology  and  Mineralogy,  10s  6d,  WaMoume^*^ ;  8vo,16s  Grifin    i860 

Utimbley  (IK.  FT.)  Journal  of  Trayela  in  India,  roy.  8vo,  21s Longman  1854 

Qomboldt  (Alex.)  Aspects  of  Nature,  transl.  by  Sabine,  2  ▼.  square,  7s   Longman  1848 

Cosmos,  transl.  by  Ott^,  V.  1-4,  post  8vo,  14s  ;  V.  5,  5s    H.Bohn  ...1847-58 

Pritchard,  2  t.  Svo,  22s— red.  to  12s RaillHre    1848 

Sabine,  p.  8to,  V.  1  & 2, 24s  ;  V.  8, 12<  6d  ;  V.  4,  Pt.  1,  15«  /^onflrwon...  1849-58 

sq.  12mo,V.  Ifc2,  7s;  V.8,6s6d;  V.  4,  Pt.  1,  7s  6d  Zon^rman...  1849.  58 


Island  of  Cuba,  transl.  by  Thrasher,  post  8to,  7s  6d Low    1856 

Letters,  1827 -68, written  to  Vamhagen  Von  Ense,  8to,  12s Trilbner i860 

Life  and  Trayels,  12mo,  3s  6d Jas. Blackwood  i860 

Travels,  and  Books  of,  by  B.  Taylor,  post  8vo,  8s  6d Low    1859 

Sphere  and  Duties  of  Government,  by  Coulthard,  post  8vo,  JSs J 'Chapman  ...1854 

Travels  in  America,  3  v.  post  8vo,  15s    H.Bohn 1853 

and  Discoveries,  abridged,  18mo,  2s  6d Parker dc Son... i%^o 

Researches,  by  Macgillivray,  12mo,  8s6d,'57;adv.to5s  Ndson   x86o 


Views  of  Nature,  translated  by  Ott6,  post  8vo,  5s H.Bohn 1850 

{A.  AW.)  lives  of,  by  Klencke  and  Schlesier,  post  8vo,  3s  6d  Ingram 1852 

—  (ITm.)  Letters  to  a  Female  Friend,  2  V.  post  8vo,  10s  J.Chapman   ...1852 

transl.  by  Dr.  Stebbing,  postSvo,  2»  6d  ...  A, Hall 1849 
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886  HUME HUMPHREYS  [Etoubh  Caiamock 

Hume  {Air.)  Antiquities  found  at  Holyoake,  Cheshire,  8to,  2f LoHgman  1S47 

• — '■ —  History  of  Printing  Clnhs  and  Learned  Societies,  new  ed.,  post  8vo,  5s  Willis 1853 

Lirerpool,  Beli^ousand  Social,  2nd  edit.,  8ro,  Is  M Wkittaker 1859 

Missions  at  Home,  12mo,  Is   JiivingUm  1850 

(Alex,)  English  Songs  and  Ballads,  12mo,  8s  W Fox    1838 

Original  Scottish  Song^  12nio,  Zs  6d Fox 1836 


Hnme  (^4.)  Sir  Hugh  of  Lincoln,  Curious  Traditions  of  the  Jews,  &c.,  870,  2« /.  R.  Smiik  ...1849 

. Songs  and  Poems,  chiefly  Scottish,  2nd  edit.,  Sto,  Is  ^ W.Svuth   184$ 

{Baron)  Criminal  Law  of  Scotland,  Notes  by  Bell,  2  v.  4to,  84s Benning 1846 

(Dav,)  Diary,  Parliament  and  Privy  Council,  1700-7,  4to  BaUantyMCl.  1828 

Letters  and  Extracts,  edited  by  T.  Murray,  8vo,  (Js Longman  184* 

Life  and  Correspondence,  by  J.  H.  Burton,  2  ▼.  8to,26s,  '46 —red. to  16s  Simpkin 1850 

■  aiu2  Smollett,  History  of  &gland,  10  t.  8vo,  80f Longman  1848 

I. imp.  8yo,  21s H.Bokn 1840 

by  Farr,  3  y.  imp.  8to,  52s  6<i Virtvue    1847 

Miller,  St.  imp.  8to,  21s   TaUit 1859 

Stebbing,  20  y.,  each  4s  Riekerhtf 1837 

Students*  (Murray's  Class  Bka.),  p  8yo,  7s  6d  Mwray 1858 

Continued  by  Hughes,  18  y.  p.  Svo,  72s  Bell 4b  Daldy...iZss 

17  y.  8yo»  71 13s  6a  Bell  A  Daldg...i%s^ 


: Hughes*  Continuation  of,  7  y.  8yo,  73s  6d  BellA:IkUdjf...ils4^ 

—  ((r.)  Portraits  of  Leading  Reformers,  imp.  4to,  15s;  proofs,  24s   Ackennan 1S50 

-((?.Z.)  Essay  on  Chemical  Attraction,  8yo,  6s  WhiUalxr  1S36 

-(/.D.)  Laws  of  the  Customs,  1836,  8yo,  18s    FeUowet 1835 

Life  of,  by  W.  C,  Badham,  post  8vo,  9« SmithtkElder  1859 


(Joa.)  Search  into  the  Old  Testament,  post  8yo,  7s Longman   1841 

(MaryC.)  Bridesmidd,  Count  Stephen,  and  other  Poems,  12mo,  6s J.Ckapman   ...1853 

Normiton,  a  Poem,  with  Miscellaneous  Pieces,  12mo,  5f Parker d: Son... li ^7 

Twelve  Obscure  Texts  of  Scripture,  illust.,  fcap.  8yo,  6s Manwaring    ...1861 

Wedding  Quests ;  or.  Happiness  of  Life,  2  y.  8vo,  16s,  '57 — ^i«d.  to  6s  Pieman  1861 


{R.W.)  Meroth  ;  or,  Sacrifice  to  the  Nile,  aTragedy,  8yo,  2s  6d Piper 1849 

Humfrey  {J.H.)  Essay  on  Modem  System  of  Fortification,  roy.  8yo,  7s  6d  Weak    1838 

Hnmi&  Wedderbumense  de  Familii,  4to   AbboUford  CL  1839 

Humility;  or,  Blanche  Neville  and  the  Fancy  Fair,  18mo,  2s Dolman 184^ 

Hu Dions  and  Poems,  Anatomic  of,  1604-9,  4to Bannaigne  CL  1830 

Humphrey  (^.)  Letters  to  a  Son,  12mo,  6s Wileg 1843 

{RobL)  Life  and  Labouni  of,  by  his  Widow,  18mo,  Is  BarUeU 1858 

{S.J):)  Handbook  of  the  Daguerreotype,  12mo,  4|  6d New  York 1854 

' Photography,  a  System  of,  18mo,  9s Del/  1851 

(W.O.)  Boyle  Lectures  for  1867,  on  the  Miiades,  12mo,  3s Parker  d: Son  .i^s^ 

1868  ;  Character  of  St  Paul,  12mo,  8s Parker  A:  Son  .1%S9 


Commentary  on  the  Acts  of  the  Apostles,  post  8yo,  5$ Parker  A  Son  .1847 

Hulsean  Lectures,  1849 :  Doctrine  of  a  Future  State,  8yo,  8s  6d Parker  A:  £011.1849 

1860:  Progress  of  the  Gospel,  8yo,  7s Parker  A:  Son  ,1%$^ 


Treatise  on  the  Book  of  Common  Prayer,  post  8yo,  7«  6d    Parker  A:  <Soii  .1856 

Humphreys  (Capt.)  and  Abbot  (Lieui.)  Report  on  Missiarippi  Eiver,  &c,  4to,  63s  ...  Pkilaelelphia..AZ6z 

(CJ.)  Phthisis  Pulmonalis  and  Tubercular  Phthisis,  8vo,  Is ClmrckiU  1859 

'  {E.R.)  Chronological  Chart  of  English  History,  on  canvas,  4s  6(f Longman  1843 

'     ■  Exercises  in  Gbeek  Iambic  Verse,  new  edit,,  12mo,  6s  6rf MaemUJUtn 1854 

First  Latin  Book  for  Children,  18mo,  Is Longman  1853 

■  Lyra  Hellenica  ;  or,  Translations  into  Greek,  8yo,  7s  6d  Longman  1852 

■ Latina;  or,  Translations  into  Latin,  8vo,  4s  6c{ Longman 1850 

" -*-K —  Manual  of  Civil  Law  for  Schools,  12mo,  8s  6rf  Longman  1856 

■  Greek  and  Latin  Prose  Comporition,  poet  8yo,  8s  td   J.ff,<kJ,Parker  185^ 

■■ Moral  Philosophy  for  Schools,  12mo,  2s  6<i Longman  1856 

Political  Science  for  Schools,  12mo,  3s  6€{    Lom^an  1855 

the  History  of  British  India,  12mo,  2s  6rf   Lot^gmam  18^7 

■ {ff.N.)  and  Westwood  (J.O.)  Butterflies,  4to,  38s,  1844  -red.  to  81s  6d  Chamben  i860 

— — • Art  of  Illumination  and  Missal  Painting,  12mo,  21s ff.  Bohn   1848 

British  Moths  and  their  Transformation,  new  edit.,  2  v.  4to,  84s  CkanUtert i860 

Butterflies  of  Great  Britain,  imp.  8vo,  new  edit,  16s  CAam^srs  i860 

Butterfly  Vivarium ;  or,  Insect  Home,  sm.  4to,  7s  fld  W.  Lag 1858 

Coin  Collector's  Manual,  2  v.  post  8vo,  10s    B.  Bokn    1853 

Coinage  of  the  British  Empire,  n.  e.,  enlaiged,  fcap.  4to,  21s ...  Orijin   i860 

Coins  of  England,  printed  in  gold,  &c.,  post  8yo,  18s    H,Bokn 1847 

■  Genera  of  British  Butterflies,  4to,  31s  6d  Jerrard 1859 

Moths,  2  v.  roy.  8vo,  63s P.  Jerrard    ...i860 


Goethe  in  Strasbourg  :  a  Drami^tic  Nouvelette,  cr.  Svo,  7s  64  ...  Saunder$  A  0,  i860 

Histoiyof  Ancient  Coins  and  Medals,  8yo,  26s Gr^fitkAt  F.  ...i8$o 

Illuminated  Books  of  the  Middle  Ages,  folio,  10/  10s;  l.p.  16/  16s  Z/OR^sian...  1847-50 
Ocean  Gbidens  ;  or,  Marine  Aquarium,  roy.  16mo,  6s  Low    1857 

and  River  Gardens;  Glimpses  ben.  theWaterB,sq.8yo,10i6d  Low   1857 

Origin  of  Coins,  and  Art  of  Coining,  8vo,  26s   QrifitkAtF,  ...1849 

and  Pn^f^^ss  of  the  Art  of  Writing,  imp.  Svo,  21s    Dag  As  Son    ...1851 

RiverGardens;  or,  Fresh  Water  Aquarium,  sq.  8vo,  6i Low    1857 


1835-18621  HUMPHREYS HUNTER  887 

HamphrejB  (F.y.)  Ten  Centuries  of  Art ;  9kh  to  the  19th  Century,  roy.  8to,  28«...  Griffith  d-  P,  „  1853 

{J.D.)  Electro-Physiology  of  Man,  12mo,  7a Pickering 1843 

F)raetical  Hints  on  Old  and  New  Manures,  fcap.  8vo,  U Longman  1844 

{T.D.)  Complete  Treatise  on  Trooaers  Cutting,  with  Diagrams,  4to,  1 0«  6d  Simpkin    1 86  x 

Tulor's  Cutter's  Guide,  sm.  4to,  10*  Simpkin 1849 


r— (W.C,)  Coroners  and  Grand  Jurors,  8to,  It  6d  Paining 1857 

Homphry  (O.M.)  Human  Foot  and  the  Human  Hand,  fcap.  Svo,  4s  6(2   MaanUlan    ...1861 

Treatise  on  the  Human  Skeleton,  and  the  Joints,  8to,  28«   Mctcmillan    ...1858 

Handled  (The)  Boston  Orators,  1774-1852,  edit,  by  J.  S.  Loring,  8vo,  16« Postcn,  27.5.. ..1853 

Haogerford  (/.)  Old  Plantation,  and  What  I  Gathered  there,  post  8yo,  7s  6d  New  York 1859 

HuBt  {A.W.)  Ninereh,  a  Priae  Poem,  fcap.  8vo,  Is  6d    Belld:  Daldy...i%s\ 

{P.)  Lives  of  American  Merchants,  2  v.  Svo,  28s New  York 1858 

Worth  &  Wealth  Maxims,  Morals,  Ac, for  Men  of  Business,  cr.870,7s  6(f  New  York 1856 

(P.K.)  Book  of  Art;  or.  Cartoons,  Frescoes,  &c.,  roy.  4to,  21s— red.  to  14s  ...  A.HaU 1846 

'  Fourth  Bstate ;  a  History  of  Newspapers  and  the  Press,  2t.  p.  Svo,  21s  Bogue 1850 


Guide  for  Tourists  on  the  Rhine,  sm.  4to,  5s    Simpkin 1857 

History  and  Scenery  of  the  Rhine,  4to,  14»— red.  to  10s  6c£    A, Hall 1845 


{G.H.)  Peraan  Campaigns  of  (Generals  Outram  and  Havelock,  post  Svo,  7s  6(2  RoutUdge  1857 

{Hen.)  Natural  Treatment  of  l^c  Doloureux,  Svo,  6s  Churchill  1844 

Treatise  on  Heartburn  and  Indigestion,  Svo^  6s Churchill  1854 

{H.K.)  Ghinces  and  Glimpses  :  Fifty  Years'  Life,  post  Svo,  6s Botion,  U.S,  ,..1855 

(/<».)  Manual  of  the  Philosophy  of  Voice  and  Speech,  post  8vo,  7s  6rf Longman  1859 

Stammering  and  Stuttering:  Nature  and  Treatment,  n.e.,  cr.Svo,  3s  M  Longman  1861 


(/no.)  Letters  on  Entire  Sanctification,  12mo,  3s Mason    1853 

Life,  by  G.  Striuger,  cr.  Svo,  3s  6rf   IJamilton  1859 

of,  by  G.  S.  Rowe,  12mo,  8s  6dj  i8s9  ;  cheap  edit..  Is  6d   Hamilton  1861 

> Select  Poems,  from  the  German  of  Goethe,  Schiller,  &c.,  ISmo,  Is Hamilton  1861 

Spiritual  Songs  of  Martin  Luther,  fcap.  Svo,  ZsQd Hamilton  1853 


{Leigh)  A  Saunter  through  the  West  End,  post  Svo,  10s  6d Hur8ld:B.    ..  1861 

Autobiography,  8  v.p.Svo,  81s6ci,*50— red.  to  15s,'52  ;  n.e.,12mo,2s  6rf  Smith  <fc  B. 1861 

Book  for  a  Comer  ;  Selections,  Prose  &V.,2  v.  p.  Svo,  12s, '49;  12mo, 6s  Chapman  tbH  1858 

■  Captain  Sword  and  Captain  Pen,  a  Poem,  12mo,  8s  6<2    Gilpin    1849 

Correspondence  of,  edit,  by  his  Eldest  Son,  2  v.  post  Svo,  24s Smith  A  Elder  1862 

-r-  Hundred  Romances  of  Real  Life,  med.  Svo,  Za  6d  WhiUaker 1843 

Imagination  and  Fancy,  from  English  Poets,  post  Svo,  9s,  '45  ;  n.  e.  6s  Smith  &  Elder  1852 

Indicator  and  the  Companion,  12mo,  10s  6^  1840;  8s  6cf Moxon   1848 

Jar  of  Honey  from*  Mount  Hybhi,  post  Svo,  14s,  1847— red.  to  6s Smith  A  Elder  185a 

—  Legend  of  Florence,  a  Play,  Svo,  Ss  6d lioxon   1840 

Men,  Women,  and  Books ;  Essays,  &e.,  2  v.  post  Svo,  21s,  1847  ;  10s  Smith  ik  Elder  185a 

Old  Court  Suburb  ;  or,  Memoriahi  of  Kensington,  2  v.  p.  Svo,  21s-^n.  e. ,  6$  Hurst  ds  B,   ...1855 

—  Palfrey,  a  Love  Story,  Svo,  6s Hmo  1842 

Poetical  Works,  24mo,  2s  6rf,  Moxon,  1844;  12mo,  6s   Poutledge  i860 

Religion  of  the  Heart ;  a  Manual  of  Faith  and  Doty,  12mO|  68 J. Chapman  ...1853 

Seer;  or.  Common  Plaices  Refreshed,  med.  Svo,  3s  6c{ Moxon   1848 

SirRalphEsher,  aRomance,  3v.p.Svo,31s6c2,*32;12mo,3s6e2,J3ctte%;2s  Chapman  AH.  1856 

Stories  from  the  Italian  Poets,  2  v.  post  Svo,  24s,  1845 --red.  to  Is  6<f  H.  Bohn 1846 

w inverse,  12mo,  8s  6rf Poutledge 1855 


Table-Tialk,  post  Svo,  7s,  1850;  12mo,  8s  6rf  Smith  A  Elder  1858 

The  Town ;  its  Characters  and  Evente,  2  v.  p.8vo,  24s,  '48;  12mo,2s  6rf  Smith  <k  Elder  1852 

Wit  and  Humour,  selected  from  English  Poets,  p.  Svo,  9s,  '46;  12mo,  5s  Smith  d-  Elder  18*52 

(RobL)  Elementary  Physics;  Intro,  to  N.  Philosophy,  p.  Svo,  10s  6<£,'5i  ;  n.  e.,  6s  //.  Bohn    1855 

Huid-book  to  the  Exhibition,  Hyde  Park,  2  v.  post  Svo,  6s    Spicer 1851 

Industrial  Exhibition,  1862,2  v.,  each  3s  6(2 Stanford    1862 


Manual  of  Photography,  post  Svo,  6s Griffin    ., 1857 

Panthea ;  the  Spirit  of  Nature,  Svo,  10s  6<f,  Peeve—ted.  to  6s H.  Bohn   1849 

■ —  Poetry  of  Science ;  Studies  of  Physical  Fhenom. ,  p.  Svo,  1 2s,  '49 ;  n.  e.,  Ss  H,  Bohn   1 8  54 

Practice  of  Photography,  post  Svo,  3s  6rf,  1841  ;  2s Griffin    1857 

Researches  on  Light,  &c.,  new  ed., Svo,  10s  6c{,Z<m^maf»,*54— red.to  bs  H.  Bohn    1862 

— ^~ Synopsis  of  the  Diseases  of  the  Skin,  12mo,  6s Longman  1838 

{TJios.)  Practical  Observations  on  Diseases  of  the  Skin,  Svo,  6s,  1847 ;  2s  6d...  Churchill  1858 

{T.)  The  Foster  Brother,  a  Tftie,  edit,  by  Leigh  Hunt,  8  ▼.  post  Svo,  81s  6d  Nev^y   1845 

{T,P.)  Designs  for  Gate  Lodges,  Cottages,  &c.,  4to,  21s— red.  to  I4s H.  Bohn    1841 

__^^.— ^_  Parsonages,  Alms  Houses,  &c.,  4to,  21s — red.  to  14s    H.  Bohn    1841 

Examples  of  Tudor  Architecture,  4to,  42s — ^red.  to  24s  ff.  Bohn    1836 

Hints  on  Domestic  Architecture,  4to,  21s — red.  to  14s H.  Bohn    1841 

{T.P.)  Baptism:  its  Mode  and  Subjects,  82mo,  Is  Nisbet 1852 

{V.D.)  Hoise  and  his  Master  :  Hints  on  Breeding,  &c.,  12mo,  6s    Longman  1859 

{W.H.)  and  his  Works,  a  Memoir,  with  Description  of  his  Pictures,  Svo,  Is...  Nisbet i860 

HonVs  IJmveraai  Tadit  list,  obL  ISmo,  4s Hunt Annual 

Yachting  MagMine,  V.  1,  10s  6d;  V.  2,  12s;  V.  3  to  11,  each  14s Hwnt Annual 

Hunter  <  D. )  Horace' s  Satires  and  Epistles  Interpreted,  fcap.  Svo,  is  6d  Parker  tk  Son.  1837 

(Hen.)  Sacred  Biography,  new  edit.,  with  Intro,  by  A  Patterson,  imp.  Svo,  l2s  H.G.Bohn 1840 

Sermons:  Last  Scenes,  12mo,  3s Simpkin 1854 

{Jno.)  Adaptation  of  Shakspeare,  Henry  VIII.,  for  School  Study,  12mo,  2«6rf    Longman   i86c 

— : Animal  Economy,  by  Owen,  plates  4to,  31s  6€{  ...,.  Lof^fman   1837 


883  HUNTER HUNTLEY  [Bsqush  Catalwcs 

Hunter  (Jno,)  Elementaof  Mensoration  (Gleig's  School  Series),  18mo,  9d;Key  to,  9<2  Lo»ffman  iS6o 

Plane  Trigonometry  (Gleig's  Sch.  Ser.),  18mo,  U  ;  Key,  9d  Xon^man  1862 

Essays  on  Natural  History,  Anatomy,  &c.,  2  t.  8vo,  31»  6d Van  Vo<}nt  ...1861 


Examination  Questions,  Paradise  Lost,  andMer.  of  Venice,  12mo,  1«  ...  Lonffman  1862 

From  the  Cradle  to  the  Crown  ;  or.  Days  with  Jesus,  18mo,  la  6d  Nisbet 1861 

Horace,  Latin,  with  Latin  Notes,  8th  edit.,  18mo,  3« Simplein 1846 

Introduction  to  Writing  of  Precis  or  Digests,  12mo,  2s;  Key,  Is  Lonyman  i860 

Livy,  Books  21  to  26,  Latin  Notes,  10th  edit,  U  Simpkin 1850 

Milton's  Paradise  Lost,  Books  1  and  2,  Prose,  Notes,  12mo,  each  ls6d...  Longman  1861 

Paraphrasing  and  Analysis  of  Sentences,  12mo,  Is  Scf ;  Key,  Is  ^ Longman  1859 

Pope  {Alex.)  :  his  Descent  and  Family  Connection,  post  8vo,  2s  J.R.Smith 1857 

Baasolas,  and  a  Life  of  Johnson,  Notes,  &c.,  12mo,  2«  6<2 Longman  i8co 

Robin  Hood,  his  Period,  Real  Character,  &c.,  post  8?o,  2s  6<i  J.R.Smilh 1852 

Sallusfi,  Latin,  with  English  Notes,  4th  edit.,  18mo,  2s Simpkin 1846 

School  Manual  of  Letter- Writing,  containing  Models,  &c.,  12mo,  ItSd...  Longman  i860 

Surgical  Works,  Life  by  Palmer,  4  ▼.  8vo,  plates  4to,  70s Longman  ...1835-7 

Text-Book  of  Arithmetic,  for  Teachers,  12mo,  2s ;  Key  to,  Is Rivington  1847 

-English  Grammar,  12mo,  2«  6(2 Longman   1848 


•  Treatise  on  Logarithms  (Gleig's  School  Series),  18mo,  Is ;  Key,  Qd Longman   1861 

-Virgil,  Latin,  6th  edit.,  18mo,  8«  6d   .*. Simpkin 1839 

•  and  Ross  (i>.)  Art  of  Teaching  Arithmetic,  post  8yo,  8s  6(2 Ndion    1858 


(/as.)  Improved  Scotch  Swing  Plough,  8vo,  4s Simpkin 1843 

On  the  Influence  of  Artificial  Light,  8vo,  new  ed.,  2s  6(i  Longman  1840 

(Jo9.)  Alienation  and  Recorery  of  the  Offley  Estates,  1 2mo,  2s  6(2  Pickering  1 841 

— Collections  concerning  the  Church  of  the  Pilgrim  Fathers,  8vo,  8s J.  R,  ^SnutA.  1849-54 

Connection  of  Bath  with  the  Literature  and  Science  of  Eng.,  12mo,  6s  ...  J.H.4kJ,Parkfriisi 

Historical  and  Critical  Tracts,  Pts.  1  to  4,  post  8vo,  each  2s  6(2    /.  R.  Smiik  ...1850 

History  of  Founders  of  New  Plymouth,  U.  S.,  poet  8yo,  2s  6d /.  R.  Smiih    ...1849 

Illustrations  of  Shakspeare,  2  v.  8vo,  20s,  iVicAo^— red.  to  7s  6rf J.  R.  Smith  ...1845 

Red  Book  of  the  Exchequer,  &c.,  8vo,  16s  Pidcering  1838 

Rise  of  Old  Dissent  Exemplified  in  Heywood*s  Life,  8vo,  14s,  '42 — r.  7s    Longman  1862 


(Rob.)  Law  of  Landlord  and  Tenant,  Scotland,  2  r.  8vo,  86s Baming 1845 

Text-Book  of  Human  Anatomy,  12mo,  5s    Longman i8?8 

{S,J,)  Acts  to  Amend  the  Law  of  Property  and  to  Relieve  Trustees,  12mo,  5$  6d  BuUem/orUu...  ii(>o 

further  Amend  the  Law  of  Property,  12mo,  2s BuUertoorthi... lUo 

Proceedings  in  a  Suit  in  Equity,  by  Q.  Lawrance,  2nd  edit.,  post  8vo,  8s  ButUrworlKa ...lUx 

Description  of  the  Gravid  Uterus,  by  Bigby,  8vo,  6s Renskaw 1843 

' Theory  and  Practice  of  Composition,  2n(l^it.,  12mo,  Is  6(2. Sanggter i860 

Latin  Grammar,  12mo,  2s  6(2 Giy>ombridge  ...ii^7 


(fT.^.)  History  of  ColdinghamPrioiy,  4to,  10s  6(2  Simpkin 1858 

(W.P,)  Narrative  of  the  Expedition  to  Syria,  2  v.  post  8vo,  21s— i^.  to  7s H.  Bohn 1841 

(W,S.)  Panoramic  Guide  from  Niagara  to  Quebec,  12mo,  6s Boston,  U.S,...i^S7 

Hunter's  (The)  Annual,  folio,  42s Ackermann    ...1838 

Hunting  Bits,  by  Phis,  proofs,  81s  6(2  ;  prints,  21s Chapman  d:B.tibi 

Field,  Analysis  of  the,  roy.  8 vo,  81s  6(2    Ackermann   ...1846 

Grounds  of  the  Old  World,  by  the  Old  Shekariy  Hah,  1st  series,  8vo,  21s  .  Saunders^  O...1860 

Huntingdon  {Avig.)  Manied  or  not  Msrried  ?  a  Novel,  8  v.  post  8vo,  81s  6</    Nevoby    i860 

■  {B.)  Fine  Arts,  Historical  and  Critical,  12mo,  7s  6rf  Nev  York 1854 

{Countess  of)  Hymns,  and  Appendix,  18mo,3s  M  ;  82mo,  ^Is^Haddon ;  Is CoUingridge  ...r.  jf. 

Life  and  Times,  2  ▼.  8vo,  24s,  Painter,  1840— red.  to  14s    H.  Bohn 1844 

— — ^ The  Coronet  and  Cros8,a  Memorial,  6s  6(2,'57  ;  n.  e.,  p.  8vo,  4s 6d  Partridge 1861 

{P.D.)  Sermons  for  the  People,  cr.  8vo,  7s  6(2 Boston    1856 

(/.)  Poems,  l2mo,  Qs Wiley 1843 

(/.  V.)  Alban,  a  Tale  of  the  New  World,  8  v.  poet  8vo,  81s  6<2     CoUmm 1851 

Forest,  post  8vo,  6s  6(2,  Bolman;  8vo,  9s  New  York 1851 

■  Lady  Alice  ;  or,  the  New  Una,  8  v.  post  8vo,  31s  6d Colbvm 1849 


{Wm.)  Posthumous  Letters,  V.  1,  8vo,  8s  ;  V.  2,  8vo,  7s Simpl-in 1851 

Huntingford  {Bp.)  False  Philosophy  Considered,  12mo,  Is  6(2    Groombridgt  ...1857 

(Edw.)  Interpretation  of  the  Apocalypse,  12mo,  7*6(2 Skejington 185S 

School-Boys*  Way  of  Eternal  Life,  new  edit.,  12mo,  8s  6(2    Sk^ngUm 1858 

Thoughts  on  the  Apocalypee,  12mo,  4s  6e2 Rivington  1852 


'{0*1.)  CJreek  Exercises,  12mo,  6s Longman 


Huntington  \P.D.)  Christian  Believing  and  Living,  post  8vo,  4s  6(2,  *6o;  n.e.,  8s  6d  Strahan i860 

{Geo,)  Sermons  for  Holy  Seasons  of  the  Chureh,  8vo,  l8t&2nd  ser., ea. 6s  /.£r./>orfer  1856-61 

(/.p.JTableeandRulesfor  Earthwork,  post  8vo,  18s Weale 1846 

(/.^,)  True  Art  of  Bookkeeping,  roy.  8vo,  6s Author  1850 

(/.F.)  The  Forest,  12mo,  9s  Low    i8>i 

{Wm.)  Works,  edited  by  his  Son,  6  v.  8vo,  78s  6(2,  Bennett—Ted,  to  46s    U.Bohn 1838 

God  the  Guardian  of  the  Poor,  and  Bank  of  Faith,  12mo,  Is  6(2   AyloU    1853 

'■ Select  Works,  by  Rev.  A.  Doudney,  6  v.  8vo,  42s    Collingridge  ...1856 

Huntington  Human  Society  :  Eight  Lectures  at  Brooklyn,  8vo,  12«  New  York i860 

Huntley  {ff.  V.)  California,  its  GK)ld  and  its  Inhabitants,  2  v.  post  8vo,  21s Nadty    1856 

• Peregrine  Scramble,  a  Novel,  2  v.  post  8vo,  21s  Bmtley  1849 

Seven  Years  on  Slave  Coast  of  Western  Africa,  2  v.  post  8vo,  21s...  A'etcfty    1850 

(R,  W.)  Chavenage,  a  Tale  on  the  Cotswolds,  1648,  post  8vo,  6s Bums    1845 
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HQntIey(AlF.)8enn<Jnfl;  the  Yearof  the  Churob,  fcap.,  7«  W  J.H.iiJ.Parker: 

Hapton  (/od.)  Tniih  as  it  ia  in  Jesus,  12mo,  5«  6c{ Hamilton  ... 

and  Stocker  {J no.)  Hymns  and  Spiritual  Poems,  12mo,  2t  6d  HamUton  ... 

Uard  {Bp.)  Memoir  of  the  Life  and  Writings  of,  edit  by  F.  Kilrert,  8vo,  12s   Bentlty 

Rise  and  Barly  Progress  of  Chriatianity,  6th  edit,  poet  8vo,  3«  6<i   Oriffin    

Stodyof  the  Prophecies,  by  Bickersteth,  12mo,  4s Vvrine    

(/.C.)  Law  of  Freedom  and  Bondage  in  the  United  States,  2  ▼.  Sro,  ea.  21s  ...  Bodon,  U.S. 

Horfnrt's  Fanner^s  Aocoont  Book,  4to,  4s;  hf.-bd.,  5$  Simpkin 

Horlbot  (E.P.)  bays  on  Human  Rights,  Notes  by  0.  Combe,  roy.  8to,  2f    Simpkin 

(FT.)  Pictores  from  Cuba,  12mo,  Is Low/man  ... 


Harlstone  (ir.r.)  Treatise  on  the  Law  of  Bonds,  8to,  9s Sweet  . 

(/.)  Fatallnterriew ;  or,  Danger  of  Fassiou,  12mo,  8«  6d    Simpkin 

HorndaJl  {fr./*.)  Greek  Paradigms,  8to,  2s Longman  .. 

Hoirahforthc  Holidays!  from  the  German,  fcap.  Svo,  6s Boston,  U.S. 

Humy  (Juo.)  Cottager's  Sabbath,  and  other  Poems,  12mo,  5$  BarUeU 

Hurrion  (/.)  Doctrine  of  Particular  Redemption,  new  edit.,  18mo,  Is Simpkin 

Hani  and  Blackett's  Standard  Libruy,  cr.  8vo,  each  vol.  6s.     See  Appendix Jfurat<k  B.  1859 

Huist  (^.)  Popular  Treatise  on  the  Financial  System,  8yo,  Is Hatchard  

—  (/.  C. )  Guide  to  Government  Appointments  and  Bxaminations,  12mo,  2s  6^ Jtelfe 

—  (Zr.)  Readings  for  Railways,  12mo,  Is Gilpin    

HoTsthouss  (C)  Account  of  New  Plymouth  in  New  Zealand,  post  Sro,  6s Smith  A  Elder 

' Bmigration,  Where  to  go,  and  Who  should  go,  12mo,  Is Saunden  dr  C^., 

• New  Zealand,  2  t.  post  8vo,  21s,  1857  ;  2nd  edit,  16s  Stanford    

Hnrgtmonceanx  Castle  and  its  Lord,  by  Rev.  K  Yenablea,  8to,  8s ;  cloth,  4s J.  B.  Smith   .. 

fiaiton  ( fF.)  Doomed  Ship,  illustrated,  8ro,  3s  6d,  1855  ;  12mo,  Is    Lea    

King's  Daughter ;  or,  Revelationa  of  our  Own  Times,  8to,  Is O.  Pierce 

■ .  Msaiac  Improyisatore,  and  other  Poems,  12mo,  8s  6rf C^urton 

Voyage  from  Leith  to  Lapland:  Scandinavia,  p.  8vo,  21s,  '51 ;  n.  edit,  12s  Bentlep 

Harvits  (iTyman)  Hebrew  Elements,  8yo,  4s  6d ;  Etymology,  8to,  9s  Walton 

-Grammar,  8to,  17s,  1841;  4th  edit,  13s   Walton 


Htohand  and  Wife  ;  or.  Nobody  to  Blame,  12mo,  Is  Ward  Jb  Lock. 

' Hunter,  a  Novel,  3  t.  post  Svo,  81s  6d    Bentlejf 

— (/oAai)  System  of  Arithmetic,  18mo,  Is Simpkin 

Hasenbeth  [F.C.)  Challonex^s  Meditations  revised,  8vo,  69 Andrew    

Christian  Student,  from  Collet,  18mo,  3s Keating 

■  Convert  Martyr,  a  Drama,  12mo,  28  Bums  , 

Emblems  of  Saints  in  Works  of  Art,  2nd  edit,  12mo,  6s Longman , 

■ • English  Colleges  and  Convents  on  the  Continent,  4to,  6s  Ju^Aor  

■ Faberism  Bxpoeed  and  Refuted,  8vo,  12s KeaHng 

Life  of  Blessed  Virgin  Mary,  from  Orsini,  imp.  8vo,  26s Virtue    

■ Rev.  R.  Richmond,  18mo,  ls6d Author  

St  Walstan,  18mo,  Is Author  

the  Rt  Rev.  Monsignor  Weedall,  12mo,  7s  6e{  Longman  


St.  Cyprian  Vindicated,  8vo,  2$  M Keating. 


H34  {W.H.)  Musical  Celebrations  on  St  CeciUa's  Day,  16th  to  18th Cent,  8 vo,  7s 6d  Belld:  Daldy 

Huskinaon  {EUza)  Song  of  the  Spheres,  a  Poem,  12mo,  8s WhiUaker  .... 

Hbss(,^.)  Letters,  translated  by  C.  Mackensie,  post  8vo,  6s   Longman  .... 

Memoir,  from  the  German  by  M.  A.  Wyatt,  fcap.  8vo,  3s  6d  SeeUy    

--  fi^ap.)  Statistics  of  Typhus  and  Typhoid  Fever,  tranal.  by  Abeig,  8vo,  7s  Lwngman  .... 

Hnasey  {AH.)  Notes  on  Churches  in  Kent,  Sussex,  and  Surrey,  8vo,  18s /.  R.  Smith  .. 

{John)  Joy  for  the  Sorrowful ;  or,  Comfort  in  Sickness,  &c.,  n.e.,12mo,8s  6d  PigoU    

{Mrs.)  Ulnstrationsof  British  Mycology,  1  ser.,  r.  4to,  11 12s  6d;  2  ser.,  4/lOs  Beeve 

{Btbt,)  Acooont  of  Roman  Road,  Alchester  to  Dorchester,  8vo,  8s J.H.AJ. Parker 

Essay  on  Ancient  Weights  and  Money,  8vo,  7s  J.  H.^J  Parker 

— Help  to  Young  Clergymen  in  Readbg  and  Preaching,  18mo,  2s  6{2  ...  J.HJeJ.Parktir\ 

~~ Lectures  on  Papal  Supremacy,  12mo,  6s J,H.AJ,Pa/rhir\ 

' — Sermons,  mostly  Academical,  8vo,  10s  6<2  J.HJcJ^Parker\ 

~" 8os8omen*s  Ecclesiastical  History,  8  v.  8vo,  26s  6<i J.HJeJ. Parker 

Hmwh  (^.)  Bssy  Method  of  Learning  French,  18mo,  Is  6d  Simpkin.. 

Hostler  (/.D.)  Elements  of  Conic  Sections,  12mo,  4«  6<« WhiUaker 


{fiob.)  Letters  on  Excellencies  of  Scripture  Personages,  18mo,  Is  6c{  ...  Mawn  . 

Life  of  Faith  in  the  Son  of  God,  Memoirs  of  J.  Field,  fcap.  8vo,  Is  6d  Mason  . 


Htttcheaon  {B.C.)  Southern  Martyrs,  a  Poetical  Tale  of  Patagonia,  12mo,  2s  6d  Hamilton  

{Geo.)  Exposition  of  St  John's  Gospel,  8vo,  9s    Ward 

-{Wm.)  Apocalypse  Opened,  post  8vo,  6s J  as.  Blackwood 

!! Home  Evangelization,  12mo,  3s  6rf Groomhridge ... 

Hntchin's  Blandford  Division  of  the  County  of  Dorset  (reprint),  foUo,  10s /.  R.  Smith.... 

Ufltcbmgs  ((?.y.)  Poems  on  Various  Subjects,  12mo,  Is  M WfuUaker 

aQtchinaon  (A.H.)  Guide  to  the  Army  Competitive  Examinations,  cr.  8vo,  3s  6rf Stanford    ...... 

•" — • —  (O.)  On  Unexphuned  Phenomena,  12mo,  6s Tegg  

~  {Col.)  Memoirs  of,  with  Siege  of  Latham  House,  post  8vo,  3s  dd II.Bohn 

■ {Ogr.)  Sermons  on  Church  Ministry  and  Sacraments,  12mo,  4s  6(2   Cleaver  

' (Cap*.  (?.)  Narrative  of  Mutinies  in  Oude,  post  8vo,  10s Smith  <fc  Elder 

'  (G.L.)  Plan  for  Equalisation  of  Poor  Rates,  4s,  I/aneard,  1841  ;  5s    ...  Simpkin 

'  (i7e».)  Treatise  on  the  Drainage  of  Land,  8vo,  10s BlouUton    
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Hutchinson  (/7.3f.)  Familiar  DiBoouTReB,  2  t.  Syo,  16f    Simpkm 1838 

. Reasons  for  Conaerratisiii,  8vo,  4<  6<i    WkilUdcer 1841 

Xenophon's  AnabasiB,  Gh^sek,  S»  ;  (Jreekand  Lat.,  9« WkUtiiker 1841 

{Jos.)  Arithmetic  Simplified,  12mo,  l«6d;  Key,  Is Wright  1861 

■  Easy  Lessons  on  G^graphy,  18mo,  1«;  History  of  England,  9d  .    Wright  1849 

English  Spelling  Book,  12mo,  1<   Wright  i86a 

— — Jurenile  Grammar,  18mo,  9d  ;  Practical  Grammar  ISmo,  1» Wright 1862 

Pilgrim  of  India,  and  other  Poems,  12mo,  6# Pidxring  1847 

Sunyassee,  an  Eastern  Tale,  and  other  Poems,  8to,  9« AllendsCo,   ...1839 


-(/no.)    Experiments  on  Bailding  Materials,  8to,  8« TViyfon^  W.  ...1843 

Parish  Eeoollections  :  Plain  Sermons,  12mo,  5«  MatUrs 1855 

Popular  View  of  Life  Aasuranoe,  post  8vo,  2«  6d    Simpkin 1846 

Spirometer  and  Stethoeoope  in  Diseases  of  the  Chest,  8to,  28  6d,..  Churchill  1851 

-  (/on.)  Letters,  with  Notices  of  his  Life,  5t Harvqf  1843 

-  (ifrs.)  On  Early  Education  of  Children,  12mo,  UM DaHon  1854 

•(P.O.)  Chronicles  of  Gretna  Green,  2  T.  post  8to,  21«    ...„ BewOey 1843 

(Rogtr)  Works,  edited  by  John  Bruce,  8vo Parker  Soe,  ...184a 

-  {T.J.)  Impressions  of  West  Africa  and  its  Climate,  post  8vo,  8<  M Longman  1858 

Narrative  of  the  Exploration  of  Niger,  Ac,  16mo,  2s  6d Longman  1855 

Ten  Tears'  Wanderings  among  the  Ethiopians,  8to,  lis  HurttAB,    ...1861 

— {W.)  Plain  DiBCOurses  on  the  Catechism,  8ro,  KStid Hayward  184a 

--  Spirit  of  Masonry,  Notes  by  Dr.  Oliver,  12mo,  7a  6d Spencer 1843 


-iW.N.)  Brigade  Drill,  8vo,  new  edit.,  fo    ParhtTASon...i%f»% 

—  Treatise  on  Dog  Breaking,  new  edit,  12mo,  9«     Murray  1856 


Hutchison  (A.B.)  Monograph  of  the  History  of  St.  Mary's  Ch.,  Callington,  4to,  5s...  Matters 1861 

(0.)  Treatise  on  Meteorological  Phenomena,  8vo,  16« Orr ...1836 

(M.J.)  Treatise  on  Music,  12mo,  2t  6d    JL  WHU 1847 

•  (W.P.)  Sermons  to  Children,  16mo,  la /.  H.  Jackton    1853 


Huttmann's  Jeypoor  State  Trials,  8vo,  15«    Royston 1838 

Hutton  (CAa.)  Arithmetic,  by  Ingram,  12mo,  2«  6(2    Simpkin 1849 

and  Book-keeping,  by  Maynard,  19th  edit.,  12mo,  8»    ...  Whittaker 184a 

Book-keeping,  by  Ingram  and  Trotter,  12mo,  2s Simpkin 1845 

— — Mathematical  Tables,  by  Gregory,  roy.  8vo,  18»,  1849;  new  ed.,  12s  WhiUaker 185;$ 

.  Mathematics,  by  Davies,  2  v.  8vo,  24« ;  Key  to,  8vo,  24s ^^hiUaker 1840 

Rutherford,  8vo,  16$,  1846;  12« Tegg  1856 

Key  to,  byHickie,  8vo,  7»   Tegg 1849 


•Measurer,  12mo,  6*;  Key  to,  Bt  WkUtaker 1850 

-  Recreations  in  Mathematics,  by  Riddle,  8vo,  12s    Tegg  1840 

-  Ruled  Books  for  Book-keeping,  S.  &  D.  Entry,  folio,  sd.,  each  25 Simpkin 1851 


-(i'.iZ.)  Sermons,  8vo,  10s  6d RivingUm  1836 

(O.WS  Manual  of  Arithmetic,  new  edit.,  12mo,  Z$6d  FeUowes     1854 

-  (iTm.)  Lectures  on  the  English  Liturgy,  12mo,  4s  H.Bohn    '1848 

—  (H.)  Fall  of  Babylon,  a  Sacred  Musical  Drama,  4to,  2s ...   WhiUaker 1842 

-  Pollie*s  Anatomie,  Satyres,  1619,  post  8vo  Percy  Soe. n.  d. 


■  (ffvgh)  Book  of  Private  Devotions,  82mo,  2s    Smal^fidd 1839 

Gathered  Leaves  of  Many  Seasons,  post  8vo,  78  6d Whi^ld 1858 


'(If.E.)  Principia  Gnsca  :  an  Introduction  to  Greek,  2nd  edit.,  12mo,  Ss Murray x86o 

-  (Jaa.)  A  Hundred  Years  Ago,  a  Sketch,  1755  to  1756,  post  8vo,  10s  6d Longman  1857 

■  Account  of  the  Thugs  and  Dacoits  of  India,  post  8vo,  5s   Allen  A  Co.  ...1857 

-Memoirs  of,  by  Daniel  Benham,  post  8vo,  7s  6<2 Hamilton  1856 


(Jos.)  Devotional  Exereises,  revised  by  his  Son,  post  8vo,  Ss  6d  Whi^eld  i860 

Personal  Duties  and  Social  Relations:  Discourses,  cr.  8vo,  7s  6<i  Whiifield  1861 


—  (ilt-c/l6.3f.)  Correspondence,  8vo,  15*  (Surtees  Societj)  Whittaker 1849 

(R.ff.)  Incarnation  and  Principles  of  Evidence,  post  8vo,  Is MacmiUan   ...1862 

(i2.i\r.)  Five  Years  in  the  Bast,  2  V.  post  8vo,  21«  Longman  1847 

• Jealousy,  a  Novel,  8  v.  post  8vo,  81s  6d NetAy    1848 

Recollections  of  Rugby,  12mo,  586d    Hamilton  1848 

(r.)  Water  Colour  Without  a  Master,  4to,  15« Reepe 1855 

— —  (Tho.)  Chronology  of  Creation;  or.  Geology  &Smpture,8vo,  15s,' 50;  2e.,10s6(i  Allen  d:Co.  ...i860 

' Consummation,  cr.  8vo,  7s  6(i   AlUmkCo.   ...i860 

Israel,  Past,  Present,  &  Puture,12mo,5«,Zram«2toff,'56;  2  e.,12mo,8s6€2  AllentkCo,  ...i860 


'  (Wm.)  Canada  :  its  Present  Condition,  &c.,  12mo,  Is,  1854  ;  new  edit.,  Is  6d  Stanford    1857 

'  History  of  Birmingham,  8vo,  78  6d Farington 1851 

...       .....        .. _.        ........  ff,Bohn:.., 


Life,  with  Extracts  from  his  Works,  12mo,  2s,  Knight;  Is  64 H.Bohn: 1841 

— — —  Trip  to  Coatham  and  Redcar,  18mo,  Is  6rf  Simpkin 1848 

(IF.i>.)  Tribute  of  Song,  12mo,  8s HaUkard  1841 

Hux  (/i{.)  Mirror  of  France  and  Belgium,  18mo,  28  %d Hardwicke 1854 

Huxham  (/no.)  System  of  Short-hand,  12mo,  2s Hamilton  1856 

Huxley's  Oceanic  Hydrozoa,  imp.  4to,  dls  6(2   Ray  Soe n.  rf. 

Huxtable  (Bdg.)  Ministry  of  St.  John  the  Baptist,  8yo,  4s  6d  Parker t^ Son... 1^4.9 

■  Sacred  Record  of  Creation  Vindicated  and  Explained,  8vo,  5s   Saunders  A  O,  1861 

Sermons  preached  at  Wells,  12roo,  4s  6rf Parker  A  Son...  i9  $4, 

Huyghue  (D.S.)  Nomades  of  the  West ;  or,  Ellen  Clayton,  8  v.  post  8vo,  31s  6d Bentley i8;o 

Huythe  (J  ttiia)  Bible  Stories  of  Animals,  16mo,  2» Grant  AG. 1855 

Uiuailia,  Poems  of  the,  translated  by  Ros^arten,  V.  1,  8vo Or,Tr.Fund...n.d, 
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HT-Fiachraieh  Distriety  Tri1)es,  and  Castoms  of,  edit.  O^Donovan,  15s  In'ah  Areh,Soc. 

Hj-Many,  Districi  of,  Tribes  and  CastomB,  edit^  O^Donovan,  12<  JrUh  ArcK.Soc, 

Hyidnth  O'Gara,  and  other  Tales,  12mo,  fie Simpkin 

Hjam  {Hd.)  Candidate  for  FaTonr  :  Poetry  and  Prose,  post  8to,  5< Whittaker 

H jde  (/.)  Monnonism,  its  Leaders  and  Designs,  12mo,  68  6d .*. New  York 

—  (/.r.)  Beinentazy  Principles  of  Fortification,  roy.  Syo,  10»  6d Allen  d:  Co,    ... 

-Principles  of  Gunnery,  roy.  8vo,  12s,  x86i  ;  2nd  edit.,  14t  Allen  A  Co,  ... 


—  {Mrs.)  How  to  Win  our  Workers  :  Leeds  Sewinj:  School,  12mo,  IsQd  MacmUlan 

Hjder  Jong  Bahadoor ;  Basy  Method  of  acquiring  Hindustani,  12mo,  fit Madden 

Naik,  History  of,  translated  by  Colonel  Miles,  8vo,  16«  Or.  Tra,  Fund  \ 

Shah,  a/tas  Hyder  Ali  Khan  Bahadur,  History  of ,  roy.  8yo,  lis Thacker 

Hydropathy,  new  edit.,  8to,  2j Strange 

HyltoQ  House,  a  NotcI,  by  Author  of  Henpecked  Husband,  S  v.  post  8to,  31«  6(i  ...  Newby    

HjiD«n  {Jokn)  Theory  of  Algebraical  Equations,  new  edit.,  8to,  9«  6(i BeUA  Daldy... 

-Af^nomy,  8to,  lis Whittaker 


Treatise  on  AnalytiaJ  Geometry  of  Three  Dimensions,  8vo,  10s  6d,..   Whittaker  . 

Conic  Sections,  8vo,  ts  6d,  1837  ;  new  edit.,  9s Whittaker  . 

Differential  Equations,  new  edit.,  8to,  12j Longman  . 

Integral  Calculus,  8vo,  10«  M Whittaker  . 

Plane  and  Spherical  Trigonometry,  new  edit,  8vo,  8t  td    Longman  . 

Spherical  Trigonometry,  8to,  2s  6d WhiUaker  . 


Hjnmof  Praise  for  All  Nations,  a  Sacred  Cantata  for  Four  Voices,  folio,  7s  6d    Novello 

Hymnal  for  English  Church,  Srd  edit.,  Svo,  Is,  Mozley,  1857;  Services,  12mo,  Is...  RivingUm  

Noted  ;  Words  to  ditto  ;  Harmonies  to  ditto,  8  Parts   BccltsioL  Soe... 

Hmnale  secundum  Usum  Insignis  ac  PrseclarsB  Bcclesite  SarisburiensiB,  24mo,  8«  6d    J.H.AJ,ParktT 

Hjoinarium  Anglieanum  ;  or,  Ancient  Hymns  of  the  Anglican  Church,  18mo,  2s   ...  Hivington  

Anglo-Saxon  from  Durham  MSS.,  11th  Century,  8vo,  18* Surtees  Soc 

Sarisburiense,  cum  Bubricis  et  Notis  Musicis,  Pt.  1,  post  870,  6« /.  Darling 

Hfoui  Eeelesis  e  Breviaris  Paris,  edidit  Newman   24mo,  2s  6d RivingUm  

>  translated  by  I.  Williams,  18mo,  fis Riviugton 


Hjmnomra  Latinorum  Delectus,  Pars  Prima,  Is  Rivington  

HijmDs  Adapted  to  the  Church  Services  throughout  the  Christ.  Year,  2nd  ed.,18mo,ls  Simpkin 

Ancient  and  Modem,  12mo, fid;  18mo,10d ;  with  Tunes,sq.cr.8vo,ls  2di  3s  6d  Novello  

and  Antiiems,  with  Music  used  at  St.  Saviour's,  Leeds,  fis Masters 

Canticles  of  the  Church  Service  Noted  with  Music  by  Pittinan,8vo,  2s  6d  BeUA  Daldy... 

of  England,  pointed  for  Chaunting,  Svo,  Is Longman 
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1  Too,  and  other  Poems,  by  Beekebub,  12mo,  Is  9<2  JfamNin 1857 


Pictnies,  with  16  Coloured  Pictures,  obi.  4to,  is Soc.P.C.K,   ... 

■ Poetry  for  Infant  Schools  and  Families,  new  edit,  12mo,  8s Chroombridge  ... 

Sacred  Songs,  by  Alexander  Hume,  4to RannaiyneClvb 

• — : for  Sunday  Schools,  &c.,  32mo,  Is Hamilton 

Scenes  of  Childhood ;  or,  a  Sponsor's  Gift,  2nd  edit,  18mo,  2i  6d  Masters 

'. Sketches  in  Verse,  16mo,  is  id Harvey  

Spiritual  SongB  Selected  for  the  Little  Flock,  12mo,  3s  6(2;  fp.  Svo,  Is  6c2  Groombridge ... 

nioughts  for  the  Sick  and  Lonely,  by  a  Lady,  new  edit,  ISmo,  2s  M...  Nisbet 

— — Book  for  Services  of  Church  of  England,  ISmo,  Is  6d   Oroombridge  ... 

Fitted  to  the  Order  of  Common  Prayer,  18mo,  lOd ;  with  Supplement,  Is  2d  Hamilton  

for  all  Seasons,  ISmo,  Is  6d Seeley 

a  Week,  by  a  Lady,  ISmo,  Is  Booth 

Chureb  Services,  arranged  according  to  the  Creed,  ISmo,  Is  6d  Modey  

■ '  Household  of  Faith  and  Lays  of  the  Better  Land,  cr.  Svo,  6s Wertheim 

— ■ — -  Invalids ;  or,  Spiritual  Songs  for  the  Season  of  Sickness,  ISmo,  2s  6c£ Rel.  Tract  Soe. 

— ■ Little  Children,  ed.  by  Eeble,lSmo,ls;  Svo,illust.,Ss6c{;  with  Music,  3s6c{  Masters 

Private  Use,  large  type,  aquarj  Svo,  2s  Seeley 

Public  Worship  of  the  Church,  fcap.  Svo,  Is,  Masters,  1849  »  82mo,  Is  ...  Simpkin 

•  and  Private  Devotion,  ISmo,  2s6d;  Svo,  fis   Hatchard 


the  Chureh  of  England,  ISmo,  Is  6d,  1858  ;  post  Svo,  4s  6d Longman 

Militant,  new  edit,  12mo,  ^s   Nisbet 

of  God,  ISmo,  Is  6rf HovlsUm 


•  Week  and  for  the  Seasons,  12mo,  4s J.HJtJ.Parker 


'  from  the  Land  of  Luther,  square  16mo,  3s,  1854  ;  large  edit,  6s  Hamilton 

of  the  A«es,  fcap.  4to,  Ss  6d    ..., Boston,U.S. 

Church,  pointed  as  they  are  to  be  Sung  or  Chanted,  fcap.  Svo,  2s Bums 

•  Eastern  Church,  translated  by  Neale,  82mo,  2s  6(2 Hayes 


selected  for  Public  or  Private  Use,  32mo,  2s Bums. 

tnmdaied  from  tha  Welsh  by  Llewelyn,  fcap.  Svo,  Is    Pickering  

■ with  Scriptural  References,  ISmo,  2s  J.P.Shaw 

' Tunes,  for  Invalids,  12mo,  2s  6c£ Rel.  Tract  Soc, 

Public  and  Private  Worship,  12mo,  8s  6<i Bell  A  Daldy... 

Hjperides,  Funeral  Oration  over  Leoethenes,  by  Babington,  folio,  15s,  '58  ;  Svo, 3s  6(2  Bell tk  Daldy... 

Oration  against  Demosthenes,  Gr.  and  Eng.  Notes  by  Babington,  4to,  6s  6<2  Parker  d;  Son  . 

Hyponoia;  or,  Thou^ts  on  the  Apocalypse,  roy.  Svo,  ISs Wiley 

Hjtehe(^./.)  Stray  Thoughts  in  Prose  and  Verse,  fcap.  Svo,  2s  6d  Darton  
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I  Watched  the  Heavens,  12mo,  2f  6(2  SaundemkO.  it^i 

I  Won't  and  I  WUl,  by  the  Author  of  Our  Children,  4to,  UM Tefj^  1858 

Ibbenon  {Oeo.)  Woollen  Kannfactorer's  and  Orerlooker^e  Guide,  new  edit,  Ifimo,  S0  Simpkin 1856 

Ibbetflon  {D.J.ff.)  Rule  for  Aeoertaining  Alterations  in  Gradients,  fcc.,  8vo,  2t  ...     Weale 1847 

m  -  (JJI.)  Inyentioir  for  Protection  against  Forgery,  Svo,  10«  6d Sitnpkin 1850 

Specimens  in  Eccentric  Cirenlar  Taming,  8vo,  20«,'4o;8rded.,  12t  Simpkin 1851 


{L.B.)  Notes  on  the  Geology  of  the  Isle  of  Wight^  8to,  7$  6d Van  Vooni  ....1849 

Ibbotson  {H,  W.)  Legal  Prompter  ;  or,  Statute  Indicator,  fcap.  6yo,  St    Lmgman   i860 

Ibis,  a  Mapudne  of  General  Ornithology,  edited  by  P.  L.  ScUter,  8to,  26«  TrObner 1861 

Ibn  Khallikan,  Biographical  Dictionary,  transL  by  D.  Slane,  8  t.  4to  Or.  TransL  Fd.  n.d. 

I braheem  (Af.Af.)  Perrian  Grammar,  imp.  8yo,  2I« AUenAOo.  ...1841 

Iconographio  Encyclopaedia  of  Science,  4  ▼.  870,  and  plates,  2  v.  4to,  12^-red.to  W9«  New  York t8$x 

Icon  Poems,  Sibylline  Leayes  from  Icon,  and  other  Poems,  foap.  8yo,  2tM Manwariwff  ...1861 

Ida  May,  a  Story  of  Things  Actual  and  Possible,  new  edit.,  illust.,  fcap.,  1$  M Simpkin 1855 

or.  Last  Struggles  of  the  Welsh  for  Independence,  cr.  8to,  6a  6d  Whittaker 185^ 

Ide((7.£.)  Power  of  Kindness,  a  Story,  12mo,  U  6rf Ntbom    1854 

IdiomatictJ  Sentences  in  English,  Hindostanee,  Persian,  &e.,  folio,  SOt  SmiihA  Eldtr  1844 

Idler^s  Progress,  illustrated  in  Life  of  a  German  Nobleman,  sm.  4to,  2«  6d Tegg  1854 

Idol  Child,  addressed  to  Mothers,  18mo,  1< W<!trd 1849 

Idolatry  of  the  Church  of  Rome,  disousaed  by  Comberbach  and  Missing,  12mo,  Is  ...  Nisbet  1838 

Idols  of  the  Heart,  a  Tale,  by  A.  L.  0.  B.,  12mo,  8t  6d NeUon   1859 

lerson  (Hen.)  Lectures  on  the  Divine  Kingdom  of  Nature,  post  8yo,  28  6d  /.  Chapman  ...1856 

Ifflaud  (A.W.)  Das  Gewissen,  a  Tragedy,  by  J.  W.  Fraedersdorff,  cr.  6to,  28  6d Willianu  dt  iV.  1860 

Iggleeden  (TT.)  Poetical  Miscellanea,  Svo,  iaSd  Skeffiiu/Um 1858 

Ignatius  (St.)  Epistles  (Corpus  Ignatianum) ,  by  Cureton,  roy.  8to,  Zl8  6d  RivingUm  1 849 

■ Syriac  and  English,  with  Notes  by  Cureton,  8to,  IOs  Get JUrinf/ton 1845 

■■  Clement  and  Polycarp,  EpisUea,  transl.  by  Chevallier,  8vo,  1 2s RivingUm 18  51 

Ihne  (W.)  Short  Latin  SynUx,  with  Exercises  and  Vocabulary,  12mo,  8<  6<2  WiUiamt  Jt  N.  1861 

—  (W  j')  Researches  into  History  of  the  Roman  Constitution,  8to,  7s  6d Pickering 1853 

Ikhwanu-S-Safa,  transl.  into  Hind(UtanI,  new  edit.,  rsTised,  roy.  8to,  128  6d    AlUn  dsCo 1861 

Ikin  (A,)  History,  Topography,  and  Statistics  of  Texas,  18mo,  8< Skeryoood  1841 

(H.)  Leicester  Prise  Essays  on  Sunday  Amusements,  8to,  Is  6d  Hamilton 1857 

Iliff  (Prtd,)  Plea  for  Revisal  of  Translation  of  the  Bible  of  I6Il,*po8t  Sro,  8«  Bagiter 1857 

Ilkeston  (J2. if.)  Sermons,  12mo,  5s  HandUon 1836 

Illinois  as  It  Is  ;  its  History,  Geography,  Statistics,  ^,  cr.  8to,  9s Chicago 1857 

Illuminated  Book  of  Christmas  Carols,  sq.  I2mo,  25s,  X846 — ^red.  to  I5< H.  Bohn 1846 

Calendar.Hoursof  Dukeof  Aniou,  imp.8To,42s,Zoii$rmaA,*46 — ^red.  to  15s  J7.  Bohn  1849 

Illustrated  Book  of  French  Songs,  Fr.  and  Eng.,  edit,  by  Oxenford,  post  8to,  8s  6d .   Ward  A  Lock  .1856 

,  Songs  for  Children,  square,  5s,  1850— red.  to  Si  6(i  Orr  1854 

Catalogue  of  the  Dublin  Exhibition,  4to,  lOs    HaU  1853 

.-^ Christian  Tear  ;  LiTes  of  Saints,  6  parts,  4to,  each  2s    Bwm8    1848 

...^ Commentary  on  the  Bible,  new  edit.,  5  v.  post  8to,  each  7s  6d Knight  1844 

- . .  Ditties  of  the  Olden  Time,  4to,  14s,  fio^we— red.  5f   H.  Bohn  1854 

Exhibitor  and  Magasine  of  Art,  imp.  8vo,  7«  6d  Ca88eU  1852 

Family  Bible,  new  edit.,  edited  by  Dr.  Kitto,  2  r.  4to,  25s Chambera 1855 

Handbook  to  London  and  its  EuTirons,  postSro,  Is WarddfLodt...iS^^ 


Inventor,  foUo,  18s OJke 185S 

JuTshlle  Keepsake,  12mo,  Is  6d  (AnntMl)    Dean    1840-50 

. Miscellany,  12mo,  Is    CundaU 1847 

. Literature  of  all  Nations,  4to,  10s ChrkeACo.  ...1853 

London  Drawing-Book,  8vo,  2  Parts,  each  2s WardALock  .1852 

-— of  PhMStical  Geometry,  4to,  Is  Herbert 1858 


m Instructor,  8vo,  2s Ingram 1850 

, Library,  sss  Appendix  ;  Family  Norelist,  see  Appendix. 

.. ^  Reading  Book,  8to,  2s  Johnaon 1850 

Spelling  Book,  new  edit.,  8to,  Is;  cold.  2s     Johnson 1856 

^ —  Magasine  of  Art,  8  r.  imp.  8yo,  each  8f  6d  CasteU 1854 

Military  Handbook,  12mo,  Is J7.  (?.  Cb«ms...  1855 

Musical  Almanac,  1847,  folio,  2s  W Hvrtt 1846 

New  Testament,  120  EngraTings,  4to»  5s  Ingram n.  d. 

_. Soripture  Library:  History  of  Jomph  ;  Tabernacle  ;  sm.  4to,  each  Is CasteU 1852 

Sunday  Volume,  post  8to,  7s  6d O.  Cox 1850 

Vocabulary  for  Use  of  Deaf  and  Dumb,  4000  Woodcuts,  4to,  42s  Hamilton  1857 

Webster  Reader,  Is  W Ward  A  Lock    1862 

—  Spelling,  Is WardSLods    1862 


Year  Book  of  Wonders,  Events,  &c.,  12mo,  5s A.  HaU 1850 

lUustmtions  of  Ancient  State  and  Chivalry,  4to  BoyAurghtClnb  n  d. 

..  Chapel  of  St.  Anthony  the  Eremite,  Perthshire,  folio,  60s    Colnagki  1 8 50 

^ — Cheveley  Church,  by  John  Pairlie,  folio,  21s  Jennings   1851 

^ Church  Doctrines,  Principles,  and  Practice,  12mo,  5s    Pickering 1840 

.  Corporal  and  Spiritual  Works  of  Mercy,  obL  4to,  20«  ;  am.  4to,  10s  6d  Dolman 1840 

,  Eating,  displaying  Omnivorous  Character  of  Man,  1 2mo,  2f J.  B.  Smith    ...1846 

■  German  Poetry,  with  Notes,  12mo,  6s Simpkin 1850 

■  History,  fcc.,  of  the  Thugs  of  India,  8vo,  15s  Allen  A  Co 1837 
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Illoftntioiifl  of  Nattuml  Philosophy,  after  Oken'e  Claasificatioo,  oUong,  U6d Afyen 1858 

Orchldaceoofl  Plants,  by  Moore,  roy.  8vo,  70« Willit    1857 

Scripture,  by  an  Animal  Painter,  Notes  by  a  Naturalist,  4to,  i2i Hamilton  1854 

the  Parables,  by  A.  L.  0.  B.,  fcap.  Bvo,  U  W ffouUton    1861 

Royal  Progress  to  Scotland  in  1842,  4to,  31«  6d— red.  to  df H.  Bohn    184^ 

>  Westminster  New  Palace,  imp.  4to,  32«   WarringUm  ...1848 

■ Zoology,  by  Various  Authon,  imp.  4to,  Zl§  (ki  Grifin    1851 

lUnstrioos  Men,  their  Noble  Deeds,  Discoveries  and  Attainments,  fcap.  8to,  8«  6<2  ...  J(u.Blaekwood  1861 

Women  who  Distinguished  Themselves  for  Virtue,  Hety,  &c,  fp.  8vo,  8s  6d  Jcu.  BUickwood  1861 

lUlejr  {C.P,)  Porept  and  Shore  :  Legends  of  the  Pine-tree  State,  or.  8vo,  6s  ^d  Boston,  U.8,  ...1856 

Imagination,  a  Poem,  by  Spero,  12mo,  53 Bogue    1850 

Imagiostiotts  and  Imitations,  by  **Hope,"  square  Svo,  14i OUivier 1846 

IiDesoa(H^.Il)  Chronology  Self -suggestive,  8  vo.  Is  6c/    Longman  1851 

Ideatypics  ;  or,  an  Art  of  Memory,  12mo,  it Simpkin 1844 

Language  of  the  English ;  or,  the  Grammarian's  Text-Book,  1 2mo,  Is  dd  Simpkin 1 846 

Imitations  of  the  Satires  of  Boileau,  post  8vo,  ds   Hope 1854 

Imlsb  (/no.)  Poems  and  Songs,  12mo,  5« Chtnningham...  1^4,1 

Immsterialiam  of  the  Universe  Fully  and  Newly  Demonstrated,  8vo,  10s ChurektU  1848 

Immortality,  a  Poem,  post  8vo,  8s Heame 1839 

Immortelles,  from  Charles  Dickens,  by  Ich,  post  8vo,  6s /.  Moaeon  1856 

Impending  Dangers  of  England,  2nd  edit.,  8vo,  2s  6<{ Hardwicke    ...i860 

Impsrial  British  Calendar,  12mo,  5s,  with  Index  and  Comp.,  9s    Vamham  .^.Annual 

Family  Bible,  folio,  plates,  7/ Blackie 1844 

Gallery  of  Natural  History  :  Quadrupeds  and  Birds,  roy.  8to,  Is  6d Piper 1857 

LBpej(5»r£'.)  Memoirs  of  ;  Anecdotes  of  his  Contemporaries,  &c.,  8vo,  15s   Simpkin 1846 

(^.fi.)  Illustrations  of  German  Poetry,  12mo,  6s Simpkin 1849 

{W.J,)  General  Stamp  Act,  55  Qeo.  IIL,  with  Notes,  12mo,  7s  %d  Pkeney 1839 

Importance  of  Literature  to  Men  of  Business,  post  8vo,  5s Oriffin    185a 

Inportsat  Truths  in  Simple  Verse,  new  edit.,  12mo,  Is  6<£ Partridge 1847 

Impostor,  a  Novel,  by  the  Author  of  Anti-Coningsby,  8  v.  post  8?o,  Sis  6d Neteby     1845 

Impreadotts,  Iec,  during  Two  Tears  in  France  and  Switzerland,  roy.  8vo,  Ss   Varnham  184a 

Improved  System  of  Farm  Book-keeping,  new  edit.,  8vo,  5s Longman  1852 

lany  (/»o.)  Steam-Engine  and  its  Application,  post  8 vo,  2s HouUtan    1857 

TreAtiae  on  Practical  Mechanics,  post  8vo,  Is  6<i    Orr    1856 

(/.^.)  Pilotage  Bates  and  Regulations,  8vo,  6s Jmrayds  Son.,.iSsS 

—  (Keitk)  CydopsBdia  of  Popular  Medicine,  8vo,  18s,  184a— red.  to  15s Simpiin 1843 

Inrie  ( ffjR.)  Parent's  Dental  Guide,  12mo,  5s  ;  3rd  edit.,  12mo,  U  6d  Churchill  1841 

In  the  Woods  with  Bryant,  Longfellow,  and  Halleck,  from  Drawings  by  Hows,  8vo,  12f  Lovf   i86s 

issQgnntion  of  the  New  College  of  the  Free  Church,  post  8vo,  Ss  ;  fine  paper,  5s  ...  JohnttoneJt  H.iS$i 

WnsteOne,  a  Poem,  poet  8vo,  5s Ward 1838 

I«e  (ffm.)  Wonders  of  the  World  in  Nature  and  Art,  sm.  4to,  10s /.  Qilbert 184a 

-{ff.)  Outlines  of  Arithmetic,  General  Knowledge,  Geography,  n.e.,  18mo,  ea.ls  Kent  x86i 

-~ — • History:  England,  France,  Greece,  18mo,  each  Is  Kent  1861 

ai»<2  Gilbert  (/.)  English  History,  12mo,  3s6c{;  with  Maps,  4s Kent  i860 

—  (ff.B.)  Trustee  Act»  1850-52,  Systematic  Arrangement  of,  12mo,  5s    Stevens  A  N,...i%s% 

iKhbtld  (Jfrs.)  Simple  Story,  new  edit.,  8vo,  2i^W.  Smith^iZ^o;  12mo,  Is  ^mms  <fr  if....  1851 

' and  Nature  and  Art,  12mo,  8s  6rf BentUy  1849 

loeidents  in  the  Life  of  a  Slave  Girl,  written  by  Herself,  12mo,  Is  Hodeon i86a 

' of  the  Apostolic  Age  in  Britain,  fcap.  8vo,  6s Pickering 1844 

' —  Travels  in  Egypt,  Arabia-P^trea,  Jcc.,  by  an  American,  2  v.  12mo,  15s.  Hodeon 1837 

I&fledofl  {C.  V.)  TaunuB  ;  or,  Doings  and  Undoings,  8vo,  10s  6d  Bladk 1837 

iMomeTasAct,  8vo,  Is Oilberi  X84S 

Tables  at  One  View,  by  Dallenger,  8vo,  Is  Simpkin 184a 

with  Index,  &c.,  18mo,  2s  6ci    Richardi  184a 

Innmplete  Conversions ;  or.  One  Thing  Thou  Lackeat,  18mo,  Is  6d Nitbet 184a 

Indecision,  a  Tale  Founded  on  Factfl|,  16mo,  Is  6d  Darton 1839 

Inderwick  {P. A.)  Divorce  and  Matrimonial  Causes  Acts,  with  Rules,  Jcc.,  8vo,  6s  ...  MaxweU    i86a 

lodestractible  Alphabet  and  Primer,  illust,  square,  each  Is Addeg   1851 

^ Lesson  Book,  90  Pictures,  8vo,  5s Addeg   1851 

lecture  Lesson  Book,  printed  on  cloth,  16mo,  2s  6<i   ZO10   1856 

— • Pleasure  Books,  2  series,  16mo,  each  5s   Addeg   1852-6 

Index  Joridieua  ;  or,  Scottish  Law  List  for  1848,  12mo,  5s  6d Sweet 1848 

* libroram  Expurgatorius  Vat,  ed.  Gibbings,  12mo,  12s  6c2,  iZtvin^ton^r.  to  5s  H,Bohn 1837 

-of  Literary  Extracts,  arranged  in  an  improved  Form,  12mo,  2s Piper 1856 

Patento  granted  in  England,  Dec.  1845  to  Dec.  1850,  8vo,  10s  6d   Macintosh 1851 

-toCurrent^terature  for  1859-61,  roy.  8vo,  half-mor.,  I5s  6d  Low  x86i 

Maps,  published  by  the  Useful  Knowledge  Society,  8vo,  5s Knight  1844 

Persons,  Places,  and  Subjects  in  Holy  Scriptures,  18mo,  Is  6d   Eyre  185a 

Subjects  treated  in  the  Reviews,  &c.,  8vo,  7«  6ci J.Chapnum  ...1848 

the  Holy  Scriptures,  32mo,  Is;  bound.  Is  6d  Bagster ..1845 

India  and  the  East  India  Company:  Account  of  Hindostan,  18mo,  Is  Simpkin 1858 

China,  fcc,  illustrated,  new  edit.,  2  v.  4to,  42s Publishing  Co.  1861 

Communication  with  through  Egypt,  8yOy  7s  6d SmiihdtElder  1847 

- — -  Examination  Fftpers  for  the  Civil  Service,  folio,  2s  Qd  Stanford   x86o 

Further  Examination  Papers,  folio.  Is  6e{   Stafford   i860 

8  a 
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India  in  the  15t1i  Gentnry,  firom  Latin,  Persian,  &c.,  Sonrcee,  edited  by  Major,  8to...  HaJduyl  50C...1S58 

—  Pictorial,  Descriptive,  and  Historical,  post  8yo,  58 Jf.Bokn 1854 

Indian  Army  and  Civil  Service  last^  January  and  July,  12mo,  6s  each AlUnd:  Oo.    ...Ann. 

.. Fables,  from  the  Sanskrit  of  the  Hitopadexa,  by  Jacomb,  4to,  42s    Day   1862 

. ^  Railways,  and  their  probable  Results,  8vo,  10s  6(2  Newby    1848 

Religions;  or.  Results  of  the  Mysterious  Buddhism,  post  Svo,  7s  6<2 Newhy    1858 

' Sketches,  taken  during  an  Expedition  to  the  Pawnee  Tribes,  &c.,  sm.  Svo^  14s  Murray 1835 

Indians  of  North  America  Described,  16mo,  4s,  1843  i  ^^^  edit.,  ds JRd.  Tract Soe.  1853 

Indigo  and  its  Enemies  ;  or.  Facts  on  Both  Sides,  by  Delta,  Is Ridgway    i86x 

Indispensable  Handy  Books,  fcap.  Svo,  each  Is    WardiSeLoek    1861 

1.  Marine  Botany.     2.  Ferns  and  Mosses.     8.  Ghuxlening.     4.  Wild  Flowers. 

In-door  and  Out-door  Qames  for  Boys  and  Qirls,  roy.  16mo,  5s Ja».Blaekwood  i860 

Ihdustrial  Libbabt,  12mo  (Complete  Set,  42s),  viz. :—  HouUUm   

Baker,  Is.     Banker's  Clerk,  2s.     Bee-Keeper,  Is.     Butler,  Is.     Carver  and 
Gilder,  Is.     Chemist  and  Druggist,  Is.     Clerk,  Is  6d.     Confectioner,  Is  Cd. 
Cook,  2s  6(2.     Cooper,  Is.     Cowherd,  Is.     Dairy-Maid,  Is.     Dress  Maker, 
Is.      Farm  Baili£f,   Is  6<2.      Farrier,  Is.     Footman,   Is.     Qardener,   Is  6d, 
Qovemess,  2s  6d.     Groom,  2s.    House-Maid,  Is.    Joiner,  Is.    Lady's- Maid,  Is. 
Laundry-Maid,  Is.     Maid  of  All- Work,  Is.     Miller,  Is.     Nurse,  Is.     Nursery- 
Maid,  Is.     Ploughman,  Is.     Poultry-Maid,  Is.     Plumber,  &c,  Is.     Printer, 
Is.    Shepherd,  Is.     Shoemaker,  2s.     Tailor,  Is.     Yamisher,  2s. 

Industrial  and  Social  Position  of  Women,  post  8vo,  10s  6d 0%apjita»^^.i8$7 

, Schools  the  Means  for  Decreasing  Juvenile  Crime,  12mo,  Ss  Qd Ma»ten 1853 

Industrious  Classes  of  Sheffield,  roy.  8to,  6s  6d  Longman  1839 

Industry  of  Nations,  as  Exemplified  in  the  Exhibition,  1851,  post  8 vo,  6s  Soc.P.C.K,  ...1852 

Inett  (/.)  Manual  of  Private  and  Domestic  Prayer,  by  Giyll,  18mo,  2s  6£l  Tredddtr  1861 

Origines  AngUcanae,  by  Griffiths,  new  edit.,  8  t.  8vo,31s  6d J,H.ibJ.Park«ri%s^ 

Ines,  a  Tale  of  the  Alamo,  cr.  8to,  6s  6d Lew   1855 

or,  the  Siege  of  San  Sebastian,  12mo,  2s    OriJUhtkF.  ...1858 

InfalliUe  Way  to  Contentment  in  the  Midst  of  Calamities,  18mo,  2s Palmer 1849 

Infant  Altar  ;  or,  Hymns  and  Prayers  for  Children,  new  edit.,  square.  Is   ffanUUom  1849 

Annual ;  or,  Mother's  Offering,  1833-36,  16mo,  each  4s  6d  Whdttaker ..  1833-5 

Joy;  or.  Simple  Stories  for  Children,  18mo,  Is    Sttley 1842 

—  Prayers,  16mo,  Is    BtU ds  Daidy... i%^o 

^—  Stories:  To  be  Good  is  to  be  Happy,  18mo,  Is  6d Harvey 1840 

Infantine  Knowledge,  8th  edit.,  16mo,  2s  6d  ;  cold.,  3s  6d    GrantdsO 1853 

Infantry  Manual:  Revised  Pktoon  Exercises,  12mo,  2s  Parker deS4m...i%i\ 

Tactics  for  United  States  Infantry,  32mo,  is%d  New  York 1861 

Infidelity  Silenced  by  the  Testimony  of  Truth,  18mo,  Is  6d  BemuU 1838 

Influence  of  Respect  for  Outward  Things,  12mo,  2s Pox    1843 

or.  The  Evil  Genius,  a  Tale,  new  edit.,  12mo,  3s  6d RouUedyt  1854 

Influenoes;  or,  the  Poor  Man's  Priest,  and  other  Poems,  12mo,  4s  6d   Skefinglon 1862 

Influensa,  Annals  of,  8vo Sydenkawn  Soc,  i%s\ 

Infomacdn  for  Pylgrymes  unto  the  Holy  Londe,  4to RoaAurgheCU  ,n.  d. 

Information  for  Emigrants,  America,  Australia,  lea,  12mo,  2s  ;  sewed.  Is  6d Kent  1848 

_^_^ on  Common  Objects,  for  the  Use  of  Schools,  5th edit.,  fcap.  Svo,  2s  6d...  BomeAOol.Soc.  1Z61 

Ingall  (C)  Tables  for  Ascertaining  the  Value  of  Debentures,  square,  Is Datfies  dt  Co....  1862 

I ngelo w  (if tss)  Tales  of  Orris,  fcap.  8vo,  2s  &d  JBinns i860 

Ingemann  {B.8.)  King  Eric  and  the  Outlaws,  a  Tale,  3  v.  post  8vo,  3ls  6d Longman   1843 

Waldemar,  a  Tale,  8  v.  post  8yo,  81s  6d Saunders  d:0.  1841 

IngersoU  {C.J-)  Second  War  of  United  States  and  England.,  1812>15,  2  t.  Svo,  24«  Phitaddpkia...i%s* 

(E.)  On  the  Writ  of  Habeas  Corpus,  12mo,  Zs  Qd Philadelpkia...iZ^^ 

Ingham  (/.)  National  Chant  Book,  oblong  folio,  21s Rivingtou  1848 

. (iZ.)  Memoir  of,  12mo,  Zs  6d HoubUm    1846 

Ingleby  (CM.)  Complete  View  of  the  Shakspeare  Controyersy,  Svo,  16s NattaU  1861 

. -^ On  the  Perkins  Shakespeare  Fabrications,  12mo,  8s /.  R.  Smith   ...1859 

. — ^ Outlines  of  Theoretical  Logic,  12mo,  3s  6rf    Bell  d:Daldy...t^^6 

m — Stereoscope  Considered  in  Relation  to  Binoeuhu:  Vision,  8to,  Is  WetlUm  1853 

— ->-  (Jno.)  Facts  and  Cases  in  Obstetric  Medicine,  Svo,  9s  Longman  i8j6 

Ingledew  (C7./.)  Ballads  and  Songs  of  Yorkshire,  12mo,  6s Belld:  Daldy...\%6o 

. History  and  Antiquities  of  North  Allerton,  8vo,  15s  ;  large  paper, 24s  BeUds  Daldy...i%^% 

Inglefield  (E.A.)  Summer^s  Search  for  Sir  John  Franklin,  Svo,  14s Harrison  1853 

Inglis  {Dr.)  Phrenological  Observations  on  the  Skull  of  Eugene  Aram,  Is  6d  Simpkin 1838 

Treatise  on  English  Bronchocele,  Svo,  3s  Longman  1838 

^—  {Hen^)  Briar  of  Threave  and  the  Lily  of  Barholro,  square  Svo,  8s Lon^fman  1855 

, Death  Scenes  of  Scottish  Martyrs,  16mo,  6s6d    Hamilton  1858 

. Marican,  and  other  Poems,  Svo,  Ss    Blackvfoods   ...1851 

^—.(H.D.)  Channel  Ishinds  Described,  new  edit.,  post  Svo,  12s   Wkittaker 1840 

. Journey  through  Ireland  in  1834,  5  e.,  p.  Svo,  12s,  Whittaker^''^ — red.  6s  H.Bohn 1838 

, Rambles  in  the  Footsteps  of  Don  Quixote,  post  Svo,  9s Whittaker 1837 

Solitary  Walks  through  Many  Lands,  med.  Svo,  2s  6d    WhiUaker 1837 

Spain  in  1830,  new  edit.,  2  v.  post  Svo,  21s   Whittaker 1839 

Switserland,  South  of  France,  ic,  post  Svo,  10s  6d;  med.  Svo,  3s WkitUUeer 1840 

I    ■  Tales  of  Ardennes,  post  Svo,  Ss  ;  med,  Svo,  Is  Whittaker 1844 
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lDgIu(J7.i>.)  Toar  tbroogh  Nonraj,  Sweden,  and  I>enmark,  8to,  0«,  1835 — red.  itSd  JT,  Bokn  1837 

Tyrol,  ^"itt  »  Glance  at  Bavaria,  new  edit,  post  8vo,  12^ Whittaker 1840 

(Jas.)  Bible  Text  Cyclopaxlia,  cr.  8to,  7«  H  IlanUtony  1861  ;  cr.  8yo,  7«  6d  ...  Jiel, Tract  Sac.,  i96i 

Sabbath  School  and  Bible  Teaching,  12mo,  2a  6d JlouUton   1849 

(Yf.)  Book-Keeping  by  Single  Bntry  (Bdacational  Course),  new  edit,  12mo,  Is  Chambers  1861 

and  Double  Entz7(Bda. Coarse),  n.e.,12mo,l« 6(2  Chambers  1861 

Isgoldaby  (Z)a/toa)  Rubber  of  Life,  12mo,  1«   Ward  d- Lock..  1^$^ 

logoldsby  Letters  on  Beviaion  of  the  Liturgy,  new  edit,  2  t.  8to,  124 Boutledge  186a 

Ingpen  {Abet)  Instructions  for  Preserving  Insects,  18mo,  Ss    W.  Smith 1843 

Manual  for  the  Butterfly  Collector,  ISmo,  1*    Bogue 1849 

iBgiaham  (G,)  Silver  Ship  of  Mexico,  a  Tale  of  the  Spanish  Main,  8to,  Is   Pierce    1849 

{J.A.)  Prince  of  the  House  of  David,  post  8vo,  7s  6d New  York   ....1859 

Throne  of  David,  cr.  8vo,  3s  6d Virtue   i86a 

iDgram  (Alex.)  Blements  of  Algebra,  by  Trotter,  new  edit,  12mo,  Ss  Simpkin 1853 

' Plane  Geometry  and  Trigonometry,  by  Trotter,  1 2mo,  Is  Cd Simpkin 1857 

pnnciplesof  Arithmetic^  18mo,  Is;  Key  to,  2s  6rf  Simpkin 286a 

— — — ~^— >  System  of  Mathematics,  by  Trotter,  n.  e.,  12mo,  is  6d ;  Key  to,  3s  M  Simpkin 1861 

Mensuration,  by  Trotter,  12mo,  2s Simpkin 1859 

(Cka.)  True  Character  of  the  Church  of  BngUnd,  po8t8vo,  5s    Longman  1838 

{Geo.)  Popish  Doctrine  of  Transubstantiation  Refuted,  8vo,  5s   Leslie 1840 

(tf«ii.)  Znleima,  aTaJe,  and  other  Poems,  12mo,  7s  6d J.Gilbert  1846 

IJos.)  Memorials  of  Oxford,  3v.  8vo,  58s;  new  edit,  2  v.  8vo,  80s J.U.d:J.Parkeri%^j 

• i^*0')  Improved  Calculator,  from  Isto  dOs;  roy.  8vo,  16s  Whittaker 1841 

Interest  Tables,  8vo,  3s6rf;  2nd  edit,  8vo,  2s  6d Simpkin 1846 

(R)  Memoir  of,  12mo,  8s  6d   JlouUton   1846 

{T.)  Choral  Class  Book,  new  edit,  8vo,  2s  6d  BelltSe  Daldy...i%si 

Select  Psalm  Tunes  for  Four  Voices,  roy.  8vo,  2s  6(2 Belldh  I>aldg...ii^9 


log  {£dw.)  Abolition  of  Arrest  Act  in  Civil  Actions,  3  &  4  Vict,  12mo,  8s Stevens   1840 

Ingres  (J.  A.)  (Euvres,  gravto  au  Trait  sur  Acier,  par  A.  R6veil,  4to,  42s BarthisdsL.  ...185a 

lagnlph's  Chronicle  of  Croyland  Abbey,  transl.  by  Riley,  post  8vo,  bs H.  Bohn    1854 

loheritaaoe  of  Evil,  a  Tale,  by  Author  of  Use  and  Abuse,  12mo,  3s  6(i   Masters 1849 

Inkersley  (7^.)  Romanesque  and  Pointed  Architecture  in  France,  8vo,  12s Murray 1850 

lamm  (Jaa.)  Formulse,  Ace.,  for  Calculations  on  Plans  of  Ships,  roy.  8vo,  Ss   Birington  1849 

-  Nautical  Tables,  for  British  Seamen,  roy.  8vo,  14s  Bivington  i86a 

-  Navigation  and  Nautical  Astronomy,  roy.  8vo,  7s,  '62;  with  Tables,  20s  Bivington  1858 


{J.W.)  Orioma  the  Reclaimed,  a  Drama,  roy.  8vo,  2s  ^d Simpkin 1858 

{Tko.)  Foundation  for  a  New  Theory  and  Practice  of  Medicine,  2  e.,cr.8vo,10s  Churchill 1861 

Myalgia,  its  Nature,  Causes,  and  Treatment,  2nd  edit,  8vo,  9s Churchill  x86o 

New  Theory  and  Practice  of  Medicine,  post  8vo,  10s   Churchill  i860 

(  fT.  A)  Bssay  on  Symbolic  Colours,  4to,  10s  6d Weale 1845 

Innes  \Cosmo)  Antiquities  of  the  Parishes  of  Scotland,  V.  1  and  2,  4to  BannatyneCl.  .n.  d, 

■  Concerning  some  Scotch  Surnames,  sm.  4to,  5s  Hamilton  i860 

-  Scotland  in  the  Middle  Ages,  8vo,  10s  6d    Hamilton  i860 

Sketches  of  Early  Scotch  History  and  Social  Progress,  8vo^  16s Hamilton  1861 

-  {Geo.)  Sermons  Preached  in  the  Tent  at  Cannobie,  12mo,  5s Hamilton  1849 

'{JSen.)  Natural  History,  with  Notes  from  Popular  Treatises,  8vo,  12s  Lee 185a 

Rhetorical  Chin  Book,  12mo,  Zs  6(/,  Limbird,  '43 ;  new  edit,  3s  Qd    Hodson 185a 


(Jiio.)  Description  of  the  Muscles,  12mo,  7s6d Longman  184a 

(y.C)  A  Week  with  Christ,  Lectures  on  Passion  Week,  12mo,  6s    Wooldridge   ...1854 

— (If.)  Memoir  of,  by  her  Husband,  12mo,  3s  6(2  Hamilton  1844 

{Tko.)  Civil  and  Ecclesiastical  History  of  Scotland,  a.d.  800-1317,  4to Spalding  Club  n.  d. 

•  {Wm.)  Church  in  the  Navy  and  Army,  8  series,  12mo,  ea.  4s  Qd Hamilton  2852 

Food  for  Meditation,  82mo,  8s Hamilton  1845 

Hints  on  Church  Government,  12mo,  Is  6d Houlston    1851 

Political  Economy  of  the  New  Testament,  18mo,  2s  6d Hamilton  1839 

Responsibility;  or.  Improve  your  Abilities,  32mo,  Is    Hyer  1844 

-  Snggestions  for  Thoughtful  but  Sceptical  Minds,  18mo,  Is Houlston  1855 


loni  e  Salmi,  ad  Uso  Dei  Christiani  d'ltalia,  12mo,  5s  Partridge  Je  O.i8so 

lanis  {P.M.)  On  Secondary  Punishments,  8vo,  Is  6c2 Ollivier 1841 

(Tho.)  Treatise  on  Diseases  of  the  Skin,  8vo,  Ss  6d Whittaker 1849 

Izmisfall ;  or,  Irish  Scripture  Reader,  18mo,  2s  6(2  Nisbet    1841 

Inakeeper,  Public-Brewer,  Butler,  Wine  Dealer,  &c.,12mo,  5s Biggs 1850 

laquiry  Concerning  the  Revelation  of  St  John,  published  at  Halle  in  1769,8vo,4s  6d  W.  Allan  1853 

Establishment  of  the  Royal  Academy  of  Arts,  8vo,  3s  6d Ollivier 1850 

the  Causes  of  Moral  Evil,  by  a  Layman,  12mo,  4s Bivington  1856 

Condition- of  the  Industrial  Classes  of  Sheffield,  roy.  8vo»  5s  6d Longman  1839 

Nature  and  Prospects  of  the  Adamite  Race,  8vo,  7s  6d Whittaker 1838 

• Theories 'of  History,  8  vo,  15s    , Allen  d:  Co.   ...186a 

Theology  of  Anglican  Reformation,  byaPriest,  p.  8vo,  6Sf  Piper,  '51;  5s  Hope 1853 

loqniaitioa  and  the  Jesuits,  18mo,  Is  6(f  Bel.  Tract  Soe.  1854 

its  History,  Influences,  and  Effects,  18mo,  Is  dd^W. Allan,  '49  ;  12mo,6s  Ward 1850 

loquisitive  Bee,  and  other  Tales,  18mo,  Is  Caih  1856 

Jack  and  his  Aunt  Mary,  18mo,  2s  6d Jhirtcn  1845 

Inquisitor,  post  8vo,  10s  6d   Macrcne    1836 

Inscription  of  Tiglath  Pileser,  King  of  Assyria,  b.o.  1150,  tr.  by  Sir  H.  Rawlinson,  2s  Parker  dt  Son  .1857 
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InBcriptions  in  Cuneiform  Character,  from  Assyrian  Monuments,  folio,  21«  B.  Hiueum  ...1852 

Insect  Architecture:  Transformations,  Jcc,  8  ▼.  18mo,  ea.  4«6d— red.  to  2«  Sd NaiUUi 1831$ 

■  Changes,  a  First  Lesson  in  Entomology,  12mo,  6$ OriffiikisP.  ...1851 

World:  CUssification  of  Insects,  12mo,  5$  Bogue 1843 

Insects  and  Reptiles,  with  their  Uses  to  Man,  sm.  4to,  2t  dd Darton  1844 

History  of,  S« Rd^TratiSoe,  1853 

Inside  Sebastopol,  and  Experiences  in  the  Camp,  8to,  12s  6d   Chapman  4kJI.ii$6 

Instant  Reckoner,  with  Appendix,  &c.,  18mo,  Is  6d    Lochtood 1859 

Instauratiou,  a  Poem,  by  8.  R.,  12mo,  4« Partridge 1858 

Instinct  and  Reason  Definitely  Separated,  by  Gordonius,  ISmo,  If  6d £.  Wilmm  1852 

Institution  of  the  Lord^s  Supper  as  stated  in  Scripture,  8to,  2$ Seeley 1849 

Institutiones  Pis  ;  or.  Meditations  and  Devotions,  24mo,  7s  EivingUm  1839 

Instructions  and  Prayers  for  Afflicted  Christians,  12mo,  Is Mat/ten 1848 

Regulations  for  Heayy  Ordnance,  12mo,  4s Simpldn 1849 

■  — —  for  Exercises  and  Morements  of  Royal  Horse  Artillery,  1 2mo,  I2a6d...  Cl<neet   1855 

— — — Field  Battery  Exercise,  &c.,  of  ditto,  post  8vo,  6j   Clowes    1836 

Formations  and  MoTemente  of  Cavalry,  12mo,  8s Pat^kerSSon  1851 

•  Young  Girls  in  Household  Matters,  by  a  Lady,  12mo,  Is  M    Parker  dt  Son  1844 

-how  to  possess  Good  Health,  2nd  edit.,  8yo,  Zs  6d LongnMn  184a 

-  in  Brigade  Drill,  for  Infantry,  12mo,  6» Cloves   1854 

—  Etiquette,  for  Ladies,  32mo,  Is,  1852  ;  for  the  Use  of  AU,  18mo,  Is    Simpkin 1847 

the  Art  of  Landscape  Painting  in  Oil  Colours,  12mo,  Is    Winwr  A  N....i%^^ 


Instructive  and  Amusing  Biography,  8  y.  18mo,  7s  6(i    Bums    1843 

Fables,  by  Author  of  the  Week,  new  edit.,  18mo,  Is  W Tegg  1861 

Picture  Book,  V.  1,  Natural  History  of  AnimaL^  fol.,  10s  M BamUUm  1857 

2,  Lessons  from  the  Vegetable  World,  sm.  fol.,  10»  6rf...  HamilUm  1857 

8,  Geographical  Distribution  of  Animals,  sm.  fol.,10s6(<  HamilUm  1859 

Stories  from  Real  Life,  for  Youth,  18mo,  2s Jckiu 1839 

-Tales,  by  Peter  Prattle,  oblong,  6s Dean 1841 


Instructor;  or,  Progressive  Lessons  in  Knowledge,  7  v.  18mo,  each  2s Pari«r<ir^R  183  5-9 

Instrumenta  Eoclesiastiea,  1st  and  2nd  series,  4to,  each  31s 6<i Van  Voorst  li^y-so 

Insurance  Offices  established  since  1845,  Receipts,  Expenditure,  Ice  of ,  3s  6d Pateman   x8$o 

Integrity  ;  or,  the  Artist  Stanton  and  his  Daughters,  12mo,  8s  M Palmer 1849 

InteUeotual  Arithmetic,  with  Key,  18mo,  2s ffodson, 1843 

Observer :  Microscopic  Research  and  Recreative  Science,  Y.  1, 8vo,  7s  6d...  Groombridge  ...1862 

Interdict,  a  Novel,  8  v.  post  8vo,  31s  6d  Boone 1840 

Interesting  and  Sporting  Ballad,  Lord  Dodo  and  Polly  Jones,  obi.,  4s  6d Adcermann   ...1855 

.»  Chapters  in  Scripture  History  and  Bible  Illustration,  fcap.  8vo,  3s  6d  ...  Hogg 1861 

Narratives,  18mo,  Is  6d Groombridge  ...1841 

Stories  and  Anecdotes  of  Animals,  12mo,  2s Piper 1856 

Interlude  of  the  Disobedient  Child,  edited  by  Hal  11  well,  post  8vo Percy  Soe n.d. 

—— Four  Elements,  edited  by  Halliwell,  post  8  vo  Percy  Soc n.d. 

. Trial  of  Treasure,  edited  by  Halliwell,  post  8vo Percy  Soc. «.  d. 

International  Exhibition  Official  Catalogue,  Fine  Arts  Department,  8vo,  sd..  Is  H.  M.  Com.  ...i86x 

—  Industrial  Department,  8vo,  sd.,  Is  H.  M.  Com.  ...1861 


Illustrated  Catalogue,  3  v.  r.  8vo,  63s H.  M.  Cfesi.  ...i86i 

of  1862,  Alphabetical  Lists  of  English  Trades,  8vo,  Is Eyre  AS.  1861 

Rise  and  Progress  of  Painting,  by  Antrobus,  8vo,  cloth,  S«...  Staunton    1861 

Statistical  Congress,  Report  of  Proceedings,  roy,  4to,  16« Eyre  de  S.  1861 

•  1851.     iSee,  Catalogue,  and  Exhibition. 


Interpreter,  for  the  Year  1860  and  1861-2,  8vo,  each  3s  6(i Simpkin 1860-1 

Interrogator ;  or.  Ancient  History  in  Questions  and  Answers,  12mo,  6s— red.  to  Ss...  Hatckard 1855 

Interrogatory  British  Geography,  18mo,  Is  Varty 184S 

Interview  :  a  Companion  to  Enquire  Within,  post  8vo,  2s  M HouUton    1856 

Interviews  of  Great  Men,  by  the  Author  of  Heroines  of  our  Time,  &c.,  post  8vo,  6s...  Darton    1861 

Introduction  to  Aid  in  English  Parsing,  12mo,  Is  6(<    Longman  1851 

Arithmetic  (Educational  Course),  new  edit.,  fcap.  8vo,  Is Chambers  1861 

Divine  Origin  of  the  Christian  Religion,  12mo,  6s Greenland 1840 

—  Hebrew,  on  Pestaloirian  System,  8vo,  10s  ;  with  Roots,  fol.  25s Seeley k.  d. 

Practicsl  Organic  Chemistry,  new  edit.,  12mo,  3s  6cl ParkerdsSon    1S54 

Study  of  Animal  Kingdom,  12mo,  4s  6d Varty 1849 

— Homoeopathy,  12mo,  4s  6d    LeaUt n.d. 

Scripture  Analogies,  12mo,  Is  6d Simpkin 1849 

Social  Sciences,  12mo,  2s    SmUh  dt  Elder^i%^() 

TheoBOphy  ;  or.  Science  of  the  Mystery  of  Christ,  12mo,  10s  6(f Kendrick   185? 

Vegetable  Physiology,  12mo,  8s  6rf   *. Parker  d:  Son  184s 

the  Apostolic  Epistles,  2nd  edit.,  enlarged,  8vo,  8s  6d  Bell d:  Daldy... iSSt 

Sciences  (Educational  Course),  new  edit,  fcap.  8vo,  Is  Chambers  1861 

Study, of  Gothic  Architecture,  square,  4s  6d,  1849  J  "«^  ediUy  5s  J.H.d:J.ParkentH, 

Prophecy,  in  the  Form  of  a  Catechism,  cr.  8vo,  2s Wertheim  1861 


Introd uctory  Lectures  delivered  at  Queen's  College,  London,  1 2mo,  5s  Parker  db  Son   1 849 

on  Opening  of  Owen's  College,  Manchester,  2  ed.,  p.  8vo,  2s  6d  Longman  18 d 

Lessons  on  History  of  Religious  Worship,  12mo,  3s  6<i,  ^49  ;  ISmo,  2s  6d  Parker  <k  Son   i86i| 

Mind,  18mo,  2s  ParkerdbSon    1859 

Morals,  18roo,  Is  Hd  Parker  dk  Son  185J 
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htrodactory  Sketch  of  Sacred  History,  8to,  7s  Bd J,H.AJ.ParTc€ri%s^ 

hTilid'a  Book  ;  Piccea  in  Poetry  and  Proae,  12mo,  8*  6d  DarUm  1838 

Companion  ;  or,  Words  of  Comfort  for  the  Afflicted,  12mo,  2$  6d /.  F,  Shaw 1851 

Hymn  Book,  Preface  by  Hugh  White,  18mo,  8i,  1854  ;  2»  6d   Simj^n 1855 

Offering;  Sacred  Pieces  in  Ver»e,  12mo,  2t  Bintu 1854 

Fftstime  ;  an  Offering  to  the  Weeping  and  Weary,  12mo,  it   Wertheim  1854 

InTentaire  Chronologique  poor  THistoire  d'EooBse,  4to AbboUfordCluhiZ^^ 

IcTentoriesandBoUa  of  Honsesof  Jarrow  and  Monk- Weannouth,8YO,  (SarteesSoc.)  12«  WhtUaker 1855 

Internees,  History  and  Description  of,  18mo,  2t Simpkin 1847 

Investigation  of  Rules  for  Measuring  PUuie  Surfaces,  12mo,  2t  ^d WhiUaker 184a 

lovood  {jHk)  Sermons  on  l^fasonic  Doctrines,  by  Dr.  Oliver,  12mo,  It    Spencer 1849 

(ITw.)  Studies  of  the  Architect,  frt>m  Nature,  4to,  fit J,WiUiam$  ...1838 

Tables  for  Purchasing  Estates,  &c.,  by  Scott,  new  edit,  12mo,  7« WeaU 1859 

lolo  Manuscripts,  Msterials  for  a  New  Hist  of  Wales,  Tr.  k  Notes,  by  Williams, r.  8vo,  42s  Longman  1 848 

Ion  Lester,  a  Talc,  by  C.  H,  H.,  12mo,  4 j  6d M/Mtert 1856 

loDiftn  Ifiiaiids,  under  British  Protection,  8to,  2«  6c2    Ridgway 1851 

loaica,  a  Poem,  12mo,  4«  Smith  ds  Elder  1858 

hoA{Tho.)  Gantica  Bcclesiastica  :  Psalm  and  Hymn  Tunes,  3rd  edit,  folio,  21s NoveUo  1855 

■ Vocal  Score,  square,  3s NoveUo  1855 

lo  Triomphe,  a  Song  of  Victory  on  our  Glorious  Entry  into  Cabul,  cr.  8vo,  Is  6d...  .    Pickering 1S43 

Iowa  Handbook,  12mo,  4s  6d Botton,U,S,  ...1856 

Ip&wich  Directory,  1862,  12mo,  Is  6d   Simpkin 1862 

Picturesque  Antiquities  of,  by  F.  Eussell  and  W.  Hagreen,  Pts.  1,  2,  3,  ea.  8s  Zon^mati...  1844-45 

Temperance  Tracts,  V.  1  and  2,  12mo,  each  3s  Tweedie    ...1849-52 

Irby  and  Mangles  {Capi.)  Trayels  in  Egypt,  &c.,  12mo,  2s  6(i,  1844  '>  ^^^  ^m  ^  •••  Mwray 1861 

Indell  (/u.)  Life  and  Correspondence  of,  byO.  McBee,  8to,  16s New  York 1857 

Irelsod  (/so.)  Shipwrecked  Orphans,  a  Tale,  16mo,  Is  6£l Dean 1838 

—  {W,H.)  Rizzio;  or,  Scenes  in  Eur.,  by  James,  3  y.  p.8yo,  31«6(2,  '49;12mo,  2s  C.  H.  (Harke...i%s^ 

Iiebndand  its  Rulers  since  1829,  2nd  edit,  post  8vo,  8  parts,  each  10s  6^ Newhy 1843-44 

as  a  Kingdom  and  a  Colony,  new  edit,  8yo,  7»  6d Dolman 1843 

■ it  Was,  as  it  Is,  and  as  it  Will  Be,  12mo,  2s  6d Stocking 1838 

Contests  in,  1641  and  1690,  edited  by  Croker Camden  Soc  ,..i%^o 

Illustrated  by  Bartlett,  Willis,  and  Coyne,  2  v.  4to,  68s   Virtue 1842 

— — Latin  Annalists  of ,  edited  by  Butler,  8s  Jritk  Arch,Soc,i%^% 

Memoir  of  the  Union,  &c,  8vo,  2s  6(2  Longman   1843 

Parliamentary  Gasetteer  of,  3  r.  roy.  8vo,  54s ^v/torton...  1844-46 

IreaxQs,  Account  of  his  Life  and  Writings,  by  Beavan,  8to,  10s  6C2 Bivington  1841 

adYerstts  Hssreses,  edidit  W.  W.  Harvey,  roy.  870,  36s Hamilton  1857 

Opera,  edidit  Beavan,  2  y.  8yo,  21s JM,<kJ.Parken^9 

Irene  ;  or.  Sketches  of  Character,  a  Tale  for  Youth,  poet  8to,  6s  6d Saundert  A  0.  1S59 

Ilia  (The),  an  Illuminated  Souvenir  for  1852,  roy.  8to,  bd.,  24s   Delf  1851 

IrishAlphabet  for  18— ;  or,  a  Dish  of  P.P.P.P.,  16mo,  2s  6(i Boone 1845 

—  Annual  Miscellany,  edited  by  Dr.  Murray,  4  r.  8to,  each  6s Dolman   ...1851-54 

— ^  Arcbsological  Society^s  Miscellany,  V.  1,  8s Irish  Arch. 8oe.i9^6 

—  Bobble  and  Squeak,  Comic  Stories,  12mo,  Is  Clarke  ik  Co.. ..1854 

- — Congregational  Record,  12mo,  4s  6d Nitbet 1836 

- — Coquette,  a  Novel,  post  8to,  10s  6rf Saunders  A  0,  1844 

- —  Diamonds,  edit,  by  J.  Smith,  illust.  by  Phis,  fcap.  8vo,  5i — red.  to  2s  6c{  Chapman  A  i^.1846 

' — Dove;  or.  Faults  on  Both  Sides,  aTale,  12mo,  5s Simpkin 1849 

' — Flora;  or,  Flowering  Plants  and  Ferns,  12mo,  5s  Longman  1847 

— -  Li^e  in  the  Castle,  the  Courts,  and  the  Country,  8  v.  post  8vo,  31s  6d Bow  1840 

— -  National  Educational  School  Books.     For  List,  see  Appendix. 

—  Pearl,  a  Tale  of  the  Times  of  Queen  Anne,  16mo,  2» Seeley 1850 

' — ^  Popular  Songs,  with  English  Translations,  by  B.  Walsh,  12mo,  2s  6(f Orr 1847 

- — Preacher,  Original  Sermons,  8vo,  7s  6rf    Nishet 1836 

—  Priest ;  or.  What  for  Ireland  f  12mo,  4s  6(i{    Longman   1847 

—  Primer,  with  copious  Reading  Lessons,  12mo,  3s Simpkin 1845 

— -  Palpit,  3  V.  8vo,  ea.  8s,  1827-37;  new  series,  V.  1,  6s  6</;  V.  2  &  3,  ea.  8s Groomhridge iZ^S-4.1 

—  Records,  Patent  Rolls  of  Chancery,  1603—9,  ed.  by  Dr.  Erek,  2Pta.,r.  8vo,30s  Simpkin 1858 

—  Somes,  Eighteen  Years  Ago,  with  a  Preface,  by  Rev.  F.  Trench,  18mo,  2s Nisbet 1847 

- — Stories,  with  Engravings,  18mo,  2s  Bel.  Tract  Socii^j 

- — Tourist's  Illustrated  Handbook,  12mo,  3s  6rf  W.  ff.  Smith.. .iU% 

-;—  Widow  ;  or,  a  Picture  from  life  of  Erin  and  her  Children,  n.  e.,  fcap.  8vo,  Is  6d  Wertheim  1861 

Iriifanien  and  Irishwomen,  12mo,  5s Hamilton  1841 

■ — at  Home  :  Sketches  of  the  Irish  Peasantry,  12mo,  2s  Qd Orr 1849 

Iroamonger'a  Cost  Price  Book,  12mo,  6s  Eldridge i860 

Iwn  Oiwof  Great  Britain,  Pt.  1,  North,  Pt  2,  StaflFord,  Pt  3,  S.Wales,  r.8vo,ea.ls  Longman  1838 

Irons  {Jos.)  Forty-one  Miscellaneous  Sermons,  12mo,  4s   Sherwood  1841 

Grove  Chapel  Pulpit,  V.  1-4,  post  8vo,  ea.  5s6<i;  V.  5,  6s JyloU 1852-3 

• — Jaser,  an  Address  to  the  Toung,  18mo,  2s  Simpkin 

■" Nathaniel:  Letters  on  Christian  Experience,  18mo,  2s Simpkin 1842 

~~ — ■ Priscilla:  Roman  Catholic  Faith  contrasted  with  Popery,  18mo,  2s Simpkin 1845 

iW.)  Settler's  Guide  to  Cape  of  Good  Hope  and  Natal,  12mo,  3«  6d Stanford    1858 

- — {W.J.)  Dieslrse,  4to,  2s  6rf Masters 1848 

' DisBertaUon  on  the  Doctrine  of  Final  Causes,  8vo,  6s  6d  Biviugton  1836 
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Irons  (IT./.)  Lectares  on  Synod,  Diooew,  Parish  and  Priest,  Sro,  7s  6d   Madert 1S50 

On  the  Jadgments  on  Baptismal  Regeneration,  8vo,  Ss MatUn 1850-2 

■  Our  Blessed  Lord  in  His  Earthly  Relationship,  Sermons,  8to,  2f RivingUm  1844 

— Parochial  Lectores  on  Apostolical  Bueoession,  8to,  4«  6ci(  RmngUm  1837 

■ KcclesiasticalJurisdiction,  8vo,  7»  6d MatUn 1847 

■ the  Holy  Catholic  Church,  8to,  4f  6<2 RivingUtn  ..  ...1838 

Sermons  for  the  People,  2  series,  8to,  each  8«  6d  McuUn 1859 

Theory  of  Development  Examined,  8vo,  9i  6d  Rivingtan, 1846 


Ironsides  :  a  Tale  of  English  Commonwealth,  8  y.  poet  8ro,  31«  Hd Saunden^  0.  i860 

Irrationalism  of  Infidelity,  a  Reply  to  Newman*s  Phases,  8to,  9f Groombridge ...lisi 

Irrebgh  ;  or,  the  Last  of  the  Chiefs,  an  Irish  Tale,  post  8^0,  lOf  6d BouUUm  1850 

Irrerocable,  a  Tale,  12mo,  1* J.H.d:J,Parheriis^ 

Irrine  (Alex.)  Handbook  of  British  Plants,  post  8to,  7j  6d   Nelson   1858 

■  London  Flora  :  Ph^enogamous  Plants,  12mo,104,iSmiVA,'38-red.2t  6(2  H,  Bokh 1846 

(A,P,)  Report  of  the  Trial  of  Madeline  Smith  for  Poisoning,  8to,  6i  Stevent  1857 

Reports,  Jasticiaiy  Court,  Scotland,  roy.  8to,  38s  ^ BeHning 1855 

-  Treatise  on  the  Game  Laws,  ScotUind,  1856,  8vo,  6s Bamilum 1856 


(Chritt.)  Controyersy  between  the  National  Board,  &e.,  2nd  edit.,  8yo,  Is  6d,..  ffamilUm 1861 

(/,P.)  Tales  of  a  TaUer,  post  8yo,  5s Jot.  ^/adhwodiSfilo 

(YFm.)  Tables  for  CalcuUting  Silk,  Cotton,  frc.,Warps,  8yo,  10s  6d Longman i860 

Inring  {B.A.)  Egypt  and  the  Bible  :  Cambridge  Prise  Essay,  post  8yo,  2s  BtUA  DaHs-^^^l 

■               Theory  and  Practice  of  Caste,  post  8yo,  5s SmiihA  Elder  .\%SZ 

View  of  Commerce  of  India,  post  8yo,  7s  6d SmUk  A  Elder, il^% 

(Dr.C.)  Outlines  of  the  Kingdoms  of  Nature,  18mo,  2s  M DarUm  1841 

(Aiv.)  Elements  of  English  Composition,  12mo,  bsM  Longman  1841 

Histoiy  of  Scottish  Poetry,  edit,  by  J.  A.  Carlyle,  8yo,  16s Hamilton i86r 

Introduction  to  Study  of  Civil  Law,  Scotland,  8vo,  9s  MaxveU 1837 

Lives  of  Scottish  Writers,  post  8yo,  12«,  1839  ;  12mo,  fit. Longman  1850 

'(Edw.)  Biography  of,  by  W.  Wilks,  new  edit.,  12mo,  2«    Ooddard   i860 

Disconxaes  on  Evil  Character  of  Our  Times,  post  Svo,  7«  6d Nitbet 1850 

Prophecies  of  Daniel,  &c.,  new  edit,  8vo,  6« WkiUaktr 1841 


Last  Days,  a  Discourse,  8vo,  7«  6<<  Nitbti 1850 

Life  of,  by  Mrs.  Oliphant,  2nd  edit.,  2  v.  8vo,  80s HwrU^B 1861 

Orations,  Gathered  Gems  from,  12mo,  2<    Niihd 1857 

-  {G.  F.)  Digest  of  Inhabited  House  Tax  Act,  ScotUnd,  8vo,  3s  6<f aitfterworCAs...i8si 

Law  of  Assessed  Taxes,  Scotland,  Svo,  6s   Bowing 1852 


'{Josh,)  History  of  Dunbartonshire,  2nd  edit,  4to,  8Us  Sim^^lnn i860 

■  The  Drowned  Woman  of  Wigtown  :  a  Romance,  8vo,  Is   Simpkin 1861 


—  (/.r.)  Hunters  of  the  Prairie,  2  v.  post  8vo,  14s   BentUg  1837 

Sketches  of  the  American  Indians,  2  r.  post  8vo»  14s    Murrag 1836 

—  (LM.)  Sketches  of  Gibraltar,  obi.  folio,  10s  6<i NitbH    1853 

—  {bvLcy)  Modem  and  Domestic  Cookery,  12mo,  4s Ntw  York 185ft 

—  {R,E.)  Preliminary  Discourse,  to  Ben  Esra,  on  the  Coming  of  Isaiah,  8vo,  3s  Botwortk  1859 

-(Theo,)  Conquest  of  Florida,  2  v.  post  Svo,  21s,  Churion,  1836  ;  12mo,  Is  6c{  H.  Bokn    1860 

(Wash,)  Works,  8  v.  12mo,  20s,  Routlcdge;  10  v.  post  Svo,  85s S.  Bokn    1850 

Abbotsford  and  Newstead  Abbey,  post  Svo,  9s  6(i,  Murray ^  '35  ;  Is  .  H.  Bokn    1850 

with  the  Prairies,  12mo,  Is RouiUdgt  1850 


-  American  in  EngUnd,  2  v.  post  Svo,  2ls BentUg 1836  -' 

Astoria,  3  V.  p.  Svo,  Sis  6(2,  ^36  ;  12mo,  2s  6(i,  BenOeg;  p.  Svo,  2s  B.  Bokn    i8$o 

•Beauties  of,  ISmo,  4s  6(2  Tegg  1836 

Bracebridge  Hall,  2  v.  p.  Svo,  16s;  p.  Svo,  Is  6(2,  JI.  Bokn  ;  p.  Svo,  6s  Murray i8$o 

Capt  Bonneville,dv.p.8vo,31s6<f,*37;12mo,ls,i2(mtf«c^;p.8TO,ls6(2  //.  Bokn  ...1850-55 

Columbus,  Life  of,  4  v.  Svo, 42s,  '28;12mo,8s,//.aoAn,'5o;n.e.,2s6<2  RouUedge i860 

•  (Fam.  Lib.),  5s— red.  to  3s  6d Tegg   1847 


Companions,  12mo,5s— red.  to  3s  6(2,  Tegg  ;  p.  Svo,  Is  6«2  B,  Bokn    1850 

Conquest  of  Granada,  2  v.  p.  Sro,  Murray,  1819;  2  v.  poet  Svo,  3s,..  B.  Bokn    1850 

Dolph  Heyligen,  obL  4to,  plates,  21s  /.  Cftopmaa  ...1851  1 

Essays  and  Sketches,  82mo,  2s,  Bogue;  Is  6<2   (rroofn6rt(fy<...i858 

Knickerbocker's  New  York,  ISmo,  5s— r.  to  3s  6(2,  Tegg ;  m.  Svo,2s  Zd  W,  Smiik  184S 

12mo,  Is,  RowtUdge ;  post  Svo,  Is  6<2  ...  J7.  Bokn    1850 


Life  and  Letters,  3  v.  poet  Svo,  25s,  6(2,  BentUy,  1862 ;  3  v.  6s B,  Bokn  1861 

of  Goldsmith,  12mo,  Is,  Routledge  ;  poet  Svo,  Is  6d B.  Bokn    1850 

-  Yicar  of  Wakefield,  Poems,  &c.,  12mo,  3s  6d Routledge  1851 


Mahomet,  2  v.  Svo,  21s,  ^50;  12mo,ls,l?ou/2e(^ ;  p.Svo,ls642  JET.  Bokn    1850 

Successors  of,  12mo,  Is,  RoutUdge  ;  poet  Svo,  Is  6(2  B.  Bokn    1850 


Rip  Van  Winkle,  illustrated  by  Felix  Darley,  Svo,  5s    CundaU 1850 : 

■  Salmagundi,  ISmo,  3s  Qd,  Tegg  ;  12mo,  Is,  Routledge;  p.  Svo,  Is6c2  B.  Bokn    1850 

-  Sketch  Book,  2  v.  p.  Svo,  16s ;  2  v.  ISmo,  10s,  Tegg,  >7  ;  p.  Svo,  Is  if.  Bokn    1850 

Illustrated,  Svo,  ISs  Mwrray 1849 

-  Spain  revisited,  2  v.  post  Svo,  15s   Beniley  i8j6 

-  Tales  of  a  Traveller,  2  v.  p.  Svo,  16s,  1824;  Is  6(2,  B,  Bokn;  p.Svo,  6s  Murray 1849  j 

Illustrated,  Svo,  18s Murray 1850 


the  Alhambra,  12mo,  2s  ed,  Beniley  ;  post  8vo,  Is  6(2 B.  Bokn    1850 

-  Tour  on  the  Prairies,  post  Svo,  9s  6(2,  Murray,  '35;  Is,  Routledge ;  Is  6(2  B.  Bokn    1 8  5.5 

•  Vignettes,  with  Sketch  of  his  Life,  &c.,  12mo,  9s iVeis  Tori 1858 
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bmiiWoMk)  Washington,  Life  of,  new  edit.,  4  r.  post  Syo,  14i ;  5  t.  12]no,  12t  6d  H,  Bohn    1855 

.Wolfert'B  Roost,  12mo,  1«,  Zow  ;  1»  6d   H,Bchn    1854 

12mo,  1«,  RoviUdyt ;  post  8vo,  3«  6<i Hamilton  1855 

IrTiDgians:  sMemorial  of  Washington  Irving,  4to,  4«  6rf New  York i860 

Irringum,  its  Histoiy,  Doctrine,  and  Practice,  post  8vo,  3s  6d Ja9. Blackwood  1%  $9 

Inrin  (iirf».)  Poems,  GrsTe  and  Gay,  12mo,  3s  6«i TaUard  i86a 

(P.C.)  State  and  Position  of  Western  AostraliA,  1835,  8vo,  4«  td Simpkin 1836 

—  (F«.)  Kemains,  with  Introduction,  by  W.  P.  Wabh,  12mo,  6»  Werthtvn  1858 

—  (n«.)  Veraicles,  12mo,  3»  6rf Botwortk  1856 

Is  it  Peace,  Jehu  ?  or  Bonapartism  as  it  is,  cr.  8vo,  10s  ed    Newby    i860 

Is  the  Bible  Traet  Seven  Dialogues  on  Essays  and  Reviews,  18mo,  Is  and  Is  6d SeeUy 1862 

Isuc  (^ai.)  Dialogues  on  Religious  Subjects,  2nd  edit.,  18mo,  8s     Palmer 1837 

{Dan.)  Works,  edited  by  Burdsall,  3  r.  12mo,  19s  6d    NamUlon  1841 

^  Doctrine  of  Universal  Restoration  Bxamined,  12mo,  2s Mason    1836 

' Memoirs  of,  by  James  Everett,  new  edit.,  12mo,  3s   Pearson 1851 

—  (iVo/.)  Travels  and  Adventures  in  Eastern  Africa,  2  v.  post  8vo,  21s  Churton 1836 

Isaacs  (Jttert)  Pictorial  Tqur  in  the  Holy  Land,  12mo,  2t  Qd     WeHheim  i85a 

(-4k^.)  Journey  to  Palestine  in  1866-7,  8vo,  5s  Wertheim  1858 

(If.)  The  Awakening  of  the  Jews  from  their  Slumbers,  18mo,  2s Ward 184* 

Isaaoon's  Ahar  Service,  82mo,  Is  6d   Tegg  1837 

Select  Prayers,  82mo,  Is  6d Tegg  1837 

label  and  Gertrude  ;  or,  Passages  from  their  Mother's  Diary,  square,  3s  6d    BartleU 1862 

or,  Influence,  18mo,  Is    Ret.  Tract  8o€.  1850 

labells Hamilton,  a  Tale,  16mo,  U  6d    J.F.Shaw 185a 

Orsini,  a  Novel  of  the  Fifteenth  Century,  cr.  8vo,  8s  6d New  York 1858 

I^Abelle  {Marie)  Surfaiz  Cavalier,  System  of  Breaking-in  Horses,  8vo,  10s  6d Bosworih  1856 

I«lin  (&pil»a)  My  Dream  Book,  Poems,  12mo,  3s  6(2 £.Wils(m  1847 

Utahoflc.W.)  Grammar  of  the  Anharic  Language,  roy.  8vo,  12«  67i.  Af is*.  5bc...  184a 

— and  Kr&pf  {l.L.)  Missions  in  Abyssinia,  1889-42,  post  8vo,  12s  ...  Seeley 1843 

Isbiffl  (Ah.)  Discriminative  Use  of  Titles  of  Jacob  and  Israel,  &c.,  12mo,  Is  6d Sedey 1854 

' — ■ Suggestions  for  the  Abatement  of  Disunion  and  Schism,  8vo,  10s  6(2...  Belld:  Daldf/...i%$7 

laherwood  (B.  P. )  Engineering  Precedents,  Steam  Machinery,  post  8vo,  6s   Bailliire    1859 

Ifldois ;  or,  the  Adventures  of  a  Neapolitan,  8  v.  post  8vo,  31s  6d Sawftder$  dEr  0.  1841 

lila&d  Empire  ;  or,  Scenes  of  the  First  Exile  of  Napoleon  I.,  new  edit,  8vo,  12s  ...  Bosworih   1855 

of  Liberty;  or.  Fallacy  of  Equality  and  Community,  12mo,  4s  6ii Maslers 1848 

Isle  of  Arran,  a  Poem,  8vo,  fit  Orr 1848 

- — Wight,  Ilhistrated,  4to,  21s Jkividson  1846 

— -■  System  of  Boacls,  8vo,  2s  6(2  Longman  1845 

~- Tourist's  Guide  through,  12mo,  6s Simpkin 1846 

■ Wanderings  through,  square,  2s  6d Bd.Traet  Soe.  1846 

Isaael  and  Gassander  ;  or,  the  Jew  and  the  Greeh,  by  M.  B.  M.  J.,  cr.  8vo,  5s Jas.  Blackwood  i860 

l^»e«r;  or,  Smyrna  and  its  British  Hospital,  1855,  by  a  Lady,  post  8to,  10s  Qd Madden 1856 

l^'i<lA ;  or,  Good  King  Stephen,  a  Drama,  18mo,  Is    Mitchell 2848 

Iwah'sChiU,  a  Novel,  12mo,  6s  6<i New  York 1855 

l«ael;  or,  sn  Illustration  of  the  Exodus  from  Egypt,  12mo,  3s  6<i  Wighiman 1836 

----  BsBtored  ;  or,  the  Scriptural  CUims  of  the  Jews,  12mo,  7s Niid 1841 

saersJooney,  and  other  Poems,  18mo,  ZsM  Binns i860 

-Sins and  Israel's  Hopes,  Lectures  Delivered  in  Lent,  12mo,  61 Nit^ 1846 

■ ^  Sojourn  in  the  Land  of  Egypt,  8vo,  6s Longman  1853 

IsteiadidueNohili  Amanti,  4to  RosAurghe  CI.  n.  d. 

Isvua  Krishna:  the  S&nkhya  E&rik6  Sanscrit,  with  tr.  by  Colebrooke,  4to,  10s  %d...  Allen  A  Co,   ...1837 

It  ii  Written  Again,  a  Help  to  a  Harmonized  Beading  of  Scripture,  2  ed.,  8vo,  3s  M  Nisbet 1858 

msa.  OapUiin,  a  Drama,  8vo,  8s Ebert 1847 

• Cause,  its  History  and  iU  Hopes,  8vo,  5s ChapmanA  H.  1859 

' Correspondence  for  Ladies,  translated  into  English,  18mo,  As^d  Simpkin 1844 

-Lyrics  and  other  Poems,  leap.  8vo,  3s  SawndersA  0..i%(iO 

"^ Painters,  Biographical  Sketdi  by  a  Lady,  edited  by  Womum,  cr.  8vo,  ^  M..  Mwrray 1854 

^^r  Classical,  Historical,  and  Picturesque,  phttes,  4to,  hf.-bd.  mor.,  68s Blackie  1845 

—  lUostoited  and  Described,  with  Review  of  Past  and  Present  Prospects,  4to,  22s  Blackie i86a 

Pnctical  Goide  for,  by  an  Englishman  Abroad,  5th  edit.,  12mo,  4s    Simpkin i86a 

' to,  by  an  Englishman,  12mo,  2s  6d  Lof^/man  1859 

" — Story  of,  by  Author  of  Mary  Powell,  post  8vo,  6s BentUy 1859 

terlancastriense,  edited  by  T.  Corser,  8vo CheihamSoe....i%^S 

i^«a  (^./.)  Prince  of  Asturias,  8vo,  2s    Matehard 1844 

; ^  (iT.)  Trials  of  a  Priest,  12mo,  5s  Bosworih  1855 

l^a(X<./.C.)  Report  upon  the  Colorado  River,  Explored  1857  and  1858,  4to,  81s  6<i  Washington  ...i86a 

{L.8.)  The  Obedience  of  Faith,  12mo,  3s  6d WiUy 1850 

"~ — ■ Trials  of  a  Mind  in  its  Progress  to  Catholicism,  post  8vo,  4s T.  Richardson  1854 

Jinej  (7os.)  Memoirs  of,  by  G.  Pritchard,  8vo,  8s Wighiman 1836 

iTOsndYercnaj  or,  the  Snowdrop,  a  Tale,  18mo,  2s Masters 1859 

JjCK  {Alex.)  Views  of  Kat  Kangra  and  Surrounding  Country,  folio,  42s    Smith  A  Elder,  1847 

^  Us(2.)  Memoir  of,  by  Lorimer,  12mo,  3s  6<i Hamilton  1852 

7-7—  (/.)  Sermons,  12mo,  6s Hamilton  1838 

Jack  sad  the  Giants,  iUustiated  by  Doyle,  4to,  2s  U  j  cold.,  4s  U Qri^  A  F,  ...185 
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Jack  ftad  the  Tanner  of  Wymondhani,  a  T^e,  12mo»l«  A.ffaU 1S54 

Ariel,  by  Author  of  Post-Captain,  3  y.  p.  8yo,31«  6d,  Neteby,  '47  ;  12mo,  2f...  Lea 1859 

Frost  and  Betty  Snow,  with  other  Tales,  16mo,  2»  6d  ;  cold.,  8«6(2 GriJUhd^F,  ...1857 

Hornet;  or,  the  March  of  Intellect,  3  y.  post  8yo,  Sis  6d BenlUy  1845 

— *  Jogler  and  Thersytes:  Two  Interlades,  4to  Boxburgke  CI,  n.d. 

^—  of  Doyer,  a  Collection  of  Tales,  1604,  post  8yo Percy  Society... n.  d. 
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Tench  ;  or.  Midshipman  turned  Idler,  8yo,  St BrkiMn. 

^— the  Giant-Killer,  moyable  edit.,  4to,  2«  WardibLods.. 

Jack's  Edition  of  Life  at  Sea,  the  Jeryian  System  in  183 — ,  12mo,  6< Simpkin 

Jackman  {W.)  the  Australian  Captive,  an  Authentic  Narratiye,  post  8yo,  7<  6d  Low   

Jackson  (Alf.)  Tints  from  an  Amateur's  Palette :  Stray  Thoughts,  12mo,  5a   £.  WiUon   

(And.)  O'Hara  Burke  and  the  Australian  Ezpeidition  of  1860,  post  8yo^  6s...  Smith  S  Elder 

{Gen. A.)  Life  and  Public  Senrioes  of,  by  Jenkins  and  Bancroft,  poet  8yo,  5$  .,.  Bt^alOfU.S. .. 

(Basil)  Course  of  Elementary  Surveying,  8yo,  ^sdd  Madden 

■ Military  Surveying,  8yo,  lis    Madden 

(Afrs,E.)  Companion  to  the  Work  Table,  18mo,  Is  6(2;  12mo,  pktes,  dt Simpkin 

(^./>.)  Christian  Armed,  18mo,  2«  6d Afeuon    

■ Companion  to  the  Liturgy,  32mo,  58 Johnwn 

— Devotional  Year,  18mo,  4«  6d  Johnton 

Lays,  Melodies,  and  Airs,  arr.  by  Andrews,  Pts.  1  &  2,  4to,  ea.  2s  6<i...  Partridge 


Scripture  History,  18mo,  2«  6<i Dean. 


'{Fred.)  Practical  Sermons,  2  v.  12mo,  ea.  6«    Hatckard  ...1851-3 


{Geo.)  Check  Journal  Principle  of  Double  Entry,  10th  edit,  8yo,  5s  £.  Wilaon 

Latin  Tyro's  Guide  ;  or.  First  Steps,  new  edit.,  12mo,  liM    Longman 


{Jer.)  Scriptural  Inquiry  into  the  Election  of  Grace,  8vo,  2s  6c2 Parker  d:  Son 

{Jno.)  Inqnixy  into  the  Nature  and  Causes  of  Epilepsy,  8vo»  6s  WhitUJeer 

Letters  to  a  Young  Physician,  4th  edit.,  12mo,  5$ Boston^l/.S.  .. 

On  Agriculture  and  Husbandry  (Peop.  Edition),  8yo,  2s  3d  ;  d.,  3s  6ii  Chambers  

TheSpleen,  a  Permanent  Placenta,  fcc.,  8vo,  Is HighUjf 

'  Treatise  on  Wood  Engraving,  imp.  8vo,  52s  6</,  '39  ;  2nd  edit.,  8vo,  45s  H.  Bokn. 


■  {Bp.J.)  Sermons  on  Christian  Character,  7th  edit.,  12imo,  3s  6d   Rivington  . 

Repentance,  6th  edit,,  ]2mo,  3s  6d Skefingrton. 

Sinfulness  of  Little  Sins,  7th  ed.,  12mo,  8s6<i,  '58;  13th  ed.,18mo,  Is  Sk^ngton  . 

•Witness  of  the  Spirit,  new  edit.,  12mo,  Ssed^  Sk^ngton . 


{J.E,)  Cecil  and  Mary;  or.  Phases  of  Life  and  Love,  12mo,  4s    Parker  ds  Son  . 

History  of  Parish  of  Grittleton,  with  Introduct.  Essay  by  Britton,  4to  Wiltg.Top.Soe. 

Guide  to  Farleigh-Hungerford,  8yo,  Is  6(2   Longman  

Longleat,  8vo  (private  circulation) ff.BuU 

St.  George's  Church,  Doncaster,  imp.  4to,  50s Nichols 

Maiy  Magdalene  Church,  Doncaster,  4to,  21s BellADaldy... 


'  Hungerford  Chapels  in  Salisbury  Cathedral,  4to  (private  circulation)...  H.BuU  . 

Kingston  House,  Bradford,  4to  (private  circulation)    H.BuU  . 

•  Maud  Heath's  Causey,  with  ParticuUrs  of  her  Life,  4to  (priy.  circ)...  H,BuU  . 


{d.O.)  Glimpses  of  Religious  Life  in  Last  Century,  12mo,  Ss  6d Ward.. 

-  Jesus  Only,  18mo,  Is Ward.. 


'  (/.i2.)  Letters  on  Minerals  and  their  Uses,  12mo,  7s  6d Parker d: Son... 

Nature  and  Importance  of  Military  Geography,  12mo,  2s  6d Parker^ Son... 

•  What  to  Observe  ;  or,  Travellers'  Remembrancer,  3  6.,  cr.  8vo,  lOs  6d  HouUton    


.(/.H^.)Estaticsof  Genius,  8vo,  Is  6d  A.HaU  , 

■  Ethnology  and  Phrenology  as  an  Aid  to  the  Historian,  post  8yo,  4s  ...  Tr^tmer . 


-  {Sir  E.)  Views  in  Affghanistan,  imp.  4to,  42s  ;  large  paper,  84s AlUn 

'  (Mary)  Maud  Skillicome's  Penance,  a  Tale,  2  v.  post  8yo,  2l8 Smiths  Elder 

•Story  of  my  Wardship,  3  y.  post  8yo,  31s  6d Bentley 


{Miss)  Pictorial  Flora  ;  or,  British  Botany  Delineated,  8vo,  15s  Longman 

•  (Robl.)  Formation,  Discipline,  and  Economy  of  Armies,  8yo,  12s Parker d: Son... 


--~-  {R.C.S,)  Medical  Climatology,  Localities  resorted  to,  &c.,  post  8yo,  12s Churchill 

{Rowl.)  History  of  Bamsley,  Yorkshire,  8vo,  6s  Bellds Daldy.. 

■  {Sam.)  Christian  Training  and  Conyersion  of  Children,  12mo,  2s Mason  

-  Sermons  on  Important  Subjects,  post  8vo,  7s  Mason   


-  (Thos.)  Centenary  of  Methodism,  12mo,  2s  6d;  p.  8vo,  6s  ;  abr.,  18mo,  Is  dd  Mason   

Christian  Armed  against  Infidelity,  18mo,  2s  6d Mason   

Companion,  12mo,  2s Groombridge... 


-  Discourses  on  Scripture  Facts  and  Character,  post  8yo,  7s Mason 

■  Duties  of  Christianity,  Theoret.  aud  Pract.  Considered,  p.  8yo,  5s  6d   Mttson 

■  Journal  of  the  Rev.  C.  Wesley,  with  Not«s,  2  v.  12mo,  10s  Mason 

■  Library  of  Christian  Biography,  V.  1  to  12,  ea.  2s  6d   Mason 1837 

-  Life  of  Rev.  C.  Wesley,  and  Cont.  Events,  2  v.  8yo,  21s  ;  abr.,  fcp.,  5s  Mason   

-  Lives  of  Early  Methodists,  3  y.  12mo,  15s,  '38  ;  n.  e.,  2y.  12mo,  10s  Mason   

-  Mourning  Mother  Comforted,  12mo,  Is  6d  Wertheim  .... 

-  Providence  of  God  Viewed  in  the  Light  of  Scripture,  post  8yo,  4s    ...  Mason    

-  Sermons  chiefly  on  Public  Occasions,  8vo,  10s  6cf,  i859^red.  to  5s  ...  Longman 

-  Stoke  Newington,  a  Lecture,  12mo,  2s BelldfJkUdy. 

-  Waterloo,  a  Poem,  8vo,  5s Longman  .... 

■  and  Sanderson's  Treatises  on  the  Church,  by  Goode,  12mo,  5s Ilatchard 


-{Dr.  T.)  Theological  Works,  12  v.  8yo,  96s    JMJ^.Parker 
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Jackson  ( Dr. r.)Tbeologiail  Works,  Synoptical  Table  of,  by  Todd,  12ino,  2» Htvingion  1838 

(Wm.)  Old -Fashioned  Wit  and  Humoar  in  Verse,  cr.  8vo,  2«  6rf  Jot.  Blackwood  i860 

Sermons  Preached  in  Village  Churches,  new  edit.,  12roo,  5» Motley   1854 

Sekies  of  Books  for  SsRTAKTs,  12mo,  ea.  1«  Qd    Motley  1859 

Emily  the  Nunsemaid.    Grave  and  Gay.    Under  Housemaid. 

Stories  and  Catechisings  on  Collects,  V.  l,12mo,  is;  V.2,  6«;  V.8,3<6d  MozUy  ^852-3 

-  Lessons  on  the  Catechism,  V.  1  &2, 12mo,  ea.  5« ;  V.  8,  4i  MozUy  1856 


Jacb<>n's  Complete  Bookkeeping,  by  Marcus  Trotter,  poet  8to,  8«  6(£    Whittaker 1 860 

yj»\i{ATt.)  Operation  for  the  Removal  of  Cataract,  8vo,  1«  6af Churchill  1851 

Treatise  on  the  Inflammations  of  Eyeball,  12mo,  5s    Churchill  1850 

((?.)  law  Grammar,  revised  by  Haigrave,  12mo,  6»  6d Crofts 1840 

{fr,A.)  Bromsgrove  Gre'^k  Grammar,  Vimo,  5s  ;  3rd  edit.,  7s   Simpkin i860 

Latin  Grammar,  12mo,  fij Simjikin 1851 

• for  Beginners,  12mo,  la  8</    Simpkin 1851 

Greek  Grammar  for  Christ's  Hospital  School,  12mo,  2«  Simj)kin x86o 

>  Presence  of  Christ ;  Sermons,  12mo,  5s    Rimngton  1858 


—  [GenJ.)  Tracts  on  the  Native  Army  of  India,  8vo,  2i  6d Smith  de  Elder  .1%^% 

Views  and  Opinions  on  India,  edited  by  Pelly,  8vo,  12« Smith  A  Elder.  i%^% 

J»oob(ZtCo/./.)  Rifle  Practice,  2nd  edit.,  8vo,  2s  SmiihAEldtr.i%s% 

(J/.)  Days,  Months,  and  Seasons  of  the  Year,  square,  \s    Cooke 1853 

—  (H'.5.)  More  Words  on  the  PluraUty  of  Worlds,  12mo,  Is Bell  A  Daldy  .1855 

Jvob  Benduen,  the  Jew,  from  the  Danish,  by  Goldscbmidt,  8  v.  post;  8vo,  81s  ^d  ...  Volhum 185 1 

J:u^bi  [Bern.)  Lectures  on  the  Epistle  of  St.  James,  12mo,  2«    Rel.  Tract  80c.  1838 

(If ALT.)  Construction  of  Hospitals  for  the  Insane,  by  Tuke,  8vo,  9a Churchill   1 841 

J&^hiie  Correspondence  of  the  AthoU  Family,  4to  AbbotsfordCl,   1840 

Songs  and  Ballads  of  Scotland,  1688-1746,  by  Mackay,  fcap.  8vo,  6a Griffin    i860 

—Trials  in  Manchester,  1694,  dvo Chetham  Soc.     185* 

:%^:ah6  {Fre.)  First  Greek  Reader,  English  Notes  by  Edwards,  12mo,  4a    Parker  df  Son    1851 

Hellas  :  Home,  History,  &c.,  of  the  Ancient  Greeks,  12mo,  is6d Parker  <C*  Son  .1855 

lAtin  Reader,  12mo,  Pt.  1,  18th  edit.,  2a  6d;  Pt.  2,  10th  e<lit.,  8a Simpkin 1858 

{S.S.)  Nonantnm  and  Natick,  a  Record  of  Missionary  Labour,  p.  8vo,  6a  6d      Boston ,  27. <S^....  1854 

—  {T.J.)  Scenes,  Incidents,  and  Adventures  in  the  Pacific  Ocean,  post  8vo,  9a Wiley 1844 

—  ( (Tm.)  Mysteries  of  the  Latin  Language  Revealed,  12mo,  4a Brittain 1840 

— Self -Instructing  Latin  Classic,  2  v.  12mo,  14a— red.  to  10a  Brittain 184a 

• Grammar,  12mo,  la Brittain 184^ 

a}u2  Claas8en(Z>r.)  Latin  Reader,  by  Donaldson,  12mo,  8a6<2 Longman  1859 

Jicobwn  (ITia.)  Fatres  Apostolici,  Greek  and  Latin,  2  v.  8vo,  21a J.ff.iL'J,Parkeri$^j 

Sermons  at  Iffley,  Oxon,  12mo,  6a J.HJsJ.ParkeriZ^^ 

— Sixteen  Sermons,  12mo,  6a Rivingion  1840 

Jacobus  (J/.  IT.)  Notes  on  the  Gospels,  8th  edit.,  3  v.  12mo,  15a    Neu)  York 1856 

(Matthew),  post  8vo,  8a  6<2    «. Hamilton  i86a 

JiMcks  ( J. B.y  Moral  Government  of  God,  fcap.  8 vo,  2a  6d J.  Chapman  ...1848 

«'acopo,  and  other  Tales  (Juvenile  Library),  1 8mo,  la  Chambers  1848 

J vot  (.Vary)  Catechism  on  the  Church  Collects,  82mo,  la  Wertheim  1854 

^sfqneline  Pascal  ;  or,  Convent  Life  at  Port  Royal,  p.  8vo,  5a,  iVufte^,'53— r.  to  la  6(2  Griffin 1861 

Ja^^aemont  {Vict.)  Journey  to  India,  &c.,  1818-81,  new  edit.,  2  vols.  I2mo,  12a  ...  Churton 1838 

JjKques  (^./.)  Handbook  of  Wax-Flower  Making,  8vo,  la IfouUton    i86a 

i^T  (B.)  and  Preston  {H.C.)  Life  of  North-American  Insects,  8vo,  16a Providence    ...1855 

J*QiKh(C.^.  de)  Chess  Preceptor,  translated  by  G.  Walker,  8vo,  16a  Longman  1847 

— — Openings  i-l  the  Chime  of  Chess,  transl.,  V.  1,  8vo,  7a  6d Hastings   1852 

^ifraj  {Alex.  Provott  of  Aberdeen)  Diary  of,  by  BarcUy,  8  e.,  8vo,  10a  6d;  4to,  12s  6d  Hamilton 1836 

^^  (/oa.)  Treatise  on  Ocular  Spectres  and  Structures,  8vo,  5a  Churchill  1856 

v<i^  (Jno.)  Acts  for  Regulating  Fisheries,  Ireland,  12mo,  7a  6<2   Stevens  ...1841 

Bankrupt  I^w  Consolidation  Act,  1849,  12mo,  5s  Spettigue    849 

— Ejectment  and  Distress  Act,  9  &  10  Vict.,  c.  8,  12mo,  la  6d Spettigue    1846 

Game  Iawb,  Ireland,  12mo,  7a Stevens    1843 

■ Index  to  Equity  Cases  not  Overruled,  to  1850,  2  v.  roy.  8vo,  40a Butterworths  ...1850 

-" Reports,  Statutes,  &c..  County  Courts,  2  v.  roy.  8vo,  42a  Butterworths...  1850 

■ Practice  of  County  Courts,  1850,  post  8vo,  20a Stevens    1850 

-Insolvency,  and  Summons  for  Debt,  post  8vo,  12a   Stevens  1848 


Small  Debts'  Practice,  &c.,  2nd  edit.,  12mo,  Qs  Spettigue 1847 

• Wreck  and  Salvage  Act,  9  &  10  Vict.,  c.  99,  with  Notes,  12mo,  3a  6cf...  Spettigue 1846 

J^n  i/no. )  Hebrew  Commonwealth,  by  Stowe,  8vo,  6a  6(/,  Ward  ;  8vo,  1 2a   Talboys 1839 

■ and  Biblical  Antiquities,  roy.  8 vo,  14a    Ward 1840 

; Manual  of  Biblical  Antiquities,  by  Upham,  8vo,  6a,  Ward  ;  8vo,  12a   ...  Talboys 1840 

Jahna  {J.)  Bible  Archaeology,  transl.  by  T.  Upham,  6th  edit.,  8vo,  16a Andover,  U.S.   1853 

Mongueir  {Emperor)  Memoirs  of,  transl.  by  Major  Price,  4 to,  1 2a    Or.  Tr.  Fund. . .  n.  rf. 

J^r  ((?. if. ^.)  HomcBOpatbic  Dictionary  and  Concordance,  12mo,  12a    LecUh 1850 

* — Handbook,  by  Spillan,  12mo,  12a     Headland  1851 

— ■  Medicine,  Manual  of,  2  v.  p.  8vo,  82a,  1847— red.  to  24a  Bailliire    1854 

*— — ■ Phannacopceia  and  Posology,  8vo,  12a  Wiley 1843 

— Treatment  of  Infants,  8vo,  10a New  York 1856 

New  Manual ;  or,  Symptomen  Codex,  by  C.J.  Hempel,  2  v.  r.  8vo,  63a  Wiley 1850 

' Principal  Uses  of  Homoeopathic  Medicine,  I2mo,  2a   Turner  d:  Co.... jZiz 

Jwnsuca,  As  it  Was,  Aa  it  Is  (1885),  and  As  it  May  be,  12mo,  5s Hurst i8f 

8  f 
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Jamaica,  Its  Courts  and  Jurisdiction,  Pt.  1,  Criminal  Law,  roy.  8vo,  2is Smith  «fe  Elder  iZs^ 

Political  Constitution  of,  with  its  Laws,  1844,  roy.  8vo,  12«    Sherwood    184^ 

James  Hatfield  and  the  Beauty  of  Buttermere,  3  v.  pest  8vo,  31«  6d     Colbum 1S4.1 

(L)  His  Court  and  Times,  2  v.  8to,  28j    CoUmm 184J 

——-of  Scotland,  Life  and  Death  of,  4to    MaitlandClabn.  d. 

(IL)  History  of  his  Reign,  by  Bishop  Burnet,  8vo,  9»  6d J.H.AJ.Parktri%S7 

or.  Revolution  of  1G88,  3  ▼.  post  8vo,  31jt  6c{,  CoWam^  1848  ;  12mo,  1<  Routledgt  185^ 


and  Charles  IL,  Histories  of,  by  Carrel,  Fox,  &c.,  post  8vo,  8<  6d H.  Bokn    185^ 

James  the  Sixt :    History  and  Life,  ed.  by  Thomson,  4to      Bawnatjfne  CI.  182; 

(VI.)  Letters  of  or  to,  on  Ecclesiastical  A&irs  of  Scotland,  2  vols.  4to Bannatyne  CI.  1851 

Letters  to,  4to Mailland  Club  n.  d. 

' Meuriage  and  Coronation  of,  1590,  4to   Bannatjfne  CI.  i^ii 

Scotland,  and  Sir  Robert  Cecil  Coriespondence,  ed.  by  Brace,  4to  Camden  <Soc....i86c 

(A.)  Reports  of  Supreme  Court,  Nova  Scotia,  8vo,  calf,  16»    Halifax 1853 

— -  \B,)  Partners  ;  or,  Fair  and  Easy  Goes  Far  in  the  Day,  12mo,  1j    l>uffy 1857 

(B.)  New  Bankrupt  Act,  with  Forms,  Notes,  &c.,  12mo,  4<     RiehanU    1843 

—  Charles  Oliphant,  a  Novel,  3  v.  post  8vo,  31«  6d Nevby    1858 


- — ((?.a)  Pseudo  Cost-Book,  Mines,  8vo,  la B.  Wilton 1855 

— {G.P.B.)  Works,  1*  edition  now  publishing,  12mo,  paper  covers    Routledge  186a 

-  Agincourt,  8  v.p.Svo,  81 »  6rf,  Benlley^  '44  ;  8vo,  SSfSimpkin ;  12mo,  Is  6d  Parlour  Lib.... 1%SS 

———- Agnes  Sorrel,  3  V.  post  8vo,  81*  6rf    Nevcby    1853 

Arabella  Stuart,  3  v.,  31«  6d,  BentUy,  '4.3  ;  8vo,  8*,  Simpkin;  12mo,  1» 6<i  Parlour  £t6....iS58 

Arrah  Neil,  8  v.  post  8vo,  31a  6rf,  Smith  di  Elder,  1845  ;  12mo,  Is  6ci...  Parlour  Lib,...  liss 

Attila,  3  V.  post  8vo,  31a  6rf,  Longman,  1837  ;  12mo,  la  6rf Parlour  Lib...  j%$i 

Beaucharap,  8  v.  post  8vo,  31a  (W,  Smith  dc  Elder,  1848  ;  12mo,  la  6d...  PaWoftrX»6....i859 

-  Blanche  of  Navarro,  a  Play,  8vo,  4s  Lwigman  1835 

— Book  of  the  Passions,  roy.  8vo,  31a  6rf,  Longman.  1838 — red.  to  12a If.  Bokn 1855 

■                   Brigand,  8  v.  p.  8vo,  81s  6d,  Smith d:  E.\t\  8vo,  8a,  Simpkin  ;  12mo,  2a  Par/our  iiJ.,..iS 59 
— Cameralzaman,  a  Fairy  Drama,  post  8vo,  2«  6<i    Oliivier \%^i 

-  Castelneau,  8  v.,  31a  6c2,  Longman,  '41 ;  8vo,  8a,  Simpkin  ;  12mo,  la  Qd  Parlour  Lib.... iZ si 


Castle  of  Ehrenstein,  3  v.  p.  8vo,  Sla  6d,  Smith  d:  E.,  '47  ;  12mo,  la  W  Parlour  Lih....\%s<) 

Charles  Tyrrell,  8vo,  2\a,  Bentley,  1839;  12mo,la6d    Parlour  Lib.... it-^^ 

Commissioner;  or,  De  Lunatico  Inquirendo,  8vo,  15a Orr     1842 

Convict,  3v.  p.  8vo,  31a6</,  Smithd-E.,  1847;  12mo,2a    Parlour  Lib.... it  s^ 

Dark  Scenes  of  History,  3  v.  p.  8vo,  31a  6d,  Nevcby,\^',  12mo,  la  6rf;  2a  Parlour  Lib.... li^^ 

Darnley,  3  v.  31a  6d,  '30  ;  (Stand,Nov.)  5a,'36  ;  8vo,  %s,Simpkin;  12mo,2a  PaWotir Xi6....i859 

DeUware,  8vo,  8a,  Simpkin,  1849;  1«  Crf Parlour  LA.... it $^ 

De  L'Onne,  3  v.,  Sla  6d,'3i  ;  (Stand.  Nov.)  Sa,  '37  ;  8vo,  8a;  12mo,  la  64  Parlour  Lib....  its^ 

Desultory  Man,  3  v.  post  8vo,  Sla  6(i    Saunden  d:  0.  1836 

Educational  Institutions  of  Germany,  post  8vo,  7*  6d SaundertA  0.  1836 


Eva  St.  Ckir,  2  v.  post  8vo,  21a,  Longman^  1843  ;  12mo,  la  6d  Parlour  Lib.... it s^ 

False  Heir,  3  v.  p.  8vo,  21a,  Bentley,  1843;  12mo,  la  64  Parlour  Lib.... it S9 

Fate,  a  Historical  Tale,  3  v.  post  8vo,  Sla  6d  Netdty    1851 

Fight  of  the  Fiddlers,  18mo,  la Bogue    1848 

Forest  Days,  3  v.,  31a  6d,  Saunders  dkO. ;  8vo,  8a,  Simpkin  ;  12mo,  la  64  Parlour  Lib...  it  $9 

Forgery,  8v.  p.  8vo,  Slt6d,Neuby;  12mo,  la  64 Parlour  Lib.... it  ^^ 

Gentleman  of  the  Old  School,  3  v., Sla  6d,Longman  ;  8vo,8a ;  12mo,  la  64  Parlour  Lib,... it ^s 

Gipsy,  8  v.,  Sla  64,  Zon^man,  1835  ;  8vo,  8a,  Simpkin;  12mo,  2a  Parlour  Lib....  it  $$ 

Gowrie;  or,  the  King's  Plot,  8vo,  8a,  Simpkin;  12mo,  2a Parlour  Lib....  it  S9 

Heidelberg,  8  v.  post  8vo,  Sla  64,  Smitli  d:  Elder,  1846  ;  12mo,  la  64  ...  Parlour  Lib.... it S9 

Henry  Masterton,  3  V.  Sla  64;  (Stan.Nov.)  6a;  8vo,  St,  Simpkin:  12mo,  2a  Parlour  Lib....  it  $9 

Smeaton,  8  v.  post  8vo,  Sla  64  Neuby  1850 

of  Guise,  3  v.,  Sla  64,  Longman,  '39;  8vo,  St,  Simpkin;  12mo,  2a  Parlour  Lib....  it  ^9 

History  of  Charlemagne,  8vo,  12a,  Smithd:E. ;  6a,  Bohn,*^7  ;  12mo,  la  6d  Churton 1850 

Chivalry,  12mo,  6a Colbum 1855 

Louis  XIV.,  4  ▼.  8vo,  82a,  Bentley,  1842  ;  2  v.  post  8vo,  7a...  H.Bohn 1855 

'  Richard Coeurde  Lion,4v.8vo,56a,5d««4«r»«£rO.,*49;  2v.p.8vo,7a  If. Bokn    1855 

Huguenot,  3  v.,  Sla  64,  Zon^timn,*38  ;  8vo,  8a,  Simpkin,*  S3  i  12mo,  2a  Parlour  Lib....  it  $9 

Jacquerie,  3  v.  post  8vo,  Sla  64,  Longman,  1841  ;  12mo,  la  6d    Parlour  Lib....  it S9 

John  Jones's  Tales  of  Eng.  Hist.,  2  v.  18mo,  6«,  '49  ;  2  vols,  in  1,  3a  64    Cradoek 1854 

MarstonHall,  8vo,  8a,  Simpkin;  12mo,  2a Parlour  Lib....  it  $9 

King's  Highway,  3  v.,  Sla  64,  Zon^maii, '40;  8  vo,  8a,  5i»ij>Xin;  12mo,la  64  Parlour  Lib....  it  S9 

Last  of  the  Fairies,  a  Tale,  12mo,  Ss,  Parry,  1847— red.  to  3a Willoughby   ...1856 

Leonora  D'Arco,  a  Romance,  3  v.  p.  8vo,  Sla  6d,  Ncu^y,  1857  ;  12mo,  2a  Routledge  1858 

Life  of  Edward  the  Bhck  Prince,  2  v.  12mo,  15a Longman  1839 

--  Henry  the  Fourth,  King  of  France,  3  v.  8vo,  42a  Boone    1847 


—  Lives  of  Foreign  Statesmen,  5  v.  12mo,  30a-— red.  to  17a  64 Longman  1837 

—  Lord  Montagus  Page,  a  Romance,  3  v.  post  8vo,  Sla  64 NevAy    1858 

—  Man  at  Arms,  3  v.  p.  8vo,  21a,  Bentley,  40;  12mo,  Sa64;  '49;  12mo,  la  64  Parlour  Lib.. ..its9 

—  Margaret  Graham,  a  Tale,  2  v.  post  8vo,  21a   Parry    1847 

—  Mary  of  Buiigundy,  8  v.  p.  8vo,  Sla  M  ;  8vo,  St,Simpkin,' so ;  12mo,la64  Parlour  Lib....itst 

—  Memoirs  of  Great  Commanders,  8  v.  p.  8vo,31«64,6W6ttr»,'34;  12mo,  6a  Routledge  1857 

■— MorleyErnstein,  3v.,31aC4,-Satt«4€r8c{rO.;  8vo,  8a,  Simpkin ;  l2mo,  2a  Parlour  Lib....  it  ^q 

—  fjy -^"***  Pontypool,  8  v.  post  8vo,  Sla  64,  Saundert  dt  0,  ;  \t  64 ParUmr  Lib....it'it 

—  Old  Donunion,  a  Novel,  8  v.  postSvo,  Sla  64,  1855;  n.  e.,  12mo,  2a Parlour  Lib,... it^t 
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James((?./'.i2.)01d  OakCheet,  a'v.  post  8to,  81«  6d Kewly    1850 

Odc  ia  a  Thoiwand,  8vo,  8«,  Simpkiny  1849;  12mo,  Is  Qd Parlour  Lib....  1% $9 

Peqninillo,  3  7.  post  8to,  31<  6(/    Newby    1852 

Philip  Augustus,  St.,  31*  6rf  ;  (Stan.  Nov.)  6a,  1837  ;  8vo,  8aj  l2mo,  2«...  Parlour  Lib.... i%S9 

Prince  Life,  a  Tale  for  My  Boy,  16mo,  1«  6<i    Nevby    1855 

RcTenge,  3  V.  post  8to,  31«  6d  Newby    1851 

Richelieu,  3  r.  post  8to,  31«  6rf,  1838  ;  12mo,  3a  6rf,  Coiburn,  1849  ;  2a  Parlour  Lib....  iZ  $9 


Robber,  12mo,3T.,  31a  6c£,  Longman^iZ'^Z;  8vo, 8a, 5m/>itm;  12mo,la6<i  Parlour  Lib.... iZ $9 

Rose  D'Albret,  3  ▼,  post  8vo,  31«  6rf,  Bentley,  1844  ;  12mo,  la  6d    Parlour  Lib....  iSs^ 

RosBell,  a  Tale,  3  v.  p.  870,  31a  6rf,  Smith  d:  Elder,  1848  ;  12mo,  la  6rf...  Parlour  Lib.... 1%$^ 

Sir  Theodore  Broughton,  3v.  p.8vo,31a  6rf,  Smith  ik  E.,\%\  12mo,  la  6d  Parlour  Lib,...  i%s^ 

Smuggler,  3  ▼.  post  8vo,  31a  6<i,  Smith  d:  Elder^  1845  J  12mo,  2a Parlour  Lib.... iZ^^ 

Stepmother,  3  y.  post  8vo,  81a  6d,  Saunders  *t'  0.,  1846  ;  12mo,  Is  6d...  Parlour  Lib....  j%S9 

String  of  Pearls,  2  v.  post  8vo,  15a;  12mo,  3a  6d  Bentley  1849 

TiGonderoga ;  or,  the  Black  Eagle,  3  v.  p.  8vo,  31a  6rf,  Netrbyy''^^ ;  12mo,  2a  Parlour  X16.  ...1859 

Vcmon  Letters,  Reign  of  William  III.,  3  v.  8yo,  Colbum,  184a — r.  18a..  H.  Bohn  1840 

Vicissitudes  of  a  Life,  St.  post  8yo,  Sla  6d Newby    1843 

Whim  and  its  Consequences,  3  v.  p.  8vo,  31a  Qd,  SmithdeE.  ;  12mo,  la  W  Parlour  Lib,... 1%^^ 

Woodman,  3  ▼.  post  8yo,  31a  6<2,  Newby,  1849;  12mo,  2a Parlour  Lib.... 1%$^) 

and  Field  (M.B.)  Adrian,  2  v.  p.  ^vo,  21a,  Boone,  1852— red.  to  2a  6d...   Wardd,  Lock  .1858 

—  {G.W.)  Historic  Guide  to  the  Island  of  Sark,  18mo,  2a  (id  Longman   1845 

—  {Utn.\  Christianity  the  Logic  of  Creation,  12mo,  3a  6d,  WhiU,  1857;  4a  6d Nno  York 1858 

— Church  of  Christ,  12mo,  2a    WhUe 1857 

Lectures  on  MoraJism  and  Christianity,  12mo,  3a  ^   /.  CiMpman...  1850 

The  Old  and  New  Theology,  Two  Lectures,  fcap.  8vo,  2a  W    Longman  1861 

— -  (^or.)  Lectures  on  the  Reyelation  of  St.  John,  12mo,  As Wertlieim  1851 

Scene  in  the  Upper  Room  at  Jerusalem,  3  Sermons,  12mo,  la WhiUaker i860 

Sermons  on  some  of  the  Levitical  Types,  12mo,  4a  6d Wertheim  1847 

—  {Jlitfffti  Scramble  through  Scinde,  the  Punjab,  Hindostan,  &c.,  2  ▼.  p.  8^0,  18a...  Thacker 1854 

—  {Sirli.)  Instructions  for  taking  Metoorological  Observations,  roy.  8yo,  7s  6d  Longman  1861 

Maps  of  the  World  and  Charts  of  the  Stars,  folio,  10a  6d L<mgman  1862 

On  Photosinoography,  sm.  4to,  12a Longman  1862 

— [Jno.)  Christian  Watohfulness  in  Sickness,  &c.,  12mo,  2a  6d,  '47  ;  8ih  edit.,  6a  Rivington  i860 

Commentary  on  the  Church  Sunday  Lessons,  1 2nv>,  I0s6d Rivington  x 840 

Collects,  12mo^  2a  8<2,  1847;  new  edit.,  6a Rivington  i860 

■ ■>  Morning  and  Evening  Services,  n .  e. ,  2  v.  1 2mo,  1  Oa  6d  Rivington  1855 

— — ■  Ordination  Services,  12mo,  7a  6rf Rivington  1846 

Evangelical  Life  as  seen  in  the  Example  of  Christ,  12mo,  7s%d Rivington  1856 

-^ History  of  Bradford,  York,  8vo,  12a;  with  Pedigrees,  8vo,  16a Longman  1841 

the  Worsted  Manufacture  in  Enghwd,  8vo,  26a Longman  1857 

■ Mother's  Help  to  Church  Catechism  and  Services,  12mo,  7s  6d  Rivington  1842 

—- Treasury  of  Medicine;  or.  Family  Medical  Guide,  12mo,  6a  Routledge  1854 

—  (/.il.)  Works,  new  edit.,  17  v.  post8vo,  each  vol.  7a  6d    HamiUon  ...1860-2 

V.  1-3.    Sermons.     4.    Discourses:    Young    Women.     6.    Discourses:    Young 

Men.     6-7.  Christian    (haces.       8.  The  Ministry.       9.  Church    in    Earnest. 

10-11.  Christian   Life.     12-13.  The   Family.     14.    Dissent  and  the   Church. 

15.  Pastoral   Addresses.     16.  S.  S.  Teacher's  Guide,  &c.     17.  Autobiographical. 

Anxious  Enquirer  aftor  Salvation,  18mo,  la;  new  edit.,  12mo,  2a  .........  Rel.  Tract  iSoc.i  849 

Christian  Charity  Explained,  new  edit.,  12mo,  4a    HamiUon  1859 

' •  Father's  Present,  18mo,  2a  6d,  '41 ;  12mo,  3a  6d;  new  edit.,  6a  Hamilton  .......1857 

— Fellowship,  or  Church  Member's  Guide,  12mo,  3a  6d    Hamilton 1855 

abridged,  18mo,  la  6d  Hamilton  ......1859 

Hope,  12mo,  4a HamiUon  1858 

Professor  Addressed,  12mo,  4a Hamilton 185a 

-Progress;  Sequel  to  Anxious  Inquirer,  18mo,  la  Rel,  Tract  Soc  1853 


—  Church  in  Earnest,  new  edit. ,  12mo,  4a HamiUon  1851 

—  Course  of  Faith,  or  Practical  Believer  Delineated,  new  edit.,  12mo,  4a  6d  HamiUon 1852 

—  Earnest  Minihtry  the  Want  of  the  Times,  12mo,  3a  6c{ Hamilton  1855 

--Family  Monitor  :  Help  to  Domestic  Happiness,  new  edit.,'12mo,  4a  6d...  HamiUon 1861 

—  Flower  Faded,  18mo,  2a  Hamilton  1861 

—  Funeral  Services  for  the  Death  of,  by  Bev.  R.  W.  Dale,  8vo,  la HamiUon  1861 

—  Jubilee  Services  at  Birmingham,  12mo,  3a HamiUon  1855 

—  Lectures  on  Book  of  Revelation,  Chtfp.l7,  18,  12mo,  4a Wertheim  1851 

—  Life  and  Letters,  edit,  by  R.  W.  Dale,  8vo,  12a;  post  8vo,  7a  6d  Nisbet 1861 

—  Memoirs  of  Mrs.  James,  12mo,  2a HamiUon  1850 

—  Olive  Branch  and  the  Cross,  18mo,  la    HamiUon 1850 

—  Pastoral  Addresses,  12mo,  2s  ed;  3  series,  each  la  Rel.  Tract  Soc. iS^6 

—  Protestant  Nonconformity  in  Birmingham,  12mo,  3a HamiUon  1849 

—  Review  of  his  History,  &c.,  by  J.  Campbell,  post  8vo,  6a    Snow 1859 

—  Sunday  School  Teacher's  Guide,  19th  edit.,  18mo,  Is  Qd HamiUon  i860 

—  Widow  directed  to  the  Widow's  God,  18mo,  la  6d,  1859  ;  post  8vo,  3a  Qd  Hamilton  i86t 

—  Young  Man  from  Home,  18mo,  la Rel.  TractSoc.  1859 

Man's  Guide  to  Immortality,  new  edit.,  12mo,  3a  6(i    HamiUon  1861 

•  Woman's  Guide  to  Immortality,  new  edit.,  12mo,  4a    HamiUon  1861 


—  (/. ZT.)  Duration  of  Life  in  Rural  Dip tricte,  &c.,  cr.  8vo,  6a   Simpkin 1858 
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jBme&d.H.)  ElemexLte  of  Grammar,  accordiDg  to  Becker,  12mo,  Zs6d    Lcnffnan  1S47 

Guide  to  Benefit  Building  Societies,  12mo,  2s  6d Simpkin 1849 

. Formation  of  Friendly  Societies,  8vo,  8«    Simpkin 1851 

Instructions  for  the  Formation  of  Rifle  Corps  Equipment  Clubs,  8vo,  5«...  SUvent  ds  Sont  1S60 

Joint-Stock  Companies,  &c..  Acts  as  to  Assurance  Societies,  8yo,  20« Simplin 1851 

«- ' Life  and  Fire  Assurance,  Annuities  and  Rerersionary  Fayments,  8vo,  15s  Simptin 1851 

Limited  Liability  Act,  with  Notes,  12mo,  Is  6d  BuUerwotihs  ...ii^$ 

Observations  on  Operations,  Strangulated  Hernia,  8vo,  5s   Churchill  1859 

Primary  Instruction  in  English  Grammar,  12mo,  Is  6d    Longman  1848 

Thoughts  on  Passages  selected  from  the  Fathers,  12mo,  3<  6d RivingUm  1S4S 

-—  (J.W.)  On  Redeeming  Property  mortgaged  to  Land  Societies,  12mo,  5«  Battenoorth  ...1854 

—  (Lizzi)  Stapylton  Change,  a  Tale,  12mo,  6< Simpkin 1857 

—  (Afarian)  Ethel  ;  or,  the  Double  Error,  a  Tale,  post  8to,  6s  6d   Groambridge  ...1854 

—  {M.P.)  Sore  Throat,  its  Nature,  Varieties,  Ac,  post  8vo,  is  6rf  Churchill  1861 

—  (Sam.)  Gracious  Dealings  of  God  with  Eminent  Christians,  10th  edit.,  18mo,  2s..,  Palmer 1842 

—  {Thos.)  Bellum  Papale,  edited  by  Cox,  12mo,  2«  6d  /.  C.StewaH..  1841 

— —  Treatise  on  Corruption  of  Scripture,  edited  by  Cox,  8vo,  12s Parker ^S<m...i%^'i 

-r  (T.H.)  Residence  in  South  Australia,  12mo,  8« SmiihAElder  1839 

(>F.)  Charles  Oliphant,  8  v.  post  8 vo,  81«  6rf NeuAy    1857 

• German  and  English  Dictionary,  12mo,  7* RouiUdge  1856 

Mistakes  and  Misstatements  in  Book  of  Rugby  Sdiool,  Is  6d Longman  1859 

. Naval  History  of  Great  Britain,  6  v.  8vo,  54*/37;  n.e.,  6  v.  p.  8vo,  ea.6«  Bentley  1859 

Sermons  on  the  Miracles  of  Christ,  12mo,  6« Mardon 1840 

and  Grass!  {0.)  English  and  Italian  Dictionary,  12mo,  6«  IF.  Allan 
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—  M0I6  (A.)  French  and  English  Dictionary,  new  e<Ht.,  12mo,  6«  W.  Allan  1858 

—  (W.A.)  County  Voters'  Atanual  and  Guide  to  Elections,  1855,  12mo,  2« Shaw d- Sons. ..liss 

—  (W.B.)  Wine  Duties  considered  Financially  and  Socially,  8vo,  6s Longman  1855 

Jameson  {D.D.)  Colour  Music,  roy.  4to,  10* Smith  A- Elder  1844 

{F.J.)  Analogy  between  Scripture  Miracles  and  Doctrines,  12mo,  2s Macmillan 1852 

Sermons  :  Brotherly  Counsels  to  Students,  12mo,  1«  6d Macmillan 1859 

Solutions  of  Cambridge  Senate-House  Riders,  1848  61,  8vo,  Is  Sd    Macmill4tn 1851 

(Hugh)  Don  Viquete  de  los  Montea,  illu&t.,  8vo,  7a  6d,  Wilson— red.  to  2s...   Ward  d:Li>ck...i^S7 

(iT.^.)  Treatise  on  Epidemic  Cholera,  8vo,  12s Philadelphia... i^SS 

{Jas.)  Glossary  of  Obsolete  Words,  &c.,  of  Scripture,  12mo,  2«  6rf  Weriheim 1850 

{John)  Letters  to  Afflicted  Friends,  4th  edit.,  18mo,  Is  (Edinburgh) Hamilton  1862 

{Mrs.)  Beauties  of  Court  of  Chas.  IL,  imp.  8vo,45«,Co/fri»r«,'38  ;  n.e.,  21s  Bohn 1861 

Characteristics  of  Women,  2  v.  8vo,  28»,  '46;n.e.,  24a,  '58— r.,  12»  Bohn 1861 

—. Common-Phice  Book  of  Thoughts,  &c.,  2  e.,  sq.  8vo,  18«— red.  to  9a  N,  Bohn 1854 

Communion  of  Labour:  a  Lecture,  12mo,  3f   Longman  1856 

Companion  to  Private  Picture  Galleries,  p.  8vo,  16a;  7s6d Bohn !!!.!. 1S44 

Handbook  of  Public  Picture  Galleries,  post  8vo,  10a    Murray 1845 

Legends  of  the  Madonna,  new  edit.,  square  8vo,  28«  Longman  ...... l^7 

Monastic  Orders,  square  8vo,  28a,  1850;  new  ed.,  21a  Longman  1862 


lives  of  Female  Sovereigns,2  v. 8vo, 2 la, iSawwc/era  A-  0.,\o—t.  to  12a  Bofm !.!... 1861 

Italian  Painters,n.e.,18mo,2a6rf;  12mo,6a,*58;  p.  8vo,12a  Murray 1859 

Memoirs  and  Essays  onArt,&a,p.8vo,10a6d,'46  ;  n.e.,fq).8vo,2a6rf  Bentley i860 

Relative  Position  of  Mothers  and  Governesses,  2nd  edit.,  8vo,  2a   ...  Parker  A- Son   1S48 

SacrBd.and  Legendary  Art,  2  v.  square  8vo,  42a, '48;  new  ed.,Sla  6d  Longman  1857 

Sisters  of  Charity,  Catholic  and  Protestant,  12mo,  4»,  1855— r.  to  2a  Longman  1859 

Sketches  in  Canada,  12mo,  2a  6rf  Longman      ...1852 

Social  Life  in  Germany,  2  v.  post  8vo,  21a   .'.'*  Saunders  A  0.  it^o 

Studies  and  Rambles  in  Canada,  3  v.  post  8vo,  31a  6d Saunders  A'  0.  1838 

Visits  and  Sketches  at  Home  and  Abroad,  2  v.  post  8vo,  21a Saunders  A  0.  1840 

(RobL)  Elements  of  Mineralogy,  post  8vo,  6a Simpkin 1840 

{Ji.F.)  Notices  of  the  Reformation  in  Navarre,  post  8vo,  5a  6rf  Seeley    1839 

{B.O.)  Travels  in  New  Zealand,  South  Australia,  &c.,post8vo,  8a Smith  A  Elder  i^i 

{R.W.)  Curse  of  Gold,  a  Romance,  12mo,  la Routled^n      .   1854 

Nimrod,  a  Dramatic  Poem,  12mo,  5a Pickering         1848 

Timoleon,  a  Tragedy,  8vo,  la '„[,[[][  Blackader'Z  lUi 


(Wm.)  Brotherly  Counsels  to  Students,  la  6d  .........!...!............"..'.  MacmiUan      .  i$]9 

-—  Gospel  to  the  Africans :  Narrative  of  his  Life,by  Robb,  cr.8vo,3a6<i  Bamilt^m    .  !!!i86i 

— — —  (W.)  The  Feet:  Corns,  &c.,  2nd  edit.,  18mo,  la Simpkin 1850 

Jami  s  Salaman  and  Absal,  an  Allegory,  transl.  from  the  Persian,  4to,  3a Parker ASon    i8?6 

Jamieson  {Alex.)  Dictionary  of  Mechanical  Science  and  Art,  2  v.  4to,  58a...  Tallis  '  n  d 

Manual  of  Map-Making,  12mo,  2a ;;;;;  FuUarii»i''.Z'.iisz 

Mechanics  for  Practical  Men,  8vo,  15*— red.  to  7a  6d   ff,  Bohn  184c 

of  Fluids  for  Practical  Men,  8vo,  10a  Gd  Q^         ,^7 

(Geo.)  Essentials  of  Philosophy,  8vo,  9a Hainiium, i8s-8 

{John)  Reality  of  the  Influence  of  the  Holy  Spirit,  12mo,  6s "  "  Hamilton  18-4 

Scottish  Dictionary,  with  Supplt.,  4  v.  4to,  8Z  8a,  Simpkin]  U  15a...  Bohn  184a 

Supplement  separate,  2  v.  4to,  84a Simpkin.  184a 

;;; TTT^^^^^^^t'  Svo,  21a,  1846-red.  to  12a   ....:....  SimpLHn 1850 

-' — Z-J*®^  0^  *^e  ^yal  Palaces,  Scotland,  4to,  20a    Fuflarton         n  ii 

(iWra./'.)  Domestic  History  of  France,  12mo,  7a Edwards    18-6 

• Historical  Gleanings,  post  Svo,  10a  6d  A^^p^        ,g^g 
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Jsmiesim{Mn.P,)  The  First;  or,  Mother's  Dictionaiy,  9th  edit.,  ISmo,  2t6d Darton  i86x 

(Robt.)  Cyclopaedia  of  Modem  Religious  Biography,  poet  8to,  5«,  *52  ;  3«  6d  Griffin    1858 

Baatem  Manners,  Old  and  New  Testament,  n.  ed.,  2  v.l2mo,ea.4«6rf  Hamilton  1859 

Manners  and  Trials  of  the  Primitive  Christians,  12mo,  3a  6i Simpkin 1841 

-  Scripture  Readings  for  the  Yoang,  12mo,  3s  Gd,  '53;  new  ed.,  28  6d  Griffin    1862 


J&ne  {Emma)  Alice  Canningham,  post  8vo,  5j — red.  to  2«  6c{ H.  Bohn 1846 

Hodsoa;  or,  Secret  of  (Jetting  on  in  the  World,  18mo,  Is Nelsons 1856 

the  American  Girl,  18mo,  Is;  cloth  gilt.  Is  6rf Rel.  TrticiSoc.  1848 

Morris,  and  other  Narratives,  square  16mo,  Is  6d Johnstone d:  if .  1852 

Rntherford;  or,  the  Miner's  Strike,  aTale,  12mo,  Is  6d  Simpkin 1854 

Sealon;  or,  the  Cornelian  Cross,  a  Moral  Tale,  18mo,  Is  6d Griffin    1848 

Jiaei{R,)  Appendix  to  the  Psalter,  4to,  Is  6d Rivington  1855 

Hymns  and  Canticles  used  in  the  Morning  and  Evening  Services,  r.  8vo,  Is  Simpkin 1854 

Palter  and  Canticles,  pointed  for  Chanting,  new  ed.,  32mo,  2s;  4to,  4s  6d  Mozley   i860 

Janet,-  or,  Glances  at  Human  Nature,  8  vob.  post  8vo,  81»  6d  Sauniersde  0.   1839 

Janet  Grey;  or,  Life  as  it  Meets  us,  by  S.  T.  C,  post  8vo,  7s  Od  Nisbet i860 

Janeway  {Jas.)  Saints*  Diligence  in  Christ's  Service,  18mo,  Is  Qd  Rd.  Tract  Soe.  n.  d. 

(jokn)  Holy  Life  and  Triumphant  Death  of,  18mo,  Is  6d Hamilton  1854 

Invisibilities,  Realities  demonstrated  in  Life  and  Death  of,  Idmo,  Is  6c{  Hamilion  1854 

(S.)  Heaven  upon  Earth,  12mo,  Is  6d Nelson    1847 

Jaaiji  (Jules)  Mois  de  Miu  &  Londres  et  I'Exposition  de  1851,  8vo,  7s C.  Mitchell 1851 

•  Summer  and  Winter  in  Paris,  ito,  21s P,  Jackson 1849 

Jaasetti  (Z'.)  Quadri  Storici  per  la  Stndiosa  Gioventu,  12mo,  3|  6d  Longman  1850 

Japsn,  Documents  on,  edited  by  Rundall,  8 vo  Hakluyt  Soe...  1850 

Expedition  of  the  U.S.  Navy  in  1852-54,  4to,  V.  1,  63s  ;  V.  2,  42s ;  V.  3,  42s    Washington  1856-8 

Opened  :  compiled  from  the  American  Expedition,  1852-4,  12mo,  3s Rel.  Tract  Soe.  1858 

Jipetie  Philosophy  and  Physioglyphics,  2nd  edit.,  2s  6d  Renshaw    1861 

Japi>a;  Annales  des  Bmpereurs  de,  4to,  80s Ori.TransLFd.n.  d. 

Jaqaemet  (Z'.^.)  Chronology  for  Schools,  12mo,  3s  6(/ Longman  1858 

■ Compendium  of  Chronology,  post  8vo,  7s  6(2    Longman  1855 

JaqAe8(/.)  History  of  Junius  and  his  Works,  crown  8vo,  10s  6<2 Bellds  Daldy...i%^'^ 

-  {Jos.)  The  Gospel  the  only  True  Foundation  of  Morality,  cr.  8vo,  7s  6d   RivingUms 1861 

Jaidine  (J ^.)  Treatise  on  Practical  Geometry,  post  8 vo,  Is  Houlston   1855 

(Dav.)  Narrative  of  the  Gunpowder  Plot,  p.8vo,  7s  6d,  Arttrray,*56— r.to  5s  Griffin    1861 

On  Use  of  Torture  in  Criminal  Law  of  England,  8vo,*3s  6rf Baldtnn    1837 

Treatise  on  Equivocation,  fcap.  8vo,  5s   Longman  1851 

{Wm.)  British  Salmonidse,  Parts  1  and  2,  folio,  each  63s  Hiyhley  ...1839-41 

Contributions  to  Ornithology,  2  V.  8vo,  42s Reeve 1850 

Ichnologyof  Annandale,  3  Parts,  folio,  ea.  21s Longman  1852 

Natural  History  of  Humming  Birds,  2  v.  8vo,  morocco,  42s Uighley 184X 

Naturalists  Library,  40  v.  12mo,  each  6s  -red.  4s  6rf.    See  Appendix. 

a?u2  Selby,  Illustrations  of  Ornithology,  3  v.  4to,  10/  10s Zo»flrma»...i839  45 

V.  4,  4to,  50s Highley.s 1847 


Jirman  (B.P.)  Faith's  Trial ;  or,  Abraham's  Example  practly.  Applied,  12mo,  Is  6rf  Nisbet    1852 

• The  Young  Protestant,  12mo,  2s  6rf Nisbet    1855 

{Hen.)  Chancery  Practice  and  Orders,  12mo,  10s  6rf,  1853  ;  18s  Maxwell    1854 

Forms  of  Biils  of  Costs  in  Chancery,  1857,  8vo,  5s  6d Maxwell    1857 


•(i^tcA.)  Voyage  to  the  South  Seas,  12mo,  4s Longman  1839 

~    (T.)  Treatise  on  Iaw  of  Wills,  2  y.  loy.  8vo,  56s,  1844;  3rd  edit.,  63s  ...  Svseet 1861 

and  Bythewood  {W.M.)  Conveyancing,  by  G.  Sweet.     See  Bytbewood. 


Juret  {Thos.)  Gospels  and  Acts,  showing  Sound  of  each  Word,  &c.,  8vo,  7s  Gc/ Quaritch    1858 

Hebrew  and  English  Lexicon  and  Grammar,  8vo,  21s Parker  ^  Son    1848 

Way  of  Marking  the  Sounds  of  English  Words,  8vo,  Is Quaritch   1858 

Jsrrin  (G.A.)  Italian  Confectioner,  post  8vo,  12s,  Elers^  1843  »  °^^  edit.,  3s  6c2  ...  RovUedge  1861 

Jwrold  (Tfco.)  Education  for  the  People,  8vo,  3s  Longman  1848 

— ■ Instinct  amd  Reason  Philosophically  Investigated,  8vo,  9s Longman  1836 

JifTold's  Farmer's  Account- Book,  folio,  4s  6<i  Jairold 1846 

Labourer's  Account-Book,  10th  edit.,  4to,  2s  6d  Jarrold 1853 

Jinrea  (/.  /, )  Art  Hints  ;  Architecture,  Sculpture,  and  Pai nting,  post  8vo,  Ss   Low    1855 

Studies  ;  the  Old  Masters  of  Italy  :  Painting,  2  v.  sq.  8vo,  32s...  New  York 1861 

Descriptive  Catalogue  of  Old  Masters,  8vo,  2s New  York 1861 

■ History  of  the  Sandwich  Islands,  1843,  12mo,  6s,  Moxon — red.  3s  ^  H.Bohn 1843 

" Italian  Sights  and  Papal  Principles,  cr.  8vo,  7s  6(i Low    1856 

" — • Kiana  :  a  Tradition  of  Hawaii,  post  8vo,  7s  6rf Xotr    1857 

~— Parisian  Sights  and  French  Principles,  12mo,  Is;  12mo,  3s6<i Clarke    1853 

1st  and  2nd  series,  12mo,  each  6s6c2  Low  1856 


Scenes  and  Scenery  in  the  Sandwich  Islands,  12mo,  8s  Moxon  1844 

— Why  and  What  am  II  Pt.  1,  Heart  Experience,  12mo,  6s Boston  1857 

Jwie  (/(tu.)  Discourses  and  Miscellaneous  Writings,  12mo,  5s  Ward 1853 

JaTTi8((;eo.)  Sermons  on  Particular  Occasions,  8 vo,  7s  6rf    Belltk  Daldy...i$^i 

- —  (S.F)  Chronological  Introduction  to  Hist,  of  the  Church, 8vo, 25s  ;  new  ed.,21s  Cleaver 184J. 

' Farmer  s  Harvest  Companion  and  Assistan  t,  1 2mo,  3s  6d Simpkin     1 84 8 

■ History  of  the  Mcliatorial  Kingdom,  8vo,  It^s CUaver 1861 

J3<ihar,  Fragmenta  Archetypa ,  edited  by  Dr.  Donald&on,  8 vo,  8s    Williams  d:  N.  1855 

Jvifry  the  Knight  and  the  Fair  Brunissende,  tiansl.  by  Alfred  Elwes,  roy.  8vo,  12s...  Addey   .T. 185^ 
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Jay  (CF.)  Select  Bea«ling8  in  Poetry,  for  Schoolg,  12mo,  U  6d Partridge 1855 

—  (/.C.)  Sholla,  Collection  of,  4to",  16«  ;  cold,,  28* Wiley 1S39 

—  (Judge)  Slavery  in  America,  edited  by  Morison,  12mo,  4« WiUy 1836 

View  of  the  Federal  Government  in  behalf  of  Slavery,  12mo,  8«  M  Wiiey 1839 

(Wm,)  Works,  revised  by  Himself,  12  v.  post  8vo,  each  7»  6rf,  1841— red.  to  5»    BarlleU 1856 

V.  1  to  4.  Morning  and  Evening  Exercises.       V.  8.  Memoirs  of  Rev.  John  Clark,  &c. 

6.  Memoirs  of  Rev.  Com.  Winter.  9.  Sermons  preached  at  Bath. 

6.  Christian  Contemplated,  Lects.  10.  Family  Prayers  for  Six  Weeks. 

7.  Sermons  on  various  Occasions.        11-12.  Short  Disconrses  for  Families. 

— — -  Autobiogmphy,  by  Redford  and  James,  p.  8vo,  12#,  '54;  8  e.,7«  6(^,55;  r.5»  HanUUom  1862 

. Evening?  with  Jesus  :  Devotional  Readings,  12mo,  (*« J.  F.Shaw 1857 

Final  Discourses  at  Argyle  Chapel,  Bath,  post  8vo,  10«  6d A.  Hall 1854 

>  Jubilee  Memorial  of :  Sermons,  &c.,  12rao,  5s  ? Jiartlftt 1841 

^— Lectures  on  Female  Scripture  Characters,  p.  8vo,  6s,  '54  ;  new  ed.,  3<  td  IlamtlUm  i86z 

Memoir  of,  by  Rev.  S.  Wilson,  12mo,  Zs  6d Binns 1854 

—— Miscellaneous  Writings  on  Skvery,' sm.  8vo,  7« Boston^  l\S....\%^Q 

-  Mornings  with  Jesus  :  Devotional  Readings,  new  edit.,  12mo,  5*  6<j   J.F.  Shaw 1857 

Portraiture  of,  by  Rev.  T.  Wallace,  12mo,  Is  6d  A.  Hall 1854 

— — Recollections  of,  by  his  Son,  Cyrus  Jay,  post  8vo,  7»  W  HamiUon  1859 

Jeaffreson  (J.C)  Book  about  Doctors,  2  v.  post  8vo,  21«,  i860;  new  edit.,  cr.  8vo,  54  Burdd-B 1861 

Crewe  Rise,  a  Novel,  St.  post  8vo,  81«  6<i I/ur$tdtB.   ...1854 

Isabel,  the  Young  Wife  and  the  Old  Love,  8  v.  post  8vo,  31«  6d  ...  Hurat  ds  B,  ...1856 

Miriam  Copley,  3  V.  post  8vo,  31«  6d  HurUde  B.  ...1859 

— — — ^—  Novels  and  Novelists,  from  Elizabeth  to  Victoria,  2  y.  post  8vo,  21«  HurBt  A  B 185^ 

Olive  Blake's  Good  Work,  a  Novel,  3  v.  post  8vo,  31s  6rf  ;  12mo,5s  Chapman  deH.  1862 

( irm.)  Treatises  on  Diseases  of  the  Eye,  8vo,  10s  6rf JUnshaw 1844 

Jealousy  a  Novel,  3  V.  post  8vo,  Sis  6d Neviby   1848 

Jean  Migault ;  or.  Trials  of  a  French  Protestant  Family,  ISmo,  Is  6(i Johnatone  1851 

Jeanne  de  Vaudreuil ;  or.  Reconciliation,  fr.  the  French,  p.  8vo,  6s,  Niabetf  '55 — r.ls  6d  Orifin    1861 

Jeanes  (Wm.)  Modem  Confectioner,  illustrated,  -post  8vo,  6s  firf HoUen    1861 

Jeannie  Morrison,  by  the  Author  of  Pastor^s  Family,  12mo,  2s  Jas.  Blackwood  1% $6 

Jeans  (Geo.'S  Practical  Astronomy  for  the  ITn learned,  pout  8vo,  8s  6</,  Capes — red.  3s    H.Bokn 1841 

(H.W.)  Navigation  and  Nautical  Astronomy,  n.  e.,  2  Pta.,  12mo,  ea.  5s  ;  1  y.  9s    Lonffman  i860 

Problems  in  Surveying,  Navigation,  and  Astronomy,  1 2mo,*  Gs  LongvMM  1849 

— — —  Rudiments  of  Navigation  and  Practical  Astronomy,  12mo,  2s    WtaU 1852 

■  — Rules  and  Examples  in  Navigation,  12mo,  2s  Longman  1849 

■ for  Finding  the  Stars,  roy.  8vo,  3s  6c{ Longman  184S 

Trigonometry,  P.  and  S.,  2  Parts,  12rao,  ea.  4s;  1  v.  7s6tZ  ;  Key,  3s  6d...  Longman  1852 

(Tko.)  Tommiebeg  Shootings ;  or,  a  Moor  in  Scotland,  cr.  8vo,  lis^  *6o;  n.o.,  2s 6d  Routledge  1861 

Jeays  (/.)  Orthogonal  System  of  Hand  Railing,  8vo,  5s  6rf Simpkin 1850 

Jebb(/?p.y.)  Correspondence  with  Knox,  by  Forster,  new  edit.,  2  v.  8vo,  28s  Longman  1836 

Life  and  Letters  of,  by  For8ter,n.e.,8vo,16s,Zo7»(7ma«,*37  ;  p.8vo,10s6<2  BtnlUy  i8$i 

2—  Pastoral  Instructions  on  Church  of  England,  12mo,  6s  Longman  1844 

Practical  Theology,  2  v.  8vo,  24s Longman  1837 


-(CoLJno.)  Defence  and  Attack  of  Outposts,  3nl  edit.,  14s Clotceg   1849 

Militia  Manual ;  or.  Fighting  Made  Easy,  8vo,  2« Clowes    1853 


(John)  Choral  Responses  and  Litanies  of  the  Church,  folio,  80s    Bell  d:  Daldy...i%^' 

Service  of  the  Church  of  England  and  Ireland,  8vo,  16s  Parker  A  Son...  \%\i 

Divine  Economy  of  the  Church,  12mo,  6s,  Longman — red.  to  4s  6d    ...  ff.Bohn 1840 

Forms  of  Prayer  for  Families  or  Households,  8vo,  2$  iid   Bell  d:  Daldy. .  1 845 

Lectures  on  the  English  Cathedral  Service,  12mo,  3s Rivington  i860 

Literal  Translation  of  the  Book  of  Psalms,  2  v.  8vo,  21s  Longman  1846 

Six  Letters  on  the  present  State  of  the  Church,  fcap.  8vo,  2s  6d MoMtert 1851 


(Maj.)  Construction  and  Ventilation  of  Modem  Prisons,  4to,  12s Wtale 1844 

(Ric.)  Probate  Court  Act,  with  Rules  and  Orders,  1857,  12mo,  7s SUvena   1858 

Report  of  Bp.  Hampden's  Case,  Hereford  Cathedral,  8vo,  12s Benning 1849 

JefTcries  (B.  AH. A.)  Widow  of  Nain,  and  other  Poems,  12mo,  2s Simpkin 1862 

Jeffers  (ir.^'.)  Naval  Gunnery,  Treatise  on,  8vo,  lv«s  New  York 1850 

Jefferson  (John)  Agrippa  ;  or.  Nominal  Christian  invited  to  Decision,  18mo,  Is  Od  ...  Snow 1845 

Lectures  on  the  Commandments,  18mo,  2s6(2   Ward 1835 

'  Millennium,  a  Spiritual  State,  &c.,  18mo,  Is  6rf  Snow 1839 

(Sam.)  Carlisle,  Guide  to,  12mo,  Is  6rf  Whi/taker 1841 

History  and  Antiquities  of  Carlisle,  8vo,  12s Whittaker 1840 

■  Cumberland,  2  V.  8vo,  24s  ;  l.p.,  42s Whittaker 1841 

of  AUerdale  Ward,  Cumberland,  8vo,  8s  Whiftaker 1840 

Leath  Ward,  Cumberland,  8vo,  8s Whittaker 1840 


(2%os.)  Life  of,  by  H.  S.  Randall,  3  v.  8vo,  42s New  York 1859 

Geo.  Tucker,  2  v.  8vo,  28s    Knight  1837 


Writings  of.  Autobiography,  Correspondence,  &c.,  9  v.  8vo,  616$  ...  New  York 1854 

Jeffrey  (Jas.)  Observations  on  the  Heart  and  the  Foetus,  8vo,  7s  6d Longman  1835 

Jeffrey  (Alex.)  Guide  to  the  Scenery  of  the  Border,  18mo,  4s    Bogue 1S39 

History  and  Antiquities  of  Roxburghshire,  2  v.  post  8vo,  18s  Hope  1858 

—  (Zrf.Fm.)  Contribntions  to  Edinb.  Review,4  v,8vo,48s,  *43;  3  v. 42s, '46;  1  v.  21s  Longman  185a 

•  Life  and  Correspondence,  by  Lord  Cock  bum,  2  v.  8vo,  25s Longman     1 8  52 


-^H.)  Charges  against  Custom  and  Public  Ojunion,  12mo,  8s  6rf Smith  4f  £lder  .1836 
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Jeflfrey   (/.)    Diacoarses,  Doctrinal  and  Practiail,  with  Life,  post  8yo,  6s    Hamilton  1 846 

(KT,)  Voices  from  Calvary,  2nd  edit.,  post  8vo,  3«  6rf  Longman  i860 

(H'.>Bdacation:  What  is  it  ?  8vo,  la Masters 1855 

Jeffreys  {ffen.)  The  Almight/s  Bverlasting  Circles,  an  Essay,  1 2mo,  3<  6<2    Hatchard 1856 

(/.(?.)  British  Conchology,  V.  1,  poet  8vo,  12a   Van  Voorst   ...186a 

{Jtd.)  On  Preserration  of  the  British  Army  in  India,  8vo,  12a Lortgman  1858 

Yiew  of  the  Statics  of  the  Haman  Chest,  &c.,  8vo,  6«   Longman  1843 

■  (ifiaa)  Hoel  the  Hostage,  and  other  Poems,  new  edit.,  post  8vo,  is  6d Saunders d:  0.   1841 

(T.)  Remarks  on  Matico  as  a  Styptic  and  Astringent,  8yo,  la   Longman   1844 


Jelf  (/^  9r.)  Evidence  of  Unsoundness  in  Essays  and  Bcyiews,  8vo,  la  J,H.AJ,Parkeri%bi 

Sermons  at  Bampton  Lectore,  Means  of  Grace,  1844,  8vo,  10a  6d    Rivington  1844 

• Doctrinal  and  Practical,  preached  Abroad,  8vo,  9a  6rf Rivington  1835 

—  (ff.^.)  Appendix  to  the  Eton  Greek  Grammar,  12mo,  3a J,WtUiams    ...1849 

Christian  Faith:  Bampton  Lecture,  1857,  8vo,  7s  6d J. H.d- J.Parker i9s7 

Greek  Grammar  from  Kuhner,  3rd  edit.,  2  v.  8vo,  30a J,B.d!j,ParkeriZ6t 

Sermons  at  Chapel  Royal,  Whitehall,  8vo,  7a  6rf J,H.dcJ.Parkeri%\% 

Supremacy  of  Scripture,  a  Letter  to  Dr.  Temple,  8to,  5a  Saunders  d:0.  1861 

Jellett  (/.jy.)  Treatise  on  the  Calculus  of  Variations^  8vo,  14a    Orr 1850 

Jdly  (Z/arr^)  Sermons  at  Bath,  8vo,  10a  6d Rivington  1840 

Jemmett  (C.E.)  Bankruptcy  Acts  and  Orders,  with  Notes,  &c.,  12mo,  10a  6d Sweet i86z 

Jenkins  (i. if.)  Questions  (500)  on  Miscellaneous  Subjects,  12mo,  Is Simpkin 1858 

(Geo.)  Philosophical  I^nciples  of  the  English  Language,  la AtUhor  1858 

(I/.)  Colchester  Castle,  built  by  a  Colony  of  Romans,  a  Lecture,  8vo,  2a  ...  Painter 1853 

■ (Jabez)  Vest-Pocket  Lexicon,  an  English  Dictionary,  48mo,  2s  Qd Triibner i86i 

(John)  Natui>9,  Import,  and  Necessity  of  Ed ucation,  1 2mo,  5a  Longman  ......  1 848 

■ (/.  S. )  Exploring  Expeditions  to  Pacific  and  South  Seas,  1 2mo,  is  6d  .^. . .  Nelson    .........  1 8  5  3 

{R,C,)  Grueber's  Letter,  with  Appendix  on  Article  89,  8vo,  la Whittaher 1857 

Historical  Sketch  of  the  Church  or  Minster  pf  Lyminge,  16mo,  la  ...  Simpkin 1859 

Judgment  of  T.  De  Yio  against  the  Immaculate  Conception,  8to,  la  6d  Wertheim  i8c8 

Last  Crusader  ;  or,  Lifeand  Times  of  CardinalJulian,  8vo,  14a Bentley  1861 

• Plea  for  Christian  Peace  and  Unity,  12mo,  2a  6d    Parker  dc Son... 1%^^ 

Scriptaral  Interpretation, Prof. Jowett's  Essay, briefly  considered, 8to, la  J.n.ikJ,Parker\%bi 

' Short  Family  Piayers  for  Every  Day  in  the  Week,  post  8vo,  la  6d Simpkin 1861 

■ {S.S.)  Governors  of  the  States  of  New  York,  roy.  8vo,  14a  New  York 1853 

History  of  the  Mexican  War,  post  8vo,  7a  AubumyU.S.,,.i%^ 

•  Lives  of  American  Generals,  post  8vo,  bs6d  New  York 1852 


Jeoka  {B.)  Derotions  for  Families,  12mo,  3a  6d  ;  18mo,  2a, i2m»^<an,' 54;  12mo,2a  %d  Nelson   1S62 

—  (W.)  Comprehensive  Commentary  on  the  Holy  Bible,  5  v.  roy.  8vo,  6^  6a    PhUaddph\a.,.i%$$ 

Jaikyn  (r.  IT.)  Extent  of  Atonement  in  Relation  to  God,  &c.,  post  8vo,  7a   Snow 1841 

— — Union  of  the  Holy  Spirit  and  the  Church,  12mo,  8a,  '37  ;  new  ed.,  6s  Snow J 85 5 

• (IFw.)  Exposition  of  Epistle  to  St.  Jude,  imp.  8vo,  10a  6rf,  '40;  new  ed.,  5a  Heylin  1858 

Jenser  \l>r.E.)  Life  and  Correspondence  by  Baron,  2  v.  8vo,  24a,  Colimrn^  '38 — r.  9a  H.  Bokn 1850 

—— (^fpAra)  Essays  on  Truth's  Conflicts  and  Truth's  Triumphs,  8vo,  \0s6d Longman  1854 

Poems  on  Woman,  Religion,  and  Home,  post  8vo,  2a Wertheim  i860 

{Wm.)  Diphtheria:  its  Symptoms  and  Treatment,  foap.  8vo,  2s  6d Walton  1861 

— Observations  on  !^phoid  and  Typhus  Fevers,  8 vo,  4a  6(i Churchill  1850 

J^Q&iog8(C)  British  Birds  and  their  Eggs,  2nd  edit.,  fcap.,  6a  6d   Hinns 1854 

(Air.)  Jewish  Antiquities,  8vo,  7a,  Tegg;  10s  6d    Rivington  1837 

(£tfw.)  Hints  on  Sea  Risks,  8vo,  6s BaU    1843 

{II.)  Curious  Things  of  the  Outside  World,  2  v.  post  8vo,  21a Boone z86i 

• — — ■ My  Marine  Memorandum -Book,  3  v.  post  8vo,  81a  6d Newby    1845 

Ship  of  Glass  and  Atcherley,  Romances,  3  v.  post  8vo,  31a  6(2   Newby  - 1846 

St.  George,  a  Miniature  Romance,  post  8vo,  la Wright  1853 

{R.)  Horse  and  his  "Diseases,  cr.  8vo,  8a  6d New  York 1861 

• .-  Natural  Elements  of  Political  Economy,  post8vo,  5a   Longman  1855 

Social  Delusions  concerning  Wealth  and  Want,  12mo,  4a  Longman  1856 

JeoningB  and  Heckford,  Law  Costs  as  allowed  on  Taxation,  12mo,  Ss  6d  Shaw  d:  Sons  ...1840 

Jesour  (.4^/.)  Preaching,  Hints  on,  principally  from  F^n^lon,  2nd  edit.,  12mo,  2a  ...  Thompson 1849 

•  Systematic  Exposition  of  Book  of  Revelation,  2  v.  8vo,  28a  Hatchard  185a 

Translation  of  the  Book  of  Isaiah,  2  v.  8vo,  24a Seeley ....1839 

Job,  8vo,  3a6rf Seeley 1841 


Treatise  on  the  Origin,  Structure,  &c.  of  Languages,  12mo,  8a  6d Seeley 1841 

{Ann)  Memoir  of,  by  Rev.  A.  Jenour,  12mo,  2a Nisbet    1840 

*tayns  (leon.)  Manual  of  British  Vertebrate  Animals,  8vo,  18a Longman   1836 

• Memoirs  of  J.S.  Henalow,  post  8vo,  7a  6d Van  Voorst  ...i86a 

— Observations  on  Meteorology,  post  8vo,  10a  6rf    Van  Voorst    ...1858 

Natural  History,  post  8vo,  lOs  6d Van  Voorst  ...1846 

•Vphaon  {J.M.)  and  Reeve  {L.)  Narrative  of  Tour  in  Brittany,  roy.  8vo,  12a Recife 1859 

Jepbiha,  a  Drama,  post  8vo,  4a  Crimea    1846 

or,  the  Maid  of  Gilead,  a  Poem,  12mo,  Zs  6d Whittaker 1840 

Jerdan  (Wm.)  Autobiography  of,  4  v.  post  8vo,  20a A. Hall  185a 

Jtremie  {J. A.)  History  of  the  Christian  Church,  2nd  and  3rd  Cents.,  post  8vo,  4a  ...  Ch-ifin    185a 

temy  (/r.)lAw  Digest,  1835-64,  roy.  8vo,  each  9a   Stevens..  ...1835-5^ 

J=:rmaan  (fJw.)  Pictures  from  St.  Petersburg,  12mo,  2s  6d Longman...^.,    185a 

Jfcnayn  (/oa.)  Book  of  English  Epithets,  roy.  8vo,  9a SmithdiE, 1848 
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Jermyn  (L.E.)  Pftetry  for  Childhood  and  Youth,  2  v.  cr.  8vo,  7i Cleartr 1851 

Jerningham  {A.W.)  Means  of  Directing  Fire  of  Ships'  Broadsides,  roy.  Svo,  Ts  6d  ...  Parker  Jk  Sou  .1S51 

Jemingham,  a  Story,  2  r.  post  8vo,  21«  Chupman  ^II.i^s< 

. or,  the  Inconsistent  Man,  a  Novel,  8  t.  post  8vo,  31«  W   Smith  A  E.    ...iS^f 

Jerram  {Cha.)  Memoirs  and  Letters  of,  by  his  So  1,  post  8vo,  10«  6d WerUitivi  185; 

(/.)  Trial  of  Faith,  2nd  edit.,  12mo,  1«   Werthxim 1851 

^  {MnJ.E.)  Child's  Own  Story  Book, illnst.,llthed.,  16mo,  lst&2nd  series,  ea.2s6(i  DaHon  1861 

My  Three  Aunta,  and  other  Stories,  16mo,  1«  6d Darton  i8;8 

Simple  Stories  for  Little  Folk,  18mo,  2»  Darton  1841 

(5./.)  Thoughts  on  Revelation,  8vo,  2t Wertheim  1862 

Jerrard  {O.B.)  Essay  on  Resolution  of  Equations,  8vo,  58    Taylor  A  P.  ...1855 

{Paul)  Choiil  Wedding  Service,  set  to  Music,  imp.  8vo,  Ss Jerrard 1853 

Flower  Painting,  in  12  Progressive  Lessons,  imp.  8vo,  21« Jerrard 1852 

. Qems  for  the  Drawing  Room,  imp.  4to,  viz.: —  Jerrard.. 1851 

British  Birds,  SI«  Gd.     Humming  Birds,  Sl<  6(f.     Fruits  and  Flowem,  2  v.  ea.  31*  6<2. 

Humming  Bird  Offering,  imp.  8vo,  SIj  6<j  Jerrard 1853 


Jerrold  {Doug.)  Works,  8  v.  post  8vo,  each  4« Bradbury  1853 

Y.  1.  St.  Giles'  and  St.  James*.  V.  6.  Punch's  Letters,  &c.,  &c. 

2.  Men  of  Character.  6.  Man  Made  of  Money,  &c.,  &o. 

3.  Caudle  Lectures,  &c.,  &c.  7.  Comedies. 

4.  Cakes  and  Ale.  8.  Comedies  and  Dramas. 

Bubbles  of  the  Day,  a  Comedy,  8vo,  2s  6d,  1842  ;  2nd  edit ,  fp..  Is  Bradbury  ....   184.5 

Brownrigg  Papers,  new  edit.,  by  B.  Jerrold,  i*ost  8vo,  lOs  Cd    lloUen   186c 

Cakes  and  Ale,  2  v.  fcap.,  15«,  I/vw—red,  to  8«   H.Bohn 1843 

Catspaw,  a  Comedy,  8vo,  1« Bradbury  185c 

- — . . Chronicles  of  Cloveniook,  fcap.  8vo,  4«  (ki Bradbury 184^ 

. Heart  of  Gold,  a  Drama,  12mo,  1«   Bradbury 1854 

Lceson  of  Life,  and  Lives  of  Brown,  Jone8,'&  Robinson,  1 2mo,  1«  6J. .    Bradbury 185^ 

Life  of,  and  Remains,  by  his  Son,  post  8vo,  12s Kea^  185^ 


Man  Made  of  Money,  post  8vo,  2«6d  Bradbury  1S45 

Men  of  Character,  3  ▼.  post  8vo,  Sl«  6d  Colbum li^i 

Mrs.  Caudle's  Lectures,  12mo,  2«  6d,  1846;  Is  Bradbury 1857 

-  Portfolio  of  Portraits,  drawn  by  K.  Meadows,  post  8vo,  2s Bryce 185; 

Prisoner  of  War,  8vo,  2s  6d  Bow  184a 

Punch's  Letters  to  his  Son,  fcap.  8vo,  6»,  Or,  1843  ;  Is  6d Bradbury  1857 

Retired  from  Business,  a  Come<ly,  12mo,  Is Bradbury  1851 

Shilling  Magarine,  V.  1-7,  fcap.,  each  7» Bradbury... j^s-^7 

Sketches  of  the  English,  1«  6d  Bradbury 1857 

St.  Cupid  ;  or,  Dorothy's  Fortune,  a  Comedy,  post  8vo,  Is Bradbury  1853 

Story  of  a  Feather,  12mo,  5s,  1844;  2s  Sd Bradbury 1857 

Time  Works  Wonders,  a  Comedy,  fcap.  8vo,  Is   Bradbury  1845 

Wit  and  Opinions,  collected  by  his  Son,  12mo,  2s  6d,  Kent,  1859;  2s  Lea    i86a 

'(W.B.)  Brage  Beaker  with  the  Swedes,  post  8vo,  2s  6rf  Ingram 1854 

Chronicles  of  the  Crutch,  post  8vo,  5s,  Tinsley,  x86o  ;  12mo,  Is  M  Ward  Ah.    ...1861 

Disgrace  to  the  Family,  post  8vo,  7»,  1848;  new  edit,  2s Dariou  1858 

•  Essays  on  Military  Matters  in  France,  fcap.  8vo,  3s  6ci Booi(k i860 

History  of  Industrial  Exhibitions,  roy.  8vo,  2s Kerd  iS6a 

How  to  See  the  British  Museum  in  Four  Visits,  18mo,  4s,  1852;  2s6<i  Bradbury  1857 

Exhibition  in  Four  Visits,  ]6mo,  2s    Bradbury  1851 

Imperial  Pains  ;  with  New  Scenes  from  Old  Visitors,  12mo,  3s  6</...  Bradbury  1855 

Old  Woman  who  Lived  in  a  Shoe,  8vo,  2s  6rf   H.HurU    1849 

— Story  of  the  L^ion  of  Honour,  12mo,  Is Boutledye  1855 

Threads  of  a  Storm  Sail :  Benefits  of  Life  Assurance,  8yo,  3s.   Author  1853 

-  Two  Lives,  a  Novel,  2  v.  poet  8vo,  21s     Tinsley  i86a 


.  Jersey  as  it  Is,  a  Prize  Essay,  fcap.  8vo,  4s  6d  Lottgman  1844 

. Guide  to,  6th  edit.,  revised,  square,  Is  ;  cloth,  2s  6rf Piper 1855 

its  Ancient  and  Modern  State,  a  Poem,  12mo,  2s  6d Whittaker 1844 

History,  Government,  &c.,  post  8vo,  9s Simpkin 1840 

Jerusalem,  a  Panoramic  View  of,  in  case,  2*  Qd Bogue 1842 

I  and  its  Associations  with  the  Life  of  Christ,  illust.,  4to,  Is Marsh   i86t 

as  it  Was  and  as  it  Is,  18mo,  2s  6<Z Wertheim 184I' 

.  Remembrancer  ;  Thoughts  during  a  Residence  there,  1 2mo,  5s J.  Jff.  Jackson ...  1 8  50 

Jervis  {II.)  History  of  Corfu  and  the  Ionian  Republic,  post  8vo,  10s  6d Colbum 1851 

{John)  Acts  Relating  to  Justice  of  the  Peace,  by  Archbold,  2nd  edit.,  12mo,  8s  Shaw  A  Sons  ...iS6t 

Office  and  Duty  of  Coroners,  by  Wekby,  12mo,  10s  6<i  Sweet 1854 

Rules  of  Courts  of  Law,  1  Wm.  IV.  to  2  Vict,  8vo,  16s  Sweet 1839 

' (J.B.)  Railway  Property  :  a  Treatise  on  Construction,  &c.,  cr.  8vo,  6s  6d  yew  York 1861 

(/.  W.)  Discourses  on  Book  of  Genesis,  post  8vo,  7s  6d   Longman  1845 

■  Genesis  Elucidated  :  New  Translation,  with  Notes,  8vo,  12s Bagster 185a 

Manual  of  Field  Operations,  post  8vo,  ds  6d   Murray 1852 

. Our  Engines  of  War,  post  8 vo,  6s CTiapman  A H.  iis9 

Treatise  on  the  Enfield -Pritchett  Rifle  Musket,  post  Svo,  5s,  '54  ;  2  e.,  2s  Chapman  AH.  1859 

{Lady)  Painting  and  Celebrated  Painters,  Ancient  and  Modem,  2  v.  p.  8vo,  21s...  Hursi  A  B.    .-.1854 

>  Tales  of  Boyhood  of  Great  Painters,  tranal.  from  the  French,  12nio,  8s  6<i  Nelson    1853 

(5.)  Dying  Girl|  and  other  Poems,  12mo,  UGd Longman  1S49 
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Jerrii  (WS,)  Minenl  Besonrces  of  Gentnl  Italy,  8to,  8«  6d  ^ Stanford    1862 

Jerrise  (iiidL)  Memorials  of  Angus  and  Meanu,  4to,  16«  Simpkin 1S61 

Jerrifiwood  CorPMpondence,  170^-8,  4to  Bannatyne  CL  1842 

Jervood  (/«.)  Dinertation  on  the  Rights  to  the  Sea  Shores,  1850,  8vo,  7«  Buiterworth  .  .1850 

On  Settling  Parochial  Boondaries,  12mo,  2«  6<2  Shaw 1841 

Tithe-Bent  Chazge,  12mo,  2m Shaw 1840 

Jeae(£^.)Anecdotesof  I)ogB,Illu8t.,4to,21#,£<ni^<y/46;n.e.,12mo,fis;ilIast.,7«6(2  H.Bohn 1858 

An^er*s  Samhles,  post  8to,  lOj  6d Van  Voorst  ...1836 

Faroorite  Haunts  and  Rural  Studies,  post  8to,  12f Murray 1847 

Gleanings  in  Natural  History,  n.  e.,  2t.  fcp.,  12«,  '38  ;  8th  ed.,  12tno,  6«  Murray 1854 

Handbook  for  Hampton  Court  Palace  and  Giutlens,  5#  ;  2t6d;  It Murray 1842 

___^_  Windsor  and  Eton,  12mo,  5# ;  2s  dd  ;  Is Murray 1841 

Lectures  on  Natural  History,  fcap.  8to,  3s  6d Booth 1861 

Scenes  and  Tales  of  Country  life,  12mo,  12s,  1844  ;  new  edit.,  6$ Murray 1853 

—  (J.If.)  George  Selwyn  and  his  Contemporaries,  4t.  8yo,  56s Bendey  1843 

London,  a  Fragmentary  Poem,  post  8to,  BsM SaunderiAoO,  1847 


Memoirs  of  Court  of  England,  H.  of  Hanover,  new  edit.,  8  t.  8to,  42s  Bentley  1846 

Stuarts,  4v.  8to,  56s,*39-4o;  3e.,ST.15s  Bentley  1857 

the  Pretenders  and  Adherents,  2  ▼.  Sto,  28s,  '45  ;  12mo,  l^  ff.Bohn 1856 


— Memorials  of  London,  2t.  8to,  28s,  1847;  2nd  series,  2t.  8to,  28s   ...  Bentley  1850 

Richard  the  Third  and  his  Contemporaries,  8to,  15s  Bentley 1861 

-{CapLW.)  Life  of  Bean  Brummell,  2  v.  8to,  28s,  Saunders  ^  O.,  '44 ;  12mo,  2s6cl  Clarhe   1854 

Notes  on  Russia,  Circassia,  and  Crimea,  1839-40,  2  t.  poet  8to,  24s  ...  Madden 1841 

Russia  and  the  War,  post  8to,  5s;  2nd  edit,  2s  6d Longman  1854 

Jessie  Gnkam,  by  Aunt  Kitty,  18mo,  Is  Gr^ 1849 

—  Uelrille  ;  or,  the  Double  Sacrifice,  a  Tale,  12mo»  2s  6d    Houlaton   1856 

—  or,  the  Moraion*B  Daughter,  8to,  8s Harrison  1861 

Je»)p  (Ms)  Woman  ;  in  j^t  Chapters,  12mo,.  Ss  6<f PigoH    1851 

—  {W.H.R.)  Complete  Decimal  System  of  Moneys  and  Measures,  12mo,  2s Belld: DeUdy.^iSss 

Flinderaland  and  Sturtland,  or  Australia,  2  t.  post  8to,  21s  Bentley 1862 

Jest  ud  Ssmest,  a  Series  of  EaBays,  poet  8to,  7s  6<i Cfunmngham...i9^ 

Jmit,  s  Tsle,  new  edit^,  12mo,  Is  6(2  Bryce 1854 

Executorship;  an  AntoMography,  2  v.  post  8yo,  18s   ParUrdf&m...lS$^ 

Friest  in  the  Family,  the  Church,  and  the  Parish,  8to,  4s  HouUUm    1852 

Jtsutimi  in  the  Church,  by  a  Suffolk  Curate,  8yo,  4s  6<2 J.H.dsJ,ParkeriZ4% 

J^w-de-BiMs,  by  Paul  Pindar,  8vo,  2»  6rf Newtry    1849 

J«v  tThe)  in  this  and  other  Lands,  square,  Is  6(2 Rd.TraciSoc,  1844 

^of  Terooa;  al^ale  of  Italian  EeTolotions,  1846*49,  2  y.  post  8to,  10s Dolman 1854 

Jiwd  and  the  Star  :  Heraldic  Mottoes  of  England's  Knighthood,  8to,  5s  6(2 Yapp 1855 

Jevel  {Bp,)  Woriu,  edit,  by  Rev.  J.  Ayre,  roy.  8to,  V.  I  &  4,  ea.  8s  ;  V.  2  &  3,  ea.  7s  Parker  dsSon  1845-9 

Dr.  Jelf,  8  ▼.  8vo,  72»— red.  to  50s J.HukJ.Parkeri%^'j 

' Writings,  4  v.  8vo    Poritcr/Soc.  1845-50 

— Apology  of  the  Church,  12mo,  5s,  Rivingion,  1840;  12mo,  Is  Prayer Bk.Soc, 

— byEwbank,  12mo,  3s  6<2 Seeley 1839 

— __  in  Latin,  12mo,  4s  6i2  Bivington  1840 

Welsh,  12mo,  Is  6d Soe.  P.  CiT....  1849 

with  Epistle  to  Papists,  S2roo,  2s Bellds  Daldy...iZ$^ 

■ Exposition  of  the  Epistle  to  the  Thessalonians,  post  870,  7s  M;  3s  6d...  Werikeim  1841 

life  of ,  byLeBas,  12mo,  6s Bivington  1835 


Treatise  on  the  Sacraments,  12mo,  Is  Se^Uu 1848 

TreatiBes  on  Scriptures  &  Saomments,  12mo,8s6(2,/.i/.ir/.Padber,'39 ;  3s  Wiulkboume  . . .  1 85 1 


aiu<  others,  Letters,  8to   Parker  Soe,  ...1842 

^«*es,  sTsle,  new  edit.,  fcap.  8to,  4s  6d  Murray 1843 

Jtvish  Msnoal :  Information  on  Jewish  and  Modem  Cookery,  12mo,  5s Boone 1846 

Misuonaiy:  Interpretation  of  the  Visions  of  Daniel,  ke.,  12mo,  6s Nisbet 1849 

Nation  :  Account  of  the  Kanners,  Customs,  Ice.,  of  the  Jews,  12mo,  5s   Rel,  Tract  Soe.  1848 

Jevitt(£i.)  Manual  of  Illuminated  Missal  Painting,  Svo,  &s6d Barnard  i860 

— -{Lkw.)  AsAennsd:  Poems,  poet  8to,  6s Longman  1857 

Rifle  and  Volunteer  Corps,  8yo,  Is Warddf  Lock   i860 

The  Reliquary,  a  Depository  of  Precious  Relics,  &c.,  V.  1,  8to,  lis  6ci ...  J.  B.  Smith  ...1861 

imj(Miu)  Audrey,  a  Novel,  3  v.  poet  8to,  81s  6d Newlnf    1853 

Cup  and  the  lip,  a  Novel,  3  t.  poet  8to,  31s  6<2 Newby   1851 

Forest  and  the  Fortress,  a  Novel,  3  v.  poet  8vo,  Sis  6d Newby   1850 

Kirkholme  Priory,  a  Tale,  3  v.  post  8vo,  81s  6d Bentiey 1847 

" ■ Ransom,  a  Tale  of  the  13th  Century,  3  v.  post  8vo,  81s  6(2 AVrcAy    1846 

— Tide  of  life,  a  Novel,  3  v.  poet  8vo,  31s  6<2   Netcby   1852 

Vassal,  a  Story  of  Old  Normandy,  poet  8vo,  10s  6<2   Neichy   1850 

JevB  in  the  East,  from  the  Qerman,  by  Beaton,  2  v.  post  8vo,  21s  Hurst  A  B,   ...1839 

Jew&bniy  {G.E.)  Angelo  ;  or,  Pine  Forest  in  the  Alps,  16mo,  2«  6(2  ;  cold.,  3s  6(2  ...  Orant  A  G,    ...1855 

Constance  Herbert,  a  Novel,  3  v.  post  8vo,  81s  6(2 Hurst  A  B,    ,..1855 

Half-8isterB^aTale,12mo,2v.p.8vo,18s,t;AapinaR<C;ir.,'48;  12mo,2s  Clarke  i86t 

• History  of  an  Adopted  Child,  a  Tale,  12mo,  8s  6(2 Griffith  de  F.  ...1%$^ 

Marian  Withers,  a  Novel,  8  v.  post  8vo,  31s  M. CoUmrn 1851 

Right  or  Wrong,  a  Novel,  2  v,  post  8vo,  21s    Hurst  A  B.    ...1859 

-  Sorrows  of  Gentility,  a  Novel,  2  V.  post  8vo,  21s    Hurstd:B.   ...1856 

8  a 
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Jewsbary  (O.E.)  Zoe,  the  Histoxj  of  Two  Lirea,  8  v.  post  8to,  81«  6(2 Chapman  <£•  J7.i84S 

(If./.)  Letters  to  the  Young,  12ino,  & llatehard 1843 

. Three  Histories  :  Tales,  12ino,  3« Mozley  1844 

Jinman  (0.)  Winds  and  their  Courses,  the  Circular  Theory,  illust.,  8vo,  5t Philip   1S61 

Jireh  ;  a  Scene  in  the  Pastoral  Life  of  the  Author,  post  8to,  4t  6d  Ward 1S3S 

Joan  of  Arc,  an  Historical  Tale,  by  a  Lady,  12mo,  5$ Shepherd   1844 

Joannes  Sarisbnriensis  Opera,  edidit  Giles,  5  t.  Sto,  52f  6d  J,HJ:J.Parkeri%i^ 

Job  {Zeph.)  Memoir  of,  by  Sarah  S.  Farmer,  12mo,  3«    BamiiUm  1857 

Job,  or  the  Gospel  Preached  to  the  Patriarchs,  8to,  2«  6<i  Bivington  1838 

Uie  Abbot;  Reasons  for  Abandoning  Trinitarian  Doctrines,  foap.  8to,  4t  6d ffodton  1841 

Job  Morbid*s  Pilgrims^  a  Burlesque  Fragment,  post  8to,  5« Longman  1857 

Jobert  (A.C.)  Art  of  Questioning  and  Answering  in  French,  12mo,  8t  M WhiUaker 1853 

•■ . Colloquial  French  ;  or.  Philosophy  of  Prononoiation,  12mo,  fit  Simpldn 1854 

Daily  Talk  in  French  and  English,  4th  edit.,  18mo,  1$   Simpkin 1S61 

French  Handbook  for  English  Tourists,  18mo,  Zi Wkittaker 1855 

System  of  Philosophy,  2  Pts.,  12mo,  ea.  5«6d,  *48*9  ;  new  edit.,  lT.6f  Simpkin 1851 

.— ^-  Philosophy  <rf  Geology,  English,  12mo,  6»  «d,  1847;  "•  ^t  French,  It  Simpkin 1851 

■  ' Pore  Sounds  against  Pure  Immaterialism,  l2mo,  1$  6d   Simpkn^ 1851 

Tr6sor  de  Pens^es  :  TraveUer^s  Mental  Companion,  18mo»  2i WhiUaker 1851 

Jobson  (Z).  Vr.)  Career  of  Louis  Philippe,  12mo,  It ChwrUm 1848 

History  of  the  French  Eevolution  to  Robespierre,  8to,  6t CAurfon.... 1847 

— • Mettemich  and  the  Austrian  Insurrections,  18mo,  It Clarke    1848 

(i^./.)  America  and  American  Methodism,  post  8yo,  7t  6d Virtue    1857 

. Australia,  with  Notes  by  the  Way  on  Sgypt,  2nd  edit,  poet  8to,  8t  6<i  Hamilton  i86z 

Chapel  and  School  Architecture,  8to,  8t HamilUm  1850 

Mother's  Portrait,  being  a  Memorial  of  Aflfection,  cr.  8vo,  fit. HamiUon  1855 

Tribute  to  the  Memory  of  the  Re?.  J.  Bunting,  post  8to,  St Hamilton 1858 


Joee  (Jos.)  Handbook  of  Farriery,  12mo,  2$  M  Simpkin 1844 

Joceline  (Eliz*)  Mother's  Legacie  to  her  Unbome  Childe,  18mo,  4m  6d  Blaekwoode   ...1851 

Jooelyn  {Lord)  Six  Months  with  the  Chinese  Expedition,  12mo,  £t  dd   Murrojf 1841 

Jocko,  the  Brasilian  Ape,  from  the  German,  by  Madame  de  Chatelain,  obi,  It    Joeeph   i860 

Jodrell  (iZ.P.)  Dover,  a  Poem,  8to,  8t Longmam  1841 

Joe  MiUer  for  RaU  and  River,  12mo,  It    Orr 1848 

Junior,  18mo,  It    Groombridge  ...il^l 

Joe  Miller's  Jest  Book,  12mo,  St  6<2,  ]f%tttaX*er,  1846;  It Ward  ^  Lod  A%^(i 

Johannot.(/.)  Country  Schoolhonses,  Elevations,  Plans,  &c.,  8vo,  lOt  dd New  York 1859 

John  (/.)  Advance  of  the  Sikh  Army,  and  other  Poems,  fcap.  8vo,  2t   Michardson  ...1847 

-  (J.W,)  Church  of  St.  James,  Mount  Zion,  folio,  21t ;  cold.,  Sit  6d  ? Jhtncan 1844 

John  and  I,  3  v.  poet  8vo,  Sit  W ffurst^B  B,   ...1861 

Arnold,  by  the  Author  of  Mathew  Paxton,  8  v.  poet  8vo,  Sit  td     Hunt  A  B.  ...1861 

Bon  and  Mast  Person,  ed.  W.  H.  Black,  post  8vo    Perry  Soc. n.d. 

. Bull  and  his  Wonderful  Lamp,  a  Tale,  4to,  8t ;  cold.,  lOt    Petkeram  1848 

or,  the  Comedy  of  1864,  12mo,  2t  td Laeg  1854 

-^—  Bull's  Trip  to  Boulogne,  82mo,  It Simpkin 1846 

— — -  de  Garlande  de  Triumphis  Eoclesits,  4to Roa^nurghe  CL  1^56 

Drayton,  a  Novel,  2  v.  post  8vo,  21t,  1851  ;  12mo,  2t Bentleg  1854 

Bllard,  the  Newsboy,  18mo,  St  6d    Philadelphia... i^(>o 

•**>  Gilpin,  Hlustrated,  oblong  4to,  fit     Cundail 1845 

Hampton's  Home  :  what  it  Was  and  Became,  4th  edit.,  4to,  It    Knighi  dt  Son    i86j 

'  Horsleydown;  or,  the  Confessions  of  a  Thief,  fcap.  8vo,  2t    Ward  d:  Lock  .itSo 

^^  Hubs;  or.  Workings  of  Popery,  14th and  15th  Centuries,  byWyatt,  12mo,  ZtCd  Seeleg 1841 

Mildred  ;  or.  Love  One  Another,  a  Tale  for  the  Young,  illust.,  sm.  4to,  2t  6d...  Ttaeedie 1861 

M*Kay;  or,  the  Sovereign,  18mo,  1$6d Bel.  Trad  Soc,  ii6i 

-^ —  Noakes  and  Mary  Styles,  by  C.  Clark,  post  8vo,  2t J.  B,  Smith  ...1839 

Railton;  or  Read  and  Think,  12mo,  St  6cl  Bautledge  1853 

Rouge,  the  Holy  Coat  at  Treves,  and  the  New  Catholic  Church,  12mo,  It  6d Nelson  184$ 

Johnes  (A,  J,)  Causes  of  Dissent  from  the  Church  in  Wales,  8vo,  7* Hooper  1836 

-  Philological  Proofig  of  Origin  of  the  Human  llaco,  8vo,  6t  /.  R.  Smith  ...1846 

{Mer.)  Boy's  Book  of  Modem  Travel,  12mo,  fit,  Kent^  '58  ;  new  edit,,  St  6d    Darton  1861 

Prince  Charlie,  the  Toung  Chevalier,  12mo,  fit Kent  1859 


Johnny  Weston ;  or,  Christmas  Eve  at  the  White  House,  18mo,  It  dci Soe.  P.  C  ir....i86z 

Johns  {B,0.)  Collects  and  Catechising  for  Sundays  and  Festivals,  ISmo,  St Mastert 1847 

■  ■    ■      Elements  of  Geography,  by  James  Hewitt,  18mo,  It Darton  1861 

•— ^— —  First  Book  of  Poetry  (School  Library),  ISmo,  It    Darton  1851 

■■ Reading  Book  (School  Lib,),  18mo,  It    Dartnn 1851 

Hints  to  Teachers  of  Children  of  the  Poor,  fcap.  8vo,  It  6rf /.  W.  Parker  .\%^S 

— i History  of  Spain,  for  the  Toung,  18mo,  2t     Makers 1S49 

Land  of  Silence  and  Darkness,  fp.  8 vo,  4t  6(2,  Longman,  fit«-red.  to  It  6c{  Grifin 1 861 

Lessons  in  Proee  and  Verse,  18mo,  It Matter* 1S46 

Plain  Sermons  to  the  Blind,  12mo,  St  6d   Simpkin 1S53 

— Short  and  Simple  History  of  England,  14th  edit,  It Darion  1861 

Sketch  of  the  History  of  the  Jews,  12mo,  It  6d    Longman  1849 

Stories  of  the  Reformation,  12mo,  4t  6<i---red,  to  2t  6ci  Darion  i8<ii 

(a.-i.)  Birds' Nests  and  their  Eggs,  12mo,  4t  6d    Soe,  P.  C.  ir...i86o 

■  of  the  Wood  and  Field,  2  series,  18mo,  each  It Soc  P.  C.  A'...  i860 
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Mm ((?. J.)  Botanical  EamMei,  18mo,  2a  M,  1846— recL  to  2« Soe,  P.  C,  jr...i86o 

Britiah  Birds  in  their  Haunts,  IllaatiatiouB,  post  8to,  12«    Soc.  P.  C.  K.,.i%6% 

Examination  Questions  on  Historioal  Phrts  of  the  Pentateuch,  18mo,  It  MaaUrt 1847 

Flora  Sacra,  12mo,  6f    Parker  dsS<m  184X 

Howers  of  the  Pidd,  4th  edit.,  12mo,  7»    Soe.  P,  C,  A'... i860 

Forest  Trees  of  Britain,  new  edit.,  2  ▼.  12mo,  It SocP,  C.iT.. .1861 

Oarieningfor  Children,  16mo,  2i  6d,  1849-59— red.  ^^ 'Sbc.  P.  C,  iT... i86i 

GoTemess,  a  First  Lesson  Book  for  Children,  18mo,  It O,  Cox  1854 

Manual  of  Prayers  for  Schools,  Iec.,  from  Bible  and  Prayer,  fp.  870,  2<  Gd  Longman  1 861 

Monthly  Gleanings  from  the  Field  and  Garden,  square,  8«  6<i Soe,  P.  C,  K...\%i^ 

Wild  Flowtts,  square.  Is  8<if Soc.  P,  C.  if.. .1860 

Window  Flowers,  16mo,  1«  8d Soe.  P,  C.  Jr..x86o 

Picture  Book  of  Animals  for  Children,  18mo,  Is  6d Soe.  P.  C.  K...i2s9 

SamUes  about  Paris,  16mo,  3s    Soe.  P.  C.  AT... 1859 

in  Springy  Summer,  Autumn,  and  Winter,  4  v.  18mo,  each  Is  Soc.  P.  C.  Jr...i847 


Sermons  for  Children,  12mo,  3s6(2 Parker  ^  Son.. iS^z 

Simple  Tales  from  other  Lands,  18mo,  2s O.  Cox  1856 

r-  Week  at  the  Linrd,  16mo,  8s  6(2 Soe.  P,  C.  ^...1848 

—  {Mc^.)  CUendar  of  Victory  by  Sea  and  Land,  12mo,  12«  6djLonf/.y'$$;  n.  e.,  6t  II.  Bohn    i860 

CKnioal  Phrase  Book,  in  English  and  German,  18mo,  6s Triibner 1853 

—  (Rick)  Ascension,  a  Poem,  8to,  2s  6d Smith  A  Elder  1836 

Legend  and  Romance,  African  and  European,  8  t.  post  8?0)  24« BentUy  1839 

Schoolfellows,  a  Romance,  8  v.  post  8to,  81«  6d BentUy  1841 

—  (n».)BHayoBtheProemto8t  John's  Gospel,  Sro,  4s  Simpkin 1836 

i  iiQMD  {A.B.)   Encyclopsedlaof  Instruction,  Men  and  Manners,  cr.  Sro,  7s  New  York 1857 

Meaning  of  Words  Analysed  and  Classified,  12mo,  6s New  York 1854 

Physiology  of  the  Senses,  cr.  8to,  6s New  York 1856 

• Tr^itise  on  Language  ;  or,  the  Relation  of  Words  to  Things,  8to,  9s  WiUy 1838 

(il.  (7.)  Peasant  Life  in  Germany,  cr.  8to,  7t  6d  New  York 1858 

(B.)  Grapes  of  Eschol,  2nd  edit.,  24mo,  Is Wfuttaker 1840 

(B.P.)  Report  on  the  Great  Exhibition,  1861,  8vo,  6s New  York 1853 

" {Cka.)  Liresof  Highwaymen,  Robbers,  Ice.,  poet  8vo,  3s  M WilUmghhy    ...1853 

-  by  Whitehead,  12mo,  6s H,  Bokn    1840 


-{C.W.)  Agricultural  Chemistry  for  Toung  Farmers,  12mo,  Is Bidgwajf 1843 

Cottages  of  Agricultural  Labourers,  12mo,  It  6d Ridgway 1847 

Farmer's  Assistant^  12mo,  Is    Ridgway 184a 

Cyclopsidia,  8to,  50s,  Longman— t^.  to  21s  H.Bohn 184a 

>  Stedical  Directory  for  Animals,  12mo,  6s Ridgway 1845 


Guano  as  a  Fertiliser,  8vo,  Is  6d Ridgway 1843 

" Law  of  Bills  of  Exchange,  Checks,  &o.,  1837,  12mo,  7s Richardt  1839 

Modem  Dairy  and  Cowkeeper,  12mo,  3s  6<i Ridgway 1850 

Public  Health  Acta,  1848-61,  12mo,  7s    C  Knight 1850 

Rural  Reader,  12mo,  Is  6<i    Ridgway 1849 

Spelling  Book,  12roo,  Is  6i£ Ridgway 1846 

Treatise  on  Manures  and  Fertilizing,  post  8to,  8s   Ridgway 1851 

(Davit)  Last  Week  in  the  Life  of,  by  J.  D.  Wells,  post  8to,  Is  Nitbet 1861 

{Sdw.)  Domestic  Practice  of  Hydropathy,  12mo,  8s,  1849  ;  new  edit.,  6s...  Simpkin i860 

HydropathicTreatmeatofDiseasesof  Women,  12mo,7s,'37;n.e., Is 6<2  Simpkin 185a 

" — — Letters  on  Life,  Health,  and  Disease,  12mo,  7s,  '37  ;  new.  edit.,  Is    Simpkin i860 

Naoes  Philosophicae,  8to,  12s  6<f— red.  to  7tQd  Simpkin 1841 

Principles  and  Practice  <rf  Hydropathy,  12mo,  Is  6d Simpkin 1853 

• Results  of  Hydropathy,  new  edit.,  12mo,  2s,  1843  ;  Is  6d Simpkin 1853 

Theory  of  Hydropathy,  new  edit,  12ino,  2s  6d    Simpkin 1846 

— {EUen)  Lord  of  the  Castle,  a  Fairy  Legend,  fcap.  8to,  Is  6d Darton  i86t 

(B.C.)  Tangible  Typography  ;  or.  How  the  Blind  Read,  8vo,  2$  ed  /.  Whiiaker  ...1853 

•  {B.J.)  Necessity  for  Ascertaining  Deviation  of  the  Compass,  2  ed.,  Sto,  12s  Potter 185a 

' Persian,  Arabic,  and  English  Dictionary,  roy.  8to,  80s  Allen ds Co 185a 

Selections  from  the  Mahabharata,  roy.  8yo,  16s,  1816 — red.  to  9«...  AUendsCo 184a 

— {P.H.\  Sketches  in  South  of  Prance  and  Pyrenees,  post  8to,  8s  6d   Chapman  A  E.ityj 

— —  {Qto.)  Piathology  and  Treatment  of  Diarrhoea  and  Cholera,  post  8to,  7s  6(f  PaAerASon  ..1855 

Treatise  on  Diseases  of  the  Kidney,  8vo,  14s   Parker  A  Son..  i%$% 

~ ((7.J7.)  Optical  Inyestigations,  roy.  8vo,  10s WhiUaker 1836 

• — Sermons  Preached  in  Wells  Cathedral,  12mo,  6t Parker  A  Son  ..l%^^ 

' {O.W.)  British  Perns  popularly  Described,  4th  edit.,  8to,  8c  6d CoU.Oard.Of.  1861 

— Chemistry  of  the  World,  post  8vo,  6s   Cott.Oard.Off.  1858 

Cottage  Gardener's  Diotionary,  post  8to,  8s  6rf,  irsii«,*6o— red.  to  6s  H.  Bohn    i860 

Gardener,  10  v.  12mo,  each  Is H.Bohn 1853 

Auricula  and  Asparagua.>-Cucumber  and  Gooseberry. — Dahlia. — Grape  Vine, 
2  T.— Peach.— Pine  Apple,  2  v.— Potatoe.— Strawberry. 
■ Garden  Manual,  12mo,  Is  6<i Cott. Gar. Office.  jZoo 

' Kitchen  and  Flower  Garden,  18mo,  4s Simpkin 1843 

" — ' Modem  AgriculturallmproTements,  8vo,  Ss Baldwin    1845 

Practical  Gardening,  12mo,  6s   Baldwin    1845 

• Sdenoeand  Practice  of  Gardening,  12mo,  3s  dd CottOar.Officf.  ifiSz 

' Stranger  in  India,  2  ▼.  post  8to,  18s,  Colbum^red.  to  7s II.  Bokn 1843 
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JoliiiBon   (JTtfik)  Mental  DiseaseB,  on  tlie  Arrangement  and  Nomenelainre  of,  8to,  la  6d  Longman  1 843 

(H.O.)  Invisible  UniTerae  Diflcloeed,  post  8to,  7* E.WiUon  1843 

■  '^{ff,F.)  Cold  Water,  Researches  into  the  Effect  of,  8to,  i$  Gdr—red.  toU6d  Simpkin 1853 

«    ■        Incurable  Diseases,  Treatment  of,  8vo,  4»— red.  to  1«  6<2   Simpkin 1853 

(H.J.)  Diseases  of  Genito  Urinary  Organs,  Ft.  1,  Gonorrhoea,  870,  lOv  Qd   ...  Highley 1851 

(Um.It.  V.)  Reports  of  Chancery  Cases,  roy.  8vo,  32«  W    Maxwell    1839 

(Jos.)  Change  of  Air  in  Pursuit  of  Health  and  Happiness,  n.  e.,  8to,  b»...  HigkUy 1853 

Economy  of  Health,  8vo,  6t  W,  1843  ;  4th  edit.,  2«  6d Bigkley 1853 

Essay  on  Indigestion,  8fo,  6«,  1840  ;  new  edit,  4«     Highlty 1853 

—  Excursions  to  the  English  Spas,  post  8vo,  58 Highley 1843 

■  Pilgrimages  to  the  German  Spas,  8vo,  9< Highlof 1841 

Scottish  Musical  Museum,  by  Stenhonse,  4  t.  8vo,  52«  6c{ Hlaekwoodt  ...1853 

Sketch  of  the  life  of,  by  his  Son,  8to,  2» HigkUg 1846 

Tour  in  Ireland  ;  Meditations  and  Reflections,  8vo,  8f  64 — red.  to4j  Highley 1844 

{/no.)  Works,  V.  1  and  2,  Sermons,  Unbloody  Sacrifice,  fcc,  21s— red.  10s  J.HJ:J.Parkeri%4J 

y.  8  and  4,  Laws,  Canons,  &c.,  8to,  24i— red.  to  12«  J, HJ:JJParker i%^i 


•  Reliques  of  Ancient  English  Architecture,  4to,  63«     Day  A  Son    ...1858 

■Sermons,  2  ▼.  8to,  2U   HaiduMrd. 1851 

-  Views  of  Beverley  Minster,  folio,  20«    HamUUm  1849 

-  and  Henry  {John)  Patentee's  Manual,  8to,  fi«,  1853  >  ^'^ Longman  1858 


(J,B.)  Dog,  and  How  to  Break  liim,  2nd  edit,,  fcap.  8to,  Is  64 HouUton   i860 

— ^ Gamekeeper  s  Directory,  12mo,  5s Piper 1851 

Gun,  and  How  to  Use  It,  2nd  edit.,  fcap,  8vo,  Is  64 Hovddon  i860 

— Shooter's  Preceptor,  12mo,  it Sherwood  ...  .  1844 

{J. P.)  Australia  and  New  Zealand,  Plain  Truths  regarding,  12mo,  1»  64  ...  Smith  <fe  Elder  1840 

(Louisa)  S?eiy  Lady  her  Own  Flower  Gardener,  10th  edit.,  18mo,  2s Orr 1851 

Practical  Family  Cookery,  12mo,  4«  W.  Smitk  1839 

(L.D.)  Memoria  Technica  and  Perpetual  Almanac,  8?o,  2a  td    Botton^  U.S....ii^7 

(MaryE.)  Heroines  of  History,  8vo,  2s  64 T,  M.  Jnchbald\%i^ 

'  {M.J.)  Astronomical  Observations  at  Oxford,  16  v.  roy.  8vo,  each  15f  J,H.JkJ.P€wkeri%^s 

Ready  Remedies  in  Poisoning,  &c.,  12mo,  Is   Oilberi  1846 

(iZoft^.)  Lecture  on  Female  Education,  8vo,  8s   WhiUaher 1850 

(«.  IK.)  Shadows  of  the  Future;  Unfulfilled  Prophecy,  4s    Hamilton  1843 

(-Sam.)  Works  and  Life,  by  Murphy,  2  v.  8vo,  31s  64— red.  to  15s  H.Bokn 1850 

■  Dictionary,  Miniature,  by  Nuttall,  new  edit.,  18mo,  Is  6d lioutledge  1857 

82mo,  Is,  Mozley;  18mo,  Is  ...  RouUedge  1862 


-  English  Dictionary,  imp.  8vo,  18s,  H.  Bohn,  1840  ;  post  8vo,  5s...  H.  G.  Collins    1856 

by  Todd,  abridged  by  Chahners,  n.  e.,  8vo,  8i...  Longman  1853 

Fulton,  18mo,  Is  64 Simpkin 1851 

Rees,  18mo,  2s  64 Longman  1859 

with  Walker's  Pronunciation,  8vo,  6s  Wathbonme  ...1856 

82mo,ls,Orr;ls64  Tegg  185* 

■Life  of,  byBoswell,  4  v.  12mo,  each  2s  64  Ingram 1851 

and  Croker,  roy,  8vo,  15s,  1851  ;  new  edit.,  10s  Murray 1S60 

10v.l2mo,  50s,'48— r.SOs;  8d.,20s  H.Bokn 1859 

Malone,  12mo,  6s,  A'«i/;  roy.  8vo,  5s Griffin    1861 


Russell,  12mo,  4#  64  Bums 1847 

lives  of  English  Poets,  12mo,  6s,  Kent^  1844;  2s   H.Bohn 1848 

by  Cunningham,  8  v.  8vo,  22s  64  Murray 1854 

Hazlitt,  4  V.  post  8 vo,  10s Ingram 1854 


Prayers  and  Meditations,  Pref.  by  Rev.  W.  Gresley,  18mo,  2s 64...  Masters i860 

Rambler,  new  edit.,  2  v.  12mo,  8s    Tegg  i86x 

Rasseka,  32mo,  ls64 Groomiridge  ..,1$^^ 

vith  a  Life,  &c.,  by  J.  Hunter,  •12mo,  2s  64 Longmem  i860 

Religious  Life  and  Death  of,  by  Hewlett,  post  8vo,  12s  BetUley 1S50 

Tour  to  the  Hebrides,  2s  64,  Ingram,  1851  ;  3s  and  2s Routledge  1859 

Wisdom  of  the  Rambler,  and  Tales,  12mo,  7s Longntan  1848 

(Joldsmith,  Shenstone,  aii4  Smollett,  Poems,  12mo,  5s   RouUedge  1853 

PameU,  Gray,  and  Smollett,  Poems,  by  GilfilUn,  8vo,  4s  ^ NisbH 1856 

(5. B.)  Hadji  in  Syria:  Three  Years  in  Jerusalem,  12mo,  4s  64 ..  Phattddphia...i%^^ 

" (2%os. )  Descriptio  Itineris  in  Agrum  Cantianum,  1 632,  sm.  4to,  bs    PampUn   1 844 

7  Greek  Epigrams,  new  edit.,  12mo,  3s  64 E.WilUams    ...1861 

Iter  plantarum  in  Agrum  Cantianum,  1629,  sm.  4to,  3s Pam^n    1847 

Mercurius  Brittauicus  in  Cambriam,  Anno  1634-41,  sm.  4to,  5s   ...  PampUn    184^ 

OpuBcuhi  Omnia  Botanica,  edita  Ralph,  1629-41,  sm.  4to,  12s PampUn    1845 

(T.ikM.\  On  Mental  Susceptibilty,  12mo,  6s  64  Authors igTg 

{T.T,)  Sights  in  the  Gold  Regions,  2nd  edit.,  12mo,  9s New  Y^rk 1850 

(Walt.)  Essay  on  Diseases  of  Young  Women,  post  8vo,  5s    Simpkin 1345 

Homoeopathy  Expkined,  12mo,  Is  64   Simpkin igr^ 

Hydropathic  and  Homoeop.  Managem.  of  Children,  12mo, 6*— r. 3s64  Simpkin 185^ 

Memoir  of,  by  S.  H.  Tyng,  post  8vo,  10s New  York 1851 

Treatment  of  Morbid  Emotions  of  Women,  post  8vo,  5s ; Sin^n iSco 

{Wm,)  Practical  Draughtsman's  Book  of  Industrial  Designs,  2e.,  4to,2Ss64  Longman  1861 

OV.A.)  Bedside  Letters  on  Hydropathy,  12mo,  Is  64  ;  cl.,  2s Simpkin     iS-«j 

(U'.ii.i^.)  Memoir  of,  Remarks  by  Jowett,  12mo,  5s    SeeUy tSsl 
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Johoaoii  {W,Q.)  B«port  of  tlia  Bni&tree  Ohnrch-Bate  Oase,  1843,  8to,  9« Xiekardi 1843 

Moson'a  New  London  Song  Book,  oontaining  2000  Songs,  &c. ,  with  Index,  1 2mo,  2$   Joknaon i8s» 

JohuoniaoA :  Croker,  8to,  24«,  Murratf,  1836  ;  12mo,  9«— red.  to4«  M  ;  2  T.,ea.  2<  B,Bohn 1859 

Johnston  (AJ.)  Inqdiy  into  the  Law  of  Ezcheqner  Bills,  1842,  Svo,  U Benning 184a 

( J. JiT.)  Dictionary  of  Geography,  8yo,  86«,  1855;  new  edit.,  80«   Longman  i86a 

r-  Skeleton  Charts  for  Direction  of  Winds,  fee. inAnbian  Sea,  r.4to,  1 2f  6d  Sianford    1 8  54 

{(M.)  Travels  in  Sontbem  Abyssinia,  1842-8,  2  r.  8to,  28j— red.to  10«  6d  H.Bohn 1844 

(£tfw.-)  Common  Law  Procedure  Act,  1864,  12mo,  Sa6d Benning 1854 

{Oeo.)  Flora  of  Berwiek-npon-Tweed,  2  t.  12mo,  15s~red  to  7s  6<i PampUn    1851 

History  of  British  Sponges  and  Lithophytes,  8to,  30s Van  Voord  ...184a 

Zoophytes,  2  y.  8to,  42s ;  roy.  8to,  84s Van  Voont   ...1847 


Introdnction  to  Conchology,  8yo,  21s Van  Voont  ...1850 

Natural  History  of  Eastern  Bordeia,  V.  I,  Botany,  8to,  10s  6d Van  Voont   ...1853 

(/.^.)  Agricultural  Chemistry,  Catechism  of,  new  edit.,  fcap.  8to,  Is  Blaehcoodi   ...1849 

Chemistry  of  Common  Life,  new  edit.,  2  t.  12mo,  lis  6d Blackwood 1859 

Contributions  to  Scientifie  Agriculture,  8to,  6s Blackwood 1849 


— ^^^— —  Blements  of  Agricultural  Chemistry  and  Geology,  new  ed. ,  12mo,8s  6d  Blackwood 1856 

' Instructions  for  Analysis  of  Soils,  Limestones,  Ice.,  12mo,  2s Blackwood 1858 

Lectures  on  Agricultural  Chemistry  and  Geology,  new  edit.,  8yo»  24s  Blackwood 1847 

New  Brunswick  Agricultural  Capabilities,  2nd  edit..  Is  6d Btanford    1857 

Notes  on  North  America,  2  y.  post  8to,  21s Blackwood 1851 

Treatise  on  Experimental  Agriculture,  8to,  8s Blackwooda  ...1849 

— — Use  of  Lime  in  Agriculture,  12mo,  6s  Blackwoodi  ...1849 

(/.)  Glimpses  of  Missionary  Work  in  China,  cr.  8yo,  Is Hamilton  i860 

(Ifiss)  BUcn  CRorick,  12mo,  8s  6<i Painter 1843 

(^.)  School  Arithmetic,  12mo,  2s  Simpkin i86a 

(Wm.)  England  in  the  Middle  of  19th  Century,  2  y.  post  8yo,  18s Mwrray 1851 

Freshfield,  a  Tale,  post  8yo,  10s  6d  Ja»,  BlackwoodiZ$9 

Nightshade,  a  Novel,  post  8yo,  6$^  Bentley,  1857  ;  12mo,  U  6d  ...  Simpkin 1858 

3(ihii^nt{Ang,)  Few  out  of  Thousands :  their  Sayings  k  Doings,  12mo,  6s,'58;  2s  &d  Groombridge  ...1861 

Woman's  Fftachings  for  Woman's  Practice,  2nd  ed.,  fcap.  8yo,  2s  6d    Qroombridgt  ...i860 

(£Siis.)  life  of  Christ,  18mo,  6t6(2 Longman  1835 

•Manual  of  Religious  Knowledge,  18mo,  6t  6ci Longman  1836 


—  (F.)  First  Tales  for  Children,  from  the  German,  new  edit.,  18mo,  Is Vniiitaker 1849 

Vindication  of  the  Book  of  Genesis,  8yo,  10s  6<i  Qroombridgt  ...1838 

(/(OS.)  Discourse  on  the  Phenomena  of  Sensation,  8s Churchill 1840 

-  Treatise  on  listeria  Medica,  12mo,  8j  M    Benshaw 1835 


-  (/oAn)  Sermons,  Way  of  Life  set  forth,  8to,  10s  6d  BaUkard  1841 

Specimens  of  British  Poets,  24mo,  ZeM Simpkin 1837 

-Sacred,  Pathetic,  and  Serious  Poetry,  18mo,  2s  6(i Simpkin 1855 


-  Ti^ise  on  Draining  Land,  &e.,  new  edit.,  8yo,  10s  6<2 Blackwoodi  ...1841 

-  (Jfrs.)  Clan  Albin,  a  Novel,  12mo,  2s BoutUdge  1853 

Memoir  of,  12mo,  2s  6d Hamilton  1854 

Nights  of  the  Round  Table,  2  y.  18mo,  each  2( Simpkin 1849 


{W,G,)  and  Croall (A.)  Nature-printed  British  Seaweeds,  4  y.  roy.  8yo,  ea.  42s  Bradbury... i%s^^6o 

(H'.^.)  Elementary  Treatise  on  Logarithms,  12mo,  2s  6<f  Longman  1859 

Israel  in  the  World  ;  or.  Mission  of  the  Hebrews,  12mo,  3s  M /.  /.  Shaw 1854 

of  the  Flesh,  Judaism  of  the  Bible,  &c,  8yo,  10s  6d Parker  A  Son... 1%  so 


'  Sunday  and  the  Sabbath,  12mo,  Is  6d Wertheim  1853 

JoiBnll«(/.  ds)  Chronicles  of  the  Crusades,  post  8yo,  6s  H.Bohn 1848 

Jokai  {Moritz)  Hungarian  Sketches  in  Peace  and  War,  post  8yo,  8s  6c{ Hamilton  1854 

Jfiliffe  (r.Ji.)  Letters  from  Palestine  and  Egypt,  2  y.  8yo,  10s  6rf  PaHridge 1854 

^Uj  (ifp.il.)  Christian  Sacrifice  in  the  Eucharist,  considered,  8rd  edit,  12mo,  8s  ...  Masten 1857 

•~ Observations  on  Sunday  Services  and  Holydays,  with  Memoir,  12mo,  6s  RivingUm  1840 

- —  (SamA)  Harmony  of  Education,  designed  to  assist  Teachers,  2e.,  fp.  8vo,  2s  6<2  Simjiin i86x 

~- Thoughts  on  the  Vocation,  kc.,  of  the  Teacher,  2nd  edit,  fp.  8vo,  li6d  Simpkin i86x 

Jofly  Grins  for  JoUy  Dogs,  compiled  by  a  very  Sad  Dog  indeed,  foap.  8vo,  Is  Lea 1861 

ioauai  {Baron  de)  Art  of  War,  new  edit,  trans,  by  Mendelland  Craighiil,  12mo,  9s  Philadelphia... i$6z 

— History  of  the  Campaign  at  Waterloo,  post  8vo,  4s  6d New  York 1853 

ifmM{E.J.)  Assyria  and  Palestine  Recollections,  fcap.,  8s  6ci  Masten 1857 

ioiuthan  Sharpe  ;  or.  Adventures  of  a  Kentuckian,  8  v.  post  8vo,  81s  6d  Colbum 1845 

Jones  {Alf.)  Historical  Sketch  of  Electric  Telegraph,  8vo,  6s New  York 185a 

Proper  Names  of  the  Old  Testament  Expounded,  4to,  26s Bagtter 1856 

• Psalms  of  David  rendered  into  English  Verse,  82mo,  2s  6d  Low    1854 

- — U. ^.)  Observations  on  Diseases  and  the  Loss  of  Teeth,  8yo,  6s   Churchill  1853 

{B.C.)  Lectures  on  the  Drama  and  Dramatic  Poets,  V.  1,  8vo,  8s  6d  Lacy  1861 

{C.H.)  Observations  on  Morbid  Conditions  of  the  Stomach,  8vo,  9s Churchill  1855 

• and  Sieveking  {£.H.)  Manual  of  Pathologieal  Anatomy,  12mo,  12s  6d     Churchill  1854 

- —  {C.J.)  Collection  and  Recovery  of  Tithe  Rent  Charge,  12mo,  4s  6d Bivington  1849 

—  {C.  W.)  Immortality  of  the  Soul,  and  other  Poems,  18mo,  Is  6d HouUton   1852 

Readilig  Book,  Advanced  History,  18mo,  Is    Longman  1859 

— -{Dav.)  Value  of  Annuities  and  Reversions,  2  y.  8vo,  16s,  *53— «dy.  to  30s B.  Law  i860 

{D.F.)  Turnip  Husbandry,  12mo,  Is Orr 1847 

— '{B.R.\  Isoida,  the  Maid  of  Kidwelly,  and  other  Poems,  12mo»  2s Longman  1855 

—  (DoM^.)  System  of  Company  Drill,  12mo,  4s Clowet   1855 
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Jones  (2&«n.)  Stadles  of  SennUon  and  Brent,  Poems,  8to,  tff— red.  to  4^ Fox   1843 

(^w.)  I>€fligns  for  Villas  or  Country  Residences,  foL  15s  Wtale 1835 

Principles  and  Pnctioeof  Levelling,  12ino,  4s M.  Tajflwr 184.1 

(^m.)  Battle  Day,  and  other  Poems,  12mo,  8s  M Roviledgt  1S55 

■  €k>rayda,  a  Tale  of  Faith  and  ChinUry,  and  other  Poems,  fp.  8to,  3s  ^d  Kent  i860 

Emperor*s  Vigil,  and  other  Poems,  12ino,  Is   RoutUdge  1856 

Lass  and  the  Lady,  a  Tale,  8to,  21s M'Govan 1855 

Poems  and  Ballads,  12mo,  3s  8d  lUnOUdgt  1S55 

•Wood  Spirit,  a  NotoI,  2t.  poet  Sto,  21s Boone 1841 


(EM.)  Stock  Tables,  Value  of  Consols,  &c.,  70-99}  per  Cent.,  foL  63s   Jones 1861 

\E,0,)  Eminent  Characters  of  the  English  Bevolntion  Period,  post  8to,  7s  6<<...  Sawndeni:  0,  1853 

-^— —  Religions  Knowledge  among  the  Poor  in  1850  and  1750,  12mo^  28  6d  ..,  J,  Paimer 1850 

{E,T,)  English  Book-keeping  for  Sehools,  12mo,  2s    Avtkor  1840 

(^ra.)  A  Colloquy,  18mo,  Is HamiUon  1853 

-  Villsge  Chnroh  Sermons,  12mo,  0s    Bwm$    1841 

(-^.^7.)  Attorney's  Pocket  Book,  by  Crisp  and  Ronse,  2  v.  12mo,  21s    MaxweU 1850 

{Geo.)  Histoiy  of  Ancient  America,  Tyrian  Era,  roy.  8to,  20s Longman  ..:... 1843 

—  Tecnmseh,  a  Tragedy,  Life  of  Harrison,  &c.,  roy.  8to,  12s    Longman  1844 

•-■^—{Ilugh)  Christian's  Example  ;  Lent  Sermons,  12mo,  3s  Jfatckard 1848 

(i/.^.)Adyentnres  in  Australia,  1852-58,  post  8to,  10s  6<i Bentley  1853 

— — -  On  Animal  Chemistry,  in  its  Relation  to  Stomach  Diaesacs,  8ro,  0s CkurekiU  1850 

— ^— —  Prevention  and  Cure  of  Grarel,  Qont,  &c.,  8to,  6$    WcUUm 1843 

{H,M.)  Family  Faults,  a  Novel,  post  8to,  3s  6d Lea    1854 

— — Histoiy  of  England,  Illustrated,  2  r.  16mo,  14s Virtue   n.  d. 

■  — Rosaline  Woodbridge,  post  8yo,  2s    Lofta  1854 

(Inigo)  Designs  for  Chimney  QIaasesand  Chimney  Pieces,  8to,  5s Weaie 1858 

■  Investigations  as  to  American  Vertebrn,  4to,  9s JVathington  ...1856 

^— Original  Designs  for  Masques,  &c.,  edited  by  Collier,  8vo  Skak9])eartSoc,n,  d. 

'  Welsh  Bardic  Works,  edited  by  Roberts,  12mo,  6s Longman  1856 


<— (/a€o6)  Anglo-Saxon  Harp:  Scenes  from  Longinus,  kc,  12mo,  8s Piekering  1836 

_ Guide  to  Norway,  or  Salmon  Fisher's  Companion,  by  Tolfrey,  12mo,  15s  Longman  1848 

Healthy  Towns,  Local  GK>vemment  Act,  12mo,  Is  Hamilton  1858 

'  Hints  on  Preaching,  for  the  Use  of  the  Younger  Clergy,  &c.,  fp.  8vo,  2s  Balchard 1861 


(Joi,)  Manual  of  Instruction,  Gregorian  Music,  sm.  4to,  2s  6d    Dolman 1845 

•  On  the  Use  of  Perchloride  of  Iron,  &o.,  in  Consumption,  post  8vo,  3s  Qd  CkurehiU  1861 


•— (/imHAs)  Tables  of  Annuities  and  Assurances,  8vo,  new  edit.,  lOs  6d Longman  1855 

(/no.)  Episcopacy,  Essay  on,  8vo,  Is  6(2  Haiehard  1839 

Few  Remarks  on  Religion,  12mo,  Is    HamiUon  1850 

— — — History  and  Object  of  Jewellery,  12mo,  2s Orr    1847 

Antiquities  of  Harewood,  Yorkshire,  8vo,  10s  6d Simphin 1859 


>  Lectures  on  Portions  of  the  Acts  of  the  Apostles,  2  v.  12mo,  lOs  6d  ...  IMehard 184s 

Types  of  the  Old  Testament,  2  v.  12mo,  each  5s  M Hatchard  ...1846-9 


Lituigical  Class  Book  ;  Lessons  on  the  Common  Prayer,  12mo,  Is  6(f  ...  Longman  1855 

Memoirs  of,  by  T.  Evans,  12mo,  1$  6d Simpkin 1838 

Natural  and  Supernatural ;  Man,  Physical,  and  Spiritual,  p.  8vo,  10s  6d  BaiUiire    i860 

■  Theory  and  Practice  of  Notes  of  Lessons  for  Teachers,  2nd  ed.,  12mo,  2s  Simpkin    1S55 

TransUtionof  the  Book  of  Isaiah,  12mo,  5s   H  Hughee    ...1842 

Wedding  Gift  to  Newly-Married  Persons,  5th  edit,  18mo,  3s  Qd HamiUon  1851 

•  (/os.)  Aphoristical  Instruction,  12mo,  3s  6c{ HamiUon 1845 

Apocalypse,  with  Notes  and  Reflections,  12mo,  2s  HamiUon  1S53 

Book  of  Christian  Gems,  12mo,  7s  6d Whittaker 1836 

the  Heart ;  or.  Plain  Meditations,  new  edit.,  12mo,  5i  6d  HamiUon 1856 

Young:  Invitation  to  Early  Piety,  12mo,  6s  Talboge 1838 


-  Calm  Inquirer  on  Important  Subjects,  12mo,  2s  6<2   HamSum  1853 

-  Christian  Meditations  ;  or.  Remarks  on  Religion,  12mo,  5s  6</ HamHUm  1856 

-  Chronological  and  Analytical  View  of  the  Bible,  8vo,  10s  6(2    Talboge 1836 

-  Cottage  Devotion :  Pnyera  for  Eight  Weeks,  12mo,  Ss6<i,  '52;  n.e.,  2itd  Hamilton  1854 

-  Cottager's  Adviser,  12mo,  Is  6(i   HamiUon  1854 

-  Essay  on  the  Church,  8vo,  7s    .'. HamiUon  1840 

-  Manual  of  Mental  and  Moral  Philosophy,  12mo,  2s  6d Whittaixr 1838 

-  Mercantile  Tare  Tables,  from  6  Lbs.  to  10,000  Cwts.,  poet  4to,  4«  6d ...  E,  Wilson 1851 

•  Plain  and  Practical  Sermons,  8vo,  10s  M Ta&otfs 1839 

-  Instructor,  Arithmetic,  Mensuration,  &c,  12mo,  4s  6d   Hampton 1850 

Divine  and  Human  Subjects,  12mo,  4s  6(2  HamiUon  1849 


Prayers  for  Plain  People,  ]2mo,  3s  6(2   HamiUon 1854 

-  Reflections  on  the  Book  of  Psalms,  12mo,  5s  6(i HandUon 1846 


-Reppendune,  a  Poem,  12mo,  6s    HamiUon 1844 

-  Scripture  Gardens,  and  other  Discourses,  12mo,  \»M  HamiUon 185s 

■  Sermons  on  Christianity  and  the  Christian,  12mo,  Ss6d  HamiUon  1849 

the  Creed  and  Commandments,  12mo,  4$6d   HamiUon 1846 

Lord's  Prayer,  12mo,  3s HamiUon 1841 


Spiritual  Piety ;  or.  Meditations,  12mo,  2s  6ci   Wkiitaher 1855 

—  {J.B,)  Freaks  of  Fortune,  Adventures  of  Ned  Lorn,  12mo,  6s  6d    Philadelphia... li $4 

The  War  Path,  Adventures  in  the  Wilderness,  post  8vo,  7s  6d Pluladelpkia...i%s€ 

—  (/.C.)  Mortality  and  other  Poems,  post  8vo,  7s  Praser    1836 
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Jones  {J.P.)  Sgypt  in  its  BiUical  SektionB  and  Morml  Aspect,  post  8to,  7«  6«r    Smith  &  Elder  i860 

—  (/.//.)  Mm,  Moral  and  Physical,  cr.  8to,  6«  dd Philadelphia... liSo 

The  MorrisBiaii  Prise  Bssay  for  1846,  8to,  2t6d Bivington  1846 

(J.M.)  Naturalist  in  Bermuda,  its  Geology,  &e.,  post  8to,  7«  6d Eeevet  <ti  T,    ...1858 

{J.R.)  Geological  History  of  Newbury,  Berks,  8yo,  2»  Simpkin 1854 

—  {J.P.)  and  Kingston  (J.F.)  Flora  Devoniensis,  Gatalogneof  Wild  Plants,  8yo,  9^  Pamplin    1856 

(J.T.)  Joamal  of  the  Sieges  in  Spain,  1811,  new  edit.,  8  ▼.  8to,  42s Weale    1846 

— (/.fF.)  Health  for  the  Million;  Hints  and  Observations,  12mo,  4s  6(i Kent  1858 

— —  Obserrations  on  the  Division  of  Man's  Life  into  Stages,  4to,  6s Ellia  1861 

—  (Jfa|br)  Courtship  detailed,  12mo,  8ff Wiley 1844 

— (if ory)  Lake  and  other  Poems,  12mo,  fit Simpkin 1844 

Poems,  12mo,  St  6cl  HamilUm 1858 

(Jfn.)  Scattered  Leaves;  or,  Twilight  Trifles,  post  8to,  9s   EautUdge  1853 

— (Own)  Designs  for  Mosaic  and  Tesselated  Pavements,  4to,  21s  Weale    1843 

Qrammar  of  Ornament,  folio,  19/  12s Day  d:  Son.  ...1856 

Plans,  Slev&tions,  &&,  of  the  Alhambra,  2  t.  foL  hf.-bd.,  24/ Longman  1848 

■       Scenery  of  the  Nile,  foL  84s Oravet   184a 

(O.J.)  Recollections  of  Gampaign  in  India,  1857-8,  roy.  8vo,  16s    SaundendeO.  1858 

—  {Paul)  History  of  the  Ojebway  Indians,  with  Memoir  of  the  Writer,  cr.  8vo,  5$  Bennett 1801 

Life  and  Chancter  of,  by  J.  H.  Sherboome,  2nd  edit.,  roy.  8vo,  12s  ...  J. Chapman  ...1851 

—  {Rebfeea)  MemoriAls  of,  by  W.  J.  Allinson,  8vo,  7s,  1851— red.  to  5s Oilpin    1852 

— (£«eA.)  Essay  on  the  Distribution  of  Wealth,  post  8vo,  7s  6cl Murray 1844 

' Friendship  with  God,  Essay  on  Improvement,  12mo,  2s Hamilton  1847 

— Literary  Remains,  Preface  by  Dr.  Whewell,  8vo,  14s Murray 1859 

— Observations  on  Medical  Education,  8vo,  4s Murray 1839 

— (Z<J2.)  Art  of  Skating,  by  W.  R  Cormack,  12mo,  Is Baily 1855 

— iR.P.)  Cholera  Aaatica,  its  Symptoms  and  Treatment,  12mo,  Is  6d E.  Dueker 1849 

— (i2o6l.)  History  of  the  French  Bar,  Courts,  Officers,  kc,  8vo,  lOe  6d  Benning 1855 

-[Sarahs.)  Beatrice  ;  or,  the  Influence  of  Words,  new  edit,  12mo,  8s  fid Partridge 185a 

Hadassah,  Sketches  in  Palestine,  post  8vo,  4s  6d    Wertheim  i860 

My  Sketch  Book,  16mo,  Is Ward    1857 

The  Heavenward  Road,  18mo,  Is Ward 185a 

—  {SAdla)  Mountains  and  Cities ;  or  the  Home  of  our  Princess,  post  8vo,  10s  td...  Newby    1857 

— '(iSit^.)  Biographical  Dictionary,  8th  edit.,  18mo,  6s  Longman  1840 

Flower  of  Paradise,  12mo,  sewed,  1«6</;  clotii,2s Jonee 1839 

Sheridan's  Dictionary  by  Birkin,  new  edit.,  8s  6c/ Cowie 1839 

—  {8.F.)  Throne  of  Grace  :  Lent  Sermons  on  Prayer,  12mo,  2t  dd    Dalion  1856 

— -  i^V.)  Tables  of  Exchange,  England  and  America,  12mo,  5s Smith  d:  Elder  1840 

— (S.M.)  Practical  Accountant  and  Bookkeepiug,  8vo,  5s  Eelfe 1847 

— {S.W.)  New  Reformation  in  Ireland,  12mo,  U  6d  Seeley 1851 

— (7:i«>.)  Book-keeping,  11th  edit.,  roy.  8vo,  12s  Author  1856 

•  Every  Man  hu  own  Landlord,  12mo,  Is  Author  186a 

Interest  Tables,  12mo,  Is  Aut/ior  1859 

—  (^.)  Baskets  of  Frs^ents;  Notes  from  his  Sermons,  new  edit,  12mo,  6s  6d  Niibet 1857 

Essays  on  Imputial  Truths,  new  edit,  12mo,  8s Seeley 1857 

Fair  Balance:  Essay  on  Redemption,  new  edit,  12mo,  8s Seeley 1856 

— " Fountain  of  Life  :  Union  of  Christ  and  Belieren,  new  ed.,  16mo,  2s  6c/  Seeley 1856 

Immanuel :  or.  Scriptural  Views  of  Jesus  Christ,  new  edit,  12mo,  Is  6c/  Seeley 1856 

Jonah's  Portrait:  Views  of  Human  Nature,  new  edit,  16mo,  2s  6(/ Se^y 1856 

Memoir  of ,  by  Rev.  J.  Owen,  12mo,  5s A.IIaU 1853 

■ Notes  of  55  Sermons,  by  Rev.  J.  Owen,  12mo,  5s Seeley 1851 

' —  Prodigal's  Pilgrimage  to  his  Father's  House,  16mo,  8s  6d,  1 847  ;  2s  6c/. . .  Seeley 1856 

• -^  Reports,  Chancery,  Ireland,  1844-46,  8  v.  roy.  8vo,  7/  4s    ButterworiJiM...i$^6 

and  Touehe  {E.D.la)  Reports, Chancery  Cases,  lTeland,8  v.r.8vo,6/ 18«  6d  Maxvtll    1848 

• Scripture  Directory,  12mo,  6s,  1839;  new  edit,  Ss  6(/ Seeley 1856 

Sug^stions  for  a  Reform  of  Special  Pleading,  8vo,  2s  6d , Benning., 1850 

True  Christian,  12mo,  8s  6</,  1844;  2s  6c/ SeeUy 1856 

• Welsh  and  English  Dictionary,  12mo,  6s  6</ /f.  Hughee 18431 

— —  (f.P.)  Firmilian  ;  or,  the  Student  of  Badajos,  12mo,  5s  Blackwoodt  ...1854 

— '{T.R,)  AquArian  Naturalist :  a  Manual  for  the  Sea-side,  post  8vo,  18s Van  Voorst  ...1858 

Exposition  of  the  Thirty-Nine  Articles  by  the  Reformers,  8vo,  5s Hamilton  1849 

■ — Lectureson  Natural  History  of  Animals,  2  v.  post  8vo,  24s  Van  Voorst   ...185a 

—— Outline  of  the  Animal  Kingdom,  8vo,  86s,  1841  ;  8rd  edit,  Sis  Bd Van  Voorst  ...1861 

—  (T.  W.)  Catechism  of  Medicine  and  Suigexy  of  Bye  and  Ear,  12mo,  2s  6c/ Churchill  1857 

• the  Physiology  of  Body,  Sense,  Ac.,  12mo,  2s  6c/ Churchill  1858 

^ Causes  and  Prevention  of  Defects  of  Sight,  12mo,  2s  6c/   Churchill  1856 

'        > Manual  of  Ophthalmic  Medicine  and  Surgery,  2nd  edit,  12mo,  12«  6d,  Churchill  1855 

^—  Wisdom  of  the  Almighty  Displayed  in  Sense  of  Vision,  12mo,  4s  6ci ...  Churchill  1851 

(IFsi.)  Autobiography,  edited  by  his  Son,  8vo,  6s Snow 1846 

• Biblical  Cydopedia,  8vo,  16s,  Wightman,  1840;  new  edit,  10s  Qd    ,..  Tegg  1849 

Book  of  Nature,  12mo,  Is JM.dsJ,Parker\%^i 

~ Dissenter's  Plea  for  his  Nonconformity,  8vo,  10s  6c/,  Snow^  45  ;  n.  e.,  5f  Ward 1856 

Essay  on  Character  of  the  Welsh  as  a  Nation,  8vo,  4s   Simpkin 1841 

■~~ Covetonsnes^,  18mo,  2s  6c/ Baynes  1836 

"" — ~ Important  Diseases  of  Women,  12mo,  Is BaUUire    i85r 
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Jones  (TFm.)E88ay  on  Improper  and  Unhappy  Marziagea,  18mo,  1«  td Snow 1841 

the  Church,  new  edit,  ISmo,  ls6d Bivingion iS+j 

Gardener's  Receipt  Book,  6th  edit.,  fcap.  8vo,  2«  6d Groombridgt  ,,a%Si 

Gwyneddion,  and  other  Poems,  8vo,  7#  6c2  H,  Htigha   ...1840 

Hone  MonasticsB  :  Poems,  Songs,  and  Ballads,  post  8vo,  6t  Bogue 185} 

How  to  Make  Home  Happy,  12mo,  it  6«{,  Bogtu^  1857  ;  n.  edit.,  3i  6ci  Ward ^  Lock  1862 

Influence  of  Literary  Pursuits  on  Christian  Ministiy,  8to,  It Jiukton  A  K^...]846 

JubUee  Memorial  of  Religious  Tract  Society,  1799-1849,  8to,  7t ltd.  Tract SocaI^o 

Lectures  on  Ecclesiastical  History,  8  y.  8to,  40» WiglUman 1838 

FiguratiTo  Language  of  the  Scriptures,  18mo,  1«  6<2 J,H.JeJ.ParktT\%^^ 


•  Letters  from  a  Tutor  to  his  PupiU,  ISmo,  2<  6c(,'4i ;  n.  e.,  18mo,  X$  6<i  J. H.d: J.Parker iZe% 

■  Life  of,  by  Loid  Teignmouth,  Notes  by  Wilks,  2nd  ed.,  2  t.  12mo,  10s 6d  ParJxr^kS<M,.Ai^i 

-  Millennial  Harbinger,  2  t.  12mo,  9t    Snow 1840 

(of  the  Religions  Tract  Society)  Memorials  of  by  his  Son,  12mo,  Zs  6d...  Nitbet 1856 

•  Observations  on  Diseases  of  Women,  8yo,  8«  BaiUitrt    1839 

■  Poems,  Descriptiye  and  Humorous,  fcap.  8to,  8<  6<2  A.  HaSL 1853 

-  Sermons  in  Welsh,  8vo,  4« iT.  ffitghes 1840 

on  PrimitiTe  Christianity,  8yo,  5s  Snow 1837 

with  Memoir,  by  Rymer,  12mo,  it Simpkin 1843 


Sketches  of  the  Reform  Ministers,  8to,  18i TaUit n.d. 

System  of  Atmospheric  Railways,  18mo,  8«  6ci Sherwood  1845 

■  I  Testamentary  Counsels,  ISmo,  2t  6d    Ward 1841 

Tracts  on  the  Church,  18mo,  U6d  J.H,AJ,Patker\%io 

(19^.^.)  Essays  upon  Authon  and  Books,  12mo,  it  6<2 /.  Cftopman  ...1850 

{W.B,)  History  of  St.  Davids,  ito,  40«;  lar.  pap.,  60t J.  R.  SnUih  ...1856 

Vestiges  of  the  Gael  in  Gwynedd,  8vo,  4t  6d J.  R.  Smith  ..1851 

(W.Hn)  Blanche  de  Bourbon,  and  other  Poema,12mo,6t,&»ttndert,'53;  2  e.,3t6i<  Hookham  1855 

The  Law  of  Uses,  8vo,  7t SUtent  i86a 

-  (W.W.)  Poems,  12mo,  4«  6<i,  1855  \  2nd  series,  It Lonfftnan  i860 

Jonaon  (Ben,)  Works,  with  Memoir  by  Wm.  (Kfford,  r.  8to,  24t,  Moxon,*i% ;  n.  e.  16t  RouJtledge  1861 

Conyeisations  with  Drummond  of  Hawthomden,  8vo  ShakeipeartSoc.n.d. 

Poems,  with  Notes  and  Biography,  by  R.  Bell,  12mo,  2t  iid Parker  ^  Son  1856 

-(/./.)  Recollections,  &c. ;  Misoellaiieons  Poems,  12mo,  6t  Satmdert^  0.  1841 


Joplin  (T,)  On  Currency  Reform,  8vo,  2t  6d Richardson    ...1844 

Jopling  {CM.)  Sketch  of  Funiess  and  Cartmel,  12mo,  6t  fid Whittaker 1843 

(Jot.)  Practice  of  Isometrical  Perspective,  new  edit.,  8vo,  5t  M.  Taylor 1861 

Joixlan  (i^.)  Introduction  to  Clinical  SuiKery,  12mo,  5t   ChwrdiUl  1858 

(//.)  Observations  on  Preservation  of  the  Teeth,  12mo,.2t  6d HighUy 1854 

{J.)  A  Curate's  Views  of  Church  Reform,  8vo,  8t  6d Longman  1837 

Holy  Baptist,  a  Scriptural  Poem,  fcap.  8vo,  5t Nuitt 1843 

Parochial  History  of  Enstone,  Oxfordshire,  post  8vo,  7t /.  R.  Smith   ...1857 

Review  of  Tradition,  as  in  Tracts  for  the  Times,  8vo,  4t  6d  Bamilton  1840 

Scriptural  Views  of  the  Sabbath,  12mo,  4t Partridge 1847 

(/2./.)  Skin  Diseases  and  their  Remedies,  12mo,  2t  6d  ChurchiU  i860 

Joidan,  Dead  Sea,  and  Idnmea,  Historically  Described,  18mo,  It  6d ReL  TraelSoe.  1858 

River,  Pictorial  and  Descriptive,  16mo,  2t  6d Nelton    1854 

Jorrocks  {Jno.)  Jaunts  and  Jollities,  2nd  edit.,  8vo,  25t Aekermann    ...1843 

Jortin  (Jno.)  Remarks  on  Ecclesiastical  History,  by  Trollope,  2  v.  8vo,  20t— r.  to  14t  Tegg  1845 

Joseph  (E.L.)  Adventures  of  a  Creole,  a  Tale,  8  v.  post  8vo,  Sit  dd  Satmdert^t  0.  1838 

(H.F.)  Memoirs  of  Convicted  Prisoners,  8vo,  4t Werlheim  1853 

Joseph  and  his  Brethren,  Stoiy  of ,  12mo,  2t Nelton  1850 

l^hlor,  or  the  Man  who  would  be  Rich,  18mo,  It  6d Whittaker 1849 

the  Jew,  a  Tale,  by  Aut.  of  Mary  Mathieson,  fcap.  8vo,3t  6<i,  '57 — r.  to  2t  6<i  JffanUUon  1860 

. Shepherd,  Slave,  Prophet,  &c.,  by  Sharon,  12mo,  2t6d Ward 1859 

Josephine  (Emprett)  Life  of,  by  C.  P.  Headley,  post  8vo,  6t  6d Jklf  185a 

Memoirs,  by  Le  Normand,  2  v.  po6t8vo,  12t  6d    J.Chapman  ...1848 

of,  8  V.  8vo,  27t— red.  to  15t HwrtiAB,    ...1855 

(M.)  My  Child  Life,  a  Narrative,  16mo,  lt6<i Wardds  Lo(k...i%s^ 

Josephus  {F.)  Works,  by  Traill  and  Taylbr,  2  v.  roy.  8vo,  46t,  '51  ;  2  v.  in  1,  Sit  6c<  IfoulaUm    1861 

Whiston,  4  v.  8vo,  Sdt,  1848;  8vo,  lOt,  Tegg,  1841;  8vo,  fit    Simpkin i860 

4  V.  8vo,  24t Low  1859 

. . Essay  by  Stebbing,  imp.  8vo,  25t Virtue    1840 

Illustrated,  2  V.  8vo,  24t— red.  to  14t ff.Bohn 1845 

Greek  and  Latin,  revised  by  Dindorf,  r.8vo,  V.l,  20t;  V.  2, 18t  Didot 1845-7 

De  Bello  Judaico,  4  Cardwell,  2  v.  8vo,  17t J.H.^,Parkeri%si 

Wars  of  the  Jews,  for  Youth,  12mo,  8»— red.  to  4t  6c{   Qranl  ds  0,    ...1849 

Joslin  (B.F.)  Homceopathio  Treatment  of  Cholera,  &c.,  18mo,  2t  Walker 1853 

Jotting  Book,  by  an  Amateur,  post  8vo,  5t   Mwray 1839 

Jottings  for  Juveniles,  in  Simple  Verse,  by  Josephine,  square  16mo,  2s  6<2 ffouUton  1862 

from  My  Sabretasch,  by  a  Chelsea  Pensioner,  post  8vo,  lOt  6d — ^red.  to  6t ...  Bentl^  ....%....  1847 

of  an  Old  Woman  of  Eighty,  18mo,  It    Hamilton  1858 

on  Currer,  Ellis,  and  Acton  Bell,  8vo,  It Longman  1856 

Jouffroy's  Introduction  to  Ethics,  from  the  French,  2  v.  12mo,  Idt Wil^ 1840 

Philosophical  Essays,  12mo,  2t ." ffamiUon  1839 

Joule  (J.B.)  Celebration  of  the  Matins  and  Even  Song^  &e.,  roy.  8vo^  2$ Mattert 1846 
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Joule  (J.B.)  Words  to  tlie  Mnaic  in  the  Chnrch  Choral  Service,  post  8yo,  6<  6<2  Longman  1859 

iowiiin  (M.)  Diaeaaes  and  Operatioiui  of  the  Mouth,  roy.  8vo,  12<  Delf 1851 

Joudan  (.fifloA^)  Sanshine  at  Last :  a  Tale  for  the  Toong,  l2mo,  2b  Whitfield  1862 

J<HiniaL    AUo  TraoaactionB.     See  Appendix. 

Joonud  of  a  Bepatation  to  the  East,  from  MalU  Colleges,  2  r.  Svo,  12s  Nubel 1854-$ 

Seddence  in  Portugal,  2  v.  post  8to,  18« Maxan  184.7 

!IV>ar  from  St.  Petersburg  to  Vienna,  Sto,  12« Ixmgman  1838 

Wanderer  in  India  and  North  America,  12mo,  U    Simpkin 1844 

—  igriculture  and  Transactions  of  Highland  Societyof  SooUand,  21  ▼.8vo,8/  8f  Blackwood  1828-43 

an  African  Cruiser,  square,  8«  6c{ WUey    1845 

Bzcnrsion  to  the  United  States,  &c.,  1834,  18mo,  Z»   Simpkin 1836 

Australasia,  made  in  Melbourne,  June  to  Dec.,  1856,  post  Svo,  7s  6d Darton  1857 

Glssrieal  and  Sacred  Philology,  V.  1  to  i,  Svo,  each  12s  6d   MaemiUan    ...i860 

Design  and  Manufactures,  6  v.  Svo,  each  7«  6d   ChapmantkJI.47-$z 

Fixst  French  Embassy  to  China,  post  Svo,  10s  6d    Newby   1859 

Gas  Lighting,  Y.  1,  16s;  V.  2,  28s;  V.3,  4to,  32s6<2...«, IferbeH 1851 

Health,  edited  by  R.  B.  Grindiod,  Vols.  1  and  2,  Svo,  each  2s  M    Simpkin  ...1852-53 

HonuBOpathy,  Vols.  1  to  21,  each  20s  Oroombridge  Anil. 

Horticulture,  Y.  1  and  2,  loy.  Svo,  each  8s6d;  V.  8,  12s    CoU.Gard.Offi%Si-z 

— Jorispnidenoe,  ScotUnd,  Svo,  18s MamiUon  1858 

Movements  of  the  British  Le^on,  by  an  Officer,  Svo,  12s £,  Wilson 1835 

• Prophecy,  Vols.  1  to  6,  Svo,  each  10s  6d Ni^tet    1850 

•  P^chol^cal  Medicine,  Vols.  1  to  8,  Syo,  each  16s Churchill  1849 

Pure  and  Applied  Mathematics,  Pts.  1  to  21,  each  5s PwrkertkSoniSss-^z 

Sacred  Literature,  Istser.,  by  Kitto,  7  ▼.  Svo,  73s  6<2  , Beylin 1848-51' 

2nd  ser.,  by  Kitto  and  Buigess,  7  ▼.  Svo,  73s  6d Beylin  1852-4 

-Srd  ser.,  by  Bnigeu,  14  v.  Sto,  71 10»— red.  to  28s    ...   Wesley 1855-61 


JoBToalsof  Operations  during  the  Siege  of  Sebastopol,  4  t.  4to,  84s Longman  1859 

Jovett  (BenJ.)  BpisHesto  Thes8alonians,Galatian8,  k Romans,  Note8,2  ed.,2  v.Svo,30s  Murray 1859 

Statements  of  Christian  Doctrine  and  Practice,  Svo,  2s  J.H,tkJ,Parkeri%6i 

(/(M.)  Sermons  for  Parochial  Domestic  Beading,  12mo,  5s Seeley 1840 

Sunday  Afternoon  Lectures,  12mo,  5s6d Seelq/ 1838 

Village  Sermons,  12mo,  7s Seeley 1835 

' {Wwl)  Christian  Visitor,  4  v.  12mo,  each  8s  6d Sedey  1844-54 

V.  1.  Genesis  to  Job.  V.  8.  Four  Gospels. 

2.  Psalms  to  Malachi.  4.  Acts  and  Epistles. 

• Disooones  on  Doctrine  of  Regeneration,  Svo,  Is  6<2 Simpkin 1854 

Exposition  of  the  Lord's  Prayer,  12mo,  2s  Seeley 1841 

Family  Prayers  for  Five  Weeks,  ISmo,  ls6d  Seeley 1855 

• Helps  to  Pastoral  Visitation,  12mo,  5s Seeley 1847 

Last  Discourse  and  Prayer  of  Our  Lord,  12mo,  8s  6d Sedey 1846 

— Manual  on  Use  of  Time  and  Temper,  12mo,  2s  6<2 Sed^ 1852 

•  Scripture  Characters,  Old  Testament,  2  v.  12mo,  each  4s  Seel^ 1841 

New  Testament,  12mo,  4s  6d Seeley 1850 

• Thoughts  on  Conyersion,  new  edit,  f cap.  Svo,  Is Seeley 1848 

Jojee  (i./.)  Coss^  and  the  Turk,  12mo,  Is Vizetdly 1853 

~ — • •  Last  Glimpses  of  Convocation,  12mo,  4s  6d    BoswoHh  18^3 

~ — -  (/cr.)  Arithmetic,  by  Maynard,  new  edit.,  12mo,  8s;  Key  to,  Ss  Longman  1861 

' 12mo,  2s  M^AUman^sS',  Wright,  12mo,2s  6d  Tegg  x86i 

• Catechism  of  Nature,  new  edit.,  ISmo,  Is ,.  Tegg  i860 

Introduetion  to  the  Arts  and  Sciences,  new  edit.,  fp.  Svo,  3s  6d ;  2m  6d  ff.  Bohn   1852 

Scientific  Dialogues,  ISmo,  4s,  E,  Law ;  12mo,  2s  6d,  Tegg ;  2s  6d   ...  Knight  is  fion..  1856 

' — ^byPinnock,  post  Svo,  bs H,  Bohn   1852 

—  Walker  and  Pepper,  new  edit.,  12mo,  5s Simpkin 1861 

— > Companion  to,  ISmo,  2s  6d    LofCyman  1847 

■ — (/.IF.)  Constitutional  History  of  Convocations,  Svo,  25s  JRivingtan  1855 

' Eecleaift  Vindicata  :  Appeals  in  llatters  Spiritual,  12mo,  5s  6ci   Satmdersd:  0.  1862 

•  The  National  Church,  an  Answer  to  an  Essay  by  H.  B.  Wilson,  Svo,  5s  Scmnders  df  0,  i86x 

- — (R.D.)  Ballads,  Romances,  and  Songs,  12mo,  5s ^.  Jh^y i86i 

•'^^Btt  (i&iiqf)  Family  Hece  Book,  Miscellanies,  ISmo,  2s  6d ....T.  HwUsUm    n.  d, 

— ■ Original  Poems  for  Juvenile  Minds,  18mo,  Is  Jffo^UsCon   n,  d, 

^^n  ^  Sorrows,  Where  to  Find  and  How  to  Exchange  them.  Poems,  12mo,  3s  6d,..  Oilpin    1847 

—  of  Heaven,  by  a  Layman,  12mo,  4s  6d HaXchard  1840 

^Baa  St  Athens,  a  Poem,  Svo,  Is   Simpkin 1858 

^<^,  aPoem,  byM.  E.  M.  J.,po8tSvo,  5s Edvcards    1839 

-—or,  the  Acceptable  Year  of  the  Lord,  12mo»  2s  6<i   Weriheim  1850 

Jubilee  Memorial  of  Scottish  Congregational  Churches,  12mo,  4s  FuUarton  1849 

of  Oie Methodist  New  Connexion,  12mo,  5s;  Svo,  7s  6ii   Office 1849 

-Retraspect:  Five  Sermons  at  Winchester,  12mo,  2s  6ci Wertheim  1849 

^Servicea  of  the  London  Missionary  Society,  8s  W  Snow 1844 

Volume  of  the  Church  Missionary  Society,  1848-9,  Svo,  6s    Seeley 1849 

Jodd  {W,ff.)  Treatise  on  Urethritis  and  Syphilis,  Svo,  25s BigJUey 1836 

Jadgea<^  Israel;  or,  Hiijtory  of  the  Jews,  new  edit.,  ISmo,  Is Eel,TractSoc..j $61 

Jodidam,  aPageant,  4to    BoaAuryheClubn.d, 

Jadith;  or,  the  Pkophetesi  of  Bethulia,  a  Tale,  ]2mo,  Ols  Hatehard 184.9 

8h 
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Judkin  (T.J,)  Bygone  Moods ;  Haes  of  Fancy  and  Feeling,  post  8to,  lOs  M   Longman  1856 

Jndeon  (A.)  Incidents  in  his  Missionary  Life,  12mo,  2i Nelton   ii'sz 

Memoir  of  his  Life  and  Laboura,  by  Prot  Wayland,  2  y.  8fo,  12«   Nuba 1853 

{E.  C.)  Life  and  Letters  of,  by  Kendrick,  cr.  8vo,  da  M,  New  York ;  cr.  8vo,  3t  6d  NeUon    1  i^6i 

Records  of  Alderbrook  $  or,  Village  Sketches,  12mo,  3«6<isiid  1«  Low   1853 


{S.B.)  Memoir  of,  by  Fanny  Forester,  new  edit.,  fcap.  8to,  2s  6d   AyloU 1861 

(ifrs.il.ir.  <{rA5.)  Lives  of,  by  ArabeUaW.  Stuact>  new  edit.,  12mo,  ««W...  Ddf  185* 

Jugurtha,  a  Poem  in  Blank  Verse,  12mo,  Zs  6d    Painter 1844 

Jakes  {And.)  Differences  of  the  Four  Gkispels  as  regards  Christ,  12mo,  2»  6d  Nitbet 1853 

Inquiry  into  Principles  of  Prophetic  Interpretation,  8to,  6«  W  Parker  A:  Son  1841 

Law  of  Offerings  in  Leriticus^  Ch.  i.— rii.,  Considered,  12mo,  8«  Nitbd 1854 

Types  of  Genesis  Considered,  post  8yo,  7s  6d    Longmam  1857 

Way  which  some  Persons  call  Heresy,  12mo,  It  6d  WhUiaber 1844 


(iUw.)  Treatise  on  Causes  and  Care  of  Smoky  Rooms,  12mo,  8« Piper 1843 

Indigestion  and  Use  of  LaToments,  18mo,  6s CkurckUl  ....    1836 

Stricture  oi  the  Rectum,  4to,  Ss C*«rcW/*  184a 

{II. Af.)  Memoir;  the  Earnest  Christian,  by  H.  A.  Qilbeit^  4th  edit.,  fp.  8to,  6t  Seekjf i860 

{J.B.)  Excursions  in  Newfoundland,  1889-40,  2  y.  post  8to,  21s  Murray 1842 

Popular  Physical  Geology,  sq.  8to,  10s  6<2,  JtesM— red.  ioU6d    Routledge  1853 

Sketch  of  the  Physical  Structure  of  Australia,  Sto,  8t    Roone 1850 

Student's  Manual  of  Geology,  post  8to,  8s  6<i,  '58 ;  new  edit.,  12s  6d  Longman  1862 

Voyage  of  H.M.S.  Fly  in  Tones  Straits,  Iw.,  2  t.  8to,  86s    Longman  186* 

(3fr«.)  Aids  to  Memory  of  Old  Testament  Histoiy,  18mo,  2f  Snow 1838 

Jnlia  Bridgenorth  ;  or,  Pride  Indulged  and  Pride  Conquered,  18mo^  It    Modeg  1861 

by  Author  of  Nellie  of  Truro,  12mo,  1«  W Simpkin 1859 

Julian  {Card.)  Life  and  Times  of,  by  B.  C.  Jenkins,  8to,  14s    Beniiey  i86i 

Juliana  (Mother)  Sixteen  Revelations  of  Dirine  Love  shown  to,  1670,  fcap.  8vo,  5s...  S.  CUtrke   1843 

Julius  and  other  Tales,  from  the  German,  12mo,  5s PkHadelpkia...iS$S 

Julius  (L.)  German  Copies,  obi.  8ro,  Is  6d  Tkimm i86» 

JolUen's  Cadeau,  1851-55,  fol.,  each  5s  JuiUen  1851-S 

Keepsake,  1853,  fol..  5s JmUieu  1854 

Musical  Album,  1851-7,  foL,  each  15«  ;  1858-9,  each  21s JuUien  1851-9 

Junior  Reader,  Schod  series,  12mo,  Is  Sd    NeUon  1863 

School  English  Grammar,  12mo,  Is   Wyand  1858 

Junius  and  his  Works  Compared  with  Eari  CSieeterfield,  by  Cramp,  8to,  2s  M   ffope 1851 

History  of,  by  John  Jaques,  post  8to,  10s  6<I BeUd:Daldif...ii^^ 

■  Letter  to  a  Brigadier-Geneial,  edited  by  Simons,  12mo,  4s    Pidtering  1841 

Letters,  by  Wade,  2  t.  post  8to,  7s M,  Bokn 1849 

Junius  (Z.)  Treatise  on  the  Gheek  Verb,  8to,  9s  Longmam  1843 

Junod  (P. A.)  Treatise  on  French  Pronunciation,  post  8to,  2i Longmam   1859 

Junonesia  ;  or,  Evil  Tendencies  of  Man-Midwifery,  12mo,  10s  Kidd 1838 

Juntrin  (Z7.X.)0ath,  a  Dirine  Ordinance,  poet  8to,  6$  ;..   Wileg 1846 

Jupp  (E.B,)  History  of  the  Worshipful  Company  of  Carpenters,  8to,  16s    Pidxring  1849 

Juridical  Styles,  Sootland  :  Heritable  Rights,  roy.  8to,  21s    Bmning  1851 

Jurist  (The),  imp.  8to,  Annual  Subscription  6S« Swtet Annual 

Jassieu  (Adr. )  Elements  of  Botany,  by  J.  H.  Wilson,  12mo,  12s  6<^  Van  VoorU,'^^ ;  6s  M.  Bokn 1858 

Jast  (W.ff.)  German  Reading-Book,  with  complete  Vocabulary,  12mo,  Ss  6d  Longmam  i860 

Justica,  a  Satirical  Poem,  12mo,  Is   Whittaber 1841 

Jastice  for  Ireland ;  or,  the  Recantation,  a  Political  Satire,  8to,  2s  6<f Whittaker rS45 

Justification  by  Faith,  by  a  Layman,  2nd  edit,  post  8to,  5s  ffamHUm  1859 

Justin  (M.)  Nepos  and  Eutropius*  Histories,  tr.  by  Watson,  post  8to,  5t   H.Bokn 1853 

{StJ)  Account  of  his  Writings  and  Opinions,  by  Kaye,  3rd  edit.,  8to,  7s  6d ...  RivingUm  1853 

Apologia  Prima,  Gr.,  Notes  by  Trollope,  8vo,  7«  6rf    BeUA  Daidg...i%^i> 

— Dialogus  cum  Tryphone,  Gr.,  Notes  by  Trollope,  8vo,  6s  6<i  Belld;Daid^..,ii^e 

translated  by  Brown,  8vo,  9s    Beli<kl>aid9...iZ^e 

Life,  Times,  and  Writings,  bySemisoh,  2  v.  12mo,  15s~red.  to  10s HamUUm  1843 

Justinian  (PL)  Institutes,  English,  by  Cumin,  12mo,  10s  6d Sterena  1854 

■ Epitome  of,  by  Humphreys,  12mo,  3s  6<f    LongmoM  1855 

7^  by  Gn^jel,  8to,  10s  M   BdlA DaH9..,x%^^ 

~  Latin,  with  Translation  by  Sandars,  8to,  15s  Parker  A  Sdis  .1859 

Justitia  ( Jf . )  ReUtive  Rights  of  the  Employer  and  the  Employed,  12mo,  4s    Simpkin 1855 

Justorum  Semita,  Histoiy  of  the  Saints,  2  y.  12mo,  10s  Od   Bum$    1844 

JuTenal  and  Persius,  by  Madan,  new  edit.,  2  t.  8to,  14s   Tegg  1S39 

WaUaoe,  12mo,  2f  6c{ Low   iS^s 

with  English  Notes  by  Stocker,  3rd  edit.,  8vo,  14s  Whittaker 1845 

Oxford  Pocket  Classics,  24mo,  1»  6d  ;  82mo,  2s    J.M.d^.Parkeriis^ 

Valpy,  12mo,  8s;  with  English  Notes,  12mo,  5$6d Longman  1844 

Satyrs,  English  Notes  by  Anthon  and  Wheeler,  12mo,  4s   Ttgg  1857 

12mo,  6s  New  York 1857 


■ Macleane,  8to,  14s   Whitiaker 1857 

—  Persius,  Sulpicia,  and  Ludlius,  in  Eng.  Prose,  by  Evans,  post  8vo,  5f   M.Bokn 185X 

a  new  .version,  12mo,  5t Lomgman  ^850 

—  SatyrsB,  by  Jahn,  Notes  by  Mayor,  post  8vo,  10s  6d Macmilian    ..  igrJ 

8,  10,  13,  14,  ARuperti,  Notes  by  Boyd,  12mo,  U6d  Simpkin 1844 

XVI.,  English  Notes  by  H.  Prior,  12mo,  4s  6d  <Gram. Sch.  Caaasics)  WkiHaker  ....    i sSS 
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JuTeDal  SttyiK,  Tnuislated  by  Gifford,  post  8to,  5«  (W Slmpkin 1836 

into  English  Prose,  12ma,  Zs  Wa$kbourne  ...1841 

JaTeniJc Album,  1841,  4to,  10s6d   Achermann   ,..1840 

a  Pictorial  MagKine  for  Youth,  V.  1  to  8,  12mo,  each  1«  6rf  HouUton  ..,i%s^-SS 

Biography,  new  edit,  2  T.,  each  It  6(i  Mason   1861 

Companion  to  the  Atlas,  ISmo,  U  Qd DaUon  1842 

Gonveisations  on  Botany  of  the  Bible,  Pt.  1,  12mo,  2s;  Ft  2,  U6d ffamUUm  1851 

■  Rngliwhman^a  Historical  Library.     See  Appendix. 

library,  ISmo.     <8iee  Appendix    Moiten 

Bveiy-day  Book,  12mo,  5s   JAmhird    1837 

Miscellany,  edited  by  Mrs.  Boult,  12mo,  2*  6d  WhMJieUi   1849 

of  Amusement  and  Instruction,  12mo,  6s SmUhdcElder  1842 


Misnoaaiy  Keepsake,  fcap.  8to,  Is  6d    -Snow  1845 

.  Magaxine,  V.  1,  18mo,  lOd  ;  V.  2-19,  each  Is   Snom 1844.-61 


Maseomof  Entertainment,  Y.  1  and  2,  roy.  8to,  each  7«   Clarke    1845-6 

or  library  of  Amusement^  poet  8to,  8s  %d WiUoughby    ...1856 


Offering,  2imo,  Is Simpkin 1848 

Philanthropists,  18mo,  Is BotUtion     1841 

Pictorial  Cabinet,  16mo,  2s  6(i Simpkin 1851 

Remembranoer,  ISmo,  8s Simpkin  ...1831-50 

Scrap  Book,  1886  to  1850,  post  8?o,  each  8s P.  Jackion  1836-co 

Sketch  Book:  Tales,  18mo,  3s WhiUaker 1838 

Stories,  by  Charlotte  Elisabeth  and  Others,  18mo,  Is  6(2   Piper 1857 

Sunday  library,  2  ▼.  12mo»  8s    JfcUcKard 1841 

Tales,  18mo,  2s JMrton  1841 

Verse  and  Picture  Book,  4to,  4s  6<i,  7s,  10s  6d Bwmi    1847 

KiBiosA ;  or,  the  Warriors  of  the  West,  by  A.  N.  Snelling,  poet  8to,  7s  6d  Wiley 184a 

K^ilog  (£L)  Labour  and  other  Capital,  8to,  10s  6d /.  CAapman  ...1849 

K»i&pfer(^.)  Account  of  Japan,  abridged  by  Scheuchier,  roy.  8to,  Is  6(2   Orifin    1853 

KarmU(^.F.)  Complete  Course  of  Meteorology,  12mo,  12s  6<2  BaUliire 1844 

Kihnii  ((7. i^.)  Internal  Hiatc«7  of  German  Protestantism,  12mo,  4s  6d HamiUon  1855 

Kflim  (fi.)  On  the  Orthograidiy  of  the  German  Language,  12mo,  2s  Waeey    1837 

Kun(/.(7.)  System  of  Bental  Accounts,  poet,  3s Hormnan  1850 

Solicitor's  Accounts,  2nd  edit,  post,  8s  ffarsman  1850 

Book-keeping,  12mo,  6s  KainJsCo.    ...1858 

fcuaenrerth  Deaeoneases  and  their  Bstabliafament^  12mo,  U  Qd Mcutert 1857 

Kaleidoscope;  or,  Worldly  Conformity,  Introduction  by  Elliott,  12mo,  3s  6(2  Nisbei 1855 

^yiaa ;  the  Birth  of  the  War  God,  a  Poem,  from  the  Sanskrit  by  Griffith,  Svo,  4s  Orienl.Tr,  Fd,  1853 

Kaiidasa's  SakountaUL ;  or,  the  Lost  Ring,  a  Drama,  from  the  Sanskrit,  sm.  4to,  42s     Madden 1855 

K&ILdi  {Dr.M.)  Commentaiy  on  Genesis,  Heb.  and  Enfcl,  8yo,  18s  ;  in  English,  12s  Longman  1858 

' Exodus,  Heb.  and  EngL,  8to,  15s  ;  in  English,  12s  Longman  1855 

Hebrew  Grammar,  with  Exercises,  8to,  12«  6ci  Longman  1862 

Life  and  Writings  of  Olirer  Goldraiith,  Two  Lectures,  8vo,  Is  6(2...  Longman  i860 

Ealiey  {^J2.)  Account  of  Persecution  in  Madeira,  12mo,  Is   J.F.Shaw 1844 

Kaloolab,  an  Autobiography  of  Jonathan  Bomer,  p.  8to,  10s  6(2,£osf«c,'49~fp.,  Is  Qd  RouUedge  1854 

Kalpa  SQka  and  Kava  Tatra,  illost.  of  the  Jain  Beligion,  by  Stevenson,  8to,  7s  6<2  ...  Orient.Tr.  Fd,  n.  <2. 

Kaltichffiidt(/.£f.)  £ng.-Lat  Dictionaiy,  12roo,  4s  6<2;  Lat-Eng.,  5s';  complete,  9s  Chamben  1850 

■ Ger.-Sng.  Dictionaiy,  12mo,  4s  j  Biig.-Ger.,  4s;  complete,  7s  6«2  Chamben  1855 

Rameiuiki's  Age  of  Peter  the  Great,  Notes  by  Ivan  GoloTin,  post  8vo,  7s  6(2 Neu^    1851 

I^unnip,  Les  Aventorea  de,  par  Tachin-nddin,  trad,  par  Garcin  de  TWssy,  8to Orient.  Tr.  Fd,  n.  d. 

Kae  (f.Ar.)  Biography  of,  by  Will.  Elder,  8to,  12s    PAt2a(2c/pAta...i858 

— Lifeof,  &  other  Disting.  American  Explorers  by  S.M.Smucker,cr.8T0, 7s  6(2  PAt2a(2c2pAta...i858 

— U.  S.  Grinnell  Expedition  in  Search  of  Sir  J.  Franklin,  roy.  8vo,  16s  ...  New  York 1854 

2nd  Expedition,  2  t.  8vo,  81»  M,  Philadelphia^  '56  ;  cr.  Svo,  7s  6(2  Ndeon   i860 

' — (Pa«Z)  Wanderings  among  the  Indians  of  North  America,  Svo,  21s  Longman  1859 

(i2.)  ElementB  of  Chenustry,  £vo,  24s,  1841  ;  2nd  edit,  28s Lariman  1849 

Industrial  Besonroes  of  Ireland,  postSvo,  1844  ;  2iid  edit,  7s    Longman  1845 

On  Horisontal  Water- Wheels,  4to,  7j  6(2 Longman  1846 

l^uas,  Six  Months  in,  by  a  Lady,  12mo,  5s   Botton.U.S.  ...1858 

Three  Tears  on  the  Border,  by  an  Episcopal  Cleigyman,  12mo,  4s   New  York 1856 

^t  (/naton.)  Critick  of  Pure  Reason,  by  Hayward,  6vo,  18s Pickering 1848 

—■  Meiklejohn,  poet  Svo^  5s     H.Bohn 1856 

" _^_ Analysis  of,  Svo,  6s   Pickering 1844 

■ ^  Metaphysics  of  Ethics,  translated  by  Semple,  8vo,  16s Hamilton  1836 

Philosophy  of,  Leetnres  by  Victor  Cousin,  poet  Svo,  9s ./.  Chapman  ...1854 

; Theory  of  Religion,  translated  by  Semple,  Sro,  10s  6(2    Bailli^    1838 

^^{PreL  Ton.,/). Z>.)DirectionsforPhiyer,  translated, fcap.  Svo»ls6(2     Simpkin 1862 

K«reher  (riUo(2.)  Biographies  Militairee,  sm.  poet  Svo,  8s  6(2 Nntt  1861 

w(i/p.)  Alain  Family,  a  Tale  of  the  Norman  Coast,  post  Svo,  2s  6d  Cooke    1853 

Z Tour  round  my  G^arden,  Anecdotes,  &c.,  by  Wood,  new  edit,  12mo,  5s    Boutledge  1856 

w  and  its  Defender^  the  Campaign  of  Asia  Minor,  Svo,  2s    Partridge 1857 

I^«n]ake(Yf.ir.)  Aids  to  the  Study  of  Logic,  Pts.  1  and  2,  Svo,  each  5s  6(2 WhiUaker 1851 

"- Exposition  of  the  Lord*s  Prayer,Devotional,Doctrinal,&c.,Svo,7s6(2  J.H.<kJ.Parkeri%ei 

lute  ud  Roaalindi  or,  Early  Experiences,  a  Tale,  12mo,  5s,  1851— red.  to  3s  6(2  ...  Griffith  d:  F.  ...1856 
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KateDarley;  or,  It  WUl  All  come  Right,  18mo,  It  ed  New  York i860 

Deyereux,  a  Stoiy  of  Modem  Life,  8  t.  poit  8vo,  81<  6d  BenUe^  ., 1851 

Geary  ;  or,  Irish  Life  in  London,  poet  8to,  6a,  1S53  -red.  to  2s  6c/ Dolman 1856 

Hanrey;  or,  the  Brother's  Legacy,  a  Tale,  12mo,  296d Kent  1854 

Vernon,  a  Novel,  8  t.  poet  8to,  81i  6d Neuify    1854 

Kater  (Capt.)  and  Iardner( />r.D.)  Treatise  on  Mechanics,  12mo,  6<,  '29— red.  St6d  Lmgman  1851 

Ktttherine  and  her  Sisters,  8  v.  post  8to,  81s  6o{,  Hwnt  iSs  B.,  1861  ;  cb.  edit.,  fp.,  2«  Cfuqman^H.ii^i 
the  Moment  of  Fortune,  a  Novel,  tr.  by  Lady  Wallace,3  r.  p.  8to,  31«  Qd  BenUey 1857 

Boaglas;  or.  Principle  Developed,  12mo,  4s  6<i,*5i  ;  Ss  tk/,'53;  n.c.,ls  6d  Singfkin 1861 

Evering,  by  Author  of  Ethel,  &c.,  post  8vo,  6s ffoffffikSomt  ...1%$^ 

Parr  ;  or.  Court  of  Henry  VIII.,  trans,  fromthe  German,  3Y.p.8vo,81«6d  NeiAjf   1861 

Randolph;  or,  Self-Devotion,  edited  by  G.  R.  Gleig,  12ibo,  Is  M  Hod^    1858 

Kathie  Brande,  a  Fireside  History,  2  v.  post  8vo,  21s,  1856  ;  fcap.,  2s  M »mxth  if  Elder,i%^ 

Katie  Seymour  ;  or.  How  to  Make  Others  Happy,  18mo,  Is  6d ReLTrotiSoe.  i860 

Stewart,  a  True  Story,  12mo,  7s  6<i,  185a— red.  to  is Bladcwood*  ...i860 

Katragam  Hermit,  12mo,  2s  6d Darixm  A  Co...\l^(t 

Katterns  (Z>.)  Sermons,  8vo,  12s  Snow  185* 

Katfces  (S.)  System  of  Book-keeping  by  Double  Entry,  4to,  10s  6ci  Bnow 1839 

Kaulbach  (W.v<m)  Shakspeare Gallery,  Pk  1,  Macbeth,  imp.  fol.,  42s;  2, Tempest,  28s  WiUiamtisN.  1856 
Kavanagh  {Jul)  Addle,  a  Novel,  8  v.  post  8vo,  81s  6<2,  1857  ;  new  edit,  cr.  8to,  5s    Hwrd,  SB,  ...1862 

A  Summer  and  Winter  in  the  Two  Sicilies,  2  v.  post  8vo,  21s Hwni  A  B,   ...1858 

Daisy  Bums,  a  Novel,  8  v.  post  8vo,  51s  6d Bemtlaf 1853 

English  Women  of  Letters:  Biographical  Sketches,  2  r.  post  8vo,  21s  Huni  A  B.  ...1861 

French  Women  of  Letters :  Biographical  Sketches,  2  v.  poet  8vo^  21s  Hurtft  ic  B.    ...1861 

Grace  Lee,  a  Novel,  8  v.  post  8vo,  81s  6d SmUk  A  Elder  1855 

Madeleine,  a  Tale,  p.  8vo,  10s  6<i— red.  to  7s  6d,'5i  j  newed.,  2s  M  BenUeg i860 

Nathalie,  8  v.  post  8vo,  81s  6<i,  Colhum^" $o—t,  15«,'5i;  newed.,  5s  Hvnt  A  B.   ...1859 

Rachel  Gray,  a  Story,  post  8vo,  10s  6d BvrttdtB.   ...1855 

Seven  Tears,  and  other  Tales,  8  v.  post  8vo,  81s  6d    Bvnt  d:  B,   ...1859 

The  Hobbies,  a  Novel,  3  v.  post  8to,  81s  6rf Newby    1857 

Three  Paths,  a  Story  for  Youth,  12mo,  5s,  Chapman  d:  ^.— red.2s  M  H.Bokn 1848 

Woman  in  Prance  dur.l8th  Cent., 2  v.  p.  8vo,  24s— r.  12s,'5a ;  n.e.,  5s  Smith  A  Elder  1859 

Women  of  Christianity,  post  8vo,  12s,  '51  ;  7s  6<i,  *58— red.  to  5s...  SmUk  ds  Eldtr  1859 

{J'W.)  Principles  and  Practice  of  Arithmetic,  12mo,  newed.,  2s;  Key,  2s...  Longman  1858 

{Morg,)  Aristobulus,  a  Tale  of  Jerusalem,  8  v.  post  8vo,  31s  Sd  NetAg    185$ 

■ Discovery  of  the  Science  of  Languages,  2  v.  8vo,  24s  Longman  1844 

Myths  Traced  to  their  Source,  2  v.  post  8vo,  21s Newbg    1856 


-{M.D.)  New  English  Grammar  for  Students,  16mo,  Is Jhlman 1859 

Universal  Table  Book,  24mo,  Is ComM i860 


(T.H.)  How  I  Won  the  Victoria  Cross,  poet  8vo,  2s Warddf  Loek.j%So 

Kay  (/no.)  Sketches  of  Edinburgh  Characters,  2  v.  4to,  84s,  '3^  ;  2  v.  roy.  8vo,  52s  6d  Smiihd:  Eldar.it^i 

-  (Joi.)  Condition  of  Poor  Children  in  English  and  German  Towns,  8vo,  Is Longman  1853 

^ Education  of  the  Poor  in  England  and  Europe,  8vo,  14s  HcUdkard 1846 

« Letters  to  Buxton  on  the  Kaffirs'  Case,  8vo,  2s HamiUan 1837 

Social  Condition  of  the  People  of  England  and  Europe,  2  v.  post  8vo,  21s  Longman  1850 

-(Z>r.  IT.)  Essay  on  the  Promises  of  Christianity,  8vo,  4s   JM,d'J.Parken%$$ 

Kayat  {A,Y,)  Eastern  Traveller's  Interpreter  :  Arabic  without  a  Teacher,  Svo,  10s...  Madden 1844 

Voice  from  Lebanon,  post  Svo,  IO9  6d  Madden 1847 

Kaye  (Bp.J.)  Charges,  and  some  other  Works,  8vo,  10s  M    Bivingion  1854 

Council  of  Nicea,  in  Connection  with  Life  of  Athanasius,  8vo,  8s Bivington 1853 

Ecclesiastical  Hist  of  2nd  &  3rd  Centuries,  from  Tertullian,8  e.,8vo,  13s  Bivingion  1845 

■ External  Gh)vemment  and  Discipline  of  the  Church,  fiiBt  8  Cents., Svo, 5s  Bivingion  1855 

' Sermons  and  Addresses,  edited  by  hb  Son,  8vo,  16s    Biffittglon  1856 

, Writings  and  Opinions  of  Clement  of  Alexandria,  8vo,  12s   Bivington  1835 

Justin  Martyr,  8rd  edit.,  Svo,  7s  6d BivingUm  1853 

• (J'W-)  Administration  of  the  East  India  Company,  Svo,  21s BenUeg  1853 

History  of  Christianity  in  India,  Svo,  16s SnUthdeElder  1859 

. the  War  in  Affghanistan,  2  V.  Svo,  86s ;  n.ed.,  3v.l2mo,15s  BenOeg  1858 

( Lady)  British  Homes  and  Foreign  Wanderings,  2  v.  p.  Svo,  21 «, *49— red.  to  1  Os  CoUmm 185s 

Keach  (^en;;.)  Exposition  of  the  Parables,  roy.  Svo,  12s  6(f  C<^'«^^  ...1856 

Travels  of  True  Godliness,  new  edit.,  ISmo,  Is  6<i Ward 1849 

Ungodliness,  new  edit.,  ISmo,  Is  6d Ward 1849 

Tropologia  :  Key  to  Open  Scripture  Metaphors,  roy.  Svo,  12s  6d  AyloU    1855 

Kean  {Cha,)  Life  and  Theatrical  Times  of,  by  J.  W.  Cole,  1859,  2  ed.,  2  v.  p.  Svo,  21s  BenUeg i860 

(^171.)  Life  of,  by  Barry  Cornwall,  2  v.  post  Svo,  21s Moxon   1835 

Keane  (A,If.)  Handbook  of  the  Histoiy  of  the  English  Languafite,  fcap.  Svo,  2s Longwum  i860 

{D.V.)  Courts  of  Requests,  their  Jurisdiction,  &c.,  1844,  3rd  edit.,  12mo,  4s  Skaw  ik  Sona...i^S 

Msgistrates'  Statutes,  Supplt.  to  Bum's  Justice,  8vo,12s--red.to  7s  6d  Shaw  A  &MU...1853 

Nuisances  Removal  Act,  1856,  8s;  4th  edit,  12mo,  8s  6<f  Siaw  A  Song,..\%(to 

• Statutes  relating  to  GNtols,  12mo,  5s  6d Shato  ik  Sons... i9$o 

(J,H,)  Ladye  Alice,  the  Flower  of  Ossorye,  and  other  Poems,  12mo,  6s Laey  1836 

Pyracmon,  a  Tragedy,  Svo,  2s  6rf Laeg  1853 

■  (TTm.)  Description  of  Principal  Seats  in  the  County  of  Surrey,  Svo,  6s  6<i...  Qroombridge  ...1850 

Indoor  Gardening  for  Every  Week  in  the  Year,  12mo»  Is  6d Cot,  Oard,  Of.  i860 

Outdoor  Gardening  during  the  Year,  12mo,  U6d Cot,  GareL  Of,  1859 
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KeanA{Wm.)  Tonng  Gardener's  Bdacator,  8to,  6»  6d  Oroombridge  „.i96% 

Keariey  (Oeo,)  Links  in  the  Chain,  Coriodties  of  Animal  Life,  fcap.  8i  6d  ....: Hogg i86a 

Eeara  {W.ff.)  Songs  of  Christmas  for  Family  Choirs,  folio,  3«  6d ffaultUm    1846 

Kearney  {ff,)  Qoadiatoreof  the  Circle  prored  by  Diagrams,  post  8to,  5t Oilier 1847 

Keary  {Mim)  Rival  Kings;  or,  Orerbearing,  new  edit.,  fcap.  8vo,  34  64 If, Lea    i86x 

£eate(T.H'.)Practical(]hxide  to  Testing  Gold,  for  Emigrants,  12mo,  It  64, '5a— red.  U  SaundersikO.  1853 

Keating  (^.IT.)  Dramas  for  the  Drawing  Boom,  8vo,  It  Zrocy 1859 

Historical  Centuries,  4to,  6f64;  cold.  18«  64  Parker  deSoH... iZ^6 

Home  Plays  for  Boys,  8vo,  Is Lacy i86a 

Baymond  Buiy,  a  Tale,  12mo,  6«   AMaU 1853 

{Geof,)  History  of  Irelimd  to  English  Invasion,  tr.  from  the  Gaelic,  8vo,  16s  New  York 1857 

(IF.)  Sermons  for  several  Sundays,  poet  8vo,  4s  64   Nope 1852 


K€!at&(/sio.)  Eve  of  St.  Agnes,  illost.  by  Wehnert,  p.  8vo,  7f  64,  '55;  n.  e.,  cr.  8vo,  5s  Xow   i860 

Life,  Letters,  and  Bemains,  by  Milnes,  2  v.  fcap.  14f,  1848— red.  to  10«  Moxon  1851 

Poetical  Works,  roy.  24mo,  2«  64,  1846;  12mo,  6s  Moxtm  1851 

■  8vo,  2«,  1840;  fcap.  8vo,  6s , 8mUh 1841 

illnstrated  by  Scharf,  square  8vo,  16f,  '54 — red.  to  12<  Moxon  1856 

with  Memoir,  Illustrated,  cr.  8vo,  9«   JUnMdge  1861 

Keatfiii  Hyperionis,  libri  1,  2,  Latins  reddidit  C.  Merivale,  cr.  8vo,  2«  6d MacnUUan i86a 

KebbeU((7.i>.)  Hsimony  of  the  Sacraments,  Sermons,  12mo,  5s    £eUd!l}cUdy..,iisA' 

{Wm.)  Lectures  on  Prevailing  Diseases  of  Towns,  12mo,  5«  64 Wkiitaker 1848 

On  the  Climate  of  Brighton,  12mo,  8<  64,  '59;  abridged,  post  8vo,  Is  Lwngman  i860 

Keble  (Jno.)  Argument  on  Laws  as  to  Nuptial  Bond,  8vo,  \s\  Sequel  to,  8vo,  is  64...  JMJsJ.ParkeriSsj 

Child's  Christian  Tear  :  Hymns,  4th  edit,  18mo,  2s  ;  n.  ed.,  18mo,  Is  J.If,d:J,Parkeri2bz 

Christian  Year,  2  v.  12mo,  1817;  70th  ed.,  8vo,  lOt  6d;  ^.  8vo,  7s  64  J.H.d:J.ParkeriS6i 

16mo,  6a;  82mo,  8«  64;  ch.  ed.,  Is  M  JM.d:J,Parkeri%(ii 

Illuminated,  imp.  8vo,  25s    J.HJtJ,Parker\%^'f 

with  Hackett's  Illustrations,  8vo,  21s;  illust.  sep.  10s  ^d  JM J: J.Parker  1%$^ 

Lyra  Innoeentium,  8  e.,  82mo,  Is  64,'6o;  9  e.,  12mo,  7«  64;  32mo,  3s  64  JM.Je J. Parker i%6i 

Morning  Hymn,  Illuminated  by  B.  B.  B.,  obL  fcap.  4to,  15s  Day  J:  Son    ...i86t 

On  Bncharistical  Adoration,  8vo,  3s  64   J.H.d:J,Parkeri$$j 

Preleetiones  Academicse  Oxonii  Habita,  2  v.  8vo,  21s, '44— red.  to  10s  64  J.H.tkJ,Parkeri%$% 

Pnlter  ;  or  Psalms  of  David  in  English  Verse,  1 8mo,  Is  64 /.  JIJBj,Parkeri  840 

Sermons,  Academic  and  Occasional,  2nd  edit.,  8vo,  12s JM.dtJ.Parkeri$^ 

on  Primitive  Tradition,  with  Notes,  4th  edit.,  8vo,  6s  JM,dsJ.Parkeri%%^ 


Summary  of  Christian  Truth,  new  edit.,  18mo,  3s  64— red.  to  2s JM.d:J,ParkeriS$j^ 

K>:ble*s  Beady  Beckoner  ;  or.  Commercial  Handbook,  18mo,  Is  64    Keble 1851 

Keddie  {Wtn,)  Cydopsedia  of  Literary  and  Scientific  Anecdote,  p.  8vo,  5»— red.Ss  64  Orifin 1853 

Moffatt,  ito  Walks  and  Wells  described,  18mo,  2s Blackie 1854 

—  Pernicious  Tendency  of  the  Theatre,  12mo,  Is  64   Niabei 1853 

Keelinir  (W.)  Liturgis  Britannicae,  8vo,  21s,  184a  ;  2nd  edit.,  8vo,  16s  Pidcering  1851 

Keen  (R)  Chancery  Beports  during  Time  of  Lord  Langdale,  2  v.  roy.  8vo,  75s 64   ...  Benning 1837-9 

(The)  of  the  South  of  Ireland,  collected  by  T.  C.  Croker  Percy  Society  ..,n,d, 

Keenan  \P-J*)  Nature  and  Objects  of  Model  Schools,  12mo,  Is Groombridge  ...1857 

{S.)    Catechism  of  the  Christian  Beligion,  12mo,  5s   T,  Richardson  iS$i 

Controversial  Catechism,  2nd  edit.,  12mo,  2s Jones 1850 

Keoie  (E.)  Sydney  Fielding:  a  Domestic  History,  2  v.  post  8vo,  21s    Bentley  1856 

—  {H.G.)  Ex  Eremo  :  Poems  chiefly  written  in  India,  12mo,  6s  Blackwoods   ...1854 

Persian  Fables,  Is  ;  Persian  Stories,  Is Parker  ds  Son  1835 

—  (J.B.)  Handbook  of  Practical  Gauging,  for  Beginners,  cr.  8vo,  2s  64 ...  Pitman 1861 

Keeper's  Travels  in  Search  of  his  Master,  new  edit.,  I2mo,  4s  64 Simpkin 1853 

Ke^Mske  for  the  Nursery,  18mo,  Is  M^Phnn    1859 

Gift  Book  of  Tales  and  Poetry,  12mo,  8s  64    Nelson  1848 

edited  by  Lady  Blessington,  &c.,  8vo,  1828-57,  ea.  21s  ;  hur.  pap.,  52f  64  Longman     1828-57 

Keesc  (OKiw)  The  Broad  Arrow,  2  v.  post  8vo,  21s BenUey  1859 

Keighley,  Past  and  Present,  Historical  Account  of  the  Town,  12mo,  2s  64 ;  col.  3s  64  A. Hall 1858 

Keightley  (TAo.)  Fairy  Mythology,  post  8vo,  5s    H,  Bohn    1850 

History  of  the  Crusaders,  new  edit.,  12mo,  7s    Parktr  ds  Son  .\%$% 

England,  8  v.  8vo,  81s  64   WhittaJcer 1839 

new  edit.,  2  v.  12mo,  14«  ;  Questions,  Is WhittaJcer 1859 

~ Elementary,  new  edit.,  12mo,  5s WhiUakcr i86a 

— Greece,  new  edit,  12mo,  6s  64  ;  Questions,  Is WhitUJeer 1858 

' ElementMT,  18mo,  8s  64 WhiUaker 1859 

India,  royal  8vo,  8s Whittaker 1847 

^ Boman  ^pire,  new  edit,  12mo,  6s  64 , Whittaker 1850 

Borne,  new  edit,  12mo,  6s  64;  Questions,  Is  Whittaher 1858 

Elementary,  new  edit,  18mo,  3s  64 WhiUaker 1858 

■  Horace,  Satires  and  Epistles,  with  Notes,  post  8vo— red.  to  5s If,  Bohn    1848 

Life,  Ot)inions,  Itc.,  of  Milton,  8vo,  10s  64 ChapmanAH.  1855 

■  Mythology  of  Ancient  Greece  and  Italy,  2nded.,8vo,20s;  8  ed.,12s64  WhiUaker 1854 

-abridged,  new  edit,  18mo,  4s  WhiUaker 1858 


•  Outlines  of  History,  12mo,  6s,  i829~red.  to  3«  64   Longman  1851 

-  Tales  and  Popular  Fictions,  12mo,  6s  64 WhiUaker 1836 

•War  of  Independence  in  Greece,  2  v.  18mo,  7s  WhiUaker 1837 

'  Vligil,  BacoUcs  and  Geoigxcs,  with  Notes,  p.  8to,  9s— red.  to  4s  64  if.  Bokn    1848 


4aa  EEIL KELLT  [Ehqlbh  Citaloocb 

Keil  (C,P.)  Commentary  on  Joshua,  translated  by  Martin,  Svo,  10«  M    HamilUm 1857 

and  Berthean  (S.)  Commentaries  on  Kings  and  Chronicles,  2  t.  8to,  21  f  BamilUm 1S57 

Keith  (Alex,)  IXemonstration  of  the  Truth  of  Christianity,  12mo,  5$  ;  plates,  7«  6d  Longman  1S4S 

Byidenoeof  Prophecy,  new  edit,  18mo,  it  6d  ;  12mo,  7s  6d    Longman  1843 

37th  edit.,  8vo,  12«6<i,  *59-ied.  to  7«  6d    ...  Ndton  1861 

Illustrations  to,  obi.  folio,  20s Lanffmam  1841 

■ cheap  edition,  ISmo,  Is  Rd,  Tract  Soe,  1849 

— ~ Examination  of  BUiott^s  First  Six  Seals,  12ino,  is  M    Lomgman  1847 

— — Humonyof  Prophecy,  post  8to,  7«  6<f Longitum  1850 


History  and  Destiny  of  the  World  and  of  the  Church,  Pt.  1,  8to,  lOi  NeUo»  1S61 

Land  of  Israel  acoozding  to  Covenant  with  Abrsham,  post  Svo,  9«  6<i    Zon^aa  1844 


Signs  of  the  Times,  8th  edit,  2  y.  post  Svo,  16s Ltrngwut,  1847 

—^—(^./r.)  Commentary  on  Isidah,  poet  8to,  9« Lomgman  1850 

{Bp.)  History  of  Affidrs  in  Church  and  State  in  Scotland,  to  1568,  S  v.  8to   5/)oauwoo(2e& 44-50 

'(PiddMarJ)  Frsgmenta  of  a  Memoir  of,  written  by  Himself,  1714-84,  4to   SpaUUngCkib  1843 

{M,)  Shadow  and  Sunshine,  or  the  Two  Cousins,  post  8to,  lOs  6d Wealeritm  1859 

(P.)  Botanical  Lexicon  of  Vegetable  Fhysioloey,  8to»  lOs  dd Orr    1837 


.—  (Sir  B.  if. )4lemorials  &  Correspondence  of,  by  Mn.  Smyth,  2  t.  p.8vo,  26t~r.l5f  Hurstd:B 1854 

(7%o.)  Arithmetic,  by  Maynard,  12mo,  U  6d  ;  Key  to,  6«    Whitiaker  ...1850-9 

Elementa  of  Plane  Geometry,  by  Maynard,  8to,  lOt  6d Longman  1835 

Measurer,  by  Maynard,  12mo,  5t;  Key  to,  itdd   RivingUm 1837 

Plane  and  Spherical  Trigonometry,  by  l£aynard,  7th  edit.,  8to»  14«...  Longman  ...  ..1839 

System  of  Geogtapby,  12mo,  6s Longman 1847 

■      Treatise  on  Use  of  the  Globes,  by  Atkinson,  12mo,  U    E.Law  1851 

Middleton,  12mo,  6s  6d;  Key,  2«6<i  Longman 1861 


Wright,  12mo,  6t(Mi,'5o— red.  to  5s  Tegg  1859 

■ Key  to,  by  Vines,  12mo,  4« Simpkin 1846 

Kelaart  (E,F.)  Contributions  to  Botany,  &a,  of  Gibraltar,  8to,  10s  6d    Van  Voonl  ...1843 

the  Zoology  of  Ceylon,  8to,  10«  W Van  Vovrd  ...1857 

Kelke  (fT./T.)  Churchyard  Manual,  with  600  Epitaphs,  fcap.  Svo,  S«    Cor    1854 

Family  Prayers,  12mo,  As Cox    1853 

Notices  of  Sepulchral  Monumento  in  English  Churches,  Svo,  ^6d  .„  Cox    1850 

KelUnd  (P.)  Algebra,  an  Introduction  to  Analytical  Science,  cr.  Svo,  7«  €d Longman  1861 

■  Elementa  of  Algebra,  Svo,  Ot,  1839;  new  edit.,  12mo^  4«   LotCgman  i860 

Lectures  on  Demonstrative  Mathematics,  cr.  Svo,  is6d Lon/gmoM  1843 

Mathematical  Theoiy  of  Heat,  Svo»  9« Parker  &  Son... \%Yi 

Transatlantic  SketoheSff cap.,  2s  Longman  1858 

Kellett  (Cap^.  Ben,)  Three  Cruises  to  the  Arctic  Begions,  Svo,  21^ Btett 1853 

Kellogg  {i?dw.)  New  Monetary  System,  cr.  Svo,  6s  6d New  York 1861 

Bightaof  Labour  Secured,  and  Wrongs  Eradicated,  Svo,  10s  6ci  New  Yo9k...:..l^^ 

KeWf  (Cha,)  Bar  Companion,  ISmo,  2s  SmaH    1861 

"(Den,)  Characters,  12mo,  4«    J,  Uaghes 1846 

Neophilns,  or  Moral  Reflections,  12mo,  3s HamiUon  1846 

• Practical  Sermons,  Svo,  7s  6d Hamilton 1835 

Sabbath  Evening  Readings,  12mo,  7« *. J,  Hngkes 1853 

Self-Inspection,  12mo,  81 Hanuiton  1845 

(E,M.)  Law  and  Practice  of  Scire  Faciss,  12mo,  8«,'4i ;  2nd  edit.,  post  Svo,  14s  Benning 1849 

(SirF,)  Letter  on  the  late  Debate  on  China,  8vo»  Is  Murray 1857 

(i?.(?.)  Lady's  Knitting  Book,  squsre,  2s  6d  Orr 1848 

——(/at.)  Church  Catechism  Considered,  Svo,  Is   Snow 1843 

Interpretation  of  the  Apocalypse,  V.  1  and  2,  12mo,  ea.  6s Nisbet 1S49-51 

Lectures  on  Prophecy,  4th  edit.,  12mo,  4s AVs&d    i860 

Psalms  and  Hymns  for  Public  Worship,  32mo,  Is  6d    Nisbet 1850 

(Jno.)  Discourses  on  Holy  Scripture,  12mo,  6s6d Snow 1850 

-  Divine  Covenanta  ;  their  Nature  and  Design,  cr.  Svo,  7s  6d Jaekmn^  W,...Mi 

■  Examination  of  the  Statements,  &c.,  of  Dr.  Davidson,  Svo,  3s Snow 1837 

-(J.B,)  Law  of  Life  Annuities  and  Insurances,  Svo,  lOs  6d MaxweU    1855 

Treatise  on  Usury  and  the  Usury  Laws,  Svo,  9s    KenneU 1835 

-  (if.)  Calendar  of  Irish  Saints,  fcap.  bs J,B.Smitk  ...1858 

-(/'(U.)  Elementa  of  Book-keeping,  12th  edit,  Svo»  7s Simpkin 1847 

—  Universal  Cambist,  2nd  edit.,  4to,  42s Longman  1842 


(Robt.)  Numerical  Registration  of  Deeds,  12mo,  2s  J,  Hugkts 1856 

(Sophia)  Anchoret  of  Monteenat,  a  Tale,  8  v.  post  Svo,  31s  6d    Newbg    1861 

. The  Red  Hand,  12mo,  2( Dorian  x86o 

(Tho,)  Hymnson  V^ons  Passages  of  Scripture,  4to,  10s,  185a  ;  24mo,  3s  6d   Simpkin 1853 

. life  and  Correspondence,  by  R.  C.  Pell,  12ino,  6s  H'S5;  l^moy  ^»  ^^  Partridge 1862 


Practical  Builder*s  Price  Book,  Svo,  S« KeUg Annual 

(r.  r.)  Treatise  on  Sea  Bathing,  12mo,  2s  6d    CkwrekUl  1849 

(Z*. IF.)  Mennaiut,  aRomance  of  the  Red  Indians,  Svo,  5s    Author  1861 

-  Night  among  the  Fairies,  and  other  Poems,  Svo,  5s  6d Author  1862 


-(TFm.)ExcarBion  to  California,  2  v.  post  Svo,  21s Chapmanit  E.  i^s^ 

Journey  across  the  Rocky  Mountains  to  California,  poet  Svo,  Is  6d SmmsAtM*/.  1852 


Lecturer  on  the  Book  of  Revelation,  Svo,  9s WiUiamsJsN,  1861 

—  life  in  Victoria  in  1853  and  1858,  2  v.  post  8vo,  21s Chapman  A:  H,i%s% 

—  Revelation  of  St.  John,  in  Greek,  Svo,  4s  6(2 WiXUamMd:N.  i860 


1835-1862]  KELLY ^KEMPIS  4Q3 

Kelly  {Wm,)  Stroll  through  the  Diggings  of  California,  post  8to,  It  6d  Simm$AM^I,   1852 

T^lesof  Cobioal  Contents  of  Baxthwork,  8to,  5t    Oil* 1847 

—  ( IT.  JT.)  Description  of  Syria  and  Holy  land,  8vo,  St6d  ChapmanA  H,i%^ 

French  Berolution  of  1848,  12mo,  6t,  Chapman  ifc  i/.,  '48  ;  ch.  ed.,l«  J>arling 1851 

Handbook  to  Family  Homceopftihic  Practice,  2nd  edit.,  12mo,  2»    Piper. ..^ 1854 

History  of  Russia  from  Earliest  Period  to  1855,  2  t.  post  8to,  7$ /T.  Bohn    1855 

the  Year  1848,  12mo,  0t    Kent  1849 


Life  of  Wellington  for  Boys,  12mo,  fit— red.  8s  6<i  Addey    1853 

— ProTerbs  of  all  Nations  Compared,  12mo,  8«  6<2  Kent  1859 

Kelly's  Port  Office  Guide  to  London,  with  Kap,  er.  8to,  2s  0ci    KtUydsCo.    ...i86a 

Kelall  (Ben.)  Comparison  of  Prophetic  Scriptnre  as  to  Antichrist,  12mo»  Is  6ci Kent  1853 

Kebo,  B^gistrom  Chartamm  de,  2  ▼.  4to BannatyntCl.  1846 

Sermona,  on  the  Ordination  of  Rev.  H.  Bonar,  12mo,  2s  6<f   NiAet 1848 

TrsctB,  Irt  series,  12mo,  2fW NUbei 1848 

Kelfy  (M.  A.)  Alice  Rivers ;  or,  Pftsssges  in  a  Lady's  Life,  2  v.  post  8vo,  21s ShoUti  185a 

' Bariy  Bays  in  the  Society  of  Friends,  12mo,  7s6d,  iTaruesr,  *4o;  2  e.,5«  H.Bokn 1844 

• Eventide,  a  Devotional  Diary,  12mo,  8s  6</,  BentUy^  1853  ;  cr.  8vo,  5s  Nitbd i860 

• Ficts  and  Peelings  illnstrative  of  Interior  Religion,  12mo,  4s    Jfarvey  1841 

Favourite  of  Nature,  a  Tale,  8  v.  12mo,  21s  ;  med.  8vo,  3s  6d Wkittaker  1850 

Preside  Philosophy ;  or,  Glimpses  of  Truth,  12mo,  2s  Oilpin 184a 

QenUe  Gertrude,  a  Tale,  16mo,  2s  6d  Harvey 1843 

Individual  Influence,  new  edit,  18mo,  Is Harvey 1841 

•  Life  by  the  Fireside,  12mo,  0t  Bentley  1853 

-  Mamma  and  Mary,  18mo,  Is Harvey 1849 


Osmond,  a  Tale,  3  v.  12mo,  21s    Wkittaker 1851 

• Peace  in  Poverty,  Memoirs  of  Anne  Savage,  a  TbJc,  18mo,  Is  3rf Harvey  1841 

Religion  of  the  Heart,  Memoir  of  Mad.  Gnyon,  f  p.  8vo,  5s-  red.  2s  (M. . .  H.  Bokn 1 844 

Reminiscences  of  Thought  and  Peeling,  12mo,  6s    Pickering 1852 

• Spiritual  Frsgments  fi-om  Law's  Works,  12mo,  8s  Wkittaker 1838 

Story  of  Isabel,  3  v.  12mo,  24s Lonffman  1850 

Straightf orwardnesB  essential  to  Christianity,  12mo,  l$6d Harvey  1X37 

Trials,  a  Tale,  3  V.  12mo,  21s  Wkittaker 1849 

-  Visiting  My  Relations,  and  its  Results,  12mo,  fs    Hamilton  1856 

Waters  of  Comfort:  Devotional  Poetry,  12mo,  4s  Macmillan    ...1856 

Kemble  {C.)  Church  Psalmody,  4to,  8s  6<2,  Simpkin,  1841  ;  loy.  8vo,  Ss     Batten    i860 

■ Manual  for  Communicants,  32mo,  Is   Simpkin 1848 

—  Selection  of  Psalms  and  Hymns,  18mo,  ls6(i;  82mo,  Is  6d Simpkin 1854 

— Sermons,  Seventeen,  on  Various  Subjects,  12mo,  5t  Seeley 1851 

■ Thirty-four,  "By  Way  of  Remembrance,"  1842-59,  8vo,  10s  W  Batten  x86o 

Suggestive  Hints  on  Parochial  Machinery,  2nd  edit.,  8vo,  Is  6d  Wertkeim  i860 

Venite  Bxultemua,  Magnificat,  &&,  for  Chanting,  12mo^  Is  6d     Simpkin 1841 

. (P.)  Christmas  Tree,  and  other  Tales,  square  16mo,  4s  6d Parker  d;  Son...  1^$$ 

—  {J.M,}  History  of  the  Saxons  in  EngUnd,  2  v.  8vo,  28s Lonyman  1848 

State  Papers  and  Correspondence,  8vo,  16s Parker  ik San... iS$j 

Utility  of  Antiquarian  Collections,  an  Address,  8vo,  Is Reeve 1857 

Kemish  iS.B,)  Japanese  Empire,  post  8vo,  3s  6d Partridge i860 

Kmp  (&/«.)  Handbook  of  Gardening,  11th  edit.,  18mo,  2s Bradbury  1855 

How  to  Lay  Out  a  Laige  Garden,  cr.  8vo,  12s  Bradbury 1858 

Small  Garden,  12mo,  8s  M Bradbury 1850 

—  Pte-ka,  Gardens,  Ice.,  of  London  and  Suburbs,  Described,  12mo,  6f  ...   Weale 1851 

~~ — {S.C.)  Expoeition  of  Diflferences  between  Scripture  and  Calvinism,  8vo,  8s  6d  Belld:  Daldy.. .li^z 

' Introduction  to  the  Divine  Authority  of  the  New  Testament,  fp.  8vo,  Is  Belld:  Daldy...iZ$^ 

' Lectures  on  Tnnsubetantiation,  8vo,  2s  6d   BeUik  Daldy...i%^ 

-. Refutation  of  Nonconformity,  18mo,  5s WkiUaher 1838 

- — -   (0.)  Letter  to  Professor  liebig,  8vo,  ls6d Longman  1844 

(&.  A)  Science  of  Trade  applied  to  Legislation,  12mo,  7s Madden 1844 

(Zf.FF.)  Sermons,  8vo,  10s  W   Seeley 1854 

• (/so.)  Shootiog  and  Pishing  in  Lower  Brittany,  post  8vo,  12i    Lonffman  1862 

" Wild  Dayrell,  a  Biography  of  a  Gentleman,  2  e.,  p.  8vo,  7s6<i — red.  5s  Longman  1862 

' (J'L.)  Phasis  of  Matter:  Outline  of  Modem  Chemistry, 2 v^.p.8vo,21s~ red. 7s  Longman  1855 

(Mra.)  Conversations  on  England,  cr.  8fo,  9s  &d—Ted,  to  5$  Ltmgman  1858 

' ^ Rachel  Cohen,  the  Usuier^s  Daughter,  new  edit.,  12mo,  2s  M  and  Is  6(i  Simpkin i860 

~ {T.L.)  Agricultural  Physiology,  Animal  and  Vegetable,  post  8vo,  6t  6d Blackwood    . . .  1 8  ^o 

Indications  of  Instinct  (Traveller's  Library),  post  8vo,  Is   Longman  1854 

Medical  Guide  to  Preservation  of  Health,  &c.,  roy.  8vo,  22s  Fullarlon  1854 

Natural  History  of  Creation,  16mo,  Is- Longman  1852 

' (T.R.)  Law  and  Practice  in  Bankruptcy,  the  General  Orders,  &o.,  12mo,  Is  ...  MvtcdonaXd   ...1862 

j" — '  ( W.S,)  Exercises  in  Latin  Syntax,  with  Vocabularies,  Pts.  1  &  2,  12mo,  each  2s  Longman  ...  i860- x 
^mp'5  Nine  Daies'  Wonder,  a  Dance  from  London  to  Norwich,  ed.  by  A.  Dyce,  4to-  ...  Camden  5oc....  1840 

K«mpe  {A.J.)  MSS.  relating  to  English  History  at  Loeeley  House,  8vo,  21« Murray 1836 

(/.iB.)  Elijah,  a  Course  of  Lent  Lectures,  fcap.  8vo,  Ss  6d    Sk^nyton 1862 

""• Lent  Lectures,  on  Book  of  Job,  12mo,  3s  6fl{   Skl^nglon 1855 

'1 Sermons  on  the  War,  at  St.  James's,  Piccadilly,  12mo,  2s  M    Sk^ngton 1854 

Kempii  (rAo.  d)  Gompsnion  to  the  Christian  Pattern,  18mo,  Is J.HA'J.Parkeri$so 

"•" — ^ Delmitatione  Christi,  24mo,  5$,  Pickering^  1851  j  12mo,  5s  J. HntkJ, Parker tZs2 


424  KEMPIS KENNEDY  [Esgush  CAUiwsrB 

EempiB  {Tko,  d)  De  Imitatione  Ghristi,  et  Precis  Missac,  12mo,  AnGd ;  calf  extra,  9a    WilUanuA  N.-iUl 
-^— -^—  Imitation  of  Christ,  yignettea  and  red  lines,  new  edit.,  12ino,  58...  J.H.AJ.Parheri%^i 

by  Dibdin,  8vo,  18#— red.  to  9« Pickering  1851 

Goodwin,  18mo,  Ss  6d,  i860;  12ino,  6«...  BtUdsDaldy  1861 

Essay  by  Ohalmers,  9th»edit.,  12mo,  2»  (W  ...  W.CMm 1856 

New  Translation,  fcp.  5<,  Rivinffttm,  ^41 ;  Z%  M  Burnt    1856 


Soliloquy  of  Soul  and  Garden  of  Roses,  18mo,  2t  dd,  '43 ;  n.  e.,  2»  6d  MatUrt 1859 

Kemplay  (Chr.)  Ck>mets:  their  Constitation  and  Phases,  Sto,  Zs  6d  L<mgman  1859 

Kempthome  (Jno.)  Charch^s  Self -Regulating  Privilege  as  to  Convocations,  8to,  St  ...  Hatchard 1835 

Ken  (/.)  Review  of  Public  Instruction  in  Bengal  Presidency,  1835-51,  8vo,  St  M...  Allen ^  Co 1853 

-(^i>.T.)  Approach  to  the  Holy  Altar,  8rd  edit.,  12mo,  1«  6rf  Murray 1855 

Exposition  of  the  Apostles*  Creed,  new  edit.,  12mo,  It  6d Murray 1855 

■  Life  of,  by  a  Layman,  8vo,  14«,  Pi<ikering,  1851;  2nd  edit.,  2  v.  8vo,  18s...  Murray 1854 

■  Manual  of  Prayers  for  Winchester  College,  18mo,  Is  6d— red.  to  Is J.ffJ:J.Parkeriij^ 

Poems,  Devotional  and  Didactic,  12mo,  3s  6<2 ffamiUon 1857 

Practice  of  Divine  Love,  12mo,  2s Matfert 1849 

— —  Prayers  for  Use  of  those  who  come  to  Baths  of  Bath  for  Cure,  12mo,  2s  6d  Matten 1849 

Prose  Works,  with  Letters  and  Life  by  Round,  8vo,  10#  6rf,  *38— r.  to  7s  6rf  Bwington  1855 

Kendall  (E.A.)  Burford  Cottageand  its  Robin  Redbx«ast,  12mo,  7s,  '36;  18mo,  ItM  Tegg  1861 

(Q.  W.)  Texan  Santa  F6  Expedition,  2  v.,  12s,  1845  ;  12mo,  8<  Qd Watkhvwnn€  ...1846 

War  between  U.S.  and  Mexico,  illustrated,  folio,  8/  8s Nen  Turk 1851 

{n,E,)  Designs  for  School  Buildings,  fol.,  52s  H  WHUams,  '48;  n.  e.,  42a   AtckUy  1853 

Gothic  Architecture,  23  plates,  15«— red.  to  6s H,Bokn 1841 

{Jcu.)  Eccentricity:  a  Check  to  Censoriousness,  12mo,  3s  6<j Simpkin 1859 

Little  Monitor,  2nd  edit.,  18mo,  Is  6d   HamUUm 1840 

Rambles  of  an  Evangelist,  12mo,  2s HamilUm 1853 

(/no.)  Law  of  Bankruptcy  and  Insolvency,  2nd  edit,  12mo,  10s SpeUigue  1849 

On  Ministerial  Popularity,  18mo,  Is    WkiUaker 1847 


Kendriok  {A.O.)  Life  and  Letters  of  Mrs.  E.  C.  Judson,  poet  8vo,  3s  M  NeUon  186! 

Principles  of  Greek  Grammar,  12mo,  ds  .• New  York 1851 

— (/as.)  Profiles  of  Warrington  Worthies,  roy.  4to,  6s Longtnan  1854 

•  and  Child's  Gift  Book  of  Biography  for  Toung  Ladies,  1 2mo,  itdd Nelton   ....^....iH7 


Kenealy  (Edw.)  BraUsghan  ;  or,  the  Deipnosophists,  12mo,  7s  6d ChurUm 1844 

Goethe,  an  Epic  Poem,  fcap.  8vo,  6s,  1856 ;  2nd  edit.,  8vo,  12s Jieevet    186a 

Kenilworth  Buffet,  an  Account  of,  by  Cockes  and  Son,  imp.  4to,  8s  MaMert 1851 

Kennaquhon  (Colin)  Money,  a  Novel,  3  v.  post  8vo,  31«  6d   Jlurtt^  B i860 

Kennaiti(.i.<9.)  Eastern  Experiences  in  Egypt  and  the  Holy  Land,  post  8vo,  10s  6d...  Longman  185$ 

(0.)  Leisure  Winter  Hours  at  Geneva,  Sermons,  12mo,  3s  6d 'Maickard 1841 

(R.B.)  Essays  and  Reviews:  Protest  addressed  to  Bishop  of  Salisbury, 8vo,  Is  Hardwieke 1861 

■      Plea  for  the  Maintenance  of  our  National  Christianity,  8vo,  2s    BeU ik  Daldy...itss 

Sermons  on  Evidences  of  Religion,  8vo,  2s  6(i lUvingUm 1851 


Kennaway  (C.R)  Churchman's  Manual  of  Baptism,  12mo,  8rd  edit.,  4s    JiivingUm  1848 

Consolatio:  Comfort  for  the  AflSicted,  8th  edit.,  12mo,  4s  6<2  JUvington  .1857 

Duty  of  Charity,  12mo,  3s Bivington  .1847 

Family  Prayers  for  a  Fortnight^  1835,  new  edit.,  18mo,  Is  6d  Nitbet    1859 

■  Law  of  Duty  ;  or.  Deeds,  &c.,  of  the  Great  Duke,  12mo,  Is  6ci  ...  J.Wkitaker  ...1853 

Perditaand  Angelina,  a  Dialogue,  12mo,  8s  6d   ParkerJbSon   1857 

Poems,  12mo,  5s Bivinglon  1846 

Romeward  and  Homeward,  Pt.  2  of  Perdita,  &c.,  12mo,  Is J.H.AJ.Parhrilsi 

•  Sermons  on  the  Lord's  Prayer,  12mo,  5s BivingUm  1851 

■ preached  at  Brighton,  2  v.  12mo,  ea.  7s  6d BivingUm  1845 

Cheltenham,  8 vo,  12s Hatehard 1842 

-to  the  Young,  1st  series,  12mo,  5s  ;  2nd  series,  7s  6c2 BivingUm 1847 


■  Sketches  of  India,  Ancient  and  Modem,  12mo,  2s Parktr  Jt  Son  .i%i^ 

The  War  and  the  Newspapers,  a  Lecture,  12mo,  2s Parker  tb  Son  .i%s^ 

Kennedy  (A.)  Practical  Cotton-spinner,  12mo,  3s,  FvUarton^  1845  ;  2nd  edit.,  3s...  Simpkin 1851 

(Arch.)  and  Hackwood  {B.  W.)  Table  of  Railway  Curves,  16mo,  2s  6d  Weale 1849 

(J5.F.)  Child's  Latin  Primer,  12mo,  2s L<mgman  i86a 

Curriculum  Stili  Latini,  12mo,  6tj  1855— red.  to  4s  6rf;  Key,  7s  6rf...  Lm^fman  1861 

■  Elementary  Greek  Grammar,  12mo,  4s  6d Lof^man  i86a 

Latin  Grammar,  12mo,  3s  6(2 Lff^rfiMn  i86» 

■  Examination  of  Donaldson's  Latin  Grammar,  8vo,  3s  6d Lon^nwn  1851 

Latin  Syntax,  18mo,  Is  6d Fellowet 1838 

Vocabulary,  12mo,  3s Limgman  1856 

PaUiestra  Latina :  Second  Latin  Reading  Book,  12mo,  5s  Longman  1862 

■  Musarum,  for  TransUting  into  Greek  Verse,  12mo,  5s  6<i  ...  Longman  i8fi 

■  Stili  Latini,  Materials  for  transl.  into  Latin  Prose,  12mo,  6s  Longman  1864 

Progressive  Exercises  in  Greek  Tragic  Senarii,  8vo,  8s Parker  A  Sou  .1848 

-Latin  Grammar,  new  edit.,  12mo,  it6d  Longnum  1844 


Tirocinium;  First  Latin  Reading  Book,  12mo,  2i   Longman  1861 

-  (C/.)  Nature  and  ReveUtion  Harmonious,  18mo,  Is ffamdlton 1846 

-(Cm.)  Influence  of  Christianity  upon  International  Law,  1854,  post  8vo,  4s...  Maemillan 1856 

-  (CB.)  Greek  and  Latin  Verse  TransUtions,  popt  8vo,  3s  6rf  H.Bokn 1853 

Poems,  12mo,  6s,  ifoajcm,  1843— led.  to  2j  6d  Walker i860 

Treatise  on  Annuities,  with  Statutes,  12mo,  2s  6d BeMiing 1846 


1835-1863]  KENNEDY ^KENNY  4Q6 

Kenned/  (CE.)  Treatiae  on  New  Ealea  of  Pleading,  12mo,  9«,  1S38;  2nd  edit.,  12«   BuiUrworthi.,. 1^4.1 

Virgil,  translated,  cr.  8to,  ds    JI.Bohn 1861 

and  BurcheU,  Joint  Stock  Companies'  Act,  12mo,  3«  6ci BuUenoortha  ...1845 

(£JS.)  The  Litnrgy  and  the  Laity,  8to,  Is   Batchard  i860 

.  Thoughts  on  Being,  8to,  lOs  6d Lonyman  1850 


-{Graee)  Andrew  Campbell's  Visit  to  his  Irish  Cousins,  ISmo,  \s Hamilton  1853 

Anna  Eosa,  the  Orphan  of  Waterloo,  10  e.,  ISmo,  2s  6<i,*5i~r.  to  2s  HamilUm  i860 

Decision  ;  or,  Religion  All  or  Nothing,  new  edit.,  ISmo,  2f  Hamilton  i860 

Dnnalkn;  or.  Know  What  yon  Judge,  new  edit.,  12mo,  5«   HamilUm  1854 

Father  Clement,  11th  edit.,  12mo,  4«  6d,  1849  '*  ^^^^  <^^^»  ^  ^^  Hamilton  1857 

-  Jessie  Allan,  the  I^me  Girl,  12th  edit.,  18mo,  Is   HamilUm  1853 

■  Philip  Colrille,  a  Covenanter's  Story,  n.e.,  18mo,2s6d,*54 — red.  2s  Hamilton  i860 

Profession  is  not  Principle,  &c.,  12mo,  7th  ed.,  3s6<j,''43  ;  ISmo,  2s  Hamilton  i860 


-(Hen.)  Notes  on  Epidemic  Cholera,  poet  Sto,  7s  6d /.  R.  Smith   ...1846 

•  Treatise  on  Scarlatina  at  Dublin,  1884-42,  12:00,  4s  6<2 Longman  1843 


—  (Capt.H.A.)  Waifs  and  Strays,  chiefly  from  the  Chess-board,  fcap.  8to,  4s Booth i86a 

{}In.H.A.)  Heart  and  the  Mind,  True  Words  on  Training,  &c.,  fcap.  Sto,  2s  M  Ni^bet    i860 

(/as.)  Basays,  Ethnological  and  Linguistic,  8  vo,  7s  6ci— red.  to4s  Williams  d' N.  1861 

Great  Indian  Mutiny,  its  Causes  and  Eesults,  Svo,  Is  6d   WaiddiLocJt...  1858 

Modem  Poetry  and  Poets  of  Spain,  8vo,  16s,  Lowjman — red.  to  8s    WilliamMd:  N.  185a 

•  Prelections  on  Ancient  Greek  Literature,  8ro,  10s  6rf  Ptllowes 1835 


•  (Jane)  Arthur  Seymour  ;  or,  the  Middy  Ashore,  16mo,  Is  ^d  Whittaker 185a 

Balance  of  Beauty  ;  or.  Lost  Image  Eestored,  post  Svo,  3s  ^d Kent  1857 

Light  Hearts  and  Happy  Days,  Tales,  16mo,  8s  6<i Whittaker 185a 

Lionel  Fitsgibbon  and  his  Parrot,  a  Tale,  16mo,  8s  6(i    Kent  1857 

Mrs.  Shenstone's  Birthday,  a  Tale,  16mo,  Is  6d WhitUiktr 185a 

Mount  Ephraim ;  or.  Change  of  Profession,  12mo,  Is  6<2 — ^red.  to  Is  Simpkin 1854 

Shreds  and  Patches,  Pathos  and  Bathos,  post  Svo,  8s  ed    Kent  1858 

Sister's  Eetaliation,  a  Tale,  16mo,  Is  6d Whittaker 185a 

-  Sketches  of  Character,  2  v.  post  Svo,  10s    Westerton  1851 

•  Young  Men  and  Old  Men  ;  or,  Samples  of  Life,  12mo,  5a  6d    Simpkin 185a 


• (/"<>•)  Daniel  ;  his  Life  and  its  Lessons,  new  edit.,  ISmo,  Is  6d  BookSociety  ...1858 

Days  of  the  Fathers  in  Eoss-shiro,  8rd  edit.,  Svo,  4s  6d    Hamilton  1861 

■ '  Divine  Life,  a  Book  of  Facts  and  Histories,  12mo,  8s  6(^— red.  to  8s  Rel.  Tract  Soc,  1856 

~  Jewish  Exile  ;  or,  Life  and  Character  of  Daniel,  ISmo,  2s Snow 1848 

■  Memoir  of  the  Life  of  Eev.  John  Morison,  post  8vo,  6s Ward i860 

' Natural  History  of  Man,  Ethnography,  12mo,  Is  6d  Cassell  1859 

' Work  and  the  Conflict,  12mo,  3s  6d-— red.  to  8s Rel.  Tract  Soc,  t$6o 

— (J.C.)  Algeria  and  Tunis  in  1845,  2  v.  post  Svo,  21s CoUntm 1846 

Theory  of  Musketry,  12mo,  2s  Parker d: Son., .i$sS 

— ('^•^•)  Financial  Principles  of  Eailway  Construction,  folio,  5s   E.WiUon  1857 

Hone-Shoe  EoUnson,  a  Novel,  3  v.  poet  Svo,  27s,  '35  ;  12mo,  7s  6rf  New  York 185a 

■ Ireland  tranquillized  without  Soldiers,  Svo,  7s Boone    1835 

Eob  of  the  Bowl,  a  Bomance,  8  v.  p.  Svo,  24s,  1839  ;  12mo,  7s  6<f  New  York 1854 

• Swallow  Bam,  a  Sojourn  in  the  Old  Dominion,  12mo,  12s— r.  7s  6d  New  York 1854 

-  {Lady  Marg.)  Letters  to  John,  Duke  of  Lauderdale,  4to Bannatyne  CI.  n.  d. 

{Mrs.)  Trevanion  ;  or,  Voice  of  Conscience,  12mo,  8s  6c2  Partridge 1856 

{M.G.)  The  Arm  !  the  Sword  !  and  the  Hour  !  post  Svo,  4s  Longman  1850 

' {R.)  Church  of  England  Psalm  Book,  new  edit.,  82mo,  Is  6c2   RivingUm 1855 

Notes  on  Epidemic  Cholera,  2nd  edit.,  post  Svo,  7s  6d  Smith  A  Elder  .1846 

(R.H.)  Campaign  of  the  Army  of  the  Indus  in  1888-9,  2  v.  post  Svo,  21s    Bentley i840« 

—  {lA.Oem.S.)  Notes  on  Defences  of  Great  Britain  and  Ireland,  4  ed.,  Svo,  2s  6c2    Murray 1859 

(7*.)  Chancery  Practice  and  Orders,  2  V.  12mo,  19s  6<i   BuUerworths  ...1%$-^ 

^(Lt,CoL  Vans)  Besearches  in  Ancient  and  Hindu  Mythology,  4to,  21s Quaritch   i86a 

{lym.)  Eiae  and  Progress  of  the  Eepublic  of  Texas,  2  v.  Svo,  80s  Hastings   1841 

• Siege  of  Antwerp,  a  Play,  Svo,  4s Moxon  1838 

Kenneth  Fori)ea ;  or.  Fourteen  Ways  of  Studying  the  Bible,  ISmo,  '53;  2nd  ed. ,  2s  6d  Nishet    1857 

or,  the  Eear-Guard  of  the  Grand  Army,  8rd  edit.,  fcap.  Svo,  5s J.H.<kJ.Parkeri%$$ 

Kennett  (Bp.  W. )  On  Lay  Impropriations,  by  S.  F.  Wood  and  Ed.  Baddcley,  12mo,  2s  6(2  H.  Bohn    1 8  50 

Keoney  {A.H.)  Commentary  on  the  Epistles  and  Chwpels,  2  v.  12mo,  16s Rirington  184a 

{C.L.)  Gates  of  the  East ;  the  Isthmus  of  Suez  Canal,  poet  Svo,  Is    Ward  A  Lo€k'.iSs7 

Seaaion  {Charl.)  Etymology  and  Syntax  of  Murray's  Grammar,  12mo,  4s Simpkin 1 84a 

■ Juvenile  Reading  Book,  12mo,  Is  8d  Simpkin 1853 

' Modem  Geography,  2nd  edit.,  12mo,  5s Simpkin 1845 

' — ■ {E.)  Examples  of  Trees  in  Landscape,  imp.  4to,  78s  6c2,  '44— red.  to  18s  H.Bohn 1851 

• — ;—  (STIos.)  Sermons,  Svo,  10s  Hatchard  1846 

Keaniih  (Ifisi.)  Mona's  Isle,  and  other  Poems,  Svo,  5s Simpkin     1844 

' On  Concentrating  the  Fire  of  a  Ship  of  War,  4to,  21s Bradley 1837 

Kenny  (C4as.)  Manual  of  Chess,  new  edit.,  ISmo,  Is Kent  1859 

(^.i?.)  Hints  on  Management  of  Lunatic  Asylums,  Svo,  2s  6d  Hamilton 1847 

{W.D.)  English  Grammar  for  the  Toung,  12mo,  Is  6(2,  i858~red.  to  Is RotUledge  i86a 

•" French  Grammar,  12mo,  8s;  French  Exercises,  12mo,  2s  6d Allman 1835 

Progreasive  Eeading-Book,  12mo,  Is  6d AUman 1849 

— Students'  Classic  Pamphlets;  Fables  from  La  Fontaine,  12mo,  Is  6ci...  Law  1857 

■ Viiigil;  .ffineid,Bks.l-8, 12mo,  ls6d...  Law  1854 
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EempiB  (Tho,  d)  De  Imitatione  Chiisti,  et  Precis  MIbkp,  12mo,  4«  G(2 ;  calf  extra,  9j    WiUiafMAN...i%\7 
-^— -^—  Imitation  of  Christ,  rignettes  and  red  lines,  new  edit,  12mo,  5s...  J.H.AJ.Parkeri%^i 

' byDibdin,  8vo,  18f— red.  to  9« Pickering  1851 

Goodwin,  18mo,  8«  6d,  i860;  12mo,  6i ...  Belldsl/aitfy   i86i 

Essay  by  ChalmeiB,  9th^edit.,  12mo,  28  M  ...  W.ColUm 1856 

New  TimnsUtion,  fcp^  5«,  RivingUm,  '41;  8f  6<2  Bwrtu    1856 


Soliloqayof  8oaI  and  Garden  of  Roses,  18mo,  2s  6{2, '43 ;  n.  e.,  2«  6<i  Matten 1859 

Eemplay  (CAr.)  Comets:  their  Constitation  and  Phases,  Sto,  3s  6<i   Longman  1859 

Kempthome  (/no.)  Charch^s  Self-R^^nlating  Privilege  as  to  Convocations,  Svo,  5s  ...  Hatchard  1835 

Ken  (/.)  Review  of  Public  Instruction  in  Bengal  Presidency,  1835-51,  8vo,  8s  6(2...  Allen  d:  Co 1853 

-(5|).r.)  Approach  to  the  Holy  Altar,  3rd  edit.,  12mo,  Is  6c2  Murray 1855 

Exposition  of  the  Apostles*  Creed,  new  edit.,  12mo,  Is  6d Murray 1855 

■  Life  of,  by  a  Layman,  8vo,  I4s,  Pickering,  1851;  2nd  edit.,  2  v.  8vo,  18s...  Murray 1854 

■  Manual  of  Prayers  for  Winchester  College,  18mo,  Is  dcf—red.  to  Is J.  H J: J, Parker  1%^ 

Poems,  Devotional  and  Didactic,  12mOy  3s  6<l Hamillon  1857 

Practice  of  Divine  Love,  12mo,  2s Matlen 1849 

— —  Prayers  for  Use  of  those  who  come  to  Baths  of  Bath  for  Cure,  12mo,  2s  6d  Matters '^49 

Prose  Works,  with  Letters  and  Life  by  Round,  8vo,  10s  6c{,  '38~r.  to  7s  6c<  Rwington  1855 

Kendall  (E.A,)  Burford  Cottageand  its  Robin  Redbreast,  12mo,  7s,  '36;  18mo,  ls6ci  Tegg  1861 

{0,  W,)  Texan  Santa  F6  Expedition,  2  v.,  12s,  1845  ;  12mo,  8s  6d Watkboume  ...1846 

War  between  U.S.  and  Mexico,  illustrated,  folio,  8/  8s New  York 1851 

(J7.^.)  Designs  for  School  Buildings,  fol.,  52s  M,  Williams,  '48;  n.  e.,  42s   Atchley  1853 

Gothic  Architecture,  23  plates,  15s— red.  to  5s H.Bohn 184a 

{Ja».)  Eccentricity:  a  Check  to  Censorionsness,  12mo,  8s6(i Simpkin 1859 

Little  Monitor,  2nd  edit.,  18mo,  Is  6<2   Hamilton 1S40 

Rambles  of  an  Evangelist,  12mo,  2s Hamilton 1S53 


-  (/no.)  Law  of  Bankruptcy  and  Insolvency,  2nd  edit,  12mo,  10s Spettigue   1849 

On  Ministerial  Popularity,  18mo,  Is    Whittaker 1847 


Kendrick  {A.O^)  Life  and  Letters  of  Mrs.  E.  C.  Judson,  poet  8vo,  3s  Od  XeUon   186 

■ —  Principles  of  Gh-eek  Grammar,  12mo,  ds  .* New  York 1851 

— (Jiu.)  Profiles  of  Warrington  Worthies,  roy.  4to,  6s Longman   ^854 

and  Child*s  Gift  Book  of  Biography  for  Toung  Ladies,  12mo,  4s  6d NeUon    ....^....1847 


Kenealy  (Edw.)  BraUaghan  ;  or,  the  Deipnosophists,  12mo,  7s  6d Chwrtan 1844 

Goethe,  an  Epic  Poem,  fcap.  8vo,  6s,  1856;  2nd  edit.,  Svo,  12# Jieevet    i86a 

Kenilworth  Buffet,  an  Aooount  of,  by  Cockes  and  Son,  imp.  4to,  8s  MaMers 1851 

Kennaquhon  {Colin)  Money,  a  Novel,  3  v.  post  8vo,  81s  6<f   ffursld:  B i860 

Kennard(.i.'S.)  Eastern  Experiences  in  Egypt  and  the  Holy  Land,  post  8vo,  10s  6(f...  Longman  1855 

((?.)  Leisure  Winter  Hours  at  Geneva,  Sermons,  12mo,  3s  6d 'Hatchard  1841 

(22.^.)  Essays  and  Reviews:  Protest  addressed  to  Bishop  of  Salisbury, Svo,  Is  Hardwicke 1861 

'——-  — —  Plea  for  the  Maintenance  of  our  National  Christianity,  Svo,  2ls    Bell  ds  Daldg.  ..185$ 

Sermons  on  Evidences  of  Religion,  Svo,  2s  6(i BivingUm  185a 


Kennaway  (C,  B. )  Churchman^s  Manual  of  Baptism,  12mo,  3rd  edit. ,  4s    RivingUm  1 848 

^ Consolatio  :  Comfort  for  the  Afflicted,  8th  edit.,  12mo,  4s  6d  RivingUm  1857 

■  Duty  of  Charity,  12mo,  8« Rivington  .'1847 

Family  Prayera  for  a  Fortnight,  1835,  new  edit.,  ISmo,  Is  6<i  Nitbet    1859 

■  Law  of  Duty  ;  or.  Deeds,  &c,  of  the  Great  Duke,  12mo,  Is  6d  ...  J.Whitaker   ...1853 

• Perdita  and  Angelina,  a  Dialogue,  12mo,  3s 6(2   ParkerdiSon     1857 

Poems,  12mo,  6s Rivington  1846 

Romeward  and  Homeward,  Pt.  2  of  Perdito,  &c.,  12mo,  Is J, H.dsJ. Parker i%$j 

•  Sermons  on  the  Lord*8  Prayer,  12mo,  5s RivingUm  1851 

■ preached  at  Brighton,  2  v.  12mo,  ea.  7s  64 RivingUm  1845 

Cheltenham,  Svo,  12s Hattkard  184a 

-to  the  Toung,  1st  series,  12mo,  5s;  2nd  series,  7s  6ci RivingUm  1847 


• Sketches  of  India,  Ancient  and  Modem,  12mo,  2s Parker  d:  Sam  .1858 

The  War  and  the  Newspapers,  a  Lecture,  12mo,  2s Parker  dr  Som  .1856 

Kennedy  (A,)  Practical  Cotton-spinner«  12mo,  3s,  Fullarton,  1845;  2nd  edit.,  3s...  Simpkin 185X 

(.4rc^.)  and  Hackwood  {R.  W,)  Table  of  Railway  Curves,  16mo,  2s  6d  Weale 1849 

(J9,F.)  Child's  Latin  Primer,  12mo,  2s Longman  i86a 

Curriculum  Stili  Latini,  12mo,  6s,  1855 — ^red.  to  is  6d;  Key,  7s  6d...  Lot^man  i86x 

■    Elementary  Greek  Granunar,  12mo,  4s  6<l Longman  1862 

. Latin  Grammar,  12mo,  Ss6d Longman  186a 

.  Examination  of  Donaldson's  Latin  Grammar,  Svo,  3s  6d Longman 1852 


■  Latin  Syntax,  ISmo,  Is  6d Fdlowes 1838 

Yocabuhuy,  12mo,  3s   Longman  1856 

•  Palaestra  Latina :  Second  Latin  Reading  Book,  12mo,  5s  Longman  1862 

■  Musarum,  for  TransUting  into  Greek  Verse,  12mo,  5s  dd  ...  Longman  i86a 

Stili  Latini,  Materials  for  transl.  into  Latin  Prose,  12mo,  6s  Longman  1 86a 


•  Progressive  Exercises  in  Greek  Tragic  Senarii,  Svo,  Ss Parker  ds  jSow  .1848 

-Latin  Grammar,  new  edit.,  12mo,  isid  Longman  1844 


-Tirocinium;  First  Latin  Reading  Book,  12mo,  2s   LongvMm  186a 

^)  Nature  and  Revelation  Harmonious,  ISmo,  Is Hamilton 1846 

r.)  Influence  of  Christianity  upon  International  Law,  1S54,  post  Svo,  4s...  MacmiUan 1 856 

\CR.)  Greek  and  Latin  Verse  Translations,  po^^t  Svo,  3s  6d  H.Bohn 1853 

Poems,  12mo,  5s,  if o»m,  1843— red.  to  2s  6d  Walker i86o 

—  Treatise  on  Annuities,  with  Statutes,  12mo,  2s  6(i Bennimg 1846 


-{CM.) 


1835-1862]  KENNEDY ^KENNY  4Q6 

Kennedy  (CR)  Treatise  on  New  Rales  of  Pleading,  12mo»  9«y  1838;  2nd  edit,  12«   BttHerworih$...\%^i 

Viiyl,  translated,  cr.  8yo,  ds    H.Bohn 1861 

and  BaicheD,  Joint  Stock  Companies'  Act,  12mo,  Zz  6d BuUerworths  ...1845 

(^^.)  The  Liturgy  and  the  Laity,  8yo,  U   Hatckard  i860 

•  Thoughts  on  Being,  8to,  10<  6<i Longman  1850 


-{Grace)  Andrew  Campbell's  Visit  to  his  Iriah  Cousins,  Idmo,  Is Hamilton  1853 

Anna  Bosa,  the  Orphan  of  Waterloo,  10  e.,  ISmo,  2s  ed,*s%—T.  to  2s  Hamilton  x86o 

-' Decision  ;  or,  Beligion  All  or  Nothing,  new  edit.,  18mo,  2<  Hamilton  i860 

Dunalhm;  or.  Know  What  yon  Judge,  new  edit.,  12mo,  5s   Hamilton  1854 

Father  Clement,  11th  edit.,  12mo,  4s  6<;,  1849  ;  12th  edit,  2s  6(2  Hamilton  1857 

Jessie  Allan,  the  I^me  Qirl,  12th  edit,  18mo,  Is   Hamilton  1853 

-  Philip  Colrille,  a  Covenanter's  Story,  n.e.,  18mo,  24  6(2, '54 — red.  2s  Hamilton  x86o 

Profession  is  not  Principle,  &c.,  12mo,  7th  ed.,  3«6(/,''43 ;  18mo,  2s  Hamilton  i860 


-{Hen.)  Notes  on  Epidemic  Cholera,  poet  8to,  7s  6d /.  Jt.  Smith   ...1846 

>  Treatise  on  Scarlatina  at  Dublin,  1884-42,  12?do,  4s  6<i Longman  1843 


—  {Capt.H,A,)  Waifs  and  Strays,  chiefly  from  the  Chess-board,  fcap.  8to,  4s Booth i86a 

{Jin.H.A,)  Heart  and  the  Mind,  True  Words  on  Training,  &c.,  fcap.  8to,  2s  fid  Nisbtt    i860 

{JoM. )  Essays,  Ethnological  and  Linguistic,  8to,  7s  6c2— red.  to4s  Williams  d:  N.  1 86 1 

^  Great  Indian  Mutiny,  its  Causes  and  Results,  8vo,  Is  6(i   Ward  ik Lock...  1%$% 

-  Modem  Poetry  and  Poets  of  Spain,  8vo,  16s,  Lowjman — ^red.  to  8s    WiUiamM  d:  N.  1852 
•  Prelections  on  Ancient  Greek  Literature,  8to,  lOs  6d  Fellowes 1835 


•  (/aire)  Arthur  Seymour  ;  or,  the  Middy  Ashore,  16mo,  Is  6d  Whittaher 185a 

Balance  of  Beauty  ;  or.  Lost  Image  Restored,  post  8to,  3s  6(2 Kent  1857 

Light  Hearts  and  Happy  Days,  Tales,  16mo,  8s  6d Whittaher 185a 


—  Lionel  Fitigibbon  and  his  Parrot,  a  Tale,  16mo,  8s  M    Kent  1857 

—  Mrs.  Shenstone's  Birthday,  a  Tale,  16mo,  Is  6d Whittaher 1851 

—  Mount  Ephraim;  or,  Change  of  Profession,  12mo,  Is  6e2 — ^red.  to  Is  Simpkin 1854 

—  Shreds  and  Patches,  Pathos  and  Bathos,  post  8vo,  3s  6d    Kent  1858 

—  Sister's  Retaliation,  a  Tale,  16mo,  Is  dd Whittaker 1852 

-Sketches  of  Character,  2  t.  post  8to,  10s    West^rton  1851 

•  Toung  Men  and  Old  Men  ;  or,  Samples  of  Life,  12mo,  5s  6d    Simpkin 1852 


(Jno.)  Daniel  ;  hia  Life  and  its  Lessons,  new  edit,  18mo,  Is  6d  BookSociety  ...1858 

• Days  of  the  Fathers  in  Ross-shire,  8rd  edit,  8to,  4s  dd    Hamilton  1861 

■  ■  Divine  Life,  a  Book  of  Facts  and  Histories,  12mo,  8s  6(2— red.  to  8s  ReL  Tract  Soc.  1856 

Jewish  Exile  ;  or.  Life  and  Character  of  Daniel,  18mo,  2s Snow 1848 

— —  Memoir  of  the  Life  of  Rot.  John  Morison,  post  8to,  Bs Ward i860 


Natural  History  of  Man,  Ethnography,  12mo,  Is  6d  Cassell  1859 

Work  and  the  Conflict,  12mo,  3«  6<i— red.  to  8s Ret.  Trad  iSoe.1860 

(J.C.)  Algeria  and  Tunis  in  1845,  2  v.  poet  8vo,  21s Colbum 1846 

Theory  of  Musketry,  12mo,  2s  Parker d: Son, ».i%i$ 


{J.  P. )  Financial  Principles  of  Railway  Construction,  folio,  5s   E.  WiUon  1857 

Horse-Shoe  Robinson,  a  NotoI,  3  ▼.  poet  8vo,  27s,  '35;  12mo,  7s  6(i  New  York 1852 

Ireland  tranquillized  without  Soldiers,  8to,  7s Boone    1835 

Rob  of  the  Bowl,  a  Romance,  8  t.  p.  8to,  24s,  1839  ;  12mo,  7s  6(2  New  York 1854 

Swallow  Bam,  a  Sojourn  in  the  Old  Dominion,  12mo,  12s— r.  7s  6(2  New  York 1854 


-  {LadpMarg.)  Letters  to  John,  Duke  of  Lauderdale,  4to BannaJtyne  CL  n.  d, 

(Mrs.)  Trevanion  ;  or.  Voice  of  Conscience,  12mo,  8s  6d  Partridge 1856 

(M.O.)  The  Arm  !  the  Sword  !  and  the  Hour  !  post  8to,  4s  Longman  1850 

{R.)  Church  of  England  Psalm  Book,  new  edit,  82mo,  Is  6d   Rivington 1855 

Notes  on  Epidemic  Cholera,  2nd  edit,  jMst  8yo,  7s  6(2  Smith  A  Elder  .1846 

(R.H.)  Campaign  of  the  Army  of  the  Indus  in  1838-9,  2  t.  post  8to,  21s    Bentley  ..  1840* 

{LLGen.S.)  Notes  on  Defences  of  Great  Britain  and  IreUnd,  4  ed.,  8to,  2f  6(2    Murray 1859 

« (r.)  Chancery  Practice  and  Orders,  2  y.  12mo,  19s  6<2   BuMerworihs  ...i%si 

—{Li.Coi,  Vans)  Researches  in  Ancient  and  Hindu  Mythology,  4to,  21s Quaritch    1862 

(lym.)  Rise  and  Progress  of  the  Republic  of  Texas,  2  y.  8yo,  80s  Hastings   1841 

Siege  of  Antwerp,  a  Play,  8yo,  4s Moxon  1838 

Kenneth  Forbea ;  or,  Fourteen  Ways  of  Studying  the  Bible,  18roo,  '53;  2nd  ed. ,  2s  6c2  Nisbet    1857 

or,  the  Rear-Guard  of  the  Grand  Army,  8rd  edit,  fcap.  8vo,  5s J  H,ikJ.Parkeri%$$ 

Kenaett  {Bp.  W. )  On  Lay  Impropriations,  by  S.  F.  Wood  and  Ed.  Baddcley,  1 2mo,  2s  6(2  H.  Bohn    1850 

Kenney  {A.H.)  Commentary  on  the  Epistles  and  Chwpels,  2  y.  12mo,  16s Rivington  1842 

{CL.)  Gates  of  the  East ;  the  Isthmus  of  Suez  Canal,  post  8yo,  Is   Ward  A  Zocib'.  1857 

Eennion  {CharL)  Etymology  and  Syntax  of  Murray's  Grammar,  12mo,  4s Simpkin 1842 

Juyenile  Reading  Book,  12mo,  Is  3(2  Simpkin 1853 

. Modem  Geography,  2nd  edit,  12mo,  5s Simpkin 1845 

{E.)  Examples  of  Trees  in  Landscape,  imp.  4to,  73s  6(2,  '44— red.  to  18s  H.Bohn 1851 

(7%os.)  Sermons,  8yo,  10s  Hatchard  1846 

Kennish  (TTfls.)  ^^'^'b^I^ '^^  ^^^^^^^^  8yo,  5s Simpkin     1844 

On  Concentrating  the  Fire  of  a  Ship  of  War,  4to,  21s Bradley 1837 

Kenny  (CAas.)  Manual  of  Chess,  new  edit,  18mo,  Is Kent  1859 

• (E.E,)  Hints  on  Management  of  Lunatic  Asylums,  8yo,  2s  6d  Hamilton 1847 

( IF. Z>.)  English  Grammar  for  the  Toung,  12mo,  Is  6(2,  1858— red.  to  Is RotUledge  1862 

— French  Grammar,  12mo,  8s;  French  Exerdses,  12ino,  2s  6d AUman 1835 

Ptogreasiye  Reading-Book,  12mo,  Is  6d AUman 1849 

■  Students'  Classic  Pamphlets;  Fables  from  La  Fontaine,  12mo,  Is  6(2...  Law  1857 

-  Viiijil;  .ffineid,  Bks.1-8, 12mo,l«6<2...  Law  1854 
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Kenny  (17.5.)  Qrammatical  Spelling  AsMafcant,  12mo,  l$6d AUman 1836 

School  Geography,  12mo,  2«  6d AUman 1856 

Kenrick  {Bp.)  Acts  of  the  Apostles,  Epistles,  and  Apocalypse,  8to,  16j   New  York 1851 

Four  Gospels,  translated  from  the  Vulgate,  8vo,  16a New  York 185X 

Job  and  the  IVophets,  translated  from  the  Vulgate,  8to,  ISs Baliimore 1859 

■  Vindication  of  the  Catholic  Church,  post  Sto,  it  Qd  Baltimore 1855 

(John)  Abridgment  of  Zumpt's  Latin  Grammar,  4th  edit.,  12mo,  Za PetlowtM 1853 

Ancient  Egypt  under  the  Pharaohs,  2  v.  Svo,  30«    PeU^nea 1850 

Essay  on  Primieval  History,  post  Svo,  5« Fdlowe$ 184.6 

History  of  Phoenicia,  with  lUuatrations,  Svo,  16« Fellowa 1855 

— — — —  Introduction  to  Greek  Prose  Composition,  12mo,  Pts.  1  &2,  each  is  6d  Fdlowes 1862 

Key  to  do.,  12mo,  Ft  1,  i$  6rf,  '48  ;  Pt.  2,  is  6rf  Fdlowes 1841 


Latin  Exercises,  new  edit.,  Svo,  5«,  1849;  Key,  5th  edit.,  8ro,  54  ...  FeU<iwes 1842 

.  Memoir  of  the  late  Rev.  Charles  Wellbeloved,  Svo,  7a  M  WliitJUld  i860 

■  Roman  Sepulchral  Inscriptions,  their  reUt.  to  Archaeology,  p.  Svo^Sa  %d  J.  R.  Smith   ...  x  8  $8 


{P.R.)  New  Month  of  Mary  :  Daily  Reflections,  ISmo,  la  6d     Dolman 1848 

• (Tho.)  Exposition  of  the  New  Testament,  8  v.  Svo,  21a —red.  to  14a    Longman  1842 

{Wm.)  Frank  Milwaid,  a  Novel,  2  v.  post  Svo,  21a    Sheet 1857 

Kent-Poll  for  the  Knights  of  the  Shire,  roy.  Svo,  6a WkiUaker 1852 

Kent   (A,)  Address  to  the  Children  of  Israel,  12mo,  3a  6d Baf/ster 1841 

-(/)Miteo/)  Life,  by  Rev.  E.  Neale,  2nd  edit.,  Svo,  14a  Bentley  1850 

(EM.)  Lindum  Lays  and  Legends,  cr.  Svo,  6a   Simpkin 1861 

Nineveh,  and  other  Poems  and  Sonnets,  12mo,  la  6d  Simphin 1859 

(/oa.)  Commentaries,  abridged,  with  Examination  Questions,  Svo,  16a New  York 1839 

on  American  Law,  94a,  1836  ;  9th  edit.,  4  v.  Svo,  6^  5a...   Boston,  r.#SL  ...1858 

Treatise  on  Commercial  and  Maritime  Law,  Svo,  15a    Wiltjf 1837 

(Jno,)  Original  Gospel  Hymns  and  Poems,  new  edit.,  ISmo,  red.  to  3a  6d Simpkin 1861 

(J.JI.)  Remarks  on  Injuriousness  of  the  Consolidation  of  Small  Farms,  Svo,  2a  Sd  Ridgway    1844 

—^(W.C.)  Aletheia,  with  other  Poems,  12mo,  7a  6(2,  1850  ;  new  edit.,  fcap.  Svo,  5a  Longman  1862 

Dreamland,  with  other  Poems,  fcap.  Svo,  5a Longman  1862 

Kentfield  (if.)  Game  of  BUliards,  foUo,  81a  6rf SmithAMder,  1849 

Kentish  {Jno.)  Notes  and  Comments  on  Passages  of  Scripture,  2nd  edit,  Svo,  5a Simpkin 1846 

(2%o.)  School  Boy's  Companion,  16mo,  la  6d Rdfe  1840 

Treatise  on  a  Box  of  Instruments  and  the  Slide  Rule,  12mo,  4a  64  ...  Rdfe  1858 

Kentish  Coronal,  edited  by  H.  G.  Adams,  fcap.  Svo,  ^a  Simpkin 1841 

Kenyon  (-iW.)  Letters  from  Spain,  post  Svo,  2a  6<i Bentley 1853 

{Jno.)  Day  at  Tivoli,  with  other  Poems,  post  Svo,  7a  64   Longman  1849 

m Poems,  post  Svo,  9a Moaeon  1838 

Rhymed  Plea  for  Tolerance,  ISmo,  4a  Moxon  1850 

Keen  {M.  G.)  Life  and  Times  of  the  Roman  Patrician  Alexis,  post  Svo,  8a Richardson    . . .  1 847 

Keppel  {Adm.  Vise.)  Life  of,  by  Hon.  and  Rev.  T.  Keppel,  2  v.  Svo,  81a  6d   Colhwm 1842 

{Hon.  H.)  Expedition  to  Borneo,  with  Rajah  Brooke's  Journal,  2  v.  Svo,  82a  Chapm^nd:  H.  1847 

Visit  to  Indian  Archipelago,  2  v.  Svo,  86a  ;  n.  ed.,  roy.  Sto,  24a  Bentley 1853 

Ker  {J.B.)  Essay  on  Phrases,  Terms,  and  Nursery  Rhymes,  new  edit,  2  v.  12mo,  12a  Ridgway    1840 

(r. -P.  jVoices  for  Progress,  and  other  Poems,  12mo,  2a ffoulst^m    1852 

Kerigan  (i%oa.)  Anomalies  of  the  Theory  of  the  Tides,  Svo,  2a Simpkm 1847 

General  Navigation  Tables,  2  v.  Svo,  42a,  1838— red.  to  27a    Simpkin 1843 

-^ Treatise  on  Eclipses  of  the  Sun  and  Moon,  Svo,  4a  Simpkm 1844 

Kern  (Thos.)  Arcana  of  Nature  Revealed,  2  v.  12mo,  12a Simpkin 1842 

— ^^ Moral  Government  of  God  Elucidated,  12mo,  6a Simpkin 1841 

•  Kemer  (/.)  The  Seeress  of  Prevorst,  transl.  by  Mrs.  Crowe,  fcap.  Svo,  6a Moore  1845 

Kerr  (ffen.)  Advice  to  East  India  Cadets,  2nd  edit,  post  Svo,  5s Alien  &  Co.  ...1842 

\H.B.)  On  Reform  of  the  Law  of  Real  Property,  Svo,  2a  6d Stevens 1853 

—  {John)  Public  Instruction  in  Bengal  Presidency,  Svo,  Sa  6d AUen  «fc  Co.  -..1853 

Rule  of  Life,  crown  Svo,  la MaemiU^n 1861 

{RoU.)  Building  Societies,  their  Advantages,  &c.,  Svo,  la  6<f  - Simphin     1844 

»     . Learn  to  Live,  Firstlings  from  the  Pen  of  a  "Working  Man,  fcap.  Svo,  3a  HouUton  i86o 

. Newleafe  Discourses  on  Fine-Art  Architecture,  12mo,  5a     Weale 1848 

(22.Jf.)  Absconding  Debtors' Arrest  Act,  1861,  12mo,  4a Crockford 1852 

■  Common-lAW  Procedure  Act,  12mo,  12a,  1852;  2nd  edit,  14a  6rf Crockford 1854 

_-■ New  Rules  of  Practice  in  Civil  Actions,  1853,  12mo,  4a   Crockford 1853 

Treatise  on  an  Action  at  Law,  3rd  edit,  by  B.  Smith,  12mo,  13a BuUerworihs  ...1861 

{Tho.)  On  the  Cultivation  of  the  Sugar-Cane  and  Manufacture  of  Sugar,  Svo,  5a  Griffin 1850 

Kerrich  {Ed.)  Catalogue  of  Roman  Coins,  presented  to  Society  of  Antiquaries,  Svo,  la  Antiq.  Soe n^d. 

Kerry  Pastoral  :   Imitation  of  the  First  Eclogue  of  Virgil,  edit,  by  T.  C.  Crokcr Percy  Soc. n,d. 

Keshan  {Dan.)  Inquiry  into  the  Social  Condition  of  Ireland,  post  Svo,  la  6c2  J.  Chapman  ...1852 

Kesson  (/.)  Cross  and  the  Dragon  ;  or,  Christianity  in  China,  post  Svo,  6a  Smith  &  Elder  1853 

Kesteven  \w.B.)  Manual  of  Domestic  Practice  of  Medicine,  post  Svo,  7a  6d Longimain 1855 

Kettle  {M.R.S^  Smugglers  and  Foresters,  a  Novel,  12mo,  2a Hodgson  1859 

{R,)  Temperance  Memorials,  Memoir  by  Reid,  12mo,  2a6d,'53— red.tola6€i  Houltton  1854 

Ketts'  Rebellion  in  Norfolk,  by  F.  W.  Russell,  4to,  25a Longman  1859 

Key  (A.C.)  Narrative  of  the  Recovery  of  H.M.S.  Gorgon,  1844,  Svo,  7a  Gd  Smith  A  Elder  1847 

—  (,T.H.)  Alphabet,  Tcrentian  Metros,  &c.,  poet  Svo,  7s  6d  Knight  1844 

»  Latin  Grammar,  12mo,  Sa,  DulaUy  1846  ;  new  edit,  post  Svo,  Sa  BeU^k  DaXdy  .i86a 

■  ■  Short  Latir  Grammar,  post  Svo,  1852  ;  2nd  edit,  3a  6(i    Belt  d:  Daldy  .1858 
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Kej  of  David,  or  the  Mystery  of  the  Jewish  Prophecy  Unsealed  in  Christ,  folio,  Is  M  Simpkin 1S56 

to  Esamioation  Questions  in  Common  Law,  8vo,  7$  6d,  Vaj^  '49;  2nd  ed.,  I2s    Jlaetingt  1852 

Knowledge,  16mo,  3»  6d  GrlJJUhiLF.  ...1847 

the  Apocalypse,  12mo,  2«  6rf /.  F.  Shaw  ....iS^6 

Keye«(i^./.)  A  Life  Poem,  and  other  Poems,  12mo,  4«   BotUm,U.S.  ...185S 

— (^«'^) Tablette  Booke,writte  in  the  Yeare  of  OoreLorde,  1577,  c  8to,  lOs  M  Saundcnde  0.   i86x 

Keynes  (A)  Puseyian  and  its  Tendencies,  8vo,  U  WhiUaktr 1849 

Kej8er(Z/.)  Law  relating  to  Transactions  on  the  Stock  Exchange,  12mo,  84   BuUenoorth  ....1850 

—  {J.R.)  Religion  of  the  Northmen,  transL  by  B.  Pennoch,  12mo,  Sa New  York 1854 

Eludif  Haroon  Er-Rashid  and  the  Princess  Zobeideh,  a  Tale,  12mo,  6t    Simphin 1840 

Kbasikoff  (J/.)  Bokhara,  its  Amir,  &e.,  from  the  Russian  by  De  Bode,  8to,  12s Madden 1845 

Kkid  {Cha,)  Action  of  iEther  and  Chloroform  as  ^thetics,  2nd  edit.,  12mo,  is  6d    Eenskaw 1858 

(G.B,)  Christophany ;  Original  Investigations,  edited  by  Dobbin,  8to,  10s  6<2...   Ward 1852 

Dan^r  of  Apostacy  from  Christ,  18mo,  2s  6d WesOey 1836 

Revealed  Characteristics  of  God,  8vo,  10s  Ward 1835 

(/at.)  Sermons  and  Skeletons  of  Sermons,  12mo,  8s  6rf NUbet    1835 

(/so.)  Physical  Condition  of  Man,  Svo,  9s  6rf,  Piekerinffy  1837;  post  8vo,  Ss  6<i  If.  Bohn 1851 

—  {R.B.)  Primary  Principles  of  Reasoning,  post  8vo,  9s  6dj  1856— rod.  to  7s  6d...  BerUley 1859 

Testimonies  and  Authorities  on  the  89  Articles,  8vo,  1  Os  6<i|    Parker  S  Son  1 848 

(&«.)  China,  its  Symbols,  Philosophy,  Antiquities,  &c.,  8vo,  12s  Walton 1841 

)  Fifty-three  Plain  and  Practical  Sermons,  4th  edit,  8vo,  9s Aylott    1845 

)  Aviary  and  its  Occupants,  12mo,  2s *.  Groomhridge...i9s6 

British  SoDg  Birds  and  Aviary  Companion,  12mo,  8s (rrocrmdrtc^...  18  56 

Blackbird,  Thrush,  &c.,  Is— Canary,  Is — Goldfinch,  Linnet,  and  Bullfinch,  Is 
—Nightingale,  Black  Cap,  and  Garden  Warbler,  Is -Sky  Lark,  Woodlark, 
and  Robin  Redbreast,  Is. 

Canary  :  a  Cage,  Open  Air,  and  Chamber  Bird,  16mo,  8s Oroomhridge  ...iSs^ 

Golden  Key  to  the  Treasury  of  Knowledge,  18mo,  8s Kidd 1836 

'  Happy  Thoughts  for  High  Days  and  Holidays,  1 2mo,  Is Groomhridge ...  x  8  54 

• Heart*B  Proper  Element ;  How  to  Keep  a  Healthy  Pulse,  12mo,  Is  Oroombridge  ...1854 

Journal  of  Natural  History,  6  y.  8vo,  47s  6rf ^roomftn'c^  1851-5 

— Life,  its  Lights  and  its  Shadows,  12mo,  Is Groombridlge  ...i2$j^ 

— London  Directory  and  Amusement  Guide,  18mo,  5s  6d Kidd 1836 

—  New  Guide  to  the  Lions  of  London  and  Paris,  18mo,  5s   Kidd 1836 

Pictareof  London,  18mo,  8s  6rf Kidd 1836 

-Own  Jouraid,  V.  1  to  3,  each  8s Spooner 1852-3 


—  (r.)i 

—  iWin.)i 


World  and  its  Two  Faces,  12mo,  Is Groondnidge  ...19$^ 

■ — (FT./.)  Bible  Class  Notes  on  Epistle  to  Hebrews,  12mo,  2s  Wertheim  1857 

■ Reflections  on  Unitarianism,  12mo,  4s WhiUaker 1835 

Kidder  {D.T.)  Mormonism  and  the  Mormons,  their  Rise  and  Progress,  12mo,  2s  6d    New  York 1852 

and  Fletcher  (J.C.)  Brazil  and  the  Brasilians,150  Engravings, 8vo, 21s  Philadelphia...  j9 $7 

-; (^./'.)  Guide  to  Apiarian  Science,  12mo,  8s Boston^U.S.  ..,1859 

Kiddle  {Hen.)  Manual  of  Astronomy  and  Use  of  the  Globes,  new  edit.,  24mo,  3s  6(f  .  New  York 1857 

Kidvellyand  Oaerphilly  Castles  and  Castell  Coch,  by  G.  T.  Clark,  8vo,  5s  Camb.Are.A$a.n.  d. 

Kiepert  {H.)  Atlas  Antiquus,  1858,  2nd  edit^  10  cold.  Maps,  folio,  on  guards, bds., 6s  Williams  diN,  1861 

"-; Map  of  Ancient  India,  on  a  sheet,  12s Thimm  1853 

Kieav (/.C.)  National  Melodist,  with  Symphonies,  &c.,  roy.  Svo,  7s 6(2— red.  to  6s..  Jfoulston  1861 

Ki^sevetter  (iZ.)  Music  of  Western  Europe,  transl.  byR.  MUller,  8ro,  12s  Newby    1848 

KiUare  (Earls)  and  their  Ancestors,  Lives  of,  by  the  Marquis  of  Kildare,  3e.,  8vo,15s  Simpkin 1858 

—Addenda,  8vo,  16s Simpkin 1862 

KiDiamUtec.)  Life,  post  8vo,  6s  6d Groomhridge... i9^9 

^  (^an.)  Bible  Lessons  for  Infant  Schools,  18mo,  Is Fry    1840 

Brook  by  the  Way  ;  Diary,  12mo,  2s  6d    BenneU 1845 

" Memoirs  of,  by  8.  Biller,  12mo,  6s Darton 1837 

Kilkomy.    Statutes  passed  at  Kilkenny,  1367,  edited  by  Jas.  Hardiman Irish  Arck.Soc.\%J^% 

KilUniey,  Handbook  to,  12mo,  2s    Churton 1846 

Kiiien  {J.M.)  Our  Companions  in  Glory,  Society  in  Heaven  Contemplated,  12mo,  5s  Hamilton  1862 

■ Friends  in  Heaven,  12mo,  4s  6<i,  1854;  8th  edit.,  is  6d  Hamilton  i860 

■ {W.D.)  History,  Doctrine,  and  Worship  of  the  Ancient  Church,  8vo,  12s Nisbet    1859 

Kniiack  {W.P.)  History  of  the  CoUefipAte  Church  of  SouthweU,  4to,  25s ;  l.p.  31s  6d  Simpkin    1839 

KilmtiBham  Hospital,  Dublin,  History  of ,  8vo,  10s Longman  1843 

Kilaer  (7.)  Manual  of  Psalmody  and  Chanting,  oblong  8vo,  4s  6d Wertheim 1850 

-; Pocket  Chant  Book,  oblong  Svo,  Is  6rf Shepherd  1850 

Kiloh  (Jf. A.)  Abridgment  of  Ancient  History,  12mo,  4s Holdstoorth   ...1839 

KiWen  (ii.&)  Home  Discipline  ;  or,  Domestic  Authority,  12mo,  Zs  6d Masters 1847 

(Fro.)  Pinacothee»  Historica  Specimen,  Part  1,  12mo,  8s  6d  ;  Part  2,  4s  6d   BelldsDaldy...i%s<^ 

Sermons  at  Bathwick,  12mo,  7s  6d  Waltim 1837 

KimbaU(/. IT.)  Heaven,  post  Svo,  6s    Boston,U.S.  ...1856 

— — -  (i2.^.)  Romance  of  Student  Life  Abroad,  12mo,  Is   WarddkLock  .1854 

"  Under-cnrrents  of  Wall  Street,  a  Romance,  post  Svo,  7s  6d New  York 1862 

r ' Younger  Son  ;  or,  the  Adventures  of  Wm.  St.  Leger,  12mo,  Is   Ward  J&  Lock  .1858 

Kimbell  {W.J.)  Giftsof  Leisure  Hours,  12mo,  5s    Longman  1848 

l^imber  {T%os.)  Construction  of  the  Modem  System  of  Fortification,  new  ed.,  Svo,  6s  Longman  i86r 

Field  Works,  with  Observations  on  their  Construction,  n.  ed.,  Svo,  ^  Longman   1861 

Mathematical  CouzBe  for  London  University,  2nd  edit.,  Svo,  10s Longman  x86i 
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Eimber  {Tho8.)  Plan  and  EleTation  of  Yauban's  First  System,  Sto,  Is  M Longman  i86x 

» (H^.  5.)  Memoir  of,  18mo,  la ffamUton  185* 

Kimcbi  (Z)av.)  Commentary  on  Zachariab,  translated  by  M*Gaul,  8vo,  7s Dunoin 1837 

Kime  (W.T.)  Hints  on  Law  Practice  at  Westminster  Coarts,  12mo,  3«  6d Stevau 1848 

Treatise  on  tbe  Replicatio  de  Injuria,  ISmo,  4s  Stevens  1843 

Kinahan  (A,M.)  Yarra  Yarra;  or,  Tales  of  a  Traveller,  post  8to,  7s   ffope 1856 

Kincaid  (/no.)  Adventures  of  the  Bifle  Brigade,  1809-15,  2nd  edit.,  p.  8yo,  10s  6d    Boone    1847 

Bandom  Shots  from  a  Rifleman,  p.  8vo,  10s  6rf,  *35  ;  n.  ed.,  10s  6d    Boone    1847 

Kindersley  {B.C.)  History  of  the  Lord  de  Bayard  set  forth  in  Bnglish,  8tY),  9s  6(2   ...  Longman  1848 

Kind-Hart's  Dream,  edited  by  B.  F.  Bimbaalt,  post  8to Percy  Soc, n.  tL 

Kind  Words  Awaken  Kind  Echoes,  12mo,  2s   Ndeon    1851 

by  Uncle  William,  18mo,  2s Rel.  Tract  80c,  1845 

to  My  Cottage  Friends,  fcap.  8vo,  Is Wertkeim  i86x 

King  (Alf.)  Diseases  affecting  the  Voice  and  Bespiration,  12mo,  2s  6d Hope 1853 

{A.J,)  How  to  Learn  Latin,  12mo,  4s Jourrold 1854 

(iln»)  Amy  Bay,  a  Tale,  16mo,  2s  6d HamiUon  1854 

Ethel  Lea,  a  Story,  16mo,  Is  6rf   ParkerSStm  .1851 

Fisherman's  Children,  a  Story,  16mo,  8s ffamilton  1853 

Hours  of  Childhood,  Tales,  16mo,  2s   Hamilton  1850 

(^ryan)  Sacrilege  and  its  Encouragements,  Syo,  Is   Masters i860 

{C.  W.)  Antique  Gems ;  their  Origin,  Uses,  and  Value,  Illustrated,  8vo,  42s  ...  Murrag 1861 

(Dan.)  Vale  Eoyal  of  EngUnd,  with  Notes  by  T.  Hughes,  p.  8vo,  7s  ;  4to,  14s  /.  R,  Smith   ...185* 

{Dav.)  Concordance,  on  the  Basis  of  Cruden,  new  edit.,  8vo,  9s — red.  to  ds  ...  Tegg  1850 

■  —  Defence  of  Presbyterian  Form  of  Church  Government,  12mo,  4s Theobald  1853 

Principles  of  Geology  in  Belation  to  Beligion,  8rd  edit,  12mo,  4s  6d  ...  Theobald    1851 

Buling  Eldership  of  the  Christian  Church,  8  e.,  12mo,  Is  6rf,'5i ;  u.  e.,  2s  Nisbet    1 86a 

State  and  Prospects  of  Jamaica,  12mo,  8s   Theobald  1850 

Treatise  on  the  Lord's  Supper,  3rd  edit.,  12mo,  8s  6rf  Theobald   1851 

{Edw.)  Bules  for  Managing  and  Keeping  a  Horse,  12mo,  Is  ...^ Hamilton  1858 

(Lt.B.)  Bird's-eye  View  of  India,  its  Present  Position,  &c.,  8vo,  2s  6d Partridge  1858 

{E.F.)  Biographical  Sketch  of  Sir  I.  Newton,  8vo,  2s Simpkin 1858 

Ten  Thousand  Wonderful  Things,  p.  8vo,  2  ser.,  each  Zs6d;  1  v.,  7s  6d  Ward  A  Lock  .1859 

{E.M.)  Questions  on  Church  History,  18mo,  2«  Oc^,  1848  ;  2nd  ed.,  18mo,  2s  ...   Werthdm  1858 

{E.S.)  Memoirs,  with  Extracts  from  her  Letters,  &c,  12mo,  3s  6d,'59;  8vo,  Is  BennOL  1861 

(/''m.^  Scriptural  Prayers  for  Family  Worship,  12mo,  Is   WtrUuim  1852 

(6?.)  Grammar  of  the  English  Language,  3rd  edit.,  18mo,  Is Whittaker 1854 

((?.J»f.)  Hark  !  the  Herald  Angels  Sing,  a  Chorale,  8vo,  Is BellA  Daldg„.\%s^ 

\G.W.)  Concise  Chronology  of  Ancient  and  Modem  History,  2s Whittaker 1861 

-  {Bp.H.)  Poems  and  Psalms,  edited  by  J.  Hannah,  12mo.  7s  dd  Pickering 1843 

{H.£.)  Mother's  Help,  18mo,  2s  6d Nisbet    1839 

{ff.R.)  Catechetical  Beadings  in  the  Pentateuch,  12mo,  6s  6d  Anthor 185a 

{Jno.)  American  Dispensatory,  5th  edit.,  8vo,  42s    Cincinnati 1859 

— — — Conscience  Considered  as  to  Moral  Obligation,  &c.,  12mo,  6s Seeleg 1838 

Days  of  Marlborough,  and  other  Poems,  12mo,  4s  Whittaker 1S39 

Leaf  of  the  Past,  a  Poem,  12mo,  Is  6rf Hamilton  1849 

— {Sir Jno.)  Memoir  of  his  Life  and  Death,  written  in  1667,  with  Notes,  cr.  8vo^  3s    Bellde  J)aldg,^.\%^^ 

(Jos.)  Tables  of  Interest  for  366  Days,  new  edit.,  8vo,  21s  HeUikJ)ald^,..i$6i 

(J.A.)  Besidence  in  the  Argentine  Bepublic,  8vo,  14s Longman  1846 

{J.H)  Study  Book  of  Medi»val  Architecture,  V.  1,  folio,  63s  BeUd:  DaUfy...iZsi 

(/.  H^.)  Continental  Europe,  1792  to  1869, 12mo,  2s  ;  with  Supplement,  2s  6(2...  Knight  *k Son ^,.19^9 

Ernest  the  Pilgrim,  a  Dramatic  Poem,  post  8^0,  6s Partridge 1859 

James  Montgomery,  a  Memoir,  Political  and  Poetical,  12mo,  6s Partridge  ......1858 

Joumeyiogs  through  England  and  Wales,  12mo,  ls6rf J.W.King 1856 

■  Patriot,  a  Poem,  8vo,  Is /.  (7Aaj»mai»  ...1853 

(X.  W.)  Elements  of  the  Greek  Language,  l2mo,  2s    W.AUan   1840 

{M.A.)  Poems,  post  8vo,  7s    Hatehard  1850 

-  {Mrs.)  Female  Scripture  Characters,  12th  edit,  12mo,  6s Bivington  1840 

-  (LordP.)  Inquiryinto  Constitution  of  Primitive  Church, 8vo,  10s  6rf,5«^s — red.2s  Cornish 1843 

Speeches  and  Writings  ;  Memoir  by  Earl  Fortescue,  8vo,  Vis    Longman  184^ 

-  {P.J.  L. )  Injustice  of  the  Law  of  Succession  to  Beal  Property  of  Intestates,  8vo,  8s  6d  Ridgwag    1855 

(P. P.)  and  Fitzroy  {Robt, )  Sailing  Directions  for  South  America,  8vo,  3s   J.D. Patter 1850 

Fitzroy,  and  Darwin,  Voyage  of  the  Adventure  and  Beagle,  4  v.  8vo,  IQs  Colbum 1839 

{Rich.)  Alice  Lisle,  a  Tale  of  Puritan  Times,  foap.,  4s    J.H.AJ.PorkeriZeo 

Causes  of  Death  in  the  Still  Bom,  12mo,  2s  6rf Chwrehiil  1858 

— : —  Franklin  Expedition  from  First  to  Last,  12mo,  6s ChMrchUl  1856 

Joarney  to  the  Arctic  Ocean,  1833-35,  2  v.  post  8vo,  21s Bentleg  1836 

Memoir,  Introductory  to  Early  Hist  of  Primacy  of  Armagh,  8vo,  10s  6d    Ham»Uon  1854 

— On  Preservation  of  Infants  in  Delivery,  post  8vo,  4s ChtarchHU 1847 

(R.J.)  Anschar,  a  Story  of  the  North,  12mo,  7s Parker  d:  San.  1 9 $0 

Dartmoor  Forest  and  its  Borders,  12mo,  3s J,  R.  SnUtk  ...1856 

—^ Selections  from  Early  Ballad  Poetry  of  England  and  Scotland,  12mo,  6s  Pickering 184a 

{Robt.)  Covenanters  in  the  North,  12mo,  4s  6d    HamiUon 1846 

Little  Bed  Book  of  the  Catholic  Church  in  Ireland,  12mo,  Is   Orr 1848 

Old  Church  of  Ballynascreen :  Evening  Conversations,  1 2mo,  2s    HamiUon  1 8 54 

-'  Primer  of  Irish  Church  History,  new  edit,  3  t.  16mo,  10s  6d Orr 1853 
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Eiig  (Aii<.)  Saend  Histoiy  Chronology,  8to,  5i ffotUtUm    xS6i 

WbowMTitua?  8vo,  7s  6d Longman  1853 

—  (&iai.)  Prayers  for  Families,  ISmo,  It  6<£    llamUUm  1856 

—  (&Jf'.)  Italian  Valleys  of  the  Pennine  Alps,  8vo,  18« Mwrray 1858 

—  (?%o.)Demgiui  for  Cabiner  Making,  4to,  21«~red.  to  18« WeaU 1840 

Garring  and  Gilding,  4to,  20«    WeaU 1836 

Shop  Fronts,  &c.,  folio,  16«  WeaU 1836 


nena  of  Fnmiture,  folio,  35« ;  cold.,  42«   ^ Weale...^ 1843 

Uphobteren*  Dengn^  oblong  8ro,  18« WeaU 1840 

Working  Omamenta  and  Forma  for  Cabinet  Mannfactoren,  folio,  80«...  WeaU 1840 

(f.)  Lectares  on  the  Athanaaian  Creed,  18mo,  2«    Weriheim  1857 

Tme  Stories  from  Chnroh  History,  16mo,  5a,  1843  ;  new  edit.,  8<  6<j ...  Batelden   1854 

—  {T.ff.)  Study  Book  of  Aix^hitectnre  and  MedisBval  Art,  V.  1  and  2,  folio,  ea.  68a  Bell  &  Daldy'st-S9 

—  {T.S.)  White  HilU,  their  Legends,  Landscapes,  &o.,  8m.4to,25a,'59;n.e.,8TO,14a  Boston^  U.S.  ...1862 

—  (f.lf.)  Fmidamental  Doctrines  of  Medicine  and  Sorgery,  8vo,  la ChurchiU  1840 

(IT.)  Medical  Bsaays,  fcap.  8vo,  4a  6rf  .^ Longman  1850 

Notes  on  Steam,  the  Steam-Bngine  Propellers,  &c.,  8to,  9a   New  York 1861 

• Pennian  Fossils,  29  Plates,  4to PakeontQl.Soe.  1849 

—  {W.C.)  Common  Law  Prooednre  Amendment  Act,  Ireland,  1856,  12mo,  4a Benning 1857 

— (W.R.)  Campaigning  in  Kaffirbnd,  poet  8to.  12a  6<£,  1854 ;  2od  edit.,  14a Saundtnd:  0,  1855 

—  (K^.^.)Orunmar  at  Sight,  2nd  edit.,  12mo,' 3a  6d,  i856^red.  to  2a  6<i HouUUm    x86i 

Kittf  ffR^  Lay's  Missionary  Tonr  in  Japan,  &c.,  2  t.  post  8vo,  14a Wiley 183Q 

£ifi|&oda  Poore  Northern  Man,  1640,  edited  by  J.  P.  Collier,  post  8to  Percy  Soe. n.  JL 

the  Countess,  a  Komanoe,  3  ▼.  p.  8to,  3ia  6<f,Oa2&ttni,'49;  ch.ed.,  12mo,2a  Wardds  Lock    1859 

- — Arthnr's Alphabet,  aqoare,  la;  cold.,  2a Low   1855 

—  Arthur  and  his  Knights  of  the  Bound  Table,  compiled  by  J.  T.  K.,  0.  8to,  7a  6d  GriJfUkdsF.  ...1861 

byMaloiy,  framed.  1634,  Notes  by  Wright,  3  Y.12mo,15«  J.R.Smdtk 1858 

- —  Bdvard  the  Sixth's  School  at  Bury,  Becord  of  Tercentenary  of,  new  ed.,8vo, 6a  6d  Longman  1850 

—  Heniy  the  Second,  an  Historical  Drama,  fcap.  8to,  6f    Pickering  1843 

Third,  an  Historical  flhy,  Pkrt  1,  8vo,  At Cadell    1840 

—  John  and  the  Brigand*s  Daughter,  3  v.  cr.  8vo,  31a  6c<  Parry    1851 

—  Nvteiacker,  a  Christmas  Story,  with  Pictures,  4to,  8f  6d,re^,*53;  n.  e.,  sq..  Is  Orr 1854 

—  of  Pride  ;  or.  Rise  and  Progress  of  Papal  Power,  post  8vo,  8a  6^ Hope 1853 

the  Golden  River,  a  Legend,  illust.  by  Doylo,  square,  6a,  1850— red.  to  2a  6<i  Smith  A  Elder  .1851 

' Hurons,  12mo,  6s    New  York 1850 

Swans,  and  other  Tales,  16mo,  2s  6d  ;  cold.,  Ss6d Candall 1846 

' — Sene's  Daughter,  a  Lyric  Poem,  fcap.  8to,  2a  6<i SmithdiEUUr.i^sS 

■ _^—    translated  by  Hon.  K.  Phipps,  8vo,  5s  Bentley  1848 

KiBgdom  {Wm,)  Secretary's  Assistant,  new  edit.,  revised,  18mo,  2a  6d Whittaker x86i 

Siagdomof  Ood  in  its  Present  State,  8to,  la  4ci Painter 1846 

-7- Hearen  among  Children,  18mo,  la    Werikeim  1844 

Kingdoms  of  the  Gtentiles  and  the  Church  of  the  Heayenly  Calling,  post  8to,  5s  Partridge  1854 

Eb^on(5.A'.)  History  and  Sacred  Obligations  of  the  Sabbath,  r2mo,  2s  6d  SeeUy 1856 

--(r.^.)  Sacrament  of  Baptism  Consideretl,  12mo,  3a Seeley 1835 

Kiaghoni  (/os.,  of  Norwich)  Memoir  of,  by  M.  H.  Wilkin,  8vo,  8a  A.NaU 1855 

i^iB^(A.)  Patriot  It  Hero:  Gen.  Guyun  on  BatUe  Fields  of  Hungary  &  Asia,  80,  la  6d  Hamilton  1856 

{W.)  Bdthen,  8to,  12»,  '44  ;  16mo,  2a  6d,  Longman,  '57  j  post  8vo,  7a6ti  Murray i860 

%'i  College  (London)  Calendar,  fcap.  8vo,  2»   ParkerAsSon  Annnal 

' Magazine,  2  t.  cr.  8to,  each  10a    Honlston    ...1843-4 

Cope,  a  Novel,  by  Author  of  Mr.  Warrenne,  3  t.  post  8to,  81a  M, Bentley 1849 

Daughter,  2nd  edit,  18mo,  la Masters 1850 

- — Son,  edited  by  Mrs.  Hofland,  3  y.  8vo,  3 Is  erf Colbum 1843 

Kicpof  England,  by  Author  of  Heir  of  Beddyffe,  7thedit.,  12mo,  3a Mozlry  i86a 

"     " abridged,  5th  edit,  18mo,  la Mozley  1853 

Judah  and  Israel;  or,  History  of  the  Jews,  18mo,  la  6c2 Rd.  Tract 80c.  1837 

the  Bast,  an  Bxposition  of  the  Prophecies,  2nd  edit.,  post  8to,  7a Seeley 1849 

Cio^borough  (Vite.)  Antiquities  of  Mexico,  9  t.  imp.  foL,  140/— red.  to  85/ Jf.  Bohn  ...1831-48 

cold.,  210/— rod. to  63/.. .  ^.  J5oA»  ...1831-48 

-7 V.  8  and  9,  imp.  folio,  12/  12a   H.  Bohn    ...1846-8 

C^gsbory  (P.)  The  Voice  and  its  Management  as  to  Singing,  4to,  4a Cocks 1858 

(P.K.)  Elementary  Treatise  on  Artillery  and  Infantry,  post  8to,  4a  New  York 1849 

Kiag^ord  {Philip)  Two  Lectures  on  Political  Philosophy,  8vo,  Is C.  H,  Law 1849 

{W.)  History  of  Plank  Koads  in  United  States  and  Canada,  8vo,  3a  ...  Philadelphia... i%^i 

Kicgdey  (C)  Alexandria  and  her  Schools:  Lectures,  post  8to,  5a Macmillan 1854 

• Alton  Locke,  p.  8ro,  7a ;  1 2mo,  2a,  Chapman  «lr  ^.,  *  5 6 ;  n. e. , cr.  8vo,  4a  6d  Macmillan 1 861 

Andromeda  and  other  Poems,  12mo,  5Sf  1858  ;  8rd  edit,  fcap.  5a Par^<{;5(m...i86a 

Glaocus,  n.  e.,  12mo,  3a  6<i,  1858;  Illustrations  to,  by  Sowerby,  3t  6d  Macmillan 1858 

coloured  Illustrations,  fcap.  8yo,  7a  6df  1859 — J^-  *o  5a Macmillan 1862 

Heroes;  or,  Greek  Fairy  Tales,  post  8vo,  7a  6d,  1855— red.  to  3a  ^  —  Macmillan i86a 

Hypatia ;  or, New  Foes  with  Old  Face,  2  ▼. p.  8vo,  1 8a,  5 3 ;  n.e.,  1  v. p.8vo,6<  Parker  <C* Son.. .  1 8 56 

Limits  of  Bxaet  Science  as  applied  to  History,  cr.  8vo,  2a   Macmillan 1860 

*' Miscellanies,  from  Fraser's  Magazine,  2  t.  cr.  8vo,  18s   Parker ds Son...  i^^^ 

Phaethon :  Loose  Thoughts  for  Loose  Thinkers,  1 2mo,'  5  2 ;  3rd  e. ,  p.  8to,  2s  Macmillan 1859 

Rainfs  Tragedy,  12mo,  5a,  1848;  3rd  edit,  12mo,  6s Parker  dSon,. .iS6i 

Sermons  forth«  Times,  12ino,  5s,  1855;  2Ad  edit,  3a  M  Parker dt Son.., li^S 
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King8ley((7.)Sermoiis,Gfood  NewBof  God,  12mo,  6«    Parker  ASon  1859 

• on  National  Subject8,2  v.,(?ri]/fi/i,'54;  2nd  ed.,  2  v.  12mo,ea.5a  Parker  <fc  Son  i860 

— Town  and  Country,  fcap.  8to,  6« Parker  ^  Son  1S61 

Twenty-five  Village,  12mo,  5«,  1844  ;  new  edit.,  12mo,  2i  6d  Parker^  San  1857 

Two  Years  Ago,  8  ▼.  postSvo,  31«  6rf,  1857;  3rd  edit.,  post  8V0,  C$ Macmillan 1859 

— -  Westward  Ho  !  3  y.  post  8vo,  31«  W,  1855  ;  4th  edit,  cr.  8vo,  6s Macffullan 1861 

-Teast,  a  Problem,  new  edit.,  post  8ro,  5s Parker^  Son  185^ 


'^■^  (Henry)  Ravenshoe,  2nd  edit,  3  ▼.  cr.  8vo,  31«  6d MaemUlan i86i 

BecoUectionsof  Geoffrey  Hamlyn,3T.p.8vo,31s6<2,'59;  2nded.,p.8vo,6«  AfacmiUan i860 

Kingsmill  (Jos.)  British  Bole  and  British  Christianity  in  India,  8vo,  10s  M    Ltyngman  1859 

Chapters  on  Prisons  and  Prisoners,  3rd  edit,  8vo,  lOs  Cd Longman   1854 

— — ^— —  Missions  and  Missionaries  Historically  Viewed,  8to,  12«,  '53 — T,108  6d  Longman  1854 

Present  Aspect  of  Serious  Crime  in  England,  8vo,  Is LoJigman   1856 

Remarks  on  the  B«formatory  School  Morement,  8vo,  Is lAmgman   1857 

Kingston  {Hen,)  History  of  Wycombe,  8vo,  5s Foyster 1848 

Laconics,  Maxims,  &c.,  8vo,  2s  6d Longman   1841 

— — (/.ift)  Battle  of  Nebley  Gkeen,  and  other  Poems,  12mo,  68   Colbum 1847 

(Wm.)  Poems,  12mo,  Ss SimpHn 1836 

System  of  Painting  in  Dry  Colours,  12mo,  Ss  6d Simphin 1835 


{W.H,0.)  Albatross;  or,  Voices  from  the  Ocean,  Zv.  31#6d,  //<*r»<,  49;  12mo,  Is  Itouliedge  1856 

■  Annual  for  Boys,  1860-1-2,  ea.  5«,  Keni,  '63;  new  edit.,  16mo>  Ss  Low  Annud 

Blue  Jackets  ;  or,  Exploits  of  British  Seamen,  post  8vo,  *Is6d Griffith  A  F.  ...1853 

Boys'  Book  of  Boats,  illust.  by  Weedon,  fcap.  8to,  5s Lov    i860 

■ Pleasure  Book,  square  16mo,  6a   V/crd^ Lock... liBi 

— —  Circassian  Chief,  3  ▼.  p.  8vo,  31«6<i,  BentUy^  '43  ;  n.e.,  12mo,  Isdd  Bryce 1854 

• Cruise  of  the  Frolic,  2  ▼.  post  8to,  2\s Low    i860 

Digby  Heathoote,  Early  Days  of  a  Country  Gent's  Son,  fcap.  8vo,  5s  RouUedge  i860 

Early  Life  of  Old  Jack,  a  Sea  Tale,  12mo,  Zs  6d Nelson   1858 

Emigrant's  Home  ;  or,  How  to  Settle,  a  Story,  18mo,  2s  6d  Groomhri(iye...iiss 

'  Entertaining  Miscellany  for  Boys,  illust.,  imp.  16iao,  5s Bosworth   1861 

Ernest  Bracebridge  ;  or.  School  Boy  Days,  a  Tale,  post  8vo,  5s Low    1859 

Fred  Mark  ham  in  Russia  ;  or,  Boy  Travellers,  12mo,  5s Griffith  d:F.  ...1857 

How  to  Emigrate  ;  or,  the  British  Colonists,  a  Tale,  18mo,  ts6d  ...  Oroom.bridge...i%S2 

■  Jack  Buntline  ;  or,  Life  on  the  Ocean,  fcap.,  2s  Low    1861 

■  Life  and  Adventures  of  Peter  the  Whaler,  12mo,  6s,  '50— red.  to  5s    Grants  O.    ...1853 

Lusitanian  Sketches  of  Pen  and  Pencil,  2  v.  post  8vo,  18s Parker^ Son    1845 

■  Manoo,  the  Peruvian  Chief,  a  Tale,  12mo,  6s,  1851— red.  to  6s Grant deG,     ...1853 

Mark  Seaworth,  a  Tale  of  the  Indian  Ocean,  12mo,  6s,  '51 ;  2  e.,  6s  Grant  <k  G,    ...1855 

Marmaduke  Merry,  the  Midshipman,  8vo,  3s  6<< Bouiledge  1S62 

My  First  Voyage  to  Southern  Seas,  illust,  fcap.  8vo,  5s NeUon    i860 

Travels  in  Many  Lands,  illust.,  imp.  16mo,  4s  6d     Kent 1861 

Ocean  Queen,  and  Spirit  of  the  Storm,  12mo,  4s,  '50  ;  2  ed.,  2s  6<i  Bosworth    1853 

Old  Jack,  a  Man  of  War*s  Man,  fcap.,  3s  6d    Ndson    i860 

-Tale  for  Boys,  complete,  new  edit,  fcap.  8vo,  5s Nelson   1861 


Our  Sailors:  Anecdotes  of  the  British  Navy,  fcap.  8vo,  Zs €rrifUh4sP.  ...1862 

-Soldiers:  Anecdotes  of  the  British  Army,  fcap.  8vo,  Zs  Griffith  A  P.  ...1862 


Peter  the  Whaler,  his  Early  Life  and  Adventures,  new  ed.,  12mo,  6s  Grant  de  G.    ...1862 

Pirate  of  the  Mediterranean,  3  v. p.  8vo,81s  6d^Newfnf^'s^\  12mo,2»  Boutltdge  ......1859 

r  Pi-ime  Minister,  a  Romance,  3  v.  post  8vo,  31s  6d   Bentleg  1S45 

Round  the  World,  a  Tale  for  Boys,  12mo,  5s    NeUon    1S59 

Saltwater;  or,  Neil  Darcy's  Sea  Life,  12mo,  5s Griffiths  F.  ...1S56 

' The  Fire  Ships,  a  Tale  of  the  last  Naval  War,  3  v.  post  8vo,  81s  6d  Low    1861 

■  Three  Midshipmen,  illustrated,  sq.  cr.  8vo,  6s Boutledge  1S61 

'  True  Blue;  or,  the  Life  of  a  British  Seaman,  fcap.,  5s  Griffith 6: F.  ...1861 

— ^— Western  Wanderings,  Tour  in  Canada,  2  v.  post  8vo,  24s    Chaftman  <{?  jy.1855 

Will  Weatherhelm,  Yam  of  an  Old  Sailor,  12mo,  5s  Griffith  d: F.  ...1859 

Kinloch  (Lord)  Circle  of  Christian  Doctrine,  2nd  edit,  sm.  cr.  8vo,  is  6d  HanUUon  i86i 

Kinnaird  (iZ.r.)  Fatalist,  and  other  Poems,  post  8vo,  5s Sherwood   1837 

Kinnear  {J.B.)  Comparison  of  Bankruptcy  Systems  of  England  and  Scotland,  8vo,  2s  Maxwell 1858 

Law  of  Bankruptcy,  Scotland,  1857,  8vo,  12s    MaxwcU    1858 

. (/.(?.)  Cairo,  Petra,  and  Damascus  in  1839,  post  8vo,  9s  6d   Murray 1840 

The  Crisis  and  the  Currency,  8vo,  3s  Mitrray 1848 

Kinnears  (The),  a  Scottish  Story,  3  v.  post  8vo,  31s  6d  Colbnm 1852 

Kinnebrook  {Wm.)  Runic  Monuments  in  the  Isle  of  Man,  8vo,  10s  6d Longman  1843. 

Kinniburgh  {Robt.)  Biblical  Zoology  ;  or,  Scripture  Animals,  18mo,  Is Hamilton  1852 

Sacred  Narratives,  2nd  edit,  16mo,  2s Whitiaker 1840 

Kinsey  (ATo^.)  Sermons  at  Grosvenor  Chapel,  London,  post  8vo,  7s  Bentley  1849 

Kinsley  (Miss)  Emerald  Isle,  a  Poem,  12mo,  5s   Dolman 1846I 

Kinsman  (J.B.)  Vermont  Townsman :  Laws  of  Vermont,  12mo,  9s Boston,U.S,  ...1857 

Kinne  {Mrs,  J, If.)  Wau-bun:  Early  Day  in  the  North- West,  8 vo,  14s New  York 1856 

Kip  (L.)  Army  Life  on  the  Pacific:  Expedition  against  Northern  Indians,  12mo,  Zt6d  Boston,  U,S,  ...iZ^a 

—(JBfp.  H^./.)  Catacombs  of  Rome,  4th  edit,  12mo,  4s  6rf  New  York 1859, 

——— Christmas  Holydays  in  Rome,  2nd  edit,  12mo,  5s Longman  1849 

Double  Witness  of  the  Church,  fcap.,8»,  1843;  6th  edit,  6s  6d    Low   1853 

Early  Conflicts  of  Christianity,  12mo,  5s Longman  185a 
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Kip  {Bp.  WJ.)  Early  Jesuit  Miasioii  in  N.  America,  12mo,  6»,  N.  YorJe;  2  v.  12mo,  7i  Wiley 

On  the  Holy  Season  of  Lent>  new  edit.,  cr.  8to,  5t  New  York, 

Becantation,  a  Tale  of  Domestic  Life  in  Italy,  fcap.,  is  6d  New  York  . 


Eipiib^  (Rob.)  Elements  of  Sailmaking,  3rd  edit.,  8vo,  10«  H  '53  ;  6  e.,  red.  2«  6d  Philip d:  San  . 

Rudimentary  Treatise  on  Masting  Ships,  12mo,  la  Qd  WeaU 

Kippis  {A.)  Collection  of  Hymns  and  Psalms,  bv  Ber.  B.  Kell,  12mo  red.  to  it  6d..  Longman  .... 

Kirby  {F.W.)  Sketches  taken  near  Altona,  folio,  21« Qambari    .... 

-[Mary)  Flora  of  Leicestershire,  12mo,  d«  6rf Hamilton 


{M.isE.)  Aunt  Dorothy's  Story-Book,  square  cr.  8vo,  8«  6d   Ja$.  Blackwood 

Bundle  of  Sticks  ;  or,  Love  and  Hate,  12mo,  2s Ruutledge 

Caterpillars,  Butterflies,  and  Moths,  12mo,  2« Jarrold 

Chapters  on  Phmts  of  Land  and  Water,  ISmo,  3s,  iSsy—red.  to  2$  Sd  Jarrold 

Discontented  Children,  sm.  4to,  2s  6d  ;  cold.,  3a  6d  Griffith  d:  F.  ... 

ItaUan  Goldsmith  ;  or,  the  Story  of  Cellini,  fcap.  8vo,  Is  6d Nelson    

' ' Julia  Maitland,  16mo,2«6<i;  cold.,  Ss  Qd  GriffithdsF.  ... 

Lucy  Neville  and  her  Schoolfellows,  12mo,  3«  ed Jas.Blackwood 

Boae-Coloured  Spectacles,  a  Novel,  post  8vo,  10«  6d    Jos.  Blackwood 

— Stories  from  the  Classics,  for  Children,  new  edit.,  12mo,  3»  6d Bosworth    

Talking  Bird,  a  Tale,  16mo,  2«  6rf  ;  cold.,  3»  6rf Griffith  d:  F,  ... 

Things  in  the  Forest,  fcap.  8vo,  2a Nelson  

Truth  is  always  Best,  12mo,  1#  Qd Nelson 


-{Wm.)  History,  Habita,  &c.,  of  Animals,  2  v.  8vo,  30a,  1835;  2  v.  post  8vo,10a  H.Bohn... 

liife  and  Letters,  by  Rev.  J.  Freeman,  8vo,  16j   Longman 

and  Spence  {W,)  Introduction  to  Entomology,  6  ed.,  2  v.  8vo,  31a  6d  Longman 

■  7th  edit.,  1  v.  post  8vo,  5a  Longman 


(W,F.)  Manual  of  European  Butterflies,  lUust.  by  T.  W.  Ward,  12mo,  6a  Williams  dsN, 

Kiidilioff  ((?.)  RemarcheB  on  the  Solar  Spectrum,  transl.  by  Roscoe,  4to,  5a Macmillan    ... 

Kirk  (E.N,)  Disooursea,  Doctrinal  and  Practical,  8vo,  7a  6rf Bosion,U.S.  ... 

Lectures  on  the  Parables,  12mo,  8a  6ci    Jas.Blackwood 

•— Sermons  in  England  and  America,  with  Introd.  by  Dr.  Cox,  12mo,  6a...   Wiley , 

— ■  (fZtaa)  Memoir  of ,  by  her  Husband,  new  edit.,  18mo,  2a  Ward 

(/no.)  Charles  Wesley,  the  Poet  of  Methodism,  a  Lecture,  3rd  ed.,  12mo,  la...  Hamilton  

Cloud  Dispelled;  or.  Predestination  Examined,  18mo,  la  6d   Ward 

Guide  to  the  Throne,  18mo,  la  6rf  Ward 

• — James  Montgomery,  a  Lecture,  12mo,  la Hamilton  

Light  Out  (pf  Darkness :  Lectures,  5th  edit.,  18mo,  la  6d    Ward 

• N^ed  Counsels  for  Many  Seasons,  18mo,  2a Ward 

— Original  Titles  of  Wesleyan  Hymns,  and  Names  of  Authors,  12mo,  la...  Mason   

"- Precious  Seed,  Revival  Addresses,  18mo,  la  6d .• Ward 

— ■ The  Tempted  ;  or.  Trials  of  the  Heart  Considered,  18mo,  la  6d Ward 

Way  of  Life  made  Plain  ;  Lectures,  18mo,  la   Ward 

Words  by  the  Way;  or,  I^uctical  Lessons  in  Every-Day  Life,  18mo,  2a...   Ward. 


KiriEaldy  {Dav.)  Inquiry  into  the  Tensile  Strength  of  Wrought- Iron  and  Steel,  8vo,  18a  Simpkin 

"7 ( W. )  Memoira  and  Adventures  of,  by  J.  Grant,  post  8vo,  1  Oa  6c2 Blackwoods  . . . 

Klrkbride  (Jno. )  Northern  Angler,  1 2mo,  3a  6d,  1 840  ;  new  edit. ,  Is  6d  Marlborough. . . 

Kirkborton,  Hiatory  and  Topography  of  the  Parish  of,  4to,  27a Boebuck 

Kiike  (£<fm.)  Among  the  Pines,  new  edit.,  12mo,  2a  Wai'd  it  Lock.. 

tirke  Webbe,  the  Privateer  Captain,  by  Waters,  12mo,  la  6d Knight  dc  Son 

^(Fr.&)<MMiPaget(/.)Handbookof  Physiology,  4th  edit.,  post  8vo,  12a  6(i    ...   WaU(m  

^^Alam  (/.)  Passages  in  the  Life  of  a  Young  Sailor,  fcap.  8vo,  la  6d  Nisbet    

"^7-  (Sam.)  English  Grammar,  with  Exercises  and  Key,  12mo,  Za  6d New  York 

Kirkhdme  Priory,  by  the  Author  of  the  Ransom,  3  v.  post  8vo,  31a  6d Bentley 

KiikliBd  {Mrs,)  Book  of  Home  Beauty,  roy,  4to,  42a,  1851— red.  to  25a   New  Ywk 

Book  for  the  Home  Circle,  illustrated,  8vo,  18a  New  York 

— Emigrant's  Home  ;  or,  Life  in  the  Far  West,  18mo,  la  Knight  

■■~ — — Evening  Book  :  Fireside  Talk  on  Monds,  &c.,  illustrated,  8vo,  18a.  New  York 

■" Fozeat  Life,  a  Tale,  2  V.  12mo,  12a  Longman  

-— Garden  Walks  with  the  Poets,  12mo,  1s%d New  York 

■ • Holidays  Abroad,  2  v.  post  8vo,  16a J.Chapman  ... 

■  Montacute;  or,  a  New  Home,  2  v.  post  8vo,  16a Churton 

Spenser  and  the  Faery  Queen,  post  8vo,  3a  6rf Wiley 

Western  Clearings,  post  8vo,  3a  6(^,  Wilqff  1846  ;  18mo,  la Bout  ledge 


T, {Sam.)  Life  (American  Biogiaphy),  12mo,  5a Boston,  U.S,... 

Kiikman  {Mrs.J.)  Pianoforte  Instructor  for  the  Million,  4to,  2a  6d  Boosey   

r "{T.P.)  First  Mnemonical  Lessons  in  Geometry,  &c.,  12mo,  la  6<i Weaie    

fcrkpatrick  {E.A.)  University :  its  Historic  Conception,  fcap.  8vo,  5a Williams  dkN, 

r" — • (/no.)  History  of  Religious  Orders,  &c.,  of  Norwich,  8vo,  6a   /.  B,  Smith... 

KatsUad,  Dttcription  of  St.  Leonard's  Church,  Illust.,  folio    LineolnArcLS, 

^M  {Wm,)  Christianity,  Theoretical  and  Practical,  post  8vo,  Is Jackaondk  W... 

Jttkwood  (i4.)  Memoir  of,  by  One  of  his  Family,  12mo,  3a   Heaton  

'^^aa's  Lettertfto  Bishop  Hughes  of  New  York  on  Popery,  fcap.  8vo,  2s  M   Johnstone  dtH, 

~~ — -  Happy  Home,  by  Author  of  Letters  to  Bishop  Hughes,  fcap.,  4a  6d   New  York 

r — ^  Romanism  at  Home,  Letters  to  Hon.  R.  B.  Taney,  12mo,  2a  6d Johnst<me<k  B. 

^?*e  U.)  Mesmerism  ;  or,  Facts  against  Fallacies,  12mo,  la BaiUikre 

^>Coty  House,  Round  About :  an  Essay  in  Popular  Topography,  fcap.  8vo,  3a BeU  diDaldy,,. 
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43^  KITAB ^KLOSE  [EsaLma  Cajalogui 

Kitab-i-Tamini,  Memoirs  of  Early  Conqneron of  Hindastan,  tr.  by  Reynolds,  8to,  12f  Orimt.Tr.Pd.  1858 

Eitab  Tahxib  al  Asma,  Biography  in  Arabic,  by  Dr.  Wustenfeld,  8to,  67«  6d Orient.  Tr.Fd.  1S45 

Kitchiner  (FTm.)  Cook's  Oiacle,  new  edit.,  fcap.  8to,  5a;  12mo,  abridged,  Is HouUtoh  1S60 

Kitford,  a  Village  Tale,  post  8vo,  5« Longman  1859 

Kittliti  {P,U.  V<m)  Views  of  the  Vegetation  of  the  Coasts,  &&,  of  the  Pacific,  4to,42s  Longman  1861 

Kitto  iJno.)  Bible  History  of  the  Holy  Land,  2  ed.  8to,  It  Qd,Knight,  *49— red.  to  6s  RoutUdge 1855 

Court  and  People  of  Persia,  18mo,  IsM Bd.  Trati8oe.i%s<^ 

Cyclopsedia  of  Biblical  Lkerature,  2y.  8vo,  1843-56,  60*;  n-e.,VoLl,20«  Longman  1862 

Abridged,  8vo,  25« Longman  1855 

People's  Edition,  8to,  lOs  fid- Lonj^man  1851 

Daily  Bible  Readings,  1851,  8th  edit,  8  v.  12mo,  each  6«    Hamilton  i860 

1.  Antediluvians  and  Patriarchs.  5.  Job  and  the  Poetical  Books. 

2.  Moses  and  the  Judges.  6.  Isaiah  and  the  Prophets. 
8.  Samael,  Saul,  and  David.  7.  Life  and  Death  of  Christ. 
4.  Solomon  and  the  Kings.  8.  Apostles  and  Early  Church. 

— Gallery  of  Scripture  Engravings,  8  v.  4to,  each  2U    P.  Jackson  1841-4.3 

Geography  and  Natural  History  of  Palestine,  post  8vo,  2s%d  Longman  1858 

History  of  Palestine,  for  Schools,  12mo,  89  6<i  ;  with  Map,  4# Longman  1843 

Illustrated,  post  8vo,  8s,  1851  ;  new  edit.,  5< Longman  i860 

-Pictorial,  2v.  roy.  8vo,  62«  6d C,  Knight 1841 


-  Land  of  Promise  ;  or,  Topography  of  Palestine,  12mo,  6s  ReL  Trace  5oe.i 851 

-  Life  of,  by  John  Eadie,  6th  edit.,  fcap.  8vo,  6s,  1857  ;  new  edit.,  2s  ^d  Hamilton 1861 

-  Loet  Senses  ;  Deafness  and  Blindness,  2  r.  18mo,  3«,  '45  ;   18mo,  2s  6d  Origin i860 

-  Memoirs  of,  from  bis  Journals,  by  J.  E.  Ryland,  2nd  edit,  8vo,  10s  6d  Hamilton  1856 

-  Physical  Geography  of  the  Holy  Land,  2  v.  18mo,  Ss,  '48  ;  18mo,  2s  6<2  Grifin  i860 

-  Pictorial  Life  of  Our  Saviour,  post  4to,  7s  6d O.  Cox  1847 

-  Scripture  Lands  and  Biblical  Atlas,  post  8vo,  5s;  cold.,  7s  6</ H,  Bohn 1850 

-  Sunday  Reading  for  Families,  imp.  8vo,  3s  6ii  Needham 1853 

-  Tabernacle  of  Israel  and  its  Furniture,  4to,  3s  6c2  E,  Stock 1849 

•  Travels  in  Persia,  2  v.  12mo,  illust.,  6s  H,  Bohn 1849 


Kittoe  (W.B.)  Consumption  and  Asthma,  8vo,  5s,  1842  ;  2nd  edit.,  12mo,  3s  Sherwood 1845 

Domestic  Medical  Pocket-Book,12mo,10s  ed,Longman,  '38  ;  8  ed.  10s  Sherwood 1844 

Ladies*  Medical  Friend,  2nd  edit,  18mo,  5s  M  Sherwood 1845 

Kitton  (^CTi.)  Teacher's  Collect  Book,  ISmo,  2s  Qd  Guiilottme 1853 

Kitty  Brown;  or.  Beginning  to  Think,  18mo,  Is  Hamilton  1855 

Kitty's  Victory,  and  other  Stories,  fcap.  8vo,  is  6d , New  York 1861 

Kiwisch,  Chapters  on  the  Diseases  of  the  Ovaries,  transL  by  Jno.  Clay,  ^vo,  16s ChnrchUl i860 

Elapka  (Oen,)  War  in  the  East,  from  1853  till  July,  1855,  post  8vo,  6s  Chapman  df  HaI^s 

of  Independence  in  Hungary,  2  v.  post  8vo,  21s,  '50— red,  10s  6ci  Gilpin  1853 

Klaproth  (M.J.)  Translation  into  French  of  San  Kokf  Tsou  Ran  To  Sets,  8vo,  15s  ...  Orient  Tr.  Fd.  n.d. 

KUttowski  (Tr.ir.)Artof  Making  Hexameter  Latin  Verses,  ]2mo,  2s  Bolandi 1856 

Deutsche  Amaranten,  12mo,  8s Itolandi 1848 

• French  Practice,  or  Exercises,  12mo,  6s;  Key  to,  4s  Simpkin  1840 

-' German  Dialogues  and  Letters,  12mo,  5s Simpkin 1847 

Dramatic  Reader,  No.  1,  12mo,  8s;  No.  2,2s  Simpkin 1841 

. Exercises  for  Beginners,  new  edit,  12mo,  2s6<f   Simpkin 1851 

Grammar  for  Bc^nners,  12mo,  8s Simpkin 1845 

_ Miniature,  new  edit,  8vo,  5s Simpkin 1851 

Leiden  und  Freuden,  12mo,  5s  Simpkm 1855 

Manual  for  Self-Tuition,  2  v.  12mo,  each  8s Simpkin  1847 

the  Young,  12mo,  8s  Simpkin 1845 


—  Popular  Songs,  12mo,  5s Simpkin 1836 

—  Practice,  or  Exercises,  12mo,  8s;  Key  to,  6s Simpkin 1840 

—  Progressive  Exercises,  12mo,  5s,  1836;  Key  to,  3s  Simpk^ 1840 

—  Pronunciation,  Guide  to,  2nd  edit,  12mo,  4s Simpkin 1840 

—  Prose  Reader  (Undine),  8vo,  5s  Simpkin 1840 

—  Romances,  Ballads,  &c.,  12mo,  8s  Simpkhi 1839 

-  Select  Lyrical  Poems,  12mo,  8s  Simpkin 1839 


>  Guide  to  Conversation,  12mo,  5s  Simpkin 1844 

'  Italian  Practice,  or  Exercises,  12mo,  6s  ;  Key  to,  4s Simpkin 1840 

-Selections  from  Authors,  12mo,  8s Simpkin 1841 

-  Story  of  Fetka,  the  Russian  Serf,  12mo,  5s Simpkin 1845 


Klee  {Hen,H.)  Treatise  on  the  Church,  transl.  by  E.  Cox,  fcap.  3s  6d,  1847  ;  n.e.,  2s  M  T,  Jonei  1853 

Kling  and  Horwits  Chess  Euclid,  plates,  8vo,  8s Skeet  1849 

• Player,  12mo,  4s  6^ Hastings  185* 

Studies,  by  Mott,  post  8vo,  8s  Skeet  1851 

Klippart  {JM.)  The  Wheat  Plant ;  its  Origin,  Culture,  &c.,  8vo,  9s CincinnaH 1859 

Klipstein  (L.F.)  Alfric's  Homily  ;  or,  the  Birthday  of  St  Gregory,  12mo,  3s  6d    ...  New  York 1849 

Analecta  Anglo-Saxonica,  2  v.  ]2mo,  17s  /.  Chapman  ...1849 

' Anglo-Saxon  Grammar,  12mo,  7s  6<i  /.  Chapman   .,1848 

Study  of  Modem  Languages,  4to,  6s  6<f  New  York 1848 

Klits  (PK)  Sketches  of  Life  in  the  New  Forest,  Tales,  post  8vo,  6s  Orr 1850 

Klopstock  (/!'.)  Messiah,  a  Poem,  24mo,  5s  Bivmgton  1839 

Odes,  1747  to  1780,  transl.  by  W.  Nind,  12mo,  6s  Pickering  1848 

Elote  (a  Z^.)  Memoirs  of  Charles  Stuart,  2  r.  8vo,  24s  Colbum 1845 


1&35-1862]  KMETY KNIGHT  488 

Emetj  {OtM.)  NamtiTe  of  the  Defence  of  Kan,  1855,  3rd  edit.,  8to,  U  6d  lUdgway    1856 

Kiuggg  (Sam.)  Unsoaadness  of  Mind  and  Besponsibili ty  of  Crimi nala,  Sto,  i$ Ckurehill  1 8  54 

Knapen  (Z>.jr.)  Mechanic's  Assistant ;  or,  Mensuration,  &c.,  12mo,  6«  New  York 1849 

Kn&pp  {A  J.)  English  Boots  and  B&mifications  of  Meanings  of  Divers  Words,  12mo,  U  Murray 1857 

(iV.  i?.)  Chemical  Technology,  3  v.  Svo,  79a   ^ai//»^e  ...1848-56 

?.  1.  Fad  and  its  Applications,  in  2  pts.,  36«— Y.  2.  Glass,  FotterieSy  Floor, 
Sagar,  &c.,  21s->y.  3,  Glass,  Potteries,  &e.,  eonclndGd,  22« 

{F,H.)  Chart  of  British  Flowering  Plants  and  Ferns,  8vo,  (J« WhUiaker  1847 

God's  Word  and  God's  Work,  fcap.  8yo,  5»  Simpkin,.,  1861 

((r.C.)  Lectores  on  Christian  Theology,  8to,  12* Ward 1841 

{/no.)  Preciooa  Stones  from  a  Strange  Quarry,  roy.  d2mo,  1<  M J.  F,  Shaw 186a 

— (J.Q.F.)  Narratiye  of  Beligiooa  Serrieea  at  Portsea,  post  8to,  1«  6(2 Partridge  1858 

{J.  L.)  Gramina  Britanniea,  2nd  edit.,  4to,  76«    Lonyman  1841 

Journal  of  a  Naturalist,  new  edit.,  post  Sro,  9«  6d Murray 1838 

(/.IF.)  and  OmhXer  {B.)  Controverted  Election  Cases,  8vo,  28«  Stevent   1837 

—  [M.L.)  Researches  on  Primary  Pathology  and  Origin  of  Epidemics,  2  ▼.  8to,  24s  Philadelphia...  i%S9 

—  {S.P.)  Select  Sermons,  with  Life,  by  Rev.  W.Johnson,  8to,  lis PhUadelphia...i%$s 

as(f  Bightmyers,  Practical  and  Ornamental  Penmanship,  oblong  4to,  25s New  York 1855 

KneU  (Ben.)  Chips  from  the  Block  :  an  Essay  on  Social  Science,  fcap.  8vo,  Is  6c{...  Caudwell  i860 

—  {Jno,Geo.)  Rose  Propagator  and  Amateur's  Guide,  8to,  Is W,  West 1835 

Kiiibb(fr.)  Memoirs  of,  by  J.  H.  Hinton,  8to,  12s,  '47;  12mo,  6s, -49  ;  n.  e.,  3s  ed  HouUon  1851 

1-G.  E.  Sargent,  18mo,  Is Oreen     1849 

Knickerbocker's  History  of  New  York.    See  Washington  Irnng. 

Knie  (/.(?.)  Management  and  Education  of  Blind  Children,  fcap.  8to,  Is  6<< Simplnn     1861 

Knife  and  Fork  for  Enlightened  Epicures,  12mo,  2s  6c2   Hursl 1849 

KBigbt(i.)  Lyriques  Franfais  pour  la  Jeunesse,  18mo,  1852;  new  edit.,  Is    Simpkin 1855 

-{CapLBJ.)The  General's  Daughter,  a  NotoI,  8  t.  poet  8to,  31s  6(2    HwratSs  B,    ...1856 

•~~^ChaM.)  Cabinet  Library.  Classics.  Guides  to  Service.  Guides  to  Trade.  Indus- 
trial library.  Library  for  the  Times.  Miscellanies.  Monthly  and  Weekly 
Volumes.     Shakspere.     See  Appendix. 

— CydopsBdia  of  London,  8vo,  8s Knight  1851 

Practical  and  Entertaining  Knowledge,  12mo,  Ts    Boutledge  185a 

the  Industry  of  all  Nations,  8to,  8t     Knight  1851 

English  Gydopeedia,  imp.  8vo.     See  Page  236. 

Excuraion  Train  Companion,  8vo,  5s Knight  1851 

Farmer's  Library,  2  t.  roy.  8vo,  each  17s  6(2  Knight  1847-9 

Geography  of  the  British  Empira,  2  t.  imp.  8to,  42s Bradbury 1853 

Half  Houn  with  the  Best  Authors.     See  Page  325. 

•  Journey  Book  of  Eng.,  Berkshire,  Is  6<2  ;  Hampshire,  Is  M;  Kent,  2s  M  H.  Bohn    ...1841 -a 

Knowledge  is  Power,  cr.  8to,  7s  6(i,  Murray^  1855 — red.  to  5s   Griffin    1861 

— London,  6  v.  imp.  8vo,  63s,  Knight,  184X— red.  to  38s //.  Bohn  1844 

Topography,  12mo,  9i  6d Knight  ..........1851 


-  National  Cycloptedia  of  Useful  Knowledge,  13  t.  8to,  65s Boutledg$ 1856 

-  Old  England  ;  a  Classical  Museum  of  Antiquities,  2  r.  folio,  each  22s...  Knight  1845-6 

Printer  and  the  Modem  Press,  fp.  8to,  5s»  Murray,  54~red.  to  3s  6(2  Oriffin   i86e 


Onoe  upon  a  Time,  2  v.  12mo,  10s,  Murray,  '53;  p.  8vo,  7s6(f,  *58— r.5s  Griffin    i86x 

Popular  History  of  England,  V.  1  to  6,  8to,  ea.  9s;  Y.  7, 10s  6(2;  y.8,12s  Bradbury  .1856-61 

■*- Store  pf  Knowledge,  imp.  8vo,  6s  6(i   Knight  1841 

— — Studies  and  Illustrations  of  Shakspere,  2  ▼.  8to,  15s G.  Cox  1850 

Tourist's  Companion  through  the  Land  we  Lire  in,  8vo,  2s  6(2  Nattali 1853 

TraYeller*s  Joy,  12mo,  8s  Knight  1851 

-  (Conie2ta)  Autobiography,  with  Extracts  from  her  Journal,  4th  ed.,  2  t.  8to,  26s     Allen  df  Co.  ...1861 

• (£.(7.)  Sir  Guy  de  Lusignan,  a  Tale,  2  t.  post  8vo,  21s Saunders  d:  0.  1844 

— (F. TF.)  Parochial  System,  v.  Centralisation,  post  8vo,  2s  6c2  Shaw  dk  Son  ...1854 

— ((?.  If. )  Orihoepic  New  Testament,  12mo,  3s  6(2    WhiUaker 1841 

— (ff.CA)  Jane  Morris,  and  other  Narratires,  16mo,  Is   Theobald  1853 

— — Valley  of  Decision,  a  True  Narrative,  18mo,  Is  6(2,  '51 ;  n.  e.,  red.  to  Is  Groombridge...i^s6 

— (£r.  (7.)  Architeetural  Tour  in  Normandy,  &c,  p.  8vo,  9s  6(2,  Murray,  *36^reJ.  5s  II.  Bohn    1841 

Eoclesiastieal  Architecture  of  Italy,  2  v.  folio,  10210s  B.  Bohn   ...1843.4 

— ■ Hannibal  in  Bithynia,  a  Play,  12mo,  5s  6(2 Murray 1839 

Normans  in  Sicily :  Sequel  to  his  Tour,  post  8to,  8s  6<2,  If «rray— red.  6s  II.  Bohn  1838 

— Saracenic  and  Norman  Remains,  fol,  52  5s,  Murray^red.  to  73s  6(2 H,  Bohn    1840 

- — (ff.ir.)  Aoconnt  of  Newton  Nottage,  8vo,  3s Tenby 1853 

{Jos.)  On  Truth  and  Importance  of  Christian  Religion,  12mo,  2s  6(2   Longman  1856 

— '(J.C)  Arguments  in  Farour  of  the  Book  of  Reyelation,  8vo,  2s. Rivington  184a 

Esaay  on  the  Duty  of  Fasting,  8vo,  Is Nisbet    1849 

— -(/.JT.)  Sacred  Music,  oblong,  2s  6(2 Piper     1855 

• — (y.P.)  Erris  in  the  Irish  Highlands,  &c.,  12mo,  5s Lwagman  1837 

' — (i2o6(.)  Commentary  on  the  Epistle  to  the  Romans,  8vo,  15s   Bagster 1854 

Doctrine  of  Scriptural  Predestination,  8vo,  5s Bagster 1854 

' —  Inam  Commission  Unmasked,  8to,  2s  6(2 Wilson  1859 

— —(iZ.P.)  Inquiry  into  Ancient  Art  and  Mythology,  8vo,  6s  Black 1838 

{T.)  1111(2  Spaulding  {L.)  English  and  Tamil  Dictionary,  8vo,  18s  Madras 1847 

(T.A,)  Selection  from  the  Horticultural  Papers,  and  Memoir,  8yo,  15s Longman  1841 

—  (Ifsi.)  Diary  in  the  Dardanelles,  fcap.  8?o,  5s,  Hurst,  1849— red,  ^  2« Sunt d:  Son  ...185a 
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Knight  (TTin.)  English  and  Turkuh  Yocabalary,  12mo,  Is   Bradlmry 1854 

Family  Pnyers  for  Two  Weeks,  2nd  edit,  18mo,  U6d  ffamUUm 1861 

—^—^—^  Lectures  on  Prophecies  concerning  Antichrist,  post  8to,  7<  SeeUy 1855 

Oriental  Outlines,  fcap.  8vo,  7<  ^  Lmg  1839 

Scenes  and  Incidents  of  Missionary  Laboor,  roy.  8vo»  5s  Seelejf i860 

-  Sermons  at  Mytton,  Yorkshire,  8to,  10$  6d Sedtif,.,^ 1837 

Words  for  the  Windbonnd,  Pts.  1  and  2,  12mo,  2#  6d   Xow   1843 


Knight  awi  Perry's  SynopsiB  of  the  Coniferous  PUnts  Grown  in  Gt.  Britain,  p.  8vo,  5<  Longman  1850 

Knight  of  tKerGblden  Melice,  an  Historical  Romance,  12mo,  7$  6d   New  York 1857 

Knight's  (A)  Conjuring  Done  in  Earnest,  1607,  edited  by  E.  F.  Eimbault,  post  8to  ...  Percy  Society  .n.  d. 

Knightage  of  Qreat  Britain  and  Ireland,  18mo,  7t  6<i Churion 1840 

Knighthood,  Booke  of  the  Order  of,  translated  by  Sir  G.  Hay,  4to AbboUford  CL  1847 

Knightley  (T.E.)  Stable  Architecture,  folio,  42«   « BaiUy  Bros. ,.  i8b2 

Knighton  {Wm.)  Edgar  Bardon,  a  NotcI,  3  t.  port  8yo,  31#  6d     Hurd^B 1856 

European  Turkey  as  it  Is,  1854,  port  8vo,  1«  6d Ca$teU  1854 

Forert  Life  in  Ceylon :  Travels,  2  v.  post  8yo,  21# //itrst  dtJB...  1853-4 

■  History  and  Condition  of  Ceylon,  port  8vo,  9« Longman  1845 

Private  Life  of  an  Esatem  King,  p.  8vo,  5s,  1855  ;  n.e.,  12mo,  2s     BouUedgt  1857 

Training  in  Streets  and  Schools,  12mo,  Is Longman  1854 

. Tropical  Sketches  ;  or,  Beminisoences,  2  y.  port  8vo,  21s Burst  J:  B 1854 

(Sir  Wm.)  Memoira  of,  by  Lady  Knighton,  4to,  C3<  ;  2  v.  8vo,  28« BaUUy 1838 

Knights  Hospitallers  in  England  :  their  Possessions  in  1338,  ed.  by  Larking,  4(o    ...  Camden  Soc  ...1856 

of  St.  John,  their  ExploiU  with  the  Infidels,  12mo,  8<  6d Bums    1858 

the  Hermitage:  Dialogue  on  Rule  of  Fiuth,  12mo,  Ss  6c2 Bagger 1835 

Knill  {Rick.^SLPeUrth,)  Life,  by  James  &  Birrell,  6  e.,  fcp.  8vo,  4s  6(^*59;  ch.e.,  2i64J  Nithet 1861 

Memoirs  of  Female  Missionary  lAbourera,  32mo,  Is  6d Simpkin 1839 

Knitting- Work,  a  Web  of  Many  Textures,  wrought  by  Ruth  Partington,  12mo,  7s  6c2  Bodon^U.S.  ...1859 
Knocker  {Edw.)  Grand  Court  of  Shepway,  holden  at  Dover,  1861,  fcap.  4to,  lOs  6d  .  J.  IL  Smith  ...1862 

Knole,  Illustrations  to,  by  W.  Knight,  2  Pts.,  ea.  2s  6d Simpkm 1839 

Knot  of  To-Day,  and  a  Hand  to  Undo  it,  fcap.,  1*  6d Seefey 1853 

Knott  (Alf.)  Three  Spirits,  and  other  Poems,  12mo,  Is  6d (rroomdnV^...  1856 

{J.W,)  Gift  of  God  and  Preparations  of  the  Heart,  fcap..  Is MozUy  1857 

Supper  of  the  Lord,  with  a  Treatise  on  Transubstantiation,  12mo,  3s  ...  MozUy  1858 

(3f./.)  Two  Months  at  Kilkee,  County  of  Clare,  12mo,  Cs OroomMdgc  ...iii6 

(P.N.)  Tale  of  thePhigue,  and  other  Poems,  18mo,  3« Orr 1847 

• (R.R.)  New  Aid  to  Memory,  EngUnd,  Rome,  and  Script.  Hirt.,  12mo,  each 7s...  BaUman  ...1841-s 

Knout  (The)  and  the  Russians,  8vo,  Zs  6d VizOelly 1853 

Knowles  (E.H.)  Notes  on  Epirtle  to  the  Hebrews,  with  Analysis,  &c.,  cr.  8vo,  6s  M  RivingUm  1861 

(/o«.)  New  Expositdr,  12mo,  2s   Cowie 1850 

■  Pronouncing  Dictionary,  roy.  8vo,  24s  6d  ;  4to,  49s    htPorqu/et    ...183S 

roy.  8vo,  10s  6d,  Moxon—nd.  io7s6d  ...  B.Bohn 1861 

(J.S.)  Dramatic  Works,3v.p.8vo,31s6rf, '47;  2  v.c.8vo,12«;lv.p.8vo, 7s ed  Routledge  1858 

— — — ^—  Daughter,  a  PUy,  8vo,  4s  Moxon  1837 

Fortescne,  a  Novel,  3  v.  p.  8vo,  31s  Crf,  1847— red.  to  10s  6d  NaUali 1849 

George  Lovell,  a  Novel,  3  v.  port  8vo,  31s  6d,  1847— red.  to  10s  6d  NaitaU 1849 

^  Hunchback,  a  Play,  new  edit.,  cr.  8vo,  Is  6<i  Moxon  1847 

Idol  Demolished  by  its  own  Priest,  12mo,  8s,  Longman,' $i ;  2  e.,3s  6(i  J<u.  Bladnooodiis^ 

^— ^— ^—  John  of  Procida,  a  Tragedy,  8vo,  4s .'..'. Moxon 1840 

Love,  a  Play,  8vo,  4s Moxon  ...* 1839 

■ Maid  of  Mariendorpt,  a  Play,  8vo,  4s  Mioeon  1838 

Old  Maids,  a  Comedy,  8vo,  4s  Momn  1841 

On  the  Gospel  of  St.  Matthew,  12mo,  2*  64    Jaa.BlaiAwoodi%^S 

■  Rock  of  Rome;  or,  the  Arch  Heresy,  poet  8vo,  7s  6rf,  '49;  2nd  ed.,  5s  Newbg  18^1 

Rose  of  Arragon,  a  Play,  8vo,  4s  Moxon  1840 

• Secretary,  a  Play,  12mo,  2s   Moxon  1843 


• Woman's  Wit;  or.  Love's  Disguises,  a  Play,  8vo,  4s  Moxon  1838 

(Jno.)  Treatise  on  Naval  Architecture,  4to,  pi.,  fol.,  61  6s;  App.  to  n.  e.,  12s   WeaU   1842 

(R.B.)  The  Maiden  Aunt,  a  Comedy,  fcap.  8vo,  Is Moxon  1845 

(I%o.)  Course  of  Sermons,  12mo,  4s  6d   /odboA  «fc  W.  .1843 

Knowlson  (J.C.)  Yorkshire  Cattle  Doctor  and  Farrier,  8vo,  1845  l  ^^  ^^^t  7s Longman  1859 

Knox  (Alex.)  Actual  State  of  our  Knowledge  of  Cholera,  12mo,  5s  Qd SimjJein 1849 

. ^  Companion  for  the  Sick  Bed,  12mo,  4s  Longman  1850 

• >- Doctrine  of  the  Sacraments,  12mo,  5s Lof^^man  1838 

«— — ^—  Irish  Watering  Phices,  their  Climate,  &c.,  port  8vo,  10s  6cf Longmuin  1845 

^— Remains,  edited  by  Bp.  Jebb,  4  v.  8vo,  48s  Longman 1837 

-  (il.^.)  Giotto  and  Francesco,  and  other  Poems,  8vo,  10s  6<i    BtUt  1842 

(A. i&.)  Game  Birds  and  Wild  Fowls,  post  8vo,  9s VanVoortt    ...1850 

•  Ornithological  Rambles  in  Sussex,  port  8vo,  1849  ;  3rd  edit.,  7s  6d  ...   Van  Voorst    ...18$ 5 


(Cha.)  Confessions  of  Countiy  Quarters,  a  Novel,  3  v.  post  8vo,  Sis  6d Saunders^  O..1852 

Day  Dreams,  Poems,  illurt.,  8vo,  16s,  Otttr»er,*43;  2  c.,  port  8vo,  2s6c2  Ronlledge  1853 

-— Defensive  Position  of  England,  8vo,  2s  6c? Saunders  A  0..iis^ 

Hardness ;  or,  the  Uncle,  a  Novel,  3  v.  port  8vo,  31s  6rf Saunders  di  O..1841 

Harry  Mowbray,  a  Tale,  8vo,  13s   (Hlivier  184J 

Old  River;  or,  Chronicle  of  the  Rhine,  12mo,  5s • Oliivier  184a 

RemarkB  on  the  Ark  and  the  Deluge,  12mo,  2s  6d    OUmer 185a 
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Csax  (Cka.)  Bittmeister's  Badget,  a  Strange  Medley,  3  ▼.  poet  8to,  ZlsM Satmden  A  0»,i%\% 

Softness,  a  Novel,  3  v.  post  8vo,  3U  6^ Saunders  dt  0..i84a 

Spirit  of  the  Polka,  ite  Origin  and  Miissioii,  16mo,  2s  6d Olllvier  1845 

The  Six  Days,  12mo,  2s  6d Haichard 185a 

Traditions  of  Western  Germany,  3  y.  postSvo,  Zls  M Saunders  ds  0..i84a 

—  (/«.)  Book-Keeping,  post  8to,  2* NtUon   1859 

—  (Jno.)  Works,  edited  by  David  Laing,  2  v.  4to Bannatyne  CL\^% 

V.  1  to  4,  8vo,  each  8<  6rf   Wodrtyw  Soc,  '46-55 

life  of,  by  M'Crie,  8vo,  12»,  Cadell,  1839  ;  post  8vo,  7s  6d,  1840 ;  61  Blachaoods   ...1855 

edited  by  Crichton,  12mo,  5s     Hovklston    1843 


Simes,  18mo,  2s  tod    HamiUcn  1844 

— ^—  Idtnigy  of  the  Chorch  of  Scothind,  by  Camming,  18mo,  fis Leslie 1840 

—  {J.H.)  Norman  Hamilton  ;  or,  the  Shadow  of  Destiny,  fcap.  8vo,  24-. Lea i86c 

—  {J.P.)  Historical  Account  of  St.  Thomas,  West  Indies,  fcap.,  6s    New  York 1853 

(/.&)  ftatoral  Annals,  12mo,  6s   Seeley 1841 

Sermons  on  the  Character  of  the  Savioar,  8vo,  9« Simpkin 1835 

Thoaghtful  Year,  12mo,  2s  6cf Longman  1844 

(22.)  Anatomical  Plates,  5  parts,  4to  ,. HighUy 1836 

Arteries,  30«  6d— Bones,   18s  6<i— Ligamenta,  lis,  6<2 

Mosclea,  24s  6<i— Nerves,  31s  6<i. 

Anatomist's  Instructor,  12mo,  4a  6<< Bighley 1836 

Ecclesiastical  Index,  8vo,  6s Longman  1845 

Fish  and  Fishing  in  the  Lonely  Glens  of  Scotland,  12mo,  Is   Jtoutledge  1854 

•  Great  Artists  and  Great  Anatomists,  post  8vo,  6s  6(i   .^ Van  Voorst  ...185a 


—  Mannalof  Artistic  Anatomy,  post  8vo,  7s  6€2    Renthaw 185a 

Human  Anatomy,  12mo,  12s  6(/  Renshav) 185a 


Baoes  of  Men,  a  Fragment,  post  8vo,  '50;  2nd  edit.,  enlai^,  lOs  6(2   Renskaw 1862 

Structure  and  Physiology  of  Man  ExpUiined,  post  8vo,  10s  6c2    BaMlibre 1857 

' (Tko.)  Reflections  on  the  Life  and  Character  of  Daniel,  12mo,  4s  6c{  Hamilton  1849 

(F.)  Christian  Philosophy,  12mo,  4s,  7trtu«,  1838  ;  fcap.,  2s  6d ViHvLS    1854 

•  (IV.)  Lonely  Hearth,  and  other  Poems,  fcap.  8vo,  5s Johnsione  1847 

Kobboltoco,  a  Sequel  to  the  Last  of  the  Huggermuggers,  by  Cranch,  illustB.,  4to,  fis     Boston,  U.S.  ...1857 

£obeIl  (F.vent)  Sketches  from  the  Mineral  Kingdom,  post  8vo,  6s  H.Bohn 185a 

Kodi(C%a.)  Tour  in  Crimea  and  Odessa,  by  Homer,  p.  8vo,  10s  6d;  ch.  e.,  12mo,  Is  Boutledge 1855 

— {C.W.)  History  of  Europe,  3rd  edit,  med.  8vo,  6s WkUtaker 1845 

£oehheim  (i. von)  Handbook  of  Foreign  Cookery,  12mo,  6«  Murray 1845 

Koek  (P. cfc)  Andrew  the  Savoyard,  12mo,  2s  Simms  ik  M.  ...iS^g 

Barber  of  Paris,  a  Novel,  3  v.  poet  8vo,  24s,  WhiUaker,  '39  ;  12mo,  Is  Lea 1857 

' — —  Brother  James,  transLited  by  Forster,  12mo,  Is Forster  1839 

K«w4er(Z.)  Essay  on  Artificial  Teeth,  8vo,  10s  6d Bighley 1835 

- — Diseases  of  the  Jaws,  new  edit.,  with  Appendix,  8vo,  5s CKurchiU  1847 

KoellDer  {Wm.)  Return  to  Faith,  with  life,  12mo,  6s  6d  Jacksomk  W.    1836 

Kwppea  (i.^.)  World  in  the  Middle  Ages,  sm.  fol.,  25s    New  York 1854 

Kohl  (J. ^.)  History  of  Austria,  8vo,  lis.  Chapman  JbH.,  1843 — red.  to  8s  6;^ H.Bohn    1849 

Discovery  of  America,  transl.  by  Noel,  2  v.  post  8vo,  16s  ...  Chajmian  A  H ,i%h% 

" England, Ireland,«nd  Scotland,8 vo, lis.  Chapman dsH.^-r. ZsM  H.  Bohn 1 844 

-— Kitchi-Gami :  Wanderings  round  Lake  Superior,  8vo,  13s .^. Chapman  <£  ^.  1 8  59 

Ftooramaof  St.  Petersburgh,  12mo,  Is  Qd SimmsdsM.  ...iZsz 

— Russia  and  the  Russians,  2  v.  p.  8vo,  21s,  '4a ;  n.  e.  ,8vo,  1 2S/48  —red.  to  5s  ^.  Bohn    1850 

" Travels  in  Canada,  through  N.  York  and  Pennsylvania,  tr.,  2  v. p.  8vo,  21s  Mantoaring  ...  i860 

■ England  and  Wales,  12mo,  2s  6<2 Shenoood  1845 

" Ireland,  post  8vo,  4s KnighlAB.  ...1844 

KoUbnigge  {H.P.)  Exposition  of  Epistle  to  the  Romans,  Ch.  7,  post  8vo,  2s  %d PaHridge  1854 

— __.  Sermons,  Miscellaneous,  12mo,  2s  Qd  Partridge 1855 

on  First  Epistle  of  Peter,  Srd  ed.,  12mo,  3<  6rf    Partridge  1856 

Kohhwsch  (P,)  History  of  Germany,  8vo,  14s,  1845— red.  to  8s  6(i B.  Bohn   1848 

Kolff  (/>.)  Voyages  of  the  Doui^  along  the  Southern  Coast  of  Guinea,  8vo,  10s  6c{...  Madden 1839 

KoUtf  {ViMc.)  Treatise  on  Insects  injurious  to  Gardeners,  &c.,  by  Loudon,  12mo,  7s     IF.  SmUh  1840 

Kolliker  (i.)  Manual  of  Human  Histology,  2  v.  8vo  SydmhamSoc.  1854 

Microscopic  Anatomy,  8vo,  24s   Parker dsSon   x86o 

KoiBbit  {Ih.O,)  German  Grammar,  12mo,  3s  6</,  1840  ;  2nd  edit.,  12mo,  5s WiUiamsAN,  1844 

KoQigbeiger  (/.if.)  Thirty-five  Years  in  the  Eafit ;  the  Punjaub,  ^,  2  v.  8vo,  30s .  Bailliere    n,d, 

I^<Mtfad  Valkwrod,  transL  from  the  Polish  of  Michiewicz,  by  Cattley,  8vo,  7s    Smith  4i  Elder  1841 

Konh ;  or,  Christian  Comfort  in  Affliction,  18mo,  Is  Qd Nisbet    1847 

Sor&a,  transl.,  with  Notee,  by  Sale,  8vo,  12s,  '44  ;  new  ed.,  with  Memoir,  8vo,  7s  6d  Tegg  i860 

J.  M.  Rodwell,cr.  8vo,  10s  6d    WilliamsikN.  z86i 

Korner  {C.T.)  Life,  written  by  his  Father,  2  v.  12mo,  15s— red.  to  5s     H,  Bohn   1845 

Lyre  and  Sword,  8vo,  6s,  Whittaker;  32mo,  8s     Hamilton  1839 

' — • Select  Dramatic  and  Lyrical  Works,  with  life,  8vo,  8s WilliamstkN  1850 

K<>Ttri|ht  {Fanny)  Dreams  of  my  Youth,  and  other  Poems,  post  8vo,  7s  6cr Pickering 1848 

K^ntii  {Louis)  and  the  Last  Revolutions  in  Hungary  and  Transylvania,p.  8vo,  1  Os  6<£  Rodwdl 1 8 50 

■ Authentic  Life  of,  8vo,  Is   Bradbury 1851 

— his  Career,  Character,  and  Companions,  12mo,  Is   Bogue 1851 

•■  in  New  England,  a  Full  Account  of,  8vo,  9s Boston,U.S.  ...1853 

life  of,  his  Principal  Speeches,  &c,  liy  P.  C.  Headley,  p.  8?o,7s  6d  Avbum,  U.S,.  185a 
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Ko«nit!i  (Louts)  Speeclies  in  America,  edited  by  Newman,  port  8vo»  5i    Trimmer 1853 

Eostka  {Si.  S.)  Life  of,  tranBlated  from  the  Itolian,  12mo,  2i  6d  Simmg  dk  M*I,  184$ 

Kottenkamp  (Dr.)  History  of  Chivalry  and  Ancient  Armour,  by  Ii5wy,  4to,  81s  6d   ...    Willi*    1S57 

Kotzebae  (Aug.)  Confasion  ;'  or,  the  Wag,  a  Play,  12mo,  8s  6(i Whittahar 1842 

'  Das  Epigramm,  a  Comedy,  English  Notes  by  Albrecht,  12mo,  2s  td  JXiUau  1849 

Die  Dentchen  Kleinst&dter,  with  Eng.  Notes  by  M.  Meissner,  8yo,  2>  Thimm  1857 

Pagenstreiche  ;  or,  a  Page's  Frolic,  by  Lebahn,  12mo,  3«  M Loekwood  1855 

Eng.  Notes,  by  Meissner,  8vo,  2s  Thimm 1857 

Koubrakiewics  (M.)  Rerelations  of  Austria,  2  t.  poet  8to,  21s  Ntwby    1846 

Kraitsir  (Dr.Cha.)  Glossology  :  a  Treatise  on  the  Naiore  of  Langoa^s,  12mo»  6s Ntw  Ywk 1851 

'  Significance  of  the  Alphabet,  12mo,  3s SaUm^  U.S.  ...1846 

Kramer  {Dr.  W.)  Treatment  of  Diseases  of  the  Ear,  by  Bennett,  8to,  10s  6d Xon^flta»  i8s7 

Krapf  {Dr.J.L.)  Travels  in  Bast  Africa,  edit,  by  K  G.  Bavensden,  8vo,  21s Tryimer i860 

Krasinski  (CuHen,)  Anecdotes  of  Emperor  of  Bassia,  King  of  Pmasia,  Ice.,  cr.  8to,  2s  Piper 1858 

Cossacks  of  the  Ukraine,  p.  8vo,  10s  6d,Portn*d!^,'48— red.to  5s  OriffiM 1854 

Goata,  an  Historical  Drama,  post  8to,  3s  6<I  Partridge 1848 

History  of  Poland,  Pts.  1  to  6,  8vo,  each  Is   dKopmnuidsH.  1855 

Italy,  Venetia,  and  Hungary,  &c.,  8vo,  2s  6d Mitchell 1861 

■  Montenegro  and  the  Slavonians  of  Turkey,  12mo,  Is  6d    Chapman  <fc  -ff.1853 

....^..._..-.  On  the  Polish  Question  and  Panslavism,  post  8vo,  2s Chapman  d:  H.iis^ 

Poles  in  the  Seventeenth  Century,  a  Novel,  3  v.  post  8vo,  31s  6d     Newbg  184J 

___^  Queen  Hortensia*s  Shoe,  and  Sultan  and  Gardener,  &e.,  8vo,  Is  6d  F.  PUman 1857 

-^— Bussia  and  Europe  ;  or,  Consequences  of  the  War,  8vo,  Is   Chapman  itH.i%s^ 

(Ct.  V.)  Ptoslavism  and  Germanism,  post  8vo,  10s  M     Neiby  1848 

■  Beligious  History  of  Slavonic  Nations,  12mo, 5s  6d;  8vo,2e.,10s6d  Johnttone 1851 

Sketch  of  the  Beformation  of  Poland,  2  v.  8vo,  2ls  Nitbet 1838-40 


Krause  (TT.iT.)  Lectures  on  Scripture  Characters,  8  v.  post  8vo,  15s ...  £^amiUon  ...i8$4-S 

Memoir  and  Correspondence,  by  Stanford,  post  8vo,  5s  6rf  Hatchard 1854 

Sermons  at  Bethesda Chapel,  Dublin,  8  v.p.8vo,15s,'53-5;  2  s.,2v.l0s  JJamttoMi...  1856-62 

KrebB(/.P.)  Guide  to  Writing  Latin,  poet  8vo,  8s  Andover^  U.S.  184} 

Krepp  <f.C)  System  of  Statistical  Bookkeeping,  4to,  21s  LangwMn 1857 

Kreussler  {E.)  Homoeopathic  Treatment  of  Acute  and  Chronic  Diseases,  12mo,  5s  ...  New  York 1854 

Krueger  {Dr.)  Elements  of  Natural  Philosophy,  by  Holsamer,  12mo,  2s Law    i8S7 

Krummacher  (F.A.)  Alfred  and  the  Little  Dore,  &c.,  transl.  by  a  Lady,  32mo,  Is  ...  HamilUm 1861 

Lives  of  Cornelius  the  Centurion  and  St.  John,  12mo,  4s HamilUm 1839 

Parables,  Illustrated,  sm.  4fco,  6s Cooke 1855 

trans,  by  Miss  P.  Johnson,  12mo,  8s  6d Niebet 1849 

— ^(lUustrated  Library),  fcap.,  5s H.Bohn 1858 

-  cheap  edit,  f cap.  8vo,  Is Parker  d:  Son  1844 


•{F,W.)  Chri8tintheWildeme8S,12mo,2s,*39;  18mo,4s^amtMon;  12mo,5s  SeeUff 1S55 

Church's  Voice  of  Instruction,  12mo,  3s6fl? Seeley 1839 

Elijah  the  Tishbite,  roy.  8vo,  2s6<2,  Aylott;  12mo,  3s Rel. Tract Soe...i%Si 

by  Cairns,  12mo,  8s  6(i,  1850— red.  to  2s  6<i  NeUon  1854 


Elisha,  with  Preface,  by  Bickersteth,12mo,3s  6J,  '50— r.to  2s  6(2  NeUon   1854 

transl.  by  Jackson,  12mo,  6s HamiUon  1838 

-B.  F.  Walker,  Pftrts  1  to  8, 12mo,  each  2s  6d  JUL  Tract  Soc.  1845 


'  Gems  of,  by  Hurschfeld,  ISmo,  2s Wertheim  1847 

Glance  at  the  Kingdom  of  Grace,  2nd  edit.,  fcap.  8vo,  2s  6d Ni^bet 1841 

— -^ Infant  Saviour,  and  smaller  Works,  18mo,  Is  6c{    Werth^m  1837 

On  Free  Grace,  18mo,  Is  Wertheim  183^ 

Belies  of  EUjah  the  Tishbite,  18mo,  2s  6d Wertheim  1838 

Bisen  Bedeemer  :  the  Gospel  History,  by  J.  T.  Betts,  p.  8vo,  5s...  Niebet 1861 

—— — — — ^  Sacred  Allegories,  ISnio,  Is  6rf Harvey  1838 

Sermons  on  the  Canticles,  18mo,  Is  6</,  Wertheim,  1837  ;  8s  6ti  /.  F.  Shaw 1838 

■ Solomon  and  Shunamite,  18mO)  2s  6(i Wertheim  1838 

— ^-^  Suffering  Saviour,  2nd  edit.,  post  8vo,  7s  6d,'56;  8rd  ed.,  4s  6d  HamiUon  1857 

■  Temptation  of  Christ,  12mo,  2s,  Nitbet^  1837  ;  18mo,  4s Hamilton 1839 

{OJ).)  Christian's  Every  Day  Book,  12mo,  4s HamilUm  1839 

Israel's  Wanderings  in  the  Wilderness,  2  v.  12mo,  12s Niebei 1837-8 

Jacob  WrestUng  with  the  Angel,  18mo,  2s  6d Wertheim  1838 

Kmsenstem  {Adm.)  Memoir  and  Correspondence,  edited  by  Boss,  8vo,  5s    Longman  1856 

Krusi  (//.)  System  of  Inventive  Drawing,  roy.  8vo,  2s  6rf Famtap 1850 

Krusinski  (J.T.)  Chronicle  of  a  Traveller,  trans,  by  G.  N.  Mitford,  8vo,  8s   Ridgway    1840 

Kugler  {F.)  Frederick  the  Great,  transl.  by  Moriarty,  roy.  8vo,  28s Yirtne    1843 

• Handbook  of  Painting,  Italian  School,  by  Eastlake,  n.e.,  2  v.  p.  8vo,  30s  Murray 1855 

— Ger.,Dutch,Pr.,  fcSpan.  Sch.,byHe4d,  2v.  p.  8vo,24s  Murray 1854 

\ Ger.,  Flem.,  &  Dutch  Sch.,  by  Waagen  2  v.  p.  8vo,  24s  Murray i860 

Euhner  {R.)  Elementary  Greek  Grammar,  trans,  by  Edwards  &  Tayler,  5ed.,12mo,9s  /.  Chapman  ...1849 

new  edit,  8vo,  10s  6d New  York 1858 

' by  Millard,  8vo,  9s,  1843— red.  to  7s  6d     Longman  1859 

Latin  Grammar,  post  8vo,  9s WiUy 1845 


■  — Greek  Delectus,  transl.  by  Allen,  4th  edit,  12mo,  4s   Walton  1854 

Kum6r&  Sambhava  ;  Sanscrit  and  Latin,  edit  by  A.  F.  Stenxler,  4to,  10s  6rf Orient.  Tr.  Fd.  n.d. 

Kunz  {/.A.)  and  Millard  {F.)  Grammar  of  the  French  Language,  12mo,  8s Longman  i86r 

Kurr  (/.(?.)  Mineral  Kingdom,  lUusti-ated,  fol.,  31s  6d Hamilton  1858 
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EnrUn  (i'.)  Tbe  Art  of  Mannfactarlng  Soap,  fcap.,  6«  I..  Philadelphia,,. iS$§ 

Kmrtz  (JM,)  Bible  and  ABtronomy ;  an  Exposition  of  Biblical  Cosmology,  or.8vo,7<6c£  Philadelphia., .iSs7 

Histoiy  of  the  Christian  Church  to  the  Reformation,  8vo,  is  6d HamiUon  i860 

— — — ^-- Old  Covenant,  trans,  by  Martin,  3  t.  8to,  81f  tid    Hamilton  1859 

Manual  of  Sacred  History,  post  8to,  7«  6d    Philadelphia. „i%ss 

Kjan  (/.Zr.)  Treatise  on  the  Elements  of  Light,  roy.  8vo,  lOf  Longman  1838 

Kyd  the  Baceaneer,  3  t.  post  870,  21f Newman    1839 

Kjle  (J2.  IF.)  Martyr  of  Pmsa,  a  Tale,  2nd  edit.,  18mo,  It^d Longman  1841 

iyioston  (i.^.)  Casnalties  Afloat,  8vo,  7«  6<2 Stanford    1849 

(Herb.)  Miscellaneous  Poetry,  fcap.  8to,  6$ Fellowes 1841 

Kyng  Johan,  a  Play,  by  Bishop  Ball,  edited  by  J.  Payne  CoUier,  sm.  4to  ... Camden  £oc.... 1839 

K;iuienley  {T.CS,)  Law  Relating  to  Dealers  in  Old  Metals,  kc,,  12mo,  2a  6d Shaw  A  ^Sons.. .1861 

Juvenile  Offenders,  12mo,  4s  Sh/xw  &  SofM...\%^% 

Eyteler  (i^e)  Fkoceedings  against  Dame,  accused  of  Sorcery,  edited  by  T.Wright,  4to  Camden  ^Spc...  1843 

LiBiOAfSLU:  Introduction  to  French  for  Children,  ISmo,  2«  6<2 Lockwoftd  1861 

kbs^  {J,P,)  Great  Events  coming  upon  the  Earth,  edited  by  Didllie,  post  8vo,  6f     Nithtt    x86o 

Lectures  on  Unfulfilled  Prophecy,  cr.  8vo,  6s  New  York 1859 

labute  {Julet)  Illustrated  Handbook  of  Arts  of  the  Middle  Ages,  8vo,  18« Murray 1855 

laUtt  {H.}  Euay  on  the  Management  of  the  Insane,  8vo,  3« Longman  1847 

Observations  on  Venereal  Diseases,  fcap.  8vo,  6s  W   Longman  1858 

— (£r./.}  CalifomiA Practice,  4th  edit.,  8vo,  20* SanFrancisco   1861 

—  Decisions  of  Supreme  Court  of  Calif omia,  2  v.  Y.I,  roy.  Svo,  88s    San  Francisco   i86» 


lakome  (E.)  History  of  the  Invasion  of  Russia  by  Bonaparte,  fcap.  8vo,  2s  6fil Parker ds Son,. ,iZ^ 

LaBeaoffle  (M.)  On  Perspiration  and  Baths,  3rd  edit.,  12mo,  Is  6d Simpkin 1846 

Practical  Remarks  on  Galvanism,  6th  edit.,  12mo,  3< Simpkin 1846 

Ia  Belle  Marie,  a  Romance,  by  Author  of  Smugglers  and  Foresters,  2  v.  post  8vo,  21f  Booth 1862 

Uborde  (JM^)  in  Rome,  his  Protest  and  Persecution,  12mo,  Is  6d  Seeleg 1855 

On  the  Immacnhite  Conception  as  an  Article  of  Faith,  8vo,.3<  6d Philadelphia,., 1%$$ 

(Zeow)  Journey  through  Arabia  Petnea  to  Mount  Sinai,  8vo,  18s..'. Murray 1836 

Labour  and  Live,  a  Story,  by  Author  of  Blenham,  post  8vo,  5s Bennett 1848 

— Love,  a  Tale  of  English  Life,  fcap.,  8^  6d    New  York 1853 

libti{BenedieiJoa.)  Life  of ,  12mo,  4s T,  Richardson  1850 

Lacsille  (^166^  Catalogue  of  9766  Stars  in  Southern  Hemisphere,  ed.  Baily,  8vo,  5s  ...  E,dJ,£,Taylorii^7 

Ucaita  {J.P,)  Selections  from  Italian  Writers,  Prose  and  Verse,  12mo,  5s    Longman  ...    .1855 

IaCstb;  or.  Recollections  of  the  Neapolitans,  2nd  edit.,  8vo,  10s  6d Saunders  it  0.  x86o 

iMheawitt  {F,L.)  Guide  to  the  Rhine,  12mo,  8«  6fil   Leigh 1838 

Uchlan  (Afrj.^.)  Jehovah-Jireh,  Part  1,  8vo,  2s  6<i   HouUton   1850 

■ Magdalena*s  Voyages  and  Travels  to  Kingdom  of  Grace,  8vo,  fis  ...  Hotddon   1850 

Uck  (F.iJ.)  French  Treaty  and  Tariff  of  1860,  post  8 vo,  5s CosmU  x86i 

U  Cohnena,  in  Spanish,  4  t.  8vo,  each  14f Adcermann    1842-4 

Won  (FF.^.)  Letter  on  Management  of  Ships' Boats,  8vo,  2s Parker dsSon„.i%s% 

Lwonics ;  or,  the  Best  Wonis  of  the  Best  Authors,  3  v.  18mo,  12s— red.  to  7s  ^d  ...  H.Bohn 1840 

Ueordaire  (P8re)  Conferences  on  the  Church,  tr.  by  Langdon,  Pts.  1  to  7,  8vo,  ea.  2s  Richardson    ...1851 

Laeroii  (Alph,F.)  Brief  Memorials  of,  by  his  Son-in-law,  Jos.  Mullens,  fcap.  8vo,  5s...  Nishet 1862 

(M.)  Elements  of  Algebra,  transl.,  12mo,  7«,  1835— red.  to  4s  6(2 Stanford    1861 

Laetsatius^  Summary  of  his  Writings,  by  Mountain,  8vo,  5s  6^ Rivington  1839 

laeogue's  Finishing  French  Master,  12mo,  3«  6ri Wrig/U  1839 

I^  (%)  Liber  Pontificalis,  edited  by  Barnes,  8vo,  12s    Rivington  1847 

—(Cop«.)  Modem  Shooter,  8vo,  21s    Whittaker 1846 

— (F.£.)  Merry  Sparks  for  a  Winter  Hearth,  12mo,  Is    Hardwicke 1854 

Visitor  in  Grey,  and  other  Tales,  12mo,  Is Tweedie 1853 

— (7%o.)Home  Sketches  on  both  Sides  the  Channel,  post  8vo,  5s HamiUon  1852 

ladies'  Book  of  Etiquette,  32mo,  Is  6d   T7asA*ot*me....i838 

— — Handbooks,  inip.  d2mo,  each  Is   Ci^rile^C7o.  1842-5 

Baby  Linen.     Berlin  Wool  Work.     Embroidery  on  Muslin.     Fancy  Needlework. 

Haberdashery  and  Hosiery.     Knitting.  Netting,  &c.     Letter- Writing.     Mil- 

lineiy.  Dressmaking,  and  Tatting.     The  Toilet. 

*" Needlework  Penny  Magaaine,  VoL  1,  12mo,  2s  6d Darton  1849 

Own  Cookery  Book,  post  8vo,  3s H,Bohn 1846 

Sunday  School  Assistant,  Guide  to  the  Gh)spels,  12mo,  5s  Hatchard 1838 

Treasury,  edited  by  Mrs.  Warren,  V.  1  to  6,  imp.  8vo,  each  7s  6d    Cassell 1857-62 

WoritBook,  4to,  2s  6d  Caasdl  1852 

Work-Table  Book,  12mo,  4s  6<f ,  Clarke,  1848;  12mo,  Is  6d    Slaler 1850 

I^es  of  Bever  Hollow,  by  Auth.  of  Mary  PoweP,  2  v.  12mo,  12s,  '58  ;  n.  e.,  2s  6d  Bentleg  i860 

~ Lovel-Leigb,  by  A.  of  Margaret  and  her  Bridesmaids,  3  v.  poet  8vo,  31s  6d  Hurst  A  B 1862 

Iftdy  Alice  ;  or,  the  New  Nun,  a  Novel,  3  v.  post  8vo,  81s  6d  SawidersdsO,  1837 

a  Ballad  Romance,  by  El ton,  8  v.  post  8vo,  31s  6d    Colbum 1849 

—  and  the  Saints,  post  8vo,  9s  6d Bull  1842 

Anne,  the  Little  Pedlar,  a  Tale,  18mo,  2s  6rf,  1852  ;  new  edit.,  2s Law    1855 

- — Aubrey;  or.  What  shall  I  Do  !  2  v.  post  8vo,  21s SaundersdsO,  i860 

^  Avioe,  a  Story  of  the  Day,  2  v.  post  8vo,  21s Bentley  1851 

—  Bessy  (Meet  Pleasant  Song  of),  and  how  she  Married  King  Hen.  VII.,  post  8vo  Percy  Soc,* n.  d, 

— -  Cecilia  Farrencourt,  a  Novel,  3  v.  post  8vo,  31s  6d  Colbum 1842 

' — Cheveley;  or,  Woman  of  Honour,  12mo,  28  Qd Churton 1839 
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Lady  Ella  ;  or,  the  Btory  of  Cinderella,  in  Verse,  16mo,  8t  6c{ Bum» 1847 

Gerridine  Seymour,  a  Tale,  post  8vo,  10a  6d  ShobeH  185a 

Qoodchild's  Fairy  Ring,  port  8vo,  5$,  i860— red.  to  8«  6<i    ffouUUm    1861 

—  Qranard's  Nieoee,  a  Novel,  8  v.  post  8to,  Slf  6d    Neidfu   1848 

in  Black  ;  or,  the  Wife  and  the  Widow,  a  Romance,  Bvo,  5i Idoyd. 1847 

of  Fashion,  8  ▼.  post  8vo,  81«  6d ffwrtt^B 1856 

Qlynne,  a  Novel,  8  v.  post  8vo,  SUM   HwntJkB 1857 

Milan,  a  Novel,  edited  by  Mrs.  Thomson,  8  v.  post  8vo,  31«  6d  Bentley 1845 

the  Bedchamber,  2  v.  poet  8vo,  21« New^   ^-1850 

Manor  of  Topcroft,  a  Tale  of  Domestic  Life,  post  8vo,  10s  6(f  SaundenAO,  1861 

-West ;  or,  the  Gold  Seekers,  cr.  8vo,  7«  6d CinciMuUi 1855 


Selina  Clifford,  a  Novel,  edit.  Lady  Dormer,  2  ▼.  p.  8ro,  21«,  Bentley;  cr.8vo,2<  J)ean 1851 

Una  and  her  Queendom,  by  A.  of  Home  Truths,  12mo,  7«  ed^Lonffman^T.Zs  6d  W.  Wedey 1854 

Lady's  Album  of  Fancy  Work,  new  edit.,  4to,  3i  6d   OrifithAF,  ...185a 

Arithmetic  :  being  a  Simple  and  Comprehensive  Course,  12mo,  2«  %d Siwpkin i86a 

Bay,  and  other  Poems,  12mo,  2<  6o{ Botworlh  1853 

— Cabinet  Lawyer,  18mo,  3»  6d Few  Voont  ...1836 

Companion  at  Home  and  Abroad,  V.  1  to  8,  roy.  8vo,  each  lOt Bradbury  ...1850-1 

—  Diary  of  the  Siege  of  Lucknow,  12mo,  ie  6d Murray 1858 

Drawing-Boom  Book,  Crochet,  &c.,  4to,  lOf  6<f ;  7«;  U  Ckuadl  1853 

-^ Guide  to  the  Ordering  of  her  Household,  by  a  Lady,  post  8vo,  lOf  6(2 Smith  Jt  Elder  1861 

-^-~— Hand-Book  to  Happiness,  by  a  Clergyman,  12mo,  laid Bginton 1853 

Keepsake;  or.  Treasury  of  Needlework,  oblong,  6$ DarUm 1851 

— Manual  of  Modem  Etiquette,  82mo,  1«   Jerrard i86a 

Musical  Album :  Quadrilles,  &c.,  roy.  8vo,  5a Oriffin    1853 

Own  Book  :  Companion  to  the  Work  Table,  V.  1-3,  oblong,  each  8«  6(2  Johnwm 1851-3 

12mo,  2«  6<2 M'Phmn   1859 


Tour  round  Monte  Rosa,  1855-6-8,  post  dvo,  14f  Longman  1859 

Laennec  (R.T,H.)  On  Auscultation,  new  edit.,  8vo,  18< Befuhaw   1846 

La  Fargue  (F.ff.)  Leon,  and  other  Poems,  port  8vo,  7f  6(2 Clarke   1847 

Lafayette  (Gm.)  Life  of,  by  P.  C.  Headley,  post  8vo,  7f Del/ 185a 

Memoirs,  Correspondence,  &c.,  St.  8vo,  42*;  in  French,  3  v.8vo,  36«  Sauwiera  A:  0..ii^7 

Private  Life  of,  by  J.  Cloquet,  8vo,  12*     Baldwin    1835 

Laf ever  (Jtr.)  Architectural  Inrtructor,  roy.  4to,  51 New  York 1856 

Lafi&rge  (Afad.)  Memoirs,  written  by  Herself,  2  t.  post  8vo,  21*   Colbum 1841 

Lafon  {Mary)  Jaufry  the  Knight  and  the  Fair  Brunissende,  roy.  8vo,  12* Addey   1856 

La  Fontaine  (Aug,)  Family  Portraiture,  transUted  by  MonthoUeu,  12mo,  8*  6<i A.  If  all 1858 

{J.de)  Fables,  French,  with  English  Notea,  by  Gasc,  12mo,  8*  WkiUaker 1857 

.  Notes  par  Levizac,  new  edit,  12mo,  4*  6d  Dulau  1857 

Illustrated  by  Grandville,  transl.byE.Wright,2  v.8vo,48*  HamilUm  1843 

•  1  V.  8vo,  24*  ;  2  v.  18mo,  6*  ...  Bot/Um,  U.S.  ...\l^ 


•  Selections  from,  edit,  by  Kenny,  12mo,  1*  6d Bean 1857 

Translated  by  Wright,  med.  8vo,  8*,  W,  Smith,  '47— r.  1*  Orr    1853 

•  Lagerstrom  (Angelikavon)  Little  Paul  and  his  Moss  Wreaths,  fcap.  8vo,  1*  6d ^<V9 '^^' 

La^erronnidre  {M.de)  La  France,  Rome,  et  L'ltalie,  roy.  8vo,  2*  6d   J^a  1861 

Laidlaw  (W.)  Tables  for  Converting  Linlithgow  Barley  Measure,  post  8to,  5*  Blackwooda  ...i86a 

Laidman  (L.)  Analysis  of  the  New  Stamp  Duties  Act,  12mo,  Is  6d  Laidman  1850 

Lughton  Manor  House  ;  or,  Love  and  its  Shadows,  12mo,  6* SaunderaJI:0.,i%sl 

Laili  and  Majnun,  a  Poem  from  the  Persian  of  Nasami,  by  J.  Atkinson,  8vo,  5*  6(2...  Orien.Tr.Fundn.d. 
Laing  (^ /ex.)  W^ayside  Flowers  :  Poems  and  Songs,  12mo,  8* A,SeoU  1854 

{Bei\j.)  Notices  ef  Ecclesiastical  Divisions  in  Scotland,  12mo,  1*  6d JohnaUmt 1851 

(Dav/)  Bible  :  Its  Oneness  of  Mind  and  Oneness  of  Design,  n.  e.,  18mo,  Is  6c2  Blackader 1854 

Brief  View  of  the  Book  of  Common  Prayer,  18mo,  1* Rivington 1844 

Oneness  of  Providence,  18mo,  1*6(2 Blackader 1854 

Sermons  from  Daily  Experience,  roy.  8vo,  12* BivingUm  1841 

(Hen.)  Descriptive  Catalogue  of  Ancient  Scottish  Seals,  1049-1648,  4to   MaUiandClvh.\%s^ 

(J.B.)  Early  Recollections  by  Bertie's  Mother,  12mo,  1*  6c2 Ward 1851 

(RoU.)  Hours  in  Norway  and  other  Poems,  12mo,  6*  6(2 Hookham  1841 

(Sam)  Atlas  Prise  Essay  on  National  Distress,  8vo,  7*  6<2  Longman  1844 

Heimskringla,  transl.  from  the  Icelandic,  8  v.  8vo,  86«— red.  to  18*...  H.Bohn 1844 

■  Notes  of  a  Traveller  in  France,  Prussia,  &c,  8vo,  16*,*41;  16mo,  2*  6d  Longman  1854 

on  the  German  Catholic  Church,  2nd  edit.,  fcap.  8vo,  5* Longman  1846 

— Residence  in  Norway,  1884-6,  8vo,  15*,  1836;  16mo,  2*  6e2 Idrngman  1851 

-^— — —  Social  and  Political  State  of  Denmark,  8vo,  12»,  1851 — ^red.  to  5* H.Bohn 185a 

European  People,  1848-9,  8vo,  6* H.Bohn 1850 


Tour  in  Sweden,  1838,  8vo,  12*,  Longman — red.  to  5* HBohn 1839 

(Sdon)  Great  City  Frauds  Exposed,  8vo,  3*  Mann    1856 

Laird  {H.M,)  Biography,  Reminisoences  of  a  Brother  Beloved,  18mo,  1*  6<2  Hamilton 1861 

(Sam.)  The  Glass  and  its  Victims,  cr.  8vo,  5*,  iSfS—red  to  3*  6(2   Simpkin i86a 

and  Oldfield's  Expedition  into  Africa,  1832-4,  2  v.  8vo,  28*    Beniley 1837 

of  Logan,  18mo,  4*,  1836;  new  edit.,  fcap.  6*^  1S45;  12mo,  8*6(2 Longman  1853 

Norlaw,  8  v.  post  8vo,  31*  6c2,  1858;  poetSvo,  5*  Hunt  d:  B,  ...1861 

Laiahley  (Rich.)  Popular  History  of  British  Birds*  Eggs,  sq.  8vo,  5*  ;  cold.,  7*  6<2  ...  RouUedge  1858 

Lajetchmkoff  (H.)  The  Heretic,  3  v.  port  8vo,  81*  6<2— red.  to  10*    H.Bohn 1844 

Lake  (Vath.)  Address  to  Young  Female  Conveots,  &c.,  18mo,  1*  6d Niabet 184a 
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Lake  (Calk.)  Uae  of  the  Senaeffin  Contemplating  the  Externsd  World,  8ro,  6f NUbet    1848 

(CW.)  Karsand  our  Captivity  in  Russia,  2nd  edit.,  post  8vo,  10s  6d Bentley 1856 

Narratire  of  the  Defence  of  Kan,  Historical  and  Military,  8vo,  15s    ...  BentUy 1857 

{Bp,E,)  Offidnm  EuchariBticum,  32nd  edit,  82mo,  2«  6d  Rivingion 1843 

'  (/.)  Retired  Lieutenant,  a  Poem,  &c.,  2  t.  8to,  14«,  '36  ;  2  t.  in  1,  lOs  %d    Newby   1843 


{W.J,)  Book  of  Object  LeflBons  for  the  Use  of  Teachers,  18mo,  1»M  Lmngman  1857 

Lake  Lore:  Antiquarian  Guide  to  Killamey,  12mo,  2«  %d Simpkin 1853 

Ukeby  (Edw.)  Earldom  Restored  ;  an  Event  in  High  Life,  2  y.  post  8to,  15t Smith^e Eider    1837 

Lakes  of  KiOamey,  Picturesque  Guide  to,  plates,  8vo,  8«  6(2 Simpkin 1851 

Lalaodd  (J,J,LtFM)  CaUlogue  of  47,890  Stars,  edit,  by  Bailey,  8to,  21f JLdV.ETaylori^^y 

lAlIemand  {M, )  On  Spennatorrhoea,  by  Macdougall,  2nd  edit. ,  8 vo,  1 2s~red.  to  9#. . .  H.  Bohn 1851 

Lallemant  {Lome)  Spiritual  Doctrine,  edited  by  F.  W.  Faber,  12mo,  5a  Eurru    1858 

Lallentedt  {G.)  Scandinavia  :  .its  Hopes  and  Fears,  8vo,  5s P.  S.  King 1856 

Lalln  Lai— Hindostanee  Jest  Book,  etc.,  revised  by  W.  0.  Smyth,  8vo,  10s  td Madden 1840 

Ulor  (Jno.)  Money  and  Morals  :  a  Book  for  the  Times,  8vo,  lOf /.  Chapman  ...1852 

{T,M,)  Law  of  Real  Property,  8vo,  16s   New  York 1855 

Lazcaik  (J,B.)  Catalogueof  Recent  Shells,  Pts.  1,  2  &  3,  8vo,each  12s  6(2 ;  cold., 20s  \Yood  1844-50 

Lamartine  (j/jiA.)  Confidences  (Les),  2  v.  18mo,  4s   Jfomcaatle     ...1841; 

. — Confidential  Discourses,  by  E.  Plunket,  12mo,  2$6d ffomeattle 1850 

. France  and  Enghmd,  a  Vision  of  the  Future>  18mo,  Is B.  O.  Clark€...i%^ 

G^nfevidve,  a  Tale,  12mo,  Is,  Wardd:Lock\  post  8vo,  Is  6c2   ...  II,  Bohn 1850 

Heroic  Characters  of  the  French  Revolution,  18mo,  Is  H,  O,  Clarke... i%^% 

Women  of  the  French  Revolution,  18mo,  Is   11,0.  Clarke... iZ^'i 

• History  of  the  Constituent  Assembly,  1789,  2  v.  8vo,  24s Piper 1857 

French  Revolution  of  1848,  post  8vo,  Ss  6cf  H,  Bohn   1849 

Girondists,  3  v.  post  8vo,  10s  6d    II.  Bohn    1847 


-Jooelyn,  by  Anstmther,  roy.  8vo,  21s,  1844— red.  to8s Bowdery 1848 

-Life  and  Poems,  trans,  by  Pulling,  post  8vo,  9s C,  Wrigkt 1849 

-Mazy  Stuart,  post  8vo,  5s— red.  to  3s  6(2 Bladi     1859 

-  Mem.of  Cel.Characters,3v.8vo,42s;2v.p.8vo,12s,*54;  n.e.,.Sv.l5s  Bentley  i860 

Selections  from,  f cap.,  5s..... Bentley  i860 

My  Tenth,  12mo,  Is T.  Hodgeon  ...1849 


-Men  of  the  Republic,  18mo,  Is H.  Q.  Clarke.. .1%^% 

-  Poetic  Meditations,  trans,  by  W.  North,  18mo,  Is H.  0.  Clarke... iS^S 

'  Religious  Harmonies,  8vo,  10s  6<2— red.  Z»  6d  H.  Bohn   1849 


-Polity  of  Reason,  18mo,  Is    II.  0.  Clarke. ..iZ^i 

'  Raphael ;  or,  the  Book  of  Life  at  Twenty,  post  8vo,  6s  6(2 J,  W.  Parker  .1849 

-Restoration  of  Monarchy  in  France,  4  v.  post  8to,  14s  H.  Bohn    ...1851-7 

-  Stone-Mason  of  St.  Point,  12mo,  2s-^red.  to  Is,  II.  Bohn  ;  Is...  RouUedge  1851 

-Three  Months  in  Power,  translated  by  Ryde,  12mo,  2s  fkl H.  Bohn   1848 

-Travels  in  the  East,  roy.  8vo,  8s  9e2,  1848  ;  2  v.  12mo,  5s   Chambert  1850 

Translated  by  Huish,  8vo,  10s Sherwood  1846 

Phipson,  8vo,  18s Virtue 1845 


-  yoya:;e  en  Orient,  18mo,  3s  6(2 Longman  1844 

par  Davenport,  2nd  ed.,  12mo,  7s — red.  to  6s    Ihdau    1850 

Mordaque,  12mo,  6$ Johneon 1841 


-  Wanderer  and  his  Home,  12mo,  Is  6c2     T.  Hodgson  ...1851 

• Wellington  and  Waterloo,  12mo,  Is -....   Vizteelly    185* 

Iamb  (A»8.)  Maiden  Warrior  ;  or,  the  fairest  of  Nithsdale,  12mo,  Is  6<2 Simpkin 1857 

{Chas.)  Works,  8  v.  poet  8vo,  18s,  1839  J  °«^  «*»*•>  *  ^-  l^mo,  20s;  8vo,  12s   H.  Bohn   1852 

Adventures  of  Ulysses,  12mo,  8s  j  new  edit.,  medium  8vo,  2s W.  Smith  1845 

■ ^-  Essays  of  Elia,  new  edit.,  roy.  8vo,  5s,  1843  ;  fcap.  8vo,  6s   Moxon  i860 

Final  Memorials,  edited  by  Talfourd,  2  v.  p.  8vo,  18s,  '48  ;  n.e.,12mo,6s  Moxon  1849 

Letters,  with  Life,  by  Talfourd,  2  v.  post  8vo,  21s,  '37  ;  n.e.,  12mo,  6s  Moxon  1850 

Palinque;  or,  the  Ancient  West,  a  Poem,  post  8vo,  5s Saunders^  0.  1849 

— ; Poetical  Works,  p.  8vo,  7s  6(2,  '38  ;  med.  8vo,  4s  6(2,  '39  ;  12mo,  8s  6(2  H.  Bohn  1842 

PftMBe  Works,  8  v.  sm.  8vo,  27s  6(2— red.  to  18s   Moxon  1835 

Rosamond  Gray,  &c.,  sm.  8vo,  9s,  '35;  med.  8vo,  2s 6(2,  1841;  fcap.  6s  Moxon  1849 

•  Specimens  of  Dramatic  Poets,  2  v.l2mo,l4s,  '35  ;  2  v^4mo,  6s;  8vo,5s  Moxon  1854 

• Tales  from  Shakspeare,  12mo,  7s  6c2,  Baldwin,  1839— red.  to  3s  6(2   ...  H.  Bohn   1843 

—1 1  V.  32mo,  2s  6(2,  Groomhridge,  '44 ;  24mo,  ZsBellAsDaldy...i%^i ./ 

' 2  V.  18mo,  8s,  Cox,  1844;  med.  8vo,  2s  6(2  ...  Moxon  1844 

■     by  C.  Knight,  18mo,  2s  6c2  Griffin    1859 


{B.B.) 

{Jho.) 


for  Young  Persons,  18mo,  Is    Simpkin 1862 

Studies  of  Ancient  Domestic  Architecture,  imp.  4to,  25s Weale 1846 

Hebrew  Characters,  derived  from  Hieroglyphics,  8vo,  8s  6(2 Parker  A  Son  .1835 

Historical  Account  of  the  39  Articles,  roy.  4to,  25s Parker tk  Son  .1835 

— ■ Letters,  &c.,  on  Cambridge  Univeraity,  8vo,  14s    Parkerd'Son  .1838 

Seven  Words  Spoken  against  the  Lord  Jesus,  Hulsean  Lect.,  8vo,  5s  6(2  Bell  A  Daldy  .1861 

Westminster  Hand-Book  to  Science  of  Universal  Grammar,  12mo,  2s  6(2  Hv/rstA  B 1849 

{RoU.)  Sermons  on  Passing  Seasons  and  Events,  12mo,  7s Halchard  1853 

Lambert  {A.B.)  and  Don's  Genus  Pinus,imp.  fol.,  8  v.  782 16s Jos.  Bohn 18^7 

{B.)  Lecture  on  Wit»  Humour,  and  Pathos,  fcap.  8vo,  Is Tresidder  i86x 

—^ — Love  Test  and  other  Tales  and  Poems,  12mo,  5s   Hurst  Jk  B.  ...1841 

- — {IIon,Mr$.C.£.)  Bar-Sinister ;  or,  MemoizB  of  an  Illegitimate,  2  v.  8to^  21$  ...  Smith  ds Elder  1836 
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loimheri  (Hon. Mrs.)  Elba  ;  or,  the  Emperor's  Son,  8  y.  post  8to,  81f  Cd Colbwm iSjg 

{C.R.)  Poems  and  Tranalations  from  the  Qerman,  12mo,  5« Whittaker 1850 

(Z'ra.)  Introduction  to  the  French  Langoage,  12mo,  U JarrM 1858 

(jr.)  Antiphonarium  :  Organ  Accompaniments,  roy.  Svo,  7«  td  Burnt   1851 

— Hymnarium  Vesperale,  with  an  Appendix,  Svo,  7«  6d Bunu 1851 

— Psalms  usually  Sung  at  Vespers,  arranged,  folio,  2m  Simipkin 1843 

(Miu)  Church  Needle  Work,  post  8to,  9f  6d Mwrruy 1844 

Handbook  of  Needle  Work,  12mo,  10*  W,  1842  ;  4th  edit.,  6#  (W...  Mwrray 1846 

. Ladies' Pocket-Book  of  Knitting,  82mo,  \t  Parry    1847 

—        ■  My  Crochet  Sampler,  16mo,  2»  6(2 ;  2nd  series,  16mo,  \a  6d  Murrmy 1848 

Knitting  Book,  2  Parts,  16mo,  each  It  6dj Murray :843 

Practical  Hints  on  Decoratire  Needlework,  16mo,  1<  6d  Murray 1843 

(N.)  Beginner's  French  Book,  12mo,  3<  6d,  Baldwin,  1835— red.  to  U  6d  Comisk 1844 

Manuel  Epistolaire,  8th  edit.,  12mo,  6« IhUau    1846 


{S,T.)  Human  Anatomy,  Physiology,  and  Hygiene,  illustrated,  12mo,  7f  ...  Hartford  1854 

•  Hygienic  Physiology,  8  parts  in  1  toI.,  12mo,  Ids Hartford  1854 


Lambom  (Dr,  R,  11.)  Budimentary  Treatise  on  Metallurgy  of  Silver  and  Lead,  1 2mo,  2f   ViHue  1861 

Treatise  on  Metallurgy  of  Copper,  12mo,  It  6d Virtue  i860 

Lamemuds  (^&&4  Book  of  the  People,  24mo,  1«  4cf    Orr    1839 

VTordsof  aBelierer,  18mo,  \t M.  G.  Clarke... it^i 

Lamia,  a  Confession,  2  t.  post  8to,  21* Colbum 1850 

Laming  {Ric.)  Matter  and  Force,  their  Nature  and  Laws,  8^0,  4s  Taylor  1851 

Lament  {Jat.)  Seasons  with  the  Sea  Horses,  illustrated,  8yo,  18«  Hunt  As  B,  ...1861 

(Miu)  Fortunes  of  Woman,  8  t.  post  Svo,  81«  (W  CoUtum 1849 

— — — Gladiator,  a  Tale  of  the  Roman  Empire,  12mo,  ZiM Longman  1849 

— Letters  from  France  and  Switserland,  12mo,  6t    Moxon  1843 

Love  vertus  Money,  a  Novel,  2  v.  post  8vo,  21f  SoMndert  A  0,  1855 

Village  Millionaire,  a  Novel,  8  v.  post  8vo,  Slf  M Hunt  A  B,    ...1854. 

(Jfrs.)  New  House  that  Jack  Built,  18mo,  2s  6c2 Houltton   1841 

Jack  the  Qiant  Killer,  18mo,  2s  6d Houltton   1840 


Lament's  Diary,  1649-1671,  4to    MaiOandCL  ...m.d. 

hBLmonrons  {Marie  Thirite  de)  IMe,  12mOt  U  M    Parker  ASon    1859 

l4unpof  Life,  a  Poem,  12mo,  6»     Simpkm 1856 

Love,  10  series,  18mo,  each  If  6c2 Houltton  1862 

Lamplighter,  post  8vo,  2s  60^,  C.H.Clarke;  2s  6d,  WiUoughby  ;  Ss,  Cataell ;  8<  6d...  N^ton   i860 

12mo,  Is,  Neltfm ;  Is  M,  Kent;  Is,  8s6<i,  RoutUdge;  Is  M,  Clarke;  Is  /.  F.  Shaw    ...i860 

Lamport  (TT./.)  Treatise  on  Collisions  at  Sea,  8vo,  Is Simpkin 1845 

Lamps  of  the  Temple  :  Sketches  of  Men  of  Modem  Pulpit,  post  8vo,  9s Snow  1856 

Lamson  (Alvan)  Church  of  the  First  Three  Centuries,  8vo,  10s  6d    ^ Botton,  U.S.. ..jZ6o 

Sermons,  8vo,  9* Botton,  U.S.  ..,iZs% 

Lanark,  Beoordsof  the  Presbytery  of,  4to Abbottford  CL  1846 

Lancashire  Described  and  Illustrated,  by  Wright  and  Allom,  2  v.  4to,  42s P.  Jadaon    ...1850 

'  Directory,  with  Maps,  roy.  8vo,  86s Kelly 1858 


■  ■  ■  during  y«  Rebellion  of  1716,  edited  by  Dr.  Th.  Ware,  4to   ChetkamSoe....i%^$ 

— ^— -  Lieutenancy  under  the  Tudois  and  Stuarts,  ed.  by  Harland,  2  Pts.,  4to  ...  £?A«cAamiSbc....i86o 

^—  and  Cheshire  Wills,  edit,  by  Qt.  J.  Piccope,  8  Pts.,  4to ChethamS,  1853  61 

Lancaster  (/oAn)  Book  of  Aspirations,  12mo,  8s Nitbet 1852 

{R.A.)  Nature  and  Design  of  Christian  Baptism,  12mo,  Is Fletcher ds  T...  1855 

.  {T.  W.)  Sermons  Preached  on  Various  Occasions,  Svo,  10s  6(2 Whittaker i860 

Treatise  on  Confirmation,  2nd  edit.,  12mo,  2«  6d  WhiUaker 1861 

-^^— Creeds,  Svo,  8s RirtngUm 1848 

Lancaster.    Illustrated  Itinerary  of,  roy.  Svo,  22s  6(2 How  184.* 

Lance  (A*./.)  Hop  Farmer;  History,  Laws,  &c.,  of  Hop  Culture,  12mo,  6s Ridgway    1838 

(W.)  Indian,  Colonial,  and  United  States'  Securities,  Svo,  2s  6d Author  1857 

Life  and  Medical  Assurance,  Svo,  8s  Longman  1854 

Lancelot  (F.)  Australia  as  it  Is,  2nd  edit.,  2  v.  post  Svo,  21s    Hurtt<k  B.    ...1853 

Lancelot  du  Lac,  Scottish  Metrical  Romance,  4to     Maitland  Club  n.  d. 

Lancem  (Leonard)  1789  and  1794  ;  or,  Cobden's  First  Leason  in  Revolution,  Svo,  fis  Piper 1853 

Lances  of  Lynwood,  by  Author  of  the  Little  Duke,  &c.,  post  Svo,  68,1855  ;  16mo,  Ss  Parker  d:  Son    1857 

Land  and  Sea  Tales,  by  the  Old  Sailor,  new  edit.,  fcap.  Svo,  8s  6(2  RouUedge  1862 

r- Drainage,  Subsoil,  Ploughing,  &c.,  Svo,  2s Murray 1S41 

of  Burns;  Proseand  Poetical  Works,  91  plates,  2  v.  4to,  55s  Virtue    1843 

■  Series  of  Landscapes,  &c.,  2  v.  4to,  52s  6(2 Blackie  1841 

■  Glory,  trans,  from  the  German,  by  Mra.  W.  Davenport,  12mo,  8s  Werthdm 1847 

■  Promise;  or,  My  Impressions  of  Australia,  new  edit.,  post  Svo,  6s    Simpkin 1854 

Scott ;  or,  the  Tourist's  Guide  to  the  Tweed,  &c.,  12mo,  Is  6(2 A.  Hall 1852 

the  Kelt,  a  Tale  of  the  Days  of  '98,  3  v.  post  Svo,  81s  6d  Saundert  ds  O.   i860 

•"—•. —  Vision  ;  Glimpses  of  the  Past,  Present,  and  Future,  post  Svo,  Ss    HtUchard  1835 

-  Registry,  1862  ;  General  Statutes  and  Index  to  Acts  and  Orders,  cr.  Svo,  2s  ...   WaieHow  1862 

Surveying,  a  Treatise  on,  400  Engravings,  Svo,  10s  6(2 New  York 1855 

We  Live  In;  Sketches  of  the  British  Empire,  4  v.  imp.  Svo,  or  4  v.  in  2,  48s    Orr 1853 

Landells(^.)  Boy's  Own  Toymaker,  4th  edit.,  roy.  16mo,  2t  6d  GrifUkdtF.  ...i860 

— Home  Psstime  ;  or,  the  Child's  Own  Toy  Maker,  new  ed.,  obi.,  3s  6(2...  Grifith  ^  F.  ...1S60 

Illustrated  Paper  Model  Maker,  4to,  2s Grifith  d:  F.  ...i96o 

-  (B.dfA.)   Girl's  Own  Toy  Maker,  and  Book  of  Recreation,  2nd  ed.,  16m<>,  2s  6(2  Gr^fUh  ^  F,  ...1Z60 
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LandeIs(Tr.)  Message  of  Christumity  ;  or,  a  Word  to  the  Busy,  12ino,  2s  6d Nishet    1855 

■  P^h  of  Life  ;  or,  the  Natare  and  Beceptioii  of  Salyation,  fcap.,  8«  6d...  NUhei 1861 

Seed  for  Spring  Time  ;  Letters  to  my  Little  Ones,  16mo,  2»Qd  Nubei 1861 

The  Goepel  in  VariouB  Aspects,  12mo,  2«6d NUhet 1858 

— ^—  Trae  Manhood,  its  Nature,  Foundation,  &c.,  sm.  cr.  8vo,  d«  6d NUbet i860 

—^  Unseen,  a  Series  of  Bisoourses,  12mo,  8*  6d Niabd 1859 

What  is  Religion  ?  Eeligioua  Life  Practically  Considered,  1 2mo,  2«  M     Ward 1857 

Woman's  Sphere  and  Work  considered,  6th  edit.,  12mo,  3«  6d NUhet 1861 

'  Lander  (Jf.)  Marion  Graham  ;  or,  Higher  than  Happiness,  cr.  8yo,  7«  6(2    Boston,  U,  8,...i%6i 

{R.)  AdTonturea  on  the  Niger,  3  v.  18mo,  15s;  new  edit.,  2  t.  7< Tegg 1856 

Laadfort  (Leon)  Guide  to  Youth  ;or  Lessons  on  Moral  Duties,  &o.,  8to,  4< Relft  ...; 1856 

LaDdmaon  (Co/.)  IVinciples  of  Fortification,  8to,  4«  Parker  ds  Son   1845 

ReoollectioDs  of  his  Militajy  life,  Oo26ttr)t,'52  ;  2  t.  post  Svo,  21b  Hwnt  ds  B 1854 

Universal  Gaietteer,  new  edit.,  improved,  Svo,  lit  WhiUaJcer 1840 

La&dmaifaof  History  :  Ancient,  12mo,  2»  6c2;  Middle  Ages,  8<;  Modem,  0«  6<£  ...  Moiley   1852-7 

lAodon  {B.H.)  Ecclesiastical  Dictionary,  2  v.  12mo,  each  12« i2mn^|ftofi...  1849-53 

— — ^^—  Manual  of  Councils  of  the  Catholic  Church,  12mo,  12f    RivingUm  1846 

(L,B.)  CharacterisUcs  of  her  Genius  and  Writings,  12mo,  (m   Longman 1841 

Duty  and  Inclination,  3  y.  post  8vo,  81*  tfd   Colburn 1838 

Jithel  Churchill ;  or,the  Two  Brides,  3  v.p.8vo,31«  6d,'32 ;  12mo,lf  6d  Hodgson    1857 

Flowers  of  Loveliness,  with  Poetical  Illustrations,  4to,  81^  6(2 A  ckermann    ...1838 

Pninoesca  Carrara,  3  v.  poet  8vo,  S|l<  6(2,  BenUty,  1834;  fp.  Svo,  2«  RotUledge  1861 

LadyAnneGTanaid,aNoveI,8v.p.Svo,81«6(2,Co26ttm,'42;  12mo,l<6<2  Hodgson    1857 

Life  and  Remains,  by  Blanchard,  2  v.  p.  Svo,  (7o/6ttnt,21<,'4i ;  n.e.,12f  Hurst  de  B.   ...  1855 

Poetical  Works,  4  v.  post  Svo,  2S«,  1839  ;  2  v.  12mo,  10«  Longman  1849 

Romanoeand  Reality, 3v.p.8vo,31< 6(2;  12mo,8<  M,B€niUy,\%  12o,24  Ward  dn  Lode    1856 

Traits  and  Trials  of  Early  Life«  12mo,  5«— red.  to  8f   if.  floAn 1844 

Zenana  and  other  Poems,  Memoir  by  Roberts,  Svo,  Is  6(2 TaUis 1839 


(M.B.)  Urbain  Grandier,  and  other  Poems,  fcap.  Svo,  5s  Saunders  dt  0.  1862 

J^udor(B.W.)  Adventures  in  North  of  Europe,  2  v.  post  Svo,  21f   Saunders  A  0,  1836 

Bushman;  or.  Life  in  a  New  Country,  Svo,  14« Bentieg  1847 

-^—  Lofoden  ;  or,  the  Exiles  of  Norway,  2  v.  post  Svo,  21f Smithde  Elder   1849 

(R.E.)  Barlof  Brecon,  Faith's Fiaud,  &c,  Plays,  Svo,  10<  Saunders dhO,  1841 

Pawn  of  Sertorius,  2  V.  post  Svo,  1S«  Longman  1846 

Fountain  of  Arethusa,  2  v.  post  Svo,  1S«   Longman  1848 


{W,S,)  Andrea  of  Hungary  and  GKovanna  of  Naples,  Svo,  5s   Bentley 1839 

-  Antony  and  Octavius  ;  Scenes  from  the  Study,  12mo,  2»  6(2 Bradbwry 1856 

Citation  and  Examination  of  Shakspeare,  post  Svo,  9«  6(2    SaundersdtO,  1853 

Dry  Sticks  Fagoted,  Svo,  9« Nisbet 1857 

— — ^  HellenicB,  12mo,  6f,  Mozon,  1847  ;  Svo,  St  Oriffin    1859 

— — — —  Imaginary  Conversations  of  Greeks  and  Romans,  p.  Svo,  1 0<  6(2  ~i*ed.  5f  H.  Bohn    1 862 

• Last  Fruit  off  an  Old  Tree,  p.  Svo,  10*  6(2,  Afoxon,  1853— red.  ^  5«    B.  Bohn    1862 

Miscellaneous  Works,  new  edit.,  2  v.  med.  Svo,  32*,  '47 — red.  to  18«  ff.  Bohn    1862 

Pericles  and  Aspasia,  2  V.  post  Svo,  21« Saunders  A  0,  1836 

Poemata  et  Inscriptlones,  24mo,  7«,  Moxon,  1847  ;  ISmo,  2*6(2   ...  H  Bohn    1862 

-  Yoperj,  Britidi  and  Foreign,  pcist  Svo,  1«  6c2 Chapman  dk  H  iZsi 

LaBdreth  (P.)  Studies  and  Sketches  in  Modem  Literature,  cr.  Svo,  7s  6(2 Hamilton  1861 

Laudsboimigh  (Z>.)  British  Sea  Weeds,  2nded.,sq.  12mo,10«  6(2,  Reeve—red.  to  7a  6(2  Routine  1851 

Zoophytes,sq.  12mo,  10«6(2,  iZMve— red.  to7«6(2 RoutUdge  1852 

Natural  History  of  Arran,  Ailsa  Craig,  &c.,  12mo,  6s  Cd Johnstone  1847 

Laodseape  Annual,  1880  to1IS39,  Svo,  each  21s  ;  l.p.  52f  6(2 Jennings  ...1829-38 

Illustrations  of  the  Bible,  sm.  4to,  42s  FuUarton  1852 

Trtwdaaer  (Sir  £.)  Carnivorous  Animals,  Etched  by  Thomas  Landseer,  roy.  4to,  21s  ,  H,  Bohn    1853 

The  Mothers,  a  Series  of  Pen  and  Ink  Sketches,  folio,  21« Bogue 1848 

Ltne  {BiUler)  Health  Guide  ;  Handbook  of  Medicine  and  Surgery,  post  Svo,  10<  6(2    Simpkin 1853 

(^.  B.)  Railways  in -London,  and  the  Thames  Embankment,  Svo,  Is Ridgvoay i860 

(l?.fF.)  Arabian  Tales  and  Anecdotes,  ISmo,  Is  6(2  Cox 1845 

— Eastern  Tales  and  Anecdotes,  12mo,  It Dean 1854 

-■         Manners  and  Customs  of  Modem  Egyptians,  2  v.  Svo,  2S«,  '47;  n.e.,18s  Murray i86x 

8  V.  ISmo,  4«  6(2    Cox 184? 

Selections  from  the  Koran,  Svo,  10a  6(2,  Madden — ^red.  to  5« H,  Bohn 1843 

System  of  Medicinal  Treatment  by  Hydropathy,  post  Svo,  5s ChwchUl 1859 

{J.J).)  Sermons  and  Outlines  of  Sermons,  12mo,  6f WerUieim    1849 

preached  at  Bamwell,  Cambridge,  12mo,  8«  6(2 Seeley 1844. 

(J.H.)  Compendium  of  Materia  Medica  and  Pharmacy,  2nd  ed.,  12mo,  5s6d    Churchill  1851 

C<Muq[>eetus  of  the  Pharmacopnias,  new  edit.,  ISmo,  5s  Qd Churchill  1851 

(J.J.)  Dunois,  and  other  Poems,  12mo,  8«  Harton  1858 

{Lou.)  Clarice;  or,  the  Trials  of  a  Toung  Govemess,  ISmo,  Is  6c2  Sedey... 1838 

•(R.J.)  Life  at  theWater  Cure,  n.e.,12mo,lt6(2,i7.^oAn,'5i ;  n.e.,cr.Svo,8«6(2  /.  Mitchell 1855 

Spirits  and  Water,  post  Svo,  8s6c2.. J.  MileheU 1855 


(Wiek.)  MyCh)od-for-NothingBrother,aNovel,  p.Svo,7s6(2,  W^.ifeZ.;n.e.,10s6(2  Bentley  1862 

{Wnu)  Greek  Versification  Simplified,  12mo,  8« Law   1847 

System  of  Practical  Arithmetic,  12mo,  4« Rdfe 1857 

The  Ideal  Savage,  and  other  Poems,  12mo,  Is Relfe 1856 

UnerooBti  Chionioon  de,  1201-1846,  4to  (Baimatyne  Club,  1839) ;  also Maitland  Cl,...n.  d. 
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Luieton  Fuioiiage,  edited  by  Ber.  W.  Sewell,  SPts.,  12ino,  16<  Lonffman  ...X846-S 

Lang  {Aff,)  HinU  on  CSonatraction  of  Hoaiea,  imp.  8to,  5« JUet   1S53 

{Her.)  Air  Battle  ;  a  Viaion  of  the  Future,  12mo,  2f  6d  Pamf    1859 

*— (/no.)  Botany  Bay,  post  Svo,  3f  6(2  Tegg  1859 

Captain  Maodonald  ;  or,  Hapeand  Mishaps,  12ino,  If  6d WardikLod£...iiii 

My  Priend*8  Wife  ;  or,  York,  You're  Wanted,  cr.  8vo,  1«  Ward tb Lock... iis9 

The  Bz-Wife,  a  Novel,  12mo,  2f   RovtUdge  1858 

Forgei'B  Wife  ;  or  Bmily  Orf ord,  poet  8to,  It  Ward ^ Lode... iS^s 

Secret  Polloe  ;  or,  Plot  and  Panion,  cr.  8vo,  U   Ward  A  Lode... its^ 

Wetherbys ;  or, Chapters  of  Indian  Experience,  12mo,4«  6d ;  n.e.,l<  6d  Chapman  A  IT.  1853 

■■  Too  Clever  by  Half  ;  or,  the  Harroways,  poet  8vo,  1« Ingram 1853 

Much  Alike  ;  or,  the  Three  Calendars,  post  8vo,  Is Ward ik  Lode... iis\. 

—  Wanderings  in  India,  poet  8vo,  5f,  1859  ;  new  edit.,  12mo,  2i  RouUedge  1861 

Will  He  Marry  Her  t  a  Novel,  12mo,  2«  MovUedge  1858 

J.D,)  Account  of  Cooksland,  Australia,  12mo,  7«  6d Longman  1847 

^— ^— — — Condition  and  Prospects  of  Port  Philip,  12mo,  7»M Longman  184.7 

Emigrant's  Manual  for  Anstralia,  Port  Philip,  Ace.,  12mo,  1$ Partridge 1852, 

— — Freedom  and  Independenee  for  Luids  of  Aui^ralia,  post  8vo,  7$  fid Longman  1852 

History  of  New  South  Wales,  2  v.  post  8vo,  21« Longman  185a 

New  Zealand  in  1839,  post  8vo,  8«  6d Smith  4k  Slder  1840 

■  Queensland,  Anstrslia,  a  Field  for  Emigration,  fcc,  cr.  8vo^  12s  Stanford    1861 

-  Beliii(ion  and  Education  in  America,  12mo,  7t  6d    Ward 1840 


^— (TTm.)  Essay  on  Mesmerism,  12rao,  4t6c{    Orr    1843 

Langdale  (Loril)  Life  and  Correspondence,  by  T.  D.  Hardy,  2  v.  8vo,  SOs BeniUg 185a 

{W.£.)  Ten  Thousand  Things  renting  to  China,  8vo,  lOf  6<i  BentUg  1843 

Langdon  (Mary)  Ida  May,  a  Story,  new  edit.,  12mo,  Is  6cf    Simpkin 1857 

Lange  (/.P.)  Commentary  on  St.  Matthew  and  St.  Maiic,  V.  1  to  3,  8vo,  ea.  lOs  6d  ffamilKm  ...i86i-% 

Langford  (J. A.)  History  and  Principles  of  English  Democracy,  12mo,  2« J.  Chapman  ...1854 

Pleasant  Spots  and  Famous  Places,  post  8vo,  4« — ^red.  to  1«^  Tegg  i86x 

• Poems  of  the  Fields  and  Town,  12mo,  6$  Simpkin 1859 

Prison  Books  and  their  Anthers,  cr.  8vo,  Se Tegg  1861 

— —  Religion  and  Education  in  Relation  to  the  People,  12mo,  8f   /.  C^pman  ...1852 

Religions  Soeptism  and  Infidelity,  a  History,  poet  8vo,  2«  Qd /.  Chapman  ...i8$o 

■  Shelley,  the  Death  of  St.  Polycarp,  and  other  Poems,  12mo,  6s Smith  A  Eider  i860 

— <•  Tales  and  Lays  for  Sdnshine  and  Shade,  12mo,  It    /.  Hughes 1855 


(Mrs,)  On  Evidence  in  Favour  of  Christianity  from  Reason,  12mo,  isM...  HaUkard  1837 

Langlande  (R.)  Vision  and  Creed  of  Piers  Ploughman,  by  Wright,  2v.fp.8vo,21t,*42;  ^Os  /.  R.  Smith  ...1858 

Langler's  Reading  Sheets,  fis  ;  Firat.Twelve,  2f Simpkm i86x 

Langley  (A.G.)  Reading  of  the  Act  to  amend  the  Law  of  Property,  fcap.  8vo,  5s Law  Tima  Of.  i860 

(D.B.)  Olney  Lectures,  12mo,  5s,  1840;  2nd  edit.,  8s HamUUm  1854 

(E.A.)  Residence  at  the  Court  of  Meer  Ali  Moorad,  2  v.  8vo,  80s   Hnrwt  A  JB,    ...i860 

' (J.B.)  Life  Agent's  Vade-Mecum,  6th  edit.,  fcap.  8vo,  Is  Qd  Ttoeedie i86» 

■  —  Literary  Sandwich  :  Collection  of  Misoellaneons  Writings,  8vo,  5«  ...  DarUm  1856 

— —  (L.)  Introduction  to  Anglo-Saxon  Reading,  12mo,  2s  M   /.  IL  Smith   ...1844 

-^— — Manual  of  the  Kgures  of  Rhetoric,  18mo,  2s Longman  1836 

Langley  School,  by  the  Author  of  Kings  of  England,  8rd  edit.,  18mo,  2s  6d    ^ Modeg  x86o 

Langleys,  The  Two,  Abbot's  and  King's  Langley,  Hearts,  Account  of,  by  R.  Qee   St. Albans Ar.Sn.d. 

Langrid^  (N.T.)  Half-Houn  with  the  Little  Ones,  12mo,  cl.  Is  ;  gilt  edges.  Is  6d  ...  iStoeib x86i 

Lang8taff(d.)  Catalogue  of  Preparations  in  his  Anatomicid  Museum,  8vo,  10s Churchill  1841 

< Instructions  how  to  Possess  Ch>od  Health,  8vo,  4s, '40;  2  e.p.8vo,  Ss  6d  Longman  1842 

Langstroth  (L.L.)  On  the  Hive  and  Honey  Bee,  by  Dr.  Baird,  3  e.,  phites,  8vo,  7s  M  New  York 1859 

Langton  (Mrs.  F.)  Bveiy-Day,  a  Novel,  8  v.  poet  8vo,  31s  6d   HnrstAB.    ...1S59 

(Ridi.)  Captivity  in  Fnmce,  1809  to  1814,  2  v.  post  8vo,  21« Smith  Jt  £l(ier.x836 

Language  of  Flowers,  11th  edit,  18mo,10s  6<i,  SaundersAO^  1849  ;  2s Nelson    i86s 

With  Illustrated  Poetiy,  18mo,  2«    HamiUan  1861 

the  Walls,  and  a  Voice  from  the  Shop-Windows,  12mo,  5s Tweedie 1855 

■  Unveiled  ;  Key  to  the  Nature,  &o.,  of  Language,  8vo,  Is  2d CosHi  1856 

Lankester  (E.)  Account  of  Askem  and  its  Mineral  Springs,  12mo,  8s  %d ChurdkiU  1844 

Half -Hours  with  the  Microscope,  2nd  edit.,  12mo,  2s  6d  ;  cold.  4s...  ffardwidbe i860 

. Lectures  on  Food,  cr.  8vo,  Is  ;  Second  Course,  Is  6d  ;  complete,  3s...  Hardwieke 1861 

I  Treatise  on  the  Aquavivarium,  12mo,  2s  6c< ;  cold.  4s    Hardwidx 1858 

•  Uses  of  Animals  in  ReUtion  to  Man,  2  Pts.,  cr.8vo,  Is  ft  Is  6cl;  1  v., 8s  ffardwidhe 1861 


(Mrs.)  Wild  Floweis  worth  Notice,  illust.,  fcap.  8vo,  pUun,  2s  6d ;  cold.  4s     Hardwieke 1861 

Lanktree  (/no.)  Elements  of  Land  Valuation,  8vo,  5s Orr    185s 

Synopsis  of  Roman  Antiquities,  by  Dulcken,  new  edit.,  18mo,  2s...  Ward  A  Lode... it  $7 

Lanman  (C.)  Adventures  in  the  Wilds  of  North  America,  2  v.  8vo,  24s ;  16mo,  2s  6«I  Longman  1854 

■  of  an  Angler  in  Canada,  ftc.,  post  8vo,  10s  6ii    BeaUUg 1847 

Dictionary  of  the  United  States  Congress  (Biographies),  8vo,  12s  PhUoMj^da    1859 

-  Essays  for  Summer  Hours,  Srdedit.,  12mo,  4s     Boston,  2713.. ..184s 

Letten  from  the  Alleghany  Mountains,  12mo,  5s  M — red.  to  4s    New  York 1849 


Private  Life  of  D.  Webster,  post  8vo,  7s  6d Longman  1852 

Summer  in  the  Wilderness,  12mo,  4s New  York 1854 

Tour  on  the  Sanguanay,  12mo,  4a  PhUadUphia  ...n.d. 

Lantenant  (C.)  Guide  Complet  de  I'Btudiant  Fransais,  12mo,  5s   W.  AWun 1857 

Lanture  {CovMt  D.  de)  Analytic  Universal  Telegraphy,  8vo,  Is KotUn   1861 
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kna  (A>ii9r)  Art  of  Italian  and  Bngluih  Singing,  fol.,  2U  Simphin 1855 

Laknri  (A.)  Hiioiy  of  Punting,  by  Roicoe,  3  v.  post  8vo,  each  8f  dd    H.  Bokn    1847 

Luminaries  of  Fainting,  by  Erans,  p<wt  8vo,  9* Lcngman 1848 

Idpham  (I. A)  Antiquities  of  Wiaoonsin,  4to,  26« Waakingion  ...1856 

LaPhoe,  M6canique  Celeste,  transl.  by  Dr.  Bowditch,  4  y.  roy.  4to,  121  \2$ WiUy  1841 

Upland  and  its  Reindeer,  18mo,  2«  Harvey 1840 

Lajwinte  (^.)  Faery  Gold  for  Toung  and  Old,  Tales,  12mo,  3«  M  JUnUledgt 1856 

lai^mbeig  (J.M.)  Anglo-Saxon  History,  tr.byThorpe,  2  v.8yo,21t,Jifttmxy— r.lOf  6<2  H.  Bohn   1845 

England  under  the  Anglo-Norman  Kings,  by  Thorpe,  8vo,  16«   ...J.M.  Smith  ...1857 

lArdier(P.J7:)  Notes  on  Herodotus,  new  edit.,  by  Gooley,  2  v.  8to,  28s WkiUaker 1845 

Larcom  (^Mcy)  Similitudes  from  the  Ocean  and  the  Prairie,  fcap.  S< Botton^U.S.  ...1854 

LaixJeur  (^.ir.)  Method  of  Beading  French  without  Spelling,  12mo,  It   Ihdau  1855 

lardner  {Dr.)  Animal  Physics ;  or,  Body  and  its  Functions  ExpUined,  l2mo,  12s  ed    Walton 1857 

Physiology  for  Schools,  12mo,  3$  6d    Walion 1858 

Chemistry  for  Schook,  12mo,  8»  (Jd Walton 1859 

Common  Things  Explained,  2  series,  12mo, each  28  6d;  1  voL,  5$  ...   Walton 1855-6 

Electric  Telegraph  Popularised,  12mo,  2« Walton 1855 

• First  Principles  of  Arithmetic  and  Geometry,  12mo,  5« Longman 1835 

Great  Exhibition  and  London  in  1861,  post  8yo,  14« LotMman 185a 

Handbook  of  Astronomy,  by  E.  Dunkin,  2nd  edit.,  sm.  post  8to,  7«6<<  Walton i860 

-and  Meteorology,  2  t.  12mo,  lOt Walton 1856 


Natural  PhUosophy,  4  v.  12mo,  20f,  vis. :—  Walton 1856 

Y.  1.  Mechanics,  5s.     2.  Hydrostatics,  Pneumatics,  and  Heat,  6s.    3.  Optics,  5«. 
4.  Electricity,  Magnetism,  and  Acoustics,  5s. 

-  Handbook  of  Philosophy  and  Astronomy,  8to,  tIz.  :  —  Walton 1851-3 


?.  1.  Mechanics,  Hydrostatics,  Pneumataes,  &c.,  12s  6d.     2.  Heat,  Electricity, 
and  Magnetism,  8s  6d,     8.  Astronomy  and  Meteorology,  18s  6<f. 

Lectures  on  Locke's  Essays,  8vo,  8s— red.  to  6s  Simphin 1847 

Manners  and  Habits  of  the  Bee  and  White  Ants,  12mo,  2s   Walton 1856 

Museum  of  Science  and  Art,  12  t.  post  8yo,  18< ;  or  in  6,  21s WaUon 1854-6 

Natural  Philosophy  for  Schools,  3rd  edit.,  poet  8yo,  3<  6d Walton i860 

Popular  Astronomy,  2  ser.,  12mo,  V.  1,  2s  6d,  V.  2,  2s,  *55  ;  in  1  y.,  5s  Walton 1857 

-Geology  and  Popular  Physics,  2  Parts,  12mo,  each  2j  6<f Walton 1856 


•  Bailway  Economy ;  or.  New  Art  of  Transport,  post  8yo,  12s Walton 1850 

•  Steam  and  its  Uses,  including  the  Steam  Engine,  &c.,  12mo,  2s Walton 1856 

.  Engine,  Steam  Nayigation,  &c.,  8th  edit.,  post  8yo,  8s  &d WtUton 1851 


Treatise  on  the  Microscope,  post  8yo,  2s  Walton 1856 

Urdnet's  Cabinet  Cydopsedia,  132y.,  &  Cab.  lib.  8s  per  yol.— r.Ss  dd  See  Appendix. 

IiinhKr(iV(UJL)Woriu,  10  y.  8yo,  62  5s,  BaU—r^d.  to  84s    ff.Bohn  1838 

— Credibility  of  the  Gospel  History,  2  y.  post  8yo,  7s Chadwick 1847 

U^s  (/at.)  Eyenings  with  John  Bunyan,  post  8yo,  4s  6<i Niibet    x86i 

iuge  Letten  for  the  Little  Ones,  square  16mo,  Is;  cold.,  Is6<i   RoutUdge 1862 

Urgn  {Ja$.)  Titles  and  Similitudes  of  Christ,  V.  1  and  2,  12mo,  each  Is  Bd Bi$hop  1852 

lAigMBe  (iTit)  The  Lord  Mayor's  Fool,  fcap.  8vo,  2s  6rf Tyas 1840 

iarken  (^.J2L)  Sermons  on  the  Commandments,  12mo,  5s  6d Richardton  ...1837 

I«lia  (/.)  Pleasures  of  Odd  Fellowship,  Poems,  32mo,  2s Whalejf 1844 

' —  (/as.)  Practical  Brass  and  Iron  Founders'  Guide,  2nd  edit,  12mo,  U6d Pkiladelphia...i%S3 

^«ied  (5.)  life,  by  Eer.  R.  U.  Gurley,  12mo,  7s  6d WUey    1849 

Ulloche(iZ.)OnyeUowFeyer,  from  1699  to  1864,  2  y.  8yo,  42s   Philaddpkia...iZsS 

— • Pneumonia,  its  Supposed  Connection  with  Autumnal  Foyers,  8yo,  18s  New  York 1853 

l^neiie,  a  Tale  of  the  Portuguese  Church,  fcap.  8yo,  Is J.HAJ.ParheritSi 

I^noi  (Oo.)  Families  of  Holy  Scripture,  8yo,  3s  ffoul$ton    1852 

Urpeiit(&r&.)  History  and  Progress  of  Turkey,  2  y.  8yo,  SOs HvrttdsB,   ...1854 

(ir.5.)  Journal  of  the  Peninsular  War,  2  y.  p.  8yo,  21s;  1  y.  8yo,  10s  6d...  Bentley  1856 

^«n%bee  {W.C.)  Wesley  and  his  Coadjutors,  2y.  12mo,  Sb Cincinnati 1852 

JADvy  (Baron)  Memoir  0^  from  the  French,  post  8yo,  8s  iZsnsAais    1861 

^^Kelles  [R.)  liber  Munerum  Publioorum  Hibemia,  1162  to  1827,  2  y.  fol.,  42s Butterworth  ...1852 

^Avgne  (d.Z.)  French  Articulation  i  or.  Gift  of  Fluency,  12mo,  Is  Rivington  1856 

^- •  Introduction  to  French  Prose,  5th  edit.,  12mo,  3s  6<i Simpkin 1844 

"- — -<— Speaking  French  Grammar,  new  edit,  12mo,  Za  6d  Simpkin 1856 

Isahfonl  (/.ff.)  Memoir  of,  by  W.  Sleight,  12mo,  2s Hamilton  1848 

I^Soahr^;  or,  Adyenturesof  Theresa  Dornay,  3  y.  post  870,  31s  6d Madden 1845 

}«spie  (if.  (2e)  Calisthenics :  ElemenU  of  Bodily  Culture,  imp.  8yo,  21s  Darton  1856 

}*at  (/ola)  Memoir  of,  by  Bey.  P.  Storr,  18mo,  Is Wertheim  1855 

IwtDsy,  1845,  new  edit,  sq.  18mo,  3s  6<i Niabet    1848 

' — Dtjs  of  a  Bachelor,  an  Autobiography,  by  J.  McAlIan,  2  y.  post  8yo,  21s iVeu^y   1862 

' —  Aarelian,  by  the  Author  of  Zenobia,  2  y.  12mo,  12s BentUg 1838 

their  Near  Approach,  12mo,  3s  6d Ward    1843 

' — Bad  of  Desmond,  a  Bomance  of  1599-1603,  2  y.  post  8yo,  18s Simpkin 1844 

- — Judgment;  a  Poem,  new  edit,  cr.  8yo,  7s  M;  fcap.  8yo,  3s  6d  Longman  1862 

- — King  of  Ulster,  a  Bomance,  3  y.  post  8yo,  31s  6d  Madden 1841 

' — of  MyLoye,  a  Poem,  12mo,  3s Simpkin 1844 

the Cayaliers,  aNoyel,  3  y.  post  8vo,  31s  6d Bentleg  1859 

• Mahoneya,  and  other  Mnnster  Tales,  3^y.  post  8yo,  31s  6<£ Beniley 1843 

' ]fortimek%  by  the  Author  of  Maigaret^Maitland,  8  y.  post  8yo,  31s  6d...  Hurat  4s  B.  ..  1861 
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Last  of  Uie  FlADtagenetB,  3rd  edit.,  fcap.  8to,  7«  Oc{— red.  to  S«  6(2  H.Bokn 1839 

Peer,  a  Novel,  8  t.  post  8to,  81a  6<< Newinf   185" 

'  Regret;  or,  the  Power  of  Dinne  Regeneration,  a  Poem,  fcap.  870,  2»  6d Gardiner ASon  i86s 

^^  Rose  of  Sammer,  Poems,  18mo,  b$  lAoifd 1845 

Vials:  Essay  on  tbe  Second  Advent,  2  v.  12mo,  each4t Sedtif 1847-8 

Words  of  an  English  Catholic  :  a  Record  of  Inner  life,  12mo,  5« Matten 1856 

Year  in  China  to  Peace  of  Nankin,  12mo,  7« Longmam 184^ 

Lasteyrie  {C.P.)  History  of  Auricular  Confession,  by  Cocks,  8rd  edit.,  2v.  p.  8vo,  2U  BetUUy 1850 

Later  Years,  by  the  Author  of  the  Old  House  by  the  River,  cr.  8vo,  6t  6d  New  York 1854 

Latey  ((?.)  Narrative  of  his  Life,  by  R.  Hawkings,  1707,  reprinted,  fcap.  8vo,  U   ...  Marth    1851 

Latham  (Geo.)  History  and  Architecture  of  Stydd  Church,  imp.  4to,  21t Atcklejf  1852 

(Hen.)  Considerations  on  Suggestions  respecting  Fellowships,  &c.,  8vo,  ls6d  BdlA  Daidjf   1857 

Geometrical  Problems  in  Conic  Sections,  8vo,  Z»  ^d  Bdl    1848 

•  Harmonia  Paulina,  or  Christian  Faith  and  Practice,  8vo,  12«  Bivmgkm  1837 


(/.IT.) Construction  of  Iron  Bridges,  as  to  Wrought  Iron  Girders,  8vo,  1(m     MacmiUan    ...1858 

■  {Mr$.  PM,)  BaiTonscliffe,  or  the  Deed  of  other  Days,  cr.  8vo»  8t  BeUd:DaIdy...i%6^ 

-  The  Wayfarers,  or  Toil  and  Rest,  12mo,  5< fietfi&Da&fy..  1858 


-(P. if.)  Lectures  on  Clinical  Medicine,  12mo,  6t6d Lonynum  1836 

-  Diseases  of  the  Heart,  2  v.  12mo^  16« Lof^num  ...1845-6 


-  (i2.(;.)  Descriptive  Ethnology,  2  V.  8vo.  32«    Van  Vooni   ...1859 

—  of  India  (separate),  8vo,  16« Vau  Voont   ...1859 


•  Elementary  English  G^rammar,  new  edit,  post  8vo,  4f  6d WaUon  i860 

•  Elements  of  Comparative  Philology,  8vo,  2U WalUm  x86a 

English  Ghrammar  for  Ladies*  Schools,  12mo,  If  6d  WaUon  1849 


English  Grammar  for  Chusical  Schools,  8  e.,  revised,  fcap.  8vo,  2i  6d  WaUon  1861 

-  Commercial  Schools,  12mo,  la  6d Walton  1850 


>  Ethnology  of  British  Cobnies,  12mo,  5f Van  Voonl  ...1851 

>  Islands,  12mo.  6«  VanVoTrti    ...185a 


Europe,  12mo,  5« Van  VoorU   ...185a 

First  Outlines  of  Logic  applied  to  Grammar,  &c.,  12mo,  Is  6d  WaUon  1847 

Handbook  of  the  English  Language,  4th  edit.,  cr.  8vo,  7»Qd  WaUon  i860 

•  History  and  Etymolc^  of  the  English  Language,  12mo,  1«  0<2 WaUon  1849 

'  Logic  in  its  Application  to  Language,  12mo,  8t WaUon  1856 

-  Man  and  his  Migrations,  12mo,  5f   Van  Vooni  ...1851 


-  Native  Races  of  the  Russian  Empire,  post  8vo»  8« BaiUiire    ....;. 1854 

-  Natural  History  of  the  Varieties  of  Man,  8vo,  21« Vam  Voonl  ...1850 

•Norway  and  the  Norwegians,  2  v.  12mo,  21s— red. to  lis BeniUy 1840 

Philological,  Ethnographical,  and  other  Essays,  8vo,  10«  6<i— red.  to  6«  WiUUmMicN,  i860 
>  Questions  on  Engli^ih  Grammar,  by  Green,  12mo,  1«  6<2.... WaUon 1846 

-  Transition  of  Tegner^s  Poem,  Axel,  8vo,  2a  td  Hookkam 1839 

Treatise  on  the  English  Language,  2  v.  8vo,  28«,  '55  ;  5  ed.,  8vo,  18«  WaUm  x86a 

■  Yarietiesof  the  Human  Species,  post  8vo,  Is Oir    1856 

-  and  Maberly  {Mary  C.)  Smaller  English  Grammar,  feap.  8vo,  2s  6<i     WaUon  1861 


Lathams  (The),  a  Tale,  12mo,  1* HonUUm  1858 

Lathbury  {Thoa,)  Guy  Fawkes  ;  or,  Gunpowder  Treason,  1605,  12mo,  8< Pairker  A  Son  .xZ^^ 

History  of  Convocation  of  the  Ch.  of  England,  8vo,  12s,  Lealie—T,  1^  J.  R^  SmUk  ...1853 

the  Book  of  Common  Prayer,  8vo,  10s  6d JMJtJJ^arhari%^% 

English  Episcopacy,  8vo,  12a  Parker  A  Son  .iZ-iS 

'       -        -   -  -  ,.,iZ6x 


Nonjurors,  8vo,  14s,  Pickering,  1845— red.  to  6s  .  J.R.SmUk,. 

' Spanish  Armada  in  1688,  12mo,  8«    Parkordt  Son  1840 

— — Memorials  of  Earnest  the  Pious,  12mo,  6s  Parker  A  Son  .1843 

k State  of  Popery  and  Jesuitism  in  EngUnd,  12mo,  6f Ledie iS^g 

Lathrop  {Joa.)  Christ's  Warning  to  the  Churches,  12mo,  S<  M WiUg 1844 

Eighty  Sermons  on  Various  Subjects,  8vo,  10s  6d,  1859— red.  to  7f  6<i  Jq»pa i860 

LatiUa  {E.)  Treatise  on  Fresco,  Encaustic,  and  Tempera,  8vo,  6f Bering  184a, 

Latimer  (^l>.  ^im/A)  Sermons,  8vo  ;  Remains,  8vo Pctrker  Soeai^^-^c 

(^oAn)  Records  of  Northumberland  and  Durham,  8vo,  lZa6d;  roy.  8vo,22s6cI  Auikor  1857 

Latin  Annalists  of  Ireland,  edited  by  Dean  Butler  Iriak  Are.  Soe,  1%^ 

Beginner,  for  Christ's  Hospital,  4th  edit.,  roy.  12mo,  8<  6d    JUvimgUm  1861 

Guide  for  Schools, &c.,  by  a  Graduate  of  Trinity  College,  Cambridge,  12mo,d«6d  Law    1 85s 

Hymns  of  Anglo-Saxon  Church,  edited  by  Rev.  J.  Stevenson,  8vo,  25i  WkiUaher i8c» 

Syntax  and  Delectus,  12mo,  Is  6d  ffoldawortik. 1839 

First  Book  for  Beginners,  12mo,  3s JUwngion 1836 

Tutor:  Companion  to  Eton  latin  Grammar,  12mo,  8<  Sovder 1837 

La  Touche  (Afrs.)  Lady  Willoughby,  a  Novel,  8  y.  post  8vo,  81s  6d  HwrUSB,   ...i8cc 

Latour  (Jf(i2^.)  Histoires pour  les  Enfans,  18mo,  2a^d NitkeA 1850 

Latrobe  (C./.)  Alpenstock  ;  or,  Sketches  of  Switserland,  1825-26,  12mo,  7s  SeeUg 1839 

•—  Letters  to  my  Children,  post  8vo,  2s6e{ Sedeg 1851 

■  Rambler  in  Mexico,  1834,  post  8vo,  9< Sedeg 1836 

• North  America,  1882-38,  2  v.  post  8vo,  i6i  Sedeg 1835 

(X.i.)  Sacred  Lays  and  Lyrics,  12mo,  6s S^Ltg 1850 

Scripture  Illustrations  :  a  Series  of  Engravings,  4to,  81s  6d Sed«g 1838 

Latter  (7*.)  Power  of  Conscience,  and  other  Poems,  8vo,  10s  6d SmiA  df  Elder, i%±'t 

True  Vine,  and  the  Branches,  a  Poem,  18mo,  6s  Cleaaer  ;..i8to 

Latter-Day  Saints,  HiBtoiy  of  the  Mormons  and  of  Joseph^Smith,  12mo,  2s  M ilv^iini^  U.S.     185a 
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lAtto  (f.C)  Kinister's  Kail-Turd,  and  other  Poema,  12mo,  5< Bogue 1843 

Laud  (iip.)  Theological  Works,  6  t.  8vo,  48<  6d /.ir.Por*eri  849-53 

Aotobiography,  ISino,  6f J,H.AJJ*arktri%i^ 

— —  Benefactions  of ,  edited  by  Bruce AihmoleoLn  Soci^^i 

Conference  with  Fisher  the  Jeanit,  8to,  6#  6c2 J,H,^J.Parhtri%s^ 

life  of,  bj  Balnea,  12mo,  3«  6ci,  MatUn,  1855;  by  Le  Baa,  12mo,  6«...  JtivingUm  1837 

—^  Idtoigj,  Bpiseopacy,  and  Church  Bitnal,  18mO|  2<  J.H.ij,Parheri%^7 

Private  Devotions,  12mo,  6«  J.H,<tJ.Parheri9sS 

Lsoda  Syon  :  Ancient  Latin  Hymns,  transL  by  J.  D.  Chambexs,  12mo,  S<  6d Mattera 1856 

Landate  Pneri  Dominnm,  Hymns  for  my  Children,  12mo,  6#  6ci Dolman 184a 

leader  (SirJ.)  Historical  Notes  of  Scottish  Affidra,  1661  -88,  2  ▼.  4to BannatffntClubiS^i 

Memorable  Oocurrenta  in  Church  and  State,  from  1680-86,  4to BannatyneClubiZ^ 

(T,D,)  L^sendaiy  Tales  of  the  Highlands,  S  v.  poet  8to,  81«  6(2  CoUntm 1840 

Bambles  in  the  Highlands,  2  v.  8vo,  21f Black :.i837 

Royal  Progress  in  Scotland,  4to,  42«  ;  roy.  4to,  L  p.  84s   Parker  d:  Son  .1843 


Ludia  (JLIf.)  On  the  Immortality  of  the  Soul,  cr.  8to,  Sa  6d  New  York 1859 

iMgfa  and  Grow  Wise  ;  by  the  Senior  Owl  of  Ivy  Hall,  4to,  2«  6d  QriffiikAP.  ...1856 

Unghable  Looking-Qlass  for  Little  Folks,  4to,  Is  ;  cold.,  2s  Dean 1857 

Idmghing  FhikMopher,  16mo,  10s  6d-red.  to  7<  6cl..^ WhiUaker 1845 

lAi«hter-Book  for  Little  Folk,  sm.  4to,  2f  6d * Addey  1851 

IVOes  for  Little  Heads  and  Little  Hearta,  roy.  8yo,  Is Dean 1858 

iMghton  (/.)  Guide  to  the  Isle  of  Man,  12mo,  2s  6<2 Simpkin i84» 

LsoB  {Henri  Van)  Le^ns  Gradufea  de  Traduction  et  de  Lecture,  cr.  8vo»  5s TruUtmer 1862 

Laondy  {S.L.)  Table  of  Quarter  Squares  of  Integer  Numbers,  roy.  8to,  21s Layton  1856 

lAoraand  Ellen;  or,  Time  Works  Wonders,  12mo,  Is  6d  BoutUdge 1858 

G»y,  a  NoTcl,  2  t.  poet  8to,  21s ffurat  A  B.    ...1856 

Lsunnoe  f/oAii)  Geology  in  1835,  12mo,  4s Simpkin 1835 

lAmel  and  Flowers,  Occasional  Veiaes,  by  M.  E.  J.  S.,  12mo,  5s  6<2 Smith  d: Elder  .iS^6 

(The)  FngitiTe  Poetry  of  the  19th  Century,  18mo,  3s  6d Bogue 1847 

Lsozenee  (^6p.)  Book  of  Enoch,  translated,  8to,  7s  6d  JMJeJJParkeri^Z 

Lay  Baptism  Invalid,  by  W.  Scott,  12mo,  6s Bnm$  1841 

Sermons  at  Bampton  Lecture,  1804,  new  edit,,  8vo,  7s  6d J.If.dsJParker  1^$$ 

(Marg.  W,)  Light  on  the  Dark  Biver ;  or,  Memoriala  of  Mra.  H.  Hamlin,  12mo, 2s  W.  CoUine 1856 

{Rob.P.)  Churchman*s  Assistant  at  Holy  Communion,  12mo,  2s Madera i860 

Essay  on  Confeasion,  Penance,  and  Absolution,  12mo,  Is  M Maatera 1852 

Servioea  for  Visitation  of  the  Sick,  12mo,  5a  M  Bivingkm  1851 


{Sarak)  Deaoendanta  of  Philip  Henry,  8 vo,  4s  6d Simpkin 1844 

(ZocA.)  Perspectiye  Simplified,  8yo,  7s  6d  WeaU    1838 

Laoreni  (j.CM,)  Dictionary  of  German  language,  12mo,  2s  6cl    Williama  A  N.  1846 

German  Grammar  and  Dictionary,  12mo,  6a WHUamadsN,  1847 

(P.E.)  Manual  of  Ancient  Geography,  8vo,  12s WkiUaker 1840 

laarent's  Chemical  Method,  translated  by  Dr.  Odling,  8yo,  8s Cavendiak  Soe,  1854 

lAorent  de  Lara  (Dajnd)  Art  of  Illaminating  and  Missal  Fainting  on  Yellum,  8yo,  Is  LfmgmoM  1861 

119th  Psalm,  Style  of  the  Mi8Bal8,roy.  4to,  24s;  ilium.,  45s  Longman  i860 

Lamie (</«.)  British  and  Foreign  Share  Tables,  12mo,  12s A.  Hall 1847 

Exchange  Tables,  French  and  British,  8vo,  20s,  AMaU^  '45  ;  2  e.,  12s  6d  WhiUaker  1851 

■* Madeira  and  British,  8to>  6s   A.HaU 1844 

Universal,  Svo,  20s  A,  Hall 1854 

Interest  Tables  at  Six  different  Bates,  25th  edit.,  8vo,  21s    A.  Hall i86f 

-  from  5  to  9^  per  Cent.,  6th  edit.,  8vo,  7<  A.Hall 1861 


Treatise  on  Decimal  Coinage,  8vo,  2s  6d A,  Hall 1854 

«—  (/ao.)  Lectures  on  Select  Passages  of  Scripture,  8vo,  9s   Duncan 1837 

{joa.)  Blementaof  Homoeopatluo  Practice  of  Physic,  2nd  edit,  8vo,  16s   Leath 1850 

Homceopathic  Domestio  Medicine,  17th  edit.,  8vo,  16s Leath 1861 

Epitome  of,  21at  edit.,  18mo,  5s     ...  Leath 1861 

Pttfvnts' Guide  to  Homoeopathy,  12mo,  6s  Leath 1849 

—  (g/.S,)  Christinas  Talea  from  the  Gkrman,  &c.,  18mo,  Is  Longman  1862 

Defoe*s  Robinson  Crusoe,  18mo,  Is Longman  1862 

~— ^—  Fancy  Talea  from  the  German,  fcap.  8to,  3s  td;  gUt,  5s  Low  1862 

—  Swift's  Gulliver's  Trayels,  18mo,  Is Longman  1862 

and  Murby  {Tho.)  Rhymes,  Jinj^es,  and  Songs  to  Music,  obL,  Is  6d  ...  Xon^man  1862 


— -  (S.S.)  Fundamental  Doctrine  of  Latin  Syntax,  8vo,  6s Hamilton 1859 

(Tho.)  Dr.  Grant  and  the  Mountain  Nestorians,  p.8yo,  7ff,  Boaton,'^% ;  12mo,2s  Oroombridge  ...1855 

(W.P.)  NarratiTe  of  Operations  at  Rangoon,  1852,  post  8vo,  10s  6d Smith  A  Elder  1853 

—Pegu;  or,  Operationaof  the  Burmese  War,  post  8vo,  14s Smith  A  Elder  1854 

—(W.P,B.)  Northern  Europe  (Denmark,  Sweden,  Russia)  in  1861,  8vo,  12s SavnderaA  0,  1862 

Uvallte  (ITL)  Military  Topography  of  Continental  Europe,  12mo,  8s    Parker  ds  Son  .1850 

Lavars^  (/.)  Guide  to  Bristol  and  Subnrba,  12mo,  Is;  with  Map,  2s Houleton   1858 

Lavatar  (/.C)  Basays  on  Physiognomy,  20th  edit,  12mo,  4s Tegg  1844 

by  Holooft^  11th  edit,  Svo,  12s Tegg  i860 

■  Memoiia  of,  ^  Heiaeh,  18mo,  5s Bagater 1841 

Orifi^nal  Maxims  for  the  Young,  32mo,  Is  Wertheim  1838 


(J.K.)  andBoo%{M,)  Lives  of,  18mo,  Is  6(2 Bel  Tract  Soe.  1855 

lavenu  (X.5.)  Briesmere ;  or.  Contrasts  of  Character,  2  v.p.8Y0,21s,*56 ;  iLel,12mo,ls  Smith  A  Elder  18^ 
Oaaton  Bligh,  a  Kovel,  2  t.  post  6vo,  21<  Smith  ds  Elder  - 
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Layergne  {L.de)  Bnnl  Economy  of  Great  Britain,  8to,  12< Blatkwoodt ..   i8s4 

Larington  (5.)  Sacramental  Meditations,  18mo,  1«  6d Bd,  Tract  Soe.  1849 

Sermons  to  Toang  People,  ISmo,  l»  6d   Hel.  Trad  Soe,  1853 

Layinia,  by  the  Author  of  Lorenso  Benoni,  &c.,  8  t.  post  8vo,  Sit  €d Smith  dt  Elder  i860 

LaToisne's  Atlas,  new  edit.,  med.  folio,  6Z  5»   Ovtrdiner  1841 

— ^—  Chronological  Tables  of  Uniyersal  History,  folio,  2i< Oardiner  1838 

Law  (Hen,)  Art  of  Constructing  and  Bepairing  Common  Boads,  12mo,  1<   WeaU 1850 

Barthworit  Bailway  Tables,  Svo,  2» WeaU 1847 

Modes  of  Setting  Out  Bailway  Curves,  Svo,  2«  6rf WeaU    1846 

— — Operations  and  Construction  of  the  Thames  Tunnel,  by  Brunei,  4to^  16f  WeaU 1857 

Budimentary  Treatise  on  Logarithms,  12mo,  2«  6d WeaU 1861 

— ^— Budiments  of  Civil  Engineering,  new  edit,  12mo,  4«  6d  WeaU 1858 

—  (Ffii.J7.)  Christ  is  All :  Genesis  and  Exodus,  new  edit,  fcap.  8to,  each  2t  M Wertkeim 1861 

— Leviticus,  new  edit,  feiqh  8vo,  2»  6d Wertkeim 1861 

Numbers  and  Deuteronomy,  12mo,  each  2«  6d   Wertkeim 1858 


(Jat.T.)  Arrangiementof  the  Church  Building  Acts,  4th  edit,  in  6  Fbrts,  8vo,  9$  Rivingien  1858 

Collection  of  Acts  for  Building  Additional  Churches,  8vo,  6f    £emni$tg 1847 

Ecclesiastical  Statutes  at  Large,  5  v.  Svo,  63« Rmngton  1847 

• • Forms  of  Ecclesiastical  Law,  Svo,  1&8  Bemmimg 1844 

— — —  Lectures  on  the  Ecclesiastical  Law  of  England,  Svo,  If lUvimgUm  1861 

•  Office  and  Duties  of  Churchwardens,  &c.,  Svo,  8<  Rieimgtim  1861 


(Johuy  ofLauritton)  His  Scheme  and  Times,  12mo,  St  M  Jot.  Biaekwood  1856 

(P.)  Priie  Bnay  on  Draining  Strong  Cbys,  Svo,  2s  6d   BimjAim 1850 

(S,D.)  Jurisdiction  and  Powen  of  United  States  Courts,  Svo,  32<   Albany,  U.S.,.i%s^ 

(fTm.)  Address  to  the  Cleigy  (reprinted),  Svo,  lt6d DaiUm  1843 

*  Bemarks  on  the  Fable  of  the  BeM,  by  Maurice,  12mo,  it  6d    Ma,emilian    ...1844 

Serious  Call  to  a  Devout  Life,  new  edit,  12mo,  2f MouiUdge  1857 

Bs«y  by  Dr.  Young,  12mo,  8«  M    W.  ColtimM 1838 


Spiritual  Fragments,  selected  by  Mary  A.  Kelty,  12mo,  St WkOtater 1838 

-  (W.J.)  Criticism  of  Ellis's  Theory  as  to  Hannibal*s  March,  Svo,  8s  Upkam  dt  Bed  1855 

History  of  a  Court  Martial  on  Lieut  Plowden,  in  1848,  Svo,  2i  6d Upkam  dt  Bed  1854 

-  Bemarks  on  the  Alpine  Passes  of  Strabo,  Svo,  8«    Bodwell 1846 


Law  and  Lawyen ;  or,  Sketches  of  Logal  History  and  Biography,  2  v.  post  Svo,  24«  Loi^fman  1840 

List,  12mo,  9f Stetwt  ^  N.Annwd 

■  for  Scotland,  12mo,  5t6d Sweet Annttal 

Magaxine  and  Iaw  Beview  (United  New  Series),  Nos.  1  to  27,  Quarteriy,  5«  each  Buiterworiktiis^-^ 

—  of  Distress  for  Bent  on  Property  not  the  Tenant's,  12mo,  5« SimpkHk 1843 

Divorce,  a  Tale,  by  a  Graduate  of  Oxford,  post  Svo,  10«  W Newbg    1861 

Merchant  Seamen,  4th  edit,  fcap.  Svo,  2f  6<i Bickardmm    ...1846 

—  Questions  and  Answers  on  Mercantile  Law,  12mo,  it  (id  Stevent  1848 

Bef orm  :  Transfer  of  Land,  Svo,  8s  Satmdendf  0.  185a 

^^  relating  to  India  and  the  East  India  Company,  4to,  6Ss AUen 1840 

Becoveryof  Possession  of  Tenements,  2nd  edit,  Svo,  Is    Longwutn  1839 

—  Beporter,  Svo,  V.  1,  24« ;  V.  2  to  10,  eachSOt Cn>ck;fwrd  aIs9^ 

Beports.     See  Appendix. 

Student's  Pint  Book,  Abridgment  of  Bhickstone,  12mo,  15s ffadinfft    1848 

— — Magazine,  Vols.  1,  2,  8,  Svo,  each  20f Hadingt ... 1849-5* 

Questioning  Book,  12mo,  Ss  ^  1848  ;  new  edit,  12mo,  10s  6<i Stetent  1849 


-  Times.     See  Appendix. 

Lawes  (Edm.)  Declamtion  on  Bills  of  Exchange,  Notes,  &e.,  12mo,  5s Stevent  1844 

Proceedings  under  the  Metropolitan  Buildings  Act,  12mo,  4s  M    WeaU 1847 

Public-Health  Act,  1849-50,  12mo,  Ss ;  Supplement,  2s  6d  Shaw i850-[ 

Bules  and  Ordem,  Superior  Courts  Common  Law,  post  Svo,  Ss  /Stevens  1845 

Lawford  (Hen.)  Cabinet  of  Decorative  Furniture  Designs,  folio,  52s  6d  Qroombridge ..A%i% 

(Zott.)  Every  Girl's  Book,  12mo,  8s  6rf Xondedge  i860 

Fortune  Teller ;  or,  Peeps  into  Futurity,  fcap.  Svo,  Is   RoutUdge  i860 

Lawranoe  (Edw.)  Handy-Book  on  the  Law  of  Principal  and  Surety,  12mo,  Is E,  Wilton 1861 

. (Han.)  Histoiy  of  Woman  in  England,  cr.  Svo,  10s  6d Collmm 1843 

■  Memoirs  of  the  Queens  of  England,  2  v.  Svo,  24« Moxon  1837 

{Mitt\  Treasure-Seeker's  Daughter,  a  Tale,  12mo,2f  6(f,  CwHaihav;  n.e.,ls  A.  HaU 185a 

(R.M.)  Curative  Effects  of  Galvanism  on  Gout,  &&,  12mo,  2s  M    Reiukav    1855 

■■  Efiect  of  Electricity  and  Galvanism  in  Disease,  post  Svo,  2*  M    ...  Rentkme  1853 

On  Galvanism  in  l^tment  of  Pkuralysis,  jcc.,  Svo,  2s  6<f Remhaw    1858 


Lawrence  (Amot)  Memoir  of,  with  Extracts  from  his  Diary,  by  his  Son,  8vo,  10s Bodon,  U.S.  .1855 

(Chat.)  Handy-Book  for  Toung  Farmers,  2nd  edit,  12mo,  2t  6d  Longman  i860 

{Edw.)  Xamayca,  a  Bomantio  Poem,  12mo,  5s    Piehering  1847 

(Eug.)  Lives  of  British  HiBtorians,  2  v.  cr.  Svo,  14s New  Tori 1855 

(Pre.)  Common  Law  Procedure  Act,  1852,  Svo,  3s Simpkin 1851 

(H.M.L.)  Adventures  in  the  Punjaub,  2nd  edit,  2  v.  poet  Svo,  21s Colbum 1846 

Esnys,  Military  and  Political,  written  in  India,  Svo,  14s Allen  ^  Co.  ...1859 


■  (Sir  J.)  On  the  Nobility  of  the  British  Gentry,  4th  edit,  12mo,  5«  Nickitton  1840 

(Jno.)  The  Law  and  the  Testimony,  &c.,  Svo,  Is WardALo€i...iiiS 

(Jno.  L.)  Essay  on  Diagnosis  of  Surgical  Cancer,  Svo,  4s  6cJ Chmrehill  1855 

——(iiitt  S.)  Stories  from  the  Old  and  New  Teetaments,  sq.  2  v.,  each  8t  fid  ...  Harveg  1844-5 

—-(«*».)  Pictures,  Scriptural  and  Historical,  ISmo^  8#W «...  WhUiaker 1849 
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lAwnnee  (Mn.)  Poems,  with  BeooUectionB  of  Mn.  HemaoB,  12mo,  7«  dd Murray.:, 1836 

Poetical  Primer,  18mo,  3« WfUUaker 1849 

(5.)  Contes  Choisifl,  new  edit.,  18mo,  2s  M   Simpkin 1845 

and  Matthews  (C)  Chain  of  Erente,  a  Dnunatic  Story,  8yo,  If  ...  Fatrbrother  ...1852 


-(AVr.)  Gahinetof  Gems,  imp.  4to,  21f   Ackermamn    ...1836 

Works,  Bngravs.from,  fol.,  12/  12»— r.  90f;imp.  fol.,  25^--r.  to  71  NaUali  1845 


•  (ira».}  Hnnterian  Oration,  8vo,  2«  Churchill  1846 

Leetares  on  Comparatire  Anatomy,  fcc,  new  edit.,  12mo,  69 /.  Taylor 1844 

Physiology,  &c,  of  Man,  post  8to,  Bs H.  Bohn 1848 

Soigery,  delivered  at  St.  Bartholomew's,  8to,  16f ChurchUl  i86a 


-  Treatise  on  Diseases  of  the  Eye,  8vo,  2i<,  i840~red.  to  lOf  6<f  ...  ff,  Bahn   1844 

-Raptures,  5th  edit.,  8to,  16« Churchill  1838 


'  Views  of  Male  and  Female  Pelvis,  folio,  lOt  M;  oold.  21f   ffighley 1847 

-  Nose,  Mouth,  &c.,  fol.,  1Q«  6d;  cold.,  ai<  Bighley     1839 


(If.  A)  On  Tisitation  and  Search  of  Vessels  of  aU  Nations,  8to>  7«  6d Boston,  U.S.   .1858 

Lawrie  ((?anji)  Mercantile  Arithmetic,  with  Key,  12mo,  S$   Blackie 1850 

{W,A.)  History  of  Freemasoniy,  Grand  Lodge  of  Scotland,  8vo,  12«  6d  Spencer 1859  . 

(W.F,)  Orissa,  the  Garden  of  Superstition  and  Idolatry,  ]2mo,  is  6d Theobald    1849 

Iswry  (WaU.)  Friendly  and  Feejee  Ishmds,  Ist  Visit,  1847, 12mo,  U  6d  ;  eh.ed..  Is  Mason   1850 

2nd  Visit,  1850, 12mo,  9s  Qd;  ch.ed..  Is  Mason   185a 

LavB  (r.^.)  Manual  of  Phrenotypics,  8rd  edit.,  8to,  2s ^ BriUain 1845 

kws and  Constitution  of  England  Explained,  8vo,  Is (7room6rMi^s...i837 

Polity  of  the  Jews,  18mo,  IsQd  Bel.  Tract  Soc.  1848 

Practice  of  Whist,  by  Coelebs,  12mo,  isOd,  Saunders  A  0.\  ii.e.,16mo,2«6<i  Bardmdce 1856 

■ —  of  Barbadoes,  roy.  8vo,  21f BuXUrwyriks  ...1855 

• EzeaTation  and  Embankment  on  Railways,  8vo,  X^s^d  Sawkders  A  0,  1840 

• Race,  as  connected  with  Slavery,  8vo,  2a  PAt/a<ie/|>Ata...i86i 

the  Customs,  edited  by  J.  G.  Walford,  8vo,  10s  6<l Lwkgman  1846 

• Hebrews  relating  to  the  Poor,  8vo,  7t  6d   Bit^rdMim    ...1839 

Trinidad,  1831-1848,  roy.  8vo,  Sis  6<2 MaxwU 1851 

—  relating  to  the  Revenue  of  Excise,  18mo,  2s  9d Maxwell 1836 

lavsoa  (Chas.)  Sennons  at  the  Foundling  Hospital,  2  v.  8vo,  22<  M  Parker  <Si  Son  .1838 

{Oeo.)  Exposition  of  the  Book  of  Proverbs,  2  v.'12mo~red.  toOt Hamilton  1855 

■ History  and  Cultivation  of  Water-lilies,  12mo,  2t  M Oroomhridge  ...1850 

Life  and  Times,  by  Rev.  J.  MacfarUne,  8rd  edit.,  er.  8vo,  7f  6(2   ...  IfamilUm 1862 

— {Geo.N.G.)  Plain  and  PneUcal  Sermons,  8vo,  7«  6d  Masters 1847 

— (/«o.)  Calcutta  Melodies,  oblong,  9s  6d IToulston  1844 

Ocean  Tribute;  Thoughts  in  Verse  and  Fkise,  12mo,  SsM ffamilton  1844 

Sacred  Ptatime  ;  Verses  on  Sacred  Subjects,  12mo,  Zs  M FeUowes 1836 

Vezsea  for  the  Days  of  Darkness,  ftc.,  12mo,  2s  6d FeUowes 1838 

— (/os.)  Meteorological  Register,  1831-42  inclusive,  8vo,  8f Washington  ...1851 

— {J.A.)  Lectures  at  Dublin  on  Political  Economy,  8vo,  3<  M  Parher  ds  Son  .1%^ 

(/.P.)  Bible  Cyclopedia,  3  v.  roy.  8vo,  84« FuUarton 1849 

-Book  of  Perth;  Charters  and  Documents,  8vo,  12t Dolman 1837 

Episcopal  Church  of  Scotland,  2  v.  8vo,  30s,  Sums, '43— red.  to  12t  ff.  Bohn    1844 

-  Legends  and  Traditions  of  Persons,  Ace,  in  Old  Test.,  12mo^  9s  6d...  Parker  A  Son  .1850 

Mi&taxy  Pastor  :  Disoounes  to  Soldien,  12mo,  5«  6c2  Parker  ik  Son  ,i%is 

Roman  Catholic  Churoh  in  Scotland,  12mo,  is  M Smith  A  Elder.  jZ^s 

.Scotland  Delineated  in  a  Series  of  Views,  folio,  70s Day  A  Son  ..  n.  d, 

Peter)  Agriculturists*  Manual,  8vo,  9f  Blachooods  ...1836 

Agrostographia  :  Treatise  on  Cultivated  Grasses,  4to^  2<  6d    Blackwoods  ...1853 

Catak)gue  of  Fruit  Trees,  &c.,  4to,  2s  M Blackwoods  ...1851 

YegeUble  Products  of  Scotland,  sm.  4to,  5s., Blackwoods  ...1851 


'{Wn^)  Geography  of  the  British  Empire,  fcap.  8vo,  8s   ffamilton  1861 

Coastlines,  12mo,  Is    Piper 1859 

'  River  Systems,  12mo,  Is  Piper 1859 


- — {W.deL.)  Arithmetic  ExpUined  m  Three  Birts,  18mo,  Is  6d  Boulston   1862 

{WJ.)  Handy  Book  on  Law  of  Banking,  12mo,  Is B.  Wilson 1859 

History  of  Banks  in  Great  Britain,  8vo,  16«,.x85o— red.  to7s  6d Bentley 1855 

lavtoo  (^00.)  Aoeount  of  Religious  Houses  of  Toritshire,  8vo,  8s Simpkin 1853 

{ff.A.)  Elodie,  a  Legend,  and  other  Poems,  12mo,  3s  6d Longman  1848 

Uvyei'B  ^017 ;  or,  the  0^han*s  Wrongs,  12mo,  Is  M Nelson  1853 

Uv]«n  in  Love,  by  Author  of  Cavendish,  3  v.  postSvo,  31s  6d « Cochrane  1844 

Woii  (f.TT.)  Builders' Price  Book,  12mo,  each  4s   Simpkin    ...Annual 

Metropolitan  Buildingi  Act,  12mo,  2s Butterroorths  ...1%$$ 

{Hen.)  Examples  of  Building  Construction,  imp.  folio,  3  Parte,  each  50s   ...  Author  1857-9 

WC&.I'.)  Chinese  As  they  Are,  8vo,  6s  6d    H.Bohn 1841 

Isj  of  the  Pope,  fcap.  8vo,  3s   Saunders  A  0.  i860 

—  Fteaehcr's  Pulpit  Companion,  8vo,  Is ffoulston   1857 

lATHMB'sDrnt ;  or.  Chronicle  of  Britain,  by  Sir  F.  Madden,  3  v.  8vo,  42s  ^n^.  Soe.  ...1847 

lA7aid(i^.)  Nineveh  and  its  Remains,  2  v.  8?o,  36s  Murray 1848-9 

2nd  Portion,  1  v.  8vo,  21s  ;  2  v.  30s  Murray 1853 

-  —— abridged,  post  8vo,  6s    Murray 1851 

■"  Welsh,  12mo,  5s Longman  185a 

Monuments  of,  2  aeries,  folio,  eaeh  lOl  lOs  Murray  ...1849-53 


4'4B  XATCOCK— -LEASE  [EholuhCathocbi 

lATOOck  (D.T.)  Coctares  on  Medical  Observatioii  and  Beaearch,  port  8yo,  0f  Lonffmcm  1S56 

Mind  and  Brain,  2  t.  post  8vo,  21f    Simpkin 1S60 

Treatise  on  the  Nenrona  Diaeasea  of  Women,  8to,  10«  6d ;  n.e,,  8»  6d  Sin^kin 1840 

Layman'8  Offering  to  his  Chnrch,  Fbrt  1,  U6d;  Part  2,  8f   Orwmhridffe  ...i%^% 

Lay-Member'a  Goide  in  Yiaiting  the  Sick  and  the  Poor,  Preface  by  Gariyon,  p.  Sto,  Sm  Rvrin^ibm 1851 

Laya  and  BaUada  from  Bngliah  and  Soottish  History,  12mo,  2s  6d  LmmUy 1S45 

Lamenta  for  Israel,  Poems,  ISmo,  St  «.  BUckU 1846 

— —  Lyiica,  tranal.  from  the  Italian  of  Agoatino  P.,  fcap.  8vo,  S«  6<i Hardmehi iS6i 

Lively,  Ludierons,  and  Lachiymal,  by  Silex  et  Ignis,  post  8to,  2s    WhiUaktr 1850 

of  a  Lifetime:  the  Beoord  of  One  Departed,  am.  4to,  10s  dci   New  York 1857 

Ancient  Babylon,  12mo,  8s  6d Pickering 1849 

Israel,  by  a  Loiterer  in  the  Holy  Land,  8vo,  4s Partridge 1852 


Memory,  Sacred  and  Social,  by  a  Mother  and  Son,  8to,  10s  6d HwniAB 1856 

Modem  Bome,  8vo,  5s  CKopflMm^iT.  1854 

Palertine:  Sacred  Poetry,  12mo,  7s  6rf    RxvingUm  1851 

the  Heart,  and  other  Poems,  by  J.  S.  0.,  port  8vo,  5s  6(2 SmUkA^der  1837 

Holy  Land,  from  Ancient  and  Modem  Poets,  iUurt.,  sm.  4io,  21s..., Orijfin    1857 

Pilgprim  Fathers,  compiled  by  Ben.  Soott,  fcap.  8to,  2s  6c{ Longman  1861 

Piooa  Biinstrels,  Selections  by  J.  B.  H.,  18mo,  2s  ed Simpkin 1861 

-Saactnary,  and  other  Poema,  compiled  by  Bntherford,  port  8yo,  7s  Cd...  ffamilUm  1859 

-  Sea,  and  other  Poems,  by  Personne,  12mo,  6s Smiths  Elder  1846 

-Westem  World,  lUnatrated  by  Gwilt,  4to^  68s New  York 1848 


Layton  (RA.)  The  Instant  Beckoner,  8vo,  85f,  1859— red.  to  21s    ff.lCCautUm   1861 

LazarHooseof  Leros,  fcap.  8vo  (Historical  Tales),  Is    J.HAJ.Parkeril^^ 

Lazarine  ;  or.  Duty  once  Understood  Beligionaly  Fulfilled,  18mo,  %t  6ci Dolman 1853 

Lacara8(/.^.)  Bbeneaer,  a  Beligiona Narrative,  12mo,  5s  Nitbei    1841 

Lazybones;  or,  Funny  BJiymes  with  Funny  Kctnres,  square,  Is Routledge i860 

Lea  (O.)  Synoptical  Tables  of  the  French  Sounds,  4to,  in  a  case,  6s  Simpkin 1846 

-(/sooc)  Fossil  Footmarks  in  the  Bed  Sand  at  Pottsrille,  Pennsylvania,  AUaa  fol.,  lil  Philaddpkia...iisS 

Synopeuof  the  Family  of  Naiades,  8rd  edit.,  4to,  18s    Pkiladelpkia...ils* 

^{J,W,)  Church  Doctrine  of  Confession  and  Absolution,  12mo,  2s J.HJsJ.Pofkerit^i 

—  (TT.)  Tablesof  StrengthandDeflectionof  Timber,p.8vo,10s6(2,A'inpibti»,'5o;cr.8o,5s  WeaU 1861 

Leach  {Lt,Col,  /.)  Barables  along  the  Styx,  port  8vo,  5s Boone 1847 

B^flections  relatire  to  the  Duties  of  Troops,  ISmo,  5s   Boone 1835 

Sketch  of  the  FieM  Services  of  the  Bifle  Brigade,  p.  8vo,  2s  6d    Boone 1838 

{S.F,)  Grammatical  Introduction  to  London  Pharmacopoeia,  18mo,  59  ...  ff.  Hwgkei 1849 

"^ Inrtruetions  for  Management  of  the  Aquarium,  12mo,  Is 2>eem 1856 

(FF.B.)  Consolation  in  SicknesB,  18m*o,  Is  M Ward 1845  | 

Lectures  on  Fulfilled  Prophecy,  12mo,  5s Ward 1844 


(W,E.)  Synopsis  of  MoUusca  of  Great  Britain,  port  8vo,  14* Van  Voord  ...1851  ! 

Leacock  (Ji.J.)  Memoir  of,  by  Bev.  Dr.  Caawall,  12mo,  5s  M Bivingion  1857 

Lead  Pipes,  Opinions  on  the  Use  of,  for  Cities,  8to,  9s  New  York 1859 

Leadam  (T,R,)  Homoeopathy  aa  applied  to  Diseases  of  Females,  8vo,  10s  6d  Leath 1851 

Leadbeater  (if.)  Annals  of  Ballitore,  with  Memoir,  2nd  edit.,  2  v.  fcap.  8vo,  14s ...  BeUADaldy...\i(it 

Leaders  of  PubUc  Opinion  in  Ireland,  fcap.  8vo,  7s  6<i  Saitmdere&O,  .iK^i  ; 

Leaf  {Jno,)  Biographic  Portraitnree  of  a  few  lUuatrioua  Persons,  cr.  8vo,  7s  6{2 JaM.Bladewood  ilii 

Leaf  of  a  Chrirtmaa  Tree,  tranal.  from  the  German,  by  White,  12mo,  2s  6<i  Botworik   1851 

Leafiets  from  the  Woods  and  Glena,  18mo,  Is Jfamilton  1862 

^— —  of  Memory,  an  Illuminated  Annual,  8vo,  25s Philaddpkia...iii9 

Leahy  (D.)  Abrtract  of  the  Bvidenee  on  Crime  in  Ireland,  8vo,  2s  6d Low^fman  1839 

(Edm.)  Treatise  on  Making  and  Bepairing  Boada,  port  8vo,  5s  WeaU 1848 

Leake  {W.M.)  Numismato  Hellenica  :  Catalogue  of  Greek  Coins,  4to,  68s Heame  1841 

On  Some  Disputed  Points  of  Ancient  Geography,  8vo,  6s  6<f Mwray 1857 

— —  Pelopoonesiaca,  8vo,  15s  Murray 1846 

———— Topography  of  Athens,  2nd  edit.,  2  v.  8vo,  30s Murrag 184* 

Travels  in  Northem  Greece,  4  v.  8vo,  60s  Murrag 1836 

Leakey  (Car,)  Lyra  Australia  :  Poems  written  in  Tasmania,  12mo,  8s Bickere  1854 

Leamington,  Chiide  to  the  Yicinity  of,  12mo,  Z9M Longman  1844! 

Lean  (T.)  Improvements  in  Steam  Bngines  in. Cornwall,  roy.  8vo,  10s Simpkin 1839 

Leaning  on  Her  Beloved  :  a  Memorial  of  M.  G.  C,  12mo,  2s  M Nitbet 1857 

Leapingwell  (6^eo.)  Manual  of  Boman  Civil  Law,  after  Halifax,  8vo,  12s MaemiUan 1859 

Lear  {Edw.)  Book  of  Nonsense,  5th  edit.,  with  new  Pictures,  obi.  Ss  6d RouUedge  i86x 

Illustrated  Bxcuraiona  in  Italy,  fol.  84s;  2nd  ser.,  foL,  63s Maclean  1846 

Illustrations  of  Pkrrots,  fol.,  6^  6s   Boone 1838 

Journal  in  Greece  and  Albania,  roy.  8vo,  21s Benileg 1851 

— of  a  Landscape  Painter  in  Calabria,  imp.  8vo,  21s  Benileg 1851 

Sketches  of  Bome  and  its  Bnvirons,  fol.,  84s McLein 1841 

Leared  {Arlk,)  Causes  and  Treatmentof  Imperfect  Digestion,  fp.8vo,  8s  6(2;  3rd  ed.,4s  ChtrdaU  1861 

Learmont  (Jot,)  Practical  Mechanic's  Assistant,  12mo,  6s /.  Wedeg  1857 

Learning  to  Act,  Feel,  and  Think,  18mo,  each  Is  M  iSe^.  TV. Sbe.  1843-4-5 

Converse,  with  Illurtrations,  18mo,  Is  6<J ReLTr.Soc^  ...«854 

Leary  {TM,)  Basy  Latin  Exercises  for  Beginners,  fcap.  8vo,  Is  6<i   MozUg   1861 

. Notes  to  Homer,  Baeumlein's  Text,  2  v.  port  8vo,  12s WeaU i860 

Leask  {Wm.)  Beauties  of  the  Bible:  Lect.  on  Inspiration,  p.  8vo,  6s,  '52;  12mo,  8s6(i  Partridge 1856 

Character,  and  How  to  Tert  It,  12mo,  Is  6d /oaJB^adhMod  1855 
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LeiBk(1Fi».)Clo8eiBook,  12mo,  It  W  

— ^«— -  Hnay  on  the  Mediatorial  Sjstem,  poet  8vo,  7f — ^rednoed  to  3< 

BridenoeBof  Ghrace,  18mo,  1m  dd  

Footetope  of  the  MeesUh,  poet  8to,  7t 

Hall  of  yiaon,  a  Poem,  l2mo,  8«  6<2 

■  Happy  Tean  at  Hand,  Ontlines  of  the  Ooming  Theocracy,  cr.  Sro,  At 

I^etBnemy,  18mo>  2«  (Jd   

Lays  of  the  Fntore,  12mo,  Zi 

Mond  Portraits,  or  Tests  of  Chazacter,  12mo,  U  dd    

— Philosophical  Lectores,  18mo,  2s    

-  Struggles  for  life,  an  Aatobiography,  post  8vo,  8t  6d 

Tried  Christian,  a  Book  for  the  Afflicted,  12mo,  2i(id 

Two  Lights,  or  Beaeon  and  BeTelation,  12mo,  2f  6(i,  '59 }  fcap.  8yo,  2s 

Yieirs  from  Oalvaiy,  18mo,  28  M  

Lflatham(£,^.)  Charmione,  a  Tale,  2  ▼.  p.  8to,  21«  Bradbury,\'i ;  n.  e.,cr.  8to,  6« 

-^— Diseorery,  a  Poem,  12mo,  2s  M 

— ^^-^— -  Leetores  at  Literary  Institutions,  12mo,  8«    

-^— —  Leaser  Poems,  Selections  from,  12mo,  Zs  6d  

Life  hath  many  Mysteries,  and  other  Poems,  poet  8to»  2« 

— Oliyer  Cromwell,  a  Drama,  12mo,  2s  

■  On  the  Currency,  8to,  2a 

— Poems,  poet  8to,  10s  6d  

Trayeller's  Thoughts,  new  edit.,  12mo,  2s  6d 

{W,H.)  Tales  ot  EngUsh  Life  and  Mieoellanies,  2  t.  12mo,  12« 

Leather  Stocking  and  Silk,  a  Story  of  the  Valley  of  Virginia,  12mo,  Us  M 

LaihennaB  <P.J2.)  Elements  of  Moial  Science,  12mo,  6s  M 

Lesvea Leares,  18mo,  vis.:—   

Atterhory  (Bp.)  Religions  Retirement,  Is.  Beveridge  {Bp.)  Worldly  Anxiety,  Is  6d. 
BeTsridge  (Bp,)  and  Wesley,  Self-Denial,  Is  M.  Blair  (If^fD,  D.)  Tranquillity 
of  Mind,  Is.  Blomfield  (^.)  Privileges  and  Duties,  Is,  Butler  {Bp,)  Gorem- 
meat  of  the  Tongue,  Is.  Cud  worth  (R,)  They  Know  Christ,  &o..  Is  6d.  Ellis  {C.) 
Trae  Qentleman,  Is  6<2.  Hobart  (Bp.)  Repentance,  Is  Hd,  Huntingford  {Bp.) 
Psbe  Philosophy,  1<  6d.  Patrick  {Bp,)  Prayere  for  Contentment,  Is,  Sumner 
(Abp.)  Dependence  on  the  Redeemer,  Is. 
LttTcs  from  a  Lady's  Diary  of  her  Traveb  in  Barbery,  2  t.  post  8to,  21s 

-  Village  Journal,  18mo,  ls6d 

Life,  Poems  by  L.  N.  R.,  post  8to,  7f  W    

My  Journal  during  Summer  of  1861,  post  8to»  9s  6d 

•- Note  Book,  by  Alfred,  82mo,  2s  6d  

— the  Book  of  Nature,  foL,  half-mor.,  cold.  (U  10s   

— — — ^^  Diary  of  a  Dreamer,  12mo,  2s 

. Iiaw  Clerk,  12mo,  Is  6d,  JBrovm  ;  new  edit.,  fcap.  Is  ... 

"— an  Officer  of  the  Ghiards  during  the  Peninsular  War,  12mo,  5s 

Journal  of  a  Subaltern  in  the  Pnnjaub,  1848-9,  post  8vo,  6s 

— ■ Newly-Inyented  Process  of  Nature  Printing,  fol.,  21f 

— — of  Knowledge  for  the  Toung,  16mo,  2s  6d  

IsBsbilkri  ;  Introduction  to  the  French  Language,  6th  edit.,  16mo,  2s 

UhioL  {P.)  Kiat  German  Course,  with  Exercises  k  Vocabulary,  2  e.,  cr.  8to,  2s  6d 

Reading  Book,  12mo,  ZsQd  

— — Qerman  Exercises,  with  Vocabularies,  12mo,  8s  6d 

> Grammar,  Exerdses,  &&,  12mo,  8<,  1849  ;  Key  to,  12mo,  2s  6d 

'  Ptaetiee  in  German,  adapted  for  Self-Instruction,  12mo,  6s  

-  Selections  from  German  Poete,  poet  8to,  6«,  Clarke,  1854 ;  12mo,  3s  6d 

SelMastmctor  in  German,  poet  8yo,  6s  6d     

I*B»(C.lF.)Lifeof  Archbishop  Lend,  fcap.  8vo,  6s   

— — — ^ Bishop  Jewel,  fcap.  8yo,  6s  

Wiclif,  fcap.  8to,  6s 

U  Brady  («/.)  Anatomy  of  the  Regions  in  Surgical  Operations,  fol.,  24s  

UBrethon  </./>.)  French  Schohir's  First  Book,  9th  edit,  12mo,  3« 

" ■ Guide  to  Pkench  language,  new  edit.,  8vo,  10«  6d ;  Key  to,  7s... 

UBnm  (X.)  Materials  for  Translating  ^m  English  into  French,  12mo,  is 

I<  Ceaaemv  Conrection'of  Errors  made  by  English  in  Speaking  French,  12mo,2f  6d  .. 

^«cbdle(^.)  CoQisd'Ezercices  Anghiis,  8to,  6s 

l^c^Mvalisr  (/.)  Means  of  Reliering  British  West  India  Colonies,  8to,  2e  6d  

J«kiy  (/s*»)  Poems  and  Tales  of  Travel,  12mo,  6** 

Mckie  (CAos.)  Scripture  References,  12mo,  6f 

"- — >  (Mrs.)  Guardian,  a  Dramatic  Poem,  post  8to,  If  6d 

Hebrew  Boy,  a  Dramatic  Poem,  post  8to,  Is  6d 

' Power  of  Conscience,  a  Poem,  post  8vo,  Is  6d 

—  Step-Mother,  a  Dramatic  Poem,  post  8to,  Is  6d 

' Stories  for  the  Toung  who  are  of  Age,  16mo,  It  6<i    

7-^ {Wm.)  Inquiry  into  the  Bank  Reetrictions,  1848,  8vo,  10*  6d  

}««»«« (iTea.)  Fmt  and  False,  a  Tale,  12mo,  Is  6d 

iMlcreq,  Pkowbea  Dramatiques,  by  LefebTre,  18mo,  Zs  6d  

tefenPniifaiseBdelitttetureetde  Morale,  12mo,  8rd  edit.,  6s    
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Le  Conta  (J.C.)  Ooleoptera  of  Kanau  and  Bast  Now  Mexico,  4to,  Ss Wa$kingUm  ...iS6o 

LakeSaperior,  8to,  2» New  York 185- 

New  Species  of  Coleoptera  from  California,  8vo,  Zs  6d New  York 1851 

PeelapUdn  of  the  United  States,  8vo,  2*  New  York iM 

Synopsis  of  the  Species  of  Donacia  in  United  States,  8vo,  2f New  York 1852 

LeoooBt  (P.)  Examination  of  Barlow*s  Beports  on  Iron  Bails,  &c.,  8to,  7«  6d Simpkin 1836 

— -^^—  History  of  the  London  and  Birmingham  Bailway,  8vo,  fi« Simpkin 1839 

Treatise  on  Bailways,  8vo,  4*  6d  Longman  1851 

Le  Coutenr  (Jno.)  The  ^fle,  its  Effects  on  the  War,  &c.,  8to,  Zs  (kL Parker de Son... it SS 

Lecras  (A,J.)  Laws,  Customs,  &e.,  in  the  Island  of  Jersey,  12mo,  6<  BuUerwortkM  ...iZ^^ 

Lecturer,  Literary  and  Scientific,  4  v.  12mo,  each  2«  6d GraUan 1853 

Lectores  at  Christ  Church,  Chelsea,  durin^ic  Lent,  12mo,  3$  6d  Hatduurd 1851 

Winchester,  on  the  Lord's  Second  Advent,  18mo,  2i  Od Wertkeim 1850 

the  Lirerpool  Ladiei^  College,  1856,  12mo,  4j Hamilton  1857 

Mining  School,  Bristol,  1857,  12mo,  2$  6d    Span  1859 

Opening  of  New  College,  London,  1851,  post  8vo,  Zs  6d Jack»onAW...i%si 

-— ^  before  Churohof  Eng.  Toung  Men's  Soc.,  12mo,  '50  k  52,  ea.  Zs ;  rest,  2t  6d  SeeUy i8$o-£ 

Toung  Men's  Christian  Association,  Dublin,  cr.  8vo,  3»  6d,  1861  ;  4s  Simpkin 1862 

Exeter  Hall,  Lond.,12mo,ea.8«6<i  Nithet 1847-53 

p.  8yo,  ea.  4«  Nitbet  1854-62 


Manchester,  post  8vo,  2«  6d /.  F.  Shaw   ...1856 

on  Architecture,  &c.,  by  a  Member  of  St. Mary's  ,Waterford,  8to,  Zt6d T.  JUchardson  1857 

Churoh  Establishments,  12mo,  2a Whittalxr 1835 

Civil  Establishments  in  Beligion,  12mo,  Zs  6d    Whittaker 1835 

—^Conversion  of  the  Jews,  by  Various  Ministers,  12mo,  Z§M  AyloU 1843 

^—Destiny  of  the  Jews,  by  Clergy  at  Liverpool,  12mo,  9s HcUchard 1841 

Education  at  Croaby  Hall,  London,  8vo,  2s  6d Snow 1848 

— — Royal  Institution,  London,  post  8vo,  6s Parker  ASon  ..1854 

St.  Martin's  Hall,  London,  12mo,  Is  6<i RnUUdge  1854 

-English  Poets,  8vo,  6» EarU 1847 

-Epistle  to  the  Bomans,  8vo,  8s  Blackwoodt  ...1840 

-Errors  of  the  Church  of  Bome,  Preached  at  Leicester,  8vo,  5s  BelltkDal4fy...ii^7 

Perth,  12mo,  2s6c2 Bamilton  1854 


-Evidenoesof  Christianity,  delivered  at  Dundee,  1848-9, 12mo,  8s HamHUm  1850 

Revealed  Religion,  by  Various  Ministers,  1 2mo,  ZbM W,  CoUint 1 8  50 


Exhibition,  1851,  before  Society  of  Arts,  2  v.  post  8vo,  15s Kent    1852-3 

Foreign  Churches,  Ist  series,  post  8vo,  4s  ;  2nd  series,  4s  6d ffamiUon  ...1845-6 

Freemasonry,  Victoria  Lodge,  Dublin,  12mo,  2s  Spencer 1857 

Gold,  delivered  at  the  Geological  Museum,  12mo,  2s  6d Kent 1852 


'-Great  Protestant  Beformers,  delivered  at  Liverpool,  post  8vo,  2s  fid Theobald  1851 

-Heathen  Gkxls,  for  Schools,  12mo,  6s ffatckard 1839 


-History  of  the  Jews,  by  Scotch  Ministers,  12mo,  Ss  6d W.  CoUim 1839 

-Locke;  or,  Principles  of  Logic  for  Students,  8  vo,  10s  6d    Cadell    1840 

-Medical  Missions,  with  Pro^ce  by  Dr.  Alison,  12mo,  4<  6d  Simpkin 1849 

-Modem  Atheism,  delivered  at  Bradford,  12mo,  Is  id Partridge 1853 

-Opening  of  Owen's  College,  Manchester,  post  8vo,  2s  6d   Lonffmam  1852 

-Painting,  by  Barry,  Opie,  Fuseli,  &c.,  post  8vo,  5s H.Bokn 1849 

-Paley;  or.  Principles  of  Morality  for  Students,  8vo,  7s Cadell    1841 

-Papal  Aggrossion,  delivered  at  Birmingham,  8vo,  3s  6<f Hamilton  1852 

-Popery,  by  Various  Ministers,  12mo,  2s,  W,CoUin$\  12mo,  4s Theobald  185s 

-Prayer,  by  a  Country  Pastor,  12mo,  8s  6d    Parker  A  Son... 1%^ 

-Principles  of  Admission  to  Scotch  Churoh,  12mo,  2s  6d Qroombndge  ...1%^ 

-Prophecy,  by  Various  Authors,  12mo,  Is  6<i NiAet    1856 

-Protestantism,  1851,  Preface  by  Champneys,  12mo,  2s  6(f /.  F.SkoM 1851 

-Beligion,  as  to  Commerce  and  Avocations  of  life,  12mo,  3s  6d Needham  1852 

-Revivals  of  Religion,  12mo,  Z$6d    W.  CoUint 1840 

-Sabbath  Schools,  by  Ministers  in  Glasgow,  12mo,  Is  6<i Smith  df  Elder  1841 

-Scripture  Parables,  by  a  Country  Pastor,  12mo,  4s Parker Jb  Son... 1%^^ 

-Second  Advent,  by  Various  Clergymen,  12mo,  3s  6rf  Wertheim 1848 

-Signs  of  the  Times,  by  Twelve  Clergymen,  12mo,  8s6«{ Wtrikeim 1854 

-Social  and  Physical  Condition  of  the  People,  12mo,  Is  id W.CoIUmb 1848 

-the  Characters  of  Our  Lord's  Apostles,  12mo,  8s  6d   Parker  dk  Son  1851 

—  History  of  EngUnd,  by  a  Lady,  2  v.  12mo,  each  7s  6d J.H.Parber  1850-4 

Mountains;  or.  Highlands  and  Highlanders,  1st  &  2nd  ser.l2mo,ea.  5s  iSduiMters^O.   i860 

Sacrament,  12mo,  2s RivittfjUm i860 


Voluntaryism,  by  Various  Ministers,  fcap.  8vo,  Is  6rf <9ftmpim 1861 

read  at  a  Mechanics'  Institute  in  the  Country,  12mo,  5s  Parker  A  8oh...\^k 

to  Ladies  on  Practical  Subjects,  new  edit.,  post8vo,  7s  6(2  MacmUlan 1857 

—  Mechanics,  by  Eminent  Ministers,  18mo,  3s Marding    1838 

—  Sunday-School  Teachers,  by  Clergy  of  Birmingham,  12mo,  2s  6cf WerU^eim 1 854 

—  Toung  Men  on  Missions,  Preface  by  Raikes,  8vo,  ^i /.  F.  Shaw   ...1846 

— Moral  and  Religious  Improvement,  2  v.  12mo,  4s W.  CoUint 1849 

Beligion,  18mo,  8s  6d,  1838  ;  2nd  series,  12mo,  8s  6rf    ...   Whitiaker 1843 

and  Sprague  Lectures,  12mo,  8s  6c{   W.  CoUint 1851 


' Beligious  Science,  2nd  edit.,  18mo,  2s  Hamilton  1845 

LedahXinah,  the  Martyrs  Qhild,  and  Derwent  Bank,  poet  8vo,  Is  6<f Bivington  1851 
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Ledderhofle(CbW/'.)  Lifcof  A.  G.  Spangenberg,  8vo,  2i  6d MaUalimd:Co,i%ss 

Philip  Melaucthon,  cr.  8vo,  6»  Philadelphia  .1855 

Le  Dernier  D'Egmont,  par  Sir  0.  Rockingham,  2  t.  8vo,  15< Colhtum 1851 

Ledger  ((?0o.)  Act  on  Bribery,  12mo,  la  Show  A  SonB...i%$j 

Le  Dhay  (i.)  Compleie  Course  in  French  8to,  6«    Law    1844 

Treatise  on  Formation  of  French  Worda,  12mo,  2»  Baleman  1851 

Le  Due  (Z.L.)  Raseian  Question  ;  or,  Crisis  in  the  East,  12mo,  1«  Clarice 1853 

Ledvicfa  (T.H.)  Descriptive  Anatomy  of  the  Human  Body,  post  8to,  12s  6<2  Simpkin 185X 

Ledyaid (/oAii)  Life  and  Travels,  12mo,  5s  Bo»ion^U,S,  ...1846 

Lee  (iZ/.)  Empire  of  Music,  and  other  Poems,  12mo,  2s  6(2  *. Pickering 1849 

-(^j}.i4.)  Idfe  of  St.  John,  12mo,  4s  6d NtwYorh 1854 

Peter,  Practical  Discourses,  fcap.,  &»    New  York 1851 

Memoir  of  Susan  AUibone,  8vo,  10s    Philadelphia... i%$$ 

-  (i//.r.)  History  of  the  Parish  of  Tetbury,  8vo,  12s J,H.AJ,Parkeri%S7 

-itfoi.C^.)  oi«i  Reed  (/os.)  Memoirs  of,  12mo,  5s  Boston,  2/*.^.  ...1846 

-  {C.A.)  Human  Physiology,  for  Elementary  Schools,  12mo,  4s  6d New  York 1853 

-{D.K.)  Master  Builder  ;  or.  Life  at  a  Trade,  cr.  8vo,  6s  New  York 1851 

Merrimack;  or.  Life  at  the  Loom,  12mo,  6s NewXork 1854 

— Summerfield  ;  or.  Life  on  a  Farm,  12mo,  Ss Auhwm,  U,S,...i%s^ 

— (£ifw.)  Animal  Magnetism  and  Homceopathy,  2nd  edit.,  12mo,  4s  ChwrchiU  1843 

Baths  of  France,  Qermany,  and  Switzerland,  p.  8vo,  6s  6d  ;  n.  e.,  fp.  8s  6d  Churchill  1854 

Germany  Considered,  12mo,  9s,  '41  ;  2  ed.,  7s  6d,  '43  ;  Sed.,  6s  Whittaker  1846 

— — _ and  their  Mineral  Waters,  4th  edit.,  fcap.,  7«   Churchill  1851 

Rhenish  Germany,  3rd  edit.,  roy.  12mo,  8s  Churchill 1861 

Brighton  and  its  Sanative  Resources,  12mo,  2s  6(2 Churchill  1850 

— Cheltenham  and  its  Sanative  Resources,  post  8vo,  8s  6d Whittaker 1851 

Cold- Water  Cure,  reprinted  from  the  Baths  of  Germany,  12mo,  Is Churchill  1843 

Continental  Travel  and  Invalid's  Hand-Book,  8vo,  10s  6d  Adams  1848 

Cure  of  Stammering  and  Squinting,  8vo,  3s  Churchill  1841 

•  Effect  of  Climate  on  Tuberculous  Disease,  postSvo,  5s  6(2,  '57;  n.e.,  4s  6<2  Churchill  1861 

■ —  Hydropathy  and  Homoeopathy  Appreciated,  12mo,  3s  6(2   Churchill 1847 

Invalid's  Companion  to  the  Continent,  2nd  edit.,  cr.  8 vo,  10s Adams  1861 

Medical  Institutions  of  France,  Italy,  and  Qermany,  2nd  ed.,  cr.  8vo,  7s  6(2  ChwrchiU  1843 

^ Practice  of  France,  Italy,  &c.,  8vo,  8s  ChurchUl 1835 

' — '- —  Mineral  Springs  of  England,  with  Remarks  on  Bathing,  12mo,  5s  AdamM  1841 

— Notes  on  Climate  of  Nice,  12mo,  5s,  Hope,  1854 — red.  to  8s  6<2 Adams  i860 

Spain  &  Malaga,  12mo,  4i  6d,  Hope,  '54  ;  n.  e.,  3s  6(2  Adams  i860 


the  State  of  the  Medical  Profession,  Is    ChurckiU  i860 

Observations  on  Bathing  and  b'ea-Baths,  12mo,  Is  6(2  W.  J.  Adams  .1849 

Mineral  Waters  and  Baths,  12mo,  4s  6d Churchill  1846 

-of  England,  post  8vo,  3s Churchill  1846 


' Remarks  upon  Medical  Organization  and  Reform,  1 2mo,  3s  6c2   ChurddU  1 84  3 

Reports  on  the  Phenomena  of  Clairvoyance,  12mo,  Is  ChwrchiU  1843 

~— —  South  of  France,  Notices,  General  and  Medical,  12mo,  3s   Adams  i860 

Treatise  on  Nervous  Disorders,  8vo,  7s  ChurchiU 1838 

'  -  Watering-places  and  Medical  Springs  on  the  Continent,  8vo,  7s  6(2 Longman  1836 

■ —  -     of  England  as  to  Medical  Topography,  12mo,  5s  6(2  ChurchiU  1854 

-(^im)  Florenoe,  the  Parish  Orphan,  12rao,  3s  fkl  Boston,  U.  S,  .1851 

■— - —  life  of  Jean  Paul  F.  Richter,  12mo,  6s  6(2 New  York 1850 

^-—  Memoirs  of  Rev.  J.  Buckminster  and  his  Son,  8vo,  7s Boston,  U.S,  ...1851 

- — •  Naomi;  or,  Boston,  200  Years  Ago,  12mo,  5*6(2 /.  C7^j>maii  ...1848 

Parthenia;  or,  the  Last  Days  of  Paganism,  12mo,  Is  6(2 Boutledge  1858 

^P-B.)  Poems,  12mo,  3s  6(2 Masters 1854 

-•iPM.)  Beauty  of  Holiness:  Ten  Lectures,  12mo,  2s  6(2   O.J,  Palmer... i^sq 

'  Death,  Judgment,  Hell,  and  Heaven,  from  Advent  Sermons,  8vo,  2s    Matters 1858 

"" — —  Petronilla,  and  other  Poems,  12mo,  3s    Botwvrth  1858 

— ' — -  Statement  of  Facts  with  Regard  to  his  Resignation,  Is  6(2   Masters 1861 

""-^ —  Words  from  the  Cross :  Seven  Sermons,  8vo,  2s  6(2  Masters 1861 

"]     {0.)  Elements  of  Fractional  Arithmetic,  12mo,  2s  0(2  Lortgman  1843 

-^^.A.B.)  Elegiac  Stanzas  to  the  Memory  of  Bums,  and  other  Poems,  4to,  Is A.  JaaU 1859 

^{Ben.)  Inflammation  of  the  Veins  and  Purulent  Deposits,  8vo,  6s   Benshaw  1850 

^—  Pathological  and  Suiigical  Observations,  8vo,  7s  6d    ChurchiU  1854 

Radical  Cure  of  Variococele,  8vo,  Is  6(2 ChurchiU  i860 

—{BqI.)  Against  Wind  and  Tide,  3  v.  p.  8vo,  81s  6(2,  1859 ;  ch.  edit.,  fcap.  2«  6(2  Smith  ds  Elder  i86ft 

GUbert  Maasinger,  a  Story,  12mo,  6«,  1855  ;  cheap  edit,  ls| Smith  d:  Elder  1861 

— - — •  Hawksview,  a  Family  History,  p<«t  8vo,  7s  6(2,  1859;  new  edit..  Is    Smith  ds  Elder  186ft 

Kathie  Brande,  2  v.  post  8vo,  21s,  1856  ;  new  edit.,  12mo,  2s  6(2 Smith  dt  Elder  i860 

" — ■ — •  Legokds  from  Fairy  Land,  illustrated,  fcap.  8vo,  3s  6(2 Smith  A  Elder  i86o 

' Maude  Talbot,  a  Novel,  8  v.  post  8vo,  31s  6d,  1854— red.  to  15s  Smith  ds  Elder  1855 

Sylvan  Holt's  Daughter,a  Novel,  8  v.  p.  8vo,  81s  6(2,  '58;  n.e.,  12mo,  2s  6(2  Smith  dt  Elder  1861 

Thomey  Hall,  post  8vo,  6s,  1855;  new  edit.,  12mo,  Is   Smith  de  Elder  1861 

■ — ■ Tuflongbo's  Journey  in  Search  of  Ogres,  Illustrated,  fcap.  8vo,  8s  6(2   Smith  ds  Elder  .\%(t% 

Warp  and  Woof;  Reminiscences  of  Doris  Fletcher,  3  v.  post  8vo,  81s  6(2...  Smith  ds  Elder  1861 

Wortiebank  Diary,  &c.,  from  Kathie  Brando's  Portf.,3  v.  post  8vo,  31s  6(2 .  Smith  ds  Elder  i860 

--(Jao.)  Inan^nral  Addresses  in  the  UniverBity  of  Edinburgh,  fcap.  8vo,  2s  6(2 Blackwoods   ...1862 
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Lee  (Inc.)  Lectures  on  History  of  the  Obnrch  of  Scotland,  2  t.  8to,  21«  BlaAwoodi  ...iS6q 

-  {J»B.)  Delineations  of  Roman  Antiquities  foand  at  Oaerleon,  4to,  2U   Xon^mcM  1S45 

■  Description  of  a  Roman  Bailding  at  Caerleon,  imp.  8vo,  fit J.R,8wMik 1850 

Isca  Silamm:  Catalogue  of  Antiquities  at  Caerleon,  imp.  8vo,  15* Longmatk  i86» 

-  (J.R.)  History  of  Market  Drayton,  &c.,  post  8vo,  8«  6d LomgfMm  i86i 

— (/.fT.)  Village  Feast,  and  other  Poems,  post  8to,  8< HamilUm  1S60 

-  (/.y.)  Coste  in  Bankruptcy,  New  Scale,  1865,  12mo,  fit SuUiwtM 1855 

Kvidence  of  Abstracts  of  Titles  to  Real  Property,  8vo,  ICs BleHkam  1843 

— (Lady)  Summer  Hours,  16mo,  2s  6d    DarUm 1854 

-  (Aftssw)  Canterbury  Talcs,  "2  ▼.  12mo,  lOs— red.  to  fis BaUlejf 1849 

-  (Mn.)  Adventures  in  Australia,  new  edit.,  12mo,  5s    Chriffitk  A  F,  ...il^i 

■  African  Wanderei-8,  a  Tale,  12mo,  6«,  1846  ;  2nd  edit.,  5s OrijfUkAe  F,  ..A%^ 

»— —  Anecdotes  of  Habits  and  Instincts  of  Animals,  Srd  edit.,  fcap.  8to,  Ss  6<i  Oriffiik  dt  F.  ...i%i>o 
Biids,  &c.,  2nd  edit.,  fcap.8vo,  S«  6<i  OrigUh  A  F.  ..i860 

■  Beauties,  Uses,  &c.,  of  Trees,  Plants,  and  Flowers,  8vo,  15f— red.  tolOf6<2  GriJUkAsF,  ...1853 

■  Elements  of  Natural  History :  Zoology,  new  edit.,  12mo,  7s  6d  Lcnffwum  1850 

'                 Familiar  Natural  History,  16mo,  8s  6^;  coloured,  6f  OriJUkAF...A%s* 

Juvenile  Album,  Tales,  ito,  8s Aekenmann  ...1841 

Flaying  at  Settlers,  lUustrated,  2nd  edit.,  16mo,  2s  M  ;  cold.  8s  6d Grifitk  it  F.  ...i860 

■  Sayings  and  Doings  of  AninuUs,  Srd  edit.,  16mo,  2s  M ;  cold.,  Ss  8ci      ....  Griffith  A  F,  ...i860 

■  Sir  Thomas  ;  or.  Adventures  in  W.  Africa,  12mo,  8s  M ;  cold.,  4s  6d Griffith  A  F.  ...1855 

'                 Sketches  of  Sculpture  and  Sculptors,  2  t.  12mo,  10s    Bottatt,  U.8,...  1854 

Stories  of  Strange  Lands,  8vo,  15s Moxon  1835 

Taxidermy,  12mo,  7s Longmam  1843 

Willie  Fraaer  ;  or,  the  Little  Scotch  Boy,  18mo,  2s~i«d.  to  Is    A,  HaU 1846 

(iV.)  Life  of  a  Fairy,  12mo,  Is Darling 1850 

-  (Roh.)  Anatomy  of  the  Nerves  of  the  Uterus,  folio,  8s BaUUire    1841 

Clinical  Midwifery,  2nd  edit,  12mo,  5s CkurdUU  1842 

Reports  of  Ovarian  and  Uterine  Disease,  12mo,  6s  Cd ChurMU  185* 

Diary  during  a  Stay  in  Russia  in  1824-26,  12mo,  8s  6d  BaUUy 1854 

Employment  of  the  Speculum  in  Uterine  Diseases,  8vo,  4s  M ChmrthUl  1858 

Engravings  of  the  Ganglia,  &c.,  of  the  Uterus  and  Heart,  4to,  6s  ChwrckUl  1859 

'         Lectures  on  Theory  and  Piictice  of  Midwifery,  8vo,  15s  Lomgmtim  1844 

Observations  on  Diseases  of  the  Uterus,  2  Farts,  imp.  4to,  15s    ChmrMU  ...1840-5 

-  (U.)  Handbook  of  Devotion,  12mo,  7s  6d   Simpkin 1844 

'  Pmayers  for  Family  Worship,  cr.  8vo,  6s  6d    HamiUm  1861 

■ Public  Worship,  18mo,  4s ffonlttan  1858 

Sermons,  Occasional  and  Practical,  12mo,  6s  6(£ JUvinffUm  1841 

Stories  from  Russia,  Poland,  and  Ciicassia,  ]2mo,  Ss  6d    NeUanASom  1853 

Theses  of  Erastus  on  Excommunication,  fcap.  8 vo,  4s  6<i  BeUA  J)aldif...i%44. 

-  (Sam,)  Events  and  Times  of  Visions  of  Daniel  and  St.  John,  8vo,  8s Sedey 1851 

Hebrew  Gmmmar,  8vo,  12s,  Duncan,  1840— red.  to  8s   ff,Bohm 1844 

Chaldee,  and  English  Lexicon,  8vo,  25s,  />iHi4»n,*40— red.  to  15s  H,Jiehm 1844 


Inquiry  into  Nature,  Progress,  and  End  of  Prophecy,  8vo,  14s Seeley 1849 

Translation  of  the  Book  of  Job,  with  Notes,  8vo,  18s  Sede^f 1837 

Plea  for  English  Operatives,  12mo,  Is , Simpkin 1850 

Tables  for  Surveying,  Geodesy  and  Practical  Astronomy,  8vo,  16s    Wa$himfftem  ...1853 

.  (r.5.)  Treatise  on  Tumours  of  the  Uterus,  8vo,  8s  CfhmrdiiU  1847 

(Wm.)  Discourses  on  the  Inspiration  of  the  Holy  Scriptures,  2  edit,  8vo,  14s    ..  RivinffUm  1857 

Introductory  Lectures  on  Ecclesiastical  History,  8vo,  2tM  Rimngion  1858 


-Tho,G.) 
-{T.J,) 


On  Miracles,  with  Remarks  on  Mr.  Baden  Powell,  8vo,  5s SaumdertA  0.  1861 

Progress  of  Astronomy,  new  edit,  8vo,  8s6ci    Rivimgtcm  i860 

Translations  in  Euglish  Verse,  from  Ovid,  Horace,  &c.,  8vo,  2s  M  RiwimgUm i860 

— (Yf.iV.)  GuidetotheExaminationsattheCoUegeof  Fort  William,  8vo,  10s  6<f WilUami  A  N.  1^61 

Lee  Boo  tPr»n<?e)  History  of,  20th  edit,  18mo,  2s  GramiAG.  ...1849 

Leech  {D.F.)  Relations  and  Laws  of  Office,  8vo,  7s6<i WothimgUm  ...1857 

{John)  Mr.  Briggs  and  his  Doings  (Fishing),  folio,  10s  M Bradhmy i860 

Pictures  of  Life,  from  Punch,  Vols.  1  to  8,  folio,  each  12s   Bradbmj  ...1854-9 

Portraits  of  the  Children  of  the  Nobility,  roy.  4to,  10s  6ci BenOew 1841 

— —  (/os«p*)  Apophthegms  of  Napoleon,  a  Lecture,  12mo,  Is    JSamiUtm  1854 

(iS.)  Thirty  Years  from  Home,  fcap.  8vo,  8s  6(2 Wiieg 1844 

Leechman  (Jokn)  Introduction  to  Study  of  Logic,  12mo,  4s  6<f,  1846 -red.  to  8s  6<<...   W.AUam  1851 

Leeds  (If./r.)  Rudimentary  Architecture,  12mo,  Is WeaU 1848 

Leeds' Anti- Slavery  Tracts,  12mo,  2»6d  Ouh  1853 

Leeming  (Hen.)  Practice  of  General  and  Quarter  Sessions,  post  8vo,  16s Sweet  1858 

Lees  {Cathcart)  Lectures  on  Discsses  of  the  Stomach  and  Indigestion,  12mo,  4s Longman  .   ...1857 

(Edw.)  Botanical  Looker-out  among  Wild  Flowers,  2nd  edit,  post  8vo,  8s  6(1  HawdUom  1851 

Botany  of  the  Malvern  Hills,  12mo,  2»^d    Kent  1843 

Pictures  of  Nature  around  the  Malvern  HiUs,  post  8vo,  7s Bogme 1856 

{F.R.)  Historical  and  Critical  Essays,  2  v.  post  8vo,  each  7s  TweedU 1854 

{Joe,)  Digest  of  the  Merchant  Shipping  Act,  1854,  post  8vo,  Ss W.AUom    1855 

Laws  of  Custom^  Tariff  and  Tables,  1859,  post  8vo,  6s PkUip  A  80m    1859 

—  Shipping  and  Insurance,  new  edit,  post  8vo,  10s  6rf W,  AUam  1855 

— — Manual  for  Shipmasters,  4th  edit,  cr.  8vo,  6s Phil^df  Son... i9si 

^ — Six  Months' Seasons  of  the  Tropics,  fcap.  8vo,  2s LoiftgmM  i860 
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Lms  (/so.)  FatiJ  Distemper  in  Cattle,  8to,  2«    WhiUako'  185a 

Lees  of  BlendoB  HaU,  a  Novel,  3  t.  port  8to,  31f  6d Hwrttdt  B 1859 

Leeaon  (/so.)  Fnnctional  Denuigeixkent  and  Organic  Disease,  8to,  6« Walton  1846 

Le  Pua  (Jffs.)  Life  of  C.  B.  H.  Orpen,  M.D.,  cr.  8to,  5<   Westerton  i860 

Le  Febvre  (/jooc)  Narntive  of  His  Sufferings  and  Death,  12mo,  Z$  6d Battler  1839 

Le  PcYiv  {Sir  Q,)  Apology  for  the  Nenres,  post  8to,  9t,  1844— red.  to  8t  6d H.Bohn 1846 

life  of  a  TraTelliog  Physieian,  8  ▼.  port  8to,  Slf  6<2   Limgman  1843 

^— ^—  Bemarks  on  Thennal  Comfort,  ISmo,  2f6<i ChurehiU  1843 

{Mn.)  Originjd  Letters  Written  in  175^-55,  12mo,  Sf  6(i  J.F.Shaw 1835 

Lefrey  (P.C.)  Stni^t  Forvard ;  Fatieoce  Uart^the  Dissembler, Two  Tales,fp.8TO,8f  td  Modqf  1 860 

(/.B.)  Handbook  for  Field  Service,  square  32mo,  6f    Parker  ^  Son  1854 

(T.)  Analysis  of  the  Criminal  Lav  of  Ireland,  port  8vo,  14f   Sweei 1849 

Legiey  from  a  Betired  Governess,  new  edit.,  12mo,  4f   Edvardt    1838 

of  SB  Etonian,  Poems,  edit,  by  Bobert  Nolands,  8vo,  lOt Belld:  J)aldy...ii^6 

Le  Gal  (Col.£»g.)  School  of  the  auides,  for  the  Use  of  the  U.  S.  Militia,  16mo,  8<...  New  York i860 

Legal  Rrclwriastical  Guide,  8vo,  15s  Hodgwn    1&39 

—  Handbook,  Debtor  and  Creditor,  Srd  edit.,  18mo,  2«    Tyat  184a 

—  Tear-Book,  Almanack  and  Directory,  8vo,  5s Maxwell    ...Annual 

Legate  {ff.S.)  Orations,  Speeches,  and  other  Writings,  2  v.  8vo,  2Ss    New  York 1846 

L^endof  Cloth  Fair,  and  other  Tales,  12mo,  84    Tegg  1839 

St  Swithin  ;  Bhyme  for  Bainy  Weather,  with  Illustrations,  4to,  10$  M...  HamUUm 1861 

the  Bhone,  l>y  M.  P.  B.,  post  8vo,  6s iTope 1858 

Yillikins  and  his  Dinah,  sm.  4to,  1«   TaUwU 1854 

LegeDds  and  BecoUections  of  Mona,  12mo,  2<  6<; WhiUaker  1850 

Traditionaiy  Stories,  Proee  and  Verse,  I6mo,  3s Burnt 1843 

ofConnanght,  8vo,  10« lAmgman  1841 

Dev<»,  16mo,  2c  6d WhiUaker 1848 

• Ba^nd  and  France,  2  v.  post  8vo,  each  3f  Brittain 1841 

Laoeaahize,  12mo,  i<  6<i Simpkin 184a 

' Bobeahl,  ^.,  trans,  from  Musnus,  12mo,  5f  Cundail 1845 

• Toiqnay,  &c,  12mo,  1«  ^  WhitUiker 1850 

' Yenioe,  Illustrated  by  Herbert,  edit,  by  Bceooe,  4to,  21f Longmam  1840 

• the  Moorlands  and  Forests  in  North  Staffordshire,  12mo,  2f  6d  HamilUm  i860 

Lfger  (2%n.)  Animal  Magnetism,  port  8vo,  %$    WUey 1846 

Magnetoscope,  a  Philosophical  Essay,  8vo,  3f    BaillUre 185a 

Le^  iJ.ff.)  Poetic  Narrative  of  the  Ocean  Monarch  Ship,  12mo,  8«  6d  Smith  ds  Elder  1848 

* (Jt)  Handbook  of  Brrors  in  Commercial  AcoountB,  18mo,  Is Longman   1858 

Interert  Tables,  1  to  8  per  Cent,  advancing  by  Bighths,  8vo,  10s Longman  1857 

— (Whl)  Hiatorieal  Memoirs  of  Broad  Street  Chapel,  Beading,  12mo,  2f    Simpkin 1851 

Legge  {Geo,)  Christianity  in  Harmony  with  the  Nature  of  Man,  port  8vo,  8f  6d Snow 1851 

- —  i/at.)  Notions  of  the  Chinese  concerning  God  and  Spirits,  8vo,  8s  6cf    Ward 185a 

^  {Pd,}  Hints  for  an  Essay  on  Anemology  and  Ombrology,  12mo,  2c Bogue    1839 

Legion ;  or,  Feigned  Bxcnaes,  cr.  8vo,  2c  6d   New  York 1856 

^^re{B.)  Moral  History  of  Women,  by  J.  W.  P^mer,  cr.  8vo,  6c  6d New  York 1861 

I^wv  V-)  Bemarks  on  Sculpture  referred  to  in  the  Old  Testament,  port  8vo,  4c  6d  WhiUaker 1845 

Le(irM(iy.A)  Tales  and  Fables,  sm.  4to,  24c  BenUey 1835 

Icgvleisn  Michaelmas  Term,  1858,  to  Trinity  Term,  1861,  roy.  8vo,  12c Wildg    1861 

' Qnertions  and  Answers  for  Articled  Clerks,  8vo,  each  Term,  Ic  Wildg  Annual 

UHaidy  (iT.)  Agabus  ;  or,  the  Lart  of  the  Druids,  a  Tale,  12mo,  5c Pickering 1851 

LeHsriTel(il.^  French  Pronunciation,  in  Five  Lessons,  12mo,  Ic Relfe  1853 

• {P.)  Anecdotes,  &c.,  en  Vers  Fran^ais,  12mo,  2c  td   Simpkin 1837 

Dialogues,  French  and  Italian,  12mo,  2s  Simpkin 1838 

• Noavelles  Fleurs  Litttoiires,  i2mo,  8c Simpkin 1836 

' Self-Inrtructor,  English  and  French,  12mo,  4c Simpkin 1835 

I^Bttnn(i>ro/.)  Ffayaiological  Chemirtry,  by  G.  E.  Day,  3  v.  8vo  Cavend.  Soe.  1851-3 

-  Morris  and  Jackson,  8vo,  14c Philadelphia    1856 

I«bBit«((?.|f.wm.)  Life  of,  translated  by  J.  M.  Mackie,  12mo,  da Wiley    1847 

" System  of  Theology,  translated  by  Bussell,  new  edit,  8vo,  7c  6d  Burrn    1855 

I^intter  (Cbr.)  Fanny  and  her  Mamma,  square,  plain,  2c  6d;  cold.,  8c  6<( GrantikG. 1848 

Susan  and  her  Doll,  12mo,  Ic  6(i   Ifogg  ^ Sone  ...tZ6i 

"- —   {Pet.)  Ada  Greville  ;  or.  Woman's  Constancy,  3  v.  port  8vo,  31c  6<f Churton 1850 

' • Ahab,  the  Apostate,  a  Poem,  port  8vo,  6c Saunden^O.  1853 

- — Boaworth  Field,  a  Tale,  3  v.  post  8vo,  31c  «d  8mithABlder.i%^$ 

' Templars,  an  Historical  Novel,  3  v.  port  8vo,  27c     Whittaker 185a 

I^uxiter,  Handbook  of,  2nd  edit,  fcap.  8vo,  2c /.  B.  Smith  ...1846 

* —  Prise  Essays  on  Sunday  Amusements,  port  8vo,  Ic  6<2  HamiUon  1857 

|«ieUurdt  {L.)  Overland  Expedition  in  Australia  in  1844-5,  8vo,  16c Boone 1847 

fi<la)spnid:er's  lAtin  Method  (Ahn's  System),  2  e.,  8vo,  4c  ;  Key  to,  Ic  6<i  Tkimm  t86a 

1^7  (2)r./<ML)  Ancient  Fauna  of  Nebraska,  4to,  V.  6  /Sn»t<AsoiMcma  1854 

""^ Flora  and  Fauna  within  Living  Animals,  plates,  4to,  7s  6<I Wa^MngUm  ...1854 

•- On  the  Extinct  Sloth  Tribe  of  North  America,  plates,  4to,  12c  6d ...   Waehingtmi  ...1855 

; Species  of  Fossil  Ox,  plates,  4to   Smilkeoniam  C.1853 

lA^ehild  (iVaiO;.)  The  Buried  Titan,  a  Drama,  8vo,  7c  6<i    Hardwieke 1859 

""^ (/no.)  Christian  Emigrant,  18mo,  Ic  6<i Rel.  Trael.  Soe.  1853 

— " — ■*■         Experience,  port 8to,  7»  6rf,  185a  j  2nd  edit,  4i  6<i Wa/rd 1854 
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Leifchild  (Jno.)  Evangelist,  cr.  8to,  6f  (W Ward 1S38 

Memoir  of  EeT.  Joaeph  Hogbea,  8vo,  12«  Ward 1835 

RemarkB  on  Preachen  and  Preaching,  12mo,  2»M  Ward 1S57 

Sabbath-Day  Book;  or,  Scripture  Meditations,  12mo,  St  dd—r.  St  Bd.  TraetSoe.  1853 

Sketch  of  his  Character  and  Ministry,  by  J.  B.  Brown,  cr.  8to,  If     Ward 1861 

(Mrs.)  Memoir  of,  by  Dr.  Leifchild,  12mo,  2$  6d  Ward 185^ 

Leigh  {E,C.)  and  Care  {L,  W,)  Crown  Cases  Kesenred,  r.Syo,  Ptl,  5f ;  2, 5«6d;  8,  7f  Sievmt 1861-1 

((7er.)  Colonna,  and  other  Poems,  12mo,  5t    Longmem i860 

(Ld.)  Poems,  12mo,  7f    Moxtm 1839 

Verses  for  Whitsuntide,  12mo,  2»  6d  Moxom iM 

Walks  in  the  Country,  Poems,  12mo,  5t Moxou  1844 

{P.S.)  Abridgement  of  the  Law  of  Nisi  Prius,  2  t.  8vo,  48«    BuUerwoHla  ...1838 

Treatise  on  the  Game  Laws,  2nd  edit.,  12mo,  6»  BuUerwoftht  ...il^i 

■ Poor  Laws,  12mO)  21f,  '35  ;  Supplement  to,  12mo,  4s  6d  MuxweU 1838 

(5.)  Guide  to  the  Lakes,  4th  edit.,  12mo,  6«  6(2    Leigh 1840 

Wales  and  Monmouthshire,  4th  edit.,  12mo,  9s Leigh 1839 


•  New  Picture  of  London,  with  Views,  12mo,  9f  Leigh 1841 

Pocket  Road  Bookof  England  &Wales,12mo,9i;  with  55  Map8,12t6(i  Leigh 1839 

KoadBookof  Scotland,  18 mo,  9s Leigh 1839 


'—{8am.)  Incidents  in  the  Life  of,  by  Strachan,  postSvo,  6s Heylin  185$ 

(TAo.)  Garhinds  of  Verse,  12mo,  5s Smith  As  Eidtr  .\%^^ 

(IT.i/.)  Emigrant,  a  Tale  of  Australia,  8yo,  5« Simmnm    184? 

Reconnoitring  Voyages  and  Travels,  8yo,  plates,  lOt  6<2 Smith  A  Elder  .\%yi 

Leighton  (AUx.)  Court  of  Cacus  ;  or,  the  Story  of  Burke  and  Hare,  fcap.  8vo,  2s  ...  SimpUn 1861 

Curious-Storied  Traditions  of  Scottish  Life,  new  ed.,  fcap.  8yo,  2«...  Simpkin 1861 

{Bdw.)  Lectures  on  the  History  of  Joseph,  3rd  edit,  18mo,  8f  6d Deam 1848 

{Jno.)  Contrasts  and  Conceits,  by  Luke  Limner,  obi.  4to,  5s Atkermann  ...1847 

—  Suggestions  in  Design,  by  Luke  Limner,  4to,  16s Leighton 1855 


(a6p.  Je.)  Works,  with  Life  by  Pearson,  2  t.  8vo,  16s B.Bohm. 1849 

Apples  of  Gold,  18mo,  Is  Wertheim  183* 

Comment  on  St  Peter,  2  t.  18mo,  Zt6d,  B.T.  Soe.,'^6 ;  2  v.  12mo,  5s  Soe.  P,C.K.  ...1849 

Life  by  Pearson,  8to,  9s   .'. ff.Bohn 1849 


—  Life  of,  18mo,  Is  6<i   Hamilton  1856 

—  Memoir  of,  and  Selections  from  his  Sermons,  12mo,  2s   Nitbet    1841 

—  On  the  Creed,  Lord*s  Prayer,  &c.,  by  Pye  Smith,  12mo,  2s  M  Virlme    1839 

—  Spiritual  Truths,  extracted  by  Dr.  Wilson,  new  edit,  18mo,  2s  6d  .   Wertheim i8$i 

>- Theological  Lectures,  Sro,  U  id Ward 1859 

—  Zion's  Plea  against  Prelacy,  12mo,  Ss TheobcJd  liso 

-and  Rutherford  {Sam.)  Selections  from,  18mo,  Is  8<2 BenneU 1859 


• (/2t.)  Rhymes  and  Poems,  2nd  edit,  fcap.  8to,  Zt  6d  Simpkin 1861 

(ir.ii.j  Flora  of  Shropshire,  8yo,  24s VanVooni  ...1840 

Leighton's  British  Argiocarpous  Lichens,  8yo,  10s  6d Bay  Sodetn  ....a.<i> 

Leighton  Manor  House ;  or,  Loye  and  its  Shadows,  post  8yo,  6a    SannderaJt  0...t^i 

Leila  Ada,  the  Jewish  Convert,  by  Heighway,  12mo,  2s;  8s  6(2 PaHridge 1854 

Leisure  Hour,  Vols.  1  to  11,  roy.  8yo,  eacb  ^ Bel.  Trad  S.  '52-61 

Leisure  Hours  in  Town,  by  the  Author  of  Recreations  of  a  Country  Parson,  p.  8yo,  9s  Parker  ds  Son..  1861 

Leitcb  {Alex.)  Gospel  and  the  Great  Apostacy,  a  Prise  Eauy,  12mo,  2s    Bel.  Traet  5mm8$i 

Heart  Religion  ;  or,  Liying  Belief  in  the  Truth,  sm.  cr.  Svo,  8s  6(2  ...  Nitbet    1862 

Unity  of  the  Faith,  poet  8yo,  7s  6(2 HamiUon  1859 

(CO,)  Memoir  and  Remains  of,  by  Rey.  D.  Smith,  12mo,  8s  Hamilton 1^5^ 

(Z).i2.)  Poetic  Fragments,  post  8yo,  6s  6(2 Simpkin 1838 

(iV.)  History  of  Scotland,  12mo,  2s  6<2 Thomoon  i«45 

•  Instructiye  Reader,  12mo,  Is  9(2  Orifin    1*64 


{Wm.)  God's  Glory  in  the  Heayens,  with  Illustrations,  sm.  cr.  8yo,  6s Strahan 1861 

Leithart  (/.)  Obeeryations  on  Mineral  Veins,  8yo,  5s  Weak    1858 

Leithcad  (Yrm.)  Nature,  Operation,  ftc.  of  Electricity,  12mo,  8s  Longman  1837 

Lejeune  (Afary)  The  Old  Chateau,  a  Noyel,  2  y.  post  Svo,  21s  Hope i860 

Lejolndre  {M.  Baph. )  Anecdotes  et  Melanges  pour  les  Eooliers,  fcap.  8vo,  2s    Simpkin 1 861 

Le  Keux  (/.)  Memorials  of  Cambridge,  2  y.  Svo,  42s  ;  4to,  54s,  '4a;  8yo,  red.  to  24s  Bogue 1845 

Leland  (C.^.)  Meister  Karl's  Sketch  Book,  cr.  8yo,  7s  6(2  Low  1856 

{Jno.)  Divine  Authority  of  the  Old  and  New  Testament,  Svo,  9s  Tegg 1837 

Le  Maout  {A.)  L*Exhibition  de  Londres,  Podme,  en  Trois  Chants,  8yo,  Is   HouUton    1851 

Le  Maistre  (ilf.)  Journey  Round  my  Room,  post  8vo,  3s  6(2   Thomat 1840 

Le  Mesurier  (^m.)  Mer-Cur-ius  ;  or,  the  Word-Maker,  Svo,  6s    Longman  1854 

{J.T.)  Garrison  Sermons  at  Malta,  12mo,  6s  Hatehard 1840 

Lemmi  {Dr.  E.)  Italian  Grammar,  12mo,  5s   Hamilton 1853 

Lemon  (ifarJ;)  A  Christmas  Hamper,  12mo,  Is   Boutledgt  1859 

Betty  Morrison's  PocketBook,  12mo,  Is  6(2    Bradbmy 1856 

Enchanted  Doll,  a  Fairy  Tale,  12mo,  3s6(2 Bradbwrg  1849 

———— Heir  of  Applebite  and  Our  Lodgers,  12mo,  Is   Bradbwrg   1856 

Prose  and  Verse,  12mo,  4s   BradJbury 185* 

Lempriere  {Chaz.)  American  Crisis  Considered,  post  8yo,  5s  Longrnxm  1861 

• —  Notes  in  Mexico  in  1861  and  1862,  post  8yo,  12*  6(2   Lov^rmam  i86a 

{B.D.)  Lectures  on  the  Collects,  8yo,  1st  series,  12s BimngUm  1845 

— (Jno.)  Classical  Dictionary,  8yo,  9s   Longman  1847 
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Lempriere  (/no.)  dasBxcal  Diciionarj,  by  Anfchon  and  Barker,  8vo,  8s  M  Blads 1838 

' Cauvin,  8vo,  12«  ;n.  e.,7<6<2  Longman  x86a 

GUes,  8vo,  16« WhUtaker 1843 

Park,  18mo,  7«— red.  to  4«  6rf   Tegg  1856 

Miniature  edit.,  18mo,  7«  6d— red.  to  4«  6(i.  H.  Bohn   1850 

Lena,  Uie  Silent  Woman,  by  Author  of  King's  Cope,  3  y.  post  8vo,  81<  6(2 Smith  dc  Elder. lis* 

Leaa^bu  (Pol;)  Treatise  on  the  Law  of  Legacy  Duty,  8yo,  ia  Stevens  ik  N,  ...li so 

Lendrick  (C.)  Elements  of  Practice  of  Medicine,  12mo,  Fts.  1  fc  2,  ea.  8«  Longman  1840 

Lendnun  {A.)  The  Rights  of  the  Second  Order  of  Clergy,  8to,  2t Masters x86o 

Undy((kipi,  A.  P.)  Elements  of  Fortification,  post  Svo,  7»  6d Parker  A  Son  .1857 

■ Maxims,  Adnce,  and  Instructions  on  Art  of  War,  ISmo,  5f New  York i86» 

Treatise  on  Fortification  for  Staff  Officers,  or.  4to,  81s  6<i Mitchell i86a 

' ______^^_^  Higher  Military  Tactics  and  Strategy,  12mo,  fit Parker  ds  Son  .1853 

LeNeire  (/.)  Calendar  of  Ecclesiastical  Dignitaries,  8  ▼.  8to,  87s  6d   J.H Js J. Parker i%S^- 

Lenient  (if n.)  Tales  for  my  Niece,  18mo,  2s  Simpkin 1838 

Leiuani  (Copt.  C.E.)  Travels  in  British  Colombia  ;  with  a  Yacht  Voyage,  870,  14s .  Hurtit  d?  B 1861 

1{D.B.)  Tales  from  Molidre's  Plays,  post  8vo,  lOs  6d Chapman^  If. iSs9 

]£am{Wm,)  English  Qrammar,  55th  edit.,  18mo,  Is  6d — Key  to,  3s  6d  Simpkin 1861 

hainoi(Lordff.O.)  Irresponsible  Boards,  a  Speech,  Svo,  Is Hamilton  i86a 

{Lord  W.)  Compton  Andley,  8  v.  post  Svo,  31s  6d BenUey 1841 

Merrie  England,  its  Sports  and  Pastimes,  Svo,  12s Nevby   1857 

Percy  Hamilton,  2nd  edit.,  8  v.  post  Svo,  81s  M  Shoberl 185* 

Philip  Conrtenay,  a  Novel,  3  v.  post  Svo,  81s  6d  HuratdsB 185s 

Hctaresof  Sporting  Life,  &c.,  2  v.  poet  Svo,  21s Hwrstds  B 1859 

■ ' Recreations  of  aSportaman,  2  v.  post  Svo,  21s Hurst  ds  B i86a 

Story  of  My  Life,  3  v.  post  Svo,  31s  6<i Hurst  A  B 1857 

Tuft  Hunter,  3  v.  pogt  Svo,  31s  6rf Colbum    1843 

Leaoy  (C.)  Questions  on  Tytler's  Elements  of  History,  1843,  2nd  edit.,  Svo,  3s  6d...  Edwards  A  H,  1847 

LeNonreau  Tr6aor  ;  or,  thie  Student's  Companion,  14th  edit,  12mo,  8s  6<2 Bell  it  Doldy  .\%s% 

Leaoz-Conyngham  (if rs.)  Lyrical  and  other  Poems,  Svo,  15s     Longman  1859 

Leostrom  ((7.)  Grammar  of  the  Swedish  Language,  2nd  edit.,  Svo,  4s   Thimm  i860 

■ Svensk  Laesebog  i  Prosa  og  Poesi,  Svo^  8s  Thimm  1843 

Sverigea  Litteratur  Historia,  Svo,  8s ..  Thimm  1841 

' : —  Swedish  and  English  Idiomatic  Phrases  and  Dialogues,  12mo,  2s  6(2...  Thimm  1857 

Ls&t  Lectures  for  1859,  Manchester,  post  Svo,  2s  6(2  Nvbd, 1859 

of  the  Second  Advent^  preached  in  Camden  New  Town,  12mo,  8s  6<2...   Werihtim  1848 

Preached  at  Christ  Church,  Chelsea,  fcap.  Svo,  3s  6(2 Hatehard  1844 

—  Ueditations  and  a  Litany  for  each  Day  in  Lent,  fcap.  Svo,  Is  6(2 OuiUaume 1851 

- — Beadings,  selected  from  **  Library  of  the  Fathers,"  new  edit.,  12mo,  bs  J.H.AJ,Pwrken%sS 

I«3tiad ;  or,  Peter  the  Pope  and  his  Pioneers  the  Puseymen,  ISmo,  2s  6(2 Thechald   1853 

Lea (OrMt)  Hebrew  Grammar,  Svo,  12s  6(2  Parker ds Son... i%i^ 

{Sl )  Eighteen  Sermons  on  the  Incarnation,  transl.  by  Bright,  Svo,  Us Mcuters i86a 

I«I.,  Life  of,  by  W.  Rosooe,  2  v.  Svo,  24s,  1845  ;  2  v.  post  Svo,  7s H.Bohn     1846 

!<«»  [EUz,)  The  Mysterious  Voice,  with  other  Tales,  ISmo,  2s  6(2 Painter 1849 

— (/.ii.)  Art  of  Manufacturing  and  Refining  Sugar,  foL,  63s    Baillihre    1850 

^;  or,  Old  BkuPs  Treasure :  a  Guide  to  Young  Merchantmen,  12mo,  2s  6(2 Darton 1854 

Wrd  [C.W.)  Chronological  and  Geographical  Guide  to  the  Bible,  4to,  15s  Author  1848 

Gasetteer  of  England  and  Wales,  arranged  in  Counties,  16mo,  8s  6(2  Tallant 1850 

(M.A.)  Egyptian  History  from  the  Earliest  Records,  12mo,  4s Houlston    1844 

(5*.)    Hidden  Tressure  ;  or.  Excellence  of  Mass,  ISmo,  2s  6(2 Dolman 1855 

(m(2  Fattore  (5^)  Lives  of,  12mo,  4s T.Richardson  1851 

(S.1V.)  System  of  Stenography,  12mo,  2s  6(2     Longman  1838 

li^joard  Hariowe  ;  or,  the  Game  of  Life,  by  Waters,  12mo,  Is Ward <k Lock... iS6% 

I'«De(i&6ate)  Conspiracy  of  the  Jesuits,  post  Svo,  10s  6(2 Chapman  AH, ii^9 

^ieTeimoBt,  a  Stoiy  of  the  Present  Time,  2nd  edit.,  8  v.  post  Svo,  81s  6d  BenUey 1849 

I^«*ilda:  a  Roman  Romance  of  the  Sixteenth  Century,  post  Svo,  4s /.  Mitchell 1857 

j<«a«a,  a  Love  Story,  3  r.  post  Svo,  81s  6(2   Colbum 1847 

i«»Qre  sod  the  Little  Countess,  a  Tale,  post  Svo,  10s  6(2  Bentley i860 

^tiae;  or,  the  Court  of  Louis  XV.,  8  v.  post  Svo,  81s  6(2 CoUmm 1846 

^hge  (if.)  Echo  de  Paris,  3rd  edit.,  12mo,  3s  6(2    E.WiUon  i860 

—— French  Master  for  Beginners,  Easy  Lessons,  12mo,  2s  6(2 E.Wilson  1854 

Prompter;  Handbook  of  Conversation,  4th  edit.,  ISmo,  4s E.Wilson  1853 

School,  3  Parts,  complete,  12mo,  7»6<2 ^. IFr2s(m...i849-5i 

Gift  of  French  Converaation,  12mo',  8s;  Key  to.  Is  6(2 E.Wilson  184a 

■ —>»  Guide  to  French  Composition,  12mo,  4s    E.Wilson  1848 

— ■ Juvenile  Treasury  of  French  Conversation,  12mo,  8s E.Wilson  1854 

Lut  Step  to  French  ;  or,  Grammar  Dispkyed,  7th  edit.,  12mo,  2s  6(2  ...  E.  Wilson  1850 

" PeUt  Mna6e  de  la  Litt^rature  Fran^aise,  12mo,  5s  6<2    E.WHson  1846 

^POM  (C.i2.)  Die  Chronologte  der  JKgypter,  4to,  33s  6(2  Madden 1849 

Tour  from  Thebes,  translated,  fcap.  Svo,  2s    Petheram  1847 

" — -  {Ric.)  Letters  from  Egypt^  Ethiopia,  and  Sinai,  Svo,  12s,  185a  ;  post  Svo,  5s  H.\Bohn   1853 

«  Qofisae  (C*a.)  Constitutional  History  of  Jersey,  Svo,  ISs L€mgman  1856 

" — Ireland  and  the  Channel  IsUnds,  Svo,  4s  Longman  1848 

}*«lwBrs  (*V.P.)  Treatise  on  Photography,  transl.  by  Egerton,  post  Svo,  7s  M    Longman  1843 

U&bhe  (E.W.)  Book  of  Costs  in  the  Com.  Law  and  Divorce  Courts,  roy.  12mo,  5s  SUtfens  i860 
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Lermonioff  {M.)  Hero  ol  Oar  Days,  a  Boanaii  Norel,  12mo,  If T,Hodg$o%  ...i8j 

■ Own  Times,  post  8vo,  5«— red.  to  2»  6d Bogue i8{ 

Lee  De«x  Ferroqaetfl,  2iid  edit,  12mo,  3f    NuU   i8( 

Le  Sage,  Aamodeiu,  roy.  8to,  14f,  ThomaSf  1841  ;  imp.  8^0,  6$ Wilhugkbff  ...1%^ 

GKl  Blaa,  with  500  Engrarings,  8to,  8«,  H.  Lea ;  new  edit,  82mo,  8f  6d...  AUmam iS^ 

toby  Smollett,  Illostrated  1^  Gigonz,  2  t.  roy.  8vo,  82c  Duboeket  ...1838 

(lUoitrated  library),  12mo,  fl<    ff.Bohn   18- 

■  abridged  by  I>e  la  Yoye,  18mo,  4« Parker  A S<m...\i 

hoaAenier  {EmiltfP.)  Voioes  of  Life,  12mo.  28  6d  New  York it 

Lesley  (/fp./.)  History  of  Scotland,  U36>1661,  4to  BcuuuUpuClvbii 

{J, P.)  Iron  Manufaetnren*  Chiide  to  Furnaces,  fcc,  of  United  States,  Sto,  SOc  New  York 18 

Manual  of  Goal  and  its  Topography  in  North  America,  12mo,  6«  Pkiladdpkia...i% 

Leslie  (Ckoi.)  Case  of  the  Regale  and  Pontificate  stated,  8to,  4f  6d  ;  12mo,  If  6d...  Siv^km 18 

■ stated  between  the  Churches  of  Rome  and  England,  post  8to,  2f  Siw^km 18. 

Essay  on  the  Divine  Right  of  Tithes,  12mo,  2<  M J.DarUng \t 

•  Romanists,  18mo,  2f  6d  HwntA  B.  ...18 


'  Select  Works  and  Life,  Sto,  lOf  6d WhiUaker 18. 


•{CR.)  Autobiographical  Reoollectiona,  edited  by  Tom  Taylor, 2  r.  post  8TO,18f  Mwray 18 

Handbook  for  Young  Painters,  post  8ro,  10s  6d Mwrray 18 

•  {Eliza)  Cookery  Book,  with  General  Housewifely  and  Needlewoik,  post  8to,  5f  Phitaddpkia...%. 

Indian  Meal  Book,  12mo,  Is  6^    Smith  A  Elder  it 

1 —  Ladies*  House  Book,  Receipts  for  Washing,  Dyeing,  &o ,  15  e.,  12mo,  5«  Philaddpkia...n, 

— — »  Pencil  Sketches  ;  Outlines  of  Charaeterand  Manners,  12mo,  6$  Philadelpkia...it 

"  Toung  Lady*s  Story  Teller,  18mo,  2f    Limbird 18 

—  </.)  Description  of  Instruments,  8to,  2f Simpkin 18 

Natural  and  Chemical  Philosophy,  post  8yo,  94   Simpkin 18 


^-^(MaryE,)  Heart  Echoes  from  the  East,  Sacred  Lyrics,  ^,  fcap.  8yo,  3f  M NiAei    18 

I'll  Try;  or,  the  Toung  Housekeeper,  12mo,  5f BotUm^  U.8....1Z 

. Ina,  and  other  Poems,  12mo,  6f  Od Blackwoodt  ...18 

Lesseps  (Pred.D.)  Isthmus  of  Sues  Question,  transl.  by  C.  Cannon,  8to,  5f ' Lomgrn/xh  18 

Lessing  {Q,E.)  Cambridge  Free  Thoughts  and  Letters  on  Bibliolatry,  transl.,  8to,  5f...  TrUimtT 18 

Emilia  Galotti,  Qerman  Vocabulary  by  Lebahn,  12mo,  8«  6d Lotkwoad  18 

Fabeln,  with  English  Notes  by  Q.  E.  Hill,  8to,  If Tkimm  18 

■  German  Fables,  in  Prose  and  Verse,  with  English  transl.,  12mo,  2f  fid  NmU  181 

-  Laoooon ;  or.  Limits  of  Poetry  and  Painting,  8yo,  I5f,  1836;  12mo,  5f  Longmam  18 


■  Minna  ron  Bamhelm,  with  Notes  by  Schmidt,  12mo,  2s  6d WilUanu^N.  181 

-^ Nathan  the  Wise,  a  Dramatic  Poem,  post  8to,  U6d;  d,  gilt,  7s  6d  ...  BenmeU  18 

On  Education  of  the  Human  Race,  12mo,  4s  Smiths  Elder  i» 

Leawms  and  Trials  of  Life,  by  the  Author  of  Bertha's  Journal,  cr.  8ro,  6$  Nubei 18 

■  for  Infant  Schools,  with  Tunes,  new  edit.,  12mo,  4s  6d BivifigUm  18. 

■  from  Nature,  by  Author  of  the  Week,  24mOt  2s  6<i^red.  to  Is  6d  Sedey 18. 

■  the  Animal  World  :  AnimalB  and  Birds,  cheap  edit.,  18mo,  U6d  Soc  P,  C.  K,..a% 

Insects,  cheap  edit.,  ISmo,  Is  4d  Soe.P,  C.K...a%\ 

—  in  Ancient  Geography,  by  E.  B.,  12mo,  8s  Longman  i& 

Life:  Essays,  by  Timothy  Titoomb,  12mo,  5s  6d New  York 181 


of  Life  for  Female  Domestics,  by  Ghrandfather  Ckay,  12mo,  4s  Weriheim  18 

•  on  Doctrine  and  Duty,  18mo,  ls6<l  J2o6tiisos  i& 

—  Industrial  Education  for  Female  Sdiools,  by  a  Lady,  12mo,  2s  6<i   JMngman  i& 

—  Liturgy  of  the  Church  of  England,  18mo,  2s  Bodwell it 

—  Metals  of  the  Bible,  16mo,  2s Simpkim 18 

—  Natural  Philosophy  for  Children,  edit,  by  Rer.  T.  Wilson,  18mo,  2i6d...  DarUmtkCo....i%i^ 

—  Phenomena  of  Industrial  Life,  edited  by  R.  Dawes,  8rd  ed.,  fcap.  8to,  2s...  Oroambrfdge...iSi 

Scripture  Characters,  square  16mo,  Is  4<i  Bund.  S, Inttit.  i%i 

Shells,  12mo,  8s  6d   Sedey i8i 


worth  Looming  for  Boys  and  Girls,  by  Old  Humphrey,  2  ▼.  18mo,  2s Bel,  Tract  Soe.  18 

Lester  (Ci?.)  Condition  and  Fate  of  England,  2nd  edit,  2  t.  12mo,  12s WU^ 18. 

■  Gallery  of  Illustrious  Americans,  folio,  84s    New  York 18; 

Glory  and  Shame  of  England,  2  t.  post8TO,  21s  Bentley i8i 

-  My  Consulship,  2  r.  post  8vo,  12s  New  York 18 


(IT./.)  Struggles  in  Falling,  a  Tale,  12ino,  8s BentUy 18; 

^—  (/.  B^.)  Cambridge  Critioiitms,  fcap.  8to,  IDs  6<< Longman  18^ 

-^-^—  Criticisms  on  the  Poets  of  the  I^esent  Day,  new  edit.,  poet  8to,  5t  6d...  Limginan  181 

OratioDS  ;  Discourses  on  Scriptural  Subjects.  12mo,  2s Loiigman  it] 

— — — Two  Orations:  The  Omnipotence  and  Wisdom  of  Jehovah,  8to,  5s WerUuim  18^ 

'^  {Mary  P.)  Ghiardian  Angels,  a  Sacred  Allegory,  16mo,  2s  M MatUn i8< 

(r.Af.)  Essays,  12mo,  5s  AyUM i8J 

L'EstniDge  {Ham4m)  Alliance  of  Dirine  Offices,  4th  edit.,  8to,  12s— red.  to  6s   J.ff.dfJ.Parkerti^ 

Lestrange,  Aubrey  and  Collet,  Anecdotes  and  Traditions,  edit,  by  W.  Thorns,  4to    ...  Camden  Soc.  ...181 

Let  Well  Alone  ;  or,  the  Remoral  of  Blemishes  from  Church  and  State,  8to,  8s Longman  i8e 

Le  Tellio*  {C,C.)  French  Grammar,  transl.  into  English  by  Wattes,  12mo,  4s  Parker dt Son... it] 

Letbbridge  {Car.)    See  Phillipeon  {Mn.) 

(/.  W.)  Loying  Thoughts  for  Human  Hearts,  fcap.  8yo,  2s  6d BwA  Society  ...i8( 

■ Woman  the  Glory  of  the  Man,  12mo,  2s   ^ T.  Richardson  i8f 

Letter  and  the  Spirit,  a  Noyel,  8  y.  post  8yo,  81s  6d  Newby    i8< 

on  Holy  Mystery  of  the  First  Resurrection,  8yo,  2s  ed Bfatchard x8^ 
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Letter  to  a  Philosopher  rospeetiiig  Berkeley's  Theory  of  Yision,  8yo,  2«  (id    Ridgway    1843 

Letten  snd  Bapera  of  the  Beign  of  Hen.  VI.,  edit,  by  Sterenson,  V.  1,  imp.  8to,  10<  Longman  iS6a 

Rich.III.  and  Hen.  VII. ,  ed.  by  Gairdner,r.  8vo,  I0«  Longman  1 86 1 

from  a  Landscape  Painter,  fcap.  8to,  6t WUey     184.5 

Archibald,  Barl  of  Argyle,  to  John,  Duke  of  Lauderdale,  4to  BannaJtyne  CI,  1829 

Bminent  Persons,  addressed  to  Darid  Hume,  8vo,  10«  6rf     -fltecihcoodi  ....1849 

Florence,  relatiye  to  Persecution  of  the  Madiai,  post  8vo,  2«  6<i  Partridge 185* 

Germany  and  Belgium,  12mo,  5s Simpkin 1839 

Head  Quarters  on  the  Crimean  War,2  r.  post  8to,  24s,  1856  ;  n.  ed.,6s  Murray 1858  • 

Hofwyl,  on  Be  Fellenbexg's  Institutions,  post  8to,  9s    Longman  1841 

Italy  and  Tienna,  post  8to,  5s  6(2  BdlA  Daldy...iZs% 

Madras,  1886-d9,  by  a  Lady,  post  8yo,  2s  6<i,  1846;  neir  edit.,  12mo,  2s  Murray 1861 

Oxford  in  1848,  by  Ignotus,  8to,  2s  6d Hatchard  1843 

Rome,  A.D.  188,  12mo,  0s  New  York 1854 

Sicily,  written  during  1835,  12mo,  5s £eUA£kUdy...i^S^ 

the  Baltic,  l^aLady,  post  8vo,  2s  6<i,  1844;  new  edit.,  2s    Murray 1861 

Danube,  2  t.  poet  8to,  21s,  1847;  new  edit,  10s  6d  BerUley 1850 

Isle  of  ICan,  1846,  post  8vo,  5s Saunder$A  0.  1847 

Old  World,  2  T.  post  8yo,  12s  Wiley 1840 

-Virgin  Islands  :  Life  in  the  West  Indies,  post  8ro,  9s  6<{ Van  Vooret  ....1843 


Three  Continents,  by  M.,  post  8to,  7s New  York 1851 

illustratiye  of  the  Reign  of  Henry  III.,  edit,  by  Shirley,  8yo,  10s   Longnutt^  .v....  1861 

of  aBetrothed,  12mo,  58 Longman 1857 

—  Advice  to  a  Nieoe,  on  Baadinfr,  Manners,  kc^  12mo,  8s  6d Pafierik Son...  iS$o 

* an  American,  edited  by  W.  8.  Landor,  12mo,  Is Chapman  d:  H,iS $4. 

Certain  Jews  to  M.  Voltaire,  2  t.  in  1,  8vo,  16s J.Chapman  ...1849 

• — Presbyter  Septuagenarius.     Four  of  them,  Syo,  each  Is  Qd Bell  tk  Daldy... ii6% 

' Queen  Elizabeth  to  King  James  VI.,  ed.  by  Jno.  Bruoe,  4to Camden  Soe.  ...1S49 

• Runnymede,  sm.  8vo,  IDs  6d  Macrone    1836 

Rnstictts  on  the  Natural  History  of  (jK)dalming,  8to,  8s  6d  VanVoont 1849 

— — on  California  and  its  Qold  Mines,  edited  by  Allsop,  12mo,  Is  Oroomhidge  ,..i%S3 

Church  Matters,  by  D.  C.  L.,  V.  1  to  3,  8to,  each  8s  6d Ridgway    .. .1851-2 

Confirmation  :  a  Manual  for  Young  Ladies,  12mo,  2s  Od Cleaver  1846 

• Criminal' Code,  by  a  Barrister,  8vo,  6s  Stevem  1847 

Doctrine  of  the  Trinity,  &c.,  by  a  Trinitarian,  8to,  8s  6c( Rivington  1849 

• Bducation,  by  a  Pupil,  12mo,  2s Hatchard 1852 

•  Happiness,  by  Author  of  LeUers  to  My  Unknown  Friends,  12mo,  ^ Longman  1850 

—  Military  Education,  by  Jacob  Omnium,  12mo,  2s  Bradbury  1856 

~— — -  Nature  and  Duration  of  Future  Punishment,  12mo,  7s  64i  Longman  1835 

Progreas  of  Science  in  England  :  Elix.  to  Chas.  II.,  ed.  by  Halliwell,  870...  Hial.Soe^f  Set. il^i 

—  Scripture  Interpretation,  by  a  Layman,  2  ▼.  12mo,  4s  Painter 1854-5 

Writings  of  the  Fathers  of  First  Two  Centuries,  pw  8yo,  6s,  iS«e^,'38 — r.  8s  H.  Bokn 1839 

relating  to  the  Suppression  of  Monasteries,  ed.  by  T.  Wright,  4to Cam<ien  Soe,  ...1844 

to  a  Brigadier-GFeneral,  by  the  A  uthor  of  Junius,  ed.  by  Simons,  f cap. ,  4s  6<2 . . .  Pideering  1 841 

Child,  by  Author  of  A  Book  for  a  Cottage,  82mo,  2s  6rf   Seeley 1855 

Dissenter,  by  a  Layman,  12mo,  Is  6rf SeeUy 2838 

Sister  on  Spain  and  Barfaary,  fcap.  8yo,  6s Hatdiard  1837 

*  Young  Lady  on  the  Adrantage  of  Early  Piety,  18mo,  Is  6d  Clarke  1843 

*~ an  Aged  Mother,  by  a  Clergyman,  12mo,  1841  ;  new  edit.,  8s  6d Sedey 1848 

' — Authors  ofPlain  Tracts  for  Critical  Times,  12mo,  6s Cadell  1839 

Lord  J.  Russell  on  the  Ionian  People,  8vo,  2s Stanford  1853 

*~ Louis  Napoleon  and  on  French  Affairs,  from  the  Times,  post  8to,  \»    H,  Bohn 185X 

' My  Children,  on  Present  Danger  of  the  Church,  12mo,  8s  6(2  Seeley 1843 

Unknown  Friends,  by  a  Lady,  new  edit.,  12mo,  5s Longman  1853 

"- the  Aigyle  Family,  presented  by  the  late  Duke,  4to  Maitland  Club  n.<L 

Human  Race,  by  a  Brother,  18mo,  Is  M  E,  WiUon 1840 

Working  Classes  on  Important  Sulnects,  12mo,  8s ^.  ^TaZ^^  C0...1856 

Tonng,  by  Legh  Richmond,  Thoe.  Scott,  and  others,  12mo,  4s  6d    ...  Seeley 1855 

Wesleyan  Ministers  on  Ministerial  Duty,  12mo,  2s  6<i    D,  Murray 1844 

Toung  Gentlemen  about  to  Enter  Oxford  Uniyersity,  8ro,  8s  6c2 Whiitahar 1 850 

Serrants,  by  Author  of  Sunlight  in  the  Clouds,  2nd  edit.,  ISmo^  Is  Motley   i860 


j«Uice  Arnold,  2  t.  poet  8^0,  21s,  CoUmm^  1850 ;  cheap  edit.,  12mo,  Is  6d  C.  H,  Clarke.. .1%^ 

{*tttt  (/.HyPost-Offioe  Guide,  18mo,  2s  6<£   Longman  1851 

{^(/no.2i.)  Bible  Serrants,  and  What  they  Teach  Us,  18mo,  8s  RimngUnu i860 

^ttf  Intoest  Time  Tables,  containing  866  Openings,  12mo,  10s  Xetts  1850 

p- BcDtal  Book,  post  8ro,  ds  6d  LetU  1848 

{<ttiaB  (^.)  The  FaU  of  the  Nibelungers,  post  870,  10s  6<i  WHUamt  ds  N  i%so 

^^^m  {KB,)  On  Constmetion,  Healing  and  Ventilation  of  Hothouses,  p.  8to,  8s...  Bo$t<m^  U.S,    .1851 

{^^Polt  (C.^.)  Recollections  of  an  Indian  Missionaiy,  12mo,  2s 8oe,P,  CK,...iS6% 

i<^  (The)  sad  Melville  Ripers,  1689-1691,  4to   Bannatyne  a,  1843 

UTenax,  Caitnlarium  de,  4to    Maitland  Club  n,  d. 

^^  (CkoM.)  Works,  cr.  8vo,  4s  per  rol.  ;  cheap  edit.,  fcap.,  each  2s  :—    Chapmand:  £r,'6o-a 

CbsrieiO*MaUey,  2t.   Daltons  (The),  2  t.    Dodd  Family,  2  v.  Harry  Lorrequer. 

Jtek  Hinton.     Knight  of  Gwynne,  2  t.     0*Donoghue.     One  of  Them.     Roland 

^*sBei,  z  ▼, 

8h 
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Lever  (C%4U.)  Arthur  O'LeaTj,  8  t.  p.  8vo,  Slf  6<i,'44;  zue.,  12«,(7o2&«m,'45;  12mo,  2«  JSontZecIpe  iS5^ 

Barrington,  8vo,  14»   CAopMOA^  iT.  1862 

Charles  O'Malley,  2  ▼.  8to,  24f,  Orr,  '41 ;  r.  to  14f,  ^50  ;  2  r.  12iiio,  U  ChapmarndsE.  1862 

Con  Cregan,  the  Irish  Qil  Bias,  12ino,  6«;  cheap  edit.  2«  R(mUedffe  1S57 

Daltons,  2  v.  8vo,  26f— red.  to  14«,  1852;  2  t.  cr.  8yo,  St ;  12mo,  it  €^apmtmd:E.  iS6i 

— —  Davenport  Dunn,  2  t.  8vo,  14f,  1859;  new  edit.,  2  t.  or.  8vo,  St Ch^man^  H.  1S62 

Diarj  and  Notes  of  Horace  Templeton,  2nd  ed.,  2  t.  post  Bto,  21«  ...  Chapman  A  H.  1S49 

Dodd  Family  Abroad,  2  t.  8vo,  21f,*54— r.  14s,'56;oh.  e.  8«,'58;  n.e.  4<  Chapwumdc  E.  1861 

Fortunes  of  Glenoore,  3  t.  post  8vo,  31f  6<2,  1857;  1  t.  cr.  Bto,  4«...  Chapman  A  E.  18^ 

—^^ Harry  Lorpeqner,  8vo,12<,Orr, '40 — r.7f,'49;  cr.8vo,4»,*6o;  12ino,  2s  Chapman  4c  E.i%fii 

—^ Jack  Hinton,  8n>,  14s,  OfTf  '43~r.  to  7«,*5o;  cr.Bvo,  4«,'69;  12mo,  2s  ChapwumSE.  1862 

Knight  of  Chrynne,  2  t.  8vo,  21f->red.  to  14s,  1847;  n.  ed.,  8«and  4s  dktqmamde  E.  1862 

Martins  of  Oro'  Martin,  2  t.  8vo,  14«,  1859  ;  n.  ed.,  2  t.  cr.  Svo,  8s.  Chapman  A  E.  1862 

Maarice  Tiemay,  the  Soldier  of  Fortune,  12mo,  2< T,  Hodffton  ...1855 

O'Donoghne,  8vo,  14s,  Orr, '45— r.  to  7s, '40;  cr.  8vo,  4s,  '61;  12mo,  2s  Chapmand:  E.  1862  \ 

' One  of  Them,  8vo,  16s— r.  to  7s,  1861  ;  ch.  edit.,cr.  8vo,  4s;  12mo,  2s  Chapwutn^E.  1S62 

Roland  Casbel,  8to,  21s,  1849  ;  ^  y.Bro,  14s,  1852}  2  ▼.  8s  ;  12mo,  4s  Chapman  As  E.  1862 

Sir  Jasper  Carew,  Knt,  12mo,  2s T.  Hodgt»n  ...1855 

St.  Patrick's  Bve,  16mo,  5s,  1845— red.  to  2s  6<2,  1849;  post  Svo,  2s  H.  Bokn   1861 

Tales  of  Trains,  by  Tilbury  Tramp,  16mo,  2s  6<f,  Orr,'45;  12mo,  Is  6<2  Chapman  4t  B.  1857 

Tom  Burke  of  "  Ours,"  2  t.  24s,  Orr,'44— red, to  14s,  '50;  2  t.  p.8vo,  8s  ChapmandsE,  1858 

—  (/.C.TT.)  Treatise  on  Organic  Diseases  of  the  Qterus,  8vo,  9s JMngman   1843 

(J.O.)  Austria,  her  Position  and  Prospects,  8vo,  2s  6c2    Stanford    1861 

Lever's  Illustrated  Year  Book,  1861.     The  Railway  and  the  Mine,  8vo,  2s  Qd Simpkin i860 

Leverett  {P.P.)  Latin  Lexicon,  imp.8vo,  d6s,  BotUm,  U.S.,  '46  ;  n.  ed.,  roy.  8vo,  2Ss  R.Bokn 1848 

Le  Vert  (C.)  System  of  Teaching  and  Learning  Languages,  12mo,  5s ffatehard 1^42 

(ifod.O.fT.)  Souvenirs  of  Travel,  2  v.  12mo,  12s New  For* 1857 

Levesque  (^no.)  Art  of  Brewing  and  Malting,  4th  edit.,  8vo,  21s Leaih 1S47 

Levett  {P.M.)  Gentle  Influence;  or,  the  Cousin's  Visit,  18mo,  Is MaMert 1851 

Levi  (£f».)  Moral  and  Religions  Tales,  12mo,  4s Sclomon 1846 

(Z.)  Annals  of  British  Legislation,  Session  1856-7,  2  v.  roy.  8vo,  45s amilk  S  Eid/er  A%S'i 

■  Chart  of  Principal  Commercial  Countries  of  the  World,  on  a  roller,  7s  td  Simpkin 1S51 

Commercial  Law  of  the  Worid,  4  v.  4to,  61 Simpkin 1850-1 

■  Law  of  Nature  and  Nations  as  affected  by  Divine  Law,  8vO)  8s  6d Caak 1855 

Manual  of  Mercantile  Law,  8vo,  12s Smith  A  Elder  .1%$^ 

On  Taxation,  how  it  is  Raised  and  how  it  is  Expended,  post  8vo,  7s  6d...  Parker  dsSan.tZSo 

Levien  (Edw.)  Outlines  of  the  History  of  Rome,  2  v.  12mo,  2s  M  Weale 1855-6 

Levinge  (B.P.)  Justice  of  Peace  Manual,  Ireland,  12mo,  5s,  1853  ;  ^^^  ed.,  7s  6€l...  Bennrng 1857 

Treatise  on  the  Game  Acts,  Ireland,  1857,  12mo,  5s Baming 1857 

(R.O.)  Adventures  of  Cromwell  Doolan,  2  v.  post  8vo,  21s  CoUmm 1849 

Bchoe8fromtbeBackwoods,n.e.,2v.inl,10s6<i,'47;  ch.e.,12mo,ls6(2  RouUedge  i860 


Levinsohn  (J.B.)  Efes  Dammin,  a  Series  of  Conversations  at  Jerusalem,  8vo,  8s    ...  Longman  1841 

Levison  (/.L.)  Obscure  Nervous  Diseases  Popularly  Bxphuned,  18mo,  2s  6d   WiUon  1856 

■ On  the  Twth  and  Gums,  new  edit.,  12mo,  8s Longman  1838 

Levite  (The);  or.  Scenes  200  Tears  Ago,  8  v.  postSvo,  81s  6d OlUmer 1845 

Levixac  (Af.)  French  Grammar,  by  Rollin,  12mo,  5#  ;  Key  to,  Ss Tegg  1851 

J.  C.  Tarver,  30th  edit.,  12mo,  5»;  Key,  12mo,  3s  IhUau   i86a 

■ and  English  Dictionary,  by  Lambert,  12mo,  6s  6d  Simpkin 1858 

Jicvy  (A.)  Treatise  on  Differential  and  Integral  Calculus,  4to,  8s OriJSn    1849 

—  {Mat.)  History  of  Shorthand  Writing,  post  8vo,  5s  Triilmer 1861 

Levy's  Law  of  Bankruptcy  and  Insolvency,  Ireland,  8 vo,  16s Oriffin  1858 

Lew  (Afarg.)  Adopted  Daughter ;  or,  the  Winaoms  of  Winsom  Paric,  post  8vo,  2s  6ef  Bennett 1859 

Tales  of  the  Affections,  post  8vo,  2s  6(2 Cath  185^ 

Lewald  (Pomny)  Italian  Sketdi-Book,  post  8vo,  Is  ed SimmtJtM'I.  185a 

Italians  at  Home,  from  the  German,  2  v.  i>06t  8vo,  21s  yevchg   184S 

Lewell  Pastures,  by  A.  of  Smugglers  and  Foresters,  2  v.  p.  8vo,  15s,  1854;  12mo,  2s  RouUedge 185^ 

Lewes  {Q,H.)  Biographical  History  of  Philosophy,  4  v.  18mo,  6s,  O.Cox^  ^7;  8vo,  16s  Parker  4t  Sum  185^ 

' Noble  Heart,  a  Tragedy,  8vo,  2s Chapman  A  H.iS^i, 

Physiology  of  Common  Life,  2  v.  poet  8vo,  12s BfaeheoodtiZ^^-t^ 

— ^ Ranthorpe,  a  Tale,  post  8vo,  9s  Chapman  A H.iS^*^ 

Rose,  Blanche,  and  Violet,  3  v.  post  8vo,  81s  6rf Smith  Ae  Eider  j%^i 

Sea-side  Studies  at  Ilfracombe,  &c.,  8vo,  10s  6<2,'58 ;  2.e.,  p.  8vo,  6s  6c{  Blaekwoodt  ...  i86< 

-  Spanish  Drama :  Lope  de  Vega  and  Calderon,  18mo,  ls6et O.Oox  184J 

-  Studies  in  Animal  Life,  cr.  8vo,  5s Swtith  A  JSder  j96i 


Lewin  (Sir  O.A.)  Reports  of  Cases,  North  Cirouit,  1822  to  1888,  2  v.  12mo,  21s  ...  Sweet 1S34H 

(/.FT.)  Birds  of  New  South  Wales,  folio,  42s H.Bohn 183I 

(If o/c.)  The  Way  to  Lose  India,  8vo,  Is  v Bidgway    185; 

I  {That.)  Essay  on  Chronology  of  the  New  Testament,  8vo,  6s J.H.AJ.Parhar\%^^ 

Invasion  of  Britain  by  Julius  Cnsar,  8vo,  3s  6e{^  1859 ;  2  e.,  8^<>»  1^  Longman  1 861 

— Jerusalem,  a  Sketch  of  the  City  and  Temple,  8vo,  10s  Longman  186 

.^— Life  and  Epistles  of  St.  Paul,  2  v.  cr.  8vo,  12s BivingUm 185 

Treatise  on  the  Law  of  Trusts  and  Trustees,  4th  edit,  r.  8vo,  81s  6d  MaxwtU 186 

Lewis  {Chat.  B.)  Bankruptcy  Manual,  4th  ed.,  with  the  Rules  and  Orders,  cr.8vo,ls6d  Riduo'dton  ....  186 

FourReformed  Parliaments,  Handbook  to  Blections,1882-42, 12mo^  4s  Low 1 84 

— Manual  of  the  Law  of  Elections^  new  edit.,  12mo,  5s iSAots^f^ns  ...185 
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Lewis  (/^(7.)  Scenery  of  the  DeTonahire  Riven,  imp.  4to,  70f Longman  

Bible,  Minal,  and  the  Breviary,  2  t.  8vo,  21s,  1853— red.  to  10<6c2...  Hantilton  

Doctrines  of  the  Bible  Developed,  post  8vo,  fit — ^red.  to  2*6<i Hamilton  

Impressions  of  America  and  American  Churches,  post  8vo,  6s  6d  Jfamilton  

-  (G.C.)  Enqniiy  into  Credibility  of  Barly  Roman  History,  2  v.  8vo»  30f Parker  A  Son 

Baay  on  Government  of  Dependencies,  8vo,  12j   Murray 

Origin  and  Formation  of  Romance  Languages,  2  e.,  8vo,  7<  6d  Parker  A  Son 

Use  and  Abase  of  Political  Terms,  8vo,  9j Parker  A  Son 


Foreign  Jurisdiction  and  the  Extradition  of  Criminals,  8vo,  .2f  6<i   Parker  ds  Son 

Historical  Survey  of  ihe  Astronomy  of  the  Ancients,  8vo,  Ifit   Parker  d:  Son 

Ittfloenoe  of  Auti^ority  in  Matters  of  Opinion,  8vo,  10»  6d  Parker  ik  Son 

Remarks  on  Local  Disturbances  in  Ireland,  1886,  8vo,  12i   Parker  A  Son 

Treatise  on  Method  of  Reasoning  in  Politics,  2  v.  8vo,  28«   Parker  A  Son 

—  (Oto.O.)  Fortification  and  Defence  of  London,  8vo,  it  Qd   Parker ikSon  , 

—  (G.ff.)  Liabilities  of  Railway  and  other  Shareholders,  12mo,  U  6d    Smith  A  Elder 

— -(G.R,)  Aooount  of  Kilpect  Church,  Herefordshire,  roy.  4to,  i2t Pickering  

Ancient  Font  at  Little  Walaingham,  folio,  21a Jtivington  

—  {G.  W,)  Direetions  for  Cooking  and  Housekeeping,  by  Read,  12mo,  Zt  6d HouUton  

{B.)  Valley  of  the  MissisBippi,  and  Customs  of  Indiana,  80  Views,  4to,  60j    ...  Philadelphia. . 

(/.)  American  Sportsman,  and  Hints  on  the  Habits  of  Birds,  8vo,  15t  Philadelphia., 

Graduated  Bnglish-Welsh  Spelling  Book,  12mo,  It  6d Longman  

- — [J.P.)  Sketches  in  the  Alhambra,  folio,  84f Moon 

—  {J.H.)  Book-keeping,  roy.  8vo,  10« Lewit 

Ready  Writer,  8vo,  10«    Lewit. 


— {Jm.R.)  Presbyterian  Manual,  18mo,  Zt Philadelphia.,. 

—  (J.W.)  Manual  of  the  Infantry  Drill,  12mo,  Zt Parker  ik  Son  . 

—  {M.O.)  Bravo  of  Venice,  with  Castle  of  Otranto,  12mo,  It  6d Ward  ds  Lock  . 

Journal  of  a  West  India  Proprietor,  post  8vo,  10a  6d,'44;  n.  e.,  12mo,  2<  Murray 

■ life  and  Correspondence,  2  v.  8vo,  28* — red.  to  12a H.  Bohn    

— Monk,  a  Tale  of  the  Inquisition,  new  edit.,  8vo,  4f   Pvrkett 

• Romantic  Tales,  fcap.  8vo,  da  6d,  W,  Smith,  1839  ;  12mo,  2a   Oroombridgs  ... 

(Sum.)  History  and  Topography  of  Islington,  4to,  42ia  Jadcton 

Islington  as  it  Was  and  as  it  Is,  12mo,  la Jackton. 

— . — ^  Topographical  Dictionary  of  England,  4th  edit.,  4  v.  4to,  SlSt.t Lewit .... 

~^ « —Ireland,  new  edit,  2  v.  4to,  84a  Lewit .... 

-Scotland,  new  edit,  2  v.  4to,  84a Lewit. 

-Wales,  new  edit.,  2  v.  4to,  84« Lewit . 


and  Clark's  Expedition  to  the  Sources  of  the  Missouri,  2  v.  18mo,  8a  ...  Wiley., 


—  {SJr.)  Account  of  the  Rivers  of  Enghind  and  Wales,  12mo,  8a  6(2 Longman  ... 

-{LadgT.)  lives  of  the  Friends  of  Lord  Chancellor  Ckrendon,  3  v.  8vo,  42a Murray 

" Semi-Detached  House,  new  edit.,  12mo,  3a  6d — red.  to  2a  Qd Bentley  

- — [Tko.)  Antiquities  of  the  HelM^w  Republic,  8  v.  8vo,  25a  6d J.H.AJ,Parker\ 

Christian  Duties  in  Various  Relations  of  Life,  12mo,  4a  Ward 

Privil^^;  or.  Blessings  of  the  Believer,  12mo,  Zttd Snow  


— Funeral  Services  for,  by  Rev.  J.  Watson,  J.  Leifchild,  &c.,  8vo,  2a Snow 

—■ —  Memoir  and  Correspondence,  12mo,  5a  Ward 

— Moral  and  Religious  State  of  Islington,  12mo,  2a  6<< Ward 

(TF.)  Chess  for  Beginners,  8rd  edit,  16mo,  2a  6d  Chapman  deH, 

— ChesB-Board  Companion,  7th  edit,  18mo,  la6d    H.  Bohn    

' Progressive  Lessons  in  Chess,  8vo,  7a Simpkin 

Treatise  on  the  Game  of  Chess,  8vo,  18a,  AwVy— red,  to  7a  6d    ff.  B<^n   

—  {W.D.)  Horn  JuridicsB,  8vo,  2a  6c{    Benning 

■ Treatise  on  Law  of  Perpetuity,  8vo,  26a,  1843  ;  Supplement,  5a Benning 

■ — 'iW-O.)  Religion  of  Rome  Examined,  18mo,  lt6d Simpkin   

' — [W.H.)  Confession  of  Christ,  Sermons  on  the  Sacraments,  12mo,  Zt  6d New  York 

■ Sermons  for  the  Christian  Year,  Srd  edit,  8vo,  10a  6d New  York 

~{W.S.)  landmarks  of  Faith,  12mo,  2a  6rf  Wertheim 


Uriam  BiWiographicum,  edidit  Haji  Khalfa,  6  v.  4to,  91     -4/fc»  <fe  Co.  1846-5* 

J*nagtoii  Fapers  :  Correspondence  of  Robert  Sutton,  1694-98,  8vo,  14a Murray  . 

My  (Dr.)  Laiyngiamus  Stridulus,  &c.,  8?o,  16a,  <7A«rcAi//— red.  to  8a  6d    If.  Bohn 

"~  (Jw.)  Prayers  and  other  Devotions  for  Penitents,  fcap.  8vo,  la  6d J.H. d: J.Parker: 

i*yboni  (G.W.)  God's  Message  to  the  Young  ;  Advantsges  of  Barly  Piety,  12mo,  8a  6d  New  York .... 

" {J.)  Soldier  of  the  Cross,  Exposition  of  Ephesians  vi.  10-18,  12mo,  2a     W.CoUint .... 

j-sybcoa  (ir.)  Ready  Reckoner,  new  edit,  12mo,  2a  6d  DaHon  

|<Tc«st«f  Papers ;  during  his  Gbvemment  of  the  Low  Countries,  ed.  by  Mr.  Bruce,  4to  Camden  Soe. . 

J^««l«»  (The) ;  or,  the  Sisters,  a  Novel,  12mo,  8a  6d Bentley  

I^o&d,  De  Viris  Illustribus  Urbis  Romae,  Latin  Reading- Book,  12mo,  3a Bivingtan  .... 

I'.Bcte  {J.B.)  Book  of  Revelation  expbiined  by  History,  a  Commentary,  p.  8vo,  6a...  Philaddphia. 

^•»w»ort(C.il.<i«<?.)LeTr6sordeUlAngueFran9ai8e,  12mo,  3a6d Newby 

^~^ — Petit  Tr^sor  de  la  Langue  Fran^aise,  &c.,  fcap.  8vo,  la  6d   ...  Kent  

Pleasant  French  Hours  for  my  Young  Friends,  fcap.  8vo,  2a  ...  Bdfe 


™^  (to.)  Hints  to  a  Young  Naval  Lieutenant,  12mo,  5a Longman  

"         Midshipman's  Companion,  12mo,  5a    Longman  

TTT^  ^  BeooUeetions  on  Points  of  Seamanship,  &c.,  post  8vo,  10a  6d    Longman  

Uber  Albsa,  the  White  Book  of  tiie  City  of  London,  tr.  by  RUey,  8vo,  18a-red.  to  9a  /.  22.  Smith  .. 
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Liber  ConventAaS.  Katherlne  Senenda,  4to    AUwiifordChbil^i 

de  Aniiqnia  Legibos  ;  a  Chronicle  of  London  to  1264,  ed.  by  Mr.  Stapleton,  4to  CamtUn  Soe....i%i^ 

*—  Boeleaiastieoa  ;  or,  Revenoea  of  the  Chnrch,  8to,  16a   HamiU<m  183$ 

Hymnorum  ;  of  the  Ancient  Church  of  Ireland,  ed.  by  J.  H.  Todd,  2  ▼ CeUic  fibc  ...1854-7 

Inaulie  Miasamm  Abbacie  de  Incbaferry,  Registnim  Yetoa,  4to  BannaiffneClidni^j 

Landavenala,  Begiater  of  Llandaff  Cathedral,  tr.  by  Ber.W.  J.Reea,  r.  8to,  42«    Longman  1840 

Munerum  Publicorum  Hibemis,  1162-1827,  2  v.  fol,  42f   BnUerworlkt  ...i%Si 

Pontificalia  of  Biahop  Lacy,  ed.  by  Ralph  Bamea,  8vo,  12#  JtwingUma 1847 

-  Frecnm  Publicarum  ;  Common  Prayer  in  Latin,  18mo,  5s  6cl  Parterdf  San... li^l 

RediTiroB  ;  or,  Booke  of  the  Unireraal  Kirke  re-opened,  18mo,  28Qd WhiUaker 1839 

VitK  Eooleaia  Donehnenaia,  8vo,  10a  Whittaieer 1849 

Liberia  ;  or,  Mr.  Peyton'a  Experiment^  ed.  by  Mra.  Hale,  poet  8to,  7s New  T<>rk 1854 

Liberty  ;  a  Chain  of  Broken  Linka  and  other  Poema,  by  0.  G.,  12mo,  5s HaUhard 1857 

Poem,  addreaaed  to  Lord  Stanley,  8vo,  6s..... Chapmam in H.ilyi 

Libnuy  for  the  Timea.    See  Appendix. 

Mannal,  in  Two  Parle,  compiled  by  Tboa.  Delf,  8vo,  12s   New  York 1851 

-  of  American  Biography,  ed.  by  Jared  Sparka,  26  y.  12mo,  6s  ea. New  Ycnk  ...1840-7 

-  Aneodotea,  12mo,  4s  6d Bogju    1839 

for  the  Rail  or  Pireaide,  12mo,  Is Qr^    1854 

Anglo-Gatholic  Theology.     Chriatian  Biography.     Entertaining  Knowledge. 

See  Appendix. 

Fiction,  with  lUaatrationa,  2  ▼.  p.  Sto,  16s Thomu   .  ...1836-7 

Illustrated  Scientific  Worka.      Medicine.      Old  Authora  (J.   R.  Smith). 

Original  Romance.    Spiritual  Songa.    The  Fathera.     See  Appendix. 
of  200  Choice  and  Original  SecreiB,  12mo,  Is W,  CoUwu 1847 

-  Translationa  from  Select  Foreign  literature,  4  r.  12mo,  20s C  DeimoM    ..1853 

Uaeful  Knowledge.    See  Appendix. 

Libri  de  Baknerinach  et  Lindoria,  4to   AlhoiMfordCltA\%\i 

Lichtenatein  ;  or,  the  Outlaw  of  Wurtemburg,  bySwann,  post  8to,  5$ Ja*,Bladew9od\l^^ 

Liddell  (Edw.)  Arithmetic  for  the  Uae  of  Schoola,  12mo,  2s,  i860  ;  Anawera  to,  2s    L<mgmom  1861 

{HM.)  Hiatory  of  Rome  from  the  Barlieat  Time,  2  ▼.  Svo,  28s Murray 1855 

abridged,  for  Schoola,  poat  8to,  7s  6d    Murray 1856 

and  Scott  (Robt.)  Greek-Engliah  Lexicon,  44s,  '43  ;  4to,  6th  e.,  31s6d  JM.Aj.ParheriiSi 

-  abridged,  12s,*43  ;am.4to,9th  e.,7s6(f  J.H,AJ,Parkenlhi 


(RdbL)  Fruita  of  Penitential  Sorrow,  Lecturea,  2  Cor.  yii.10,11,  fp.  8to,2s  6d  ^ayes    i860 

LentLeeturea  on  the  Seven  Deadly  Sina,  12mo,  2s  id  HayeM 1858 


Liddiard  (TFm.)  Retroapection,  and  other  Poema,  post  8ro,  10s Sa/umdtn  is  0,  1841 

Lieber  (/J'ra.)  Civil  Liberty  and  Self -Government,  8to,  16s   JSentley  1853 

Easaya  on  Property  and  Labour,  18mo,  4s    New  York^    ...184J 

Legal  and  Political  Hermeneutica,  12mo,  7s     Bo9ton^U.S.  ...1839 

Manual  of  Political  Bthica,  2  v.  8vo,  28s     £otton,U.S.  ...1838 

8vo,  12s,  IF.  Ai»»(A— red.  to  6s  M.  Bokn  1835 

— —  Reminiaconcee  of  B.  G.  Niebuhr,  am.  8vo,  9t6d    JGT.  Bokn  1835 


Stranger  in  America,  2  V.  8vo,  21s  W.  Swuik 183J 

-(O.lf.)  Aaaayera,  Refiners,  and  Smelteni*  Guide,  12mo,4s  M PhUaddpkia...t%Si 

-Report  on  the  Survey  of  South  Carolina,  8vo,  8s  6<f  Columibia,S.C,  185: 


Liebig  (Baron)  Agricultural  Chemistry,  by  Player  and  Gregory,  8vo,  ^  M  WalUm 18$; 

Animal  Chemistry,  tianalated  by  W.  Gregory,  8vo,  Part  1,  6s  6d  ...  Walitm 184I 

— -^—  Familiar  Letters  on  Chemistry,  fep.,4s,  *4i;n.e.,byBlyth,p.8vo,7s6<i  Walton 185 

First  Elements  of  Chemistry,  by  Richardson,  12mo,  2s ScUott  183 

Handbook  of  Oiganic  Analysis,  by  Hofmann,  12mo,  5$ WaUtm 185 

■  Letters  on  Modem  Agriculture,  tr.  by  J.  Blyth,  post  8vo,  6s    WalUm 185 

•  Physiology  applied  to  Treatment  of  Diseases,  8vo,  ^ Renakaw 184 

Principles  of  Agricultural  Chemistry,  post  8vo,  8s  6d   Walton 185 

Question  to  Mulder  tested,  by  Dr.  Mulder,  8vo,  Ss    Bladtwoodi  ...184 

— — — ^—  Researches  into  Motion  of  Juices  in  the  Animal  Body,  8vo,  6s Walton 184 

on  the  Chemistry  of  Food,  8vo,  5b  tid Walton 184 

■  and  Kopp  (H.)  Report  on  Progress  of  Chemistry,  4  v.  8vo,  74s  Walton    ...i840-< 

V.  1,  16s— V.  2,  17s— V.  8,  21s— V.  4,  21s. 

laefde  (/.De)  Postman's  Bag  and  other  Stories,  Illustrated,  fcap.  8s  dd  Strahan i8( 

Lieutenant  and  Crooked  Midshipman,  a  Novel,  2  v.  post  8vo,  16s    Newman i& 

Life:  a  Poem,  by  Young  Nick,  12mo,  2s  dd Thomoi ih 

Romance,  8  V.  post  8vo,  81s  6d     NeuAy    18^ 

—  Alone  in  Christ  Jesus ;  or,  Quakerism  Analyzed,  fcap.  8vo,  4s  6d   ffod^d:Smitkit 

, amongst  the  Colliers,  post  8vo,  6s    S<tundert  A:  0.  181 

and  Adventure  in  the  South  Paci6c,  by  a  Roring  Printer,  cr.  8vo,  7$dd    Low    181 

Adventures  of  Kelly  O'Dwyer,  3  v.  post  8vo,  81s  6d JBentley  18 

■  Beauties  of  Fanny  Fern,  12mo,  Is    Kent  if 

'■  ita  Aims ;  Ideal  and  Actual  Life,  12mo,  6$^  Philadelphia — ^red.  io  ie  6d  TrUbner iS 

■  Purposes ;  a  Book  for  Toung  Ladies,  fcap.  8vo,  2s  dd JffonUton    xl 

Perambulations  of  a  Mouse,  new  edit.,  18mo,  Is    Orant^  O,    ...18 

Times  of  Dick  Whittington,  8vo,  12s   Ounninff ham...  it 

^  Rienri,  fcap.,  7s  6d   WhittaiBer 18 

Travels  of  Sergeant  BuUer,  18mo,  Is  6d  HamUton  it 

Thomas  Thumb^  sq.  8vo,  2s  6d  Philadelphia.,. iX 
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life Aaaruee  Ihonal  and  AlmanAck  for  1862,  cr.  8to,  ttM J.BentUy i86a 

—  Asiaren,  the  Handbook,  or  Popular  Quide,  fcap.  8yo,  8«  6c2 Cwvn'mgham.,.i%^ 

—  by  the  Fireade,  by  Author  of  "Vimtingmy  RelationB,"  12mo,  0< /.  BenUey 1853 

—  Doubled  by  the  Economy  of  Time,  post  8to,  laM ff<mUUm    1858 

—  for  a  life,  8  ▼.  poet  8ro,  81<  H  x85o-new  edit.,  poet  8to,  58  HwnA^B i860 

Life;  or,  the  Lav  written  in  the  Heart,  a  Tale,  12mo,  81  M OUivur 1850 

—  inaWhaler,  by  SaUor  Charley,  fcap.  8to,  8i  W    Wardd:Lods,..i96o 

Bombay  aind  the  Neighbouring  Ont-Stationa,  roy.  8vo,  21t    BentUy  185a 

California,  by  an  American,  post  8to,  7<  6<i  WUey 1846 

Hearen,  by  Author  of  "Heaven  Our  Home,"  12mo,  8<  6(i   Simpkin i86x 

Normandy  ;  Sketches  of  French  FiahiuK,  Farming,  &o.,  Ulos.,  2  ▼.  8to,  24t...  EdmonttonJkD.  i%6% 

tke  Itinerancy  of  the  Circuit  and  Station,  cr.  Svo,  6s New  York 1857 

Land  of  the  Pire-Worahipper,  2  t.  post  8to,  21«  iVeiofty   1861 

■ '  New  World  ;  or,  Sketches  of  American  Society,  8vo,  7«  6rf Wilejf 1845 

-West;  Baekvood  LeaTes and  Fairy  Flowers,  post  8to,  10$  6d   Newby    1843 


—  its  Dntiei  and  Discipline  by  a  Clergyman's  Daughter,  18mo,  la  6d Book  Soekiy  ...1858 

—  Lines;  or,  GkKl*s  Work  in  a  Human  Being,  post  8yo,  4f  6(2 Werikeim i86a 

—  Long  Stoiy ;  or.  Am  I  my  Sister's  Keeper  ?  cr.  8to,  10s  6<2,  '59— red.  to  5s  6(2  Simpkin 1861 

—  Lore ;  or,  Lessons  from  the  Childhood  of  Nolan  Fairfield,  12mo,  8s  6d    Longman  1847 

—  of  a  Beauty,  a  Norel,  3  T.  post  8to,  Sis  6(2    Newby    1846 

Collei^,  a  Novel,  2  v.  postSvo,  21s  Skeet 1853 

• LicenuMd  Victuallei's  Daughter,  by  Herself,  post  8to,  2s  M  SaundenA  0,  1844 

Negro  Slave  (Charles  BaU),  12mo,  2s   HamUUm  1851 

Ship,  from  the  Launch  to  the  Wreck,  4to,  2s  6<2 Ntlton  1857 

Tree ;  History  of  the  Phenomena  of  Vegetation,  16mo,  2s  6(i    Soc,  P.  C,  K...i%^^ 

Ysgrant ;  or,  the  Testimony  of  anOutcsst,  8rd  edit.,  12mo,  Is... GUpin    1850 

-Alfred,  More,  and  Evelyn,  fcap.  8vo,  Is Burnt    1845 

Black  Hawk  (American  Indian),  8vo,4s6(2 KennHi 1836 

Christ,  sq.  16mo,  pL,  8s6<i,  Chtuitm^  '40  ;  l8mo,4s,£ojrMe,  '41 ;  fcp.  8vo,  ^  Burnt    1846 

in  the  Words  of  the  Evangelists,  I8mo,  6s  M TiU    1836 

Mary,  Mother  of  our  Saviour,  by  aLady,  12mo,  4s,  t85i~red.  to  2s A.HdU 1854 

Our  Bleowd  Lord  and  Saviour,  8vo,  ^,  Toovey,  1844  ;  18mo,  Is  6(2  RtLTraei  Soe.  1846 

— St.  Colnmfaa;  or,  Colnmbkille,  by  St.  Adamnan,  12mo,  2s  6(2 T,Riekard»<m  i860 

Sister  Bosalie,  by  Author  of  "Tales  of  Kirkbeck,**18mo,  Is MatUrt 1858 

—  Problems;  Essays,  12mo,  1857;  ^^'^  edit.,  revised  and  enlarged,  fcap.  8vo,  6s    BeU  dt  JkUdy  .1861 

—  Work;  or  the  Link  and  the  Eivet,  by  L.  N.  B.,  fcap.  Svo^  8s  6(2 Nitbei    1861 

liie'i  diaaces,  a  Novel,  8  v.  post  8vo,  31s  6(2 Ntwby    1856 

—  STeahig  ;  or  Thoughts  for  the  Aged,  12mo,  Is  6(2 JULTradSoe.  1854 

—  LesBons,  a  Domestic  Tale,  12mo,  6s,  1838  ;  new  edit,  fcap.  8vo»  4s    Bogue 184a 

—  Morning  ;  or,  Counsels  for  Youthful  Christians,  12mo,  Is  6(2  JULTraU  Sae^  1859 

I^Hbrd  (Lort2)  Ireland  and  the  Irish  Church,  12mo,  4s,  184a  ;  new  edit.,  2s OUimer ..1844 

Lift  for  the  La^,  12mo,  5s  6d New  York 1849 

I«&t  and  Darkneas ;  or,  the  Shadow  of  Fate,  a  Tale,  new  edit.,  12mo,  Is  6(2 JtouUedge  i860 

the  Life;  or.  History  of  Him  whose  Name  we  bear,  18mo,  Is  Parjfcerife  Son..  18  $1 

—  lor  the  FMh  of  Life,  from  the  Holy  Scriptures,  new  edit.,  sq.  cr.  8vo,  12s QriffiikAF,  ...186a 

—  from  the  East;  Tales,  12mo,  8s  6(2 Jh/rUm 1856 

• Sanctuary  for  the  Cloudy  and  Dark  Day,  16mo,  2s Nidfd 1847 

—  u  Darkness ;    or,  Records  of  a  Village  Bectory,  6th  edit,  12mo,  2s  6c2 Parker  A  ^$^..1851 

Life's  Shadows  ;  Hymns  for  the  Sorrowing,  12mo,  i$6d J.  Haddon 1859 

theCU>nd  ;  Christ  alone  Esudted,  32mo,  Is HamilUm  1859 

• — ' Dwelling:  Harmony  of  the  Gospels,  cr.  8vo,  8s,  1849  ;  8vo,  10s  HaU^iO/rd, 1855 

• Bobber's  Cave,  by  A.  L.  0.  R,  12mo,  2s  6(2 NeUon   i86a 

Woiid  ;  or.  Events  from  the  Acts  of  the  Apostles,  18mo,  8s DarUm  ,..\ i860 

—  its  Nature,  Sources,  Effects,  and  Applications,  12mo,  4s Soe.  P,  O.K,...i^^6 

' Pjtoperties  and  Effects,  16mo,  8s  6(2 Bel,  Trad  Soe,,  iZ^i 

-^  of  Life,  by  Author  of  Female  Visitor  to  the  Poor,  18mo,  2s  6(2 Seeley 1857 

—  through  the  Clouds  ;  or.  Peace  and  Joy  in  Believing,  12mo,  2s  6(2  Sed^ 1854 

jilted  Yalley ;  or.  Closing  Scenes  in  the  Life  of  Abby  Bolton,  12mo,  8s  6(2 HamiiUm  185a 

l^ter  Hours,  a  Series  of  Poems,  by  an  Etonian,  12mo,  5i  Longman  1843 

^htfoot  (/«o.)  Chart  of  History  and  Chronology,  fol,  70s   WhiUaker 1856 

Hors  Hebraicae  et  Talmudicss,  edited  by  Qandell,  4  v.  8vo,  42s    ...  J,H. ik J. Parker iS$^ 

^jhtboose,  a  Novel,  2  V.  post  8vo,  21s   Saunder$  A  0,  i860 

l^tboQses,  Beacons,  and  Floating  Lights  of  United  States,  List  o^  8vo,  Is  6(2 Wathingtan  ...1854 

lifiitialotgtheLine,  byTmehKoorbesarg,  12mo,  Is  A,  ffaU 1855 

sad  Shadows  of  English  Life,  a  Novel,  8  v.  post  8vo,  81s  6(2 Skeet  1855 

Scottish  Life,  new  edit.,  fcap.  8vo,  6s,  1839  ;  ^<^P'  8^0|  ^  ^^  BUu^ewoode    ...1844 

Shadows,  and  Reflections  of  Whigs  and  Tories,  8vo,  7s Boone 1841 

Li|oori(5f.  afpi.)  Works,  tranalated  by  Coffin,  4  v.  12mo,  16s  BwmM 1857 

' — _—  Discourses  on  the  Mass,  &c.,  translated  by  Jones,  12mo,  2s 6(2 ...  T,  Rieha/rdum  1846 

Oloriee  of  Mary,  18mo  and  12mo,  2s  WaUwerk  1853 

— Life  of,  6v.  12mo,  each  4s  r.i2icAare2soi»i848-9 

Moral  Theology,  Extracts  from,  by  Blakeney,  8vo,  ^  T,  Richardeon  185a 

• —  of  the  Church  of  Rome,  by  Meyrick,  8vo,  7s  ...  Modey  1857 

Reflections  on  Spiritual  Subjects,  12mo,  2s  6(2  Bum$ 1849 

Sermons  upon  Various  Subjects,  now  edit.,  8vo,  4s RiehMrdton   ...1857 
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Lignori  (8t,  AlpK)  Theory  of  Th«ft,  Svo,  Ij  6d  ;  of  Trathfulnea^  6yo,  UHd  MozUif  i8$5 

» ViidtB  to  the  Holy  Sacrament,  &c.,  24mo,  1#  6d T.  Jona 1849 

Likee  and  Dislikes;  or,  Passages  in  the  Life  of  Emily  Marsden,  12nio»  6s    Parker  A  Sxm..\%%l 

Lilian^s  Year,  and  the  Lessons  it  Taught  Her,  18mo,  Is    iSbe.  P.  C.  K,  1861 

Lilias;  or,  Fellowship  with  God,  a  Tale,  by  a  Lady,  post  8to,  5i  M's&et 1S59 

Lilies  of  the  Valley,  and  other  Tales,  18mo,  2f  6d  Viikd il^s? 

Lillian  Amndal,  a  Story  for  Children,  12mo,  Is  6<i funis    1843 

Lillie  (/fio.)  Lectaree  on  the  Epistles  of  Paul  to  the  Thessalonians,  8vo,  12s    i^ao  Yvrh i860 

Lilliesleaf,  a  Norel,  8  y.  post  8to,  81s  6cf,  1855  ;  new  edit,  1  ▼.  post  8to,  6s HwnAitB.  ...1856 

Lillingston  (^(rfv.)  Sennons  at  Derby,  12mo,  8s   NvhA 1849 

on  the  24th  and  25th  Chapters  of  St.  Matthew,  8ro,  6s...  .iVu6e< 1838 

LiUy  (/«o.)  Dramatic  Works,  by  Pairholt,  2  ▼.  12mo,  10s $  2  v.  post  8to,  15s */.  R.  &m(4...  1858 

(YFt22.)  Introduction  to  Astrology,  by  Zadkiel,  8yo,  14s,  Skmcwd',  12mo,  5s   ...  H,  foAn  183$ 

LiUywhite(Tr./^.)Cricketer*B  Guide,  12mo,  Is  6d  JAa;gmkiU...A^%w3JL 

English  Cricketer's  Trip  to  Canada,  12mo,  4s,  i860— red.  to  2s  6<i  KoA 1861 

Lily,  a  Korel,  by  the  Author  of  Buqr  Moments  of  an  Idle  Woman,  post  8to,  10s  6d  Ntw  York 1855 

Douglas,  a  Simple  Story,  18mo,  Is   HamHUm 1855 

—  Gordon,  the  Young  Housekeeper,  by  Cousin  Kate,  12mo,  4s  6<2 HamiUtm  1853 

of  St.  Paul's,  a  Romance  of  Old  London,  8  t.  post  8to,  811  6c(   SmvUh  Ae  Elder  Alffl. 

Tiflis,  fcap.  8vo  (Historical  Tales),  Is J.HutJJ^arktriis9 

lime  (*/as.)  Mosaic  in  Hsjrmony  with  the  Geological  Beoord,  12mo,  8s BamilUm 1857  ; 

Limed  Twigs  to  Catch  Young  Birds,  16mo,  2s  A,HqU 1841 

Linchan  (/.)  Drainage  Engineer  and  Land  Improver,  8yo,  24s  ;  coloured,  28s Orr    1849 

Linooln  (Abr.)  Life  and  Public  Services,  by  Dr.  W.  Baiilett,  12mo,  6s  M    New  Tori i860 

. Memoir  of,  with  Sketch  on  Slavery,  fcap.,  Is  ;  cL,  2s  6d  Low    1861 

^Mn.AM,)  Familiar  Lectures  on  Botany,  8vo,  7s  M New  York 1854 

(W.)  New  Testament  Light  and  Old  Testament  Histoiy,  12mo,  4s Hi^Mtm    1854 

Lincoln :  Arehseology  of  the  City  of,  8vo,  81s  6d    ArchoBoL  Inat.  iM 

Liocolne  (fT.)  Collections  and  Beeollections  of  his  Life,  12mo,  4s Ward 184' 

Lincolnshire:  Churches  of  the  Division  of  Holland,  roy.  8vo,  81s  6d;  4to,  6Ss Simpkin 1844 

Post  Office  Directoiy,  imp.  8vo,  20s ^'^. *^*' 

Lind  (/miiy)  Memoirs  of,  Portrait,  poet  8vo,  Is OUwier 1847 

Musical  Album,  folio,  15s  JuUien.  18471 

Lindah  ;  or,  the  Festival,  a  Metrical  Bomance,  8vo,  5$  Smiths  Elder. i%^s\ 

Linden  (Afoteo)  Step-Dame  Outwitted,  a  Fairy  Tale,  12mo,  Is  Jae^Blaekwood  1861 

Lindiafame  and  Rushworth  Gospels,  edit,  by  Stevenson,  8vo,  16s WkUtaker 1854 

Lindley  {/no.)  British  Fruits,  8  v.  loy.  8vo,  10(  IDs— red.  to  5/  5s  ff.  Bokm 1841 

-Elements  of  Botany,  Structural,  &c.,  new  edit.,  8vo,  12s Bradbury 1861 

-  Flora  Medica:  PUmts  used  in  Medicine,  8vo,  18s,  Longvutn—r.  iodsHd  H.  Bokn    1 838 

•  Glossary  of  Technical  Terms  used  in  Botany,  p.  8vo,ls,'58;  2e.,8vo,5s  Bradbwry 1861 

•  Introduction  to  Botany,  4th  edit.,  2  v.  8vo,  24s Longmtm  1S481 

•  Key  to  Structural,  Physiological,  and  Systematic  Botany,  8vo,  5s Lot^wMn  1839 

•  Ladies'  Botany,  5th  edit.,  2  v.  8vo,  plain,  12s  6d;  coloured,  25s B.  Bc^   n.<L 

abridged,  post  Svo,  12s  ;  cold.,  21s~red.  to  Ts  ft  12s  If.Bokn 1841 

>  Medical  and  Economical  Botany,  Svo,  14s,  1849— red.  to  7s  Ad   Bradbury 1856 

-  Medico-Botanical  Atbs,  Svo,  27s ff.Bokn 1851 

-  OrchidacesB  Lindenians,  Notes  on  Orchids,  Svo,  2s  6d  Bradbwy 1846 

'  School  Botany  and  Vegetable  Physiology,  new  edit.,  Svo,  5»  6d Bradbury 1854 

-  Sertum  Orchidaceuin,  10  parts,  folio,  each,  25s Bidgwaiy    1838 

•  Synopsis  of  the  Britiish  Flora,  8rd  edit,  12mo,  10s  6(i — red.  to  6s  ...  LtrngmoM  1S41 

-  Theory  and  Practice  of  Horticulture,  Svo,  12s Ltmgnum  1840 

-  Treatise  on  Botany,  Svo,  4«  6(2— red.  to  8s Baidwm    184X 

•  Vegetable  Kingdom  Illustrated,  8nl  edit.,  Svo,  86s    Bradbary 1853 

•  and  Hutton's  Fossil  Flora  of  Great  Britain,  8  v.  roy.  Svo,  61 12s Ridgway   ...1831-7 


{Nat.)  Introduction  to  the  Study  of  Jurisprudence,  Svo,  12s Maxweil    185$ 

Law  of  Partnership,  new  edit.,  2  v.  roy.  Sto,  68s  ;  Supplement,  16s...  MaanwdX i86a 


Lindo  {E.H.)  History  of  the  Jews  of  Spain  and  Portugal,  Svo,  12s  Longman  1848 

Jewish  Calendar  for  Sixty-four  Years,  Svo,  7s  6<i Carvalko  1838 

Lindsay  ((7o2ti»)  Union  and  Unity,  an  Address,  Svo,  Is    Maetert x86c 

— -  (/Sir  Cottlts)  Alfred,  a  Drama,  12mo,  4s  Longman  184J 

Edward  the  Black  Prince,  aTragedy,  fcap.  Svo,  4s   Longmam  184c 

^—  {Edw.)  Law  of  Probates  and  Administrations,  Ireland,  Svo,  7s  6d  Stevem  185^ 

{Elis.)  Memoir  of,  by  Charlotte  Greville,  ISmo,  Is  M Nidiet    184^ 

— ~  {Jno. )  History  of  Coinage,  Anglo-Saxon  Heptarchy,  4to,  1 5s,  Heame — ^r.  1  Os  6d  B.  *Bohm   1 84a 

■ Ireland,  4to,  18s  Beame 1S3J 

■ Medisvid,  4to,  40s   Beame 184.J 

Farthians,  4to,  18s  Beame 185^ 

Scottish,  4to,  25s Beame 1841 


Philosophy  of  Bathing,  ISmo,  2s WkUlaker 183J 

—  (/.)  English  Grammar  for  National  Schools,  ISmo,  Is  6<i BivingUm  1841 

-  {J.B.)  Chrono-Astrolabe :  a  Set  of  Astronomic  Tables,  Svo,  7s  6d  B.Bokn 185] 

>  {Lord)  Ballads,  Songs,  and  Poems,  translated  from  the  German,  4to,  21s   ...  Mwray 184 

Letter  on  the  Evidences  of  Christianity,  12mo,  8s Batckird  184 

Letter*  on  Egypt,  &c.,  2  v.  poet  Svo,  24s,  1838— red.  to  6s,  '51  ;  6s    B.Bokn 185I 

— Lives  of  theLindsaySi  8  v.  Svo,  42«— red,  to  24s Murray 184 
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liaday  (ZmkI)  On  the  Theory  of  ihe  EogliBh  Hexameter,  aq.  8ro,  It  Murray i86z 

Progreasion  by  Antagonism,  a  Theory,  8to,  6t  Murray 1846 

■ —  Beport  of  Claim  to  Dukedom  of  Montroae,  4to»  15<  Murray 1855 

Soepticiam  a  BetrogTeasiTe  Morement  in  Theology,  &c.,  8vo,  9«  Murray 1861 

Sketches  of  the  Histoiy  of  Christian  Art,  8  r.  8vo,  31<  6d Murray 1847 

(&)  Sdinbuigh  High  School  YocabaUzy,  18mo,  Is Simpkin 1848 

-(IT.)  Christian  Law  as  to  Relationships  of  Bar  Marriage,  12mo,  8<  6d Hamilton  1855 


{W.H.)  Season  at  Harwich :  Bzcarsions  by  Land  and  Water,  8yo,  7<  6(2 Simpkin 1851 

(W.L.)  Popular  History  of  British  Lichens,  imp.  16mo,10f  6(2,i2eere— r.7<  Qd  BouUedgt  1856 

{W,8.)  Navigation  and  Marine  Laws  Considered,  8to,  7s  Longman  1853 

Our  Merchant  Shipping^  post  8to,  5s  Longman  i860 

liiifortli  (Jot.)  fioate  from  Liverpool  to  Great  Salt  Lake  Valley,  4to,  15s Brand    1855 

liBS  (P.if.)  Biographical  Sketch  of,  by  Prof essor  Oeorgii,  8to,  2s BaUliirt 1854 

Gymnastic  Free  Bxerdsea,  edited  by  Dr.  Roth,  12mo,  2s  6d Oroombridge  ...1853 

Lii^  (ZV./.)  Aceoant  of  the  Martyrs,  12mo,  2s  6<2   Sherwood  1839 

— — —  Antiq.of  the  Anglo-Saxon  Cbnrch,2v.8vo,24<,*45;  n.e.,2T.cr.8TO,10s  Dolman 1858 

Catechetical  Instructions,  18mo,  Is  j  12mo,  Uid Jhlman 1841 

History  of  England,  10  y.  8to,  62,  1849  ;  18  ▼.  poetSyo,  65s Dolman 1854 

abridged  by  Bnrke,  12mo,  5s   Dolman 1855 

"  ~  1836 


-Sadler,  2  y.  12mo,  12s  Boone 

Tme  Aocoant  of  the  Qnnpowder  Plot,  8vo,  3s  6d Dolman 1851 

LiAl€7((?eo.,/im.)  Metrical  Annals  of  the  Kings  and  Qaeens  of  England,  fol.,  10s  M  Addieon i860 

Musical  Cynics  of  London,  8yo,  Is  6d   -fiutt x86a 

The  Gold  Seeker,  a  Metrical  Narratiye,  fcap.  8yo,  8s  6d lfarri$on  x86o  . 

liuueu  Society.     See  Transactions. 

limanti  and  Jnssien  ;  or,  the  Rise  and  Progress  of  Botany,  12mo,  2s  Parker  ds  Son  1844 

liattos  (CSUis.)  Life  of,  liy  Miss  Brightwell,  12mo,  Ss  6<i Van  Voont  ...1858 

IJSKII  (/.)  R<^  Gallery  of  Pictures,  roy.  4to,  Sis— red.  to  25s H.  Jhkn 1839 

Ianiiigton(iZ.r.)  Rhetorical  Speaker,  12mo,  8s6<i    Law  1848 

— Scientific  Reader,  new  edit.,  12mo,  8s Law  1844 

liBtm  (CSUu.)  The  Healing  of  the  Nations,  with  Appendix  by  Tahnadge,  8yo,  12> New  York 1856 

--{E.  Zyim)  Witch  Stories,  post  Syo,  10s  6<2,  Chapman  AH,  1861— red.  to  5s  ...  H.Bohn 1861 

(£rm.)  Pftrapbxase  and  Notes  on  St.  Paul's  Epistles,  12mo,  7s  M Wertheim  1858 

[H.P.)  Curate  of  Elmdale,  a  Tale  of  Ireland,  1880-86,  12mo,  8s  6<i    Sedey 1848 

(/no.)  Guide  to  Lakes  of  West  Cumberland  and  Fumess,  12mo,  8s WhiUaher 185a 

— Handbook  of  Whitehayen  and  Fumess  Railway,  12mo,  with  Map,  8s    WhiUaker 185a 

[RiAl,)  Disooyered  Laws  of  the  Son  and  Planets,  post  8yo,  Is  6c{ Hamilton  1858 

(TTn.)  Colossal  Vestiges  of  the  Older  Nations,  post  8yo,  ^  Longman  1861 

"" — ~ >  Properties  of  Ancient  and  Modem  Colours,  post  8yo,  5s Longman  185a 

Scenery  of  Greece  and  its  Islands,  4to,  42s  ;  roy.  4to,  84s Truimer 1856 

{atott(Vra».)»Structare,  Economy  and  Pathology  of  the  Teeth,  12mo,  5s    Churchm  1841 

Liayood  (Jfory)  Honae  of  Camelot,  a  Tale,  2  y.  post  Syo,  21s  Hope 1858 

"^ — {Wm.)  Anthologia  Oxoniensis,  Gr,  et  Lat.,  Svo,  14s   Longman  1846 

Lexicon  to  .fischyius,  Syo,  15s,  1843  ;  2nd  edit.,  12s WalUm  1847 

~~~— ^ Remarks  and  Emendations  on  Thucydides,  2nd  edit.,  Syo,  4s  6c{  ...   Walton i860 

— Sophocles,  with  Notes  for  Students,  8yo,  16s  Longman  1846 

~ — Suggestions  on  Greek  sad  Latin  Prose  Composition,  Syo,  2s  6d Whittaker 1845 

" Treatise  on  Greek  Tragic  Metres,  Svo^  10s  hd Longman 1854 

^(The),  aTdeof  the  Coteries,  8  yols.  post  Syo,  81s  6c{    CoUfum 1839 

Utt,  Liriogand  Dead,  or  Recollections  of  the  Great  and  Gifted,  12mo,  8s  (kl    Partridge 185a 

LwfelWaefield  ;  or,  the  Life  of  an  Adyenturer,  3  y.  Svo,  81s  6d  Hentley 1836 

]f^{W,B.)  Commnnication  between  the  Atlantic  and  the  Pacific,  Syo,  8s  6<i Simpkin 1849 

^Komb  {Oto,)  Histoiy  of  the  County  of  Bucks,  4  yols.  4to,  161 16s  NiehoU 1843-7 

r i^C)  History  of  StaindrDp  Chureh,  folio,  9s  6rf WhiUaker 185a 

^(/'.^.)  Explanation  of  the  Parables,  by  Fairbaira,  12mo,  5s Hamilton  1853 

^}fn  (C.  de)  On  Diseases  and  Special  Hygiene  of  Females,  by  D.  Meigs,  Syo,  21s...  De^ 1851 

^(iasa)  Almost ;  or.  Crooked  Ways,  post  Svo,  6s  6<2,  '57  ;  ch.  ed.,  12mo,  2s  M  Oroombridge.., tS6i 

' Quicksands :  a  Tale,  post  Syo,  6s  6<f,  1858  ;  cheap  edit.,  12mo,  2s  6d  .  (/room&nc^e...! 861 

Self  and  Self-sacrifice,  post  Syo,  4s6<i,  1859 ;  cheap  edit.,  12mo,  2s  6d .  Oroombridge  ...1861 

r^(J^a/y)Long,  Long  Ago,  an  Autobiography,  12mo,  4s  6d  Motley  1856 

™*  (if.)  Jewish  Peiaeyeranoe  at  Home  and  Abroad,  2nd  edit,,  Svo,  10s  6d  Hamilton 1851 

^M.)  Two  Phases  of  the  Social  Eril,  Syo,  Is Hamilton  1861 

'(^roi.)  System  of  Political  Economy,  by  Matile,  Richelot,  &c.,  Syo,  12s  .^ Philadelphia... iZ $6 

Ut  of  As^iag  Flies  for  the  Streams  of  Ripon,  12mo,  4s  6d    Simpkin 1853 

British  Lepidoptera,  Accentuated,  Syo,  5s  Van  Voortt  ...1859 

~ — -  Charities  for  the  Relief  of  the  Clergy,  their  Widows,  &c.,  12mo,  2s   JtivingUm  1859 

Oiadoateaof  St.  Andrew's  Uniyersity,  1800  to  1862,  12mo,  2s  ..: Churchill  i860 

'         Printed  Serrice  Books,  Ancient  and  Anglican  Church,  Syo,  8s  6d    Mattert 1850 

■"■■ — Ptoper  Names  in  Old  Testament,  with  Interpretations,  Syo,  4s Longman  1850 

^  Queen's  Scholars,  St.  Peter's  College,  Westminster,  roy.  Syo,  85s Oinger  1853 

rr~*l»«  Country  Banks  of  England  and  Wales,  Ac,  Syo,  7s  6d  Merchant  1838 

^•adLeara,  Narratiye  of  a  Three  Days*  Ramble,  12mo,  2s Jarrold 1856 

^'^erfOos.)  College  Chums,  a  Noyel,  2  y.  post  Syo,  21s Newby    1845 

- — (/oa)  Autobiography,  edited  by  T.  Wright,  Svo,  4s   J.  JL  Smith  ...1842 

"■"     W-^0  How  to  Sacoeed  in  Life ;  a  Guide  to  the  Young,  12mo,  St Snow 1855 
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Lister  (X<u2y7.)  Story  of  Beauty  and  the  Beast,  Dramatized,  12mo,  8«... Madde^ 1S44 

{Thoi.)  Answer  to  Quarterly  fieviev  respecting  life  of  Clarendon,  8to,  If  6d  Longtnan,  1S39 

Arlington,  8  ▼.  postSro,  81«  6d,  1849J  12mo  (Parlour  Library),  1«  M  DarUm 1858 

Qranby,  a  Novel,  12mo,  5«,  Co{6iim,*35— red.3j  M^Tegg;  n.e.,12mo,2<  Bayce i8s^ 

■  Life  and  Administration  of  Lord  Clarendon,  8  t.  8vo,  48f — red.  to  18«  H.Bohn 183S 

(W.)  Physioo-Prophetical  Essays,  sm.  post  8vo,  lOt  6d— red.  to  6*  6d  L<mgman  1861 

Liston  (R.)  Elements  of  Snrgery,  2nde(dit.,  8to,  25<,  Xon^man— red.  tol(it6d    ...  H.  Boh*    1844 

■  ■  Practical  and  Operative  Suiigery,  4 til  edit.,  Svo,  22«   ChMrehiU  1846 

{Wm.)  Service  of  God  according  to  Church  of  Scotland,  post  8vo,  0«    BanUltmi  1858 

Litchfield  (/0A11)  System  of  Book-keeping,  8vd,  U6d Simpkm i860 

{Tho.)  Coldstream  Qnards  and  the  Mnsqneteeia,  8  v.  post  8vo,  81s  M NeAj/   1856 

Literal  Truislation  of  the  Apostolical  Epistles,  &c,  8vo,  12« Rivington 1839 

Literally  Literal  Diversion,  18mo,  liiid  Motley  1855 

Literary  Addresses  at  Various  Institutions,  three  series,  12mo,  each  8t  M   Orifin  1856 

and  Educational  Year  Book  for  1860,  8vo,  2*  6c{ Kent  i860 

■   Mathematical  Companion,  12mo,  ^«    HamUttm  1838 

■  Scientific  Institntioos,  Two  Prise  Essays,  12mo,  2«  6d A.  Hall 1850 

■ Lecturer,  Vols.  1  to  8,  12mo,  each  2>  M  GroUan 1851 

Cabinet,  post  8vo,  8f  Orr    1838 

Oift  Book :  Tales,  &o.,  by  Q.  P.  Pardon,  imp.  8vo,  7<  6c{   BUuihBoodi   ...1856 

■  Gleanings,  by  an  Invalid,  82mo,  2s  M^  1848  ;  2nd  series,  2s  6d   Newbery    1857 

Keepsake,  12mo,  ia6d  RcmtUdge  1851 

Contributions  in  Prose  and  Verse,  post  8vo,  5s  Grifin 1854 


Souvenir,  1826-84,  each  12s,  Longman  ;  1885-7,  post  8vo,  each  21s  WhiUaker„..it2S-7 

World,  Vols.  1  to  8,  8vo,  each  5s    Berger 1839-41 

Literature  of  the  Kymry,  Ancient  Welsh  Poems,  transL  by  T.  Stephens,  8vo,  12s  6d  Longfnan   1849 

Working  Men,  2  V.  12mo,  each  Is  6€{    Canell  1852 

Littell  (Dr.S.)  Manual  of  Diseases  of  the  Bye,  by  Houston,  12mo,  5s CkurddU  183S 

Little  (JVirs.)  Catharine  Sinclair,  a  Tale,  18mo,  Is  Tweedit 1851 

' Conversion  and  Death  Bed  Experience,  new  edit.,  82mo,  Is  M   Snow 1851 

-^— (l2o&t.)  Treatise  on  Pulmonary  Consumption,  8vo,  0s Longman  1836 

\W,J.)  Treatise  on  Ankylosis,  or  Stiff  Joint,  8vo,  8s  M    Longman  1843 

— Club-Foot  and  Analogous  Distortions,  8vo,  12s    ...  Longman  18^5 

< Treatment  of  Deformities  of  the  Human  Frame,  8vo,  15s  Longfnan  1853 

Little  Asop,  square,  82mo,  Is  6<2 Bogue... i84< 

Alfred  of  Anglesea,  a  Story,  18mo,  Is  W  HamiUon  183^ 

Alice  and  her  Sister,  a  Tale,  16mo,  2s  6d  J.  Hughet 184.^ 

Annie  ;  or.  Is  Church  Time  a  Happy  Time  T  2nd  edition,  18mo,  Is  6cl  Waiheim  1861 

's  Third  Book,  16mo,  8s New  York i86< 

~^  Artist's  Companion,  oblong  8vo,  8s  6(2 Dean iS^ 

Basket  Maker,  and  other  Tales,  16mo,  2s  6d  ;  coloured,  8s  6c£ CundaU 1841 

'^-^  Bird  Bed  and  litUe  Bird  Blue,  from  the  German  by  Edwards,  imp.  16mo,  5s    Low    x86| 

Book:  Thoughts  on  the  Word  and  Works  of  God,  cr.  8vo,  4s   Partridge    185^ 

— -   by  tli^  Author  of  "Adventures  of  a  Sunbeam,'*  16mo,  Is  6<f Dean 186 

-  for  Every  Man  who  Keeps  a  Horse,  by  LL.D.,  fcap.  8vo,  Is Simpkin i86i 

-  of  Animals  and  Botany,  2  vols.  82mo,  each  Is  6(2 Darion  1831 

^— —  British  Quadrupeds  and  Birds,  2  vols.  64mo,  each  Is  6d  Kent  185 

Knowledge,  square,  8s  Harveg  183 

.1  . Nature,  82mo,  Ss  6(i DarUm  184 

Objects,  16mo,  2s— red.  to  Is  A,  Hail 184 

Bo-Peep,  and  other  Stories,  16mo,  2s  6^;  coloured,  4s  6(2    Cwadall 184 

Boy's  Companion  to  the  Latin  Accidence,  12mo,  2s  M Rivington  183 

■  Own  Book  and  Book  of  Sports,  by  Uncle  Charles,  16mo,  4s  JET.  AUman    ...18  j 

of  Games  and  Pastimes,  16mo,  2s H.  AUman  ....i8j 

Sports  and  Ftatimes,  16mo,  8s  6<i Bogue  i%\ 


Budget  for  Littie  Girls,  by  Old  Humphrey,  18mo,  Is    Rd,  Trad  Soc.  i8j 

Builder,  8rd  edition,  4to,  2s  6(2  Wardd:  Lodt,.t%i 

by  Littie,  18mo,  Is   Soc.P.C.K,  ...18^ 

-  Child's  licture  Magazine,  9  vols.  roy.  82mo,  each  Is Simpkin...  1854.-I 

.._.... Sketoh-Book,  1st  and  2nd  series,  new  edit.,  18mo,  4s Bogue 18 

Cousins,  aTsle,  16mo,  8s  Qd  /.  Hughes i& 

Crumbs  for  Little  Chickens  ;  Beading  a  Pleasure,  not  a  Task,  fcap.  8vo,  Is  ...  Darton  iS 

Derwent's  Breakfast,  by  a  Lady,  12mo,  2s Smith  diJSlder  18 

-  Don  Quixote,  a  Story  for  Youth,  from  the  German  by  Raymond,  fcap.  8s  6<l ...  Sgraaae    18 

Drummer,  12mo,  2s  6(2,  Addey,  185a;  new  edit,  12mo,  Is  6<2 RouOedge  \% 

-  Duke  ;  or,  Richard  the  Fearless,  16mo,  8s  6(2,  1854  ;  18mo,  Is  M    PoHcerdb  Son    18 

Ella  and  the  Fire  King,  and  other  Fairy  Tales,  imp.  16mo,  8s  6(2 Hamilton 18 

« Engineer,  by  Designer  of  **Tfae  Little  Builder,"  4to,  2s  6(2 Ward  A  Lock    \% 

BsteUa,  and  other  Fairy  Tales,  fcap.  8vo,  5s— red.  to  8s  6(2 MacmiUan il 

Fables  for  Littie  Folks,  which  Great  Folks  may  Read,  18mo,  Is Oturdner iS 

Fanny's  Nursery  Picture  Book,  sq.  cr.  8vo,  plain,  2s  ;  coloured,  2s  6<2  Ward  A  Lodk    \% 

Ferns  for  Fanny's  Little  Friends,  16mo,  2s  6c2  Ingram it 

Flower  Garden,  or  Tales  for  the  Young,  18mo,  2s Burnt    it 

Folk's  Laughing  Library,  Nos.  1  and  2,  16mo,  each  Is Dartan  xi 

•  FofBet-me-not :  or,  Sister  Mary's  Recreations,  48mo,  2s  6(2 .^ Kent il 
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LittkPrmk,  and otber Tales,  16mo,  UM  /farreyi* !>....  183 8 

Qtlert'8  First  Lessons  in  French,  12mo,  Sa  6d    HamiUon  1848 

—  Gwrje's  First  Joarney,  18mo,  Is  6rf   Rd.  Tract  Soc.  1846 

—  Guide  of  Adrighoole;  or,  Hoir  to  he  Htippj,  12mo,  2s  6<2 Rel.  Traa  Soe,  1858 

—  Helps  for  Oar  Little  Ones  ;  or,  Beading  a  Pleasure,  &c.,  fcap.  8vo,  Is   !..  Darton i86x 

—  Heary's  Holiday  at  the  Ghreat  Exhibition,  16mo,  2j  (id ffouUton    1851 

Beoordsof  His  Lifetime,  a  Tale,  16mo,  If HouUton    1852 

Sunday  Book,  Conversations  on  Christ,  2  v.  16mo,  each  ls6d     ffouUton    185* 

—  Lesfen,  and  what  it  Wrought  at  Mrs.  Blake^s  School,  square,  U  M  New  York 1858 

—  Lesmis  for  Little  Learners,  18mo,  Is Darton   1850 

—  Library.    See  Appendix. 

—  Lily*8  Travels,  fcap.,  2s— red.  to  If  6<i  NeUon  i860 

—  Lucy  the  Invalid,  ISmo,  Is  6</    /farwy  dfci)....  1835 

What  She  Thought,  and  Said,  and  Did,  ISmo,  Is  6d   Soc  P.  C.  K.   1861 

—  Lyehetts,  an  Autobiography,  post  Svo,  28  6d,  IfOw,  1855;  nevedit.,  cr.  8vo,  2s  RoiutUdgt  1861 

—  Mary,  a  Tale  for  Children,  in  Dialogue,  16mo,  2s Simpkin 1845 

—  Maiy's  Lesson-Book,  16mo,  2s  6(j Kent  1851 

Treasury  of  Knowledge,  16mo,  5s Kent  1851 

—  May ;  or,  of  What  Use  Am  I !  a  Tale,  ISmo,  U  6d JUL  Tract  Soc, i9 $9 

—  Minnie's  Child -Life,  4to,  Is BouUedge  1859 

—  Minxes,  Coloured  Illustrations,  4to,  Is  Eoutiedge  1857 

—  Musicians,  18mo,  Is  6d  New  York i860 

* —  Nelly;  or,  Am  I  Really  a  Child  of  God  ?  by  Cousin  Kate,  18mo,  Is  6d HamiUon  1853 

— -Nora,  a  Tale,  in  Verse,  Illust.  by  J.  L.,  sm.  4to,  6s  6d  Bladnooodt  ....1853 

—  People,  by  the  Author  of  Two  Mottoes,  18mo,  Is  MozUy   i86» 

—  RJgrim,  by  Alfred  Crowquill,  sm.  4to,  2s6rf;  cold.,  4s  6d Xois    1856 

—  Poems  for  Little  People,  by  M.  S.  C,  12mo,  Is  6d CAapman  <fr  i7. 1854 

Beaden,  18mo,  Is WhiUaker i860 

-—  Prinees,  2nd  edit.,  square,  4s  6d  ;  coloured,  6s -red.  to  Ss  6<f ,  pi.;  cold.,  5s...  H,  Bohn    184^ 

—  Beader,  by  the  Author  of  the  Farting  Gift,  82mo,  UM    Darton  1838 

Progressive  Steps  to  Knowledge,  16mo,  2s  6rf Griffith  A  P,  ...1849 

—  Ked  Riding  Hood,  a  Tragedy  from  German  of  Tieck,  by  J.  B.  Smith,  sq.,  8s  M  Groombridge  ...1851 

"•         and  Old  Friends,  Coloured  Pictures,  roy.  8vo,  Ss  6<i Dean 1857 

' — Robinson  Cmsoe,  32mo,  Is  6d Bogue  1840 

and  otherTales,  ISmo,  2s    Orr 1848 

—  SoBgi  for  Little  People  ;  numerous  Illustrations,  12mo,  ^  New  York 1858 

—  Stories  from  the  Parlour  Printing  Press,  12mo,  2s Smiik  A  Elder  ,i%^% 

' —  Soosbine,  a  Tale,  by  Author  of  a  Trap  to  Catch  a  Sunbeam,  roy.  16mo,  2s Lockwood  1861 

— "Siuie;  or,  Straight  to  Heaven,  18mo,  Is  HamiUon  i860 

— ^«y'8  Littie  Servants,  Iqr  her  Aunt  Susan,  illust.,  12mo,  8s  New  York 1858 

Six  Birthdays,  by  her  Aunt  Susan,  8rd  edit.,  imp.  16mo,  2s  6<2   Niahet 186a 

• Teachers,  by  her  Aunt  Susan,  illust.,  12mo,  8s New  York 1858 

—  Tiks  for  LitUe  Heads  and  Hearts,  18mo,  3s  6d ^.H't^ton  1836 

"— the  Nursery,  12mo,  Is  6rf Dean 1850 

on  Great  Truths ;  or.  Scripture  Warnings  for  Youth,  18mo,  Is Hamilton  1857 

•"— with  Lots  of  Pretty  Pictures,  for  Little  Polks,  sm.  4to,  3s  Dean 186a 

"^^  Toarin  IreUnd,  by  an  Oxonian,  illust.  by  Leech,  sq.  Svo,  10s  6d Bradbury    1859 

■ — Tiaveller:  Further  Adventures  of,  imp.  16mo,  3s  6d  Ja$. Blackwood  1858 

' Places  Visited  and  Things  Seen,  imp.  16mo,  8s  6d Jas.Blackwood  1856 

—  Wslter ;  or,  a  Mother's  First  Lessons  on  Religious  Subjects,  cr.  Svo,  2$6d Whitjleld  1 86a 

""^  Willie^s  Bible  Stories,  by  a  Mother,  sq.  16mo,  Is   Simpkin i86a 

r^^ •  Holiday;  or,  a  Visit  to  Cowslip  Farm,  4to,  Is Ward  A  Lock.  1858 

"'^feua  (ITli,.)  Treatise  of  Tenures,  English,  24mo,  6s Stevens 1845 

^      — with  Explanatory  Notes,  Svo,  8f    Day   1846 

I""^ •' _—  French  and  English,  by  Tomlins,  Svo,  24*  Stoeet 1841 

•^Wwood  (IT.ir.)  Essentials  of  English  History,  12mo,  8s Longman 186a 

"     '-^ GarUnd  from  the  Parables,  12mo,  2s  6rf BeU<k  Daldy,..i2s9 

^UoB  (£.i.)  Cburch  of  Christ,  in  iU  Idea,  J^ttributes,  and  Ministry,  Svo,  16s Longman  1851 

■ Guide  to  the  Study  of  Holy  Scripture,  fcap.  Svo,  5s Seeley i860 

' ■ — ^  I^rochial  Sermons,  12mo,  5s Seeley 1859 

r Sermons  at  Bampton  Lecture,  1856,  Svo,  10s  6d HcUchard 1856 

r*»iaDomestica,  18mo,  8s,  1840;  4th  edit.,  revised,  2s J. H.^' J. Parker iS so 

pnP»um  OrientaUum  Collectio,  2  v.  4to.  4Ss LcBlie 1847 

"^fpciiPscto  by  Scrutator,  12mo,  Is  6<i Hope  185a 

^^derSglise  Anglicane,  Svo,  7s,  Bagtter,'^^;  parWanostn)cht,n.e.,82mo,8s6d  Whittaker 1859 

^^"n^  Primitive,  in  Greek,  ed.  by  Ncale,  12mo,  6*  ;  English,  4s  ;  1  v.  9f Hayet    1859 

r temp.  Edward  VI.  and  Queen  Elizabeth,  edit,  by  Ketley  and  Clay,  8  v.  Svo  Parker  jSoc.  1844-51 

utmai^^/v.OContributionstoKnowledgeofOsteomalacia,  transl.,  Svo,  ls6(2  ...  Simpkin    i86a 

!^  tod  Uara  ;  a  Guide  to  Speak  and  Write  Correctly,  new  edit. ,  fcap.  Svo,  2$  M  ..  J.  P.  Shaw  ...  1 86a 

'^««nM>te(^.i.)CooigieQtaryon  Acts  of  the  Apostles,  poet  Svo,  8s  6d   SimmeAM^I,  1846 

'  -  Gkwpels,  poet  Svo,  4s  6cf /.  CAapman  ...1844 

" Romans,  post  Svo,  4s  6(2   Whitfield    1854 

Discourses,  cr.  Svo,  7s  6<i Boston,  U,S.  ...tZ^A^ 

Lectures  on  Moral  Dangers  and  Duties,  12mo,  Ss /.  Chapman  ...1846 

War  with  Mexico  Beviewed,  12mo,  6$  BoiUm,  U.8....i$^o 
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I<ock«  {Jno.)  BeaaonaUenea  of  ChruttiAnity,  by  St.  John,  12mo,  ii,  *36— nd.  2t  M  A.HoU 1851 

^~^^——  ^iteiD  of  Clanical  Inttraction.     See  Appendix.  > 

— ■  Thoughts  on  Bducation,  12mo,  5»    Shenoood  l^S^ 

Treatiieon  the  Qame  Laws,  12mo,  5«,  1837  ;  newedit.»  8« Shawd:S(m  ...185^ 

Writings  and  Philoeopby  Considered,  by  Tagart,  8vo,  I2»6d   Lomgrnam,  185$ 

(Jot.)  Life  of,  by  J.  Devey,  8vo,  14f BaUU^  i«6i 

{Mn.)  Rosa  St.  Orme,  and  other  Tales,  post  8to,  lOi  6d Hope i^SJ 

Locker  {Fred.)  London  Lyrics,  p.  8vo,  8«  6(2,  Chapman  itH.,  1857  ;  fcp.  8to,  4s  6d  Ptckering iS^s. 

Lockhart  (/as.)   Poems,  12mo,  If Siuipkin    1859 

Castillo's  Conquest  of  Mexico,  Tianslation,  2t.  8to,  24s— red.  to  12s  ff.  Boim   1844 

Catechism  of  Qeography  for  Junior  Pupils,  12mo,  Is Black i86« 

'      Nature  of  the  Roots  of  Numerical  Equations,  8vo,  2c Oroombridge  ...it^^ 

Resolution  of  Equations,  4to,  4»  6d Talbmft iHi 

(/.(?.)  Adam  Blair  and  Matthev  Wald,  n.e.,  12mo,  sewed,  3s  6d;  cloth,  4s  BlaekwoodM  ...184C 

Ancient  Spanish  Ballads,  n.e.,  12mo,  2s  6d,  1S56  ;  4to,  42s— r.21s  Mwroiif 1851 


Reginald  Dalton,  nev  edit.,  fcap.  8vo,  sewed,  Zt  ^  ;  cloth,  4s Blackwoodt   ...1844 

Valerius,  a  Roman  Story,  12mo,  new  edit.,  sewed,  2s  ed ;  doth,  8s  Bladncooda  ...1844 

(/./.)  Attica  and  Athens,  8to,  ds*   Oroombridge.,.ii\t 

■  Report  of  the  Fulham  Charities,  8vo,  Is  Bardag 184I 


(fTm.)  Medical  Missionary  in  China,  2nd  edit.,  8yo,  15s  Hunt  A  B^  ...1S61 

Lockwood  {Lady  J.)  Cyrus  Eiog  of  Persia  and  Media,  Life  and  Char.,  imp.16mo,5s  6d  Savmd^n  A  0.  1861  \ 

Instinct  or  Reason !  Tales  of  Animal  Biography,  imp.l6mo,  ^  6d  Saw^den  A  0.  1861 

► 2nd  series,  imp.  16mo,  6s  6d Saundends  0.  i86| 

{Rafpk)  ReporU  of  Cases  argued  in  State  of  New  York,  1799- 1847,  8to,  25s  New  York 18V 

Lockyer  {Stewart)  Earl  Godwin's  Feast,  and  other  Poems,  12mo,  4s SaHnder9d'  0.  i8si 

St.  Bartholomew's  Day  (1572),  and  other  Poems,  12mo,  4s  6c2    ...  Saundert  dt  0,  185! 

(T.)  French  Gknders,  a  Supplement  to  the  French  Grammar,  2  ed.,  18mo,  2s  Simpkin i86« 

Looock  (IFm.)  Theory  and  Practice  of  PenpecUve,  8vo,  5s Baiiy 185* 

LocomotiYe  and  Atmospheric  Railway  described,  18mo,  Is R,  Y,  Clarke..  184I 

or,  Cherubims,  by  a  Scripture  Miner,  12mo,  2s  6d  Weriheim  1849 

Loder  (G.)  New  York  Glee-Book,  roy.  8to,  9s  Wil^ 1844 

Lodge  (Edm.)  British  History,  Biography,  and  Manners,  .S  ▼.  8vo,  36s— red.  to  20s.  H.Bokn iSjS 

. Genealogy  of  the  Peerage,  new  edit.,  roy.  8to,  31s  6ii Hurtt  A  B,  ....1859 

Peerage  and  Baronetage  of  Great  Britain,  roy.  8to,  31s  6c{ Hurat  «fe  B.  Annjtd 

Portraits  of  Illustrious  Personages  of  Great  Brit,  n.  e,  8  ▼.  p.  8vo,  40s   H.  Bohn  ...1849-sc 

Loewe  (Dr.  L.)  English-Circassian  and  Turkish  Dictionary,  8yo,  21s    Autt   1855 

Loewig  {C,)  Principles  of  Organic  and  Physiological  Chemistry,  8to,  15s Philad<ipkMk...i%^\ 

Loftus  (Wm.)  Legal  Handbook  for  Publicans,  Beer  Retailers,  ^,  new  edit.,  8to,  Is  Lofiu$ i86i 

■  Spirit  Tables  for  Distillers,  &c,  12mo,  3s  6d SimpHn 1853 

■  Treatise  on  the  Art  of  Brewing,  12mo,  3s LofUu 1857 

• Wine  Calculator,  adapted  to  the  Present  Rate  of  Duty,  12mo,  2s  Lofiu* 1861 

(W.K.)  Travels  and  Researches  in  Chaldea  and  Susiana,  Syo,  12s NiAet 1856 

Log  (Abel)  Whittlings  from  the  Webt,  fcap.  8vo,  7s  6cf   Groombridge  ...li^A 

—  Cabin;  or,  the  World  Before  You,  8vo,  2*,  1844— red.  to  Is  6c<     /.  Chapman  ...1849 

of  the  Water  Lily  during  a  Rowing  Excursion  on  the  Rhine,  18mo,  Is Parker  d:  Son.  .1851 

Logan  (Hwjh)  Watson's  Wages  Calculator,  newedit.,  12mo,  Is Griffin    i86c 

— •^—  {Ja9.)  Compendium  of  the  Marriage  Laws,  for  Students,  new  edit.,  12mo,  5s  Maxwell 1840 

Memoirs  of,  by  W.  Armistead,  12mo,  2s  6rf BenneU  1851 

Notes  of  a  Journey  through  Canada,  &e.,  post  8to,  7s  Smith  db  £lder.itT,% 

(ITm.)  Words  of  Comfort  for  Parents  Bereaved,  12mo,  3«  6d Ni»bet ,...1861 

(ir.if.)  Pocket  Bill  Book,  12mo,  7s  6rf Smith  d:  Elder  1842 

Scottish  Banker,  or  Practice  of  Banking,  new  edit.,  18mo,  2s  W JMman 185c 

Logarithmic  and  Trigonometric  Tables  (Decimals),  post  8vo,  12s  Simpkm 185^ 

Lo^an  (iScfci;.)  IstUtude  and  Course  Corrector,  8vo,  4s  Batty    1851 

Logic  (Wm.)  Sermons  and  Services  of  the  Church,  with  Memoir,  12mo,  5s  HamHUm 185- 

Lois  Weedon  Husbandry  as  it  Is,  8rd  ed..  Corrected  and  Condensed,  12mo,  Is  6(< ...  Bidgway    186: 

Loiterings  among  the  Lakes  of  Cumberland  and  Westmoreland,  16mo,  2$6d Bel.  TnuiSoe.  i84( 

Lola Montes— Autobiography,  12mo,  Is;  Autobiography  and  Lectures,  12mo,  ls6d.  /ai.B(adhpooci  185! 

the  Arts  of  Beauty,  Essays  by,  12mo,  Is Ja$.  Blackwood  185: 

Lollards,  An  Apology  for  the,  edited  by  Dr.  Todd,  4to  Camden  Soe....i%^ 

Some  Account  of  the,  in  Great  Britain  from  1400  to  1546, 12mo,  3s Bd.  Traei  5oc  184 

Lomas  (£r.)  Idleness  and  Industry  Contrasted,  12mo,  Is Modey 186 

Lomax  (i^ffw.)  Encyclopaedia  of  Engineering,  4to,  Pte.lto24,  ea.  Is P./adbon...i853- 

(/.r.)  Digest  of  the  Laws  of  Real  Property,  8  V.  8vo,  5/ 5s Richm^kd 185 

London  and  its  Sights,  Guide  to,  18mo,  Is  6rf Nd$on    185 

Vicinity,  fcap.  8vo,  2s  Cradoei 184 

— — —  Paris  Picture  Book  for  Youth,  roy.  4to,  8s  dd  ;  cold.  5s Jot.  Bladewood  185 

— — -  Provincial  Builder's  Directory,  12mo,  each  10«  6d Piper    Annui 

Medical  Directory,  8vo,  each  10s  6d ChvarchiU  ...Annm 


-Anecdotes  for  all  Readers,  5  V.  18mo,  each  2s  6<2    Keni  184 

^  Art  Union  Prise  Annual,  1847,  4to,  42s;  1848,  4to,  31s  6<i AtchUy  1846- 

-asitisToDay,  fcap.  8vo^  4s  6<i,  if^i— red.  to  2s  6d   //.  G.  Clarke  .i8i 

-at  a  Glance,  86  Maps  and  Index,  new  edit,  cr.  8vo,  plain,  2s  ed;  cold.,  5s  Barton  i8i 

—  Dinner;  or,  Where  to  Dine,  12mo,  Is Hardwicbe i8< 

—  Table;  or.  How,  When,  and  Where  to  Dine,  12mo,  2t6d Chapman  ^ If . it 
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Londoo,  BIaek*8  International  Bzbibition,  Guide  to,  leap.  8to,  4*  6d    Black 1862 

Bradahaw'B  Ulnstrated  Bxhibiiion,  Handbook  to,  roy.  16mo,  2s  6e2  sd. ;  StM  Adanu  1861 

Brief  Ghiide  to  the  Bnvirons  of  I  fcap.  Sto,  6<£  ;  with  Kap,  U  Stanford    1862 

Oatalogae  of  -  Periodicals,  Newspapers,  &c.,  roy.  8to,  U Longman  ,.,AnnwU 

Gatalognes  of  Books  published  in  Gkeat  Britain  : — 

1814-^9,  8to,   20s,  Bent,  184.0.     1814-46,  8vo,    28«,   1847.    1846-49,  lOs; 

1816-51,  30«;  1831-55,  8yo,  28<,  1855.     Classified  Index,  14s ffodgson   ...1840-55 

Ohamber8*s  Handy  Ghiide  to,  12mo,  sd.  Is Chamber$    1862 

Charity  Reports,  fcap.  2s  6d ^.  Low 1854 

City  Tales,  6  vols.  12mo,  each  Is     Ingram dsCodkei^ $2 

Clubs,  their  Anecdotes  and  History,  1 2mo,  Is    Adams     1853 

Conductor,  a  Guide  for  Visitors,  12mo,  Is  Ccuadl    1851 

Cries  and  Public  Edifices,  16mo,  2s  6c;  ;  cold.  5s    OrijjUhAF,  ...1851 

Cruchley's  New  Guide  to,  1862,  fcap.  8to,  2s  6d;  with  Map,  8s  6d    Cruchley i86a 

Beseribed  by  C.  Knight,  6  t.  imp.  8yo,  68s,  1841;  bound  in  8  t.— red.  to  38s  If.  Bohn    1844 

Bock  Companies  :  Inquiry  into  their  Position  and  Prospects,  Is    Biehardwn  ....1861 

EncyclopsDdia,  22  vols.  imp.  8to,  26^red.  to  6Ms  Tegg  1839 

from  the  Thames,  from  Original  Drawings,  by  W.  Parrott,  oblong  4to,  52s  6d  Brookes 184a 

' Gnnd  Architectural  Panorama,  square,  2s  Longman    1849 

Great  World  of,  1st  Section,  the  Prisons  of  London,  roy.  8to,  10s  6o{  Oriffin    i86a 

Hardwicke's  Shilling  Handbook  of,  new  edit.,  illust.,  24mo,  Is Haardwicke    ...i86a 

in  1851,  with  a  Map,  12mo,  2s  6c{  Cradodc 1851 

all  its  Glory;  or.  How  to  Enjoy  London,  18mo,  Is  6rf  iT.  Q,  Clarke  ..1851 

Ancient  and  Modem  Times,  18mo,  Is  6d Bel.  Trad  Soc,  1851 

• May,  18mo,  Is  6d Ward 1835 

Six  Bambles,  fcap.  8tO)  Is   Baily 1861 

-Journal,  Vol.  1  to  36,  4to,  each  4s  6(2 Vickers^ 1846-61 

Labour  and  the  London  Poor,  n.  e.,  VoL  1-3,  8vo,  each  7s  6d  ;  V.  4,  10s  6€l  Oriffin    1861 

Latin  Grammar;  Greek  Grammar,  5th  edit.,  12mo,  each  Is  6d    WcUton 1853 

Vocabulary,  18mo,  new  edit.,  Is  6d   Bivington  1859 

Legends,  by  Paul  Pindar,  2  T.  post  8yo,  21s    BenUey  1841 

' -Medical  Practice,  its  Sins  and  Shortcomings,  by  a  Physician,  8vo,  2s  6(2 Simpkin i860 

Merchant  Shippers' Directory,  32mo,  Is  £.  Wilson...  AnntuU 

' Picture  Book  for  All  Good  Boys  and  Girls,  4to,  5s,  1853;  3s  6(2  Boutledge  1854 

^  Polytechnic  Magazine,  VoL  1,  8to,  10s  6^  Mortimer  r'S44 

• Post  Office  Directory,  imp.  8?o,  36s;  small  edit.,  15s   Kdly Annual 

— Psalmist  :  Psalms  and  Hymns,  with  Music,  l^  Surman,  imp.  8to,  16s Longman  185a 

Sij^U  for  Little  Folks,  sq.  32mo,  Is  6«2   Darton 1840 

Society,  an  Illustrated  Magazine,  V.  1,  8vo,  7s  6(2  ;  V.  2,  9s6(2   Ofice 1862 

Tales,  8to,  2s Hogg 1858 

• the  Subject  of  Fearful  Predictions,  8vo,  Is ,...  Houlston    1854 

Theological  Library.     See  Appendix. 

to  Dublin,  with  a  Trip  to  the  Irish  Lakes,  sm.  folio,  6s Orr 1853 

" Lucknow,  Memoir  of  Mutinies,  &c.,  by  a  Chaplain,  2  t.  p.  8to,  14s Nitbet i860 

Topographical  Memoranda  of  Ward  of  Farringdon  Without,  sm.  4to,  8s  6(2...  J. B. Smith 1850 

Univendty  Calendar,  12mo,  each  3s  (1861,  4s)    Taylor  tk  F.  Annual 

Visitor's  Guide  to  Phujes  Worth  Seeing  in,  8vo,  Is Ward  d! Lock..  186a 

What  to  See  and  How  to  See  It,  new  edit.,  18mo,  Is ;  with  Map,  Is  6(2 II.  0.  Clarke.. .iZ6% 

l^ioaderry,  Siege  and  History  of,  edit  by  John  Hempton,  12mo,  4s  6(2 SimjJHn 1861 

(Lady)  Visit  to  Vienna  and  Constantinople,  8vo,  14s  Colbum 1844 

■ {Marq.)  Letter  to  Lord  Ashley  on  Mines  and  Collieries  Bill,  8vo,  5s  ...  Colbum 184a 

Steam  Voysge  to  Constantinople,  1840-1,  2  y.  8vo,  28s   Colbum 184a 

Story  of  the  Peninsular  War,  12mo,  5s,  Co^.—r.  3s  6(2,  WUlis ;  2s  Jas.Bladcwood  1858 

~ Tour  in  North  of  Europe,  1886-7,  2  ▼.  8vo,  24s,  '33— red.  12s  Bentley  184a 

«*irea,  Guide  &,  et  4  1* Exposition  Universelle  de  1862,  fcap.  8vo,  4s  6(2   Jeffs    i86a 

' *—  et aux  EuTirons  et  & TExposition,  fcap.  8vo,  2s6d Stanford    i86» 

^  (/so.)  Punting  with  Both  Hands  ;  or,  Adoption  of  Stereoscope  in  Art,  8yo,  Is  Chapman  4:  M.i%$6 

^*eDoTe,  a  Legend,  12mo,  5s Philadelphia... iS so 

j'^y  Island  ;  or.  Narrative  for  Young  People,  12mo,  5s  ;  new  edit.,  12mo,  2s Simpkin 185a 

U^(Ladff  Catk.)  Christmas  Souyenir  :  Thoughts,  Original  and  Select,  82mo,  3s  6(2  Nisbei 1848 

First  Lieutenant's  Story,  3  v.p.8vo,31s  6dyII.d!  B.;  ch.e.,12mo,2s  Boutledge  1861 

— ■ Heayenly  Thoughts  for  Morning  Hours,  18mo,  4s  6(2 Nisbei 1856 

Midsummer  Souvenir:  Thoughts,  Original  and  Select,  32mo,  8s  6(2  Ni^et 1846 

"■^ Sir  Roland  Ashton,  a  Tale,  2  t.  8yo,  16s,  '44 — red.  6s;  12mo,2s  Boutledge  1854 

-- —  {Ckas,  A.)  Dry  Collodion  Process,  12mo,  Is   Author  1857 

—^ Pnictical  Photography  on  Glass  and  Paper,  12mo,  Is Author  1854 

(C.R)  Royal  Descents,  4to,  9s;  cold.,  12s  Nichols  1845 

{E.M.)  Union  Tabernacle  ;  or.  Moveable  Tent-Church,  poet  8vo,  7s  6(2...  /'At2(M2e2pAwi...x859 

^^^ — {OeO')  Discourses  in  Temple  Hall  on  Roman  Law,  &c,  8vo,  5s    C.  Knight  1846 

Egyptian  Antiquities  in  British  Museum,  2  v.  18mo,  4s  6(2   Nattali  1849 

~ Essays  on  the  Conduct  of  Life,  post  8vo,  6s Murray 1845 

"~  " —   Moral  Nature  of  Man,  post  8vo,  6s Murray 1841 

]^ History  of  Prance  and  its  Revolutions,  imp.  8vo,  22s C.  Knight 1849 

~ ■  Inquiry  concerning  Religion,  8vo,  9s  6(2  Longman   1855 

■  ~' «u2 Porter  {O.B.)  Geography  of  England  and  Wales,  8vo,  7s  6d...  Baldwin 1850 
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Long  (B,C.)  On  Andent  Arehiteetnre  in  Ameriea,  12mo,  St  6d  New  Twh...i..i%49 

(JET.Z.)  Surrey  of  Barly  Geography  of  Western  Bnrope,  12mo,  6f    Rent t8s9 

(/«.)  Hand  Book  of  Bengal  Miarion^  post  8yo,  9s J,  P,  SluM  ...iM 

Strike,  but  Hear  :  the  Indigo  System  in  Lower  Bengal,  12mo,  Sf tfTajf  1861 

(Mn.)  Memoir  of,  with  Notices  of  her  Anoeatiy,  12mo,  5* BamiUom  iM 

Long  Engagements,  a  Tale  of  the  Ai^han  Rebellion,  p.8T0, 9«,  Ch,  dsH. ;  ch.e.,12mo,2t  Ward  A  LoA  1S61 

Vacation;  or,  Annt  Atta  Again,  aTale,  16mo,  U  6d   *...  Cleaver  1855 

■  Ramble  in  Norway  and  Sweden,  by  X  and  T,  post  8to,  6$6d MacmHimi   —i^Sl 

Longet  {P.  A,)  Treatuie  of  Physiology,  from  the  French,  by  Dr.  Smith,  2  t.  8to,  28« .  PkUad^kia...i%s^ 
LongfeUow  (ff.  W.)  Poems,  Tis.  :— 

82mo,  2s6<i,7'f^,i85o;  24mo,  8«,  Beil  dt  Dald^,i$6i;  2i,  Rouiledfft^iZ^^  61 ; 

18mo,  2«,  i^e^fon,   1850 ;    2f  6<i,  NeUon,    185a  ;    2s  H  Tegg^  1851  ;    4t  6<i, 

Kent,  1849;    8s,  Knight  d;  San,  1854;    12mo,  5t  6d ;    sq.,  6s  6ci,  Sin^n; 

12mo,  0s,  Bogue,  1851  ;   8s  ed,  ffoukiont  1855  ;  4s,  PhUip,  1859  >  ^^mo,  fis  BotUUdge  ..:„.i%s^ 

Longfellow  {ff.W.)  Ballads,  Iec.,  12mo,  4s,  Jfoaron,  1843  ;  18mo,  Is Jf.O.  Cbififce...iM 

■■  Belfry  of  Brages,  &c.,  18mo,  Is  H.  0.  CUa^...itA^ 

Ryangeline,  Illustrated  by  Poster,  new  edit.,  post  Sto,  10s  6d Bogue 1S54 

sq.  12mo,2s6<f,2P%co6al€{, '51;  illnsi.  by  Gilbert,  cr.8T0,7s6<f  BatUUdge  1S56 

>  Golden  Legend,12mo,  fis,  1851  ;  post  8to,  illnst.',  12s Bogue 1853 

■  18mo,  2s,  Knig/U  ds  Am,  1856  ;  24mo,  2s H.  Bokn  i860 

-and  Hiawatha,  18mo,  8s Kmighi  1856 


Hyperion,  illust  by  Foster,  post  Svo,  21s    Bi>gue 1853 

12mo,  8s,  H<kU\  18mo,  2s6<f,  H,  O,  Clarke,  1848;  18mo,  2s...  Tegg  1851 

and  Kavanagh,  12mo,  2s  6(2,  1851  ;  new  edit.,  24mo,  2s Boiiedge  i860 

] 8mo,  8s,  r<^  ;  18mo,  8s  6(i KnighidtSon  1849 


~  Kavanagh,  16mo,  2s  6d,  184A  ;  illnst.  by  Foster,  post  6to,  10s  6(i Kent  1857 

-^ 16mo,  2s,  Simjiktn  ;  Is  6<i,  Tegg,  1849  \  ^^mo,  U KnigJUASon   1857 


—  and  Voioes  of  the  Night,  18mo»  UM    Tegg  1849 

■  Miles  Standish,  a  Poem,  12mo,  5s,  H.  Bohn,  i860  ;  cheap  edit.,  Is    ...  Bogue i8$8 

illnst  by  Abeolon,  poet  8to,  7s  6d,  JTent— red.  to  5«  ...  iT.  Bokn i8$8 

GUbert,  8to,  7s  6d BouUedge 1858 


•  Outrd-Mer  ;  82mo,  2s,  If.  O.Clarke,  1840;  square,  8s Sinipkin 1850 

12mo,  2s  H  1851  ;   new  edit.,  24mo,  2s BoutUdge i860 


-Poems,  lUnstrated  by  Foster,  post  8to,  21s,  ^o^tif^red.  to  Ue H.Bokn 1857 

Gilbert,  new  edit,  sm.  4tb,  21s BotUledge  i860 


Transl.  and  Notes,  illnst.,  post  8vo,  8s  6d ;  illnst.,  fis B.  Bokm 1861 

•  Poets  and  Poetry  of  Europe,  new  edit.,  roy.  8to,  21s Low    1854 

>  Prose  Works,  roy.  24mo,  2s, '50;  ill.  ed.,  fcap.  Sto,  fis,  '50;  12mo,  Ss6d  RoutUdge  i8$s 

square,  4s  W,  Simpkm,  1850;  82mo,  2s    H,  O,  CUurke,..\%yi 

12mo,  «s,  Bogne,  185a;  18mo,  8s  Cd   Tegg  1851 


-Slavery,  a  Poem,  18mo,  Is    Kent 1849 

-Song  of  Hiiwatha,  12mo,  fis.  Low,  1855;  Is BouUedge  1859 

18mo,  2s Knight 4: Son. lis^ 

illust  by  Thomas,  cr.  8to,  12s,  JfciU— red.to  7s H.Bokn 1859 

-  Spanish  Student,  12mo,  4s    Mozon  1843 

-  Voioes  of  the  Night,  illust  by  Foster,  post  8to,  Ifis  Bogme 1854 

Gilbert,  8to,  7s  6rf BtmOedge  1857 

by  a  Lady,  4to,  10s  6d Dickenton 1850 


24mo,  Is,  Clarke;  12mo,  4s    Moxon  1843 

Waif;  a  Collection  of  Poems,  18mo,  Is   If,  O.  Clarke.. .1S49 

liongfield  (Oeo.)  Introduction  to  Study  of  Chaldee  Language,  Svo,  7s  Simpkm 1859 

(R/)  and  Townsend  {J. P.)  Gases  in  the  Irish  Bxcheq.,1841-42,r.8To,48s  Sweet 1843 

Longinus  de  Sublimitate,  Gr.  et  Lat,  with  Notes  by  G.  Millar,  Sto,  8s  Od Simpkin 1861 

on  the  Sublime,  by  Spurdens,  8yo,  Ifis;  4to,  2fis  Lot^fman  1836 

— — with  Notes  by  Dr.  Hickie,  cr.  8vo,  fis Longman  1838 

Longland  {J08.)  Trephely  ;  or,  Oyde  in  the  World's  Destiny,  a  Poem,  post  Sto,  fis  ...  Saundere  dtO  .1854 

Longley  {E.)  Vocabulary  of  Geographical  and  Personal  Names,  12mo,  6$  Oineinnati 1858 

Longman  {Wm.)  Lectures  on  the  History  of  England,  at  Cborleywood,  V.  1,  Svo,  Ifis  Longman  1861 

s Suggestions  for  the  Exploration  of  Iceland,  8vo,  2a  M  Lot^fman  i86i 

Longmnir  («/.)  Ocean  Lays  ;  or,  the  Sea,  Ship,  and  Sailor,  18mo,  2s  6d    Qroombridgt  ...1853 

Longstaffe  (W.H.D.)  Guide  to  Localities  in  Richmondshire,  poet  8to,  Ss  ^d  BeUdBDaldy...i%^^ 

■ History  and  Antiquities  of  Darlington,  4  Parts,  4to,  each  10s  .  J.  H, A  J  .Parker  i%^ 

Longwoods  of  the  Grange,  a  Novel,  8  ▼.p.dvo,  81s  6<f,  H%uret  JbB.  '53;  n.e.,fcap.  8vo,2s  BouUedge  186: 

Longworth  {J.A.)  A  Tear  among  the  Circassians,  2  v.  roy.  12mo,  21s    CoU^m 184^ 

LonsdiJe  (E.P.)  Observations  on  Lateral  Curvature  of  the  S^nne,  2nd  edit,  8vo,  6s  .  ChurekiU  185^ 

Practical  Treatise  on  Fractures,  8vo,  16s   ChurekiU  183I 

■  (Bp.J.)  and  Hale  (Archdn.)  Commentary  on  the  Ghwpels,  4to,  13s     Bitington  184I 

{J.G.)  Exposition  of  the  Parables,  for  Use  of  Teachers,  12mo,  2s  Ccf Parker  ds Son... i%f^ 

-{J.J.)  Statute  Criminal  Law  of  England,  post  8vo,  14s Stevens   183 


Look  Up  ;  or,  Girls  and  Flowers,  18mo,  Is  6<f iW.  TractSoc.ii4 

Looker-On,  a  Literary  Miscellany,  12mo,  2s  6<i  P^fter 185 

Looking  Glass  for  the  Mind,  12mo,  8s  6d WhittaJxr 184 

unto  Jesus  :  Nar.  of  a  Young  Disciple,  12mo,ds  6d,  Whittaker,' $%;  82mo,  Is  Kamition  185 

Loomia  {Elias)  Elements  of  Algebra,  6th  edit,  12mo,  Ss  6rf  New  York 185 

' Analytical  Geometry  and  Calculus,  8vo,  7s New  York 185 
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(£^)  Elements  of  Qeologj,  post  8to,  5« BoUon,  U.S.'...i9s% 

Geometry  and  Conic  Sections,  4Uiedity  12mo,  69  6d  ...  New  York 185a 

Plane  and  Spherical  Trigonometry,  Sto,  6« New  York 185a 


Logarithms  of  Numbers  and  Sines  and  Tangents,  Srd  edit.,  8vo,  5t  ikl .  New  York 1852 

■  On  Certain  Storms  in  Burope  and  America,  Dec,  1836,  4to,  6« WtuhinffUm  ....i860 

Progress  of  Astronomy,  in  the  United  States,  &o.,  p.  8yo,  7s  ;  3e^7s6c{  New  York 1856 

>  Treatise  on  Algebra,  12th  edit.,  12mo,  7« New  York 1855 


Look  Sopew,  3  ▼.  post  8yo,  Slf  6<2 Sawndendf  0.  1861 

Lorune ( J sie/ta)  Stepson  the  Mountains,  a  Tale,  12mo,  5s   Newby    1858 

{A.M,)  Lays  of  Iscael ;  Tales  of  the  Temple  and  the  Cross,  12mo,  8s  Qd  ...  MoBtert 1847 

{Eletuar)  Ftelter  Re-adjusted  to  the  Temple  Services,  cr.  8to,  6f  6d  New  York i860 

(iVmim;  Loni*s  l*rayer :  Lectures,  fcap.  8to,  3s  Niibet i860 

Lonl  (i.)  Lather ;  or,  Rome  and  the  Reformation,  a  Poem,  12mo,  8s  SeeUjf 1841 

-(0.i\r.)Bxpo8itionof  the  Apocalypse,  8to,  14f    New  York 1847 

Qeognosy  ;  Facts  and  Principlei  of  Qeology  against  Theories,  12mo,  7t  6d  New  York 1855 

—  (f.)  DiscuisiTe  Remarks  on  Modem  Education,  post  8to,  3t  6<<    Cadell     1841 

—  Bpoch  of  Creation,  with  Introduction  by  R.  W.  Dickinson,  12mo,  6f  6<f  ...  New  York 1851 

• Plenary  Inqiiration  of  the  Holy  Scriptures,  8yo,  6s    New  York 1858 

-(J7.ir^Highwayof  theSeasinTimeof  War,  cr.  8to,  Is  MacmiUan i86a 

-(/«.)  Laws  relating  to  Maynooth  College,  12mo,  9f Steven$  1841 

—- Theoiy  and  Practioe  of  Conveyancing,  12mo,  6s Stevem  1844 

Vatican  and  St.  James's  ;  or,  England  Independent  of  Rome,  8to,  6s Seeley 1851 

--  {Jm,)  Commersial  Compendium ;  an  Epitome  of  the  Law  of  Bankruptcy,  cr.8vo,  Is  Simpkin i86a 

-Modem  Europe,  a  School  History,  new  edit.,  post  8to,  58 Simpkin 1861 

History,  from  Luther  to  Fall  of  Napoleon,  8vo,  10»  6d SkeH 1853 

—  {J.C.)  On  FMgress  of  Ciyilixation  and  Gh>Temmenty  12mo,  7s,  Buffalo,  *5i ;  4s  6d  Deff  185a 

~(i^n.Z;.f.)  Memoirs  of,  and  of  the  Chinese  Mission,  18mo,  4s  6<f Philadd]^da...i9ss 

-{P,B.)A]^tn,  with  Notices  of  the  Barbary  States,  &&,  2  t.  post  8to,  21s   WhiUaker 1835 

Popular  Physiology,  new  edit.,  12mo,  6$ Parker  A  Son,,.  1^$$ 

-(fT.^.)  Sea  Fish  and  How  to  Catch  them,  fcap.  8yo,  Is £radlmrif 186a 

Lord  isd  the  Vassal ;  or.  Feudal  System  in  the  Middle  Ages,  12mo,  2s    Parker df  Son... 1$^ 

—  Dodo  and  Polly  Jones,  a  Sporting  Ballad,  obi.  4to,  4s  6c2  R,  Aekertnann  1855 

—  Dnndieaiy  and  his  Brother  Sam,  illust.,  er.  8to,  If  Thornton    i86a 

—  Fitxwsrine,  I7  Scrutator,  3  ▼.  post  8to,  31s  6(i  HwrtttkB i860 

—  of  the  Creation,  a  Tale,  by  the  Author  of  Ethel,  post  8yo,  6s    HoggdfSom  ...t^s^ 

Forest  and  his  Vassals,  an  Allegory,  16mo,  3s  6(2— red.  to  Ss Mattert 1857 

Loriaa  (C.I.)  Colloquies  on  Poetry  and  Poets,  8to,  6s    EouUton    1844 

Wg  Prayer  Bzphiined  to  Children,  Preface  by  J.  M.  Bellew,  sq.  cr.  8to,  2s  6d  ...  Kent  i860 

- — Copper,  ffight  Lectures,  sm.  8to,  2t6d Hvvingtont i860 

tnd  Gcmunons'  Standing  Orders,  Private  Bills,  &c.,  12mo,  5s Simpiin    ...Annual 

" — — " their  Fimctions  and  Functionaries,  18mo,  2s  6<i  If.  Adamt 1853 

loeaio  Benoni  ;  Psssages  in  the  Life  of  an  Italian,  12mo,  2»  M E.  AcUimt 1853 

— -• illust.,  post  8to,  6s;  8vo,  12s  .  HamilUm  1853 

de  Medici,  life  of,  by  Roscoe,  12mo,  8s,  Law  ;  post  8vo,  3«  6rf  Bogue    1845 

8vo,  12s,  1845  ;  P<**  SvOf  8s  6d  H.  Bohn    1846 

^pcB  (£/.)  Ptator  of  Vliethinsen,  4to,  7s  6o{  TrUbner i86a 

^pette,The;  or.  Studies  of  Town  by  an  Opera  Goer,  2  v.  12mo,  12s  New  York 1851 

I^nDer  (Cia,)  Letters  to  a  Young  Master  Mariner,  new  edit.,  12mo,  5t6d  Longman  1857 

{Jot.)  Handbook  of  the  Law  of  Scotland,  1869,  cr.  8ro,  6s   Simpkin 1859 

' Political  Progress  not  necessarily  Democxatic,  post  8 vo,  6$ Williamt  deN.  1857 

" — ———UniversitieB  of  Scotland,  Past,  Present,  &c.,  8vo,  2s  6<i Hamiilon  1854 

' — —  {J.G.)  Christianas  Armonr  af^inst  Infidelity,  24mo,  2s A.  Hall 1849 

" Voice  of  Devotion,  Prayers,  18mo,2s,ii..i/a/^*5o;  n.e.,3s  M*Phun    i860 

— — Sldeiship  of  the  Church  of  Scotland,  12mo,  3s   WhiUaker 1841 

Manual  of  Presbytery,  12mo,  4s  6of (rroofn6n\]^e  ...184a 

" Sketch  of  the  Protestsat  Church  of  France,  12mo,  it^d    CfroonUnridge  ...1841 

— Treatise  on  Office  of  Deacon,  12mo,  2s  6(i  Qroombridge...ii^% 

' Old  Orthodox  Faith,  18mo,  2s W.Collina 1848 

"^- (PeCa*)  Ptecursors  of  Knox,  post  8vo,  6s Hamilton  ..:... 1857 

J""; Scottish  Reformation,  a  Historical  Sketch,  cr.  8vo,  10s  6rf QrijjUn    *. .  1 860 

"»i»(F.)  Alt  of  French  Reading  and  Pronunciation,  8vo,  Is Williamt  A  N,i%s^ 

""- French  Verbs  made  Easy,  oblong,  8s    Rdfe 1847 

^>^(/.^.)  Hundred  Boston  Orators,  1774-1862,  2nd  edit.,  8vo,  10s BotUm,  UJ3....iZs* 

^Bc(iJf.)  SqnareRigged  Craiser  (Sea  Sermons),  12mo,  4s  Cd New  York «.  d, 

I'sticy  Hannaeripts,  edit,  by  Kempe,  8vo,  21s    Murray 1835 

^»dQ»in,  2nd  edit.,  12mo,  6s  Burnt 1848 

^'^  (B./.)  HlKoiy  of  the  Fine  Arts,  12mo,  3s  6<2 New  York 1840 

— United  States  and  Presidents,  2  v.  8vo,  36s    New  York 1855 

-"  Mount  Vernon  and  its  Associations,  8vo,  18s *  New  York 1859 

•  Our  Countrymen  :  Memoirs  of  Eminent  Americans,  103  port,8vo,7s6^  Philadelphia...  iZsK 

r*- Pictorial  Field-Book  of  the  Revolution,  2  v.  roy.  8vo,  42s New  York 1851 

«*tind  Found;  or,  Light  in  the  Prison,  ed.  by  Benslcy,  12mo,  3s W,  Gardner  ...1859 

^  Won,  a  Novel,  by  Author  of  Maid's  Husband,  3  v.  post  8vo,  31s  M CoUmm 1846 

^  Brooch,  by  the  Author  of  the  Fairy  Bower,  2  v.  12mo,  10s  6«f Bwnt    1841 

^-tisaUr,  a  Tab  of  Early  Times,  cr.  8vo,  7s  6<f New  York 1856 
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Long  (B.C)  On  Ancient  Arehiteetare  in  America,  12mo,  St  M  Ntm  York 1S49 

(JET.X.)  Surrey  of  Barly  Oeogmphyof  Western  Europe,  12mo,  6f    Reem 1859 

(/(M.)  Hand  Book  of  Bengal  Miesionfl,  post  8to,  9s J.  F.  Shaw  ...1S4S 

Strike,  bnt  Hear  :  the  Indigo  System  in  Lower  Bengal,  12mo,  Ss i^Tay  1861 


(Mn.)  Memoir  of,  with  Notices  of  her  Anoestry,  12mo,  6s ffamUUm  1848 

Long  Bngagements,  a  Tale  of  the  A^han  Rebellion,  p.8T0, 9«,  Ch.  dsH, ;  ch.e.,12mo,2t  Ward  k  Lock  1861 

Vacation  ;  or,  Aunt  Atta  Again,  a  Tale,  16mo,  4s  6<< CZeowr  185$ 

■  Ramble  in  Norway  and  Sweden,  by  X  and  T,  post  8to,  6s  fid MaemUUiM    ...1857 

Longet  {P.  A,)  Treatise  of  Physiology,  from  the  French,  by  Dr.  Smith,  2  t.  8to,  28s  •  PMladdflkiaL...i%^i 
Longfellow  (J7.  W.)  Poems,  ris.  :— 

82mo,  2s  M, 2V^,  1850 ;  24mo,  8s,  Bell  A  Daldy,ii6i ;  2s,  RouiUdgty  1849  ^i  > 
18mo,  2s,  i^e2fof»,  1850;  ^M^NtUon^  185a;  2s  6<i,  Te^,  1851  ;  4s6(i, 
Kent^  1849;  8s,  Knight de  Son^  1854;  12mo,  6s  6cf ;  sq.,  6s6ci,  Smphm\ 
12mo,  6s,  Bogue,  1851  ;   Ss  6<i,  HwUMon,  1855  ;  4s,  Philip^  1859  ;  ^^n^o*  ^  BouiUdg€  ..:... 1858 

Longfellow  {ff.W.)  BaUads,  Iec.,  12mo,  4s,  Moxw^  1843  ;  18mo,  Is JET.  0.  Clarke...i%A% 

Belfry  of  Bruges,  &c.,  18mo,  Is  B.  G.  Clarke. ..li^l 

Evangeline,  Illustrated  by  Foster,  new  edit.,  post  8to,  10s  (id Bogue 1854 

sq.  I2mo,  2s6<f,  Theobald,' $*'»  iUust  by  Gilbert,  cr.8TO,7s6<2  Romdtdge  1856 

Golden  Legend,12mo,  6s,  1852  ;  post  8yo,  illust.',  I2s Bogue 1853 

ISmo,  2s,  Knight  ds  Sm,  1856  ;  24mo,  2s B.  Bokn  i860 

•  and  Hiawatha,  I8mo,  Ss Knight  1856 


•  Hyperion,  illust.  by  Foster,  post  8to,  21s    Bogtu 1853 

12mo,  8s,  Ball;  18mo,  2s6i2,  B,  0,  Clarke,  1848;  ISmo,  2s...  Tegg  i8$i 

and  Kavanagh,  12mo,  2s  6(2,  1851  ;  new  edit.,  24mo,  2s BoHOedge  i860 

--  ]8mo,  Ss,  Tegg  ;  18mo,  Ss  6d Knight  A  Son  1849 


Eayanagb,  16mo,  2s  6d,  1849  ;  illust.  by  Foster,  post  8to,  lOa  6d Kent 1857 

m 16mo,  2s,  Simpkin  ;  U  Qd,  Tegg,  1849  J  l^mo,  Is Knight  S  Son   1857 

and  Voices  of  the  Night,  ISmo,  Is  6(i    Tegg  1849 


-  Miles  Standish,  a  Poem,  I2mo,  6s,  B.  Bohn,  i860 ;  cheap  edit..  Is    ...  Bogue 1858 

iUust.  by  Absolon,  post  8vo,  7s  6d,  JTeirt— red.  to  6s  ...  B.  Bokn 1858 

GUbert,  8to,  7s  6d RoutUdge  1858 


>Outrd-Mer;  82mo,  2s,  B,  O.Clarke,  1849;  square,  Ss Simpkin 1850 

I2mo,  2s  ed,  1851  ;   new  edit,  24mo,  2s RonlUdge i860 


-  Poems,  Illustrated  by  Poster,  post  8to,  2Is,  Bogue—x^,  to  16s H.Bokn 1857 

•  Gilbert,  new  edit.,  sm.  4to,  21s Bontledge  i860 


Transl.  and  Notes,  iUust.,  post  Sto,  Ss  M  ;  illust.,  6s B,  Bohn 1861 

-  Poets  and  Poetry  of  Europe,  new  edit.,  roy.  8to,  21s Low    x8s4 

>  Prose  Works,  roy.  24mo,  2s,*5o;  ill.  ed.,  fcap.  8to,  6s,  '50;  I2mo,  Ss6d  R&uOedge 1853 

square,  Uid,  Simpkin,  1850;  S2mo,  2s    B,  0,  Clarke...iiso 

I2mo,  6$,  Bogue,  185a;  18mo,  Ss  64   Tegg  1851 


-Slavery,  a  Poem,  ISmo,  Is    Kent 1849 

-Song  of  Hiiwatha,  12mo^  6s,  Low,  1855;  Is Jtomtledge  1859 

18mo,  2s Knight d: Son. its^ 

illust  by  Thomas,  cr.  8vo,  I2s,  JPmI— red.to  7s B.Bohn 1859 

-  Spanish  Student,  12mo,  4s    Moron  1843 

-Voices  of  the  Night,  illust  by  Foster,  post  Sto,  I6s  Bogue 1854 

Gilbert,  8yo,  7s  6rf RouUedge  1857 

■by  a  Lady,  4to,  lOs  6rf JHcieneon 1850 


24mo,  Is,  Clarke;  12mo,  4s    Moxon  1843 

Waif;  a  Collection  of  Poems,  ISmo,  Is   H.Q.  Clarke.. .iH^ 

LoDgfield  (Oto.)  Introduction  to  Study  of  Cfaaldee  Language,  Svo,  7s  Simpkin 1859 

{R.)  and  Townsend  (J,P,)  Gases  in  the  Irish  Bxcheq.,I841-42,r.8TO,48s  SweH i<43 

Longinus  de  Sublimitote,  Gr.  et  Lat,  with  Notes  by  G.  MiUar,  Svo,  Ss  6d Simpkin i86% 

on  the  Sublime,  by  Spurdens,  8to,  I5s  ;  4to,  26s  Longmam  1836 

■    ' with  Notes  by  Dr.  Hickie,  cr.  8vo,  Ss Longman  1838 

Longland  (Joe.)  Trephely  ;  or,  Oyde  in  the  World's  Destiny,  a  Poem,  poet  Syo,  6s  ...  Saundendt  0  .1854 

Longley  (B.)  Vocabulary  of  Geographical  and  Personal  Names,  12mo,  6$  OindnnaU 1858 

Longman  {IVm,)  Lectures  on  the  Histoiy  of  England,  at  Chorleywood,  V.  1,  Sto,  I 6s  Longman  i^^^ 

-^ Suggestions  for  the  Exploration  of  Iceland,  Svo,  2m  M Lot^man  1861 

Longmair  (/.)  Ocean  Lays  ;  or,  the  Sea,  Ship,  and  Sailor,  18mo,  2s  6d    QroomJbridgt  ...1853 

Longstaffe  (W.B.D.)  Guide  to  Localities  in  Richmondshire,  poet  Sto,  Ss  6<£  BeUAJ)aidif...iiS* 

m  History  and  Antiquities  of  Darlington,  4  Parts,  4to,  esch  10s  .  J.B.deJ,Pairkeri%s^ 

Longwoods  of  the  Grange,  a  Novel,  8  v.p.8Y0,  Sis  6<i,  Bwnt  dbB,  '53;  n.e.,fcap.  8vo,2s  Routledge  i^^^ 

LoDgworth  {J.A,)  A  Tear  among  the  Circassians,  2  v.  roy.  I2mo,  2Is    Colbum 'M 

Lonsdale  (E.P.)  Observations  on  Lateral  Curvature  of  the  Spine,  2nd  edit,  Svo,  6s  .  Churchill i^S^ 

Practical  Treatise  on  Fractures,  8vo,l6s   Churehill  1838 


-  (Bp.J.)  and  Hale  (Archdn.)  Commentary  on  the  Gospels,  4to,  ISs     Rivington  1849 

-(/.(?.)  Exposition  of  the  Parables,  for  Use  of  Teachers,  12mo,  2s  M ParkerdcSo^-i^S 


(J.J.)  Statute  Criminal  Law  of  England,  post  8vo,  I4s Stevene  1^39 

Look  Up  ;  or.  Girls  and  Flowers,  18mo,  Is  6rf BeL  TrattSocih^ 

Looker-On,  a  Literary  Miscellany,  I2mo,  2s  6<f P^per i^S* 

Looking  Ghws  for  the  Mind,  I2mo,  Ss  6rf WkUtaker 1840 

unto  Jesus  :  Nar.  of  a  Toung  Disciple,  I2mo,8s  6d,  Whiitaker,' s^\  S2mo,  Is  BamilUm  1857 

Loomis  (Elias)  Elements  of  Algebra,  6th  edit,  I2mo,  Ss  6d  New  York 18$$ 

■ Analytical  Geometry  and  Calculus,  Svo,  7s NewYork 185* 
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Loau(i.F.). England  uid  Karope,  a  DisoiuBioD  of  National  Poli<7,  8to,  lOf  6d. BenOey 1861 

—  {Fra.)  French  Poetry  for  Children,  12ino,  2s TMmm 1859 

(/.)  German  Copy-Book,  4to,  U  Qd   Nutt i860 

—  (P.C.)  Pathological  Researches  on  Pbthisa,  trans,  by  Cowan,  8to,  12j~r.  to  it  Sydenham Soe,  1844 

Tieatise  on  Yellow  Ferer  at  Gibraltar,  by  Sbattack,  8to,  10« ChureJull 1840 

(S.)  Anglo-French  Calcalator,  for  facilitating  Trade  with  Prance,  fcap.  8to,  1«  CautUm t..i86o 

Lottii'  Sebool  Days,  a  Story  for  Boys,  new  edit.,  12mo,  5t — ^red.  to  3<  6<f Roulledge  i860 

Ii)aisa(Q.  o/Pru$$ia)  Memoirs  of,  by  Mn.  Richardson,  2nd  edit,  post  Sto,  10s  6d  BentUy  1848 

ar  the  Bride,  by  the  Author  of  the  Fairy  Bower,  fcap.  8to,  6« Bums    184a 

Tnnalated  ^m  the  German  of  Voss,  by  James  Cochrane,  12mo,  4s Johnttone  1852 

Von  Plettenhaiis  ;  or,  the  Journal  of  a  Poor  Young  Lady,  12mo,  S$  M Hamilton  1853 

Lofliw  {Sledrat  PaloHne)  Life  and  Times  of,  by  F.  B.  Dannett,  post  8yo,  7s  6(2 iVt«6et i86a 

LoTsi  (Zoni)  and  Forbes  (D.)  Lires  of,  by  J.  H.  Burton,  post  8vo,  9f Chapman dtl[,i%^7 

We  (£es;.)  Handbook  of  Manchester,  2nd  edit.,  12mo,  it  6d HamiUon  1841 

Records  of  a  Wesleyan  Life,  12mo,  5j  6(2    HamiUon 1842 

—  (/no.)  Memorials  of,  with  Diary,  &c.,  Vols.  1  and  2,  8vo,  each  6s HamiUon  ...1857-8 

Sermons  and  Addresses,  12mo,  8s  6d  HamiUon  1846 

—  {Tko.)  Art  of  Cleaning,  Dyeing,  and  Scouring,  post  8to,  7»  6d    Lonffmcm  1854 

Lore  tnd  Ambition,  a  NotoI,  3  t.  post  8to,  31s  6(i,  1850— red.  to  15f Colhwm 185a 

Loyalty,  by  the  Author  of  Irrelsgh,  l2mo,  2<  6<2 Pickering 1851 

Romance,  12mo,  2s  6d    Dean 1843 

—  Qift,1841  to  1845,  roy.  32mo,  each  2f  6(i H,Q.  Clarke. il^i-S 

—  is  s  Maie,  a  Comedy  in  Fire  Acts,  by  Dion  Bouoicault,  8to,  2«  6<2 Lacey 1851 

Light  and  Shadow ;  Tales,  2  ▼.  post  8to,  21«— red.  to  10s  6(f Groombridge  ...1857 

—  Letters  of  Eminent  Persons,  with  Notices,  by  Martel,  12mo,  U  6d W,  Lay 1859 

—  of  Wales  to  their  Soreraigne  Prince,  a  Solemnity  at  Ludlow,  Not.  4,  1616,  4to  Boxburghe  CL  1837 

—  tbe  (heatest  Enchantment,  &c.,  firom  the  Spanish  of  Calderon,  4to,  15s Longman  x86i 

—  Trisl,  aPlay,  8vo,  8s  6rf   Wright  1846 

—  War,  and  Adventure,  Tales,  3  t.  post  8ro,  Sis  6<i Chwrton 1846 

IcnrwhiJd  (J/fs.)  Child  s  Grammar,  new  edit.,  18mo,  9d    ? Qr^jjjUhAF,  ...18^ 

Mother's  Grammar,  22nd  edit.,  18mo,  Is     Orifith  ds  P,  ...1849 

Parsing  Lessons  for  Children,  new  edit,  18mo,  Is  3(i  Orijithd;  F,  ...1849 

(A>/.)  Little  Tales  for  the  Nuisery,  12mo,  la  6d Dean 1854 

Sketches  of  Little  Boys  and  Girls,  imp.  16mo,  2s  6<(— red.  to  If  6cl  Dean 1852 


l/^^ndiild  ;  a  Romance,  8vo,  5s Lloyd 1845 

I^^velw  iP.)  Treatise  on  Wills,  by  BAnt>n,  12th  edit.,  8vo,  16<,  1838— red.  to  2«  6i£  Slevent   1861 

WU  (ZV.)  Elements  of  English  History,  12mo,  U  6d  J.  Ilugha 1848 

— -iE.B.)  Chaneery  Orders,  1850,  with  Cases  Decided,  12mo,  5s  6d    Wildy    1850 

Digest  of  Law  Cases,  Statutes,  &c.,  1850  to  1854,  8to,  each  12s  Wildy    1852-5 

' — Index  to  the  Stamp  Duties,  arranged  analytically,  8vo,  5s    Wildy    1850 

— Joint-Stock  Companies  Winding-Up  Acts,  12mo,  15s Wildy    1849 

^ — iifr.)  Trustee,  a  Novel,  3  t.  post  8to,  ZU  6d  Colbum 1841 

;—  iJ.E.)  United  States  Speaker,  a  Selection  of  Exercises,  12mo,  6$  6d    New  York i860 

^TcU  a  Qeaeiml  Geography,  by  J.  G.  Hodgins,  4to,  5«    Montreal   1861 

I^relock  (Tkoi,)  Investment  Tables  for  Stocks  and  Debentures,  roy.  8vo,  12f Groombridge  ...i86a 

u»ver(^a.)  Handy  Andy,  8vo,  J3f,  184a  ;  2nd  edit.,  7«  6fi{    H.Bohn.... 1849 

8vo,  9«;  IlLroy.Svo,  8«  6«i,  D.Bryce,'sS  \  ne.,  fp.8vo,  2s  C.  H.  Clarke..,iU% 

Legends  and  Stories  of  Ireland,  2v.l2mo,13s6ci,£a^tffiii;  n.e.,  6s  6<2  H.Bohn 1860 

— — ■ new  edit.,  12mo,  2i C.  H,  CUirke,.,iUo 

"r Lyrics  of  Ireland,  post  8vo,  5s — ^red.  to  3s  6<<  Houldon   1858 

Metrical  Tales  and  Poems,  Illustrated,  4to,  10s  6o{,  1859— red.  to  5f  ...  HouUton   i860 

-RoryO'More,  8t.8vo,  15«;]2mo,  5s— r.to3«6</,  jBeiU/sy,*49;12mo,2s  BoutUdge  1858 

'^       (and  Ballads,  12mo,  2»  M Houltton  1855 


' Treasure  Trove,  8vo,  14s— red. to  9s,  Bohn,  1844;  12mo,  2s Dartondt  H,,..ii6% 

• Mackay  (C.)  and  Miller  (T.)  Songs  for  Rifle  Volunteers,  12mo,  2s  6cf  ...  C.  H,  Clarke.,.1%61 

^«rer  tad  the  Husband,  a  Novel,  edited  by  Mrs.  Gore,  3  t.  poet  8vo,  81s  6d Bentley 1841 

;—npon  Trial,  by  Lady  L ,  12mo,  U T.  Hodgeon  ...i8«3 

i*W»Qbsi»1;  or,  the  County  Ball,  3  v.  post  8vo,  31s  6d HwetAB,   ...1858 

Stratagem,  with  other  Tales,  roy.8vo,  6* DarHng 1848 

uirei  of  SB  Apothecary,  a  Christmas  Story,  post  8vo,  2s  6(2 Clarke  A  Co,.., 1%$-^ 

Manssseh  and  Nieaao,  a  Tale  of  the  Jews,  ]2mo,  2s  6<2  Dean 1852 

Paris,  a  Romance,  from  the  French,  roy.  8vo,  2s  Vicken 1838 

. the  Poets;  or.  Portraits  of  Ideal  Beauty,  4to,  21s;  coloured,  42s Kent  1857 

"'^  Ca^)  Rocks  and  Shoals,  a  Novel,  2  v.  post  8vo,  21s Wetterton  1859 

l*»«tt(ff.Fr.)Bookof  Revektion  Explained,  8to,  12s  WhUtaker 1838 

{Wm.)  Elementary  Anatomy  and  Physiology,  for  Schools,  8vo,  7s  6d  Simpkin 185a 

7~: Social  and  Political  Morality,  post  8vo,  4i  r. Simpkin 1853 

l«vug  Ballad  of  Lord  Batenian,  Illustrated  by  Cruikshank,  square,  2i    Bogue    1851 

|«vutt(ifae.)I«dy*s  Captivity  among  Chinese  Pirates,  12mo,  If Boutledge  1858 

^^UUx,)  Scottish  Heroes  in  Days  of  Wallace  and  Bruce,  2  v.  post  8vo,  21i    Hunt  d:  B.    ...1856 

—  {Bitkop)  Biographi<ad  Sketch  of,  by  M.  F.  ConoUy,  8to,  3«  6d    HamiUon  1859 

-—Memoir  of,  by  Rev.  W.  Blatch,  12mo,  7s    Bivington  1855 

'      {Bar.)  Appeal  as  to  the  Condition  of  the  Industrious  Classes,  8vo,  3« Bladnooode  ..  1850 

"""^ Bcaeds  of  Domesticated  Animals,  2  v.  4to,  16/  16s,  Longman--T.  to 8/  8s  H.Bohn 184a 

Hog,  27s.    Horn,  36s.    0Z|  73s  6d,    Sheep,  73s  M, 

3? 
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Lost  Inberitanoe,  a  Novel,  8  t.  post  8to,  8lf  M Colbmm i8$i 

Jewel,  »  Tale,  by  A.  L.  0.  K.,  12ino,  Zi  6d /.  F.  Skaw  ...1859 

Key,  aTale,  18mo,  U  6d ReL  TnuiSoe.  i8s5 

Steamer  ;  a  History  of  the  Amaioii  Ship,  12ino,  St  M Partridge 1851 

Treasures  ;  or,  Scenes  from  the  Drama  of  Life,  a  Tale,  post  8to,  8«    IktnieU 1854 

Loth  {John)  Elementary  Speaking  French  Grammar,  12mo,  2t  ed Wkittaier 1851 

(J.T.)  £10  Worth  of  French  for  One  Shilling,  fcap.  8vo,  la Marlbor(ntgh...i%^ 

Lothian  (Jas.)  Culture  of  Alpine  and  Rock  Plants,  12mo,  39  6d  Hiffklejf 184s 

Lothrop  {Amy)  Dollars  and  Gents ;  or,  Grace  Howard,  12mo,l«, '53;  n.  e.,  12mo,  U  6d  Ndton 1854 

-^— — ^—  My  Brother's  Keeper,  reprinted  from  Excelsior,  c.  8T0,5i — red.  2«  6d  Nitbei 1855 

Speculation  ;  or,  the  Glen  Luna  Family,  12mo,  If Jioutledge 1853 

Lott  (JET./'.)  One  Hundred  Sonnets,  square,  5s  6<f WUlougkhy  ...1850 

Lottie*s  Thought-Book,  fcap.,  8«  6d   PkUaddpkia... i^s^ 

Loud  (Cifam)  The  Woodbine  :  Poems,  fcap.  8vo,  St Manwaring  ...1861 

{Jer.)  Gabriel  Vane  ;  his  Fortune  and  Friends,  12mo,  7s  M  New  York 1856 

Loude  {L.C.  de)  Suxgical,  Operative,  and  Mechanical  Dentistry,  8to,  I2t  6d    Wkittaktr 1840 

London  (il jTtMt)  Tales  for  Toung  People,  16mo,  3t6<f  Kerby  dfSofn...iHl 

of  School  life,  sq.,  St  6<2;  col.,  4s  6d,*5i;16mo,2«6<f;col.,8«6<2  Grifitkd:  F....i^^ 

(/.C)  Architectural  Magazine,  complete,  6  ▼.  8to,  616s Longm/OM  1839 

.  Derby  Arboretum,  8vo,  28  6d Lom^man  1841 

— Bncylopaadia  of  Agriculture,  5th  edit,  8to,  50«  ;  new  edit.,  31s  6d...  Lotion  1857 

Cottage  Architecture,  8to,  6S«;  new  edit.,  42f  Zon^ma*  1863 

Gardening,  Syo,  50s;  new  edit.,  Sis  6ci Longman  i860 

Plants,  new  edit,  8vo,  73t(W  Longman  1855 

>  1st  Supplement,  Svo,  15s, '41;  2nd  Supp.,21s  Zon^num  1855 


Trees  and  Shrubs  of  GFreat  Britain,  Svo,  60j Longman  1853 

-  Gardeners*  Magasine,  8vo,  Ist  ser.,  10  v.,  91 2i ;  2nd  ser.,  9  v.,  8/  19s  Longman... itiS-^'i 

-Horticulturist;  or.  Treatise  on  Gardening,  new  edit,  Svo,  12f  H.Bokn. i860 

■  Hortus  Britannicus,  dvo.  Sis  6d Longmam  1850 

Lignosis  Londinensis,  Svo,  1838  ;  new  edit,  7s  6d  Longman  1S42 


-  Magaxine  of  Natural  History,  9  v.  Svo,  10^-red.  to  52s  6<2  WiUU  1829-36 

—  Plans  for  Laying  Out,  Planting,  ftc,  of  Cemeteries,  Svo,  12s Longman  1843 

—  Self-Instruction  for  Young  Gardeners,  &c.,  8vo,  7s  6d Longman  184$ 

-  Suburban  Gardener  and  Villa  Companion,  Svo,  20s,  Orr— red.  to  8s  6d  H.  Bokm  1838 


Trees  and  Shrubs  of  Great  Britain,  8  v.  Svo,  10/,  '38— x«d.  to  51 5s  If ,  Bokn    1844 

~(ifn./.fr.)  Agnes,  or  the  Value  of  Money,  ISmo,  Is  6d Harteg  1839 

■ Morton  ;  or,  the  Idolatry  of  the  Heart,  ISmo,  2s6d  Sedeg 1847 

Amateur  Gardener's  Calendar,  12mo,  7s  6d Longman  1847 

— ^ Botany  for  Ladies,  12mo,  Ss,  1841  ;  new  edit,  6s  Murrag 1849 

British  Wild  Flowers,  4to,  42s,  Orr— red.  to  21s NeUon  1846 

— Conversations  on  Chronology,  ISmo,  2s Pickering  1851 

Domestic  Pets,  their  Habits  and  Management,  12mo,  2s  6d     OriJUk  «fc  ^.  .,.1854 

Entertaining  Naturalist,  12mo,  7«  6<i— red.  to  6s H,  Bokn    1849 

Facts  from  the  World  of  Nature,  12mo,  5s  OranlAO. 1853 

' Firat  Book  of  Botany  for  Schools,  ISmo,  2s,  1841  ;  newed.,  Is Bell4:  Daldg  184S 

— Glimpses  of  Nature,  16mo,  1843  i  2nd  edit,  8s  M    GrUfUk  <fr  F.  ...1848 

Instructions  in  Gardening  for  Ladies,  Sth  edit,  12mo,  5s  Murrag  1851 

__ Ladies'  Companion  to  the  Flower  Garden,  6th  edit,  12mo,  7s Bradlmrg 1853 

Country  Companion,  12mo,  7s  6rf,  1845— red.  to  5s    Longman  1852 

Flower  Ghuxlen  of  Annuals,  4to,  S5s — red.  to  21s    Ndson   1840 

Bulbous  Plants,  4to,  42s— r«d.  to  21s NdMon   1841 

— — GreenhousePlant8,4to,81s6«f— red.  to21s  iVs2soi»  1858 

-Perennials,  4to,  2 v.  70s— red.  to  81s  6d...  Ndson 1843-44- 


Magasine  of  (hardening,  roy.  Svo,  ISs  W.  Smith 1842 

-  Tales  about  Plants,  16mo,  7s  6d Tegg  1853 

-  Year  Book  of  Natural  History  for  Youth,  16mo,  4s Murrag 1843 

-  Young  Gardener's  Year  Book,  12mo,  2s  6d  ;  cold.,  3s  6d  Kef^ 1855 

Naturalist's  Journal,  2nd  edit,  12mo,  pi.,  Is6<i;  cold.,  8s  6d  RontUdge  1851 


■  {Mrs.  M,)  Light  of  Mental  Science  :  Eaaay  on  Moral  Training,  12mo,  Ss   Smith  S  Elder  184I 

Maternal  Love,  a  Novel,  8  v.  post  Svo,  81s  6d Nerobg    1849 

—  Philanthropic  Economy,  Svo,  61 Ckwrion 1835 


Lottghnan  (2*. )  Answer  to  Essay  on  the  Study  of  the  Christian  Evidences,  Is   BtU  df  Daldg.. .  1 861 

Louis  (I.,  King  of  Bavaria)  Poems,  translated  by  Geo.  Everill,  12mo,  4s Smith  dr.  Elder.xty^ 

(XIV.)  History  of,  by  James,  4  v.  Svo,  56s— red.  to  82s,'38  ;>.e.,  2v.p.  8v0)7s  H.Bohn i86c 

and  his  Contemporaries,  by  Benj.  Bensley,  12mo,  5f    DarUm  184J 

the  Writers  of  His  Age,  by  Astle  and  Kirk,  cr.  Svo,  6s    Boston,  U.S.  ...1S5I 

(XVIII.)  Correspondence  de,  Svo,  7s  6d Cothum 184? 

His  Life,  Sufferings,  &c.,  by  De  Beanchesne,  2  v.  post  Svo,  14s   Clarke    185 


1853 
185^ 


Mathieu  ;  or,  the  Guernsey  Lad,  a  Tale,  by  F.  M.  W.,  ISmo,  2s  6d /.  F,  Shaw 

or,  the  Little  Wanderer,  aTale,  translated  from  the  German,  12mo,  Ss Simpkin 1844 

Philippe,  Life  of,  by  Douglas,  12mo,  Ss Tegg  184J 

*— Michaud,  translated  by  Chemeiy,  Svo,  12s Bogston 1851 

Wright,  Svo,  16s TaUiM 184^ 


'■  Personal  History  of,  1778  to  184S,  by Boutring,  post  Svo,  10s  6d Gri/Uh  4s  F.  ...184J 

the  LitUe  Emigrant,  and  other  Tales,  from  the  German,  16mo,  2s^ Bvan»    185^ 


183M8C2]  LOUIS— ^LOW  47S 

]Ma»{A.H.)JSng\and  uid  Karope,  »  Bisounion  of  NatioBal  Policy,  8vo,  lOi  64 BenOey 1861 

—  (ffo.)  French  Poetry  for  Children,  12mo,  2* Thimm i8S9 

(/.)  Genn*n  Copy-Book,  4to,  U  (od   Nutt i860 

—  iP.C.)  Pathological  Researches  on  Phthisis,  trans,  by  Cowan,  8to,  12j— r.  to  i$  Sydenham Soe,  1844 

Treaiiae  on  YeUow  Fever  at  Gibraltar,  by  Shattnck,  8vo,  10« Churclull 1840 

(5.)  Anglo-French  Calcalator,  for  facilitating  Trade  with  France,  fcap.  8vo,  Is  Cavutan 1 . .  1 860 

Lmug*  Seltool  I>ayB,  a  Story  for  Boys,  new  edit.,  12ino,  6«— red.  to  Ss  6(2 RouiUdge  i860 

Loaias(Q.  qfPruma)  Memoirs  of,  by  Mrs.  Richardson,  2nd  edit,  post  8to,  10<  6d  £eniley  1848 

or  the  Bride,  by  the  Author  of  the  Fairy  Bower,  fcap.  8vo,  6» Bums    184a 

Translated  from  the  Qennan  of  Yoss,  by  James  Cochrane,  12mo,  4s Johntione  J851 

VoQ  Plectenhaus ;  or,  the  Journal  of  a  Poor  Young  Lady,  12mo,  Ss  6<i HamiUon  1853 

liOUM  {EUetrm  PalaUnt)  Life  and  Times  of,  by  F.  B.  Dannett,  post  8yo,  7s  6(2 iVts6et 1862 

Lots!  (lord)  and  Forbes  {D.)  Liree  of,  by  J.  H.  Burton,  post  8ro,  9« Chapman de H,i%^7 

Lore  (^/.)  Handbook  of  Manchester,  2nd  edit.,  12mo,  4f  6d HamiUon  184a 

Records  of  a  Wesleyan  Life,  12mo,  5s  6(2    HamUUm 184a 

—  (/so.)  Memorials  of,  with  Diary,  &c.,  Vols.  1  and  2,  Sto,  each  6« JfamiUon  ...1857-8 

Sermons  and  Addresses,  12mo,  3s  6c2  Hamilton  1846 

—  (Tko.)  Art  of  Cleaning,  Dyeing,  and  Scouring,  poet  8to,  7s  6d    Longman  1854 

Lore  ud  Ambition,  a  Novel,  3  v.  post  8vo,  31s  6(2,  i85o--ied.  to  15s Colbum 1851 

Loyalty,  by  the  Author  of  Irrelsgh,  12mo,  2s  6<2 Pickering 1851 

Romance,  12mo,  2s  6(2    I^ean 1843 

—  Gift,  1841  to  1845,  roy.  32mo,  each  2s  6<2 H.O.  Clarke, i%^i'S 

—  in  a  Maze,  a  Comedy  in  Five  A(sts,  by  Dion  Boucicault,  8vO)  2s  6(2 Laeey 1851 

Light  and  Shadow ;  Tales,  2  v.  post  8vo,  21s— red.  to  10s  6(2 Groombridgt  ,,.i%^7 

—  Letters  of  Eminent  Persons,  with  Notices,  bj  Martel,  12mo,  Is  6(2 W.  Lay 1859 

—  of  Wales  to  their  Soveraigne  Prince,  a  Solemnity  at  Ludlow,  Nov.  4,  1616,  4to  Roxhurghe  Ck  1837 

—  the  Greatest  Enchantment,  &c.,  from  the  Spanish  of  Calderon,  4to,  15s Longman  1861 

—  Trial,aPUy,  8to,  3s  6(2   Wright  1846 

—  Wsr,  and  Adventure,  Tales,  8  v.  poat  8vo,  81s  6(2 Chwrion 1846 

I«»«hild(J/«.)  ChUd's  Grammar,  new  edit.,  18mo,  9(2    : Or^ffUhdtF.  ...18^ 

Mother's  Grammar,  22nd  edit.,  18mo,  Is     Griffiths  F,  ...1849 

Parsing  Lessons  for  Children,  new  edit,  18mo,  Is  3(2 OriffilhtbF.  ...1849 

(&2.)  Little  Tales  for  the  Nursery,  12mo,  1*6(2 Dean 1854 

Sketches  of  Little  Boys  and  Girls,  imp.  16mo,  2s  6(2— red.  to  Is  6(2  Dean 1851 


I^»wMld  ;  a  Romance,  8vo,  5s Lloyd 1845 

MuB  iP.)  Treatise  on  Wills,  by  BAnt>n,  12th  edit.,  8vo,  16s,  i838~red.  to  2s  6(2  Slevene   1861 

I«vdl  (Z)r.)  Elements  of  Bngliah  History,  12mo,  Is  6(2  J.  Hughet 1848 

— -{E.B.)  Chaneeiy  Orders,  1850,  with  Cases  Decided,  12mo,  5$  6d    Wildy    1850 

Digest  of  Law  Cases,  Statutes,  &c.,  1850to  1854,  8vo,  each  12s  Wildy    1851-5 

Index  to  the  Stamp  Duties,  ammged  analytically,  8vo,  5s    Wildy    1850 

Joint-Stock  Companies  Winding-Up  Acts,  12mo,  15s Wildy    1849 

(Iff.)  Trustee,  a  Novel,  3  V.  post  8vo,  81s  6(2   Colbum 1841 

—  {J.E.)  United  States  Speaker,  a  Selection  of  Exercises,  12mo,  6s  6(2    New  York i860 

^«^«  General  Geography,  by  J.  G.  Hodgins,  4to,  5s    Montreal   i86a 

^«^  [Tkot.)  Investment  Tables  for  Stocks  and  Debentures,  roy.  8vo,  12f Groomhridqe  ...i86a 

^er(S»s».)  Handy  Andy,  8vo,  13s,  1843  ;  2nd  edit ,  7s  6<2    H.Bokn 1849 

8vo,  9s;  Ill.roy.8vo,  3s  6(2,  D.Bryee,*sS  ;  n.e.,  fp.8vo,  2s  C.  H.  Clarke,.,iUz 

L^ends  and  Stories  of  Ireland,  2  v.  12mo,  13s  Qd, Baldwin ;  n.  e.,  6t  6<2  H.  Bohn 1860 

new  edit.,  12mo,  2s C.  H  Clarke..,iUo 


'- Lyrics  of  Ireland,  post  8vo,  5s— red.  to  3s  6(2  BouUton   1858 

Metrical  Tales  and  Poems,  Illustrated,  4to,  10s 6<2,  1859— red.  to  5s  ...  HouUton   x86o 

RoiyO'More,  3  v.8vo,  15s;  12mo,  5s--r.  to  3s  6<2,  Beniley,*^^;  12mo,2s  JtouUedge  1858 

' Songaand  Ballads,  12mo,  2s  6(2 HouUton  1855 

' Treasure  Trove,  8vo,  14s— recLtoQs,  Bohn,  1844;  12mo,  2s Dartond! H,.,.  1^6% 

; Mackay  (a)an<2  Miller  (r.)  Songs  for  Rifle  Volunteers,  12mo,  2s  6(2  ...  C,  H.  Clarke,..  i%6t 

I^n%r  ud  the  Husband,  a  Novel,  edited  by  Mrs.  Gore,  3  v.  post  8vo,  81s  6d Bentley 1841 

p- «I»u  Trial,  by  Lady  L ,  12mo,  Is T.  Hodgson  ...i8«3 

I^'a'sQqanel;  or,  the  County  Ball,  3  v.  poet  8vo,  31s  6(2 HurttdiB,  ...1858 

' Stoatsgem,  with  other  Tales,  roy.  8vo,  6t Darling 1848 

^«>  of  sn  Apothecary,  a  Christmas  Story,  post  8vo,  2s  6(2 Clarke  dt  Co.... iis3 

— - — Kuaweh  and  Nieazo,  a  Tale  of  the  Jews,  ]2mo,  2s  6(2  Dean 185a 

"- — P^  a  Roauui<»,  from  the  French,  roy.  8vo,  2s  Vicken 1838 

r ^  the  Poets;  or.  Portraits  of  Ideal  Beauty,  4to,  21s;  coloured,  42s Kent  1857 

J*^  Csj^)  Rocka  and  Shoab,  a  Novel,  2  v.  post  8vo,  21s Weaterton  1859 

^^  {B.W.)  hook  ol  BeveUtion  Explained,  8vo,  12s  WhiUaker 1838 

(ff».)  Elementary  Anatomy  and  Physiology,  for  Schools,  8vo,  7s  6(2  Simpkin 185a 

"-7— Social  and  PoliUcal  Morality,  post  8vo,  4s  r Simpkin 1853 

umiigBaHsdol  Lord  Bateman,  Illustrated  by  Cruikshank,  square,  2s    Bogue    1851 

T'^^WUe.iLadys  Captivity  among  Chinese  Pirates,  12mo,  Is Boutledge  1858 

^  (Ala.)  SeotUsh  Heroes  in  Days  of  Wallace  and  Bruce,  2  v.  post  8vo,  21s    Hurat  ds  B,    ...1856 

-~(^«^>)  Biographical  Sketch  of,  by  M.  F.  ConoUy,  8vo,  8s  6(2    HamiUon  1859 

"—---— Memoir  of ,  by  Rev.  W.  Blafcch,  12mo,  7s    Bivington  1855 

'W99.)  Appesl  sa  to  the  Condition  of  the  Industrious  Classes,  8vo,  3s Bladewoodi  ..  1850 

• Bceeds  of  Domesticated  AnimaU,  2  v.  4to,  162 16s,  Longmaf^—t.  to  82  8s  H.Bohn 184a 

Hog,  27<.    UoT9e,  86«.    Ox,  78s  6(2.    Sheep,  73s  6J. 

8p 
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Low  (Dav.)  Domesticated' AnimalB  of  the  British  IsUnda,  8to,  25$^ Longman — ^r.  to5«  H.Bokn 1846 

■  '"  Elements  of  Practical  Agricalture,  8vo,  21»    Longman  1847 

Landed  Propertyand  BcoD.of  Estates,  8ro,  21s,  Longman^  '44— r.  to  7s6<2  H.  fiokn    1861 

■  Nature  of  the  Simple  Bodies  of  Chemistiy,  8vo,  7$  6d  Lwigman  1856 

^-^  (ffugh)  Sarawak,  its  Inhabitants  and  Prodactions,  8to,  14s   BeniUy  1848 

(Jcu,)   Dissertation  on  Soil  and  Agricnltare  of  Penang,  roy.  8to,  12<   Allen, 1837 

(5.)  British  Gatologue  of  Books,  from  1837  to  1862,  roy.  8vo,  Sis  6(2 Low    1853 

Index  to,  from  1887  to  1857,  roy.  8to,  28#...  Low    1858 

■■  Comparatiye  Register  of  the  Elections,  1837-41,  and  1841  -7,  ea.  Is  ...  Low   1841-7 

_  English  Catalogue  of  Books  published  in  Great  Britain,  roy.  8to,  8t  6cf..  Low  AnmuoX 

-^ Index  to  Current  Literature  1869-61,  roy.  8to,  each  4s Low i8$9-6i 

Publishers  Circular,  pub.  fortnightly,  1837-62,  roy.  8to,  the  year,  6f  .  Low  Awnndl 

-  the  same,  roy.  8to,  with  Index,  12« Low  Annital 


—  (6).  iun.)  Acct.  of  Charities  in  London,  12mo,  * 50,  10s6<i  ; '52-3,  2s  6d;*6i,  3s6<i  Low    i86a  « 

Lowder  (aF.)  Five  YearsinSt.  George's  Mission,  Is Palmer  1861 

Lowe  (Edw.)  Order  of  Chanting  Cathedral  Service,  1664,  by  Bimbault,  sm.  4to,  6s...  ChappeU    1843 

8.  Nicolas'  College  and  iU  School^  8vo,  Is J,H.AJ.Parkeri%^i 

{E.J.)  Climate  of  Nottingham,  as  to  Weather,  12mo,  Ss  6<i Longman  1853 

-    Figures  of  British  and  Exotic  Ferns,  roy.  8vo,  8  v.  &  Supplement,  7/  ^  Oroomhridgti%$S-6x 
■      NatunJ  History  of  British  Grasses,  imp.  8vo,  21s (rroom^ru^e  ...1858 

■  Treatise  on  Atmospheric  Phenomena,  post  8vo,  8{ Longman  1847 

■  and  Howard  (W.)  Beautiful  Leaved  Plants,  cold.  lUust.,  roy.  8vo,  21s  ...  Groombridge  ...1861 

-^(Miu  H.)  Poems,  chiefly  Dramatic,  edited  by  her  Father,  Dean  Lowe,  12mo,  6s ...  Pickering  1840 

.  Prophecy  of  Balaam,  and  other  Poems,  12mo,  6i  Murray 1841 

Zareefa,  and  other  Poems,  12mo,  6s    ^ Piebering  1843 

—  (Sir  H.)  Letters  and  Journals  from  St.  Helena,  8  v.  8vo,  46s Murray 1853 

, (/.)  Earthwork  Tables,  8vo,  8s  6<i WeaU    ^...     1846 

—  {J,B.)  Annual  Pestivalsof  the  Jews,  fcap.  8vo,  2s  6d   Sedey 1846 

.' History  of  the  Cross,  Practically  Considered,  18mo,  li  6d    Nitbet 1849 

.         Inspiration  a  Reality  ;  Reply  to  Macnaught' s  Doctrine,  1 2mo,  4s Longman  1856 

{R.O.)  Description  of  the  Roman  Theatre  at  VeruUun,  8vo,  U  6d   Belldt  Daldy..,!^^^ 

{R.T.)  History  of  the  Fishes  of  Madeira,  4to,  cold.,  7s  6o{  Van  VoorM    ...1843 

■  Manusd  Flora  of  Madeira,  Pts.  1  and  2,  12mo,  each  3s  6d   Van  Voortt    1857-9 

■  Memoirs  on  the  Ferns,  &e.,  of  Madeira,  12mo,  6s  M Van  Voorwt    ...1853 

_  Tracts  relating  to  Bishop  of  Bombay's  Visit  to  Madeira,  8vo,  2s  6d RivingUm  1 8  5 1 

(S.  P.)   Romish  Miracles  in  Relation  to  Miracles  of  the  Word  of  God,  12mo,  Is  6d  /.  F,  Shaw 185a 

—  (Thos,)  Central  India  during  the  Rebellion  of  1867  and  1868,  post  8vo,  9s  fid  .  Longman   i860 

-(Z>eanr.^.)  Sermons  preached  in  Exeter  Cathedral,  8vo,  10$  6d Rivington 1841 

(W.)  Tabular  View  of  Limitations  of  Actions,  Suits,  ke.,  8vo,  8s  6d Spettigue   1851 

Lowell  {Mr8,A.C.)  Seed  Grain  for  Thought  and  Discussion,  2  v.  cr.  8vo,  12s  Bo§(on,U,&  ...1856 

Thoughts  on  the  Education  of  Girls,  12mo,  U  6d  BotUm,U.S.  ...1853 

{Chas,)  Sermons,  Chiefly  Occasional  and  Practical,  cr.  8vo,  each  7s  td   ...  BotUm,  U.S,  1854-5 

(J.R.)  Biglow  Papers,  ed.by  H.Wilbur,  12mo, 6»,5osr<m,  '56;  cr.8vo,2s6<i  Trubner i860 

. with  Notes,  2nd  English  edit.,  fcap.  8vo,  8s  6rf...  Hotien   i860 

2nd  series,  Pts.  1  to  3,  12mo,  each  Is TrUbner i86a 


-  Conversations  on  Old  Poets,  fcap.,  2s  6<i ff.O.  Clarke. ,.j%^^ 

'  Fable  for  Critics  ;  a  Glance  at  our  Literary  Progenies,  12mo,2s  6d  New  York x  85a 

-  Poems,  fcap.  8vo,  5$,  Mudie^  1844;  2nd  series,  12mo,  6s Wiley 1848 

2  V.  12mo,  12s,  Boiton,U,S.,  1851  ;  2  v.  18mo,  8s  New  York i86a 

ISmoand  12mo,  each  2s   RouiUdge  ...i85f^z 


■■  Vision  of  SirLaunfal,  new  edit.,  12mo,  2s     Botton,U.S, '855    ' 

Lowell  Hydraulic  Experiments,  plates,  4to,  48s   Botion,  r.5.  ...1855    I 

-  Offering,  8vo,  6s  B.  L.  Green  ...1S43 

Lower  {E.  W. )  Metropolitan  Building  and  Local  Management  Acts,  12mo,  8s  6<£  Waierlow  -.1855 

— ^  (£r.if.)  Sermons  Preached  at  Sidmouth,  12mo,  7s  6rf    Marten ''Sex 

(Af.A.)ChTonicleof  Battel  Abbey,  1066-1176,  8vo,  9s    J.R,Smiik    ...185T 

■ Chronicles  of  Pevensey,  12mo,  Is  J,  R,  Smith    ...1847 

I Contributions  to  Literature,  Historical,  &c,  8vo,  7s  6<i     J.  R.  Smith    ...1854. 

Curiosities  of  Heraldry,  8vo,  14s  J.  R,  Swuih    ...1845 

— >-  Essay  on  English  Surnames,  3rd  edit.,  2  v.  postSvo,  12s  /.  R.  Smith    ...1851 

Handbook  for  Lewes,  ISmo,  Is  6rf   J,R.Smith    ...1846 

Memorials  of  Seaford,  Historical  and  Antiquarian,  8vo,  3s  6<2  J,  R.  Smith    ...  1 855 

PatronymicaBritannica,  a  Dictionary  of  Family  Names,  roy.  8vo,  26s    /.  R,  Smith    ...  1 860 

Lowestoft  and  its  Environs,  Handbook  to,  fcap.  4to,  Is,  Cote»  ;  12mo,  Is  6d  Wkittaker 1849 

Ldwig  (Carl.)  Principles  of  Organic  and  Physiological  Chemistiy,  tr.  by  Reed,  8to,16s  Philadelphia.,,  j^e* 
Lowndes  (CO.)  SchoUir's  Hymn  Book,  18mo,  Is  6d    Oroombridge  ...1853 

(Oka.8.)  Engineer's  Handbook,  cr.  8vo,  6$ Longman    1869 

— —  (/./.)  Historical  Sketches  of  the  Law  of  Copyright,  8vo,  bf    Benning 1840 

..  Reports  of  Cases,  Queen's  Bench,  2  voU.  8vo,  87s Maxwdl 1851 

(R.)  Annie  Moore,  a  Tale,  12mo,  2s    J,  Hnghee i8co 

■  Remarks  on  theLaws  and  Usages  relating  to  General  Averages,  8 vo,  1 M  Longman  1 844 


{W.T.)  BibUographer's  Manual,  4  v.  8vo,  86s  ;  large  paper,  8/  10s    N,  Bohn    igTI 

n. e. ,  greatly  augmented,  1 0  Pte.,  post  8vo,ea.  3s  6d  H,  Bohn  ...185  7_6i 

British  Librarian,  Parts  I.  to  XI.  (incomplete),  8vo,  each  2s  6<i  .......  Whiitaher    183Q-.it! 

Lowne  (R.T.)  Lectures  on  Animal  Physiology,  12mo,  2s  6<i    Sim^n 184a 
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Lovrei  (/.)  Companion  to  Bngluh  Grammar ;  Analyais  of  Sentenoea,  ke»,  12mo,  2t  6d  Longman x86a 

— —English  Paxaing  and  DeriTaiion,  18mo,  Is    L<mgman  1851 

Spelling  and  Dictation  Lesson  Book,  12mo,  1< Longman  185a 

Lowrie  (/.(7.)  Manual  of  Presbyterian  Miasionfi,  obi.  ito,  6$    New  York 1854 

-{Mn.L.A.)  Memoirs,  with  bitrodnctory  Notices,  18mo,  Is  M    Ward 1838 

—  (W.M.)  Missioiiaxy  to  China,  Memoirs  of,  cr.  8to,  6s  6d      Phil€KUlpkia,..i^s^ 

Lowtli  (ar.)  High  Places,  8  v.  post  8vo,  31s  6<i HurttdsB,    ...i860 

Wanderer  in  Arabia,  2  ▼.  poat  8vo,  21s Hunt  A  B,    ...1855 

{Bp.R, )  Lectures  on  the  Sacred  Poetry  of  the  Hebrews,  8to,  8s,  Tegg^*i%  8s  ^d  H,  Bohn    1 845 

I«wth«r((?.)  Qerald  ;  or,  Tale  of  Conscience,  2  v.  post  8vo,  16s    Porifcw<fc5o«...  1840 

Lowthian  {John}  Visit  to  Jemsalem  and  Palestine,  new  edit,  12mo,  Is    BouUton    1851 

Loxlej  (/.)  Childhood's  Daily  Offerings  :  Hymns  and  Pn^ers,  16mo,  2s  6d Wertkeim 1853 

Loyal  Garknd  ;  a  Collection  of  Songs  of  XVII.  Century,  edited  by  Halliwell,  p.  8to    Percif  Soc. ».  d. 

Loyola  {IgnaL)  History  of  his  Life,  by  Father  Bartoli,  2  t.  12mo,  14s New  York         1855 

Life  of  St.  Ignatius  Loyola,  2  v.  post  8vo,  8s     T.  Bichardt^  1848 

Spiritual  Exercises,  translated  by  C.  Seoger,  12mo,  4s Dolman 1847 

Loan!  {CoL  Jokn)  History  of  the  Dress  of  the  British  Soldier,  4to,  SOs    Clown    1852 

Lobbock  (/.  W.)  Classification  of  Different  Branches  of  Human  Knowledge,  Sto,  3s  ...  Knight  1838 

On  Eclipses  and  Oocultations,  8vo,  2s  6<i C.  Knight 1835 

(Rick.)  Obeervations  on  the  Fauna  of  Norfolk,  8to,  6s Longman  1845 

lob7(y.)  Elements  of  Qeography  in  General  Terms,  8to,  10s    Simpkin 1847 

\xaui{EaTf)  Orders  and  Correspondence  in  the  Bast,  12ino,  2s  6(i    BotUUdge  1856 

Lacao,  Opera,  18mo,  2s  6<<  (Oxford  Pocket  Classics)  JM.ikJ.Parkeri%$6 

Pharaalia,  transL  by  H.  T.  Biley,  post  8vo,  5s H.  Bohn 1853 

Lucas  (i^roi.)  A  Biography,  by  C.  J.  RiethmCtller,  cr.  8to,  4s  6d Bdl  d:  Daldg  .i86a 

" ■ Reasons  for  becoming  a  Roman  Catholic,  12mo,  2s Fry  1839 

—  {Mn,M.)  Gabriella  Witherington,  a  Novel,  3  v.  post  8yo,  31s  &d  Newbg    1851 

Quicksands  of  Fashion,  3  ▼.  poet  8vo,  31s  6(i  Newbg    1855 

Treachery,  a  Novel,  8  v.  post  8to,  31s  M Newbg    1848 

(iV.^.)  Eogliah-German  and  German-English  Dictionary,  8?o,  36s  Longman  1855 

(P.B.)  Aratomical  Description  of  the  Arteries,  12mo,  4s  6d  Longman  1836 

Treatise  on  the  Cure  of  Strabismus,  or  Squint,  8to,  6s Highley 1840 

(A)  Practical  Christianity,  18mo,  8s Hatchard 1838 

' — I  (iR.C)  Remarks  on  the  Parthenon,  8to,  10s Longman  1846 

—(fi.deM)  Perils  of  Trusts  and  Trustees,  post  8to,  3s  6c{ Longman  i860 

— -  (A  JF.)  Art  of  Sketching  Flowers  from  Nature,  8vo,  If  Beeva 1853 

{Sam,)  Charters  of  the  Old  English'  Cok>nies  in  America,  8to,  4s  6d Parker  A  Son.  .1850 

Gospel  of  St.  Luke,  in  Embossed  Characters  for  the  Blind,  4to,  8s  6d .  Simpkin 1840 

History  of  Bristol  and  its  Neighbourhood,  12mo,  5s    HamiUon  1853 

—  On  National  Revolutions,  8vo,  2s6<i Murray 1845 

Secularia,  or  Surveys  on  the  Mainstream  of  History,  8vo,  12s  Murray 1862 

Sermons  on  the  Mystery  of  Godliness,  &c.,  12mo,  2s  6d Partridge  1856 

(7*./.)  Reminiscences  of  a  Campaign  in  South  Africa,  lUust.,  sm.  fol.,  21s...  Dayd!  Son 1861 

Lnda'a  Marriage,  fcap.  8vo  (Historical  Library),  Is   JM.d:J. Parker i  $60 

I^Kiaa,  Dialogi  Seleeti,  Gr.,  &  Bdwardes,  new  edit.,  12mo,  7$  6d W,  Allan  1859 

• Sheridan,  12mo,  7s  6ci— red.  to  5s    W.Allan  i86a 

— — Smith,  12mo,  2s  6rf Parker  ds  Son   1853 

Stock,  12mo,  10s  6<i   Whittaker 1845 

^__ .    Walker etWheeler,Engl.Notes,12mo,9s,Zon$rma»-r. 4s  Orr 1856 

Young,  12mo,  Is Wtale    .........1855 

with  English  Notes,  12mo,  5s  WhiUaker 1835 

>  Selections  from,  literally  translated,  12mo,  2s  6<<  Simpkin...^ 1852 


l^^aen  {H,M.)  Hints  on  Illuminating,  3rd  edit.,  revised  and  enlarged,  12mo,  Is   ...  Barnard    x86x 

I«^  an  Italian  Story.     Edited  by  the  Hon.  Mrs.  Macdonald,  2  t.  post  8vo,  21s     ffur9t  ds  B,    ...  1862 

Hartley,  or  Discipline  Illustrated,  a  Tale,  12mo,  2s  6<i Groomlnidge  ...1844 

woDeBehttont,  3  v.  post  8vo,  31s  6d Colbum 1848 

^oa,  the  Roman  Convert,  a  Tale  :  Giaiinetto's  Courtship,  a  Drama,  cr.  8vo,  9s  ...   WhiUaker i86x 

J«k  of  Udynnede,  2  V.  post  8vo,  21s    Blackwoode    ...i860 

uicke  {Prtd.)  Commentary  on  the  Epistles  of  St.  John,  12mo,  6»    Hamilton 1837 

^«£bov:  A  Lady's  Diary  of  the  Siege  of,  4th  edit.,  fcap.  8vo,  4s  6d Murray 1858 

~ General  Yiews  of,  from  Drawings  by  D.  S.  Dodgson,  imp.  fol.,  42s     Day  A  Son    ...i860 

wckock  (B.)  Faith,  a  Poem,  12mo,  5s Hamilton  1838 

' — Sermons,  fcap.  8vo,  6s   Painter 1843 

wetina,  Opera,  18mo,  2s  (Oxford  Pocket  Classics)  J.H.d:J.Parkeri%^i 

De  Remm  Natnrft,  &  Creech,  8vo,  12s    Pickering  1835 

— ■ Munro,  ISmo,  2s  6d  (Cambridge  Texte) BeU  ds  Daidy    i860 

" — ' Translated  by  Watson,  post  8vo,  5s H,  Bohn   1851 

• — Book  I.,  translated  by  Mongan,  18mo,  Is  6d Simj^kin 1855 

•" Bck)gBe,  ex  recens.  Foriiigeri,  cura  Edwards,  8vo,  5$ Whtttaker 1835 

Notes  by  R.  Gibson,  12mo,  2s  6rf FtUowet 1842 


W;  or,  the  Housemaid,  and  Mrs.  Brown's  Kitchen,  2nd  edit,  18mo,  2s MozUy  1862 

and  Arthur,  aBook  for  Children,  square,  3s Burnt 1842 

Inbella,  or  the  lady  and  her  Maid,  12mo,  Is  6<i   Dvgif i860 

• — ^  Aahford,  a  Story  for  Children,  18mo,  Is  6d   Weriheim  1852 

rr-Ayhn«r,  by  Atttiiwaf  Cur»t«ol  Overton,  8  t.  post  8yo,  ZUJid Bentley 185- 
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Lncy  Orofton,  by  tbo  Aaihor  of  Maxigaret  Maitland,  post  8to,  10«  6d HwnlA  B,  ...iSs9 

MelviUo  ;  or,  Lost  and  Found,  a  Novel,  8-t.  post  8to,  81*  (ki Hwrtt  dfc  B.  ...1861 

Unwin  ;  or,  Prejudice  Eeproved,  18mo,  Is  6d    ffarvey 1836 

Lndewig  (ff.E.)  Literature  of  American  Aboriginal  Languages,  8to,  IQsGd TiiUmer 1857 

Ludlow  ((?.)  Class  Reading  Book,  5th  edit.,  12nio,  8«— red.  to  2s  6(2 Parker  A  Skm  .1%^ 

(/.if.)  Joint-Stock  Companies  Winding-up  Act, 1 8 48, with  Supplement,  8to,  lU  Sieden»AN.  ...1849 

Lectures  on  tiie  History  of  British  India,  2  v.  12mo,  9s MacmiUmk 1857 

_— Relations  of  Capital  and  Labour,  12mo,  3t  6<<  .. Bexer 1852 

.  Master  Bngineers  and  their  Workmen,  Lectures,  12mo,  8s  6<i Bner 1851 

Sketch  of  History  of  U.S. ;  with  the  Struggle  for  Kansas,  cr.  8to,  8s  6(2    MaemiUan 1861 

-  Thoughts  on  Policy  of  the  Crown  towards  India,  8vo,  5s  id   Ridgway   1859 

WarinOude,  8vo,  Is  6d    Maemillun  ...185? 


—(W.ff.)  The  Hebrew's  Daughter,  a  Poem,  8to,  2s  M Simpkin 185+ 

Ludlow  and  the  Lords  Marchers  of  Wales,  imp.  8to,  81s  6d Fan  Voorst  ...1841 

hvLgtkT{RoU.)  Flans  of  Ornamental  Domestic  Building!*,  imp.  4to,  42s    Taylor  1836 

Lugol  {J.O,)  Causes  of  Scrofulous  Diseases,  by  Dr.  Rankin,  8to,  10s  6d ChurekiU  1844 

Luke  (MissE.)  Memoirs;  or,  Youthful  Sufferer  Rejoicing,  by  Wilkins,  18mo,  Is  6d...  StatUng 183^ 

(Afrs.)  Female  Jesuit ;  or,  Spy  in  the  Family,  p.  8to,  8«  6d ;  Sequel  to^  2s6<<  Partridge 1856 

Lukis  (Copt.  J, H.)  Common-Sense  of  the  Water  Cure  :  Treatment,  &c.  er.  8to,  fis  ...  Jfardwiehe 1861 

(W.C.)   Account  of  Church  Bells  and  Bell  Founders,  8to,  6s  J.H.ikJ.Parkeri%^7 

Lukyn  {Tko.)  Essay  on  the  Teeth  and  Dental  Practice,  8to,  2s  6d Partridge 1853 

Lumisden  {And.)  and  Strange  {Robt)  Memoirs  of,  by  Dennistoun,  2  ▼.  post  8to,  21s  Longman  18^5 

Lumley  (B.)  Parliamentary  Practice  of  Passing  Private  Bills,  8to,  21s Benning 1838 

{ff,R.)  A  Piece  of  the  Royal  Wedding  Cake,  12mo,  2s Bgrt  1858 

(/.)  Concise  View  of  the  Christian  Atonement,  12mo,  8« 'Edwards 1844 

{W.O.)  Bastardy  Acts,  12mo,  2s Shaw d: Sons... lUs 

■  Factory  Acts,  with  Notes,  &c.,  12mo,  5s Shaw  A  Sons.,. ilH 

■ Law  of  Parish  Apprenticeship,  12mo,  4s Shaw  ^  Sons... iIaS 

■ Parochial  Assessments  Bxphuned,  5th  edit.,  12mo,  6s  6d Shaw  A  5ofu...i862 

-  Settlement  and  Remoyals,  12mo,  4s   Shaw  ds  Sons... i%\'>' 


Local  Board  of  Health  Election  Manual,  12mo,  4s Shaw  ds  Sims.. .1850 

Lunacy  Acts,  with  Notes,  &e.,  12mo,  5s Shaw  ds  Svns...i^^ 

Medical  Officer's  Law  Manual,  12mo,  1849;  new  edit.,  8s  C.  Knight 1853 

Nuisances  Removal  Act,  12mo,  5s  C.  Knight i86c 

Parish  Constables  Act  (5  k  6  Fict.,  e.  109),  12mo,  8s Shaw  ds  Svns...\%K^ 

Ywst  Law  Acta,  1849  and  1850,  12mo,  each  8s  6d C,  Knight  1849-5C 

Amendment  Act  (8  &  9  Vict,  c:  110-117),  drded.,  12mo,  6s  Shaw  A  Sma...\%itS 

Cases,  V.  1,  8vo,  10s  6d,  1840;  V.  2,  8to,  7» C.  Knight  ...1842-; 

— — —  Continuance  Act,  post  8to,  4s Shaw  ds  Soins...\%^ 

Election  Manual,  12mo,  5s Shaw  dt  Svns...\%<i 

— — — .«  Emigration,  Instructions  Respecting,  12mo,  Is C.  Knight 184; 

— — -  Gfeneral  Orders  of  the  Commissioners,  8to,  5s  ShawASons...it^\ 

Consolidated,  12mo,  4s6ci C.  Knight 1S4 


■ Guardians  Election  Manual  an^  Orders,  12mo,  4f Shaw  A  Sons.. .184 

Masterand  Matron's  Manual,  post  8yo,  Ss  6<i  C.  Knight 184 

Medical  Officers' Manual,  post  8to,  8s  C.  Knight 184 

Relieving  Officer,  12mo,  2s  6d   C.  Knight 184 

Statutes,  V.  1  and  2,  12mo,  each  7s C.  Knight   1843-5 

■      Treasurera'  Manual,  post  8vo,  ls6d  C  Knight 184 

_  Union  Assessment  Committee  Act,  12mo,  8s  6d   i^usw  A  Sons...iS6 

■ Vagrancy  Minute,  12mo,  Is  6(^  C,  Knight 184 

Vestry  Meetings  and  Rating  Act,  12mo,  ls6<<  C.  Kn^ 185 

Removal  and  Union  Chargeability  Acts,  12mo,  5s C.  Knight 18? 

Public  Health  Acts,  1848  and  1858,  12mo,  10s Shaw  A  Sons... i%( 

Stetutes  Relating  to  Justices  of  the  Peace,  12mo  6s C  Knight iSJ 

Lumaden  (/as.)  Infant  Bi^tism,  its  Nature  and  Objects,  12mo,  Is   HamilUm  i8< 

~— Religious  State  and  Prospecte  of  Sweden,  18mo,  Is  Nisbet i8| 

Lunar  Observations,  post.  8vo,  10s  6d    ^ Wright  18' 

Lunaria  Saxifrage ;  or,  Temper  and  Triumph,  12mo,  Is Tw^die z8 

Lunatic  Asylum  and  Pauper  Lunatics  Act,  fcap.  8vo,  2s Bieharda   18. 

Lund  (H.)  Danish  and  English  Idiomatic  Phrases  and  Dialogues,  12mo,  2s  6d Thimm  18 

Orammarof  the  Danish  Language,  2nd  edit.,  8vo,  4s Thimm  18 

—  (/Ten.)  On  Substentive  Law  relating  to  Letters  Patent,  12mo,  6s Sweet 18 

-^{Thos.)  Appendix  to  Wood's  Algebra,  8vo,  6s  6d Baileg    ig 

I  Companion  to  Wood's  Algebra,  8rd  edit.,  post  8vo,  7s  6d  Lcngmam  18 

■  ■  Blementoof  Gbometiy  and  Mensuration,  12mo,  7s Xon^mais  18 

. Pt.l,12mo,ls6<j;  Pt.2,2f  ;Pt.3,Ss6c;;Key,8s  XonpuMis   18 

— — .  Geometrical  Exercises,  with  Solutions,  12mo,  Ss  6(f  Longman  18 

Key  to  Wood's  Algebra,  poet  8vo,  7s  6d  Lonffman  iS 

Short  and  Easy  Course  of  Algebra,  5th  edit.,  fcap.  8vo,  2s  6d ;  Key,  2s  6d  Longnsam  ifi 


Lundie  (Q.A.)  Missionary  Life  in  Samoa,  1840-41,  12mo,  Zs6d  ffamiiton iS 

■  (Mrs.)  Memoir  of  M.  L.  Duncan,  her  Daughter,  12mo,  3s  6d  HamU^on  tS 

(  Wm.)  Lecteur  Fran^ais ;  ou  Choix  de  Moroeaux  en  Prose  et  en  Vers,  1 2mo,  Is  6d  WhiUaker t  5 

Lunettes  (ff.)  American  Gentleman's  Guide  to  Politeness  and  Fashion,  cr.  8vo,  6s  6d  New  Yffrk iJ 

Ljuol  {ff,0^)  Uwanffi  ot  a  Musician,  12mp,  ds,  184^;  new  edit.,  8f Cotkt !!  xj 
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LaBA  (/.J2.)  of  Motion :  an  Blemeiitaiy  Treatiae,  8to,  7«  64 JBelldf  Daid^f.^.i^s^ 

-{W.A.W,)  Uannal  of  SeqnentialUm,  Srd  edit.,  4to,  2b   OlUvier 184.8 

—  (ir.^.)  Coaneil  of  Foar  and  Jest  aod  Earnest,  new  edit,  12mo,  If JtouUedge  i8S5 

LonUef  (/.)  Air  Navigation,  by  the  Rotary  Jialloon,  8vo,  Is  fkl HovJMon   1851 

LoptoB  i/J.)  Anatomy  of  Bxtemai  Form  of  the  Horse,  Pt.l,fol.,81«  M ;  Pt.2,fol.,16s  BaiUiire    i86x 

imp.  8vo,  plates,  Sis  6d  BailliSre    1861 

{M.A.)  Ada  Qresham,  an  Autobiography,  3  t.  poet  8vo,  31f  6d Bunt  A  B,  ...1853 

{Wm.)  Irish  Convert ;  or,  Popish  Intolerance  iilustrated,  ISmo,  Is  6d  Ma»on   1849 

Larcott  (JT.)  Annual  Mirror,  18mo,  2s  6d  Simpkin 1845 

Lmeombe(£.)  Myrtles  and  Aloes;  or,  Our  Salcombe  Skotoh-Book,  8to,  6s  IfamiUon  x86i 

Ltiih  (J2o6<.)  Act  for  Abolishing  Arrest  for  Debt,  1838,  12mo,  5f  Reader   1838 

Common  Law  Practice,  by  Stephen,  8vo,28s,  Reader,\6 ;  n.e.,8TO,42s  BuUerw<>rth  ...  1 855 

relating  to  Law  of  WiUs,  12mo,  2«  6«i Reader  1838 

Lnshington  (ff,)  A  Great  Country's  Little  Wazs,  post  8yo,  7s  6d Parker d: Son... i%44. 

Easays  on  Italian  War,  1848^,  post  8to,  68  Qd  Maemillan    ...1859 

La  Nation  Boutiquidre,  and  other  Poems,  12mo,  8s BelltS!J)aldy...i9$S 

{Lady)  Agnes  Selby,  a  Story  for  Children,  18mo,  2s    ffogg 1861 

{Mr$.)  Sea  Spirit,  and  other  Poems,  12mo,  is  6d Parker d!S<m...i9so 

{SUpken)  Judgment  Delivered  on  Easays  and  Reviews,  folio.  Is BuUerworth  ...1862 

(Ventom)  Reports  of  Admiralty  Cases,  8vo,  Pt.  1,  14s ;  Pt.  2,  16s  ;  Pt.  8,  10s    BuUerworth  ...1861 

LstfoUah  (jr.)  Autobiography  of,  by  Bastwick,  8vo,  10s  6<i,*57— r.  6s,'58 ;  n.e.,  2s  6<i  Sii^ith  A  Elder  1 86a 

LaUier(CAa.)    Concise  View  of  Homoeopathy,  8vo,  8s  6<2. BaUliire    1853 

(Mori.)  Authority  of  Councils,  &c.,  transkited  by  Smyth,  18mo,  2s  6d  Painter 1847 

Autobiography  of,  by  Lawson,  16mo,  8s  6<<  Smiths  Blder  1836 

-^•^  Commentaiy  on  Chilatians,  new  edit.,  8vo,  7s    Blake 1850 

— — by  Owen,  poet  8vo,  8s SetUy 1845 

— Genesis,  ch.  1-6,  by  H.  Cole,  8vo,  10s  6d HamUton  1855 

Gems  o^  translated  from  the  German,  18mo,  Is  6d Shaw 1838 

History  of  his  Life  and  Doctrines,  by  Tumbull,  2  t.8vo,  14«— r.  10s  Dolmam 1854 

Hymns,  in  German,  post  8vo,  4s NtUt  1845 

transUted  by  Rev.  J.  Anderson,  12mo,  Is  6<f W.  Collins 1847 


niustraiions  of  the  Life  of,  by  D'Aubign^  fol.,  21s Day  dk  Son    ...i86a 

Life  and  Times  of,  18mo,  2s    Simpkin 1846 

of,  by  Michelet,  med.  8vo,  2s  6<f,  Whiitaker  ;  post  8vo,  3s  6d     Bogue    1846 

H.  Woisley,  V.  1  and  2,  8vo,  each  12s BeUA Daldy...\%s^ 

in  Short  Words,  by  Sarah  Ciompton,  sq.,  Is  ;  cloth,  \s6d  ...   Bell  A  Daldy...  1Z60 

with  Essay  by  Cubitt,  12mo,  4s  6<i    Mason    1848 

Williams,  roy.  8vo,  3s HawUUm  1840 


.  48  Engravinga,  by  Koenig  &  Hale,  8vo,  28s Longman  1855 

roy.  8vo,  12s,  Cooke^  1853 ;  by  Croly,  4to,  21s  Ward  A  Zocik  .1858 

>  with  Letterpress  in  German,  4to,  18s  Williams  A  N,  1851 


Manual  of  the  Book  of  Psalms,  by  Cole,  12mo,  6s   SeeUy 1837 

Mental  and  Spiritual  History  of,  by  Dr.  Sears,  12mo,  8s  6d  Rel.  Tract  Soe,  1850 

Pope  Confounded,  &c,  translated  by  Cole,  8vo,  6s   Nisbet 1836 

Selections  from,  by  Hiisehfeld,  12mo,  2s  6^ ^room^'d^...i84i 

Spiritual  Songs,  translated  by  Hunt,  12mo,  8s  6d,  Kent,  1847 ;  ^  ^  Hamilton  1853 

-  Maasie,  post  8to,  3s  6c{ Ifatehard 1853 


Stocy  of,  a  Book  for  Young  Persons,  edited  by  Miss  Whately,  fcap.,  5s  /.  F.  Shaw  ...i86a 

Table-talk,  trans.  byHaslitt,  with  Life  by  Chalmers,  &c,  p.  8vo,  3«6d  If.  Bohn    1862 

Way  to  Prayer,  16mo,  3s  6c<   Pickering  1846 

awcf  Calvin,  lives  of,  18mo,  Is  6rf Rel.  Tract  Soci^S^ 

Lstiier  and  his  Times,  by  J.  B.  Riddle,  fcap.  8vo,  5s Parker  ik  Son   1837 

in  Chiuft,  Rise  and  Progress  of  the  Chinese  Insurrection,  12mo,  8s  6d Bentleg 1853 

Knox,  the  Inquisition,  New  England,  from  the  Teacher's  Offering,  1 8mo,  Is. . .   Ward 1862 

Latlwna  Manual  (Augsburg  Confession)  on  Scriptural  Principles,  cr.  8vo,  7s   Philadelphia...  1^$$ 

Utter&th(ifoi.)Ru8BiA  and  the  Jesuite  from  1772  to  1820,  8vo,  2s    Seeleg 1858 

Lnttcell  (N.)  Historical  Relation  of  State  Afiairs,  1678  to  1714,  6  v.  8vo,  63s   J.B.d:J.Parkeri%S7 

Utvjehe  (A.J.P.)  Inquiry  into  the  Principles  of  Pleading,  12mo,  6s,  '38  ;  n.  e.  7s6€t  Benning 1842 

" Reports  Common  Pleas,  roy.  8vo,V.  1,  82s  Qd;  V.  2,  23s  6d  Benning 1848 

I*tse  (A.)  Manual  of  Homoeopathic  Theory  and  Practice,  by  C.  Hempel,  8vo,  10s  6d  New  York 1862 

Uxford  (Geo.)  Flora  of  Reigate  and  ito  Vicinity,  12mo,  5s    Van  Voorst  ...1838 

L|»ll  (Alf.)  Agonistes,  or  Philosophical  Strictures,  post  8vo,  7s  6rf  Rrvington  1856 

—  (FFsi.)  Intellect,  the  Emotions,  and  the  Moral  Nature,  8vo,  12s  Hamilton  1855 

Sermons,  12mo,  8s  6(i    (7room6r»(^...i84S 

—  (W.K)  Propsedia  Prophetica,  or  Use  and  Design  of  the  Old  Test.,  n.  e.,  8vo,  9s..  Rivington  1854 

I'laa,  Caiu,  Lydia,  illustrated  by  Scharf,  desc.  by  Sir  C.  Fellows,  imp.  fol.,  42s Colnaghi    1847 

l^cett  (/no.)  Handbook  to  the  Cotewold  Hills,  their  Geology,  fcc,  12mo,  6s  Piper 1857 

1<7^(5m».)  Asian  Mystery,  in  the  History  of  the  Ansaireeh,  8vo,  10s  6d Longman  i860 

Visit  to  the  Secret  Sects  of  Northern  Syria,  post  8vo,  10s  6d  Hurst  A  B 1853 

}jf^pM  (/>./.)  A  Selection  from  the  Minor  Poems  of,  edit,  by  Halliwell,  post  8vo  ...  Percy  Soe n.d. 

Lydia;  or.  Conversion,  a  Saered  Drama,  8ro,  8s Rivington  1835 

^^{A.W.)  Report  of  Trial  of  the  TorbanehiU  Mineral  Csae,  4to,  7s  6d    Maxwell    1853 

- — -(^C.)Elemento  of  Geology,  12mo,  10s6<i,  ^38;  2  e.  2  v.,  18s;  n.e.,  8vo,  14s.  Murray 1861 

Principles  of  Geology,  9th  edit.,  8vo,  18s  Murray 1853 

' Travels  in  North  America,  1841-46,  n.e.,  4  v.  post  8vo,  89s--red.to  24s  Murray 185^^ 
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Ljle  {Max,)  Fair  Oaks;  or,  the  Sxperieneee  of  Dr.  A.  Osborne,  a  Novel,  2  r.  12mo,  12t  SamtdertA  0.  xS$6 

(Wm.)  GoTemment  Sitoations*  Handbook,  post  8to,  2«  6d    PigoU   1856 

Shorthand  Made  Easj  and  Useful,  poet  Svo,  2»  M Pigolt    1856 

LTmbomer  {A,L.)  Fall  of  the  Nan  Soung,  a  Tale,  8  t.  post  8to,  81j  6d SamttiertAO.  1846 

Mohawk  Chief,  a  Novel,  3  v.  post  Svo,  3lf  6d Newbf    1858 

Lympefield  and  its  Environs  Described,  Svo,  $8;  roy.  Svo,  12f  Simjim 1837 

Lynam  {Robt.)  History  ot  the  Roman  Emperors,  edit,  by  White,  2  v.  Svo,  32s Simpkin 1850 

Lynch  {A.C.)  Poems,  illustrated  by  Durand  and  others,  Svo,  7s  6d   New  Turk 1849 

(A.H.)  Measures  for  Labouring  Classes  in  Ireland,  Svo,  5f   Knight  1839 

-  {Mrt.Htn.)  Cotton  Tree  ;  or,  Emily  the  Little  West  Indian,  new  edit.,  12mo,  Is...  Oroomhridgt ..  1853 

Exodus  of  the  Children  of  Israel,  12mo,  4s  6<f SeeUy 1857 

— . Family  Sepulchre,  a  Tale,  square,  5s,  Chapman  AH,  ;  n.  e.,  ISmo,  4s.  A.  Hall 1849 

Lays  of  the  Sea,  and  other  Poems,  12mo,  6s SetUjf 1849 

. Maude  Effingham,  aTale,  ISmo,  3s A.  Hall 1849 


-  Millie  Howard  ;  or,  Trust  in  God,  a  Tale,  12mo,  5s,  1854 — red.  to  3s  M  Groonbridge  ...1856 
-Mountain  Pastor,  with  Preface  by  Bishop  of  Jamaica,  12mo,  3s  6d Dturltm  1852 

-  Rose  and  her  Mission,  a  Tale  of  the  West  Indies,  fcap.  Svo,  3s  ifamilton  1861 

'  Songs  of  the  Evening  Land,  and  other  Poems,  12mo,  2s BartUU 1861 

-  Stories  from  the  Acts  of  the  Apostles,  12mo,  S9  6d Seeley 1850 

Gospels,  square  16mo,  Is  6<i Tegg  1851 


-Story  of  My  Girlhood,  p.  Svo,  10s  6d,Longmav,  1857  ;  p.  Svo,  2s  6d...  Orifim    1861 

the  Patriarchs,  Preface  by  Rev.  W.  Manh,  squai^  16mo,  4s ...  /./^.  Shaw i860 


The  Red  Brick  House,  aTale,  12mo,  2s  W   Groombridgt  ...1%$^ 

Wonders  of  the  West  Indies,  12mo,  69  Seeleg 1856 

—  (Z>r. /no.)  Cambrensis  Eversns  (1662),  reprinted  in  3  v.  Svo Irish Areh.Soe.ii Si 

(M.H.)  Analytical  Tables  for  General  and  Forensic  Chemistry,  2  sheets,  2f Xor^moii  1838 

{T,T.)  Essays  on  some  of  the  Forms  of  Literature,  12mo,  8s  6(2 Longman  1853 

— Lectures  in  Aid  of  Self-Improvement,  12mo,  3s  6<i  Lomgman  1856 

-^— Memorials  of  Theophilus  TVinal,  new  edit.,  12mo,  6s  lAmgman  1856 

The  Rivulet,  a  Book  of  Sacred  Song,  roy.  32mo,  2s  6<f Longman  1856 

■  Three  Months'  Ministry :  a  Series  of  Sermons,  crown  Svo,  7s  6d Kent  j86i 

(W.F.)  Exploration  of  the  Dead  Sea  and  River  Jordan,  4to,  2Ss Phiiadefphia..AisS 

6th  edit.,  roy.  Svo,  21s  JBentleg  1851 


condensed,  p.Svo,7«  6d,Bentley,*S'i  ;  12mo,  Ss  6d  Jot,  Blackwoodi^Sy 

Lyndall  (Jo$.)  Prise  Essay  on  the  System  of  Business,  post  Svo,  Is  6<i Walton  1854 

Lyndon  (CAo.)  Steadfast  One;  or,  Safe  at  Last,  a  Tale,  ISmo,  3s  ed    Hamilton  1849 

Voice  of  Ida,  aTale,  ISmo,  Is  6rf   Hamilton  iM 

Lyne  (Joi,)  Statute  Law  of  Ecclesiastical  Leases  in  Ireland,  Svo,  10s  M HodgeiASmUh  li'^t 

(Rich.)  Two  Letters  to  his  Paoghter,  CM.  Glubb,  fcap.,  2s  Wertheim 1861 

Lynes  (C.)  Old  Man's  Wanderings  through  the  Manufacturing  Districts,  12mo,  4s  ...  Simpkin 1845 

Lynn  (Corra)  Fast  Life  ;  or,  the  City  and  the  Farm,  12mo,  Is HouUton    1856 

(Miis)  Amymone,  a  Romance  of  the  Days  of  Pericles,  3  v.  post  Svo,  31s  6d...  Bentleg 1848 

Aseth  the  Egyptian,  a  Novel,  3  v.  post  Svo,  31s  6d    Newby  1846 

Realities,  aTale,  3  v.  poet  Svo,  3ls6d Sa»ndend:0,  1851 

Witch  Stories,  post  Svo,  10s  6<i,  Chapman  de  Hall-^Ted.  to  5s  H.  Bohn 1861 

(<7.^.)  Essay  on  Revealed  Religion,  12mo,  8s  6d SeeUg 1845 

Sermons  at  Hampton  Wick,  12mo,  5s    Seeleg 1841 

(Tho.)  SUr  Tables,  for  Use  of  Mariners,  Ac,  roy.  Svo,  10s   Allen 1843 

Lyon  (C./.)  History  of  St.  Andrews,  Scotland,  2  v.  Svo,  2Ss  ..  Simpkin 1843 

Personal  History  of  Charles  II.,  Svo,  10s  6{f ^ooms 1851 

■  ((?.)  Elements  of  Scots  Law,  in  Question  and  Answer,  2nd  edit.,  Svo,  10s  6d  Bmning 1848 

— — Law  of  Landlord  and  Tenant  in  Scotland,  12mo,  8s  6d Benmng 1847 

Practical  Conveyancer  in  Scotland,  12mo,  8s  6</ Benning 1850 

(O.W.)  List  of  American  Writers  on  Recent  Conchology,  Svo,  9s New  York 1861 

(larael)  Hebrew  and  English  Spelling  Book,  12mo,  3s E.  Wilson 1837 

(/.C.)  Practical  Treatise  on  Orchidaceous  Plants,  post  Svo,  10s   Longman  1851 

■■  Science  of  Phrenology  as  applicable  to  Education,  Ac.,  Svo,  2s  6cf   .iyfott    1846 

■  {Mary)  Her  Life  and  Labours,  by  Dr.  Hitchcock,  12mo,  6s   NorthampUm^VM^ 

~  ~        ilnglis..    '' 


Life  and  its  Purposes,  12mo,  2s  6o{  OaUA  IngU»...ii(ii 

(i?a/pA)  Sermons  on  Moral  Power,  Svo,  2s  6<2  Hatehard 1848 

(ir.P.)MiUennial  Studies,  post  Svo,  5s    Ward 1856 

Lyons  {Jno.)  Act  to  Facilitate  Sale  of  Encumbered  Estates  in  IreUnd,12mo,6s-r.2s6<£  Simpkin 1851 

{Lady)  Lover  upon  Trial,  a  Talc,  12mo,  Is,  T,  Hodgson,  1853  ;  new  edit,  ls6<i  C.  H,  Clarke... i%(>2 

Olivia,  a  Tale,  12mo,  Is    Simma  ds  M.  ...i^i 

Sir  Philip  Hetherington,  a  Tale,  12mo,  Is  T.Hodgson  ...1854 

(iZ.i>.)  Handbook  of  Hospital  Practice,  poet  Svo,  5s  6rf Longman  1859 

Treatise  on  Fever ;  or.  Selections  from  a  Course  of  Lectures,  Svo^  12s  6d  Longman  1861 

Lyra  Anglicana,  Hymns  and  Sacred  Songs,  byBaynee,  6th  edit.,  fcap.  Svo,  3s  6d  HoulsUm    1861 

Apoetolica;  Poems  from  the  British  Magazine,  ISmo,  8s  6e2  Mozleg  i860 

Catholica ;  Breviaiy  and  Missal  Hymns,  trans,  by  Caswall,  32mo,  4s  6rf Bwms    1849 

Christiana;  Poems,  32mo,  3s  6d,  BeUdsBaldy,  1857;  sq.  32mo,  2s  6d Hamilton  1859 

Eboraoensis;  or,  Native  Lays  and  other  Poems,  12mo,  6s Hamilton  1839 

Ecclesiastica,  edited  by  the  Rev.  J.  Fawoett,  fol.  21s Rivington  1845 

Germanica,  trans,  by  Winkworth,  1  &2ser.,  12mo,  ea.5s,'58;SeLfrom,lSmo,ls  Longman 1859 

"  illust.  by  Jno.  Leighton,  Istser.,  fp.  4to,  21s  Longman  ,i86o 
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Lyn  Gerauuiica,  German  Songs,  5  toIs.  fol.,  each  15«    Bootey 1838-42 

Sacn  ;  Hjmna,  Ancient  and  Modern,  edited  by  Savile,  2od  ed.,  fp.  Sto,  5*  ...  Longman  x86i 

Sanctorum:  Laja  of  the  Minor  Festivals  of  the  Church,  12mo,  6« MaUert 1850 

Lvnof  Zion,  selected  by  T.  Bagg,  ISmo,  2s  6d Hamilton  1841 

Ljric  Gems  of  Scotland,  Rongswith  Music,  Istand  2nd  series,  16mo,  each  8s  6d    Houl^Um    ...1856-8 

Kotes  of  the  Russian  War,  by  Ruther,  1 2mo,  Is    BtUds  Daldy...\%s^ 

—  Poetxy,  written  in  England  temp.  Edward  I.,  ed.  by  T.  Wright,  post  8vo Perqf   Soe,    ...«.  e2« 

Ljriesl  Poems,  selected  from  Mnsicaif  ublicatAns,  1589-1600,  edit  by  Collier,  p.8T0  Percy  Soc n.d, 

TrBSsuiy,  82mo,  2sfW    Davidson  1845 

Lmes and  Legends  of  Rome,  by  Idea,  8to,  7s  6<2 Chapman  is  H.i%to 

L}«)iis(Scisi.)  Christian  Fables  for  the  Young,  18mo,  2s Darton  1849 

Claudia  and  Pudens  ;  or,  Early  Christians  in  Gloucester,  fcap.  4s  6d  .  Hamilton   1861 

Model  Merchant  of  Middle  Ages,  Whittington  and  his  Cat,  Svo,  5s  ...  Hamilton  i860 

lr^T{P.T.)  Battalion  Drill  forthe  Use  of  Young  Officers,  12mo,  2s  ^d Parker  ie  Son,i%s^ 

lr\£{H.'F.)  Poems,  chiefly  religious,  2nd  edit.,  fcap.,  4s  ^d  RivingUm  1845 

• Remains  of,  with  a  Memoir,  12m 0,  8s Rivington  1850 

Lnh  (Ifn.)  Memorial  of  :  Religion  in  Ernest,  by  her  Son,  John  Lyth,  or.  Svo,  4s...  Book  Society  ...1861 

Lntletos  (/no.)  Sibyl,  and  other  Poems,  fcap.  8to,  4s  Smith  i:  Elder  x86i 

(/ioni)  Four  Gospels  and  Acta  of  AposUee,  with  Notes,  n.e.,cr.  8to,  4s  6</  .  Rivington  1861 

MemoiiB  and  Correspondence,  1734-73,  2  ▼.  8to,  24s    Ridgway    1845 

and  Gladstone  (W.E.)  Tianslationa,  4to,  21s  ;  post  8to,  6s  Quariteh    i86a 

lxuas{SifE.B.)  Novela,  Library  Edition,  41  toIs.  post  Svo,  each  5s,  ris.:—  Blaekwoodi  1859-61 

Gaxtons,  2  rola.     Derereux,  2  vols.     Disowned,  2  toIs.     Ernest  Maltravers,  Ist 
part,  2  Tola.  ;  2nd  part  (Le.  Alice),  2  Tola.   Eugene  Aram,  2  rols.   Godolphin, 

1  ToL     Harold,  2  toUl     Last  Days  of  Pompeii,  2  vols.     Last  of  the  Barons, 

2  Tob.  Lucretj^  2  toIs.  My  Novel,  4  rols.  Night  k  Morning,  2  vols.  Paul 
Clifford,  2  Tola.  Pelham,  2  toIb.  Pilgrims  of  the  Rhine,  1  toI.  Rienri, 
2  Tola.  Siege  of  Granada,  1  toL  What  will  he  do  with  it !  4  toIb.  Zanoni, 
2to1s. 

■ — -  ■  14  T.  12mo,  each  6s 8aund€r$A0.i%^o~6 

— Alice,  8  T.  p.Sto,  ZUM,  '38  ;  p.8To,  8s6<2,'52  ;  12mo,2s;  cl.,2s  6(2  RoutUdge  i860 

Athena,  ita  Rise  and  Fall,  2  t.  Sto,  dU  Qd    Saunders 4S:  0,  1837 

Caxton8,3T.p.,81s6<{,£Zae^iooo(is,'49;p.8To,4s;  12mo,2s;cl.,2s6<i  Routledgt  1854 

'Confessions  of  a  Water  Patient,  8rd  edit.,  12mo,  Is  BaiUihrt    1847 

DeTereux,  8  t.  p.  8to,  31s  6<i,'i9  ;  p.8TO,8s6if ;  12mo,2« ;  cl.,2s  6<i  Routledge  1861 

Di80wned,dT.p.8To,31s6<f,'29;  p.8vo,3s6d,'52;  12mo,2s  ;  cl.2s6<i  Routledge  1855 

'  • r Dxunatic  Works,  8to,  12s,  Saunders  d:  0.,  1841  ;  12mo,  6s    Routledge  1859 

' England  and  the  English,  2  t.  post  8to,  21s,  1833  ;  12mo,  6s Chapmain  de  ir.1840 

• Ernest  MaItraTer8,8T. p. 8?o, 81s  6<2 ;  p.8TO,8s6({  ;  12mo,2s;  e\.2sM  Routledge  ...... 1861 

Eugene  Aram,  3t.p.8to,  31s6<2,'32;p.8To,3s6d;  12mo,2s;d.,2s6d  Routledge  1861 

; ETa,  and  other  Poems,  12mo,  5s  SaundersdfO,  1842 

:   • — Falkland,  post  8T0,  9s  6d Colbum 1825 

I Godolphin,  3T.p.8To,31s6<i,*3i  ;  p.'8To,3s;  12mo,  Is  6<i  ;  cL,2s6<2  Routledge  i860 

I Harold,  3  t.  p.  8vo,  81s  6d,  '48  ;  post  8to,  4s;  12mo,  2s;  cL,  2s  6d  Routledge  i860 

King  Arthur,  a  Poem,  2  t.  post  8to,  15s;  new  edit,  1  t.  10s  Sd ...  Colbwm 1849 

J Lady  of  Lyons,  8to,  4s  6rf,  1838  ;  new  edit.,  2s  6d  Chapman  ds  H.1Z60 

I Last  Days  of  Pompeii,  8t.p.8to,  31s  6<2 ;  3s  6<2 ;  ]2mo,2s ;  cl.,2s6(i  Routledge  x86i 

I of  Barons,  3t.p.8to,31s6(2,'43  ;  p.8To,5s;  12mo,2s  ;  cl.,2s6(2  Routledge  ..p. ..i860 

Leila;  or,  Siege  of  Granada,  r.8T0,  31s6c2,^o)i^niaii,'38;  p.8T0,14s  Kent  1847 

p.8To,  2s  ;  12mo,  Is;  with  Pilgrims  of  the  Rhine,  2s 6d  Routledge  1861 


—  Letters  to  John  Bull  on  Landed  Property,  8to,  Is  Blaekwoods  ...1851 

—  Lncretia, 3 T.  post 8to,  31s 6^,1847;  p.8To,4s;  12mo,2s;  cl.,2s6<2  Routledge  i860 

—  Money,  a  Comedy,  8to,  5s,  1840;  new  edit.,  2s  M  Chapman  A  ff.1%4.9 

—  My  NoTol,  4T.p.  8to,42s;  2t.,  21j,'53  ;  p.8to,2t.8s;  12mo,2T.4s  Routledge  1861 

—  New  Timon,  a  Poetical  Romance,  post  8to,  5s CoUmm 1846 

—  Night  and  Morning,  8  T.p.8To,31s  6<f  ;  p.8T0,4s;  12mo,2s;  cl.2s  6(i  Routledge  1851 

—  Not  so  Bad  as  We  Seem,  a  Comedy,  8to,  5s  ;  new  edit.,  2s  6d Chapman  ds H.  i860 

—  O'Neill;  or,  the  Rebel,  post  8to,  7s  6d  Colbwm 1827 

—  Paul  Clifford,  8  t.,  31s  %d,  1830;  p.  8to,  3s  ^d  ;  12mo,  2s  ;  cl.,2s  6e2  Routledge  i860 

—  Pelham,  8T.p.8T0,31f  6d,'28  ;  post  8to,  8s 6o{ ;  12mo,2s;  cl.,2s6<2  RouOet^  i860 

—  Pilgrims  of  the  Rhine,  8to,  21s,  Bo^rue, '40  ;  p.8To,2s6if  ;  12mo,ls  Routlee^  1861 

—  Poetical  and  Dramatic  Works,  5  t.  p.  8to,  40s,  Chapman  A  //.  ~r.  1 7s  Routledge  1 848 

Works,  12mo,  7s6(2 RoiOUdge  1859 

—  Richelieu,  a  Play,  8to,  1838;  new  edit.,  2s  6e2  Chapman deH,i%^Q 

—  Riensi,  8  t.  8to,  31s  6(2,  1835  ;  p.8T0,  8s  M  ;  12mo,  2s;  cL,  2s  6d  Routledge  1861 

Sea  Captain,  a  Play,  8to,  4s  6d   Saunders  de  0,  1839 

-  Siamese  Twins,  a  Tale  of  the  Times,  post  8to,  lOs  6d  Colbum 1831 

•  Strange  Story,  with  portrait,  2  t.  p.  8to,  24s  ;  n.  e.,  cr.  8to,  7s  Sd  Low   i86a 

•  Student,  a  Collection  of  Papem,  2  t.  8to,  21s,  1835  i  12mo,  6s  ...  Chapman  ds  H 1840 

•  What  will  he  Do  with  Itf  aNovel,  4  t.  p.8to,42s/58  ;  n.e.,4  t.,20s  Blaekwoods  ...i860 

-  Word  to  the  Public,  8to,  Is Savmdersd:0,  1847 

-  Zanoni,  3t.  p.8to,  31s  6d,'42;  p.  8to,  3s  6<£ ;  12mo,  2s ;  cL,  2s  6d  Routledge 1866 

-(Lady)  Behind  the  Scenes,  a  NotcI,  8  t.  post  8to,  81s  ed Skeet  1854 

-  Bianca  Gapello,  3  t.  post  8to,  81s  6d Bull  i9 

-  Budget  of  the  Bubble  PamUy,  8  t.  poet  8T0,  81s  6<I BuU  
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Lytton  (Lady)  Oheytiiej  ;  or,  Man  of  Hononr,  8  ▼.  p.  8to,  81«  6d,  BuU,*is ;  ^^Of  2s  C.  JET.  C^arke.,.ils9 

Memoirs  of  a  Moscovite,  3  v.  post  8vo,  ZU  6d   Aeir6y      1844 

Miriam  Sedley  ;  or,  Tares  and  the  Wheat,  3  t.  post  8vo,  31»  6d Shobcrl  1S51 

Peer's  Daughters,  3  ▼.  poetS^o,  ZIb  6d   iV'ew&y    1830 

-  School  for  Huttbands,  3  ▼.  post  8vo,  81a  6rf Skea  1852 

The  World  and  his  Wife,  a  Novel,  3  y.  post8TO,  81»  6d    a Skeet  iSs8 

•  Very  Successful,  a  Novel,  8  r.  post  8vo,  31«  6d,  Skeci,  1856  ;  12mo,  2«  C.  H.  Clarke    1858 


-iR,B.)  Clytemnestra,  Earrs  Return,  and  other  Poem%  12mo,  7<  Qd Chapman  ^  //.1855 

Lucile,  a  Poem,  cr.  8?o,  12« * Chapman,  <fir  H.i%bo 

Serbski  Pesme  ;  or.  National  Songs  of  Servia,  12mo,  it    Chapman  Jt  H.1%^1 


The  Wanderer,  Poems,  2nd  edit.,  12mo,  9«  6<2   Chapman  <£;  £^.1859 

M.D/sDauohtbr,  8  V.  post  8yo,  81<6({  Bwnu 1841 

M.P.  in  Search  of  a  Creed,  by  Author  of  Squires  and  Parsons,  post  8vo,  10<  6<2 SaundenAs  0...x86i 

M.P.'s  Wife,  and  the  Lady  Qeraldine,  a  Novel,  2  v.  post  8vo,  18«   BuU   1838 

Mabel  Carrington,  a  Novel,  by  Author  of  Walter  Clayton,  &c.,  3  v.  post  8vo,  31«  ^d  Neusb^    1849 

Owen,  an  Autobiography,  by  M.  S.,  2  v.  post  8vo,  21s  Newbjf    1859 

Mabel's  Cross,  by  E.  M.  P.,  2  v.  post  8vo,  15s    Tindey  1861 

Maberley  {O.F.)  Matter  and  Manner  of  Preaching  Considered,  post  8vo,  2s Partrtdffe  1850 

> {J.)  Print  Collector,  small  4to,  12s Saunden  4:  O.  1844 

(ifrs.)  Display,  a  Novel,  8  v.  post  8vo,  81s  6(2 Jlursi  d:  B 1855 

— Rmily  ;  or,  Connteas  of  Roeendale,  3  v.  post  8vo,  81s  M Colbum 1840 

Fashion  and  its  Votaries,  8  v.  post  8vo,  31s  M Satmdert  A  O..1848 

Lady  and  the  Priest,3  v.  p.8vo,  31s  6</,  Co&um,*5i;  n.e.,12mo,  2s  Clwrkt    1858 

Leonora,  a  Novel,  3  v.  post  8vo,  81s  6<2 Smith  it  Elder  1856 

Leontine  ;   or,  the  Court  of  Louis  XV.,  8  v.  post  8vo,  ZU6d Colhwm 1846 

Love  Match,  8  v.  poet  8vo,  81s 6d,  Coilnumji%\i\  n.e.,12mo,  2«...  Bryet i860 

Melanthe,  8  v.  post  8vo,  31s  6rf  /.  Mitekdl 184J 


Mabinogion  ;  or.  Ancient  Romances  of  Wales,  transl.  by  Lady  Quest,  8  v.  roy.  8vo,  68s  Longman  1849 

Mabire'a  Guide  to  French  Conversation,  18mo,  4s   BariheM 1839 

Macadam  (Robt.)  Cheese-making  Made  Easy,  8vo,  2s  6d HamUUm  i86x 

Macaleer  (/.)  Qeneral  Key  to  English  Parsing,  8vo,  2s6fll Simnu    1840 

Maealister  (J (er.)  Balmoral,  a  Sketch,  post  8vo,  2s Botworth  185$ 

Macall  (J?.5.)  Addresses  to  the  Young,  12mo,  8s Jadaand:  IF.. .1842 

Discourses,  with  Life  by  Wardlaw,  3  v.  8vo,  86s    Jaetaon  ds  W...1843 

>  (&11R.)  Lectures  at  Nottingham,  with  other  Disoonrses,  12mo,  5s Jaekaom,  ds  IT.. .1850 


Macallan  (J ^ex.)  Digest  of  the  Law  of  Scotland,  1854,  12mo,  7s  6(2 BuHerworih  ...1854 

Macalpine  (N.)  Pronouncing  Gaelic  and  English  Dictionary,  8rd  edit.,  12mo,  9s Simpkm 1847 

Macanly  (/os.)  Life  Assurance  and  Joint-Stock  Banks,  8vo,  Is Simpkin 1847 

■  ■    ■  Outlines  of  Banks,  Banking,  and  Currency,  12mo,  6s Maeardy   1842 

<— ~« Synopsis  of  Evidences  of  Christianity,  12mo,  2s  6d ^ MoLcardy  1842 

Macaiiss  Bxcidinm  ;  the  Destruction  of  Cyprus,  edited  by  O'Callaghan,  2U lriMhArxk.Soe.^-S^ 

Maeariodos  ;  or,  the  Happy  Way,  post8vo,  4s  6c2   HamUlon  1853 

Macarins,  Patriarch  of  Antiocb  ;  Travels,  by  Balfour,  2  v.  4to,  80s OrienUUTr,Fnd.n.d. 

(St.)  Institutes  of  Christian  Perfection,  18mo,  Is  6d Niabet 1838 

Macarthur  (C.)  Scale  of  Medicines,  for  Merchant  Vessels,  6th  edit.,  12mo,  2s  6d  ...  Orr i8si 

(/(U.)  State  and  Prospects  of  New  South  Wales,  post  8vo,  8s Waliker 1837 

Macarthy  (D.)  Massaniello,  an  Historical  Romance,  3  v.  post  8vo,  81s  dd C<Ubtum 184a 

Macartney  (H.B.)  Observations  on  the  Book  of  Ruth,  18mo,  Is  6(2 Longman  1842 

(/.)  Treatise  on  Inflammation,  4 to,  15s Longman  1838 

(W.)  Origin  and  Progress  of  the  United  States,  post  8vo,  6s New  York 1847 

Macaulay  {Alex.)  Medical  Dictionary  for  Popular  Use,  14th  edit.,  8vo,  10s  6<2  Zon^moii  185S 

\B.E.)  a  D.ay  in  Nismes,  a  Sketch,  12mo,  2s  6(2 MaMert 1855 

(/as.)  Essay  on  Cruelty  to  Animals,  12mo,  2s  6(2 (rroofli6ru29e...i839 

^_~ (/.)  Description  of  Madeira,  illust.  by  Picken,  fol.,  42s;  coloured,  84s...  Bogue    1841 

(j,S.)  De  Laubat's  System  of  Fortification,  12mo,  3s  6(2   Boawortk  1851 

-  Treatise  of  Field  Fortification,  5th  edit.,  p.  8vo,  plates,  fol.,  12s...  Bwwovih  i860 


-  {Lwrd)  Biographies  in  the  Encyc.  Brit,8vo,10s6^;  12mo,6«~red.  to  3s6<2  Limgman  x86i 

■  '■  Essays  :  Addison  and  Walpole,  8q.l2mo,  Is ;  Byron  and  DramatistB, 
Is ;  Chatham,  Is ;  Croker's  Boswell's  Johnson,  2s ;  Hallam'a 
History,  Is ;  Lord  Bacon,  Is  ;  Lord  Clive,  Is ;  Ranke's  Popes, 
and  Gladstone  on  Church  and  State,  Is  ;  Warren  Hastings,  Is  ...  Longman  ...1851--6 

Enays,  CriUcal  and  Historical,  8  v.  8vo,  36s,  1846;!  v.  8vo,  21s...  Longman 1850 

2t.  p.  8vo,  8s,'54;  3  y.  12mo,  21s  Longman  1852 


■  His  Life  and  Writings,  Two  Lectures  by  Clements,  p.  8vo,  2s  6(2...   WhiUdker i860 

'  Historian,  Statesman,  and  Essayist,  12mo,  Is ;  cl.  2s6(2    HotUn  i860 

-HistoryofEngland,8vo,V.  1,2,32s, '49;  3,  4,  86s, '55  ;  5,  12s...  Longman  1861 

-Cr.  8vo,  8  v.,  ea.  6s Xoi^num...  1857-62 


-  Lays  of  Ancient  Rome,  new  edit.,  sm.  4to,  21s  ;  16mo,  4s  6(2  Longman  1862 

-  Memoirs  of,  by  Dean  Milman,  8vo,  Is  6(2    Longmtan  1862 

■  the  House  of  Bourbon,  2  v.  12mo,  10s — red.  to  7« Longmam  1830 


•  Misoellaneous  Writings,  2  V.  8vo,  21s Lcngmam  i860 

-  Public  Life  of,  by  F.  Arnold,  8vo,  14s;  new  edit.,  8vo,  7s  6(2 Tindeg  1862 

•Speeches,  Corrected  by  Himself,  8vo,  12s   Longman  1853 

on  Parliamentary  RefonBi  sq.  12mo,  Is  Longman  1854 
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llaaaUj  {Lord)  Speeches,  Farluunentary  and  MLBoelkneous,  8to,  10«— red.to  10<  td    Olarhe   x 853-4 

liioaakat  (Mitt)  Adelaide's  Gift  on  New  Year's  Day,  12mo,  3j  6d Longman  1848 

Macbeaa  {Fofiia)  Sketches  of  Character  and  Costume  in  Constantinople, &c.,f oh, 84<  Maclean 1854 

{Maj.)  Views  in  Lucknow,  Sketches  during  the  Siege,  4to,  10*  6rf   Hogarth 1858 

UMhnir(/)./.)  Bankruptcy  Practice,  Scotland,  1856,  8vo,  It  6d Hamilton 1856 

Digest  of  Oases  decided  in  Court  of  Session,  184')-60,  8to,  27«  Btnning    185a 

Decisions,  Scotch  Courts,  1850-66,  8vo,  15« Benning 1856 

Forms  of  IVoceas,  Sheriffis'  Court,  Scotland,  1863,  roy.  8yo,  9«  6{i...  Stevens  1853 

{R.M.)  Africans  at  Home,  with  Map,  cr.  8to,  7«  6rf ^ Lon^gman  1861 

Chapters  on  National  Education,  8to,  3s— red.  to  2t    Smipkin 1845 

-^^— —  ecology  and  Geologists,  8vo,  2«  6c{ Siuipkin 1844 

' Goodness  of  ProTidenoe  Explained,  post  8vo,  68  6d Simpkin 1841 

■ Happy  Church,  18mo,  Is Simpkin 1850 

Living  Church  ;  an  Exposition,  12mo,  2t  6d JuddtkOlatt    1857 

Missionary  Travels  in  Egypt,  &c.,  post  8to,  6s Simpkin 1846 


Ibebride  {J.D.)  Diateaaron  :  History  of  Christ  from  the  Gospels,  8to,  28  6d    J.HtkJ.ParkeriSs^. 

Lectures  Explanatory  of ,  2  v.  8yo,  18s  J,H,<kJ.Parkeri%s^ 


•Lectures  on  Church  Articles,  England  and  Ireland,  8yo,  12s J,H,JeJ,Parkeri%S'i 

-the  Acts  and  the  Bpiatles,  8to,  10s  6e{ J,H.4kJ.ParkeriZs^ 


I Mohammedan  Religion  Explained,  8vo,  7t  6d SeeUy 1857 

(Pet.)  Kaaaina,  8to,  5t6d W.  CoUvm 1849 

Macbiiraey  (/f.)  Cyclopeedia  of  History,  post  8vo,  10s  6d Griffin    1857 

• Student's  Handbook  of  Ancient  History,  poet  8to,  3s    Griffin    1855 

Medi»val  History,  post  8yo,  5» Griffin 1856 

Macbanie (Air.)  Essay  on  Errors  of  Infidelity,  12mo,  2s  6<i A.  Hall 1854 

Mental  Exercises  of  a  Working  Man,  post  8yo,  7«  6d Neufby    1854 

M^cabe  {W.B.)  Adelaide,  Queen  of  Italy  ;  or,  the  Iron  Crown,  a  Tale,  12mo,  6s...  Dolman 1856 

Bertha ;  a  Romance  of  the  Dark  Ages,  3  v.  post  8vo,  31s  Qd   Nevoby    1851 

• Catholic  History  of  EngUuid,  8  t.  8vo,  64s Ntidty 1848-54 

Chi iatmas  Story  Book,  square,  2s Duffy i860 

~ Florine,  Princess  of  Burgundy,  a  Tale  of  the  First  Crusaders,  1 2mo, 4s  Duffy i860 

il^aaU  (H^fli.)  Lectures  on  Agents  of  Civilisation,  12mo,  3s  6<2 /.  Chapman  ...1841 

Education  of  Taste,  12mo,  2s  6ci /.  Chapman  ...1846 

• Elements  of  Individualism,  post  8vo,  7«  6d /.  Chapman  ...1847 

^  National  Missions ;  a  Series  of  Lectures,  post  8vo,  10s  6<;f Triibner 1855 

HMeaJlom  (Dim.)  History  of  the  Ancient  Scots,  12mo,  4s HouUton  1858 

Culdees,  or  Ancient  Clergy,  177-1300,  12mo,  4s...  HouUton  1855 

yuan  {Wm.)  Ride  through  the  Argentine  Provinces,  2  v.  post  8vo,  24s Smith  dk  Elder  1853 

iI»csitky(AMi.)  Free  Lance,  an  Historical  Romance,  3  v.  post  8vo,  31s  6(i Bentley 1844 

Siege  of  Florence,  a  Romance,  3  v.  poet  8vo,  31s  6<i Colburn 1840 

' {B.C.)  Physical  Geography  of  the  British  Empire,  new  edit,  12mo,  2j  6iil  Dolman 1859 

{B,F.)  Ballads,  Poems,  and  Lyrics,  imp.  16mo,  7s  6d,  iSso^red.  to  Ba,..  Orr 1857 

Bell  Founder,  and  other  Poems,  12mo,  3s  6d Kent  1857 

■ Book  of  Irish  Ballads,  18mo,  Is  Simpkin 1846 

""- Poeta  and  Diamatists  of  Ireland,  18mo,  Is Simpkin 18/.6 

— Undeiglimpses,  and  other  Poems,  12mo,  Zt  6d  Xeni  1857 

(/./^)  Sacred  or  Christian  CUssics,  translated,  12mo,  9$6d Simpkin 1859 

^^A«cul  (i^.)  Apology  for  the  Study  of  Hebrew,  8vo,  Is    Wertheim  1844 

Conversion  and  Restoration  of  the  Jews,  12mo,  2s  Wertheim  1838 

Hebrew  Primer,  new  edit.,  Syo,  It  6d  Aylott    1857 

Holding  Fast :  the  Authorised  Bible  Version,  8vo,  Is Wertheim  J857 

Introduction  to  Hebrew  Grammar,  8vo,  4s   Parker  A  Son...  li^y 

Letter  on  the  Ancient  Interpretation  of  Leviticus  XVIII.,  8vo,2«  ...   Wertheim  i860 

Old  Paths  ;  or.  Modem  Judaism  Compared,  8vo,  10s Wertheim  1837 

--  Plain  Sermons,  12mo,  6s  6rf  Wertheim  1840 

Rabbinic  Authorities,  new  edit.,  2  v.  8vo,  14s Tegg  1858 

Rationalism  and  Deistic  Infidelity,  Three  Letters,  8vo,  Is Wertheim  1861 

Divine  Inspiration  of  Scripture,  l2mo,'2s6(2  Seeley 1850 


•^ — ■ Sketches  of  Judaism  and  the  Jews,  12mo,  Zs  6d Wertheim  1838 

' Testimonies  to  the  Divine  Authority  of  the  Holy  Scriptures,  p.  8vo,  4s  Cd  Rivingtont 186a 

— Warburtonian  Lectures  on  the  Prophecies,  8vo,  7«,  '46  ;  2ud  ser.,  7«  Parker  <i*  Son   185a 

J {J.B.)  Ten  Commandments;  the  Christian's  Spiritual  Instructor,  p.  8vo,  Os  Saundertde  0.  1861 

Mscrinsland (Bom,) Latter  Days  of  Jerusalem  and  Rome,  8vo,  14s,  '59  ;  n.  e.,  10s  ed  Bentley  i860 

■ Jewish  Church  and  Nation,  12mo,  5s  6 J   Longman  1841 

-" — Sermons  in  Stones;  or,  Scripture  Con6rroed  in  Geology,  12mo,  4s  Bentlty  1857 

' — ■■ — Times  of  the  Gentiles,  as  preached  in  the  Apocalyi>3e,  1 2mo,  5t  6d  Nitbet 1852 

" (/.(7.)  Hope  of  Israel,  12mo,  3s  6c/ Simpkin i860 

"* Truths  for  the  Times :  On  the  Intermediate  State,  12mo,  ItGd...  Simpkin 1 860 

|uoeaw(H^«.)  Truth  frae'mang  the  Heather,  new  edit.,  12mo,  Is  Partridge 1862 

^lAocheyne  {R.M.)  Additional  Remains:  Sermons  and  Lectures,  6s,  '46 -red.  to  6s  Hamilton  1853 

Basket  of  Fragments:  Substance  of  Sermons,  6th  ed.,  12mo,  4s  Griffin    1861 

■ FamiUar  Letters,  post  8vo,  2s  6<i,  i848~red.  to  ls6d JohnMone  1848 

■ — —  Memoir  and  Remiuns,  by  A.  A.  Bouar,  new  edit,  12mo,  6s Hamilton  1857 

Revival  Truth,  edit,  by  Reid,  12mo,  3s  6d Nitbet i860 

"^ —  Selections  from  Works,  32mo,  la  Gd Hamilton  1847 
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MaocheTnc  (R,M.)  Seven  Gems,  12mo,  U  ffamiUon i86» 

' and  Bonar(^. ) ,  Soottish  Miesions  to  Jews,  2  r,  p.  8to,  10»M;\r,5t  ffamilion  i  S42 

IbccleUui  ((?.^.)  Annies  of  Barope,  Illostntted,  8vo,  21« PhUaddiAifi...i%b2 

Earopean  CaTalry,  Illustrated,  12mo,  7«  M    PhUaddpkia... lUi 

— Instructions  for  the  Field  Service  of  the  U.  8.  Cavalry,  12mo,  9«  ...  Philadelphia... lUi 

Manual  of  Bayonet  Exercise,  12mo,  8«  6rf  Philadelphia... lUi 

' Report  on  Seat  of  War  in  Europe,  1865-6,  4to,  8O1 WathingUm  ...1857 

Kaoclelland  (O.)  Predestination  and  Election  Vindicated,  12mo,  6«  6d    Pivingtun,  184S 

(J no.)  Sketch  of  Medical  Topography  of  Bengal,  post  8vo,  ii  6d Churchill  1S59 

Maoclintook  {Capt,}  Discovery  of  the  Fate  of  Sir  John  Franklin,  8vo,  16* Murray i860 

{Jno.)  Sketches  of  Eminent  Methodist  Ministers,  8vo,  30« Neiv  York 1853 

(Loury)  Volume  of  Divinity  for  Young  Students,  12mo,  i»   Orr    1851 

(AM.)  and  Crook  (Q.)  First  Book  in  Latin,  4th  edit,  fcap.  8vo,  5s New  York 1848 

Hardy  (S.L.)  Observations  on  Midwifery,  &e.,  8vo,  10s  6d  Longman  1848 


Macclure  (A.W.)  TranaUtors  Revived,  Authors  of  English  Bible,  12mo,  UHd New  York 1853 

(Capt.)  Discovery  of  N.  W.  Passage,  1860-4,  cd.by08l)om,  8rded.,8vo,  15s  Longman  J859 

Maocoan  (J.C.)  ProtesUut  Eoduranoe  under  Popish  Cruelty,  12mo,  8s  M    Binnt    1853 

Maccoll  {Evan)  Mountain  Minstrel ;  Poems  and  Songs,  12mo,  5s  J.  R.  Smith...  1846 

Maccomb  (Wm.)  Voice  of  the  Tear  and  other  Poems,  12mo,  5s Hamilton  1849 

MaocomVs  Guide  to  Belfast,  the  Giant's  Causeway,  &c.,  12mo,  2s  6(2 Hamilton  1861 

Maocombie  {That.)  Arabin  ;  Adventures  of  a  Colonist  in  New  South  Wales,  12mo,  8s  Simmondt 1845 

■  Australian  Sketches,  the  Gold  Discovery,  &c.,  fcap.  8vo,  2s  6€^...  Low    J 861 

Baaays  on  Colonization,  8vo,  2s  6rf   Smith  ds  Elder  .li so 

History  of  the  Colony  of  Victoria,  1859,  8vo,  15s ChapmanAH.  1859 

— —  (irWi.)  Beauties  of  Modem  Sacred  Poetry,  12mo,  3s  6d WardikLod:  .1857 

■  Essays  and  Lectures  on  Education,  12mo,  4s    Hamilton  1857 

Hours  of  Thought,  12mo,  4s NeUo*  1856 

Moral  Agency,  and  Man  as  a  Moral  Agent,  12mo,  4s Seel€y 1842 

Use  and  Abuse  ;  Right  and  Wrong  as  to  Labour,  12mo,  2s    Ward 1851 


Macconnell  (J.L.)  Western  Characters,  Types  of  Border  Life,  fcap.  8vo,  6s New  York 185) 

Maccord  {W.J.)  Salvation,  or  the  Sinner  Directed  in  the  Way  of  Life,  12mo,  Is JUL  Tract  Soc  1847 

Macoormao  (Hen.)  Aspirations  from  the  Inner  Spiritual  Life,  8vo,  9s  6d Longman  ......186a 

Exposition  of  the  Nature,  &c.,  of  Fever,  8vo,  6s Longman  1835 

-  Metanoia  :  a  Plea  for  the  Insane,  Is  Longman  1861 

— — ^— Moral  and  Sanatory  Economy,  12mo,  Is    £dld:J)aldjf...i^Sl 

Philosophy  of  Human  Nature,  8vo,  12s Longman  183^ 

. Practice  of  Medicine;  Methodus  Medendi,  8vo,  16s Longman  184? 

Treatise  on  Pulmonary  Consumption,  post  8vo,  Ss  6<i  Longman  185^ 

Maccormick  (i2.a)  VisittotheCsmpatSebastopol,  12rao,  6s  New  York 185J 

Maceormish  {RC.)  St.  Paul's  to  St.  Sophia  ;  or.  Sketchings  in  Europe,  cr.  8vo,  et6d  New  York  i86c 

Maccorry  (J.S.)  Lectures  on  Supremacy  of  Peter  and  Roman  Pontiff  12mo,  2i6d...   Dolman 185) 

Maooosh  (Jaa.)  Intuitions  of  the  Mind  Inductively  Investigated,  8vo,  12s   Murray i86< 

• Method  of  Divine  Government,  7th  edit.,  8vo,  10s  6d Simpkin iS6< 

The  Supernatural  in  Relation  to  the  Natural,  post8vo,  7s  6d Maemillan 186] 

— ^— — '  Typical  Forms  &  Special  Ends  in  Creation,  p.8vo,  7s  6d,'56 ;  n.  e.,  5s  Maemillan    ...186^ 
-(Jno.)  Medical  Advice  to  Officers  in  India,  new  edit,  post  8vo,  8s AUen  ds  Co.  ...185^ 


Macoowan  (P.)  Considerations  on  the  Christian  Sabbath,  18mo,  Is  Mown    185^ 

Maecoy  (/^.)  Contributions  to  British  Palieontology,  8vo,  9s  Maemillan    ...185^ 

and  Griffith  (Sir  R.)  Carboniferous  Limestones  of  Ireland,  pi.  4to,  25s  .   WilUamM  A  N.  1863 

Salter,  Synopsis  of  the  Silurian  Foesils  of  Ireland,  pi.,  4to,  7s  6d    WiUiamtdeN  1863 

(Simon)  Advice  to  the  Public  on  Malignant  Cholera,  8vo,  8s  6rf Longman  184! 

Maccrie  (Alex.)  Vindication  of  the  Covenanters,  new  edit,  12mo,  3s  %  ......  Loi^num  i85< 

(Oeo.)  The  Old  World,  and  other  Poems,  12mo,  5s Nid>et   i8si 

(Tho».)  Works  edited  by  his  Son,  4  v.  post  8vo,  each  6s Elackwoodi    ...185] 

1.  Life  of  Knox.    2.  Life  of  Melville.   3.  Reformation  in  Italy.   4.  Sermons,  &c. 

■ Lectures  on  Christian  Baptism,  12mo,  2s  6d Theobald  184^ 

the  Book  of  Esther,  12mo,  5s    Cadell    183I 


-  Life  of,  by  his  Son,  8vo,  9s Theobald   185^ 

-  Miscellaneous  Writings,  by  his  Son,  8vo,  10s  6(£ Groombridge...J%^\ 

-  Sermons,  8vo,  10s  6rf Blaekwoods   ...183^ 

-Sketches  of  Scottish  Church  History,  12mo,  6s  M,  1841;  Srd  ed.,  5s  Hamilton  1841 


Maccrindell  (Rachel)  Convent,  a  Narrative,  n.e.,  12mo,  5t,^s^,Ayloft;  It  6dk2$  6d  Simpkin 1861 

English  Governess,  a  Tale,  12mo,  5#,  Da^on, '48 ;  Is  6rf  &  2s  6d  Simpkin 1S5I 

School  Girl  in  Prance,  12mo,  58,  Seeley,'si\  n.  e.,  Is 6(2  &  2s  6rf  Simpkin 1861 

Maoeristie  (/.)  Trial  of  T.  Williams  for  Forgery,  8vo,  10s  6d    Simpkin 183! 

Maccallagh  {W,T.)  Industrial  History  of  Free  Nations,  2  v.  8vo,  24s  Chapmand-  ^.184! 

Use  and  Study  of  History,  8  vo,  7s  6d,  1 84a  ;  10s  6rf Chapman  dt  H.  1 84! 

Hacoalloch  (Co/ttt)  Christ  and  His  Lambs :  Addresses,  &c.,  12mo,  Is  6(2 Hamilton  185] 

. (Dav.)  Alma  Theresa,  a  Tale,  post  8vo,  5s A.  HaU 185I 

. • — ((rso.)  Bible  Biographies  :  Minor  Scripture  Characters,  18mo,  la  6d Nitbet    18$! 

Profession  and  Practice  ;  Thoughts  on  Vital  ReligioUf  18mo,  Is  6d  Hlaekie 1854 


--{Jno.)  Proofs,  kd.j  of  the  Attributes  of  God,  8  v.  8vo,  86s Duncan 183* 

'(J,M,)  Elementary  Beading  in  Science,  39th  edit,  12mo,  3s  ;  Key,  8s  6d  Simpkin 1S6 

English  Grammar,  with  Exercises,  18mo,  Is  6(2    Simpkin 186 

— . Lessons  from  Readirg  Book,  No.  1,  Sheets,  Is Sim^n 18ft 
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Uiecnlloch  (/.if.)  Literaiy  Characteristics  of  Scripture,  12mo,  It  6d Simpinn 1853 

Manual  of  Devotions  for  Schools,  Ac.,  32mo,  2g  6d Nitbet 183JJ 

Reading  Book,  n.e.,  12ino,  1st,  1|(2  ;  2nd,  3d;  3rd,  IQd  ;  4th,  UM  Simpkin 1X5S 

Series  of  Lessons,  in  Prose  and  Verse,  41st  edit.,  12mo,  2« Simpkin 1861 

Sermons  at  Kelso,  fcap.,  2s  6d    Nitbet 183* 

{J.R.)  Dictionarj  of  Gomroerce  and  Commercial  Navigation,  n.  e.,  8to,  60j  Longman  i860 

'  Discourse  on  Political  Economy,  8vo,  5$  6rf    Lonyman  1834 

Geographical  Dictionary,  2  ▼.  Svo,  80s,  1841 ;  new  edit.,  68s Longman  1854 


—  Literature  of  Political  Economy,  8vo,  14s Longman  ...     1845 

—  London  in  1850-51  (Traveller's  Library,  No.  3),  sq.  Is     Lonyman  1851 

—  On  Metallic  and  Paper  Money  and  Banks,  4to,  5s Longman  1858 

—  Principles  of  Political  Economy,  8vo,  15s  Longman  1849 

—  Russia  and  Turkey  (Traveller's  Library),  16mo,  Is    Lonyman  1854 

—  Statistics  of  the  British  Empire,  2  v.  8vo,  new  edit.,  42«    Lonyman  1854 

Treatise  on  Economical  Policy,  8vo,  14s,  1853  ;  n.  e.,  10s  6d Longman  1859 

Succession  to  Property  by  Death,  8vo,  6«  6d Longman    1848 

Taxation,  Encyclopedia  Britannica,  4to,  8s  6d Simpkin i860 

and  the  Funding  System,  8vo,  new  edit.,  14s  Lonyman  1862 


: the  Bate  of  Wages,  12mo,  8s  6rf,  Longman/ $1  ;  Is.  RoutUdyt  1854 

{XeiL)  Land  Measurer's  Beady  Reckoner,  new  edit.,  18mo,  2s    Blackie 1854 

(Tkot,)  Calvinism  the  Doctrine  of  the  Scripture,  12mo,  3s  6(2  Whittaker 1846 

MaodeTDwnt  (/as.)  Farmer's  Assistant,  or  Beady  Reckoner,  12mo,  5s  Simpkin 1840 

Madennott  (^.)  Merrie  Days  of  England,  sm.  4to,  21« Kent  1858 

PopuUr  Guide  to  the  Exhibition  of  1862,  12mo,  Is  W,  H.  Smith    i86» 

(^(TR.)  Treatise  on  Preparation  of  Abstracts  of  Title,  12mo,  5f Stevem   185a 

• (Ifary)  lays  of  Love,  and  Poem^  12mo,  8s  6d   Simpkin 1859 

{W,C.)  History  of  Rome  to  the  Death  of  Vespasan,  12mo,  2s  6if (?room5ruf^e  ...1854 

)Mitnnid  (/oAn)  Lirea  of  British  Sutesraen,  new  edit.,  8vo,  7s  lUmiUdyt  1841 

Miedanald  (il.)  Summaiy  of  the  Catholic  Religion,  8to,  6s    Dolman 1840 

—  (X>.(r.^.)  British  Columbia  and  Vancouver's  Island,  8vo,  12s Longman  1861 

(Z>oa.)  Creation  and  the  Fall :  Defence  of  Genesis,  8vo,  12s  IlamiUon  1856 

■ Introduction  to  the  Pentateuch,  2  v.  Svo,  21s  Hamilton  1861 

(D.L,)  Villa  Terocchio  ;  or,  the  Youth  of  L.  da  Vinci,  a  Tale,  12mo,  6$  .„  Longman  1850 

{Geo.)  Botanist's  Word-Book,  12mo,  U  6d JUeve 1853 

Darid  Elginbrod,  3  V.  post  Svo,  81s  6<i    HurttdrB,    ...i86a 

Gleanings  for  the  People,  12mo,  2s    (Troom^'c^c  ...1856 

Phantastes,  a  Fairie  Romance,  poet  Svo,  10s  6<2 Smith  4b  Elder  1858 

Poems,  12mo,  7s Longman  1857 

Within  and  Without,  a  Dramatic  Poem,  post  Svo,  7s  M ;  n.e.,  4s  6d  Longman  1855 

(iTi^A)  Days  at  the  Coast,  Frithof  Clyde  Sketches,  12mo,  U^d  A.  HaU 1857 

Rambles  round  Ghtfgow,  12mo,  8s  6d,  1856;  2nd  edit.,  4s  6c{ A.  HaU 1858 

{B.B.)  Abdul  Medjid,  a  Lay,  and  other  Poems,  12mo,  3s  M Qroombridge  ...1855 

' Wild  Bird,  King  Ring,  and  other  Poems,  12mo,  3s  td  Grvomhridge  ...1856 

•— — (JoAa)  Christian  Doctrine  and  Duty,  ISmo,  2s  6ci  Hamilton  1839 

'    ■ ■"  Doctrine  of  G^raoe  as  perverted  by  Romanism,  12mo,  Is  6d   Theot^uld   1851 

Life  and  Diary  of,  by  Tweedie,  post  Svo,  8s  6d   Theobald  1849 

Memoir  and  Remains,  by  Rev.  J.  Mackay,  12mo,  5s   ^room^rui^e...  1856 

Pastor's  Memorial  to  his  Flock,  12mo,  4s Coiee  1841 

(/.)Bookof  Eodesiastes  explained,  cr.  Svo,  7s  6<f New  York 1856 

"~     —i/.A.)  Principia  and  the  Bible,  a  Critique  and  an  Argument^  cr.  Svo,  5s  ...  Judd  4s  Olaa$    i860 

' (/^.)  Hints  on  Drill,  for  Volunteers,  12mo,  2s Longman  186a 

(/.M.)  My  Father's  House  ;  or,  the  Heaven  of  the  Bible,  12mo,  Is  6(2;  cl.  2s     W.  CoUint 1856 

(/ifr  (?.)  Memoirs  of,  by  Norton,  12mo,  5s J.F.Shaw 1840 

(UCoL)  Letten  on  the  Bank  Act,  1844,  and  Currency,  8to,  2s  6ii Jiickardaon    ...1858 

""     -  Maj )  England  Rescued  from  her  Present  Dilemma,  Svo,  2s  6d SeeUg 1851 

*""" {R.)  Lessons  for  the  Present  from  Records  of  the  Past,  12mo,  6s  6cl     ...  HamilUm  ......1848 

(IT.B.)  Coptic  Grammar  for  Self-Tuition,  Svo,  8s     Philip    1857 

Ten  Scottish  Songs  rendered  into  German,  Svo,  5f Highleg 1855 

' (If. A)  Book  of  Quadrupeds,  16mo,  4s6ci JDarUm  ....;... .1846 

JT^J — ■■ Lessons  for  the  Nursery,  16mo,  Is  6<i   Darton  1839 

jll^wnsld's  Beady  Reckoner  ;  including  Interest  Tables,  &c.,  ISmo,  Is Macdonald   ...1861 

**«*»«»eU(2).-ff.)  Dictionary  of  QuoUtions,  by  Michelsen,  12mo,  6s Crockford 1856 

*-" (£a.)  Letters  on  Ireland,  12mo,  6s Chnrion 1847 

■"■"^  {Geo.)  Devotions  and  Sermons  for  Use  of  Mariners,  18mo,  4s,  '31— r.  2s  Simpkin 1853 

' (6r«o.)  Heathen  Converts  to  the  Worship  of  the  God  of  Israel,  12mo,  4s  Simpkin 1847 

(<?. J.)  Man's  Life  and  Destiny,  Sermons,  Svo,  2s  6<i BeU  A Daldy... ilti 

jr.         (i/.C.)  Discourses  on  Doctrine  of  the  Atonement,  Svo,  7s   RivingUm  1858 

«M0QgU  (i>oii.)  Chronology  and  Numbers  of  the  Bible,  roy.  Svo,  10s  W.  Smith  1840 

■  System  of  Book-keeping,  4to,  8s   A.  HaU 1847 

" Short  Hand,  ISmo,  2s  6d , Moore    1835 

*  (r.A.C>.)  Modem  Geography,  16th  edit.,  12mo,  2*  6ci Simpkin i86a 

rV — (^/>.)  History  of  the  Volunteer  Movement,  2nd  edit.,  Is  B.WiUon  1861 

■»«»iigall  {G.P.}  Voyage  of  the  Resolute  in  Search  of  Franklin,  Svo,  21* Longman 1857 

(/as.)  Poems  and  Songs,  post  Svo,  4s    A.  Hall 1857 

'^■"       ^-  (Mn.)  Letters  from  Sarawak  on  Borneo,  square  16mo,  3s  6d Grifith  dt  F.  ..  185/ 
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Maodongan  {P.O.)  PhiloBophical  and  Literary  Papers,  8vo,  7«  6d JoknHome  1S5 

{P.L.)  Ilanaibal  Canii>aig:DS,  arranged  and  considered,  post  8vo,  7«  6d...  Ixmgmam   185 

Theory  of  War,  illustrated,  post  8vo,  10»  6rf    Longmam   186 

Maodowall  (Jat.)  Arithmetic  Unveiled,  12mo,  5« Smith  A  Elder, \%Z 

(Wm.)  Rhetorical  Readings  for  Schools,  12nio,  2«6cf Simpkiu 186 

Maodttflf  (/./2.)  Bow  in  the  Cloud,  32mo,  1«    Nubti 185 

— ^— Cities  of  Refuge;  or,  the  Name  of  Jesus,  Idmo,  l«6<i Nubel 186 

•  Evening  Incense,  32mo,  1«  Nubet x86 

Exiles  of  Luoerna,  SuflFerings  of  the  Waldenses,  16S8,  32mo,  2<6df...  Nubtt 185 

Faithful  Promiser,  n.  e.,  12mo,  1»,  I/amilton,  1858;  illust.  edit,  1«..  Dfon 185 

Family  Prayers,  11th  edit.,  fcap.  8vo,  3«  6d NUbtt 186 

Footsteps  of  St.  Paul,  Life  of,  for  Youth,  new  edit.,  post  8vo,  6«   ...  Xitbet 185 

Grapes  of  Bshool,  12mo,  a«  6rf   A'i>6«« 186 

'■ Great  Journey,  an  Allegory,  ISmo,  1»  6rf    Ni$bel 186 

Hart  and  the  Water-Brooks,  12mo,  St  6d  NiAet 185 

Little  Child's  Book  of  Divinity,  18mo,  It Nitbet j86 

Memories  of  Bethany,  12mo,  3*  6d Nitbei 1S5 

Gennesaret,  new  edit.,  post  8vo,  6t  6d Nubet 185 

■       Mind  of  Jesus  and  Words  of  Jesus,  82mo,  each  1»  ;  1  v.  1»  6rf    Nubei 185 

'  Morning  and  Night  Watches,  18mo,ea.l«;  lv.,l«6rf;  n.e.,p.8vo,3s6<2  KiAet 185 

-  Watches  and  Evening  Incense,  32mo,  1«  6(/   * Nvfbel 186 


Story  of  Bethlehem,  12mo,  5»,  1858  ;  new  edit,  2t  6d    Nitbei i8fi 

Nineveh,  16mo,  \» HouUUm    185 


Sunsets  on  the  Hebrew  Mountains,  post  8vo,  6«  Gd  Nubtt j86 

Thoughts  of  God,  18mo,  l«6d NitbH 186 

-and  Woidsof  Jesus,  18mo,  2*<W  Niabdt 186 


Wells  of  Baoa,  or  Solaces  of  the  Mourner,  12mo,  \9^d,\T\  8the.,U  NUbU 185 

Woodcutter  of  Lebanon,  12mo,  2«  6d Nitbet 185 

Macelrehan  (/. )  Condition  of  Women  and  Children  among  Celtic,  &c.  Nations,  12mo,  5j  Bodan^  U.S.   ...  185 

Maoenery  (/.)  Cavern  Researches,  edited  by  Vivian,  8vo,  6« Simpkin 186 

Maoeroni  {Col.  F.)  Memoirs  of  his  Life  and  Adventures,  2  v.  8vo,  24<    Maerone 183 

(UeciJia)  Illustrations  from  the  History  of  the  Maid  of  Orleans,  4to,  10<  6d  Dean  d:S<m  ...iSf 

■  (^fRf/.)  Magic  Words,  a  Tale,  12mo,  2«  6<f CundaU i85< 

Maeevey  (/.A.)  Birch  Church  ;  or,  Two  Friends,  a  Narrative,  12mo,  Sir  6rf  Matten 185 

Maoevilly  {B.P.)  Exposition  on  the  Epistles,  2nd  edit,  2  v.  roy.  8vo,  12«  Oriffin    x86< 

Macewen  {And.)  Avalande  :  Fyttes  and  Fancyings,  post  8vo,  it  6<j C.  H.  Clarke    1861 

{Geo.)  Culture  of  Peach  and  Nectarine,  ed.  by  Cox,  8vo,  3»  6(i    Oroombridge  ...185J 

(Urn.)  Grace  and  Truth  :  Types  and  Figures,  Old  Testament,  18mo,  2«    ...  HumilUm  184^ 

with  Essay  by  McNeile,  12mo,  Zt  Qd ;  n.e. ,  12mo, 2j  Simpkin 1 86] 


Select  Essays  and  Life,  12mo,  2tQd Hamilton  185^ 

Macfadyen  (/dm.)  Flora  of  Jamaica,  8vo,  16»  Longman  183^ 

Macfarlan  (/cm.)  Poems,  fcap.  8vo,  3« Hardwieke 185^ 

Versions  of  the  Prophecies  of  Bsekiel,  8vo,  5t   Simpkin 184J 

{Pat.)  Vindication  of  the  Church  of  Scotland,  post  8vo,  8«  6<i    NitbH 185c 

Maefarland  (Alf.)  Houn  of  Vacation,  Rambles  in  Ireland,  8vo,  bt   L<mgma;n  1853 

Trtsatise  on  Equity  Pleading,  Irebind,  8vo,  16» Benning 184J 

Macfarlane(^.)  Railway  Scrip  ;  or.  Evils  of  Speculation,  a  Tale,  12mo,  It Ward ds  Lode...  t^s^ 

{A.M.^  Night  Lamp  :  a  Narrative,  new  edit,  post  8vo,  3<  6(1 NithH i86a 

((7Aa.)  Account  of  Japan,  8vo,  VU JtouUedge  185a 

Battles  of  the  British  Army,  post  8vo,  5t  RouUedge  tisi 

Cabinet  History  of  England,  13  v.  18mo,  26<    BUwkie 1851 

Camp  of  1853,  with  Hints  on  Military  Matters,  12mo,  It^d Botwortk  1853 

Catacombs  of  Rome,  12mo,  3«,  1852  ;  new  edit,  !•  6d  BovUedge  1855 

_ Customs,  Sports,  Ac,  of  South  Italy,  18mo,  It  6d   G.  Cox  184S 

Glances  at  Revolutionized  luly,  2  v.  post  8vo,  21«  Smith  d:  Elder  1845 

'  Habits,  Manners,  and  Customs  of  the  Chinese,  12mo,  It BouUedge  1853 

History  of  British  India,  2  v.  12mo,  14«,  1848  ;  new  edit,  12mo,  6t  Botiiledge  1857 

the  French  Revolution,  4  v.  12mo,  24»,  JTnt^A^— red.  to  16f  Routiedat  1845 

Kismet;  or,  the  Doom  of  Turkey,  12mo,  2t6d BotworA    1854 

Life  of  Marlborough,  12mo,  2t  6d  Boutkdge  185* 

Lives  of  Banditti  and  Robbers,  18mo,  6s— red.  to  8«  6d  Tegg  1849 

Memoirs  of  the  Duke  of  Wellington,  12mo,  I«and2s6<i BouUedge  1851 

Old  England  Novelets,  4  v.  18mo,  iJt G.  Cox  1846-7 

Romance  of  Travel  ;  the  East,  2  v.  18mo,  3s    G.  Cox  1847 

Sicily,  an  Appendix  to  Revolutionized  Italy,  12mo,  2f Smiths  Elder  1849 

Travels  in  Turkey,  1847-48,  2  v.  8vo,  28» Murray 1850 

■  and  Thomson  {T.)  Comprehensive  History  of  England,  4  v.r.  8vo,  80s  Blaekie 1861 

{Dav.)  Revivals  of  Religion,  18th  Century,  12mo,  1»  6ci Theobald    1849 

-    {Jtu.)  Disciple  whom  Jesus  Loved,  chap,  from  St.  John,  post  8vo,  Of  tkl  ...  ffamilton 1855 

Essays  on  the  Church  and  the  Nation,  12mo,  3s    Simpkin 1849 

Poems,  12mo,  3s   : Bardwieke 1854 

■  Secession  from  the  Scotch  Church,  12mo,  Is  6d  ;  post  8vo,  5f    Blackvoodt    ...iM 

■ Sermons  on  Scotch  Missions,  post  8vo,  5»  Blackwoodt   ...r847 

— 7- — ■  Three  Lectures  on  Popery,  8vo,  2«  6d Hamilton 1854 

{Jno.)  Altar-gold  ;  or,  the  Worthinessof  the  Lamb,  new  edit,  18mo,  Is  ...  Hamiltott  1857 
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Mac£tfiana(/«o.)  Hiding  Place ;  or.  Sinner  fonnd  in  Chrirt,  port  8to,  6$    ^^'V *!^t 

. JabUee  of  the  World  ;  Essay  on  Missions,  post  8vo,  5s WhtUaker i»4» 

Life  and  Times  of  Q.  Uwson,  post  8vo,  79  6d  ffamtUon  iwa 

Mannal  for  Bereaved  Piirents,  new  edit.,  12mo,  2i  &d Nubet. i857 

Martyrs  of  our  Manse,  a  Sketch,  12mo,  Is HamUUm  i85» 

Moontains  of  the  Bible,  post  8vo,  6«,  1848  ;  3rd  edit.,  S*  6d Ntibet 185^ 


(Jm,  a.)  Synoptical  Table  of  the  Animal  Kingdom,  12mo,  it  6<i Varty iSSS 

-{P.P.)  Brposnieof  the  Principles  of  Modern  Geology,  12mo,  2»  ^  HwUtton   i»5» 

iRtjh.)  History  of  Ph)peUer8  and  Steam  Navigation,  12mo,  4s  6<i   A«e  York 1551 

Practice  of  Jnry  Court,  CivU  Causes  in  Scothind,  8vo,  14f   ^S^r*^  ^ 

Macfsrqnl)ar(lF.P.)  Sermons  at  Dumfries,  12mo,  6« BaUkara  I544 

Macgachen  (/?.&)  History  of  Ionian  Islands,  8vo,  Is  CornwA 1559 

JZ—LI :  Law  of  Fairs  and  Markets,  1869,8vo,  Is  Ccrnuk 1859 

MMgadCT  (/.IF.)  Elements  of  Architecture,  12mo,  2«6d    ..••;  YT     i'-'j «;2 

— :  Lectures  on  NatunJ  Philosophy,  2  v.  8vo,  12s,  1850— red.  to  /s  6d  Groomhrtd^t  ...1856 

Treatise  on  Algebra,  12mo,  2s  6d  GroimXmdge...ilSO 

U«:gsm  (/.J2.)  Perils  by  Sea  and  Land,  18mo,  Is .•• ••••••  -«a»»»«<wi  i»44 

SMlor  s  Prayer  Book  ;  or.  Manual  of  Devotion,  new  ed.,  12mo,  2j  W  f«/^-    •••••••••*?55 

iWm.)  End  of  Controversy :  Strictures  on  Milner's  Work,  32mo,  Is  W    ...  -Brf.  ZVoct  Aoc  1843 

Protestant  :  a  Series  of  Essays,  roy.  8vo,  18s BUic^u  y;^ ''^^ 

Macgeaehy  (iE»«.)  Bemarks  on  Steam  Navigation,  8vo,  3» Smith  dk  Jilder  1540 

Ibegcogfae^i  {Abbi)  History  of  Ireknd,  translated  by  O'KeUy,  roy.  8vo,  10s  M   ...  M,  Bohn    1844 

lU«hee(AJ.)  Exhibition  of  Laws  of  the  Papacy,  2nd  edit,  12mo,  6s ^^Uy "41 

ExpUnationof  the  Catechism  of  Rome,  12roo,  2«  6d ^^y'-rX-^Al 

Expository  Lectures  on  the  Ephesians,  2  v.  8vo,  21s,'48  ;  ^^  ed.,  16s  Saunden  d:  0.  i86a 

■ How  we  got  to  Pekin  in  1860,  8vo,  14s  f^^^ ||^* 

Maynooth  Commission  Report  Analysed,  8vo,  2$  6d J.F.Sfuiw 1850 

Moral  Theology  of  theChurcK  of  Rome,  8vo,  5« \,?'^^1^ a^* 

Notes  to  tbe  Donay  Bible  and  RhemUh  Testament,  8vo,  14s Sxmpkm i»37 

Romanism  in  Irehind,  2  v.  8vo,  24s ^^ *$^° 

Statutes  of  the  CathoUc Bishops  of  Leinster,  12mo,  3s  6rf ir%V''i:::::^^\ik 


Ua^ikhrist  (/iw.)  History  of  the  Turks  to  the  Present  Time,  12mo,  3s  M ^rn,l!^^\.. 

-— -— 1  Peripatetic  Papers,  post  8vo,  7s  6d  'S"??*'*"^ 'Ill 

RoseaUen's  Daughter,  a  Tragedy,  12mo,  2«  6d HoMon  i8bi 

The  Mutineer*,  a  Poem,  post  8vo,  b$ •••  f*"*l*?* \\^X 

M««in  (/as.)  Four  Centurions;  or,  the  Military  Profession,  12mo,  2s— red.  to  Is  6d  HamtLUm  i»57 

OnSecretPniyeranditflExercises,12mo,8s6d,*43;^ie^ed»18™®»2s  ^amt^cm  1845 

■ .(5ler.)  Lectures  on  Rhetoric,  Criticism,  and  the  Scriptures,  8vo,  6* ^***r*^  a% 

(7*0.)  Liturgical  Notes  and  Four  Sermons,  12mo,  4s  6d „/^^lI* 9^0 

{Wm.)  Lectures  on  Rhetoric  and  Criticism,  8vo,  10s  6(i— red.  to  3s  6«/ W,  AUan  1838 

Mi^^iTOy  (/OS.)  Manual  of  Veterinary  Science,  12mo,  6s Swiptin i»57 

(/«o.)  Voyage  of  H.M.S.  Rattlesnake  in  New  Guinea,  1846-60, 2  v.8vo, 36s  Bwmt 1851 

(P.^.)  Flowering  Plants  and  Ferns  of  Aberdeen,  12mo,  ls6d  „  „**^  o^l 

(ITm.)  Conchologist  Text-Book,  12mo,  3s  6d;  cold.,  6s FuUarion  184S 

—  History  of  British  Birds,  new  edit.,  5  v.  8vo,  62«  6d    ^"V, o^2 

Lectures  on  the  Epistle  to  St.  Jude,  8vo,  3s  6<i   ffamOUm 1845 


, Lives  of  Zoologists;  Aristotie  to  LinnsBus,  12mo,  8s6d ^^^   ......... .i|39 

! Manual  of  Botany,  12mo,  4s  6rf— red.  to  3s £.Law  1853 

British  Birds,  2  V.  12mo,  7s f  *  r       «  S 

Geology,  12mo,  4s  6d— red,  to  3s  ^  „f ,^ 

-Molluscous  Animals,  North  of  Scotland,  12roo,  6*  f .  Bohn 1843 

.  Rapadoua  Birds  of  Great  Britain,  12mo,  9s,  Baldmn—r,  to  3s  6<i  ^.  Bohn 183b 

The  Dead  Quickened,  12mo,  Is  6d HamiUfm  1840 


Miqsisshsn  (/no.)  Digest  of  Laws  relating  to  Pawnbrokers,  post  8vo,  8s  6d  Simplnn 1849 

Sheriff  Court  Practice,  Scotland,  by  Barclay,  roy.  8vo,  26s Bennxng  —  •    -^jH 

3J«ij&wiii(i.r.)Tea  Planting  in  the  Outer  Himalayah,  8vo,  6s SM%Uids£lder  1861 

(/.)  Evelyn  Grey,  18mo,  2s  6rf  ^l^': ^Vi 

(/OS.)  Latin  Reading  Lessons,  new  ed.,  Pt.  1, 18mo,  2s,'5i ;  Pt.  2, 18mo,  3s  ^«*l*»*-'-:-'55; 

{Mina)  Heir  of  Dunspringmore,  and  other  Tales,  12mo,  Is Ward  «  X^  183b 

ll»<!gregor  (C*a.)  Notes  on  Book  of  Genesis,  for  Students,  8vo,  7s ^"^T-  «l^ 

(^Trfea)  Lays  from  History  and  Romance,  12mo,  3s Werth^m  i86» 

\ '^  of  the  Crimea,  12mo,  Is  Sf'^T*    "V"*^^ 

— (/.)  Commeixjial  StatiBtics  of  AU  Nations,  6  v.  loy.  8vo,  71 10s  H'At/to*«r...  1841-50 

EastemMusic,  4to,  2s6<i * n^T.^/ill' \V% 

Germany  and  her  Resources  under  Fred.  IV.,  roy.  8vo,  12s Wfctttaier  ...^.1848 

• History  of  tiie  British  Empire,  2  v.  8vo,  86« V5?^?*  5^5 

Holland  and  the  Dutch  Colonies,  roy.  8vo,  10s  U WhUaker 1848 

■ Language  of  Specification  of  Letters  Patent,  12mo,  ^a  Bennxng 1850 

Law  of  Reformatories,  8vo,  6s Bmnvng 1856 

Legislation  of  Europe  and  America,  8vo,  10s  6<i    Hooptr  1842 

My  Note  Book,  8  v.  post  8vo,  31s  6d Maerane 1835 

" Our  Brothers  and  Cousins ;  a  Tour  in  Canada,  12mo,  2s  6d ^^^f?; o59 

• Progress  of  America,  2  v.  r.  8vo,  94s  6d,  WhiUaka-^nd.  to  31s  M  H.  Bohn 1847 

Text  Book  for  Youth,  Christian  Doctrine,  18mo,  Is  ffamUton 1861 

Three  Days  in  the  East,  18rao,  Is    ^^^ "5o 
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]Cacgregor(5tr/.)  The  Dean  of  LiBmore'i  Book  of  Ancient  Gaelic  Poetiy,  8to,  12f  ...  HamHUm 1861 

■  (/./.)  Memoir  of,  12mo,  6«  Longman  1840 

(R,G.)  Epitaphs  tranalated  :  Greek  Anthology,  8to,  4« NutenAP,   ..1857 

■  Indian  Leibure,  Poems,  post  8vo,  lOa  6d   Smithdc  Elder  1854 

{W.L.)  History  of  the  Sikhs,  2  ▼.  8to,  24« Madden 1846 

Macgrigor  {Sir  J.)  Autobiography  and  Services,  with  Notes,  &c.,  post  8vo,  12«  Longman  1861 

Macguire  {J.JJ.)  Catholic  Handbook,  12mo,  sewed,  1«;  cloth,  Is  Gd    Seeley 1851 

"Machine  {A  bp.)  Evidences  and  Doctrines  of  the  Catholic  Church,  8vo,  12j   J)olman 184a 

Machan  {R.)  Mental,  Astronomical,  and  Geographical  Clock,  1»  (kt  BamilUm  1841 

Machell  ((?.)  Customs  and  Duties'  Beady  Heckoner,  2s  6d Skipper  A  EaU  i%^s 

(iVr«.)  Poems  and  Translations,  12mo,  5s  Parker  ^  Son  1856 

Machenry  {Geo.)  Helleoiad,  an  Epic  Poem,  Pt.  1,  Wrath  of  Darius,  12mo,  2i6d...  Simptin 1850 

-  -  {J(u.)  Anted ilnvians  ;  or,  World  Destroyed,  a  Poem,  12mo,  8s Cradoek 1839 

-^— O^Halloran  ;  or,  the  Insurgent  Chief,  12mo,  Is Farrinyton    ...1855 

(L.J.A.)  Spanish  Exercises,  new  edit.,  12mo,  3s,  1861  ;  Key  to,  4s  A. Hall 1857 

Grammar,  new  edit.,  12mo,  is A.Hatl i860 

and  Exercises,  Questions  on,  by  Lott,  18mo,  Is  Simpkin 1840 


Machiavelli  (.Vi>.)  History  of  Florence,  post  8 vo,  »s  6rf  H.Bohn 1847 

Machyn  {Hen.)  Diary  of,  1550  to  1563,  edidit  NichoUs,  4to  Camden  Soe,  ...\%^l 

Macian  {R.R.)  Clans  of  Scothnd,  2  ▼.  4to,  20/,  Ackermann,   1843-9;  ^^^  ^^>  ^^  WHUm    1857 

— — Gaelic  Gatherings  ;  with  Descriptions,  4to,  80s  ;  cold.,  6/  8s    Aekermann  ...1847 

Highlanders  at  Home :  or,  Gaelic  Gathering^  by  Jas.  Logan,  foL,  21s  Dean i86s 

Macilndne  {C.P.)  Evidences  of  Christianity,  12mo,  8s  6<f,  Tegg ;  n.  e.,  12mo,  2s  6<<  NeUon   1858 

Oxford,  Roman,  &  Anglican  Divinity  Compd. ,  8 vo,  1 2s,  Sedey  -  r.  8s  6<i  //.  Bokn 1 841 

Righteousness  by  Faith,  8vo,  12s Phiiadelphia...i%hz 

Sermons,  2  ▼.  8vo,  25s PhHadelpkia...i^i 

Temple  of  God,  crown  8vo,  3s PkUaddpkia...i%^i 

The  Truth  and  the  Life,  new  e<yt.,  post  8vo,  8s  6d  Seeltg 1857 

Treatise  on  Sinners  Justi6cation  before  God,  18mo,  Is  Cd   SeeUg 1851 

True  Temple,  with  Preface,  by  Waldegrave,  post  8vo,  2s  6d SeeUg 1861 

^— — — : Valedictory  Offering  ;  FourSennons,  12mo,  2s  6<f Seeieg 1853 

— — (IT.)  Atonement  Considered,  in  Eight  Lectures,  8vo,  Si6d  Longman  1861 

-  Vision  of  Italy,  poet  8 vo.  Is Longman  1861 


Bfacilwain  {Geo,)  Clinical  Memoir  on  Strangulated  Hernia,  8vo,  5s JUnihaw    1858 

General  Nature  and  Treatment  of  Tumours,  8vo,  5s   ChnrehiU  1845 

— ^ Medicine  and  Surgery  one  Inductive  Science,  8to,  12s ffighleg 1838 

■  Remarks  on  the  Unity  of  the  Body,  8vo,  6s Bighleg 1836 

—  {Wm.)  Dudley  Ronan  ;  or,  the  Bible  versus  Error,  8vo,'6s ffardwieke 185^ 

Macintosh  {A.P.)  Military  Tour  in  European  Turkey,  2  v.  p.  8vo,  21s;  2  e.,  1  r.  10s6<i  Longman  1854 

(CAo.)Bookof  the  Garden,  8vo,  V.  1,  60s;  V.  2,  87s  6rf Blaekvooda  1853-5 

— ^^~—  Diseases  of  Larch  Plantations  in  Great  Britain,  post  8vo,  5s Blaclwtodt  ...i860 

•^— — Gardener  and  Horticulturist,  8vo,  21s  ;  coloured,  26s     Kelly .,: 1859 

Greenhouse,  Hothouse,  and  Stove,  12mo,  6s  Crf;  with  plates,  10s  6(i    Orr 1839 

Orchard  and  Fruit  Garden,  12mo,  6s  6<f  ;  with  pktes,  10s  6d Orr 1839 

(C.A.)  Popular  Outlines  of  the  Press,  Ancient  and  Modem,  12mo,  3s  Wertkeim 1859 

{Dan.)  Elements  of  English  Grammar,  12mo,  2s Simpkin 1851 

-  Treatise  on  Geology,  Astronomy,  and  Mineralogy,  8vo,  3s Smiths  Elder  1843 


-  (/no.)  System  of  National  Defence  ;  or.  New  Strategies  in  Warfare,  8vo,  2s  Clowe$   1859 

•{M.J.)  Alice  Montrose,  a  Novel,  3  v.  post  8vo,  31s  6d    BenUeg  1855 

Charms  and  Counter  Charms,  a  Tale,  12mo,  2s  and  Is  RouUedge  1851 

Conquest  and  Self-Conquest,  12mo,  2s,  NtUon  ;  2s RouUedge 1850 

Emily  Herbert;  or,  Happy  Home,  18mo,  Is,  Nelson  ;  Is RouUedge 1855 

Evenings  at  Donaldson  Manor,  12mo,  2s,  iVe^son  ;  2s RouUedge 1851 

Grace  and  Isabel,  12mo,  2s,  NeUon;  2s  RouUtdge i^sr 

Juvenile  Tales,  12mo,  2s RouUedge 1851 

Lofty  and  the  Lowly,  12mo,  2s RouUedge  1857 

Louise  De  Ia  Vallidro,  12mo,  Is Nelton  1854 

Praise  and  Principle,  12mo,  8s,  Simpkin  ;  2s,  NeUon  ;  2s RouUedge 1850 

Rose  and  Lillie  Stanhope,  18mo,  Is RouUedge 1855 

•  The  Cousins,  a  Tale,  18mo,  Is  RouUedge  1854 

-  Violet;  or,  Cross  and  the  Crown,  12mo,  2s  6e{,iNris6e<,  '56;n.e.,ls6c<  RouUtdge  1857 


{W.C.)  Observations  on  the  Caroinus  Mcenas,  8vo,  3s  6rf WiUiamad:N,  1861 

Macintyre(^n.)  Principles  of  Classical  Accentuation,  12mo,  5s  6d  C.  H.  Law 1841 

■  (•^••^•)  Cross  and  the^^soent  as  Standards  in  War,  post  8vo,  7s E.  Law 1854 

Elective  Franchise  As  It  Is,  and  As  It  Ought  to  Be,  12mo,  3s  6cl  ...  Simpkin 1847 

■  Influence  of  Aristocracies  on  Revolutions,  8vo,  14s,  1843;  6s  Jackaon 1847 

'  {Wm.)  Exposition  of  the  Sermon  on  the  Mount,  post  8vo,  5s Theobald    1854 

MacivoT  {Jae.)  Essay  on  the  Versification  of  Homer,  8vo,  te Longmam^   1839 

Mackay  (iC/ex.)  Manual  of  Modem  Geography,  cr.  8vo,  7s,  '61 ;  new  ed.,  12mo,  7s  6(i  Blackwoods   ...1862 

■  Reports  on  Westem  India,  edited  by  Rob^tson,  8vo,  12s  Ingram 1853 

Western  World  ;  Travels  in  the  States,  3  v.  poet  8vo,  81s  6d BenUeg 1849 

{Aug.)  Tour  in  the  Groat  Gold  Field  of  Australia,  8vo,  Is  6d   Simpkin 1853 

{Cha.)  Book  of  English  Songs,  illustrated,  new  edit.,  post  8vo,  5s  -  Routledge  1858 

Bottle,  a  Poem,  folio.  Is;  with  Cruikshank's  plates,  2s Bogue 1848 

Education  of  the  People,  12mo,  Is  Simpkin 1846 
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HackayfCAa.)  Egeria,  the  Spirit  of  Nature,  Poena,  12mo,  Bt,  Bogue^  1850;  Zttd...  Kent  1857 

Extraordinary  Popular  Delusions,  8v.  8vo,  42«,  '41  ;  2  v.  cr.  8vo,  5«    RouiUdgt  ..  .    1856 

• Gouty  Philosopher;  or,  the  Opinions  of  John  Wagstaffe,  p.8vo,  10*  6(1  Saunden  <fc  O.  1861 

—  Hiatory  of  London,  12nio,  7«    Parker  Je  Son  1837 

Home  Affections  portrayed  by  the  Poets,  illostrations,  8vo,  21 « Jtoutlaige  1857 

— ^-^^ Hope  of  the  World,  and  other  Poems,  post  8to,  7*  6d  BentUy 1840 

Legendary  and  Romantic  Ballads  of  Scotland,  12mo,  6< Gri^n    ..i86x 

L^nds  of  the  Isles,  and  other  Poems,  p.8vo,  6«,  Griffin^  '51 ;  n.e.,  1«  BouUedge  1857 

-^— Life  and  Liberty  in  America,  2  ▼.  post  8vo,  21* Smithde  Elder  1859 

Lon|;beard,Lordof  London,aRom.,3y.p.8yo,31«6d,^ttU,'49;l«,l«6(i  BoutUdge  1850 

Lump  of  Gold,  and  other  Poems,  12mo,  S$  6d    RouiUdgt  1856 

Man's  Heart,  a  Poem,  post  8vo,  6«    SmUh<b£lder  i860 

Poetical  Works,  illustrated  by  Gilbert,  12mo,  5* Boutledge  1857 

Rise,  Progress,  and  State  of  the  Mormons,  poet  8to,  S<  6d,  1851 ;  2j    Ward  ds  Lock   1858 

Salamandrine,  a  Poem,  5«,  Hawe^  1842;  illust.,  21*,/«i$praiii,  1852;  \$  Bouiledge  1856 

Scenery  and  Poetry  of  the  Engliah  Lakes,  new  edit.,  post  8to,  7«  6d  Longman  1851 

Scottish  Songs,  post  8vo,  3a  6rf BoulHon   1857 

Songs  Collected,  12mo,  6» BotUledge  1858 

«— — for  Music,  12mo,  Is Boutledge  1856 

Thames  and  its  Tributaries,  2  ▼.  8vo,  2St   BenUey 1840 

— —  Town  Lyrics,  and  other  Poems,  32mo,  It Bogue 1848 

'  Under  Green  Leaves,  Poems,  12mo,  3«  6d    Boutledge 1856 

■  Voices  from  the  Crowd,  &c.,  square,  2»  6<f,  Orr^  1847  ;  12mo,  1<  ...  Bouiledge  1857 

-Mountains,  12mo,  \a  Boutledge  1857 


Whisky  Demon,  illustrated  by  Phillips,  4to,  6« Simpkin 1859 

{F.A.)  Lays  and  Poems  on  Italy,  12mo,  5«    Bell  ds  Daldg... ii6% 

(G.O.)  On  Afanagement  of  Highland  Landed  Property,  8vo,  2t  6d Blachooodt  ...1858 

^{U.Gen.H.)  Life  of,  by  J.  Mackay,  4to,  Bannatgne  Club,  1836  ;  new  ed.,  12m,  d«  Bull  1841 

-{J.)  Missionary  Martyr  of  Delhi,  a  Memoir  by  J.  Culross,  fcap.  8vo,  2»...  Heatbn  i860 

{/.T.}  Flora  Hibemica:  Plants,  Ferns,  &c.,  of  Ireland,  8vo,  16«    Longman  1836 

{M.)  Exposition  of  St.  Matthew,  Ch.  5,  Verses  1  to  10,  2  t.  8vo,  16«    ...  Longman  1845 

Sermons  on  the  Christian  Warfare,  &c.,  8to,  12« Simpkin 1836 


(Mrs.)  False  Appearances,  18mo,  8«    A,  HaU 1858 

Family  at  Heatherdale,  a  Tale,  18mo,  2i  6(i,  1854— red.  to  2«    Hamilton  i860 

Sabbath  Musings  throughout  the  Year,  18mo,  2«        Groombrxdge  ...1844 

Thoughts  Redeemed  ;  or,  Lays  of  Leisure  Hours,  16mo,  Z%^d Hamilton  1854 

Wycliffites  ;  or,  England  in  the  15th  Century,  12mo,  be   Hamilton  1851 


'(R.W.)  Progress  of  Intellect  Exemplified,  2  v.  8vo,  24s /.  Chapman  ...1850 

Sketch  of  the  Rise  and  Progress  of  Christianity,  8to,  10s  6e{  /.  Chapman  ...1854 

'{W.)  Tales  of  a  Traveller  at  Home  and  Abroad,  8to,  2s  ^d   Simpkin 1851 


Haekay'sWai^  Scotland  and  Ireland,  1689-91,  4to  MaitUmd  Club n.  d, 

Madcean  {Alex.)  Practical  life  Tables.  8to,  52s  ed;  cold.,  68s Bichardeon    ...1837 

(T.S.)  Memoir  of,  by  J.  A.  Miller,  12mo,  8s   Snow 1847 

MaekeeTer(£r.B.)  Edith's  Ministry,  12mo,  6s PhilaMphia... ii6o 

Maekeldy  {F.)  Compendium  of  Civil  Law,  870,  80s    New  York 1849 

Modern  Civil  Law,  by  Kaufmann,  V.  1,  roy.  8vo,  18s  SteveM  1859 

IfjEA^lUi-  (Tko.)  Lines  for  the  Gentle  and  Loving,  12mo,  8s Trubner 1858 

Mackeniisk  {P.J.)  andTajlor  (W.C)  India,  Ancient  k  Modern,  4th  e.,  p.  8vo,  7s 6d  Houlaton    1857 

Mackenney  {J.L.)  Sketches  of  Travel  among  the  Indians,  2Dd  edit.,  roy.  8vo,  18s...   Wiley 1846 

Mackenzie  {Sir  A.)  Theory  of  Taste,  founded  on  Association,  12mo,  3s Simpkin 184a 

{A,S.)  Proceedings  of  Court  Martial  on,  by  J.  F.  Cooper,  8vo,  9s Wiley 1844 

(C)  British  Museum  ;    a  Cyclopedia  of  Physical  Science,  roy.  8vo,  5s  Groombrxdge  ...1838 

Description  of  Crosby  Hall,  8vo,  2s  6d Smith  ds  Elder  184s 

Hist. of  Church  of  Christ,  to  1 688,  8s6ci,  Smith  ds  E.  '42 ;  n.e.,  5s6<2  Bobin$   1853 

Natural  History  of  Quadrupeds,  Birds,  Ac,  12mo,  2s  6rf H,  Lea  1859 

(C^.)  Sin  and  Grace  ;  Early  Life,  &c.,  of  a  Soldier,  18mo,  la  fid Nitbet 185a 

Voyages  and  Travels  of  a  Pilgrim,  a  Tale,  18mo,  Is Partridge 1854 


t 


(CD.)  LitUe  Drummer  Boy,  18mo,  U  ed New  York i86» 

. {C.F.)  Holidays  at  Lynmere  ;  or.  Miracles  Explained,  1 8mo,  2s Hatchard  1855 

t {Dav.)  Emigrant's  Guide,  with  Australian  Vocabulary,  18mo,  5s Orr 1848 

* Visit  to  the  Gold  Fields  of  Australia,  12mo,  Is  Orr 185s 

* {Don.)  Sffdct  of  Septic  Inhalations  upon  Lungs  and  Health,  12mo,  3s6<f  Churchill  1858 

(D.L.)  Dictionary  of  English  Synonyms,  12mo,  3s  6rf,  H'i7/m,  1854 ;  2s  ...   Ward  A  Lock  1857 

(Erick)  Roua  Pass ;  Englishmen  in  the  Highl,  3  v.  p.  8vo,31s6c{;  12mo,ls  Smiih  ds  Elder  1862 

{P.)  Architectural  Antiquities  of  St.  Stephen's,  Westminster,  fol.,  84s  WeaU    1844 

-  Description  of  Roof,  King's  College,  Cambridge,  4to,  7s  6<i  Weale    1840 


-  (F.X.)  Memoir  of,  by  C.  P.  Miles,  post  8vo,  Qe   Hamilton  1857 

- (F.jy.)  Pathology  of  Phlegmasia  Dolens,  8vo,  6s  Churchill  i86a 

-  ((r./.)  Remains  of  a  Year's  Ministry,  with  Memoir,  12mo,  2s  6d Hamilton  1848 

-  {G.S.)  Observations  on  Principles  of  Education,  12mo,  2s  6d Simpkin 1840 

Travels  in  loeUnd,  (People's  Edit.,)  roy.  8vo,  Is  id Chambers  184a 

-(-^ai.)  Works,  with  Life,  Ac,  by  Gait,  24mo,  6s Blackwoods  ...1839 

■ Commentary  on  the  Gfospelsand  Acts,  8vo,  7s  ed   Smith  de  Elder  1847 

Essay  on  the  Life  of  Offa,  8vo,  3s  6rf Smith  d:  Elder  1838 

Hnlsean  Prise  Essay,  1850  ;  Christian  Clergy,  post  8vo,  6s  6(/  ...  Maemillan    ...i8f 
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Kackenzie  (Hen.)  Man  of  Feeling,  new  edit.,  82mo,  It Longman 1839 

Ordination  Lecturea,  12mo,  Sm RtvingUnu 1862 

(^./?.i7.)  Burmah  and  tlie  Burmese  i2mo,  Is;  doth,  It  fid    RoutUdye  1851 

(/.)  Fragments  of  bis  Experience,  l2mo,  1«    Maatm  1850 

(Jno.)  Memorials  of  the  Siege  of  Derry,  by  W.  B.  Killen,  fcp.  4 to,  2m  6<£   ffamilion  1861 

— — <— Our  Country,  a  History  of  Scotland  for  the  Toung,  fcap.  8yo,1$  6d   Nelton    1861 

Remains  of,  with  Memoir,  12mo,  5c JctchonJi  W..  1845 


-(K  S.)  Second  Campaign  in  China,1840-l,p.8vo,10s6<f,i^eiU/«y— r.4j6<i  H,  Bok%  184a 

(Xor</)  Studies  in  Roman  Law,  8 vo,  12s    Blach/Widt  ...1861 

-  {Mrs.)  Life  in  the  Mission,  6  Years  in  India,  8  t.  p.  8to,31s6</;  n.e.,  2s  fiaUUif  1853 

•  Student's  Wife,  8  ▼.  post  8to,  31s  6d Neiphy   1850 


(Murdo)  View  of  the  Salmon  Fishery  of  Scotland,  8to,  5s Bladi'woodi  ...  1 860 

—  {R.J.)  Memoir  of  his  Life  and  Writings,  8to,  Is Simpkin 1855 

—  (/2.5.)  Bits  of  Blarney,  12mo,  7s6rf New  York 1855 

Mornings  at  Matlock,  3  v.  post  8vo,  81s  6d  ....: Colbum 1850 

'Titian,  a  Romance  of  Venice,  3  ▼.  post  8to,  18s BentUjf 1843 


(5am.)  Treatise  on  Piles,  Hsemorrhoids,  &c.,  8to,  5s ChurehiU  1836 

—   (fTm.)  Friend  of  Youth:  Essays  on  Duties  of  Life,  12mo,  5t  (fimpkin 1843 

History  of  Galloway,  2  t.  12mo,  12s   NiekoUan 1841 

Literary  Varieties,  18mo,  6s CoUt 1837 

Outlines  of  Ophthalmology,  12mo,  li  6d    Longman  1856 

-  Rustic  Bower:  Sketches  from  Nature,  Poems,  12mo,  4s Simpkin 1844 


-System  of  Book-keeping  for  Solicitors,  &c.,  12mo,  69    Croekford 1858 

-  Treatise  on  Diseases  of  the  Eye,  8vo,  new  edit.,  30s Lom/man  1854 

Physiology  of  Vision,  8to,  10$  6d Longman  1841 

the  Muscles,  24mo,  8s Zon^aa  1842 


Young  Man*8  Counsellor,  18mo,  Is  6rf Groomhridge  ...  1 8 5  [ 

(Tf^.)  Handbook  to  Billiards,  12mo,  Is  6<i    Mackenzie 1847 

{W,B.)  Abiding  Comforter:  His  Person  and  Work,  12mo,  new  ed.,  3s6rf  Sedeg i86» 

Bible  Characters,  12mo,  5s   Seeleg 1861 

Dwellings  of  the  Righteous.  18mo,  U  6d    Seelejf i86» 

— — Gleanings  from  Gospel  Story,  18mo,  It  6d  Knight  1859 

Handbook  for  the  Sick,  4th  edit.,  cr.  8vo,  ls6d    Seeley 1861 

Help  for  Helpless,  2nd  edit ,  fcap.  8vo,  5s SeeUjf 1861 

JustiBed  Believer,  his  Security,  Conflicts,  Ac,  12mo,  2s   Bel.  TraelSoe,  1851 

Lamp  to  the  Path  :  Help  to  Search  the  Scriptures,  ISmo,  n.  e.  Is  Seeley 1861 

■ Married  Life,  its  Duties,  Trials,  and  Joys,  18mo,  new  ed.,  Is  6<i  See/eg i86r 

Redeeming  Love,  12mo,  new  edit.,  2t6d Seeley 1861 

Sixteen  Sermons,  12mo,  6s    iSeefeg 1851 

'  Tracts  for  Parochial  Distribution,  Ist  and  2nd  ser.,  12nio,  each  la  Seeley 1859 

■  Wanderer  and  His  Return  Home,  new  edit.,  fcap.  8vo,  Is  6ci   ...  Seefeg 1861 

Word  of  Life:  Scriptural  Instruction,  12mo,  3s  6<i   Seeley 18^9 

■ Words  in  Season  to  the  Weary,  new  edit.,  12mo,  3s  6d Seeley i86a 

' and  Roes*s  History  of  the  County  of  Durham,  2  t.  4to,  52s  6d  Virtue    1836 

Mackerel  Will,  by  the  Author  of  Gilbert  Gresbam,  ju;.,  18mo,  Is   Rtl.  TraetSoc.  i860 

Maekem  {Tho.)  Lucian  Playfair,  a  Novel,  8  v.  post  8vo,  31s  6d  Smith  d: Elder  1857 

Mackerrow  (/no.)  History  of  the  Secession  Church,  8vo,  16s    Fttllarton  1841 

Office  of  Ruling  Elder  in  the  Christian  Church,  8s  Hd Hamilton  1848 

Mackewan's  Drawing  Lessons  on  Trees,  printed  in  Colours,  obi.  fol.,  21s Dufour  1859 

Mackey  (il.(?.)  Lexicon  of  Freemasonry,  2nd  edit.,  12roo,  5t Griffin    i96i 

-^—  (J.L.)  Grammar  of  the  Bengal  Language,  cr.  8vo,  7s  6d New  York 1855 

Mackie  {J.M.)  Life  of  Tai-Ping,  War  Chief  of  Chinese  Insurrection,  post8vo,  7s  6<^  New  York 1857 

Mackidd  (Alex.)  Exposition  of  Epistle  to  the  Romans,  Ch.  7,  post  8vo,  3s  6</ Theobald    1854 

Mackie  {Cha.)  Castles,  Palaces,  and  Prisons  of  Mary  of  Scotland,  new  ed.,  r.  8vo,  25s  G.  Cox  1850 

{Mr$.)  Willy's  Book  of  Birds,  sm.  4to,  5s;  col,  7s  6d,  1859— red.  to  8s6<£...  Geologist  Office  i86c 

(3./.)  First  Traces  of  Life  on  Earth,  cr.  8vo,  5s    .*. ^rroom^'c^...! 8 60 

'—- Handbook  of  Folkestone,  for  Visitors,  8rd  edit,  IGmo,  Is Simpkin 1862  j 

Historical  Account  of  Folkestone,  post  8vo,  8s Simpkin 1856  I 

{Maj.W,)  Britannia  Ingrata,  a  Tribute  to  the  Peninsular  Army,  4to,  10s  fid £oone 1837 

Mackillop  (H.F.)  Twelve  Months*  Service  in  New  Zealand,  12mo,  7s  6<;  Bentley 1849 

Mackinlay  (D.A.)  Heir  of  Ardanarchan,  and  other  Tbles,  fcap.  8vo,  3s  6d A.  ffaU   1861 

Mackinnon  {Capt.)  Atlantic  and  Transatlantic  Sketches,  2  v.  post  8vo,  .21s Colbum 1851 

'  Military  Service  in  the  Far  East,  2  v.  post  8vo,  21s   OUivier 1S49 

Origin  and  Services  of  the  Coldstream  Gds.,  2  v.  8vo,  86s — r.  14s  Boutledge 1841 

Some  Account  of  the  Falkland  Islands,  8vo,  8s  6d Baily 1840 

— ^ Steam  Warfare  in  the  Pkrana,  2  v.  post  8vo,  21s    OUivier 18481 

(H^.^.)  History  of  Civilisation,  2  V.  8vo,  21s Colbum 1848 

Mackintosh  (SirJ.)  Dissertation  on  Ethical  Philosophy,  8vo,  9«,  '38  ;  3rd  ed.,  10s  6d  Longman  i86s| 

— History  of  England,  B.C.  65  to  a.i>.  1572,  2  v.  8vo,  21s  Longman   1853 

by  Bell  and  Wallace,  10  v.  12mo,60s— r.85s  Longman  183$ 

— — — ■ Memoirs  of,  edited  by  his  Son,  2  v.  8vo,  82s Moxon   1^3^ 

Miscellaneous  Works,  8  v.  12mo,  21s;  8  v.  8vo,  42s j  n.o.,1  v.,  21s  Lowjman  1854^ 

On  the  Law  of  Nature  and  Nations,  12roo,  Is  6d  Btnning 1836 

■  View  of  the  Reign  of  James  II.,  4to,  81s  6rf Longman   183& 

"  {Jno.)  Memorials  of  his  Life,  by  Macleod,  12mo,  6s  ;  n.  e.,  p.  8vo,  8s  6d  Strakan 186^ 
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Mackintfldi  {/no.)  Piithology  and  Practice  of  Physic,  2  r.  8vo,  81«  6d Longman  1836 

(5.)  Scripture  Difficulties,  f cap.  8vo,  1«  Blackiooods    ...1851 

(5.)  Sermons,  is  Qd Blachcoods    ...1854 

MMkledj(/.)  Compendium  of  Modern  Civil  Law,  8vo,  80»   New  York 1849 

Wiiddin  (/J.)  Piator's  Gift,  2  v.  12mo,  7» Hamilton  1839 

Psalms  of  David,  with  Parallel  Pas^ges,  2  v.  12mo,  7a    Hamilton  1839 

UukneaB  (Jot.)  Memorials  of  his  Life  and  Character,  12mo,  i$  Qd Churchill  1851 

Moral  Aspects  of  Medical  Life,  12mo,  79  &d  Churchill  1846 

On  the  Climate  of  Hastings  for  Invalids,  post  8vo,  is   Churchill  1850 

Pathology,  &c.,  of  Clergyman's  Sore  Throat,  8vo,  5s Longman  1848 

Kidnight (/«.)  Translation  of  the  Epistles,  imp.  8vo,  lis  Tegg  1843 

Maeknj  {W.)  Causes  Betanling  the  Reformation,  Prize  Essay,  1860,  post  8vo,  2i  6d  Marlborough... i%ho 

Piixe  Essay  on  the  Reformation,  3rd  edit.,  3«  6rf    WhiUaher 1846 

M»ckreth  (7.)  Churchwarden's  Manual  of  Duties,  12mo,  2»  6d RivingUm  1855 

UKkworth  on  Free  Parliaments,  new  edit.,  8vo,  2«. Cooper   1840 

Ibdacfakn  (/>.)  Law  of  Merchant  Shipping,  36t ;  Supplement,  roy.  8vo,  6s  Maxwell    1861 

(PoaO  The  Bible  ;  its  Use  and  Abuse,  12mo,  is.. Dolman 1851 

• True  Religion  ;  Objections  to  Catholicity  Answered,  12nio,  2s  Qd...  Dolman 1855 

• and  Kennard  (R.  W.)  Controversial  Correspondence,  8vo,  10s  6d  ...  Partridge  1855 

(Pa.)  Christ  Our  Study  in  his  Official  Character,  post  8vo,  5s Juddd:  Glass... iZs7 

Slx-iagu  ( J ^.)  Ragged  School  Rhymes,  12mo,  Ss  6d Theobald   1851 

■ Sketches  from  Nature,  and  other  Poems,  12mo,  5s, Groombridge  ...iS$i 

• (/.)  Lectures  and  Sermons,  Selection  by  Davidson,  8vo,  10s  Cd Ni^>et 1853 

^ykna  [CTia.)  Oeology  of  Fife  and  the  Lothians,  post  8vo,  Ss  6d  Longman  1839 

— (Jos.)  Improved  System  of  Book-keeping,  12mo,  1«,  Bclld'D.,  '42  ;  Is  6d  Simpkin 1851 

Sketch  of  the  History  of  the  Currency,  post  8vo,  9a  6d (rroom^'(^e...i858 

{Jno.)  Memoir;  with  Selections  from  his  Lettera,  &c.,  12mo,  is  Hamilton  i86z 

• (Prf.)  Glory  of  the  Holy  Ghost,  12mo,  3a  6d Theobald   1855 

MicUocfaUn  {Tho.)  History  and  Literature  of  the  Scottish  Gael,  I2mo,  3a  6<f Simpkin 1857 

""—- Way  to  God  ;  or,  Christ's  Mediatorship,  12mo,  la  6<i Groombridge  ...1853 

JUdMghlaa(£'.J.)  Coral  Gift;  or,  the  Lovers  of  the  Deep,  l2mo,  ^s  Qd New  York 1856 

lUdMrin  (/no.)  Works  of,  edit,  by  W.  H.  Goold,  2  v.  post  8vo,  12a  Hamilton  i860 

•• Essies  and  Sermons  ;  Essay  by  Dr,  Brown,  12mo,  4a  %d   W.  Collins 1848 

— Glorying  in  the  Cross  of  Clirist,  &c.,  18mo,  la  W.  AUan  1849 

' ■ Prejudices  against  the  Gospel  considered,  12mo,  la  6rf  Hamilton 1857 

Process  in  Civil  Causes,  Sheriflf  Court,  Scotland,  2  y.  8 vo,  22a  Simpkin 1850 

Select  Works,  18mo,  2a ReUTraetSoc,  i860 

'r {W.C.)  Fasti  Christiani ;  or,  Rhymes  on  the  Calendar,  8vo,  6a  6d    Dolman, 1851 

)b^(i4.)  Miscellaneous  Works,  Vols.  1  to  6,  12mo,  ea.  3a  6d ;  Y.  7,  5s Houlston   185a 

Commissioa  to  the  Apostles,  &c.,  10th  edit.,  12mo,  9s  6d Houlston   1847 

' —  Lectures  on  Monks  and  Monasteries,  post  8vo,  2a  6rf A,  Hail 1854 

—  M.T.)  Orsn,  and  other  Poems,  12mo,  2a  6d   A.Hall 1857 

—  (C.^.)  aiK^  Robinson's  Appeal  Reports,  Scotland,  1839-40,  roy,  8vo,  46a Benning 184a 

(/«.)  Practical  Sermons,  8vo,  8a Smith  AElder  1838 

(./w.)  Service  in  Hudson's  Bay  Territory,  2  v.  post  8vo,  21a Bentley  1849 

~~ System  of  Book-keeping,  poet  8vo,  2a  6c{ Hamilton  1859 

Ruled  Books  for,  4to,  2a  6rf Hamilton 186a 

'  ('^)  History  of  the  Celtic  Language,  12mo,  6s   Smith  ds  Elder  1840 

^  (JoA^.)  Illustrations  of  Teething,  roy.  8vo,  10a;  cold.,  12a   , Longman  1836 

**J«oe(i./.)  Prayers  for  Schools  and  Samilies,  8vo,  2a Bellds  Daldy...i%^9 

^  Selections  from  Grid,  12mo,  3a  6(i Belldf  Daldy.,.i^s6 

-  Sermons  for  Schools  and  Families,  12mo,  6a6ef    BeUdsDaldg...i%^j 

on  Christian  Life,  8vo,  1st,  2nd  and  3rd  series,  each  lOa  Qd  Bell<kDaldyi$$$-'i 

tTj ' Unity  of  God's  Moral  Law,  8vo,  7a  6<i BeUds  Daldy^.tl^j 

'^^{G.P,)  Christian  Statesman  and  our  Indian  Empire,  2nd  edit.,  p.  8vo,  3a  Qd  Maximilian    ...1859 

'      " Incentives  to  Virtue,  Natural  and  Revealed,  post  8vo,  la  Qd Macmillan    ...1857 

7. The  Cross  and  the  Nations,  Hnlsean  Essay,  1867,  post  8vo,  2a Macmillan    ...1858 

J»^tel»o«s  Picture  of  Sidney,  1839,  12mo,  7a  6rf    Macmillan...    1839 

««flM  (Jfra.)  Evenings  Abroad,  post  8vo,  8a Smith  dk  Elder  1836 

TTj Sketches  of  Corfu,  fcap.  12mo,  8a Smith  ds  Elder  1836 

^^oeGd  {Alex.)  Age  of  ChivaLry,  and  other  Poems,  12mo,  5a Longman  1839 

■•" Cherubim* and  the  Apocalypse,  8vo,  7a  Qd,  1853— red.  to  5s Longman  1856 

*~"  On  Unfulfilled  Prophecy,  12mo,  4a  Snow 1841 

"■      -  (2).  A)  laiy  Macnab  ;  or.  Heiress  of  Dunelfa,  a  Tale,  post  8vo,  Zs  Qd  Simpkin 1845 

2^^       «/.-ff.)  Notes  on  Surgery  of  Crimean  War,  post  8vo,  10a  Qd    Churchill  1858 

■ — {B.D.)  Dictionary  of  Political  Economy,  V.  1,  roy.  8vo,  80a Longman  i86s 

" Elements  of  Political  Economy,  8vo,  16a , Longman  1857 

■  Theory  and  Practice  of  Banking,  Vol.  1,  roy.  8vo,  14a  ;  Vol.  2, 16a  Longman  1856 

(Jts.)  Dreamland,  with  Illustrations,  fol.,  21a,  Kent,  '5g— red.  iolOs  Qd  Griffin   i860 

Illustrations  of  Tears,  and  other  Poems,  foL  31a  6<2   A  cka-mann    ...  1 8  50 

[^     ' — •  (/.)  Smitten  Shepherd  and  Banner  of  Love,  Discourses,  fcap.  8vo,  2a...  Johnstone  1853 

*~~'      '  V-6.)  Easy  Guide  to  French  Conversation,  Ifcmo,  2a  Qd   Whittaktr 185a 

'        ■ — r — -  Garden  of  Life,  an  Allegory,  sq.,  la J.H.iSrJ.Parkeri%$i 

^^^(/^yoiia)  Travels  in  Eastern  Africa,  2  v.  post  8vo,  21a    Hurdd:  B,    ...i860 

i»>wmoa)  Daily  MediUtions,  12mo,  2a Strahan 1861 

8  B 
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Macleoa  (Norm,)  Deborah,  Fireside  Readings  for  Serrants,  12mo,  3<  W,  '57;  n.e.  It  ffanUUon 1859 

Earnest  Stodent:  Memorials  of  Macintosh,  p.  8vo,6f,  '54;n.e.,S«6d  Sirakan iWa 

Gold  Thread,  imp.  16mo,  5«  ;  new  edit,  2«  6rf ^rahan 1861 

Home  School ;  or,  Hints  on  Home  Education,  1»  and  Z$  HamiUon  185? 

Old  Lieutenant  and  his  Son,  2  v.  post  8vo,  12# ikrakan i86» 

Parish  Papers,  poet  8vo,  Zt  6d Strahan 1861 

Prerailing  Prayer,  l2mo,  1*  (W L<nB   1859 

Workshop  Tract —Job  Jacobs  and  his  Boxes,  12mo,  It  Bamilitm 186a 

and  Deirar  (/>.)  Dictionary  of  the  Gaelic  Language,  n.e.,8T0, 10s  6d  BaU  1853 

{Peter)  National  Melodies  of  Scotland,  imp.  8to,  25s Virtue   1838 

;/2.)  Observations  on  Rheumatism,  8vo,  7» .  Longman  1843 

Arithmetical  Questions,  12mo,  2  Pts.,  ea.  Is Longman  1845 

Geography  of  Palestine,  for  Schools,  12mo,  Is  6d Longman  1847 

Life  and  Travels  of  St.  Paul,  with  Questions,  12mo,  2« Longman  1861 

Poetical  Reading  Book,  Ist,  12mo,  9ei.;  2nd,  12mo,  1*  Sd  Longman  1850 

Questions  in  Physical  and  Political  Geography,  12mo,  Is  Longman  1858 

Six  Standards  of  Arithmetic,  Sttindard  1  and  2,  18mo,  each  9d    ...  Longman...   1861-2 
Solutions  of  Qne§tions  in  Arithmetic,  by  First  Principles,  8vo,  Zt  6d  Longman  i86» 


-(/2.)( 
{Wal) . 


(IVm.)  Hydro-Thempeutics  ;  or  the  Water  Cure,  8ro,  2» Hamiltcn  1855 

Treatment  of  SmaJl-Pox,  &c,  by  Water  Cure,  12mo,  Zt  Simplein 1848 


liadevy  (/.)  Curiosities  of  Crime  in  Edinburgh  during  the  last  30  Years,  fcap.  8to,  2f  Vicken 1861 

Sliding  Soale  of  Life,  fcap.  8to,  2s Hovlaiom 1861 

Madiae  (Jot.)  Compamtive  Osteology,  foL,  52«  6d  WaUon 1847 

lUnstrations  of  Dislocations  and  Fwctures,  fol.,  60s  CkurcktU  1859 

Surgical  Anatomy,  2nd  ed.,  imp.  fol.,  72« CKurckiU  1856 

Madoughten  {Dav.)  Premonitory  Diarrhoea  in  Cholera,  8to,  IsW CkwrMU  1854 

Haclure  {Sir  R.)  Discovery  of  N.  W.  Passage,  1850-4,  edit.  byOsbom,  Sed.,  8vo,15s  Longman  1859- 

KacIore*8  Praxis  on  Latin  Potential  and  Subjunctive  Moods,  12mo,  3s  M Mortimer  1839 

Maomahon  (^«i;.)  Jamaica  Plantership,  12mo,  5t  Wilton  1839 

(/./^.)  Treatise  on  Metaphysics,  8vo,  14* -flettrfr />oWy...i86o 

(r.)  American  Gardens,  8vo,  18s PMladelpkia...i^s^ 

Casket  of  Irish  Pearls,  18mo  (Duffy's  Library),  Is Simpiein  i84« 

Maomichael  {J.F.)  First  Latin Chiss Book,  8vo,  Ued    Bell ds Daldif... ilhd 

New  Testament,  Greek,  based  on  Text  of  Scholx,  fcap.,  7s  6(i  ...   }¥hiUaha'  1854 

(/e.)  Pilgrim  Psalms- Psalms  120-134,  12mo,  4f  6d HamiUon  i86c 

Macmicking  {R.)  ManilU  and  Philippines,  poet  8vo,  10*  6d.,  1851;  new  edit.,  5s Benileg  185* 

Macmillan  {Bvgh)  Footnotes  from  the  Page  of  Nature,  fcap.  8vo,  5*    MacmUla^ 1861 

Macmorland  {P,)  Forethought  and  Afterthought,  12mo,  2*  ed HamilUm  jS6i 

Maomnllen  {J. A.)  Manual  of  English  Grammar,  18mo,  1*  6d Simpkin 186a 

Maomurtrie  (B.)  Dictionary  of  Terms,  Anatomy,  Astronomy,  &c.,  3rd  ed.,  12mo,  6s   Pkiiadeipkia...i%ic 

Maonab  (^^.)  Compendium  of  the  Ligaments,  12mo,  Zt  6d   Renthaw    1835 

{D.R.)  Christian  Consolation  ;  Way  Home,  and  Conjugal  Love,  fp.  8vo,  8*  6d  Darion  iS6c 

Maonaghten  {Sir  W.)  Principles  of  Hindu  and  Mohammedan  Law,  2nd  ed.,  p.  8vo,  6*    WiUiamtdkN.  186s 

Macnair  (Robt.)  Christian  Baptism  Spiritual,  not  Ritual,  12mo,  3* HamiUcn   1S5S 

Sabbath  ;  or.  Rest  in  Jesus,  12mo,  J*  TtObHtr 185J 

Decline  of  Quakerism,  12mo,  2*  6d    BenntU  186c 

Macnally  {Mitt)  Pirate's  Fort,  a  Tale  of  the  16th  Century,  post  8vo,  6*   Simphin 1854 

Hacnamara  {Ben.)  Peace,  Permanent  and  Universal,  post  8vo,  10*  6ci 5attiicfers^0...i84i 

■  Treatise  on  Nullities  and  Irregularities  in  Law,  12mo,  6*   Sweet 184s 

Pleading  in  Civil  Actions,  1844, 12mo,  5s Bennutg 184^ 

Macnaught  (J*o.)  Doctrine  of  Inspiration  of  Holy  Writ,  post  8vo,  7*  6d,  1856  ;  4*  6<2  Longwum  185; 

.  : —  Essays  on  Peter,  Confession,  and  Absolution,  8vo,  2*    RimmgUm  185] 

Macnaughten  {Jno.)  Memorial  Discourses,  12mo,  2*  BamilUm  1854 

Macneel-Caird  (>4 tee. )  Poor-lAW  Manual,  Scotland,  12mo,  7*  6d Bennuig i85< 

Macneile  {Bngh)  Church  and  Churches  of  Christ,  8vo,  12*,  1846;  12mo,  7* Baichard  184;: 

■  I     Lectures  on  the  Church  of  England,  12mo,  5* Baiekard  184:1 

-  Passion  Week,  3rd  edit.,  12mo,  4*  6d  Batekard  184; 

■  I  —  Prophecies  as  to  the  Jews,  12mo,  4*  6d Batekard  184c 

■  Sympathies,  &c.,  of  Our  Saviour,  12mo,  4*  6d BaUkard  184^ 

■    Sermons  on  the  Second  Advent,  12mo,  Zt  Cd Batekard  184^ 

preached  in  the  Cathedral,  Chester,  12mo,  3* Wkittaker 1S6] 


■  Seventeen  Sermons,  12mo,  7*  Batekard  183^ 

MacneiU  {Jno.)  Account  of  the  Dublin  and  Drogheda  Railway,  4to,  Zlt6d WeaU «.<^ 

. On  Railways  and  liocomotive  Engines,  8vo,  5*    Vattg 183^ 

Tables  for  Calculating  Railway  Earth  Cuttings,  8vo,  31*  6cl   Simpkin 184^ 

{Muirck.)  Circuit  of  Ireland,  edited  byO'Donovan JriA  .irdl.5oc.i84l 

Macnevin  (/.)  Souvenir  of  the  Exhibition,- 1851,  fol,  42*  ;  coloured,  63* Ackermann    ...185^ 

< {R.C.)  Practice  of  Encumbered  Estates  Court  in  Ireland,  12mo,  10* ...  Benning 185I 

— : {T.)  Confiscation  of  Ulster  (Duffy's  Library),  18mo,  1* SimpHn 184^ 

History  of  the  Volunteers  of  1782  (Dufly's  Library),  18mo,  1*  Simpkin     184^ 

Lives  and  Trials  of  Rowan,  Jackson,  &c.,  8vo,  5* Simpkin 184^ 

Macnicholl  {D.B.)  Handbook  for  Southport,  Medical  and  General,  2e.,  p.  8vo,  8*  6d  Ckurckill  i86j 

Macnicoll  {Dav.)  Works  and  Poetical  Remains,  Life  by  Dixon,  8vo,  12* Tegg  ...» 18;* 

(Tfioi.)  Essays  on  English  Literature,  cr.  8vo,  7* Ptekering 1861 

Macnish  {Robt.)  Anatomy  of  Drunkenness,  new  edit.,  18mo,  2*  6rf;  12mo,  1*    M'Pktm    185^ 
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Micaiah  (i?o&(.)  Book  of  Apboriams,  18rao,  &  6rf    3f*Phun    1840 

—  Introduction  to  Phrenology,  12mo,  U WhittaJcer 1^537 

Modem  Pjthagorean,  Life  by  Moir,  2  y.  p,Svo,  12t,Caddl,  183;;  5«  H.  Bokn   1844 

PhUosophyof  Sleep,  18mo,  2*  6c/,  1845;  12ino,  1« M*Pk»n    1858 

Ibcooodue  (ikr.)  Aostralmna  ;  or,  Oonrict  Management,  8vo,  Us  Parker  A  Son    1839 

On  Crime  and  Punishment,  8vo,  3» HcUchard  1846 

Macormiiek  (<7.)  CooBumption,  the  Nature  and  Treatment  of,  12mo,  34  Qd LanymaK   1855 

M<oonaick(i2.(7.)  Two  Months  abont  the  G^unp  of  Sebastoijol,  12mo,  It W.  WesUv 1855 

Miwy  {A)6.)  True  Masonic  Guide,  cr.  870,  7«  6rf  New  York 1853 

IbqtiierKiD  {AUx.)  Lectures  on  the  Book  of  Jonah,  J8mo,  1«  6</ Johnstone  1849 

(/)»».)  Antiquities  of  Kertch,  Illustrated,  imp.  4to,  42* Smith  tk  Elder  1857 

Two  Years  in  China,  1840-2,  8ro,  14#,  184a  ;  3  ed.,  12mo,  12<  Scumdert  <fc  0.  1843 

— — —  (/oAa)  Edward  the  First,  a  Drama,  6vo,  'da  6d Longman  1844 

Pleasures  of  Imagination,  Poems,  12mo,  4«   Simpkin 1836 


■  (Wm.)  Practice  of  the  Privy  Council  Judicial  Committee,  8to,  16* Sioeet i860 

Treatise  on  Law  relating  to  Infants,  1842,  roy.  8vo,  26*  Maxwell    1841 

MKpbon's  Catechism  of  Phrenology,  illostratiye  of  the  Science,  new  edit,  12mo,  1*  M^Phun    i860 

New  Pocket  Lawyer:  Popular  Digest  of  the  Law  of  Scotland,  18mo,3«  6d  M*Phun    i860 

Tourist's  Ghttide  to  the  Trosachs,  Loch  Katrine,  &a,  32mo,  1* M'Pkun    1858 

Miequeen  (ifi^A)  Orator's  Touchstone,  12mo,  6*  6<i   , New  York 1853 

(/«.)  General  Statistics  of  the  British  Empire,  8to,  8* Fellowes 1836 

Geographical  Surrey  of  Africa,  8to,  18* Fellowet 1840 

• Plan  for  a  Mail  Communication  by  Steam,  8vo,  7*    Fellowet 1838 

The  War:  Who*8  to  Blame?  8vo,  12*,  1854— red.  to  8*  Madden 1855 

' — ' —  (J'F-)  Appellate  Jurisdiction  of  House  of  Lords,  roy.  8vo,  3U  (kl Maxwell 1841 

Law  of  Marria^,  Divorce,  &c.,  roy.  8to,  10*  6rf,  '58;  2  e.,  8vo,18*  Maxwell i860 

-— Laws  of  War  and  Neutrality,  Search  and  Blockade,  12 mo,  8* Chambers  i86a 

Beport  of  Debates  on  the  Life  Peerage  Question,  8vo,  6* Maxwell 1856 

Rights  and  Liabilities  of  Husband  and  Wife,  8vo,  18* Sweet 1848 

— • {K,)  Christ  our  King,  2  Parts,  12mo,  each  2*    Hamilton  ......1857 

Itune  {Alex,)  Manual  of  Plantership  in  British  Guiana,  8vo,  5*    SiMth  de  Elder  1856 

(dD.)  Practice  of  Insolvency,  in  Protection,  12mo,  21* Sweet 1856 

(AC.)  Addresses  to  Sunday-School  Children,  12rao,  4»6<i. Miller  de  F,  ...184a 

- — ' (/.)  Scripture  Iaw  of  Marriage  as  regards  Prohibited  Degrees,  8vo,ls  M  Simpkin 1861 

^l>ai7  (J>io.)  Translations  from  German  Lyric  Poets,  12mo,  5* Black 1838 

(fF.D.)  Maaoal  of  British  Historians,  to  a.d.  1600,  8vo,  9* Pickering 1850 

)l«a»dj  {E.N,)  Suwarrow  and  his  Last  Campaign,  Sketches,  post  8vo,  10* Smith  de  Elder  1851 

\0.P.)  Leaves  from  the  Olive  Mount,  Poems,  fcap.  8vo,  5* Chapmandsff,  i860 

Mierajht  (/).C.)  Manual  of  BritUh  Botany,  12mo,  7*  6<i  Chm-chill  1837 

llwoWn  (/so.)  Study  of  IVactical  Medicine,  8vo,  6* HighUy 1836 

^^o(xj  {E,)  Few  Notes  on  the  Temple  Organ,  2nd  edit.,  square  8vo,  8*  6<2 Bell de Daldy... iZdi 

uokijmia  (5.)  Annals  of  Ulster,  fcap.  8vo,  1*   AUtnan 1849 

K«aveeney  (/o$.)  Enaj  on  Aerial  Navigation,  12mo,  2*  6d  Simpkin 1845 

^l^<:viear  (y.^.)  First  Lines  of  Science  Simplified,  8vo,  6* Simpkin i860 

(/.(?.)  Catholic  Spirit  of  True  Religion,  post  8vo,  7*   A,  ScoU 1837 

Enquiry  into  Human  Nature,  8vo,  7*  6d    Simpkin 185a 

" On  the  Beautiful,  Picturesque,  and  Sublime,  post  8vo,  7* A,  ScoU 1837 

Philosophy  of  the  Beautiful,  post  8vo,  6*  UamMton  1855 

■««»her  (/.(7.)  Legends  and  Tales  of  IreUnd  and  the  Irish,  12(no,  1*  6cl Ward  A  Lock,,. 1%  $7 

' Mc^em  Mystery  ;  or,  Table  Rapping,  12mo,  1*  Shaw 1854 

" Scarlet  Mystery;  or,  Rome  Unmasked,  12mo,  8*  6d  Nisbet    1854 

' Tales  of  IreUnd  and  the  Irish,  12mo,  3*  6d    J.F.SIiaw 1854 

■J (/.O.)  Irish  Reformation  Movements,*  12mo,  3*  6rf HamiUom  1851 

**wiiisnie  ( J . A/. )  Anatomical  Sketches,  Descri ptions  by  Wormald,  4to,  26* UiuhUy 1 84 3 

IJ^villam  (i/.)  Medical  History  of  the  Niger  Expe<lition,  1841-2,  8vo,  10* ChnrddU  1843 

^'■l^uear,  Ftet  and  Present,  by  a  Resident,  post  8vo,  9* BenUey  1847 

*:i^mt  CcBislanoe,  the  Autobiography  of  a  Frenchwoman  in  England,  2  v.  p.  8vo,  21*  Newby 1861 

*^ 'de  Qaseoigne  ;  a  Temperance  Tale,  18mo,  1* Tweedie 1862 

-r Malgnet,  a  Tale  of  1829,  8  v.  post  8vo,  81*  6d    Longman  1848 

**Me«  (i).0.)ChiefiB  of  Parties,  Past  and  Present,  2  v.  post  8vo,  21*   Skcet  1839 

— Game  of  Brag  ;  or  the  Battery  Boys,  a  Novel,  2  v.  post  8vo,    21*  ...  Skeet  1853 

' ' Revelations  of  Ireland  in  the  Past  Generation,  post  8vo,  10*  6</ Orr 1848 

""^ — -  {EJ*.)  Ancient  English  Romance  of  William  and  the  Werwolf,  4to   Roxhurghe  C/...1859 

■ {P'W,)  Handbook  of  Roman  Numismatics,  fcap.  8vo,  5* /.  R.  Smith   ...1861 

— ^ — •    (P.)  Lunar  Denudation  in  Connection  with  Noachian  Deluge,  8vo,  1*  6d  .  Simpkin i860 

(AO.)  Ageof  Pitt  and  Pox,  8vo,  14* Netcby   1846 

•— Ireland  and  its  Rulers  since  1889,  8  v.  post  8vo^  31*  ed Newby    1843-4 

Shrines  and  Sepulchres  of  the  Old  and  New  World,  2  v.  8vo,  80*  ...  Newby    ...1851 

•  (it Jt)  Egypt  and  Mohammed  All,  post  8vo,  6* Hamilton  1841 

"- History  of  the  Penal  Laws  against  Roman  Catholics,  8vo,  5* Richardson    ...1847 

Phantasmata  :  Illusions  and  Fanaticisms ;  2  v.  8vo,  28* Newby    1857 

'  Resources,  Progives,  &c,  of  the  IsUnd  of  Cuba,  12mo,  3*  6d    Partridge 1849 

■ The  Turkish  Empire— Christianity  and  Civilization,  2  v,  8vo,  80*  ...  Newby   i86a 

•^— Travels  in  the  West  Indies,  1834-5,  2  v.  post  8vo,  21*  Cochrane n.d, 

•*- — ■ United  Irishmen,  Lives&Times,  4B.,e.2v.,21*,'48;  n.  e.,  1  v.,10*  6rf  Ht^   1858-60 
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Madden  (fT.jy.)  Fatber'B Thoughts  on  Baptiam,  12mo,  2^6(2 JacJnon 1851 

Martyrs  of  Provence,  12mo,  5j  6d Mivinylon  1841 

— Physiology  of  Cntaneous  Absorption,  8to,  5$   Longman  1838 

——I—  Thoughts  on  Pulmonary  Consumption,  post  8vo,  5» Chtuxhill  1849 

(W.M.)  Sketch  of  Last  Days  as  seen  in  Prophecy,  12mo,  2<  M;  2nde.,  \»6d  NamiUon  1861 

Madder  (S.S.)  Rambles  in  an  Old  City  (Norwich),  postSvo,  10<6rf Ntwbtf    1853 

Madders  (A.)  Guide  for  conducting  Transactions  in  the  Funds,  &c,  12mo,  8s  6d Groombridgt  -..1855 

Maddock  {A.B.)  Pulmonary  Consumption  treated  by  Inhalation,  8to,  2«6(^  '54 — ^r.  \»  Simpkin    1861 

■  Sydenham,  its  Climate  and  Palace,  8vo,  2t Simpkin i860 

■  Treatise  on  Mental  and  Nervous  Disorders,  8vo,  5t  ^  Simpkin 1858 

— ■ Pulmonary  Consumption,  &c. ,  8  vo,  5<  6</, '  54 — r.  3<  6d    Simpkin 1 86 1 

(J7.)  Chancery  Practice,  2  v.  roy.  8vo,  73»  6«/ Stevent  1837 

(^.7.)  Sick  Man's  Manual,  5th  ed.,  18mo,  laOd  Seelqf 1848 

(ifr*.)  Explanation  of  the  Collects,  18mo,  2«  ed   HovUdon   1841 

Liturgy,  3  V.  18mo,  7«  6rf    JlouUton  ...1839-40 


(5.)  Sermons  for  the  Use  of  Seamen,  12mo,  5$  Hamilton 1837 

Maddox  (ifr».)  Bible  Gleaner,  18mo,  U^d Simpkin 1838 

Maddy  (£.)  Digest  of  Cases  argued  in  Ecclesiastical  Courts,  roy.  8vo,  15f Benning 1835 

Madeira,  Physical  and  Topographical  Description  of.  Sheets,  10s;  Case,  15<  Stanford    1856 

Madeley  {Edw.)^^ence  of  Correspondencies  Elucidated,  8  vo,  4s  6d Netobunf    1 849 

Mademoiselle  Mori,  a  Tale  of  Modem  Rome,  2  v.  12mo,  12«;  2nd  edit.,  cr.  8vo,  6t   Parker^ Son... i%bo 

Madge  {Hen,)  Anatomical  Relations  between  the  Mother  and  the  Foetus,  12mo,  5s  ...  JUngkaw    1859 

■     Treatise  on  Diseases  of  Fostus  in  Utero,  12mo,  5t  Renthaw    1854 

(Tho.)  Discourses  on  Unity  between  God  and  Christ,  8vo,  Ss  6d  Hunter 1836 

■Lectures  on  Puseyiam,  8vo,  9<,  Longman — red.  to  4»  6<i  H.Bohn 1844 


Madison  (/.)  Correspondence,  &c.,  on  the  Congress  of  the  Confederation,  3  v.  8vo,  54s   WUey i8;o 

Madman  of  S.  James's,  from  Diary  of  a  Physician,  3  v.p.8vo,31«6c^,//(>pe,'6o;  12mo,2t  H.  Clarke 1861 

Madras  and  Cuddalore  in  the  Last  Century,  12mo,  5f  6</  Longman  1850 

Register,  12mo,  5s AUen  A:  Co.  Annnal 

Madrid  in  1885,  by  a  Resident  Officer,  2  v.  8vo,  28s SaundemkO.  1836 

Madvig  (J.N.)  Greek  Syntax,  by  Arnold  and  Browne,  sq.  8vo,  8s  Qd    JUvington  1853 

Latin  Grammar,  by  Woods,  8yo,  14s,  1848  ;  new  edit,  12s J.HJbJ,Parkeri%s7 

Magazine  for  the  Young,  1842-62,  18mo,  each  28  6d Mozley 1843-6* 

of  Domestic  Economy,  7  v.  8vo,  7s  6<i— red.  to  5ieach Bradbur^f    1837-4* 

■ New  Series,  2  V.  8vo,  25s    Bradlmr^  ...i%^y^ 

•  Popular  Science,  4  v.  8vo,  55s ParkenkSon  1836-8 

•  Science,  roy.  8vo,  V.  1-11,  each  8s,  BHUain^  1840-49;  12&13,  ea.  12s  Simpkin 1850-1 


Magdalen  Havering,  by  the  Author  of  the  Yemeys,  &c.,  3  v.  post  8vo,  dU  6d    Hunt  d:  B.  ...i860 

— ^— —  Stafford;  or.  Gleam  of  Sunshine  on  a  Rainy  Day,  12mo,  5s BeUik Daldjf...itS7 

— — -   the  Enchantress,  founded  on  Fact,  12mo,  6s  PhUaddphia...t%s^ 

Magdalene,  a  Poem,  12mo,  Is  SmUhA Elder  1859 

and  Raphael  ;  or,  the  Wonders  of  Vision,  a  Story,  18mo,  Is JtoulUdge  1858 

Nisbet,  the  Maiden  of  the  Merse,  a  Tale,  12mo,  2s HouUton   1858 

Magee  (Abp.)  Works,  with  Memoirs  by  Dr.  Kenney,  2  v.  8vo,  26s,  Cadell—Ted.  to  18s  H.  Bohn    1842 

On  the  Atonemant  (Christian  Literature),  roy.  8vo,  5s H.  Bokn  1841 

(W.C.)  Sermons  at  Bath,  12mo,  5s,  1852;  2nd  series,  12mo,  et Hatehard 1853 

Voluntary  System,  and  the  Established  Church,  3rd  ed.,  fcap.  8vo,  2s  Bell  A  Daldy... i%bi 


Magendie  (T.)  Formulary  of  all  New  Medicines,  n.e.,  Is  6<2  ;  case,  3s  ;  roller,  ^9  6d...  Medwin 1838 

New  Remedies, byGregory,8vo, 7s  6<i,'36;  Gully,12mo,5s6rf  Ckwrehill  1836 

Maggie  and  Emma,  a  True  Story,  edit,  by  Mlntosh,  18mo,  Is Routledge  1861 

Maggy  Spencer,  a  Tale  of  Cottage  Life,  16mo,  Is Seeley 1851 

Magi  and  the  Star,  12mo,  3s  Simpkin 1848 

Magic  and  Mesmerism,  a  Novel,  3  v.  post  8vo,  31s  6d    ...* Saundert  i:  0..i^z 

Witchcraft  (Reading  for  Travellers),  12mo,  Is Chapman  ds  H.ii $2 

(Joblet,  a  Swedish  Tale,  24mo,  2s   Clarke    1845 

Pretended  Miracles,  Remarkable  Phenomena,  and  Delusions,  18mo,  Is  6(1  Rel.  TradSoc.  185s 

-Wreath;  or,  Hidden  Flowers,  18mo,  2s  6rf  NicholU. 


Magician's  Own  Book  ;   whole  Art  of  Conjuring,  cr.  8vo,  6s  NevD  York 1858 

Maginn  (Wm.)  John  Manesty;  or,  the  Liverpool  Merchant,  2  v.  post  8vo,  21s Mortimer  1844 

Military  Sketch  Book,  2  v.  post  8vo,  16s,  iSiy—red.  to  10s Colbum 1850 

— ^^-^-^—  Shakespeare  Papers:  Pictures  Grave  and  (Jay,  12mo,  ^s,  '59— red.  5s  Bentiry 1861 

Magistrates'  Handbook  to  Quarter  Sessions,  8vo,  24s Crockford 1854 

Magnay  (Claude)  Euolbion,  Taste,  Old  Paths,  and  other  Poems,  12mo,  6s MaOert 1853 

• Poems,  12mo,  5s Pickering 1853 

■   Reginald  Grame  ;  or,  Visible  and  Invisible,  12mo,  8s  6d Cleaver  1850 

■  Sermons,  Practical  and  Suggestive,  12mo,  5s    Mcuter$ 1855 

-  The  Rest ;  an  Episode  in  the  Village  of  Ross,  12mo,  ds6d Cleaver    1849 


Magne  (/./T.)  How  to  Choose  a  good  Milk  Cow,  12mo,  3s Blackie  1853 

Magnet  Stories  for  Summer  Days  and  Winter  Nights,  V.  1  to  4,  fcap.  8vo,  ea.  2s  6ci...  Groombridge  1860-2 

Magnyfyoence,  an  Interlude  by  John  Shelton,  4to   Roxburgh  Clvb  n.  d. 

Magoon  (E.L.)  Living  Orators  in  America,  12mo,  7s  6<2 /.  Chapman  ...1849 

'■ '  Orators  of  the  American  Revolution,  post  8vo,  10s  6(1  /.  Chapman  ...1848 

Proverbs  for ^he  People,  12mo,  6s.... Wiley 1849 

/.  Chap 


'Republican  Christianity,  post  8vo,  7s /.  Chapman  ...1849 

Western  Empire  ;  Great  Drama  of  Human  Progress,  post  8vo,  7s  ^d  .  New  York 1856 
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Magraih  (J.R.)  Stanhope  Priie  Essay,  1860:  Fall  of  Republic  of  Florence,  8vo,  U6d  W^Utdker i860 

{R.N.)  Historical  Sketch  of  the  Progres*  of  the  Art  of  War,  8vo,  &$  M Longman  1838 

M^uire(/.^.)  Industrial  Movement  in  Ireland,  1852,  8to,  7«  6(i Simpkin 1853 

Borne,  its  Ruler  and  its  Institutions,  2nd  edit ,  post  8vo,  lOt  6d Longman   1859 

(/.if.)  Letters  in  Vindication  of  the  Church  of  Ireland,  12mo,  6«  Rivingion   1850 

(JWr.)  John  Hampton  s  Home,  4to,  1* Knitjkt  ds  Son.,.i%S7 

PerYersion  and  Conversion  ;  or.  Cause  and  Effect,  post  8vo,  2«6rf /.  P.  Shaw    ...1854 

Self  :  its  Dangers,  Doubts,  and  Duties,  32mo,  2$  6d  /.  F.  Shaw    ...1862 

■ Sermons  on  the  Seven  Churches  of  Asia,  12mo,  2»  6(1 KnigfUdk  Son..,i%$7 

Things  Present  and  Things  to  Come,  fcap.  8vo,  2t  6d RovUUdge  i860 

Ibhs  Fin  Charitn,  a  History  of  Rama;  Sanscrit,  edidit  Trithue,  8vo,  \U  Or.  Text.  Soe.     1848 

JbhmiAu)  Exposition  of  l^istle  to  the  Romans,  Ch.  ix.,  18mo,  Is  iid Partridge 1850 

Modem  Mysteries  Explained  and  Exposed,  8vo,  7«  6d   Boston^  U.  5....  1855 

Science  of  Logic  ;  Analysis  of  Laws  of  Thought,  cr.  8vo,  7«  6cl   New  York 1857 

Scriptural  Doctrine  of  Christian  Perfection,  18mo,  la  Qd Partridge 1849 

System  of  Intellectual  Philosophy,  cr.  8vo,  6»  6d New  York 1855 

— {D.ff.)  Civil  Engineering,  Elementary  Course  of,  6th  edit.,  8vo,  16« New  York 1852 

for  Students,  by  Barlow,  4to,  14« Puliarton  1839 

Course  of  Military  Engineering,  8vo,  18* New  York 1855 

Industrial  Drawings,  8vo,  14«  New  York 1855 

(MUo)  Church  History  of  the  First  Three  Centuries,  cr.  8vo,  9<  New  York i860 

li^tw{E,)  On  Stage  Effect,  8vo,  2s  6d    MiieheU 1840 

Ibhmoad:  the  Life  of  a  Turkish  Apostate,  3  y.  post  8vo,  81s  6c{ Chwrton 1835 

Kihogsny  Tree  ;  its  Botanical  Characters,  Qualities,  and  Uses,  12mo,  fit E.  Wilton  1851 

IbhoDied  (Hot.)  History  of  Bathing,  Ancient  and  Modem,  8vo,  2s  6(£ Smith  A  Elder  1843 

Mihommed,  the  Saracen,  and  the  Turks:  Rise,  ^.,  of  Ottoman  Empire,  post  8vo,  fit  Griffin    1862 

Nibomet  and  hia  Successors,  Lives  of,  by  W.  Irving,  2  v.  8vo,  each  10s  6d Murray 1850 

12mo,  ea.  Is  6d;  1  v.,  3s  6rf,  ff.  Bohn,  1850  ;   1  t.,  2s  6d  RoiUledge  1850 

• life  of,  by  S.  Green,  18mo  (Family  Library),  6s— red.  to  3s  6(i   Tegg  1840 

with  History  of  Islam,  by  W.  Muir,  8vo,  4  v.,  42s  Smith  d:  Elder  t86i 


•Mahomet's  Mission,  a  Poem,  8vo,  Is Niabet 1855 

Hihon  {AiUh.)  London  sa  it  Was,  and  Is,  and  other  Poems,  18mo,  4s  M Johraon 1841 

{G.C.)  Mineral  Agent's  Handbook,  edit,  by  Haughton  and  Scott,  8vo,  4s Williams  de  N  1862 

{Q.W.)  Sermons  on  Doctrines  and  Principles  of  the  Gospel,  8vo,  8s  Cox 1850 

(/.iV.)  Duties  and  Liabilities  of  Executors,  1835,  12mo,  7s  Sweet 1835 

(Lord)  Court  of  Spain  under  Charles  II.,  peat  8vo,  6s  6ci Murray 1844 

Historical  Essays,  post  8vo,  6s,  1848;  3s  6c2  Mwrray 1861 

■ History  of  England,  1718-83,7  v.  8vo,03s,*37-5i}  6ed.,7  v.or.8vo,35s  Murray 1858 

the  Rise  of  our  Indian  Empire,  12mo,  S«  M Murray 1858 


>  Joan  of  Arc,  Essay  on,  12mo  (Railway  Reading),  Is  Murray 1853 

>  Life  of  Belisarius,  2nd  edit.,  post  8vo,  10s  6<i Murray 1848 

the  Cbeat  Cond6,  p.  8vo  (Home&  Col.  Lib.),  6s,  '45— r.  8s  M  Murray 1861 


Narratire  of  the  Insurrection,  1746,  new  edit.,  12roo,  3s Murray 1851 

War  of  the  Succession  in  S])ain,  8vo,  16s Murray 1850 

Mabooey  (S.O.)  On  Study  of  Modem  Languages  in  Public  Schools,  8vo,  Is  6<2 Uardwicke 1853 

Mithony  (C/^.)  Treatise  on  Epidemic  Cholera,  12mo,  5s Churchill  1853 

HaidenAunt,  a  Tale,  by  S.  M.,  l2mo,  4s  6<^,  1849 — red.  to3s6(^ Masters 1855 

-Monarch;  or.  Island  Queen,  2  v.  post  8vo,  14s  Hastings    1839 

— — -Sisten,  a  Tale,  by  AnUior  of  Dorothy,  12mo,  5s Parker d: Son... t%^% 

M.iid«nthorpe  ;  or.  Interesting  Events  about  the  Year  1825,  2  v.  post  8vo,  21s   Bentley  1861 

Haidmoit  (/as.)  Scottish  Ballads  and  Songs,  12mo,  10s  6ci Hamilton  1859 

Maid  of  Honour  ;  or.  Massacre  of  St.  Bartholomew,  a  Tale,  12rao,  7s,  1844  ;  3s  6d    Bogue 1853 

Orleans,  a  Novel,  by  Author  of  Whitefriars,  3  v.  post  8vo,  31s  M    Colbum 1^49 

Maidstone  (Fwrt.)  Abd-el-Kader,  a  Poem,  8vo,  16s    Chapman  d:  ff.i%si 

' The  Deluge,  a  Satire,  8vo,  2s  6rf    Chapman  A  H.il^-^ 

Haidstoae  and  its  Environs,  with  Directory,  12mo,  8i  6c<  WhiUaker 1840 

H^illsrd  {Mrs.)  Adrien,  Sequel  to  Zingra  the  Gipsy,  12mo,  Is  6<i  Routledge  1855 

• Compulsory  Marriage,  12mo,  Is    Routledge  1853 

• Gil  Talbot ;  or.  Woman's  Manoeuvres,  &c. ,  3  v.  post  8vo,  31s  6d    ...  Newby    1857 

Loving  and  Being  Loved,  2  v.  post  8vo,  21s    Saunders  A  0.  1861 

Matrimonial  Shipwrecks,  a  Novel,  2  v.  post  8vo,  15s;  1  v.  5s;  2s  6(i  Routledge  1856 

Miles- Tremenheere,  a  Novel,  2  v.  post  8vo,  7s- adv.  to  15s Routledge  1853 

• Zingra  the  Gipsy,  new  edit.,  12mo,  Is  6<i  Routledge  1857 

(*V.X>.)  History  of  the  Republic  of  Texas,  8vo,  15s Smith  df  Elder  1841 

MaiUer(/.ir.)  Philosophy  of  the  Bible,  poet  8vo,  5s  6<i Oroomhridge  ...iZ^'j 

Mailros,  Chponica  de,  4to    Bannatyne  CL  1833 

Humonides  {Rabbi)  Book  of  Precepts,  Hebrew  and  English,  with  Life,  12mo,  2s  6d...   Wertheim  1850 

— — Laws  of  the  Hebrews  rehtting  to  the  Poor,  8vo,  5s  6d  P.  Richardson  1841 

Mm»  {Dyson)  Avonside,  a  Poem,  l8mo,  Is Simpkin 1851 

(/as.)  Book  of  Botany,  32mo,  6s    Houlston   1842 

Flower.  Proit,  and  Kitchen  Garden,  3  v.  18mo,  each  Is  6d Routledge  1851 

Forest  PUinter  and  Proner*s  Assistant,  12mo,  6s Ridgway     1839 

Gardener  8  Dii-ectory,  12mo,  6s WhiUaker 1857 

Hints  on  Landscape  Gardening,  18mo,  2s    Orr    184^ 
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Main    (fas,)    Hortas  Dietctica  ;  or,  Plants  Useful  for  Food,  18mo,  Zs  6d Orr    1845 

Popular  Botany,  12mo,  i»  6d  \  cold.,  7< Oit    1836 

' Treatise  on  Breeding  and  Hearing  of  Poultry,  12mo,  6» Ridgwiy    1838 

Villa  and  Cottage  Florist's  Directory,  12mo,  6<,  1830— red.  to  8< U.  Bohn    1836 

■'  Toung  Farmer's  Manual,  12nio,  6«  Ridgwaif    1839 

(i2o6.)  Kttdi men tary  Astronomy,  r2n>o,  1« WeaU 1851 

Twelve  Sermons  Preached  at  St.  Mary's  Church,  Greenwich,  fp.  8to,  5«  BeU^  Daldjf...i%h> 

{T,J.)  and  Brown  {T.)  Alarine  Steara-Engine  Questions  on,  8vo,  5i  6d    Longman  1857 

— — ■■ Treatise  on,  4  od.,  8vo,  12«  6d  Longman  i86o 

-  On  the  Indicator  and  Dynamometer,  SY0,i»6d    Longman  1857 


Mainoestre;  Early  History  of  Manchester,  V.  1  to  3,  8vo  Chetham  Soc    i860 

Maine  {U.S.)  Ancient  Law;  its  Connection  with  Early  History  of  Society,&o.,8Yo,12«  Murray 1861 

Maingault*8  Operative  Surgery  (Amputation),  transl.  by  W.  Cox,  2nd  edit.,  fol.,  15«  Churchill  1845 

Mainspring  of  Usefulness;  or,  Little  Annie,  d2mo,  Is   Darton  1849 

Maimer  (/.)  Choruses,  8vo,  2« Wiley n.d. 

•  Gaelic  Psalm  Tunes,  roy.  4to,  6« Simpkin 1844. 

Guide  for  Beginners,  PUnoforte,  4 to,  2s  6(<   WesUy    ».  d 

'  Music  and  Education,  8vo,  4«  6rf,  Longman — ^red.  to  Is  Wesl^    1848 

— — — Book  for  the  Toung,  18mo,  Is (Jrr    1846 

— ^  Musical  Grammar,  8vo,  2s  6<i,  1843— red.  to  Is  Gd Wesley    1843 

Singing  for  the  Million,  8vo,  6« — red.  to  2s  6(2 Simpkin 1841 

Mur  (John)  Latin  Syntax,  by  Carson,  new  edit.,  12ino,  3s    Simpkin 1861 

■  Stewart,  with  Vocabulary,  18mo,  ds  Simpkin 1853 

Key  to,  by  Muirhead,  18mo,  2s  6d Simpkin 1838 


Tyro*s  Dictionary,  Latin  and  Knglish,  by  Feiig'uson,  12mo,  7s  SimpHn 1846 

Maistre  (Ct.de)  Journey  Bound  My  Room  (Standard  Lib.),  roy.  8vo,  Is    W.  Smith 1843 

{J.de)  Letters  to  a  Russian  on  the  Spanish  Inquisition,  Idmo,  2s  Dolman 1851 

— — — Pope  and  Church,  &c.,  transl.  by  A.  M.  Dawson,  12mo,  5« Dolman 1850 

Maitland  Club,  Miscellany  of,  4  v.  4to Maitland  Cluhn.  d. 

Maitland  (Hro.)  Realities  not  Appearances  ;   Is  the  World  Christian  ?  r2mo,  4s Namilton  1846 

— —  (Cha.)  Apostle^s  School  of  Prophetic  Inter oretation,  8vo,  12« Longman  1849 

Church  in  the  Catacombs,  8vo,  lis Longman  1846 

(CD.)  Discourses  on  Parable  of  the  Prodigal  Son,  12mo,  5s  6d Hamilton  1844 

{Pre,  Tho.)  Bail  Practice  with  Musket  and  Minie  Rifle,  12mo,  Is  6c2 Parker  A  Son  1854 

(J,  A.)  Sartaroe,  a  Tale  of  Norway,  cr.  8vo,  8s  (ki   New  York 1858 

Watchnian,aTale,n.e.,12mo,l«6c2,^'iM/)il'/a;12mo,ls6d,/2ott/le(iye;l«  C,  H.Clarke  ...\%oi 

(/tt/.C7.)  Historical  Charades,  12nio,  6«    Longman  1847 

Letters  from  Madras  during  1886  and  1839,  post  8vo,  9*  6d Murray 1843 

(P. )  Plain  Lectures  on  the  Holy  Communion,  l5mo,  Is Halcliard  1847 

(Sir  Rich.,  of  Liihinglon)  Poema,  4to  Maitland  Club.  n.d, 

(5./2.)  Chatterton,  an  Essay,  8vo,  3*6d    Rivingtan  1857 

Dark  Ages:  State  of  Religion,  9th  to  12th  Cent.,  new  edit.,8To,  12s...  Rivington  1S53 

Elucidation  of  the  Prophecies  concerning  Antichrist,  8vo,  2s  6d  ...  Rivington  1853 

— Eruvin  ;  or,  Essays  on  Nature,  History,  &c,  of  Man,  12mo,  5s  6d  Rivington  1850 

^—-i- Essay  on  False  Worship,  12mo,  5s  6(2  Rivington  1856 

-  Superstition  and  Science,  12mo,  2s  Rivington  .1856 


-  Essays  on  the  Reformation  in  England,  8vo,  15s Rivington  1849 

Various  Subjects,  12mo,  5s Rivington  1851 


Illustrations  in  Mesmerism,  8vo,  2s  6d  Stephenson 1849 

Index,  English  Books  before  1600,  Lambeth  Library,  8vo,  4j  6(1...  Rivington  1S45 

Inquiry  into  Prophetic  Period  of  David,  8vo,  3< Rivington  1837 

Letters  on  the  Voluntary  System,  post  8vo,  6s  6d  Rivington  1S37 

Notes  on  Townsend^s  Edition  of  Foxe*8  Martyrs,  8vo,  Ss  6d  Rivington  1841 

•  Reprint  of  the  Supplication  to  James  I.  for  Toleration,  am.  4to,  3s  Rivington  1S60 


MaiUand'a  History  of  the  House  of  Seyton,  4to  Maitland  Club,  n.d, 

Maittaire  {M.)  Greek  Dialects,  Abridged  and  Translated  by  Seager,  8vo,  9s  6d   Longman '.1S38 

l^Uja's  Alphabet,  Primer,  Reading,  Spelling,  12mo,  each  Is   Addey   185a 

-—  Lesson  Book,  with  Pictures,  12mo,  2s6d;  cold.,  5* Addey   185a 

Majendie  {V.D.)  Up  among  the  Pandies  ;  post  8vo,  5s,  1859  ;  new  ed.,  12mo,  2s  Qd  RotUledge  i86i 

Major  (Jos. )  Ladies'  Assistant  in  the  Formation  of  their  Flower  Garden,  4to,  1 0<  6ci  ...  Longman 1861 

Theory  and  Practice  of  Landscape  (Jardening,  4to,  40s' Longman  1855 

{J,R.)  Exoerpta  ex  Zenophontis  Cyropedia,  12mo,  3s  6(i  Parkerd:Sum,    1857 

Herodoto,  12mo,  4s  6d Paikerd-Som    1859 


•  Elementary  Praxis  of  Greek  Composition,  12mo,  2s  6d Longman  1S59 

Extracts  from  Virgil  and  Ovid's  Fasti,  12mo,  8s  6d FelUnoes     2857 


•  Greek  Vocabulary,  12mo,  2s  6d Longman 1840 

-  Guide  to  Reading  of  the  Greek  Tragedians,  8vo,  9s Longman 184^ 

-  Initia  Gneca,  with  Notes  and  Lexicon,   new  edit.,  12rao,  4s FeUowes     1861 

Homerica,  with  Notes  and  Lexicon,  new  edit.,  12mo,  3s  6(i FeUowes     i86a 

-  lAtin  Exercises,  King's  College,  London,  12mo,  2s  %d Parker  A  Som,..i%^'^ 

Grammar,   King's  College,  London,  12mo,  2s  6<2 Felloufes     185S 

-  Hayes's  Questions  on,  12mo,  Is  6d  FeUowes     1^37' 


•  Milton's  Paradise  Lost,  Notes,  &c.,  12mo,  7s  6(2 .-....: FeUowes     185%  I 

•  Outline  Scripture  Maps  (with  Key,  1 8mo),  4to,  sewed,  3s  Parker  d:  Soss    1 84S 
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Major  (/.i2.)  Passages  from  the  Spectator,  for  Latin  Prose,  12]do,  9m  6d  Longman  1858 

Majoribtuiks  (^.)  Travels  in   North  and  South  America,  post  8yo,  lOs  6d Simpkin 1852 

Makamat ;  Rhetorical  Anecdotes  of  Ahn'l  Hariri,  hy  Preston,  8yo,  18« Madden 1850 

Makhaaa  ul  Asaar,  the  Treasury  of  Secrets,  Persian,  edit.  Bland,  4to,  10«  6<2 Oriental  TtxU  1857 

Makina  {G.H,)  Manual  of  Metallurgy*  post  8vo,  12<    KUii  1861 

Makkari(i4/.)  Mohammedan  Dynasties  in  Spain,  trans,  by  P.  deGayangos,  2t.  4to,84tf  Allen 1840-3 

Malaher  \L.)  Exercises  on  French  Idioms,  12mo,  3«  ^d  ;  Key  to,  new  edit.,  2<  6d...   WhiUaker 1859 

'  —   Po^ee  Diverses,  1  ^,*no,  8<  ;  fine  paper,  4s    Whittaker 185a 

Malan  (t?cr J.)  Baptised  Family,  izmo,  1$  6d  Kent  i860 

—  Church  of  Rome  Examined,  12mo,  8»  6d Nitbet    1840 

Hymns  in  English  Verse,  fcap.  8vo,  2«     Ni$bet 1838 

Narratives,  18mo,  It  JUL  TradSoc.  i^S2 

Pictures  from  Switserl*otl,  12mo,  2»  6d    Nitbet 1853 

— -^-^— Primitive  Christian,  ISrao,  1»  6d  Seeley 1850 

Sketches  for  Youth,  16mo,  As  6d  SeeUy 1845 

Sunday  Occupations,  a  Story,  18mo,  1«  6<i  Nitbet 1838 

Theogenes:  Am  I,  or  am  I  not,  a  Child  of  God?  18roo,  1«  6d Nid>et 1841 

-  True  Cross,  a  Narrative,  18mo,  It  6d   Nitbet 1838 

-  Veritable  Ami  des  Enfans  ;  ou,  Petits  Tableaux,  12mo,  6s Nitbet 1838 


(S.V.)  Pocket-Book  of  HomGeopathy,  4th  edit,  18mo,  2t Groombridgt  .,.t%$6 

— -^-^— Vade-Mecum  of  the  Horoceopathic  Practitioner,  18mo,  6»  Leaih 1847 

(5.)  Bishop's  College,  Calcutta,  and  its  Missions,  18mo,  It Burma    1843 

(5.C'.)  Aphorisms  on  Drawing,  post  8vo,  3»  6<i    Lungman  1856 

Catalogue  of  the  Eggs  of  British  Birds,  8vo,  8«  Qd Van  Voorat   ...1848 

Coasta  of  Tyre  and  Sidon,  a  Narrative,  12mo,  Is Matitert 1858 

-Communion  Prayers,  S2mo,  \t^d MatUrt 1858 

-  Exposition  of  the  ApostW  Creed,  12mo,  2«    HamiUvn  1847 

—  Letters  to  a  Toung  Missionary,  12mo,  \t  ^d Mcuiert 1858 

-  MagdaU:  a  Day  by  the  Sea  of  Galilee,  2nd  edit.,  18mo,  \t  6(2 Mattert i86a 

>  Select  Meditations  for  Lent,  12mo,  Zt  6d Mattert 1859 


Threefold  San-Tsze-King,  or  the  Triliteral  Classic  of  China,  cr.  8vo,  4«   NuU  1856 

1 Vindication  of  Authorised  Vemon  of  the  Bible,  post  8vo,  8s  6d  £ell d:  Ikddy...i^s6 

' Who  is  God  in  China,  Shin,  or  Shang-To  ?  8vo,  7»  6rf Bagster 1855 

Malayan  Family,  Memoirs  of,  by  Themselves,  trans,  by  W.  Mnnden,  8vo,  2t  6d   ...  Or,  JV,Fimd  .  n.d. 

Malcolm  {A,0.)  Introduction  to  Clinical  Study  for  Hospital  Students,  8vo,  it Greer 18^7 

{If.)  Travels  in  the  Burman  Empire,  roy.  8vo  (People's  Edit.),  It6d ChawJbert  1840 

{J at.)   Poetry  of  Teaching  ;  or,  Village  School,  a  Poem,  post  8vo,  Is Partridge 1858 

(Sir  J.)  Instructions  to  Toung  Officers,  post  8vo,  2s  6d     Allend^Co 1851 

Life  and  Correspondence,  by  Kaye,  2  ▼.  8vo,  26» Smith  A  Elder  ,J%$6 

Sketches  of  Persia,  post  8vo,  6*,  184c— red.  to3s6d Murray 1861 


{Jlubt.)   Curiosities  of  Biography,  new  edit.,  12mo,  2«  6rf Grifin    1856 

Makom  {/J&te,)  Dictionary  of  the  Bible,  18mo,  3«  6rf Seeley 1854 

Travels  in  Sonth-Eastem  Asia,  2  V.  post  8vo,  1 63 Bogue    1839 

Maiden  {HenJ)  Origin  of  Universities  and  Academic  Degrees^  12mo,  St  6d Walton 1836 

Makt  I  J.  A.)  Roman  Silver  Coins  in  the  Library  of  Zion  College,  Dublin,  8vo  Priv.  printed  .1839 

Malgaigne  (J.P-)  Manual  of  Operative  Surgery,  trans,  by  Brittan,  12mo,  12t  6d  ...  Benthaw 1846 

Treatise  on  Fractures,  transl.  from  the  French,  8vo,  21s Philadelphia  ...1859 

Malham  (Geo.)  Stilicho,  or  the  Impending  Fall  of  Rome,  a  Tnigefly,  12rao,  5s    Smith  it  Elder  .i860 

Malibran  (Mad.)  Memoirs  of,  by  Lady  Merlin,  2  v.  p.  8vo,  £li»,  Colbum^  '40-- r.  6t   H.  Bohn    1844 

Mating  {E.A.)  Birds  &  Flowers  ;  or.  Child's  Guide  to  Gardening,  &c.,  12mo,  2s  6d  FaithfuU    1862 

Cragstone  Cottage  ;  or.  Life  in  the  Country,  12mo,  3s  6d Seeley x86i 

— — Flowers  and  Foliage  of  Indoor  Plant  Cases,  12mo,  Is    Smith  dk  Elder .  jZ6i 

' for  Ornament  and  Decoration,  12mo,  2»  6d    Smith  dt  Elder  ,i%6% 

Indoor  Plants,  and  how  to  Grow  Them,  fcap.  8vo,  2«  6c^ Smith  A  Elder  .1861 

Song  Birds,  and  how  to  Keep  Them,  fcap.  8vo,  2»  M  Smiths  Elder  .1861 


Malkin  (A.T.)  Historical  Parallels,  Greece  and  Rome,  8  v.  18mo,  4s  6d G.  Cox  1848 

(^rs.)  History  of  Greece,  8vo,  4» Baldwin    .!!... 1841 

(7il4M.)  Elements  of  Geography,  12mo,  8« S<mter    1836 

Mallan  (/oA?*)  Physiology  and  Diseases  of  the  Teeth,  8vo, -fis Sehlott  1836 

Mallei  Du  Fan,  Memoirs  and  Correspondence  of,  by  Sayous,  3  v.  8vo,  28s   Bentleg !..i85a 

{Dav.)  Ballads  and  Songs,  with  Memoirs,  &c.,  by  Dinsdale,  poet  8vo,  10»  6d    BtllA  Daldy...i%$7 

Edwin  and  Emma,  a  Ballad,  Notes,  &&,  by  Dinsdale,  12mo,  6s BtUd:  Daldy...i%^^ 

iil.W.)  Cotton:  Conditions  involved  in  its  Cultivation,  post  bvo,  7»  6d Chapman  AH.  1862 

(P.M.)  Northern  Antiquities,  by  Blackwell,  poet  8vo,  5t H.  Bohn   1847 

— —  (Mob,)  Neapolitan  Earthquake  of  1857 :  Principles  of  Seismology,  2  v.  r.  8vo,63s  Chapman  A  H.  1 861 

-^— Phyaacal  Conditions  Involved  in  Construction  of  Artillery,  4to,  80*  ...  Longman  1856 

Reports  on  Atmospheric  Railways,  4to,  7«  6rf  WeaU !i848 

MalhDBOii  {Joah.)  Sharebroker's  Ready  Reckoner,  12mo,  5«  6c? Simpkin 1843 

Mallceh  (/.)  Practical  Flax  Spanner,  2nd  edit.,  12mo,  2s  6rf BUtckie .!.i855 

Malmesbariensia  (H'i7/.>  Monachi  Gesta  Regum  Anglorum,  ed.  Hanly,  2  v.  8vo,  21s    HiUorieal  Soe^ i%^q 

BiAlneabory  {EarCS  Diaries  and  Correspondence,  4  v.  8vo,  COj»,  1844— red.  to  42s  ...   BentUy  i8ea 

MAlooe  {£tfm  )  Life  of,  by  Prior,  8vo,  14«    Smith  A  Elder .  1Z60 

{R.S.)  Account  of  the  State  of  Australian  Colonies,  post  8vo,  7s  6d  Bentley  ...         i8<4 

Maiorti  (C.)  Theory  of  Field  Fortification,  8vo,  16«    Maynard    183! 
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Malory  (7".)  History  of  King  Arthur,  Notes  by  Wright,  8t.  12ino,15«;  Sv.p.  8vo,  22s  M  J.  R.  Smiih  ...1858 

Malow  (J»B.)  Falsehood  of  protestantism  Demonstrated,  2Dd  edit.,  12mo,  1« Dolman 1S5S 

Malpas  {Hen.)  Builder^s  Pocket-3ook  of  Reference,  18mo,  5«    Route 1851 

Malroy's  French  Correspondence,  18mo,  8«  6(i Longman  1845 

Maltby  (Bp.)  Greek  Qradus,  8vo,  3rd  ed.,  21»    Simpkin 1851 

{E. )  Bible  Manners  and  Castoms,  illustrated,  f cap.  Svo,  is  6d   Rivington  1840 

Malte  Brun  {Con.)  and  Balbi's  Universal  Geography,  8vo,  30«,  Zo/i^mat?, '44;  n.e.  15s  H.  Bokn 1851 

Malthus  {T.R.)  Definitions  in  Political  Economy,  by  Cazenove,  12mo,  Zs  ^    Simpkin 1853 

Malton  (W.D.)  Company  and  Battalion  Drill,  8vo,  12« Clowes tk Son. ..i%s^ 

Duties  of  Covering  Sergeants  in  Drill,  8vo,  Is  Qd Clowes d: Son... i%ii 

Malvagna,  a  Romance  of  the  Nineteenth  Century,  3  v.  poet  8vo,  31«  Gd BentUy 1836 

Malvern  as  I  Found  It,  by  Timothy  Pounce,  post  8vo,  ZsQd  , Jos.  Blaek»ood\%^% 

the  Metropolis  of  the  Water  Cure  ;  its  History,  &c,  12mo,  1»  6rf  Simpkin 1858 

M&miani  {Count)  Rights  of  Nations,  translated  by  Acton,  post  8vo,  IO0  6d Jtffs    i860 

Mamma  and  h^  Child,  18mo,  la , Rel.TraciSoc...\l\% 

Mamma's  Absence  ;  or,  the  Written  Rules,  16mo,  2s  6^,  1848  ;  new  edit,  Is Seeley 1855 

3ible  Stories  and  Sequel,  new  edit,  each  2s  ^d  ;  coloured,  3«  6<f Griffiih  &  P...  i860 

Budget;  or.  Daily  Readings  for  Children,  12mo,  5«,  Dean  \  l«(5d  Jlouiston   1854 

-.-^ Description  of  the  Trees,  &c..  Mentioned  in  Scripture,  sq.  16mo,  3«  6d  ...  Dean 1848 

-^—^  Lessons  about  Jesus,  12mo,  2«  6d , Wertkeim  1857 

for  her  Boys  and  Girls,  new  edit,  2s 6d  ;  coloured,  Zs  6d   Grifithdc  P,  ...1861 


Own  Story  Book,  16mo,  new  edit,  2«6<i Darton  1863 

Stories  about  Animals,  sq.  12mo,  Is  6d , Darton  ,.., 1853 

Mammomania  :  ApoKtacy  of  the  Age  Unveiled,  8vo,  8<  6(2 Templeman    ...1841 

Mammon*s  Marriage,  a  Poem,  by  J.  G.  H.,  poet  8vo,  3« Saunders  A  O..1855 

Man  and  Money  ;  or,  the  Two  Rivals,  from  the  French  of  Souvestre,  12mo,  Is  6<2  ...  Clarke    1854 

in  the  Moon,  4  v.  sq.,  each  Ss  6d Clarke    184S-9 

Moone  ;  or,  English  Fortune  Teller,  edit,  by  Halliwell,  post  8vo , Percy  Soe, n.  <L 

of  Business  in  his  Various  Relations,  12mo,  6s  6d New  York 1857 

Man-o'-War's  Man,  by  Bill  Truck,  12mo,  6s,  Blackwood— red,  to  is ff.  Bohn   184^ 

Man's  Duty  to  God,  Five  Prise  Essays,  12mo,  2s Mofley   , 1858 

Manahan  (Amb.)  IMumphs  of  the  Catholic  Church  in  the  Early  Ages,  12mo,  5s Dolman 1863 

Manasseh,  a  Tale  of  the  Jews,  12mo,  6s   Haichard  1841 

Manasseh  {Ben  I.)  the  Conciliator,  translated  by  Lindo,  2  v.  8vo,  20s Lindo 1842 

Hlbuhy  {C.W,)ViSiJivaXoi  Music,  12mo,  2s,  Cradock,  1846;  Is  Bogue 1847 

Tom  Racquet  and  his  Three  Maiden  Aunts,  8yo,  9s.  /^uto — r^.  7<  6(1  RotUledgt  1844 

Manchester  {Duke  of)  Hone  Hebraicse  ;  or,  the  Epistle  to  the  Hebrews,  roy.  8vo,  16s  Nisbet    1837 

Finished  Mystery,  8vo,  12s   ..., Haichard  1847 

' Things  Hoped  for:  Doctrine  of  Seoond  Advent,  12mo,  5s  6d  Darling 1837 

Times  of  Daniel,  8vo,  14s Darling 1845 

Manchester  Art  Treasures,  roy.  8vo,  6s;  cloth,  6s  , , , Longman  , 1859 

Asitis,  18mo,  4s   ...,, ,,,,,...., , , Orr »-'^39 

in  1844,  tninslated  fropi  8,  Paucher,  12mo,  3s Simpkin 1845 

" Lectures  Delivered  before   Christian  Young  Men's  Society,  cr,  8vo,  2s  6d  Shaw 1856 

— — —  New  College  Lectures,  8vo,  is6d   Simpkm 1841 

Papers:  Occasional  Eissays,  12mo,  5s   ^Whutaker 1856 


Mandell  {Wm.)  Sermons  on  the  Chrustian  Ministry,  8vo,  8s  Parker  ^  Son   1838 

Mandeville;  or,  th^  Lynmouth  Visitor,  a  Tale,  by  a  Lady,  18mo,  3s    Lwtgman  1839 

Mandley  (^.f.)  Tractariaijism  no  Noveltjr,  12mo,  6s  ,.....,,., Masters 1854 

Manesca  (/.)  Oral  System  of  Teaching  Living  Languages,  4th  edit,  8vo,  18s WHeg ,..,..2843 

Mangan  {j/C.)  German  Anthology,  2  v.  12mo,  10s  6d,  Longman^-r^.  to  6s  , i^.i^oAn... „....! 84$ 

Poems,  with  Biographical  Introduction,  post  8vo,  6s ,..  New  York i860 

Manger  of  the  Holy  Night  (Juv.  Eng.  Library),  18mo,  2s  , Masters...^ 1846 

Mangin  {Edw,)  Miscelhuieous  Essays,  post  8vo,  7s  6d ,.., Hope , 1851 

Parlour  Window,  Remarks  on  Books,  &c,,  18mo,  3s  6d LnmUy 1841 

■  Voice  from  the  Holy  Land,  12mo,  4s   , , Painter 1843 

Mangles  (/.)  Papers  relating  to  Arctic  Expedition  of  1860-2,  2nd  edit,  8yo,  4s  6<i...  Rivington  1851 

{Jos.)  Synopsis  of  a  Geographical  and  Pescriptiv?  Dictionary,  12mo,  2s  6<2  ...  Bumpus 1848 

{Capt.)  Illustrated  Geography  and  Hydrography  of  Great  Britain,  12mo,  2s  6d  Bumpus 184^ 

Mangnall  ( if I'ss)  Compendium  of  Geography,  12mo,  7s  6d    Longman  1845 

Historical  Chart,  for  Mangnall's  Questions,  Is , , Tegg  1862 

Questions,  Condensed,  18mo,  Is Hardwicke 1858 

■  Questions,  Historical  and  Miscellaneous,  new  edit,  12mD,  4s  6c2 ,..  Longman  i86x 

by  Cobbin,  12mo,  is  6df  fl.  Bohn,  1849;  ^«   Orijin    i860 

Pinnock,  18mo,  6s  ,.... , ,,.  Partridge 1848 

■ Wright  and  Guy,  new  edit,  12mo,  in  6d ,...  Tegg  1864 

■  Sequel  to  by  Miss  Comer,  new  edit,  12mo,  5s , Longman  i86a 


Manhattan  {Prank)  Upper  Ten  Thousand,  Sketches  of  American  Society,  12|no,  6s...  ParkerikS<m...iS^2. 

Manier  {A.)  French  Reading-Book,  in  2  parts,  18mo,  2s  6(f,  1859— red.  to  2s Nutt  i860 

Word  and  Phrase  Books,  18mo,  each  Is  ,.., NuU  1854 

Manifest  Detection  of  the  Most  Vyle  Use  of  Dice,  Ed.  Halliwell,  post  8vo    Percy  Soc w.  rf. 

Manlove  {£dw.)  Rbymed  Chronicle  of  the  Wirksworth  Lead  Mines,  12mo,  3s  , Longman  185* 

Manly  {J.G.)  Ecclesiography  ;  Biblical  Church  Delineated,  p.8ro,  7s  6df  *5i— r.  to  4s  Juddik  OlasM...  iZ^i 
Maun  (E.)  The  Anatomy  of  a  Christian,  18mo,  2s , Ward 184- 
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Maim  (H.)  Twelre  SermoBS  delWerftd  At  Antioch  College,  or.  Sto,  6$  Botion,  U,S»  ...i86i 

(iTor.)  Rdocational  Censiu  of  Great  Britain,  roy.  870,  2i   RouUedge  1854 

— Tour  in  Germany,  Great  Britain,  and  Ireland,  12mo,  2f  6d .  Simpkin 1847 

Form  and  Arrangement  of  School  Houses,  12mo,  It  6d  HodtonA  Son  1838 

Lectares  on  Bdacation,  12mo,  6»    BosUmj  U.S,  ...1850 

-(Jfrs.iro.)  GhrisUanity  in  the  Kitchen :  a  Physiological  Cook-Book,  12mo,  7t  M  ...  BoUon^  27.5.  ...1858 

—  (J. A.)  Cotton  Trade  of  Great  Britain,  its  Rise,  Progress,  ftc,  roy.  Sto,  5»  Simpkin i860 

—  (J.H.)  Scripture  Testimony  to  Messiah  and  his  Mission,  fcap.  Svo,  2i  6d  Nisbet 1861 

—  (Mitt)  Toong  Christian's  Companion,  12mo,  2$  6d,  Law  ;  new  edit.,  9«  6d AyloU 1843 

—  (iZ.y.)  Colony  of  Natal,  its  Chai*acteri8tics  and  Capabilities,  8to,  5» Jarrold i860 

Guide  to  Astronomical  Sdenoe,  18mo,  8<  6c2 Jarrold 1856 

Knowledge  of  the  Hearens,  18mo,  2t  6d    Jarrold 185s 

the  Knowledge  of  Life,  18mo,  4«,  1855— red.  to  9«  6<i Jarrold 1861 

Lectares  on  the  Planetary  and  Stellar  UniTerse,  12mo,  5<   Reeoe 1845 

Lessons  in  General  Knowledge,  12mo,  8<  6(f Lonytnan  1856 

Medicine  for  Emergencies,  12mo,  5<  Jarrold 1861 

Fhiloeophyof  Beproduction,  12mo,  it  fid Longmam  1855 

Tennyson's  Maud  Vindicated,  12mo,  It Jarrold 1856 

" {TKo,)  Barnabas,  a  Manual  for  Those  that  are  Cast  Down,  ISmo,  It  M  Ward 1842 

Hints  on  the  Gift  of  Prayer,  18mo,  9«  Ward 1841 

Lettento  Children,  a  Memoir  of  Elica  S.  Boss,  18mo,  It  Ward 1847 

My  German  Schools  and  Schoolmasten,  12mo,  It  6ci  Ward 1859 

(ir».)BmigrantB'  Complete  Gaide  to  Port  Stephens,  12mo,  It  Strange 1850 

_— the  United  States  of  America,  12mo,  It,..  Strange 1850 

Residence  in  the  Australian  ProTinoes,  12mo,  12« Smiikds  Elder  1839 

'  Yisitor^s  Ghiide  to  the  Metropolis  and  the  Worid's  Bxhibition of  '61 , 1 2mo,  \t  Strange 1851 


ICaana  in  the  Gamp:  Letters  during  the  Eastern  Campaign  1854-5,  12mo,  2f  6cl  ...  HamUUm  1856 

M^»m>riiig  (Bdw.)  Bible  Fruit  for  Little  Children,  ISmo,  It  M  Snow i%%% 

Brightness  and  Beauty,  18mo,  \t Rd.  Trad  1S0C..1850 

Christian  Consistency,  18mo,  2t    Snow 184s 

———'——— •  Consolation,  12mo,  it Snow 1843 

Happiness  Considered,  18mo,  2«  Snow 1845 

Christian's  Pnyilege,  18mo,  ItM Snow  1842 

Pastor's  Plea  for  the  Unity  of  his  People,  18mo,  It Snow  1845 


Msanen  and  Customs  of  the  Eastern  Nations,  12mo,  %t Soc.  P.  C7.  JT....  1849 

Japanese,  poet  8vo,  9»  6d Murray 184X 

Jews,  new  edit.,  18mo,  1»  6<i  Rel,  Tract  Soe.1%6% 

ye  Bnglysche  in  1849,  Illustrated  by  Doyle,  4to,  ISt    Bradbury  1850 

Household  Expenses  of  the  English,  18th  and  15th  Centuries,  4to Roxburgh  Cl...n.  <L 

Muners  (J.J.R.)  Sketches  Ji  Notes  of  a  Cruise  in  Scotch  Waters,  fol.pL  84<;col.  6l6s  Madean 1850 

{Lord  J,)  Engktnd's  Trust,  and  other  Poems,  12mo,  U  6d Rivington  184c 

English  Ballads,  and  other  Poems,  12mo,  it  Rivinpton  1850 

Notes  of  an  Irish  Tour,  12mo,  St OUivter 1839 

(Mrt.^  Hester  and  I ;  or,  Beware  of  Worldliness,  12mo,  2f RouUedge  1861 

Ibfinerille  (Wtn.)  English  Grammar  Simplified,  new  edit.,  16mo,  \t   Simpkin 1856 

Msaaheimer  (R.)  PrMtical  German  Grammar,  2nd  edit.,  post  8to,  Zt  M  MareuM 1854 

{Anne)  Caliph  Haronn  Alraschid,  poet  8to,  It  6(i,  1855— red.  to  2f  6cl   ...  A,  Hall 1858 

Cherry  and  Violet,  post  8to,  7«  6<i A.  Ball 1853 

'  Chronicles  of  Ethelfled,  post  8to,  8«  A.  Hall 1861 

Merrie  England,  post  8to,  8f  6<2    A.Hall 1854 


Claude  the  Colporteur,  post  8to,  7<  6d    A.  Hall 1857 

Colloquies  of  Bdw.  Osborne,  post  8to,  7t  6d,  185a  ;  fcap.  2t  6d...  A.  Hall 1861 

Cottage  History  of  England,  12mo,  28  6d   A.  Hall i86x 

Deborah's  Diary,  post  8to,  6$,  1858  ;  fcap.  2t  A,  HaU 1861 

Duchess  of  Trajetto,  post  8to,  7t  6d  A.  Hall x86a 

Family  Pictures,  poet  8to,  7$  6d A.  HaU i860 

Good  Old  Times,  post  8to,  7t  6d A.  Hall 1856 

Helen  and  Olga,  post  8to,  7<  6<2— red.  to  3«  ed A.  Hall 1858 

Hill  Side,  fcap.  8vo,  2t  6d,  1854  ;  new  edit.,  It  6d A.  Hall 1858 

Household  of  Sir  T.  Mofe,  post  8to,  7t  6d,  1851  ;  fcap.  8to,  2t  6d  A.  HaU 1861 

Ladies  of  Bever  Hollow,  12mo,  2t6d Bentley i860 

Mary  Powell,  post  8to,  7tM A.  Hail 1850 

Noble  Purpose  Nobly  Won,  2  r.  p.  8to,  12c;  2nd  edit,  1  r.  7t  6d  A.  HaU i86a 

Poplar  House  Academy,  post  8to,  7<  6d A.  HaU 1859 

-■  P^Tocations  of  Madame  Palissty,  post  8to,  7<  6(2 A,  HaU 1853 

Queen  Philippe's  Golden  Booke,  post  8to,  2f  6<i   Virtue    1858 

Sabbath  at  Home,  fcap.  8«  6(2 A,  HaU 1855 

Some  Account  of  Clarissa  Singlebeart,  post  8to,  7t  6d A.  Hall 1857 

TssBO  and  Leonora,  post  8to,  7s  6d,  1857— red.  to  Zt  6d A.  HaU 1858 

Tillage  Belles,  12mo,  2t  ed Bentley  i860 

Tear  Nine;  a  Tale  of  the  Tyrol,  post  8yo,  7t  6d A.  HaU 1857 

-(Oika.J2.)  list  of  Monumental  Brasses,  8to,  5t  Rivington  1846 

—  ((?.7.)OutUnesof  History  of  the  Middle  Ages,  12mo,  4s Longman  1853 

-  (J?.J1)  Holy  Baptism,  with  Introduction,  sq.  8s Burnt 1843 

Lei^res  on  Grounds  of  Faith,  Svo,  8«  6<f,  1853  ;  12mo,  1» Burnt 1857 

On  the  Uai^  of  the  Church,  8to,  10$  ^d  Murray 1845 

3  0 
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Kanmng  (IT.^.)  Bale  of  Faith  ;  a  Sermon,  with  i^ppendiz,  8to,  5$6d  JUvimffUm  1838 

Sennona,  V.  1  to  4,  8vo,  each,  new  edit.,  10»  6d  Pickering  1850 

^1 at  Oxford  UniTeraity,  8vo,  6i  Rivi$^gPm  1845 

Temporal  Sovereignty  of  the  Popes,  8to,  U KnowUs i860 

Thoughts  for  those  that  Monro,  32mo,  la;  16mo,  2a Hughes  1850 

(/(u.)  ^port  o^  theOaseof  the  Serjeanta-at-Law,  1840,  8to,  10« Longman  1830 

(/.J.)  Lives  of  SpM^enof  House  of  Com.,  imp.  8vo,  24»,  '50— red.  lO«0<i  WOUm ...1851 

•  {R.)  Answer  to  Lesley*B  Church  Case  Stated,  Svo,  9a,  /met,  '39;  p.  8to,  8t  IMmam, 1855 


(W.O.)  Commentaries  on  the  Laws  of  Nations,  1839,  8vo,  14a Sweet 1839 

Hanoenrring  Mother,  3  y.  post  8yo,  81a  6<2,  Colbwm^  184a  ;  fcap.  8vo,  2a  Moutledge  1858 

Manor  and  the  MiU  ;  or,  the  Boy's  Institute,  by  E.  0.,  18mo,  la Mcdeg  i860 

of  Glenore;  or,  the  Irish  Peasant,  a  Tale,  8  v.  8to,  81a  6<i    Bull  1839 

Manse  of  Mastland,  transl.  from  the  Dutch  by  Keightley,  post  8to,  9a IteUd;Daldy...j%ho 

Sunnyside,  18mo,  la HamiUom  1859 

Mansel  {0,B.)  Law  and  Practice  of  Costs,  with  SUtutes,  1840,  12mo,  9a SpeUigue  1840 

. Rules  of  the  Courts  of  Law  at  Westminster,  12mo,  12a Bweei 181$ 

■  Treatise  on  Law  of  Limitation,  12mo,  6a Sweet 1839 

(ff,L.)  Artis  Logicaa  Rodimenta,  from  Aldrich,  4th  edit,  8to,  10a  6d WhiUaker 1861 

■  Demons  of  the  Wind,  and  other  Poems,  12mo,  6a  Sou^gate  1838 

.  Limits  of  Religious  Thought:  Bampton  Lectui-e,  8to,  12s,'58;  4e.,7a  6d  Murray 1859 

.  Examination  of  Maurice's  Stricture  on  Bampton  Lecture,  8to,  2a  Cd...  Mwrrag 1859 

Metaphysics ;  or,  the  Philosophy  of  Consciousness,  post  8to,  7a  6d  ...  Longman  i860 

Philosophy  of  Kant,  8vo,  la  6d J.H.AJ.PwHseri%s^ 

Prolegomena  Logica,  8to,  9a,  1851  ;  2nd  edit.,  10a  6<2  WhUiaker i860 

.  Two  Letters  on  Smith's  Lectures  on  History,  la  ^d WhiUaher  ...1X61-1 


^lansfield  (O.B.)  Letters  from  Paraguay,  Brazil,  &c.,  1862-8,  post  8vo,  12a  6<f MaemiUatn  ...1856 

(E.D.)  American  Education,  its  Principles  and  Elements,  post  8vo,  7a  M...  New  York 185 1 

History  of  the  Mexican  War,  10th  edit.,  8vo,  7a  6d   New  York 1848 

■  (Oeo.)  Picture  of  Grace;  Qospel  the  True  Friend,  12mo,  2a Wertkeim  1849 

{/no.)  Sermons,  12mo,  2a  M JRivington  1838 

-  (RB.)  Log  of  the  Water  Lily  :  Cruises  on  the  Danube,  Rhine,  &c.,  12mo,  la  Ward  de  L,    ...1854 


Mansford  (/.(?.)  Apology  of  MiUenarianism,  post  8to,  7a  ^d — red.  to  ^  Nisbet 1843 

Manship  {Hen)  Booke  of  the  Foundacion  and  Antiquitye  of  Qt  Yarmouthe,  4to,  7a  6d  Shaw 1847 

History  of  the  Borough  of  Great  Yarmouth,  post  4to,  16a  /.  R,  Smith  ...1S56 

oon.byPalmer,p.4to,21a  /.  R,  Smith  ...1856 

Manson  (A.T.G.)  Doctrine  of  the  Church  of  Eogiand  on  Lay  Baptism,  12mo,  2a  6(2...  RivingUm 1844 

((?.)  Guide  to  Etymology,  18mp,  la Simpiin 1S46 

■  ■•■  ■ Pronouncing  English  Dictionary,  new  edit.,  square  12mo,  la  6c2  ...  Simpkin i860 

Manstein  {OtnJ)  Contemporary  Memoirs  of  Russia,  1727  to  1744,  post  8to,  12t Longman  1856 

Iklant  (A,C.)  Cottage  in  the  Chalk  Pit,  a  Tale,  18mo,  2a,  1854— red.  to  la  6d X.  BaU i860 

Parent's  Poetical  Anthology,  6th  edit.,  12mo,  6a  6d  Longfnam  1849I 

(i^.  TT.)  Ballads  and  Lays  of  Early  English  History,  12mo,  6a JMl  A  Daidg...i%si\ 

— ^^ Midshipman;  or.  Twelve  Years  at  Sea,  12mo,  la  6d Roudedge  18^ 

Reginald  Yere,  a  Tale  of  the  Civil  Wars,  in  Verse,  12mo,  6a J.H,AJ,Parkeril 

Rubi,  a  Tale  of  the  Sea,  a  Poem,  12mo,  4a  6(i   Parker  A  Son  .18 


(Bp.i2.)  Ancient  Hymns  from  the  Roman  Breviary,  18mo,  8a  6<i   Rivingtom  iS^^^ 

Biographical  Notices  of  the  Apostles,  &c.,  8vo,  18a    R^ington  184^ 

• Book  of  Common  Prayer,  with  Notes,  6th  edit.,  4to,  86a RivingUmM 1850 

Daily  Family  Prayer,  12mo,  8a RivingUm  183C 

British  Months,  a  Poem,  2  v.  18mo,  9a    Parker  de  Son,, \%i\ 

Daily  Prayer,  the  Law  of  God's  Church,  12mo,  4a  6ci Parker  A  Son..  i%i\ 

Discourses  on  the  Church  and  her  Ministrations,  8vo,  11a RivmgUm  183 

« Feri«e  Anniversarisd ;  Church's  Holy  Days,  &c.,  2  v.  12mo,  9a Parlur  ds  Son,,i%^\ 

' Happiness  of  the  Blessed,  12mo,  4a  6ci    Rivingt^m  184I 

History  of  the  Church  of  Ireland,  2  v.  8to,  345 Parlirdf  Son,.i%^ 


Horse  Ecclesiastics,  12mo,  Ss  6d    Parker  A  San. 

Liturgicae,  12mo,  8a  6<2    Parker  ASon. 


18^ 

-  .                                                                                               ^H 
Memoir  of,  by  Archdeacon  Berens,  12mo,  4a  Rivmgton  iS^ 

with  Diocese  of  Down  and  Connor,  8to,  16a BeUd:DaUiy...i$< 

Primitive  Christianity  Exemplified,  8vo,  12a  Parker  df  San,. izl 

Religio  Qnotidiana,  fcap.  8vo,  4a  6fl( Parker  A  San.,  iZi 

Scriptural  Narratives  of  Christ's  Life,  8vo,  18a Rivington  18 

Sun-dial  of  Annoy,  a  Poem,  Latin  and  English,  12mo,  la Rivington  18 

Youthful  Christian  Soldier  ;  or.  Baptismal  Vow,  12mo,  la  6<2  Parker  di  Son^,i% 

and  D'Oyly,  Bible,  8  v.  roy.  8vo,  88a~red.^  21a,  1850;  3  ▼.  8vo>  22a  Soe.  P,  C.  K,  ...\%\ 

-  New  Testament,  roy.  8vo,  11a  6d—nd.  to  6a Soc,  P.  C.  ^....iS] 


*— (IF.B.)  Christopheros,  and  other  Poems,  cr.  8vo,  6a Bdl^Daidy,..i%i 

■  Hor»  ApostoUon,  12mo,  2a  6(i .4. Rivington   iSJ 

—  Man  of  Sorrows;  or,  Mental  Sufferings  of  Christ,  12mo,  2s6d J,  B.dsJ,Peuier  li] 

Matin  Bell,  fcap.  8vo,  la  /.Jffufe/.PoHfccriU 

and  Village  Choristers,  18mo,  2t6d J,HJgJ,Peuieri%\ 

Village  Choristers,  18mo,  la J.H.dkJ.Parkm-iti 

Mantell  {0,A.)  Day's  Ramble  about  the  Town  of  Lewes,  12mo,  6a    H,  Bokn. isj 

Geological  Excarsions,  Isle  of  Wight,  &c,  p.  8vo,  12a,  '47;  n.  a,  6f   ff.Bohn.....  ..,1^ 

■  Invisible  World  Revealed  by  the  Microscope,  new  edit.,  sq.,  6a   Murrag..^  iS 

Medals  of  Creation ;  1st  Less,  in  Geology,  2  v^l2mo,21a,'44;  ii,e.,16i  ff.Bokn,..[\[[[i$\ 
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MaateU((?J.)  Fetre&etioiu  and  their  Teachings,  postSvo,  6f ff,Bohn 1851 

Pictorial  Ailaa  of  Fossil  Uemains,  4to,  45«    B.  Bohn 1850 

'  Thooghts  on  a  Pel>ble,  12mo,  6< Reeve 1849 

Wondere  of  (Jeology,  2  v.  12mo,  18«,  1848  ;  new  edit,  15»    H,  Bohn 1858 

IbntoB  (2%o.)  Commentary  on  St.  James,  8vo,  5s  Oladding  1840 

byMacdonogh,8vo,10«6(i,Z>aft»»,'43;  n.e.,12mo,  5i  Wertheim  1858 

Exposition  of  the  Lord's  Prayer,  8to,  3« Ward    1841 

Sennons  on  the  119th  Psalm,  Life  by  Harris,  3  r.  8yo,  20s  Brown   1841 

XmiuI  Concordaooe  of  the  New  Testament,  32mo,  8s;  18mo,  4s NUbet 1840 

£or  Aitieled  Clerks,  4th  edit.,  9s,  1844;  new  edit.,  12mo,  18s SpeUigite 1849 

Mechanics'  Institutions,  post  8vo,  5$ Longman  1838 

Midwiresand  Monthly  Nnrses,  12mo,  4s  Longman  1848 

Rifle  Volunteers,  by  a  Clerk  of  Lieutenancy,  12mo,  Is Stanford    i860 

Stady  of  Monnmental  Brasses,  8vo,  10s  6d  J.  H,  Parker.. .li^Z 

Yisitiog  the  Sick,  82mo,  Is  6rf,  ^vnu  ;  12mo,  5s  6rf Hatehard 184a 

of  Artillery  Exercises,  Horse  Qnards,  1860,  pocket  edition,  18mo,  Is Allen  ds  Co,  ...i860 

British  Eoral  Sports,  by  Stonehenge,  5th  edition,  fcap.  8yo,  10s  6ii    Boutledge  x86o 

Bodhiflm,  translated  from  Singalese  MSS.  by  Hardy,  8to,  12s PaHridge 1853 

Cage  Birds,  British  and  Foreign,  18mo,  Is Bogne 1847 

Church  History,  12mo,  3s    Burna 1857 

Colours,  fcap.  8ro,  2s  6d Achermann  ...1844 

Commercial  Correspondence,  in  Bnglish  and  French,  12mo,  8s  6<i   New  York 1850 

■ Conduct  poBt  8to,  7s  6ci Longman  1837 

• Derotion  for  Individuals,  12mo,  2s,  Ward\  8s Qrun 1842 

School-boys,  18mo,  Is  8cf    Bwm$    1846 

— — the  Holy  Communion,  18mo,  2s  6(f    Toovey   1843 

DiTimty,  2  ▼.  18mo,  reduced  to  6s WhiUaker 1861 

■ Domestic  Economy,  12mo,  Is    Bogne 1847 

• Elementary  Instruction  for  Infant  Schools,  12mo,  3s ;  Y.  2,  8s  6d Groombrxdge  i86c-x 

Boyish  MedisBTal  Embroidery,  16mo,  5s J.H.dgJ.Parkeri^^Z 

•  Family  Prayers,  partly  after  Bp.  Blomfield,  by  a  Clergyman,  12mo,  2s   ...  WhiUaker 1858 

Prayer,  three-leaTed,  8to,  2s  Murray 1845 

Field  Artillery  Exercises,  Horse  Guards,  8to,  5s   Parker  de  Son,,  liti 

Qardening,  12mo,  2s   Simpkin 1846 

Freoeh  Cookery  Simplified,  12mo,  6s  Chapman  dtff,iZ $3 

—   Langnnge  and  Guide  to  French  literature,  8tro,  2s  6d CeMdl  1851 

Terba,  12mo,  2s   Simpkin 1836 

Geographical  Science,  Part  1,  8vo,  10s  6d  ;  Part  2,  16s   Parker diSoniZ $1-9 

Atlasto,  oblong  4to,  5s Parker ik Son,.. iS^i 


' Gold  and  Silver  Coins,  4to,  82s   WUey 1843 

Qfithie  Ornaments,  8  Parts,  square,  each  Is J.£[.d:J,ParkeriZsS 

Hebrew  Verbs  for  Beginners,  8to,  3s  BeUde  Diddy...i%si 

Heraldry,  5th  edition,  12mo,  8s A,  HaU 1858 

History  for  Schools,  Noorthey  Course,  12mo,  2s  6<j   ....  Longman  1859 

Homceopathic  Cookery,  12mo,  8s  6d   Bowron 1840 

Legislatuxe,  State  of  New  York,  16mo,  6$  Albany,  U,S...iZsS 

Life  AsBoraiioe,  and  Almanack  for  1862,  12mo,  2s  6d  Joi.  Bentley  ...i86r 

" JCoaie^  fcap.  Svo,  2s Cradock r85o 

• Natural  Hiatoiy,  for  the  Use  of  TrareUers,  12mo,  12s Van  Voorai  ...1854 

'  Oil  Fainting,  for  Toung  Artists,  18mo,  Is  Bogite 1847 

■ One  Hundred  Practical  Contemplations,  18mo,  Is  6d    Ntsbei 1838 

■ hunting  in  Water  Colours,  18mo,  Is  Bogue 1855 

*-^ Politeness  and  Etiquette,  by  a  Barrister,  32mo,  Is  6e<  Dean 1840 

■ Position  Drill,  12mo,  Is  6<i Parker  df  Son  ,i9 so 

'^ Prayer,  abstracted  from  Forms  printed  in  1768,  12mo,  6t HamiUon  1849 

■ Private  Devotbn,  32mo»  Is Sovl  1853 

• and  Companion  to  the  Altar,  32mo,  Is  6i2    Soul    1853 

' — -'  by  a  Lay  Member,  82mo,  Is  6<i Longman  1855 

'"' DerotionB  for  Toung  Persons,  l'8mo,  Is  6<i    Toovey   1844 

PoBCtiiation,  12mo,  Is Trikbner 1859 

' School  Drill,  for  Use  of  Teachers,  12mo,  2s  6<i HomeACoLS.S.i%i>i, 

^ Sedi  of  the  Early  Christian  Church,  12mo,  3s  Longman  1836 

•" Spiritual  Derotion  for  Mourners,  12mo,  UM  Masters 1853 

the  Brothers  and  Sisters  of  the  Order  of  Penanoeof  St.  Dominic,  18mo,  2s  Bums 185X 

~  Corporation  of  the  City  of  New  York,  1850,  12mo,  10s  ed /.  Chapm4»n  ...1850 

■ Norwich  Sol-Fa  System,  8rd  edition,  16mo,  Is  6ci   HamiUon  1847 

%Third  Order  of  St  Francis,  18mo,  2s  6d  Bums    1856 

•  Yetoinazy  Homoeopathy,  18mo,  4s LealUi 1846 

Writing,  by  Authority  of  the  Council  on  Education,  post  8vo,  2s  6d   Parker  A  Son  .184a 

•ttBals  of  Useful  Knowledge,  12mo,  ea.  \sM J.F.Shaw 1859 

Gardener's.     Heavens  and  Earth.     Housekeeper's.     Youth's. 

l^^aael  (Z.)  Six  Sennons  from  the  French,  by  a  Lady,  12mo,  2s6ci Annan    1840 

^vuKldeMmtelogie,  square,  2s    Cullum  df  Lee  184a 

EpisU)laire,12mo,6s;  Key,  12mo,  8s  6d  Dulau 1841 

lujtella^  the  Bxeeotionei^s  Daughter,  a  Bomance,  3  v.  postSro,  81s  6if Smallwood 1854 
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Manuacript  Album  ;  Peo  and  Ink  Sketches  on  the  Paaaions,  4to,  12*  W...     DarUm  1853 

Manaaoripts  of  Early  History  of  Groat  Britain,  by  Hardy,  2  Pta.,  roy.  8vo,  each  10«  Longman n.d. 

Manwaring  (ff.M.)  Treatise  on  Cnltiyation  and  Growth  of  Hops,  12mo^  2f  6d  WhiUaker  1855 

Many-cotonred  Lif e,  Tales,  8to,  7if-d Cnnningkam  ...il^ 

Many  Crowns  ;  or,  the  Names  and  Titles  of  the  Lord  Jesos,  new  edit.,  82mo,  1$  6rf.  SeeUy 1801 

Many  Shades  of  Life,  by  M.  A.  H.  M.  H.,  18mo,  1$  ed    Daw iJSS 

Manaoni  (A.\  Betrothed  Lorers,  2  t.  12mo,  10«  6rf,  1844— red.  to  7« Burnt 1855 

: 8  V.  post  8to,  81»  6d,  Longman,  '45  ;  12mo,  Si6d.  BeniUg 1849 

Italian,  2  ▼.  12mo,  7«   Rolandi 1841 

and  English,  by  Mis.  Apel,  ISmo,  U  6d ComUk i860 

Storia  della  Colonna  Infama,  12mo,  U  Bolandi 184s 

Vindication  of  Catholic  Morality,  12mo,  4«6<i,  Keating;  2t  Dolmann 1839 

Maori  Mementos  :  Addreases  by  the  Nativoa  of  New  Zealand,  8to,  U  6d Willi* 1857 

Mapes  {WaU.)  Latin  Poems,  ed.  by  Wright,  4to Camdtn  50C...1842 

de  Nugis  Distinctiones  Curialinm,  ed.  by  Wright,  4to    Camden  Soe....i849 

Mapleaon  (r.  TT.)  Handbook  of  Heraldry,  8vo,  18< New  York 1851 

MMWther  (f*./).)  Physiology,  its  Aids  to  the  Study  of  Disease,  12mo,  0< Longmam  i86s 

Maiah;  or,  England's  Debt  to  Judah,  a  Jewish  Story,  n.  e.,  12mo,  2«  M    Ward  A  Lock  .1857 

Maranatha,  in  Connexion  with  Futore  History  of  Jewish  Nation,  12mo,  2ifid  Simpkin 1840 

Maicel  {O.)  Language  as  a  Means  of  Mental  Culture,  2t.  post  8to,  16e  t%ipman  A  E.i%%\ 

Marcellinus  (Am,m,)  Roman  Hiftory,  trans,  by  Yonge,  post  8to,  It  6d  (Cla«.  Lib.)    H,  Bokm    1861 

Maroet  (Mrt.)  Convenations  on  Botany,  9th  edit.,  12mo,  7s  6<<~oold.  12f Longman  1840 

Chemistry,  2  v.  12mo,  14»   ..  Longman 1853 

, History  of  England,  18mo,  5t  Longman  1851 

,. Land  and  Water,  12mo,  5t  M Lot^wum 1861 

Language,  12mo,  it  6d Longman  1844 

Mineralogy,  Srd  edit.,  2  r.  12mo,  14s Longman  1837 

Natural  Philosophy,  12mo,  10«  6rf   Longftnan  1858 

Political  Economy,  12mo,  7s  ^d    Longman 1861 

YegeUble  Physiology,  12mo,  9f Longman  1839 


-Game of  Grammar,  inaBox,  8s Longnum  1842 

•  John  Hopkim^  Political  Economy,  18mo,  It  M ;  12mo,  4s  M Longman  1834 

•  Lessons  on  Animals,  Vegetables,  and  Minerals,  18mo,  2s Longman  1859 

-  Mary's  Grammar :  Stories  for  Girls,  18mo,  8s  6d  Longman  1861 

•  Mother's  First  Book,  Is  (W   Longman  1845 

<■  Bich  and  Poor  :  DieJogues  on  Political  Economy,  18mo,  Is   Longman  1851 

-Seasons;  Stories  for  Children,  4y.  18mo,  ea.  2s Longman  1862 

-  Selection  horn  her  Stories  for  Children,  n.  e.,  18mo,  2s    Lonigman 185S 


Willy*s  Grammar  :  Stories  for  Boys,  18mo,  2»M Longwtan  1861 

Holidays,  18mo,2s Longman  1846 

Stories  for  Children,  18mo,  2f Longwtan  1854 

Trarels  on  the  Railroad,  18mo,  2f  6cl Longmutn  1850 


-  {W,)  On  Chronic  Alcoholic  Intoxication,  12mo,  4s  M  ChwrehiU  1862 

-  Composition  and  Adulteration  of  Pood,  8to,  6s  M ChurekiU 1856 


Maitsh  (C.  W,)  Sketches  and  Adventures :  Madeira,  Portugal,  &c,  post  8to,  8s  M...  New  York 1856 

Reminiscences  lof  Congress,  8vo,  7s   /.  Chapman  ...il^o 

{Hen.  Hymns  for  the  Closet  of  the  Christian  Mimster,  12mo,  2s  6<< Jadaon  A  W.  1839 

—  Sabbaths  at  Home,  12mo,  5c,  1843— red.  to  2f  6d Simpkin 1854 


{Lient)  Walk  across  the  French  Frontier  of  Spain,  1851,  post  8to,  I0t6d   ...  BenUeg  1851 

(T»C.)  Flower  and  Fruit  Decoration,  8yo,  Bt  6d Harrimm  1862 

March  Winds  and  April  Showers  ;  Notes  on  Created  Things,  12mo,  6s Reeve 1854 

Marehen  und  Sagen,  selected  from  Grimm,  &c.,  12mo,  5t Rolandi 1841 

Marcheae  (Paiker)  Lives  of  Painters,  &o.,  of  the  Order  of  S.  Dominic,  2t.  p.  8to,  lOt  Burnt    1852 

Marchetti  (O)  Grammar  of  Italian  Language  (Ahn*s  Syst.),  Se.,  8vo,  4s,  *6o;  Key,  Is  Tkimm  1853 

•^— — Italian  and  English  Idiomatic  Phrases  and  Dialogues,  12mo,  2s  6cl ...  TIdmm  1856 

Marchman  (/.)  Biographical  Sketches  of,  8to,  Is  6<2   Simpkin 1843 

Maroo  Polo*s  Travels,  13th  Century,  edit,  by  Hugh  Murray,  12mo,  8s Ndton   1849 

. edited  by  T.  Wright,  poet  8to,  bt H.Bokn 1854 

Yisoonti,  from  the  Italian  of  Grossi,  fcap.  8vo,  5s Bnmt    1845 

Maroon  (/.)  Geology  of  North  America,  with  Reports  on  Prairies,  4to,  81s  Cd Zuridi,UJ3,  ...1858 

Marcus  (Z.)  Comparatiye  German  and  English  VocabuUry,  12mo,  8s  Hd NuU  1851 

Conversations,  Bng.,  Fr.,  Ger.,  Russian,  Polish,  and  SwediA,  12mo,  5s  Marent 185$ 

Elementary  Latin,  Progressive  Exeidaea,  12mo,  2t6d  Lockwood  i86a 

Latin  Grammar,  12mo,  2s  6<2  Loekwood  1861 


(E.E.)  HomcBopathic  Theory  and  Practice,  8rd  edit.,  8vo,  10s    New  York 1851 

Marcy  (iLB.)  Prairie  and  Overland  Traveller,  new  edit,  fcap.  8vo,  8s  6d   Low i86g 

Mardon  (E.R.)  Treatise  on  the  Game  of  Billiards,  Srd  edit.,  8vo,  21s  ffoulMmk    185^ 

Marett  (P.R)  Treatise  on  Construction  of  Yachts,  folio,  8s    Bunt i85< 

Maretaek  {Max.)  Crotchets  and  Quavers;  ReveUtions  of  an  Opera  Manager,  12mo,  6s  New  York 1855 

Marey  {Col.)  Memoir  on  Swords,  transl.  by  Maxwell  (Weale*s  Series),  12mo,  Is  Ftrins   iS6c 

Margam  Abbey,  a  Historical  Romance,  post  8vo,  9s  6d B,  L,  Oreen  ...1853 

Margaret ;  a  Tale  of  the  Real  and  the  Ideal,  p.  8vo,  9t,  Wiley,  '45  ;  2  v.  p.  8vo,  14s  J.Chcqnnan  ...1851 

an  Old  Tale,  fcap.  8vo,  2s  6d Ma^iett \%^<. 

and  her  Bridesmaids,  a  Novel,  8  v.  post  8vo,  Sis  6d,  1856  ;  12mo,  6s  ...  ffur^d:  B,    ...i86< 

■         tod  other  Poems,  by  an  East  Anglian,  12mo,  2s Sim^n     185J 
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Marg&ret    at  Home,  by  Aathor  of  a  Tint  to  Bary  St.  Bdmnnda,  18mo,  2f  6d    Orifith  A  F,    ..184.7 

■    Browning;  or,  Trust  in  God,  18mo,  1«  6d    ReL  Tract  Soe,  1851 

Capel;  a  Novel,  St.  post  dvo,  Zlt  6d  BentUy  184.6 

Craven  ;  or,  Beauty  of  the  Heart,  a  Tale,  18mo,  Is  Sd    Rel.  Trad  Soc  1856 

DaoTers  ;  or,  the  Bayadere,  a  Novel,  post  Svo,  5s    ^ Dolr.an 1857 

Hovth:  a  Story  of  To-Day,  12mo,  6s ^oftoa,  i^.A  ...i86x 

Leslie,  fcap.  Svo,  2s  6d    8oe,  P.  C.  K,  .1861 

MaiUand,  a  Novel,  10*  d<f,  Collmm,  1851  ;  12mo,  Is  6d Hodgttm    i8$$ 

Moncrieff,  the  First  Love  of  Aaron  Burr,  cr.  Svo,  7s  6d  New  York i860 

cur,  Prejudice  at  Home,  and  ite  Victims,  2  v.  post  Svo,  7s;    2nd  edit.,  8<  .  BentUy  1853 

the  Gold  Mine,  post  Svo,  10s  6ci  Kerr  1845 

Penrose  ;  or,  Scenes  in  the  Life  of  a  Sunday-School  Teacher,  fcp.8vo,2s6c{  S.  S.  Union  ...1850 

Percival  in  America,  by  a  New  England  Minister,  12mo,  7s Jioilon,  £^.^....1856 

Russell,  an  Autobiography,  12mo,  6s J2.  Clarke 1849 

Waldegrave;  or,  the  Power  of  Truth,  12mo,  6s  6c/ HamiUon 1846 

Warner ;  or,  the  Toung  Wife  at  the  Farm,  2nd  edit.,  12mo,  8s  6d Seelejf 186s 

Margoliouth  {Moee»)  Bnd  of  the  Lsw:  Two  Sermons,  Svo,  4s   Mivinglon 1861 

Exposition  of  Isaiah,  c.  liii.,  Svo,  7s  6d^  Batehard,  '46 ;  n.  e  ,6s  Longman   1856 

History  of  the  Jews  in  Great  Britain,  8  v.  poet  Svo,  81s  6d   ...  BenUty  1851 

Israers  Ordinance  Examined,  Svo,  2t Werikeim  1844 

Lectures  on  the  Jews  in  Great  Britain,  12mo,  7s  6<i      Niahei    1846 

Pilgrimage  to  the  Land  of  My  Father,  2  v.  Svo,  32f     BeniUy 1850 

— ^— — Prueiplesof  Modem  Judaism  Investigated,  Svo,  10s Werikeim  1843 

— — Sermcns:  Genuine  Repentance  and  its  Effects,  Svo,  5s  Longman  1854 

Usignenttea  {Jmlie  (is)  Ins  and  Outs  of  Paris  by  Day  and  Night,  12mo,  6s  6<i     PkUadelpkia     1855 

Maiim  BIwood  ;  or.  How  Girls  Live,  12mo,  6<   New  York 1859 

• Falconer ;  or,  Stars  in  the  Darkneae,  a  Tab  by  E.  H.  W.,12mo,  Zitd;  n.  e.,  6s  IlamilUm  1856 

Usrianne,  the  I^st  of  the  Asmonean  Princes,  post  Svo,  10s  6ii    Fraeer    1839 

lUrie,  from  the  French,  edited  by  Count  D'Orsay,  12mo,  5s Cfhapman  ik  H.it^y 

Antoinette,  Memoirs  of  Court  of,  byCkmpan,  2  v.  Svo,  12s,  CWfrimi,  '51— r.  7s  Hunt  dt  B,  ...1856 

de  Medicia,  Queen  of  France,  Life  of,  by  Miss  Pkrdoe,  8  v.  Svo,  42s Colhwm     185a 

(^.)  deMelros,  Liber,  2  v.  4to   BanmUyneCl.  1837 

Ifarie-Hadeleine,  a  Tsle,  transL  from  the  French,  by  Lady  Mary  Fox,  Svo,  lOf  6d...  Longman    J851 

Th6re8d  de  Lamouroua,  Biography,  12mo,  Is  6<i  Parker  ds  801^  1858 

Uariette  (J/p)  Bxtraetofor  TrsnaUtions  into  Frencb,12mo,  5s  6<f,'58;  2nd  ed.,  4s  fid  William*  dt  N.  189s 

Marigny  (7*.  de)  Voyages  to  the  Black  Sea,  fee.,  Svo,  10s6d  Mwrrap 1837 

Marigold  Window  ;  or,  Pictures  of  Thought,  12mo,  7s  6ii  Longman  1849 

UariUier  (i/<a.)  Summary  of  French  Grammar,  12mo,  Ss Longman  184a 

Harine  Botany  and  Seaside  Objeeia,  fcap.  Svo,  Is   Ward  d:  Loek  1861 

Mariner  {W.)  Aeooontof  the  Natives  of  the  Tonga  Islands,  n.  e.,  2  v.  ISmo,  1» WhiUaker 1837 

Statement  respecting  the  Exchequer  Bills  Forgery,  Svo,  U  6d  P.  Bichardton  1843 

Mariner's  CompasB,  with  Letterpress  Instructions,  4to,  8s  6<2     ....         Droottand:  Co.iiio 

Matiolairy  ;  or,  Mary  Worship,  12mo,  8s  dd    Painter 1841 

Marion  Lee,  and  other  Tales,  by  Sargent  Strickland,  and  others,  12mo,  2s Deaa  d:  Son  ...1858 

Leslie  ;  or,  the  Light  at  Home ;  Introduction  by  Boardman,  ISmo,  8s  6cl  ...  Philaddphia.,. i96i 

or,  the  Phge,  a  Play,  Svo,  4s Mitckell 1843 

Mariotti  (L.)  Black  Gown  Papers  :  Stories  of  Italian  Life,  2  v.  post  Svo,  21s Wileg    1846 

Castellamonte  ;  Italian  Revoln.  of  1881,  2  v.  p.  Svo,  18s;  2  e.,  Iv.  2s  6d  Wederton  1855 

" Fra  Dolcino  and  his  Times,  post  Svo,  lOs  6d   Longman  1853 

Italian  Grammar,  12mo,  3s— Key  to  Exercises,  12mo,  Is WiUiam$  A  M1858 

Reading  Book,  12mo,  8s     Bolandi 185a 

Italy  in  1848,  post  Svo,  12s  Chapman  A  B.i^si 

ite  History,  Literature,  &c.,  2  v.  poet  Svo,  24s 8aunder$dt  0.  1841 

Past  and  Present,  2  V.  21s,  1843— red. to  10s  6d J.  CAopsiaii  ...1848 

Scenes  from  Italian  Life,  post  Svo,  10s  6<f    Newby    1850 

Maritime  Capture  of  Private  Property  at  Sea,  by  a  Lawyer,  Svo,  Is  Ridgway    i86a 

Wars  of  the  Turks,  tranilated  by  J.  Mitchell,  4to,  7s    Or.  TVons.  Fd.n,d, 

Marjoribanks  (Ahx,)  Travels  in  New  South  Wales,  12mo«  7s  6<i SmUk  S  Elder  1846 

• Zealand,  12mo,  4s  6(2  Smilkdt  Elder  1845 

North  and  South  America,  post  Svo,  10s  M SimpHn i8$a 

Marjooram  {Wm.)  Memorials  of,  edited  by  Wm.  White,  fcap.  Svo,  8s  6d Niabet 1861 

Mark  {/St,)  Gospel  of,  from  NorthumberUnd  Gloss,  Svo,  10«  iSurtete  Soe.   ...1861 

Msfk  Dennis  ;  or,  the  Engine  Driver,  a  Tale  of  the  Railway,  l2mo,  8s  6d Bivington  1858 

NoUe;  or,  the  Button  NecUaoe,  a  Home-Mission  Story,  post  Svo,  Is HamiUon  1856 

Mark's  Fanner's  Account  Book,  Diary,  Sakry,  Cash,  4to,  each  5s Simpkin i86a 

Markby  (T.)  The  Man  Christ  Jesus,  post  Svo,  9<  6(f   BivingUm 186a 

Market  Harborougfa  ;  or.  How  Mr.  Sawyer  went  to  the  Shires,  8rd  edit.,  or.  Svo,  9s  Chapman  d!  ff.ifiSt 

Markham  {CR.)  Franklin's  Footsteps:  Sketch  of  Greenland,  12mo,  Is  6d  Chapman  A  ff,tZs% 

Journey  to  Guxoo  and  Visit  to  Lima,  post  Svo,  14s Chaqman  df  ff.ifisi 

-  Travels  in  Peru  and  India  collecting  Cinchona  Plants,  Svo,  16s Murray i86a 

{Fred.)  Shooting  Scenes  in  the  Himalaya,  &o.,  roy.  Svo,  21s,  '56— r.  10«  fid  Bentleg i860 

{Mrt. )  Historical  Conversations  for  the  Young,  Malta  and  Poland,  12mo,  6s  Murray 1836 

History  of  England,  new  edit.,  12mo,  6<    Murray i86a 

England,  Questions  on,  12mo,  Is  6d Whittaker i8$8 

— _— _ France,  new  edit,  12mo,  6$  Murray i86j 
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Markliam  (Ifrt.)  Hittory  of  France,  QaestionsOD,  by  Bennett,  18mo,  U    Rslfe  i8s4 

CaaaeU,  12mo,  1« BaUen    i8h 

•  -  Gernumy,  new  edit,  12mo,  8«  Mwrrojf 1861 


Sermons  for  Children,  12mo,  8< Mwmy 1846 

-{7*.^.)  Commercial  and  Traders*  Legal  Guide,  12mo,  1« Rcberimm  1859 

Common  Law  Procedure  Acta,  1862  and  1864,  12mo,  6«  WUdy    1856 

Divorce  and  Matrimonial  Cauees  Acte,  with  Bales,  &c.,  12mo,  2«...  Robtrtafn^  1858 

Joint-Stock  Companies  Acts,  1856-67-68,  12mo,  %m Rcbaimm  1858 

■  Shareholders*  Legal  Goide,  12mo,  6«,  1858;  2nd  edit.,  2t   Roberiaon  1859 


(W.O.)  Flkthology  and  Treatment  of  Heart  Diseases,  2nd  ed.,  post  8to,  Os    ChurdkiU  i860 

Remarks  on  Sorgical  Practice  of  Paris,  8vo,  6s  HigkUy 1840 

Markland  (J.H.)  Remarks  on  English  Churches,  12mo,  8<  %d Mwrrag 1849 

— Reverence  due  to  Holy  Places,  12mo,  2f Murrajf 1846 

Marks  {D.  W.)  Sermonsat  W.  Lond.  Synagogue  of  Jews,  8to,Y.1,  7s  6(2,1851 ;  Y.  2,  7#  BenmeU 1861 

— (E.N.)  Lays  of  Affection,  Poems,  82mo,  U6d    Simpkm 1852 

Men  of  Deeds  and  Daring,  a  Book  for  Boys,  fcap.  Svo,  8s  6d  Dean 1861 

(ff,I.)  Narrative  of  his  Life,  by  Himself,  12mo,  3s  6(2 Wtrtkeim  1842 

(Rick.)  Morning  and  Evening  Meditations,  2  v.  12mo,  each  Ss  6d Nisbet 1838-^ 

'  Ocean  compared  to  Plusing  Scenes  on  the  Land,  12mo,  6s Nitbei 1848 

— — — —  Retrospect;  or,  a  Review  of  Providential  Mercies,  new  ed.,  12mo,  5s  Nitbet 185a 

Seaman's  Friend,  18mo,  Is  Rd.Tra€iSoe.  1850 

— — Sea  Sermons,  12mo,  6s Nitbet 1843 

•^— Sermons  for  the  Sick,  with  a  Prayer  to  each,  12mo,  5$ Niabet 1845 

Village  Churchyard,  6th  edit.,  18mo,  Is  6d    Nitbei 1839 

. Observer,  10th  edit.,  18mo,  U6d  Niabet 1839 

Pastor,  80th  edit,  18mo,  Is  6<<  NiabH 1845 


Markwell  (/.)  Essay  on  the  Old  and  New  Testament,  8vo,  2f    Amtkor  1856 

Markwick  (A.)  BKamination  of  Urine  in  Health  and  Disease,  12mo^  is Churehill  1847 

Marlborough  College  Calendar,  cr.  8vo,  Is   Simpkin    ..^AnnwU 

Marlborough  (i)iirA.o/)  Private  Correspondence,  2  v.  8vo,28s,Co^ra,'37— red.lOs  6d  H.  Bokm    1839 

'— — (Z>idbe  0/)  Correspondence  Diplomatique  etMilitaire,  8vo,  6s   Aclerwimmm    ...1851 

Despatches,  1702-12,  by  Sir  G.  Murray,  5  v.  8vo,  51  Murray 1845 

Life  of,  by  Bucke,  18mo,  6s— red.  to  Ss  6<i Tegg  1839 

Macfarlane,  12mo,  2<6d   RomOedge  185a 

Mems.  of,  by  Coxe,  n.  e.,  8  v.  p.  8vo,  10s6<f ;  Atlas, 4ta^l0s6d  ff.  Bokn 1847 

Military  Life  of,  by  Alison,  8rd  edit,  2t.  8vo,  80s Blaekwooda 1857 

Marlen's  Poetical  Reciter,  12mo,  4s Whiitaker  184a 

Maries  (/T.)  Compendious  English  Grammar,  12mo,  laM Jarrold 1858 

Marley  (iticA. )  Medical  Missionaries,  cr.  8vo,  Is  6d   Blackwood i860 

Marlor  {Joa.)  Coal  Mining  Investigated  in  its  Principles,  post  8vo,  6s BartUU 1854 

Marlowe  (C%r.)  Poatical  and  Dramatic  Works,  edit  by  Dyce,  8  v.  poet  8vo,  81s  dd  Pickering  1850 

Works,  edited  by  Dyce,  new  edit,  roy.  8vo,  12s  Ramtladge 1858 

and  Greene  {Rcbl.)  Poeiical  Works,  edit  by  R.  Bell,  12mo,  2s  6d...  Parker  de&m  .1856 

Marmion  (Ant.)  History  of  the  Maritime  Ports  of  Ireland,  4th  edit,  8vo,  12s  61I    ...  Simpkin i860 

Marmont  (Mar.)  Spirit  of  Military  Institutions,  transL  by  Copp6e,  18mo,  6s  PkUadd^kia...  i%6% 

State  of  Turkish  Empire, tr. by  Smith, 8vo,  12s,  O^tvt^r, 39;  red.7s6<£  T.  Harrtmm  ...1854 

Marmontel  {J.F,)  Belisaire,  n.e.,  24mo,8s,  WkiUaker,'^^;  par  De  ]aYoye,18mo,  la6d  Parker  di  Son  1847 

Les  Incaa,  24mo,  5s Whittaker 1839 

Maro;  or,  Poetic  Irritability,  a  Poem,  poet  8vo,  5s Longman  1845 

Maroocus  Bxtaticus  ;  Banke*8  Bay  Horse  in  a  Trance,  1597,  edit,  by  Rimbault  p.  8vo  Percy  Soe n.  d. 

Marqnand  (J7. ^. )  Souvenir  des  Indes  Occidentalea,  8vo,  6s Simian 1853 

Marr  (W.)  System  of  Arithmetic,  new  edit,  12mo,  2s;  Key  to,  18mo,  2s Chambera  i860 

Marriage  at  the  Madeleine  ;  or,  Mortefontaine,  2  v.  post  8vo,  21s    Newbg    i86a 

-  and  Divorce  ;  Letter  to  Rev.  Lord  Hervey,  8vo,  6s  6d    J.H.d%/.Parkeri^sy 

Ceremonies  of  All  Nations,  18mo,  Is  WkiUaker 1838 

Gift;  or,  Legacy  to  her  Children,  by  a  Mother,  12mo,  5s Ixmgwuan  1843 

in  High  Life,  2  v.  poet  8vo,  16s,  CoUbmrn-,  12mo,  Is  6rf RowtUdge 1857 

Mayfair,  by  the  Author  of  Chateworth,  8vo,  8s  M SaunderaSO.    1854 


ita  Histoiy  and  Philosophy,  12mo,  4s   New  York 1854 

Offering,  a  Compilation  of  Prose  and  Poetry,  12mo,  4s Qrifin    1851 

Service,  illustrated  by  W.  H.  Rogers,  16mo,  7s  6<^  1859— red.  to  6s.....r.  Rmdledge  i860 

Married  Life:  a  Wedding  Gift,  roy.  82mo,  2s6<i DarUm       1837 

Off:  a  Satirical  Poem,  by  H.  B.,  cr.  8vo,  2s  6cf WarddsLoA...i%^<) 

Women  :  a  Novel,  by  Author  of  Broomhill,  8  v.  post  8vo,  31s  6(1 Newbg   1855 

Marriner  (^.7.)  Sermons  Preached  in  Lyme  Regis,  12mo,  4s  M MOemaUan     ...1861 

Marriott  (Cha.)  Analecta  Christiana  in  Usum  Tironum,  8vo,  10s  6(f J.H.^.Pairheri%^% 

Co-operative  Principles  and  True  Political  BiDonomy,  12mo,  ls6<f...  J.  ff. ^.Parker j%^^  | 

Five  Sermons  on  Faith  and  Church  Authority,  8vo,  2s  6d J,H.AJ. Parker i%$    ' 

Hinte4>n  Private  Devotion,  18mo,  Is  ;  12mo,  2s  6<f /  H.AJ.Parker\%^o 

-  Lectures  on  St  Pkul's  Epistle  to  the  Romans,  12mo,  6s J.  H.4kJ, Parker  1%^^ 

— —   Prayers  for  Morning  and  Evening,  lu.,  18mo,  Is  6d J.  ff.d:J. Parker Mi^$  j 

-— ~-«— —   Reflections  on  Reading  the  Epistle  to  Romans,  12mo,  8s J,B.AJ.Parherit^^  I 

Sermons  before  Oxford  University,  Y.l,  12mo,  6s,  *43— V.2,  7s  6d  J.H.AJ.Parherit^o 

(/Vwices-S.)  Votive  Offering,  4lo,  10s  6d B.  FaiihfuU  ...i86» 
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Mairioii  (Air.)  FUin  and  Practical  View  of  the  Litargj,  12iiio,  is  M  HaieKard 184a 

Roman  GathoUc  Religion  Judged  to  be  Falae,  12mo,  2<  6d ffamiUm  1845 

Bermona,  with  Memoir,  8to,  12« HivinffUm  1836 

Selection  of  Poetry,  12mo,  5$ Haiekard  i860 

(/oftft)  Sermons,  edited  by  his  Bona,  8to,  10«  W J,H,dsJ,PaHca'i%ii 

{T.L,)  and  Glover  ((?.) Oas  Consumer's Kanua),  new  edit,  postSvo,  2«  6d  Kell^ i86a 

(fT.)  Cdlection  of  Rnglish  Miracle  Plays,  8to,  8« WiUianudfN.  1843 

{W.S.)  Olden  and  Modem  Times,  with  other  Poems,  poat  8vo,  2s  M RivingUm  1855 

KuTTat  ((;bp(. )  Novels  and  Tales,  new  edit.,  12mo,  each,  elotb,  2s  6<£  ;  sewed,  Is  .  RoutUdge  i86a 

Dog  Fiend— Frank  Mildmay ;  or,  the  Kaval  Officer— Jacob  Faithful— Japhet 
in  Beueh  of  a  Father — King's  Own — Midshipman  Basy — Newton  Forster^' 
Bm^  of  Many  Tales — Perdral  Keene— Peter  Simple — Phantom  Bhip^ 
Poscher — Valerie. 

Children  of  the  New  Forest,  2  r.  12mo,  12f,  1846 ;  new  edit.,  6s...  JRouUedai  1853 

Code  of  Signals,  new  edit.,  roy.  8vo,  12s Biehard$<m    ...1861 

— —  Diaries  in  America,  2  series,  8  v.  post  8to,  each  31s  6d Longman  ...1839-40 

l>og Fiend;  or,  Snarley-yow,  3  v.p-Sro,  31s (M,  '40;  12mo,5»— r.  ZtOd  BetUleg 1849 

• Frank  Mildmay,  8  v.p.8T0,  81s  6<i,*29 ;  12mo,6s,  BetUleg.^i ;  Is  6d  Bryce 1859 

— Jacob  Faithful,  3t,  p.  8vo,  81s  6</.,  5.  «fc  C?.;  12mo,  6s— r.  to 8«  6^  BenOeg 1849 

Japhet,  8  v.  post  8to,  81s  M^8,A  0.,  1836$  6s— led.  to  8s  6<i  ..  BenUeg  1849 

joeephRushbrook,3T.p.8TO,31s6<2,Xoff5rfiMm,'4i;  12mo,6«— r.8s  6c{  Benileg  1849 

• King's  Own,  8  ▼.  p.Svo,  31s  W,  Colbum^'^o;  12mo,  6s— r.to  8s  6<{  Bentieg  1849 

litUe  Savage,  2  v.  12mo,  10s,  Uurtl^s  B,,  1850 ;  in  1  v.  6s  RontiUdgt  185* 

Maaterman  Ready,  8v.p.8vo,  22s(k/,*4i;  2v.l2mo,  12s, '51;  1  v.  6s  /T.  Bokn 1856 

Midshipman  Easy,  3v.p.8vo,  31s6(i,  S.  A  0.,'36 ;  12mo,6s— r.Ss  td  Benileg  1849 

-IT- Mission,  2  v.  12mo,  12s,  Longman^  1845;  5s ^Aii 1854 

— Newton  Forster,8v.p.8vo,81s6d,*32;  2  e., 21s, 37 ;  12mo,6s— r.Ss  6<i  BetUUg  1849 

— OUaPedrida,3v.p.8vo,81s6d,'4o;12mo,6s,r.Ss6^Beiil%,*49;ls6(l  Brgee 1856 

Pacha  of  Many  Tales,  3v.p.8vo, 31s  6<i,CW6«ni,' 37 ;12mo,  6s,  r.  8s 6<f  BaOUg 1849 

Perdval  Keene,  3  v.  p.  8vo,  81s  6d,  Colbmm^'^j;  12mo,  6s,  r.  8s6<i  SentUg  1849 

• Peter  Simple,  8  v.  p.  870,  81s  6<i,  5.  dEr  0.;  12mo,  6s— rod.  to  3s  (M  Benileg  1849 

Phantom  Ship,  3  v.  8vo,  31s  6d,  Colbum,'29l  12mo,  6s,  r.  to  8s  M  BentUy  1849 

Pirate  and  Three  Cutters,  8vo,  81s  6<i,  Longman,  '35  ;  n.  e.,  10s  6<f  H,Boh% 1849 

^Poor  Jack,  8vo,,  14s,  Longman,  1840— red.  to 9s;  new  edit.,  8s    ...  H.Bokn 1859 

Privateer^B Man,  2-v.  p^Svo,  12s,  Longman,  1846;  1  r.ybs H.Bokn i860 

■  Settlers  in  Canada,  2  v.  p.  8vo,  12s,  Longman,  1844 ;  new  edit.,  5*    H,Bohn i860 

■ Travels  of  M.VioIet,8T.p.8vo,81s6<£,*43;  12mo,6s,r.3s6e{,'49;  If^  RoutUdge i86a 

Valerie,  2  V.  post  8vo,  21s Col^m 1849 

(Au'iia)  Eveiy-Day,  18mo,  Is  6<i    Wertheim 1861 

• Hany  at  School,  a  Story  for  Boys,  iUust,  sup. -roy.  16mo,  2s  6d  ...  Griffith  A  F.  ...1861 

Henry  Lyle,  the  Story  of  Life,  2  V.  post  dvo,  21s  Chapman  d/ ff.i^s^ 

Long  Bvenbgs,  2nd  edit.,  sq.  16roo,  2s  M  ;  coloured,  8s  6d    Griffiths  F,  ...i86a 

-  Temper,  a  TWe,  8  v.  post  8vo,  31s  6d JVsisfty  1854 


-{Framk)  Borneo  and  the  Indian  Archipelago,  imp.  8vo,  81s  6c{ Longmam 1848 

—>  Monntaina  and  Mole-hills  :  IVavels,  8vo,  21s  Longman 1855 

—  (For.)  One  Year  in  Sweden,  2  v.  poet  8vo,  28s Murray i86a 

Beaidence  in  Jutland,  the  Danish  Isles,  be.,  IUust.,  2  v.  p.  8vo,  24s .  Aiwrrag i860 


(Joe.)  Believei's  Life,  12mo,  2s  Rel,  Tract  Soe.  1861 

Manual,  ISmo,  8s  6d  SeeUg 1843 

(/ot.)  HistoiyofPottery  and  Porcelain  16th  to  18thCentury,n.e.,8vo,31s6<i  Mwrrag 1857 

{Tho,)  Therapeutica ;  or,  the  Art  of  Healing,  12mo,  3s  Simpkm    1855 

Ifanden  {J,B.)  Church manahip  of  the  New  Testament,  poet  8vo,  6s  Hamilton  1846 

Diaoonnea  on  the  Church  Festivals,  8vo,  12s   HamiUon  1843 

HJator]s,of  Christian  Churches  &  Sects,  2  v.  8vo,  28s;  1  v.21s;  n.e.,12s  BenOeg  1857 

—the  Early  Puritans,  8vo,  IDs  W   HamiU^ 1853 

■ Later  Puritans,  1642-62,  8vo,  IDs  6cl  HamiWm  185a 

• Influence  of  the  Mosaic  Code  upon  Legislation,  8vo,  10s  6d    Hamilton  .i86a 

■ —  Sermons  from  the  Old  Testament^  12mo,  6s  Hamilton  1847 

■  on  Church  of  England,  8vo,  28  6d HamiUon 1855 

■ ■  Coming  of  Christ,  12mo,  2i  6d Hamilton  1857 

— ■ —  Various  Subjects,  2nd  edit.,  12mo,  6s  Hamilton  1847 

{J.H.)  Bzamination  of  Sir  T.  More's  Latin  Poems,  12mo,  8s  6cl    Pidcering  184a 

-  Httlaean  Lecturea,  1843-4,  2  v.  8vo,  each  6i   Pickering  ...1844-5 

{J.L.)  Notes  on  Homoeopathy,  12mo,  Is Sim^^kin 1856 

-  -(iSaafc.)  Memoirs  of  hb  life  and  lAbouia,  12mo,  3s Rel.  Tract  Soe,  1858 

rr.)  Welsh  Sermons,  12mo,  6«  Longman  18^ 

^- (HT.)  Brief  Memoir  of  his  life  and  Writings,  4to  (private  circulation) Cox    1838 

i*aiih(^.d-).jB»y  on  Divorce,  8vo,  Is  Neleon  1837 

-— Mi^ys  on  Unfulfilled  Prophecies  of  Scripture,  8vo,  6s ,.  Sedegs 1844 

SenndBs  at  Bampton  Lecture,  1848,  8vo,  8s  6c<  Seeleg 1848 

■  ■    Surrey  of  the  Bridenoe  of  Christian  Religion,  8vo,  9s Se^eg    1848 

{Geo.)  Troubles  and  Martyrdom  of,  by  Hewlett^  12mo,  2s  6d Hamilton 1845 

(G.P.)  Leetwes  on  the  Bnisliah  Language,  4th  edit,  8vo,  16s Low   i86x 

' — "  abd.anded.  by W. Smith,  12mo,7s6((f  Afurrag i86a 

r Msin  and  History  of  the  English  Language,  8vo,  16s Low   ....; 1867 
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Manh  (O.P,)  Tbe  Camel,  bin  Orgnnuation  and  Habits,  12mo,  fit.., JSmIok,  U,S,  ...1S54 

(BpM.)  ComparatiTe  View  of  Anglican  and  Bomiah  Chiirchea,  12mo,  5«  RivingUm  1S51 

Lectures  on  DiTmity,  V.  1,  12# ;  V.  2,  8vo,  Sm2 RivhtgUm 1841 

(Mn.)  Angela,  a  Novel,  12mo,  8  t.  p.  8to,S1«  6e^  Co2frur», '48;  n.e.,12mo,2t  C.  H,  CZciffte...iS6( 

Aubrey,  a  Novel,  8  v.  p.  8vo,  81«  6d,  HwrA  A  B.,  '54;  n.  e.,  12mo,2<  0.  H.  darte,.  itU 

' Outle  Avon,  8  v.  post  8vo,  81»  td,  Colbum,  185a  ;  n.  ed.,  12mo,  2a  C  ff.  CZ«rfa...i86< 

Bmilia  Wyndhun,  8  v.  post  8vo,  31«  6d,  '46;  12nio^  6«,  '49  ;  n.  c.,  2«  C.  H.  Oarhe  .i860 

Father  Darey,  2  v.  post  8vo,  18«,  Chapman  d:  H.,  '$5  I  P.  8'Of  2»  6d  Ward  it  Lock  .i86c 

Heiress  of  Haughton,  8  v.  post  8vo,  8U  6d,  1855  ;  12mo,  2«   C,  ff.  Clarbt  .i86a 

Lady  Bvelyn,  new  edit..  12mo,  2t    C.  M.  Clarke  .i86ci 

Lettice  Arnold,  2  v.  post  8vo,  2U,  Colbum,  1850  ;  12mo,  U  6d C  ff.  Clarke  .i86ci 


Mordaunt  Hall,  8  v.  post  Svo,  81<  6</,  CoUmn,  1849;  ^^i°<>t  ^'  ^  •  Hodgmm    i8$i 

Mount  Sorrel,  2  v.  poet  Svo,  18i,  Chapman  A  H.,  1845  ;  12mo,  2t...  (7.  H,  Clarke  .i860 
Nonnan*s  Bridge,  8  v.  post  Svo,  8U  6</,  1847  ;  12mo,  3<6d,  '49  ;  2t  (7.  JST.  Clarke  .1800 

Protestant  Befonnation  in  France,  2  v.  Svo,  80« Sefii% 1847 

Bavenscliff;  8  v.  post  8vo,  81»  <W Colhmm 1851 

Boss  of  Ashunt,  8  v.  post  Svo,  81«  M,  ffwrtt  A  B,,  1857  ;  12mo,  2f  C.  B.  daihe  .1859 

•  Tales  of  tbe  First  French  Bevolution,  12nio,  \t Hodgmm    1849 

Woods  and  Fields,  new  edit.,  12mo,  It  6<2 C.  H.  Clasht  .i860 


.-^— Time  the  Avenger,  3  v.  p.8vo,  31«  6<2,  Cof6«ini,  1851 ;  12mo,  \e  6d..,  Hodgtim    1853 

Triumphs  of  Time,  8  v.  post  8vo,  81«  6rf,  BentUy ;  12mo,  1«  Hodgmm    1849 

Two  Old  Men's  Tales,  8  v.  p.  Svo,  21«,  8ammdenA0.,\y,  12mo,l«6<l  C.  H.  Clarke  .i860 

Wilmiogtons,  8  v.  post  Svo,  81<  6<2,  Cidlmm,  1849;  12mo,  2f Hodgmm    1853 

Wolfe  of  the  Knoll,  and  other  Poems,  cr.  Svo,  8«  W New  York i860 

■  (/.)  Bemains,  with  Memoir  of  his  Life,  Svo,  18<   Wiltif 1843 

—  {Maria  C.)  Life  and  Letters,  by  her  Son,  12mo,  61    NiJbei 1849 

(7*.)  Grammar  of  English  Language,  12mo,  3j  6(<  Simiplkin.. 1852 

(FT.)  Biblical  Versions  of  Divine  Hymns,  Svo,  10«  6rf HamilUm  1846 

■  Church  of  Bome  in  the  Days  of  St.  Paul,  fcap.  Svo,  2  parts,  each  Is  ffatOuard 1848 

Plain  Thoughts  on  Prophecy,  Svo,  it    Simpkim 1843 

— ^^—  Bight  Choice  :  Diversions  and  Becreations,  12mo,  U  Hd  Nisbel 1857 

Sermons,  Svo,  10s  6d Madden 1841 


{W,T.)  Boyal  Supremacy  ;  Essay  on  Church  and  State,  12mo,  7s  6d Haichard 1849 

Manhall  (Dr.And,)  Catholic  Doctrine  of  Bedemption  Vindicated,  12mo,  8«  fid  HamiWm 1844 

— — Divine  Purpose  of  the  Atonement,  12mo,  8«  6d  Simpkin 1841 

(ii.^.)  Odds  and  Ends,  Poems,  12mo,  2j  6<f Pickering  1853 

(CAa.)  Bxamination  Questions  in  History,  Science,  &c.,  12mo,  Is  6d  Wyamd  1857 

Homely  Words  and  Songs  for  Working  Wives,  tc,  ISmo,  Is  6d  HamilUm  1857 

Lays  and  Lectures  for  Scotia*s  Daughters  of  Industry,  12mo,l«  6ii  Simpkin 1853 


-  (Edw.)  Lectures  on  Prophetic  Subjects,  Svo,  Is  6d  Wertheim  1861 

-  (Emma)  Happy  Days  at  Fembank,  a  Story,  roy.  ISmo,  2t ...  ffogg i^^i 

-  (B.C.)  United  SUtes  Naval  Academy,  12mo,  e»  New  York i86a 

(P.A.S.)  Photography  :  its  Importance  and  Application,  Svo,  Is  ^ fferwg  1^55 

{P.)  Population  and  Trade  in  France,  I86I-2,  post  Svo,  8s ChapmamAB.  i8fa 

-  {Geo.)  Silver  Coinage  of  Great  Britain,  to  1S87,  roy.  Svo,  12« Heame 183* 

■—  {Hen.)  Description  and  Conquest  of  Ceylon,  post  Svo,  7s AUen  A  Co,  ...1846 

Enlisting,  Discharging,  and  Pensioning  of  Soldiers,  Svo,  7s  6d  Longman  ....   1839 


Military  Miscellany,  Histoiy  of  Becruiting,  &c.,  Svo>  10s     ...  Murrag iM 

—  {H,)  Doctrine  of  Purgatoiy,  5th  edition,  12mo,  Is  W Richardson   ...1854 

'(Jos,)  Account  of  the  Population  Betums,  1801  to  1834,  roy.  4to,  63s  Skerwood    i^SS 

Inward  Bevival ;  or.  Motives  to  Holiness,  12mo,  4s  6cl    Simpkin   1S49 

Memoirof,  by  his  Son,  12mo,  5» BeUA  Jhkfy   1S56 


•{J<^n)  Druid's  Talisman  and  other  Poems,  Svo,  10s    Painter "845 

Histoiy  of  Scottish  Ecclesiastical  and  Civil  Affiurs,  12mo,  5s...  /.^.ife/.Parifccri859 

Human  Body,  its  Structure,  &c..  Text  4to,  Plates  folio,  2Is  ...  Dag  A  Son  ...i860 

Observations  on  Diseases  of  the  Heart,  Svo,  6s6d  Renshaim ^h$ 

On  the  Constitution  of  United  States,  Svo,  28s  Wileg >*39 

(J.  r.)  Farmers*  and  Emigrants'  Handlxwk,  12mo,  6s New  York iSso 

(Ladg)  Helig*s  Warning,  a  Cymric  Legend,  12mo,  Is  MaOUro 1^54 

—  Princeof  Wales  Long  Ago,  a  Bardic  Legend,  12mo,  8s  M  WhiUaker 1855 


p>(X.  A,)  Beligious  Extracts  from  Fenelon,  12mo,  4«6(i,  1839  ;newed.,  5s  ffaichard '^S^ 

Sketch  of  My  Friend's  Family,  ISmo,  Is  and  2f  6d Haichard iM 


'{Mrs.)  Annette  Mowbray,  a  Tale,  16mo,  3s Parker  SSo^  iM 

Child's  Guide  to  Good  Breeding,  16mo,  2s  W   Parker  A  SoniSji 

Modem  Education,  ISmo,  2s H.  Johnson  ...1839 


{Nat,)  Penitential  Discipline  of  the  Primitive  Church,  Svo,  6«  JM,dkJ.ParkeriiAA 

— {T.)  Farmer's  and  Emigrant's  Handbook,  2nd  edit.,  poet  Svo,  6s...  Wileg ^U? 

Lives  of  Celebrated  Actors  and  Actrrases,  post  Svo,  4s     AppUgard 1^47 


■  {Thos.)  Sermons,  with  Memoir,  Svo,  10s6rf Longman  i*3^ 

-(T,W.)  Christian  Missions:  Agents,  Methods,  and  Besults,  8  v.  Svo,  24s  Bnms    '^^> 

Christianity  in  China,  a  Fragment,  Svo,  5s  6d Longman  i*59 

Episcopal  Polity  of  the  Catholic  Church,  Svo,  12s    ^iims 1^43 


(WoL)  Goep.  Mystery  of  Sanctn.,  12mo,4s,  iSimp.,'36;  n.e.,  lSmo,2s6rf  Nitbei iM 

•—(Walker)  Treatise  on  Common  Law  Costs,  12mo,  16s Bond >86i 

{Wm,)  Anthems  used  in  Cathedial  Churches,  12mo,  Ss  JMAkJ.Parkerits^ 
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IhnhiU  [WilUam)  Arlof  Reading  (^hnivli  Maac,  8to,  2t RivingUm  1843 

'  IXoctzineof  Baptism  in  the  various  Churches,  12mo,  6« IlamiUon 1852 

FnrgMoTj,  12rao»  Is  6d T.  HicharcUon  1854 

Duties  of  Bailwaj  Companies  as  Carriers,  12mo,  10s   Shaw  A  8on»...i%^i 

{W.B.)  Two  Visits  to  New  Zealand,  1884,  12mo,7«6d Nitbet    1836 

(W.H,)  Pour  Years  in  Burmah,  2  v.  post  8to,  21s    Sheet  i860 

Old  Vauzhall,  a  Bomance, 8  T^post  8to,  31t  6d  : Skett 1861 

MuvhslTB  Index  Beady  Reckoner,  for  Calculating  )itages,  &c.,  post  8yo,  2s  6(1 Longwutn 1849 

Iaw  of  Marine  Insurance,  Bottomry,  &o.,  4th  ed.,  by  Shee,  r.  8to,  25<  .  Shaw  ds  -5oiu...x86o 

Single  Rule  Genders  of  the  French  Nouns,  24mo,  2s  ad  Simphin 1839 

HazBhrnsa  {/.€.)    LtTes  of  Carey,  Manhman  and  Ward,  2t.  8ro,  25<  Longman   1859 

Memoirs  of  Sir  Henry  Havelock,  2nd  edit,  8to,  12«  6d    Longman  i860 

MwUnd  ((Teo.)  Musings  of  a  Spirit ;  a  Poem,  12mo,  4s i...  Pickering  1853 

Regeneration;  or,  Diyineand  Human  Nature,  a  Poem,  12mo,  5s  6d  Pickering  1850 

Jboton  (CD.)  BCanual  of  the  Inspiration  of  Scripture,  12mo,  2s  6if Wertkeim  1859 

(John)  Dramatic  and  Poetical  Works,  by  HaUiwell,  3  t.  12mo,  16s /.  R.  Smith  ...1856 

{J.W,)  Anne  Blake;  a  Play,  8to,  2i  6d  C,  MitcheU 1852 

— Qerald,  and  other  Poems,  12mo,  HtM    C,  MitcheU 184a 

Heart  and  the  Worid ;  a  Play,  8to,  2s  6rf  C,  MitcheU 18^7 

Patrician's  Daughter  ;  a  Tragedy,  8to,  2s  6<i C.  MitcheU 1841 

Philip  of  France,  &c  ;  a  Tragedy,  8vo,  2s  6<l C.  MitcheU 1850 

Btrathmore;  a  Tragic  Play,  8to,  2s  6d  C.  MitcheU 1849 

(If.)  Family  Credit,  and  other  Tales,  new  edit.,  fcap.  8vo,  Is  Ward  tk Lock    i86i 

Lady  in  her  own  Right,  a  Novei,  p.  8vo,  10s  6<^  '60;  new  edit.,  Q»  McumiUan    ...1861 

lbit(^J2J  Obsenrations  on  Nerrous  Disorders,  12mo,  6s ChurchiU  1835 

Martel  (CAo.)  Principles  of  Colouring  in  Painting,  12mo,  Is Wimor  1855 

Form  in  Ornamental  Art,  post  8to,  Is   Winmr  1856 

M»rten  (Jr.)  Second  LoTe,  12mo,  6s   /.  CAopmait  ...1861 

Mart«m ;  a  Tragedy,  8vo,  2s  6<<  BaUu 1843 

ifarths  Brown,  the  Heiress,  by  the  Author  of  Dorothy,  fcap.  8?o,  5s Parker Jk  Son...  i%Si 

*Laey;  or,  »  Tear  after  Confirmation,  18mo,  Is SeeUg 1849 

l(utisI(Fat)Bpignuns,litenaiy  translated  into  English,  post  8T0,7<6d  (Class.  Lib.)  Jf.Bohn i860 

selected  and  translated  into  EngUsh  Prose,  by  Amos,  8vo,  8s    BeU  <fc  Daldy  ...1858 

Mv^  (i.X.)  Our  Domestic  Powb  and  Song  Birds,  18mo,  U  (kt    Rel,  Tract S0C...1 9^7 

—  {Mn.B.)  Julia  Howard,  a  Noyel,  8  t.  post  8yo,  81«  6d  ;  new  edit.,  2  t.  21s...  BentUg  1850 

(Capt.)  Onide  to  Military  Examination  for  Promotion,  8to,  5s  6d  Parker  d! Son... iS$$ 

— —  (C.  r.)  Bijou  Iit6nire  ;  Anecdotes  Historiquei,  12mo,  5s  Simpkin 1837 

Conjugation  of  the  Frenck  Verbs,  8yo,  4s  6c{ Hamilton  1851 

(B.B.)  Early  Italy;  the  Empire  and  the  Papacy,  12mo,  5« WhiUaker  1853 

-(^.(7.)  Allopathy,  Homoeopathy,  Hydropathy:    their  Failure,  8vo,  2s  6d   ...  Simpkin 1861 

• Cdd  Water  Cure,  8to,  Is  6<i   WhiUaker  1843 

Vitalism  Exemplified  in  Treatment  of  Deformities,  8vo,  10s  6<{   Saunders  d:  0.   1853 

(^.Z*.)  Memoir  on  the  Equinoctial  Storms  of  1850,  8vo,  12f    Harrison    1853 

(^reo.)  Extracts  from  Eminent  Anglican  Diyines  on  the  Eucharist,  8vo,  Ss  ...  Rivtngton  1857 

[O.A,)  History,  Climate,  &c.,  of  UndercUfT,  post  8yo,  10«  6<f  ChurchiU   1849 

(C.  IT.)  HandVwk  of  100  Chants,  in  Score,  new  edit.,  8s Rivington   1851 

• Psalter  with  Canticles,  pointed  for  Chanting,  12mo,  Is  6<f   Rivington  1859 

School  and  Family  Book  of  Part  Music,  sm.  4to,  8«  6<2 Longman   1851 

(Hugh)  Christ's  Plresence  in  the  Gospel  History,  post  8yo,  6s    NeUon    i860 

■ Daniel  ICanin  and  Venice  in  1848-49,  2  T.  post  8to,  21s Skeet  i86» 

Reply  to  Isaac  Crewdson's  "  Trumpet  Blown,"  6j Fry 1838 

(/as.)  Angler's  Ouide,  12mo,  8s Q.  Cox  1854 

' Biblical  Lyre ;  Songs  of  Pnuse  for  Chant  Music,  12mo,  2s  6d Ward 1857 

— Sermons,  with  Letters  on  Prayer  and  Memoir,  8vo,  bs Simpkin 1836 

i/ohn)  Illustrations  of  the  Bible,  rOy.  4to,  42« ;  foL  68«;  proofs  b.  1.,  84s  ...  Bogue...^ 1843 

— — Photography,  post  8vo,  2s  6^  HouUton    1859 

Seaman^s  Arithmetic,  12mo,  2«  6<f Longman    1843 

— — -i/.C)  Book  of  ReTelaiion  briefly  ezpkined,  12mo,  4s Hatehard  1851 

"{JJl.)  Influence  of  Tropical  Climates  on  Europeans,  8to,  16*,  '55;  2  e.,  20»  ChurchiU  1861 

{L.AsC.S  Ciril  Costumes  of  England  from  the  Conquest,  4to,  52<  6d  H  Bohn    184s 

(ir.il.)  On  Education  of  Mothers  of  Families,  tr.  by  Lee,  p.  8to,  10s  6(2,  *42>  7s  6d  Whittaker 1851 

{Miss)  Si.  Etienne^  a  Romance,  8  r.  post  8to,  81«  6rf    Newhg  1845 

iP.J,)  Geok>gical  Memoir  on  the  London  and  Hants  Basins,  8to,  2s  6<<  Taglor  tk  F,  ...1851 

• (RM,)  Anslyaosof  the  Bible,  18mo,  2s  6d P.  Jackson 1840 

British  Colonial  Library,  10  r.  12mo,  each  6s,  1837 — red.  to  8s  6d...  H.  Bohn    1843 

China,  Political,  Commercial,  &c.,  2  t.  8to,  26s,  Madden^nA.  14s    H.  Bohn    1847 

-  History  of  Eastern  India,  8  ▼.  8vo,  72s,  AUen  dt  Co.— red.  to  21s  ...  RoutUdge  1838 

the  British  Colonies,  6  y.  8to,  84t TaUis 1850 


>  Hudson's  Bay  Territories,  and  VanoouTer's  Island,  8to,  7s    ..« Boone 184 

-  Indisn  Empire,  8  y.  imp.  8yo,  68s  Lond.Pr,Co,*sZ-6i 

'  Ireland  before  and  after  the  Union,  8yo,  7s  6d  Nichols 1848 

•  Pkt)greaand  Present  State  of  British  India,  post  8yo,  lOs  6<f  Low  1861 

Stotisticsof  the  British  Colonies,  roy.  8yo,  42s AUen  A  Co,  ...1839 

-{Sam.)  Account  of  the  London  Colonial  Training  School,  12mo,  2s  Nithtt    185a 

■ Birth  and  Deyelopment  of  the  Useful  Arts,  12mo,  8s  M  Nisbet    1851 

St 
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Maztin  {Sam,)Qaimoi  Toqth,  a  Series  of  Diaooanes,  12mo,  2t  M Ward iM 

Cirenmstances  of  Touth,  a  Series  of  Diaooanes,  12mo,  2f  6d  Ward iS4^ 

■  First  Tratha  for  Beligions  InqmiBis,  fcap.,  Is  6d  Ward 1854 

. Light  in  Life's  Morning,  18mo,  1<   Wttrd lUl 

Memoir  of,  by  Eer.  J.  Duns,  12mo,  3#  6d  ffamUUm i8m 

Place  of  Eepentance,  4th  edit.,  12mo,  2«    Ni^tet    1854 

Westminster  Chapel  Pulpit,  Sennons,  Series  1  and  2,  12mo,  2*  each  £.  Stode i86< 

Yonthfol  Christianity,  18mo,  1$  B.  L,  Onm  ...iiSi 

Development,  a  Series  of  Disoonrses,  new  edit.»  12mo,  2»,..   Ward i<s: 


{Sarah)  Brief  Sketch  of  the  Life  of,  Srd  edit.,  fcap.  8to,  U Simpkm 184 

Life,  with  Extracts  from  her  Prison  Journals,  12mo,  2$6d;  8  ed.,  1«  Simpkin,. 184 

[Sdi.)  Summary  of  Irish  History,  from  Henry  IL,  2  t.  12mo,  12f Simptim 184 


^.M.)  Letten  on  State  of  New  Zeahmd,  8to,  8f SimmumdM 184 

(i%eMi.)  Poems,  Original  and  Translated,  8vo  :— PrwaUCirem.  186 

Aladdin,  12mo,  6f,  1861.     GatnUns,  8vo,  6«  W Blatkwood 186 

Correggio  (from  (Ehlenschlftger),  12mo,  Si,  1854.     Dante  Vita  NnoTa,  7s  fid  ...   Blaeiwood 18G 

Horace,  8vo,  7«  6<i,  i86a.     KingBene*s  Daughter,  sq.  16mo,  2t  6d  Bladkwood 185 

_ Translation  of  the  Odes  of  Horace,  8vo,  7«  dd  Parker  AStm  .18G 

■  (Tho,)  Book  of  Aids,  Whole  System  of  Equitation,  12mo,  It  Simpkin 186 

Pounds,  Shillings,  and  Pence;  or.  Money  Calculations,  12mo,  It  (kf...  Simpkm 184 

Practice  of  Conreyancing,  by  Daridson,  5  v.  roy.  8vo>  11 Maxwell  ...1838-4 

■  Salary,  Wagea,  Income,  and  Interest  Table,  12mo,  It  6d Sin^kin 184 

— — o^—  (T.)  Centenary,  a  Commemoration  Poem,  12mo,  8t    Mooeon   183 

(5tr  IF.)  Taranaki  Question,  8vo,  2t  6d JDaUon  186 

(TT.)  Birthday  Gift  for  Boys  and  Girls,  aquare,  5s  DarUm  186 

Book  of  Sporta  for  Boya  and  Girla,  16mo,  3t  6<2,  1840;  2t  DarUm  18$ 

Boy*B  Own  Library,  12mo,  8t  6c{  Dartaa  186 

Stoiy  Book,  aq.  16mo,  5s   DarUm  186 


-  Chimney-Comer  Stories,  illuat,  fcap.  8to,  3s  6d    DarUm  186 

-  Christian  Lacon  :  Materiala  for  Thinking,  82mo,  ZstSd DarUm  s*^ 

Mother'a  Text-Book,  32mo,  2t Daritm  i8j 


Early  Educator:  Elements  of  Useful  Knowledge,  18mo,  2t  6<l  DarUm  185 

-  Encyclopedia  of  Every-Day  Knowledge,  16mo,  2t8(£,  2>arloM,'48;  2t  Btrger  186 

•  Fire-Side  Philosophy ;  or,  Home  Sdenoe,  16mo,  it  6€{   DoHm  i8$i 

First  English  Course,  and  Analyses  of  Sentences,  12mo,  2t  6d LorngfrnoM  186 

•  Hair  Worker's  Manual,  8to,  7t  6<{   AchermoiKtk  ..185: 

-  Holiday  Book,  7th  edit.,  18mo,  two  series,  each  8t  dd  Jas. Blackwood  1851 

"■""■""  -    -       -  -       -  -  ,g^ 

.186 


>-  Tales  for  School  Boys,  2nd  edit.,  fcap.  8vo,  3t  6d    DarUm 


Illustrated  Holiday  Book  for  Youth,  7th  edit.,  12mo,  2s  6d Dean 

•  Instructive  Lessons  in  Beading  and  Thinking,  12mo,  It  6d  Jarrold 185* 

Intellectual  Expositor  and  Yocabnlazy,  I2mo,  Is  M  Jarrold 185 

Grammar  and  Compoaition,  12mo,  It Simpkm 185. 

Primer,  12mo,  It  Qd Simpkm 185 

Beading  Book,  12mo,  2t  6<i,  DarUm;  new  edit,,  St Jarrold 18$^ 


Spelling  Book,  12mo,  It    .'. JarroUL 185 

■  Moral  and  Intellectual  School  Book,  12mo,  8t  Qd  Darim  183] 

>  Natural  Hiatory  of  Birda,  12mo,  8t i2rf.IVod59C.ii.rf 

Quadrupeda,  12mo,  6t ;  Beptilea,  I2mo,  6t Bd.  Tract  Soe.  n.d 

Philoaophy,  Illuatrated,  18mo,  4t  6d,  1851  ;  new  edit,  St  M  Simpkm i86i 

-  Our  Boyiah  Daya,  and  How  we  Spent  Them,  fcap.  8to,  3t  6d  DarUm  i86< 

-  Paleatine  and  Egypt,  Pictorial  Map  of,  lOt  6d Darton 183I 

-P&rlour  Book:  Conyersationa  on  the  Arta,  Ac,  16mo,  4t  6<f DarUm  >h\ 

•  Poetry  of  Truth,  Hope,  and  Charity,  &c.,  2nd  edit.,  82mo,  lt6<f Shi^n 185 

Nature,  2nd  edit.,  82mo,  It  6(i BimpkiM 185 


(TT.ii.)  Screw-Cutting  Table  Book,  8vo,  2t  6<f W.  J,  Jokmaoa  i%s< 

Tablea  for  Mechanical  Engineera,  8to,  It 8p<m i86« 


'{W.C.)  Country  Houae  ;  or,  the  Poultry  Yard,  Dairy,  tc,  12mo,  is  6d  RovOedge 185; 

Hiatory  and  Breeds  of  Cattle:  with  the  Dairy,  p.  8vo,  2t6<f ;  n.e..  It  6d  BouOedge .iWj 

of  Humming  Birds,  12mo,  fit;  cold.,  lOt  6rf   BcwUeige 1851 


Natural  History  of  Mammiferous  Animals,  8to,  18t BaHlUre   184: 

.  Pig  ;  Sheep  ;  and  Poultry  Yard,  12mo,  each  It Boutledge 185; 

-  Treatise  on  the  Ox,  imp.  8vo,  7t  W C.  Kmgid 184^ 


Martin  Luther;  or,  Ohriatian  Fortitude  Displayed,  18mo,  2t  6d   NidtH ^H 

Martin  Mar-Prelate,  Almond  for  a  Parrot,  post  8to,  8t   Pdkavm '844 

Epistle  to  the  Terrible  Priest,  post  8vo,  St Peiheram 1843 

Epitome  of  Dr.  John  Bridge's  Defence,  poatSvo,  St  Petheram 184? 

Hay  any  Work  for  Cooper,  post  8to,  St  Pethmm '84J 

Pappe  with  a  Hatchet,  poet  8vo,  St Petkmm 1845 

Martin*a  Vagariea,  a  Sequel  to  the  Tale  of  a  Tub,  12mo,  Is  6d Dal^ ^H] 

Martindale  (iitiam)  Life  of,  by  Himself  C^ethamSoc.  1844 

— (Jno.)  Farmers*  and  Gardeners'  Analyals  of  Soils,  poet  8vo,  St  6d  DarUm  1849 

Martineau  (^rt.)  Sketch' of  English  Church  Hiatory,  post  8to,  8t Lmgwum  1853 

What  is  my  Duty  ?  12mo,  St  6d  Ha/mUUm 1847 

(-fforr.)  Addreasea,  Prayers,  and  Hymns,  1 2mo,  2«  6<2 .Fox    »^3^ 

— ^— Billow  and  the  Bock,  a  Tale,  I8mo,  It  6d Q,  Cox iM 
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MaitiDeMi(J9arr.)GoTporate  Tradition  and  Natural  Bights :  Shipping  Daes,  8to,  2t  M  RoutUdgt  1857 

Dawn  Island,  a  Tale,  12mo,  2s  %d  Fox    1846 

Deerbrook,  aNovel,  dT.p.8vo,27<,*39;  12ido,0<, if oa;on, '4.2;  2»M  Smith  de  Elder  1858 

— ^^—  Derotional  Exercises  for  the  Toung,  12mo,  2«  6<2  Pox 183a 

Eastern  Life,  Present  and  Past,  post  8vo,  10«6<f,  Moxon^-r.  Qt  ...  H.  Bohn 1850 

Endowed  Schools  of  Ireland,  8to,  ^  &d Smith  it  Elder  1859 

Oigland  and  her  Soldiers,  post  8to,  9»    Smith  tk  Elder  1859 

Fire  Years  of  Yonth  ;  or,  Sense  and  Sentiment,  12mo,  6«    Harvey 1831 

Forest  and  Oame  Law  Tales,  3r.l2mo,  10s  6<f, '40;  red.to4«6rf;  cl.,6»  NatUdi 1849 

Guide  to  English  Lakes,  12mo,  6»,  '45  ;   4to,  21«,  '58— red,  to  1««  Whittdker 1861 

. Windermere  and  Neighbourhood,  12mo,  la  6<i,  1854;  It  WhiUaker 1856 

> Health,  Hosbandry,  and  Handicraft,  post  8to,  9s Bradbwry 1861 

History  of  England,  1800  to  1816,  roy.  8to,  15$  (Pict.  Eng.,  V.  8)  Orr    1851 

1816  to  1846,  2v.ioy.8To,  42s  (Hist  of  Peace)  Orr  1850-51 


Honr  and  the  Han,  St.  p.  8to,  81s  6(2,  '40;  12mo,  6«,  '43  ;  Is  M  Routledge  1855 

Household  Education,  12mo,  6s,  1849;  8«6d, if oxon,  '5a  ;  p.  8to,6s  Smith  A  Elder  1861 

How  to  Obserre :  Morals  and  Manners,  post  8to,  8s  6<i    C  Knight 1838 

lUuBtrations  of  the  Poor  Laws,  2  r.  12mo,  6s,  1833— red.  to  2s  6cl  Fox   1851 

Letters  from  Ireland,  post  8to,  6s  6(2  J.Chapman  ...1852 

-on  Mesmerism,  fcap.  8yo,  Is ...  ifoacon   1845 


Life  in  the  Sick  Boom,  Essays,  12mo,  2s  6c2  H.  Bohn    1849 

— Mary  Campbell,  a  Tale,  18mo,  ^ ffoultton   1837 

My  Servant  Bachel,  aTUe,  18mo,  Is  6rf BouUton    1838 

Playfellow,  4  ▼.  18mo,  ea.  8s  6<i,  Cox,'^i ;  2s  6(2,  Addey,*S2 ;  U  6d  BoutUdge  1856 

Yul:— Crofton  Boys— Feats  on  Fiord — Peasant  and  Prince — Settlers  at  Home. 

Political  Economy :  8  r.  18mo,  42s,  Fox,  '34  ;  n.  e.,  9  y.  18mo,  21s  Boutiedge 1859 

Popular  Tales,  new  edit.,  roy.  18mo,  each  2s:—  BoiUledge x86a 


Briery  Creek.     Ella  of  Ghkrreloch.     Homes  Abroad.    Life  in  the  Wilds.     Loom 
snd  Lugger.     Manche«ter  Strike.     Sowers  and  Beapers.     The  Charmed  Sea. 

Principle  and  Practice,  a  Tale,  with  Sequel,  12mo,  8s  6<2 HouUton    1850 

Betrospeetof  Western  Travel,  8  t.  post  8to,  31s  6c2 SaundertAO.  1838 

Bioters;  or,  a  Tale  of  Bad  Times,  18mo,  Is HoulaUm    1842 

Sketch  of  British  Bule  in  India,  12mo,  2s  6<2 Smith  A  Elder  1857 

Sketches  from  life  :  Tales,  12mo,  5s,  1856— red.  to  8s  6(2  Whittaker 1858 

Society  in  America,  8  v.  post  8to,  31s  6(2  Saunders  ds  0.  1837 


— -  Suggestions  towards  Future  (Government  of  India,  8vo,  6s    Smith  ds  Elder  1858 

Taxation:  Tales,  6  Piftrts,  18mo,  each  Is  6(2   Fox    1834 

• — Traditions  of  PsJestine,  12mo,  2s  6(2  Fox    1843 

• — Turn  Cut,  a  Tale,  18mo,  2s BouUton  1829 

{JaaJ)  Endeavours  after  the  Christian  Life,  3rd  edit.,  2  v.  post  8vo,  16s  .  Longman  i860 

— • Hymns  for  the  Christian  Church,  n.  e.,18mo,  2s  lOd ;  12mo,  8f  6d  Longman  i860 

~- — ■■■  Miscellanies:  a  Selection  of  Essays,  post  8vo,  9s   /.  Uhapman...tfi$% 

— Bationaleof  Beligious  Enquirer,  12mo,  4s  6(2 /.  Chapman  ...1845 

Studies  of  Christianity  :  Original  Papers,  post  8vo,  7s  6(2 Longman  1858 

IMseUi  {Job,)  French  and  Italian  Dictionary,  new  edit.,  12mo,  9s   '.  Simptin 1853 

Kvtbet  (Dr.Z..)  Catechism  of  Nature,  by  Bev.  J.  Joyce,  18mo,  Is  Tegg  1850 

-         Manual  of  Pktholi^,  translated  by  C^uain,  18mo,  7s Simpkin 1835 

lUrtifigile's  Sporting  Scenes  and  Country  Characters,  8vo,  21s Lon^/man  1840 

Turf  Characters;  the  Officials  and  the  Subalterns,  12mo,  Is BenUey  1851 

Kartjii  (j?m.)  Five  Sermons,  with  a  Prefatory  Letter,  by  G.  T.  Fox,  12mo,  3s  6(2...  Seeley 1862 

-~ Joomala  and  Letters,  edited  by  Wilberforoe,  2  v.  8vo,  21s Seeley 1837 

~ _ abridged,  12mo,  9s,  1839;  new  edit,  6$ Seeley 1844 

life  of,  by  J.  Saiigent,  12roo,  6s,  1844;  new  edit,  6s  Seeley 1855 

^MrrlAiid;  or,  aVkks  of  the  Yaudois,  16mo,  8s  6(2 OranttbG,   ...1855 

Hanyrdomof  Kelavare,  a  Poem,  fcap.  8vo,  6s    A.  Ball 1861 

^ynof  Spain,  and  the  Liberators  of  HoUand,  post  8vo,  5t  Niebet 1861 

^JTS*  Memorials,  by  Pysaxius,  16mo,  Is  6(2;  gilt,  2s Law  1851 

JUnd(/i.)  Battle  Summer,  post  8vo,  7s New  York 1850 

Dream  life,  7s6c2,  New  York,  185a  ;  12mo,  2s,  Nelson;  12mo,  Is  6(2  .  Roudedge  1853 

Beoordof  Tony  Fudge's  Doings,  2  v.  12mo,  plates,  14s New  York 1855 

— Beveriea  of  a  Bachelor,  Book  of  the  Heart,  1 2mo,  4s  6<2, '  52 ;  n.e. ,  1 8mo,  2s  Simpkin 1 862 

(<9.)0pem:  Yiews  Before  and  Behind  the  Curtain,  post  8vo,  2s  Mitchell 1847 

^tuTcIi  (/.i2.)  Opera  GK>er ;  or.  Studies  of  the  Town,  2  v.  post  8vo,  16s Newby   1851 

^ftfreb ;  or.  Facte  in  a  Fairy  Form  :  a  Book  for  the  Young,  16mo,  Is  6(2  Nisbet 1856 

^Unia  (/.(/.)  Legal  Bibliography,  a  Thesaurus  of  Law  Books,  8vo,  82s  Philadelphia... i%^y 

(fT.)  Trefttiw  on  Law  of  Wreck  and  Salvage,  8vo,  18s    Boston,  V.S,...i% $9 

Hwj  (lovii)  Etehings  from  Landscape  Painters  of  England,  4to,  31s 6(2;  col.,  62s  6(2  ^Oj^rus 1850 

Hanrood's  Maritime  Directory  and  Shipping  Begister,  12mo,  6s    Author  1852 

Kvx  (i.J9.)Munc  of  the  19th  Century,  roy.  8vo,Pt.l,  7s  6C2,  1856;  Pt.  2,  8s Codes 1858 

• — School  of  Musical  Composition,  roy.  8vo,  21s  Cocks 1852 

— Theory  of  Musical  Composition,  by  Saroni,  8to,  16s    Novello  1852 

(C.)    astd  Willis  (JZ.)  on  Decrease  of  Disease  effected  by  Civilization,  12mo,  4s  Longman  1844 

Uary^a Tale  of  the  English  Peasantry,  3  V.  poet  8vo,  31s  6(2     Neteby    1853 

—-  sni  her  Mother:  Scriptund  Stories,  6th  ed.,  18mo,  3s,  1847— red.  to  2s  6(2...   Ward 1851 

Mildred  ;  or,  Principle  the  Quide  of  Impulse,  18mo,  new  edit,  2s Masters i860 
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Maiy  Aston ;  or,  tlie  Srenta  of  a  Tear,  a  Tale,  post  8to,  8« Satmdendi  0.  1S45 

Atkins,  18mo,  1»  fiWey 184* 

Beaverj  or,  the  Hoasemaid's  Wedding,  by  the  ]ate  J.  W.,  12mo,  U6d J.H.SJ,PaHceri%sS 

Ellis ;  or,  Life  and  its  Mistakes,  3  ▼.  post  Syo,  Sit  (id,  Hope,  '54;  c  8to,  2f  6d  Ward  A  Lode .  1856 

Gray,  and  other  Tales  and  Verses,  12mo,  6t  Eofnf i8$i 

in  Service  ;  or,  Duties  of  Servants  and  Employers,  ISmo,  Is  6d ReLTndSoc.  1849 

Lyndon  ;  or,  Bevelations  of  a  Life,  post  8vo,  6§   Low  185$ 

Mother  of  Jesus,  Life  of,  by  a  Lady,  12mo,  2t A.  HaU 1854 

Markland,  the  Cottager^s  Daughter,  foap.  8vo,  Is NiAtt i860 

Powell.     See  Manning,  Anne. 

Queen,  and  James  YL,  Eeigns  of,  4to ModOtmd  CM  n.  d, 

Queen  of  Soots,  History  of,  4to  Maraud  CM  ;  d. 

by  Mignet,  2  t.  8to,  each  14s ;  cr.  aro,  Os BenOef 1861 

—  Latin  Themes  from  her  MSS.,  8to   WarUm  (M  ».A 

Letters  and  Official  Documents,  7  t.  8to,  84t ;  n.  ed.,  8  r.  48f  IMsiaii 1851 

of,  by  Strickland.Sv.p.  8vo,  81s6d,*43;2T.  21a— r.l2t  Colbmn 1851 

Select,  translated  by  Tumbull,  8to,  14s Doimm 184$ 


Life  of,  by  Bell,  roy.  8vo,  3j  6d  WkUuOxr 1840 

Buckingham,  2  ▼.  8vo,  28* ,.  Bentleg 1844 

de  Maries,  12mo,  6f  6rf Bottom,  U.B.  ...i^t 

DonMaeleod,  cr.  8to,  7»  6rf New  York 1857 


-Stuart,  Memoirs  of,  by  M.  Lamartine,  post  8to,  6$    Longwum  1859 

-the  Handmaid  of  the  Lord,  12mo,  2s  6d Nitlbet 1854 

■Star  of  the  Sea;  Floweis  from  Scripture,  a  Story,  12mo,  Bt  Burnt    1848 


Toung  Duchess  of  Burgundy,  Memoirs  of,  by  L.  S.  Oostello,p.  8to,  10s  6d  BentUif 1853 

Mary's  Scrap  Book,  16mo,  2s  6<i  Werikeim 1849 

Maaus  {Dr.  H.)  Studies  from  Nature,  translated  by  C.  Boner,  post  8to,  8s  6<<  Cha.pman^B.  1854 

Maskeli  {E.)  Gospel  Theme,  a  Series  of  Sacred  Poems,  18mo,  Is  Werikem  i860 

Home  Traveller :  Thoughts  on  London  Scenes,  &c,  12mo,  4s  SuUy i8s6 

Poetical  Treasury,  18mo,  3« Word 184* 

(Wm.)  Ancient  Liturgy  of  the  Church  of  England,  8vo,  15s   Pidoering 1847 

— — Dissertation  on  Baptism,  8vo,  15s  Pidoarmg 1848 

Doctrine  of  the  Church  of  England  upon  Absolution,  8vo,  12s   Pitkering 1848 

— — — ^  History  of  the  Martin  ICarprelate  Controversy,  poet  8vo,  8s    Pideerimg 1845 

Monumenta  Bitualia  Ecclesise  Anglicans,  8  v.  8vo,  48s    Pichring  ...1846-7 

Sermons  at  St.  Mary*s  Church,  Devon,  8vo,  it Pieherimg 1849 


iW.P.)  Acts  for  Regulation  of  Mines,  Aug.,  1860,  Is;  cloth,  2s HaJ&AQo.    ...1861 

Maskew  (T.  R.)  Annotations  on  the  Acts  of  the  Apostles,  12mo,  6s BeU  A  DaUy  1847 

Maslen   (7./.)  Decimal  System  of  Money,  Weights,  &c.,  8vo,  6s  Smith  A  Eldtr  ih^ 

On  Improvement  of  our  Towns  and  Houses,  8vo,  7»  Smith  Jt  Elder  1843 

Mason  {Cyrut)  Introduction  to  Mineralogy,  Svo,  4s  Bd    WiUg 1839 

On  the  United  States  Government,  12mo,  6s  6rf WUeg 1843 

Practical  Lithographer,  12mo,  2i Maton   185* 

(C.P.)  Cowper's  Task  ;  Book  I.,  Analysb  and  Parsing,  Is  dd   Walton  1859 

English  Grammar,  12mo,  8s  6d,  1858  ;  2nd  edition,  2s  M Walton  1861 

Euclid  Explained  to  Beginners,  First  Book,  12mo,  Is  9d Walton 1854 

First  Steps  in  English  Grammar,  for  Junior  Chsses,  18mo,  Is Walton 1861 

■ Grammatical  Analysts  of  Sentences,  fcap.  8vo,  Is  M Walton 1861 

{E.)  Old  Library  and  its  TWes,  12mo,  8s  6<f  Matten 1861 

Pastor's  Legacy ;  Sermons  on  Practical  Subjects,  8vo,  12s New  York 1853 

{F.)  Burmah,  its  People  and  Natural  Productions,  8vo,  80s TrUbner i86» 

The  Karen  Apostle  ;  or,  Memoirs  of  Ko  Thah-byn,  18mo,  It    JW.  Trael  80C.1I46 

Treatise  on  Use  and  Advsntages  of  Dancing,  12mo,  8s  M Sharps Bak...ii^^ 

((?.jy.)  Life  with  the  Zulus  of  Natal,  16mo,  2s  6rf Longmtm  185S 

Zululuid  ;  a  Mission  Tour  in  South  Africa,  post  8vo,  8s  tki Nitbet i86a 


{ff.C.)  Christian  Daily  Bread,  18mo,  Is  M Dean 183* 

(iT./.  jr.)  Primitive  Christianity  in  Ireland,  ]2mo,  4s Nitbet 184c 

Testimony  of  St.  Patrick  as  to  Antiquity  in  Ireland,  12mo,  2tM Longman 184^ 

(John)  Laws  of  Circulation  and  Distribution  of  Wealth,  12mo,  6s  6d  New  Yvrk 1857 

Sclf-Knowledge,  82mo,  2s,  Tegg,  1847  ;  82mo,  Ittd  Qro<mkiridge...i%^^ 

and  Melmoth*s  Beligious  Life,  24mo,  2s A.  Scott 185] 


Spiritual  Songs,  and  Shepherd's  Penitential  Cries,  n.  ed.,  12mo,  Ss  6d  Bamitton 1861 

Three  Yean  in  Turkey,  Medical  Mission  to  the  Jews,  p.  Svo,  6s  6d    ...  Snow i86< 

-  (J.A.)  History  of  Madeira,  its  Climate,  &c.,  8vo,  18«  ;  roy.  Svo,  81s  M   ...  CfturdUtf 185* 

^{J.M.)  Claims  of  Episcopacy  refuted,  by  Blackman,  12mo,  Ss  6d Jaekton 183I 

Complete  Works,  4  vols.  Svo,  42s    New  Yori i^« 

Memoirs  of  G.  J.  Van  Vechten,  Svo,  14s New  Yorik 185 

Sermons,  Lectures,  and  Orations,  with  Memoir  by  J.  Eadie,  cr.  Svo,  8s  BamtiUm  i86« 

(I^Hwtf)  Musical  Letters  from  Abroad,  12mo,  7s  New  York i«5 

Hallelujah  :  a  Book  for  the  Service  of  Song,  oblong,  «s New  York 18^ 

-- — 77  The  People's  Tune-Book  :  a  Class-Book  of  Church  Muaie,  obL  4to,  «s .  Low    1861 

^>^*^(  5^*®  ^^^^  »  ^^^  ^"^  ^«  ^  London  :  a  Tale,  12mo,  5s Dolman 18s 

""/n  S(  2^^^™«  Mountain  Men,  edited  by  L.  W.  K.,  2nd  edition,  12mo,  6s  .  Nitbet     x«6 

\^        ■'  ^®°"^  Grammar  and  Exercises,  2^v.  Svo,  2Ss  Whittaker 185 

ntar7Part)2s   Whittaker 185 
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Ifnoii    (K)    Quide  to  Tenby,  4t]i  edition,  2« Tekby 1859 

——— Private  Herd  Book,  equare,  Si Longman  1849 

(Ai9r.)  Pieiares  of  life  in  Mexico,  2t.  port  8to,  24m Smith  i^  Elder, i^s* 

^—(iS(ni.)Flulo8opliy  of  Female  Health,  8yo,Z$ed ffugha  1845 

(5.  {?.)AppliealioB  of  Alt  to  Manufacture,  12mo,  10<  6c2  New  York 1858 

(r.Jf.)  Aeronantiea;  or,  Sketches  of  Aerostation,  Bvo^  12f    C  WuUey 1838 

Creation  by  the  Immediate  Agency  of  Qod,  post  Bro,  $a Parker  Jk  8<m  ,1 9^$ 

Work  and  the  Word ;  or.  Dealings  of  God,  post  Sto,  St'W  Wertheim  1861 

(Wm.)  Christianas  Companion  for  the  Sabbath,  8to,  fit Piper 1856 

Help  to  Family  and  Friyate  Devotion,  12mo,  fit  M,  1840 ;  new  ed.,  Ze  Hodetm 1856 

Job  Abbott;  Beligions  Doctrinet ,  12mo,  iifid ffodeon 1841 

Manual  of  Piety,  roy.  82mo,  U6d  Orr    1843 

Psssion  of  the  Cross,  12mo,  It Hodaon 185a 

Ph>Te  all  Thingi;  Earthly  and  Heavenly  Doctrines  Contrasted,  12mo,  It  Hodeom  1856 

•  Spiritual  Treasury,  2  r.  12mo,  each  St  6cl  Rd,  TractSoe.  1853 

is  Consdenoe  f  12mo,  It ffodeon 185a 

tho  Human  Soal  f  12mo,  It   Hodeon 185a 


•  Dpint 
•What 


(IT.  AT.)  Goodwood;  its  Mansion,  Park,  and  Qronnda,  12mo,  6t  Smiih  dt  JSlder  .Diy^ 

€md  Flayne,  Prose  Eseay  on  the  Art  of  Swimming,  8vo,  2t Home 1841 

Maaonie  Doctrines,  edited  by  Dr.  Oliver,  12mo,  7t Spencer  1849 

faisUtotes,  edited  by  Dr.  Oliver,  12mo,  0t  6<i  Spencer 1847 

Morality,  edited  by  Dr.  Oliver,  12mo,  7t fencer 1850 

Fbrseentions,  by  Yarioos  Anthors,  edited  by  Dr.  Oliver,  12mo,  7t  Spencer 1847 

Prindples  and  Practices,  edited  by  Dr.  Oliver,  12mo,  8t  M Spencer 1847 

Muonry,  The  History  and  Articles  of,  edit,  by  M.  Cooke,  roy.  16mo,  7t  6<< ^^eer 1861 

Uunrwae  ( Ftsd.)  Church  Melodies,  post  8vo,  7t  M AylcU 1847 

— ^ ' O'Snllivan,  a  Poem,  8vo,  fit Longman  1844 

■  The  LovedE  Ghxl,  arPoem,  12mO)  4t,  SimpMm^  1858;  new ed.,  fit  Longman  i860 

Hanesfor  Church  Choin,  Nos.  1  and  2,  4to,  each  2t ^itmt   1848 

Maaaey((?cr.) Ballad  of  Babe  Christabel,  and  other  Poems,  12mo,  fit Bogne    1855 

' —  CiwiEcrook  CasUe,  and  other  Poems,  12mo,  fit Bogne    1856 

— -— —  HaTelock's  March,  and  other  Poems,  fcap.  8vo,  fit Tr^kbner 1861 

' Poetical  Works,  new  edit,  Illnst,  fcap.  8vo,  8t  6d  BouUedge  1861 

Bobert  Bams  :  a  Song,  and  other  Lyrics,  4to,  8t   Keni  1859 

War  Waits,  12mo, It Bogue    1855 

— ^(IFm.)  Common  Sense  vertut  Common  Law,  12mo,  4t Longman  1850 

History  of  England  ;  Reign  of  Geo.  III.,  V.  1  to  8,  8to,  each  12t Parkerd!Son...sS'6o 

Kaarie(/.  IT.)  Continental  India;  Manners  of  the  Hindoos,  2  v.  8to,  18»—i^  to  12t  Ward 1839 

• Liberty  of  Conscience  Illustrated,  12mo,  8t    Snow 1847 

Minister  and  People;  a  Pastor's  Life,  12mo,  2t tfdaondi  Son,„iis% 

— ^ Origia,  &c.,  of  the  Evangelical  Alliance,  post  8vo,  8t Snow 1847 

Revival  of  Ireland,  1869,  8vo,  2t Snow 1859 

' '  Bummer  Bamble  in  Belgium,  Gormany,  fcc,  post  8vo,  dt Snow 1845 

The  Contrast ;  War  and  Christianity,  18mo,  Is BenneU  1854 

(W,)  Fits  Wiggins,  a  Novel,  8  v.  post  8vo,  81t  W BenUeg 1840 

— —  Lionel  Wakefield  ;  or.  Life  of  an  Adventurer,  8  t.  post  8vo,  81t  6rf...  Bentley 1836 

()r.JEr.)  Sermons  at  St.  Mary's  Chnrch,  Chester,  12mo,  7t6ci Whittaker 1857 

Maaallon  (^p.)  Sermons,  with  Life,  8vo,  6t    Tegg  1849 

Haaiiigberd  {F.C)  History  of  the  English  Beformatioo,  Srd  edition,  12ao,  6t Parker  ds  Son   1857 

Law  of  the  Church  and  State,  8vo,  U  td    BivingUm  1857 

-  Prayer  for  Unity,  8vo,  It BivingUm  1861 

(PkiL)  Believe  as  You  List,  a  Lost  Play,  edited  by  0.  Croker,  post  8vo ...  Percg  Soc. n.  d. 

———Dramatic  Works, with  Notes,  8 V.  18mo,  Ifit-red.  to7t6<i Miurag 1853 

Plays,  roy.  8vo,  8t  6<i  Templanan   ...1845 

by  GKfford,  roy.  8vo,  9t,  Waehbonme—nd,  to  7t  6c2    Tegg  1856 


Virgin  Martyr,  a  Trsgedy,  illustrated,  12mo,  fit— red.  to  8t  6d  ...  Buma    1844 

and  Ford,  Dramatic  Works,  roy.  8vo,  16t,  Moxon,  '40— red.  12t    BouUedge  i860 

ICaaton    (Cha.)  Journeys  in  Balochuttan  and  the  Pnnjaub,  8  v.  8vo,  42t Bentleg 184a 

— Legends  of  the  Aflghan  Countries,  in  Verse,  post  8vo,  lOt  Od Madden 1848 

Narrative  of  a  Journey  to  Kalat,  1840,  8vo,  14t  Bentleg 1843 

(Dav.)  Essays,  Biographical  and  Critical,  on  English  Poets,  8vo,  I2t  6d   ..    MacnUUan    ...1856 

— ' Life  of  Milton,  Vd.  1,  8vo,  18t Macmillan   ...1858 

— Sketch  of  the  British  Novelists— their  Style,  post  8vo,  7t  6<i MaemiUan    ...1859 

~{Edw.)  Apology  for  the  Greek  Church,  12mo,  2t  6<£ Hakhard 1844 

ifhiMave)  Choix  de  Narrations,  Prose  et  Vers,  12mo,  fit  6(2 Jtjfk  1849 

Chronological  and  Historical  Atlas  of  the  Middle  Agai,  folio,  16t  ...  Partridge 1849 

"■ —  Class  Book  of  French  Literature,  with  Biog.  Notices,  cr.  8vo,  7t  6<i  Longman  1861 

Introduction  to  the  History  of  French  Literature,   fcap.  8vo,  2t  fid  Longman  i860 

• — • Poets  and  Prose  Writers  of  France,  with  Biog.  Notices,  cr.  8vo,  7t  W  Longman  1861 

(Jf.)  Cebbrated  Children  of  all  Ages  and  Nations,  12mo,  St  6d BovUedge 1853 

Maisy   {Oodf.)  Memoir  of,  with  Sketch  of  his  Times,  2nd  edition,  12mo,  fit HamiUon 1858 

* Secret  History  of  Romanism,  2nd  edition,  12mo,  fit     Sitleg 1853 

(H.H,)  Remarks  on  the  Medical  Examination  of  Recruits,  8vo,  fit  Churehill  1854 

{B.T,)  Analytical  Ethnology  :  Mixed  Tribes  in^Gt.  Brit,  k  Ireland,  l2mo,  Se  Sandereon 1859 

•'  Mild  Medicine  in  Contradistinction  to  Severe,  12mo,  2t  6a Sandenon 1859 
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Master  (PaL  ofOray)  Letten  tnd  Fakpen,  1584-1608,  4to Bamat^ CL9Ld. 

and  MiBtren  ;  or,  Hints  to  Heads  of  Families,  18mo,  2r— red.  ioU6d  Md.  TradSoc  iM 

— : of  the  Honnds,  a  Novel,  by  Scmtotor,  8  r.  poet  8vo,  31«  M ffwrtlA  B 1858 

-  Situation,  a  Ruling  Power,  and  Code  for  a  Congreai,  1«  ..  ^ Ward  A  Lock  i860 


Ma8ter*s(The)  Latin  Yene  Book  :  Fables,  12mo,  it    BeUADatdy  1851 

Masterpieoes  of  literatojre,  selected  by  J.  B.  Smith,  foap.  8to,  2s  fid Piper    i860 

Kasters  (/.)  Ready  Reckoner,  by  8.  Henton,  new  edition,  18mo,  Is Boutkdge   i86a 

(P.)  Young  Cook's  Assistant,  12mo,  6s Simpkin    1841 

■  (T.)  Ice  Rock,  and  erexything  connected  with  Ice,  8to,  7s  fid    Simpkua 1844 

-^— ^—  On  Production  of  Ice  and  Artificial  Cold,  8vo,  6s  SimpkU 1851 

—{W.O.P,)  Chinese  Expedition,  1869-60,  21s plain;  cold.,  42s DayASom i860 

Kasters  and  Workmen,  a  Table,  by  Lord  B ,  3  ▼.  poet  8vo,  81s  fid iYewAy    1851 

Match  Girl;  or.  Life's  Scenes  as  they  Are,  12mo,  7s  6d Philaddpkia...i%SS 

Matchmaker;  a  Novel,  8  r.  post  8vo,  81s  6d Colbwrm 184a 

Mate  and  his  Duties :  Nautical  Instructions,  12mo,  2s  /.  Taylor 1854 

Mateer  (TTm.)  Outlines  of  Botony,  12mo,  2s  6el BaUUirt   1848 

Maternal  Advice  to  Daughters  Leaving  Home,  S2mo,  2s Bastxngs    1839 

Instructions  on  the  Bite  of  Confirmation,  12mo,  2s  fid  Siwspkin 1837 

Materials  for  Thinking,  from  the  Books  of  Learned  of  all  Ages,  feap.  8vo,  2s  M DarUm  i8$i 

Mathematical  Tables  (Educational  Counw),  feap.  8vo,  8s  6^,   1847  ;  new  edit.,  8s...  Chambers  i860 

Mathematics  (Library  Useful  Knowledge),  new  edit.,  2  v.  8vo,  16s    BaldwiM   1848 

for  the  Use  of  the  Royal  Military  Academy,  roy.  8to,  18s WeaU 1850 

Mathematician  (The),  edited  by  Davies,  Rutherford,  and  Fenwick,  8  v.  8vo,21s Span  1856 

Mather  {Cotton)  Bflsays  to  do  Good,  new  ed  ,  Essay  by  Dr.  Thomson,  12mo,  2s  M...   W.  CoUims 1838 

Glossary,  Hindustani  and  English,  to  New  Test  k  Psalms,  cr.Svo,  7s  Xom^imm 1861 

Gospel  of  Old  Testament,  Explanation  of  Types,  n.  e.,  12mo,  6s  ...  Seeley 1851 

-Wondersof  the  Invisible  World,  feap.  8vo,  5s J.R,  Smitk  ...1861 


{Increase)  Remarkable  Providences  of  Earlier  Days  of  America,  12mo,  5s J.B,  Smith.. .   1856 

{Jos.)  Coal  Mines  ;  their  Dangers  and  Means  of  Safety,  8vo,  2s  fid Longwum  1853 

Matheson  (Jos.)  Our  Country;  or,  Spiritual  Destitution,  poet  8vo,  4s JadaonA  W,   1839 

(ifrf.)  Girl's  Own  Book,  18mo,  IsM SimpMn 1839 

Mathew  Paxton,  edited  by  Author  of  John  Drayton,  &e.,  8  v.  post  8vo,  Sis  6d  -HwrstAB 1853 

Mathews  {Cha.)  Life  of,  by  his  Widow,  4  v.  8vo,  66s,  '38;  n.  e.,  1  v.  7s,  '60  ;  2s  M  RouOedgs 1861 

— ^— ' Lettre  auz  Anteurs  Dramatiques  de  la  France,  8vo,  2s6d Mitehdl 1852 

Witchcraft,  a  Tragedy,  in  Five  Acts,  18mo,  Is Bogue 185* 

(JTrs.)  Anecdotes  of  Actors,  8vo,  14s Newby    1844 

Friends  for  the  Fireside,  2  v.  post  8vo,  iYneJy,  i860  ;  1  v.,  6s RoutUdge  1861 

-  Tea-Tftble  Talk,  Ennobled  Actresses,  &c.,  2  v.  post  8vo,  21s Newhg    1857 


(/.if.)  Manual  of  the  Law  of  Landlord  and  Tenant,  8vo,  10s  fid    BhawASons  ...1844 

(IFm.)H^rofYaUi8:  a  Novel,  8  v.  poet  8vo,  Z\sM SmitkAEUkr  .1854 

-  The  Two  Homes :  a  Novel,  8  v.  post  8vo,  81s  6d Smith  A  Elder ,  it  59 


UKthum  (B.W.)  Brief  Memorials  of,  12mo,  6s Ward     1838 

History  of  the  Council  of  Trent,  8vo,  10s  6d  Longman  1836 

Popeiy  not  Catholicism  ;  Lectures  on  Infallibility,  12mo,  8t— red.  2s  Bishop  1851 

Twenty-one  Sermons,  8vo,  12s Holdswrih   ...1838 

{W.B.)  Early  British  Church,  and  its  Yieissitudes,  18mo,  Is  M ffamilton i8S7 

UtMey  {P.)  tnXes  ot  the  Cymry,  18mo,  4s  Longman  1849 

Matlock  :  a  Poem,  roy.  8vo,  Is  6(i   WhituUter 1848 

Matrimony  ;  or,  Love  Aifidrs  in  Our  Yillage  Twenty  Years  Ago,  12mo,  4s  fid New  York 1853 

Matrimonial  Brokerage  in  the  Metropolis  (New  York),  12mo,  6s  New  York 1859 

Matson  {SA,)  Extract  for  Every  Day  in  the  Year,  2nd  edit.,  82mo,  Is Longman  i860 

• Three  Hundred  Questions  and  Answers,  18mo,  Is Loti^fman  i860 

(IT.r.)  Poems,  post  8vo,  7s  6d (TroomMi^  ...i8$8 

Mattenof  Taste  among  Common  Things,  poet  8vo,  2s  6<i Kent  1861 

Matteuoei  (Cha.)  Phymcal  Phenomena  of  Living  Bodies,  12mo,  9s   Longman  i847 

Matthay  (r.)  German  Grammar,  12mo,  2«  6<i Nutt  1861 

Matthew  (5i(.)  Gospel,  from  the  Northumbrian  Gloss,  8vo Surtees  Soe.   ...1854 

Matthew  Pane's  English  Chronicle,  translated  by  Dr.  Giles,  8  v.  post  8vo,  16s    II.  Bohn  1854 

of  Westminster,  Flowers  of  History,  trans,  by  Yonge,  2  v.  poet  8vo,  10s...  H.'Bckn 1853 

Matthews  {Com.)  Moneypenny  ;  or,  the  Heart  of  the  World,  12mo,  UM Clarke  A  Co....\t'i\ 

■  {O.K.)  Poems,  and  Belmour  House,  a  PUy,  12mo,  5s  Simpkin i84« 

■  {L)  Saint  in  Heaven;  or.  Brief  Memorials  of,  18mo,  Is  6rf    Nishet     1864 

'  {Pat.)  Emigration  Fields,  North  America,  &c.,  8vo,  8s  6d  Longman  1839 

{R.)  Criminal Uw  Statutes,  Wm.  IV.  to  Vict  L,  12mo,  fis SattndersAB,  1837 

Executor's  Guide,  2nd  edit.,  12mo,  9s    Crofts 1839 

Marriage  and  Registration  Acts,  12mo,  3s BUnham  1837 


(r.)  Memoir  of,  by  J.  Birmingham,  2nd  edit,  8vo,  Is Longman  i«40 

{T.R.)  Village  Chureh  Tune  Book,  4to,  8s Cramer 1839 

{Wm.)  Mode  of  Supplying  London  with  Water,  8vo,  9f WecUe    1841 

Matthis»  (iiti^.)  Greek  Accidence,  by  Blomfield,  12mo,  2s Mwrray 1835 

• Grammar,  by  Blomfield,  2  V.  8vo,  80s   Murrcty 1837 

■ Index  to,  by  Eenrick,  8vo,  7s  6d Murray 1841 

— — abridged  by  Blomfield,  12mo,  new  edit,  8s Mwrray 1861 

-- — — History  of  Greek  and  Roman  Literature,  12mo,  fis Rivington  1841 

Matthias  (Mrs.)  Domestic  Instruction  on  Interesting  Subjects,  n.  ed.,  18mo,  2s  M  Darton   1838 
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Ibtty  Qregg ;  or,  the  Woman  tbai  Did  what  she  Conld,  18mo,  U  6d JteLTradSoc.    1857 

Ihtorin  (^^j.)  Sacnunentof  the  Lord's  Supper  Examined,  ^.,  ISmo,  2f Nitbei 1847 

(iSrfw.)  Bianco,  a  Tale  of  Erin  and  Italy,  12mo,  6« New  York 1851 

\Wm.)  Six  Leotores  on  the  Bvents  of  the  Holy  Week,  2nd  ed.,  p.  8to,  2<  6c{  J.HukJ.P<uiceriS6% 

{W.S.)  On  the  Oaes  and  Pleasures  of  History,  18mo,  U Bell  de  DaJdy  .1844 

Mud,  a  (Sty  Aatobiogmphy,  a  Story,  8  r.  post  8to,  ZU  6d— red.  to  128 BenOey    1853 

SommerB  the  Sightless,  a  Narratiye,  16mo,  d«6(i;  cold.,  4t  6<I CfriffUhf  F,  ...1857 

Haade  {P.P.)  and  Pollock  (CE.)  Law  of  Merchant  Shipping,  2nd  edit.,  roy.  8to,  SOs  Sweet i860 

{Mn.)  MontresBor  Abbey,  a  Tale,  12mo,  6m    Nubei 1854 

TwoPkths;  a  Tale  for  the  Times,  12mo,  St Nitbei 1853 

{Tko.)  Schoolboy,  a  Poem,  post  8yo,  4<   Langma/n  1836 

MaodeTsIbot;  aNorel,  St.  post  8to,  81<  6(2    Smith df  Elder  .1854 

Maadday  (A.)  Roland,  a  Masque,  poet  8to,  5$ Whittaker 1856 

)Uadaon(ir.r.)  Jerusalem,  and  other  Poems,  poet  8vo,  8<6<i   WkUtaker 1846 

Sermons  at  Beresford  Chapel,  Walworth,  12mo,  8< Werlkeim  1858 

M&Qgham  (RohL)  Attomey*s  Handbook  to  Servioe  of  Clerkship,  12mo,  6t    Maxwdl 1853 

Digest  of  Bxamination  Questions  in  Law,  12mo,  8th  ed.,  6t Maxwell i860 

Outlines  of  Criminal  Law,  1842,  12mo,  10«  Maxwell 184a 

Jurisdiction  of  all  the  Courts,  1888,  12mo,  61   Maxwell 1838 

Uw,  1887,  12mo,  10«  MaxweU 1837 

of  Real  Property,  1842,  12mo,  lOt    Maxwell 1841 

Statutes  relating  to  Attorneys,  8to,  6<— Suppt.  to,  12mo,  Ss  6d ...  MaxweU  ...1839-43 

H&alererei's  Diyorce  :  a  Story  of  Woman's  Wrongs,  S  ▼.  poet  8to,  ZU  Od    SJeeei 1857 

MaoJl  and  Po]yblank*s  Photographic  Portraits,  Nos.  1  to  40,  ea.  5$  MauU 1856-9 

Manod  {B.)  Book  of  Hardy  Flowers,  4  t.  sm.  4to,  ea.  7«  6d  Oroombridge  ...1844 

Botanic  Garden  and  Frnitist,  18  ▼.  sm.  4to,  ea.  25$ ;  lar.  pap.,  37< Oroombridge  *a4-50 

cmd  Hesslow,  Botanist,  5  t.  sm.  4to,  ea.  20<. ;  lar.  pap.,  32f   Oroombridge  '38-41 

Ibonder  (O.P.)  OperatiTe  Suigery,  on  the  Living  and  Dead  Subject,  post  8vo,  6t  ...  Churehill  1861 

{Geo.)  Full  Assurance  ;  or.  Doctrine  of  the  Witness  of  the  Spirit,  12mo,lf  6d  Hamilton  1859 

Biography  of  Christian  Philanthropists,  12mo,  2t6d Maeon    1853 

{Sam.)  LitUe  Classic  and  Chronological  Companion,  48mo,  Is  ^d;  64mo,  2«  6d  SotUhgate    1840 

Gasetteer,  newed.,  48mo,  2s  6d  W.8.John»on...iZ$s 

Linguist,  newed.,  48mo,  Is6c2  W.S.Johnsoi^...i$$$ 


' — -   ■  Select  British  Biography,  12mo,  4j  Longman  1839 

— ■ Treasuries;  new  edit.;  Biography.    Geography.   History.   Knowledge. 

Natural  History.    Scientific  and  Literary,  12mo,  ea.  lOs;  calf,  18f  Longman  ..i86a 

• • ■ — Univeisal  Claas  Book,  new  edit.,  12mo,  5<  Longwian  1855 

Maonderille  (Sir  J.)  Travels  in  Inde  and  the  Holy  Land,  8vo,  St LwaHdey  1839 

MaunseU  ((?.^.)  Poems,  fcap.  8vo,  6s   Sm/UKAElder  1861 

-— {Hen.)  Dublin  Practice  of  Midwifery,  new  ed.,  12mo,  5« Longman  1856 

and  Bvanson  (R.T.)  Diseases  of  Children,  new  edit.,  8vo,  12s  6c2    ...  Lor^man  1847 

Maiuer(Vr.)  Inquiry  into  Anglo-Saxon  Mark  Courts,  8vo,  9«   WhiUaJctr  1855 

^uette  {J J.)  Farewell  to  the  Pope,  transl.  by  Fnser,  12mo,  2« Parker  A  Son   1846 

The  Pope  and  the  Gospel,  18mo,  ls6d DaUon  1844 

UMiiee  {P.J>.)  Boyle  Lectures:  Religions  of  the  World,  4th  edit.,  12mo,  6s  Macmillan    ...i86s 

— Christmas  Day,  and  other  Sermons,  8vo^  10s  6d  Macmillan    ...1854 

— Claims  of  the  Bible  and  of  Science,  cr.  8vo,  4s  Qd  MacmiUan    ...i86a 

Concluding  Essay  to  2nd  edit,  of  Theological  Bssays,  cr.  8vo,  Is  M    Macmillan    ...1854 

Dialogues  on  Family  Worship,  cr.  8vo,  6i Macmillan    ...i86s 

Discourses  on  Gospel  of  St.  John,  2nd  edit.,  post  8vo,  10s  6d    MacmiUan    ...1857 

• Doctrine  of  Sacrifice  deduced  from  Scripture,  post  8fo,  7»  6<i MacmiUan    ...1854 

Bpistlesof  St.  John,  7»  (W MacmiUan    ...1857 

Faith  of  the  Lituigy,  and  the  89  Articles,  2  Sermons,  p.  8vo,  2s  6(i  Macmillan    ...i860 

— Kingdom  of  Christ:  Hints  on  Catholic  Church,  2  v.  post  8vo,  18«...  Rivington  184a 

Learning  and  Working,  cr.  8vo,  6«     MacmiUan    ...185$ 

Lectures  on  Ecclesiastical  Histoiy,  Cent.  1  and  2,  8vo,  10s  6rf    MacmiUan    ...1854 

-•^ Epistle  to  the  Hebrews  (Wnrburtonian  Lect.),  8vo,  7s  6d  PairkerASon...i%^6 

' National  Education,  post  8vo,  7s  6d,  1846  ;  8s  (W Parker  A  Sot^...i%$$ 

—  The  Apocalypse  ;  or,  Book  of  Revelation,  cr.  8vo,  10s  6d  MacmiUan    ...1861 


Medieval  Philosophy,  7th  to  16th  Century,  post  8vo,  6$ Qr^    1856 

Responsibilities  of  Medical  Students,  8vo,  Is    Darkm  1838 

Modem  Philosophy,  14th  to  18th  Century,  post  8vo,  10s  6d  Or^fin    186a 

Patriarchs  and  Lawgivers  of  Old  Testament,  2nd  ed.,  er.  8vo,  6s  ...  Macmillan    ...1855 

Philosophy,  anterior  to  the  Time  of  Christ,  poet  8vo,  6t Oriffln    1850 

of  the  First  Six  Centuries,  post  8vo,  8«  6d Otifin    1853 

Prophets  and  Kings  of  Old  Testament,  2nd  edit.,  cr.  8vo,  10s  6d  ...  Macmillan    ...1855 

Sennons,  8  series,  2  V.  cr.  8vo,  each  21s   Smith  A  Elder  i860 

on  Occasional  Services  of  the  Prayer  Book,  12mo,  5$  fid  .,  Parker  dt  Son  .1850 

the  Lord's  Prayer,  8rd  edit.,  12mo,  2t6d  Parker^  Son  ,t%$i 

Pmyer  Book  as  to  Romanism,  12mo,  6$  6d  Parker  A  Son ,  1849 

Sabbath  Day,  12mo,  2s  6d Parker  di  Son  .1%$* 

The  Indian  Crisis,  Five  Sermons,  poet  8vo,  2s  6d MacmiUan    ...1857 

Lord's  Prayer,  Nine  Sermons,  4th  edit,,  fcap.  8vo,  2s  d<2 MacmiUan    ...1861 

Mote  and  the  Beam,  Tracts,  &c.,  cr.  8vo,  Is MaemUUtn        1861 

Theologioal  Essays,  2nd  edit,  poet  8vo,  10s  6d MaemiUan     .1853 
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Msiiriee(F./>.)Uiiii7of  tbe  New  TwUment,  8to,  14f Pairher  ir  Sn  .lis^ 

What  ia  Seyelation  t  er.  8to,  lOt  6cI MacmiUtm    ...1859 

— — Sequel  to,  or.  Sro,  6a  MacmiUan    ...x86o 

(/ocy.)  Pepper  and  other  Condiments,  12mo,  0«   iVisw  Jonl 1858 

(/.)  Method  of  Fixing  Artificial  Teeth,  post  8vo,  2»  6d Piper 1857 

{Mix)  Strange  Planet,  and  other  Tales,  18mo,  at    Balckard  1S44 

{Morton)  Rerelatione  of  a  Catholic  Priest,  12mo,  2t  (Parlour  Libruy)  C.  H,  CUtrke.. .i%(»o 

(PMer)  Choral  Harmony ;  a  Collection  of  Tunes  in  Short  Score,  4th  edit.,4f  td  Mut.  Pub,  Co.  1861 

-  Hymn  Book,  Psalms  and  Hymns,  4to,  cL,  2$  6d Mut,  Pub.  Co.  1861 


Maurice  Ellington,  a  Novel,  edited  by  Wilfrid  Sast,  8  r.  post  8to,  31s  6d Smith  <fr  Elder  1856 

Ghrey,  and  other  Stories  for  Boys,  12mo,  S«  6d  NeUou  1853 

Tiemay,  the  Soldier  of  Fortune,  new  edit.,  fcap.  8vo,  2$ C.  H.  CZarfee.,.i86i 

Maury  {M.¥.)  Navigation,  Theoretical  and  Plractical,  8vo,  10s  6d P}aladdphiii...r^.  d. 

PhyaiBal  Qeography  of  the  Sea,  8to,  Ss  6d Low  1855 

]2mo,  5m,  NeUou ;  5^  Philip:  7th  edit.,  12mo,  5s  Low  1859 

It  Meteorology,  9th  edit.,  8vo,  12<'6o;  10e.,p.8TO,8f  6d  Low  1861 

——(<8f.Jf.)  Englishwoman  In  America,  post  8to,  7tM T.  Riehcurdmm  1848 

— — — —  -  ProgresBof  the  Catholic  Church  in  America,  8to,  2s , T.  Biehardaon  1847 

•  Statesmen  of  America  in  1846,  poet  Sto^  7s  6d Lougman  1847 


MaYor(frm.)  British  Nepos,  12mo,  5s   Longman  ......1859 

■ Classical  English  Poetiy,  12mo,  5s  6d Longman  «.  d. 

Eton  Latin  Grammar,  by  Carey,  12mo,  2s     Whittaker x86i 

«...-.  Natural  History,  12mo,  7s  6d Lvngmam   184$ 

^-— Plutarch,  abridged,  12mo,  5s  6<i   Longmau  ...^.1851 

Spelling  Book,  12mo,  Is  6d Xon^mait   186a 

Young  Man's  Companion,  8yo,  15s Virtue    1840 

Maw  (T.)  Tribute  to  the  Memoiy  of  his  Widow,  fcap.  8vo,  Is  QHpiu    1850 

Mawe  (I%o.)  Gardener's  Cslendar,  by  Gowan,  new  edit.,  12mo,  6a Tegg  1850 

Main  and  Glennie,  26th  edit.,  12mo,  6s WkiUakm- 1857 

MaxWentworth  :  a  Norel,  8  t.  poet  8yo,  dls  6d  Sawi^derad:  O..X839 

Maxey  (/ho.)  Collegiate  Addresses,  with  Introduction  by  Elton,  l2mo,  8s  Longman  1851 

—— Literary  Remains,  8to,  10s   New  York 1X59 

Maxfield  (Arch.)  Treatise  on  Ulcers  of  the  Legs,  8to,  5s    Churchill  1842 

Maximilian  (Prince)  Trayels  in  N.America, imp. 4to,  52s  6d;  wiUi  plates,  imp.  foL  25Z  Aekenmun...    184} 

Maxim  or  ProYcrb  for  Eyeiy  Day  in  the  Year,  12mo,  Is Samiliom  1861 

Mudmsand  Precepts  of  the  Saviour,  Illuminated,  sq.  8to,  21s Longman 1848 

■  ■.    of  Kitt  Largosse,  the  Lord  Mayor's  Fool,  12mo,  2s  6d  Tyaa  1840 

'     "  Sir  Morgan  0*Doherty,  16mo,  2s , Blaekwooda  ...1849 

Morals,  and  Golden  Rules,  12mo,  2s   Madden 1843 

Maximums  and  Specimens  of  W.  Maggins,  Syo,  12s Chapman  ^  H.i%\i 

Maxwell  (CoZ.il.i/.)  My  Adrentures,  2  ▼.  post  8to,  21s  CoUmm 1844 

Run  through  the  United  Statee  in  1840,  2  r.  post  8vo,  21s Colbum 1841 

(C.R.)  Epitome  of  the  Military  Geography  of  Europe,  12mo,  4s WhiOaker 1849 

(Dae.)  Glory  of  Saints  between  Death  and  the  Resurrection,  12mo,  2s  (id  HamiUon  1856 

{Jaa.)  Observations  on  Yaws  and  Traumatic  Tetanus,  8yo,  7s  6d  WhiUdher 1840 

— —  (Sir  J.)  True  Reform  ;  or,  Character  Qualification  for  thePranchise,  8yo,  2s  Ham^Um  i860 

M  (J^C.)  Esuy  on  the  Stability  and  Motions  of  Saturn's  Rings,  4to,  6s MacmxUaak  ...  1859 

-      (J.S.)  Csar  Nicholas,  his  Court  and  People,  p.  Sto,  ^  ;  1848,  12mo,  2s  6d  BenOeg 2854 

■  (Ladg)  Life  and  Diaxy,  by  Atherton and  Wilson,  12mo, 6s,  '39;  p.8ro, 8s  6d  Maaon    1853 

(Afrs.)  Lady's  Letter  Writer,  S2mo,  Is  Bogue    1840 

Young  Lady's  Monitor,  82mo,  Is Bogue    1840 


■  (5.72.)  Britain  with  reference  to  God,  8vo,  2s  Longmtm 1844 

■  (W,M,)  Impending  Dangers  of  England,  8ro,  5s Mardwicke...    i860 

(W.)  lonaand  the  lonians  ;  Manners,  Customs,  Ice.,  12mo,  5s A,  Hall 1857 

(W.ff.)  Bivouac; 8toriesofPeninaula,3y.31s6<2,'37,12mo,59—r.8s6<l;n.e.,2s  MouUffige  i8s7 

Brian  (XLynn;  8  v.  p.  8vo,  81s  6cl,  Benlley,  1848  ;  12mo,  2s  BouUedge  1858 

Captain  Bhike,8v.81s6d,'46;12mo,8s6d,Beiil^,'49;n.e.,12mo,2s  BouUedge  1856 

—  0'Sullivan,16mo,Sv.p.8vo,31s6d,C7aJ6iini,*46;12mo,ls6<i  BouUedge  1S58 


•  Dark  Lady  of  Doona,  12mo,  6s,  Smith  A  Elder,  1836  ;new  edit,  Is  Boutledge 185S 

•  Erin-go-6iah;  Irish  Life,  frc,  2  v.  poet  8vo,  21s,  1859;  12mo,  2s...  BenUeg  i860 

Hector  0'Halloiaii,p.8vo,14s— r.  9s,  '45:12mo,ds6<j,'49;n.e.,2s6<i  BouUedge  1858 

-  Hill  Side  and  Border  Sketches,  p.  8vo,  21s,  '47;  n.e.,  12s,  '49;  r.  8s  Bryee 1859 

Hints  to  a  Soldier  on  Service,  2  v.  poist  8vo,  21s  Naoby    184$ 

•  History  of  Irish  Rebellion,  8vo,  16s,  *45— r.  1z6d,  '51;  n^.,12mo,8s  Tegg 1859 

Irish  Movements,  8vo,  8s  6d BaAy 1853 

'  Life  of  the  Duke  of  Wellington, 3  v.8vo,  67s;  large  paper,  UyBaUy,  B.  Bokn 1839*4 1 

new  edit.,  3  v.  8vo  (English  Gent's  Lib.),  27s  ff.  Bohn    18611 


— — Naval  and  Military  Almanack,  1840-1841,  12mo,  each  8s  6d Baily    1839-40 

Peninsular  Sketches,  2  v.  post8vo,  21s,  Colbum,%%^s  i  12mo,2s...  Clarte   i860 

■  Rambling  Recollections,  12mo,  10s  6d,  '42  ;  8s  6d,  Orr,  '48;  Is  6d  BouUedge 1858 

Stories  of  Waterloo,  12mo,  Za 6d,  Beniley,  i849;ls6<i,  1850;  2s...  Boutledge  1858 

Wellington  and  Brit  Armies,  2  v.  8vo,  28s,  '39;  n.e.,  7s6d— r.  5s  JT.  Bokn  1847 

Wild  Sports  in  the  Highlands,  2  v.  8vo,  24s,&fiy,'43;  12mo,ls6<i  BouUedge  i860 

of  the  West,  2  v.  8vo,  21s ;  12mo,  8s  6d,  '49;  Is  6d    BouUedge  i860 

MaxweU'sNamtiveolFzinoe  Charles's  Expedition,  1745,  ito MaiUamdCM  n.  dz 
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}bkj{A.A.)  Svedish  Grammar  for  Englishmen,  post  8to,  5$  6d Williams  A  N,  1855 

(C.)  American  Female  Poets,  8yo,  21* /.  CiuipmMk  ,..i%iii 

{B.J.)  Bertram  Noel,  a  Story,  12mo,  3«  6(2  ;  illostrated,  bs Marlborough,.. i%S7 

Dashwood  Priory ;  or,  Mortimer's  College  Days,  6« Emlledge  .  ....1854 

Loais'  School  Days;  a  Story  for  Boys,  12mo,  6$,  WhittakeTf" so;n.e.,ZsM  RoutUdyt  i86a 

Saxelford,  a  Story  for  the  Tonng,  new  edit.,  fcap.  8vo,  69 Ro¥tUdgt  1861 

Sanshine  of  Greystone,  a  Book  for  Girls,  12mo,  5<,*53;  new  edit.,  3«  ^d  Marlborough...iis7 

The  Old  Coal  Pit,  a  Story  for  Boys,  12mo,  is6d Parker  d:  Son    1859 

(^ra.)  Empyrean,  and  other  Poems,  12mo,  3<  6^  Simpkin i^Si 

(Geo,)  Goide  to  Birth  Town  and  Rural  Hannts  of  Shakespeare,  12mo,  2b  M..,  WkUtaker 1847 

History  of  the  Town  of  Evesham,  8yo,  2U WhiUaker 1845 

{G.T.)  Rhymes,  12mo,  6< ffardwidse    ...1854 

fiwic)  Twilight  Hours,  a  Selection  of  Poems,  12mo,  2f  6d  Snow 1859 

—(Morabel)  Wedded  and  Winnowed,  a  Tale,  cr.  8ro,  10«  6d Jot.  BlaekwoodiZSo 

(JZ.)  Family  Prayers,   18mo,  2»  6rf  Iloldtworih  ...1838 

—  (J?.  (7.)  Method  of  Setting  out  Railway  Cunres,  12mo,  2i  6d  WeaU    1847 

(2%o.)  History  of  the  Long  Parliament,  began  1640,  8vo,  6«  6d  J.H.dtJ.ParkeriZsZ 

—  {T.E.)  Constitational  History  of  England,  1760,  1860,  2  t.  8vo,  each  15< Longman  ...1861-2 

Law,  Privileges,  &c  of  Parliament,  14»,  Knigitt,  1844;  new  edit,,  81*  6<i  Butterwortk  ...  1859 

—  (W.W.)  Sketches  made  during  his  Voyage  in  Search  of  Sir  J.  Franklin,  4to,  21s  Day  A  Son   ...1855 

MayCorerley,  the  Toung  Dressmaker,  18mo,  2s Bel.  TradSoc  i860 

Flowers,  Notes  and  Notions  on  Created  Things,  12mo,  5«  Reeve 1855 

—  Templeton,  a  Tale  of  Faith  and  Love,  po8t8TO,  fif    Dolman 1859 

May's  Doll ;  Where  its  Dress  came  from,  a  Book  for  Girls,  18mo,  Is MotUy  1851 

Mayd  (Vr.)  Village  Sermons,  8yo,  Is     Painter 1841 

Kayer  (^.)  Mexico  and  Axtec,  j^panish  and  Republican,  8to,  21f  Philaddphia  .1851 

Notes  on  Mexican  Antiquities  at  MiUa,  4to,  3s  6<f  WashingUm  ...1857 

Twenty  Tears  of  an  African  Slarer,  new  edit.,  fcap.  8vo,  Is  6<< JtouUedge  i860 

—  (/oilii)  Sportsman's  Directory,  12mo,  5s Simpkin 1845 

-(&Jtr.)  Amy  Fairfax  ;  or.  Bearing  and  Forbearing,  post8vo,  8s  Ward  d; Lock... i9 $9 

Ksym  (M.J.)  Note  Book  of  the  late  Civil  War  in  Switserland,  12mo,  2s    Parker  tk  Son   1848 

Hsyfield  (Oilb.)  Gaetano,  and  other  Poems,  post8vo.  Is Saunders  A  0.  1845 

Msygrier  (/./'.)  Anatomist's  Manual,  12mo,  7s  T Henderson 1839 

Midwifery,  Illustrated,  8vo,  plates,  31*  6d  New  York 1842 

Ksyhev(i4.)Fine8t  Girlin  Bloomsbory,  fcap.  8vo,  2*  Kent  1851 

Kitty  Lamere  ;  or,  Dark  Pago  in  London  Life,  new  edit,  12mo,  l*6<i...  Jas.  Blaekwoodi%s9 

■ Paved  with  Gold,  a  Romance  of  London  Streets,  8vo,  14* Chapman  dkM,  1858 

(Bros.)  Acting  Charades.;  or.  Deeds  not  Words,  new  edition,  16mo,  6s  Bogue    1851 

Good  Genius  that  turned  Everything  to  Gold,  12mo,  2*  6d Bogue    1851 

Greatest  Plague  of  Life,  poet  8vo,  7*,  Bogue,  1849  ;  12mo,  2s Boutledge  1859 

Image  of  his  Father,  12mo,  7«  6rf,  Tegg  1848  ;  3«  6d,  Bogue,  1849  ;  2*  H.  Bohn   1859 

Living  for  Appearances,  a  Story,  12mo,  1*  fd  Jas. Blackwood  \%SS 

— Magic  of  Kindness,  a  Fairy  Tale,  12mo,  6s  Darton: 1849 

Whom  to  Many^  and  How  to  get  Married,  12mo,  7*,  '48;  2*  '54;  l*6d   Boulledge  1856 

{C.J.)  Law  of  Merger  as  it  affiBcts  Estates  in  Land,  &c.,  post  8vo,  6*  6d Stevens  1861 

{Edw.)  Dogs,  their  Management  and  Treatment,  post  8vo,  6*,  '54;  12mo,  1*  6d  Boutledge 1862 

Horee  Doctor  illustrated,  8rd  edition,  8vo,  18s  6d    Attends  Co i86a 

Treatise  on  the  Horse's  Mouth,  8vo,  10*  6ci  Pores 1849 

■ — (^ci»ry)  Boyhood  of  Martin  Luther,  12mo,  6s Low   i86a 

Letters  Left  at  the  Pastrycook's,  post  Svo,  1*  6<i  Ingram 185a 

~- London  labour  and  London  Poor,  8vo,  1 6s, '  5 1 ;  new  edit.,  8  v.  each  7s  6<i   Orifin    1 86 1 

■"^ extra  voL  Svo,  10*  6d Griffin    1861 

Lower  Rhine,  Rotterdam  to  Mayenoe,  roy.  8vo,  21*,  1857— red.  10*6cl  Boutledge  i860 

Sandboy  s  Visit  to  the  Exhibition,  8vo,  8s  6d,  Bogue,  185 1 ;  new  ed.,6*  Netebold     i86a 

Story  of  the  Peasant  Boy  Philosopher,  12mo,  6*,  Bogue,  '55;  newed.,  5*  Boutledge  i860 

Upper  Rhine,  Mayence  to  Lake  Constance,  roy.  8vo,  21*,  '58 — r.  10*  6d  Boutledge  i860 

Wonders  of  Science  ;  Life  of  H.  Davy,  12mo,  6*,  Bogue,  1855;  n.  e.,  6*  Boutledge  i860 

Young  Benj.  Franklin  ;  or,  the  Right  Road  through  Life,  fcap.  8vo,  6*  Bryce 1861 

and  Binny  {J.)  Criminal  Prisons  of  London,  roy.  8vo,  10*  6d    Oriffin    1861 

—  (flomee)  Change  for  a  Shilling,  18mo,  1*  Bogue    1X48 

Model  Men  and  Model  Women,  2  v.  32mo,  each  1* Bogue    1848 

Toothache,  illustrated  by  G.  Cruikshank,  1*  6d;  cold.  3* Bogue    1849 

• Wonderful  People,  12mo,  2*    Ward  d:  Lock  1856 

— (/ra) Popular  Education,  post  8vo,  7*  6d  /.  Chapman..  1851 

(/on.)  Death  of  Death,  in  the  Death  of  Christy  8vo,  1*  Sd  Ward 1839 

Hsyoanl  (C.il.)  French  Grammar,  12mo,  2s  M;  Exercises,  2*  ;  1  v.  4* Simpkin 1858 

—  {C.ff.)  Romance  of  the  Gold  and  Silver  Lock,  and  other  Poems,  12mo,  8*  6d  Kerby  de  i9of»... i86a 

{fi.N.)  Handbook  to  the  Orumlin  Viaduct,  roy.  8vo,  6*  Weale i86a 

(/it/io)  Parables  of  Our  Saviour  paraphrased,  post  Svo,  1*  Kerby  d:  8on...j%s^ 

" Poems,  12mo,  2s  6d BowderydsK.  184s 

Records  of  Scenery,  and  other  Poems,  Svo,  7s Saunders  d:  0.  1844 

{VAbbij  Society  of  Jesus  and  Time  of  its  Suppression,  1760  to  1778, 12mo>  4*  Dolman 1855 

{Mary)  Poems,  12mo,  4s  6d Smith  ds  Elder,  1851 

{T.C.)  Hetton  CoUiery  Explosion,  Svo,  3* Whittaker i86» 

8  V 
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llayiie  (C.)  Lost  Friend,  and  other  Poemi,  port  8to,  Sf  6d /.  Chapmam  ...itsi 

Madeline  Clara,  a  Novel  ,S  v.  poet  Sto,  31<  6d Bwnt^  B.  ...iS$6 

.  Which  Doee  She  Lorel  S  v.  poet  ftvo,  SU  6d Jfunt  A  B.  ...iS6i 

(F.)  Life  of  Nicholas  I.,  RoBsiaandthe  Bossiana,  poetSTo,  lOs  fid Lonffwtam  1854 

— — — ^—  Yoyagea  and  Disooveries  in  the  Arctic  Sens  (Tiareller'a  Lib.),  12ino,  1<...  LorngmtM  1S54 

(/.)  Dispenaatory  and  Therapentical  Remembnuioer,  12mo,  78  M CkurekiU  i%^ 

Siller  Gan,  a  Poem,  12mo,  6« LongwuM  1836 


{J.D.)  Tieatiee  en  Uqaitable  Defences  and  Replications,  12nio,  is SweH \%s^ 

the  Law  of  Damages,  8yo,  16«  Sweet i8s6 

(RC.)  Fonr  Years  in  British  Colambia,  Sto,  16f    Mwraff lUi 

^-^{E,0,)  Dissertation  on  Scientific  Nomenclature,  Sro,  Ss  6d CkurchiU  1849 

Expository  Lexicon  of  Terms  in  Medical  and  General  Science,  8to,  50«...  CkmrchiU  ...185S-60 

Medical  Vocabalaiy,  port  8yo,  S»6d CkwrhUl  1861 

—  (S^niA)  Stanton  Rectory,  a  Tale,  port  8yo,  5s    Newbff    i8s) 

—  ( fT. (7.)  Military  Reoonnoissanoe,  8yo,  &   CUma    1853 

Maynooth,  the  Grown,  and  the  Country,  2nd  edit.,  8to,  2*  M BhingUm  1845 

Mayo  {A,D,)  Symbols  of  the  Capital ;  Civilisation  in  New  York,  12mo,  6f New  YvHe 1839 

{EUz.)  Lessons  on  Objects,  17th  edit.,  12mo,  ^$6d Seeleg 1861 

■ Religious  InstmctioB,  12mo,  2PU.,  Pt.  1,  2s  6d;  Pt.  2,  3s  Groombndgt  ...1854 

Shells,  12mo,  8s(W SeeU^ 1846 

the  Miracles,  12mo,  8*  $<i SeeUy 1845 

Model  Lessons  for  Infant  Schools,  Parts  1  to  8,  12mo,  each  2s6<{ Qroombndgt  ...ityi 

Remarks  on  Infant  Educafion,  12mo,  2s,  Oroombridge^  '49— red.  Is  6d  Home  ^  C,  Soe,  ildi 


{Berb.)  Cold  Water  Cure,  its  Use  and  Abuse,  12mo,  2t  6d Betukaw    1845 

— Letters  on  Truths  in  Popular  Superstitions,  p.  8vo,  7s,  *$i  ;  n.e.,  4f  6d  BkuiewoodM  ...1859 

Management  of  the  Organs  of  Digestion,  port  8vo,  6s  6d  Parker  4:  Som  1840 

— ^— ^-  Nervous  System  and  its  Functions,  post  8to,  6$  Qd Parker  d:  Soa  1842 

Outlines  of  Human  Pathology,  8vo,  18s    Benehaw     1836 

— Physiology,  Svo,  18f BeMtkaw     18^7 

^— — ; Philosophy  of  Living,  5s,  Parker^  Son,  i85i-^red.  to  2t Bickers 1861 

Treatise  on  Syphilis,  8vo,  5i  6d Benthaw 1840 


^(J.J.)  Seaman's  Pockrt  Annual  for  1858,  18mo,  Is (/Byrne    ...Annual 

—  (B.)  Synopsis  of  the  Commercial  Law  of  the  United  States,  2  v.  4to,  iOi...   Waakingion  ...1841 
{Thos.)  Clinical  Facts  and  Reflections,  8to,  8f  Longman   1847 

Elements  of  the  Pathology  of  the  Human  Mind,  12mo,  5f  6<<    Murrag i8^3 

Essay  on  Modifying  Dyspepsia^  8vo,  5s  6<f Feliowee 1838 

Medical  Examinations  and  Physicians'  Requirements,  8vo,  Is    PaHeerdf  Stm  1857 

Tertimony  and  Evidence  in  Cases  of  Lunacy,  12mo,  8s  6ci Parker  ^  Son  1854 


Outlines  of  Medical  Proof,  8vo,  2*  ;  Sequel  to,  8vo,  2f  M Lomgman  1850 

(W,S,)  Berber,  a  Tale,  p.  8vo,  10s  6d,  Bentleg ;  12mo,  Is  M,  Bokn  ;  Is BtnUledge  1850 

Kaloolah  ;  Jonmeyings  to  Djebel  Kumri,  p.  8vo,  5#,  i9a^ue,*49;  12mo,2s  BmUUdge 1851 

Maywahlen  (V.U,)  Intermediate  State,  and  Christ  among  the  Dead,  12mo,  Sf  6d  ...  Sedeg 1856 

Maae  of  Life,  its  Flowers  and  Thorns,  new  edit.,  fcap.  8vo,  2s  6d Bautltdge  1861 

MaBsini(/.)  Duties  of  Man,  post  8vo,  7s CAopmamfi' i7.i86i 

Italian  Quertion  and  the  Republicans,  Is £.  WiUun  1861 

— Italy,  Austria,  and  the  Pope,  8vo,  28  6d Alvaneei  1S45 

Judged  by  Himself  and  by  his  Countrymen,  post  8vot  2s  6d Clarke    i8ss 

Royalty  and  Republicanism  in  Italy,  post  8vo,  5s  Qilpin    1850 

Meaby  {Geo.)  Initiatory  Geography  in  Question  and  Answer,  2nd  edit.,  18mo,  Is  6d    C.  If,  Law ib6o 

Mead  {Hen.)  Sepoy  Revolt,  its  Caases  and  its  Consequences,  8vo,  9s,  1857  ;  12mo,  2s  Bouikdge iS$8 

. (Mat.)  Almost  Christian  Discovered,  12mo,  2s  6d,  W.  CoUine,  1849;  ^  BeLTraet  Soe.  i860 

— —   Name  in  Heaven  the  Truert  (Ground  of  Joy,  18mo,  2t Cookee    1843 

Sermons  on  the  Jews,  12mo,  6s  Nubet    1836 

(If.)   Manual  for  Students  at  Apothecaries' Hall,  12mo,  10«6(i,  '44;  Se.,  dt6(2  Renekaw 1859 

Meade  {Bp.)  Old  Churches,  Ministen  and  FamiHes  of  Yiiginia,  2  v.  8vo,  28s Pkiladelpkia...i%si 

(/no.)  Scriptural  Diversions,  12mo,  2< HamiUon 1851 

(H'm.)  Bible  and  the  Classics,  8vo,  15s New  Y<frk 1S61 

Meadow  Lea ;  or  the  Gipsy  Children,  a  Story,  illust.,  fcap.  8vo,  4s  6d OrifUk  A  P.  ...1861 

Queen  ;  or,  the  Yoang  Botanirt,  18mo,  2a  M Darton  183^ 

Meadows  {Alf.)  Manoal  of  Midwifery,  18mo,  38  6d Benekaw    1863 

— ^—  (Amy)  Happy  Days  of  Childhood,  sm.  4to,  2s  6d    Low    iS$) 

. Hiury's  New  Kite  and  other  Tales,  square.  Is Low   185^ 

Jack  the  Shepherd  Boy,  and  other  Tales,  square,  Is Low   185^ 

(C. r. 5. )  Krrom  of  Homoeopathy,  Is Ben^aw    i86( 

'     (P.C.)  French  Grammar  and  Exercises,  8vo,  new  edit.,  3s  6(i   Tegg  184^ 

•  and  English  Pronouncing  Dictionary,  18mo,  7s;  new  ed.,  i$6d  Tegg  186 


Italian  and  BngliBh  Dictionary,  18mo,  7s  ;  new  edit.,  4s  Hd Tegg  1861 

Spanish  Grammar,  18mo,  U  &d    Tegg  1851 

-  and  English  Dictionary,  18mo,  7s,  1843  ;  new  edit,  4s  (UL  Tegg  i8f; 


—  (/.)  Memoir,  by  the  late  Edgar  Taylor,  roy.  8vo,  12<     Pickering  1J4 

—  (iT.)  Etchings  to  the  Illustrated  Shakspeare,  roy.  8vo,  10s  6fi    Orr    184 

(r.T.)  Chinese  and  their  Rebellions,  8vo,  18s Smkkd:  Eider  i«; 

Notes  on  the  Government  and  People  of  China,  8vo,  9s  Allen  *  Oo,    .    184 
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Meadows  (7*.  7*.)  Tranabtions  from  th«  Maneha,  with  Original  Texts,  8ro,  5s  Allem  A  Co.  ...1849 

Meagher  (T.P.)  Speeches  on  the  Legislative  Independence  of  Irelandi  12mO|  6» New  York 1853 

Metuu  (/.a)  Jesns  the  Mercy  Seat,  12mo,  UM /.  CAopman  ...1838 

Mean  {W.)  DisMrtation  on  the  Sacrament  of  Baptism,  8to,  2s  6d    Bivington  186a 

Trvatise  on  Law  and  Practice  of  Blectiotts,  Ireland,  12mo,  21«  Swut 1840 

Meanis(/>icji.)  I'ectnres  on  deriptnra  Characters,  2y.  12mo,  12«  Blaekwoodt    ...1853 

{John)  Treaiise  on  Pot  Cultnre  of  the  Grape  Vine,  18mo,  2t    ...  Orr    1843 

Mean  (/.  W.)  Bihle  in  the  Workshop,  Christianity  the  Friend  of  Lahoar,  12mo,  6a  M  New  York 1857 

Measom  ((?.)  ^^T"^  ^1*^  ^ip^^^  oblong,  Is J)ean 1855 

Home  and  Grave  of  Byron,  12mo,  li  Longman  1852 

Light  from  the  Bast,  Tales,  12mo,  3s  6(i Darton 1856 

-— ^— ^  Gaides  to  the  Railways,  with  lUnstrations,  12mo,  each  Is  :— Orifin    1861 

Briicfatmi  and  South  Coast -Great  Northern,  Manchester  and  Sheffield— Great 
Western,  Bristol,  and  Bxeter — Lancaster  and  Carlisle — ^North  Bastem  and  Scot- 
hud— North  Western— Northern  of  Prance— South  Bastem— Sonth  Western. 

U«aaar{O.P.)  Conrict  Service,  a  Letter  to  Sir  G.  C.  Lewis,  8vo,  Is Hardmeke 1861 

\H.P,)  Tour  in  %ypt,  Arabia  Petiiea,  &».,  1841-42,  12mo,  7s Rivington 1844 

Measure  for  Measure  :  a  Novel,  by  Author  of  Greymore,  8  v.  post  8vo,  81s  6d   BwrU  A  B.    ...i86a 

Meaten  (/'.)  Oipui  Movements,  folio,  2s   Simpkin 1859 

Mecca:  Plan  for  its  Military  Seizure,  8vo,  Is  Wetierton, 1858 

Mecham  {C.B.)  and  Couper  {O.)  Sketches  of  the  Siege  of  Lucknow,  folio,  42s   Day^Scm, 1858 

Meehanieal  Philosophy  (Bncyclopaedia  Metropolitana),  4to,  42s Or^n    1848 

Mechanic's  and  Labourer's  Handbook  to  the  United  States,  12mo,  4s    Knighi  1846 

Meehi(/.y.)  Experience  in  Drainage,  8vo,  2mM Longman  1847 

• How  to  Farm  Profitably,  new  edit,  leap.  8vo,  Ss  BauUedge i860 

Letten  on  Agricultural  Improremeats,  sm.  4to,  8s    Longmam  184$ 

Meckel  (J.F.)  Manual  of  Anatomy,  translated  by  Doane,  3  v.  12mo,  20s ifeiMieno*...  1838-9 

MeddygoQ  Myddvai :  Medical  Practice  of  the  Physicians,  18th  Century,  8to,  21s  ...  Longman  1861 

Mede^/of.)  Apostacy  of  the  Latter  Times,  by  Birks,  18mo,  8s DaUon  1845 

Medbarsi  (Jfrt.)  Garden  Fables  ;  or.  Flowers  of  Speech,  sq  8vo,  7s  6d  Sawidert^  0..i86x 

(ir./r.)  Acoonatof  the  Malayan  Archipelago,  Sto^  8s  6<i    Snow 1850 

China,  its  State  and  Prospects,  8vo,  12s  Snow 1840 

Chinese  Dialogues,  Questions,  and  Familiar  Sentences,  Pt  1,  8vo,  5s  Triibner 1862 

-Dictionary,  Hek -keen  Dialect,  4to,  42s  Snow 1838 


Glance  at  the  Interior  of  China,  poet  8vo,  5s  6<i Snow 1850 

Japanese  and  Bnglish  Vocabulary,  8vo,  10s Smith  A  Elder  n.d, 

On  Translating  the  Cliinese  Version  of  the  Scriptures,  p.  8vo,  Ss  M  Snow 1851 

Translation  of  Shoo  King,  8vo,  14s  Snow 1848 

Meilicval  Art,  75  coloured  plates,  2  V.  imp.  folio,  10210s WedU    1846 

History,  new  edit.,  12mo,  8s  (Bducational  Course) Chamben 1861 

Hymns,  Sequences  and  other  Poems,  transL  by  J.  M.  Neale,  82mo,  2s M<utert 1851 

Medical  Adviser,  by  Burnett,  Maginn,  &c,  2  v.  8vo,  85s  ViHue    1847 

Directory,  London  and  Provincial,  with  Scotland  and  Ireland,  8vo,  10s  6cl  ...  Churchill  ...Annml 

Guide  for  Great  Britain,  &».,  12mo,  2«  6d Bemhaw    1845 

Begister,  sup.  roy.  8vo,  4s Qfice Annual 

Student's  Guide,  82mo,  2s  (M  Benthaw    1C39 

Yoeabttlaiy:  Bxphuiation  of  Names,  frc,  ISmo,  4s  6cl Longman  1836 

Mfditatioos  and  Devotions,  edited  by  Hale,  24mo,  7s  Bivingkm  ^{39 

Prayers  for  a  Month,  2nd  edit.,  edited  by  Gibson,  fcap.  Svo,  8s Washboume  ...1848 

Sick  Bed,  12mo,  Is    Westerton 1854 

Befleetions  for  a  Month,  12mo,  4s  Bivington  184a 

a  Litany  for  each  Day  in  Lent,  12mo,  Is  (W  GuUlaume  1849-51 

for  Lent,  Selected  by  the  Widow  of  a  Clergyman,  fcap.  8vo,  2s Wertheim  1861 

in  Verw,  on  Texts  of  Scripture,  18mo,  2a  6d  HamHUm  1838 

the  Collects,  12mo,  8s  6<f Bivington  1849 

of  a  Chriatiaa  Motbor,  82mo,  U6d Bel,  Traet  Soc.  i860 

on  Death  and  Btemity,from  the  German,  by  F.Bowan,8vo,10s  6d;  n.e.,6s  TriUmer i86a 

Blisha,  2  Kings  chap,  xiii.,  ISmo,  Is  6cl Nitbet 1848 

——— Second  Advent,  12mo,  2s  Simpkin 184a 

the  Duties  of  Clergymen,  18mo,  8s  W BaUimore^U.S,\%6% 

Mysteries  of  the  Holy  Faith,  6  v.  12mo,  each  3s i2tcA«rdiKA.,  1854-6 

Song  of  Solomon,  ISmo,  2s WhiUaker 1857 


Medley  for  Miseellaneotts  Benders,  12mo,  Is Houldon    1855 

Uedl^  (iSjp./.)  Sermons  to  his  Ftoishioners,  12mo,  7s    Bivington  1845 

(J.O.)  Campaigning  in  India,  Maroh,  1857,  to  1858,  post  8vo,  10s  6<f TAodbsr 185S 

MedlieoU(/.(?.)  Cotton  Handbook  for  Bengal,  Svo,  21s  SmithdsElder  186a 

Medwia  {Capt)  Lady  Singleton,  a  Novel,  8  v.  post  Svo,  81«  6d Cunningham... tt^% 

(7.)  Bhymes  and  Chimes,  12mo,  Is Ward  df  Lock  1856 

(/.IS.)  Sermons,  fci^.  Svo,  5s BeU  A  DaUy  ,\%^i 

Wee  {Un.)  Companion  to  the  Worit  Table,  16mo,  2s Bogue 1847 

Crochet,  D'Oyleya,  and  Bdgings,  square.  Is  td Bogue    1847 

Bxplained  and  Illustrated,  obi.,  2s  6cl ;  2nd  series,  5s  W    Bogu^ 1845-6 

Bxercises  in  Knitting,  oblong.  Is  6<£ Bogue 1846 

'  Manual  of  Knitting,  Netting,  and  Fam^  Work,  obUmg,  5s  6<i Bogu€ ,j^** 
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Mee  (Mrs,)  Maniial  of  Knittinj;  Needlework,  oblong,  As  td    AyloU 1854 

Work-Table  Magasine,  8vo,  10*  6d    Bogue 1849 

Meeden  {C.F.)  Commercial  Correspondence,  French  and  Engliah,  12mo,  is  dd WtlUamt  it  N.  1859 

■ German  and  Bngliah,  12mo,  8«  6d   WUUams^N.  1859 

Phraseology,  English,  French,  and  German,  sq.  8vo,  7«...  Brain  ^  P,  ...1843 

Dutch  and  English  Correspondence,  12mo,  Zs  6d WiUianuAN,  1852 

Merchant's  Correspondence,  English,  French,  and  German,  sq.  8to,  7<.  Brain  A  P 1844 


Meeham  {C,P.)  Confederation  of  Kilkenny  (Doff/s  Library),  24mo,  1«  Simpkin 1846 

Meehan(Af.  (l;iZ.)  Haunted  Castle,  post  Sto,  10«6<i Ward  A  Loek,.ilh% 

{T.)  Handbook  of  Ornamental  Trees,  12mo,  6<    Pluiaddpkia...i%s^ 

Meek  {Emma)  Thoughts  on  the  Eetponaibility  of  Man,  12mo,  St  6d Batekard 1838 

(/as.)  Scriptnre  Emblems;  Gleamings  of  Sacred  Imagery,  12mo,  is 6<f (rroomM^...i85o 

{Robt.)  Christian  Duties  in  the  Closet,  12mo,  2t  6d  Wertheim  1851 

. Comment  on  the  Gospels,  &e.,  for  Passion  Week,  12mo,  4s   HaUhard 1836 

— -  Heavenly  Things  ;  or,  the  Blessed  Hope,  12mo,  S«  M  NiAd    1854 

Meditations  on  the  Sacrament  of  the  Communion,  32mo,  2«  6<£   ....    HaUhard 1850 

, Mutual  Recognition,  &c.,  of  Glorified  Saints,  12mo,  Si  6<i Haichmrd 1844 

Reasons  for  Confonnity  to  the  Church,  18mo,  2t  M  Haieha/rd 1845 

Time  of  Affliction,  12mo,  2»  6d  Wertkwt^ 1861 

-Times  of  Refreshing,  Sketches  of  Church  History,  12mo,  & Werlkeim  i860 


Meen  (/.^.)  Historical  and  DescriptlTe  Geography  of  Palestine,  fcap.  8ro,  Is  6<^ 8un.S€k.Ufuon\%^\ 

Meeies  {Nat,)  Poetical  History  of  England,  12mo,  Si Lam   1841 

School  Gyclopcedia,  with  Prayers  and  Ghnaces,  12mo,  7i   WhiUaker 1851 

Sermons  on  Tarions  Subjects,  2  v.  8vo,  10s  6d  each    Stdof 1851 

Meet  for  Hearen,  by  the  Author  of  Heayen  our  Home,  fcap.  8vo,  8«  6<i Simplan i86z 

Meeter  (f.)  Holland  :  its  Institutions,  Press,  Kings,  ^.,  postSyo,  10s  6c{  Hojpt 1857 

Meeting  in  the  Wilderness;  an  Allegory,  16mo,  2s  Ma&Un ...1851 

of  Gallants  at  an  Ordinaire,  1604,  ed.  HaUiwell,  post  8vo  Perc^  Soe, n,d. 

Meg  of  Blibank,  and  other  Tales,  post  8to,  9f Parker  A  Som... i%(to 

Meidinger  {Hen.)  First  Lessons  in  German,  12mo,  2s WilUamidiN,  1848 

German  Self-Teacher,  12mo,  6s  6d  WhiUaker 1839 

Meigs  (i4.)  Human  Crania  in  Academy  of  Philadelphia,  8vo,  S«6<i Philaddpkia...iis7 

{CD,)  Acute  and  Chronic  DiMasesof  Male  Utems,  Svo,  plates,  2fis PkUad«ipkia,..i%S$ 

Obstetrics,  the  Scienop  and  the  Art,  roy.  8yo,  21s  Philadtlpki(i,..i%^ 

Treatment4>f  Childbed  Fevers,  8to,  16s  Philadelpkia.,.ils4^ 

Woman,  her  Diseases  and  Remedies,  2nd  edit.,  roy.8TO,  18s Philadelphia... iZ^t 

(/.F.)  Treatise  on  Diseases  of  Children,  8to,  18s    Pkilad^phia...iiSl 

Meikle  (/as.)  Edenio  Dispensation,  with  Strictures  on  Dr.  Payne,  12mo,  Ss  6c<   /oAnstoMS 1850 

—  Nature  of  the  Mediatorial  Dispensation,  12mo,  6s Ward 1853 

■        Solitude  Sweetened,  new  edit.,  12mo,  2s  6d,  /ieUon  ;  12mo,  2s  M  ...  Oroombridge  ...1856 

Traveller;  or  Meditations,  18mo,  Ss Ward 1844 

(W,)  Canadian  Newspaper  Directory ;  or.  Advertiser's  Guide,  8vo,  6s Toronto,  C,  W.  1858 

Metnhold  {W.)  Amber ^itch  ;  a  Trial  for  Witchcraft,  p.  8vo,  2s  6d,  '44 ;  n.e.,  2s  .  Murray 1861 

Sidonia  the  Sorceress,  12mo,  Is T.Bodgaon    ...1849 

Meissner  {M,)  German  and  Eng.  Idiomatic  Phrases  and  Dialogues,  S  e.,  18mo,  2s  6d  Tkimm 1862 

Exercises,  12mo,  2s  6<^— Key,  2<    Tkimm  1857 

Method  of  Learning  (German,  6th  edit,  roy.  12mo,  Ss6<i— Key,  Is...  Thimm  1862 

Melanchthon  (P.)  Life  of,  by  C.  F.  Ledderhose,  cr.  8vo,  6s Pkilade^Ma...iisS 

and  Luther  (M,)  Facsimiles  of  Handwriting  o^  4to,  62s  6d   Sothebjf  n.d. 

Melanthe,  or  the  Days  of  the  Medici,  S  v.  cr.  8vo,  31s  €<2 Mitchell 1843 

Melbum,  a  Vision,  8vo,  6m iTope  1851 

Melfort  {Count)  Impressions  of  England,  2  v.  post  8 vo,  21s  Beniley 1836 

Melincourt,  by  the  Author  of  Headlong  Hall,  new  edit.,  12mo,  2s Chapman  i:  H,i%s^ 

Meliora  ;  or,  Better  Times  to  Come :  Enays  on  Society,  1st  and  2nd  ser.,  12mo,  ea.  6s  Parker  AS9n...i%^l 

Meller  (r.W^.)  Dr.  Pusey  and  the  Fathers,  8vo,  l*6d   Satehard  1843 

Mellers  on  the  Improvement  of  Manners,  32mo,  ItOd Deau 1838 

Mellis  {/at.)  Lectures  on  Points  of  the  Unitarian  Controversy,  12mo,  4s  HonUUm   1846 

McUor  {E. )  The  Atonement,  its  Relation  to  Pardon,  2nd  edit. ,  1 2mo,  2s HamilUm  1 860 

Mellville  {Mr,  /.,  Min,  of  KUrenn)  Diaiy,  1566-1601,  Bannatyne  CL,  1829  ;  16s    Wodrow  Soe,  „,n.d. 

Melly  {Oeo,)  Khartoun,  and  the  Blue  and  White  Niles,  2  v.  post  8vo,  21s   CoUmm x8$i 

School  Experiences  of  a  Fsg,  post  8vo,  7a  Smith de Elder  .iiS4^ 

Melmoth  (Z>.)  Sublime  and  Beautiful  of  Scripture,  12mo,  3s Simpkim 1844 

{W,)  Religious  Life,  and  Mason's  Self-Knowledge,  24mo,  2s  A.SeoU 185$ 

Melros  Papers,  2  v.  4to  AbbaUford  CL  i«47 

Melrose  {A,)  Arithmetic,  by  Ingiam,  18mo,  Is  6(f— Key,  8s  6d Simpkim 1862 

Melson  {J,B,)  Address  on  Mental  Culture,  12mo,  Is    Simpkin 1841 

-  Who  is  my  Neighbour  t  Essay  on  Christian  Missions,  8vo,  6s HamilUm  1842 

(i2o&(.)  Union  Family  Altar,  12mo,  2s   J,  Maeaa  «.<i. 

Melton  de  Mowbray  ;  or,  the  Banker's  Son,  aNovel,  8  v.  post  8vo,  81s  6(i  Bentley 1838 

Melvill  {Hen.)  (Golden  Lectures  at  Lothbury,  1850  to  1866,  ]2mo,  each  6 Paul 1850-6 

—  Persuasives  to  a  Christian  Life,  Gtolden  Counsels,  fcap.  8vo,  6s    J,  P,  iSAoiv  ...i860 

. Selection  from  Lectures  at  St.  Margaret's,  12mo,  6s  Rivinffion  1853 

'"^ Sermons,  new  edit.,  2  v.  8vo,  each  10s  6d Mirinffton  1856 

-^ at  Cambridge,  1836-87  and  1839,  new  edit.,  8vo,  each  59...  Riviit^toa  1845 

on  Facts  of  Scripture,  new  edit.,  2  v.  8vo,  each  10s  6d J2<«iii^<ofi...  1845-50 
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MelTiIl  (^M.)  Sermong  on  FuUic  OoeasioD^  8yo,  10<  0<< RivingUm  1846 

• Thirteen  Sermoiu  at  Lothbury,  12mo,  2j  6d  Paul 1850 

■  Thoughts  Suggested  by  the  Souon,  &e.  (Lent),  12mo,  U  dd Kerby  A  Son,..\%si 

Voices  of  the  Year:  Readings  for  Holydays  and  Sundays,  2  v.  8to,  14«  Paul 1856 

HelTiUe(^iMi.)LlfeoC,  by  Maocrie,  post  Sto,  61 Blackwood*  ...1856 

(dU.)  Leetiones  Selects,  18mo,  U  M Simpkin 1842 

\C.J.)  Arab's  Ride  to  Cairo,  a  Legend,  illusU,  sm.  4to,  25< Houldon    1857 

-'{G.,Earlof)  Letters  and  State  Papers  addressed  to  him,  1689-91,  4to AmHO^yne  (7/. . 1 843 

(G.J^)  Captain  Digby  Grand,  an  Autobiography,  2  y.  p.  8yo,18»,'s3;  p.8vo,6<  Parker  A  Son   1857 

General  Bounce ;  or,  Ijuly  and  the  Locusts,  2  y.  p.  8yo,  1 5c,  *  54 ;  p.  8yo,  Ss  Parker  ds  Son,   1 860 

Good  for  Nothing ;  or.  All  Down  Hill,  2  y.  er.  8yo,  Idc,  '61  ;  n.  e.,  6<  Parker  de  Son  1862 

'  Holmby  House,  a  Tale  of  Old  Northamptonshire,  2  y.  p.  8yo,  Idc   ...  Parker  A  Son  i860 

Interpreter,  a  Tale  of  the  War,  post  8 vo,  10<  6<<  Parker  dt  Son   1858 

^^— ^  Kate  Coyentry,  an  Autobiography,  post  8yo,  7<  6(i,'56  ;  4th  edit,  5c  Parker  A  Son   1862 

Market  Harborough,  post  8to,  9c,  1861  ;  4th  edit,   5c    Chapman  A  H.  1862 

Queen's  Maries,  a  Romance  of  Holyrood,  2  y.  p.  8vo,  16c;  2nd  e.,  6c  Parker  A  Son   1862 

Tilbury  Nogo,  an  Unsuccessful  Man,  post  8yo,  5c  Chapman  AH,  1861 

(£r«ii.)  Australasia  and  Prison  Discipline,  post  8yo,  9c  O.  Cox  1851 

{ffer.)  IsraelPotter,hisFiftyYear8of  Bxile,12mo,lc,i2ott<^eKfy«,'55;n.e.,3c6(i  Murray 1861 

Mardi,  and  a  Voyage  thither,  8  y.  post  8yo,  Sic  6d  Bentley 1849 

Omoo;or,  S.  Sea  Islands.,  p.  8yo,6c,iViMTay,  ^47;  n.e.,3c6<<;  12mo,lc  RouiUdg€  1855 

I^azsa  Tales,  po8t8yo,  9c Low   1856 

Pierre;  or,  the  Ambiguities,  12mo,  8c  6<2  New  York 1852 

Redbnm,  his  First  Voyage,  2  y.  post  8yo,  21c    Bentley 1849 

The  Confidence  Man  and  his  Masquerade,  12mo,  5c  Longman  1857 

Whale  ;  or,  Moby  Dick,  8  y.  post  8yo,  81c  M Bentley 1851 

Typee;  or,  Marquesas  Island, p.8o,6c,*46;n.e.,Sc6d,ilfttrmy,'6i;12o^lc  RouUedge  1855 

White  Jacket ;  life  on  Board  a  Man-of-War,  2  y.  post  8vo,  21c  Bentley 1850 

{fa$.)  His  Autobiography  and  Diary,  edited  by  R.  Pitcaim,  8vo Wodrow  Soe,     1842 

(f/uiia)  Gables,  a  Story  of  a  Life,  S  y.  post  8yo,  81c  M Newby   1857 

Oki  Memories,  a  Noyel,  8  y.  post  8yo,  31c  6d   Newby   1856 


'{SirJ.^  ofHalhUi)  Memoirs,  4to    Maitland  Ct....n.d, 

Own  Life,  ed.  Thomson,  4to Bannatyne  d,  1828 

Melyilles  (The),  a  Noyel,  by  Author  of  John  Drayton,  8  y.  post  8yo,  81c  6d  Beniley 1852 

Metrin  {Joe,)  Latin  Exercises,  by  Peter  Calder,  post  8yo,  8c  6d ;  Supplement,  8c  6d  Simpkin 1858 

Memes  (/.&)  History  of  Sculpture  Pointing,  &c.,  12mo,  8c  M WhUtaker 1837 

— •  Photogenic  Drawing,  History  and  Practice  of,  12mo,  2c  M Smith  A  Elder  1839 

Memoir  of  First  Campaign  in  the  Hills  North  of  Cutchee,  1839-40,  post  8yo,  8c  6d  .  Allen  A  Co.  ...  1852 

Ireland  in  1850,  by  an  Bx-M.P.,  post  8yo,  8c  6d  Ridgway      ....1851 

Peer  Ibraheem  Khan,  Bahadur,  12mo,  3c  6(i Allen  A  Co.  ...1852 

the  Irish  Union,  and  Agitations  for  Repeal,  8yo,  2c  6cl Longman  1843 

MeoMnies  sur  les  Contrto  Occidentales,  tnnsl.  by  St.  Julien,  8yo    Or,  Tran,  F,   .1857 

Memoirs  of  a  Babylonian  Princess,  Maria  T.  Asmar,  2  y.  post  8yo,  21c   CcXbum 1844 

Brahmin  ;  or,  the  Fatal  Jewels,  8  y.  cr.  8yo,  81c  ^d    Newby   1843 

Cadet,  by  a  Bengalee,  poet  8yo,  10c  6d    SaundenAO,  1839 

Femme-de-Chambre,  8  y.  post  8yo,  31c  6cl  Bentley  1846 

Lady  in  Wsdtini?,  2  y.  post  8yo,  18c  Savkndert  A  0,.i%^^ 

Seiigeant^  late  of  the  43rd  Regiment,  12mo,  Sc Mown   1836 

-  of  the  5th  Regiment  of  Foot,  post  8yo,  2c Simpkin 1841 


|ler,  12mo,  8c  6(2   Longman  1837 

'  Stomach,  by  a  Minister  of  the  Interior,  12mo,  8c  6cl,  '53  ;  Ic,  1854    ...  Chapman  A  i^.1855 
—  Working  Man,  Preface  by  C.  Knight,  18mo,  3c,  O,  Cox,  1848  ;  Ic  6cl     Ward  A  Lode  .1858 

an  Aristocrat,  and  Reminiscences  of  Napoleon,  post  8yo,  7c  6flf Whittaker 1837 

Unknown  Life,  cr.  8yo,  6e Hamilton  1861 


—  Bob  the  Spotted  Terrier,  18mo,  Ic OrantAO,.,.    1848 

—  British  Female  Missionaries,  12mo,  6c  6i2 W,  Smith  1841 

—  Celebrated  Women,  edited  by  James,  2  y.  post  8yo,  16c Bentley  1839 

—  Dick  the  Little  Pony,  18mo,  Ic  6d Bogne    1839 

—  Ferns,  Pbnts,  and  Shells  of  Madeira  and  Porto  Sancto,  12mo,  6c  6<i    ...    Van  VoorU  ...1853 

—  Maria,  a  Conyerted  Jewess,  5th  edit,  18mo,  Ic  Werthe^  1844 

--  the  Countries  about  the  Caspian  and  Aral  Seas,  8yo,  7c  6d    Madden 1840 

Sarly  life  and  Senrices  of  a  Field  Officer  in  India,  8yo,  12c  Allen  A  Co.  ...1839 

French  Academy  of  Surgery,  8 vo    Sydenham  Soe.* ^7^% 

Geological  Suryey  of  Great  Britain,  V.  1,  roy.  8yo,  21c   Longman  1848 

V.  2,  2  Parte,  roy.  8yo,  42c Longman  1848 

History  and  Antiquities  of  Lincoln  and  County,  8yo,  81c  6^  Arch,  Int.  1850-51 

Norfolk  and  Norwich,  8ro,  21c Arch.  Int 1851 

Northumberknd,  8vo,  2  y.  42c..  Bell  A  Daldy  .185S 

Wiltshire,  8vo,  21c BcU  A  Daidy  .1851 

Winchester,  8vo,  20c J.H.AJ.Parker\%^e 

York  County  and  City,  8yo,  20c   J.H.AJ.ParkeriZ^j 

Maadiester,  Literary  Society,  V.  1  to  15  (1805-60),  71  8c  6d BaiUih^   v.  y. 

3rd  series,  VoL  1,  21c   Bailliire   1862 


War  in  Scotland  and  Ireland,  168P-1691,  by  Hugh  Mackay,  4to   ...  Bannatyne  CI. 

Uemorable  Eyents  in  the  History  of  the  Bible,  12mo,  4c  6<i Ward  A  Loci 
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Memorable  Men  and  Memorable  Eyents,  18mo,  each  Is  Mattm   1S50 

Columbua  ;  or,  the  DiscoTery  of  America.     Cortes  ;  or,  the  Discoreiy  and  Con* 

quest  of    Mexico.     Gianada ;   or,   the  BxpuUion  of  the  Moon  from  Spain. 

Pixarro  ;  or,  the  Diaoorery  and  Conqoeit  of  Pern. 

Memoranda  of  Irish  Matters,  by  Obscure  Men,  roy.  8to,  3t  Simpki*.:. 1S44 

Memorialof  Christian  Affection  to  Young  Persons,  12mo,  it /.  H.  JaekwK..ii^ 

Papers  of  the  Episcopal  Commission,  er.  8vo,  .7<  6<< PkUaddphia..Ais7 

Records  ;  or,  Thoughts  of  a  Lady  lately  deceased,  post  8yo,  U  M Blaekwood 1847 

Volume  of  the  American  Foreign  Mission,  8vo,  I0s6d Boston^  £r.flf...i86i 

Memoriale  Yitse  Saoerdotalts  ;  or,  Christ's  Warnings  to  the  Clergy,  12ino,  6*  6d MaOert 1853 

Memorials  from  Benrhydding,  its  People  and  its  Water  Cure,  post  8to,  5s,  *5I  ;  3s  Oilpin    1857 

Cathedral  and  CoUegiate  Churches,  1838-37,  8ro,  4s  6d  JUwngton  1838 

of  Agmondesham  and  Chesham  Leycester,  poet  8^0,  ds  iSa»n<ien^O  ..1856 

a  Departed  Friend,  ]2mo,  6s Bivingkm 1839 

~ Wife,  dedicated  by  her  Hnband  to  their  Children,  post  8to,  6s Judd 1856 

an  Only  Daughter,  by  Author  of  Shady  Side,  12mo,  3s  6d  Low    1858 

Bertie's  Brother  and  Infant  Sister,  by  their  Mother,  18mo,  U  M  ...   Ward 1849 

— — ^— Early  Genius  and  AchieToments  in  the  Pursuit  of  Knowledge,  12aio,  Ss  NeUou   1859 

Families  of  the  Surname  of  Areher,  4to,  I2»6d /.  B,  Smith  ...i860 

Nonconformist  Ministers  of  Seyenteenth  Century,  12mo,  2s  6<{ FuUarion  «.  d. 

Two  Sisters,  12mo,  6th  edit.,  it  6d SeeU^ 1850 

theDawnof  the  Reformation,  12mo,  2s  NeUoti   1847 

UteWar,  2  r.  18mo,  7s Whiiiak&r 1837 

Parish  of  Codford  St.  Mary,  Wilts,  roy.  8to,  7»M BivingUm  1844 

Rebellion  of  1569,  8to.  21s Ptdceriitg  1840 


Westminster  School,  imp.  4to,  24s  Ginger   1843 

Presented  to  the  Church  Commissioners,  1836-7,  Syo,  4s  6d Bivmgtom  1838 

Memorialls  of  the  Trubles  in  Scotland  and  England,  1624-1645,  by  Spalding,  2t.  4to  Spaldi»gCliib„n.  d. 
Memory  and  Hope  ;  a  Collection  of  Poems,  8to,  12s  6(2 /.  CAapsMm...i85i 

sheetof  Garden  Work  for  Every  Day  in  the  Year,  ls6fl(;oaae,  3s;roIler,  0$  6d  Medwm 1838 

Memory's  Token,  82mo,  Is  6d  Simpkin 1840 

Mems  of  Ten  Weeks'  Continental  Trip,  by  a  Madras  CiriliAu,  8to,  2s  M Lomfntm  1851 

Men  and  Times  of  the  American  Reyolution,  edited  by  Watson,  er.  8to,  10s  6d New  York 1856 

Women  of  France  in  the  Eighteenth  Century,  3  t.  poet  8vo,  31s  6(2  BenUey i8$i 

of  Deeds  and  Daring ;  a  Book  for  Boys,  f cap.  8to,  8s6rf Dean i86« 

the  Time  ;  l2mo,  6s,  '53;  12s  6c2,  Bogue,  '56;  n.e.,  by  Walfoid,p.8vo,10s6rf  BfniUedge 1862 

War;  Biography  of  their  Lires,  12mo,  Is Bryct 1854 


-  who  hare  Made  ThemselTes,  new  edit.,  12mo,-3s  M Jot,  Bladmoodii^ 

Risen  ;  a  Book  for  Boys,  12mo,  3s  6d    HoggJtSom   ..1859 

-  were  Earnest ;  a  Series  of  Biographical  Studies,  p.  8vo,  6s,  '60;  n.e.,  8s  6d  Hogg  A  So%  ...1861 


Men's  Duties  to  Women,  fcap.  8vo,  2s  6rf IMf  185* 

Menoe  {B.)  Mutual  Rights  of  Husband  and  Wife,  with  Draft  for  a  Bill,  2s  6d   Vu,nmmgh4im ..a%i% 

Mendelssohn  (F.)  Elijah  :  an  Oratorio,  roy.  Sto,  8s  Ewer ••  d, 

Hymn  of  Praise,  &c,  roy.  8vo,  6s Novello  1851 

Letters  from  lUly&SwitserUnd,  by  Lady  Wallace,  2d  e.  p.  8to,  9s  6«{  Xonj^sum  1861 

Sketch  of  his  Life  and  Works  by  Benedict,  new  edit.,  8to,  2s  6d    Mwrrag 185+ 

• St.  Paul:  an  Oratorio,  roy.  8vo,  4s NoveUo s.  <i 

{M.)  Jerusalem,  translated  by  M.  Samuels,  2  r.  8¥0,  20s    Longman  1838 

Treatise  on  Ecclesiastical  Power,  2  v.  8vo,  20s Longman  1838 


Mendes(il. P.)  Sermons,  8vo,  7s  6rf ^ J.  Chapman  ...lisS 

Mendham  {Jot.)  Index  of  Prohibited  Bks.,  Gregory  XVI.,  12mo,  4stk/,/>ttJu»n— r.Ss  H,  Bohn 1840 

Sexto  v.,  4to,  16s  Dnnean 1835 

Literary  Policy  of  Church  of  Rome,  870,  2d  ed.  14s,  />Mn«m— red.  6s  //.  Bohn 1844 

Yetaal  Indulgences,  &c.,  of  the  Church  of  Rome,  12mo,  4s  6d Whittaker 1839 


(r.)  Outdnes  of  Truth,  12mo,  3s  6d   HouUton    i8s4 

Mendoia  {Padrt)  Great  and  Mighty  Kingdom  of  China,  edited  by  Major,  2  v.  8to...  Haiduyi  Soe.    1854 

Mengarini  {Greg,)  Selish  ;  or.  Flat- Head  Grammar,  roy.  8vo,  24s TrUhner 1861 

Menke  {T,)  Orbis  Antiqui  Descriptio:  an  Athu,  3rd  edit.,  roy.  8to,  6s    Triibner 1861 

Mennoey  (/<.<is)  Epitome  de  THistoire  de  Russia,  12mo,  3s    Longman  1857 

Mensch  (//.«om)  Euphroeyne,  18mo,  Is Chapman  A  H,\t^ 

Mensor(Af.)  Essay  on  the  Doctrine  of  the  Trinity,  &c,  12mo,  2s WhiUaker  1861 

Menteith  {A,8.)  Lays  of  the  Kirk  and  CoTenant,  4to,  10s  6<2,  1850  ;  16mo,  3s  6<f ...  Groomhridge  ...\%S^ 

Menxel(Yr.)  History  of  Europe  in  1840,  12mo,  6s Longman  1841 

German  literature,  tiansl.  by  Felton,  3  ▼.  post  8to,  24s WtUy 1840 

Gordon,  4  t.  poet  8yo,  40s  ...  TaUtogt 184^ 

Germany,  3  T.  post  8vo,  10s  6d H.  Bohn    ...184*9 

Mensies  (AUan)  Lectures  on  Conveyancing  Law,  Scotland,  1858,  roy.  8yo,  31s  6<i  ...  J/amHion  1858 

{Hen.)  Early  Ancient  History:  Ante-Greek  Period,  post  8vo,  4s  6d  Chapman  A  ff.iis^ 

(/as.)  Common  Things  Made  Plain,  18mo,  Is  4rf Groomhridge  ...lisi 

{Jno.)  Guide  to  the  Tro  saohs.  Loch  Katrine,  Loch  Lomond,  Ac.,12mo,ls  6d  Mentiet 1851 

Tourist's  Guide  through  Scotland,  Timo,  6s Orr    1853 


{J.M.)  Analysis  of  the  History  of  England,  18mo,  Is Longman  1853 

(Pn)/.)  Report  of  Twenty-one  Years'  Experience  of  the  Pick  Bequest,  Sto,  6s  BUiekwoodt  ...1854 


Mephistopheles  in  England,  a  Novel,  8  y.  post  8to,  81s  6d    Longman  1836 

MercantUe  Morals  for  Young  Men,  12mo,  4s  6<i,  1854;  new  edit.,  Ss  6J Jot.  Blaekwoodii6t 
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Meramtile  Katj  List  ftnd  Code  of  Sigiudfl,  roy.  8yo,  10«  Bradhwry  ,„AnMwal 

Penouui;  CommercUl  Letlera,  new  edit.,  4to,  5«  Rdft  1851 

Merator's  System  of  Bxpeditious  Calcalation,  Sto,  6<  6<i Rdfe  1843 

Meroer  ((^.)  Will  Barton  o'  the  Mill,  and  other  Poems,  feap.  8vo,  6« Saunden^  0,  i860 

(>Fm.)  Church  Psalter  and  Hymn  Book,  with  Music,  poet  8to,  is Ni$bet 1857 

Mersbant's  Caleahitor;  or.  Beady  Beckoner,  p.8T0,  from  id  to  10«;  7s;  id  to  20s;  12s  Simpkin 1858 

Daughter,  by  the  Author  of  Jessie  MelriUe,  12mo,  2s  6d     T.  Orani   1857 

—— Beady  Beckoner  for  Heayy  Commodities,  sm.  folio,  6« Mozley   1856 

Merder  (L*P.)  Considerations  respectins  a  Future  State,  in  Lectures,  12mo,  4f  J.H^dgJ.ParkeriZ^t 

^^— Qreek  Selections  for  Junior  Classes,  12mo,  U GomUk 1851 

Manual  of  Greek  Prosody,  12mo,  3s  M Bladnooodi    ...1843 

MsreySeat;  or,  Book  of  Social  and  Domestic  Prayers,  18mo,  Is  Simpkim 1861 

upon  the  Ark,  18mo^  2t  6d Batten    1844 

Meredith  (Awiees)  Mary  Bertr^ud,  St.  post  8yo,  81s  6<i Hunt  A  B i860 

(Gto.)  Eran  Harrington,  3  ▼.  post  8vo,  81s  6d  Bradhwry 1861 

Farina,  a  L^nd  of  Cologne,  post  8to,  10s  6<2  Smith  A  Elder  1857 

■  ~^^- Modem  Love:  Poemsand  Balhids,  12mo,  8f  Chapma/n  A  H.i%iz 

Ordeal  of  Bichard  Feyerel,  3  t.  poet  8vo,  81s  6d  Chapman  <fr  Zr.1859 

Poems,  12mo,  5s    Parker  de  Son   1851 

The  Shaving  of  Shagpat,  an  Aralnan  Entertainment,  p.  8yo,  10s  M  Chapman  <ifc  if.  185  5 

{Louua  A.)  Loved  and  Lost !  told  in  Qoasip  Verse,  sq.  8vo,  7s  td  Day  A  Son    ...i860 

.....^.. My  Home  in  Tasmania,  2  v.  poet  8vo,  18f Murray i8s>'3 

Over  the  Straits,  a  Visit  to  Victoria,  post  Sro,  9s  Chapman  d:  H.  i860 

Besidenoe  in  New  South  Wales,  poet  8to,  2s  6(<,  '33;  n.  ed.,  2«  Murray 1861 

•  Some  of  my  Bush  Friends  in  Tasmania,  impb  4to,  42s  Dayde  Son 1859 


. {M,A.)  Thoughts  on  the  Months,  post  8vo,  4s6<i,  1851;  3s  6c(  Binnt 185a 

{Owen)  Su  Lytton  (J2.  B.) 

Herei  {A,S.)  On  Disosden  of  Infantile  DeTolopment  and  Bickets,  8vo,  8f   ChwrehiU  1855 

Mersiina;  or  Sneh  y  life  :  aTale,  12mo,  10s    Lon^wian 184a 

Meiewether  {Fro,)  "Is  Baptism  a  Covenant?*'  respectfully  answered,  8vo,  Is Bimnyton  1861 

{H,A.)  and  Stephens*  History  of  Boroughs,  8  v.  roy.  8vo,  94s  6d    Stevem  1836 

(/no.)  Diary  of  a  Dean;  Account  of  Silbnry  Hill,  8vo,  7s  6cl  BeUd:J)aldy...iS$t 

Statement  respecting  Hereford  Cathedral,  8vo,  7»  6d Simpkin 184a 

(/.i>.)  Diaiy  of  a  Clergyman  in  Australia,  1860.1853,  12mo,  6*    Hdichard  1859 

-Life  on  Board  an  Emigrant  Ship,  12mo,  Is HaUhard  185a 


Merigon  (/./>.)  First  Steps  to  French  Language,  12mo,  Is    BaJteman 1855 

French  Juvenile  Conversations,  12mo,  Is  6c2 Baleman    1856 

"New  Hamel ;"  or,  Hamers  Grammar  and  Exercises,  12mo,  3s6<<...  Baiemam    1855 

Merim6e  (/./;.)  Art  of  Oil  and  Fresco  Painting,  by  W.  B.  Taylor,  post  8vo,  12s Whittaker  1839 

(if.)  Chronicle  of  Charles  IX.,  12mo,  Is  6«{ BeniUy  1853 

Colomba,  a  Story  of  Corsica,  12mo,  2s  6c/,  1853  ;  Is  6<<  BeniUy  1854 

— — ^—  Demetrius,  the  Impostor,  translated  by  Scoble,  8vo,  12s  BenUey  185a 

History  of  Peter  the  Cruel,  poet  8vo,  7s  6<i Bentiey  1849 

Merits  of  the  Whigs;  or  a  Warning  to  the  People,  by  an  M.P.,  8vo»  Ss  Od  Prater  1840 

Men  vale  (C)  Pall  of  the  Boman  Bepublic,  post  8vo,  7»  6d Louyman  1853 

History  of  the  Bomans  under  the  Empire,  7  v.  8vo,  5^  6f Lonyman  ...i859-6a 

Keatsii  Hyperionis,  Libri  1,  2,  Latino  reddidit,  poet  8vo,  2s  6c{ Maemiilan 186a 


'{Her.)  Lecture  on  Political  Economy,  8vo,  2s Longman  1837 

Lectures  on  Colonisation  and  thb  Colonies,  2  v.  8vo,  24s,  *6o  ;  8vo,  18s  Longman  186 1 


(/.if.)  Poems  and  Translations, 3  v.  12roo,  21s  Pickering,.. i9%9-^ 

L.A.)  Christian  Beoords :  a  History  of  the  Apostolic  Age,  12mo,  7s  6d Lonaman  1857 

(6'.)  Private  Prayen^  by  L.  Carpenter,  12mo,  3s    Whitfield  1839 


Herfcland:  by  A.  of  Margaret  Maitland,8v.p.8vo,  31s  iid^CoUmm,* $0;  n.e.l2mo,ls  dd  ffodgwon 1855 

Merle  ((?.)  Domestic  Dictionary  and  Manual,  8vo,  7s,  Stranffe,*4.z;  be^Lea^  '54;  5s  6<i  Blaekwoodi  ...1857 

Merlet  {P.P.)  Aper^u  de  la  litt^ratnre  Fran^aise,  12mo,  2s  6d Walton  1859 

• Exercises  in  French  Composition,  12mo,  8s  6d  Walton 1858 

— — French  Dictionary  of  Difficulties  and  Idioms,li'mo,  6s  6rf Walton  1851 

Grammar,  12mo,  5s  6<i^Key  to  Exercises,  12mo,  3s  6d Walton  185a 

-  Pronunciation  and  Accidence,  12mo,  3s  6<i Walton  1839 


-Synonymes  Explained,  12mo,  2t  6d Walton  1851 

Syntax,  12mo,  3s  6d , Walton  1850 

-_ Stories  fh>m  French  Writers,  Interlinear,  12mo,  2s   Walton  1848 

• Synopsis  of  the  French  Language,  12mo,  2s  6cl  Walton  1839 

IVtbleau  Littdraire  de  la  France,  l2mo,  6s    Wcdton 1839 

-* Traductenr :  Selections  from  French  Writers,  12mo,  5s  6d    WaJlXon  1850 

Merrick  {R.dtJ.)  Memoinof,  by  Bev.  J.  Clarke,  12mo,  Is  6(2 B.  L.  Green 1851 

Meiridew  </.J7.)  Vems,  fcap.  8vo,  Is  6d  Pickering  1849 

Meniield  {Fred.)  Bnrgcsscj*'  Manual  for  Corporate  Towns,  EngUukd,12mo,  5s Stevene    1854 

{Mre.)  Art  of  Fresco  Painting  Practised  by  Old  Masters,  8vo,  8s  fid If,  Bohn 1846 

— Drees  as  a  Fine  Art,  with  Illustrations,  12mOy  Is    A,  Ball 1854 

Handbook  for  Brighton,  8vo,  Is  6d Whittaker 1857 

'  of  Light  and  Shade  for  Model  Drawing,  12mo,  Is Rowney  1855 

— — — —  Portrait  Painting  in  Water  Colours,  12mo,  Is  Wintor  diN,...iS^i 

Sketch  of  Natural  History  of  Brighton,  er.  8to,  2s  9d Whittaker i860 

-  Tceatiieon  Ancisnt  Art  of  Pointing,  2  r.  8vo,  80i  Mwrray 184? 
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Merriman  (Archd.)  Kafir,  Hottentot,  and  Frontier  Fanner,  fcap.,  Za6d BeUdfIkJd0..,i%SZ 

(Sam.)  Sjnopdsof  Difficult  Partarition,  4tb  edit.,  8vo,  12f Cknrckill  1838 

Merrin  (/(M.)  Lepidopterists*  Calendar,  12010,  1<  6c{   Newman    1S60 

Merrivane  (.v.)  Life  at  Full  Length,  a  Norel,  3  t.  post  Sro,  SU  M  Newbjf   1844 

Merry  Little  Stories  of  Funny  Little  Men,  4to,  U   Wardd:Lodi...i%s^ 

Tales  for  Meny  Little  Hearts,  sm.  4to,  2M6d Tegg  1853 

Pictures  by  Various  Comic  Hands,  obL  fol.,  I2t    Kent  1857 

Rhymes,  ISmo,  U  6d  Dean 185* 

Tales  for  Little  Folk,  ed.  by  Mad.  de  Ghatelain,  n.  e.,  16mo,  plain,  Si  6d H.  0,  Bokn  ...i8ta 

of  the  Olden  Time,  illust,  16mo,  plain,  2<  ^d\  cold.,  Zt  6d Dean i860 

Wedding,  obi.  4to,  2«  W  ;  cold.,  3s  6ci GriSUk  A  P.  ...i%s^ 

—  — Wives  of  Windsor;  Sketch  of  Norels  on  which  founded,  8to Shahnpere Soe* n,  d. 

Merrj  (Wm,)  Philosophy  of  a  Happy  Futurity,  Time,  58,  1840 ;  6th  ed.,12mo,  2s  ...  Batckard 1859 

Predestination  and  Election  Considered,  12mo,  2« HamiUam  1843 

Merrye  Englande;  or,  the  Golden  Daies  of  Queen  Besse,  12mo,  4s  M  Dolman 1841 

Menythonght*8  Mirthful  Mode  of  Managing  Weights  and  Measures,  16mo^  Is  6<2 DarUm 1841 

Pretty  Alphabet,  Is  ;  cold..  Is  M  Harveg 184a 

Merryweather  (/>r.)  Essay  on  the  Tempest  Prognosticator,  Sto,  3s CkurehiU  1851 

{F.S»)  Bibliomania  in  the  Middle  Ages,  12mo,  fis Merryweatker   1849 

-  Glimmerings  in  the  Dark,  post  8vo,  7»6d SimpHn 1850 

Lives  and  Anecdotes  of  Muwn,  12mo,  3s  6<:< Simptin 1850 

Merson  (/.VT.)  Teeth  and  Gums,  Treatise  on  the,  82roo,  Is   S.  Y.  CoUimt., .il^S 

Meryon  {Ed'W,)  History  of  Medicine,  Y.  1,  8to,  12s  6d Longman   1861 

Physicad  Constitution  of  Man  Considered,  post  8to,  6« Smith  de  Eider  1836 

Men  {Hen,)  Eminent  Women  of  the  German  Beformation,  12mo,  2s  6d Seeley 1857 

Mesmerism  ;  Handbook  of  Vital  Magnetism  or  Mesmerism,  18mo,  Is  BarUeU 1844 

or,  the  New  School  of  Arts,  12mo,  2s  6<i  ;  2nd  edit.,  2s  CnHnimgkam...i%^^ 

Vemtigea  of  the  Prince,  and  How  they  were  Received,  fcap.  8vo,  2f  6d J,ffJbJ.ParkeriS6i 

Mess  Table  Stories  ;  Anecdotes  and  Pasquinades,  by  Sirmoon,  post  8vo,  7s  6d ^ope 1857 

Messent  (Cha,)  Autobiography  of  a  Sunday-School  Teacher,  12mo,  3s  M .*  Simj^nn 1856 

Messiah  (The),  byAuthorof  Life  of  Bishop  Ken,  8vo,  18s Murray 1861 

Me8singer(i?./.)  Memoir  of  G.  D.  Taylor,  12mo,  3f  M PKiladdpk»a...i%s^ 

Messiter  (C.)  Literal  Translation  of  first  four  bks.  Voltaire's  Charles  XIL,  18mo,  2s  M  Comiak i860 

Metaphysie  Rambles,  Pt.  1,  4s ;  Ft.  2,  8s  6d  ;  Ft.  3,  poet  8to,  4s FelhweM 1836 

Metaphysical  Tracts,  ed.  by  Dr.  Parr,  8vo,  6s Lumley  1837 

Metaphysicans  (The):  Memoirs  of  F.  Carvel  and  H.  Fremdling,  post  Svo,  8s    Longman  1857 

Metastasio,  Opere,  Soelte  A  Rampini,  12mo,  4s  Sd Rolandi 1848 

Zotti  et  Comelati,  2  v.  12mo,  12s Dulan    1851 

-  Translations  from,  by  Moorat,  12mo,  6s Bunu 1853 

Metcalfe  (C./.)  Sketches  of  the  Channel  Ishinds  :  Legendary  Sketches,  8vo,  6s  6cl  ..  Simpkm 1852 

>  {Prt.)  History  of  German  Literature,  post  8vo,  7s  6rf Longman  1858 

Notesof  Excursions  in  Norway,  1864-6,2  v. p.8vo,21s,' 56;  p.8To,10s6<i  HwretA  B,    ...1857 

■  Oxonian  in  Iceland,  Notesof  Travel  in  1860,  poet  8vo,  12s  6(2 Longman  1861 

■ Thelemarken  ;  Trayel  in  Norway,66-7,  2  v.  poet  8vo,  21s  Hurti  ds  B,    ...1858 

(Lord)  Life  andCorres.,  by  Raye,  2  v.  8vo,36s,^ent%,'54;  n.e.,2  v.l2mo,12s  SrnUk^ Elder  1858 

Selected  Papers  and  Correspondence,  8vo,  16s    Smith  d:  Elder. i^sS 

{S.L.)  Caloric,  and  its  Chemical  and  Vital  Agencieis  2  v.  8vo,  35s Pickering  1853 

Meteyard  {Elit.)  Doctor's  Little  Daughter,  a  Story,  12mo,  7s6c2 A,  Hall 1850 

Dr.  Oliver's  Mfud,  a  Story,  12mo,  Is A,  HaU 1857 

— — —  Give  Bread— Gain  Love,  18mo,  ls6rf   Tegg  1861 

Hallowed  Spots  of  Ancient  London,  fcap.  4to,  10s  6d Marlboromgh  ...iSSi 

Lady  Herbert's  Gentlewomen,  8  v.  poet  8vo,  ^UQd HnnideB,   ...186a 

Lilian's  Golden  Hours,  a  Story  for  Children,  12mo,  6s    RouUedge  1856 

Mainstone's  Housekeeper,  3  v.  poet  8vo,  31s  6d  Hunt  A  B.  ...i860 

Struggles  for  Fame,  a  Novel,  3  ▼.  post  8vo,  31s  6(f  Newbtf   1845 

Methley  (/.£.)  ^1^  the  New  Colonies  of  Port  Natal,  12mo,  Is HovlaUm    1849 

Method,  Logic,  Rhetoric,  post8vo,  5s  (Bncydopeedia  Metropolitana)     Grijln.,.: 1851 

Methodism  of  the  Future,  by  Presbyter,  8vo,  3s  6d Partridge  185a 

Methodist  Episcopal  Pulpit ;  Thirty-four  Sermons,  8vo,  6i6d  HeyUn  1854 

Methuen  (H,H.)  Life  in  Wildemees ;  Wandgs.  in  S.  Africa,  p.8vo,  10s6<i,'48;  n.e.,5s  Bentleg  1853 

Poems,  12mo,  4s6ci   Pickering  1843 

{Mary)  Memorial  of ,  by  her  Mother,  12mo,  5s    Marlboromgih  -^-i^s^ 

{T,P.)  Alphabetical  Pealm  of  Christian  Life,  sq.  16mo,  2s    Hatdwrd 186a 

Methven  {R6U,)  Log  Journal  of  a  Merchant  Officer,  4to,  25s Weale 1854 

The  Blenheim's  Hurricane,  roy.  8vo,  Is  6d    Weale 1851 

Metillaqum  Registrum,  1st,  4to MaithindCL  .„n.d. 

Metrical  Collects  from  the  Book  of  Common  Prayer,  12mo,  2s  6<^ Seeleg 1856 

Hymns  for  the  Christian  Year,  18mo,  Is  * T,  Uarrimn  ...1%^^ 

— Lay  Sermons,  leap.  8vo,  6s Snow ig6i 

Meditations  on  the  Book  of  Canticles,  12mo,  2s  Wertheim 1856 

Mirth  about  Mamageable  Missea,  12mo,  U /.  R,  Smiih  ...1846 

Rhymes,  Letters  and  State  Papers,  Reign  of  James  I.,  4to AhboUford  CI.  1838 

——-Tunes  for  Congregational  Use,  16mo,  2s OUivier 1851 

— —  Venion  of  the  Hebrew  Fiulter,  sm.  4to,  7s  M Ward 1845 

MetricoU  (/>.ir.)  Handbook  for  Sonthport,  Medical  and  General,  2  e.,  cr.  8to,  3t  6<i  ChnrekiU  1861 
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Metropolis  Local  MJanafement  Act,  with  Notes  and  Index,  12mo,  U  6dy  1855  ;  1« ...   Weale i86a 

Metropolitan  Buildings  Act,  with  copious  Index,  I8mo,  is SpoUitw^ode  ...1844 

Notes  &  Gases,  by TattersaUJc  Chambers,  12mo,3«ed  LumUy 1844 

Index,  by  D.  Gibbons,  fcap.  8to,  d«  6(2  ...   Weak 1844 

by  Hesketb,  8to,  28  6(i   Longman  1844 

Meue,  Hoeelleand  the  Rhine,  by  B.  8.,  Esq.,  fcap.  8vo,  U Newhy   1845 

Meyer (F./.)  Beport  on  IVogress  of  Vegetable  Physiology,  by  Francis,  8to,  d«  Taylor  ^  F,  ...1839 

(i/.Z.)  British  Birds  and  their  ^gs,  7  y.r.  8to,  18/ I80;  n.e.  7T.ea.  81<6<i...   WxIUm    1835 

Coloured  Illustrations  of  British  Garden  Fruit,  4to,  22<   Longman  1845 

Game  Birds  and  their  Localities,  4to,  12t   Achermann  ...1848 

(/.)  Geography  of  Plants,  tranal.  by  Johnstone,  8to,  10s  6<f Bay  Society  ...n.  </. 

•  Gospel  BeminiBoences  in  the  West  Indies,  I8mo,  Is   Whittaker 1850 


Meyen  (7.)  On  the  Prophecies  and  Miraculous  Gifts,  12mo,  5i Nisbei    1836 

Meyler  (inlA.)  Irish  Tranquillity  under  O'Connell,  12mo,  8<  Qd   Oroombridge...ti$^ 

Mejrick  {Fre,)  Eocleeis  Anglicans^  Beligio,  Diaciplina,  Ritusque -Sacri,  12mo,  Is  6d  J.H^J.Parker\%%% 

Pntctical  Working  of  the  Church  of  Spain,  12mo,  %s    J,H.dfJ.ParkeriZst 

'  Sermons  on  the  Outcast  and  Poor  of  London,  post  8vo,  7«  6d  Jtivington  1858 

Theology  of  the  Church  of  Rome,  8to,  7s  Motley  1857 

^^—  Wisdom  of  Piety,  Sermons,  cr.  8vo,  4f   J,Hj!j,Parheri%$^ 

• (•/m-)  Papal  Supremacy  Tested  by  Antiquity,  12mo,  2s  6d  Longman  1855 

(/mo.)  House  Bogs  and  Sporting  Dogs,  their  Varieties, Points, fcc.,fp.8TO,8f6(i  Van  Voorst  ...1861 

— —  {&Ji,)  History  of  Ancient  Armour,  8  y.  imp.4to,21/,/eitfURyf,'36--r.l02 10<  If,  Bohn   1844 

Illustrations  of  Ancient  Armour,  2  y.  imp.4to,lI2 11«,'40— r.94«  6cl  H,  Bohn   1844 


Heao£uiti  (Corvi.)  life  of,  by  Dr.  G.  W.  Russell,  8yo,  12s    Longman  1858 

System  of  Learning  Languages,  applied  to  the  French,  12mo,  6<    New  York 1850 

MIa  and  Charlie ;  or,  a  Week's  Holiday  at  Ryedale  Rectory,  12mo,4« 6</,* 5 5~r. 3s 6<<  Ddrton  i860 

Mull  (£tfv.)  Basis  of  Belief:  Examination  of  Christianity,  8yo,  10s  6i2,*53;  3  e.,3t<I<<  A,  Hall 1861 

"  British  Churches  in  Relation  to  People,  8to,  10s  6<f,  '49;  n.e.,  p.8yo,  4«  A,  Hall 1853 

Bthicsof  Nonconformity,  fee.,  new  edit.,  12mo,  Is  6cf Freeman    1848 

• Nonoonfomust's  Sketch  Book,  12mo,  Ss  6<i Aylott    1S48 

Title  Deeds  of  Church  of  England  to  her  Parochial  Endowments,  8yo,6s  Longman  1861 

Views  of  the  Voluntary  Principle,  12mo,  8s  6<f,  1845  ;  new  edit,  2s  ^d  A.  Hall 1853 

(/.(?.)  Footsteps  of  Our  Forefathers,  12mo,  5s A,  Hall 1851 

— Memoriklsof  Early  Christianity,  12mo,  6s A.  Halt 1853 

Micfasel  and  Owen ;  or,  the  New  Commandment,  18mo,  Is Seeley 1857 

Angeloand  Raphael,  layes  and  Works,  iUnst.,  post  8yo,  5s H.  £ohn    1856 

CoDsidered  as  a  Philosophic  Poet, with  Transl.  by  Taylor,  2  e. , p. 8yo, 6s  Murray 185a 

■ > Illustrations  of,  Architectural  and  Pictorial,  foUo,  73s  6(2    Longman  1857 

Life  and  Poems,  by  Harford,  2  y.  8vo,  25s  Longman^  1857— r.  12s  W  H,  O.  Bohn  ...1857 

Gaandy,  a  Tale,  with  Preface  by  Rev.  C.  B.  Tayler,  18mo,  Is  6d    Seeley 1845 

Miduelo  and  the  Twins,  12mo,  Os  6<i  Jtouiledge  1851 

Kichao  (Mad.iyEffviUe)  On  Deportment  and  Physical  Education,  Is  6c{ Nevcby    1861 

Mieiuod'i  History  of  the  Crusades,  transl.  by  Robson,  3y.  12mo,  15s  Routledge  185a 

Mjehanx  {P-A.)  North-American  Sylya:  Forest  Trees  of  U.S.,  Jec,  8  y.  imp.  8to,7/  7s  Philadelphia. „i%^i 

Hichel  (A)  Conquest  of  Ireland,  an  Anglo-Saxon  Poem,  fcap.  8to,  10s  6^     Pickering  1837 

Gesta  Regum  Britannicn:  a  Metrical  History,  8yo,  7s  6d J.  R,  Smith  ...i86a 

Les  Ecoasaisen  France,  Les  Fraufaia  en  Ecoese,  2  y.  8yo,  32s;  4to,  63s  TrObner i86a 

- — {Maj.)  Byentfnl  Epoch,  a  Noyel,  8  y.  post  8yo,  81s  6d Simpkin 1845 

Henry  of  Monmouth,  a  Novel,  8  y.  post  8yo,  81s  6cf Saunders  dfO,  1841 

Saxon's  Daughter,  a  Tale  of  the  Crusades,  12mo,  5s SaundersdkO.  1835 

Traduced,  a  Novel,  8  y.  post  8vo,  Zls  6d ^ooite    184a 

— ~ Trevor  Hastings,  a  Romance,  3  v.  post  8ro,  81s  6d    Saunders  dt  0.  iZ^x 

Hiefaelet  {Jvles)  History  of  France,  transl.  by  G.  H.  Smith,  2  ▼.  med.  8yo,  21s Whittaker  ...1845-7 

Kelly,  2  y.  Svo,  28s  ChapmandfH,*^s-^ 

■ the  French  Revolution,  p.  Svo,  8s  6d,  H  Bohn,  i860;  2s  Bentley 1847 

■ — Roman  Republic,  poet  Svo,  8s  6d Bogus    1847 

Jesuits,  16mo,  Is  Cd,  Longman,  1846  ;  med.  8yo,  ls6d    Whittaker 1846 

Priests  and  People,  16mo,  8s6cl  Longman  1846 

Luther's  Life,  transL  by  Haslitt,  post  Svo,  3s  6(2 Bogus    1846 

G.  H.  Smith,  med.  Svo,  2s  6<i Whittaker 1846 


Martyrs  of  Russia,  12mo,  Is  Bryce 1853 

Misoelhuieous  Works,  med.  Svo,  7s    v Whittaker 1846 

-^ People  (The),  trans,  by  C.  Cocks,  16mo,  Is  4d  ;  post  Svo,  9s Longman  1846 

G.  H.  Smith,  med.  Svo,  Is  4d    Whittaker 1846 

— Priests,  Women,  and  Families,  by  Cocks,  16mo,  Is  id;  poet  Svo,  9s  Longman  ...1845-6 

— fcc.,  roy.  Svo,  Is  6rf ;  People,  ls6<<;  together,  Ss Edmonds  1846 

Micheil  (JV.)  Eventful  Epoch,  3  v.  post  Svo,  81s  6<j Simpkin 1846 

Pleasure,  a  Poem,  poet  Svo,  8s  6d    Tegg  1858 

•^ — Poetry  of  Creation,  a  Poem,  12mo,  8s Chapman d:  H,tS$^ 

-■  — Ruins  of  Many  Lands,  12mo,  4th  edit.,  fcap,  4s  6<2 Tegg  1853 

— Spirits  of  the  Past,  a  Poem,  12mo,  8s Tegg  1856 

Wreck  of  the  Homeward  Bound,  2nd  edit.,  4to,  Is     Tegg  i86a 

• {R.)  Nature  and  Value  of  Christian  Evidences  (Bampton  Lect),  Svo,  10s  6d    JM^ J. Parker i%^o 

HieUlsea  {B,H.)  EngUnd  since  the  Accession  of  Queen  Victoria,  post  Svo,  6s Longman  1854 

life  of  the  Emperor  Nicholas,  fcap.  2s  6d Spooner 1854 

8x 
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Miohelaen  {E.)  Manual  of  Qtiotations  from  Ane. , Mod  It  OrientAl  loognAges,  1 2mo, 6»   Crochford i S 56 

————— Merchant's  Poljglot  Manual,  8to,  25« Lohtjman,  ...?.. i860 

—  Modern  Jcsuitiam  ;  or,  Jesuits  in  I'Jth  Century,  post  8to,  5<    JJarian  1853 

Ottoman  Empire  and  its  Resources,  post  8to,  7*0rf    Spooner 18^3 

The  Popes  and  Jesuits  of  the  Present  Century,  i>06t  Svo,  5< iMrUm  i860 

MichelsoD  (D.)  Tales  and  Aneodotes  of  Children,  square,  2<  6d Rimtkdge 1S41 

Micbiels  {Alf.)  Secret  History  of  the  Austrian  Gfovemment,  cr.  8vo,  10<  td   Chapman  Jk  II.  1859 

Michod(J.)  Orthographic  Aids ;  or,  Mnemonics  for  Spelling,  fee.,  Svo,  2«   Longman 1855 

Miehon  {Abbi  de  St.)  Narrative  of  a  Religious  Journey  in  the  East,  8yo,  lis BetUley  1853 

Mickiewics  {A  dam)  Konrad  Yallenrod,  a  Tale,  transL  by  Cattley,  8 vo,  7s    Smiik  <£r  Elder .  1 84 1 

Mickleburg  (/as.)  Prayers  for  Sunday  and  Daily  Schools,  18mo,  2<   Hope 1851 

Microcosm ;  or,  the  World  at  One  View,  by  (Jr^gory  Griffin,  new  edit.,  7s   C.  Knight 1848 

Microscopic  Objects,  Animal,  Vegetable,  and  Mineral,  12mo,  6s   Wk'tttaJcer 1847 

Mick  Tracy,  the  Irish  Scripture  Reader,  by  W.  A.  C,  2nd  edit.,  post  8yo,  S«  6<2 Booh  Society  ...i86z 

Mid-Day  Thoughts  for  the  Weary  ;  Religioas  Medits.,  32mo,  2<,  '58  ;  2n'd  ed.,  Is  dd  Batchard 1859 

Middleham,  Documents  relating  to  the  Collegiate  Church  of,  4to  Camden  Soc.  .  1 847 

Middlemore  (Rich.)  Treatise  on  Diseases  of  the  Eye,  2  7.  8to,  36t    Longman  1836 

Middle  Night,  a  Poem,  12mo,  S$6d Pickering  1858 

Middleton  (Bp.)  Doctrine  of  the  Greek  Article,  by  Rose,  new  edit.,  8to,  12s JUvington  1855 

(CAa.)  Architect  and  Builder's  Miscellany,  post  8to,  10*  6rf  NichoU  n.d. 

— Designs  for  Gates  and  Rails  for  Parks,  &e.,  8vo,  6s M.  Taylor n.d. 

—-^  Free  Inquiry  into  Miraculous  Powers,  new  edit,  12mo,  Is Boom -^^^44 

(C.&)  Houn  of  Recreation,  Poems,  12mo,  fis  J.  B.  Smith  ...1848 

—  Shelley  and  his  Writings,  2  v.  postSro,  21s Newf/g   1858 


{SirH,)  Voyage  to  Bantam  and  Malaoo  Islands,  edit,  by  Comey,  8vo HaJtlugt  Soc.    .1856 

—  (/as.)  Astronomy  and  Use  of  the  Globes,  n.e.,  12mo,  d«  6d  ;  Key  to,  2«  6if  Jarrold 1861 

Basket  of  Fragments  for  God's  Family,  18mo,  Is  6<f   WhiUaker 1839 

—  Syllabus  of  Lectures  on  Experimental  Philosophy,  8to,  6s   Smiths  EUUr  1857 

—  (Jo$,)  AJioe,  Love's  Triumph,  and  other  Poems,  12mo,  8s  6d Noble 1836 

Hyacinth,  and  Lyrics,  18mo,  2s WhiUaker 18^ 

-  Lore  vema  Law ;  or,  Deceased's  Wife's  Sister,  3  y.  post  8to^  31s  6d  Newbg  1855 

•  Stanhope,  a  Domestic  Novel,  post  8to,  10s  %d Saunden  A  0, 1845 

-Marmadttke  Lorrimer,  ^t.  post  8yo,  81s  td Newby    1850 


(5'.)  Pompeii ;  a  Didactic  Poem,  12mo,  4s Hamilton J838 

(77*o«.)  Works,  Life  and  Notes  b>  Dyce,  6  t.  poet  8yo,  42s Lumleg 1840 

Midlane  {A.)  Colloquy  between  the  Gallown  and  the  Hangman,  a  Poem,  12mo,  Is  ...  Gilpin    1851 

Midnight  Scenes  and  Social  Photographs  :  (Glasgow  City,  post  8to,  Is  6d UofUdon    1858 

Midosi  iJL.F.)  Portuguese  and  English  Grammar,  8to,  5s  Waceg    1840 

Midshipman  in  China,  18mo,  Is   «    BeLTtuct Soe...\%^S 

Midsummer  Days  in  Italy,  and  other  Poems,  12mo,  3s  M Whittaker 1837 

Month,  Consecrated  to  the  moatPreciousBlood  of  Jesus  Christ,  12mo,2<  Gd  Bichardaon   ...1847 

Mieo^slawska  (if.)  The  Nuns  of  Minsk  :  Narratives,  ISmo,  Is    liogwte 1846 

Miehnanr  {Morri$)  German  First  Book,  with  Dialogues,  12mo,  U  6d OroomJbndge  ...1845 

Miers  (/.)  Botany,  Inorganic  and  Descriptive,  V.  1,  4to,  86«    William* AN... i%b% 

Miganlt  (//.  6'.)  German  Substantive  developed,  8vo,  5s NuU  1843 

Might  not  Right ;  or.  Stories  of  America,  16mo,  8s  ^d  ;  oold.  4s  (k2 Gr^jfiihttF 1857 

Mignan  (Bobt.)  Winter  Journey  through  Russia,  2  v.  poet  8vo,  14«  Bentleg 184J 

Mignet  (A.P,)  Antonio  Peres  and  Philip  II.,  byAinsworth,  new  edit.med.  8vo,2s6cI  WhiUaker 1846 

Cocks,  post  8vo,  9is    Longman  1846 

History  of  French  Revolution,  1789-1814,  post  8vo,  n.  e,,  3s  Sd H.  Bohn 1856 

Mary  Qaeen  of  Soots,  2  v.  8vo,  28s,  '51— r.  21#,  '51;   p.  8vo,  6s BenOeg 1862 

Mignonette  :  a  Sketch,  by  Author  of  Curate  of  Holy  Cross,  2  v.  12mo,  10s J.H.Parker  ...1858 

Mikhailofsky  (D.)  Campaign  in  France,  1804,  trans,  from  the  Russian,  p.  8vo,  14s.  Smith  A  Elder  1839 

Milburn  {MM.)  Sheep  and  Shepherding  (Richardson's  Rural  Handbooks),  1 2mo,  Is    0»t 18^} 

(WM.)  Rifle,  Axe,  and  Saddle  Bags,  by  Binney,  12mo,  6s;  n.  e.  Is6d Xoip    i860 

Ten  Tears  of  a  Preacher-Life,  edit,  by  Arthur,  poet  8vo,  4s  6d   ...  Low    1859 

Mildmay  (SirW.)  Method  and  Rule  of  Elections,  &c.,  London,  12mo,  12s   Caueton  1841 

Mildred;  or  the  Wandering  Spirit,  by  F.  M.  B.,  4to,  16s Addeg    1851 

Mildred  Norman,  the  Nazarene :  a  Tiile,  by  a  Working  Man,  post  8v0k  6s  Longman  i8$8 

Miles  {Col.)  Genealogical  Tree  of  the  Turks  and  Tartars,  8vo,  10s  6a  Allen  4t  Co 2838 

—  (CP,)  Lectures  on  Daniel,  1st  and  2nd  series,  12mo,  each  6s Nithel     x84C'i 

■  Voice  of  the  Glorious  Reformation,  12mo,  8s Dalton  1841 

(Edw.)  Dialogue  on  Quaker  Difficulties,  post  8vo,  3j  Cd    BenneU  1859 

Health  and  Comfort  promoted  by  Regard  to  the  Teeth,  12mo,  Is  Ai  ...  Gilpin i84f» 

{E.diL.)  Epitome  of  the  Royal  Naval  Service,  8vo,  10s  6d    Nailali 1844 

{H.A.)  Gospels,  their  Origin,  Transmission,  Ac,  fcap.  8vo,  8s     /.  Chapman  ...1848 

Lowell  as  it  Is  and  as  it  Was,  18mo,  8s  6d    Wikg 1845 


{H.D.)  Anglo-Indian  Woid-Book,  sq.  Is     Shaw 1858 

(P/»ny)  Rambles  in  Iceland,  16mo,  2s  6cl Longman  1854 

{W.)  Remarks  on  StaUes,  and  Examples  of  Stable  Fittings,  imp.  Svo,  16s  ...  Longman  i860 

Treatise  on  Hoise-shoeing,  5$^  1855  I  ^^  ^i^>  ■<!•  ^ Longman  1861 

the  Horse's  Foot,  imp.  8vo,  10s  6d,  1850  ;  new  ed.,  12s  6cf  Longman  1856 

—  {Col.W.)  Translation  of  the  History  of  Hyder  Naik,  &c,  8vo,  16t Allen 1841 

— -{W.A.)  On  Poverty,  Mendicity,  and  Crime,  by  Brandon,  8vo,  6s  8hawA:So»»  ...1835 
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Mlky  (/no.)  Histoiy  of  the  PapaJ  States,  8  v.  8to,  42f Newhy 1850 

Rome  under  Pkganism,  and  under  the  Popes,  2  t.  8vo,  24«  Madden 1843 

Temporal  Sovereignty  of  the  Popes,  post  8vo,  6«   I^Jfy '856 

IfilfordCJGW.)  A  Physician's  Tale,  8  y.  post  8vo,  S1»  6d HurH^s  B.  ...1854, 

(/no.)  Norway  and  her  Laplanders  in  1841,  8vo,  10«  6d  Murray 184a 

(J2.iVr.)  Lectnre  on  Famham  and  its  Borough,  12mo,  1«  6d    Lon^fman  1857 

Mffitary  Annaal  for  1844,  8vo,  15< Colburn 1844 

Biacksmifeh  and  Highland  Chairman,  new  edit.,  ISmo,  If    Hamilton  1862 

Criminal,  18mo,  1»   /.  H,  Jadaon,  1849 

Erents  in  Italy,  1848-49,  transl.  by  Karl  of  Bllesmere,  post  8¥0,  9s Murray 1850 

Heroes  of  England  from  the  Invasion  of  Julius  Ciesar,  12mo,  8«  M    Jos,  Blackwood  1860 

Pnxseedings  in  Lancashire  during  Giril  War,  8vo  ChethamSoe,...i%^'^ 

Service,  &c,  in  the  Far  East,  by  a  Cavalry  Officer,  2  v.  post  8vo,  21«  Oilier 1847 

Militia  Major,  a  Novel,  8  v,  post  8vo,  ZUM Newby    185a 

Uilitiaman  at  Home  and  Abroad  ;  History  of  a  Militia  Regiment,  post  8vo,  9«   Smith  ds  Elder  1857 

Uilk  for  Babes  ;  Bible  Stories  for  Children,  16mo,  1«  6d,  1839;  3<  6if   Darton  1853 

Um  (/of.)  Elements  of  Political  Economy,  8vo,  8«,  BaJldmn—xeA,  to  8s  6d    H.  Bohn    1846 

History  of  British  India,  by  Wilson,  9  v.  8vo,  6/  6»,  '48— red.  to  84»   ...   WiU'iB 1851 

9  V.  12mo,  64s;  Index,  2s    Madden 1858 

«-  {J.S.)  Considenitions  on  Eepresentative  Government,  2nd  edit,  8vo,  9s  Parker  A  Son  .1861 

Dissertations  and  Discussions,  Political,  kc.,  2  v.  8vo,  24s Parker  A  Son  .1859 

Essay  on  Liberty,  post  8vo,  7»  6d    ParkerJLSon  .1859 

Essays  on  Unsettled  Questions  of  Political  Economy,  8vo,  69  6d  Parker  ds  Son,  1844 

Principles  of  Political  Economy,  6th  edit.,  2  t.  8vo,  80s  Parker  ik  Son.  1861 

System  of  Logic,  6th  edit,  2  v.  8vo,  26«    Parker  iff  Soa,..iU% 

Thoughts  on  Parliamentary  Reform,  8vo,  U  Gd Parker  ikSon...jS$^ 

Utilitarianism,  8yo,  58 Parker d: Son.,. iZ6% 

-(F.J?.)  Application  of  Pisntheistic  Principles  tothe  Gospel,  8vo,  21f,*5S  ;  n.  e.,  14f  Bell  A  Daldy.,.  i%^i 

Historical  Character  of  St.  Luke,  Ch.  1,  Vindicated,  8vo,  4s   Bivington  1843 

Lectures  on  the  Catechism,  edited  by  B.  Webb,  12mo,  6s  6ci    Bellde  Daldy  .1856 

Prelectio  Theologica,  4to,  2« Ricington  1843 

'•  Sermons  before  Cambridge  University,  Lent,  1844,  8vo,  6s  6<i Bivinyton  1844 

• 1845,  8vo,  12»    Rivington  1845 

Advent,  1846,  8vo,  7s  Masters 1846 

1848,  8vo,  6s6rf Masters 1849 

Mill  ia  the  Valley,  a  Tale  of  German  Rural  Life,  12mo,  6«    A,  /fall 1858 

UUUr  {F.C.)  and  CoUier  (J,R,)  Treatise  on  Law  of  Bills  of  Sale,  2Dd  edit.,  12mo,  9s  Stevens  i860 

' (/as.)  Practice  of  English  Composition  Explained,  12mo,  4s Varty 1843 

■ (/ivo.)  Hints  on  Insanity,  fcap.  8vo,  8s  6cl   RentAaw    1861 

{T.ff.)  Treatise  on  Life  and  Fire  Insurance  Annuities,  8vo,  12s Simpkin    1841 

UilkH  {J.E.)  Historical  Notices  of  the  Office  of  Chorister,  2s  6(2 Masters 1848 

Uillenaiisnism  Indefensible,  12mo,  2s Hamilton  184a 

Unscriptural,  12mo,  6s  Crofts 1838 

Milleaniam,  a  Poem,  post  8vo,  7s  id,  Nisbet,  1S38;  er.  4to,  6s   Simpkin 1842 

Eve,  a  Poem,  8vo,  10s Blackwood 1843 

in  its  300th  Centenary,  8vo,  2s  6d  Houghton 1847 

• of  St.  John  the  Divine,  an  Exposition  of  Revelation  xx.  1-6,  cr.  8vo,  Is   Simpkin 1861 

Ma  {A,E,)  Act;  Proof  of  Title  to  Real  Estates,  12mo,  8s    Sol.  Jour.  (Jifice,  jS6% 

• {Cka.)  Collects  Catechetically  explained,  12mo,  2s  6rf,  Longman,' sy^  8e.,  Is  WeHheim  1854 

(Dor.)  Arbroath  and  its  Abbey,  8vo,  6s Hamilton  i860 

• (E.)  Companion  to  the  Atla^t,  2nd  edit ,  sm.  fol. ,  7s  6rf,  Jackson  <fc  W. *4i — r,  6«  H.  Bohn    1 849 

Geo^phical  Tables,  fol,  7s  6rf Jackson  AW...  iS^^ 

' Lectures  on  Book  of  Revelation,  Chap.  ii.  iii.,  8vo,  7s  6d Jackson  A  FT...  1843 

— Scripture  History,  4  v.  16mo,  18s Kelly 1849  < 

• Selection  of  Psalms  and  Hymns,  1 8mo  and  1 2mo,  each  2s  6<i    Wh iitakcr 1 849  ^  ^ly  .- 

' Sermons  at  Bognor,  8  vo,  9s— 2nd  series,  8vo,  10s  6d .*. Riripgton   1 8  5 1 

■ (F. fl.>  Tales  of  Travel,  18mo,2«6rf R.  Y.  Clarke.. .iS^o 

' ■  (Geo.)  Philosophy  of  Modern  History,  4  v.  post  dvo,  14s  //.  Bohn    1849 

— Letter  to  Dr.  Pusey,  8vo,  2s  6rf  ;  2nd  ditto,  8vo,  3s  Duncan    ...1840-41 

• Trip  to  Sea,  from  1810  to  1816,  12mo,  2s  Simpkin 1854 

(//.)  Principles  and  Practice  of  Obstotrics,  8vo,  21s    Philadelphia...it^i 

' (//.v.)  Question  of  Iniqnnition  Plainly  Stated,  8vo,  Is  J.  H.  A  J.Parker  1S61 

' {Hugh)  Cruise  of  the  Betsey :  Geological  Rambles  in  Scotland,  p.  8vo,  7s  Qd  Hamilton  1858 

~- — Essays,  Historical,  Biographical,  post  8vo,  7s  6d    Hamilton  i86a 

■  First  Impression  of  England  and  its  People,  p.  8vo,  7s6rf,  '48 ;  n. e.  2«  6d  Hamilton  1 86 1 


Foot-Prints  of  the  Creator,  n.  e.  post  8vo,  7s  6d    Hamilton  1861 

Headship  of  Christ,  and  Rights  of  the  Christian  People,  cr.  8vo,  7s  (kl  Hamilton  1861 

Life  and  Times  of,  by  Thomss  N.  Brown,  12mo,  48  6rf Orifin    1858 

of:  a  Sketoh  for  Working  Men,  Is  Partridge 1861 


"— Old  R4*d  Sandstone,  post  8vo,  new  e<lit.,  7s  Sd  Hamilton  1858 

Scenes  and  Legends  of  the  North  of  Scotland,  poet  8vo,  7s  6d  Hamilton  1857 

' Schools  k  Schoolmasters ;  Days  of  my  Education,  p.  8vo,  7s  6(2 ;  n. e.  2s  0<i  Hamilton  1 860 

Sketch -Book  of  Popu'ar  Geology,  edit  by  Mrs.  Miller,  post  8vo,  7s  6d  Hamilton  1859 

Testimony  of  the  Rocks,  post  8vo,  7s  6rf      Hamilton  1857 

• (/as.)  Alcohol,  its  Place  and  Power,  12mo,  Is,  1857  j  new  edit.,  8s Houlston    1861 


5aft  MILLER  [KHGUffl  Cathogvi 

Miller    (/cm.)  OorapeDdiam  of  Becroit  Company  and  Battalion  Drill,  12mo,  9»6d...  Otmmd i8s$ 

*^— Bnglish  Grammar,  wHh  Exercises,  12mo,  If  SimpHn 1S46 

■  Nephalism,  the  True  Teuperanee  of  Scripture,  fci^.  8to,1«;  fine  ed.  8t  HoMltiUm   i86t 

■  Keoenahr,  a  New  Spa  on  the  Rhine,  8vo,  le  SimpHn 1S61 

— Pathology  of  the  Kidney  in  Searlatina,  8to,  d«    Bocme 1850 

■  Physiology  in  Harmony  with  the  Bible  as  to  Sabbath,  12mo,  Is  6<i  ...  (rroombridfft  .-.1854 

■  Practice  of  Surgery,  8to,  16f Longman 1851 

■'  Principles  of  Surgery,  8vo,  16» Longman  1853 

(/no.)  Safe  Path  for  Humble  Churchmen,  870,  4s  6cl    Rivington  185c 

— — *— —  Sermons  at  Chelsea,  12mo,  6s  6i2 JUvingUm  1846 

>  on  Church  Catechism,  8to,  4f Jiivington  1850 


— — Things  after  Death  :  Chapters  on  Intermediate  State,  18roo,  8s  6<i  ...  Bivington 1854 

^  Sermons  on  Fundamental  Church  Principles,  Sro,  2s JtiringUm  1846 

Unsettled  Condition  of  the  Law,  1839,  8to,  U6d Murray 1839 

(Jo9.)  SUtistics  of  Railways,  Part  1,  Brighton  Group,  4to,  8s Simpl-in 1849 

(J.  A.)  Saul,  First  King  of  Israel :  a  Scripture  Study,  12mo^  6t    Snow 1853 

(/.C.)  Bible  Inspiration  Vindicated  :  an  Essay,  8yo,  Is  Od  J.H.AJ.PaHarithx 

— — Lent  Lectures  on  Joshua,  12mo,  Zs  Seeiejf 1851 

"  ___ Solomon,  12mo^  2s Halehard  1853 

' Sermons,  8to,  lOs  M Hatekard  1838 

(/./.)  First  Four  Rules  of  Arithroetie,  12mo,  Is— Key,  2s  R.  Y.  Obirirs  ...1843 

(/.iT.)  Parochial  Sermons,  fcap.  8vo,  is  M Rivingion  1861 

-  (Rich.)lMW  of  France  as  to  Insolrency,  Partnership,  Itc,  12mo,  9t  6d    Longman  1853 

(/Sam.)Chanoery  Orders,  1800  to  1846,  2nd  e.,  I2mo,  14s,  '45  ;  to  1850,  8s  Sievena   1850 

Duties  of  the  Presbyterian  Ruling  Elder,  12mo,  4s WhiUaker 1836 

Law  of  BquiUble  Mortgages,  1844,  8to,  10s Swed 1844 

Laws  Relatiog  to  the  I^nd-Tax,  1849,  8to,  12s Swtei 1849 

'  Present  State  of  the  Law  respecting  BquiUble  Mortgages,  8rd  ed.  8to,  3s  BuUerworik  ...  1 841 

■  and  Lorimer  (/.(?.)  Manual  of  Preebytftry,  12mo,  4s  6d    Tktobald    1840 

{S)      Letters  from  a  Father  to  his  Sons  in  College,  12mo,  6s  WUty     1843 

i^.P.)  Bench  and  Bar  of  Georgia,  with  Court  Roll,  1790-1857,  2  y.  Svo^  28s  PhilaMpkia..At'^% 

Memoir  of  Gen.  Blacksheer  and  the  War  in  Georgia,  1813-14,  8to,  ^9  PhUadeipkia...i%^% 


(7^.)  Beauties  of  the  Country,  post  8vo,  10s Van  Foorsf   ...1837 

British  Wolf  Hunter,  18mo,  Is  6«i   RonUedge  1859 

Boy's  Own  Library,  6  t.  16mo,  each  Ss   Chapman  ^  H.i%s^ 

Spring,  Summer,  Autumn,  Winter  Book,  12mo,  each  2s Chapman  4"  i^.1847 

Catechism  of  Marine  Steam  Engine,  12mo,  2s    Spon i860 

Common  Wayside  Flowers,  illust.  by  Poster,  4to,  15« Rontiedge  1841 

Country  Year  Book,  2  r.  12mo,  ea,  5s,  1847  ;  1  v.  5s If.  Bokn 1856 

Day  in  the  Woods,  Tales  and  Poems,  post  8vo,  7s  Smith  A  SWer  .1836 

English  Country  life,  poet  8to,  6»,  1858  ;  now  edit.,  5s  Routiedge  1859 

Fair  Rosamond,  3  y.  post  8to,  31s  6(2,  Colbum^  1839  ;  12mo,  2s Darton  1862 

■  Fortune  and  Fortitude  :  a  Tale,  12mo,  5»— red.  to  3s  6(2  Jfarton  1848 

Gideon  Giles,  the  Roper,  8to,  Ids— red.  to  7s  6(i,  Rokn,  1841  ;  2s...  Rrgce 1859 

Godfrey  Malvem,  8vo,  13s— red.  to  6*  Sd,  JI,  Bohn,  1847 ;  n.  e.,  2s  Ward d: Lock... \%si 

History  of  the  Anglo  Saxons,  8to,  5s  Jf.  Bokn 1856 

Lady  Jane  Grey :  a  Romance,  8y.  p.  8yo,81s  6(i,  Ctdbum,  '4c;  12mo,2s  darlt    1861 

■  Langley-on-the-Lea ;  or,  Loye  and  Duty,  fcap,  8yo,  Is Parlour. Qfcei%st 

Life  and  Adyentures  of  a  Dog,  illust.  by  Weir,  12mo,  2s  M Bean  ^  Son  ...1856 

•  Original  Poems  for  my  Children  :  Birds,  Bees,  &c.,  16mo,  2s  6d .fio^ace 1850 

Our  Old  Town,  illust.,  post  8yo,  10s  6(2— red.  to  5s  Barton 1857 

Picturesque  Sketches  of  London,  post  8vo,  28  Od Ingram 1852 

Pictures  of  Country  life,  12mo,  10s  6(2,  Bogne,  '53;  7s6<2— red.  3s  6<2  RotUiedge  1862 

Poscher,  and  other  Pictures  of  Country  life,  12mo,  2s  Ward df  Lock...  li^^ 

Poems,  12mo,  5s Chapman  d' B.iS $6 

Poetical  Language  of  Flowers,  12mo,  12s,  1847;  10s  6(2,  1853;  6s...  Bogue 1856 

Royston  Gower,  8y.p.  8yo,  31s  6(2,  Colbum,  '38;  12mo,  3s  6^,  '58;  2s  ^ryce i860 

Rural  Sketches,  p.  8yo,  12s,  '39,  Van  Voont;  n.  e.,  12mo,  2s Barton 1861 

Songs  for  British  Riflemen,  2s  Clarke    1863 

of  the  Sea  Nymphs,  2s    Simpkin 1857 

SporU  and  Pastimes  of  Meny  England,  post  8yo,  3s  6d Barton  1859 

Tale  of  Old  England,  18mo,  Is Chamben  1849 

—  {T,)  Treatise  en  Differential  Calculus,  8yo,  8s 6(2 Simpkin 1852 

Landscape  Painting  in  Oil  Colours,  8yo,  6s  Ackermann  ...1848 

Water  Colour  Painting,  imp.  8yo,  21s Ackermann  ...1848 


Vil'age  Queen  ;  or,  Summer  in  the  Country,  4to,  14«,  1851;  10s  6(2...  Addeg    1851 

Young  Angler,  2s   Rouiledge  1862 

{Wm,)  Decimal  Tables  used  at  the  Bank  of  England,  4to,  8s ParkerdeSoik  .1S61 

(W.A.)  Elements  of  Chemistry,  2nd  edit.  Part  1, Chemical  Physics,  8yo,  12s...  Parker  ds  Son  1851 

■ __ 2,  Inorganic  Chemistry,  8yo,  20s  Parker  A  Son  1854 

8,  Organic,  8yo,  20s    Parker  ^  Son., li^t 


( FT. ^.)  Memoir  of,  by  Dixon,  12mo,  4t  6d  Hamilton  184* 

{W.II.)  Treatise  on  CrysUllography,  8vo,  7«  6<2,  1840;  9s Parker  d-  Son.. ii(>i 

' 'i\wr  rr  x  ^"*  Quostions  I  What  am  I  ?  Whence  came  I  ?  &c.,  18mo,  Is  6<2...  ReL  TV.  Soc....i^^o 

-  <W^»^.)  Propelling  Ships  by  Submerged  PropeUeiB,  8vo,  Is Bretdl  1857 
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Miller'i,  Hercfaanii'8,  and  Fanner's  Ready  Reckoner,  12mo,  It Weale 1861 

MUIm  (/jooc)  Life  of,  18mo,  2t  6d  Burnt    184* 

(Jer.)  Topographical  Notes  on  Bath,  Wells,  Gloucester,  &c.,  post  8to,  U  6d  .  /.  (?.  Bell 1851 

Hiilbonae  {/no.)  English  and  Italian  Dictionary,  2  ▼.  12ino,  8«,  1854  ;  new  ed.,  lU  Trubntr 1857 

—  Italian  Dialofcnes,  by  Hamilton,  18mo,  2«    I'riibner 1859 

Uillieent;  or,  the  Triab  of  Life,  a  Novel,  8  t.  post  Sro,  31<  6d  J/urtt  d:  B,   ...1855 

Uilligu  {Sophia)  Original  Poems,  with  Translations,  12mo,  10<  6c/ Hurtt  <C*  B.    ...1856 

MiiJigsn's  Gorderii  Colloqoia,  ISmo,  2s Simpkin 1838 

Uiljgen  (/.(/.)  Adyenturesof  an  Irish  Gtentleman,  St.  post  8to,  28s  6cl Colburn 1839 

Captain  Fanconrt,  12mo,  2s  (Parlonr  Library)    C.  II,  Clarke  .i86z 

Cariosities  of  Medical  Experience,  8¥0,  16j BtnUqf  1838 

History  of  Duelling,  2  ▼.  8vo,  28#-red.  to  9s   H.Bohn 1841 

Jack  Hornet ;  or,  the  March  of  Intellect,  S  y.  post  Svo,  31s  6d  BentUy 1845 

"        Mind  and  Matter :  Hereditary  Insanity,  8to,  14«  Hurtt  A  B,  ...1847 

Recollections  of  Republican  France,  1790-1801,  post  8vo,  10*  W   ...  Colt  am 1848 

• Stories  of  Tonnes  Yedras,  8  v.  post  8vo,  31s  M,  BentUy,  '39;  12mo,  2s  C.  II,  Clarke.. .i%6i 

Treatment  and  Management  of  the  Insane,  ISmo,  4t6d  Churchill  1840 

UiUington  {E.J.)  Heraldry  :  its  History,  Poetry,  and  Romance,  p.  8yo,  9s~-r.  5t  6d  Bickert  1861 

(/.)  Ciril  Engineering,  Svo,  21s  Wiley 1839 

(T.S.)  MonJ  Tales  and  Anecdotes  for  the  Young,  12mo,  At  6d Ilouttton    1843 

•Words  to  Win  Souls,  Twelve  Sermons,  12mo,  6s Nitbet 1851 


Uilli  (i.)  Literature  and  Literaiy  Men  of  Great  Britain,  2  v.  Svo,  21s   Low    i8si 

Poetsand  Poetry  of  Ancient  Greece,  8vo,  lis Botton,  U.S,   .1854 

-" Sketches  of  Colonial  Constitotion,  Svo,  14s    Murray 1856 

Summary  of  the  Political  History  of  India  to  1858,  Svo,  10s  6d Murray 1858 

Systematic  Coloniation,  Svo,  Is  6d    Murray 1847 

-{Cha.)  Historical  Essays,  Svo,  Is  6d    Wai-dtk Lock... il6i 

—  (/Vo.)  Judith,  and  other  Poems,  poet  Svo,  6t Saundertds  0.  1859 

—  (^.C)  Wine  Gnide,  Practical  Hints  on  its  Purchase,  &c.,  32mo,  Is Groombridge^. i96o 

•^Oeo.)  Treatise  on  Cultivation  of  the  Cucumber  and  Melon,  1 2mo,  5s    Simpkin 1856 

• Cultuteof  the  Pine  Apple,  12mo,  5s  W.  Smith  1845 

—{G.H.)  Mohammed,  a  Tragedy,  12mo,  5s J.  Chapman  ...iZ$o 

• — (H.)  Hone  Gkrmanicse,  a  Version  of  German  Hymns,  12mo,  5s    New  York 1856 

— {Jot.)  Directions  for  Keeping  and  Managing  Horses,  12roo,  Is  Cd    Dean 1858 

-{Jno.)  Belle  of  the  Vills^e,  a  Novel,  3  v.  post  Svo,  Sit  6d  Colburn 185a 

British  Jews,  their  Religious  Ceremonies,  &c,  12mo,  8s  6d Ifoultton    1862 

Capful  of  Moonshine,  12mo,  Is   Hurtt  ^  B 1849 

Christmaa  in  the  Olden  Time ;  or,  the  Wassail  Bowl,  12mo,  5s   HurttdtB 1838 

-< English  Fireside,  a  Tale,  8  v.  post  Svo,  81s  6d  Saundert  d:  0.  .\%^ 

^- FoBsil  Spirit :  a  Boy*s  Dream  of  Geology,  12mo,  4s  6c2,  '54  ;  2  e.,  8s  6c{ .  Darton 1S60 

•  Life  of  a  Foxhound,  Svo,  10s  M,  ffurttd*  B,,  1840;  new  edit.,  5s Longman  i86f 

Race  Horse,  12mo,  Is,  1854;  cr.  Svo,  2s  6rf Ward  di-  Lock  .1^61 

Old  English  Gentleman,  3  v.  p.  8vo,31«  M;  12mo,  Bty Hurst,  '46;  newed.,2s  Ward  dt  Lock    iS6a 

• Hall ;  or,  Our  Hearth  and  Homestead,  3  v.  post  Svo,  81s  6d  Newby    1845 

Our  County,  a  Novel,  8  v.  poet  Svo,  31s  6d  CUbum 1850 

' Principles  of  Inteiiyretation  of  the  Prophetic  Symbols,  post  Svo,  6s Th  eobald  1853 

—  Sportsman's  Library,  Svo,  16s,  1854;  new  edit.,  9s Simpkin  ...1845-50 

Stage  Coach  ;  or,  the  Road  of  life,  8  v.  post  Svo,  81s  fid    Colburn 1843 

The  Flyen  of  the  Hunt»  poet  Svo,  Ss  6d Ward  d! Lock...  1%$^ 

Wheel  of  Life,  12mo,  Is  6<i , Ward d: Lock... 1 9$^ 

Thoughts  on  the  Aiiocalypse,  post  Svo,  Bt  M HecUomk  Son.i%6Q 

—  {Iff.)  Selection  of  Sacred  Poetiy  set  to  Music,  post  Svo,  Is  6cl  HouUton    i86a 

-{M.E.)  Simple  Stories  for  Children,  fcap.  Svo,  Is  6d Hogg 1861 

—{R.ff.)  Lectures  on  Principles  of  Currency  and  Banking,  2nd  edit.,  Svo,  Ss  60^  ...  Groombridge ...i%^y 

{T.)  Doubting  Christian  obtaining  the  Light  of  Life,  2nd  edit.,  12mo,  2s  6d...  Hamilton  1861 

— • True  Mode  of  Baptism  Investigated,  ISmo,  2s  Snow 1849 

—  (ITsi.)  Essays  and  Lectures,  Svo,  7t  6d  Rivington  1846 

"-; Sermons  on  the  Lesson  for  the  Burial  of  the  Dead,  Svo,  2s  Qd Rivington  1851 

Itilmsn  (Capt.)  Arthur  Conway  ;  or,  Scenes  in  the  Tropics,  8  v.  post  Svo,  81s  M  ...  Colburn 1851 

US.A.)  Wayside  Cross,  a  Tale  of  the  Carlist  Wsr,  p.  Svo,  2s6<2,'47  ;  n.e.,  2s  Murray 1861 

{a.H.)  Fall  of  Jerusalem  (Munay^s  Railway  Reading),  12mo,  Is Murray  1853 

History  of  Christianity,  3  v.  Svo,  36s Murray 1840 

Latin  Christ,  and  the  Popes,  6  v.  Svo,  7Ss,'55  ;  2ed^  72s  Murray 1857 

the  Jews,  8  v.  ISmo,  10s  6ci,  Tegg,  1835  ;  8  v.  Svo,  86s    Murray i86a 

— —  life  of  Edward  Gibbon,  Svo,  9s  Murray 1839 

Horace,  with  800  Woodcuts,  new  edit.,  Svo,  9s Murray 1853 


Nala  and  Damaganti,  and  other  Poems,  tr.  from  the  Sanscrit^  Svo,  12s  Whitiaker 1834 

Poetical  Works,  8  v.  12mo,  ISs   Murray 1840 

Sermons  at  Bampton  Lecture,  1827,  Svo,  10s  6cl  Murray 1828 

(Jt.)  Love  of  the  Atonement ;  Exposition  of  Isaiah  liiL,  2nd  ed.,  12mo,  5s  Mattert 1858 

Mitslar;  or,  the  Conversion  of  Pomerania,  12mo,  6t6d  Mattert 1854 

- — Voices  of  Harvest,  12mo,  Is  6d,  1849 — red.  to  S<<    Mattert 1854 

"^ Way  through  the  Desert ;  or,  the  Caravan,  18mo,  Is  6cf  Mattert 1850 

MilDe(Dar.)  Memoir  on  Midland  and  Bast  Lothian  Coal  Fields,  4to,  15s Black-wood 1839 

' (/.)  Ocean  Ufe,  12mo,  2s  Partridge i8f 


6^4  MILNE MILTON  [Ekoubh  (Utaiooci 

Milne    (/.)    Steam  EngiDe,  Two  Views  of  the,  oh  Boiler,  80f BighUif tS^o 

{R,M,)  Clerical  Oaths  and  their  Eqaivalenta,  4to,  1« Partridge  1858 

{Wm.)  Life  and  Opinions  of,  by  Et.  Philip,  poetSro,  7»  6d Snow  1839 

— Penman's  Repository,  oblong  folio,  65     Keni  i860 

(W.C.)  Life  in  China  ;  Histoiy  of  the  Chinese,  2nd  ed.,  p.  8vo,  6s,  ^58;  n.e.,  2s  Boullrdgt   1861 

Milne's  Manufacturer's  Assistant  for  Calculating  Wages,  18mo,  2i    Stmpbin 1839 

Milnor  (£.)  CUra  Hope,  12mo,  3a  W GHjfUk^tF,  ...1857 

—  (C?«o.)  Cemetery  Burial,  Ancient  and  Modem  ;  or  Sculpture,  8vo,  2s  6d Longman   1846 

{Isaac)  Life  of,  by  M.  Milner,  8vo,  IBs,  Parker  d:  Son,  '41  ;  12mo,  01,  '44;  ^  SetUy 4850 

(Jno.)  End  of  Religious  Controversy,  12mo,  Zs    Jones 1853 

History  of  Winchester,  2  v.  roy.  8vo,  24*;  2  ▼,  4to,  i5s    Orr 1839 

———- anrf  Pawcett  (/.)  Sermons,  8vo,  12»  Hatchard  1841 

-(/?/j./fio.)Lifeof,  byP.  C.  Husenbeth,  8vo,  10«  6rf Daffif 186a 

(Jos.)  Church  History,  by  Grantham,  4  v.  8vo,  52«,  Longman -reA,  to  21« //.  BiJi%    i860 

Abridged,  by  L  Milner,  12mo,  «t  SeeUy 1844 

■ Continuation,  by  Scott,  new  edit.,  8  v.  8to,  3dt  Seeleg 1839 

Stebbing,  3  T.  870,  86«   Longman   1839 


Esentials  of  Christianity  Considered,  12mo,  S«    ReL  Tract  Soc.  1855 

History  of  the  Church  of  Christ,  Continued  by  L  Miller,  8vo,  10*  6rf    ...  NeUon    i860 

(J,T,)  Christian  Theology,  12mo,5«,  Mason,  185a  ;  4th  edit.,  12mo,  Zs  6d Hcylin  1858 

Sabbath  Readings,  post  8vo,  istd Maum    1859 

—  (J.W,)  Design  of  God,  Traced  in  the  Bxhibition,  1851,  12mo,  2s  Hatcftard  1851 

—  (3/ory)  Christian  Mother,  18mo,  1*  6d Kelson   1848 

Garden,  Grove,  and  Field,  a  Garland  of  the  Month,  new  e.,  3*  6<i Whitialxr 185a 

Sketches  of  Important  Periods  in  the  World,  2  ▼.  12mo,  each  4s   Parker  it  Son  .1843 

{Mrs.)  Maternal  Treasure,  8vo,  6* Wkiilaker 1849 

*—  {Tho.)  Ancient  and  Modem  History  of  the  Crimea,  post  8to,  10*  6d Longman  1855 

Astronomy  and  Scripture  Illustrated,  12mo,  7* Snow 1843 

« —  Elevation  of  the  People,  Moral,  Instmctional,  Ac,  8to,  10*  6d Snow 1846 

• Gallery  of  Nature;  Tour  through  Ci-eation,  new  edit.,  roy.  Sto,  18* Chambers  1859 

• Gates,  Shores,  and  Cities  of  the  Baltic,  poi»t  8vo,  10*  6d Longman  1854 

Heavens  and  the  Earth,  12mo,  2*  6d JUL  Trad  Soc  1859 

History  of  England  from  Julius  Ciesar  to  1852,  12ino,  6*    JUL  Tract  Soc  1853 

Our  Home  Islands  ;  their  Productive  Industry,  12mo,  2*  6d  JUl.  Trad  Soe.  1858 

Russia,  its  Rise  and  Revolutions,  Tragedies,  &c,  post  8vo,  10*  6d IfOngman   1855 

— Sanctuary  and  the  Oratory,  12mo,  7*,  Longman  ;  new  edit,  3* J^.  J.  Clarke  ...1847 

— — Universal  Geography,  12mo,  5s  Trad  Socidg...i9so 

— -  ( 7*. iT.)  Gospel  Guide  ;  or.  Troth  as  it  is  in  Jesus,  16mo,  1* Noulston    1851 

Regulation  of  Floating  Capital  and  Currency,  8vo,  8* SmiikAfElder.tt^^ 

The  Messiah's  Ministry,  12mo,  3*  6d J/ouldon    1858 

MilneB(i2. if.)  Good  Night  and  Good  Morning,  4to,  12* Day  ds  Son    ...1859 

— ■ Memorials  of  Re«dence  on  Continent,  &  Historical  Poems,  sq.  8vo^  7*    Moxon   1838 

— Tour  in  Greece,  8vo,  SsQd Moxon  1833 

Many  Scenes  :  Poems,  12mo,  5* Moxon  1843 

Palm  Leaves  :  Eastern  Poems,  12mo,  5* Moxon  1844 

■  Poems,  Legendary  and  Historical,  12mo,  5*    Moxon   1844. 

of  Many  Years,  18mo,  5* Moxon   1844 


Poetical  Works,  2  v.  post  8vo,  14*,  1838  ;  4  t.  12mo,  20*    Moxon  185a 

■  Poetry  for  the  People,  and  other  Poems,  cr.  8vo,  7*   Moxon  1840 

Real  Union  of  England  and  Ireland,  12mo,  2*   OUivier 1845 

Milroy  {O.)  Quamntine  and  the  Plague,  8vo,  2s  Uighleg 1846 

Milthorpe  {R.)  Amateur's  Guide  to  the  Cultivation  of  the  Fig,  18roo,  1* Whittaker 1848 

Milton  {ffen.)  Lady  Cecilia  Farrencourt,  a  Novel,  8  ▼.  post  8vo,  81*  6d Colbnm 1845 

Rivalry,  a  Noyel,  3  r.  post  8vo,  31*6(2  OUivier 1840 

(Jno.)  Works,  Prose  It  Verse,  byMitford,8  v.8vo,  Sis, Pickering,  '51;  n.e.,96*  Bickers i86a 

ed.  Fletcher,  roy.  8vo,  21*,  '38— red.  tol6*  B.  Bohn    1861 

Account  of  his  Life,  Writings,  &c.,  by  Keightley,  8vo,  I0s6d Ohapwuin  ^  M.iZ$s 

Coraus,  a  Mask,  illust.,  po8t8TO,  7*  6d,  RouUedge— red,  to  6*     Gri£in   1861 

-  Flowers  of,  by  Giraud,  30  pktes,  4to,  26*  Acl-ermann  ...,iSso 

•  for  Schools,  12mo,  1* JUt/e 1849 

L' Allegro,  by  the  Etching  Club,  imp.  8vo,  63*  ;  fol.  61  6* CundaU 1849 

— ^-^ ' Illustrated,  post  8vo,  7*  6rf,  1850;  n.  e.,  5* Xow   i860 

-  and  n  Penseroso,  illustrated  by  Foster,  imp.  8vo,  21*  Bogue    1854 


'  Last  Thoughts  on  the  Trinity,  new  ed.,  12mo,  1* Whit^dd i860 

-  Life  of,  by  Edmonds,  12mo,  l«6d    A.Hall 1851 

andTimesof,  by  Carpenter,  12mo,  Zs6d    Strange 1836 

Masson,  V.  1,  8vo,  18* Macmillan 1859 


*  Original  Papers,  illust.  Life  and  Writings  of,  from  State  P&pers,  4to...  Camden  Soe,  ...1859 

Paradise  Lost,  2  v.  32mo,  4*,  Bogue,  1841  ;  n.  e.,  2s6d Groomhridge ...t%^<^ 

82mo,  2*6d;  cl.  8*  Bell d;  Daldy   1861 

Illustrated  by  Kenny  Meadows,  12mo,  2*    Parry    185a 

Life  and  Notes  by  Thomson,  24 mo,  2s A,  Scott 1853 

Martin's  Designs,  imp.  8vo,  81*  6d  ;  4to,  58*   Wasliboume...  1853 

Notes  by  Major,  12mo,  7*  6rf FeUowes 1853 

PrendeviUe,  8vo,  12* Jjongman  1840 
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Milton  {Jno.)  Fuadue  Lost,  Books  1  &  2,  with  Parapb.,  &c.,  by  Ilnnter,  12mo,  ea.l«6(2  Lorifjman  ...i86i-a 

• ' —  to  4,  Notes  by  Connon,  12mo,  3<  6(/   Louyman   1JJ55 

&c.,  by  Mason,  12ino,  2« Waiton  1861-1 

with  Channing's  Bssay,  18mo,  2« Tetfy  1862 

— Selections  from,  by  Demans,  ISmo,  1<  6</    Simpkin 1857 

and  Regained,  by  EdinoDbton,  12mo,  3«6d Aelson    1854 

Regained,  and  other  Poems,  32mD,  2«  6<i;  cl.  3« Bell  tie  Daldy     1861 

Poetical  W«rk8,  24mo,  2«  6<i,  Simpkin  \  12mo,  3j  6d   Kendrick   1851 

'■ 18mo,  3s6rf;  12mo,  with  plates,  8«  6<i  Teyg  1841 

2  T.  24mo,  4<,  Otr^  1839  ;  med.  Svo,  1«  6d  Ivf/ram 1853 

by  Brydge8,6  v.  f.,  30«,  1835  ;  8vo,16ji,'42;  n.e  ,16<  Teyg  1861 

Cary,  2  v.  12mo,  7«,  Chapman  ^  U,\  1  v.  6«  ....  Grovmhridgt  ...\%i% 

Gilfillan,  2  v.  8vo,  9* A'i«6rt 1853 

Keightley,  2  t.  Svo,  21« Chapman  Je  H.\%y^ 

Mitford,  3t.  12mo,  15<  ;  2  s.  8vo,  21f  Pickering  185a 

Montgomery,  2  t.  Svo,  24«,  .Bfl^Mf, '43— red.  to  10«  H.liohn 1861 

Newton,  bi llouUton   1854 

Stebbing  and  Channing,  ISmo,  4«   A.Scott 1844 

Thomson,  24mo,  3«   A.  Scott 1853 

Todd,  4  V.  Svo,  42«  Jiivington  1852 

■- Goncordanoe  to,  by  Prendergast,  4to,  6U Letlie 1859 

Illustrated,  12mo,  4j  erf,  NeUon^  1853  ;  12mo,  Zs  6rf  HouUton   1861 

»- by  Harvey,  12mo,  6»and  3«  6a' Jlcutiedge  1853 

' in  Italian,  by  Polidori,  3  v.  post  Svo,  IQs Rolandi 1841 

-  with  Memoir,  for  Schools,  12mo,  2<  6rf JlouUton  1855 


Prophecy  of  Essays  and  Reviews,  and  his  Judgment,  Svo,  If Wtalerton 1861 

•— Prone  Works,  by  Griswold,  2  v.  roy.  Svo,  24f Wiley 1847 

St  John,  6  V.  post  Svo,  17«  6rf U.  i^oAn  ...1848-51 

Extracts  from,  12mo,  4«    Simpkin n.rf. 

Select,  2  V.  12mo,  12s ViHue    1840 

"— Selection  from,  ed.  Manning,  Svo,  5« Hcftton  1861 

— — Treatise  on  Christian  Doctrine,  by  Sumner,  2  v.  post  Svo,  7« H.  Hohn    1851 

Uiltooasrf  Shakespeare,  Selections  from,  for  Schools,  12mo,  2f Relfe 1849 

Thomson,  aiuj  Young,  Poetical  Works,  by  Cary,  Svo,  18s W.  Smith  1841 

(/.)  Practical  Bee  Keeper,  12mo,  4«6rf,  Parker  d:  Son,  1843;  2«  S.  IIodg$on   ...1851 

—  (J.L.)  Death  in  the  Pipe;  or,  Smoking  Question,  Svo,  Is Philip    1857 

— • Piactical  Observations  on  Treating  Gonorrhoea,  Svo,  6s Churchill  185a 

Milwsrd(Cfej».)  County  Court  Acts  to  1850,  12mo,  4«  6rf Btnning 1850 

-; {Geo.)  Journal  and  Life,  by  Higginson,  16mo,  2s Uatchard   n.d. 

MIHvood  (C?.^  Commercial  Cyclopcedia;  or,  New  Receipt  Book,  12mo,  Is  6<i   Rogert    185$ 

Hinpris  (AoM.)  Christ  an  Example  for  the  Young,  IGmo,  7s  6(/,  1849;  6j Macintosh 1856 

• Claas  Papers  on  Home  Study,  12mo,  2*  fd,  1853;  Is  6rf  MacinUak 1854 

Gospel  Hbtory,  in  a  Series  of  Lessons,  12mo,  2j  Grf Afacintoth 1838  ■ 

Harmony  of  the  Evangelists,  in  Parallel  Cols.,  12mo,  2s  6rf,  '45 ;  Is  Alacintoth 1855 

Home  Studies  for  Bible  Scholars,  12mo,  Is  6d  ;  cl.,  2s  6rf Macintosh 185* 

' ■' Manual  for  Superintendents,  post  Svo,  6s Macintosh 1854 

Teachers,  12mo,  Acts,  Is  6rf  ;  Gospels,  Is  6rf    Macintosh n.  d. 

■ --^ Steps  of  Jesus,  Narrative  Gospel  Harmony,  18mo,  Is  6rf  ;  48mo,  8rf  Macintosh 1857 

— Treasury  Harmony  of  the  Evangelists,  p.  Svo,  12s — red.  to  7s  6rf  ...    Macintosh 1850 

~7~7 ' and  ExiKwition  of  the  Gospels,  4to,  30s MacintosJt 1855 

Mioasi  (^./.)  Philosophical  Diagrams,  Mechanics,  Svo,  16s   ....'. Walton 1841 

Mindun  (C\//.)  Sermons  on  various  Subjects,  12mo,  7s  6rf Ricimjton  1837 

—  (7./.)  Sybil;  a  Soul's  History,  a  Poem,  12mo,  6s Smiths  Elder  1849 

•; liaflbrd.  Reward  of  Genius,  &c..  Poems,  12mo,  4s  Smith  A  Elder  1848 

Miad  smoD^  the  Spindles,  Introd.  by  C.  Knight,  ISmo,  Is  6rf,  G.Cox,  '47;  n.  e.,  Is  Jlodsim  ds  Son  1861 

-— ;  Will,  and  Understanding,  a  Morality,  4to Abbolrford  CL   1837 

Hind's  Minor,  and  Minor  Poems,  by  M.  J.  J n,  post  Svo,  3s  6rf Groombridgt  ...1857 

Hum;  or,  Darkness  and  Light,  by  A.  L.  O.E.,  12mo,  2s  6c/ Nelson   1858 

— ■ -Subterranean  Wonders,  square,  4«  6rf— re<l.  to  3s  6rf Grant  A  G 1853 

•^  En^neering,  Transactions  of  North  of  England  Institute,  V.  1  to  11,  each  21s  Weale 1852-61 

Hiner  (7*.^.)  American  Bee-keeper's  Manual,  12mo,  6s Wiley 1849 

■rr  (W^.^.)  History  of  Wyoming,  Svo,  14s  Wiley 1846 

H>o«i  (/^.S.)  Presbyterian  looking  for  the  Church,  post  Svo, 6s  6(i,  1855;  abr.,  12mo,  8s  Masters 1861 

Hisei,  Miners,  and  Scenery  of  Cornwall,  16mo,  2s  6d    Longman  1855 

"-; — of  Wickkyw  Described,  12mo,  Zs  6d  Law  1856 

aimature  Classics,  32mo.    See  Appendix. 

Commentary  on  the  Bible,  3  V.  ISmo,  each  2s  6<i  Rel.  Tract  Soe,  1851 

"jT"; French  Dictionary,  32mo,  4s — red.  to  3s  6d    Rogue 1861 

juBtttores  of  Pictures  in  the  National  Gallery,  1st  and  2nd  series,  square,  each  21s  .  lieU  ds  DoXdy    1844 

™^(H^)  Geometrical  Drawing,  Text  Book  of,  roy.  8vo,  21s /.  Chapman  ...1849 

Huung  Guide,  containing  the  particulars  of  each  Mine,  ISmo,  2s  6<i    OjSre 1853 

• StatisticBof  a.  K.,  1855,  6,  7,  S(Ptl),  &5U,  e.ls6ti;  68  (Pt.2),  &60,e.3s6d  Longman  1861 

rr: ISei  and  I862,  each  2s Longman  1861 

j™«  (^.<fe/.)  Guide  to  Cutting,  for  Tailors,  roy.  Svo,  in  plates,  4to,  40s Minister 1853 

HuusUr  and  People;  Lights  and  Shadows  in  a  Pastor's  Lifo,  12mo,  2s Nelson    1853 
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Minister  8  Sermon  Register  and  Common  Place  Book,  by  a  Clergyman,  cr.  8to,  ia  ...  Simpttn iS6i 

Ministers  and  their  Stipends,  Register  of ,  1667,  4to    Maitland  Clidt  n.  d. 

Ministerial  Recollections,  with  Pi^faoe  by  Rer.  Abner  W.  Brown,  feap.  8to,  2s  6d  ...    Werduim  i86i 

Ministry  of  Consolation:  Confession  for  Members  of  the  Church,  18mo,  Zt Mculen 1854 

Miona  and  Godfrey*s  Travels  in  Many  Lands,  Y.  1,  Holland,  fcap.  8to,  7s   Smith  ds  Elder  1838 

V.  2,  Rhine,  Naasao,  &c.,  fcap.  Sto,  7«  Smith  A  Elder  1839 

Raymond,  a  Tale  that  Might  Hare  Been  True,  12mo,  2<  6d   RouUedye  1858 

Minnie's  Lore,  by  the  Author  of  A  Trap  to  Catch  a  Sunbeam,  &c.,  er.  8to,  6s    Loehcood 1861 

Minstrel  Collection  of  Pour-part  Songs,  4to,  5s Mua,Bouq.Of.  i860 

Melodies,  a  Collection  of  Songs,  18mo,  5s Lonffman  1838 

Minstrelsy  in  Solitude,  for  the  Chamber  rather  than  the  Church,  roy.  Sto,  12s  6<i  ...  A,  Jfall 1861 

Minton  (Rob.)  Kssay  on  Bookkeeping  by  Single  Entry,  post  Sto,  Is  6d Benntlt 1S57 

(Sam.)  ETangelicals  and  the  £(ittt6ttf^A,  8to,  Is  C<2 Sttley 1853 

Lectures  on  Unitarianism,  12mo,  2s Sedrjf 184.7 

Mintom  {Jno.)  Handbook  for  Modelling  Wax  Flowers,  12mo,2s  6cf,*47;  8  e.,18mo.  Is  Rout'Udye  i860 

Mintum  {R.B.)  New  York  to  Delhi,  post  8to,  7s  6<f,  Longman,  1858— red.  to  2s  6<f  Bicken iS6f 

Minaoios  {Pdix)  OctaTius,  transUted  by  Lord  Hailes,  lOmo,  8s  6d  MaaniUcm 1854 

with  English  Notes,  by  Holden,  post  8to,  9s  M Parker  dt  Son  1853 

Minutes  of  the  Committee  of  Council  on  Education,  1845,  2  t.  8to,  12s Parte*  dtSmii 845-6 

1846-7,  2t.  8to,  12s Parker d: Soni%^(»f 

1848-50,  2t.  8to,  each  lOs  6d  Parker  A  Son' 4^- s^ 

1851-62,  8to,  each  3s Pari.  Pap,  Annual 

Wesleyan  Methodist  Conference,  12mo,  Is  id Mamm Annual 

Mirabaud  (/.^.)  System  of  Nature,  24mo,  6s AUman n.  d, 

Mirabeau  (Cou»<)  Memoirs,  4  t.  Sto,  42* Churton 1836 

a  Life  History,  2  t.  post  Sto,  21j     Smith  d:  Eider  1848 

Miraflores  (Marq.)  ReTolucion  de  Espana,  3  t.  xx>y.  Sto,  36s Longman  1836 

Miracles  of  Christ  Explained,  18mo,  2a  M  SeeUy 1839* 

Illuminated  by  Humphreys,  square  Sto,  21s Longman  1848 

Illustrated  for  Youth,  ISmo,  laM    Rel.  Tract  Sac  1843 

Nature  and  MarTels  of  Art,  4  t.  16mo,  each  Is,  A.  Hall;  2  t.  each  Is  dd  R,  7*.  Clarke ...  1850 

-  12mo,  8s6<2 Dean i86a 


Miracles,  No  Antecedent  Impossibility,  Sto,  Is    JM.d:J,Parkeri%6i 

Mirage  of  Life,  18mo,  Is   Rel.  Tract  Soe,  1850 

Miranda,  a  Book  on  Creation  and  ProridenUal  Administration  of  the  World,  Sto,  6s  Morgan i860 

Elliott ;  or,  the  Voice  of  the  Spirit,  cr.  Sto,  5s  dd    Philadelphia...  lis^ 

Mirecourt  (Eugenede)  Napoleon  III.;   Victor  Hugo,  Sto,  each  2s  W.  Alian i860 

Miriam  May,  a  Romance,  4e.,  p.8To,10s6(f,iSa«i>d.<CrO.;  n.t.(Rail.Lib.),fp.ST0,ls6<i  Routledge i860 

Mirke  (/.^.)  Fables  and  other  Poems,  roy.  Sto,  Is  3d   Wkittaker 1851 

Mirkhoud's  History  of  the  Alabeks,  Persian,  edited  by  Morley,  Sto,  12s Or.  Text  Soc    1850 

Mirror  of  Life,  by  American  Authors,  iUust.,  xx>y.  8to,  18s  /.  CActpsum  ...1848 

My  Mind,  32mo,  3s   Simpkin 1840 

— —  the  GhnM^es,  12mo,  3s Wtiakbowme  ...  1^40 

■■  Young  Christians,  transl.  by  Lady  Law,  ISmo,  2s6rf Maaiera 1853 

Mirth  and  Metre,  by  Two  Meiry  Men,  er.  Sto,  Is  RotUledge  1854 

Miscelliknea,  Sto,  15s Snrteea Soe,  ...i860 

Biographica  :  LiTes  of  Oswin,  St  Cuthbert,  and  Eaton,  Sto,  10s SurteeaSoe.  ...1838 

Miscellaneous  Communications,  Sto,  15s  Camb.Ant,Soe.  1847 

Literary  Extracts  ancf  Fragments,  2  r.  post  Sto,  10s  Whittaker 1839 

Poems,  Sto,  Is Simpkin 1844 

■    by  a  Retired  Naval  Commander,  Sto,  3s  6d Painter 1846 

AM)«r,  Sto,  15s  Hookkam  1838 

Beta-Pi,  fcap.  Sto,  5s    TaUant 1861 

E.  B.,  12mo,  2s WkiUaker 1847 

Sermons  byClei^menof  Church  of  England,  edit,  by  Lee,  p.  Sto,  Ss  6d  Maatera i860 

— ^— Thoughts  on  Men,  Manners,  and  Things,  Sto,  Ss  td    Miller    1838 

TransUtions  from  Oriental  Languages,  V.  1,  Ss  ;  V.  2,  7s Or.  Trana,  Fd.n.  d. 

Miscellany  of  Popular  Scottish  Poems,  with  Notes,  ISmo,  Is C%aiii5ers  1861 

the  Celtic  Society,  20s Celtic  Soeie^...i$4^ 

Irish  Ardueological  Society,  Ss Jriah  Arc  Soe,  1846 

Mischief  of  the  Muses,  Poems,  Sto,  5s Bogue    1847 

Mischna,  Eighteen  Treatises  on,  transL  by  De  Sola  and  Raphall,  Svo,  7a  6d    Sherwood  1843 

Miaer*s  Secret ;  or,  Days  of  James  L,  a  NotoI,  3  t.  post  Sto,  81s  6d  Saundera  ds  O.  1850 

Misrepresentation,  a  NoTel,  3  t.  post  Sto,  31s  6<f    BenUeg 1840 

Miss  Aylmer ;  or,  the  Maid's  Husband,  a  Novel,  3  t.  post  Sto,  31s  6d    ^ Bentleg  1840 

Simmons^s  D6but,  sm.  4to,  5s;  cold.,  7s  6(f    CnndaU 1849 

Missing  Link,  by  L.  N.  R.,  new  edit.,  12mo,  8s  6cf ;  cheap  edit.,  Is  dd  Niabet    1861 

Missing's  Extracts  from  Mason's  Communicant,  Is  Niabet    1840 

Mission  Field:  Record  of  Society  for  Propagation  of  the  Gospel,  er.  Sto,  3s  BelldslkUdy  Ann. 

Missionaiy  Book  for  the  Young,  ISmo,  Is ReLTraetSoc  1841 

— ^^  Enterprise:  DLsoourses  by  American  Authors,  edit.  Baron  Stow,  12mo,  6s  /.  C%apmaii  ...1849 

Guide  Book,  Sto,  with  Map  in  Case,  lOa  6d  Seelqf 1846 

Lays,  and  other  Poems,  by  Adeline,  ISmo,  2s   Maaon   1849 

■  Memorial,  edited  by  Pieraon,  12mo,  sd.,  Is  dd\  d.,  2s    W.  ColUau...,    1853 

" —  Minstrel,  for  Use  of  Misaionariea,  32mo,  2s  A*is6ef    1836 
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Miadonaiy  Prince  and  the  Brothen,  a  Wayside  Lesson,  18mo,  It  6d New  York i860 

Psalmist,  82mo,  2s    Sedey 1836 

Beeoids:  Various  Conntries,  new  edit.,  18mo,  each  1«  6d    Mel.  TraustSoc.  1857 

North  America— Northern  Countries— Sandwich  Islands. 

Repository  for  Youth,  12  v.  18mo,  U  6rf  each    SfUfw    1839-51 

Sermons  at  Hagley,  l^  various  Clergymen,  12mo,  8«  6<i    Belltk  Daldy..  i^SS 

Missionary's  Daily  Text-Book,  2nd  edit.,  ISmo,  3«  6e2    RivinsfUm  1859 

Mister  Pox,  by  Comus,  4to,  2»  6d NeUon  1857 

Mistletoe,  a  German  Tale  of  Christmas,  12mo,  b%  AUman 1846 

Misty  Horaing,  a  Tale,  i2mo,  2s  6d HouUUm   1857 

Mr.  Arle,  a  Norel,  by  Author  of  Ethel,  &c.,  2  t.  post  Sto,  21j   HmstAB,   ...1856 

—  owi  Mrs.  Aaheton,  a  Norel,  3  T.  post  Svo,  31«  6d  Hunt  A  B,    ...1859 

—  Bsmaclea  and  his  Boat,  with  Etchings  of  Fishing,  obi.  5s  Whiitaker 1856 

—  Pkusible  Prate  ;  or,  Adrentures  of  an  Assurance  Agent,  p.  Svo,  Is J  as.  Blackwood  1%  $6 

—  Warrenne,  the  Medical  Practitioner,  3  v.  post  8to,  31«  6d Bentley 1856 

Mrs.  Boss's  Niece,  by  Author  of  Stories  on  Prorerbs,  18mo,  2s Mozley  1858 

CleTehuid  and  the  St.  Claire,  a  Novel,  8  v.  post  8vo,  81«6<i Bentley 1834 

Delectable  and  her  Pupils,  12mo,  8s    Cunning1ujim...i^^S 

Maberley  ;  or,  the  World  as  it  Will  Be,  a  Novel,  8  v.  post  8vo,  24s   Macrone 1836 

—  Fsrtmgton*s  Tea  Party  and  Trip  to  Paris,  cr.  Svo,  Is    Jcu^BlackvooodiSss 

Wiggena's  Trip  to  Sea,  Svo,  4s Wfiitt4iker 1843 

Mitchell  {A.)  Memoirs  and  Papers,  by  And.  Bisset,  2  v.  Svo,  80s CkapmandeH,  1857 

(il»$r.)  System  of  Modem  Geography,  roy.  4to,  6s    Lfw    ,....1853 

(61)  Newspaper  Press  Directory,  roy.  Svo,  2s MiteheU    ...Annwd 

{Col.)  Expedition  into  Interior  of  Eastern  Australia,  2  v.  Svo,  40j  Boone 1838 

Tropical  Australia,  Svo,  21s Longman  1848 

~   Fall  of  Napoleon,  an  Historical  Memoir,  8  v.  post  Svo,  27s    Nidcition  1845 

Life  of  Wallenstein,  Svo,  12s Nickisson  1837 

Origin,  History,  &c.,  of  the  Bomerang  Propeller,  Svo,  2s    Boone 1853 

-"       •  "    -        -     -       ^       -  ..  g 


Thooghts  on  Tactics  and  Military  Organisation,  Svo,  10s  6d   Longman  1838 

—  (C^.)  Beeord  of  Events  in  History  of  the  Jews,  Svo,  7s  6d Longman  1849 

—  (Z)aif.)  Christian  Fidelity  in  the  House  of  Mourning,  ISmo,  Is  6d Hamilton 1849 

(Z>.  IF.)  Ten  Years  in  the  United  States,  post  Svo,  9s Smith  d:  Elder  1861 

—  (Do*,  tf.)  Dream  Life,  12mo,  2s  6d    NeUon    1853 

~  (^Ztt  IT.)  First  Fruits  ;  Poems,  12mo,  fis HuntAB i860 

The  Lighthouse,  a  Novel,  2  v.  post  Svo,  21s SaundendtO.  i860 

Wild  Thyme,  Verses,  fcap.  Svo,  6s BelltbDaldg  .1861 

—  (jP.-«r.)  Memoirs  of,  by  her  Husband,  ISmo,  2s  6d   » Maton    1844 

((?.)  Letters  to  Earl  Eussell  on  Events  at  Warsaw,  Svo,  Is Bideen i86a 

((?ra.)  Young  Man's  Guide  against  Infidelity,  12mo,  2s  Longman  1848 

{Jot.)  Encyclopedia  of  Arts  and  Sciences,  Svo,  21s    Tegg  1839 

• •   (/.)  Introduction  to  Writing  of  Latin  Exercises,  ISmo,  Is  6d C.  Bf.  Law 1858 

(/oAii)  Rve  Years  in  British  Prisons,  12mo,  6s New  York 1854 

• London  Thoroughfares,  2s  6d Stanford    1857 

Manual  of  Agricultural  Analysis,  12mo,  4s,  iS^mpitfn,'45;  n.  ed.  8s  6d  Orijin    1851 

pEsctical  Assaying,  Svo,  10s  6rf,  1849;  new  edit.,*  21s BaiUO^ 1854 

■ — ■ Treatise  on  the  Adulterations  of  Food,  12mo,  6s Bailliire    ......1848 

Truth  about  America,  the  Electoral  System,  poet  Svo,  Is  6d  Longman  i860 

~  (/. IF. 5.)  History  of  Freemasonry,  2nd  ed.,  2  r.  Svo,  72s   Marietta  i860 

• (Zr.)  Christian  Mythology  Unveiled,  Lectures,  Svo,  6s B.  D.  Couiint  184* 

(Jfoia)  Five  Sermons,  Svo,  8«  6d    Straker 1848 

(iV.)  Eventful  Epoish,  8  V.  post  Svo,  81s  6d  Simpkin 1846 

— •  (O.M.)  Orbs  of  Heaven,  PUnetary  and  Stelkr  Worlds,  post  Svo,  2s  6ei RoutUdge i860 

12mo,  8s  6df  NeUon,  '59  ;  by  Glaisher,  12mo,  2s  ...  Ja$.  Blacktpood^^€o 

■ — ■ and  Popular  Astronomy,  new  edit,  12mo,  69 Routledge  1861 

Popular  Astronomy,  cr.  Svo,  2s  6d   Routledge  i860 

•{T.)  Palestine  Revisited,  and  other  Poems,  12mo,  8s   Webster 1858 

(f.i2.)  Deafness,  its  Cause  and  Cure,  Svo,  2s    Longman  1859 

Matter  and  Statics,  post  Svo,  Is  6d  Ifoulston    1856 

:  Memoir  of  W.  Guthrie  and  Bevival,  cr.  Svo,  2s6cf,  Nisbet  j  Is Tretidder 1860 

Use  of  the  Speculum  in  Diseases  of  Females,  Svo,  4s  6d Longma,n  1849 

{W.M.)  Game  Book,  Ulustiated  by  Aiken,  obi.,  8s  6d  MitcheU 1840 

Shilling  Series,  Charlotte  Temple,  Cream  of  the  Poets,  ISmo,  each  Is    Alien  ds  Co.  ...1850 

Traveller's  Guide,  United  States,  ISmo,  6s  New  York 1851 

Undeiground  Railroad  from  Slavery  to  Freedom,  2nd  ed.,  fcp.  Svo,  Is  6el  Ttoeedie i860 

Work  Table  and  Embroidery  Frame  Companion,  82mo,  6s MitchtU  .^ 1838 

Mitchison  (If,)  Handbook  of  Songs  of  Scotiand,  with  Music,  post  Svo,  2s  M    Oriffin  ^ 1855 

Mitferd  (^t».J  Wilderness  of  the  World,  a  Novel,  8  V.  post  Svo,  Sis  6<i  - Newby  1856 

((?.iV^.)  Chronicles  of  a  Traveller,  Svo,  8s Ridgway    1840 

(/.)  Cursory  Notes  on  Beaumont  and  Fletcher,  Svo,  2s  %d    /.  A  Smith  ...1856 

Miscellaneous  Poems,  12mo,  5s J.  R.  Smith  ...1858 

(J. P.)  Treatise  on  Pleadings  in  Chancery,  by  J.  Smith,  roy.  Svo,  21s Stevens   1847 

(ifiss)  Atherton,  and  other  Tales,  3  v.  post  Svo,  31s  6d    Hurst  A  B,    ...1854 

Belford  Regis,  post  Svo,  10s  6<i,  S.  A  0.,  1837  ;  12mo,  8s  6rf Bentley 1849 

Country  Stories,  8  v.  p.  Svo,  81s  6<i,  Colhum,  1835  ;  12mo,  Is  T.  Hodgson  ...1850 

3  T 
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Mitford  (I/im)  Dramatic  Worki,  2  t.  post  8to,  2U Jfmntd:  B.  ...1854 

Her  Literary  life,  3  t.  p.  8ro,31«  6d;  2t.  21«,  '51:  n.  e.,  12i,  '56;  1t.6«  BtmtUf 186a 

-  Our  Village,  3  v.  post  8to,  24t,  WkiUdker ;  2  t.  12mo,  10s  ;  2  v.,  7f  H,  Bokm    1S61 


(JIT. jR.)  Physician's  Tale,  3  t.  post  Syo,  81«  W Hurst  Jb  B,    ,.  185^ 

{W.M,)  History  of  Greece,  8  t.  8ro,  84s,  rednced  to  52s  6<i ;  10  v.  12mo,  40s  i/.  O,  Boi»  ...1832 

Mithridates  ;  or,  Newman  on  Development,  its  own  Gonfntation,  8yo,  2s  6d CUavar  184^ 

Mitsoberlich  {E.)  Practical  Chemistry,  translated  by  Hammi<^  post  8to,  10s  6c2  WhiUaher 1831 

Mitschke  (/.-R.)  Art  of  Cutting,  4 to,  2s  6<i Author  185J 

Mixed  Poems,  by  a  Clergyman,  12mo,  5s Hope 185; 

Mnemonic  Chronology  of  British  History,  8to,  7f  HamiiUm  184; 

Moberley  (C.^.)  Pirbt  Praxis  of  Latin  Compoaition,  fcap.  8to,  2s6(i   NiUi  i86< 

■  — ^  Lectures  on  Logic,  12mo,  5s  J.H.AJ.Parhtri%^^ 

■  Stories  from  Herodotus,  18mo,  Ss Matien  184 

(Geo.)  Discourses  on  the  Sayings  of  the  Great  Forty  Days,  8to,  10s  6d    ...  Rivingttm  184 

Essay  on  the  Law  of  the  Lore  of  God,  18mo,  8s  <M NuU  185. 

■  Introduction  to  Lc^e,  12mo,  2s  6<i Rivin^Um  183 

— -^ Practical  Sermons,  8vo,  lOs  6<j BUim^ftom  183 

Remarks  on  Essays  and  Beriews,  8to,  2s    J.H.AJ,PairktriU 

■  Sermons  at  Winchester  College,  2  ▼.  12mo,  each  0s  6d  RivingUm  ...1844- 

on  the  Beatitudes,  with  others,  8to,  lOtM J./fd^.ParkeriU 


•^— Studies  and  Discipline  of  Public  Schools,  2s  6(2   Riringtom  18^ 

{OM.)  Christians  in  Rome  during  the  First  Three  Centuries,  2s    Wkittaktr i8f 

Mock  and  Real  Turtle,  Illustrations,  fol.,  12s   Bitgarik 185 

Modem  Architeoture  :  Villas  in  Suburbs  of  London,  1st  series,  fol.,  31s  M J.  WiUiama  ...184 

2nd  Ic  8rd  series,  folio,  each  21s  J,  WilHami  4M 

Art  and  Liring  Artists,  18mo,  2s WhiUaker 1841 

"  of  Cookery,  with  Useful  Receipts,  12mo,  4s  6ci    BamUion  i84i 

Blue  Belles,  by  One  who  Watches,  12mo,  Is  6d Mortimer  184; 

Education,  by  B.  L.,  post  8vo,  Ss  6rf  CadeU    184 

French  Life,  edited  by  Mrs.  Gore,  St.  postSvo,  81s <W Beniley 184: 

Geography  Simplifie<l,  12mo,  Ss,  .1856  ;  new  edit.,  2s SimmtA  M^I...\%y* 

' History,  new  edit.,  12mo,  8s  0d  (Bducationai  Course)    ChamUen  i86{ 

of  Rome,  8to,  8s  6d   Lfrngwum  185! 


Household  Cookery,  by  a  Lady,  with  an  Introduction,  new  e.,  fcap.  Sto,  8«  M  NeUon  i86c 

Life,  and  other  Poems,  post  8to,  «s B.  Bajfna 184^ 

Minstrelsy,  Original  and  Select  Poetry,  12mo,  5s  OroomMdpe  ...lik 

• Manicheism,  Labour's  Utopia,  and  other  Poems,  12mo^  8s  6d  /.  W.  Parker  185^ 

Metre  :  a  Medium  for  the  Poets  of  the  Day,  1st  series,  post  8to,  5« 2\ittant 18^ 

— ^—  Miracles  Condemned,  18mo,  ls6d Painter 1843 

Orator:  Speeches,  2  t.  roy.  8to,  42s  AgloU    184J 

Burke,  lOs— Chatham,  6s— Biskine,  5s->Pox,  21s~Sherida]i,  4s. 

Orlando  ;  Cantos,  1-7,  8vo,  6s  CMwm 1846 

Poetry,  82mo,  8s BamiUam 1840 

Pulpit  Eloquence,  Sermons,  by  English  Dirines,  fcap.  Sto,  5s  Orijfin    i860 

■■■■     ■  ■    Syrians  ;  or,  NatiTO  Society  in  Damascus,  fcc,  post  8to,  10s  6c{ iMmgmmm  1844 

Theme  ;  or.  Education  the  People's  Right,  Im.,  12mo,  Ss  M Noulete*  i8m 

MoShler  {J.A.)  Symbolism ;  or.  Catholic  and  Protestant  Doctrines,  2  v.  8to,  14s Dolvum 1847 

Moeran  {B.B.)  Sermons  on  the  Nature  of  Faith  in  Christ,  12mo,  8s  6d    Wertheim  185s 

Moffat  (/.C.)  Study  of -Esthetics,  cr.  8to,  7s  OneinuaH i8s< 

(J,M.)  Boy's  Book  of  Science,  16mo,  7s  6<i   Tegg  1841 


-{Robt.)  Farewell  Serrices,  edited  by  Dr.  Campbell,  12mo,  2s Snow 184] 

Missionary  Labours  in  South  Africa,  8to,  12s  ;  roy.  8to,  8s Snow 184s 


(T.W,)  Selections  from  Bacon,  8to,  9s  Orr 1847 

Mogford  (ff.)  Handbook  for  the  Preservation  of  Picturss,  12mo,  Is  Wineor  A  N,   1851 

Mogg  iJ.F.)  Essay  on  Heraldiy,  8to,  2s  j  Is  6rf   Hardwkkt 1858 

Mogg's  Handbook  for  Railway  Travellers,  8rd  edit.,  fcap.  8to,  15s Megg i^4^ 

New  Picture  of  London,  new  edit,  18mo,  5s  Mogg...,: »M 

Omnibus  Guide,  roy.  82mo,  Is  ;  doth.  Is  6cl Mogg 'M 

Mogridge(i5.C.)  Poems,  12mo,  4s Judd  S  (Heu..i%sl 

(fieo.)  (Old  Humphrey)  Worka,i2eiLIVac<S(HJ.,/ro«teon,^'^ifrFoiTo«,  Tegg,  *c,ris.— 

Addresses,   18mo,  Is  6(2  Learning  to  Act,  ISmo,  Is  6c{ 

Alfred  MorUnd,  18mo,  Is  6d  — CouTerae,  18mo,  Is  (UL 

Boy's  Friend,  16mo,  3s  6d  Peel,  18mo,  Is  M 

Boy's  Work-Day  Book,  18mo,  8« Think,  18mo,  Is  M 

Calls  of  UsefukiesB,  18mo,  Is  6<2  Little  Budget  for  Giris,  ISmo,  Is 

Churoh-Tard  Lyrist,  12mo^  8s  6(2  Life  and  Character,  post  8to,  5s 

Countr}^;  or,  Old  Michael,  18mo,  Is  6(i  Loiterings  among  Uie  Lakes,  16mo»  2s  6(2 

Country  Pictures,  ISmo,  Is  6(2  London  in  May,  ISmo,  Is  id 

"—^  Strolls,  ISmo,  Is  6^  Memoirs  of  and  Gleanings,  ISme^  St 

Tales  for  the  Young,  18mo,  If  Mirth  and  Morslity,  ISmo,  2s  6d 

Friendly  Appeals,  ISmo,  Is  6d  Observations,  ISmo,  Is  6(2 

Half-Hours,  ISmo,  Is  6(2  Old  Sea  Captain,  16mo,  Ss  6<2 

Holding's  Addresras,  ISmo,  2s  Paul  Preston's  Voyages,  16mo,  Ss  6<2 

Hints  toS.S.Teaoh.,18mo,ls6(2  Peter  Parley's  Geography,  16mo,  Ss  6(2 

Indians  of  N.  America,  16mo^  Ss  *— -^  Great  Britain,  16nu)^  6s 
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Mogridge  (Geo.)  (CM  Homphrey)  Works,  continued" 
Peter  Pftriej's  Qreeoe,  l(5mo»  3<  6d  Serjeant  Bell,  16mo,  7s  64;^ 

Kythology,  16mo,  ds  6d  Soldiers  and  Sailon,  12mo,  5< 

Borne,  lUmo,  3<  6d  Sunny  Seasons,  18mo,  Is  6d 

Shipwrecks,  16mo,  3*  6d  Tales  in  Rhyme,  18rao,  ea  .1* 

Tales  about  Xmas. ,  16mo,  5«  Thoughts  for  the  Thoughtful,  ISmo,  U  Gd 

Pithy  Fkpers,  ISmo,  U  6d  Trarelier,  18mo,  Is  Bd 

Pleasant  Tales  for  Toung  People,  ISmo,  If  Uncle  Toby's  Addresses,  18mo,  U  6d 

Points  &  Pickings  about  China,  12mo,Ss6<{  Village  and  Vicarage,  18mo,  Is  6d 

Qaentin  Harewood,  16mo,  3«  (kL  Walks  in  London,    ISmo,  Is  6d 

Koial  Pickings  16mo,  5s  Wanderings  in  the  Isle  of  Wight,  18mo,  2s 

With  numerous  other  works  from  Is  6e2  downwards. 

Mohammed,  Life  and  Beligion  of,  transL  by  Merrick,  12mo,  10s  6d /.  Chapman  ...1850 

Ali,  Viceroy  of  Bgypt,  Life  of,  12mo,  3s Ohurton 1840 

Hasan,  Life  of,  transL  by  Belfour,  2  t.  8to,  each  10s  6d    OrUnt  Tr.  Pd.n,  d. 

Ben  Husa,  Algebra  «^  Arabic  and  Eoglish,  translated  by  Rosen,  8vo»  10s  Orient.  Tr.  Fd.n.  d, 

Ghnlam,  Colloquial  Dialogues  in  Hindustani,  12mo,  2m  ^d Tkacker 1859 

Mohammedan  Dynasties  in  Spain,  History  of,  2  t.  4to,  84s  Orient,  Tr,  Fd.n.  d, 

MoiiAo  lAl^sTraTels  in  the  Punjab,  Afghanistan,  &o.,  8vo,  16s AUen  ds  Co 1846 

Mohl  (if.  Von)  Anatomy  and  Physiology  of  the  Vegetable  Cell,  8to,  7s  M  Van  Voorst  ...185a 

Molir(i^f«ii.)afuf  Redwood  <7A«opA.)Ptactical  Pharmacy,  8ro,  12s 6(2,'48'-'r.  4s  6<i  Waltm i860 

Mohan  {SirR.)  Some  Account  of  his  Life,  done  in  Verse,  by  Cayley,  8to,  2s  M    ....  Pickering 1849 

Moigno  {VAbU)  Traite  de  T61^raphie  Rlectrique,  2nd  edit.,  Sto,  with  AUas,  15f  ...  NuU 1851 

Moi]e(iNr.7.)(Soero,  a  Drama,  sm.  4to,  10s  6<i  Simpkin 1846 

Philip  the  Second,  a  Tragedy,  8vo,  8s  6c2 Simpkin 1849 

State  Trials,  Poems,  12mo,  6s Simpkin 184a 

Mfflr(Oav.}  Memoirs  of,  by  Reid,  12mo,  4s Hamilton 1856 

—  (Z^. if.)  Domestic  Verses,  12mo,  6s    Blaekmodt  ...1848 

Legend  of  G6n6vidve,  and  other  Tales  and  Poems,  12mo,  5s Blackwoods   ...1851 

Life  of  Mansie  Wauch,  new  edit.,  12mo,  3s  Blackwoods  ...1849 

• Poetical  Works,  with  Memoir  Vy  Aird,  2  r.  p.  8to,  14s,  '61  ;  2  t.  fp.  12s  Blackwoods   ...185a 

Sketches  of  Poetical  Literature,  1800-50,  12mo,  5s  Blackwoods  ...185a 

— ;-  {Geo,)  and  Spalding  {W.)  Treatise  on  Romance,  Poetry,  &c.,  post  8vo,  8s  6(2  .  Longman  1851 

MoisUr  {Wm.)  Memorials  of  Missionaiy  Labours  in  W.  Africa  k  W.  Indies,  12mo,  4s  Mason    1850 

Mojon  {BM.)  aiance  at  Natural  History,  square,  Is  td     Darton  1840 

Me  (£/.(?.)  and  Wilmere(ii^  Belgian  Episodes,  &c,  post  8to,  10s  6<2 Hogg 1861 

MoleschoU  {Dr.)  Chemistiy  of  Food,  by  Bronner,  post  8to,  Is  6d Boulston    1856 

Moksworth  (/,£,)  Domestic  Chaplain  :  Family  Sermons,  2  t.  8vo,  20s,  *38— r.  to  12s  Rivington  1854 

Sermons  on  Various  Subjects,  8to,  10s  6d Rivington  1853 

—  ■  {Miss)  Clande;  or,  Double  Sacrifice,  a  Novel,  2  y.  post  8to,  21s  Colbum 1850 

— ^— — —  Great  Experiment,  a  Novel,  3  t.  post  870,  81s  6d    Newby    1861 

Stumble  on  the  Threshold,  a  Story,  post  8vo,  10s  6d    Ollivier 1848 

J {W,N.)  Plain  Lectures  on  Astronomy,  post  8vo,  Is Simpkin z86a 

Molier  (/.il.)  St.  Anselm,  transL  by  Rymer,  12mo,  3s  Od Dolmen 184a 

MoUire,  Bottigeoia  Gentilhomme,  revue  par  Surenne,  18mo,  Is Simpkin 1857 

' Choix  dea  Comedies,  par  Ventouillac,  2  v.  18mo,  6s Tegg  1839 

Meilleures  Scdnes  de,  par  Dubuc,  12mo,  4s  6<i    Blackwoods  ...1859 

• L'Avare,  revue  par  Surenne,  ISmo,  Is  :..  Simpkin 1857 

~ Le  Misanthrope,  et  le  Mariage  Foro6,  par  Surenne,  18mo,  Is  Simpkin 1858 

MoBsaris's  Sketch  Book,  roy.  4to,  8s;  coloured,  14s Bogite    1839. 

Molineitt  (T%o,)  Introduction  to  the  Globes  by  Maynard,  new  edit.,  12mo,  3» WhiUaker i86a 

Practical  Arithmetic,  2  Parts,  new  edit.,  12mo,  each  2s  C<i    Lmgman  186a 

-— Key  to  Part  1,  by  Hall,  12mo,  3s  Longman  n.  d. 

MoIUrd  (/«o.)  Art  of  Cookexy,  12mo,  6s Whittaker 1836 

Moller  {Oeo.)  Memorials  of  German  Gothic  Architecture,  2  v.  folio,  84s  ;  Text,  8vo,  8s  WecUe 1835 

HoUhansea  (A)  Journey  from  the  Mississippi  to  the  Pacific,  2  v.  8?o,  30s  Longman  1858 

MoUoy(i.ii.)  Validity  of  Presbyterian  Marriages,  8vo,  8s  6d  »Simpkin 1844 

"- — -(iS^icA.)  Plactical  Discourses  on  Faith  and  Morals,  8vo,  5s  Richardson    ...i860 

JjoUiiMaof  the  Great  Oolite,  by  Morris  and  Lysaght,  3  Pts. PaUsontog.Sociiso 

Mj  and  Kitty  ;  or.  Peasant  Life  in  Ireland,  post  8vo,  5s    Boston,  £/:&.. .1855 

Moltke(Ainm)  Russians  in  Bulgaria  and  Rumelia,  1828-29,  8vo,  14s    Murray 1854 

Mol^ax(Ca|M/)  Baptismal  R^neration,  12mo,  Is  6<i    Seeley 184a 

" — ^  Broken  Bread:  Short  Comments,  post  8vo,  5s,  '55;2nded.,  4s  6d  Nisbet i?6i 

"  ^  Lent  Lectures:  Gethsemane,  post  8vo,  As  6d Nisbet 1854 

' Israers  Future,  6th  edit.,  post  8vo,  4s  6d Nisbet 1853 

— ' — • World  to  Come,  post  8vo,  4s  64  NisbH 1853 

"~^ Sermons  preached  at  Lock  Chapel,  1860,  post  8vo,  Is Stephens i860 

—  Lord's  Supper  Explained  and  Applied,  12mo,  Is  6d Nisbet    1850 

j; -()fm.)  Poems,  post  8vo,  5s HantdsSon  ...1853 

Mooentom  Reflections,  byaLady,  12mo,  Is  6d Wileockson 1853 

ft>oentiof  ConsoUtion:  Poems,  12mo,  2s  Saunders  As  0.  1853 

Monunaeu  {Tkeod.)  Earliest  Inhabitants  of  Italy,  transl  by  Robertson,  8to,  2s Parker  dt  Son  1858 

rj     7 History  of  Rome,  transl.  by  Dickson,  8  v.  post  8vo,  28s  Cd Bentleg  .........186a 

aonacliologis  ;  or.  Handbook  of  Natural  History  of  Monks,  8vo,  5s Groombridge  ...12$% 

Honahaa  {H.J,)  (yRuark  ;  or,  Chronicles  of  the  BaUiquin  Family,  8vo,  7s  6<i  T.  Jones *  i8ca 
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Monastery  and  the  Mountain  Clinrch,  a  Stoiy-Book,  16mo,  4«  Murrey i8S^ 

Monastic  and  Social  Life  in  England,  Twelfth  Century,  med.  8to,  2t Whittaier 1S49 

Ruins  of  Yorkshire,  edited  by  Churton,  folio,  121 12« i/ami7toii...i845-5t 

Monastier  {Ant.)  History  of  the  Yaudois  and  their  Church,  12mo,  it   JtH.  Tract  Soci^i 

Moncrieff  ((?.i2.)  Confirmation  Records,  12mo,  U  6d  MadnJtotk 1S5; 

■  (/.)  Address  on  Jurisprudence  and  Amendment  of  the  Law,  8?o,  \t    ...  jAm^man  \%^^ 

(L.A.)  HerbeH  Percy  ;  or,  Christmas  to  Easter,  18mo,  2t  6d  NiAet    i86» 

{W,T.)  Selections  from  Dramatic  Works,  3  t.  Sto,  81«  6d Lacy 1851 

Honoriff  {Bern,)  England  and  Russia,  Natural  Allies,  12mo,  4<  M  HanUUm 1S56' 

— — German  Grammar  on  a  Simplified  Method,  post  8to,  Is  6c{  Longtium  1856 

Philosophy  of  the  Stomach,  12mo,  2«  6rf Longman  1856 

Mono  {P.)  Treatise  on  American  Engineering,  4to,  withfol.  toI.  of  plates,  8/8« New  York 1855 

Mooette  (Jno.)  DiscoYery  of  the  Valley  of  the  MissisBlppi,  2  t.  Sto,  82s New  York 1846 

Money  {£dw.)  Residence  with  the  Bashi-Baiouks,  post  8to,  7s CkapmoM  Jk H.its^ 

Wife  ftnd  the  Ward,  a  Norel,  poet  8vo,  5s    Boutledge  1859 

{J,W,B.)  Jsira  ;  or,  How  to  Manage  a  Colony,  2  t.  cr.  8to,  21«    HurttAB,    ..1861 1 

■  (Mn.)  Suggestive  Thoughts  in  Pilose  and  Verse,  12mo,  4s  ^    Weriheim  i86» 


Money  and  its  Influence,  a  Tale,  from  the  German,  12mo,  2i Wertheiwk  1851 

How  Old  Brown  made  it,  &c.,  8vo,  2  Pts.,  each  Is ;  4to,  fine  paper,  complete, 5s  Adsermatm  ...1851 

^— ^ to  Get,  How  to  Keep,  and  How  to  Use  it,  a  Guide  to  Fortune,  12mo,  Is  ...  Cooke 1853 

Money-Bag;  or.  Literature,  Politics,  and  Finance,  Svo,  7s  M   Oakey    1858 

Moneypenny  (D.)  Additional  Remarks  on  the  Scottish  Poor  Iaw,  8to,  2s  M Longtuan  1841 

— * >  Proposed  Alteration  of  the  Scottish  Poor  Laws,  Svo,  2» Longman  1840^ 

Remarks  on  the  Poor  Laws,  Scotland,  8vo,  12s  Benning 1836" 

Mongan  (R.)  English  Etymological  Spelling  Book,  12mo,  Is  6d Simpkin i86t 

School  and  University  Eton  iktin  Grammar,  12mo,  2s Simpkin 1861 

Virgil— Bucolics,  Geoigics,  and  £neid,  with  Notes,  fcap.  Svo,  8s Simpkin 18S0 

MoDge  (0.)  Elementary  Treatise  on  Statics,  transl.  byW.  Baker,  12mo,  St  Del/  1851  I 

Monier  {Jo».}  French  Revolution,  a  Poem,  Canto  IL,  post  Svo,  Is  6d    Boswortk  1S54  | 

Monk  (C.J.)  Golden  Horn,  and  Sketches  in  Asia  Minor,  jcc.,  2  v.  post  Svo,  21s Bentlej 1851 

(E.O.)  Anglican  Chant  Book,  16mo,  2s  ;  fine  paper,  4s J.II.<i'J.Parken%So 

{Gen.)  Life  of,  by  Guisot,  Svo,  12s  -red.  to  Ss,  Betitiey,  1838  ;  fp.  Svo,  Is  6d  H.  Bohn   1851 

(Zr.  H^.)  Interpretation  of  Revelation,  &c.,  12mo,  2$  6d Taliani  1859 

(Mar.)  Awful  Disclosures  of,  Svo,  2s  6d,  Houhton;  82mo,  Is AUman 1851 

by  Slocum,  ISmo,  3s  ;  Confirmation  of ,  ISmo,  3s    HodoondsSon  1837 

Monkeyana  ;  or,  Funny  Sketches  of  Merry  Moments,  16mo,  Is;  cold.,  Is6c{ Ikan 1853 

Monkland  {Mrt.)  NaboVs  Wife,  a  Novel,  8  v.  post  Svo,  31s  6ci Benilfy 1838 

Monks  of  Kilcrea,  a  Poem,  transl.  into  French  by  de  Chatelain,  12mo,  7s  6d  Pickering  1858 

and  other  Poems,  12mo,  3s  6rf,  Orr,  1853  ;  3rd  ed.,  p.  Svo,  7s  6<i  Bell  <fc  DoUy...  i86t 

Monmouth  (Dttke  of)  Life  and  Progress,  by  Roberts,  2  v.  p.  Svo,  24s~red.  7s  6d  ...  J.  R.  Smith  ...1844 

Monnerod  (Mad.)  Augustin,  the  Happy  Child,  a  Tale,  12mo,  8s  6d IlamiUon  1855 

Monod  (^<i«^.)  Discourses  on  Si  Panl,  ISmo,  2f !.  A. Hall 1853 

Temptation  of  Christ,  12mo,  Z»  6d  Partridge 1854 

■  Farewell  to  his  Friends  and  the  Church,  8th  edit.,  fcap.  Svo,  8s  6c{  ...  Ni^t i86t 

■        God  is  Love  :  Exposition  of  1  John  ch.  iv.,  v.  S,  16mo,  Is  6d SeeUg 1855 

Lucilla ;  or,  Reading  of  the  Bible,  ISmo,  2s  Ody\z ;  n.e.,  82mo,  Is  6d  ReLTmetSoc...Jis^ 

— -^ Sermons,  translated  by  Hickey,  Svo,  7«  6d Niehet 1849 

Way  of  Patience  better  than  that  of  Secession,  12mo,  2s  SeeUy 1849 

Who  Thirstsl  transl.  by  Wrenfordsley,  16mo,  Is  6d W.  AHaaa  1859 

. Woman;  Help  Meet  for  Man,  12mo,  3s  W.  AUan  1848 

Her  Mission  and  Her  Life,  new  edit.,  ISmo,  Is  6(f    A.  IfaU 1858 


Monomania,  a  Poem,  Svo,  4s  6<2    SaundenAO.  1843 

Menotessaron  ;  or.  Gospel  Recordsof  the  Life  of  Christ,  12mo,  3s  6d Whitfield  1851 

Monro  (wi /ex.)  Anatomy  of  the  Bladder  and  Male  Perinseum,  Svo,  6s    Whittaker 1842 

Essays  and  Lectures  on  Anatomy,  &c.,  Svo,  10s  6rf    WlUttaker 1840 

'  (B.J.)  Tables  for  CalcuUting  Measurement  heights,  Svo,  10s  Biehardtont  ...1858 

'      {Cec.)  Acta  Caacellari»,  from  Chancery  Records,  Svo,  26s   Benning,... 1847 

{Edw.)  Basil,  the  School  Boy  ;  or,  Heir  of  Arundel,  Srded.,  12mo,  8s6rf Matters i860 

CUudian,  a  Tale  of  the  Second  Century,  Part  1,  12mo,  2s  Mattert 1862 

Combatants,  an  Allegory,  12mo,  Is  and  2s Miutert 1848 

Daily  Studies  during  Lent,  12mo,  6t    J.If.AJ.Parkeri%s6 

Dark  Mountains,  an  Allegory,  12mo,  2s  and  Is  Mattert 1858 

•River,  an  Allegory,  12mo,  2s  and  Is  Mattert 1850 


-Fables,  Stories,  and  Allegories,  ISmo,  2t6d    Burnt    1843 

•  Harry  and  Archie,  12mo,  ls6rf Afcutert 1861 

•  Illustrations  of  Faith,  Eight  Plain  Sermons,  12mo,  2s  J. HJcJ. Parker \%fi2 

-Journey  Home,  an  Allegory,  12mo,  2s  and  Is Masters 1855 

-  Leonard  and  Dennis  ;  or,  the  Soldier's  Life,  a  Tale,  12mo,  7s  6d 3f asters 1856 

-  Nanny,  a  Sequel  to  Harry  and  Archie,  12mo,  Is Masters 1862 

-  Parochial  Lectures  on  English  Poetry,  12mo,  7s  6rf,  '56— r.  to  3s  6d...  Masters i860 

■ Paiiers,  12mo,  4s  Masters 1858 

Work,  Svo,  10s  6d J.H.AJ.Parkeri%si 

'  Pastoral  Life,  Part  1,  Svo,  7s  6d Masters 1862 

Revellers,  Midnight  Sea,  &c.,  Allegories,  12mo,  2s  and  Is    Masters    ...18I40-50 

.  Sacred  Allegories  of  Christian  Life  &  Death,  12mo,  9s,  '56;  n.e.,  7s  6d  Masters 1862 
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Homo  {Ed».)  School  Prayera  for  the  Ecclesiastical  Tear,  12iiio,  U  MasUn 1858 

Sermons  on  Responsibility  of  the  Ministerial  Office,  8vo,  7«  J.lI.ikJ,Parher\%s^ 

the  Characters  of  the  Old  Testament,  3  t.  12mo,  ca.  6*  6rf  Mcutttn 1858 

The  Parish,  a  Poem,  12mo,  9< JM.d,J.ParkeriZsi 

True  Stories  of  Cottagers,  18mo,  2»  Qd    MatUn 1850 

Vast  Armj,  an  Allegory,  12mo,  2«  6<i  and  U Afastera 1850 

View  of  the  Parochial  System,  8to,  9s J.ILikJ,Parkeri%so 

Walter  the  Schoobnaster,  12rao,  2j  6d Matters 1854 

(Hm.)  Articles  of  Reform  in  Priyate  Lunatic  Asylums,  Syo,  4«    Charchill  185a 

Ksaay  on  Stammering,  Svo,  2s  6d Churchill  1849 

-  Remarks  on  Nature  and  Treatment  of  Insanity,  Sro,  6«    Churchill  1 8  5 1 


(.)/ry.)  Walking  with  God  ;  or,  Early  Devotedness  &  Early  TransUtion,  3<  6d  Wertheim  186a 

(Vere)  Summer  Rambles  in  Syria,  2  v.  Svo,  24«    BentUy  1836 

MoDT03  (/.)  Company^ Drill  of  Infantry  of  the  Line,  32mo,  3«  New  York i86a 

lloDsell  {C.A.)  Sermons  ;  -Temporal  Punishment  of  Sin,  &c.,  12mo,  6»    J. /Lti: J.Parker i$^s 

{J.S.)  Hymns  of  Lots  and  Praise  for  the  Church's  Year,  12mo,  6t BeUd:  Daldjf...ii6% 

Pariah  Musings :  Derotional  Poems,  5th  edit.,  18mo,  2«  RivingUm  i860 

Prayers  and  Litanies  taken  from  Holy  Scripture,  16mo,  2«  6(2 Matters 1861 

Sermons  on  the  Beatitudes,  2nd  edit.,  12mo,  3s  6d  Parker  ik  Son    i86a 

Spiritual  Songs  for  the  Sundays  and  Holydays,  new  ed.,  12mo,  4s  6d  Parker  <C*  Son    1859 

Mooson  {Ld.)  Views  on  the  Isere  and  High  Alps,  folio,  84< Dalion  1840 

Monstrelet  {Eag. )  Chronicles,  from  Johnes's  Text,  2  t.  roy.  Svo,  24s    //.  Bohn    1 840 

Montagu  (^os.)  Essays  and  Selections,  12mo,  6s Pickering  1837 

• Inquiries  into  Effects  of  Fermented  Liquors,  3rd  edit..  Is  6d Simpkin 1841 

Selections  from  Bishop  Taylor,  Latimer,  &c. ,  1 2mo,  6s    Pickering  1836 

Thoughts  of  Divines  and  Philosophers,  2  v.  32mo,  4s Pickering 1835 

and  Ayrton  (S.)  Bankruptcy  Iaw and  Practice,  2nd  e.,  2  r.  Svo,  42s  Butterworths...ii^^ 

Supplement,  Svo,  5s    ...  BuUerwortha...j2^$ 

•  Neale  (WJ^.)  Law  and  PracUoeof  Parliamentary  Elections,  Svo,  10s  Stevens  1841 

(^.)  Ages  of  Female  Beauty,  4to,  21s    Bugue 1837 

-Compensation,  a  Tale,  12mo,  6s  Finney  1847 


—  (/»o.)  Memoir  of,  hy  W.  A.  Newman,  Svo,  16s    T.  Harrison  ...iSs$ 

-(/.^.)  Guide  to  the  Study  of  Heraldry,  4to,  ISs  Pickering 1840 


(XiOMtsa)  Landgrave,  a  Play,  post  Svo,  8«  SmiihA  Elder  1839 

• {M.M.)  Metrical  Version  of  the  Psalms,  12mo,  2s  6rf  ;  with  Notes,  Svo,  16s.  Hatckard 1851 

Seren  Penitential  Psalms,  in  Verse,  new  edit.,  Svo,  6s Hatchard 1851 

• (M.  W.)  Letters  and  Works,  by  Lord  Wharncliffe,  3  v.Svo,  24s;  n.e.,  2  v.,  ISs  Bentley 1836 

from  the  Levant,  Notes  by  St.  John,  12mo,  6s Virtue   1838 

. of,  edit,  by  Mrs.  Hall,  cr.  Svo,  7s  6d New  York 1856 

(X(2.J2o6l.)  Mirror  in  America,  Svo,  8s  6d Saunders  4b  0.  1861 

Naval  Architecture,  and  Treatise  on  Ship  Building,  post  Svo,  6s Colbum 1851 

— — Words  on  Ghuibaldi,  Is Jtidgteay    1861 

Montague  (^p.)  Articles  of  Inquiry,  with  a  Memoir,  12mo,  3s  Birington  1841 

(£. P.)  Narrative  of  Expedition  to  the  Dead  Sea,  12mo,  6s Wiley 1849 

{\V.)  Youth's  En<7clop»dia  of  Health  and  Sports,  16mo,  10s  6d A'mons   1838 

Uootaigne  (iftc^.)  Works,  edit.,  by  Haxlitt,  roy.  Svo,  15s     Templenum   ...1842 

— Biography  of,  by  B.  St.  John,  2  v.  post  Svo,  21*    Chapman  ds  H.i^^j 

Montalba  {A.R.)  ¥mXtj  TnLw  from  all  Nations,  sq.  Svo,  9s,  1849— red.  ^  ^   Chapman  tk  J7.1849 

MoDtarcis  {A.R.)  etMayeur  (S.)  Histoire  de  France  pour  les  Ecoles,  12mo,  3s  6d  ...  Law   1845 

Montaabon  (Mrs.)  Tear  and  a  Day  in  the  East,  post  Svo,  7s Longman  1846 

Moatefiore  {T,L.)  Catechesis  Evangellca,  Part  1,  St.  Matthew,  post  Svo,  6s  Od Longman  1861 

UoBteiro  (/>i^o)  Portuguese  and  EngL  Idiomatic  Phrases,  ISmo,  2s  6c<    Thimm  1858 

MoQteith  {A.)  English,  French,  Ital.,  Lat,  and  Spanish,  without  Master,  Svo,  ea.  2s  S.  Gilbert  ...1843-6 

French  at  Sight :  Gil  Bias,  Book  1,  12mo,  2j Kent  1853 

German  without  a  Master,  Svo,  7s  6rf  S.Cilheri   1844 

"— Introduction  to  lAtin,  ISmo,  Is  6<2  Varton  1854 

* ' Lessons  in  the  French  Language,  12mo,  Is   Allan 1851 

(i.i?.)  Letters  on  the  Evidences  of  Rsvealed  Religion,  12mo,  Is  6d Longman  1861 

•^ [Gen.)  Kara  and  Sneroum,  with  Campaigns  in  1828-9,  Svo,  16s Longman  1856 

' Narrative  of  the  Conquest  of  Finhind  by  the  Russians,  post  Svo,  9s...  Booth 1854 

—  {iiaj.Gen.)  Diplomatists  of  Europe,  from  the  French  of  M.  Capefigne,  fcap.  6s    ..  Nickisson  1845 

• -[Jos.)  Youth's  Manual  of  Geography,  Svo,  3s  6d   Low   1853 

MonUdth's  Handbook  to  the  Sights  of  Paris,  square.  Is   KetU  1855 

Montesquieu  (C)  Esprit  des  Lois,  12mo,  6s Didot 1844 

Montei  {Lola)  Arte  of  Beauty,  SecreU  of  a  Lady's  Toilet,  fcap.  8vo,  8s  6d   New  York 1855 

"~"^ — Autobiography  and  Lectures,  12mo,  Is  6d    Jas.  Blackwood tZ$i 

*- — Lectures  of,  with  Autobiography,  cr.  Svo,  6s  6d New  York 1858 

Montgomerie  (A fcA.)  Elements  of  Algebra,  post  Svo,  2s  6d Simpkin 1857 

(ilfrs.)   Delineations  of  Scripture  Characters,  12mo,  4s Nidet 2839 

^-— {Robt.)  Rose  of  Rostrevor,  a  Poem,  post  Svo,  4s    Hope 1855 

Montgomery  (Jfrs.il.)  Ashton  Hall  J  or,  Self-Seeking,  12mo,  3s  6rf  Rivingtons 1846 

Poems,  12mo,  3s6<i    Rivingtons 1846 

(Cora)  Eagle  Pass,  Svo,  3s New  York 1851 

" {Geo.}  Rome  and  the  Papacy  Inseparable,  Svo,  Is  Simpkin 1861 

(0-  W.)  Illustrations,  Law  of  Kindness,  fp.  Svo,  3s,  Nisbct,'^s  ;  6  e.  2s  6d  Groombridge ...  186c 
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MoDtffomerr  iO.W.)   lUuBtationa,  LawofEndiiesa,  12mo,  1«  !!*"4f"^ • 

Z 1 J NanaUve  of  a  Voyage  to  GuaUmala,  8vo,  U  M New  J^^  •  ••->»49 

(ff,)  Life  of  Prtrident  Taylor,  12mo,  69 Aubtam,  t^.&iSji 

(ff.n.)  Specimena  of  Early  Native  Poctiy  of  Ireland,  12ino,2#6rfj  n.e.,l«  Orr    i»5« 

fjat.)  Chriatian  CJorrespondent,  3  t.  12ino,  18#,  Ballr^rtd  to  12»   ...  Chidley 1*40 

Psalmist,  Hymns  selected  &orig.,  10th  ed.  24iiio,  IsM  Grifin,    iS6s 


-  Cotton  Manufactnies,  8vo,  8*6^,  Whittaktr -  t^.  to  8*    Griffi^n    iJsS 

Spinners'  Manual,  12mo,  1» (rn/fc*    i»55 

■  Spinning,  Theoiy  and  Practice  of,  8to,  9«  W WhiUaJcer 183* 


—  Hymna  for  Public  and  Private  Derotion,  18mo,  5s  6rf Longman  1853 

—  Memoir  and  Correspondence,  7  t.  post  8to,  ea.  lOt  6<<  Longman  ...1855-6 

of,  Poetical  and  PoUtical,  by  King,  12mo,  & Partridge 1858 


Poems,  selected  by  Willmott,  illust.,  sm.  4to,  21«  JlomHaige  1859 

with  Memoir,  n.e.,  iUuat,  fcap.  8vo,  5$  and  8j  6d AnUledge  1861 


Poetical  Works,  sq.  8to,  10«  6<i  ;  4  t.  fcap.  8vo,  20»— »cd.  14e  Longman  1855 

with  a  Memoir,  illns.,  fcap.  8yo,  3«  6d Jioulrion    1861 


Poets' Portfolio,  or  Minor  Poems,  12mo,  8< Longman  .     .'SjS 

Thoughts  on  Man,  with  Minor  Poems,  12mo,  8j  6ti Longman  1855 

-(/jw.)  Muriage  with  Deceased  Wife's  Sister,  8vo,  2$  6d  /....  Hamilton  ...   .1850 

Popery  as  it  exists  in  Oreat  Britain  and  IreUnd,  8to,  lOf  (W...  UamiUon  1854 

-(P.  F.)  Hours  of  Sun  &  Shade ;  Keveries  in  Prose  &  Vei»e,  12mo,  2a  M  Uroombridge  ...lis^ 

-  (Rob,)  Christian  life:  Sacred  Verse,  12roo,  7#6rf,  ^.//atf,'49;24mo,4«  Rivington  1853 

Christianity;  or,  Christ  AU  in  All,  12mo,4*«4i, if oicAarrf '46;  U  Ward  d:  Lock    1854 

Church  Catechism  Explained,  18mo,  U   />«* '^55 

of  the  InTisible  ;  or.  World  of  Spirits,  82mo,  i»6d...  Darling 1851 


.  Death  and  other  Poems,  12mo,  79  6d   Simpkin 1835 

.  God  k  Man,  12i,  Longman,  'sc;  p.  8vo,  8a  Cd,  '54;  ch.  ed.,  la  Ward  S  Lode  1854 

.  Ooepel  in  Adranoe  of  the  Age,  8to,  12»,  Bamilton^'^%\  4e.,  e»  RouiUdge  1855 

-  Great  Salvation,  and  our  Sin  in  Neglecting  it,  12mo,  5a Batchard 1846 

.  Ideal  of  the  EngUah  Chuitsh,  8to,  2a  6<i Smith  <fc  Elder  1845 

Luther,aPoem,10a6<i,V;n>y.8vo,la6d,Simi)I-iii,45;  12mo.6a  Jaa. BUiehwood  i%s^ 


■  Lyia  Christiana,  Poems,  Selected, 82mo,4a,i<«//<fc  />.,'5» ;  ^^^^  HonhUm    1862 

•  Messiah,  a  Poem,  12mo,  10a  6rf,  Simpkin,  1840  ;  5a -Batafer  1841 

.  Omnipresence  of  the  Deity,  n.e.,  18mo,8a6rf,  Battler,  49;  2*6d  Longman  1845 

.  Oxfoid,  a  Poem,  12mo,  7a  6<i,  1832  ;  new  edit,  4a    Whittaker 1840 

■  Poetical  Works,  6  t.  18mo,  l«t,  Ball,  1840 ;  6t.  12mo,  26s     Baider 1841 

Collected  by  Himself,  m.  8to,  20a,*53— r.7aW  Chnfin    

•Selection from,  by  Fair,  12mo,  2a  M    Dean 1854 


BeflecUTe  DisoourBea,  2nd  edit,  8vo,  10a  6d  BauUr  1844 


Religion  and  Poetry,  with  Essay  by  Gumey,  12mo,  5a   NiAei    1847 


Sanctuaiy:  Companion  for  the  Prayer  Book,  18mo,  5a  6ci Chapman  A H.i%SS 

Sacred  Gift,  8vo,  21a     FUktr    184* 

Meditations,  in  Verse,  8rd  edit.,  12mo,  5a i*.  Jatkeon   ...1847 


-  Satan,  a  Poem,  12mo,  8a  6d,  Simpkin  ;  new  edit.,  4a   Baisler  1841 

•Scarborough,  a  Poetic  Glance,  la  6rf Simpkin 1846 

-  Scottish  Church  and  English  Schismatics,  8yo,  Sa  Matter* 1849 

-Sermons,  8to,  10a  6d Battler  184J 


DniTersal  Pimyer,  12mo,  5a  6d Baider  1846 

. Woman,  fcap.,  7a  6<i,  TurriU,  new  edit.,  4a  BaiMUr  1845 

{W.P.)  On  Signs  and  Symptoms  of  Pregnancy,  8vo,  9a,  Bokn,*'^j  ;  25a  Longman  1856 

Month  (The):  a  View  of  Passing  Subjects  and  Manners,  16mo,  6a Bradbury 1851 

at  Kissengen  and  its  Springs,  by  ^  Englishwoman,  12mo,  3a  6d Longman  1857 

in  the  Camp  before  Sebastopol,  by  a  Non-Combatant,  post  8vo,  5a Longman  1855 

of  Adventures,  a  Tale,  18mo,  2a Harvey 1835 

the  Nativity  of  Our  Lord  and  Saviour  Jesus  Christ,  24mo,  la T.  Riehardton  1848 

Monthly  Packet  of  Evening  Readings,  V.  1  to  12,  ea.  Sa  (W  ;  V.  18  to  24,  ea.  5s  ...  Mozleg  ...  1851-61 

Months  (The),  Illustrative  and  Descriptive,  4to,  2t6d Jkuion  1847 

Montbolon  (Comt)  Captivity  of  Napoleon  at  St.  Helena,  4  v.  8vo,  56a Cdbnm 1846-7 

Monti  (2/.)  Italian  Grammar,  8vo,  6a  6<ij  Reader,  8vo,  6«  6rf  BottoH,U.&  ...185S 

-^  (Fin.)  Death  of  Basseville,  a  Poem,  poet  8vo,  2a Hattingt 1845 

Montmorency,  a  Roman  Catholic  Tale,  by  A.  M.,  12mo,  4a  6<i   ? Seeley 1847 

Montpensier  (MIU.)  Memoirs  of  ;  by  Herself,  8  v.  post  8vo,  31a  Gd  Colbum 1848 

Montrose  (If arj.)  Life  and  Wmes,  1612-60,  by  Napier,  12a,  '40  ;  n.  e.,  2  v.  8vo,  36a  HamUton 1856 

Memoirs  of,  by  Grant,  post  8vo,  6a,  1858— red  to  5s Routledge 1861 

and  his  Times,  Memorials  of,  2  V.  4to  Maitland  CL  ..n-o- 

Montrose,  and  other  Biographical  Sketches,  post  8vo,  6a Botion,  U.S.  ...1861 

Monumenta  Franciseana,  edited  by  Brewer,  roy.  8vo,  10a  Longman  1858 

Historica  Britannica ;  Materials  for  British  History,  61  5a— red.  to  42a .  Butterwortkt  ...1849 

Monumental  Brasses,  6  Parts,  4to Bedetiolog.Socn.d. 

and  Incised  SUbs  in  Belgium,  4to,  15a W.  Robiwton  ...iH9 

in  England,  8vo,  5a Rivington  1846 

Monuments  and  Rites  of  the  Church  of  Durham,  8vo,  10a Whittaker 1847 

Moodie(/.W'.)  Ten  Years  in  South  Africa,  2  v.  Svo,  28a    Bentley  1835 

(Mrs.S.)  Flora  Lindsay  ;  Passages  in  an  Eventful  Life,  2  v.  post  8vo,  21a  Bentlcy  1854 

— Life  in  the  Clearings,  teraua  the  Bush,  post  Svo,  10a  6rf Benikg 1853 


1885-1862]  HOODIE MOORE  633 


Hoodie  (drn.5.)  Mark  Honllestpne,  the  Gold  Worshipper,  2  t.  post  8vo,  21s  Bentify  ... 

Matrimonial  Speculationa,  poBt  8vo,  10#  6rf BentUy  ... 

Roughing  it  in  the  Bush,  2  y.  p.8T0,21s,*5s;  n.e.,10f  6^/53 ;  12mo,2i  Jientley  ... 

The  Monctons,  a  Novel,  2  v.  poat  8to,  2U  Btntley  ... 

Moody  {Clem.)  Bton  Ghreek  Grammar  in  EDgliah,  new  edit. ,  1 2mo,  4s   Longman 

Latin  Grammar,  new  edit.,  12mo,  2m  Qd... Lotiyman 

Exposition  of  the  New  Testament,  4to,  26« Tegg  

■  Latin  Accidence,  12mo,  If Longman 

■  Our  Cathedxala ;  are  they  to  be  Reformed  or  Abolished  f  8to,  2$ Lougman 


■  {Hen.)  Antiquarian  and  Topographical  Sketches  of  Hants,  12mo,  7a  M  Simpkin,. 

Archasobgical  Notes,  &c.,  on  Hants  and  Wilts,  12mo,  5«   Simpkin 

Hampshire  in  108<)  :  Transhition  of  Domesday  Book,  4to,  7i  6d J.  R.  Smith 


-{H.R.)  Hints  to  Toung  Clergymen  on  Form  and  Dnty,  new  edit.,  12mo,  2a  6d  RivingUm 

'(N,J.)  Helps  and  Hints  for  Bible  Readers,  12mo,  8s  6d    Wertheim  . 

■  Vine  brought  out  of  Egypt ;  or,  the  Twelve  Tribes,  12mo,  8s  6«( Seeley 


(Tko.)  Catechism  of  English  Grammar,  18mo,  Is  Judd . 

(T.H.)  Refutation  of  Astrology,  12mo,  6s  6<i J/amilton 


Moon  {RoU,)  Presnel  and  his  Followera,  a  Criticism,  8vo,  5s Relld:  Daldy,.. 

Light  BxpUined  on  Hypothesis  of  Ethereal  Medium,  8vo,  2s  6<i RtU^Daidg.., 

(Stzm.)  Gleanings  in  Prose  and  Ytrss,  12mo,  2s JIatehard 

Original  Tales  and  Sketches,  18mo,  28  dd  Longman 


Hoon*s  (The)  Histories,  16mo,  St  6d Cundall 

Moonshee  {1>.S.)  Sentences  in  English,  Hindoetanee,  Goosratee,  and  Persian,  fol.,  30s  Smith  <Cr  Elder 

Moor  {A.P.)  Cambridge  Theological  Papers,  new  edit.,  8vo,  7s  M Macmillan    ... 

{Edw.)  Plates  illustrating  the  Hindu  Pantheon,  by  A.  P.  Moor,  4to,  81s  M Williams  &  N. 

(E.J.)  Harvest:  MedlUtions,  12mo,  Is  6rf Wertheim 

Tracts  on  Common  Things,  1st  series,  12mo,  Is  6d Wetiheim 

' Wreck  of  the  Rock,  Meditatioos,  12mo,  2i  6d Wertheim  

(Jacob)  Greek  Grammar,  edited  by  Rowlatt,  12mo,  3s Jilackvoodt  .. 

Moor  Cottage  ;  a  Tale  of  Home  Life,  post  8vo,  6s   AfacmiUan    ... 

Moorat  {J.S.)  Translations  from  Metastasio  and  Lamartine,  12mo,  5s   Burm 

Moorcrofi  (IF.)  aiMi  Trebeck,  Travels  in  Himalaya,  2  v.  8vo,  30s Murray 

Moore  {Art.)  Compendium  of  the  Poor  Law,  Ireland,  12mo,  12s  Qd Benning 

Handbook  of  Railway  Iaw,  2nd  edit.,  cr.  Svo,  10s  6d SmithJe  Son  ... 

{A.J.)  Treatise  on  Benefit  Building  Act,  ^k1  William  lY.,  12mo,  8s  M Batterwnths ... 

• {A.  W.)  Corpulency,*,  tf.,  Fat  or  Embonpoint  in  Excess  ;  new  edit.,  post  8vo,  5s  Author  

{C.  W.)  Oudines  of  the  Temple  ;  or,  Masonry  in  its  Moral  Aspects,  12mo,  5s  ...  Cincinnati 

(^O   Memoira,  fcap.  8iy>,  9s PhilatUlphia... 

Sermons,  2  v.  8vo,  Ids New  York 

{DanJ)  Christian  Consolation,  Discourses,  5s  Gd,  1S48  ;  3rd  edit.,  fcap.  8vo,  5s  .  Kerhy    

System  Vindicated,  12mo,  6sj  Tyas,  1840 — red.  to  4s JI.  Bohn  


Daily  Devotions,  Prayers  from  N.  Test, 4 to,  12s,  '47;  8id  e.,  p.  Svo,  7s6rf  Kerby 

Discourses  on  the  Lord's  Prayer,  12mo,  5s Bowdery 

Family  Dutiea  :  Lent  Lectures,  1856,  12mo,  3s  6cf   Seeleyi   . 

Golden  Lectures,  3  v.  Svo,  each  6s Paul    i857--6i 

Hulsean  Prize  Essay  on  the  Mysteries  of  Revelation,  Svo,  3s  6ci Parker  ds  Son 

Sermons  before  Cambridge  University,  1844,  Svo,  4s    Clearer  

Thoughts  on  Preaching,  cr.  Svo,  7s  6(f Haichard 
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Rebellion  Record  :  American  Events,  V.  1  to  4,  Svo,  each  2Js New  yorib...i86i-a 


( Dav. )  British  Grasses  best  suited  for  Agriculture,  new  edit.,  foL,  10s  6d Groombridge . 

(/>./>.)  Devoted  One,  a  Tragedy,  and  other  Poems,  post  Svo,  6s   Baily 

— —   Hour  of  Retribution,  and  other  Poems,  12mo,  ^9  Baily 

{Edw.)  Fables  for  the  Female  Sex,  with  Cotton's  Vision,  24mo,  2t%d Rivinyton  .... 

« (E.D.)  Life  Scenes  from  Mission  Fields,  post  Svo,  6s Low   

{E.F.)  Report  of  Case  Gorham  v.  Bishop  of  Exeter,  roy.  Svo,  ISs  Stereftt  

■ Reports  as  to  Churches  of  St.  Paul  and  St,  Barnabas,  roy.  Svo,  12s    ...  Longman  .... 

• {Frofmk)  American  Eloq.  ;  Speeches  of  the  most  Eminent  Orators,  2  v.  Svo,  2Ss   New  York. 


Songs  and  Ballads  of  the  American  Revolution,  cr.  Svo,  7s New  York.. 

{F.W.)  Shilling  Handy  Book  of  London,  new  edit.,  82mo,  Is  Hardwicke.. 

{SirO.)  Memoir  of,  by  Major-General  Sir  R.  Gardiner,  Svo,  2t  6d  Murray 

(Oto.)  Causes  and  Treatment  of  PueqMBral  Fever,  Svo,  6$  6d  Jlighley 

Health,  Disease,  and  Remedy,  in  Rektion  to  Blood,  post  Svo,  7s  6 J Longman  .. 

■  Lo»t  Tribe^  Saxons  of  the  East,  with  Rock  Records  in  India,  Svo,  12s    Longman  .. 

Man  and  his  Motives,  3rd  edit.,  12mo,  6s Jiongman  .. 

Power  of  the  Soul  over  the  Body,  3rd  edit.,  12mo,  6i Longman  .. 

Use  of  the  Body  in  Relation  to  the  Mind,  5th  edit,  12mo,  6s Longman  .. 


-^O.B.)  Prineiples  and  Practice  of  Perspective,  Svo,  Ss  6d Walton  . 

of  Colour  applied  to  Decoration,  12mo,  2s  6d  Walton 


{O.P,)  Vocabulary  of  Western  Australia,  12mo,  is  6d  .* Orr 

{0,H.)  Treason  of  Charles  Lee  in  the  American  Revolution,  roy.  Svo,  10s  New  York  .... 

^ {Q.L.)  Domestic  Fractioe  of  Hydropathy,  Supplement  to,  Time,  2s  6<i   Sanderson .... 

Homoeopathy,  PopuUir  Guide  to»  2nd  edit,  32mo,  Is    Sanderson  .... 

—  {ffam.)  Nautical  Sketches,  post  Svo,  7s  6d  Painter 

{If en.)  Coontry  Attorney's  Pocket  Remembrancer,  new  edit,  12mo,  7s  Butterworths . 

loatniotions for  Drawing  Abstracta of  Titles,  new  edit,  12mo,  6s  Butterworths. 
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Moore  (^«i.)  Solicitor's  Book  of  Practical  Forma,  12mo,  7«  6rf   ButterworUu . 

(/.)  On  the  Structure  of  the  Lunga,  8to,  3s  6d Churchill 


{J<u.)  Homoeopathic  Treatment  of  Diseaaes  of  Cattle,  12mO|  2m  6d Sandermn  . 

Outlinea  of  Veterinary  Homoeopathy,  12mo,  fis SandatoH  . 


{J.C.)  German  Interpreter,  18mo,  6«  Let 

Life  of,  by  Mm.  R.  Smith,  8to,  9«  Simptin., 


(JrO.)  Patent  Office  and  Patent  Laws,  12mo,  6« Philadelphia.. 

^{J.U.G.)  Parochial  Sermona,  8yo,  8<  6d  Ni»fpH 

(J.S.)  EnglUh  Spelling  Book,  12mo,  1«  6rf Smith  Jt  Elder 

Pictorial  Book  of  Ballada,  8vo,  10«  6rf,  Washbonme^  '47  ;  new  edit,  14<  BeU<i'Dald^.. 

(J'W.)  Complete  Kncyclopeedia  of  Muaic,  roy.  8vo,  24s Una  York 

Letter  to  Dungannon  on  Ritea  and  Ceremoniea  Bill,  8to,  1« J. II. Ar J.  Parker 

{B.CA  Memoir  of,  by  J.  P.  K.  Henahaw,  8vo,  16« Wiley 

(JZ.&)  and  L0W17  {T,K,)  Queen'a  Bench  &  C.  Pleas  Orders,  2  pta.  12mo,  e.7s  6d  Benning 

{Balph)  On  Ventilation  of  Mines,  8vo,  5« HamiUon  ... 

{S.J.)  Zion*s  Service  of  Song:  its  Importance,  &c.,  12mo,  Ss IlamiUon  ... 

—  {S.O.)  Annie  Grey,  square,  boards,  Is WhiUaker  .., 

Family  of  Glencarra,  a  Tale  of  the  Irish  Rebellion,  12mo,  it  6d Whittaker  ... 

Sacred  Symbols ;  or,  the  Spirit  of  Nature,  18mo,  2f  6d Seeley 

Voice  of  the  New  Year,  18mo,  Is  6d   SeeUy 

^—(Thos.)  Poetical  Works,  10  ▼.  fcap.,  50s,  1843  ;  new  edit.,  85j    Longman  ... 

8vo,  21s  ;  People's  Edit.,  8vo,  12s  6d;  post  8to,  12s  6d  Longman  ... 

12mo,  Illustrated,  7s  6d,  Simpkin,  1862  ;  5s  and  3s  6d  Boutledge  ... 

12mo,  3s6<i ffoultton  ... 


Epicurean,  with  Notes,  new  edit.,  16mo,  5s  Longman 

Finden's  Beauties  of,  imp.  4to,  63s Chapman  d:  H, 

His  Life,  Writings,  and  Contemporaries,  post  8vo,  2a  6d Nevchy  

History  of  Ireland,  4  v.  fcap.,  24s,  1839— red.  ^  ^**  Longmam  

Irish  Melodies,  Orig.  Ed.,  with  Mu^ic,  am.  fol.,  10  Pts.,  ea.  15s;  Sup.,  5s  Power 1807-34 

by  Balfe,  folio,  25s,  1859;  new  edit.,  21s    Norello  .. 

Glover,  4to,  12s  6d    A.  HaU.. 

Sterenson  and  Glover,  imp.  8vo,  81s  6<i Longman 

—  People's  Efl ition,  4to,  1 2s Longman 


Harmoniied,  with  the  Words,  imp.  8vo,  15s    Longman  

with  Symphonies,  &c.,  4to,  4s  ;  folio,  18s... Mn$.  Bouq.  0. 

12mo,  platea,  10s,  1848  ;  16mo,  6s,  1848  ;  2s  6d   Longman  

imp.  8vo,  Illustrated  byMaclise,  68s, '45  ;  r.  8vo,  31s  6d  Longman  

. 8to,  illustrated,  21s,  1855 ;  new  edit.,  21s Longman  

32mo,  2«6rf,  1857;  Is  6<i  and  Is Field 

Lalla  Rookh,  8vo,  illustrated,  21s,  1839;  new  edit.,  15s Longman  

4to,  Illustrated  by  Tenniel,  21s Longman  

fcap.  8vo,  plates,  10s  6d,  1848;  16mo,  5s,  1848;  2a  M.  Longman  

32mo,  2s  6<i,  1854;  Is Longman 

Illuatrated,  sm.  4to,  15s,  Bcutledge,  1859  ;  12mo,  Is  M  .  BouUton    

-  32mo,  Is,  AUman  ;  Is,  Houlaton  ;  Is,  Boutledge  ;  Is  6<i    Field 


Memoirs,  by  Lord  J.  Russell,  8  t.  p.  Svo,  84s,  1852-6  ;  abr.  8to,  12s  6d  Longman  ... 

National  Airs,  imp.  8to,  31s  6(2 ;  4to  (People'a  Edition),  12s  Longman  .. 

■  Paradise  and  the  Peri,  4to,  Illuminated,  42s  Day  d:  Son 

Poetry  and  Pictures  from,  Illustrated,  4to,  21s  Longman  .. 

Sacred  Songs,  Symphonies,  and  Accompaniments,  sm.  folio,  16s  Loi^man  ... 

Songs  and  Ballads,  16mo,  5s,  1849;  82mo,  2s  6d Longman  ... 

32mo,  Is AUman  . 


Travels  of  an  Irish  Gentleman  in  Search  of  a  Religion,  12mo,  5s Dolman 

(T^os.)  Cultivation  of  the  Cucumber  and  Melon,  12mo,  5s     Groombridge . 

Ferns  and  Allied  Plants,  sq.  16mo,  10s  6<f,  Beere,  1S51 ;  3rd  edit.,  7s  M  Boutledge  .... 

-  fcap.  8vo,  3s  6d,  1861  ;  ch.  edit.,  1s Boutledge  .... 


of  Great  Britain  and  Ireland,  Nature  Printed,  folio,  62  6s Bradbury 

2  V.  imp.  8vo,  ea.  42s ;  n.  e.,  60s  Bradbury  ,.iZs^-6 


Field  Botanist's  Companion  :  British  Isles,  8vo,  21s Beere 

Handbook  of  British  Ferns,  new  edit.,  ISmo,  5s   Oroombridge 

Illustrations  of  Orchidaceous  Plants,  imp.  8vo,  70s   Willia    

Index  Filicum,  Part  1  to  20,  each  Is  Pamplin    ... 

Life  Melodies,  fcap.  8to,  4s  6(2 Moxon   

-(7*.  V.)  Prophets  of  the  Restoration,  Haggai  to  Malacbi,  8to,  14s New  York... 

—  {W.)  Memoir  of,  by  F.  Westlander,  post  8vo,  6s Nisbet    

—  Practical  Treatise  on  Pit  Machinery,  21s Author 


■(W.G.)  Dream  of  Life,  a  Poem,  12mo,  5s    Smith^Blder 

Sketch  of  Human  Nature  in  Innocency,  12mo,  2s  6d    Painter 


{W.J.)  Health  in  the  Tropics  ;  or,  Sanitary  Art  in  India,  8vo,  9s    ChurchiU  

Manual  of  the  Diseases  of  India,  12mo,  5s ChurchiU  

{Y.J.)  Anglo-Turkish  Bath,  with  Practical  Suggestions,  8vo,  ls6d Simpkin 

Moore  (The)  Rental,  edited  by  Heywood,  8vo   Cheiham  Soe.. 

Moorhouse  (/.)  Sermons  on  Modem  Difficulties  as  to  Facts  of  Nature,  fcap.  8vo,  2s  6d  Macmillan    .. 

Moorsom  {Capt.)  Organization  of  Steam  Fleets,  8vo,  4s,  Parker  d:  Son,  '54;.2e.  2s  6d  Stanford   

■  Principles  of  Naval  Tactics,  8vo,  5s Orr    
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Moonom  ((?.)  Lavs  for  Admeasarements  of  Tonnage,  2nd  edit.,  roy.  8to,  15f   Allen  d;  Co.   ...i^SA- 

{W.S.)  Hiatoricid  Record  of  62nd  Regt.,  roy.  8vo,  42»,  '60;  2nd  ed.,  81«6(/..    Bentley  i86i 

Moqain-l^don  (A.)  Medical  Zoology,  translated  by  Hulme,  post  8vo,  128  Qd  BaillUre 1861 

Mora  (^.i/^.c/e)  NarratiTe  of  his  Imprisonment,  12mo,  2«  JJeylin   1856 

Moral  and  Scientific  Dialogues  for  Youth,  2t.  12mo,  6«  Mcuson     n.cL 

Class  Book  (Edneational  Course),  n.  e.,  12mo,  Is  6d C/uimben  1861 

Courage,  and  other  Tales  (Juvenile  Lib.),  new  edit.,  18mo,  1« Chambera  i860 

Greenhouse  :  Hints  for  Young  Teachers  and  Young  Parents,  ISmo,  la J.JI.Jackaun  ...1852 

Instruction,  addressed  to  the  Working  Classes,  18mo,  2«  Simpkin 1836 

Flay  :  Wit  and  Science,  and  Poetical  Miscellanies,  8to Skaki*peare  Soc. n.d. 

Songs,  ISmo,  sd.,  Sd  ;  cl.,  la    Maatrra 1849 

Tides,  by  a  Father,  18mo,  2«  6d  Griffithd-F,  ...n.d. 

Morals,  a  New  Poem,  by  V.,  12mo,  Is  J/ope 1853 

from  the  Churchyard  ;  Fables  for  Youth,  16mo,  3«  6rf  C/tapman  d:  U.ii^j 

of  May  Fair,  a  Novel,  3  v.  post  8vo,  31<  6d,  Hurat  tSt  B.,  1858  ;  12mo,  2s  .    Ward  ds  Lock  .1862 

Koxan  {B.)  Footpath  and  Highway,  12mo,  7a  6d Philadelphia... \%SZ 

Morut  ((reo.)  Hints  to  HnslMinds  on  Man-Midwifery,  12mo,  Za Simpkin 1856 

Moiavian  Mission  in  North  America,  12mo,  4s Seeley 1839 

Moravians  in  Greenland,  18mo,  2a  6d  ;  m  Labrador,  18uio,  2«  6d    Hamilton  1854 

Morbida;  or,  Passion  Past,  and  other  Poems,  12mo,2«(>{^  SaunderadbO.   1854 

Mordaunt  Hall ;  a  September  Night,  8  v.  p.  8vo,  31«  6cf,  Colbam,  '49;  12mo,  laijd  Hodgaon 1853 

Mordecai  {A.)  Experiments  on  Gunpowder  at  Washington,  Y.  I,  I89;  V.  2,  9j< Waahington  1845-9 

{J,)  American  Magistrate  and  Civil  Offices,  2  v.  8vo,  32*  Philadelphia... i^^i 

M(a«  BzceUent  Way  ;  or,  Links  in  Lovers  Chain,  12mo,  5s i:ietley 1862 

Hints  on  Etiquette,  ISmo,  2s  6(i  Bogue 1837 

More  (/Ton.)  Works,  Miscellaneous,  2  V.  8vo,  24s Tegg  1840 

Poetical,  18mo,  4* ScoU  1838 

Selections  from,  9  v.  12mo,  ea.  3s  6(2 Jackson 1847-9 

Allegories,  new  edit.,  32mo,  Is Houhton  1848 

Cheap  Repository  Tracts,  3  v.  12mo,  10s  6d— red  to  7s  6d Ifoulston  n.d. 

Christian  Morals,  32mo,  2s  6d ". Ttgg  1841 

CcelebeinSearchof  aWife,  n.e.,  2  v.  32mo,  4s,  Bogue^  '40;  12mo,  IsCrf  KuiyhtA Son...i%^S 

byCobbin,  12mo,  3s Ajil'^U    1846 


Eaeay  on  Character,  &c.,  of  St.  Paul,  postSvo,  1837  ;  n.  e.  2  v.  12mo,  5s  Longman  1852 

Letters  to  Zachary  Macaulay,  ed.  by  A.  Roberts,  12mo,  5a... Aitbct 1860 

Life  and  Correspondence,  by  Roberts,  2  v.  post  8vo,  21s   »V<'('% 1838 

abridged,  12mo,  6s,  '38  ;  new  ed.,  3s  6rf  See/iy 1856 


by  Julia  Comer,  18mo,  2s  6d  Dcun  n.d. 

with  Notices  of  her  Sisters,  by  Thompson,  p.  8vo,  1 2s,  Cadell—r.  to 6s  //.  Bohn 1838 

Selections  from  her  Correspondence,  n.e.,  12mo,  Is  6d  and  2s  S(elcg 1862 


Pietas  Privata  :  Book  of  Private  Devotion,  32mo,  Is  6d;  16mo,  9a  6d...    Hard 1859 

Practical  Piety,  32mo,  2s  6<f ,  Longman^  12mo,  3s If. Bohn 1852 

18mo,  2»  6rf,  Tegg^  1839;  n.  e.,  32rao,  2a  6d Groumlyridge...  1859 


Sacred  Dramas,  32mo,  2s  6rf,  Tegg,  1839;  2«  6rf H.  Bohn    1850 

Spirit  of  Prayer,  12mo,  3s  6d  //.  Bohn    1843 

Stories  for  Middle  Ranks,  3 2mo,  2s  6d Ttyg  1839 

Tales  for  Common  People,  82mo,  2s  6(2 ^'^V.7, 1839 

(Af  . )  Mendip  Annals ;  or,  Labours  of  H.  and  M.  More,  ed.  Robert8,'4  e. ,  1 2mo,  4sCd  yirbk    i  S  6 1 

-  {Sir  T.)  Dialogue  of  Comfort  against  Tribulation,  post  Svo,  5s     JJohnan 1847 

Household  of,  by  Author  of  Mary  Powell,  post  8 vo,  7«  6rf  *  54  ;  n.  e. ,  2s  6t/  -1 .  Hu  II  1 8  60 

■ s Life  of,  by  Mackintosh,  12mo,  6s,  1844 — red.  to  3s  6d Longman  1844 

Walter,  12mo,  5« D"lman 1839 

Seeds  of  Knowledge,  square.  Is    De^n  1839 

Utopia;  or,  the  Happy  Republic,  12mo,  5s,  Virtue^  '49 — red.  to  2s  Crf    Jkunett 1850 

by  St.  John,  12mo,  6»— re<l.  to  4s  6rf   //.  Bohn  1845 

Moreaa  ( A . Z. )  Icones  Obctci.  ica,  by  Stretter,  fol. ,  63s  ;  coloured,  62  6s BfutUtre    1 841 

{F.  /. )  Practical  Treatise  on  Midwifery,  4to,  63s  ;  coloured,  62  5s Wiley   1 844 

Moredun  ;  a  Tale  of  the  1210,  by  W.  S.,  3  v.  post  8 vo,  31s  6rf L010' 1855 

Morehead  {Cha.)  Clinical  Researches  on  Disease  in  India,  2nd  edit.,  Svo,  21s L^mgman  i860 

{Robt.)  Explanation  of  Passages  in  St.  Paul's  Epistles,  12mo,  3s  6<2 Bdtii' Daldy...iSj^^ 

' Philosophical  Dialogues,  Svo,  5s  6(2 b'in^jikin 1845 

Morel  {C.)  Compendium  of  Human  Histology,  translated  by  Van  Buren,  roy.  Svo,  14s  BailUhe    i86i 

Maxell  (J.D.)  Analysis  of  Sentences  Explained,  new  edit.,  post  Svo,  2s  Theobald   1855 

CharacteristicB  of  Modem  German  Philosophy,  12mo,  Is  6c2  Whittaker 1856 

Elements  of  Psychology,  post  Svo,  7s  6c2   Theobald  1854 

English  Grammar,  12mo,  2s;  with  Exercises,  28  6c2   Ihimilton  1857 

Handbook  of  Logic,  2nd  edit.,  12mo,  2s Loriginan   1857 

Introduction  to  Mental  Philosophy,  on  the  Inductive  Method,  Svo,  12s  Lomjman  1861 

•  Lectures  on  Philosophic  Tendencies  of  the  Age,  Svo,  Sa  6rf,  1 848 ;  n.e. ,  3s  Theobald   1853 

Philosophy  of  Religion,  Svo,  12s    Lonf^man  18.  9 

Speculative  Philosophy  of  Europe  in  19th  Century,  2  v.  Svo,  24s Theobald   1847 

an(2  Ihne  (TK.)  Poetical  Reading-Book,  fcap.  Svo,  2«  6rf Hamilton  i860 


{J. R. )  Neighbours  of  Russia,  and  History  of  the  War,  1 2mo,  2s  6c2 Nth  on    1854 

Rossta  and  EngUnd,  1854,  12mo,  Is    Triib.ier 1854 

as  It  Is,  12mo,  Is  6c2,  1S64;  Is B.  ii-koye  i8?c 

3  z 
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Morell  (/. J2.)  EnaU  Self-OondeniBed,  Syo,  9i £ogv€    i8S4 

— —  Topography  and  History  of  Algeria,  8to,  6« Inffram 1854 

Turkey,  Part  and  Prewnt,  1864,  12mo.  It  RoutUdge  1854 

-^-^(^r».)  Catholic  Church,  an  Epitome  of  Sacred  History,  3rd  edit.,  cr.  8to,  1«   Simpkin l8(^o 

{Tho8.)  For  Whom  it  Christian  Baptism  Designed?  12mo,  3<  6d    HamilUm 1848 

^(T.T,)  Papa  and  Mamma's  Lessons  in  Arithmetic,  12mo,  1«  6d Dtan 1851 


Morentin  (M.  c2«)  R»len  and  Peoples:  an  Essay,  8vo,  2«  Triibner 1801 

Moresby  (R.)  and  Elwon  {T.)  Sailing  Directions  for  the  Red  Sea,  8to,  3< Allen  ^  Co.  ...1841 

Moreton  \a,H.)  Ciyilisation,  Treatise  on,  8to,  7s  6d Saunden  Jt  0.  1836 

Morevrood  {Sam.)  On  Inebriating  Liquors  and  Distillation,  8to,  I6t Lonffnuin  1838 

Morfit  ((7.)  Chemical  and  Phannaoentical  Manipulations,  8to,  14«   Philadelphia...  it^$ 

Manufacture  of  Soap  and  Candles,  8vo,  30< Philadelphia... lis^ 

' Perfnmeiy:  its  Manufacture  and  Use,  cr.  8vo,  9«    PhUaddpkia  ..1855 

Tanning,  Currying,  and  Leather  Dressing,  8to,  28f Philadelphia... \%(yi 

Morgan  (il.il.)  Eoclesiastes  Metrically  Paraphrased,  withillusts.,  4to,  21< Bosworth  1856 

The  Mind  of  Shakspeare,  12mo,  64  €<<,  i860  ;  2nd  edit.,  e«  Chapman  A  H,itii 


(A.ff.)  Poems,  post  8vo,  2s  6<i Sawders  d:  0.  1855 

(£?i>  C.)  Book  without  a  Name,  2  t.  post  8vo,  21«  Collntm 1841 

-{C<ea,)  Trinity  of  Plato,  and  of  Philo  Jud»us,  by  Holden,  post  8to,  4s Hamilton 185} 


(Gen.  D.)  Life  of,  by  J.  Graham,  cr.  8vo,  7s  6d New  York 1856 

»  (Dav.)  Treatise  on  Venereal  Diseases  and  Treatment,  I2mo,  2s  6d Philips  Son. ..i%S7 

—— ^  (JSUw.)  Heoord  of  the  Progress  of  Religion,  under  W.  Williams,  12mo,  2s Bughee  1847 

— — Voice  from  the  Continent,  12mo,  2«    Setley     1861 

(0,0.)  Practice  and  Jurisdiction  of  Court  of  Chancery,  2nd  ed.,  12mo,  18s    Wildy    i860 

^— — Settlers  in  Australia,  a  Prise  Poem,  12mo,  Is  6d Simphin 1846 

Statutes,  General  Orders,  Court  of  Chancery,  Srdedit.,  12mo,  28«  ...  Steven*   1861 


-AO.T.)  First  Principles  of  Surgery,  8vo,  18« Highley 1840 

'(H.A.)  Problems  and  Examples  in  Mathematics,  post  8to,  6s  6d Belld:  J)aldy...ii^i 

—  (Ja$.)  Bible  Lessons  for  Sabbath-School  Teachers,  2nd  edit,  12mo,  3s HamUUm  1861 

Hidden  Life  ;  Exposition  of  Romans,  Ch.  5,  t.  1-6,  12mo,  2s  6d  ...  Hamiltrn  i8$6 

— Lord's  Supper,  fcap.  8?o,  4s J/amilton 1850 

—  Rome  and  the  Qospel,  12mo,  2s  IfamiUon 1854 

The  Penitent:  an  Exposition  of  Psalm  LL,  I2mo,  8s  HamiUom i8s5; 


~(Jno.)  Lectures  on  Diseases  of  Eye,  by  France,  8to,  2e.,  18s  — red.  12s  6d...  HighUy 1853! 

Poetical  Works,  12mo,  2s  6c2  Uarrey 1844 

Sketches  of  Celebrated  Canadians,  8to,  14s  Qttebee   i86a 


-  (/.  F. )  EngUnd  under  the  Norman  Occupation,  poet  8to,  4s    William*  <£>  A^  1 8  58 

>  (J.H.)  Account  of  the  Aurora  Borealis,  1846-7,  roy.  8to,  6s Bell  db  Daidy  .il^% 

'(J.M.)  Christian  Commonwealtb,  4to,  12s  6{f;  12mo,  2s6<f L<mgman  1850 

Colloquies  on  Religion  and  Religious  Education,  12mo,  2s  6e{ Longman  1851 

Extracts  in  Aid  of  Moral  and  Religious  Ttaining,  12mo,  8s  6cl   Longwuui  1851 

•  Letters  on  Condition  of  the  People,  12mo,  2s  6d  Longman  1851 

Religion  and  Crime,  4th  edit.,  12mo,  2s  6(^    Lomgvnam  1849 

Reroltof  the  Bees,  12mo,  2s  6rf Lot^man  1850 

The  Triumph,  12mo,  2s  6(2 Ltn^man  1851 

Tour  through  Switierland  and  Italy,  1846-7,  12mo,  2s  M, Longman  1851 

Tracts  on  Various  Subjects,  from  1819  to  1838,  12mo,  2t6d   Lot^fman  1851 

Works  on  Progress  of  Society,  &c,  12mo,  9*  (id Bennett 1850 


'{Ladif)  Florence  Macarthy,  new  edit,  12mo,  2s Bryee 1856 

Her  Career,  Literary  and  Personal,  by  W.  J.  Fitspatrick,  fcap.  8to,  5s  Sh.el j86oi 

Life  and  Times  of  Salvator  Rosa,  post  8to,  3s  6<i Bryee a. ...1855 

Luxima  the  Prophetess,  a  Tale  of  India,  poet  8to,  10s  M  Wetterton 1859] 

Memoirs,  Autobiography  and  Correspondence,  2  t.  8vo,  36s;  n.e.,  26s  Allen  A  Co.  ...1861 

O^Donnell,  a  Tale,  new  edit,  12mo,  2s  Bryce 1S50 

Passages  from  her  Autobiography,  8vo,  14s Bentley 1850 

Wild  Irish  Girl,  new  edit,  12mo,  2s  Bryce 1856 

Woman  and  her  Master,  2  t.  post  8ro,  21s,  Colbam^  1840  ;  7s Bryce 1855 


-  (L.H.)  League  of  the  Ho-De-No-San-Nee,  or  Iroquois,  8to,  16s /.  CA4i^Hiiaa...i85i 

'(R.C.)  Book  of  Esther,  typical  of  the  Kingdom,  fcap.,  2s  M  WhiUakcr 1S55 

-(R.W.)  British  Kymry  ;  or,  the  Britons  of  Cambria,  12mo,  2m  6ci   Hardwicke 1857 

Christianity  and  Modem  Infidelity  Compared,  post  8vo,  8s  M    Rivinyton  1854 

Church,  and  its  Episcopal  Corruptions  in  Wales,  8to,  Is  6c<    Bardwiche 1855 

-  Notes  on  Distinctive  Varieties  of  the  Christian  Church,  8vo,  12s  6c{.  Rtvington  1849 

Raymond  de  Monthault,  the  Lord  Marcher,  3  t.  post  8ro,  31s  6d  ...  BentUy 1853 

St  Pftttl  in  Britain  ;  or,  British  Christianity,  cr.  8vo,  4s J.B.dsJJ*arkeri%f>i 

Vindication  of  the  Church  of  England,  post  8vo,  3s  6<i   RitingUm  1851 

-  {Sam.)  HomcBopathic  Text  Book  for  Domestic  Practice,  2nd  e.,  sq.  32mo,  Is  Sandervm i860 

-  (T.O.)  Aberystwith,  and  its  Environs,  2nd  edit,  12mo,  3s WhiUaker i8$i 

-  (Wm.)  Homoeopathic  Treatment  of  Indigestion,  8vo,  4s  6(2 Leath 185ZJ 

Ida  de  Galis,  a  Tragedy  of  Powys  Castle,  post  8to,  6s  6(2 Bateman    i8$( 


Morgan  Horses,  Origin  and  Characteristics  of,  by  C.  D.  Linsley,  cr.  8vo,  7s  6ct  New  York 1856 

Moriarty  </>./.)  Husband  Hunter,  a  Novel,  3  v.  post  8vo,  31s  6(2 Beniley 1839 

Innisfoyle  Abbey,  a  Tale,  3  v.  12mo,  18s • Dolman 1839 

Morice  (2).  iS.)  Handbook  of  British  Maritime  Iaw,  1867,  8vo,  6s Smith  A  Elder  1857 

Morier  (D.R.)  Photo  the  SuUote,  a  Tale  of  Modem  Greece,  8  v.  post  8vo,  81s  6d  ...  L.  Booth    1857 


1835-1862]  MORIER— MOKREN  63T 

Morier  (D.IL)  What  has  Religion  to  do  with  Politics  ?  12mo,  28  6d Parker  A  Son  .1848 

{Jas.)  Abel  AUnntt.  a  Norel,  8y.  portSvo,  81«  6d  Bentley  1837 

Ajeaha,  the  Maid  of  Kan,  new  edit.,  12mo^  8«  6ci,  Bmtley,  1846;  2f  Warddeljodc.its^ 

Slanished,  a  Novel,  8  t.  post  8vo,  31<  6<i Colbum 1839 

• Frenchman  in  London,  12mo,  1$  Qd Beniley 1856 

Hajji  Baba,  8  t.  12nio,  21«,  Murray,* %$  ;  fi«~r.8f  M,BeniUy,\^ ;  2»  Ward4kLock..,i%s^ 

in  Sngland,  2  t.  12mo,  15<  ;  ^i6d,BeniUy,  '49;  n.e.,lffe(i  Ward  ds  Lock    1856 


Martin  Tonrtrond,  post  8vo,  12«,  1849;  12mo,  U  M Bevtley  185a 

Mina,  a  Bomanoe,  8  t.  post  8vo,  31«  6d Beniley 1841 

Zohrah,  the  Hostage,  3  v.  p.  8vo,  31 J  6d,  '36;  12nio,  6«,  '49  ;  12mo,  2$  Ward  dc  Lock   1856 

Morisoo  {Alex.)  Lectures  on  Insiinity,  8to,  new  edit.,  21« HighUy    1856 

Phjsiognomy  of  Mental  Diseases,  roy.  8vo,  70s Longman  1840 

(Dav.)  Religions  Histoiy  of  Man,  12nio,  6«,  184a— red.  to  3< Smith  dt  Elder  185a 

{Doug.)  Views  of  Dncal  Palaces  of  Saxe  Coburg,  &c,  fol.,pl.,  84<  ;  col.,  10^  lOt  Gravea  1846 

Haddon  Hall,  folio,  plain,  84<;  coloured,  10/ lOi     Gravei  184a 


-(/a«.)  Biblical  Help  toward  Holiness,  12mo,  2»(id Ward 1861 

Enquiry  into  the  Origin  of  Disease,  8to,  1$  6d Author  1859 

Exposition  of  Epistle  to  the  Romans,  Chap,  ix.,  8to,  18j Ward 1849 

Extent  of  the  Propitiation,  18mo,  U  6d    Ward 1847 

-  Key  to  the  First  Four  Books  of  Moses,  8to,  it  6d    Hamilton  1847 


{Jho.)  Christianity  in  its  Power  ;  or,  Piety  Exempli6ed,  1 2mo,  2«  6d  Ward 1 847 

Commentary  on  the  Acts  of  the  Apostles,  18mo,  2«  Od    Ward 1845 

Family  Prayers  for  the  Year,  4to,  18« Jackson 1847 

Fathers  and  Founders  of  the  Missionaiy  Society,  8to,  1 2<,  '44 — ^r.  69  (id  if.  Bohn 1 846 

Homilies  for  the  Times,  post  8to,  8«  Ward 1841 

Lectures  to  Young  Men,  12mo,  2<  6<f,  1854  ;  new  edit.,  2< Ward..., i86a 

Memoir  of  ;  Serrioe  and  Suffering,  by  Kennedy,  cr.  8ro,  5t Ward i860 

-  PSrent's  Friend,  12mo,  Ss  6d  PJackton 1839 

-  Protestant  Reformation  in  aU  Countries,  8to,  12s,  1843— red.  to  6f  6(2  If- Bohn 1846 


(/.)  Report  of  M*Irer  and  M*Iver  Case,  8vo,  2«  6d Kent- 185a 

{Th:)  Manual  of  School  Management,  2nd  edit.,  post  8vo,  4«  6c{  Simpkin 1869 

( IF. ^.)  Greek  Lessons,  12mo,  2f  BcUeman  i860 

Xcriand  {W.  W.)  Effects  of  Retention  of  the  Urinary  Secretion,  8to,  5t   Philadelphia    1861 

Morley  (Ctu.)  Man  without  a  Name,  2r.  p.  8vo,  21« Bentley 185a 

(iTiPN.)  Dream  of  the  Lilybell ;  Tales  and  Poems,  12mo,  7s  6d  Sherwood  1845 

>  Fables  and  Fairy  Tales,  illns.,  by  Bennett,  12mo,  5$ Chapmande  IJ,  1859 

-Gossip;  from  Household  Words,  post  8to,  8«6c2,  '57~red  to  5s Chapman  da  £r.i859 

How  to  Make  Home  Unhealthy,  new  edition,  12mo,  Is ChapmandsH.  1850 

Life  of  Jerome  Cardan,  2  ▼.  post  Svo,  18«  Chapman  de  U.i%^^ 

Memoin  of  Bartholomew  Fair,  8vo,  2l5 Chapman  ds  H.j%i% 

Oberon*8  Horn,  Fairy  Tales,  illnst  by  Bennett,  p.  8TO,5f,'6o— r.  to  3s  6fl{  Chapman  de  H,  i86a 

Palissy  the  Potter,  2  r.  poet  8to,  18s,  Chapman  ds  H.^red.  to  6s  ...  ff.O.  Bohn 185a 

Sunrise  in  Italy;  Reyeries,  er.  4to,  7s  6i2   /.  Chapman  ...1848 


(W.M.)  Description  of  a  Planispheric  Astrolabe,  foL,  84s   Williams  deN.  1856 

Digest  of  Reports,  India  Courts,  2  v.  roy.  8to,  8/  8s;  new  series,  60s...  Allen  ds  Co.  1850-a 

HiBtory  of  Administration  of  Justice  in  British  India,  roy.  8to,  16s...   WiUiams  ds  N,  1858 

Mrmon,  Boo^  o^  transhited  l»y  Joseph  Smith,  cr.  8to,  7s  M  New  York 1858 

M^noonism  ;  from  the  Edinburgh  Review  (Trareller^s  Library),  16mo,  Is  Longman  1854 

UnTeiled,  12mo,  Is  C.  H.  Clarke.. .12$$ 

Minnons ;  or,  Latter-Day  Saints  (National  Illustrated  Library),  n.e.,  cr.  Sro,  2s  M    Ingram 185a 

7 The  Dream  and  the  Reality,  a  Sketch,  12mo,  Is  6d  Masters 1857 

Jwning:  a  Book  for  Mothers  and  Children,  18mo,  Is  Hamilton  186a 

and  BTcning  Hymns  by  John  Smith  and  Geo.  Cameron,  18mo,  3s Simpkin 1857 

""^ for  a  Week,  by  a  Lady,  new  edition,  18mo,  Is   ffaselden  1855 

• Meditations  for  every  Day  in  the  Month,  12mo,  3s  6ci  Longman  1845 

' —— Prayers  for  those  Engaged  in  Business,  12mo,  ls6d  (?room6ru^e...  1849 

other  Poems,  post  8to,  8s    Saunders  da  0.  1846 

Clouds  :  Addresses  to  Young  Women,  post  8vo,  7s,  1857  ;  8rd  ed.,  6s Longman  i860 

Exercises  at  Cripplegate,  edited  by  Nichols,  6  ▼.  8to,  64f  Tegg  1844-5 

Herald  :  a  Selection  of  Papers  upon  Punishment  of  Death,  12mo,  6s Hatehard  1836 

of  Life,  by  a  Country  Pastor,  18mo,  2s Snow 1844 

' Author  of  Gordon  of  Duncaim,  2  t.  post  8vo,  21s  Westerton  1859 

Memoir  of  Mian  A N.,  new  edit.,  12mo,  2s  6d    Piper 1853 

Thoughts  Suggested  by  the  Second  Lessons,  2  parts,  12mo,  ea.  6s J.  H,ParkeriS$%-'6 

Kornings  at  Bow  Street,  new  edition,  fcap.  8to,  6s Tegg 1839 

~ my  Class,  12mo,  Is  6rf A.  Hall 1854 

Monirorich  {CO.)  Eastern  Turkish  Question,  2s  M Hardwicke i860 

Morony  {Jot,)  Exhortations  and  Sermons  for  Sundays  and  FestiTids,  Syo,  6s  Duffy 1856 

*^'T>eth(iK«.)  Ada  Malcolm,  a  Tale^  12mo,  2s  6d Partridge i86a 

Norphy  (PaaQ  Chess  Games,  with  Portrait  and  Memoir,  post  8to,  5s Bohn 1859 

"J His  Chess  Career,  in  America  and  Europe,  12mo,  2s  6C2  W.  Lay 1859 

WorreU  (Btiiflr.)  Voyage  to  South  and  West  Coast  of  Africa,  12mo,  6s   Whittaker 1844 

~j (/^.^.)  American  Shepherd,  a  History  of  Sheep,  12mo,  7s New  York 1845 

MfiTnrn  (AT.)  Annals  of  the  Church  of  Scotland,  1739-76,  2  v.  12mo,  7s  Oroombridge  ...186a 

' •  BihUcal  TfaeoU>gy  :  Rule  of  Faith,  8vo,  6s,  1835  »  i»«^«<ii*.i  lOsQd  ...  HamiUon  1837 
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Morren  (iV.)  Sermons  with  Memoir,  12mo,  6« Blaeheoodt  ...1848 

Morris  {A.  J.)  GlimpBCS  of  Great  Men  ;  or,  Biographic  Thonghts,  12mo,  U  6d Ward 1853 

Eeligionand  Business  ;  or,  Spiritual  Life  in  Secular,  12mo,^,l«  6d  Ward 1853 

Words  for  the  Heart  and  Life  :  Disoourses,  post  8to,  2«    ..« Ward 1855 

. (B.R.)  History  of  British  Game  Birds  and  Wild  Fowl,  4to,  i5s    Grcombridge  ...«855 

Naturalist,  roy.  8vo,  V.  1,  C«  6rf  ;  V.  2  to  7,  each  7»  Qd  ;  V.  8,  8» Groombridge  lisz-^ 

(C.)  Lectures  on  Scarlet  Feyer,  8vo,  6» Pkilnddpkia  .1851 

Lyra  Urbanica;  or,  Social  Effusions,  Poems,  2  ▼.  post  8ro,  2U Bentley 1840 

Pathology  and  Treatment  of  Scarlet  Fever,  8vo,  7«  6d  PkUad€lpkia...\%s% 


(^<fw.)  Practical  Treatise  on  Neuralgia,  8to,  3«  Simpkin    1853 

{E.J.)  Notes  of  a  Tour  through  Turkey,  Greece,  and  Egypt,  &c.,  8vo,  la  6d  ...  Bruce 1843 

—— (F.O.)  Anecdotes  in  Natural  History,  12mo,  6«  Longman  1859 

Bible  Natural  History,  imp.  16mo,  lOi  6d OroonUfridge  ...iis9 

Book  of  Natural  History,  imp.  16mo,10«  6ti  Oroombridge  ...1%$^ 

History  of  British  Birds,  6  v.  roy.  8vo,  51  Groombridgei%s^-7 

new  edit.,  V.  1,  post  8vo,  7«  6d Groombridge  ...1862 

-Butterflies,  roy.  8to,  20»    Oroombridge  ...\$SZ 


Natural  History  of  British  Moths,  38  parts,  roy.  8to,  each  2s    Longman  1859 

Nests  and  Eggs  of  British  Birds,  8  v.  roy.  8vo,  each  21«  Groombridge  .-.1853 

Records  of  Animal  Sagacity  and  Character,  fcap.  8vo,  5« Longman  1861 

—({?«>.)  Eternal  Truth  ;  or,  Vague  and  Vital  Christianity,  12mo,  Ss  6d Seeleg 1858 

Exposition  of  St.  John's  Gospel,  Ch.  13,  t.  23-6,  18mo,  U Sceley 1856 

Nearness  to  Christ,  18mo,  Is Seele^ 1856 

Sermons  at  Blandford,  post  8to,  4j  Hamilton 185^ 

-The  Sins  of  God's  People,  12mo,  S«  6ii Seeley 1856 


{G.P.)  Poems,  with  a  Memoir,  roy.  24mo,  4$  6d    Nev  York 1S60 

-(/»»o.)  Angel's  Voices,  18mo,  2«  6d  BenneU 1851 

Catalogue  of  British  Possih,  870,  10s  Tan  Voorri  ...1843 

Farourite  Welsh  Hymns,  12mo,  Is  Ward  d:  Lock  1854 

— Life  And  Martyrdom  of  St.  Thomas  &  Becket,  post  8to,  U  6d Longman  i860 

Section  of  the  Earth's  Crust,  4to,  Si Reynoldt  1852 

Tables  for  Use  of  Builders,  Carpentera,  &c.,  12mo,  3j  6d MiUer  A  F.  18 59-50 

-Tabular  View  of  Deposits  of  Great  Britain,  4to,  1«;  with  Map,  Z$%d    ...  Longman 1850 


{J.B.)  Conyersion  of  Learned  and  Philosophical  Hindus,  8to,  12s    Rivington 1843 

Jesus;  Doctrine  of  Catholic  Church  OQ  Incarnation,  2  T.  8to,  24«    Toovey   1851 

-Nature,  a  Parable,  a  Poem,  12mo,  7«  6rf RivingUm  1842 


-(X  0. )  Quaint  Sayings  and  Doings  concerning  Luther,  1 2mo,  6»   Philaddfikia ...  1 8  5 9 


(7. P.) Genealogies  recorded  in  the  Scriptures,  sm.  fol.,  21«  Groombridge  ...1838 

/.IT.)  John  Milton  ;  a  Vindication,  12mo,  2«  6d Hamilton  1801 

(R.)  Analytical  Digest  of  Common  Law  to  Trinity  Term,  1847,  8yo,  10s Ridwrdi    1847 

Digest  of  Practice  Cases,  County  Courts,  post  8to,  16$  StevenM  1849 

Etymology  of  Local  Names,  Teutonic,  post  8vo,  Is Judd 1857 

— ^— Lights  and  Shadows  of  Freemasonry,  6th  edition,  8yo,  5s New  York 1855 

and  Finlayson  (W.F,),  Common  Law  Procedure  Act,  1866,  12mo,  13s     Stevens  " 1S53 

Lectures  on  the  Excellency  of  the  Bible,  12mo,  2s Judd^Gias8...i%s'^ 

(7%o.)  House  for  the  Suburbs,  2nd  edition,  8vo,  IOj  6rf  Simpkin x86i 

Recollections  of  Military  Serrice  in  1818-16,  new  edition,  18mo,  2t  td  E.  Wilwn  1851 

-{T.  de  W.)  Three  Sergeants  ;  or,  Phases  of  the  Soldier's  Life,  12mo,  4« E.  Wilwn 1857 

(H^m.)  Defence  of  Gueneyere,  and  other  Poems,  12mo,  6s Bell  d-  IkUdy  ,.j$s^ 

Railway  Liabilities,  12mo,  2i    Colifer   1846 

( W^.iy.)  Greek  Lessons,  16mo,  2»   Bateman    1861 

(W^.  5.)  History  and  Topography  of  Wye,  Kent,  Svo,  7s  6d Simpkin 1841 

Morrison  (Cha.)  Essay  on  Rektions  between  Labour  and  Capital,  8yo,  9«6d Longman  1854 

• the  Millennium,  12mo,  2s    Hamilton  1839 

System  of  Practical  Book-keeping,  new  edit.,  8yo,  8s  Gri^n    1862 

■  (/>.)  Religious  History  of  Man,  12mo,  6s,   1838— red.  to  8< Smith  ds  Elder  1852 

^((reo.)  Ladies' Arithmetic  and  Book-keeping,  12mo,  2«  6d Longman  1^5' 

Mercantile  Forms  of  Accounts,  4io,  7*  6d A.  Hall 1838 

{Jos.)  Commercial  Arithmetic,  12mo,  4«6d,  ;  Key  to.  12mo,  8«    lA/ngman  1858 

Effects  of  Railway  Legislation  on  Trade,  &c.,  8yo,  6s  Longman'  ...     1S48 

Elements  of  Book-keeping,  new  edit.,  dyo,  8s  Longman  n.d. 

Railway  Legislation  ;  Defects  of  the  English  System,  8yo,  2s  Longman  1S46 


-{J.H.)  Disquisitions  and  Notes  on  the  Gospels  :  Matthew,  post  8yo,  10s  6</.   Boston^  V.  S.  .i860 
{Roht.)  Chinese  and  English,  arrange  according  to  the  Radicals,  n.  e.,3  y.,  6/  Allen  &  Co,  ...1858 

alphabetically,  n.e.,  2  y.  4to,  U   Allen  d:  Co.   ...i8i;8 


Dictionary  of  the  Chinese  Language,  new  edit.,  6  v^  roy.  4 to,  10^  ...  Allen  de  €0.   ...185S 

English  and  Chinese,  new  edit,  4to,  20s Allen  ^  Co.  ,..1858 

Memoirs  of,  by  his  Widow,  2  v.  8yo,  24s    Longman  1839 

—  {R.J.)  Astronomy  in  a  Nutshell,  fcap.  8yo,  Is Berger   i860 

-  Solar  System  as  it  Is,  and  not  as  Represented,  8yo,  9s Piper 1S5: 


(27io.)  Manual  of  School  Management,  12mo,  4s  6d Simpkin 1862 

— ( W.  H. )  Obaenrations  on  Present  System  of  Metallic  Currency,  n.  e.,  8yo,  2s  6d  Capes 1 849 

Morse  {Edw.)  Essay  on  the  Bishoprick  of  Jerusalem,  8yo,  4j Rivington  1841, 

;~ —  Thoughts  in  Rhyme  on  Hope  of  Resurrection,  &c.,  12mo,  5s   I^ngman  1841^ 

{Era.)  Sermons  before  Cambridge  University,  1857,  po8t8yo,  2f  6rf Belld:  Daldg...\%si 
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Moise  (F/«.)  Sermons  Working  for  God,  12mo,  5« Macm'Man 1859 

(^M.)  Confeaadon  of  a  French  Catholic  Priest,  18mo,  2s  6(2    GroomUMd^e  .,.i%ii 

(5. £.)Ge<^r»pb7  for  Schools,  new^  edit.,  roy.  4to.  a«  6d New  York 1851 

M'irte  (Le^  Arthur ;  Adyentures  of  Sir  Launoelot  du  Lake,  4to Jtoxhurghe  Club  n^, 

Mortimer  Delmar,  a  Novel,  3  ▼.  post  8vo,  31«  6d Saundcn  dt  0.  1838 

^{(xMmiiT  {(r.)  Life  »nd  Letters,  12mo,  5« Ayloft 1847 

{O.W.)  Manual  of  Pyrotechny,  or  Pirevrorka,  12mo,  S«   Hodton 1856 

{.h'rt.)  English  Mother,  3«  6rf,  1843  J  new  edit.,  18mo,  29  6d   Rivington  1849 

Par  Off:  Parti,  Asia,  new  edition,  fcap.  8vo,  4«  6rf Jfatcfiard  i86a 

2,  Australia,  &c,  new  edit.,  fcap.  8vo,  4<  6(2   liatchard i860 

History  of  Job,  18mo,  la    IJaichard 1841 

Light  in  the  Dwt;lling,  new  edit.,  post  8to,  8«  ;  8ro,  large  type,  10«  .   f/atchard  1861 

Line  upon  Line,  Parts  1  and  2,  new  edit.,  18mo,  each  '2s  6d Hatchard i86a 

Lines  Left  Out,  18mo,  3«   Hatchard i86a 

Memoirs  of,  by  Agnes  Bulmer,  ISmo,  2«6rf Mason   1835 

More  about  Jesas,  new  edit.,  18mo,  2«6<2   Hatchard 1862 

~  Near  Home,  new  edit.,  fcap.  8vo,  6« Hatchard- 186a 

Night  of  Toil,  new  edit.,  fcap.  8vo,  U Hatchard 1861 

Peep  of  Day,  new  edit.,  18mo,  2* Hatcfiard 1861 

Reading  Disentangled,  16mo,  28  6d Vai-iy 1861 

without  Tears,  new  edit.,  square,  84 Hatchard i860 


Streaks  of  Light,  new  edit.,  18mo,  3« Hatchard 1861 

(  f F.  //. )  Observations  on  the  Growth  of  Children's  Teeth,  1 2mo,  5s   Highley 1 845 

(HMr.)  History  of  WirraJ  Hundred,  with  Sketch  of  Cheshire,  4to,  Us  6d  ...  WhiUaker 1847 

Jlortlock  {Edui.)  Christianity  agreeable  to  Reason,  2nd  edit.,  fcap.  8vo,  Zs  6d     Macmillan    ...1861 

Sermons  on  Doctrine  of  the  Trinity,  8vo,  7«  64 Rivington  1844 

—  (/./.)    Bifan  :  His  Creation,  Preservation,  and  Immortality,  12mo,  3< Wertheim  1859 


Morton  (il.)  Family  Circle,  12mo,  3»  6<i  Hamilton  186a 

(liltp.)  Handbook  of  Aristocracy,  Peerage,  &c.,  16mo,  6s      Adams Annual 

{P.)  Manual  of  Geography,  18mo,  6<<;  cloth,  Is Hardvcieke 1861 

{J'C.)  Cydopaedia  of  Agriculture,  2  v.  roy.  8vo,  75s Blackie 1855 

Handbook  of  Dairy  Husbandry,  12mo,  1j  6d Longman i860 

Farm  Labour,  12mo,  Is  6(2 « Longman   1861 


(J.L.)  Treatise  on  the  Resources  of  Estates,  roy.  8vo,  31j  6d   Longman  1858 

(/no.)   Nature  and  Property  of  Soib,  8vo,  lOs Ridcway    1843 

{Pet.)  Geometry  :  Plane,  Solid,  and  Spherical,  8vo,  4« Baklwin 1849 

{S.O.)  Crania  Americana  ;  or,  American  Ethnography,  6/6s Madden 1839 

Bgyptiaca  ;  or,  Egyptian  Ethnography,  4to,  21s Madden 1844 

Types  of  Mankind  ;  Ethnological  Researches,  roy.  8vo,  25a  Philadelphia... tZ$^ 

( r.C.)  .Law  of  Tenders  and  Purchasers  (Chatteb),  8vo,  14«    Uttvens   1837 

(rAos.)  Surgical  Anatomy  of  the  Human  Body,  roy.  8vo,  31j  6(i— red  to  21s  ...    WaUon  1851 

Se|)arate  portions,  coloured,  viz.  : — Groin,  7s  6(2  ;  Inguinal  Hernia, 
7s  6(2  ;  Head  and  Neck,  7s  6(2 ;  Perinieom,  5s 

(TT.)  Woman  of  Shnnem,  and  other  Poems,  12mo,  5s Snow 1851 

(W.J.)  Calculous  Concretions  in  the  Horse,  Dog,  or  Ox,  &c.,  8vo,  6«   Longman  1844 

Manual  of  Veterinary  Pharmacy,  n.e.,  fcap.  8vo,  10s Longman   i860 


Veterinary  Toxicological  Chart-case,  6«  ;  n.e.,  on  roller,  8s  6c2 Longman  1861 

Morton  of  Morton's  Hope,  3  v.  postSvo,  31s  6(2  Colbam -'839 

Mosaic  Record  in  Harmony  with  the  Greological,  12mo,  3«  Hamilton  1854 

Moschaa^  Eion  et  Theocritus,  Or.,  Selectse  &  Ringwood,  870,  9a Longman  1846 

and  Theocritus,  translated  by  Chapman,  8vo,  12s    Praser    1836 

Theocritus  and  Tyrtseus,  translated  by  Banks,  post  8vo,  5s   H.  Bohn 1853 


Poetical  Works,  2  v.  12mo,  15s Simpkin 1850 

Moschzisker  {P. A.)  Guide  to  German  Literature,  2  v.  12mo,  14s,  1850 — red.  to  7s...  H.  0.  Bohn  1850-2 

the  German  language,  12mo,  7s   Guillaume 185a 

MoMxyw,  Guide  to,  18mo,  6s Leigh 1839 

Moscutt  (i?.)  History  and  Power  of  Ecclesiastical  Courts,  8vo,  2s Snow 1846 

Mo8eley((7eo.)  Sandgate  as  a  Residence  for  Invalids,  post  8vo,  6s Churchill  1853 

(^CM.)  Astro-Theology,  12mo,  new  ed.,  is  6d Longman  i860 

Elementary  School  Register,  oblong  fol.,  7s  Qd  Longman  1851 

Illustrations  of  Practical  Mechanics,  12mo,  8s  Longman  1839 

Lectures  on  Astronomy,  12mo,  new  ed.,  3»  6(2  i PafierASon...i%$^ 

Mechanical  Principles  of  Engineering  and  Architecture,  8vo,  24s Longman  1855 

Mechanics  applied  to  the  Arts,  post  8vo,  6s  6(2  /'ari'«'<C?5b»...i839 

• (^oi.)  County  Court  Extension  Act,  1850,  12mo,  6» Stevens   1850 

Law  of  Inferior  Courts  for  the  Recovery  of  Debts,  8vo,  20s Stevens  1845 

Russia  in  the  Right,  12mo,  Is Clarkt   1858 

• Political  Elements  ;  Progress  of  Modem  Legishition,  post  8vo,  7s  6(2  Parker  <fc  Son  .1851 

Treatise  on  the  Law  of  County  Conrts,  8vo,  20s Stevens   1847 

What  is  Contraband  of  War,  and  What  is  Not,  post  8vo,  5s Buiierworth   . . .  1 86 1 

( W. )  Quantity  and  Music  of  the  Greek  Chorus,  roy.  8vo,  5s JM.tbJ.  Parker  1 847 

{W.  W.)  Nervous  and  Mental  Complaints,  8vo,  5s,  '38;  12mo,  2s  6(2,  '49;n.e.,ls  Simpkin 1861 

Origin  of  the  First  Protestant  Mission  to  China,  8vo,  6s Simpkin 184a 


Mossly  {Eph.)  Natural  History  of  the  Teeth,  12mo,  Is     Hardwicke 1862 

Moeer  {Lauds)  History  of  Caucasus,  its  People  and  Wars,  post  8vo,  5s Nutt  i><*'« 
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Moses  (iW.)  Treatise  on  the  Coal  Fields  of  South  Wales,  8ro,  it  6d    Simpkin 1S49 

{Hen.)  Life  in  India  ;  Trarelsin  the  Bast,  12mo,  6«,  Binna,  1853;  2i Ward  ^  Lock  .1856 

Sketchesof  India,  8vo,  7»  6d Simpkin 1850 

Mosgrove  {F.J.)  On  Congestion  and  Inactirity  of  the  Liver,  nev  ed.,  12mo,  3« Simpkin 1845 

Hosheim  {J,L.)  Christian  Cbarch  in  China,  tranal.  by  Gibbings,  Svo,  ^M  Belltt  Z>a/djr...i86i 

Commentary  on  Ancient  Christians,  by  Yidal,  8  t.  8to,  ea.  lOt  &d .  Eivingtont 1835 

Ecclesiastical  History,  byMaclaine,  2t.  8vo,  26«,  Te^ff^   1838;  8to,9«  Watkboume  ..  1845 

Mupdock  and  Reid,  8to,  8« Tegg  i860 

^_ ^ Soames,  4  ▼.  8to,  48» Lonfftnan  1850 

Stnbbs,  3  V.  8to,  45« Longman  i86a 

cont.  to  1846,  by  Dr.  Coote,  2  ▼.  8vo,  36«...  Ne«  York....    1856 

Examination  Questions  and  Answers,  12mo,  4t  6d  Parker  <fc  Son  .1838 

Moslem  and  the  Christian,  a  Novel,  by  Sadyk  Pacha,  8  y.  post  8to,  81s  6d    Ntirsl  AS.   ...1855 

Hindoo  ;  a  Poem  on  the  Sepoy  Revolt,  12mo,  8<  6rf  SaunderaA  O.  1858 

Mosley  (0<. )  Short  Account  of  the  Ancient  British  Church,  12mo,  S«  Ridgysay    ...  .  1858 

{Rich.)  Elements  of  Arithmetic,  with  Examples,  12mo,  S«    Fellowa 1836 

Moss  (/. (7.)  Three  Links  of  a  Chain,  12mo,  Is    Tallant 1855 

(/.^.)  Miscellaneous  Poems,  1 2mo,  8<  6c{    A.  Hall .1862 

• (Jno,)  Cotton  Manufacturers,  &c.  New  Pocket  G-uide,  8rd  edit.,  12mo,  2s  6J...  Low   1861 

(if»M)  Early  Efforts  ;  Poems,  18mo,  8«  6<2  Whittaker 1839 

Romance  of  Jewish  History,  3  v.  post  8vo,  81s  6d Saunders  d:  O.  1840 

— — — Tales  from  Jewish  History,  3  v.  post  8vo,  81*6/    Saunderad:  O.  1843 

Mosse  (i{.^.)  Parliamentary  Guide,  18mo,  Ba,  1835;  new  edit.,  is  6d Simpkin 1841 

(5.  r.)  Key  ta  Ordination  Questions,  18mo,  8s Bailg 1S37 

Mosse's  Answers  to  Questions  on  the  Old  and  New  Testaments,  ISmo,  8« Whittaker 1839 

Mussman  (Sam.)  Account  of  the  Gold  Regions  of  Australia,  12mo,  It Orr    i8;s 

and  Banister  (T.)  Travels  in  Australia,  post  8vo,  10s  6d  Addey   1853 

(r.  IT.)  Glossary  of  Words  in  Scripture,  12mo,  It  8d  Matters 1854 

Sermons,  12mo,  6s Masters 1857 

Most  Important  Errors  in  Chemistry,  Electricity,  and  Magnetism,  8vo,  It   Ridgway    1846 

Mostyn  (O.T.)  Ministry  of  Aniels,  l2mo,  2t  6d /.  F.Shaw    ...1841 

Mote  {E.)  Hymns  of  Praise,  Selection  of  Gospel  Hymns,  24mo,  St    Nichols  1853 

Mother  and  Son,  a  Tale,  12mo,  It J.UA-J.ParkeritsS 

— —  Goose  and  her  Son  Jack,  square.  It Low    1855 

Hubbard  and  other  Friends,  by  Brother  Sunshine,  roy.  8vo,  7t  6d  Dean 1855 

Moveable,  roy.  8vo,  2t  Dean 1857 

taught  from  the  Sacred  Scriptures,  82mo,  It  6<i Rel.  Tract  Soc  1843 

■  the  best  Gbvemess,  12mo,  2t Parker  d:  Son   1839 


Mother^s  Fables  in  Verse,  18mo,  2t  ff^g 184a 

Friend,  new  edition,  12mo,  4  v.,  each  It  6<f   SeeUy 1855 

Journal  during  a  Daughter's  Lsst  Illness,  Pref. by  J.  Taylor,  5thed.,32mo,lt4<i  Rel.  Tract  S0C..1841 

Lessons  on  Kindness  to  Animals,  12mo,  It Partridge  ......1862 

to  her  Little  Ones  about  Jesus, fcp. 8 vo,  2t  6(f ;  n.  e. ,  1 1  (.'d    Book  Sociefg  ...  1 862 

Medical  Adviser,  12mo,  It  (Useful  Handbooks) Ward d: Lock... \%h2, 

Assistant;  or.  Homoeopathic  Guide,  18mo,  It  6(f Colea  1838 


Mission:  Sketches  from  Real  Life,  12mo,  St  Rd.TraciSoe„\%$% 

Monitor;  or,  Readings  for  Maternal  Associations,  12mo,  2t B.  L.  Green  ...1848 

Offering;  Rhymes  for  Children,  18mo,  2t    Ward 1836 

Picture  Alphabet,  fol.,  5tand  7s  dd Partridge  1862 

Present  to  her  Daughter,  on  Religion,  32mo,  new  edition,  dt    Bogue 1841 

•  Thorough  Resource  Book,  illust.,  cr.  8vo,  2t  Sdy  i860  ;  new  edition,  3t  6d  Ward ib Lock...  1 26% 


Mothers  and  Governesses,  by  the  Author  of  Aidi<  to  Development,  12mo,  8t    Parker d:  Son..  1847 

in  Council ;  Scripture  Light  on  Home  Questions,  12mo,  St Sedey 1862 

of  the  Bible,  82mo,  It  6d    Rel.  Tract  Soc.,i%$^ 

Motherwell  {Wm.)  Poetical  Works,  with  Memoir  by  McConechy,  12mo,  2t  W Longman  1858 

Motives  for  Missions  :  Six  Lectures  delivered  in  1852,  12mo,  3t  Low    1853 

Motler  (Af.il.)  Old  Village  Church,  a  Tale,  12mo,  4t T.Richardson    1853 

Motley  (Jos.)  Contributions  to  Natural  History  of  Lauban,  8vo,  lOt  6d    Van  Voorst    ...1856 

Tales  of  Cymry,  with  Notes,  12mo,  4t  Longman  1849 

(/iiO.X.)  Causes  of  the  Civil  War  in  America,  8vo,  It Manvoring    ...1X61 

■  History  of  the  United  Netherhuids,  2  v.  8vo,  30t Murray i860 

Rise  of  Dutch  Republic, 3  v.  p.  8vo,  42t,  /.  Chapman,  i^6\  n.e.,  3  v.  18t  Routledge  1861 

2v.p.8vo,10t6(2,59^,  n.e.,(St,6tra^aw;  n.e.,r.8vo,4t6(i  Beeton    1861 

Mott  (F.T.)  Flora  Odorata,  Arrangement  of  Flowers  and  Shrubs,  12mo,  8t Orr 1843 

• (J.T.)  Last  Days  of  Francis  I.,  and  other  Poems,  12mo,  5s Pickering  1843 

(Fa/.)  Travels  in  Europe  and  the  East,  1884-41,  8vo,  16t    Longman  1842 

Mottos  and  their  Morals,  by  Author  of  True  Coui-tesy,  12mo,  It    SeeUy 1855 

Mouat  (F.J.)  Rough  Notes  of  a  Trip  to  Re  Union  (Bourbon),  roy.  8vo,  lOs  6d Thacker 1853 

Moubray  (Bon.)  Treatise  on  Breeding  Poultry,  &c.,  by  Moall,  new  ed.,  12mo,  St  6ci    A.  Hall 1842 

Mould  {R.A.)  Order  for  Visitation  and  Communion  of  the  Sick,  12mo,  5t  6c{ RivingUm  185a 

Moule  (iTim.)  Barrack  Sermons,  2nd  edition,  12mo,  2s  6d Bradbury  1847 

Christian  Oratory  during  First  Five  Centuries,  post  8vo,  6t  6rf Macmillan 1859 

National  Health  and  Wealth,  2nd  edit..  It  Bradbury 1861 

Scripture  Church  Teaching,  12mo,  2t  6rf Wertheim  1849 

(^or.)  The  Roman  Republic,  12mo,  8t  6rf   Bradbury  i860 
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Moole  (7%o.)  Heraldry  of  Fish,  8to,  21«^-laige  paper  for  colouring,  42« Van  Voont  ...184a 

Hoolton  (.If TV.)  Bible  Poems  and  Lyrics,  12mo,  3s  6<i     Simpkin 1856 

Sepulchre  of  Lazarus,  and  other  Poems,  poet  8vo,  5«    SaandtrtA  0.    1842 

Moultrie  {John)  Altars,  Hearths,  and  Graves  :  Poems,  12mo,  5»      Hamilton  1854 

Dream  of  Life,  and  other  Poems,  I2mo,  new  edit.,  6«    Whittaker 1854 

My  Brother's  Grave,  and  other  Poems,  12mo,  6»     Whittaker 1839 

Poems,  fcap.,  6#,  1837;  7t,  Pickering^  1838;  2  v.  12mo,  11» Whittaker 1854 

Sermons  at  Rugby,  8vo,  10s  6rf     Parker ib Son...  1^$% 

UonnaeyiA.B.)  Dream,  and  other  Poems,  post  8vo,  ii      Whittaker 1851 

{0.  G.)   Occupation  of  Carlisle  in  1745  by  Ptince  Stuart,  8vo,  9«   Longman  1 846 

Mount  (CM.)  Guide  to  Candidates  for  Holy  Orders,  poet  8vo,  S$  6d  Rivimjton    1848 

Mount  St.  Laurence,  byAuthor  of  Mary  the  Star  of  the  Sea,  2  v. p.  8vo,  12*, * 50 ;  rvd. to  7s  Lambert    1855 

Mountain  (il.<S.)  Memoirs  and  Letters,  12mo,  6«     Longman  1857 

{Bp.)  Journal  of  a  North  West  American  Mission,  12mo,  is  6d  Seeley 1843 

Songs  in  the  Wilderness,  12mo,  5<  6c£      Rivington    1846 

• (/.^.)  Sermons  for  the  Seasons,  &c.,  8vo,  7«  6c£    Masters i860 

L  various  Subjects,  12mo,  7s  6(2      Rivington  1835 


Summary  of  the  Writings  of  LactantiuB,  8vo,  5«  6<2  Rivington  1839 

Mountain  Home :  a  Series  of  Sketches,  12mo,  3s  6(£  Jax.blackwood  1%$^ 

Refuge:  a  Tale  of  the  Vaudois,  12mo,  8s  6d iieeley i86» 

Mountains  of  Soripture,  fcap.  8vo,  2sM Ch.  Know.  Soc.1%^1 

Mounteashel  (Ctss.)  Grandmothers  Advice  to  Mothers,  12mo,  6s Cradock 1843 

Mountford  {Wm.)  Christianity  ;  the  Deliverance  of  the  Soul,  &c.,  12mo,  2s J, Chapman   ...1846 

Buthanasy ;  Happy  Talk  towards  End  of  Life,  1 2mo,  7s Whitjield  1850 

'-  Martyria,  a  Legend  of  the  Reign  of  Edw.  VL,  12mo,  5s J. Chapman   ...1847 

Thorpe,  an  English  Town,  and  Life  therein,  post  8vo,  6s    Whitfield  1852 

Monrarieff(ii.i\^.)  Doctrines  of  the  Russian  Church,  8vo,  8s     Masters 1842 

transl.  by  Blackmore,  8vo,  14s  J.  ff.ibj. Parker i%^x 

History  of  the  Russian  Church,  8vo,  10s  6<i    Masters 1845 

Harmony  of  Anglican  with  Eastern  Doctrine,  8vo,  8s Masters 1846 


Mourner's  Companion,  with  Essay  by  Dr.  Gh>rdon,  12mo,  new  edit.,  8s    Hamilton  1836 

Friend,  edited  by  Dr.  J.  Brown,  32mo,  2s  6d  Hamilton 1854 

Solace,  by  Author  of  Solace  of  an  Invalid,  12mo,  is  6d  • HcUchard  1836 

Mouae  and  Her  Friends,  and  other  Stories,  12mo,  3s ChapmandeH,  1855 

Moosley  (W.  M.)  Lyric  and  Heroic  Poems,  12mo,  2s    Longman  1850 

Moral  Strength  ;  Nature  of  Evil  Habits  considered,  12mo,  4s    ...  Hatchard 1843 

Mowatt  (i.e.)  Autobiography  of  an  Actress,  post  8vo,  7s  6d    TtUbner 1854 

Evelyn,  a  Tale,  8vo,  3s  6(2    Hodson 1850 

Fashion  ;  or,  Life  in  New  York,  a  Comedy,  12mo,  Is  Nevfbury    1850 

Fortune  Hunter,  8vo,  2s  Hodson 1850 

Mimic  Life;  or,  Before  and  Behind  the  Curtain,  12mo,  7s  6rf Boston^  U.S.  ...1855 

Mowbray  (i?.)  Life  of,  by  Alexander  Somerville,  12mo,  3s  6(2 Dartnn  1853 

Mower  (Dr. il.)  Zulneida,  a  Legend  of  Sicily,  3  v.  post  8vo,  81s  6(2 Macrone 1837 

Mowes  {Hen,)  Memoir  of ,  18mo,  Is,  Rel.  Tract  Soc.;  12mo,  4s  Hatchard  1840 

>  Minister  of  Andouse,  a  Tale,  transl.  by  Jackson,  12mo,  4s   Hamilton  1839 

Moxon  (Cha.)  Introduction  to  Mineralogy,  8vo,  3s Baillih^    1839 

(£<2w.)  Sonnets,  ]2mo,  4s  Moxon    1843 

• {Rd.)  Sermons,  with  Life,  by  Waun,  12mo,  5s Hamilton    n.d. 

Moylan  (/>.C)  Caseof  the  Antenatus  in  Scotland,  roy.  8vo,  6s Butterworth  ...1848 

.^_-.  Law  of  Registration  of  Voters  at  Elections,  12mo,  4s  6(2 Stevens 1845 

Rights  of  Search,  2nd  ed.,  8vo,  Is  6d Buitervjorth  ...1843 

Moysie's  Memoirs  of  Scotland,  1577-1603,  4to  MaitlandCl.  ...n.d. 

Mozart  {J.C.  W.)  life  and  Correspondence,  by  B.  Holmes,  post8vo,  9s  ;    n.e.,  5s  ...  Novello 1845 

Mosley  (/.^.)  Baptismal  Controversy,  Review  of,  8vo,  2s  6(2 Rivington 1862 

Primitive  Doctrine  of  Baptismal  Regeneration,  post  8vo,  7s  6(2 Murray 1856 

■  Treatise  on  Augustinian  Doctrine  of  Predestination,  8vo,  14s  Murray 1855 

(ifrs.)  Bessie  Grey ;  or,  the  Dull  Child,  18mo,  Is ...  Mozley  184a 

■~— — Fairy  Bower;  or,  the  History  of  a  Month,  12mo,  Us Mozley  1841 

— Fanuly  Adventures,  12mo,  3s Muzley   1853 

Lost  Brooch,  a  Tale,  2  V.  12mo,  10s  6(2  Mozley  1851 

Louisa;  or,  the  Bride,  a  Tale,  12mo,  6s Mozley  1841 

Songs  fcHymns  for  the  Nursery,  with  Music, sm.4to,5s6(2, '44;  r.to  3s6(2  Mozley  1850 


Mozley's  Ready  Reckoner,  1  to  50,000,  ||  of  1(2  to  20s,  l2mo,  2s ;  with  Supp.,  2s  6(2  Mozley  i860 

Muckleston  (Z/0««sa)  Walks  at  Templecomb,  16mo,  3s  6(2 HamUJUm  1840 

Mndfbrd  (IT.)  StephenDngard,aNovel,  3v.post8vo,31s6(2,fi0i»<2ey,*4o;n.e.,12mo,2s  Hodgs(m 1859 

Tales  and  Trifles,  2  V.  18mo,  5s    Tegg   1849 

Madge  (IFm.)  Essay  on  Missions,  12roo,  Is  6(2    Nisbet 1842 

Sermons  on  Duties  and  Doctrines  of  Christianity,  post  8vo,  7s6(2  ...  Nisbet 1840 

Tabernacle  of  Testimony  in  the  Wilderness,  3rd  ed.,  fcap.  8vo,  4s  6d.  Simpkin 1861 

Mndie  ((7eo.)  English  Grammar,  18mo,  4s    Cleaver 1841 

(Jos.)  Felonry  of  New  South  Wales,  8vo,  10s  6(2 Smith  d:  Elder  .iZ-^-; 

(iZoAt.)  Arithmetic  for  Winchester  School,  12mo,  4s6(2 Simpkin  1841 

China,  its  Resources  and  Peculiarities,  12mo,  3s  6(2;  cold.,  4s    /.  Gilbert  1840 

— — —  Description  of  the  Channel  Islands,  roy.  8vo,  10s  6«{  Simpkin 1840 

— —  Domesticated  Animals  Considered,  12mo,  5s— red.  to  3s  6(2 Washboume  ...  1 8 39 
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Mudie  (/2o6^)  Gleanings  from  Nature,  imp.  8to,  16«  Orr 1S3S 

Guide  to  the  Obseryation  of  Nature,  18mo,  new  ed.,  3j  ijd  Whittaker 1S4X 

Ucavenii,  Earth,  Air,  and  Sea,  4  v.  12mo,  each  38  Uc^   Ward 1847 

History  of  British  Birda,  2v.p.8vo,28«--r.tol6«,'4i;  n.e.,10«;  cold.,16«  H.  Bokn    1854 

■ Hampshire,  2  v.  roy.  8vo,  44« ;  2  y.  imp.  8vo,  84* Himpkin 1840 

■ Isle  of  Wight,  poy.  8vo,  10«6^;  imp.  8?o,  21» Simpiin 1840 

■  —  Lessons  on  Astronomy  and  Astronomical  Instruments,  12mo,  is6d Orr 1842 

Man  in  his  Physical  Structure,  itc,  4y.l2mo,  ea.&>,  Urr^  '59;  n,e.,  ea.3«  J aa, Blackwood  1858 

Mental  Philosophy  ;  or,  View  of  the  Human  Mind,  I2mo,  7» Orr iSjS 

Popular  Mathematics,  post  8vo,  9s  6d    Orr 1836 

— •  Spring, Summer, Autumn, and  Winter,  4y.l2mo,ea.5^,*37;34J<i,*47;2«6<i  Jat.  BlacLwood  \%6o 

Surveyor,  Engineer,  and  Architect,  2  y.  4to,  each  Via  ^d    Weale 1842 


Muffling  {Earon)  Missions  to  Constantinople  and  Pctersburgh,  1829-30,  12mo,  U^  Lonffman  11^55 

Passages  from  my  Life,  with  Campaigns  of  1813-14,  8vo,  14s Bentley 1853 

Miigge  (7%A>.)  Alfraga,  a  Norwegian  Tale,  post  Svo,  lOi)  6d   L*jw    1854 

Switierland  in  1847,  edited  by  Mi-s.  Sinnett,  2  y.  poist  8yo,  21s  Bentley 1848 

Muhleisen  (/.)  Religion,  Genuine  and  Spurious,  2  y.  8yo,  20s    J.  H,  Jaek$on  1849 

Muhlenfel  {L.)  Manual  of  German  Proee  and  Poetry,  2  y.  12mo,  each  5s;  n.e.,  3s  6d  U.  Bohn    1841 

Muir  {A.S.)  Glimpses  of  Prophet  Life  :  Lessons  fi-om  Hist,  of  Jonah,  n.e.,  p.8yo,3s  Sd  HantiUon 1857 

{Ft!)  Handbook  to  the  Stamp  Duties,  post  8yo,  6«  Blacheoods    ..1862 

Stamp  and  Tax  Office  Manual,  cr.  8yo,  lUs Blachooods  ...1S61 

-  (/no.)  Haryest  Gleanings,  roy.  32mo,  la  6(i   A.  Hall 1858 

Sermons  in  Crown  Court  Church,  London,  Svo,  Is A.  Hall 1856 

Texts  on  the  Origin,  of  Religion,  &c.,  of  India,  Pt.l,7s;  Pt.i:,lSj;  I'i.a,d«  Wdliams  d:N.  1S61 

(/.£.)  First  Fruits;  or.  Addresses  to  the  Young,  18mo,  Is  J.F.Shaw 1858 

(i/ur.)  Memoir  and  Letters  of,  by  Dr.  Macfarlane,  12mo,  8s Hamilton  1836 

(Win.)  Life  of  Mahomet,  4  y.  Svo,  42« Smith  «fc  B.  i8sg-6i 

Sermons  on  the  Work  of  the  Holy  Spirit,  post  Svo,  6»    Longman  1842 

-  {W.J.C.)  Pagan  or  Christian  :  Notes  on  National  Architecture,  post  Svo,  Is^d  ...  Beniley  i860 

Muirhead  {/.P.)  Origin,  &c.,  of  Mechanical  Inventions  of  Watt,  8  v. Svo,  45«;  4to,84tf  Murray 1855 

Winged  Words  on  Chantrey^s  Woodcocks,  Svo,  10s  6d Afurray 1857 

Muirtoune  [C.A.)  The  Crosier,  Shears,  and  Cloven  Hoof  :  Legends,  12mo,  3s  t'd Hope 1853 

Mulcahy  (Jno.)  Principles  of  Modem  Geometry,  2nd  edit,  Svo,  9s    JSimpkin 1861 

Mulder  {O.J.)  Chemistry  of  Vegetable  and  Animal  Physiology,  dvo^  30«  BlacJcwoods  ...1839 

. Wine,  by  H.  B.  Jones,  12mo,  6« Churchill  1857 

Mulfnsat  Timury  :  Memoirs  of  Emperor  Timour,  transl.  by  2stuart,  4to,  12s     Or.  TVaits.  Fd.n.  d. 

MUliisy  {H.T.)  Glenmowen  ;  or,  Nedley  Rectory,  a  Tale,  post  Svo,  10s  6 J  Hope 1856 

Mullaby  {Jno.)  Trip  to  Newfoundland  ;  its  Scenery  and  Fisheries,  12mo,  7s  6<i  New  York 1855 

Mullen  (<i^m.)  Cottager's  Sabbath,  a  Poem,  post  8yo,  12s  T.Miller  1841 

Pilgrim  of  Beauty,  and  other  Poems,  Svo,  12s Chapman  A:  ff.ii^ 

Cottager's  Sabbath,  &c.,  1  v.  Svo,  21s-  r. 7s  6d  H.  Bohn    1845 

KuUenger  {Thos.)  Notice  to  Quit,  cum  the  Inyitation,  post  Svo,  3s  M  Hope 1851 

Mullens  {Jos.)  Missions  in  South  India  Visited  and  De8cri])ed,  Svo,  4s Dalton  1855 

■  Prize  Essay:  Religious  Aspects  of  Hindu  Philosophy,  poet  Svo,  9s Smith  As  Elder  i860 

(ifrs.)  Missionary  on  the  Ganges  ;  or,  What  is  Christianity  t  16mo,  Is   Dalton  1857 

MUUer  (CO.)  Account  of  the  Dorians,  by  Tuf nel,  2  v.  Svo,  2ds  Hurray 1839 

Ancient  Art  and  its  Remains,  tr.  by  Leitch,  8yo,18s,i^tt//artoi»— r.l2s  H.  Bohn    1847 

. Dissertations  on  the  Eumenides  of  JBschylus,  post  Svo,  6s  6d  Paritr^  Son   1854 

History  of  the  Literature  of  Ancient  Greece,  Svo,  7s  ikl Baldwin    1846 

with  adds,  by  Lewis  and  Donaldson,  S  v.  Svo,  86t  Parker  A:  Son   1858 

^— System  of  Mythology,  transl.  by  Leitch,  8yo,  12s  Longman  1844 

— {F.)  Fragmenta  Phytographise  Australise,  2  v,  Svo,  86s BailMre    i<6i 

■  Plants  Indigenous  to  the  Colony  of  Victoria,  V.  1,  4to,  63s  BaUUlre    1861 


{Geo.)  Labours  :  Mighty  through  God,  by  Taylor,  fcap.  Svo,  Is  6d  Weriheim  1861 

Narrative  of  some  of  the  Lord's  Dealings  with  Himself,  n. e.  1 2mo»  3s  td  Nisbet    1 856 


-{Hen.)  Hours  of  Spiritual  Refreshment,  by  Geneste,  32mo,2s,'40— red.  Is  6d  /W.  Tract  Soc.  1853 

'{JJr.J.)  Elements  of  Physiology,  by  Baly,  2  v.  Svo,  40s Walton  1840-4 

Supplement  to,  Svo,  5s  6d     Walton  1848 


'- Embryology,  with  Physiology  of  Generation,  by  Baly,  8vo,  7s  ikl Walton  1849 

Intimate  Structure  of  the  Secreting  Glands,  by  Solly,  Svo,  7s  M Butler    1839 

Physiology  of  the  Senses,  &c.,  with  Mental  Faculties,  Svo,  7s  6d Walton  1849 

Principles  of  Physics  and  Meteorology,  Svo,  ISs  Bailliire    1847 

i^—  Treatise  on  Nature  of  Cancer,  transl.  by  West,  Svo,  7s  6d Sherwood  1840 

(/no.)  Indian  Exchange  Tables,  Svo,  16s Allen  A:  Co,  ...1838 

{Jul.)  Christian  Doctrine  of  Sin,  transl.  by  Pulsford,  2  v.  Svo,  21s Hamilton  ...1852-3 

Topography  of  Attica  and  Athens,  transL  by  Lockhart,  Svo,  9s— r.  to  6s  Qroombridge  ...1842 


(Leo.)  German  Grammar,  for  Use  of  Schools,  post  Svo,  5s    S%mphin.........i%s'^ 

{Max)  Buddhism  and  Buddhist  Pilgrims,  Svo,  2s  Williams  A:K.  1857 

German  Reading  Book  :  Extracts  from  German  Classics,  post  Svo,  12s  Longman  1858 

Pt.  1,  Barly,  4th  to  16th  Centuries,  7s   Longman  1858 

2,  Modern,  16th  to  19th  Centuries,  ds  ...  Longman  1858 

History  of  Ancient  Sanscrit  Literature,  2nd  edit.,  Svo,  21s  Williams  AN.  186 

Languages  of  the  Seat  of  War  in  the  East,  Svo,  5s Williams  At  N.  1S55 

Lectures  on  the  Science  of  Language,  Srd  edit.,  Svo,  12s  Longman  1861 

Pnoposala  for  a  Missionary  Alphabet,  Svo,  and  Table,  folio,  3s  WiUiamsA:N.  185S 
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MiiUer(ifar.)  Rig-Veda-Sanhita,  the  Sacred  HymnB  of  the  Brahmins,  4to,  50«  Allen  d:  Co,  ...1850 

—{  W.)  Pietureaqae  Sketches  of  Age>>f  Francis  I.,  fol., SU  ;  col.  &  mtd. ,  10/  1 0<  Graves   1 841 

MalUgan  {Jno.)  Grammatical  Stmctare of  Kng.  Lang.,  8vo,  7f  0</,  '52;  abr.,  12mo,  3«  Atm/>Xrtn 1854 

Mulock  (DM.)  A  Hero  :  Philip's  Book,  a  Tale,  12mo,  3«6</,  1852— red.  toUM  ...  RouUcdge  1854 

Agatha*B  Husband,  a  Novel,  3  ▼.  post  8to,  31«  6d,  '52  ;  post  Svo,  2»  Chapman  AH.  1858 

— Alice  Learmont,  a  Fairy  Tale  of  Love,  12mo,  fw  ;  new  ed.,  12mo,  1»  Chapman  4S:  If .  1851 

Avillion  and  other  Tales,  3  v.  p.  Svo,  31«  6rf,  '53  ;  n.  e.,  12mo,  2«  6rf  Smith  k-  EicUr  1853 

Bread  upon  the  Waters  ;  a  Gk>veme88  Life,  new  edit.,  12mo,  2»  6rf...  Madden 1859 

■ Cola  Monti ;  or,  the  Story  of  a  Genius,  12mo,  5s,  '49— red.  ioZi  6d  A,  Hall 1853 

Hea4oftheFamily,8v.p.8vo,31a6rf,  C.d!H.,*s^;  p.8vo,5«;  12mo,  2s  C.  11,  Clarke. ..1^6% 

John  Halifax,  Gentleman,  8  v.  p.8vo,81«6d,  '57;  p.8vo,10«6</,'s8;  6»  Jlursi  «fc  B.    ...1859 

Little  Lychetts,  Autobiography,  p.  Svo,  2s  6d,  Low^  '55;  new  ed.,  2«  RouUedge  1857 

Mistress  and  Maid,  2  ▼.  post  Svo,  21 1 ;  1  v.  Ss Hurst  d:  B.    ...1862 

• Nothing  New,  Tales,  2  v.  post  Svo,  21«,  1857  ;  new  edit.,  1  v.  5«  ...  Hurst  d-  B.    ...1861 

Ogilvies,  a  Novel,  3  v.  post  Svo,  31t  6rf,  1849  J  P<»*  Svo,  2«   Chapman  dfH.iZss 

• Olive,  a  Novel,  3  v.  post  Svo,  31«  6d  ;  post  Svo,  2s Chapman  ds  H.i%$o 

Our  Tear,  12mo,  3«  6<2 Marmillan    ...1862 

Romantic  Tales,  including  Avillion,  post  Svo,  2s  M Smith d: Elder  ,\%$^ 

Woman's  Thoughts  about  Women,  post  Svo,  10«  Cci  ;  new  edit.,  bs ...  Hurst  ds  B,   ..  1859 

{ThosJ)  Highlands  and  Islands  of  Scotland  Considered,  post  Svo,  2s  <id  Orr 1850 

Maltifeman,  Annals  of,  edit,  by  Aquilla  Smith    Archaol,  Soe.    1842 

Mamford  {Jos.)  Questions  on  Sieligion,  revised  by  Gktrdon,  12mo,  2s Simmsds  McJ,  1849 

Maaby  {A,J.)  Benoni  :  Poems,  12mo,  6« Ollivier 1852 

Aianeh  (A.)  William  and  Rachel  Russell,  a  Tragedy,  tr.  by  Burt,  post  Svo,  39  Qd Triilmer 1862 

Mandeil  {W.A.)  Digest  of  Criminal  Statutes  and  Cases  during  18IG«7-8,  Svo,  ^s  6<i  Sttvtns   1848 

Manden?/.  5.)  Memoirs,  by  his  Son,  post  Svo,  10s  6(2   Bentley 1843 

Itlasdt  {Theo.)  Court  of  the  Khan  of  the  Crimea,  tr.  by  Eliot,  post  Svo,  6« Murray 1856 

Mondy  {G.C.)  Our  Antipodes;  or,AustralasianColoniea,3  v.Svo,42«,52i3  e.,12«,54;2«  Bentley   1857 

Pen  and  Pencil  Sketches  in  India,  2  v.  Svo,  80« ;  3  ed.,  p.  Svo,  7i  M  Murray 1858 

(ifri.)  Memoirs  and  Diary  of,  by  her  Husband,  12mo,  U Snow 1844 

Manford  {Geo.)  Analysis  of  the  Domesday  Book  for  Norfolk,  Svo,  \Qs  M /.  R.  Smith  ...1857 

Mangeam  {J,T.)  Observations  on  the  Teeth,  I2mo,  2s  6d Simpkin 1848 

Maoimenta  Gildhalla  LondinensiB,  ed.  by  Riley,  4  v.  roy.  Svo,  each  10« Longman  ...1859-62 

Monk   (f.)  Metres  of  the  Greeks  and  Romans,  post  Svo,  9t  Wiley 1849 

{Wm.)  Roll  of  the  Royal  College  of  Physicians  of  London, Y.  1  and  2,Svo,ea.l2«  Limgman  1861 

Mann  {B.)  Practical  Land  Drainer,  fcap.  Svo,  4« New  York 1855 

—  (£.(7.)  American  Orator,  with  Appendix,  12mo,  7« Boston,   U.S.,..ii^'^ 

—  (H^. J.)  Barr  and  Frame  Bee-Hive  described,  Svo,  2s  6cl   Van  Voorst  ...1851 

Mnnn  {Colin)  Fern  Vale;  or,  the  Queensland  Squatter,  a  Novel,  8  v.  post  Svo,  Sls6d  Newby    1862 

((7.6'.)CharlesHarcourt,  aNovel,  3  V.  post  Svo,  Sis  6d Bentley  1843 

Voyage  of  Life,  a  Tale  of  the  Land  and  the  Ocean,  3  v.  p.  Svo,  31 1  6d  Bentley  1844 

White  Rose  of  the  Huron,  a  Novel,  3  v.  post  Svo,  31»  6rf Saunders  d:  0.   1852 

{ff.H.)  Manual  of  Logic,  Inductive  and  Deductive,  post  Svo,  5s Hamilton  1850 

(/as.)  Gaelic  Primer,  12mo,  2s    Simpkin 1842 

Modem  Immersion,  in  Reply  to  Carson,  Svo,  ls6d Snow 1842 

Practical  Grammar  of  the  Scottish  Gaelic,  2nd  ed.,  1  Smo,  is Simpkin 1 843 


(i2.)  Poems  and  Translations  in  Prose  and  Verse,  12mo,  2s6c£    Brydone 1843 

{SirT.)  Life  of,  by  Gleig,  post  Svo,  6«,  1849  ;  new  edition,  3s  6d Murray 1861 

Mnnaell  (/m^  Annals  of  Albany,  6  v.  Svo,  36«    Albany  1855 

Every  Day  Book  of  History  and  Chronology,  Svo,  15« New  York 1858 

Typographical  Miscellany,  Svo,  6s Albany  1850 

Munsie  (If.)  Sabbath  School  Exercises  on  Genesis,  ISmo,  Is Nisbet 1847 

Murl^  {T,)  Mnsical  Stndent*s  Manual,  ReUting  to  Sound,  12mo,  3s  6cf   Groombridge  ...1862 

New  Tunes  to  Choice  Words,  fcap.  Svo,  Is  6d Groombridge...! 96 1 

Mnreh  {Jerom,)  History  of  Presbyterian  Churches,  West  of  England,  Svo,  12s Huntei* 1835 

( IT.  ^.)  Essay  on  the  Christian  Ministry,  roy.  Svo,  is  id Ward 1841 

Murehie  {Wm.)  Truth  and  Love;  or,  Calvinism  and  Arminianism  Reconciled,  12mo,  3«  Snow 1847 

Mnrchiaon  (C)  Treatise  on  Continued  Fevers,  Svo,  ISs  Parker d: San... i%6z 

{J.H.)  British  Mines,  as  a  Means  of  Invratment,  post  Svo,  3«  6(2    Mann 1854 

(12. /.)  Geology  of  Cheltenham,  Svo,  8s  6(f Murray 1845 

Russia  and  the  Ural  Mountains,  2  v.  4to,  8/ Ss  Murray 1840 

Silnria  :  its  Rocks  and  their  Foundations,  Svo,  42s  Murray 1849 

Silurian  System  of  Geology,  2  v.  4to,  S/ 8s    Murray 1839 


Murder  Will  Ont,  a  Story,  by  the  Author  of  the  Colonel,  12mo,  It  6d Routledge  1852 

Murdoeh  {Jos.)  Bankrupt  Law,  Scotland,  by  Barclay,  Svo,  7«  6d  Hamilton 1856 

New  Testtament,  Translated  from  the  Syriac  Peshita  Version,  Svo,  IS*  Neio  York 1852 

{J.B.)   Notes  on  Jersey,  France,  and  Italy,  post  Svo,  7*  6d  Bladcwoods  ...1846 

Mure  (fi.)  Principal  Animal  and  Vegetable  Poisons  of  Brazil,  cr.  Svo,  6t New  York 1854 

~  {Wm.)  Dissertation  on  the  Calendar  and  Zodiac  of  Ancient  Egypt,  Svo,  9s Rivington 1832 

History  of  Language  and  Literature  of  Ancient  Greece,  6  v.  Svo,  69s Longman  ...185C-7 

Tour  in  Greece  and  Ionian  Isbuids,  1838,  2  V.  post  Svo,  24s    Blackwoods  ...1842 

Mnrgeand  {F.L,)  French  Grammar,  &c.,by  Mayew,  12mo,4s6(2,  Zon^wuin, '47;  3 e.,4«  BelldeDaldy..,i%^^ 

Instruction  Bur  THiatoire  et  Mythologie,  12mo,  4t Longman  1847 

Murimatbensis  {Aitami)  Chronicon  8ui  Temporis  1303-40,  ed.  Hog,  Svo,  10s  (id Historical  Soe,  ^ 

Murphy  {Edm.)  Agricultural  Instructor  ;  or,  Farmer's  Class  Book,  new  ed.,  12mo,  Is  11*.  Hughes.... 
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Murpliy  {Edm.)  TreatiM  on  AgricultomJ  QraflMs,  12mo,  2s  M,  Longman^  1844  ;  la    Orr    1S46 

— —    {Eliz.)  Lerite,  a  Romance,  8  ▼.  post  8to,  3l#  W OUiver  1X45 

(k.W,)  Lectareson  Natural  and  Diflicalt  Parturition,  8to,  9< WaUon 1S4S 

. Principles  of  Midwifery,  8vo,  16«,'5X  ;  2nd  edit.,  \2a  6d  WalU/n. ...i86x 

■  Properties  and  Safety  of  Chloroform  in  Childbirth,  12roo,  \s  M WalUm 1855 

•^—    {John)  Letters  on  Russia  :  Coronation  of  Alex.  II.,  12mo,  la  6c£    Sradbwrtf 1856 

■■  {J'O.)  Arabian  Antiquities  in  Spain,  folio,  422— red.  to  8/  8a H.Bokn 1856 

■  {j-0.)  Elements  of  Hebrew  Grammar,  post  8to,  fia  6</ NuU 1857 

• Latin  Grammar,  12mo,  2a    Lw^gman  1847 

• (/.X.)  Essay  towards  a  Science  of  Consciousness,  12mo,  4a Simpkin i8jS 

Treatise  on  the  Human  Teeth,  12mo,  5a Whittalcer 1837 


(Pal.)  Astronomical  Aphorisms  ;  or,  Theory  of  Nature,  12mo,  fia  WkUtahtr 1847 

Meteorology  in  Connexion  with  Astronomy,  8vo,  8a  BaiUiirt  1836 


. {P.I.)  Observations  on  Use  of  Mercury  in  Syphilis,  8vo,  Bt Churchill  1839 

— ^  (Rth.)  Theory  of  Algebraical  Equations,  8vo,  4a   Baldwin    1839 

-^— —  and  Je£fexs  {W.N.)  Nautical  Routine  and  Stowage,  &e.,  roy.  8to^  12a Simpkin 1850 

Hurraie</.(7.)  Guide  de  TKtranger  A  Londres,  12mo,  2»  6d  Dulan   1851 

Murray  (A.)  Catalogue  of  the  Coleoptera  of  Scotland,  fcap.  8vo,  2a  6<2 Jat.BUidnooodits'i 

m  ~  See  Kinran. 

{Abp.)  Letters  to  Hon.  R.  Taney  on  Romanism,  12mo,  2a  6d   Do/man 1S5X 

Notices  of  his  life  and  Character,  by  Me«'igher,  8vo,  4a BnHman 1853 

{Alex,)  Doings  in  China,  1841-42,  post  8to,  10a  %d  BenUnf  1843 

-  Outlines  of  Scotch  History,  18mo,  2a   SimpJan 1849 


{A.M.)  Letters  from  United  States,  Cuba,  and  Canada,  2  t.  post  8vo,  16a    Parib«r<£* Son...  1856 

—  {Amel.)  Remarks  on  Education  in  1847,  12mo,  2<  6d  Vartjf 1847 

—  (il.<ti2.)  Theory  and  Practice  of  Ship-Building,  4to,  14a   Longman  1861 

(i.  IT.)  Missions  in  Western  Polynesia,  8yo,  10a  6cl Snow i86x 

{C.A.)  Asssan ;  or,  the  Child  of  the  Pyramids,  2  t.  post  8yo,  21a   /.  W.  Pairker   1857 

Prairie  Bird:  aTale,3  y.p.SyOfZU  6d,  Bentleify* 44;  12mo,8a6(f,*49;n.e.,2a  BouUedge 1857 

Travels  in  North  America,  2  v.  post  8vo,  16a Bentley 1854 

——  {Col.)  Sketches  of  Scenery  in  Scotland,  roy.  4to,  21a Simpkin 1836 

(E.)  Artist's  Life  in  Morocco,  Spain,  Canaries,  &c.,  2  y.  8vo,  30a ffurtt^  B 1859 

{Edw.)  Enoch  Restitutus  ;  or,  Books  of  Enoch,  8vo,  7a C.  J.  5tewaW...i836 

{E.J.)  Droits  et  Devoirs  des  Snvoy^,  poet  8vo,  7»  6d   Beniley 1853 

((7eo.)  Islaford,  and  other  Poems,  12mo,  4a Smith  d:  Elder  1845 

•  Reformed  English  Grammar,  18mo,  2a,  1847  ;  n.  e.,  la  M Darton  1849 


~-  {Oran.)  Embassies  in  Foreign  Courts,  12mo,  6a    Boutledge  1857 

Pictures  from  the  Battle  Fields,  12mo,  5a Routledge  ,  ...1855 

Roving  Englishman  in  Turkey,  Sketches,  12mo,  2a    Boutledge  1855 

— ^— — ' —  Roving  Englishman  ;  or,  Continental  Sketches,  12mo,  la Bomtledge  1854 

'  The  ifess  and  the  Public  Service,  12mo,  5a    Boutlee^  1857 


—  (iTam. )  Falkenburg  :  a  Tale,  3  v.  poet8vo,  31a  6d Colbum  1851 

Leonie  Vermont :  a  Story,  3  v.  post  8vo,  81a  Bd Bentley  1849 

Mildred  Vernon  :  a  Tale,  8  v.  poet  8vo,  81a  6d  Colbum 1848 

(ffen.)  Art  of  Printing  and  Drawing  in  Crayons  ;  n.  e.,  post  8vo,  la Wintor  1856 

•  Gems  of  Stuart  Newton,  wiUi  a  Memoir,  folio,  81a  6d   Longman    1842 


— {Hen.A.)  Lands  of  the  Slave  &Pree,2  v.cr.8vo,21a,Pari;fr  <£5(m,*55;  n.e.,12mo,5a  Boutledge  1857 

(Hugh)  Disoourses  and  Adventures  in  Africa,  12mo,  2a  6d,  1842  ;  n.e.,  5a Nelton   1854 

——— Encydopiedia  of  Geography,  8v3,  60a,  ^n^man— red.  to  25a   H.Bokn 1844 

History  of  British  America,  8  v.  12mo,  7a  6rf Nelson  1843 

— — -i^-_  India,  12mo,  new  edit.,  6a  6d    Nelson    1857 

the  United  States,  8  T.  12mo,  7a  6ii Nelson  1S44 

(/aa.)  Electricity  as  a  Cause  of  Cholera,  12mo,  2a  6<£   Orr    1S49 

— ^—  French  Finance  and  Financiers,  under  Louis  XV.,  8to,  I0s6d Longwutn  185* 

Reports  of  Cases,  Jury  Court,  Edinbutgh,  5  v.  8vo,  48a TaBant 1855 

{John)  Chemistry,  Practical  and  Applied,  fcap.  8vo,  7a  6d    Belfe  1840 

■  —  Dminage  and  Sewerage  of  London,  8vo,  3a  6d Weale 1852 

—  Horatian  Criticism,  8vo,  9a   Simpkin 1851 

-^— -  Manual  of  Chemical  Sciences,  as  to  the  Arts,  12mo,  5a  Benthaw    1839 

^— — — Memoir  on  the  Diamond,  12mo,  5a   Re'fe 1839 

—  Photographic  Views,  North- West  Provinces  of  India,  fol.,  5/ 5a Hogarth 1JI59 

— — — Tables  and  Diagrams  of  Chemistry  and  Pharmacy,  8vo,  8a Longman  183s 

Treatise  on  Stability  of  Retaining  Walls,  8vo,  5a    Weale 1855 

——— Truth  of  Revelation  Demonstrate,  8 vo,  15a   W.Smiik    1840 

Views  of  Passages  in  Life  and  Writings  of  Horace,  8vo,  6a Simpkin 1852 

—  (/.jr.)  A  Summer  in  Uie  Pyrenees,  2  V.  8vo,  24a Macrone    1837 

(J.F.)  Environsof  London, Western Div.,r.8vo,  17a, fi^adhaoodaj '40— red. to 5a6d  H.tokn 1849 

— ^— Viceroy:  a  Romance,  3  v.  post  8vo,  81a  6d  Author  1840 

'  World  of  London,  2  v.  fcap.  8vo,  12a,  ^^odhooocf— red.  to  5a  Tegg  1843 

— ' New  Series,  2  v.  post  8vo,  21a   Bentley 1845 

{lAnd,)  English  Bxeroises,  12mo,  2a— Key,  2a,  1861  ;  Exercises  &  Key  3a  6<2  ...  Longman  1859 

""~~" Grammar,  Exercises,  and  Key,  2  v.  8vo,  21a Loi^man,  1853 

" '"" and  Bxeroises,  abridged  by  Gartly,  18mo,  Istd Tegg  i860 

~~ — — 12mo,  3a6(2 Longman  i860 

'  by  Pinnock,  18mo,  new  edit.,  li  6d Piper 1858 
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Mnm7(Xiit(2.)  English  Grammar,  abridged,  18mo,  1»   Longman  t86i 

= by  Giles,  ISmo,  la  6d Lonyman  i86» 

Beader,  12mo,  8»  6rf~Sequel  to,  12jno,  U&d Longman  1856 

Introduction  to,  12mo,  2a  6d Longman  i86a 


Spelling  Book,  18mo,  1»  6rf    Longman  i860 

-  Introduction  to  the  French  B^er,  n.e.,  by  AUva,  12mo,  3t ffoUUtoorth   ...1839 

•  Lecteor  FraofaiB,  I2mo,  5a — Introduction  to,  12mo,  ^  6d    : Longman  1858 


—  {Mn.1.)  Aemarks  on  Genesis  and  Exodus,  3rd  edit.,  8to,  10<  6d   Longman  1842 

(iV.)  Memoirs  0^  by  S.  I.  Prime,  12mo,  6a New  York i86» 

-{oJGortky)  Poems,  4to BannatyneCluhitzi 

(/'a/.)  Theological  Essays,  4  v.  8yo,  24j Burna    1853 

{.P.J.)  Not  so  Bad  as  They  Seem  ;  or,  Ticket  of  Leave,  8vo,  Is    Bennett 1857 

Reformatory  Schoob  for  Juvenile  Offenders,  Ireland,  12mo,  6« .KeUy 1858 

•^—{Pror.)  Compendium  of  Logic,  by  Walker,  12mo,  6<  Longman  1846 

{Rich,)  Catholic  Church  in  Ireland,  fp.  8vo,  Sa  6rf,  '40;  2  e.,  8vo,  10s  6rf   Seeleg 1845 

Treatise  on  Marine  Engines  and  Steam  Vessels,  Srdedit.,  12mo,  2«6c£      WeaU 185S 

{HD,)  Cities  and  Wilds  of  Andalusia,  2  v.  p.  8vo,  21«,  '49  ;  3  e.,  8vo,  10s  6d  Bentity  1853 

Summer  at  Port  Philip,  l2mo,  5s Simpkin 1843 

(f.£.)  Alphabet  of  Emblems,  in  Verse,  12mo,  2s  6<i Rivington  1847 

Chronicles  of  St  Dunstan's  in  the  Bast,  London,  sm.  4to,  6s    Smith  A  Elder  1859 

lAys  for  Christmas,  with  Notes,  12mo,  Is  6<i Rivington  1847 

Pitcaira  Island,  its  People  and  Pastor,  4th  edit.,  12mo,  2«    80c,  P.  C.  K...i%s^ 

Two  City  Apprentices  ;  or,  Industry  and  Idleness,  12mo,  Is  6d   Rivington  1851 

Zoological  Sketches:  Animals,  12mo,  3s 5oc  jP.  CAT....  1859 

(Wm.)  Reduction  of  Spanish  DolUrs  to  Sterling  Money,  roy.  8vo,  3s  6d Longman  1847 

lliimy*s  British  Classics.     See  Appendix. 

Cathedrals  of  England,  Eastern  Division,  18s   Murray 1859 

Southern  Division,  2  v.,  post  8vo,  24s   Murray i86» 

Familiar  Quotations,  Srdedit.,  12mo,  5« Murray 1861 

Handbook  for  Painting,  German,  Ac,  Schools,  p.  &vo,  12s,  '46;  n.e.,2  v.24s  Murray i860 

Italian  Schools,  2  v.  post  8vo,  24s;  n.e.,  2 v.  80s  ...  Murray 1855 

Spanish  and  French  Schools,  2  v.  post  8vo,  12s Murray 1854 


to  Antiquities  in  the  British  Museum,  post  8to,  *Ia6d  Murray 1851 

MrE»AT*s  Haxd-Books  voa  TbavelXbrs,  postSvo,  the  latest  editions  :-> Murray v.  y. 

Berks,  Bucks,  and  Ozon,  7s  6d,  i860    Norway,  Sweden,  and  Denmark,  15s  1858 

Bombay  and  Madras,  2  V.  24s  ...1859    Portugal,  9s     1856 

Continent,  10s i860    Rome  and  its  ^rirons,  9s    186a 

Devon  and  Cornwall,  7s  6<i  1859    Russia,  Iceland,  &e.,  12s  1848 

France,  10s 1861     Spain,  2  v.  30s   1855 

Germany,  North,  10s i860    Surrey,  Hants,  &c.,  7s  6<i 1858 

South,  10s 1858    Switzerland,  9s i86» 

Greece,  15s 1834    Syria  and  Palestine,  2  v.  24s 1859 

Italy,  Central,  10s 1861     Travel  Talk,  3s  6d i86a 

North,  12s  i860     Turkey,  Asia,  Ice.,  10s  1854 

South,  10s  i86a    Wales,  N.  and  S.,  2  v.  12s    1861 

Kent  and  Sussex,  10s    1858    W^estminster  Abbey,  Is 1844 

London,  Modem,  3s  6d 1862    Wilis,  Dorset,  Somerset,  7s  6d 1859 

Past  and  Present,  I6S...1850    Windsor  Castle,  Is  1844 

Malta,  Tarkey,  &c.,  15s,  1854 

Hon&e  and  Colonial  library.     See  Appendix. 

Official  Handbook  of  Church  and  State,  new  edit.,  12mo,  es  Murray 1854 

Practical  Cook  and  Housekeeper,  8vo,  12s P.Jackton    ...»,  rf. 

■ Railway  Reading.     Su  Appendix. 

Mnrsell  (Ar.)  Letters  to  Woriiing  Men,  at  Manchester,  12mo  : —  Simpkin..,  1858-62 

1  &  2  series,  3s  6(2  ;  n.  a,  3s  ;  3  s.,  3«  6(j  ;  4  s.,  2s  6(2 ;  5  s.,  2s  3d 

(/.P.)  Genius  and  Writings  of  Robert  Hall,  8vo,  Is    A.  Hall 1854 

Mqsk  Btonensis;  Carminum  Etonse  conditorum  Delectus,  Pt.  1,  8vo,  5s '56;  Pt.  2,  7s  £.P.  Williama  i86a 

Unnras,  Legend  of  the  Enchanted  Knights,  transl.  by  Kennedy,  post  8vo,  4s Longman   1857 

L^ends  of  Rubesahl,  and  other  Tales,  translated,  12mo,  5s   Cwndali 1845 

Popular  Tkles,  translated,  12mo,  2s  Hughe*  1845 

Unaentt  {Edw.)  Altar  Sins  ;  or,  Encharistic  Errora  of  Bome,  8vo,  with  Chart,  20s...  Judd  d:  GIomb    1857 

History  of  Church  Laws  in  England,  602  to  1860,  8vo,  10s  6d   BenneU  1851 

Uose  and  Poetess,  and  other  Poems,  by  Emily  D ,  post  8vo,  5* Hatckard  1836 

Mase*8  Evening  Giames,  Questions  for  Parties,  2nd  edit.,  2s  Simpkin 1840 

Mnssom  Disneianum ;  aDeecription  of  Ancient  Marbles,  roy.  4to,  5'2a6d RodweU 1847 

new  edit,  94s  6dj  Longman,  '49— red.  to  25s    Willit. n.  d, 

HvsgnYt  (Q.M.)  By  Beads  and  Battle  Fields  in  Picaidy,  imp.  8vo,  16s BeU  ds  Daidy   1861 

_—  Book  of  Interpretation  ;  Vocab.  of  Bxphuiationa,  12mo,  2s  6(2    ...  Rivington  1843 

Bxennuon  to  Paris;,  Tours,  and  Bouen,  posit  8vo,  10s  6d BenUey  1849 

■ Nine  and  Two  ;  or,  School  Hours,  12mo,  2s  6(2 Rivington  1843 

Pilgrimage  into  Dauphine,  2  T.  post  Sro,  21s    ffuratd^B,    ..,1857 

■  Bamble  through  Normandy,  post  8vo,  10s  6(2    Bogue 1855 

Musket  (/)0v.)  Appeal  on  Wrongs  of  the  Animal  World,  post  8vo,  8s    Hattkard  1839 

Papers  on  Iron  and  Steel,  roy.  8vo,  30s      Weale 18 

* (RsU.)  Book  of  Symbols ;  Essays  on  MoiaJs,  post  8vo,  6i     Chagprnoin  4^  H,i 
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Mnshei  (RtM.)  Trinities  of  the  Ancients  ;  Mythology  of  First  Ages,  8to,  S§  6d Parker  A:  S<m...i^l 

Miwic  and  the  Art  of  Dress,  by  a  Lady  (Read ing  for  the  Rail),  fcap.  8vo,  la Murray i?5i 

Book,  edited  by  Mre.  G.  A.  iL  Beckett,  folio,  12«  Qj^ 1847 

for  Sabbath  Schools,  edit,  by  Thomson  and  Sogden,  18mo,  la     Simpkin 1852 

the  Million,  edit,  by  W.  L.  Rede,  8vo,  7«  6rf    Berger   1^4? 

Young,  12ino,  l«6(i Sunday S,  U..,.i%^i 

Musical  Bijou,  an  Album  of  Poetiy  and  Music,  edit,  by  F.  H.  Burnet,  4to,  hf.bd.l5f  EtAlmaine    ...1851 

Bouquet,  V.  1  to  12,  ea.  12»  Ojgux    i«39S9 

Cabinet  and  Harmonist,  4  ▼.  folio,  42#— red.  to  16« //.  Bohn    1S43 

Directory,  Register,  and  Almanack,  12mo,  Is  0fi{ Rudall Annaul 

Fair,  and  the  Polks  that  vers  There,  4to,  Is  6a  ;  cold.  2*  6d Dean iSbo 

Gem,  8  V.  in  1,  8vo,  21«— red.  to  10s  6d H.  Bohn    1845 

Herald,  edit,  by  Hogarth,  4to,  8s    Biggt 1847 

Service  for  the  Church  of  England,  by  C.  B.  Stephens,  2  series,  each  7s Notello  1X53 

Treasury,  Uncle  Tom's  Music,  folio,  2*  6<i DavidKm  1853 

Xlusings,  by  Author  of  Heart  Breathings,  32mo,  2s  W Bergtr   1849 

—  of  a  Pilgrim  at  Jacob's  Well,  18mo,  Is  6d   Nitbet 1857 

Musnicki  (i?.iV.//.)  Roxolana,  the  PadolUn,  12mo,  2»  6d W.U.dmpUm  1840 

Muspratt  (Sher.)  Chemistry,  Theoretical,  Practical,  and  Analytical,  2  r.roy.  8vo,  67s  Mackemie i860 

Outlines  of  Qualitative  Analysis  for  Students,  8to,  3s  6<i     Waltcn  1859 

Musset  {Paul)  Little  Silver  Barrel,  and  other  Tales,  16mo,  2s  6<i Ja», Blackwood  it ^7 

MuBt  (/.)  Martyr  of  Hadleigh,  a  Poem,  12mo,  2s  6d      Longman  1830 

Mu8ton(^.)  Israel  of  the  Alps:  History  of  the  yaudois,tr.by  Montgomery, 2 T.8yo,  18s  Blackit  1837 

Waldenses,  post  8vo,  2s  6rf,  '52  ;    n. e.,  post  8to,  5s  Ingram iS6x 

(C.A)  Recognition  in  the  World  to  Come,  12mo,  7s  Hatchard  1840 

Sermons  preached  at  Rotterdam,  8vo,  12is  Batckard  1836 


Mutinies  and  the  People,  by  a  Hindu,  8to,  5s WilUawuJiN.  1859 

Mutiny  at  the  Nore  and  Spithead,  18mo,  5s— red.  to  8s  6c{    Tegg  1847 

of  the  Bengal  Army,  by  One  who  served  under  Sir  C.  Napier,  8vo>  5s Boncorth    1858 

Muszarelli  (F.)  Month  of  Mary,  roy.  82mo,  Is  6rf   Bunts    1848 

Muzzey(^./^.)  Christian  Parent,  12mo,  3s  6<i,  Ifod»on,i%$o  ;  12mo,  5s  6d /.  Chapman... i%^o 

My  Birth-Day  Book,  18mo,  Is  Chaml^ert  1861 

— ^— Eve,  a  Waking  Dream,  16mo,  2s MaaUrn 18^9 

—  Brother  Ben,  by  the  Author  of  Mackerel!  Will,  Ice,  18mo,  Is    Rd.  Tract  Soc,i%hi 

—  Churchyard  ;  Cases  of  Mary  Norton,  Ac,  by  a  Pastor,  12mo,  Ss  6d  iWsfteT 1844 

—  Country  :  the  History  of  the  British  Isles,  by  E.  S.  A.,  2t.  18mo,  6s  6(/  Wertkeim 1862 

—  Cup  Runneth  Over,  by  Author  of  the  Welsh  Valley,  18mo,  2s HamUUm  i860 

—  Daughter  Marjorie  (17th  Century),  square  er.  8yo,  10s  6(2  SaundertA  0.  1861 

—  Duty  :  Thoughts  and  Reflections,  by  a  Village  Pastor,  18mo,  2s  6<i Rivington  1846 

—  Earnings;  or,  the  Story  of  Ann  Ellison's  Life,  18mo,  \»M  Knight  is  Soin..i%i^ 

—  Eldest  Brother,  a  Tale,  by  A.  of  Our  Farm  of  Four  Acres,  &c.,  2  y.  p.  8to,  21s  Sawndertd^  O.  1861 

—  Escape  from  Mutinies  in  Oudh,  by  a  Wounded  Officer,  2  t.  12mo,  12s Bentltg 1858 

—  Favourite  Story  Book  for  Little  Folk,  16mo,  3s  6d  Darlon  1851 

—  First  Grief ;  Recollections  of  a  Beloved  Sister,  by  a  Surgeon,  12mo,  3s  M Binns 1851 

—  Flock;  or,  the  Parish  Priest's  Register,  12mo,  3s  6<2   EarU 1847 

—  Flowers;  Chapters  on  Duties  of  the  Garden,  18mo,  2s  6(2  Wertkeim  i%si 

—  Heart's  in  the  Highlands,  by  Author  of  the  Nut-Brown  Maids,  post  8vo,  10s  6cl  Parker  A  Son    1861 

—  Journey  to  Italy  Ten  Years  Ago,  18mo,  Is  8«2  Ch,  K.  Soeiety.iiyO 

—  Lady;  a  Tale  of  Modem  Life,  2y.  post  8yo,  21s,  1858  ;  new  edit.,  12mo,  Is Smithd:  Blder  iS6r 

—  Life,  by  an  ex-Dissenter,  12mo,  7s Botwortk 1841 

and  Whatshall  I  do  with  It  ?  by  an  Old  Maid,  2nd  edit.,  fcap.  8yo,  G$   ...  Longmam  i860 

—  Mission  ;  TweWe  Tracts  on  Religious  Subjects,  Timo,  3s Woodleg 1852 

—  Mother;  a  new  Kitten  Story,  by  Comus,  4to,  2a  6(2 NeUon  1857 

or,  the  Child's  Affection,  a  Poem,  4to,  Is   Ward  A  Ladf..  i%io 

—  MS.,  a  Tale  of  Olden  Islington,  cr.  8vo,  5s Hope 1855 

—  Neighbour's  Shoes  ;  or,  Feeling  for  Others,  a  Tale,  by  A.  L.  0.  E.,  fcap.  8yo,  Ss...  NeUon   i860 

—  New  Picture  Book,  300  illustraUons,  fol,  5s,  1859  ;  new  edit,  4s Darkm  j852 

—  Niece's  Album  ;  Scraps  of  Poetry,  18mo,  2s Simpkin 1849 

—  Norske  Note-b(K)k  ;  or,  a  Month  in  Norway,  by  a  Lady,  12mo,  2s  Westerton i860 

—  Note-book;  or.  Sayings  and  Doings  of  a  Ix>ndon  Physician,  12mo,  6s Low    1859 

—  Old  Pupils,  by  Author  of  My  School-boy  Days,  18mo,  2s  6(2 A,  Hall 1847 

—  Own  A  B  C,  square,  Is  6d  i  coloured,  2s  6rf Cundall 1^46 

Annual,  a  Gift  Book  for  Boys  and  Girls,  16mo,l 846-8, 12mo,ea. 5s — r.  2t  6(2  Chapman  if  H.i^s^ 

Book  of  Short  Verses  in  Short  Words,  square,  Is  ;  coloured,  Is  6(2 Ogitvg   1S44 

Treasury,  a  Gift  Book  for  Girls  and  Boy8,16mo,  7s  6(2,  '49  ;  12mo,  5s Chapwum  4^^.1854 

—  Poetry  Book,  18mc,  ls6(2 Rel,Traet  Soc.  1858 

—-  Portfolio  ;  or.  Stray  Pages,  collected  and  edited  by  W.  B.,  12mo,  2s  6(2 Longman  1854 

—  Receipt  Book  :  a  Treasury  of  600  Reoeipte,  by  a  Lady,  fcap.  8yo,  Is  6(2 Oroo>mbridge..  1861 

—  School-boy  Days,  18mo,  Is  6(2 Rel.  TVacC  Sbc.  1844 

—  Three  Aunts  ;  or,  Lowminster,  a  Tale,  12mo,  2s  6(2  Motley  1858 

—  - Travels,  in  a  Series  of  Conyersations,  12mo,  6s  6(2  Weatley 1838 

—  Uncle  the  Curate,  3  y.  post  8yo,  31s  6(2,  1849  ;  12mo,  2s..., Chapman dt  H.i%^^ 

—  Youthful  Companions,  by  Author  of  My  Old  Pupils,  18mo,  2s  6(2— red.  to  Is  ...  A.HaU 1846 

Myers  (-i.iV.)  Both  One  in  Chri.st,  12mo,  6s    Nitbet    1841 

Jew  ;  or,  Crisis  of  Judaism  Exemplified,  12mo,  3s,  1848;  n.  e,,  4i6(2  Wertknm  !!!!..  185s 
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UjeiB  {Pre.)  Lectures  on  Great  Men,  post  Sto,  5« 

Sermons  before  C&mbridge  Dniversitji  1851,  8vo,  U  6d 


{M.J: J.)  QaestionB  and  Answers  on  the  Bible,  12mo,  is 

-(P.  A,)  Prisoner  of  the  Border,  a  Tale  of  1838,  12mo,  6s  6d. 


iP.H.)  Blanche  Montague,  12mo,  Is. 

--  {Sar.A.)  Watch  I  Work  !  Wait  !  or,  the  Orphan's  Victory,  18mo,  Is 

{Tho.)  Condones  Basilicoe  :  Sermons  on  Second  Advent,  12mo,  5s 

-  Fk-ophecies  of  Christ  applied  to  the  Church,  12mo,  5«    


(ir.r.)  Christian's  Guide  to  Confirmation,  12mo,  6« 

Mvles  (/as.)  Bamblee  in  Forfarshire,  12mo,  5s    

Mylius  {W.P.)  English  Dictionary,  by  Baldwin,  18mo,  2s  6</,  1847  ;  Is  6rf. 

.  First  Book  of  Poetry,  12mo,  2s  6d,  1849  J  1»  ^   

History  of  England,  12mo,  4s  

•  Poetical  Class  Book,  by  Boutledge,  12mo,  3«  


Mvloe  {G.  IF.)  Children  of  the  Old  Testament,  18mo,  2s 

Ecclesiastes  ;  or,  Le»ons  for  Daily  WiJk,  new  edit.,  18mo,  2s . 

Harps  of  Gbld,  18mo,  Is   

Intercessory  Prayer,  2nd  edit.,  18mo,  Is 

Plain  Words  for  the  Sick  and  Aged,  4  ser.,  12mo,  ea.  2s    

Wayfaring,  12mo,  Is 


-  Prayers  for  Inquirers  of  all  ChtFses,  I8mo,  2s  €d 


Reposing  in  Jesus,  the  Secret  of  Grace  and  Strength,  12mo,  2s  6d 


{Miu)  Titles  and  Offices  of  Christ,  2  ▼.  8vo,  12s 

(IKm.)  Epitome  of  English  Grammar,  18mo,  Is  6rf 

Exercises  on  Histoiy  of  Greece  ano  Rome,  12mo,  2s 

Mjrtle  {Mn.)  (Mary  Gillies)  Always  Do  your  Best,  and  Liszie  Lindsay,  16mo,  3s  6d 

Amusing  Tales  for  the  Young,  post  8vo,  2s  6<i,  Xow,  1855  ;  n.  e.,  2s 

Day  of  Pleasure,  sm.  4to,  8s  fid  ;  coM.,  6s  

Home  and  its  Pleasures,  sm.  4to,  3s  6d  ;  cold.,  6s 

Little  Amy*s  Birthday,  16roo,  2s  6d  ;  cold.,  3s  6rf 

Foundling,  and  other  Tales,  16mo,  2s  6d  ;  cold.,  3s  6d  

Sister,  a  Tale,  sm.  4to,  7s  6d;  cold.,  10s  6rf    

Man  of  Snow,  and  other  Tales,  16mo,  2s  6d ;  cold  ,  3s  6d    

Ocean  Child  ;  or.  Flowers  and  Sunshine,  n.  e.,12mo,  3s  6d  ;  cold.,  58 

Pet  Lamb,  and  other  Tales,  16mo,  2s  6d  ;  cold.,  8s  6d 

• Pleasures  of  the  Country,  sm.  4to,  3s  Gd  ;  cold.,  68  

Story  Book  of  Country  Scenes,  16mo,  2s  6rf  ;  cold.,  3s  6d    

Visit  to  the  New  Forest,  16mo,  3s  6rf ;  cold.,  5s 

Water  Lily,  a  Tale,  16mo,  3s6d;  cold.,  5s 

Myrtle  Wreath  ;  or.  Stray  LeaTes  Recalled,  by  Minnie  Myrtle,  cr.  8vo,  Is  Cd 

Myself  and  My  Refattires,  post  8vo,  5s 

Mysteries  ;  or,  Faith  the  Knowledge  of  God,  2  t.  8to,  30s 

Mysteries  of  London,  and  Stranger  s  Guide,  13mo,  Is 

Providence  and  Triumphs  of  Grace,  4th  edit.,  12mo,  8s  6rf 

— the  Inquisition,  post  8yo,  Is 

Old  Castles  of  France,  roy.  8vo,  6s  

Mysterious  Birth,  a  Poem,  12mo,  2s 

• Man,  a  Novel,  3  v.  post  8vo,  81s  6d 

Parchment,  12mo,  Is  6c£ 


Mystery  of  God  Finished  ;  Times  of  Restitution  of  all  Things,  3  v.  8vo,  31s  M.. 

Mytton  (Jno.)  Memoir  of  his  Life,  by  Nimrod,  3rd  edit.,  roy.  8vo,  25s     

Mytyrian  Archaiology  of  Wales,  new  edit.,  3  parts,  each  7s  (Denbigh) 
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Nabob  at  Home  ;  or,  the  Return  to  England,  8  t.  post  8vo,  81s  6(f 

Nabob's  Wife,  8  v.  post  8vo,  31s  6d 

NaegeIe(Z>r.2r./'.>  On  Obstetric  Auscultation,  by  West,  18mo,  3s   

Na^l  {(hui.)  On  Pronunciation  of  German  Language,  12mo,  4s,  ^41 ;  2nd  edit.,  3s... 

Kagle  {/»./.)  Tutor  and  Student,  poet  8vo,  10s  6d 

K&la  and  Daunayanti,  Poems,  translated  from  the  Sanscrit  by  Milman,  imp.  8vo,  12s 

Nalopakhyanam  ;   Story  of  Nala,  an  Episode  of  the  Mah&-Bh&rata,  8vo,  15s  

Ksmeof  Jesod,  and  other  Verses  for  the  Sick,  fcap.  8vo,  Is  6d 

K&ngle  {Edw.)  History  of  the  Reformation  for  Children,  3  v.  18mo>  each  2s  

Naphtali ;  or,  the  Wrestlings  of  the  Church  of  Scotland,  fcap.  8vo,  3s  6<f   

Ntpier  (CSUu.)   Month  at  Oostcamp,  a  Poem,  8vo,  5s    

Colonization  in  Southern  Australia,  8vo,  3s  6d  

-{.Kdv^.SirC.)   History  of  the  Baltic  Campaign,  8vo,  16s     

— life  and  Correspondence,  by  Mai. -Gen.  E.  Napier,  2  v.  8vo,  30s 

Past  and  Present  State  of  the  Navy,  8vo,  6s  

War  in  Portugal  between  Pedro  and  Miguel,  2  v.  post  8vo,  21s 

• Syria,  2  v.  postSvo,  18s   

—  \SiiirChM.J,)  Administration  of  Scinde,  by  Sir  W.  Napier,  new  ed.,  8vo,  12s 

Conquest  of  Scinde,  by  W.  Napier,  8vo,  7Xi%yBovne.^\i\  8vo,12s 

'  Indian  Misgovemment  and  Lord  Dalhousie,  2nded.,  8vo,7s  6<f 

— Lights  and  Shades  of  Military  Life,  2nd  ed.,  8vo,  12s  ;  p.  8vo,   6s 

Memoir  and  Joomals,  4  v,  post  8vo,  48< 
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Napier  (Sir  Chat.  J,)  Minutes  of  the  Resignfttion  of,  8to»  2«  6<f  Murray 1854 

Remarlu  on  Military  Law  of  Flogging,  8vo,  7»   Boone 1837 

WiUiam  the  Conqaeror,  a  Romance,  poet  8vo,  7»  6<i  ;  n.  e.,  2f    JRamtledgt  iS6i 


{ColE.)  Book  of  the  Cape,  edited  by  Mrs.  Ward,  post  8vo,  10«  M Aewby 


Excnraions  in  Southern  Africa.  2  r.  poet  8vo,  24»  Shoberl  i*49 

on  Shores  of  the  Mediterranean,  2  ▼.  poet  8to,  2&ff  CollMtrn iX** 


Reminiscences  of  Syria,  2  ▼.  post  8to,  21t Newlnf    1X45 

Scenes  and  Sports  in  Foreign  Lands,  2  ▼.  post  8vo,  21« Colbwm 1840 

The  Linesman,  a  MiUtaiy  Novel,  8  t.  post  8to,  31«  M Byde 1856 

Wild  Sports  in  Europe,  Asia,  and  Africa,  2  v.  post  8vo,  21t...  Coibum 1844 

-(LordP)  Notes  on  Modem  Painting  at  Naples,  12mo,  4«  6rf Parker tt  Sou... i%sS 

— {H.A.)  Historical  Notices  of  Swyncombe  and  Evelme,  4to,  63» AiUkor  1858 

—  (^.i?.)  Florentine  History,  6  ▼.  12mo,  64«  Moxom   ....?.i846-7 

—  {Job.)  Ancient  Workers  and  Artificers  in  Metal,  12mo,  3« OriJU    1857 

Manual  of  Dyeing  Receipts,  new  edit,  post  8to,  7«  6d Grifin    1858 

—  Electro-MetaUuigy,  2nd  edit.,  post  8yo,  S$  6d Ortjfin 1851 


(John)  De  Arte  Logistica,  Maitkmd  Chtb,  «.  d.  ;  4to Bannaijfnt  CL  1839 

First  Tableof  Lo^^thms,  by  Filipowski,  16mo,  10»6rf Lonffnuut    1857 


-  (RtMonJot.)  Labour  and  Knowledge,  Labour  and  Rest,  Lectures,  8to,  1*  ...   Wertheim  i860 

Lectures  on  Butler's  Analogy  of  Religion,  Pt  1,  cr.  8yo,  2*  ...  Stmpktn 1861 


-{Mae,)  Essays  on  Lord  Bacon  and  Sir  W.  Raleigh,  post  8to,  7«  6rf   ...  MaemillaH 1853 

-(Mark)  History  of  the  Partition  of  the  Lennox,  8vo,  10«  M Blackwoods  ...1835 

Life  and  Times  of  Montrose,  cr.  8to,  12*,  '46  ;  2  r.  8vo,  36f    HamilUm  1851 

Memorials  &  Letters  of  Grahame  of  CIaverhou8e,3  v.8vo,62s6<i  ffamilUm.,.i9s9'^l 

Montrose  and  the  Covenanters,  2  v.  8vo.  24i Duncan 1838 

On  Uw  of  Prescription,  Scotland,  Ptl,  8vo,  10s 6ci;  Pt2,  21t  HamiiUm... il39-Sl 


(Mr$.)  Uy  of  the  Pahioe,  post  8vo,  2$  6d OUiiner ....185* 

(Sir  W.P.)  Battles  and  Sieges  of  the  Peninsular  War,  post  8vo,  10s  6d  ...  Ch/qnHandfB.  1852 

Commenta  on  Memorandum  of  Duke  of  Wellington,  8vo,  2*...  WaUrUm  1854 

History  of  the  PeninsuUr  War,  6  v.  8vo,6/,'39  ;  6  v.p.8vo,60s  Boone     i860 

Popgun  fiyed  by  General  Cruikshank,  8vo,  Is ^etU  1859 


Naples  and  its  Environs,  Notes  upon,  post  8vo,  9«  Joe.  Bohn 183* 

Political,  Social  and  ReUgious,  by  Lord  B*^**,  2  v.  post  8vo.  21s   ^.  Newbp 1856 

Napoleon  I.,  and  his  Marshals,  by  J.  T.  Headley,  22nd  edit,  2  v.  post  8vo,  15i  New  York J«54 

the  Empress  Josephine,  Confidential  Correspondence  of,  cr.  8vo>  8s  New  York i»SJ 

Bequest  to  Cantillon,  a  Fragment  of  History,  8vo,  3s  W  Parker  d:  Son  1858 

Campaigns  in  Russia,  by  Segur,  2  v.  18mo,  10s,  Jfarray, 'so—red.  to  7s  7V<^  .'Ji* 

Captivity  of  at  St.  Helena,  by  Montholon,  4  v.  8vo,  56«  CoUntm 1846-7 

Correspondence  with  his  Brother  Joseph,  2  v.  8vo,  2ef Mwrrojf ijSj 

Court  and  Camp  of ;  18mo,  6s,  Murray,  1830— red.  to  8t  6d  Tegg  iM 

Family,  Memoira  of,  by  Madame  Junot,  2  v.  8to,  21s Beniley 1835 


—  Dynasty:  Hist,  of  Bonaparte  Family,  r.8vo,  16s,  iVewroi*,' 5a;  p.  8vo,7s6<i  Clarke   1853 

—  Galleiy  :  Illustrations  of  his  Life  and  Times,  p.8vo,  21s ;  n.  ed.,  7«  6d    H.  Bohn 1 846 

—  Histoirede,  par  Mordacque,  12mo,  5» ^f*'***" '« 

—  History  of,  by  Buasey,  Illustrations  by  Vemet,  2  v.  roy.  8vo,  42s    ThomoM 1840 

Illustrations  by  Vemet,  8vo,  10s— red.  to  6t  WUiowjkfnf     •  «86o 


Imperial  Guard  of,  Marengo  to  Waterloo,  by  Headley, illu8t.,12mo, 7s  6d  New  York...  ..i8sa 

Italian  Campaigns  of  1796  and  1800,  by  Hooper,  12mo,  2*  U Smith  ds  Elder  1859 

Lettenand  Despatches,  Secret,  Confidential,  &c.,  2  v.  8vo,  28s  Saundera^O.  1840 

life  of,  by  J.  S.  C.  Abbott,  2  v.  8vo,  80s,  New  York,  1855  ;  8vo,  6s...  Beeion   i859 

Hailitt,  4  V.  8vo,  60s,  1828 ;  4  v.  post  8vo,  14s    Ingram, ijs* 

Home,  illustrated,  2  v.  roy.  8vo»  42s,  Tya$,  1841-ped.  25s  RwUedge 1847 

•  Lockhart,  2  v.  18mo,  10s,  Murray,  1829— red.  to  7s Tegg  1848 


' Scott,  9  V.  fcap.,  45s,'35  ;  n.  e.,  27»,  '43;  ^  ▼•  *caP  8vo,  20s  Longman 


-  AbbotsfoH  Edition,  roy.'  8vo,  18s  Longman  1861 

-  People's  Edition,  roy.  8vo,  10s   Longman  im 


Thompson,  12mo,  3s  Berger  1844 

VieuMeux,  2  V.  18mo,  8s   Oox    1846 

with  lUustrations,  12mo,  2t6<i BouUedge  1855 

Maxims,  Political,  Moral,  &c.,  post  8vo,  7s  6d   iV«s6y   'Hj 

, Political  Aphorisms,  by  G.  de  Liancourt,  post  8vo,  7s  6d  Newby 184X 

Second  Funeral,  square  16mo,  2s  6d   Cunntmgha»...i»4t 

Sketches  from  his  History,  18mo,  Is    l^  Tra^SodHS 

Napoleonis  ReliquiiB,  a  Poem,  with  Notes,  8vo,  5a  ^''^^  «tl 

Napoleon  III.,  Aphorisms  of,  French  and  English,  12mo,  2s Actoarmann  ...iJJ' 

_J- Biographical  and  Personal  Sketches,  by  H.  Wikoff,  12mo,  4s  6rf  /.  Chapman  ...1849 

Early  Life  of,  fcap.  8vo,  2s  6d ^^f**^  '!^ 

His  Past,  Present,  and  Puturo,  by  Gueronnidre,  12mo,  2s  6d ViaeteUy    185J 

Times  and  Writings,  by  Henry  W.  De  Puy,  cr.  8vo,  6s  New  York 1856 

Idies  Napoleoniennes,  8vo,  10s  drf,  CoUmm,  1839;  4s J^  »86o 

Italy  on  the  Eve  of  being  Free,  8vo,  Is   Stevenaon  i860 

Life  of,  by  Greenwood,  12mo,  Is  6d Pariridge i«55 

J.  A.  St.  John.  po8t8vo,  10s  6rf    Chapman  d:B.itsi 

Reign,  &c.,  by  Christmas,  12mo,  Is  J.P.Shaw 1855 

and  Captivity  at  Ham,  by  Briflaulty  post  8to,  6s Newby    ..». 1851 
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Napoleon  III.,  Military  Maxims  of  (Officer's  Manual),  3rd  edit.,  12mo,  is Parker d:  Son...  1^6% 

^— ^  On  Bngland,  from  his  Own  Writings,  ©d.  by  Simpson,  fcap.  8vo,  5»...  Saundenulb  0.   i860 

Opinions  and  Policy  of ,  8to,  7i  6d    Colbiim 1840 

Poetical  Works,  now  first  done  into  English  by  H.  (J.  Hine,  sqnare,  1«   Bogae    185a 

Political  Works,  with  Memoir,  2  v.  8vo,  21f    Ij%gram 185a 

Review  of  his  Life  and  Policy  by  a  British  Officer,  8yo,  lit     Longman  1857 

— — Some  Account  of  the  Political  Life  of,  8vo,  3a HouUton   1859 

the  Little,  by  Victor  Hugo,  translated, post  8yo, 2«  6i ;  Library  ed. ,  4«   Vizetdly    1852 

Patriot  or  Conspirator,  a  Biography,  by  T.  Slater,  12mo,  It  6d  ...  Partridge 1851 

Napper  (TT.)  Doctrine  of  Regeneration  and  Baptism,  12mo,  ^s  6d Longman  1843 

Nares  ((7.5.)  Naval  Cadets*  Guide,  8vo,  lOt  6d  Longman  i860 

Seamanship,  2nd  edit.,  with  350  Illustrations,  8vo,  21» Longman   i86i 

{RoU»)  Glossary  of  Shaksperian  Words  and  Phrases,  byHalliwell,  2  v.  8vo,  28«  /.  R.  Smith  ...1859 

Karrsgiuisett,  the  Plantation  :  a  Story  of  177-,  8  v.  post  8vo,  31t  &d  Chapman  is  if.  1859 

Narrative  and  Adventure  of  Shipwreck,  roy.  8vo,  2«  6rf Orr 1849 

Hymns  for  Village  Schools,  with  Music,  4to,  2j  6d Masters 1853 

of  a  Miasiontothe  Jews  in  1839,  2  v.  p.  8vo,  lOt  Qd^ffamilton,  '50:— r.5t  Longman  1854 

Three  Months'  March  in  India,  post  8vo,  12« HcutingM 1840 

an  Escape  &om  a  Portuguese  Convent,  3rd  edit.,  18mo,  Is  6d Seeley 1850 

-  Italian  Dungeons,  post  8vo,  lOs  6d  A>ir6//    1859 


Insane  Gentleman,  8vo,  8» £.  Wilson 1838 

Conversion  of  Cerioni  and  Moscardi  from  Popery,  12mo,  2s  6d A.  Hall 185a 

Discovery  and  Adventure  in  Africa,  new  edit,  12mo,  3« Nelson 1849 

■  the  Polar  Seas,  12mo,  3<  6rf Nelson    1851 


-  Dr.  Kalley's  Imprisonment  at  Madeira,  8vo,  Is  Gd Haiehard 1844 

-  Successive  Bereavements,  18mo,  It  W Johnstone  1839 

-  the  late  Expedition  to  the  Dead  Sea,  edit,  by  £.  P.  Montague,  12mo,  6s  Wiley 1849 

Loss  of  the  Royal  Oeoige,  24mo,  8t WMttaker 1841 

-R^Iar,  18mo,  It  Cox    1850 


Second  Sikh  War  in  1848-9,  post  8vo,  lOt  W Bentley 1851 

-  Survey  Voyage  of  the  Adventurer  and  Beagle,  3  v.  8vo,  31 1  6d    ...  Colburn 1848 

-Voyages of  the  Nemesis,  from  1840-3,  32t,  '44;  n. e.,  18t— red.  6s  Colburn 1849 

•  Wreebof  the  Favourite  in  the  South  Pacific,  12rao,  7s  6d Painter 1849 


Karratives  by  Sea  Commanders,  Blenheim  Hurricane  of  1851,  roy.  8vo,  Is  6d Weale    1851 

• of  Adventure  and  Early  Discovery,  18mo,  It  6(2    Cfroomhridge  ...li^j 

Contests  in  Ireland,  1641-90,  edit,  by  J.  C.  Croker,  4to Camden  Soc,  ..  1840 

Early  Voyages  to  Cathaia  and  India,  edit,  by  T.  Kundall,  8vo    Haklugt  Soc,  ...iS^^ 

Revivals  of  Religion  in  Scotland,  Ireland,  and  Wales,  18mo,  Is  6d  ...  Hamilton   1839 

Karrien  (/.)  Analytical  Geometry,  for  the  Use  of  Sandhurst  College,  8vo,  %s6d Longman  1846 

Elements  of  Geometry,  8vo,  lOt  6d Longman  1841 

Practical  Astronomy  and  Geodesy,  8vo,  14t Longman   1844 

Nash  iCha.)  History  of  the  War  in  Affghanistan,  post  8vo,  12t Brookes 1843 

—  -  (/).  IT.)  Talieain  ;  or,  the  Bards  and  Druids  of  Britain,  8vo,  14t /.  R,  Smith...  1857 

—  {P.H.)  Divine  Education  of  the  Church,  12mo,  4t  6d  T.Richardson  1857 

. Scriptural  Idea  of  Faith,  new  edit.,  12mo,  4t  Orr    1849 

—  {F.W.)  Guide  to  Surveyors  of  Highways,  12mo,  2»  6<£ Shaw  ^  San  ...1836 

(/.)  Architecture  of  the  Middle  Ages,  imp.  foL,  84t Maclean    1838 

Mansionsof  England  in  Olden  Time,  4  series,  foL,  each  84t;  cold,  10/  lOt  Maclean  ...1839-49 

(J.  A,)  Progressive  Farmer ;  on  Agricultural  Chemistry,  &e.,  poet  8vo,  4t New  York 1853 

(Joel)  Lebanon;  Lectures  on  Freemasonry,  8vo, 3t6<2 Spencer 1853 

—  {Simeon)  Mortality  and  the  State,  cr.  8vo,  7t  6<i  Columbus,U.S.  1860 

(T%oJ)  Pierce  Pennilesse,  his  Supplication  to  the  Devil,  ed.  by  Collier,  8vo......  ShakspeareSoe.iii^t 

— -(FT.r.)  Farming  Account  Book,  foL,  8t  Whittaker 1851 

Kasmlth  {D.)  Memoirs,  by  John  Campbell,  peat  8vo,  lOt  6d Snow 1844 

Kasmyih  {A.)  Researches  on  the  Teeth,  8vo,  lOt  6d,  1839  ;  new  edit.,  21t Churchill  1849 

Structure  of  the  Teeth  and  Epithelium,  8vo,  5t,  1841;  new  ed.,  6t...  Churchill  1842 

Natalie,  or  the  Broken  Spring,  from  the  German  of  Dr.  Barth,  18mo,  It Hamilton  1^53 

Nathuaioa  {Maria)  Elizabeth,  a  Story,  trans,  by  S.  A.  Smith,  2  v.  12mO)  12t Simpkin 1860 

Step  by  Step  ;  or,  the  Poor  Governess,  new  edit.,  fcap.  8vo,  It  6d  Benileg i860 

Nation's  Manhood  ;  Stories  of  the  American  War  of  Independence,  post  8vo,  5t    ...  J.  P.  Shaw 1863 

National  Cyclopedia  of  Useful  Knowledge,  13v.8vo,65t,irni^At;  18  v.in7— r.to  47t6c£  RoutUdge  1859 

Debt,  and  How  to  Pay  it,  8vo,  5t Longman  ......1854 

Defences,  Notes  and  Memoranda,  8vo,  4t,  Newby^  1848;  It Clowes    i860 

Distress,  its  Financial  Origin  and  Remedy,  8vo,  4t  6d   Longman  1848 

Education,  Plan  for,  by  0.  de  Beauvoir-Prianlz,  8vo,  6t /.  Bohn     184a 

not  Necessarily  Governmental,  12mo,  3t  Cash 1850 

Gallery,  Felix  Summerly's  Handbook  to,  with  Illustrations,  sq.,  3t  6d Bell  A  Daldg  .  1843 

of  Pictures,  2  v.  4to,  42t    Tallis 1848 

Illustrated  Library.    See  Appendix. 

Magazine,  12  v.  roy.  8vo,  ea.  7t  6cl Kent 1856-62 

Melodist,  ed.  bySieeer,  roy.  8vo,  6t,  1861  ;  new  edit.,  cr.  4to,  6t  Simpkin i86x 

Miscellany,  4  v.  8vo,  26t,  1855— red  to  16t J.H.d:J.Parkeri%s^ 

Portrait  Gallery,  5  v.  imp.  8vo,  8/  Tallis 1849 

Preacher  and  Village  Pulpit,  by  Bid  well,  V.  1  and  2,  8vo,  ea.  7t  6<i New  York  ...1858-9 

'     Bifie  AasociatioD,  Histoiy  and  Proceedings  of ,  1860,  8vo,  It Murray Annual 
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Natt-(/Mo.)  Posthumous  Sermons,  with  Memoir,  new  edit.,  12mo,  5$ Ifatchard 1858 

Sermons  preached  at  St.  Sepulchre's,  London,  12mo,  6« HatrMard 1841 

Natural  History,  and  Uses  of  Minerals  and  Metals,  18mo,  2t  6d  PtirJler^fc Son...  1835 

(Kncyclo|j«dia  Metropolitana,  V.  6),  4to,  52*  6rf     Orifin 184X 

Illustrations  of,  after  Oken's  Classification,  oblong,  i$  Gd Mtfen 1859 

in  Stones,  by  M.  S.  C,  sm.  4to,  2a  6rf  ;  cold.,  S«  Od A'fdey   1853 

of  Birds,  Insects,  Quadrupeds,  16mo,  eich  6t het.  Tract  Soe.  1848 

Common  Salt,  square,  Ss  6d 5>r.  P.C.iT.  ...1850 

Insects,  2  T.  18mo,  10»,  Mvrray,  1830— rod.  to  7»  T [ig  1852 

Man,  18mo,  3*6rf Darton  1835 

the  Bible,  32mo,  2«  6rf Smith  it  Elder  1838 

-Inanimate  Creation,  by  Anste:!,  &c  ,  post  Svo,  bs  tJrf I/ouUton    1856 

State  of  New  York,  coloured  plates,  21  v.  4t^ AUHmy.N.Y.'^i-ho 

United  States,  by  Agassis,  111.,  10  ▼.  4to,  each  5U fioOon^  U.  S.  '54-61 

Year  for  Children,  18mo,  1»  6f£ Ward    185a 

Vegetable  Substances,  &c.,  8  v.  12mo,  13«  6rf— red.  to  6«  9rf  ...  NaOali 1840 

Picture  Book,  4to,  1«  6^  Tegg  1856 

Quadrupeds,  rt)y.  Svo,  8<  6<i  ;  Birds,  3«  6<i  ;  in  1  ▼.,  7«  ()rf Xow    J858 

. ReT^ew,  V.  1,  Svo,  16« WUHam9d:N.  1861 

Short  Introduction  to  Animated  Nature,  12mo,  2#  6rf  Darton  1854. 

Laws  of  Health,  and  Way  to  Obtain  it,  Svo,  3<  6(2    Adamson  1854. 

Phenomena,  12rao,  2^    Soc,  P.C.K.  ...1861 

Philo'-opby,  by  Brougham,  Brewster,  and  others,  4  v.  Svo,  28< Baldwin  ...1835-40 

V.  1,  6*.     V.  2,  St.     V.  3  and  4,  each  7«. 

— ^— (Educational  Course),  new  edit.,  2  v.  12mo,  ea.  3«  Chamben  1S60 

for  Beginners,  12mo,  3«  6«{,  1845  ;  3rd  edit.,  2t Parker  Jt  Scm.. it S^ 


System,  an  Essay  on,  plates,  roy.  Svo,  5t    Wernerian  CI.  1845 

Naturalist's  Album  ;  or,  Diary  of  the  Seasons,  32mo,  2a  6d  S-mplin 1838 

Poetical  Companion,  12mo,  5«, /^amf&o»>- red.  to  3«  6<f   Addey    1S54 

Naturalisation  Laws  of  the  United  States,  Svo,  7a  RochaUr^  i\S,  1855 

Nature  and  Elements  of  the  External  World.  Sto,  10a    Cf'turckiU  1847 

Method  of  Ordination  in  the  Church  of  England,  Svo,  la J./f.d:J.Parlceri%(tQ 

Prospects  of  Political  Party  since  William  IIL,  Svo,  2a  Jfatchard 1858 

Force,  and  Action  of  Gravitation  on  the  Planets,  12mo,  2a Wkittaher 1841 

the  Preacher  of  Christianity,  ISmo,  1$  6d HouUlon  1838 

Nature's  Wonders  ;  or,  God's  Care  over  all  His  Works,  ISmo,  2a  Pel.  TraeiSoc.  1850 

Naughty  Boys  &  Girls,  Comic  Tales, with  Pictures, tr.by  Mad.de  Chatelaiu,  sm.4to,2a  i>d  Addey   185a 

Girl  Won,  18mo,  la /if/.  Trorf  Soc.  i860 

Nautical  Magazine  and  Naval  Chronicle,  1840-62,  Svo,  each  13a  6d  Simpkin  ...Annwd 

Sketches,  by  Hamilton  Moore,  Jun.,  poet  Svo,  7a  6rf    Painter 1840 

Nautilus  (The)  :  Papers  on  Subjects  relating  to  the  Sea,  &c.,  12mo,  la SimpHm 1857 

Naval  and  Military  Library.     See  Appendix. 

Keepsake,  by  the  Old  Sailor,  fcap.  Svo,  7a  6rf  Oolbvm 1837 

Progression  ;  or,  the  Midshipman  of  the  Old  School,  2a  Tregear 1840 

Naville  (M.E.)  Life  Eternal,  square  16mo,  8a  6d    Dalion   1861 

Naworth  Castle,  Historical  Account  of,  2nd  edit.,  12mo,  la  6d Simptin 1844 

Naylor  (F.  Tr.)  Continuous  Education  ;  Suggestions  about  Libraries,  &c.,  Svo,  la BuU  1858 

{Tho.ff.)  Cases  in  Election  Law,  Svo,  3a Wildy  JkSon...iisi 

{W.)  Selections  from  a  Minister's  MSS.,  Original,  12mo,  4a  6<i     Mason   1855 

Neal  (Dan.)  History  of  the  Puritans,  8  v.  Svo,  86a Tegg  1837 

(/.)  Tnie  Womanhood,  a  Tale,  cr.  Svo,  8a  6rf    Bosttm,  U.S,.. .t$S9 

{Rieh.)  Codrus,  King  of  Athens,  a  Tragedy,  and  Poems,  12mo,  2a  6rf Low   1858 

Neale  (Ab-'g.)  Biblical  Sketches  and  Hymns,  post  Svo,  10a  Qd    Cash. 1854 

U/icf)  All  is  not  Gold  that  Glitters,  12mo,  2a  6d    Addey   1854 

Contentment  Better  than  Wealth,  iUust.,  fcap.,  4a  6<i New  York 1853 

Helen  Morton's  Trial,  a  Tale,  12mo,  4a Addey    1853 

No  such  Word  as  Fail,  12mo,  4a,  New  York,  1851;  ISmo,  la Jas.  £lackwoodi$s^ 

Patient  Waiting  no  Loss,  ISmo,  la   /aa.^/adhroofl{  1854 

Pet  Bird,  and  other  Stories,  16mo,  3a  6d Addey   1853 

— ^— Watch  and  Pray;  or,  Helen's  Confirmation,  12mo,  5a Addey    1853 

{Corn.)  Ijectures  at  Oxford,  on  Landed  Property,  Svo,  la    J.H.&J.Parkeri%io 

■ Memoirs  and  Remains  of,  by  Jowett,  12mo,  6a    DalUm   184a 

■ (Er»k.)  Bishop's  Daughter,  a  Tale,  12mo,  7a,  DaUo%  '42  ;  new  edit,  2a  6rf  .  Routledge  1853 

Closing  Scene ;  or,  Christianity  and  Infidelity,  2  series,  12mo,  ea.  6a  .  Xon^num...  18 49-50 

Earthly  Resting  Places  of  the  Just,  12mo,  7a    Longman  1S51 

Gaol  Chaplain,  3  v.  post  Svo,  31a  6rf  ;  12mo,  6a, '47— red.  to  8a  6<£  ...  Bentleg  1849 

Life  and  Correspondence  of  the  Duke  of  Kent,  2nd  edit,  Svo,  14a   ...  Bentley  1850 

■  Book  of  a  Labourer  ;  Essays,  12mo,  7a,  5mi/^<fc^.,'39  ;  3a  6d..    BetOUg  1851 

■  Living  and  the  Dead,  2  v.  post  Svo,  21a,  1829  ;  2nd  edit.,  10a Colbum 1849 

My  Comrade  and  My  Colours,  12mo,  la    TrObner 1854 

Old  Minor  Canon,  12mo,  3a  6d,  Low,  1854  ;  new  ed,,  12mo,  2a   Dean 1S53 

-  Riches  that  Bring  no  Sorrow,  12mo,  6a Longman  18. 


•aajp; — Risen  from  the  Ranks  ;  or.  Conduct  ivraica  Caste,  12mo,  6t    I^mgrnan  1853 

Scenes  where  Ihe  Tempter  has  Triumphed,  post  Svo,  6a Bentleg 1849 

Self-Sacrifice  ;  or,  the  Chancellor's  Chaplain,  12mo,  7a,*44;  n.  e.  Ia6d  Simpiin 1858 
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Neale  (Erde.)  Sermons  on  Dangers  and  Duties  of  a  Christiani  8to,  6$ Kidd 

Summer  and  Winter  of  the  Soul,  12mo,  6<   Sheet  

Sunsets  and  Sunshine;  or,  Varied  Aspects  of  Life,  post  8to,  Si  6d Longman 

(jR  V.)  Feasts  and  Fasts,  their  Bise  and  Progress,  12mo,  9t  6d  Murray ... 

-  Real  Property  Acts  of  1845, 12mo,  8<  6rf Stevens  ... 


-{F,A.)  Evenings  at  Antioch,  with  Sketches  of  Syrian  Life,  12mo,  5« Eyre 

Narrative  of  a  Residence  in  Siam,  post  8to,  2<6c2  Orr 

Residence  in  Pialestine,  Syria,  &c.,  1842-50,  2  v.  post  8vo,  21« Colhwm  .. 

Rise  and  Progress  of  Islamism,  2  v.  post  8vo,  21»  Madden.. 

Route  Book  toEgypt^  Holy  Land,  Syria,  &c.,  12mo,  1«  6d Eyre  .... 

-  Turkey  redeemed  from  existing  Abuses,  12mo,  Is Eyre 


-  (J.C.)  Treatise  on  Pasture  Land  Fences,  8yo,  Is Ridgway 

-(/.  df.)  Agnes  De  Tracey,  a  Tale,  12mo,  4t  Riviiujton 

Annals  of  the  Virgin  Saints,  12mo,  7«  6rf Mcutert . 


-Ayton  Priory;  or,  the  Restored -Monastery,  12mo,  is Rivinglon 

-  Church  History  for  Children,  18mo,  Zs Masters... 

Papers,  Tales  Illustrative  of  the  Apostles'  Creed,  12mo,  2s  6d    Masters  ... 
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-  Notes  Boclesiological  k  Picturesque  on  Dalmatia,  Croatia,  &c. ,  1 2mo,  6s  Hayes 1861. 

-  Readings  for  the  Aged,  12mo,  1st  ser.,4«6d;  2nd,6s;  3rd,4«6(2;  4th,5«6<2  Masters 1850-6 

-  Sequenti»  ex  Missalibus  Qermanicis,  AngUcis,  &c. ,  12mo,  Is Parker  ds  Son 

-Shepperton  Manor,  a  Tale,  12mo,  5s Cleaver 

-  Storieefrom  Heathen  Mythology,  ^.,  18mo,  2< Masters 

'  of  the  Crusades,  2nd  edit,  12mo,  3s Masters 


'  Commentary  on  Psalms  from  Primitive  Writers,  V.  1,  8vo,  IQs  6d Masters 

-Deeds  of  Faith  :  Stories  from  Chureh  History,  2nd  edit.,  18mo,  28  ...  Mozley  

-Duchenier;  or,  Bevoltof  La  Vendue,  12mo,  is6d Masters 

-  Bcdesiological  Notes  on  the  Isle  of  Man,  Ross,  &c.,  12mo,  8«  6d Masters 

-Egyptian  Wanderers,  a  Story  of  the  10th  Persecution,  18roo,  2s  6d  ...  Masten 

-English  Histozy  for  Children,  12mo,  2s;  Srd  edit.,  18mo,  Is  Sd    Masters 

-  Essays  on  Liturgiology  and  Church  History,  8to,  ISs Saunders  A  0. 

-  Evenings  at  Sackville  College  :  Legends  for  Children,  1 8rao,  2s Masters 

-Farmof  Aptonga,aStoryof  the  Times  of  Cyprian,  12mo,l«and2«  ...  JMuieJ.Parker 
-Folloversof  the  Lord  :  Stories  from  Chureh  mstory,  18mo,  2« Masters 

-  Herbert  Tresham,  a  Tale,  12mo,  S«  6d Rivington 

-Hierologus  ;  or,  the  Church  Tourists,  12mo,6«, '4 3  ;  ch.  ed.,2pts.,8<4{2  Masters  .. 

-  History  of  (Jreeoe,  for  Youth,  18mo,  3s— red.  to  2f Masters.. 

Portu^,  for  Youth,  18mo,  2»  6d— red.  to  29 Mastet-s  .. 

— ■ the  Holy  Eastern  Chureh  (Introduction),  2  v.  8vo,  40#  Masters  .. 

Jansenist  Chureh  of  HoUand,  8vo,  1 0«  6rf    /.  But  J.Parker 

-Patriarchate  of  Alexandria,  2  v.  8vo,  24s Masters 


Hymni  Eoclesis,  18mo,  6s J.  If. d' J, Parker 

-  Hymns  for  Children,  18mo,  Is Masters 

•the  Sick,  16mo,  Is  6d  Masters 


of  the  Eastern  Chureh,  transl.,  2nd  edit.,  32mo,  2s  6d Hayes.. 

'  Lays  and  Legends  of  the  Chureh  of  England,  feap.  8vo,  28  6d  Masters  . 


-Lectures  on  Church  Difficulties,  12mo,  6s Cleaver 

'  Lent  Legends:  Stories  from  Chureh  History,  12mo,  2s  6d Masters  . 

'  Medieval  Hymns,  Sequences,  and  other  Poems,  32mo,  2s   Masters  . 

'  Preachers  and  Mediseyal  Preaching,  cr.  8vo,  7t    Mozley  . 


Sunday  Afternoons  at  an  Orphanage,  18mo,  2s Masters  ... 

Tales  of  Christian  Endurance  and  Heroism,  18mo,  2s Masters... 

Tetralogia  Liturgica,  8vo,  10s6d    Leslie 

Theodora  Phranza,  a  Tale  of  Constantinople,  12mo,  6»— red.  to  6s Masters  ... 

• ■• Translation  of  Concordance  of  St.  Antony  of  Padua,  12mo,  3« Hayes 

Unseen  World  :  Communications  with  It,  12mo,  3»— red.  to  2«  6(2   ...  Masters  ... 

Victories  of  Saints :  Stories  from  Chureh  History,  18mo,  2s  Cleaver  ... 

•  Voices  from  the  East :  State  of  Oriental  Church,  cr.  8to,  6s Masters  ... 

{J'W.)  Christian  Education  in  India,  8vo,  2«    Sceley 

{Sam.)  and  Paisley  {Mary)  lives  and  Beligious  Labours  of,  12mo,  is  6d  Gilpin    ... 

(fr.^T.)  Dispensations  of  True  Beligion,  Considered,  8vo,  20s RetUley  ... 

—  Copr.Tr.y:)  Captain's  Wife,  8  v.  post  8vo,  81s  6d,  Boone,  1842  ;  12mo,  2« Routledge 

-  Cavendish,  12mo,  31s  6d,  Colbum  ;  new  edit,  6«,  Tegg,  '41  ;  12rao,  2s  Bryce.. 


Flying  Dutchman,  8  v.  post  8vo,  31s  6dy  Colhurn,  1839  *»  12mo,  2s    ...  C.  H.  Clarke ... 

Gentleman  Jack,  8  v.  post  8vo,  31s  6if,  Colbum,  1837 ;  12mo,  2s  C.  H.  Clarke... 

Lauread,  a  Literary  Satire,  post  8vo,  58  6d Cochrane  

Lawyers  in  Love,  8  v.  post  dvo,  31s  6c2 Cocfirane   

Lost  Ship  ;  or,  Atlantic  Steamer,  3  v.  post  8vo,  81s  6d Colbum 

Naval  Surgeon,  8  ▼.  post  8vo,  31s  6d,  Colbum,  1840  ;  12mo,  2*^ C.  TI.  Clarke... 

Paul  Periwinkle  ;  or,  the  Press  Gang,  8?o,  21s,  Tegg,  '41— red.  10s  6d  Willo^ighby    ... 

Port  Admiral,  3  t.  poet  8vo,  81s  6d,  Cochrane,  1833  ;  12mo,  2s  C.  H.  Clarke... 

Pride  of  the  Mess,  a  Story  of  the  Crimean  War,  12mo,  Is  6d   Routledge  


-Priors  of  Prague,  8  v.  post  8vo,  31s  6d    Macrone 

Will  Watch,  3  v.  post  8vo,  31s  6d,  Cochrane,  1834;  12mo,  2s C.  H.  Clarke... 


- { W,R.)  Time  the  Avenger,  and  other  Poems,  fcap.  8vo,  is Kent 


N«2lto&  (5.)  Clinical  Lectures  on  Surgery,  by  Dr.  W.  F.  Atlee,  8vo,  16s PhilacUJphin  ... 

4  D 
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Neamet  UUah,  History  of  the  Afghans,  tnmsl.  by  B.  Dorn,  4to,  28t Orimt.Tr^Fd,  «.  d. 

Neander( Or.il.)  Christian  life  in  Barly  and  Middle  Ages,  post  8to,  Za  6d  B,  Bok%  185- 

Charch  History,  by  Bose,  V.  1,  8vo,  lOt  6<i;  V.  2,  8vo,  12» BiringUm  ...i«4i-a 

Ryliind,  2  r.  12mo,  14«    HamUUm  184^1 

Torrey,  9  v.  8vo,  61*  6d  BamUUm    1847  55 

and  Morrison,  9  v.p.8vo,  and  Index,  S5«  B.  Bokm  ...1850-8 

First  Planting  of  Christianity,  by  Ryland,  2  v.  post  8vo,  7i   B.  Bokn   1851 

History  of  Christian  Dogmas,  by  Kyland,  2  v.  piist  8yo,  7» B.  Bohm   1838 

. Julian  the  Apostate  and  his  Qeneration,  by  Cox,  12mo,  St  6d   Parker  &  Son    185c 

Leben  Jesn,  Extracts  from,  8to,  2a    Simplnn 1845 

Life  of  Christ,  by  McCiintock  and  Blomenthal,  post  8to,  8t6d  B.  Bokn    1850 

and  Times  of  St.  Bernard,  fcap.  8vo,  7«  6d  Rifnngton  184a 

of  St.  Chiysostom,  by  Stapleton,  8vo,  10»  6d,   1838— red  Uiba  B.  Bokn   1845 

. Light  in  the  Dark  Plaoes,  transl.  from  the  Grerman,  fcap.  8to,  6f  ...  Low  1850 

■ Practical  Explanation  of  Philippians,  tr.  by  Conant,  12mo,  9$6d...  New  York 1851 

and  St.  James,  12mo,  B$  Bamilion  1851 

St.  James,  tr.  by  Conant,  12mo,  Zt  M  New  York 1852 

St.  John's  First  Epistle,  tr.  by  Conant,  post  8to,  6f  New  York 1857 

Neat  (/.  W,)  Catechism  of  Chemistry,  including  Heat,  Magnetism,  &o.,  12mo,  2s  6d    Longman  1858 

Neate  {Cha.)  Considerations  on  the  Punishment  of  Death,  8to,  3s  6d  Ridgway    1857 

Essay  on  Fingering,  and  on  Piano-Porte  Playing,  imp.  4to,  15s    Longman  1855 

. Gh)yemment  DniTersity  Scheme,  8to,  Is    J.ff.dsJ.Parkeri^^ 

• Sermons  on  Philippians,  post  8to,  8s SeeUy 1839 

Two  Lectures  on  the  Currency,  8vo,  U  fid J.B.i:J.Parkeri%%^ 

Neave  (Dighy)  Four  Days  in  Connemara,  post  8to,  10s  6d Benlleg 1851 

Nebel  (Carl)  anrf  Kendall  ((?.H^.)  War  between  U.  States  and  Mexico,  illust.,  foL  8/ 8s  New  York 1851 

Nebelin  {Cha.  £.)  Meditations  on  the  Sufferings  and  Death  of  Christ,  12mo,  2s  M...  BentUy 1857 

Necessity  and  Contrivance  ;  or.  Food,  Clothing,  and  Shelter,  18mo,  2s Bel.  Trad  Soc.  1853 

Neck  (If. vl.)  Treatise  on  the  New  County  Courts  Act,  12mo,  8«   Stevens   1847 

Necker  {Mad.)  Progressive  Education,  transl.  by  Miss  Holland,  S  v.  12mo,  19s  M...  Longman... i^^^i 

Ned  Farmer's  Scrap  Book,  post  8vo,  2»  6rf  Simpkin ..-1849 

Neebe  (F.)  German  Grammar  and  Exercises,  8vo,  6s Wiiliama^N.  1847 

Needham  {Camilla)  Ada,  a  Tale,  postt  8vo,  10s  6d Savndert  ^  0.  i8j8 

(Ci2.)  Synopsis  of  the  Physiology  of  Articulation,  12mo,  Is    Simpkin 1859 

•  (/oAn)  Landscape  Album,  folio,  18s  Day  de  Son    ...1854 

Neele  (Ben.)  Lectures  on  English  Poetry,  &e.,  8rd  edit.,  12mo,  4s  M Tegg  1839 

Romance  of  History,  Tales  and  Poems,  12mo,  4s  W  Tegg 1839 

Neely  {P.P.)  Discourses,  post  8vo,  7«  6d New  York 1858 

Neff  {Felix)  Biography  k  Letters,  by  Boat,  frc.,  12mo,6s,'4a--r.  to  Zs6d ;  n.  ed.,  2a  Sd  SeeUg    1855 

Life  of,  18mo,  l«6d  BeLTraelSoe.  1840 

Memoir  and  Labours  of,  by  Dr.  Gilly,  6th  edit.,  post  8to,  6a  6d EivingUm  1840 

Memorial  of,  by  BUerby,  18mo,  2s BeL  Tract  Soe.  1849 

■■  — Oberlin  and  Overburg,  Memoirs  of ,  roy.  8vo,  Is  6</ BamiUon  1840 

Neighbour  Jackwood,  by  Paul  Creyton,  cr.  8vo,  7«  6rf Boaton,  (7.5.  ...1857 

Neil  {Sam.)  Art  of  Reasoning  ;  Exposition  of  Principles  of  Logic,  post  8vo,  4s  6d   ...   Walton 1853 

• Elements  of  Rhetoric,  post  8vo,  4»  6rf Walton 1S54 

Hints  on  Elocution  and  Composition,  8rd  edit,  post  8vo,  Is BouUton    1*59 

Shakspeare  :  a  Critical  Biography,  8vo,  Is  6d BouUton  1861 

■  Student's  Handbook  of  Modem  History,  post  8vo,  5s Grijin    1857 

■'  Synopsis  of  British  History,  post  8vo,  2s Origin    1856 

Toung  Debater,  a  Hand-book  for  Mutual  Improvement,  &c. ,  Srd  ed. cr.  8vo,  Is  Boulaton    1 8 60 

Neill  {Cha.)  Ellen  of  Ayr  ;  or,  the  Soldier's  Wife,  a  Tale,  12mo,  4s  9d Author  1856 

{£.D.)  History  of  Minnesota,  8vo,  15s PhiladeljJkia,.i$s^ 

{Bitgh)  Clinical  Report  on  Diseases  of  the  Eye,  8vo,  8s Longman  1835 

On  the  Cure  of  Cataract,  2nd  edit.,  8vo,  2s  6d   Mitchell 1850 

(Jfio.)  Outlines  of  the  Arteries,  Nerves,  &c.,  8  v.  8vo,  coloured,  each  fis Philadelphia... n.  d. 

and  Smith  (F.  G.)  Compendium  of  Medical  Sclenoe,  &c. ,  n.  e. ,  12mo,  21s    Philitdelphia. . .  1 860 

{/.  3/.)  Four  Years' Service  in  the  East,  8vo,  10s  6d   Bentlty   1846 

(Palk)  Fruit,  Flower,  and  Kitchen  Qarden,  5th  edit.,  12mo58,'54~red.to  8s  6W  Longman  1859 

Nellie's  Report  on  Deafness,  Srd  edit.,  8vo,  Is  6<f    Longman  1840 

Neilson  (i^.y.)  EutropiuB,  6th  edit.,  12mo,  2s  Simpkin..  1853 

*—  {Wm.)  Mesmerism  in  its  Relation  to  Health  and  Disease,  post  8vo,  Za  6d   ...  BamiUon  1855 

Neiritz  {0.)  Little  Drummer  ;  or,  the  Boy  Soldier,  a  Story,  12mo,  Is  M  RouUedgt  1856 

Neison  {P.O.)  Contributions  to  Vital  Statistics,  4to,  42s Simpkin 1857 

— ^ Observations  on  Friendly  Societies,  n.  e.,  8vo,  2s  W  Simpkin 1851 

Neligan(/.ilf.)  Atlas  of  Cutaneous  Diseases,  imp.  8vo,  25s Longman  ..  ..  1855 

■ Treatise  on  Diseases  of  the  Skin,  po8t8vo,  9s6d Longman  1852 

Treatment  of  Eruptive  Diseases  of  the  Scalp,  12mo,  2s  6rf Simpkin 184S 

■  Uses  and  Modesof  Administering  Medicines,  8vo,  15s Simpkin i8a 

{W.B.)  Rome,  its  Churches,  Charities,  and  Schools,  12mo,  6s  6d  New  York 1858 

Neliond^  :  an  Egyptian  Scrap  Book,  obi.  fol.,  10s  6(i,  i860 — ^red.  to  7s  6c{ Simpkin iSbi 

Nelken  {Af.C.)  Sea  Sickness  :  its  Cause,  Nature,  Treatment,  &c.,  8vo,  Is  6d    New  York i8$S 

Nell  ( W.  C. )  Coloured  Patriots  of  the  American  Revolution,  byMrs.  B.  Stowe, p.  8vo,  7s6<i  Boaton^   (/,S.  ...185; 

Nell  Gwynne,  Story  of,  by  Peter  Cunningham,  post  8vo,  6s Bradburif  1851 

NeUie  and  Alice  ;  or.  What  Can  I  Do  ?  18mo,  Is SocP.O.K.   ...1861 
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Nellie  Gny;  or,  Up9  uid  Dowhb  of  Byeiy-dsy  Life,  18mo,  Is  6d KnigJU  -'.iSs/ 

ofTmro:  a  Tale  from  Life,  12mo,  It  6(i  Simpkin 1856 

Kuaseli ;  or,  the  Little  Girl  who  waa  Baaily  Frightened,  18mo,  2« New  Yi/rk 1859 

Kelly  Armstrong,  by  the  Author  of  Roee  Dooglaa,  2T.p.8yo,21«,*53;  n.e.,fp.8vo,2t6«{  BentUy i86a 

the  Qipiy  Girl,  by  Aunt  Louiaa,  new  edit.,  l8mo,  It JloulUdge  i860 

Nelson  (Dav,)  Infidelity  ;  its  Cause  &  Core,  by  S.  Bickenteth,  12mo,  5f,  '49;  18mo,2«  Jloulston   1853 

— Rogers,  new  edit.,  fcap.  8vo,  Is Routledge    1861 

{Eart^  Calendar  of  Lessons  for  Erexy  Day  in  the  Year,  18mo,  Is  6d J.IfJ:J.Parkeri^S7 

Family  Fevers,  new  edit.,  18mo,  U  6d  J.H,drJ.ParkeriisS 


-{B,ff.)  ancf  Crampton  (T.)  ChurohFtaalter,  12mo,  2tM   Rivingtim  1856 

—  (7.)  Authenticity  of  the  Scriptures,  12mo,  5s Bakewtll    1846 

-  (/no.)  Parliamentary  Shorthand  Writer,  8to,  7s,  ffouUUm,  '36 — red.  to  5$  .  Birger  1854 

'(Lord)  Dispatches  and  Letters, by  Nicolas,  7  v.  8to,5/  10s,  6'o^m,'44— r.to70s  H.  liohn    1 846 

Life  of,  by  Allen,  12mo,  Is,  1852;  new  edit.,  2s«<i RoutUdye  1853 

CUrke  and  M*Arthur,  new  edit.,  8  y.  Svo,  42s TaHi$ 1848 

Southey.  12mo,ls6(/,  C/r.Ooriktf,  1858;  15th  edit.,  8s  6rf  Tegg  i86o 

poet  8yo,  6s,  Kent,  '54;  SiyH.Bohn,  '61;  24mo,  3s  Jid/  tk  Daldy  .1861 


Memoirs  of ,  by  Pettigrew,  2  v.  8vo,  86s  Botme    1849 

(Lt,Col.)  Lockspeise ;  Inducement  to  Study  of  German,  post  8yo,  2s  6d WiUiamt  d:  N.i%sS 

{M.E.E.)  Emigrant's  Daughter,  a  Noyel,  fcap.  8yo,  5s   Sauriders  tk  0.   i860 

My  Wife's  Hn-Money  ;  or,  the  Marriage  in  Extremes,  fcap.  8yo,  5s...  Saunders  de  0.  i860 

{Robt,)  Companion  for  the  Festiyalsand  Fasts,  new  edit.,  8yo,  7s Tegg 1843 

Deyotions,  new  edit,  12mo,  2«  ;  8vo,  3s Soc.P.C.K.  ...1849 

Pasta  and  Feetiyals,  12mo,  4s  ;  8yo,  6s   Soc.P.C^K,   ...1859 

-abridged,  with  Notes  by  Poynder,  fcap.  8yo,  7#...  Painter 1848 


•  Gh«at  Duty  of  Frequenting  the  Christian  Sacrifice,  new  ed.,  12mo,  b»  Burnt 1841 

-Life  of  Bishop  Bull,  18mo,  3s  6d  ;  cheap  edition.  Is  6<i    J.H.ikJ.ParkeriS^o 

-Memoirs  of,  by  Bey.  C,  F.  Secretan,  8yo,  10s  6rf Murray i860 

(SWaey)  Lays  of  the  Palace,  8vo,  12s  6d    Munro  1841 

Nelson^s  Elandbooks  for  Tourists,  12mo,  yi*.:—   Aelton 1859-62 

Edinburgh,  2s  6<f.  English  Lakes,  5s.  Isle  of  Wight,  2s  6d.  Kew,  Rich- 
mond, Ice,  5s.  Lakes  of  KUlamey,  2s  6d.  Land  of  Scott,  3s  6d,  Scotland 
for  Tourists,  6s  6d,     Windsor  and  Eton,  2s. 

School  Series.    See  Appendix. 

Nemesis  (KM. S.)  in  China,  drd  edit,  post  8yo,  12s  Colburn 1846 

Sacra,  Inquiries  into  Scriptural  Doctrine  of  Retribution,  post  8yo,  12s SeeUy 1856 

Nennins,  Historia  Britonum,  recensuit  J.  Steyenson,  8yo,  7s  Qd-^red,  to  5s Eng.IIUt.Soc.  1838 

Irish  Version,  edit  by  Dr.  Todd,  8yo   IrishArch.Soc.  1847 

Neo-dmidie  Heresy  in  Britannia,  4to,  14s I£.  Bohn    1838 

Neologie  ;  or,  French  Language  of  Our  Times,  by  Mad.  Ve.  D.  G.,  12mo,  2s Rolandi 1855 

Nepos,  Yitm  Imperatorom  Rom.,  Arnold,  with  Questions,  12mo,  4s Rivmgton  1845 

Chambers^  Educational  Course,  12mo,  2s Chambers  1862 

1-Eton,  with  English  Notes,  12mo,  8s  6d £.  Williams  ...1844 

Oxford,  12mo,  2s  6rf    J.I/.d:J.Parkcri9s^ 

Pocket  Classics,  18mo,  Is  id  J.HA:J.Parktri%sZ 

Wheeler,  12mo,  Is  6d Tegg  1862 

Young,  12mo,  Is }Vtale 1855 

Neri  (St.  PkUip)  Life  of,  by  Bacci,  trans.  byFaber,  2  y.  12mo,  8s.. T, Richardson    1849 

Spirit  and  Genius  of,  by  Faber,  8yo,  2s   Burtis    1850 

Neshit  (ila<.)  IntrodueUon  to  Arts  and  Sciences,  12mo,  8s lA>ngman  1842 

'  English  Parsing,  new  edit,  18mo,  2s  6<i Longman  i860 

Treatise  on  Arithmetic,  Parti,  12mo,  5s— Key  to,  5s Longman  1850 

-2,  12mo,  7s  6d;  Key  to,  7s   Longman 1846 


Land  Suryeying,  by  Baker,  new  edit,  8yo,  12s  Lomjman  1855 

—      ■  Mensuration,  12mo,  6s;  Key  to,  bs Longman  1844 

-(J.C.)  Agricultural  Chemistry,  8yo,  4s Longman  1856 

-  History  and  Properties  of  Natural  Guanos,  new  edit ,  8yo,  Is Rogerson    1 860 


(Robi.)  Essays,  Addresses,  and  Reyiews,  12mo,  2s  6d  Lcmgman  1840 

Memoirs  of,  by  Rey.  J.  M.  Mitchell,  post  8yo,  6s Nisbet 1858 

— Sermons,  chiefly  on  Doctrinal  Subjects,  8yo,  7s  6d   Longman  1846 

NesUt's  Guide  to  the  Presenration  of  the  Teeth,  82mo,  Is Cotes  1837 

Nesbitt  (Emily  Q. )  Mamma's  New  Bible  and  Testament  Stories,  fcap.  8yo,  2s  6<i Hogg 1 8  6 1 

Ness  (C%r.)  Antidote  against  Anninianism,  18mo,  Is  6d Ward 1853 

Ket  in  the  Bay,  a  Journal,  by  the  Bishop  of  Rupert's  Land,  fcap.  8yo,  4s  6d  Hatchard  i8s4 

KethereIift(Frwi.(?.)AutographMiBoellany,imp.  4to,  36s,  iVrfA€rc/»/i— red.  to21s  ...  J.  R.  Smith  ...liss* 

• Handbook  to  Autographs,  Index  by  Sims,  sm.4to,  15s;  L  p., 21s  /.  R.  Smith  .  .1862 

•  (/.)  Autographs  and  Letters  of  Dlustrious  Women,  4to,  30s Netherclifi 1 849 

Ketherwoods  of  Otterpool,  a  Noyel,  8  y.  post  8yo,  81s  6d Btntley  1858 

KetleyHall;  or.  the  Wife's  Sister,  fcap.  8yo^  6s Smith  ik  Elder ,\%(io 

Kettieton  (A.)  Memoir  of  his  life  and  Character,  by  Tyler,  post  8yo,  4s  6(2 HamiUon  i860 

Neubotle,  Registrum  S  Marise  de  Neubotle,  Abbacie  Cistercie,  ed.  by  C.  Innea,  4to     BannatyneCl.   1 849 

Neumann  and  Bsretti's  Spanish  and  English  Dictionary,  n.  e.,  by  Seoane,  2  y.  8to,28s  Whittaker i  ^62 

Pocket  edition,  1 8mo,  6s    ...    Whittaker i  S  62 

Keamann  (C.F,)  Translations  from  the  Chinese  and  Armenian,  8vo,  12s  Orient  Tr.Fd,   n.d. 

Ketay  (/no.)  Rosaline's  Dream,  and  other  Poems,  12mo,  4s  GroonUfrii'ge...tSsZ 
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Never  Wrong,  and  It  Was  Only  in  Pun,  18mo,  1«    Cfrant^O,   ...1850 

Kevile  Howard,  a  Poem,  by  Lentos  in  Umbra,  12mo,  2$  6d Nevbif   i8>^ 

Neville  {Chr.)  Analysis  of  Church  Principles,  12mo,  8«  M  -  red.  to  2i6d    Ridgiay    183^ 

Defence  of  Paley*8  Moral  Philosophy,  12mo,  i» Bidgway    184.9 

Review  of  Newman's  Lectures  on  Romanism,  12mo,  5s  Ridgway    1839 

(Jno.)  Hydraulic  Tables,  CoefficienU,  and  Formulae,  2nd  edit,  8vo,  16* Wtale i860 

(R.  C. )  Saxon  Obsequies  discovered  in  Cambridgeshire, fol. ,  84«,  Murray—  r.  42f  Bicken  185* 

(W.B,)  Nature,  Causes,  and  Cure  of  Insanity,  Svo,  iiM  Longman  1853 

•  Faculties,  &c,  of  the  Human  Soul,  12mo,  2s ffatehard  1845 


(5.)  Reports  relating  to  Duties  of  Msfostrates,  1834-6,  3  v.  r.  Svo,  68f  6d  Sweet 1834-8 

Nevilles  of  Garretstown,  a  Tale  of  1760,  3  v.  post  8vo,  81s  ed Saundefd:  0  i860 

Nevin  (Alf.)  Churches  of  the  Valley  of  Pennsylvania,  12mo,  6s  Qd    Philadtlpkia...i%s3 

{O.W.)  The  Mystical  Presence,  12mo,  6f PhUadefpkia,..ii4^ 

(J.  A,)  Summary  of  Biblical  Antiquities  for  Schools,  12mo,  5t — red  to  2f Orwmbridge  ...1853 

Vindication  of  the  Reformed  Doctrine  of  the  Bucharist,  12mo,  6f  6d  ...   Wileg 184.6 

Nevins  (W.)  Lovest  Thou  Me?  or  Counsels  on  Christian  Duty,  12mo,  2s  Ndaon    1856 

Memoirs  and  Select  Remains,  by  Winslow,  fcap.  8vo,  6f Mathew 1839 

Practical  Thoughts,  with  Remarks  by  Bickersteth,  18mo,  Is  4rf Wrigki 1842 

Theodore,  his  Brother  and  Sister,  12mo,  4s,  Sharpe,  '4^red.  to  3s  6(f .  Masiert 1S49 

Thoughts  on  Popery,  18mo,  2s,  DaUan^  1843— red.  to  Is Groomhridge  ...i%%i 


New  {Alf.)  Memoiial  of  the  Jubilee  of  the  Bible  Society,  12mo,  8s    Partridge 1853 

■ — {A.H.)  History  of  Austria  to  the  Present  Time,  12mo,  3s  6d Jot. Biachvood  1859 

New  Aid  to  Memory  of  History,  6th  edit.,  5  v.  post  Svo,  each  7s RuneU    1851 

Amer'can  Cyclopedia,  edited  by  Ripley  and  Dans,  V.  1  to  14,  Svo,  each  18s  ...  New  York 186s 

• Apostles  ;  Irvingism,  its  History,  Doctrines,  Ice.,  poet  Svo,  3s  6<i J<u.Biadtwood  1859 

British  French  ttender  Guide,  roy.  4to,  2s  6d Simpkm 1845 

Casket,  a  Gift  Book  for  all  Seasons,  l2mo,  3s  6<i    Rel.  Tract  Soc,  1851 

Chapter  of  Kings,  16mo,  3s Knight  1841 

Church  (Swedenboigian)  Reader  and  Class  Book,  cr.  Svo,  4s Hodaon 1846 

College,  London,  Introductory  Lectures,  post  Svo,  3«  6d    Jaektond:  W.    1851 

Commandment;  or,  the  Christian's  Test,  ISmo,  2s  6d  Sedeg 1840 

Crochet  D'Oyley  Book,  by  a  Young  Lady,  ISmo,  Is    Simpkin 1850 

Edinburgh  Universal  Qaxetteer,  Svo,  lSf~red.  to  12s   H,  Bohn    1845 

Bngland,  History  of,  by  Coolidge  and  Mansfield,  roy.  Svo,  25s Botton,  U.S..,.i%S9 

and  her  Institutions,  post  Svo,  Ss  6d Sedeg 1835 

Tale;  or.  The  Two  Orphans,  ISmo,  2s  6d ^oslow,  U,S,  ...1855 

Entertaining  Naturalist,  12mo,  3s Partridge 1851 

Estate  ;  or,  Young  Travellers  in  Ireland  and  Wales,  12mo,  6s  Harvey 1839 

Excitement,  1838,  ISmo,  4«  ed  ;  1839  to  1844,  18mo,  each  8s  M    iTamOKm...  1838-44 

Foiget  Me  Not  for  Parting  Friends,  48mo,  Is  6d Simpkin 1838 

Friends,  a  Tale,  by  Author  of  Julian,  imp.  16mo,  2s  M    Parker  Jk  Son   1858 

Gift  Book  for  Youth,  16mo,  2s  6d    A.  Hall 1848 

Glories  of  the  Catholic  Church,  translated  from  the  Italian,  12mo,  4s  6<2    Riehardton    ...i860 

Happy  Week,  ISmo,  3s Longman  1845 

Hints  on  Miniature  Painting,  roy.  Svo,  6s  Aekermanm    ...1837 

Jerusalem  ;  a  Hymn  of  the  Olden  Time,  16mo,  3s  6<2    Theobald    1852 

Juvenile  Keepsake,  12mo,  5s Colbum 1839 

Koran  of  the  Pacifican  Friendhood,  fcap.  Svo,  7«  M Manwaring  ...1861 

Latin  Guide  to  Pronunciation  and  Construing,  12mo,  8s  6d  C.  H,  Law 1852 

Reading  Book,  Selection  from  CsBsar,  12mo,  2s  6d   WaUon  1855 

—— Letter  Writer  for  Gentlemen  and  Ladies,  12mo,  Is Rotttledge  1854 

Lights  and  Shadows  on  the  Wall,  PolitioJ  Celebrities,  8  series,  sm.  4to,  ea.  Is    Read    1859-60 

London  Chemical  Pocket  Book,  roy.  ISmo,  7s  6d,  1 844-— red.  to  3s  6<j H.  Bohn    1849 

■  Cookery,  by  a  Lady,  Svo,  15s  Virttte    1845 

Medical  Pocket  Book,  roy.  ISmo,  8s— red.  to  3s  6d  ff.  Bohm 1844 

Surgical  Pocket  Book,  roy.  ISmo,  12s,  1844— red.  to  5s  B.Bohn 1849 


Manual  of  Devotions,  12mo,  4s,  Rivington,  1857;  2s  6<i  and  3s  6ci SocP.C.K,   ...1862 

Metrical  Version  of  the  Psalms,  12mo,  6s    Simpkin 1837 

Municipal  Manual  for  Upper  Canada,  edited  by  R.  A.  Harrison,  8^0,  30s   Toronto i860 

Office  Book  for  Architects,  Engineers,  Ac.,  fcap.  Svo,  6s  6<i  Atehley  1861 

Official  Manual  for  U.  S.  Consuls,  Shipowners,  Captains,  &c,  Svo,  18s Washington    ...1857 

Park  Street  Pulpit,  Sermons  by  C.  H.  Spnrgeon,  7  v.  Svo,  each  Ss  6d Possmore...  1858-62 

Philosophy,  Partis  1  and  3,  Svo,  each  2s  6d  ;  Part  2,  Svo,  3s  6d  &iMiuier«lrO.  1847-9 

Priest  in  Conception  Bay,  2  v.  12mo,  14s    Boeton,  U.S,  ...il^^ 

Pulpit  Assistant,  32mo,  2s    AUman 1844 

Reading  Series,  English  History,  12mo,  Is  6d Soc  P.  C  K,    i860 

Reform  Bill,  Abstract  of  Leading  Clauses  of  the  Measu*e,  Svo.  Is  Ridgway    1852 

Relations,  and  Bachelor's  Hall,  by  Urb  in  Rus,  post  8vo»  10s  M WetUrlon 1860 

Scholar  ;  or  Fear  of  God  and  Fear  of  Man,  16mo,  Is  6d  Theobald    1852 

South  Wales,  by  the  Hermit  in  Australia,  8vo,  Is Simpkin 1846 

its  Past,  Present,  and  Future  Condition,  12mo,  2s  6<i Theobald   1849 

Spirit  of  the  Age,  edited  by  R.  H.  Home,  2nd  edit,  2  v.  post  Svo,  24s Smith  dt  Elder. \i^ 

Stories  Suggested  by  Old  Rhymes,  16mo,  3»  6d  Darton   1852 

System  of  Domestic  Cookery,  by  a  Lady,  12mo,  2s Routledge  1853 

Tabular  Geography,  by  an  Army  Schoolmaster,  Part  1,  Svo,  U6d  ...  Owen  ..". 1859 
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New  'Wes  from  Faery  Land,  16mo,  Ss  dd  ;  colonred,  i$6d Addty    i«s» 

Tariff,  with  the  New  Clauses  of  the  Act,  8vo,  1* Gilbert    1842 

Testament,  Critical  Greek  and  English,  post  4to,  lit ;  18mo,  8* Bagater 184a 

(French),  82mo,  U  6d   ...  Simpkin 1851 

(Genevan),  1557,  a  Fac-simile  Reprint,  4to,  63*;  12mo,  8« Didot 1842 

in  Greek,  Griesbach's  Text,  Mill's  and  Scholx's  Notes,  p.  8vo,  ^t  Qd  B.  Bohn 1859 

Literary  History  of ,  8vo,  \i$ SuUy 1845 

Pocket  Commentary,  18mo,  \$  id Rel  Tract  Soe.  1848 

revised  by  a  Layman,  poet  8to,  7*  6d   Pickering  1840 

tr.  by  Drs.  Campbell,  Macknight,  and  Doddridge,  n.e.,  12mo,  3«  Qd  Ilouiston    185a 

translated  by  Rev.  Dr.  Giles,  2  ▼.  12mo,  20* O'tmufh 1861 

Wycliffe,  1 881  ►,  reprinted  in  black  letter,  4to,hf.mor,  4 2«  Pickering  1848 

With  60  Illustrations,  by  Kenny  Meadows,  4to,  2«6<i, '47  ;  n.  e.,  5«  Ingram 1852 

Numismatical  Notes,  by  J.  Y.  Akerman,  8vo,  5<  6d J.  R.  Smiih  ...1846 


Themes  for  the  Protestant  Clergy,  12mo,  6*    Philadelphia.. .li^z 

Theory  of  Astronomy,  deduced  from  Latest  Discoveries,  16mo,  U    Piper 1857 

Vegetable  Physiology  based  on  Electricity,  12mo,  5< Simpkin 1847 

Treatise  on  Mechanics,  8vo,  7* Whittaktr 1841 

Wavcrley  Album,  lUust.  ;  Text  by  John  Tillotson,  4U),  10»6d Darton 1861 

Week's  Preparation,  2  Pajrts,  roy.  18mo,  each  1«6<£,  1849  ;  roy.  82mo,  each  2$  Longman  1853 

by  Wix,  12mo,  each  2« Longman  1837 

with  Companion  for  the  Altar,  32mo,  2t Soul  1849 

Whole  Duty  of  Man,  8vo,  9«,  1854  ;  with  plates,  8vo,  11<  Qd Longman  1852 

World,  First  Impressions  of,  on  Two  Travellers  from  the  Old,  post  8vo,  8<  Cci...  Longman  1859 

in  1859  :  United  States  and  Canada  Described,  8vo,  8« Baillih-e   1859 

Tear's  Eve  ;  or,  St.  Spindler*s  Night,  from  the  German,  18mo,  It Burnt    1844 

-Gift,  Meditations  and  Prayers,  32mo,  It  Qd JiivingUm 1857 


Tribute  to  the  New  Reign,  4to,  it Longman  1838 

Yorit  Business  Directory,  by  Wilson,  18mo,  7$  6d  New  York i860 

Chamber  of  Commerce,  Third  Annual  Report,  12t Niw  York 1861 

City  and  Neighbourhood,  with  Views,  18mo,  It Neiton  1858 

Directory  for  1858,  by  H.  Wilson,  8vo,  18* New  York 1858 

Civil  and  CriminalJustice  ;  a  Treatise,  8vo,  30<    New  York 1861 

Exhibitionof  Science,  Art,  &c.,  by  Silliman,  504  Engravings,  imp.  4to,  25<  New  York 1854 

Special  Report  of,  8vo,  1< Ilarriton  1854 


Marine  Register,  oblong  8vo,  5/ 58  New  York 1857 

by  Griffiths  &  Haswell,  oblg.  4to,  60»— with  Supplt.,11/  New  York.. .Annual 


Picture  of,  18mo,  2«  6d W.Smith 1840 

Pulpit  in  the  Revival  of  1858,  12mo,  6t New  York 1858 

Zealand,  a  Poem,  12mo,  2t  6d  SeeUy 1842 

and  the  Aborigines,  by  L.  A.  Charoerovsow,  post  8vo,  lOt  6d    Newby   1848 

• British  Colonization  of,  12mo,  it  M Parker  ^  Son  .i%n 

Handbook,  by  a  late  Macerate,  12mo,  6«  Parker  4s  Son  .\%^ 


Portfolio,  edited  by  H.  S.  Chapman,  8vo,  ii   SmOk  de  Elder  ,1%^'^ 

Newberry  (fF.)  The  Chymical  Delectus,  82mo,  1* Newberry  1842 

Newbigging  (7%o.)  Poems  and  Songs,  12mo,  2tQd  Simpkin 1857 

Newbold  {T.J.)  British  Settlements  in  the  Straits  of  Malacca,  2  v.  8vo,  26«   Murray 1840 

Newbury  ((^.)  Treatise  on  Baptism,  18mo,  2«  6(2 Newbury    1836 

Newbury  and  its  Environs,  History  and  Antiquities  of,  8vo,  14«    Simpkin 1839 

Newby  \Mrt»C.J,)  Maigaret  Hamilton,  a  Novel,  3  v.  post  8vo,  31j  6<2 Bentley  1858 

Right  and  Left,  a  Novel,  3  v.  post  8vo,  81»  6d Newby   1862 

(Oeo.)  Henllywarc  ;  or,  the  Druid's  Temple,  a  Poem,  12mo,  2«  6fil Longman  1854 

Newcastle,  Archcologia  ^liana,  by  the  Society  of  Antiquaries,  4 to,  V.  1  to  3,  each  42<  New,  Ant.S.iZiS-^^ 

Archjeology  of,  2  v.  8vo,  42«  Arch.Intt.G.B.i9s% 

Catalogue  of  Inscribed  and  Sculptured  Roman  Stones  in  their  possession...  Newc.Ant.Snc.  n.  d. 

— the  MSS.,  Books,  and  Antiquities  of  the  Society  of    Society  1839 

~ Cborographia  ;  or  a  Survey  of  in  1649  Newc.Ant.Soc.  n.  a, 

Newcomb  (iTaiT.)  Anecdotes  for  Boys,  18mo,  2a  6d    Botton,  U.S.  ...iis3 

Cyclopfledia  of  Missions,  Maps,  8vo,  20« New  York 1855 

Harvest  and  the  Reapers,  Home  Work  for  All,  18mo,  it  &d    Botton,  £^.5.  ...1858 

— Home  and  its  Associations,  12mo,  2t W.  Collins 1853 

-; Life  and  its  Duties,  a  Book  for  Young  Men,  12mo,  2» W.  Collins 1853 

Newcombe  {S.  P.)  Plessant  Pages  for  Young  People,  n.  e. ,  6  v.  f p.  8vo,  ea.  3<  6(i I/ouUton    . . .  1 860-2 

Newcome  {Hen. )  Autobiography  of,  edited  by  Dr.  Parkinson,  2  v.  8 vo Cfutha m  Soc,     1 8  $ 2 

Diary  from  Sept.  1661  to  Sept.  1663,  edited  by  Thos.  Hey  wood,  8vo  Cketham  Soe,    1849 

(Bp.  W.)  Observations  on  Our  Lord's  Conduct,  8vo,  6t  J.HJsJ.Parkeri  8 52 

~ — ~ Version  of  the  Prophet  Esekiel,  8vo,  9»    Tegg  1836 

Newd^te  (C.i>r.)  Customs' TariflBi  of  All  Nations  to  1864,  4to,  30/r Murray 1855 

NeweU  (/'.^f.)  Ten  Minute  Book,  fcap.  8  vo,  Is  6rf  E.Ward  1849 

■- {R.H,)  Zoology  of  the  English  Poets,  corrected,  fcap.  8vo,  5«  6d   Longman  1845 

Newenham  (IT.r.)  Antiquated  Spots  round  Cheltenham,  18mo,  2»    Simpkin 1851 

NewwrtTaleof  a  Tub,  by  Hoc,  0  !  Diabolus,  Fecit  Quis?  square,  1*    Gunn...!'. 1851 

Newhall  {J.B.)  British  Emigrant's  Handbook  to  New  States  of  America,  12mo,  1«  6d   Wiley 1844 

^ewUnd  {Hen.)  Confirmation  and  First  Communion,  3rd  edit.,  post  8vo,  7«  6rf Matters i860 

' Forest  life  in  Norway  and  Sweden,  1 2mo,  3<  6d,  1 8  54 ;  new  edit.,  2f  RouiUdge 185? 
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Newland   (^en.)  lioottiret  on  Tnctarianifim,  0ih  edit.,  12mo,  U  Matten iSSo 

— ^— Life  and  ContemporaneooB  Hiitoryof  Antonio  de  Bominis,  8to,  Is.,.  J. H.^J,Parhr iiiS9 

Memoir  of,  bylUv.  R.  N.  Bbutte,  fcap.  8to,  5s Matters i«t>i 

New  Catena  on  the  Ephesians,  8to,  10«  6rf,  1860-^red.  to  7«  6d  ...  JMutJ.ParhtriZSi 

Philippiana,  8to,  7«  6<f  — red.  to  (w J.H.^J*arkfr\i(i^ 

Postib:  Sermons  on  the  Parables,  fto.,  12mo,  8f Masters 1854 

The  Erne :  its  Legends  and  its  Ply-Fishing,  post  8to,  \2$ Chapmam  ^  B.\%s^ 


Newlands  (Ja».)  The  Carpenter  and  Joiner*s  Assistant,  folio,  5d<  Blackit li&o 

Newlight  (A.)  Historic  Certainties  respecting  Early  History  of  America,  8yo,  2s Parker  Jt  Son. il^i 

Newling  (W.)  Prayers  for  ereiy  Morning  and  Evening,  ISmo,  \s    Masters i86a 

Newman  (A  )  To  Parents  and  Ooardians,  and  others.  Illustrated,  12mo,  fit    BoUen    iS6a 

{Cha.)  Practical  Hints  on  Land  Draining,  8yo,  3s  Ridgway    1S45 

{Edw.)  British  Moths,  Nootami,  roy.  8vo,  1*  6<i Tweedie iS6» 

Birdnesting :  the  Nest  and  Eggs  of  erery  British  Bird,  8to,  Is Van  Voorst  ...i86a 

Essay  on  System  of  Nature,  8vo,  10*  Van  Vojrst   ...i«43 

'■  Grammar  of  Entomology,  12mo,  8s  fid Wett/qf 1835 

History  of  British  Ferns,  8to,  25s,  '44  ;  8  e.,  8to,  18s  ;  roy.  8to,  3(St  Van  Voorst  ...1854. 

— — Insect  Hanter's  Entomology,  in  Verse,  new  edit.,  12mo,  2s  M  Van  Voorst   ...ifebx 

_«_  Introduction  to  a  History  of  Insects,  8to,  12s Van  Voorst  .,.1841 

(B.M.)  Chronological  Beriew  of  European  Sovereigns,  12mo,  Ss  5d Judd  ^  Glass  1858 

History  Epitomised  :  Historia  Sententise,  12rao,  5*, '60—8  e.,  r.  Ss6«{  Simpkin 186a 

Monarchs  of  Modem  History :  Biographies  and  Byents,  12mo,  7« J-  J^-  Shaw   ...1859 


'{P,  W.)  Catholic  Union,  cr.  8vo,  S«  M /.  Chapman  ...1854 

Collection  of  Poetry,  for  Elocution,  12mo,  2s  6d WaUon  1850 

Crimes  of  tho  House  of  Hapeburg,  post  8to,  Is /.  Chapman  ...i^S'i 

Difficulties  of  Elementary  Geometry,  8to,  8*,  1 84 1  — red.  to  5s Lonffman  1 844 

-  Essays  towards  a  Church  of  the  Future,  &c,  post  8to,  Ss  6d    /.  Chapman  ...1854 

History  of  Hebrew  Monarchy,  8to,  10s  6(f,  1847  ;  2nd  edit.,  S$6d...  J.  Chapman  ...1853 

Homeric  Translation  in  Theory  and  Practice,  cr.  8vo,  Ss    WiUiams  <<;  iV.  1861 

Introduction  to  Boman  History,  post  8vo,  5s  6rf Walton    185a 

Lectures  on  Ancient  and  Modem  History,  12mo,  3s    Walton  1851 

——Logic,  12mo,  is  M   JUvington  1838 

-'— Political  Economy,  poet  8vo,  7*  6d    red.  to  5s   /.  Chapntan  ...1851 

Phases  of  Faith  :  Passages  from  my  Own  Creed,  cr.STo,  6s,*5o  ;  Ss  6d  Manwaring  ...i860 

•  Soul:  its  Sorrows  and  Aspirations,  p.  8vo,  6s,  1849;  7th  edit.,  Ss  6d  Trufmer 1861 

-Theisns  Doctrinal  and  Practical,  4to,  8s  8<i J,  Chapman  ...i%S% 


((7.  Tr.)Homax>pathic  Family  Assistant,  12mo,  5s  BaiUiirt    1845 

'  (Jos.)  Principles  of  Harmonious  Colouring,  post  8vo,  2s  6<i CataeU   1859 

{J.B.)  Fascination;  or.  Philosophy  of  Charming,  poet  8vo,  8s  6rf New  York 1851 

(J.B.)  Arians  of  the  Fourth  Century,  8vo,  10s  6d LumUy 1855 

'  Callista,  a  Sketch  of  the  Third  Century,  12mo,  Ss Lambert 1856 

Church  of  the  Fathers,  2nd  edit.,  12mo,  7s Biwington  1842 

— — Development  of  Christian  Doctrine,  2nd  edit,  8 vo,  12s    Tooveg    1846 

Discourses  addressed  to  Mixed  Congregations,  8to,  12s Longman  1850 

■  DissertatiunculsB  qusedam  Critico  Theologicss,  8yo,  is  6d  Tooveg    1847 

— ^— Essay  on  Miracles  of  the  Middle  Ages,  8to,  5s    Bivington 1843 

Lectures  and  Essays  on  UnirerBity  Subjects,  12mo,  6s    Longman  1859 

■ on  Condition  of  Catholics  in  England,  8 vo,  12s   Bnms    1851 

Difficulties  in  Submitting  to  Catholic  Church,  8to,  1 2s . . .  Bums    1 8  50 

History  of  the  Turks  as  to  Christianity,  12mo,  4s Dolman 1854 

Justification,  2nd  edit.,  8vo,  10*  Cd Bivington 1840 

— — Prophetical  Office  of  the  Church,  8vo,  I0s6d...^ BivingUm  ..  .-.1837 

«_>-.«^ Romanism  and  Popular  Protestantism,  8vo,  1  Os  6<< Bivington  1837 

■ Letter  to  J.  Faussett  on  certain  Points  of  Faith,  &c.,  8to,  2s BivingUm  1838 

Life  of  Apollonius  Tyansfus,  post  8to,  Is ^ Oriffin  1853 

Loss  and  Ghiin ;  or,  the  Story  of  a  Conyert,  12mo,  6s ' Bums    1853 

Offices  and  Work  of  Uniyendties,  12mo,  6s Lemgmam  1856 

Parochial  Sermons,  6  v.  8vo,  63s /2miiflFlo»...  1838-44 

Selections  from,  12mo,  7s  6c2    BivingUm  1841 


-  Scope  i^d  Nature  of  Dniversity  Education,  2nd  edit.,  post  8to,  6s  ...  Longman  :i8$9 

•  Sermona  on  Subjects  of  the  Day,  2nd  edit.,  8to,  10s  ^    BivingUm  1844 

Theory  of  Religious  Belief,  8to,  8s  6<I BivingUm  1844 


Preached  on  Yarioua  Oceasions,  post  8yo,  6s Bums    1857 

-  (iS^%)  Emendations  of  the  Old  Testament,  Sto,  is Weriheim  1839 

Hebrew  Grammar,  with  Points,  2nd  edit.,  8vo,  5s  6d   Wertheim  1840 

(S.P.)  Practical  System  of  Arithmetic,  12mo,  5s  6<^-red.  to  4s B.  Bohn.. 1846 

Rhetoric,  6th  edit.,  12mo,  7s  M,  T846^red.  to  4s  H,  Bohn 1849 


(W.)  A  Quartern  Loaf :  Rhymes  and  Pictures,  new  edit.,  12mo,  Is  Orijfith  S  P,  ...1861 

Memoin  of,  by  G.  Pritchard,  8to,  9«— red.  to  Ss    Ward 1845 

MoTeable  Shadows,  2  series,  16mo,  each  2s  ;  coloured,  Ss  M Dean 1857 

— 2 —  Reminiscences  of  the  Rev.  John  Ryland,  12mo,  4s Ward 1835 

_ -^ — Zoological  Oddities,  16mo,  2s;  coloured,  3s  6<i   Dean 1857 

{W,A.)  Gospel  of  Christ  the  Power  of  God  unto  Salvation,  12mo,  4s HamiUon  1848 

Martyrs,  the  Dream,  and  other  Poems,  8vo,  7s  6d , Longman  1847 


Newmann  <i^.)  Guide  to  French  Conversation,  l2mo^2sM    Whittaker 1841 
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Newmareh  {Wm.)  Legacy  Duty  and  Annaity  Tables,  12mo,  8«  6d WhiUaker 1843 

Loana  raised  by  W.  Pitt  during  French  War  of  1793-1801,  8?o,  Z*  £.  TTi/wn 1855 

On  the  Effects  of  the  New  Supplies  of  Gold,  8to,  it   P.  Ricliardton  1853 

Newnham  ( fTm. )  Inquiry  on  Human  Magnetism,  post  8yo,  9<  ..  Churchill  1845 

Reciprocal  Influence  of  Body  and  Mind,  8to,  14* Haichard 184a 

Sunday  Evening  Letters  upon  Truth,  12mo,  6« Haichard  1858 

Tribute  of  Sympathy  to  Mourners,  9th  edition,  12mo,  b9     '..Haichard  1842 

Newport  {G.)  Priae  Essay  on  the  Saw-fly  of  the  Turnip,  8vo    Entomolog.Soc  1838 

Kew8am(IF.C.)  anrf  Holland  (/.)  Poets  of  Yorkshire,  12mo,  6« Oroomhhdge  ...1845 

KewsBoy,  illustrated,  post  8to,  7$  6d Neio  Ywrk 1854 

Kewspaper  and  General  Reader's  Pocket  Companion,  new  edition,  18mo,  2«  fl<i   J.  P.  Shaw i86a 

Press  Directory,  roy.  Svo,  2<    MitcJitU    ...Annmil 

of  the  Present  Day,  8to,  U  M SawtdenAO.  i860 

Newspaper  and  Periodical  List,  in  the  U.S.,  the  Canadas,  and  Great  Britain,  8to,  9s  Phil€ulelphia...iis^ 

Kewth  (^m.)  Elements  of  Mechanics,  including  Hydrostatics,  3rd  edit. ,  p.  8to,  8s  Gd  Walton i860 

Statics,  &c,  post  8to,  6* Walton 1850 

First  Book  of  Natural  Philosophy,  12mo,  3*  6rf Walton  1854 

Mathematical  Examples,  complete,  post  8vo,  8<  6d Walton 1859 

Algebraical,  2s  6d.  Mechanical,  2s  flcf. 

Arithmeticftl,  2s  6d.  Trigonometrical,  2s  6d. 

Newton  (il.)  Case  of  Thos.  Smethurst;  his  Trial,  Sentence,  &o.,  12mo,  2$  6d Rouiledge  i860 

On  the  Zoology  of  Ancient  Europe,  8to,  Is MacmiUan 1862 

U.j^.)  Heavenly  life  :  Select  Writings  of,  edited  by  Baillie,  12mo,  5s  Nitbei 1858 

Memoir  of,  by  Baillie,  11th  edition,  12mo,  5s  NitbH 1858 

(B.  W.)  Aids  to  Prophetic  Enquiry,  12mo,  1  ser.,  Z$6d;  2  ser.,  3s;  3  ser.,  4s...  Simpkin  ...1849-50 

David,  the  King  of  Israel,  12mo,  2s Simpkin...' 1854 

: Occasional  Papirs  on  Scriptural  Subjects,  8to,  4s  flci   Houltion    1861 

Thoughts  on  Leriticus,  12mo,  Ss HouUum    1857 

- — — the  Apocalypse,  8to,  ^,  Hamilton,  1846;  n.'edit.,  8s  flrf  Partridye 1853 

— (Mr9.C,)  Ambition,  a  Tale,  12mo,  8s  W    Whittdker 1850 

Days  of  Laud  and  the  Commonwealth,  16mo,  4s  6d  Seeley •>847 

(0%a.)Mapof  British  and  Roman  Yorkshire,  in  a  case,  T$^d  Arch.Inst,O.B,  n,d. 

•  (C. )  and  Calkins  {A  .B.)  Pathology  of  Thoracic  Diseases,  8vo,  10s  Worcester,  Mat.  1 8  54 


(^mnia)  Modem  Unbeiierer,  12mo,  4s,  1847 — red.  to  2s  6d Simpkin 1848 

(G.  W.)  Treatise  on  the  Growth  and  Management  of  Timber  Trees,  8yo,  10s  M  Reeve 1859 

(/^.)  Antichrist,  a  Poem,  8vo,  9s Seeley 1848 

Flight  of  the  Apostate,  a  Poem,  fcap.  8to,  S$  6d  Wertheim  1849 

National  Righteousness,  8to,  Is Haichard 1853 

Resurrection  of  Israel,  a  Poem,  12mo,  St  6d Jas.  Blackwood  i%$$ 

(5tr/.)  Biographical  Sketch  of,  by  King,  12mo,  2s Simpkin 1858 

-  Correspondence,  Cotes'  Notes,  edited  by  Bddleston,  8vo,  10s    Parker  ds Son...  i%$o 


Life  of,  by  Brewster,  18mo,  59,  1 83 1 -red.  to  3s  6c{    Te^jg   1858 

Lines  of  drd  Order,  Generation  of  Curves,  transl.  by  Talbot,  8vo,  lOtdd  H.  Bohn 1861 

Memoirs  of,  by  Brewster,  2  t.  8to,  24s,  '55  ;  2nd  edit.,  2  ▼.  fp.  8vo,  12s  Hamilton  i860 

Principia,  Ezoerpta  ex,  8vo,  10s  6d— red.  to  5s  6<i J.ff.dfJ.Parkeri^sj 

Commentary  on,  by  Wright,  2  v.  roy.  8to,  28s    7'egg  1854 

Commentaries  on,  roy.  8to,  4s  Whittaker 1846 

Essay  on,  by  Rigaud,  8vo,  4s J.H  dsJ.Parktr\%i% 

■  Sections  1  to  3,  by  Frost,  8vo,  10s  ^d MacmiUan 1854 

VThewell,  8vo,  2s  W   Parker  A  Son.  ,i%^(> 

Wright,  8 vo,  10s  W    Whittaker 1852 

and  7,  by  Cooke,  8yo,  6s J.HJsJ,Pwrkeri%$Q 

9,  and  11,  by  Evans,  8to,  6s  BellADaldy...'i%ss 


transl.  by  Motte,  Life  by  Chittenden,  roy.  8vo,  21s New  York 1850 

View  of,  by  Brougham  and  Routh,  8vo,  14s Longman  1855 

Two  Notable  Corruptions  of  Scripture,  12mo,  3s  Grun, 1841 

Universal  Arithmetic,  by  Wilder,  8vo,  8s  Whittaker  1845 

Views  on  Points  of  Unitarian  Doctrine,  by  Green,  8yo,  2s Whitjield   1856 

-(Jno.)  Works,  by  Cunningham,  imp.  8vo,  25s— red.  to  15s H.Bohn 1839 

with  Life,  by  Cecil,  roy.  8vo,  6«    JVelton    i8fao 


Apologia:  Letters  to  a  Dissenting  Minister,  12mo,  2s   StUer 184a 

Cardiphonia;  or,  Utterance  of  the  Heart,  18mo,  2t  6d Hamilton  1858 

• Essay  by  Russell,  12mo,  3s Ntlvm    1854 

Latin,  12mo,  ls6d    Bagtter 1850 

Letters  of  Omicron,  18mp,  Is  6d Rel.  Tract Soc.  1850 

to  a  Clergyman  (68),  4th  edit.,  12mo,  4s  6d— red.  to  3s  td Simpkin    1847 

R«T.  W.  Bull  (129),  1773  to  1805,  12mo,  5s   HamiUm 1847 

— Life  of,  by  Himself  and  Cecil,  with  Olney  Hymns,  12roo,  2»  6rf  NeUon    1858 

■ Memoirs  and  Correspondence,  2nd  edit.,  12mo,  4s  6^,^43  ;  new  ed.,  2s  Sedcy 1862 

— Olney  Hymns,  with  Essay,  by  J.  Montgomery,  24mo,  ls6rf Griffin    1857 

, Twenty-five  Hitherto  Unpublished  Letters,  1 8mo,  UM Whittaker 1 840 

(/.£r.)  Animal  Topography,  with  Map,  16mo,  9s  6d Spooner 1845 

- — {Dr.R.)  Best  Things:  a  Book  of  Sermons  for  the  Young,  new  edit.,  12mo,  1*  6rf  /.  P.  Shaw  ...i8fa 

Giants,  and  How  to  Fight  them,  18mo,  Is Ni«bet 1861 

King  s  Highway,  18mo,  2tiUi\  new  ©iition.  It  6d  Nitbei'..^. 1861 
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New6on(  Dr. /Z.)  Rills  from  Fountain  of  Life,  12mo,4»6</,  18 56;  3*  6J,  i86o;ch.ed.,l«6<f  J.  F.  Shaw  ...1862 

{Robt.)  Life  of,  by  Jackson,  post  8to,  6«,  1855  ;  12mo,  2«  Gd Mason   1856 

Labours,  and  Travels,  12nio,  2s    S/mj^dn 1854 

Sermons,  with  Sketch  of  Character,  p.  8vo;  4s,  Fartridye^  1 8  5 6 — r.  to  3a  Qd  Heylin    1861 

(^. )  Gems,  with  Memoir  and  Descriptive  Notices,  4 to,  Zls  (^d Lonfpnam    i S41 


(^;>.r.)  Works,  Extracts  from,  with  Notes,  12mo,  6« HcUchard  1836 

■ Analysis  of  the  Revelation,  new  edition,  12mo,  2$ Hftcme 1845 

— Dissertations  on  the  Prophecies,  new  edition,  8to,  1 3« Simpkin 1 84 3 

' by  Dobson,8vo,7<6c/,'43;n.e.,8vo,7«6rf  Tetjg  i&6o 

(  iri«.)  Display  of  Heraldry,  8to,  lis Firlrring  1846 

Intro<iuction  to  Astronomy,  12mo,  4th  edition,  Is  Cyd  Fiprr 1854 

London  in  the  Olden  Time,  with  Map,  Ac  ,  fol.,  31*  Cc/  Fdlik  Dald^..A%i^ 

( W.  B. )  Proiipeots  of  the  Ten  Kingdoms  of  Roman  Empire,  1 2mo,  4<    Ni*hH    1 850 

Niblw  (/i.^.)  Churches  of  Sussex  Described,  4to,  44« /.  R,  Smith  ...1851 

Niblett  {Dr. A.N.)  Business  Handy- Book,  Eng.,  Pr.,  &  Ger.  Correspond.,  12mo,  IsQd  Simple 1862 

Commercial  Class-Book,  fcap.  8vo,  2s  6d *Vtm/ji*»» i?6i 

English  Class-Book,  English  Grammar,  &c.,  fcap.  8vo,  Is  6d Simplcin 186c 

liecture  on  the  Life  of  Schiller,  12mo,  3«  6d   WHUams  dfc  N.  i860 

Niblock  {Dr.  J.  W,)  Lat.-Eng.  Diet,  n.e.,  sq.  12mo,  5<  6d  ;  Eng.-Lat.  &Lat.-Kng.,  9s    WhiUaJber 1838 

{Wm.)  Elementary  Treatise  on  Greek  Grammar,  12mo,  Zs Na-nuUan  1847 

Nicaragua,  Destiny  of:  Central  America  as  it  Was,  Is,  and  May  Be,  8to,  Is  Qd   Bosi<m^  U.S....i^sS 

Niocolini  {C.B.)  Arnold  of  Brescia,  a  Tragedy,  transl.  by  Miss  Garrow,  post  8to,  6«  Longman  1846 

History  of  the  Jesuits,  post  8to,  5«  6<£ Nihbet     1853 

— new  edit.,  with  Portraits,  post  8vo,  bs H.  Bohn    1X54 

Pontificate  of  Pius  IX.,  12mo,  2«  6d Theobald  1851 

' Vita  d*un  Prete  Cattolico  Apostolico  Romano,  12mo,  7s  6d    Rolandi 1852 

Niccolo  Marini,  a  Tale  of  Naples' Life,  2  t.  cr.  8to,  16« Farker  A  Son  i86s 

Nichol  {J.F.)  Architecture  of  the  Heavens,  5e.,  p.  8vo,  10<6cf,  Simphin^\$\  8vo,16<  BailiUre    1851 

n.  e.,  with  Scott's  Sketches,  roy.  8vo,  21*  Farker  A  Son   1850 

—  Contemplations  on  the  Solar  System,  2nd  edit.,  post  8vo,  10«  6d   Johnstome  1844 

CycIop»dia  of  the  Physical  Sci«ncea,  8vo,  18«,  1857  ;  2nd  edit.,  21*...  Orijin    i860 

■  deposition  and  History  of  the  PUinet  Neptune,  post  8vo,  &s  6d  Jofinstone 1847 

Order  and  Structure  of  the  Planetary  System,  post  8vo,  6s  6d BaiUUre    1 8  5 1 

Thoughts  relating  to  the  System  of  the  World,  2nd  edit.,  8vo,  10*  6rf...  Johnstone 1847 

Yiewsof  the  Stellar  Universe,  fcap.  8vo,  6*  6rf Johnstont 1848 

Nichors  Standard  Divines.  See  Appendix 

Nichohu(l«0  Life  of,  with  Account  of  Russia,  by  Mayne,  post  8to,  10*  6d Longman  1854 

Original  Anecdotes,  by  Michelsen,  12mo,  2«  6rf   Spooner 1854 

Memoir  of  his  Accession  to  the  Throne,  by  Korff,  8vo,  lOs  6d Murray 1857 

—  Life  and  Reign,  by  Christmas,  12mo,  1* J.P.Shaw   ...1854 


Review  of  the  Reign  of,  by  Ustrialoff,  post  8vo,  1*   Madden i8>4 

Nicholas  (T.)  On  the  Removal  of  Dr.  Daridson  from  Manchester  College,  8vo,  8* Williams  dt  iV:  i860 

(r.(/.)  Lays  of  Palestine  and  other  Poems,  12mo,  S*6rf   J.  Hughes 1851 

Nicholl  {R.)  Poems,  with  Memoir  of  Author,  fcap.,  5*  6d Fror9dfnceV.S.i%^\ 

NichoUs  (B.E.)  Book  of  Proverbs  Explained,  12mo,  8*  erf,  Rivington,  '58-r*d.  to  2*  Soe.  F,  C.  K.  ..1861 

Help  to  Reading  the  Bible,  12mo,  2*  6rf    Soc.  F.  C.  K..  i96% 

Practical  Sermons,    2  v.  12mo,  each  6* Dalion  1852 

(JF.)  Farmer,  18mo,  1*  6rf   Knight  1847 

—  Flax-Grower,  2nd  edit.,  12mo,  1*  Knight  1848 


{SirO.)  History  of  the  English  Poor  Law,  2  v.  8vo,  28* Murray 1855 

Irish  Poor  Law,  8vo,  14*    Murray 1856 

Scotch  Poor  Law,  8vo,  12* Murray 1856 


-  (O.F.)  Grammar  of  the  Samaritan  Language,  post  8vo,  6*  Bagstrr 1859 

-{H.G.)  History  of  the  Forest  of  Dean,  post  8vo,  10*  6rf  Murray 1858 

-  (/. )  Practice  in  Insolvency  in  Courts  of  Bankruptcy,  2nd  ed. ,  1 2mo,  1 2.9  Qd  Stevens   1 847 


(J}io.)  Diary  of  Public  Transactions  in  Scotland,  1569-73,  by  D.  Laing,  4to  BannatyneCl.  1836 

{R.H.)  Vine  and  its  Branches,  Spiritual  Poems,  12mo,  1* Hamilton  i860 

(H'.i4.)  National  Drawing  Master,  oblong  8vo,  9*  Reeves    1858 

(fr./>.)  Architectural  Sketches  in  Norfolk,  8vo,  6* BellA  Daldy...ii^ 

Nichols  {Jiis)  Notes  on  Shakespeare,  8vo,  1* Skefington 1861 

(J.B.)  Historical  Notices  of  Fonthill  and  its  Abbey,  4to,  16* Nichols 183^ 

.  Illustrations  of  Literary  History,  18th  Century,  8  v.  8vo,  8/  8*— r.  5/  5*  Nichols    ...1817-5* 

{J.O.)  Collectanea)  Topographica  et  Genealogica,  8  v.  roy.  8vo,  SI  Ss Nichols    ...1834-43 

Description  of  St.  Mary's  Church,  AVarwick,  8vo,  5* Nichols 1838 

Examples  of  Encaustic  Tiles,  4to,  21* Nichols  1842-7 

London  Pageants,  8vo,  2*  6rf  ;  large  paper,  5*    Nichols 1837 

Pilgrimage  of  Erasmus  to  Walsingham  and  Canterbury,  post  8vo,  6*  ...  Nichols 1849 

Topographer  and  Genealogist,  2  v.  roy.  8vo,  42*   Ni<Aols 1846-7 

{T.L)  Woman  in  all  Ages  and  Nations,  12mo,  3*  6rf   New  Tori 1849 

(7'.iV.)  Popular  ExpUnation  of  Ordinary  Christian  Names,  18mo,  I*  RautUdge  1859 

(Hm.)  Tables  for  Calculating  Wages  from  2*  to  40*  per  Week,  18mo,  2* Simpkin iS^o 

Nichols'  Cities,  &c.,  of  Scotland,  Pt.l,imp.fol.,18*6rf,'4o;  Pt.2,12*6rf,'4i ;  P  .%25*  Longnan  184* 

Nicholson  {Astn.)  Excursions  in  Ireland  in  1844  and  1845,  post  8vo,  6*  Gilpin    1847 

Historical  Lights  and  Shades  of  Ireland,  12mo,  2* Tweedie 1^5' 

" Ireland's  Welcome  to  the  Stranger,  12mo,  6* Jfoulston    1850 
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Niehol8O]i(0an>A)  An  Antobiograpbj,  12mo,  2f    Vu^cen i860 

(C.)  Annals  of  KenM  8vo,  7«  6«i,  1840;  2nd  edit.,  lOt    Whitlaker 1861 

(Geo.)  Cambrian  Trareller'i  Guide,  8rd  edit,  Sro,  20* Longman  1841 

Cape  and  its  Colonists,  with  Hints  to  Settlers,  poet  Svo,  7t  6d Colbum 1848 


'{ff.J.B.)  Guide  to  St  Albaa^s  Abbey St. Alb. Arch. S. n.  d. 

On  the  Relics  of  SU  Alban  at  Cologne,  &c. Sl.Alb.Arch,S,  n.  d. 


Jno.)  OperatiTe  Mechanic  and  British  Machinist,  8to,  81«  6ci,*49;  4e.,15s  ff.  Bohn    1854 

Poems,  with  Life,  ftc,  by  J.  James,  post  8to,  6s   Longman  ......1844 


•{J.B.)  Manual  of  the  Art  of  Bookbinding,  12mo,  9s Philadelphia.., i9 $6 

'  {J.J.)  The  Blemmertons  ;  or,  Dottings  by  the  Wayside,  cr.  8to,  7s  6<2  ...  New  York 1856 

•  {Peter)  Architectural  Dictionary,  by  Lomax,  2  ▼.  4to,  84< Tailit 1854 

Carpenter's  Guide,  new  edit.,  4to,  21s    Weale 1856 

Carpentry,  Joinery,  and  Building,  2  t.  4to,  56s WeaU 1836 

Construction  of  Staircases  and  Hand-rails,  4to,  12s  M.TayUir  1847 

Guide  to  Railway  Masoniy,  by  Cowen,Srd  edit,8TO,12s6<i— r.to  9s  Spon 1861 

Instructor  in  the  Fire  Orders  of  Architecture,  n.  e.,  8to,  10s  6c<  ...  M. Taylor i86f 

Practical  Builder,  St.  4to,  5/ 6s KeUy 1847 

Principles  of  Architecture,  by  Qwilt,  roy.  8to,  81s  6d  B.Bohn 1848 

Rudiments  of  Practical  Perspective,  8to,  7«  6(2  LunUey 1838 

System  of  Algebra,  by  Rowbottom,  n.  e.,  12fflO,  8s  M  ;  Key,  8s...  Lochoood  1858 

Tables  of  Logarithms,  8vo,  5s   Whittaker 1839 

Treatise  on  Masonry  and  Stone-cutting,  roy.  8vo,  12s If. Taylor 1838 

-Projection,  8to,  16s    Groombridge,.. tZ^ 


—  {Rota)  Memoir  of,  edited  by  C.  S.  Stanford,  12mo,  2s  HamilUm  1853 

—  {Bp.  W.)  Exposition  of  the  Catechism,  8yo,  6s,  1844  ;  n.  e.,  18mo,  Is  6d   ..  J.HJtJ.Parkeri%^^ 

—  (ITm.)  Lectures  on  Hesekiah,  12mo»  8s  6d ffaichard  1839 

Pearls  of  Great  Price,  82mo,  2s,  NeUon;  post  8vo»  8s  6(£ Aiilnet   1855 

Prise  Basay  on  Article  87  of  Church  of  England,  18mo,  Is  6d  BewMtt 186a 

Sermons,  12mo,  6s BivingUmi 1847 

Theory  of  a  UniTersal  Peace  critically  investigated,  18mo,  Is  6c< ...  Bennett 186a 


{W.T.)  Gospel  Thoughts  :  Christ  in  the  Prayer-Book,  12mo,  5s  Wertheim  1859 

Nicol  {H,)  Bankruptcy  Acts,  1849,  1854,  and  1861,  with  General  Orders,  8vo,  10s     Sweet i86x 

(/«.)  Catechism  of  Geology,  18mo,  Is Simpkin 184a 

■ the  Natural  History  of  Man,  18mo,  1*  Simpkin 1839 

Elements  of  Min^alogy  (from  Rncy.  Brit),  new  edit,  12mo,  5s Longman  1858 

— ^— ~  Guide  to  the  Geology  of  Scotland,  12mo,  6s Simpkin 1844 

"  Introductory  Book  of  the  Sciences,  fcap.  8vo,  Is  6d    Simpkin 1844 

Manual  of  Mineralogy,  post  8vo,  12s,  i849—red.  to  6s ..» Longman  1853 


{Jno.)  An  Hour  at  Bearwood—the  Wolf  and  the  Seven  Kids,  square,  2s Wright  1838 

Kieolaides (ii. 7*.)  Commentary  on  New  Testament,  from  Theotooes,  v.  1,  8vo,  15s  ...  Lot^fman  x86o 

Nieolss  {Sirff.)  Chronology  of  Histoiy,  12mo,  6s,  1833— red.  to  8s  6d  ...' Longman  1851 

Court  of  Queen  Victoria,  8  pts.  4to,  each  12s Hogarth 1845 

• Earldom  of  Strathem,  Monteith,  and  Airth,  8vo,  12s    Pickering  184a 

• Historic  Peerage  of  England,  by  Courthorpe,  8vo,  80s   Murray 1856 

History  of  the  Royal  Navy,  Y.  1  and  2,  8vo,  each  14s    BentUy 1847 

Law  of  Adulterine  Bastardy,  8vo,  21s Pickering  1836 

■ Orden  of  Knighthood,  4  v.  imp.  4to,  71  7s  ;  illuminated,  lOl  10s  .  Pickering  1841 

red.  to  78s  6<i  and  5n5s  6<2 ff.  Bohn  1846 


(Jf.P.)TablettesFran^8e8,  12mo,  2s Simpkin 184a 

• {P'^')  Historical  Record  of  the  Royal  Marine  Forces,  2  v.  8vo,  24s Boone    1845 

and  Johns,  Naval  and  Militaiy  Heroes  of  Gbeat  Britain,  post  8vo,  6s  B,  Bohn    1 8  50 

Kicolay  (C(?.)  Or^n  Territory,  2nd  edit,  18mo,  Is ffodton ^Son... iZ6% 

Principles  of  Physical  Geography,  poet  8vo,  9s   Stanford    1858 

Kicoll  {Rt.)  Poems  and  Lyrics,  with  Memoir,  12mo,  5s,  Simpkiny  1841 ;  n.ed.,  2i  6d  Theobald   1851 

Kieolo  (Ant.)  Ten  Tears*  Imprisonment  in  the  Dungeons  of  Naples,  cr.  8vo,  S$6d  ...  Bennett i860 

Klebelungen  Lied,  in  English  Verse,  by  Birch,  roy.  8vo,  7s ;  imp.  8vo,  10s  6<i WilUame  A  N,  1848 

Kiebahr(^.(?.)  Heroic  Tales  of  Ancient  Greece,  by  Summerley,16mo,4s  6<2--r.to  2s6<2  H.  Bohn  1849 

History  of  Rome,  by  Thirlwall,  &c.,  new  ed.,  8  v.  Svo,  86s  Waltvn 1859 

Epitome  of,  by  Twiss,  2  v.  8vo,  21s,  '37-r.  to  10s  6d  H.  Bohn  1849 

Lectures  on  Ancient  History,  by  Schmits,  3  v.  8vo,  ZUM  Walton  185a 

— Ethnography  and  Geography,  2  v.  8vo,  21s  Walton 1853 

Roman  Histoiy,  8  v.  12mo,  16s-r.  to  10s  6d  ...  B.Bohn    1850 

• — by  Schmiti,  8rd  e.,  8  v.  8vo,  24s  Walton 1850 

— Life  and  Letters,  ed.  by  Winkworth,  8  v  8vo,  42s Chapman  ^J7. 1851 

Stories  from  Greek  Histoiy,  8vo,  2s NtUt  1843 

' ■ of  Ancient  Grecian  Mythology,  by  Austin,  12mo,  2s Parker^  San  .1843 

r Tales  of  Greek  Heroes,  Germ.  Text,  by  Buchheim,  2  e.,  12mo,2s  6d...   WiUiameAN.  1861 

ftiemeewica  {J.  U.)  Notes  of  roy  Captivity  in  Russia,  1794-6,  tr.  by  Laski,  fp.  8vo,  6s  Simpkin 1844 

HieriU  (G.)  Die  Waise,  German  Text,  with  Notes,  by  B.  C.  Ott6,  12mo,  2s  ^ WilliameAN.  1861 


•  German  for  Children,  post  Svo,  2s  6d  Williamt^N.  1859 

'  Tales  for  the  Young,  12mo,  Ss— red.  to  2s  6(£ Hamilton 1856 

■- (/.)  Little  Drummer,  fcap.  Svo,  2s  6ci— coloured,  8s  6(£ Addey  ^  Co.. ..1851 

^iger  Expedition,  1841,  by  Schon  and  Crowther,  royal  12mo,  6s   HaUhard  1841 

r--  Flora  :  Botany  of  theNiger  Expedition,  edit  by  Sir  W.J.  Hooker,  Svo,  21s  ...  Baillih^    .1849 

fiiglit  sad  Day  Thoughts^  Sonnets  and  Poems,  12mo,  6$  6d Bainford  ..      184? 

4o 
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Night  in  a  Haunted  Honae,  a  Tale  of  Pacti,  12mo,  If Wardd:Lotk,..its9 

-—  LaMoni  from  Scripture,  by  Author  of  Amy  Herbert,  82mo,  Za Parker  d: Son.,. ilto 

Musing  and  other  Poenu,  8vo,  Udd Lincoln de  Sm .i^^ 

Night-Soented  Piowera,  and  other  Poems  and  Hymns,  12mo,  1« Binns i^S^ 

Nights  at  Sea;  or,  Naral  Life  during  the  War,  12mo,  U,  JiaUlejf,  1852;  U6d Lea i^5^ 

of  the  Bound  Table  ;  or  Stories  of  Aunt  Jane,  1st  and  2nd  ser.,  ISmo,  ea.  2f  Simptin 1S47 

Nightingale  (/'To.)  Noteson  Hospitals,  8to,  6s Parker SSoo,  .1S59 

■ Nursing,  8to,  2t,  i860  ;  new  edit.,  revised,  8vo,  6s harriton    iWi 

(7%o.)  Oceanic  Sketches,  poet  8to,  7<  6<i Cochrane  i8jS 

Nightingale  Yalley  :  Lyrics  and  Short  Poems,  ed.  by  Qiraldus,  12mo,  6$ BeU^Daldjf..,iiS9 

Nihill  (Z>t»a.)  Scriptural  Account  of  Angels,  12mo,  U  6d  UamUum  i&S^ 

Nil  Durpan,  the  Indigo  Planter's  Mirror,  a  Drama,  translated,  8to,  Is  6<i Simpkin iS^i 

Nile  Notes,  by  a  TraTeller,  poet  8to,  5s  6d  BemOey  1853 

Nimrod,  a  Dramatic  Poem,  fcap.  8to,  5s   Pickering  iSi* 

Nimshi,  Adventures  of  a  Man  to  obtain  a  Solution  of  Scriptural  Geology,  2  v.  8vo,  24s  Cunningham  ...1845 

Nina,  a  Tale  for  the  Twilight,  by  S.  M.,  12mo,  0s,  Bobg,  1852  ;  fcap.,  Is A.  UaU it^i 

Nind  (Wm,)  Qerman  Lyrist ;  or,  Yenions  from  German  Lyric  Poets,  poet  8vo,  3s  ...  Bell  itDaldy...i%'^^ 
Lecture  Sermons,  2  V.  12mo,  ea.  6s    Hatckard    1843-48 

—  Legend  of  Latimer,  and  other  Poems,  12mo,  4s  M   BivingUm  1&46 

Odes  of  Klopstook,  from  1747  to  1780,  tranal,  12mo,  fts Pickering  1841$ 

— Oratory ;  or,  Prayers  and  Thoughta  in  Yerae,  2nd  edit.,  12mo,  4s  6<<...  BivingUm  1849 

Sonnets  of  Cambridge  Life,  12mo,  2s Bell^  Daldg...i*SA 

Nine  Original  Sermons,  by  Divines  of  the  Church  of  England,  post  8vo,  6s BivingUm  1840 

Poems,  by  Y.,  2nd  edit.,  poet  8vo,  2s  6d    Saunderait  0.  1841 

Nineteen  Hundred  and  Porty-five,  a  Yision,  fcap.  8vo,  Is BivingUm  1845 

Nineteenth  Century  ;  or,  the  New  Dispensation,  8vo,  8s  6<f   HoiUon^Som  1851 

Nineveh,  the  Buried  City  of  the  Best,  cr.  8vo,  2s  6d Ingram 1851 

Nisbet  {And.)  Observations  on'Digestion  and  the  Teeth,  12mo,  Is  M  A.  HaU    1^57 

■  (•^<u.)  Prench  in  Rheinstadt,  and  other  Poems,  12mo,  7s  (U Longman  1844 

-^— Siege  of  Damascus,  a  Historical  Romance,  8  ▼.  post  8vo,  81s  6d  /.  Chapman  ...i8ji 

(Jfrs.)  Leonora,  a  Love  Story,  8  T.  post  8vo,  Sls6d  Colbnm    1847 

Nisbett  {Robt.)  Basays,  Addressei^  and  Reviews,  12mo,  2s  6d Longman  1849 

Nisi  Paius ;  Reports  of  : — 

Carrington  and  Kirwan,  2  v.  toy.  8vo,  and  Y.  3,  Pti.  1  &  2,  1843-60,  (U  U  Stevent 1843-50 

Marshman,  roy.  8vo,  1840-2,  37s Steveng  1840-2 

Foster  and  Pinlason,  2  r.  roy.  8vo,  1858-61,  6/  2t      Steven* 1858-61 

Moody  and  Robinson,  2  v.  roy.  8vo,  1831-44,  58s  SUven» 1831-44 

Nitssch  (C/.)  System  of  Christian  Doctrine,  tr.  by  Montgomery  &Hennin,  8vo^l0s6<<  HamiUon  1849 

Niven  (/.)  Strathmore  Melodist,  fcap.  8vo,  3s Smiikdt  Elder  1846 

(iV.)  Companion  to  the  Botanical  Garden,  Glasniven,  Dublin,  12mo,  is6fl{ BoUteworlk    ...1838 

{W.)  Thoughts  on  the  Kingdom  of  God,  12mo,  3s  ;  n.  e.,  2s  6<i    Haiduard  1861 

Nixon  (^V.)  Manual  of  District  Yisiting,  12mo,  2s  6(i  Sedeg 1848 

(^/>./^.)  Charge  at  Hobart  Town,  1847,  8vo,  2#6rf    BivingUm  1848 

Lectures  on  the  Church  Catechism,  6th  edit.,  8vo,  18s  BivingUm    i860 

Yisit  to  the  Islands  in  Bass's  Straits,  post  8vo,  6s  BeU  dt  Daidy   1857 

(/'.^r.)  Population;  or,  a  Plea  for  Yictoria,  8vo,  Is Mdbonme i8fr2 

No  Antecedent  Impossibility  in  Miracles,  2nd  edit.,  8vo,  4s   J.H.dsJ, Parker  it^i 

—  Church,  by  the  Author  of  High  Church,  3  ▼.  pest  8vo,  31s  ^  1861 ;  1  t.  6«  ...  Hwvl  <6  B.    ..  1861 

—  Cross,  No  Crown  ;  an  Inquiry  into  Distress  of  Mind,  18mo,  2s  td NiAet 1844 

-r-  Peace  with  Rome  ;  a  Polemical  Satire,  by  a  Rural  Dean,  12mo,  2s  6<2 A.  HaU 1851 

—  Such  Word  as  Pail,  by  Cousin  Alice,  new  edit.,  18mo,  Is /as. ^iecdbwood  1859 

Noad  (H,M.)  Chemical  Manipulation  and  AnalysiB,  new  edit.,  8vo,  10s  td Baidwin 1852 

Chemistry  in  Connection  with  Agriculture,  8vo,  3s Baldwin 1851 

Induction  Coil,  the  Principles  of  its  Construotioii,  12mo^  3s   Ladd 1861 

Lectures  on  Chemistry,  8to,  12s  6<i    Simpkin 184J 

Manual  of  Blectricity,  4th  edit,  8vo,  24s Lockwood  1855 

Pt  1,  Electricity  and  Galvanism,  8vo,16s;  2,  Magnetism, fco.,  10s  6<i  Lockwood  1857 

Noah*s  Ark:  The  World,  the  Plood,  and  the  Refuge,  16mo,  Is  ;  cold.,  2s /.  /T.  Jadaon  1853 

Noake  (/no.)  Notes  and  Queries  for  Woroesterahira,  12mo,  6s Longman  1856 

• Rambles  to  Churches  in  Worcestershire,  12mo,  6f Longman  1854 

— Worcestershire  in  the  Olden  Times,  12mo,  5$ Longman  1849 

Worcester  Sects  :  Roman  Catholica  and  Diawnters,  imp,  8vo^  6s Longman  1861 

{R,C.)  The  Devil's  Triumph,  a  Satire^  and  other  Poema,  12mo,  6s  Sknpkin 1859 

War  Songe,  12mo,  Is  6<i   Simpkin i860 

Noble  Deeds  of  American  Women ;  Introduction  by  Mn.  Sigoumey,  post  8vo,  8s    ...  New  York 1851 

Woman,  fcap.  8vo,  7s  6d JffoolAam  1835 

— ~  Laird  of  Thomybum,  a  Northumbrian  Ballad,  post  8vo,  8s6<f   Saundert^O,  1855 

Traits  of  Kingly  Men,  Pictures  of  European  History,  fcap.  8to,  8s  6d  ffogg i860 

— —  Traytonr,  a  Chronicle  by  Thomas  of  Swarraton,  3  v.  post  8to,  iu  M Smith  d:  Elder  1857 

Noble  (Dan.)  Disquisition  on  the  Brain  and  its  Physiology,  post  8vo,  6s    Churchill 1846 

Elements  of  Psychological  Medicine,  8vo,  10s    Chwrchill  1855 

"  Inflaeoce  of  Manufactures  upon  Health,  8vo,  2s  6<2  Churchill  1843 

— — —  Introduction  to  the  Practical  Study  of  Insanity,  8vo,  7«  6rf Churdkill  185J 

The  Mind  in  its  Relations  with  the  Brain,  post  8vo,  4s  6d  Churchill  .!!...i858 

IJoM,)  Ptofessional  Practice  of  Architects,  8to^  lOi  6d ^ Wmk !.  ...1836 
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Noble  (AP.)  Guide  to  Water-Colonr  Painting,  12mo,  2$ Roumey 1849 

ProgresaiTe  Leasons  in  Water-Colour  Pwnting,  folio,  7«  6rf  Rowney i86f 

(Sam,)  Ap]^  in  Behalf  of  Eternal  World  and  State,  post  8vo,  9< HodMon  «fc  Son  1838 

Important  Doctrines  of  the  Christian  Religion,  8 vo,  8« IloiUon  «b  Son  1846 

Plenaxy  Inspiration  of  the  Scriptares  Asserted,  new  ed.,  post  8to,  5<  Qd  ffodson  di  Son  1856 

Sermons  on  Book  of  Judges,  Svo,  3<  6c2 HodMnJ:  Son  1856 

Divine  Law  of  the  Commandments,  new  edit.,  Svo,  7« Hodaon  ds  Son  1848 

the  Eight  Parables,  8vo,  8«  6d ffodton  ^  Son  1857 


Kobod/sSon;  or,  Adrentures  of  Percival  Mayberry,  post  8yo,  lOs  6d Bentlty 1851 

Koehden  {(?. IT.)  Elements  of  Grammar,  12mo,  5b  Longman    1843 

German  Dictionary  (Rabenhorst's),  18mo,  7*— red.  to  6s  6ci Longman  1847 

Exercises,  12mo,  6«;  Key  to,  12mo,  8«  6(i Longman  1842 

.  Grammar,  12mo,    7«  W Longman  1859 

Koel(B.IF.)C!B8e  of  the  Free  Church  of  Scotland,  8vo,  2« Nisbet    1844 

Christian  Missions  to  Heathen  Nations,  post  8to,  8« Nitbet    1842 

Christian's  Faith,  Hope,  and  Joy,  18mo,  \$%d  Low  1848 

Christianity  compared  with  Unitarianiam,  18mo,  2f  Nuhei    1851 

Essay  on  Christian  Baptism,  12mo,  6s Nitbti    1849 

— — Duty  of  Englishmen  towards  the  Hindoos,  8vo,  12s    Nitbet    1858 

External  Act  of  Baptism,  12mo,  Z$M Nubti    1850 

■ Union  of  Church  and  State,  Srd  edit.,  8to,  12« NUbH    1849 

Gospel  of  the  Grace  of  God,  32mo,  1* NiAet    1849 

Infant  Piety  :  a  Book  for  Little  Children,  4th  edit.,  18mo,  It  6d Nitbet    1848 

Letters  to  Farant  on  the  Church  of  Borne,  12mo,  6* Niabei    185a 

Meditations  in  Sickness  and  Old  Age,  6th  edit.,  16mo,  2t Nisbet    1845 

Messiah  :  Sermons  on  Isaiah,  Ch.  ix.  y.  6-6,  18mo,  1«  M    Low  1847 

Notes  of  a  Tour  in  Switseriand,  1847,  post  8to,  10s  6d Nisb^    1848 

YaUeysof  Piedmont,  1864,  12mo,  28  M Nisbet    1855 

■  through  Ireland,  1836,  post  dvo,  7s Nisbet    1837 


Protestant  Thoughts  in  Rhyme,  2nd  edit,  16mo,  8t  6<2 Nitbet    1845 

Sermons,  V.  1  and  2,  8to,  each  3«  J.F.  iSAaw...  1858-9 

at  St.  James's  and  Whitehall  Chapels,  12mo,  6s Nisbei    1848 

— on  Glorying  in  Christ,  new  edit.,  S2mo,  Is Nitbei    1850 

Regeneration,  8vo,  2s   Pulpit  Office  ..,1%^^ 

the  First  Five  Centuries  of  the  Church,  8vo,  Is Nitbet    1839 

-  to  the  Unconverted,  8vo,  4s  .'.....  Pulpit  Office  ...i%^o 


Sovereignty  of  God  in  Saving  Sinners,  18mo,  20  6d  Nisbet    1835 

—  {P.)  and  Chapeal's  French  and  English  Grammar,  by  Sievrac,  12mo,  4«  Dulau   1S37 

Grammar,  12mo,  Is  6d  ;  Exercises,  Is  6d   Wyand 1858 

■ {0,T.)  Pisalmsand  Hymns  for  Public  Worship,  18mo,  8s Haichard  .  ...1848 

Sermons  at  Romsey,  12mo,  7s  6d Rivingi<m 1853 

(T.)  Rhymes  and  Roundelays,  12mo,  6s W.  Smith  1841 

Ifoir  (Af.Z.)  lAmps  of  the  Temple,  12mo,  3s  6<i Partridge  ..    .1852 

I7okeB(^ar.)The  Home  Wreath,  and  other  Poems,  12mo,  2s  6(2  L(^gman  1857 

Nolan  {EM,)  Hiatory  of  British  Empire  in  India,  2  v.  imp.  8vo,  46s  Virtue 1858-60 

Illustrated  History  of  the  Russian  War,  2  v.  imp.  8vo,46s Virtue   1857 

(fV«2.)  Catholic  Character  of  Christianity,  18mo,  6« Parker  A  Son,.. 1%^^ 

• Egyptian  Chronology  Analyzed,  8vo,  14s    Sedty 1848 

E?aDgelical  Character  of  Christianity,  18mo,  4s  6d Pickering  1838 

Warburtonian  Lectures  on  Prophecy,  8vo,  15s,  Pickering,  '37—  r.  to  6s  H.  Bohn   1849 

(/./. )  On  Ornamental,  Aquatic,  and  Domestic  Fowl  and  Game  Birds,  1 2mo,  8s  Orr    1850 

'{Capt.L.£,)  Cavalry,  its  History  and  Tsujtics,  3rd  edit.,  post  8vo,  10s  ed  Bosworth   i860 

—  System  of  Training  Ca?alry  Re-mount  Horses,  8vo,  10s  Parker  d  Son   1853 

• (Mic.)  IVeatise  on  Poor  Laws,  4  v.  8vo,  62s  6d    Benning 1838 

(7*01.)  Vicarious  Sacrifice  of  Christ,  8vo,  2s  M Low   1860 

Kolud  (12.)  Legacy  of  an  Etonian,  Poems,  8vo,  10s   BeU dsDaldy...  iS^6 

Nolle  (Fi*.)  Fifty  Years  in  both  Hemispheres,  cr.  8vo,  9s New  York 1855 

Nomos:  a  Demonstration  of  a  Central  Physical  Law  in  Nature,  post  8vo,  7s  6cl  Longman  1S56 

Nonconformist's  Sketch  Book,  12mo,  5s : Davis 1842 

Koon(r.)  Analysis  and  Classification  of  Sentences,  12mo,  Is  6d   Wkiltaker 1840 

Koiah  and  her  Kerry  Cow,  18mo,  Is...., Bel.  Tract  Soc.  1855 

•*■ — Daliymple  ;  a  Woman*s  Story,  8  v.  post  8vo,  Zls  Qd   Newby    1850 

Toole,  and  other  Tales,  by  a  Lady,  fcap.  8vo,  2s   Parker  d;  Son   1844 

Kordeo  (Jno.)  Description  of  Essex,  edited  by  Sir  H.  Ellis,  4to Camden  Soc  ...1840 

«onlen*s  Progress  of  Rety,  12mo  Parker  Soc,  ...1847 

Hordheimer  (/.)  Chrestomathy,  Selections  from  the  Hebrew  Scriptures,  8vo,  7s  6rf  ...  New  York 1838 

^^ Hebrew  Grammar  and  Chrestomathy,  2  v.  8vo,  24s;  n.  e.,  8vo,  18#    Ntw  York 1845 

Rordhoff  (CRo.)  Boy's  Own  Sea  Stories,  12mo,  7s  6d—re6,  io  5s  Low  1857 

~  Stories  of  the  Island  World,  illustrated,  12mo,  6s New  York 1857 

norfolk  {ff.E.)  Gleanings  in  Graveyards,  a  Collection  of  Epitaphs,  12mo,  2s  6d /.  B.  Smith  ...1861  J 

"-~  {W'J.)  General  Principles  of  Banking,  8vo,  7«  6d  ;  new  edit.,  12mo,  3«6d    Simpkin 1846  J 

Norfolk  Topographer's  Manual,  by  Ewing  and  Turner,  r.  8vo,  21s,  Nichols,  '4*  ;  r.  6s  Brown   1857  M 

flonca;  Tales  of  Nurenberg,  translated  from  the  German  of  Hagen,  12mo,  6s /.  Chapman  ...1851  I 

fionoe  (^.)  Frauds  and  Follies  in  Picture  Dealing,  a  Poem,  12mo,  2«  6d Hall  1859  M 

Hnie  (/.IT.)  Epitome  of  Poetical  Navigation,  by  G.  Coleman,  17th  edit.,  8to,  16s...  C.  Wiiaon i860  1 
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Korie  (/.IT.)  Linear  Ttblas  for  Correetin;;  Befnustion,  6t]i  edit.,  8vo,  15« C.  WUttm 1X40 

, Mariner*!  Antstaot,  new  edit.,  8to,  St C.  Wilson i«49 

Namtical  Tablee,  13th  edit.,  roy.  8vo,  12f C.  Wilttm ilsx 

■  Naral  Qaietteer,  new  edit.,  12mo,  lOt  W O,  WiUon, 1841 

,  Sailing  Directions  to  all  Parts,  Svo  (prices  Tarioiu)  C.  WiUon r.  9. 

.  Seaman^s  and  Merchant's  Rxpeditions  Meararer,  22nd  edit.,  obL,  7s  ...  C.  WiUon 1S591 

,  Dail J  Assistant,  15th  edit.,  8to>  6f    C.  Wilum 1844 

_ Guide  and  Goastei's  Companion,  24th  edit.,  8to,  7« C  WiU(m 1847 

'Set  of  Celestial  Mape,  with  Directions,  4to,  14«  C.WUmm 1X44 


Normal  School,  by  A.  WeJls,  and  the  Model  School,  by  J.  Unwin,  12mo,  2t  M   Snow 1849 

Norman  (Aif.)  Rambles  in  Yucatan,  Iec,  2nd  edit,  8to,  10t  Wiley 184} 

(Prank)  Bchoes  from  Dreamland,  a  Selection  of  New  Original  Poems,  fcap.  6s  Wcard  A  LoA  .i860 

(ff.  W.)  Prevailing  Opinions  as  to  Tknttion,  new  edit.,  870,  2f  M  Boone i86t 

(n,w')  Anglo-Saxon  Vermonof  Hexameters  of  St.  Basil,  with  Trans.,  8to,  4s  /.  R.  Smith  ...184I 

—(Mm,  ff.W,)  Narrative  of  the  Campaign  of  the  Delhi  Army,  8to,  2f  DaUon   1858 

(/.P.)  Law  of  Copyright  and  Registration  of  Designs,  1851,  12mo,  itM...  Sweet 1851 1 

LettersPfttentfor  Inventions,  post  8to,  7tM  BuUerwortkt  ,..itsi\ 

{Mary)  Eighteen  Hundred  and  Twelve,  a  Romance,  3  v.  post  8vo,  81«6<i BenUey 1849 

Piotares  of  Rural  Life  in  Ansdria,  trans.,  3  v.  poet  8vo,  81«  6d BenUey 18^0  | 


(R.W,)  Occasional  Sermons,  12mo,  6s WhUtaber i860 

Norman  Leslie,  a  Scottish  Tale,  3  v.  p.  8vo,  8U  6<f,^acra«,'35;  12mo,6s— red.3<6<f  Nitbel 1X55 

Lyndesay,  or  the  Orphan  Mute,  12mo,  2« Groombridge  ...it^i  I 

Rolls,  edited  by  Thos.  Stapleton,  2  v.  8vo,  15s Antiq,  Soc    1840-4 

Norman's  Bridge  ;  or,  the  Modem  Midas,  8  v.  p.  8vo,  81s  6<f,  '47;  n.e.,  12mo,  8s  M  BenUey 1849 

Normanby  (Afai-g.)  The  Congress  and  the  Cabinet,  8vo,  Is Murray 1859 

%•  '  Tear  of  Revolution  in  Paris,  1848,  2  v.  8vo,  24s,  1857— red.  9s  H.  Bokn    i86ft 

^^    Normandy  (X.)  Chemical  Atlas  and  Dictionary,  together,  4to,  28s Loehwood  1859 

.. or  Tables  of  QualiUtive  Analysis,  4to,  21s Loekwood  1859 

Dictionary,  4to,  7«  6d Loekwood  1859 

-^— — —  Commercial  Handbook  of  Chemical  Analysis,  post  8vo,  12s  6d  Loekwood  1^5^ 

• Farmer^s  Manual  of  Agricultural  Chemistry,  post  8vo,  4s  M  Knight  A  Son.  1853 

Guide  to  the  Alkalimetrical  Chest,  16mo,  2s Knight  ^  Son  ,1^9 

Introduction  to  Bose*s  Chemical  Analysis,  8vo,  9s Tegg    iM 

Norris  {Edw.)  Ancient  Cornish  Drama,  2  v.  cr.  8vo,  21s J.ff.dJ,Parkerits9 

Sketch  of  Cornish  Grammar,  8vo,  2s  6<f  JM.d:J,Farkeri%s$ 

{Maria)  Life  and  Times  of  Mad.  de  Stael,  post  8vo,  9s,  ^o^He~red.  to  Ss  6(2    Bryee i'51 

. Philip  Lancaster,  a  Novel,  8  v.  post  8vo,  31s  6rf Saunders  d:  0.  1854 

{Sept)  Locomotive  Engineers'  and  Machinists'  Handbook,  8vo,  %i6d PhiladdjAia...i^^ 

{W.)  Annals  of  the  Diocese  of  AdeUude,  fcap.  8vo,  ited   Soc.  P.  O.K.  .185a 

Architectural  Antiquities  of  Tenby,  4to,  21s Tenby »^S* 


Norris  Papers,  edited  by  Thomas  Heywood,  sm.  4to ChethamSoe,  .1846 

North  (D.)  Mildmayes  ;  or,  the  Clergyman's  Secret,  3  v.  post  8vo,  81s  6d  Chapman^  ff.  i8$6 

-  (I.W.)  Sermons  at  Greenwich,  12mo,  2s  6d Simpkin 1^54 

on  the  Liturgy,  post  8vo»  10s    ffaichard  1844 

Week  in  the  Isles  of  Scilly,  8vo,  5a  M Longman  i*5« 

(Ifa;.)  Journal  of  an  English  Officer  in  India,  post  8vo,  10s  6d HurttAB.    ...i^S^ 

-  (Roger)  Memoirs  of  Music,  edit,  by  Dr.  Rimbault,  cr.  4to,  15s BeU  A Daidif..^^^ 

(IT.)  City  of  the  Jugglers,  post  8vo,  10s  6«i    ff.G.Gibbt  ...1850 

North  America,  its  Eligibility  for  British  Emigration,  12mo,  2s Kent  iM 

North  and  South;  View  of  Condition  of  Free  &  Slave  States, by  Chase  k  Sanborn, 8vo, 4s  Boston,  U.S.  ...183° 

Country  Angler's  Garlands,  post  8vo,  10s  6<i Simpkin i84» 

East,  Three  Voyages  by  the  Dutch  in  1594-6,  by  G.  de  Veer,  8vo  Hakluyt  Soe....iH'i 

Northampton  Churches,  Architectural  Notices  of,    Architect.  Soc.  184S 

Northamptonshire  Sepulchral  Braasea,  in  Parts     Architect.  Soe.  i8$s 

Northbrook  (T.)  Treatise  against  Dicing,  Plays,  and  Interludes,  1577,  8vo  ShakapeartSoctUi 

Northoote  (A.B.)  and  Church  {A.H.)  Qualitative  Chemical  Analysis,  p.  8vo,  10s  6d  Van  Voord  ..1858 

\ja».)  Fables,  Original  and  Selected,  new  edit.,  fcap.  8vo,  2s  6<2 BoutUdge  i^^ 

Illustrated  Fables,  by  Miss  Comer,  16mo,  S$6d Dean '^55 

One  Hundred  Fables,  Srd  edit.,  post  8vo,  6s  Darling i^S^ 

>,,  {J'S.)  Account  of  the  Roman  Catacombs,  new  edit.,  12mo,  4s  6d Dolman 1^59 

■ Fourfold  Difficulties  of  Anglicanism,  8vo,  3s   T.  Richardaon  .iU^ 

Pilgrimage  to  La  Salette  in  1852,  8vo,  Is Burnt 1^53 


^SirS.ff.)  Twenty  Years  of  Financial  Policy,  1842-61,  8vo,  14s Saundert  d:  0.  i86» 

Northend  (ChtL)  Little  Orator,  or  Primary  School  Speaker,  12mo,  2s    New  York ii^° 

National  Orator  :  a  Selection  of  Piecea  for  the  Use  of  Schools,  8vo,  6s  New  York iS$9 

—  Teacher  and  the  Parent :  on  School  Education,  post  8vo,  6s  New  York  i^53 

Northern  Circuit ;  Brief  Notes  of  Sweden,  Finland,  and  Russia,  post  8vo,  5s MaenuUan   ...i^^* 

Coasts  of  America  and  Hudson's  Bay  Territories,  p.  8vo,  4s  6<i— r.  to  3s  6c2  ATe^son  i^S) 

Light,  a  Tale  of  leeland,  fcap.  8vo  (Historical  Tales),  Is J.H^J.Parker\%^ 

. -—^Minstrelsy;  Specimens  of  Scottish  Song,  12mo,  8s Burnt    1845 

R<^ons  ;  Uncle  Richard's  Relations  of  Pariy^s  N.W.  Voyages,  fp.  8vo,  4s  6c<  New  York 1855 

Tourist,  1834-36,  4to,  each  21s Pither    1833-5 

Northesk  {Ottt.)  Selection  of  Prayers  and  Hymns  for  Children,  12mo,  2s  Hatckard 185^ 

Sheltering  Vine,  Introd.  by  Dean  Trench,  n.e.,  p.  8vo,  6s;  Seql.,  4s6cl  ffatehard 1*59 

Northumberland,  History  of  Roman  and  Saxon  4to,  42t    Antiq.  Soe,  ...1^57 
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NorthiunliriAii  Mirror ;  a  Iiitenry  and  Kathematical  Companion,  2  t.  12mo»  18j    ... 

Northup  (So/.)  Twelre  Teara  a  Slare,  a  Narrative,  1841>5d,  pott  8to,  0t 

Northwode  Priory,  a  Tale,  by  the  Author  of  Everley,  2  r.  12mo,  lOt  6d 

Northvood  ;  or,  Life  North  and  South,  by  Mrs.  S.  S.  Hale,  12mo,  8«  6d 

the  Friendship  of  a  Jesuit,  8vo,  7j  6rf,  1848 — red.  to  2t    

Norton  (A,)  Doctrine  of  Trinitarians  on  the  Nature  of  God  k  Person  of  Christ,  8to,  7* 

Cknuineness  of  the  Gospels,  2  v.  8vo,  20*,  1847 — red.  to  12s    

Reasons  for  Not  Belieying  Trinitarians,  or.  8vo,  7«  6d  

Translation  of  the  Gospels,  by  Dr.  Beard,  2  ▼.  8to,  21s  

—{ffon^C.E.S.)  Aunt  Cairy^s  Ballads  for  Children,  4to,  5»;  coloured,  7s  6«2 

Child  of  the  Ishmds,  a  Poem,  post  870,  12«,  1846— red.  to  6$ 

Coquette,  a  Novel,  2  t.  post  Svo,  21s  

Dream,  and  other  Poems,  2nd  edit,  poet  Svo,  10s  6d 

Lady  of  La  Garaye,  4to,  7«6<i,  i86x  ;  new  edit,  fcap.  8?o,  4s  6d  

Letter  to  the  Queen  on  the  Marriage  and  Divorce  Bill,  8vo,  Zs^d 

Martyr,  a  Tragedy,  2nd  edit,  8to,  2j  6d 

— Besidenoe  in  Sierra  Tioone,  12mo,  6* 

Stuart  of  Dnnleath,  8  v.  poet  Svo,  81s  6d,  Colbumy  1851  ;  12mo,  2f  ... 

Tedes  and  Sketches,  in  Prose  and  Verse,  12mo,  It  6d 

Undying  One,  a  Poem,  12mo,  2s  6d 

Wife  and  Woman's  Reward,  a  Novel,  8  v.  post  Svo,  31s  6d  

— (Ck,  F.)  Notes  of  Travel  and  Study  in  Italy,  post  Svo,  4s  6d   

-(Mn.  E.)  Gossip's  Stories  at  a  Winter*s  Fire,  8  v.  poet  8vo,  81s  %d 

(Edv.)  National  ChrisUanity,  the  Established  Church,  &c.,  aPoem,cr.  Svo,  4s  6(2 

_——  Finance  and  Currency,  post  Svo,  4s   

(/as.)  Australian  Basayi^  Political,  Moral,  frc.,  sm.  4to,  7s  6(i 

(/.^.)Madn8,  its  Condition  and  Requirements,  Svo,  6s  

^Memories  of  Merton,  fcap.  Svo,  6s  

Nemesis:  a  Poem,  cr.  Svo,  8s  6rf 

The  Rebellion  in  India  :  How  to  Prevent  another,  Svo,  6s 

Topics  for  Indian  Statesmen,  edit,  by  G.  R.  Norton,  Svo,  18s 

i/.B.)  HonMBopathic  Family  Medicine,  2nd  edit,  fcap.  Svo,  2s  6<i  

H«^ao.iV^.)  Full  Proof  of  the  Ministry,  cr.  Svo,  4s  6d  

Rockford  Parish  ;  or,  the  Fortunes  of  Bfr.  Mason's  Suocessors,  12mo,  5s 

(/.P.)  Elements  of  Scientific  Agriculture,  12mo,  8s  6c2 

(Robt.)  N^lected  and  Controverted  Scripture  Truths,  12mo,  6s  6d 

(FT.)  Suit  of  the  Attorney-General  v.  Gould,  Baptist  Chapel,  Norwich,  Svo,  2s 

—  (TF.il.)  Elementary  Treatise  on  Astronomy,  8rd  edit,  Svo,  12s 

-— First  Book  of  Natural  Philosophy  and  Astronomy,  1 2mo,  4s  6<i 

Norton  8  Handbook  to  Europe,  by  J.  H.  Siddons,  12mo,  6s    

Konrich,  Archaeology  of,  Svo,  20s 

Diocesan  Calendar  and  Clergy  List,  12mo,  Is    

Spectator,  by  Lawrence  Cundall  and  others,  Svo,  6s 

Noscoe  {(?.  VF.)  Sketch  of  his  Life,  written  by  Himself,  12mo,  2s  

KotcQtt  (FF.X.)  Handbook  of  the  Microscope,  12mo,  2s 

• Highway  Surveyor's  Account  Book,  4to,  3s  6<2  

Kotes  Abroad,  and  Rhapsodies  at  Home,  2  v.  poet  Svo,  21s    

and  Queries,  Ist  and  2nd  series,  each  in  12  v.  sm.  4to,  at  108  6c{  per  vol 

3rd  series,  Y.  1  and  2,  sm.  4to,  each  10s  M 

— Index  to  Istserics,  5s  ;  to  2nd,  5s  6rf  

' Choice  Notes,  V.l,  History,  V.  2,  Folk-lore,  12mo,  each  6s 

— Sketches  of  Subjects  connected  with  the  Great  Exhibition,  12mo,  Is  id.,, 

• —  at  Paris  in  1853,  diiefly  on  Religion,  post  Svo,  4s 

Historical  and  Architectural  on  St.  John's  Church,  Slymbridge,  roy.  Svo,  7s  6d 

of  a  Ramble  through  France,  Italy,  Ice,  Svo,  10s 

an  Attach^  in  Spain  in  1860,  Svo,  14s  

■^ Gsses  in  Ecclesiastical  and  Maritime  Courts,  1841-50,  7  v.  Svo»  13/  12s  6d 

• ^—>  Decisions,  Appeal  Court  of  Registration,  Inverness,  Svo,  6s    

Materials  for  tiie  History  of  Public  Departments,  Svo,  10s 

Travel  at  Home  and  Abroad,  by  G.  A.  S.,  post  Svo,  4s   

<- — • in  California,  from  Fremont  and  Emory,  12mo,  Is  6d 

OB  Acts  of  the  Apostles,  16mo,  Is  6d 

Apocalypse,  as  explained  by  Hebrew  Scriptures,  roy.  Svo,  7«  6d 

—Book of  Common  Prayer,  by  Anglicanus,  12mo,  8s 

Books  of  Exodus,  Gknesls,  and  Leviticus,  12mo,  each  2s  6<2 

—-- Distribution  of  Gold  throughout  the  World,  Svo,  2s  6d 

Exhibition  of  the  Royal  Smttish  Academy,  Svo,  Is  

— Fields  and  Cattle,  fnnn  the  Diary  of  an  Amateur  Farmer,  post  Svo,  8s  M... 

Gospels  and  Acta  of  the  Apostles,  fcap.  16s,  '38  ;  2nd  edit,  2  v.  12mo^21s 

Jewish  Captivity,  16mo,  Is  4<f   

Life  of  Christ,  16mo,  Is  4<i    

Naples  and  its  Environs,  post  Svo,  9s 

Noses,  new  edit,  12mo,  2s  6d    

^ ^-  Renuuns  of  BodesiastiaJ  Architecture  in  South  of  Scotland,  12mo,  5s 

— ' Scriptnie  Lemons,  1842-50^  each  year,  12mo,  Is  6d    
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Notes  of  a  Yaobt  Yoya^  to  Hwdftnger,  Norwmj,  fte.,  8to,  lOt  6d Longman  1S55 

Proceedings  in  Long  Parliament,  from  Mems.  by  Sir  R.  Vemey,  ed.  by  J.  Bmoe  Camden  Soe,... it^ 

Nothing  to  Do,  a  Fairing  from  May  Pair,  a  Poem,  12mo,  It  Simpki* it^l  J 

■  an  Accompaniment  to  Nothing  to  Wear,  by  a  Lady,  fcap.  8to,  St  6c{...  New  York 1S57 

-or,  the  Influence  of  a  Life,  82mo,  U    ffamilion  1S62 


• Eat ;  or,  Dinners  at  Bangkok,  and  Diners  A  la  Basse,  12mo,  It     Booth 1S59 

-  Say,  which  has  Nothing  to  Do  with  Nothing  to  Wear,  fcap.  St  6d JVeto  Yort 1S57 

— —  Wear,  an  Bpisode  of  City  Life,  illos.,  fcap-.  8t  6rf,  New  York ;  ch.  ed.,  Is  Low    1857 

You  ;  or.  Mind  your  Own  Buainess,  illustrated,  12mo,  8s  6d New  York 185- 

Notices  of  Fugitive  Tracts  and  Chap-Books,  edited  by  J.  0.  Halliwell,  poet  8yo  Percy  Soe, n.  d, 

Madras,  &c.  in  Last  Century,  post  8to,  6t6d Lonffman  1859 

Public  Libraries  in  the  United  States,  by  Jewett,  8vo   New  York 1850 

the  Flood  at  the  Bed  River,  12mo,  2s  6d    Haiekard  1853 

—  Viceroyalty  of  the  late  Earl  of  Besborough,  8vo,  6»    Longman  1847 

tojCorrespondents  :  10,000  Bdltorial  Answers,  poet  Svo,  2t  M ffouUion    1S56 

'  A  Memoir,  by  his  Brother,  cr.  8vo,  6t New  York 1S61 

Lectures  on  Temperance,  12mo,  6t  New  York iS^y 

{J,C,)  BibUcal  and  Physical  Histoiy  of  Man,  8vo,  5t New  York 1S49 

-Chronology,  Ancient  and  Scriptural,  8vo,  2»    CharUtUm 1850 

-  and  Qliddon  (<?.J2.)  Types  of  Mankind,  Ethnological  Researches,  r.8vo,25s  Pkiladtiphia...iU7 


Nott  (A.K.) 
(Dr,E.) 


(5.)    Slavery,  and  the  Bemedy,  6th  edit.,  8vo,  3f   Botton,  U.S,...i^9 

(SirW,)  Memoirs  and  Comspondenoe,  by  Stocqueler,  2  ▼.  8vo,  28*,  '54— red.  16s  ffurat  d:  B.   ...1857 

Nottelle  (L,)  French  Correspondent,  Selection  of  Letters,  12mo,  4s  6d Simpkin    1859 

—  Language  Simplified,  12mo,  it  6d    Simpkin 1856 

■■ Pronunciation  conveyed  by  English  Words,  1 2mo,  1«  6d   Simpkin 1857 

Nottidge  {J.T.)  Selections  from  his  Correspondence,  edit,  by  Bridges,  post  8vo,  8s  6<f  Seel^ 1849 

'  Nottingham  (Jno.)  Clinical  Observations  on  Diseases  of  the  Ear,  8vo,  12s    CkurekiU  1857 

-  Observations  on  Conical  Cornea  and  Short  Sight,  8vo,  8s Churckill  1854. 

— Suigical  Beport  on  Bi-lateral  Lithotomy,  post  8vo,  8s  6rf CkurekiU  1850 

Nottingham  Church  Tntcts,  Y.  1  and  2,  12mo,  each  2s  Whittaker 1847 

Nouet  (iP.)  Life  and  Death,  a  Series  of  Meditations,  12mo,  8s Cleaver 185s 

— —  Meditations  on  the  Life  of  Christ,  by  Pusey,  fcap.  8s J.H.d^J.Parkent^7 

Mystical  Life  of  Our  Lord  in  the  Sacrament,  12mo,  8s T.  Riekardton  1847 

Nonrae  (J.D.)  God  in  History  ;  or,  the  Past  and  its  Legacies,  12mo,  4*  M Grifin    1854 

(VT.^.f.)  Tables  for  Students,  Is ChurrkiU  1847 

Nouveau  Testament,  12mo,  4s,  Simpkin^  1839;  82mo,  2s  6rf Bryce 1851 

Trteor  ;  or,  French  Students  Companion,  new  edit,  12mo,  8s  W    BellA  Daldy...iiS7 

Novello  (7.)  Glee  Hive,  a  Collection  of  Popular  Glees  and  Madrigals,  8  v.  r.  8vo,ea.8s  Novella 185C-1 

Part  Song  Book,  a  Collection  of  Choruses,  edit,  by  Monk,  4to,  12s Noveiio 1851 

^— Three  Favourite  MasMS,  by  Moiart,  Haydn,  and  Beethoven,  r.8vo,8s6<2  Novello 1850 

Novelties,  Inventions,  and  CurioaitieB  in  Arts  and  Manufactures,  6th  ed.,  12mo,  lt6d  Ronlledge i860 

Novena  for  Advent  gathered  from  the  Miasal  and  Breviaiy,  12mo,  Is   T.  Richardton  1847 

Noverre  (^'s.)Little  Book  of  Knowledge,  sq.  16mo,  8s  6(£;  Clarke,  '^^^itdi,  l«6d  A.  ffall  1858 

Novum  Testamentum  Grscum,  18mo,  Ss  J.H,d:J.Parlxr\%^i 

-  — — — — editio  Hellenistica,  by  Grinfield,  2  v.  8vo,  42s Piekermg 1843 

■ — ex  Antiquisaimo  Codice  Alexandrine,  roy.  8vo,  12s  ...   WiltiamxAN.  i860 

■ Codice  Yaticano,  edidit  Mains,  8vo,  12s  William* AN,  1859 

edit.  Tittman,  8vo,  10s  6c{   WUey 1845 


NowcU  (itfep.)  Catechism,  in  English,  12mo,    Parker  Soe.  ...1853 

'      ■  transl.  by  Norton,  12mo,  Is  6(^ Prayerd-H^SociU^ 

Catechismus,  cura  Jaoobeon,  8vo,  5s  6c2  JMM^J.Parkeril^ 


——-(/.)  Essays  on  Farms  of  Industry,  12mo,  Is  Simpkin 1844 

— Manual  of  Field  Gardening,  2nd  edit.,  12mo,  Is  6d Simpkin 1S46 

Nowrojce  and  Merwanjee,  Journal  of  a  Residence  in  Britain,  post  8vo,  12s Alien  A  Co.  ...1841 

Noyce  {Elitha)  Boys'  Book  of  Industrial  Infonnation,  p.  8vo,  5s,  1858— red.  to  3s  6ce  Ward  di  Lods  i86a 

Marvels  of  Nature,  Outlines  of  Creation,  12mo,  5s,  '58— red.  to  8s6<f  Ward  A  Lotk  i86a 

Noyes  (O.R.)  Collection  of  Iheological  Essays,  12mo,  It Botiim,  V.S,...  1856 

Translation  of  Hebrew  Prophets,  8  v.  12mo,  22«  6rf Bowtw^V.S.  ...1843 

■ Proverbs,  &c..  Notes,  12mo,  7s  6c? Botiony  U.S.  ...1846 

the  Book  of  Job,  Notes,  12mo,  7s  6if  Botton,  U.S....n.d. 

■ Psalms,  Not«8,  12mo,  7»  6d Botto^,U.S.  ...1847 

Nucius  (Nicander,  of  Corcyi-a)  Travels  in  England,  Temp. Hen.Yin.,by  Dr. Cramer, 4to  Camden  Soe....  ^^i 

Nud  (Edw.)  Diary,  1709  to  1720,  by  H.  R.  Luaid,  8vo,  2s  6d  Cam.Ant.Soe.  i860 

Nudibranchiate  MoUusca,  by  Alder  and  Hancock,  7  Parts,  8vo,  9^  12s Ray  Society  ..«.  </• 

NugK  Canore  Medicae  :  Lays  by  the  Poet  Laureate  of  Edinburgh,  4to,  5s MamHton 1850 

CriticBB  :  Occasional  Papers  written  at  the  Seaside,  by  Shirley,  cr.  8vo,  9s NamHion  1861 

Nug6e  ((?.)  A  Penitential,  12mo,  8s  ;  cheap  edition.  Is J.if.dJ.Parktrt9s7 

— — -  Instructions  on  Confirmation,  18mo,  Is JM.d:J.ParkenU^ 

-  Lent  Lectures :  Holy  Women  of  the  Gospel,  12mo,  2s  6d    Mastert 18$^ 

Words  from  the  Cross,  12mo,  2s6<i Mattert 185^ 

Necessity  for  Christian  Education  in  India,  8vo,  8s  M Rivinffton  1846 

Nugent  (A.)  On  the  Authority  of  the  lUnnan  Catholic  Faith,  12mo,  Is Simpkin 1859 

(^rfm.)  Gleanings  for  the  New  Year,  12mo,  2s Hatekard 1851 

*     Mary  Aston;  or.  Town  and  Country,  a  Tale,  12mo,  5s  6rf Sawtdert  dc  0.  1853 

{Lord)  Unds,  ClasaiGal  and  Saored,  2  v.  p.  8vo,  18s,  1845  J  2  v.  82mo,  8s O,  Cox  1846 
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Nugent  (Lord)  MemorUls  of  Hampden,  4th  edit,  reViaed,  post  Sto,  5«    /T.  Bohn    ......  1856 

{Tho.)  Fnnch  Dictionary,  by  Brown  and  Martin,  12th  edit.,  82mo,  Za RouUedge  1862 

Meadows,  18mo,  4#  6d Tegg  18^6 

Smith,  n.  e.,  82mo,  3*  6rf— red.  to  8* TrUbner i860 

Tarver,  ISmo,  U^  '854;  sq.  12mo,  7«  6d Longman  i86a 

Nuggets  from  the  Oldest  Diggings,  cr.  8to,  3«  6c{ IfamiUan  1859 

Namber  One  ;  or,  the  Way  of  the  World,  by  P.  Poster,  cr.8T0,Y.l,  8t  6d ;  y.2,2»  6d  Simpkin 186a 

V.l.lar.type,  with  Colonial  Direct.,  r.  8to,  124  6d  Simpkin 1861 

Knmismata  Collegii  de  Qonyille  et  Cains  Cantab.,  ed.  by  J.  J.  Smith,  4to,  7s Parker  ik  S<m  .  1846 

Kumismatie  Chronicle  and  Jonmal,  edit,  by  W.  8.  W.  Yauz  and  J.  BTans,  8ro,  5s  ...  J.R.Smith i86x 

Nan  {B.)  and  Walsh  {J.E.)  Duties  of  Jostices  of  the  Peace  in  Ireland,  2  e.,  2  T.8TO,8<St  Sweet 1844 

Kann  {JS,C.)  Statistical  Exercises,  2nd  edit.,  18mo,  Is Simpkin 1840 

(y.)  NarratiTo  of  the  Wreck  of  the  Pavourite,  12mo,  7*  6d Painter 1849 

(Tho.)  Posthnmoos  Letters  on  Christian  Experience,  ]2mo,  It  6d  Simpkin 1851 

(7*.  FT.)  Inflammation  of  the  Breast,  and  Milk  Abases,  8to,  2f  6d  Bemhaw    1853 

Treatise  on  Varicose  Veins  and  Ulcers,  post  8vo,  2s  6d Benshaw    i85» 

(JFst.)  Memoirs  of,  edited  by  Bey.  R.  Pym,  8vo,  10s  6d  ffamiltan 1842 

Konneiey  (2%o.)  Anatomi^l  Tables,  18mo,  it  6d HigKley 1838 

Anatomy  and  Physiology  of  Organs  of  Vision,  8vo,  15t  Churchill 1858 

On  the  Nature,  Causes,  and  Treatment  of  Eiysipelas,  8vo,  IO9  Qd.„  Churchill  1841 

Nums  (Thot.)  Sennons,  chiefly  Practical,  edited  by  Dr.  Hook,  12mo,  6s Bellde  Daldy,..i%$$ 

KoBS  and  Nnnneries,  Sketches  from  Boniish  Authorities,  12mo,  5s    Seeley 1852 

of  Minsk,  a  Narratiye,  18mo,  Is Bogue    1846 

Knmberg  (ifrs.)  Blossoms  of  Thought,  Poems,  ed.  by  Qoodhart,  8rd  edit.,  12mo,  8s  Werlheim  i860 

Kane  and  the  Nursery:  Directions  by  a  Physician,  1 2mo,  Is  6d    Hope 1853 

-  — Rockababy*s  Easy  Readings  and  Pretty  Pictures,  12mo,  2tfid Dean 1853    . 

Naree's  Manual:  Instructions  for  the  Sick  Chamber,  12mo,  2s  6d Simpkin 1836 

Konery  A  B  C  ;  or.  Home  First  Book,  16mo,  Is Dean 1859 

Book,  by  Bilby  and  Bidgway,  new  edit.,  square,  8s  6<2 DaHon  1849 

Carols,  illust.  by  Richter  and  Pletsch,  sq.  cr.  8to,  Zt^d Bellik  Daldg,.,tZ6i 

Ditties  from  the  Lips  of  Mrs.  Lullaby,  12mo,  Is   GranldtO 1844 

Qoremess,  by  Author  of  the  Week,  16mo,  Z»  6d  Seeleg 1845 

Guide  ;  or.  Infants'  First  Hymn  Book,  8rd  edit.,  18mo,  Is  6d    B,  Y.  Clarke.. .iS^7 

Heroes  and  Heroines,  edited  by  Mad.  de  Chatebiin,  18mo,  illust.,  each  Is  ...  Addeg    185a 

Library  of  Pictures  and  Stories  for  Little  Folk,  sm.  4to,  8s  M    Darton 1859 

Offering;  or.  Children's  Gift,  2  t.  16mo,  each  4s  6d WhUtaker 1835 

Playmate,  with  200  Illustrations,  roy.  4to,  5s  ;  cold.,  9s Low   i860 

Poetry,  by  Mrs.  Motherly,  16mo,  2t  6d Bellik  Daldy...i9$^ 

Rhymes  and  Jingles,  sm.  4to,  7s;  ilium.,  10s  6d,  1847;  new  edit.,  6s Bum$    1857 

• of  England,  edited  by  J.  0.  Haliiwell,  post  8yo  Percy  Soe, n,d, 

Sunday  Book,  by  a  Lady,  16mo,  2«  W;  cold.,  8s  6<2    CundaU 1845 

Tales,  by  Mrs.  Motherly,  12mo,  2s  6rf BeUdtDaldy...i%^ 

Kat  snd  Dhnan  in  Mouseland,  by  C.  D.  B.,  square,  Is  Longman  185a 

Kat-BrownMaid:  The  New  Notborune  M^d,  4to   BioxburgheCluhi%%o 

Maids  ;  the  First  Hosier  and  his  Hosen,  post  8vo,  10s  6c{   Parker  A  Son^.tt^^ 

Kat  Cracker  and  Sugar  DoBy,  by  L.  Richter,  transl.  by  Danu,  sm.  4to,  4s  Cundall 1848 

Nuts  and  Nutcrackers,  illust  by  Phiz,  fcap.  Svo,  6t,  1844— red.  to  2« Chapman  4g  B,  1847 

Katt  (T.)  Hnmanity  to  Bees,  6th  edit.,  12mo,  10s  Longman  1846 

KatUU  (P.ii.)  Clsssical  and  Arehteological  Dictionary,  8vo,  16s    Whittaker 1839 

• (T,)  North  American  Sylva,  Forest  Trees  of  U.&,  &c.,  8  v.  roy.  Sto^  61 6s...  Philadelphia:.. i%^o 

Ornithology  of  the  U.S.  and  Canada,  2t.  8vo,  each  16s    Boston,  U.S,  ...1836 

Kje  (Joe.)  Doctrine  of  Unirersal  Restoration  Explained  and  Defended,  8to,  Is Whitfield  1861 

— Short-hand  Dictionary,  18mo,  4s Simj^n 1830 

Kyien  (Jno.)  Cricketer's  Guide,  by  C  C.  Ckrke,  new  edit.,  18mo,  Is  6d Waahboume  ...i8ci 

SjBtrom  {J.W.)  New  System  of  Arithmetic,  &o.,  the  Tonal,  870,  9s Philaddph%a...i%6% 

Pocket-Book  of  Mechanics  and  Engineering,  5th  edit.,  12mo,  7s  6d     Philadelphia...  1Z61 

' • Screw  Propelleni  and  tbeir  Steam  Ei^es,  8to,  21s Philadelphia... i%$% 

OiKE  {R.)  Essence  of  French  Grammar,  post  8yo,  Is  6d    HamiU&n  1855 

Oakeley(P!rsrf.)Bayford*B  Report  of  Proceedings  against,  8to,  6s Benning 1845 

Bonvier's  Treatise  on  Indulgences,  12mo,  5s Bwma    .....'....1848 

Discourses  :  The  Church  of  the  Bible,  12mo,  4s  6rf   Dolman 1857 

Laudes  DiumsB,  &c.,  with  Gregorian  Tunes,  12mo,  4s    Tooveg  1846 

-Order  and  Ceremonial  of  Sacrifice  of  the  Mass,  18mo,  2s  6d Burjie    1848 

-Sermons,  Practical,  1847-48,  8to,  10s  6rf    Bume    1848 

at  Chapel  Royal,  Whitehall,  8vo,  10s  6d Bivington  1839 

Subject  of  Tract  90  Historically  Examined,  8vo,  2s  6d  Bivington 1841 

Teaching  and  Practice  of  the  Catholic  Church,  Svo,  Is  6d ^mtms    1849 

Youthful  Martyrs  of  Rome,  a  Drama,  12mo,  2s Bume    i8c6 

{R.B.)  Pagodas  of  HaUibreed,  Photographically  lUustrated,  foUo,  15n5s  ...  McLean !.i85o 

Oikfieldj  or,  Fellowship  in  the  East,  by  Punjabee,  2  v.  post  8ro,  21s Longman i8ct 

Oakleigh  Shooting  Code,  post  8¥0,  7s  6<i   Bidgtoay   ....    189c 

Oakley  (Ci?.)  English  Bible  and  its  Histoiy,  12mo,  Is  6rf Hatchard  .       i8« 

Oikman  {Robt.)  Sermons  Selected  from  his  MSS.,  12mo,  5s  m^>et    ....        1847 

0«Maof  Sivah,  FiTe  Views  0^  with  Map,  sewed,  folio,  12s    CA^moniif.  1850 


( 
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Dates  (^eo.)  Interett  Tables,  6  per  Cent.,  4V),  2ls LongmoM  1851 

Tables  of  Sterling  Exchange,  8to,  16» New  York 1851 

Oaths  Analysed,  and  their  Power  to  Promote  Tmth  Bxamined,  by  Laicns,  12mo,  2s...  Simpkin 1S40 

Oats  {H.C.)  Factory  Acts,  including  the  Bleach  and  Dye  Works  Act,  &c.,  12mo,  7$M  SUvens  xS62 

O'Beime  (E.F.)  System  of  Edaeation  at  Maynootb,  8to,  68  6d Simpkin XS40 

Obcrlin  (/.F.)  Memoirs  of,  10th  edit.,  18mo,  it Bapsitr 1854 

Oberon's  Vision,  edited  by  A.  J.  Halpin,  8to  Skakftpeare  S,  1843 

Obituary  Roll  of  Ebchester  and  Bumly,  Priors  of  Durham,  Sro,  12« Whittakar 1856 

Object  in  Life,  by  th*e  Author  of  Sunlight  in  the  Clouds,  18mo,  2f   Mozley  i860 

of  Life,  12mo,  8ff— red.  to  2#  6(2  Jid,TraetSoe...tis^ 

O'Brien  (Char.)  Little  Arthur's  Book  of  Biography,  18mo,  It   HamiUon 1859 

(Z>./f.)  Adventures  during  the  War,  2  t.  8vo,  28« Colhttm 1839 

—  {Edw.)  I/awyer,  his  Character  and  Rule  of  Holy  Life,  12mo,  6t Pitkering  1842 

—  {John)  Treatise  on  American  Military  Law,  8to,  21« Philadelphia    1846 

(BpJ.T,)  Charges,  1841,  8to,  5«  ;  1846,  6i,  '46;  1848,  it  6<i,'5o;  1851,  i*M  Sedeg  1843-52 

■  Introductory  Lecture,  8to,  2»  6rf    Longman  1838 

■  Qn  the  Expediency  of  Reviving  the  Convocation,  8vo,  Is  M  Sedey 1843 

■  Sermonson  Doctrine  of  Justi6cation  by  Faith,  2nd  ed.,  8vo,  12s Maanillan    ...1862 


(Mat,)  Mathematical  Tracts,  8vo,  is6d Parker  *k  San   1840 

Treatise  on  Differential  Calculus,  8vo,  10s  6<j   Parker  ik  Skm  1843 

•  Plane-Co-ordinate  Qeometzy,  8vo,  9s Whittaker 1844 


{Pal.)  Residence  in  the  Danubian  Principalities,  1853,  post  8vo,  8s  6d Bentley 1^54 

(H'm.)  Ancient  Rhythmical  Art  recovered,  post  8vo,  5s    Whittaker 1844 

Prise  Essay  on  Canals,  and  Canal  Conveyance,  8vo,  2s  6d Wealt  1858 


{W.S.)  Principles  of  Government,  2  v.  8vo,  21s,  1855  ;  12mo,  Ss  6d... ......  BotUm^  U.S.    .1857 

Observational  Astronomy,  and  Guide  to  Use  of  the  Telescope,  ed.  by  Slugg,  p.  8vo,  4s  Simpkin i86z 

Observations  at  the  Observatory  at  Hobarton,  ed.  by  Sabine,  4to,  42s  Longman  1850 

St.  Heleka,  ed.  by  Sabine,  Y.  1,  1840-8,  roy.  4to,42s  Longman  1847 

on  Aneurism,  8vo  Sydenhav^  Soc.ii^ 

■  Courts  Martial,  by  a  Field  Officer,  new  edit,  8vo,  8s  6d CUnoet  1850 

■  Form  of  Prayer  for  the  Blessings  of  Harvest,  8vo,  Is  ^eet 1862 

Foundation  of  Morals,  by  Engenius,  8vo,  2t6d    I/ongman  183S 

India,  by  a  Resident  there  many  Tears,  8vo,  5s  6d /.  Chapman  ...1853 

Law  of  Copyright,  8vo,  2s  A,  Seoii 1838 

— People,  Land,  and  Law  of  Ireland,  1861,  8vo,  2s Simpkin 185a 

■  Railways  of  the  Middle  and  Northern  Counties,  8vo,  5s  Longman  1838 

■  Religious  Subjects,  12mo,  2s  BivingUm  1835 

'  the  Currency  Act,  1844,  reprinted  from  the  Times,  8vo,  6s Van  Vooral  ,...iS^i 

Nature  of  the  Lord's  Supper,  new  edit.,  12mo,  2s  id    J.If.dsJ,ParkeriS6z 

Remittent  and  Yellow  Fevers  of  the  West  Indies,  8vo,  Is  6d   ...  CfhurchiU  1853 

Treatment  of  Convicts  in  Ireland,  by  Four  Justices,  8vo,  8s  6<i...  Simpkin 1862 

Observing  Eye,  18mo,  2t  6d Jarrold x86i 

Obstinate  Jack,  a  Tale,  by  Uncle  George,  S2mo,  Is Simpkin 1851 

Obstructives  and  the  Man  ;  or,  the  Forces  and  the  Future  of  Europe,  8vo,  7t  6d Stanford   iKc6 

0'Byme{B,ff,)  Parliamentary  Vote  Book,  12mo,  Ss OUivier 1847 

-_— . Representative  History  o|  Britain,  Part  1,  Beds.,  roy.  8vo,  6s  OUivier 1848 

Part  2,  Berks.,  roy.  8vo,  6s  ed...  OUivier 1848 

{W.B.)  Naval  Biography,  r.  8vo,  42s,  Mwrray,  '49;  n.  e.,  V.  1,  r.  8vo,  21s  O'Bgme 1861 

Seaman's  Po^et  Annual  for  1860-1,  18mo,  each  Is   O'dyme  ...1859-60 

0*CaUaghan(^.^.)  Documentary  History  of  State  of  New  York,  2  v.  8vo,  48s J. Chapman  ...1850 

(/.C)  History  of  Irish  Brigades  in  France,  8vo,  12s Orr    1854 

. The  Green  Book,  8vo,  10s Dolman 1841 

Occasional  Sermons,  by  a  Clergyman  of  the  Church  of  EngUtnd,  fcap.  8vo,  2t  6d Belldk  Daldg. ..iZ6t 

Oooleve  (Tho.)  Regimine  Principum,  a  Poem,  edited  by  T.  Wright,  4to RocdmrgheChi  i860 

Occult  Sciences  :  Sketches  of  Traditions,  &c.,  of  Past  Times,  post  8vo,  6s Grifin    1855 

Ocean,  and  its  Inhabitants,  am.  4to,  2s  6d  Iktrton  1844 

the  Desert ;  a  Tale,  by  a  Madras  Offioer,  2  v.  post  8ro,  21s   Neiobg    ..,.....[jZ^6 

Flowers,  and  their  Teachings,  8vo,  81s  6<i Whittaker  ......xtc% 

—  Queen,  and  other  Poems,  fcap.  6s  6d ;  2nd  edit.,  12mo,  2t  6d  Botwortk    .!!.!.  1853 

—  Thoughts,  Homeward  Bound  from  India,  fcap.  8vo,  Ss  Haichard  1844 

Ocean  (The);  or.  Wonders  and  Products  of  the  Sea,  16mo,  Ss  6d Grant  d:  (7.    ...1853 

Oceola  Nikkanochee*8  Narrative,  8vo,  7s  6d Hat<kard  ...'..1841 

Ockley  (Sim.)  History  of  the  Saracens,  4th  edit,  post  8vo,  Ss  6d H.  Bohn  !!!!    1847 

O'Connell  (Cath.)  Excursions  in  Ireland,  1844  and  1850,  post  8vo,  10s  6d  BentUg  ......!!. 1852 

■  (Z>a».)  Last  Days  of,  by  Maccabe,  8vo,  Ss  6d Dolman !.!!i847 

■  ■  Letter  to  Lord  Shrewsbury,  8vo,  Ss  6<i    Dolman !.!!i842 

■  life  and  Conduct,  12mo,  Is Strange .!!!i847 

Speeches,  by  his  Son,  2  v.  8vo,  each  8s   J^lman .'...,...  1^46 

Times,  by  Fagan,  2  v.  12mo,  I2s— red.  to  6s Simpkin..... .[.[i^so 

" Memoirs  on  Ireland,  Native  and  Saxon,  8vo,10s  6c2,'43;  2Dd  ed.,3s  Dolman 1846 

Memoirs  of,  by  Huish,  8vo,  12$  6d Virtue    .'.'.....'..  titS 

Personal  Recollections  of,  by  O'N.  Daunt,  2  v.  poet  8vo,  21s   Chapman iff.i^ 

Reminiscenoes  of,  by  a  Munster  Farmer,  8vo,  2s  6<i  TalUt 1847 

Report  of  Trial  by  Armstrong  and  Trevor,  8vo,  12s  Lougman  !..... iUa, 


{Jno.)  Parliamentary  Reoolleotions  and  Experiences,  2  ▼.  post  8vo,  21s...  Bentleg  ........"1849 
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O'Coanor  (A.C)  Monopoly  tbe  Canse  of  All  Bvil,  8  ▼.  Svo,  31«  6d I>idol 1848 

{Denis  C.)  Seventeen  Tean'  Bxperienne  of  Worldioaae  Life,  8ro,  U Simj^kin 1861 

(Fear.)  On  Kanagement  of  Small  Farms,  n.  e.,  12mo,  2<  6d Heyaood    1847 

{Hen.)  Connected  Easaya  and  Tracts,  8vo,  10*  6rf WhiUaker 1838 

(lfa<.)  Historical  ReooUoctions  of  Switzerland,  12mo,  7*  6rf    On-    1838 

Military  Memoirs  of  the  Irish  Nation,  8vo,  9«   Longman  1845 

(Rod.)  Srents  in  Histoxy  of  Ireland,  ^Notice  of  tbe  O'Connors,  12mo,  2t6d  Simpkin 1858 

Introduction  to  the  Field  Sports  of  France,  post  8to,  7i  M Murray 1846 


(ir.il.)  Miracles  not  Antecedently  Incredible,  8vo,  Is    J,If.AJ.Parka'iS6i 

0*Cro]y(Aiv.)  Inquiry  into  the  Differences  of  the  Two  Chnixshes,  Sro,  Of Fellowea 183^ 

Oetavia,  and  other  Poems,  12mo,  2aQd SauTuUrntO.  1851 

OOarry  {Euff.)  Lectures  on  the  MS.  Materials  of  Ancient  Irish  Histoxy,  Sto,  14«   ..    Dt^y 1861 

Odal  Rights  and  Feudal  Wrongs,  a  Memorial  for  Orkney,  8to,  6« Bamilton  x86o 

Olhly  (Jno,)  Self-Instruction  in  Irish,  Srd  edit,  16mo,  1*  Orr    1853 

(Md  Coniidant;  or.  Handsome  is  that  Handsome  Does,  post  Svo,  10s  6d  Hope 1858 

(MditieB  of  London  Life,  by  Paul  Piy,  2  ▼.  post  Svo,  21s   BerUUy 1838 

Oilds  and  Ends  from  an  Old  Dnwer,  post  8to,  Is    RouUedye  1854 

Oieto  Louis  Napoleon,  by  G.  W.  F.,  poet  8to,  UM Saundend:  0.  185a 

(Mell  ((r.)  New  Testament  in  Shorthand,  12mo,  15s    (rrooin6»Tc^e...i844 

(Hienheimer  {W.If.)  Jerusalem  and  its  Vicinity,  as  to  tbe  Resurrection,  Svo,  18s   ...  Philadefphta...ilss 

Origin  and  Compilation  of  the  Prayer  Book,  32mo,  Is  Od Philadelphia,.. 1%^ 

Oda  and  Sonnets :  Knglish  Selection,  Illustrated,  Sro,  10s  6c/  Low   1859 

— -  in  Strophe  and  Anti^trophe,  12mo,  3s  8<i Painter 1844 

Odessa  and  its  Inhabitants,  by  an  English  Prisoner  in  Eussia,  12mo,  2f  6d  Jiotworth   1854 

Odliog  (/.)  Brief  Account  0^  post  8to,  Is  6<i HovUaton  1851 

—  (ir.)  Course  of  Practical  Cbemistiy,  post  8to,  in  M Churchill  1854 

li^t  Thrown  upon  the  Gospels,  12mo,  26  6d   HouUton   18^1 

Manual  of  Chemistry,  Descriptive  and  Theoretical,  Pt.  1,  8to,  9s  Lonyman  i86f 

O'Donnell  {£.)  St.  Patrick's  Cathedral,  a  Tale  of  the  16th  Century,  12mo,  2s 6d Wtrtheim   1855 

{M.)  Jurisdiction  of  the  Court  of  Assistant  Barrister,  Ireland,  8to,  8s Benning 1851 

Ciril  Bill  Courts,  Sto,  SOs Longman  1844 

■ and  Brady  (/^.)  Digest  of  Reports  of  Court  of  Equity,  roy.  Svo,  40s Longman  ...1840-1 

O'DoBDoghae  {ff.C.)  History  of  Church  and  Court  of  Rome,  2  v,  Svo,  21s— r.  to  10s    Parlridge    1846 

O'DoDoghne  (/no.)  Historical  Memoir  of  the  O'Briens,  Svo,  12s Simpkin i860 

(r.)  The  Book  of  Truth,  12mo,  8s Bock  ...1850 

O'Donovan  (Z>eiiw)  Memories  of  Rome,  12mo,  is  6d  Dolman 1859 

— — {/no.)  Account  of  the  Tribes  of  Hy-Fiachrach,  Svo,  Ifis   JrisliArc.  Soe,  1844 

Hy-Many,  Svo,  12#  Irish  Arc,  Soc,  1843 

• Annals  of  Irehind,  by  the  Four  Masters,  7  v.  4to»  14/  14s Simpkin 1851 

Book  of  Rights,  Svo,  20s  Celtic  Are.  JSoe.  1847 

Grammar  of  the  IriA  Lanpgiage,  Svo,  16s   liovgman  1845 

ODoodJe(5»ri>.)  Subaltern's  Check-Book,  12mo,  2s  6<2 Parker  4t  Sou.  i%^9 

CDowd  (/(OS.)  Chancery  Practice  and  Orders,  1852,  2nd  edit.,  12mo,  7s  Qd    Butterworthe... i$6% 

Customs*  Administrators  and  Customs'  Reformers,  Svo,  Is Baily 1851 

• Law  of  Sale,  &c.  Encumbered  Estates,  Ireland,  12mo,  6f Crockford 1849 

~ ^  Merchant  Shipping  Amendment  Act,  12mo,  7s  6</ Butterwortht  ...\%t% 

O'Dogan  </ao.)  Kings  of  the  Race  of  Githear,  a  Poem,  edit,  by  Daly,  Svo,  ls6<i Daly 1847 

O'Dwjer  \LK.)  Life  and  Adventures,  8  v.  ixwt  Svo,  31s  6d  Bentley 185a 

(Ecolampadius  {Jno.)  and  Zwingle  (U.)  Lives  of,  ISmo,  Is  6d Hamilton  1854 

Q^idipoB  on  the  Sphinx  of  the  19th  Cent.,  by  an  Old  Clothes  Philosopher,  Svo,  10s  (kl  JUauwariny  ...1861 

<Eliine  {P.O.)  Homoeopathic  Domestic  Physician,  24mo,  4s  6d Concord,  £^.5.. .1859 

Oebleuchla^r  {A,)  Ahiddin,  or  the  Wonderful  Lamp,  a  Poem,  tr.  by  Martin,  12mo,5s  Parker  d:  Son  .1857 

Correggio,  a  Tragedy,  transL  by  T.  Martin,  12mo,  5s  Parker^  Son  .1854 

• Gods  of  the  North,  Poems,  trans,  by  Frye,  roy.  Svo,  10s Pickering 1845 

Hakon  Jarl,  a  Tragedy,  and  other  Poems,  12mo,  5f Hookham  1840 

{J.C.)  German-English  and  English-German  Dictionary,  ISmo,  4s6«I...   Williams  d:  N.  1853 

OrTsted  (IJ.C.)  Soul  in  Nature,  and  other  Works,  trans,  by  Horner,  post  Svo,  5s H.  Bohn 1851 

Of  Gt)d  ;  or,  the  Divine  Mind,  and  of  the  Doctrine  of  the  Trinity,  Svo,  8s  6d   Rivinylon  1849 

Offering  from  St.  Nicholas  ;  or,  Letters  from  Abroad,  post  Svo,  3s    ParU-idge 1853 

(The) ;  Selection  from  the  Poems  of  a  Minister's  Daughter,  12mo,  5« HamiUon  1851 

" to  Invalids,  by  Authoress  of  Prayers  for  Private  Use,  12mo,  Is  6d Simpkin   i8<o 

Offerings  for  Orphans,  4to,  10* Bums x86i 

Office  Book  for  Architects  and  Builden,  &c.,  1S49,  fcap.  Svo,  ZsQd Atchley 1848 

•—  of  the  Holy  Communion,  ISmo,  Is  Sd  Soe.  P,  C,  AT.   1850 

Offices  for  the  Sick  for  the  Use  of  the  Church  of  England  and  Ireland,  cr.  Svo,  2s  ...  Bagster 1857 

of  Prayer  and  Private  Devotion,  ISmo,  2s Rivington  1843 

^Mficisl  Bulletins  of  the  Battle  of  Waterloo,  edit,  by  J.  P.  Burrell,  Svo,  5s  Parker  A  Son  .1851 

O'PUherty  {R^)  Description  of  West  Connaught,  edit,  by  J.  Hardiman,  Svo,  Ifis..    Irish  Arc.  Soc  1845 

"--; — : Impressions  at  Home  and  Abroad,  2  v.  post  Svo,  21s  Smith  <fc  Elder  1837 

O'FlsittgMi  {J.R,)  GenUe  Blood  ;  or,  the  Secret  Marriage,  a  Novel,  cr.  Svo,  5s   Simpkin 1861 

r;.. — — Guide  to  the  Bhusk water  in  Munster,  sm.  4to,  14*,  J/ois— r.  10s  6d  ii.  Hall 1849 

UFlnminense,  aPoem,  by  a  Utilitarian,  12mo,  8*  Orr 1839 

OPlynn  (/as.)  Social  Philosophy,  Causes  of  Social  Misery,  Svo,  Is  6d Orr 1856 

Ogden  [g,D.)  Tariff  of  Duties  on  Imported  Goods  into  United  States,  Svo,  7s  M  ...  New  York 1857 

* {J.R.)  Holy  Songs  and  Muncal  Prayers,  ed.  by  J.  Martineau,  obL,  15s Novelio x84a 

4i> 
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Ogilby  (J.D.)  Catholic  Chureh  in  England  and  America,  leap.  Sro,  4«  6d Wilejf     1^44 

Ogilvie  ^C.-4.)  Sermons  at  Hampton  Lecture,  1836,  8vo,  7«tki  RiringUm  1S36 

—before  the  Oxford  University,  8vo»  5$ Parhtr  d:  Son  .iH'/ 

{Geo.)  Genetic  Cycle  in  Organic  Nature,  roy.  12mo,  5t Lon(fvutn  1861 

Master  Builder's  Plan  :  Structure  of  Animals,  post  8vo,  6t0d Longman  185S 


. {Jno.)  Imperial  Dictionary,  with  Supplement,  2  v.  roy.Svo,  80s Blachie iJ^^i 

Ogilvy  (Mn,D,)  Book  of  Highland  Minstrelsy,  imp.  4to,  21«— red.  to  12s  Botworih    1S47 

-Poems  of  Ten  Years,  1846-55,  12mo,  6* Bogworth   1855 

■ Traditions  of  Tuscany,  in  Verse,  fcap.  8vo,  6s Botw(*rth    .,  ...1853 

— {O.)  Objections  to  the  Premillennial  Advent  considered,  2  e.,  fp.  8vo,  4s  Nitbei 1847 

The  Day  of  the  Lord,  12mo,  Zs  6d   Aisftrf i860 


Ogle  (Nath.)  Christ's  Sermon  as  Recapitulated  by  St.  Matthew,  12mo,  3s Watfrt4M 1854. 

—  Emigrant's  Manual  for  Western  Australia,  8vo,  14s  Frcuer    1839 

Mariamne;  or.  Lest  of  the  A&monean  Princesses,  8vo,  10s  6</  Prater   1839 

■  —  Steps  to  the  Study  of  the  Endowment  of  Mind,  post  8vo,  10s  Orf    T.  Uarrimm  ...1853 

{W,R,)  Bible  in  the  Collecto,  as  shown  in  QuesUons  upon  them,  &c.,  18mo,  2f  .   WeHkeim  1862 

Oglethorpe  (/.)  and  Otis  (/.)  their  Lives  (American  Biography),  12mo,  5s Botiom^  U.S.  ...1846 

O'Qurman  (Aifi.)  Intuitive  Calculations,  post  8vo,  8s  6d    Lorkwood  ....    1854 

Prince  of  Wales' Table  Book  of  Money,  Weights,  &c.,  12mo,  Is  ...  Lockwood  1855 

(Dav.)  Self -Instructive  Book-keeping,  Single  and  Double,  8vo,  6s Lockwood  1857 

0'Ck)rman's  Practice  of  Angling,  particularly  for  Ireland,  2  v.  post  8vo,  21s Lovyman  1845 

Ogston  {Pra.)  Syllabus  of  Lectures  en  Medical  Logic,  12roo,  Is Simpkin 1858 

O41anlon  ( W.M,)  Prise  Essay  on  SUte  of  the  Operative  Classes,  12mo,  2s Rel.  Tract  Soe,  1853 

Ohm  (Martin)  Spirit  of  Mathematical  Analysis,  transl.  by  Ellis,  post  8vo,  4s Parker  d: Son... i%^i 

Oil  Painting,  a  Handbook  of  Young  Artists  and  Amateurs  in,  12mo,  7s  6d  New  York ».  d. 

(Bogue's  Manuals),  18mo,  Is Boyue 1847 

Oilman's  Guide  and  Ready  Calculator,  12mo,  Is  Simpkin 1S48 

Oisin  {Bard of  Erin)  Poems,  translateil  by  H.  Simpson,  12mo,  5s Botwortk    1857 

Oke  {G.C.)  Friendly  Society's  Manual,  1856,  12mo,  6s BuU(rwortka...i$tiS 

Game  Poaching  Prevention  Act,  1862,  post  8vo,  Is BuittrwortJu  ...1862 

IIandyl)ook  on  the  Game  and  Fishery  Laws,  cr.  8vo,  10s  6«^   Bntterwortk* ..  i86z 

Law  of  Turnpike  Roads,  with  Cases,  &c  ,  2nd  edit.,  roy.  12mo,  18s ButienoorthB  ...i860 

Magisterial  Formulist^  8rd  edit.,  8vo,  85s BtUterwortkt  ...1861 

Synopsis,  7  e.,  44s  ;  Supplement,  6$,  '61;  8th  edit.,  8vo,  50s   Butierwortkt  ...i86» 


System  of  Solicitors'  Book-keeping,  8vo,  5s  BuiterworUu  ...1^4^ 

—  (ir.-S.)  Atonement,  and  other  Sacred  Poems,  post  8vo,  6s Lwagman  1836 

Observations  on  Surgery,  &c.,  2  v.  8vo,  14s Longman  1835 

O'Keefe  (AdeL)  Broken  Sword  ;  or,  a  Soldiei-*8  Honour,  a  Tale,  12rao,  6i    Groombridge  ...1854 

Patriarchal  Times;  or,  Land  of  Canaan,  new  edit,  12mo,  5s  6rf RivingUm 1842 

Poemsfor  Young  Children,  new  edit.,  18mo,  Is  Darton  i86x 

O'KcUy  {£.)  Consciousness;  or,  the  Age  of  Reason,  12mo,  Is  6</ /.  Chapman  ...1853 

Thoughts  on  Deity,  Divinity,  and  the  Church,  8vo,  2s  6rf J.  Chapman  ...1854 

{W.S.)  Development  of  Christian  Architecture  in  Italy,  plates,  roy.  8vo,  14f  ...  Longman  i860 

Oken's  Elements  of  Physio-Philosophy  from  the  German,  by  Tulk,  8vo,  10s  6rf    Ratf  Soe.    «  d 

Okey  (C//.)  Digests  of  Law  of  Subjects  between  Britain  and  France,  8vo,  10s Penning 1841 

Oloott  {If. A.)  The  Torchlight;  or,  through  the  Wood,  12mo,  7*  6</ Xew  York 1856 

{H,S.)  Sorgho  and  Imphee,  the  Chinese  and  African  Sugar  Canes,  post  8vo,  9s  New  York 1858 

Old  Abbeys  of  England,  with  Illustrations,  18mo,  Is  6<i~red.  to  Is Netton   i8tjx 

—  and  Young,  a  Novel,  post  8vo,  10s  6rf Smith  dg  Elder  1859 

—  Architectural  Ornaments,  20  phites,  Illuminated,  folio,  25s WoaU 1847 

—  Bachelors,  their  Varieties,  Characters,  &c.,  2  v.  post  8vo,  21s Macront    1835 

—  Chelsea  Bunhouse,  aTale,  12mo,  7s  6rf,  1854;  2nd  edit.,  2s  6d A.  Hall i«6o 

—  Christmas  Carols,  from  Manuscripts,  ed.  by  T.  Wright,  post  8vo Pfrfjr  Soe. ».  d. 

—  Church  Porch,  v.  I  to  8,  each  8s  6d.,  v.  4,  9s  6d,  roy.  8vo WhUtaker   1856-61 

—  Dower  House,  a  Tale,  3  V.  post  8vo,  81s  6(i  AV*r6y 1S44 

—  Earl  and  his  Young  Wife,  a  Novel,  8  v.  poet  8vo,  81s  6d BentUy  1841 

—  Eighteen  Fifty-One  and  Two ;  Records  of  Events,  2  v.  16mo,  each  Is   HouUon    1852 

—  Engagement,  a  Spinster's  Story,  post  8vo,  10s  6d Bentiep  1851 

—  England  :  Museum  of  National  Antiquities,  2  v.  folio,  45«  Cost 1844-46 

—  England's  Alarum,  12mo,  8s    Hatehard 1845 

Worthies:  Gallery  of  Portraits,  folio,  22s  6<i  Coir    1847 

—  English  Chronides,  edited  by  J.  A.  Giles,  post8vo,  5« Jf.Bohn 1847 

— Poetry  :  Chaucer's  Canterbury  Tales,  &o  ,  new  edit.,  roy.  8vo,  6s Grifin    1S60 

Songs  and  Carols,  edited  by  T.  Wright,  8vo Warton  Club  ..1856 

—  Field  Officer  ;  or.  Adventures  of  Major  Worthington,  post  8vo,  7s  6<i— red.  to  5s  A,d;C,  Blaek  185} 

—  Flanders;  or,  Ti-aditions  of  Bcljfium,  2  v.  post  8vo,  21« Newb^    1845 

—  Friends  and  New  Favourites  :  P  »etry  for  Youth,  12mo,  Is  6rf IfouUton 1850 

with  New  Faces,  by  A.  L.  0.  E.,  12mo,  2s  ^eUon  1858 

—  German  Theology,  Preface  by  Luther,  transl.  by  Mrs.  Malcolm,  12mo,  5s A,  Hall 1854 

—  Giagerbread  and  the  School  Boys,  a  Tale,  16mo,  8s— red.  to  2s  6rf Smith  ^b  Elder  1858 

—  House  by  the  River:  American  Sketches,  p.  8vo,  7s  6d,  Chapman  d:ff,-red,  is  WatdtkLock  .1853 

—  Humphrey,     i&e  Mogridge  ((/«>.) 

—  John  Bull  in  a  New  Coat;  or,  Modern  Practice,  12mo,  Is    Hatehard i860 

—  Johffe,  not  a  Goblin  Story  and  Sequel,  new  edit.,  12mo,  each  Is Lockwood  1861 

—  Jonathan  ;  or  the  DUtrict  and  Parish  Helper,  6  v.  folio,  each  Is  M  CoUin^ndge    Ann. 
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Old  Jonathan's  Kcture  Gallery,  obi.  4to,  U64 Atflolt    1857 

—  Maids,  their  Varieties,  Cbaracttrs,  and  Conditiona,  port  8vo,  d* Smith  it  Elder  1835 

—  Mao  ;  or,  BoTings  and  Ramblings  round  Gonlstone,  18mo,  U  iid Whittaker 1S49 

who  LiTed  in  a  Wood,  a  Story,  4to,  2»  6d Hamilton  185* 

—  Man's  Gonip  on  Literatare  and  Critici^im,  Svo,  3«    i^impkin 1839 

Bambles  :  Religioas  Tales  and  DialogucH,  new  edit.,  ISiuo,  ^  6d    llivinyton  i86a 

Thoughts  About  Many  Things,  cr.  8vo,  7#  6d fieUdi' JJuldtf...!)^ 62. 

—  Manor's  Heir,  poet  8to,  10»  Od    Saunders  d:  0,  1861. 

—  Meny  Rhymes  for  Young  Merry  Hearts,  18mo,  1*  iW Dean i8t8 

—  Monastery,  a  NotoI,  by  Author  of  Clara,  2  v.  pobt  8vo,  2U Jimtley 1856 

—  Norse's  Book  of  Rhymes,  Jingles,  and  Dittie^  4to,  6»~red.  to  8«  frf Orijith  <&/'....  1 8  $9 

—  Uak  Che^t ;  or,  a  Book  a  Gr«it  Treasure,  new  edit.,  16mo,  2«  iid  A.J/all 1869 

—  Paths  :  Readings  Founded  on  the  HomiUes,  by  a  LAymait,  ISmo,  U  6d Rixinyton  185 1 

—  Koadsand  New  Roads  (Reading  for  Trayellers),  12mo,  I«    Chapman  A  7/.  185a 

»  Roman  Well,  a  Romance  of  Dark  Streets,  &c.,  2  ▼.  post  8vo,  21<    Saunders  d:  0..iiii 

—  Sea  Captain,  square  16mo,  8t  6d Hd.  Tract  Soc.  1853 

—  Soldier's  Life  of  Wellington,  compiled  from  Maxwell,  12mo,  Is  ',  p06t8vo,  6« //.  Lokn    185a 

—  Sports  of  England,  18mo,  2s  6d,  Knight^  1846-red.  to  29 //.  Bohn    1849 

—  Stoiy  Books  of  England,  illust.,  16mo,  5#  C'ftapman  tk  JLiSs^, 

—  Slory-TeUer,  translated  from  the  German,  cr.  8?o,  Ga  Addiy    1853 

—  Tales  for  the  Young,  as  newly  told,  by  F.  P.  Palmer,  12mo,  3«  M Routkdye  1855 

—  Testament,  History  for  the  Young,  16mo,  6«  6(<,  1845  ;  n®^  tdit.,  2s  M Site.  P,  C.  A'....  1846 

Continuation,  16mo,  As\  cheap  edit.,  2s  6(/...  Sue.  P.  C,  A"...  1847 

Pocket  Commentary,  2  v.  18aio,  each  \s  id  \  or  1  v.,  2»6<i Rcl.  Tract  Soe.   1.^50 

—  Toby's  Addresses  to  bis  Friends,  fcap.  8to,  3<  6(£ J/oulston    1836 

—  Tree;  or,  Filial  Piety,  ISmo,  Is Dolman 1851 

—  Week's  Preparation  for  the  Loid's  Supper,  edited  by  Fraser,  16mo,  2s  JJI.ti'J.Parlxrt^^^ 

—  Wbitey's  Christmas  Trot  :  a  Story  for  the  Holidays,  16mo,  4s New  York 1856 

—  Woman  and  her  Pig,  square,  indestructible,  Is Law   1855 

—  Year  and  the  New  Year,  an  Allegory,  12mo,  Is  6(f   Whittaker 1848 

iiVhtcre  {Cetlric)  Uist  of  the  Old  Squires,  a  Sketch,  2nd  edit.,  fcap.  8to,  4s  6d  Lowjman   i86l 

Older  and  Wiser  ;  or,  Steps  into  Life,  12mo,  8s  Groombridye  ...185a 

Utdham  (/mo.)  Poetical  Works,  by  Bell,  12mo,  2#  6rf Griffin 1854 

{R,S.)  Lectures  at  Ghij^w  in  Passion  Week,  12mo,  2t  6d Ririugton  1851 

Mirror  of  Prophecy,  2nd  edit.,  fcap.,  Ss Rirington  i860 

(7*. )  On  Ancient  Irish  Pavement  Tiles,  4to,  5s    Lowjman    1842 

(M.ling(Trm.)  Youth's  Biblical  Calendar  and  Sabbath  Companion,  16ino,  1«  6(i  /.  F.  Shaw   ...1855 

oi'iknow  (/as.)  Month  in  Portugal,  12ino,  2«   Longman   1855 

(iZ.C?.)  Garibaldi  in  Sicily,  and  other  Poems,  fcap.  8vo,  2s   Limyuian  1861 

i^ldmixon  (Cajpt,)  Journey  from  Piccadilly  to  Pera,  poet  8 vu,  10s  tfcf Lougman  1 8  54 

Transatlantic  Wanderings,  12mo,  Is  «fi HmUledye  1855 

O'Leary  (/.)  Dispositions  for  Religious  and  Charitable  Uses  in  Ireland,  8vo,  10s  6t/...  Stevens  1847 

Bent  Charges,  &c.,  8yo,  21s  Lwtgman  1839 

(>{<*a;  or,  Rnssia  in  the  Tenth  Century,  a  Poem,  12mo,  7*  6ci,  HamiUon^  '55 — r.  to  Zs  i^d  Knight  d:  Son    1 8  59 

(Hie;  or,  the  Old  Wert  Room,  by  L.  M.  M.,  12mo,  7s  6d New  York 1855 

Vtiar  (M.)  Life  of,  by  B.  H.  Thompson,  fcap.  8yo,  4s Citrus    1861 

Uiin(/)r.^.)  Works,  being  Sermons,  Lectures,  and  Addresses,  2  y.  8vo,  14s New  York 185a 

IMsoouTses  f rom  the  Spirit- World,  by  R.  P.  Wili»on,  cr.  8vo,  4s  6d  New  York  w.rf. 

Greece  and  the  Golden  Horn,  edited  by  M'Clintock,  p.  8to,  7s New  York 1854 

Life  of ,  2  y.  port  8yo,  14s New  York 1853 

Tz«yel8  in  l^gypt,  Arabia  Petrsea,  and  the  Holy  Land,  2  y.  1 2mo,  1  <>s    ...  New  York 1 860 

Olimlee  (7%o.)  Poems,  12mo,  2s  W    Longman  1854 

Uliphant  {F.  W,)  Plea  for  Painted  Glass  :  its  Claims  as  an  Art,  12mo,  Is  6c^ J.JJ.d:J.Patkirii^^ 

-((?.//.)  Law  of  Church  Ornaments  and  Utensils,  post  Svo,  5s Longman  1851 

■        Hore?s,  Racing,  Wagers,  &c.,  12mo,  7siid Siceit 1854 

—  Pews  in  Churches  and  Chapels,  port  8 vo,  6s   Longman  1853 

— Metropolitan  Interments  Act,  1860,  jiost  8vo,  3s Longman  1^50 

' (Lau.)  Elgin's  Mission  to  China  and  Japan,  1867-9, 2  y.  Svo,  424—r.  to  21s  ...  Black  woods   ...18  6a 

— Journey  to  Nepanl,  12mo,  2s  Gd  ^ Murray 185* 

Russian  Shores  of  the  Black  Sea,  1852,  4th  ed.,  Svo,  14«  lilaekwoods    ...1854 

-  Minnesota  and  the  Far  West,  Svo,  12s  6c/ Blackwooda  ...1855 


Pirtriotsand  Filibusters,  Incidents  of  Travel,  port  Svo,  5» Black-woods  ...i860 

■  Transcancasian  Campaign  under  Omer  Pasha,  port  Svo,  \0s  6d Blackwoods  ...1856 

Universal  Suffrage  and  Napoleon  the  Third,  Is    Blackwoods   ...i860 

(Mrs.)  Adam  Graeme,  of  Mosigray,  8  v.  post  Svo,  81s  6d  ;  cheap  edit.,  5s  Hurst  A  B.    ..i860 

—  Agnes  Hopetoun's  Schools  and  Holidays,  a  Story,  12mo,6ji—r. to 346c{  MacmiUan i86a 

Hany  Muir,  a  Story  of  Scottish  Life,  2nd  edit.,  3  v.  p.  Svo,  31*  6d  Hurst  dt  B 1853 

House  on  the  Moor,  3  v.  cr.Svo,  Zls^d Hurst  d:  B i860 

Katie  Stewart :  a  True  Story,  12mo,  6s— red.  to  4s blackwoods   ...1855 


life  of  Eda-ard  Irring,  2nd  edit.,  revised,  2  v.  Svo,  80s    Hursl  ds  B i86a 

LiUiesleaf :  Conclusion  of  Margaret  Maitland,  8  v.  p.  Svo,  31«  6f/...  Hurst  d:  H 1859 

Magdalen  Hepbnm,  a  Story  of  the  Reformation,  3  v.  p.  Svo,  81s  tid  Hurtt  d:  B 1854 


Merkland,  8  V.  port  Svo,  31s  6(2  Colbum    1850 

Mrs.  Margaret  Maitland, 2  e.,  p.8vo,6j»,  Colbum j'$i;  ch.  ed.  fcftp.2s  Hartitn i860 

Orphans,  postSvo,  10s  6(/— rod.  OSfHarsl  d:  B.,'y/i  ch.  ed.,  fp.  2d  Chapman  d:  H.1Z60 
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Olipbant  (^r*.)  Q^iet  Heart,  a  Story,  post  8to,  10«6<i Blaekwiod*  ...1854 

Sundays,  12mo,  6»,  /Vi>&g«,  1857 — ^red.  to  8«  6<i Grl^in 1861 

— The  Athelinga  ;  or,  Three  Gifts,  8  v.  post  Sto,  81«  M    hiackwood»  ...1857 

■  Zaidee,  a  Romance,  St.  post  Sro,  Z\tM Bladwoodi  ...1855 

{Oct.)  Frerwin,  a  NotcI,  2  t.  post  8vo,  14a Bf)pe  185^ 

(5tr  6>»car)  Collected  Poems,  post  8vo,  6« Ilf^pe 1857 

■  Historical  Account  of  China,  post  Sto,  24  6(i    Hope 1857 


(Tho.)  Madrigals,  Ballets,  Roundelays,  Ac,  12mo,  12« CafHn   1838 

-  Selections  of  Extracts  for  Schools  and  Families,  12mo,  29  6d namiU^m  1862 


Olive  Branch,  12mo,  2«6d WhUtijJcer 1838 

• —  or.  White  Oak  Farm,  12mo,  5s  Philaddpkia...i%^i 

Olireira  {B,)  Essay  on  the  Resources  of  Portugal,  Sto,  8<  Ridgway    1853 

Oliver  Cromwell,  an  Historical  Romance,  8  t.  post  Svo,  81s  M Colhwm 184a 

the  Protector,  a  Tragedy,  Sto,  28  6<2    Mitchell 1847 

OllTer  {B.L.)  Forms  in  Chancery,  Admiralty,  ftc,  in  Federal  &  State  Courts,  Sto,  1S«  Botton^  U.S....^^^ 

(Z).)  First  Lines  of  Physiology,  for  the  Use  of  Stuiienta,  2nd  edit.,  Sto,  ISs  BotUm,  U.S.  ...1544 

• (i?c{w.)  Student's  Companion  to  Apothecaries' Hall,  32mo,  4a ChttrcMU  1837 

{P.£.)  Extracts  from  Boston  Medical  Records,  8  t.  Sto,  each  14a Boston,  U,S....t^^ 

(Dr.  0.)  Account  of  Religious  Houses  on  the  RiTor  Witham,  12mo,  4a Sj}€ncer 1846 

Biography  of  English,  Irish,  and  Scotch  Jesuits,  Sto,  12a  V-Jmam 1845 

"  Ecclesiastical  Antiquities  in  DeTon,  8  t.  Sto,  20a KickoU 1844 

■  History  of  Catholic  Religion  in  West  of  England,  Sto,  12a— red.  to  8a   DUman 1857 

■ the  City  of  Exeter,  with  Memoir  of  Author,  &c.,  Sto,  12a6d  ^oit^naa  1861 

■ WolTerhampton  Collegiate  Church,  Sto,  7a  6<i    LvmjvMn  1836 

■  LItos  of  the  Bishops  of  Exeter,  Sto,  16a  Longman  iSbi 

- — — Monasticon  Exoniensis  :  Records  of  Cornwall,  Ac ,  folio,  80a Longman  1 846 

-  Supplement  to,  folio,  12$  6(i Longman  1854 


-  {Geo,)  See  also  Masonic. 

-f Accountof  Schism,  and  Origin  of  the  Royal  Arch,  Sto,  2a  6d  Spencer 1847 

'- Antiquities  of  Freemasonry,  8to,  10a  6rf  ;  roy.  8to,  Ida Spencer 1843 

Book  of  the  Lodge  Officer's  Manual,  12mo,  5a  /Spender 1856 

Brief  History  of  Witham  Lodge,  8to,  la  6d Sjtencer ...1841 

Dictionary  of  Symbolical  Masonry,  12mo,  7a  6rf       Spencer 1851 

Existing  Remains  of  the  Ancient  Britons,  12roo,  la  6d  Spencer 1847 

Historicalljand  Marks  of  Freemasonry,  2  t.  8to,  40a Spencer 1845-6 

-^ ^—  Freemasonry,  from  1829-41,  12mo,  4a    Spencer 1841 

Initiation  to  Freemasonry,  Sto,  10a  6d;  roy.  Sto,  16« ^^neer 1840 


Inngniaof  the  Royal  Arch,  Sto,  2a   Spencer 1847 

Institutes  of  Masonic  Jurisprudence,  12mo,  9a Spencer 1859 

Jacob's  Ladder  :  Pastoral  Addresses,  12mo,  4a Spencer 1845 

Lectures  on  Freemasonry  (Signs  and  Symbols),  fcap.,  7a Spencer 1857 

Mirror  for  the  Johannite  Masons,  12mo,  5a   Spencer 1848 

ReTelations  of  a  Square  :  Sayings,  &c.,  of  Ifasons,  12mo,  9a  M Spencer 1855 

Star  in  the  East :  Msaonry  and  Religion,  12mo,  5a  6d Spencer 1850 

-Symbol  of  Glory;  or.  Object  and  End  of  Freemasonry,  Sto,  10a  6<i  ...  Spencer 1850 

Theocratic  Philosophy  of  Freemasonry,  12mo,  7a Spencer 1856 

•  (N.)  ETcnts  in  the  Life  of  Rct.  Josiah  Thompson,  12mo,  8a  6d Mirington  1836 

Secret  History  of  Dissent,  2nd  edit.,  12mo,  6a  6rf    ffenderton 1841 


'{Peter)  Puritan  Commonwealth  in  Massachusetts,  8to,  168 Boeton,  U.S.  ...1856 

•  Scripture  Lexicon,  with  Obsolete  Words,  18mo,  (>a  Wkiitaker 1843 


-(Sam.)  Emma  Whiteford  ;  or.  Death  in  the  Bosom  of  the  Church,  12mo,  2a...  Hope 1852 

■  Memorials  of,  by  Genrase  Smith,  ISmo,  2a    Mason  1853 


(Step.)  Rambles  in  Northumberland,  &c.,  12mo,  99  6d Chapman^ H.  1835 

•  (Tko.)  Hymn  on  the  Last  Judgment,  &c.,  12mo,  la  6rf    Ifamilton 1861 

(FT.)  Scenery  of  the  Pyrenees,  folio,  84a Colnagki  1843 


OliTer  and  Boyd's  EdinbuiKh  Almanack,  1 860-8,  1 2mo,  each  6a  6d Simpkin   . .  .Annual 

■  Guide  to  the  West  Highlands,  Oban,  Staffa,  &c.,  post  Sto,  la Simpkin i860 

Scottish  Tourist,  20th  edit.,  post  Sto,  6a  6<i Simpkin 1S60 

■■ Edinbuigh,  Glasgow,  and  Trossachs,  p.8To,ea.  la  Simpkin i860 

Oliria,  a  Tale  of  an  Hour  of  Idleness,  12mo,  la Simnu   1848 

Ollendorff  {H.O.)  French  Genders,  12mo,  2a    NnU  J845 

Method,  12th  edit.,  8to,  12a;  Key  to,  7a WhiUaker 1861 

for  Schools,  9th  edit.,  12mo,  6a  6rf WHttaker 1861 

■  German  Grammar,  by  Bertinchamp,  12mo,  6a6rf;  Key,  8a6<i   ...  Bailliire    1848 

Dulckcn,  12mo,  6a6<i;  Key  to,  8a  M  Xutt  1858 

KeytoGands,  12mo,  4a  6(i     Black 1845 


-  Introduction  to  Learning,  12mo,  8a  6d Whittaker 1855 

.Method,newed.,  STo,V.l,12a,'6i;  V.2,12a,'67;  Key  to,  7a  WhiUaker i86« 

abridged,  by  F.  F.  M.  Foerster,  12mo,  8a  6d  AUman 1859 


■  Writing  Simplified,  Sto,  2a    Whittaker 1838 

by  Dulcken,  post  Sto,  2a  WiUiams  A  N.  1859 


Italian  Method,  Sto,  12a;  Key  to,  7a Whittaker 1850 

Primary  Lessons  in,  by  Greene,  18mo,  8a    New  York »■  ^^ 

Spanish  Method,  Sto,  12a,*i85«  ;  Key  to,  7a    Whittaker 1859 

by  Yelaaques&Simmone,  12mo,  10a  6rf,  '50- r.  5a  6d  WiUiamMd:N,  1859 


1835-1862]  OLLERENSHAW OPTIC  571 

Ollerexuliair  (/.C)  Sabbath-Day  Labour  U  Seventh -Day  Slavery,  12nio,  Zi  Partridje 1849 

011ier(CAa.)  Fallacy  of  (ibosts,  Dreams,  aad  Omeas,  12mo,  Ctf  (>c/ Oiler 1^4^ 

Ferrers,  a  Homanoe  of  the  Ueign  of  George  XI.,  3  v.  post  8to,  81<  (Scf .  htntly    1^41 

OUiTaDt  (Bp.)  Account  of  the  Fabric  of  Llandaff  Cathedral,  4to,  14«— red.  to  7<  6<i  Riv'u*yton  i860 

Analysis  of  the  Hebrew  Text  of  History  of  Joseph,  8vo,  6* Parker  <C-  sSon.  1^:42 

Olmsted  (Prof,  £>.)  Astronomy,  in  Connection  with  Literju-y  History,  cr.  8vo,  6« AVw  York u.  d, 

Compendium  of  Astronomy,  new  edit.,  12mo,  i$6d, Ntw  York 12^55 

■ Introduction  to  Natural  Philosophy,  8to,  18*  AV»  York u,  d, 

• Mechanism  of  the  Heavens,  new  edit.,  post  8vo,  5i   AeUoti    1)^56 

On  the  Aurora  Borealis,  with  an  Api>endlx,  by  Force,  4to,  8<  Ui    Wathint/ton  ...1856 

Budimentaof  Natural  Philosophy,  12mo,  3«  tid Aew  York n.  d. 


-{F.A.)  Inddentsof  a  Whaling  Voyage,  fcap..  8vo,  7*  6d H7% 1S43 

-  (F.L.)  Journey  through  Texas,  new  edit.,  cr.  8vo,  Sm  6d   Xew  Ywk 1839 

to  the  Seaboard  Slave  States,  post  8to,  10«  6<i  Sew  York 1856 


.  Journeys  in  the  Back  Country,  cr.  8vo,  8s  M A'eto  York 1861 

-in  the  Cotton  Kingdom,  2nd  edit.,  2  v.  post  8vo,  21«...  Low    i86a 


Walks  of  an  American  Fanner  in  England,  post  8vo,  Ss  6<i  botjut    1853 

-(J,M.)  Noah  and  hU  Times,  12mo,  1«  6<i H'.  CMifut 1854 

-  Our  First  Mother,  fcap.  is AVir  York 1852 


Olney  (/.)  Practical  System  of  Modem  Geography,  88th  edit.,  12mo,  4to  Atlas,  6*...  Sew  Yurk 1855 

OUbauaen  (Her,)  Comment  on  Corinthians,  translated  by  E.  Cox,  8vo,  9i Hamilton  1851 

Galatians  to  Thessaloniana,  8vo,  10»  6d Hamilton  1*^51 

Ghnpels  and  Acts,  4  v.  cr.  &vo,  42a— red.  to  24«  Ha.ntilitn.  .184S-60 

■ Fhilippians,  Titus,  and  1  Timothy,  8vo,  10«6<i HamiOiAt  185a 

Romans,  8 vo,  10«  6(/    Hamilt'in  1850 

Oljmpia  in  the  Crimea  ;  or,  the  Cave  of  Inkermann,  post  8vo,  7<  6t/   Haundtra  <&  0.  1855 

Olympiodori  Scholia  in  Pkitonis  Phsedonem,  8vo,  4«  id    WilUuiMd:  N,  1847 

Olympus,  po8t8vo,  5j — red.  to  2s 8impki» 1855 

Omar ;  or,  the  Captive's  Escape,  an  AUegoiy,  12mo,  2s  6d Catk 185a 

Omnipotence  of  Loving-Kindness,  a  Lady's  Mission  among  the  Fallen,  cr.  8vo,  3s  Qd    Nithcl    ,u 1  .i6 1 

O'Moore  (&)  Annie  Gray  ;  or.  Experience  of  a  Week,  square  18mo,  Is Wkittaker 1851 

Family  of  Glencarra,  aStoiy,  12mo,  4s  Ccf Whittaker 1851 

Voice  of  the  New  Tear,  ISmo,  Is  6d  Setlty 1850 

On  the  Deteriorated  Condition  of  oar  Saddle  Horses,  12mo,  8s Hatchard  1853 

Repeal  of  the  3SHh  Canon  of  1608,  8vo,  Is JUvivyton 1861 

Once  a  Week,  7  v.  roy.  8vo,  each  79  6d ^rae^itry...  1859-62 

among  a  Thousand,  or  Thoughts  on  Proverbs,  ch.  zxxi.,  18mo,  Is  6d Curry    1847 

One  and  Twenty,  a  Novel,  by  Author  of  Wildflower,  8  v.  post  8vo,  dls  6<i Hurat  JsB.    ...1858 

-~—  Hundred  Skeletons  and  Sketches  of  Sermons,  by  Wesleyan  Ministers,  Time,  4s  Barllat 1846 

^—  Story  by  Two  Authon  ;  or,  a  Tale  without  a  Moral,  fcap.  8vo,  3s  6<2  Masters 1862 

Tract  More,  by  a  layman,  12mo,  2s  6d    Ritinyton  1841 

Trial,  a  Novel,  by  H.  &.  C,  2  v.  post  8vo,  21s Newhy    i860 

Two,  Buckle  My  Shoe:  Ten  Designs  on  Stone  by  C.  R.  B.,  4to,  7s  6<£ Hamilton  1856 

O'Neill  (CkaJ)  Chemistiy  of  Calico  Printing,  Dyeing,  and  Bleaching,  8vo,  Ids TriiAner i860 

—  Dictionary  of  Calico  Printing  and  Dyeing,  8vo,  6s Simpkin 1862 

• — ' (J?.)  Ancient  Crosoesof  Ireland,  Pts.  1  to  3,  folio,  each  21s  Ackermann  1853-5 

Guide  to  Pictorial  Art,  8vo^  2s,  1846;  12mo,  Is Roumey 1851 

{H.B.)  Nug»  Canore,  a  Collection  of  Poems,  12mo,  6s  6rf Orr 1847 

(Jno,)  Drunkard,  a  Poem,  illustrated  by  Oruikshank,  12mo,  2s  (&d  Moyue 184a 

■  Hugh  O'Neill  the  Prince  of  Ulster,  a  Poem,  16mo,  Is Simpkin 1859 

(Pat,)  Carpenter's  Guide  in  SUir  Building,  folio,  12s Jiichmvnd^S.S.  i860 

{Wm.)  Bibticaland  Theological  Gleanings,  8vo,  28s Ward    1854 

Catechism  of  Popery,  12mo,  Zs  6d  Ward 1857 

-  Unchanging  Love,  18mo,  2s,  i860— red.  toUM  Trutider  i86a 


On£froy  (^.)  French  Grammar,  12mo»  3s  6rf Lwigman  1838 

Onion  (i^./.)  Eome*s  Fate  in  the  Latter  Day,  post  8vo,  10s  6(2   Digby    i860 

Only  a  Dandelion,  and  other  Stories,  by  Author  of  Flower  of  the  Family,  fcap  ,  5s...  New  Yorik 1855 

Tale,  by  Author  of  Trap  to  Catch  a  Sunbeam,  12mo^  Is  6d,*^^ ;  n.e.,18mo,ls  Loekwood  1856 

Onwards,  a  Novel,  *3  V.  post  8vo,  81s  6(i  HuntJkB,    ...1858 

Onwbyn  (/as.)  Guide  to  North  and  South  Wales,  18mo,  2s Onwhyn 1856 

(T.)  Mr.  and  Mrs.  Brown's  Visit  to  the  Exhibition,  pi..  Is  6d ;  cold.,  3s  6d  Ackermann   ...1851 

Opdyke  (^.)  Treatise  on  Political  Economy,  12mo,  5s New  York 1851 

Open  and  See  :  First  Beading  Lessons,  square  16mo,  2s A.  Hall 1862 

Oper  (TbM.)  Christmas,  Next  Christmas,  and  Christmas  After  That,  12mo,  2s  6d  ...  Jaa.Blackwood  1856 

Opie  (i/rs.)  Adeline  Mowbrsy ;  or.  Mother  and  Daughter,  a  Tale,  12mo,  6t Lonyman  1844 

Father  and  Dau^^ter,  and  Temper,  Tales,  12mo,  6s Longman  1844 

— ^»  Memorials  of,  byMissBrightwell,  8vo,  1  OtM,  Longman^ '  54 ;  n.  e. ,  1 2mo.  2s6d  HeL  Traei  Soe.  1855 

-  Miscellaneous  Tales,  13  v«  18mo,  each  Is  6d S.  O.  Beeton  ...i%^9 

1.  All  is  not  GoU  that  Glitters.       6.  Happy  Faces.  10.  Iluffian  Boy. 

2.  Appearsnee  is  against  her.  7.  Love  and  Duty.  11.  Stage  Coach. 

3.  Brother  and  Sister.  8.  Mysterious  Stranger.      12.  White  Lies. 

4.  Father  and  Daughter.  9.  Opposite  Neighboor.      18.  Wife's  Duty. 
6.  Father  and  Son. 

Opinions  of  Eminent  Men  on  the  Bible,  12mo,  6a;  8to^  12s Rodd 1838 

Opttc  {OdPtr)  Now  or  Never,  aStory,  fcap.  8vo,  5s Cincinnati 1861 
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Oram-nJih-AlbRiii,  Ghielic  Songs,  folio,  15«  Simptin., 

Oram  {J/.  A.)  Arithmetic,  Master's  Copy,  Pts.  1  &  2,12mo,  ea.  Zt;  Ptit.8&4,in  1  v.,3«  Ham.UUm 

Pupil's  Copy,  12mo,  Pt.l,l*6<^;  Pt.2,2f;  Pt8.S&4inl,  2$  HamiUim,..\%^ 

{Wm.)  Disoourses  OD  the  Qospels,  12mo,  6»  Jadstonde  W.. 


«49 

841 

44 
S36 

«59 

861 

849 
S6c 
858 
S56 
847 

«4$ 
S51 
844 
86t 

8S+ 

,    .  85+ 

Ordericus  Yitalis  :  Boclesiastical  History  of  England  and  Normandy,  8  v.  post  8to  ...  Anliqn.  Soc,  1853-4. 

translated  by  Forester,  4  t.  post  8vo,  20« If.  ^A*  ...1858-60 
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Oiunge  {/no.)  Anglo-Hebrew  Bible  Expositor,  8to,  8s    /«ddd:Olaa. 

Timothy  :  Letters  to  the  Toang  on  Doctrine  of  Grace,  12mo,  2s Ward 

OrangeSeed,  18mo,  1»    Morgan.., 

Onitorsof  France  :  Guisot,  Lanuurtine,  Thiers,  &c.,  12mo,  U  6<i Teffg  ...... 

Orb  of  Light ;  or,  the  Apocalyptic  Vision,  by  a  Lady,  cr.  8vo,  6« Werlkdm 

Orchard  (G.II.)  Concise  Hutory  of  Foreign  Baptists,  by  Graves,  new  ed.,cr.8T0,6«  6d  Trubner... 

{Wm  )  Assarance  Premiums  for  Annuities,  new  edit.,  roy.  8to,  lOtdd Lfmgman 

Ord  {J,W.)  History  and  Antiquities  of  Clereland,  4to,  42f SimjJnm... 

Rurul  Sketches  and  Poems,  12mo,  5s Simpldn.,. 


-(W.)  Every  Mother's  Book,  12mo,  Is  ThomoM  . 


Order  of  Administration  of  the  Holy  Oommnnion  in  Church  of  Sootland,  4to,  6s Bunn 

-  Lord's  Supper,  82mo,  Is Saundert^O. 


Confirmation,  lUustmted,  12mo^  Is    Jiunu 

•  Household  Devotion,  8vo,  6«  Lamlcg  . 

■  Solemnisation, of  Matrimony  and  Burial  of  the  Dead,  4to,  2«  6d    Snow.. 


Orderson  (J.W.)  Creoleana  :  Scenes  and  Incidents  in  Barbadoes,  12mo,  6s Saundcn  A  0, 

Ordination  Questions  and  Answers,  12mo,  8s  6(i,  TY^asA6ottnie— red.  to  8s  BtU  <£-  holds 

Ordnance  Manual,  United  SUtes  Army,  8rd  «dit.,  12mo,  15« Pkiladdpkia.. 

Maps  and  Survey.     Su  Appendix. 

Survey:  Astronomical  Observations,  by  Yolland,  1842-50,  4to,  42s Longman  

Measurement  of  Lough  Royle  Base,  4to,  plates,  21« Longman  

Ore  from  Precious  Mines,  82mo,  2a6d Hamilton,  

Ore-Seeker,  a  Tale  of  the  Harts,  by  A.  S.  M.,  illnst.,  fcap.  4to,  15s Macmillan    .. 

Oregon:  Statement  of  the  Claims  of  the  United  States  to,  8vo,  2s  6d Wileg 

O'Reilly  (/.)  Placenta  :  Nervous  System,  Blood,  &c.,  Examined,  8vo,  5s Churchill 

-(Jf.)  Views  in  the  Black  Sea,  folio,  21*   Dap  d:  Son    .. 
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.  Thirty-nine  Articles,  V.  1,  8vo,  8s ;  V.  2,  12*    Orger 1P47-8 


Oremus  :  Short  Prayers  in  Verse,  for  Sundays  and  Holydays,  12mo,  3s  6(<    RivingUm 

Orestes  and  the  Avengen,  an  Hellenic  Mystery,  in  8  Acts,  12rao,  2s  6(i    ParkeritSon.. 

Orfila  (Pro/.)  What  to  do  in  Cases  of  Poisoning,  12mo,  S«  6d ;  on  sheet,  U  td  Sherwood  

Orf ord  (/Ztc.)  Scriptural  Catechism  for  Sunday  Schools,  18mo,  2a  6d Simpkiv 

Organisation  in  Daily  Life,  by  Author  of  Friends  in  Council,  post  8vo,  5s Parlxrd:  Son. 

Onsans  Built  in  Engknd  from  Charles  IL's  Time,  12mo,  6s  Masters 

Orger  (FTtn.)  Lectures  on  the  History  of  Lot,  12mo,  8s   Orger 


Oriental  Album,  imp.  foL,  hf.-mor.,  5^  5s;  tinted,  102 10s;  cold,  and  mounted,  16/  15s  Madden 
-newedit.,  imp.  4to,  coloured,  80s Madden 


Annual,  1884-40,  post  8vo,  each  21s;  large  paper,  52s  M Churion    ...183. 

Bible,  illustrated,  calf,  18«  6d Partridge  

Fairy  Tales,  illustrated  by  Harvey,  12mo,  5s — ^red.  to  3s  6<i  Ruuiledge  

Portfolio:  Scenery,  &c.,  of  the  East,  foL,  42« Smithd:  Eider 

Tales  of  Fairy  Land,  12mo,  4s  6(i   New  York 


Origen  and  Cyprian,  Lives  of,  12mo,  Is  4d  Bel.  Trad  Soc. 

Origenes  (A.)  Philosophumena,  sive  omnium  Hseresium  Befutatio,  ed.  Miller,  8vo,10s  J. If. d: J. Parker 

Origin  and  History  of  Passenger  Transit  on  Railways,  8vo,  5s  Rit^mantwortk 

of  Evil  in  the  World,  by  a  Layman,  post  8vo,  8s Parker  d:  Son. 

Fasts  and  Festivals  of  the  Church,  12mo,  2s  6d Brookes 

First  Protestant  Mission  into  China,  8vo,  5s Simpkin 


Original  Anecdotes  of  British  Quadrupeds,  18mo,  8s   Eodwdl 

. Ballads,  by  living  Authors,  edited  by  Thompson,  8vo,  10s  6d Masters 

Familiar  Correspondence  between  Residents  in  India,  post  Svo,  10s  6d Blackwood^   ... 

Family  Sermons,  5  v.  12mo,  82s  6d Parker  df  Son,. 

Hymns,  edited  by  Leifchild,  ]8mo,  8s  6(2   Ward 

■ on  Scripture  Texts,  and  other  Poems,  12mo,  8s N<Uekard. 

Letters  and  Papers  on  Irish  Church  History,  by  Shirley,  post  8vo,  10s  6<i  ...  RivingUmr  

of  Literary  Men  of  England,  ed.  by  Sir  H.  Ellis,  4to Camden  Soc  ... 


National  Melodies  of  Scotland,  imp.  8vo,  25s Virtue 

Private  Prayers,  32mo,  Is Haselden   . 

Righteousness,  by  a  Berean,  8vo,  Is  6ci  Walker  ...  , 

Sketches  in  Poetry,  by  E.  L.  B.,  12mo,  6s Seeing 

Tales  ;  or.  True  Stories  for  my  GrandchlMren,  2nd  edit,  18mo,  28  6<i  Ward 

and  Select  Hymns  :  a  Companion  to  Sacred  Poetry,  82mo,  2s  6(/ Van  Voont 


Orleans  {Chas,  Duke  of)  Poems,  during  his  Captivity  in  England,  4to  RmAurghe  Club 

( Dudi.  of)  Memoirs  and  Correspondence,  tr.by  Mrs.  Austin,  2  e. ,  8vo,  6s  J^s    

■  Reminiscences  of,  by  Von  Schubert,  post  8v'o,  7s  6d Marlborough... 

{Pere  d)  History  of  the  Tartars  who  subdued  China,  8vo JffaMuyt  Soe... 

Orlebar  (Mrs.)  Harry  and  Walter  ;  or,  the  Church  Spire,  and  other  Tales,  18mo, Is  6d  Simpkin 

Orlich  {L.  von)  Travels  in  1842-8,  tr.  by  Lloyd,  2v.  8vo, 25s, Zon^^maw, '4 5  -r.to7«6d  H.Bohn 

Orme  {Geo.)  Roger  Miller;  or,  Heroism  in  Humble  Life,  new  edit.,  12mo,  2s\  ls6(i  Bennett  

Ormerod  (Z)r.)  Civil  War  Tracts,  sm.  4to     ChdhamSoe... 
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OrmercKl  (f.Z.)  Pathology  and  Treatment  of  C^ontinued  Ferer,  8vo,  Ss Longman  1848 

( IK. />.)  Clinical  Collections  in  Surgery,  8to,  10«  6<i Louyman   1846 

Onnona(^>itl>e)  Life  and  Letters  of,  6  t.  8vo,  46« J.ti.dJ.ParkeriS  si 

Onuonde  (Marq.)  Autainn  in  Sicily,  roy.  8vo,  21«;  imp.  8vo,  Sla  6d  Simpkin 1850 

Orm»\tj  {W.L.)  Description  of  Present  System  of  Bank- Note  Engraving,  imp.4to,  2is  New  York 1856 

Ormulain,  Anglo-Saxon  and  Englifib,  edit,  by  White,  2  ▼.  8yo,  36«->ied.  to  21« JJ/.dJ  Parker iS $7 

Ornament,  adapted  from  Natural  Foliage,  Flovera,  Sea-Weed,  &c.,  4to,  21« A.  Hall 1858 

Ornamental  Designs  for  Brass  and  Iron  Work,  imp.  4to,  27s    Fullarton  1851 

Decorations,  &c.,  Pts.  1  to  6,  foL,  each  21s Oruner  1848 

Furniture,  &c.,  imp.  4to,  80s    FuUartun  1850 

Iron  Work,  imp.  4to,  42s  Weak 1840 

Silver  and  Gold  Work,  imp.  4to,  83s FullarUm  1850 

Flower  Garden  and  Shrubbery,  V.  1  to  4,  4to,  each  42s— red.  to  28s    ...   WiUu  i8s2-4 

Omamentist,  or  Artizan^s  Manual,  imp.  4to,  45s FullarUm  1845 

Ornaments  Discovered,  a  Tale,  18mo,  2s6<£,  1850— red.  to  Is  6<£ Barton  1861 

Omiby  iOto.)  Sketches  of  the  City  of  Durham,  8vo,  6s WhiUaker 1851 

Urobio  (/.)  Israel  Avenged,  transl  by  M*Caul,  8vo,  Is  Ccf Wertheim 1840 

0'&v»arke  (/jco.)  Lamiia  of  the  Soul,  18mo,  Ss6d Duffy 1862 

Orpen  (JCE.H.)  Anecdotes  and  Annals  of  the  Deaf  and  Dumb,  12mo,  10s Hamilton  1836 

Life  of,  by  Mrs.  Le  Fanu,  post  8vo,  5s  WeUfrton.  i860 

Orphan,  aRomance,  by  Mootoo,  post  8vo,  8s    A,  Hall 1850 

or.  True  Principles  of  Religious  Education,  18mo,  2m  ^d Simpkin 1841 

of  Nepaul,  a  Tale  of  Hindustan,  post  8vo,  7s  6c{  Saunders  d:  0.  1840 

Waterloo,  fcap.  8vo,  6s6d,  CundcUl,  1845— red.  to  8«  Crf    //.  Bohn    1850 

Orpfaaosof  Glenbirkie,  a  Story,  18nio,  2s  6df  Groofnbridge^  '42;  n.  e.,  fcap.  Svo,  Is  Allmnn 1849 

Qlenulva,  a  Story  of  Scottish  Life,  fcap.  Svo,  2s  fid Hamilton  1862 

Lissau,  and  other  Jewish  Narratives,  newe<1it.,  12mo,  2s Simpkin i86i 

Orphan's  Friend,  a  Tale,  by  a  Clergyman's  Widow,  18mo,  2s See/q/ 1849 

Inheritance,  a  Tale,  18mo,  2s  64   HoutMon  1845 

Trial,  a  Tale  in  Blank  Verse,  12mo,  8s  6d Pickering  1847 

Orphanhood,  a  Freewill  Offering  to  the  Fatherless,  sm.  4to,  Gs  ;  lar.  pap.,  12s P.  Jarkson 1847 

Orphan  Warbler;  2000  Songs,  Duets,  Glees,  &c.,  18mo,  2s  Gd W.  ;\/ .Clark  ...1847 

Orpheus  {C\K.)  Papers,  12mo,  7s  6d New  York 1862 

Orr  (/10.)  Theism:  Treatise  on  (Jod,  Providence,  and  Immort!ility,8vo,8s~rcd.  to  5»  Simpkin 1858 

-  (/.il.)  Principles  of  Surgery,  12mo,  lOaSd Chnrvhill  1850 

Orr's  Circle  of  the  Sciences,  new  edit.,  9  v.  8vo,  each  5s    Grijin    1861 

V.  1,  Organic  Nature — Physiology,  &c.  V.  2,  Botany,  &c.  V.  8,  Zoology,  kc. 
V.  4,  Inoiigan ic  Nature — Geology, &c.  V. 5,  Navigation,  &c.  V.  6,  Chemistry,  Light, 
kc,  Y.  7,  Practical  Chemistry,  &c.  V.  8,  Mathematical  Sciences,  &c.  V.  9, 
Mechanical  Philosophy. 

For  separate  Treatises,  tee  Appendix. 

Household  Handbook,  V.  1,  Medicine,  &c.,  12mo,  2s  6d;  V.  2,  Cookery,  2s  ed  Orr 1854 

OrRini  {Felice)  Account  of  the  Austrian  Dungeons  in  Italy,  new  edit.,  12mo,  Is Rouiledge  1859 

Memoirs  and  Adventures,  written  by  Himself  Svo,  6s   Hamilton  1857 

Ormnir  (Abbi)  Flowers  of  Heaven  ;  or,  Examples  of  the  Saints,  18mo,  2s  6d Dolman 1853 

Ortho<]ox  Doctrine  of  the  Apostolic  Bsstern  Church,  post  8vo,  5s WhiUaker 1857 

Orthographical  Appendix  to  the  English  Dictionaries,  64mo,  Is Afmley  1855 

(Mon  {Jas.)  Enthusiast;  or,  the  Straying  Angel,  a  Poem,  sm.  4to,  5s Pickiring  1852 

Excelsior;  or,  the  Realms  of  Poesie,  sm.  4to,  (^»   Pickering  1851 

The  Three  PftlaceSy  and  other  Poems,  12mo,  3s  Jiosieorth   1859 

(Job.)  Pnujtical  Works,  2  v.  8vo,  24s Tegg  1842 

(Jno.)  Turf  Annals  of  York  and  Doncaster  to  1843,  8vo,  12s  Longman  1844 

"(J.M.D.)  Gamp  Fires  of  the  Red  Man,  12mo,  6s    New  Ywk 1855 

OsbomM.)  Field  Notes  of  Geology,  12mo,  Is  «d    New  York 1858 

(Nen,)  Fame,  the  Real  and  the  Ideal,  aPlay,  8vo,  2s  6(2  Gilbert  x8$o 

(^.^.)  Pilgrim  in  the  Holy  Land,  12mo,  8s  6<i Hogg  A:  Son%...  i%6o 

-  {CaptJS,}  Career,  Last  Voyage,  and  Fate  of  Sir  J.  Franklin,  12mo,  2s  6d    Bradburg 1860 

Cruise  in  Japanese  Waters,  cr.  Svo,  5s Bladrwoods   ...1859 

Japanese  Fragments,  with  Fac-similies  of  Illustrations,  sq.  cr.  Svo,  7s...   Bradbury 18^0 

■ Journal  in  Malayan  Waters,  p.  Svo,  10s  6<i,  Longman,  '57  ;  2nd  ed.,  5s  Routledge  i860 

Past  and  Future  of  British  Relations  in  China,  cr.  Svo,  6s    Routledge  i860 

Stray  Leaves  from  an  Arctic  Journal,  post  Svo,  12s Longman  1852 

Osborne  {Amy)  Ellen  ;  or.  Training  by  Trials,  12mo,  Is  Qd    Simpkin 1857 

-^{Hon.DM,)  Letter  to  Lord  Ashley,  Svo,  Is Wfuttaker 1844 

Nature  and  Forms  of  Actions,  12mo,  7s Suvena 1844 

(Fanny)  Voice  of  Many  Waters,  a  Tale,  square  12mo,  5s £.  Wilson 1848 

(Fran.)  Bhick  Sam  and  his  Master,  a  Tale,  12mo,  3s Darlon 1854 

(H.S.)  PUnteof  the  Holy  liind,  imp.  Svo,  10s  6rf Pkiladelphia...iUt 

' (Jno.)  Guide  to  the  Madeiras,  West  Indies,  fcc.,  3rd  edit.,  fcap.  Svo,  Ss Simpkin 1845 

(Jon a.)  Nature  and  Treatment  of  Dropsies,  post  Svo,  7« Sherwood  1837 

-  Steeple  Chase  and  Hurdle  Race  Epitome,  1850-1-2,  3  v.  12mo,  ea.  10s  Aekermann  Annucd 


■  (Mr$,D,)  OceanuB  ;  or,  a  Peaceful  Progress  o*er  the  Unpathed  Sea,  Svo,  7s  6d...  Longman  1850 

Voice  of  Many  Waters  ;  Tales  for  Youth,  sm.  4to,  5s E.Wilaon  184S 


(5.(7.)  Gleanings  in  the  West  of  Ireland,  post  Svo,  6s    Boone    1850 

Hints  for  Amelioration  of  Moral  Condition  of  a  Village,  ISmo,  Is Boone    1856 
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Osborne  (5. (?.)  Hints  to  tlie  Charitable,  18mo,  U Boone    1856 

Lar)jBTa:  Her  Last  Dajs,  a  Tale,  12iiio,  4«  Boone    1851 

Scutari  and  its  Hospitals,  with  Illustrations,  imp.  8vo,  BiM    Dich nson 1^55 

(IF. i4.)  Elements  of  Greek  Syntax,  8vo,  2$6d WfiiOaker  1841 

-(ir.(r.)  Court  and  Camp  of  RnnjeetSing,  8vo,  15* « CoUtHrn iir40 


Osborne's  Grand  Junction  Railway  Guide,  18mo,  3«  6(2   Sintpkin 1838 

■     London  and  Birmingham  Railway,  with  Engravings,  roy.  18mo,  &m  Simpkin 1S40 

Osburn  {Wm.)  Ancient  Egypt,  her  Testimony  to  tlie  Truth  of  the  Bible,  8?o,  14*  ...  Bagtter  1846 

Antiquities  of  Egypt,  Illustrated,  8to,  10* ReLTraetSoc.  1847 

— — Doctrinal  Errors  of  the  Early  Fathers,  8vo,  10* ffanulUm  1835 

Genesis  and  Exodus,  Illustrated  from  exi&ting  Monuments,  12mo,  5*.  8edey 1S56 

Hidden  Works  of  Darkness  :  Doings  of  the  Jesuits,  ISmo,  1*  i'-d Daltoii  1848 

Israel  in  Egypt;  Illustrations  of  Genesis,  12mo,  6*,  '53;  2ud  edit.,  5*  Se^jf 1856 

Monumental  History  of  Egypt,  2  t.  8vo,  42* TiiOtJier 1854 

Religions  of  the  World,  12mo,  5* Secley     1857 

Oscanyan  (C)  The  Sultan  and  his  People,  iU.  by  a  Native  of  Turkey,  cr.  8vo,  7*  6i...  Ne»  York 1857 

Oscar  (Crown  Prince  of  Stpeden)  On  Punishments  and  Prisons,  8vo,  5* Smith  d:  Elder,  1%4'i 

Oicir ;  or,  the  Boy  who  had  his  Own  Way,  Illustrations,  fcap.,  5s   Bioton,  U,  5... .1855 

Oa;,'ood  (.l/r»,  P.S,)  Floral  OflFering,  4to,  24* Pkiiadelpkia...t%^ii 

Poems,  illustrated  by  Darley,  8vo,  25* Pkilcule(pkta...i$^^ 

The  Memorial,  in  Prose  and  Poetry,  ed.  by  M.  E.  Hewitt,  8?o,  15*  A>»  York 185^ 

Wreath  of  Wild  Flowers  from  New  England,  8vo,  10*  6d Ckurtom 1838 

-  (5.)  God  with  Men  ;  or  Footprints  cf  Providential  Leaders,  12nio,  §4  New  York 1S53 

. Hearthstone  ;  or.  Home  Truths  from  a  City  Pulpit,  12mo,  6* New  York 1554 

-~ Student  Life;  Letters  and  Recollections,  cr.  8vo,  5*  New  York i2i6i 

•  Studies  in  Christian  Biography,  12mo,  G* New  York 1850 


O'Shaaghnessy  (W^.2?.)  Bengal  Dispensatory,  8vo,  21* Smilkd:  Elder.  1^4% 

0':)bea  {Capt  R.P.)  Tabular  Arrangement  of  Company  Drill,  obi.,  1* Simpkin i86z 

0<{ler  (Edw.)  Churoh  and  Dissent,  considered,  12mo,  6* Smith  As  Elder  1S36 

Life  of  Admiral  Viscount  Exmouth,  8vo,  14s,  1835  ;  fcap.,  2*  6d Routledt/e  1857 

OsT»6  ;  or,  the  Spirit  of  Froust,  12mo,  ls6d  PoHfcCT-tt  «Stm  .1853 

Osmond  {Wm.}  Christian  Memorials  ;  or,  Substitutes  for  Grave  Stones,  4t<o,15*  MaaUrt 1S4S 

O^ian^s  Poems,  in  English  Yerae,  by  Holl,  Wodrow,  and  Burke,  fcap.  8vo,  ZeCd    ...   Longman  1861 

translated  by  Macpherson,  18mo,  4* — red.  to  S*  //.  Bohn    1844 

Remains,  edited  by  P.  M*Gregor,  post  8vo,  12* Smith  d*  Elder  .it^i 

Osaiaiiic  Poems,  with  Literal  Translations,  8vo     Ot$ianic  Soe....it^4 

Osooli  {Cl»9,  M.P,)  America  and  Europe,  at  Home  and  Abroad,  cr.  8vo,  7*  6<f Boston,  U.  S.    1S56 

Life  Without  and  life  Within,  post  8vo,  7*  6rf   Boston,  U.  S.    1S60 

Memoirs  of,  by  Emerson  and  Channing,  2  v.  12mo,  12* Bo&ton,  U.  S,    185* 

Papers  on  Literature  and  Art,  12rao,  7*  6d New  York n.  d. 

Summer  on  the  Lakes,  with  Autobiography,  fcap.  8vo,  2i Ward  dt  Loth  .1861 

-  Woman  in  the  Nineteenth  Century,  ed.  by  her  Brother,  cr.8vo,6*    BoUon,  U.  S,  .1855 


Ofiiervald  {Prof,)  On  the  Composition  of  a  Sermon,  by  Sutcliffe,  18mo,  2*  M Maton    1838 

O'SulIiran  {J.L,)  Union,  Disunion,  and  Reunion,  8vo,  2*  6<i BentUy i86s 

(Afort.)  Apostacy  predicted  by  St.  Paul,  8vo,  14* — red.  to  10*  6d Longman  1847 

— Case  of  the  Protestants  of  Ireland,  8vo,  5* ffatchard 1836 

— — Discourses:  Hour  of  the  Redeemer,  8vo,  3*  61/ Nisbet    1S53 

'  Theory  of  Development  in  Christian  Doctrine,  8ro,  7*  6d Parker  Jk  Son  .1846 

. and  M*Qhee  {R.J.)  Romanism  as  it  Rules  in  Ireland,  2  v.  8vo,  24<  Seeley 1840 

(P.)  Historiie  Catholicse  Ibemite  Compendium,  ed.  M.  Kelly,  8vo,  7*  6d  /.  R.  Smith ...  1851 

— (Sitin.)  Remains  and  Memoir,  8  v.  post  Svo,  80* Orr    1853 

Oswald  {Eaff.)  German  Reading  Book,  Prose  and  Verse,  12mo,  8« Routled^t  1857 

(/no.)  Dictionary  of  English  Synonyms  and  Paronymes,  12mo,  l»6<i  Longman  1S57 

Etymological  English  Dictionary,  n.  e.,  ISmo,  4*  ;  with  Appendix,  5*  Longman   1850 

• Exposition  of  the  Prophecy  of  Daniel,  Chap,  iii.,  cr.  8vo,  8*    Phiiadelphia...j%^6 

Oiynn  (King  of  Ikira)  Life  of,  and  of  St.  Cuthbert>  8vo,  12* NichoU  1847 

Oswyn(PoK'ys)  Ernest  Milman,  a  Tale  of  Manchester  Ldfe,  post  Svo,  7m  6d  Hope 1856 

Liverpool  Ho  !  a  Matter-of-Fact  Story,  post  Svo,  7*  6d Ifope 1857 

Otey  {Bp.  J.B.)  Unity  of  the  Churoh,  the  Ministry,  &c.,  Svo,  2* Vick^rgh    ...185a 

Othello  in  Hell,  and  the  Infant  with  a  Branch  of  Olives,  12mo,  2*  6c{ Orr    1848 

Otis  {P.N.)  Illustrated  History  of  the  Panama  Railroad,  12mo,  7*  6<2 New  York 1862 

Ott6  {Joachim)  Landscape  Photography,  12mo,  2*6<£ Hardwieke    ...1S59 

Otter  («p.  IT.)  Pastoral  Addresses,  Svo,  6*  Cki Parker  d:  Son  .it^i 

Ottley  {Capt.)  Memoirs  of  a  Brahmin,  a  Novel,  3  v.  cr.  Svo,  81*  firf Newby    1843 

• {Drewry)  Observations  on  Surgical  Diseases  of  the  Head  and  Neck,  Svo,  6* Sydenham  Soe.  1S48 

(Ben.)  Remarkable  Sieges  from  1453  to  1854,  post  Svo,  1*    Ingram 1854 

(H^.C.)  Treatise  on  Differential  Calculus,  Svo,  12*  6d  Whittakcr 183^ 

Integral  Calculus,  Svo,  5*  6<i  Whittaker 1838 

Otto(Z>r.^.)  French  Conversation  Grammar,  12mo,  5* Nuti  1859 

' German  Conversation-Grammar,  by  Gaspey,  12mo,  5* Nvtt  1853. 

{Pred.)  History  of  Russian  Literature,  translated  by  Cox,  Svo,  12* Talboyt  1839 

{P.J.)On  Detection  of  Poisons  by  Medico-Chemioal  Analysis,  post  Svo,  7*  ...  Bailiiire    1857 

{J. A.)  Construction  of  the  Violin,  tr.  by  Bishop,  Svo,  3*,  '48 ;  2nd  edit. ,5* Cocks 1 8 60 

Otto,  the  Miner's  Child  ;  a  Tale,  trans,  from  the  German,  fcap.  Svo,  1*  6d-red.to  1*  Simpkin 1^61 

Ottoman  Convert,  a  Narrative  of  Facts,  Preface  by  Rev.  P.  Wilson,  12mo,  1* Wertheim  i860 
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Ottomaa  Empire:  tlie  Saltan,  the  Territory,  and  its  People,  12mo,  2s  M JUL  Tract Soe,  1857 

Otwaj  (C.)  Sketches  in  Bms  and  Tynwiy,  12mo^  7a  6<< Lonffman  1841 

' Irehuid,  12mo,  10«  6(i— red.  to  6« Longman  1838 

Toar  in  Connaaght,  12mo,  6s , Lonyman  ^839 

Oaebteriony  (Jtm,)  Aooonnt  of  the  Chineae  War,  2nd  edit.,  8to,  25s Saunders  4c  0,  1844 

Oode:  its  Prinoes  and  its  Government  Vindicated,  Sto,  2<  6d    Daxy  &  Sows  ,.,\%yi 

Qx\Ussi{A.N.)Q^aso^fADi^'C2X\M,oi  Statutes,  roj.  8to,  6f Lwujmaitk  ..;... 1837 

Index  to  SUtntes,  1810-88,  2  e.,  roy.  Sto,  42«,  '39  ;  1889-46,  25i  W  Longman  1846 

Annnal  Supplements,  1846,  4«ed;  1847,  6f;  1848,  4i  6rf  Xof^mai»  ...1846^ 

(JStdL)  Seyiew  of  the  Ulster  ReyiTals  in  1869,  8vo,  Is  W Simpkin x86o 

Our  CfaildTen  :  all  AbontThem,  by  Author  of  Chickseed,  imp.  16mo,  2s Darton 1857 

—  Children's  Times ;  or.  Historical  Sketches  of  the  Past  and  Present,  16mo,  2«  Gd  Hasdden  1855 

—  Christian  Calling ;  or,  Converaations  with  my  Neighbours,  ISmo,  2s  Mozley    1855 

Classics :  Beadings  from  the  Best  Birines,  V.  1  to  4,  post  Svo,  ea.  4i     NUbet 1857-8 

—  Coal-Fields  and  our  Coal-Pits  ;  their  Scenes  and  People,  16mo,  2s  6d     Longman  1853 

—  CoL^  :  LeaTes  from  an  Undeigradnate's  Scribbling  Book,  post  8vo,  5s EarU 1857 

—  Cruise  in  the  Undine  :  Expedition  through  France,  &c.,  post  8to,  6s Parker d: Son... 1%^^ 

—  Doctor,  and  Tales  of  Kirkbeck,  by  Author  of  Aunt  Atta,  12mo,  5s  Masters 185ft 

^  Doetoi^s  Note- Book,  by  Authoress  of  Tales  of  Kirkbeck,  12mo,  2«  6d    Hayes    1859 

—  Domestic  Fowls  and  Song-Birds,  18mo,  Is  6d    Rel.  Traet8oe.:\%^j 

—  Dumb  Fayoorites  :  Tales,  Illustrated,  4to,  Is    JRouUedge  1858 

—  Eastern  Empire  ;  Stories  of  British  India,  new  edit.,  16mo,  8s  6d  ;  ool.,  4«  6<i...  SriffUhs  A ^....1859 
~-  English  Home  :  its  Early  History  and  Progress,  2nd  edit,  cr.  8to,  5s    J.H.dsJ'.ParkeriSSi 

—  Exemphuns,  Poor  and  Rich,  Bi(>graphical  Sketches,  edited  by  Hill,  post  8to,  5s,..  CasseU  x86o 

—  Farm  of  Four  Acres,  and  the  Money  we  Made  by  it,  18th  edit,  poet  Svo,  Is Chapman  tk  H.  i86» 

—  Firat  Walk,  square,  on  linen.  Is  Low   1853 

—  Fiscal  and  Political  Measures  and  Relations  with  Frauoe,  Svo,  Is Jiidgwap     i860 

—  Future  Navy,  its  Tactics,  &c.,  by  Vatesante  Factum,  Is E.  Wilson  x86a 

~  Happy  Home  Union,  1859,  edit  by  Erskine  Clarke,  12mo,  Is  Qd  BeUdtDQUy...i%^ 

—  Heavenly  Home,  by  the  Author  of  Ood  is  Love,  6th  edit,  12mo,  5s  Darton i86a 

—  Home  Defences,  8yo,  Is    Hivington i860 

Islands:  their  Natural  Features,  12mo,  2s  6<2 Rel,  Tract  Soe.iis7 

Populatioo,  an  Essay,  18mo,  2s  6d  Simpkin 1842 

Homeless  Poor,  What  we  can  Do  to  Help  them,  8rd  edit,  fcap.  8yo,  3«  6d   Nisbet ..1861 

—  Infirmities,  by  the  Author  of  the  Protoplast,  12mo,  Is Wertkeim  1858 

—  Idttle  Ones  in  Heayen,  Thoughts  in  Prose  and  Verse,  12mo,  5s Xots    1858 

—  Utuxgy  and  its  History,  a  Manual  for  Churchmen,  12mo,  2s  6d ffope 1855 

—  Liying  Painters,  Notieesof  their  Liyes  and  Works,  poet  Svo,  6s  Jos.  Blackwood  1%^^ 

—  Lord's  Last  Days  on  Earth,  selected  from  the  Eyangeliste^  8yo,  8s    Uatchard 1849 

—  Master's  Lessons,  Truths  pondered  at  Christ's  Feet,  fcap.  Svo,  2«  6d Seeley ,...i86a 

—  Miscellany,  edited  by  E.  H.  Yates  and  P.  B.  Brough,  12mo,  Is EouUedge  1856 

—  Monetary  System,  8yo^  Is Seeley .-1857 

—  Native  Land:  History  of  England  for  the  Toung,  2  v.  18mo,  6s     Seeley 1855 

—  Naval  Position  and  Policy,  1859,  by  a  Naval  Peer,  post  Svo,  12s Longman  1859 

—  New  Sector  ;  or,  the  Village  of  Norton,  ed.  by  Cnthbert  Bede,  post  Svo,  10s  6d   Sawiders  A  0.  1861 

—  North- Western  Frontier  (India),  Svo,  Map,  Is  ,....  J.Ckapman  ...1857 

*-  Nursery  Story-Book,  illust,  16mo,  5s;  ooL,  *!s6d WarddfLock  .1861 

—  Parish;  or.  Annals  of  Pastor  and  People,  12mo,  Ss Boston,  £^.&...i854 

—  Pastor's  Visits,  by  Author  of  Christian  Tear-Book,  12mo,  Is  6d Nelson    1857 

—  Plague  Spot :  our  Polity  as  to  Women,  Soldiers,  &c.,  post  8vo,  10s  6d   Newby    ,...«.. ..1859 

—  Position  on  the  liap  of  Prophet^,  Svo^  Is  Simpkin..,  ,..,.1861 

«-  Puss  and  her  Kittens,  4to,  la  BmUledge  1859 

—  Bank  and  Pile  at  Home,  by  One  of  Themselves,  12mo,  Is   Oakey «....i857 

—  Saviour,  Prophets  and  Apostles  :  Biography,  and  PUtes,  imp.  Svo,  31s  6d    Kent  1850 

—  Schools  of  Medicine  and  the  Coining  Struggle,  Svo,  Is Simpkin,., 1858 

^  Summer  House  and  What  was  Said  and  Done  in  It,  12mo,  4s Boston,  U^S,  .,.1860 

—  Tent  In  the  Crimea,  and  Wanderings  in  Sebastopol,  post  Svo,  10s  6d BentUy  1856 

—  Tom  CSat  and  his  Nine  Lives,  obL,  plain.  Is;  cold.,  2s  6<i   Ackermann   ...1850 

>-  Trip  to  Egypt,  by  the  Author  of  the  Better  Way,  12mo,  2s  6d  Nelson   1859 

—  Veterans  of  1854  in  Camp  and  before  the  Enemy,  post  Svo,  10s  6d    Skeet  1858 

—  Villagers  :  Essays,  Tales,  &c.,  by  Authoress  of  My  Flowers,  12mo,  Is    Cott»  Oard.  O/.1858 

—  Tear,  a  Child's  Book  in  Prose  and  Verse,  by  Miss  Mulock,  square  16mo,  Zs6d..,  MttcmUlan    ...i860 

—  Woaid  ;  or,  the  Democrat's  Bule,  by  Justia,  a  Enownothing,  2  v.  cr.  Svo,  16s  ...  Low   1855 

Ouseley  ((^.) Ministerial  Life  of,  by  Beilly,  12mo,  2s6d ifosoii  1849 

(^r(?.)  Biographical  Notices  of  Persian  Poets,  Svo,  16s  Or,  Tr,  Fwnd,  1846 

(T./.)  Miscellaneous  Poems,  Svo,  10s  6d Whittaker 1836 

Vision  of  Death's  Destruction,  and  other  Poems,  8rd  edit,  12mo,  61..,  BamiUon  1839 

(fr.^.)  South  America,  Description  of,  Svo,  2s  6<i Ai'Lean 185s 

Views  in,  imp.  foL,  41  is  ;  coloured,  61 16s  6d McLean 185a 


Out  of  her  Element^  drawn  from  Life  by  Pen  and  Ink,  2  v.  post  Svo,  21s Newhy   1861 

the  Depths  :  the  Story  of  a  Woman's  Life,  post  Svo,  10s  6d    MacmiUan    ...1859 

Town  ;  or,  the  Beoess,  a  Novel,  8  v.  post  Svo,  81s  6d Chwrton 1835 

Outcast*  a  Poetical  Tale  of  the  Nineteenth  Century,  12mo,  Ss Simpkin 1836 

Outis  (H.)  Sabbath  Baitings;  w.  Sacred  Poems  for  Sunday,  12mo,  5s Low    1859 

Oatlinesy  EWmentwy,  with  Quwtions,  ISmo.    See  Appendix Parker  df  Son 
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Oatlines from  Best  Mafltera  in  Ancient  and  Modern  Sculpture,  roy.  8to^  85«  Mwrtom    ...1S39-40 

of  a  Ministry,  by  a  Fellow-I*bourer,  Svo,  2t Somler 183! 

Ancient  and  Modem  Some,  by  a  Lady,  18mo,  8s  6d SimpkU 1839 

— ^^—  British  Qeology,  fcap.  8to,  48  Sknpkm 1850 

Ghriutian  Faith,  in  Fifteen  Lectures,  12mo^  3f  6<l JUvingtam  184S 

— ^— ^  Church  Catechism,  roy.  8to,  Is J.HAtJ.Pafkiri%^% 

History,  2nd  edit.,  16mo,  4s  W,  Sedey^  1839— red.  to  2t H,  Bokm  1850 

Boglish  History  in  Verse,  16mo,  Is  Gd   Wertkam 1859 

'  GhH>graphy,  for  Edinbuii^h  Academy,  12mo,  Part  1,  2s  6(2;  Part  2,  3s Simpkm 1847 

Principally  Ancient,  12mo,  4s6el Lonfftnan  1S47 


History  and  Formation  of  the  Understanding,  12mo,  2s.. Smttk  ds  JSldtr  184.7 

of  British  Church,  2nd  edit.,  ISmo,  2s  Bmm$ 184$ 

>  Ireland,  2nd  edit,  18mo^  3s  6el  Longuum  1847 


■  Laws  of  Thought,  fcap.  8yo^  5s,  1842  ;  2nd  edit.,  7s    Fidtering 1849 

-^— ^  Mental  and  Moral  Science,  12mo,  2s  6d  Orr 1846 

*— —  Social  Economy,  12mo,  Is  6d;  Sequel  to,  12mo,  2s6d     SmUkdBSid^r.it^j 

UciTersal  History  for  Schools,  2nd  edit.,  12mo,  2s MozUg  i860 

Outram  (Uol.)  Conquest  of  Sdnde,  a  Commentary,  8to,  18s  Bfaekwoodt    ...1846 

^— Notes  of  the  Campaign  in  Sdnde  and  Affghanistan,  12mo,  9s    P,Rtehardnm   1840 

Outre  Mer;  or  a  Pilgrimage  to  the  Old  World,  2  ▼.  post  8to,  18s BtnUeg  1835 

Orer  the  Sea :  Letters  from  an  Officer  in  India  to  his  Childrai,  12mo,  4s  6d  JIatdMrd  1857 

Orerall  (Bp,)  Convocation  Book  of  1606,  8to,  8s— red.  to  5s JM.AJ.PtKrheriii^ 

Overberg  (^er.)  Memoir  of,  by  Schubert,  12mo,  Ss SeeUg 183S 

Orerbury  (A  VT.)  History  of  the  Jesuits,  12mo,  3s  6d   HouUUm    1846 

(7*Aos.)  Miscellaneous  Works,  by  Rimbault,  fcap.  8vo,  5s /.  R.  SmiUk  ...1856 

Overland  Alphabet,  from  Sketches  taken  en  Route,  by  Isabel  D.,  4to,  Is  6d  Tegg  i8s5 

■  Guide  to  Travellers— India,  Australia,  and  China,  8vo,  2s Ward  A  Lock...  i%6i 

Journey  to  the  Great  BzhiUtion,  by  Doyle,  plain  8s;  coloured  5s Ckapmum  S  B.i%$i 

Overman  (Fred,)  Handbook  of  the  Manu&cture  of  Steel,  12mo^  4s  Od    PkUaddpkia... i%s^ 

' Mecbanicsfor  the  Millwright,  Machinist,  Engineer,  &e.,  fcap,.  7s...  Pkiladdpkia. . .  1 8 5a 

— — — Moulder  and  Founder's  Pocket  Guide,  12mo,  6s PkiladdpkM...ilsi 

On  the  Manufacture  of  Iron,  8vo,  30s,  1850  ;  3rd  edit,  21s   PkUade^Ma  ...1854 

Practical  Mineralogy,  Assaying  and  Mining,  12mo,  4s  6rf Pktlad€lpkia...ti$i 

Treatise  on  Metallurgy,  comprising  Mining,  &c.,  8to,  28s    New  York     ...1851 

Overs  (Jno.)  Evenings  of  a  Working  Msji,  Preface  by  C.  Dickens,  12mo,  5i    Nendug    1S44 

Overstone  (Ld.)  Evidence  before  House  of  Commons  on  Bank  Acts,  roy.  8vo,  5« ^ON^aum  1858 

Tracts  on  Metallic  and  P^per  Currency,  roy.  8vo,  10s Loii!gmtian  1858 

Overton  {Cha.)  Cottage  Lectures  on  the  Pilgrim's  Pn^ress,  2  Pts.,  12mo,  each  3s  6d  SetUg 1847-9 

^— Expository  Lectures  on  St  Matthew,  2  v.  post  8vo,  15s Cfrijbk 1S50-1 

. (/.  FT.)  Hsiiy  Hartley  :  Social  Science  for  Workera,  fcap.  8vo,  2s  Lea   i860 

Ovid  Opera  £xcerptl^  &  TroUope,  3rd  edit,  12mo,  BsM Rhmgloa  1848 

Selects,  with  English  Notes  by  A.  J.  Madeane,  12mo,  3s  fid  BellA  Daldp    1856 

Art  of  Love,  Heroidee,  Amours,  &c.,  in  English  Prose,  post  8vo,  5f  H.  Bokm    185a 

Carminibus,  Ezcerpta,  edidit  Sduniti  et  Zumpt,  new  edit,  12mo,  3s    Cham^bert  1851 

Electa  ex,  etTibuUo,  12mo,  3s  6d  B.P.WiOiama  ,i%b% 

Epistolse,  Converted  into  New  English  Verse,  by  John  Jump,  12mo,  4s  6ci Belld:  Daldg...iZ^7 

Selects,  8to,  4s;  3rd  edit,  12mo,  red.  to  2s  6(2   E.P.WUliama  1861 

Translated  by  Miss  Garland,  post  8vo,  8s  6(i  BivingUm  184a 

Fasti,  Butt,  12mo,  3s  6<f  Longman  1839 

(Classical  Texts),  12mo,  2f ParkerdsSon  1846 

Bxoerpta,  Notes  by  Major,  12mo,  2s6<i   PeUowes    184a 

etTristia,  Selects,  &  Pillans,  18mo,  Is Simpkin 1851 

Keightley,  2nd  edit,  post  8vo,  6s  6<i  Wkittaker  1848 

ftdey,  12mo,  5s  YTkiUaher .1854 

Stanford,  new  edit,  12mo>  5s  6(1 Whitiaher 1849 

Tristia,  Epistles,  &c.,  litenlly  translated,  post  8vo,  5s  H.Bokn 1851 

—{Westminster  edition),  12mo,  4s  6(f Ginger  1849 

— ^  Metamorphoses,  Books  1  to  4,  construed  by  ]>r.  Giles,  18mo,  2s  6d  Comuk  i86a 

Bradley  and  White,  12mo,  4s  6d Longmans  1851 

Excerpta,  Notes  &  McBumey,  18mo,  Is  6<i Qrifn   i8S4 

-  Ferguson,  18mo,  2s  6d Skkpkin 1839 

Selectse  &  Bailey,  12mo,  5s   Wkittaker 1856 

■  '      — —  Six  Books  of  Metamorphoseoe,  translated  by  Wm.  Caxton,  4to  Boxbur^  Cltt5i8i9 

Translated  by  Wheeler,  12mo,  4s  6d   W.  AlUm  1850 

' into  English  Prose,  post  8vo,  5s M,  Bokn   i$$t 

•^—  Tristia,  Three  first  Books  of,  translated  by  T.  Churchyards,  4to  BosdmrgkeClmbiti^ 

Owen  :  a  Waif,  by  the  Author  of  No  Church,  8  v.  post  8vo,  31s  6d ffvral^  B 186s 

Owen  (Aik,)  A  Lost  Lotc,  a  Story,  post  8to,  10s  6<2,  1858  ;  new  edit,  12mo,  Is Smitk^  Elder  i86a 

(C7.£r.)  and  Dawes  (^.)  Lectures  on  Artillery,  4to,  16s    Boddg   186a 

(Dav.)  Brutnsiana  :  Sep  Csagliad  Detholedig  o*i  Cyfsnaoddiadau,  roy.  8vo,  24s    Lemgwum  1856 

(D.D,)  First  Geological  Repwt  from  Arkansas,  roy.  8vo.  12s Arkanaae^UJS,  i860 

Geological  Exploration  of  Part  of  Iowa,  Wisconsin,  &c,  8vo,  5s PkHadelpkia    1844 

' Survey  of  Wisconsin,  Iowa,  Miimesota,  &c.,  2  y.  imp.  4to,  63s  Pkiiaek^ia    1851 

7— T"  ^nd  Lyon  (S.S.)  Geologioal  Survey  of  Kentucky,  imp.  8to,  Maps,  fU ...  FrankfoH 1857 

{Pair.)  Bitter  BeU,  the  Cripple^  a  lUe  for  the  Young,  18mo^  Is SomkUm   i86t 
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0veii((?.2>.)  ReeoHeetioDfl  of,  by  J.  E.  Foster,  foap,  8to,  2» Painter 1838 

{/Jugk)  Hera  and  There  in  Portugal,  12mo,  6s £eUd:  Daldy...t^s^ 

{LB,)  Poena,  12taio,  6t   BdlA  Daldy^.i^sj 

{JiU.)  Natural  History  for  Beginners  :  a  Reading  Book,  ISmo,  2«  Longman  1859 

Stepiiing  Stone  to  Natoral  History,  new  edit.,  18mo,  %t  6<£ Longman  I858 

{Jno.)  Choriuesof  the  Prince  of  Wales'  Prize  Cantata,  roy.  8to,  1«    Simpkin i86a 

Prince  of  Wales*  Cantata,  roy.  Biro,  3«  6U  ;  cloth,  5« Simpkin i86a 

(Dr./.)  Works,  edited  by  Dr.  Goold,  24  ▼.  8vo,  61 10»  Joknstone  1855 

MisoeUaneons  Works,  16  ▼.  84«.   Exposition  of  the  Hebrews,  7  ▼.  45^. 
Tbeologoomena  and  Sermons,  1  r.  8«  6d. 

— -— ^ Works,  Selections  from,  2  t.  18mo,  7f JaektonS  W.    1839 

Death  of  Death,  12mo,  6« Hamilton  1845 

Doctrine  of  Justification  by  Faith  Bxplained,  8yo,  5t    Tegg  1850 

• Bvangelical  Theology,  translated  by  Craig,  12mo,  3s Simpkin 1838 

Bxpontionof  the  130th  Psalm,  18mo,  2s Ret.  TractSoc.  1853 

■  Inflnenoe  and  Advantages  of  Education,  12mo,  2s Simpkin 1844 

Leetores  on  the  BrroTB  of  Popery,  12mo,  3s Seeleg 1843 

Life  of,  by  And.  Thomson,  new  edit,  12mo,  2s  6<i —red.  to  Is Johnstone  1853 

Memmrof  the  Bev.  Thos.  Jones,  2nd  edit.,  12mo,  5s    Hall  1853 

On  Communion  with  Qod,  Preface  by  Burgess,  new  edit.,  12mo,  2i6d  ...  CoUingridge  ...1%^^ 

Indwelling  SLd,  18mo,  U  ^y  ReL  Tract  Soe,\  2imo,  U  M    W.Collim 1847 

• Mortification  of  Sin,  l^mo.  Is   Rd.  TractSoc.  1842 

the  Glory  of  Christ,  new  edit.,  12mo  ;  large  type,  3s  6d    Nitbet    1858 

iJ.B,)  Old  Friends  and  What  became  of  them,  cr.  8vo,  3s  6c{ Niabet i86a 

Pottery  Schoolmaster:  Biography  of  Silas  Even,  new  edit.,  12mo,  3s  6d  HouUton  1853 

(/./.)  Acts  of  the  Apostles  in  Greek,  12mo,  2s CatBell  1854 

• Commentary  on  Sta.  Matthew  and  Mark,  post  8to,  7s  6d New  York 1858 

Cyropsediaof  Xenophon,  12mo,  IQs  6d  Wiley 1846 

• Greek  Beader:  Selections  from  Various  Authors,  cr.  8to,  7s New  York ».  d, 

Odyssey  of  Homer,  with  Notes,  for  Schools,  12mo,  9s   Wileg 1845 

>(iifn.O.F.)  Handbook  of  Knitting,  fcap.  8to,  Is   Brooka  18^5 

Heroines  of  Domestic  Life,  new  edit,  12mo,  3s  6d RouUedge  i8oa 

History,  new  edit,  12mo,  3s  6d Routledge  i86a 


Ladies'  Book  of  Needle  Work,  cr.  8to,  9s— red.  to  6s  Jf,Bohn 1844 

Raised  to  the  Peerage,  a  Norel,  3  r.  post  8to,  31s  6d   HwstdiB.    ...1859 

Spirit  of  the  Holly,  a  Tale,  16mo,  2s Routledge  1858 

{Rich,)  Archetype  and  Homologies  of  Vertebrate  Skeleton,  8yo,  10s Van  Voorst   ...1848 

—  British  Fossil  Beptilia,  of  the  Cretaceous  Period,  plates,  4to    Pal€eontog.8oc,i%$t 

" Catalogue  of  Calculi  and  other  Animal  Secretions,  4to,  10s  ;  cold.,  31s  (><i  Van  Voorst   ...184a 

— ^-^—   Fossil  Organic  Eemains  of  Mamrosiia  and  Birds,  4to,  21s      Van  Voorst  ...1845 

. « Physiological  Series  of  Compar.  Anatomy,  5  v.  4to,ea.31s  6d  Van  Koortfi 833-40 

Comparatiye  Anatomy,  Invertebrate  Animals,  8vo,  21s Longman  1855 

-  Vertebrate  Animals,  8vo,  14s    Longman  1855 


Oroeodilia  and  Ophidia  of  the  London  Clay,  4to,  plates Palmoniog,8oc,i%$^ 

Description  of  the  Extinct  Gigantic  Sloth,  4to,  32s  M Fan  Voorti  ...1843 

— —  Diaoouzse  on  ParthenogenesiB,  8to,  5s Van  Voorst  ...1849 

■— the  Nature  of  limbs,  &c.,  8to,  6s Van  Voorst  ...1849 

Fossil  Beptilia  of  the  Wealden,  plates,  5  Parts,  4to  Palaont.Sociis^-7 

-^—  History  of  British  Fossil  Mammalia  and  Birds,  8yo,  31s  6d;  r.  8to,  63s  Van  Voorst  ...1846 

' Reptiles,  Parts  1  to  4,  4to,  each  20s Author  '..1849 

Leetore  on  the  CUiasification  of  Mammalia,  8vo,  5s   Parker df Son.,. i9 $9 

Memoir  on  the  Megatherium,  or  Giant  Ground  Sloth  of  America,  4to,  42s  Williams  diN,  1861 

Odcmtography;  or, Teeth  of  Animals,2  ▼.roy.8TO,6/  6s, '40;  2  7.410,10^  10s  BaiUih^    1845 

On  Forms  of  the  Skeleton  and  the  Teeth,  post  8vo,  Is  M Griffin    1856 

the  Extent  of  a  National  Museum  of  Natural  History,  8to,  6s Saunders  A  0,  i86a 


' — '  PklsDontology  :  a  Summary  of  Extinct  Animals,  2nd  edit,  8vo,  16s Longman  1861 

and  Bell  (C.)  Chelonia  of  the  London  Clay,  plates,  4to     Paloeoniog,8oe.i%^% 

{Rob.)  Book  of  the  New  Moral  World,  8vo,  5s  E.  Wilton 1836 

Introduction  to  Study  of  Dogmatic  Theology,  8to,  12s  Masters 1858 

K^  to  the  Geology  of  the  Globe,  8vo,  12s Nashville,  U.S.i%S7 

—  Life  of,  written  by  Himself ,  with  Selections,  8vo,  10s  E.  Wilson 1857 

New  Existence  of  Man  upon  the  Earth,  6  Pts.,  8vo,  each  2s  ^    B.  Wilson  ...1854-5 

"         —  Revolution  in  Mind  and  Practice  of  the  Human  Race,  8vo,  7s B.  Wilson 1849 

(R.D,)  Footfalls  on  the  Boundary  of  Another  World,  new  edit,  cr.  8vo,  7s  M  TrUbner i860 

Hints  on  Public  Architecture,  4to,  86s,  Putnam,  i849~red.  to  18s  ...  iT.  Bohn    1856 

(Wvl)  Memorials  of  Christian  Martyrs  in  Indian  Rebellion,  12mo,  2s and  Is  (id  Simpkin 1859 

Pictorial  Sunday  Reading,  2  v.  8vo,  27s  6d Sanaster i86a 

■ Work  of  God  in  Italy,  fcap.  8vo,  8s  6d  J.F.Shaw  ...1861 

Oven's  Book  of  Roads,  12mo,  2s  Longman  1840 

' -New  Book  of  Fairs  in  England,  by  J.  Donaldson,  12mo,  \s  6d Cornish i86a 

Owes  Tudor,  by  Author  of  Whitefriars,  3  v.  post  8vo,  81s  6(2,  Colbum,  '49  ;  12mo,  2s  RouUedge  1857 

Ovgtt  [Ben.)  Key  to  Grotefend's  Materials  for  Latin  Composition,  8vo,  4s Rivington  1854 

■ Miscellanea  Homerica,  8vo,  12s Longman  1840 

My  First  Romance,  and  other  Tales,  post  8yo,  5s    /as.  ^/odhsoocl  1858 

—  Out  on  the  World,  a  Novel,  8  v.  post  8vo,  81s  6<i Hurst  JcB,    ...1856 
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Owgaa  (Aen.)  The  Long  Ron,  a  Nord,  port  8to,  lOi  6<i   Booth iS6o 

— — TmiulAtioiii.     iSee  Appendix Simpkm 

Owl  and  the  mghiiDgsOe,  a  Poem  of  the  12ib  Century,  edited  by  J.  SteTcnaon,  4to ...  Jtoximr^keChb  i9^t 

'   edited  by  T.  Wright»  poet  8to Percy  Sue, »,  A 

OwIgleM  (Matter  Tyll}  Adrentnree  and  Conceits  of,  by  Kenneth,  12mo,  10«  6d  TrUbner 1S59 

OwBton  (£r.il.)  Act  for  Better  Management  of  Highways,  port  8to,  1« HamUUm  i86a 

Ozenden  (JaAton)  Cottage  labrary,  6  T.  18mo,  9s  ed   Hatdmrd  .,i%^7-^x 


y.  1.  Baptism,  8rd  edit.,  1« i86z 

2.  Lord's  Supper,  5tfa  ed.,  1«  i86t 
8.  Histof  Christ. Chnroh,l«(hii 847 


y.  4.  Fervent  Pnyer,  It  6<f i86a 

ff .  Qod*B  Message  to  Poor,l«  M 1 86a 

6.  Story  of  Rath,  8rde.,l«6<ii86a. 

Readings:  Barham  Tracts,  complete,  12mo,  8<  6<i   :  Werikeim  1859 

Sermons  to  the  Poor,  y.  1  and  2,  12mo^  each  2>  6<i Wertheim  ...1853-4 


^-~-^— —  Duties,  Difficulties,  lEe.,of  the  Pastoral  Office^  new  edit.,  12mo,3«6<<  Wertkeim  1859 

'  Eamert  Commnnicant,  new  edit.,  18mo,  1»    Weriham  i86i 

— — -  Oreat  Truths  in  Plain  Langnage,  2nd  edit.,  18mo,  U    Werthdm  1861 

■  Home  Beyond  ;  or,  a  Happy  Old  Age,  new  edit.,  fcap.  8?o,  1«  W  .  Wtrtham  i86a 

■  liabouring  Man*s  Book,  10th  edit.,  18mo,  UM Wertkeim  i86i 

•^-^'— Pathway  of  Safrty :  Counsel  to  the  Awakened,  new  ed.,  12mo,  2<6<i  Wertkeim  1863 

■  Portraits  from  the  Bible,  Old  Testament  Series,  fcap.  8?o,  8t  Wertkeim  i860 

-  Sermons  on  the  Chrirtian  Life,  new  edit.,  12mo,  2«  Hatekard i86a 

'  and  Ramsden  (6\  H. )  Plain  Prayers  for  Family  Use,  1 2mo^  2«  M     Wertkeim    1858 

(CC)  Railway  Horace,  cr.  8to,  2f  eci;  Urge  paper,  4to,  6s    UpkamA  Beet  i86z 

Ozenham  {H.P.)  Devotions  for  the  Blessed  Sacrament,  12mo,  Is  Gd Longman  1854 

(^.M)  Sentence  of  Kaires,  and  other  Poems,  8vo,  5s    ShrimpUm 1854 

( TF.)Bnglish  Notes  for  Latin  Slegiaes,  4th  edit.,  12mo,  3s  6<i   Murray 1861 

Oxford  Aichnology,  8to,  26s Arck.In8,G.B,  1850 

«^-^— Chronological  Tables,  Uniyusal  History,  with  Index,  folio,  21s If.Bokn 1839 

Church  Tracts,  8to,  Is  Wkittaker 1854 

Delineated,  4to,  12s   lfasft6o«nie  ...1840 

—— Essays,  written  by  Memben  of  the  Univenity,  4  t.  8to,  each  7b  (id   ParterSSoniZ^s^t 

^-^—Examination  Papenand  Division  Lists,  8vo,  1858,  2s  6(i;  1859,  Ss  6cl J M,AJ. Parker s^S 

-  Guide  to  the  Arehiteetnral  Antiquities  near,  8vo,  24s~red.  to  18s  J.HJ:J.Parkeri%^S 

Handbook  for,  8s  6d  Bogme    1841 

Visitorato,  new  edit.,  8vo,  12s;  12mo,  2s  W    J.HutJ.Parteri%bo 

■  Histoiy,  Qaaetteer,  and  Directory  of  the  County  of,  8vo,  map,  17s  ad Oardner 185s 

-— InstaUation  Congratulatory  Address,  12mo,  U  6d  Wkittaker 1853 

• PhxMedings  (Earl  Derby's),  12mo,  2s  6d Wkittaker 1853 

Mathematical  Questions,  1828-85,  8vo,  8s Wkittaker 1835 

' Panorama  o^  oblong,  12s  IxmgmoM.  1845 

■  Pocket  Classics,  1 8mo.    See  Appendix.                                                             /. H,Pafker.  ..51  -60 
Prise  Rways,  to  1836,  in  English,  5  r.  port  8vo,  25s M.  Bokm  1849 

Poems,  in  English,  by  Tone,  12mo,  5s   Wkittaker 184S 

University  Calendar,  12mo,  6s J.H,M,ParkerA%tL 

-Statutes,  by  Ward,  2  t.  8vo»  16s,  Piekering^w^  to  12s H.  Bokm    1851 


Oxlad  {R.)  Week  of  Prayer,  12mo,  8s Nitbet    i86z 

Oxlee  {Jno.)  Doctrine  of  Trinity  and  Incarnation  Considered,  8  t.  8vo,  SOs^r.  to21s  Mattere 1850 

Six  Letten  on  Conversion  of  the  Jews,  8vo,  7s  Mattere  ...1842-43 

Oxley  (Tko.)  Gem  of  the  Astral  Sciences,  new  edit.,  8vo,  7s  Sd    Piper 1854 

Oyster  (The),  Where,  How,  and  When  to  Find,  Breed,  Cook,  and  Eat  it^  fcap.  8vo,  1«  TrUlmer i860 

Paooa  {Oard.B,)  Historical  Memoirs,  tranal.  by  Sir  G.  Head,  2  r.  post  8vo,  2U    ...  Longman  1850 

Notes  on  the  Mlnirtry  of,  from  the  Italian,  8vo,  10s  6d IMman 1843 

Paeian  {Bp.)  Works,  and  St.  Cypriaa^s  Epirtles,  8vo,  12s  J.H.A/.Parherit^9 

Pacing  of  the  Sentinel ;  or,  the  Soul  on  Duty,  12mo,  Is  6<f   Oitpin    1850 

Packe  (Ckai.)  Guide  to  the  Pyrenees,  for  the  Use  of  Mountaineers,  fcap.  8vo,  69  ...  Longmam  i86z 

— — liap  of  the  Central  Pjnrenees,  sq.,  3s  M LongmeM  1861 

Spirit  of  Travel,  12mo,  2s  6d Cke^^mat^  S  H»i^s7 

Packer  (J.(?.)  Sermons  on  the  Lord's  Prayer,  12mo,  5s,  1849— red.  to  8s  6c<     Maatert 1851 

Twelve  Sermons,  8vo,  ^ Duncan 1840 

Packet  of  Seeds  saved  by  an  Old  Gardener,  2nd  edit.,  sm.  port  8vo,  Is  M  Ckapman  A  U.  1861 

Packman  (R.C,)  Sermons  at  Wertminster  Abbey,  St.  PauPs,  &c.,  port  8vo»  6s Straker  1839 

Paddiana:  Scraps fcSketchesof  Irish  Life,2v.p.8vo,21s,12mo,8s6c<,^«fr/^y,*5i;n.e.2s  C,  H.  Ciaeke...i%si 

Paddy  Land  and  the  Lakes  of  Killamey,  by  a  Wykehamist,  12mo,  Is  /.  Ckapman  ...1853 

Padley  {A.J.)  Solutions  of  Trigonometrical  Problems,  8vo,  4s  6d  BeU  A  Daldg  .1841 

Padman  (/.)  Treatise  on  Nervous  Diseases,  8vo,  5s Avikor 1850 

Pagan  (J.M.)  Medical  Jurisprudence  of  Insanity,  2nd  edit,  port  8vo,  6s WaUon  1843 

(irm.)Road  Reform  :  PUn  for  Abolishing  Turnpikes,  8vo,  5s BladcfBoode   ...1845 

Pagani  (/.  B. )  Anima  Amanto  ;  or,  the  Sonl-loying  God,  12mo,  8s   Burnt 1849 

Divota;  or,  Devout  Soul,  12mo,  2s;  82mo,  Is  T.  Jonet 1849 

Devotion  to  the  mort  Holy  Sacrament,  12mo,  2s T.  RidUtrdtom  1847 

End  of  the  World  ;  or,  Second  Coming  of  Our  Saviour,  12mo,  4s  M    Potwum 1855 

■■  Firrt  Communion,  in  Letten  to  the  Tonng,  18mo,  Is  6d  ^tiras    1S49 

• Manna  of  the  New  Covenant,  18mo,  8s  6d Bmnu    1849 

Science  of  the  Saints  in  Ptartioe,  12mo,  3s  6<i Dolwkm 1853 

—  Way  to  Heaven  :  Manual  of  Devotbn,  18mo^  8s,  ^atnii,  1849;  Is  Hd  T.  Bickardaim  1853 
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Page  (it.)  SapplaDMni  to  Kirby'fl  Suffolk  IVayeller,  roy.  Sro,  ZSt   « NiehoU 1S44 

— {DSx9.)  Advanced  Text-Book  of  Geology,  new  edit.,  post  8to,  8f    Blaekwoods   ...1859 

^— — ^-  Handbook  of  Geological  Terms  and  Qeolofcj,  or.  8to,  0f Mctekwoodi   ...1S59 

Introductory  Text-Book  of  Geology,  5th  edit.,  post  8to^  U  9d   Blackwoods   ...i86a 

Pastand  Present  Life  of  the  Gtobe,  cr.  8yo,  (to    Blaekwood$   ...1861 

Rudiments  of  Geology  (Bducational  Oourse),  foap.  8t0|  2a Chatnben  i860 

"  {D.&)  Theory  and  Pnetiee  of  Teaching,  12mo,  6$  6d New  York 1851 

{J,)  Decorator  and  Mechanics  Aiwistant,  new  edit.,  oblong,  8s Atddey 1856 

Fractional  Oalealator,  6th  edit.,  12mo,  4s MuzUy  186a 

'  Qnide  for  Drawing  Ornamental  Foliage,  new  edit.,  12mo,  12t AtckUjf 1856 

— (T:^.)  Gathered  LeaTOS,  Bm.  8to,  5f  ad   LongtntM  1843 

Idolatiy  of  CovetousnesB,  8ro»  Is  ...,< MatUn 184a 

Fkotestant BaUads,  12mo,  6$6d '. WhiUaker 185a 

—<y.J{.)  Ireland  :  its  Brils  traced  to  their  Souros,  I2mo,  4s Seeitff 1836 

Position  of  Ghnroh  of  England,  in  the  Qatholio  World,  8to,  8t  WhiU    ...1844 

Reasons  for  DecUning  to  Join  the  Church  of  Rome,  12mo,  3s  6cl    Nutchard 1850 


— {L.F,}  Sermons  on  the  Cause,  Ice.,  of  Inoendiaiism,  12mo,  4s    BivingUm  1844 

{T.)  Appeal  to  the  Nation  against  Beer  Houses,  12mo,  2f  6d Sedey    1846 

-  Rxample  for  Sabbath-Sohool  Teachers,  18mo,  Is  Bimpkin 1845 

-  Letters  to  Lord  Ashley  on  National  Bdueation,  12ino,  3s Bttie^f .....1843 

Report  on  Milford  Haven  for  a  Naval  Arsenal,  8to,  4s    StaHfyrd    i860 

Sermons  on  Typical  Subjects,  12mo,  6f  6<i    HamilUm  1836 

— {T.J.)  La  Plata:  Narrative  of  Tributaries  to  that  River,  1853-66,  8to,  18s New  Y(trk 1859 

Paget  {A.T,)  Unity  and  Order  of  St.  Paul's  BpisUes,  8vo,  7s     Rivingftm 185a 

—- — {Biiz.)  Cousin  RUen,  a  Tale,  16mo,  2s6cl Orr     1838 

Self-Dependence,  a  Tale,  12mo,  4s  6<i    Bwrvey  1838 

■  -  Way  of  Peace,  a  Tale,  18mo,  2s  MozUg  1849 

—  Young  Disciple,  a  Tale,  12iiio,  3s    HamiiUm  1846 

{P.B.)  Christian's  Day,  16mo,  3s  6d,  1846;  new  edit.,  32mo,  8s  6d  Mtuiers 1861 

—  Curate  of  Cumberworth  and  Vicar  of  Roost,  12mo,  4s  6d  ;  n.  e.,  2s  M  Madtn 1858 

Hope  of  the  Katsekopfih  a  Fairy  Tale,  18mo,  2i  Oii— red.  to  2s Maatert 1849 

'  ■  Lectures  on  the  Seven  Sentences,  12inoy  4s  6ii  HamUUm  1839 

^—  Luke  Sharp,  a  Tkle  of  Modern  Bdueation,  18mo^  2s  6<i— fed.  to  20   ...  Matltn 1845 

—  Memoranda  Fkrochialla  :  Pkrish  Priest's  Guide,  new  edit,  Itfmo,  8s  6cf  Mctsten 1848 

Milford  Malvoisin  ;  or.  Pews  and  Pewholders,  12mo,  4s  id^  '47— «.  2s  Mtuien 1856 

Owlet  of  Owlstone  Bdge,  a  Tale,  new  edit.,  12nio,  8s  6d Mmten 1857 

— ^  Pageant;  or.  Pleasure  and  its  Price,  12mo,  4t6<l Maden 1843 

■  Prayers  on  Behalf  of  the  Church  and  her  Children,  82mo,  Is Maaten^ 1845 

■  St.  Antholin^s;  or.  Old  Churches  and  New,  8rd  edit.,  12nio,  Is    Ma$ten 1847 

Sermons  for  Special  Oocasions,  post  8vo,  8s   Ma»Un 1858 

on  the  Burial  Service,  12mo,  ^  M Matten 1845 

Duties  of  Daily  life,  2nd  edit,  12mo,  6s  6d Masten 1861 

Saints'  Days  and  Festivals,  12mo,  6s  Ma$Urt 1848 

. Suisum  Corda  :  Aids  to  Private  Devotion,  16mo,  6s ;  n.  e.,  82mo,  8s  6d  Aiatten 1861 

Tales  of  the  Village,  ne*  edit.,  12mo,  6s  6d Matten 185a 

Children,  2  r.  18mo,  each  2s   Mtuten i860 


— ^—  Trsets  upon  Tombstones,  8vo,  Is Matten 1843 

Warden  of  Berkingholt ;  or.  Rich  and  Poor,  12mo,  6s;  ch.edit.,  2s  8d  Masters 1843 

(JoMs)  Catalogue  of  St.  Bartholomew's  Hospital  Museum,  6s CkwrchiU  1846 

—  Lectures  on  Surgical  Pathology,  2  v.  8vo,  28s,  1853  ;  new  edit.,  21s  ...  Longman  i8^a 

Motives  to  Industry  in  the  Study  of  Medicine,  8vo,  Is OhHrehill  ......1846 

Records  of  Harvey,  8vo,  2s  6<i    ChwrehiU  1846 

Reports  of  the  Resulto  of  the  Use  of  the  Microscope,  8vo,  2s  M    ChwrehiU  184a 


(Jno,)  Income  Tax  Act,  6  &  6  Vict.  c.  86,  with  Notes,  2nd  edit.,  12mo,  4s...  Blenham  184a 

-^— ^ Inquiry  into  Maeanlay*s  Charges  against  Penn,  12mo,  4s  6d   «  Blackwoods  ...1858 

— ^— ^—  New  Bxamen  into  Pftsnges in  Lord  Macaalay's  History,  fcap.,  6s Blackwoods  -...1861 

Registration  of  Voters  Aot»  with  Index,  12mo,  8s     BUnkam    1843 

— — —  Travels  in  Hungary  and  Transylvania,  2  r.  8to,  24s,  '53  ;  new  ed.,  18s  Mwrag 1855 

Pain  (Wm,)  Carpentry  and  Building,  Remodemised,  by  S.  H.  Brooks,  4to,  21s Weale    i860 

Faiae  (C)  Tent  and  Harem :  Notes  of  an  Oriental  Trip,  12mo,  6s  6<i New  York 1859 

— (/h*.ir.)  Discourse  on  the  Soul  and  Instinct,  12mo,  6s    * New  York 1849 

Institutes  of  Medicine,  8vo,  21s New  York 1858 

■  Medical  and  Physiological  Commentaries,  2  r.  8vo,  86s CkwrchiU  1840 

Beviewof  Theoretical  Geology,  1866,  8vo,  8s   New  York 1856 

Then^utical  Arrangement  of  the  Materia  Medica,  12mo,  61 Wileg 184a 

(7%o.)  ^  ^  ^ELeason,  new  edit.   12mo,  8s    /.  Wais(m 185a 

light  from  the  Spirit  World,  postSvo,  4s  6d New  York 185a 

Ri^ts  of  Man,  and  Political  Pamphlets,  new  edit.,  12mo,  6s /.  Watson i8sa 

PsinstakiBfr  by  Henry  William,  18mo,  ls6<< New  York i860 

Funtad  Pietnre  Play-Bod^  2  series,  nj.  4to,  each  8s  9d  Dean 1856 

Window,  a  Poem,  by  M.  R  A.,  2nd  edit.,  fcap.,  8s  6<2  Zots    1856 

P^tenof  AilNationa,  History  of,  edited  by  Wyatt,  4to,  26s Oassdl   1853 

Pairpoint  {A If.)  Uncle  Sam  and  his  Country ;  America  in  1864-6,  cr.  8vo,  8s  6d   ...  Simpkin 1857 

Pakenham  (F-J.)  Life  lines ;  or,  God's  Work  in  a  Human  Being,  cr.  8vo,  4s  6<i    ...   Wertheim  i86a 

Fkkiflgtoo  (ZsKfy)  Axtof  Contentmont,  edited  by  itiddea,  12ino,  3s  Bams    1841 
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Palaoeof  CHsm  and  the  Gtttkerings  of  the  People,  leap.  8to,  2« Hd,  Tract  Soci^s^ 

Indostiy,  a  Brief  History  of  its  Origin,  fcc,  fcap.  4to,  U OUiriar  185* 

Palnontologia  Indiea,  Pt  1,  The  Poanl  Oephalopoda,  by  H.  F.  Bradford,  r.  4to,  15«  WiUiamaAN,  i&ox 

Palidfl  Boyal,  an  Hietorieal  Bomanoe,  by  Aathor  of  Henri  Qnatre,  8  v.  post  8to,31«  (ki  CoUmim 1S44 

Paleario(i4.)  Benefit  of  Christ's  Death,  frc.,  edited  by  J.  Ayre,newed.,  18mo,l«6<<  Bd.TraeiSoc.  iS5< 

— — Italian,  French,  and  Bnglish,  12mo,  7<6d  ...  JkUS  DM9   iS:>5 

Life  and  Times  of,  by  Young,  2  t.  8to,  82* BeWdt  Ikddg  .1X60 

Palensnela  {R.)  Grammar  for  Spaniards  to  Learn  Bnglish,  12mo,  12* New  Ywrk 1S51 

Paleotto  (A.O,)  Acto  Concilii  Tridentini,  Anno  1562-8,  ed.  J.  Mendham,  8to,  ISs...  Dnncan 1842 

Palestine,  Early  Travels  in,  edited  by  T.  Wright,  12mo,  5s H,  Bokm iS-^U 

Paletbone  (/.)  Bqoaliiations  of  Seriptnre  Money,  Weights,  Ieo.,  with  British,  4to,  lOt  Hooper  184^ 

Paley(/il.)  Cbtti^^El^^rers,  aTale,  ISmo,  4«6<2    Van  VoontL  ...1844 

Bodesiologist^s  Gnide'to  Chnrehes  at  Cambridge,  12mo,  2i  Yan  Voor^  ...1844 

■  Illostrations  of  Baptismal  Fonts,  8to,  21« Van  Vooni  ...1844 

Manual  of  Gothie  Arohiteeture,  70  Illustrations,  12mo^  61  6<i Van  FoorH  ...1846 

Mouldings,  8to,  7<  6<f Foji  VoorU  ...1847 

■  Notes  on  Twenty  Parish  Churches  round  Peterborough,  post  8to,  It  M  .  BeU  J:  />aitfjr...i86o 

Wild  Flowering Pknts  (400)  ContributionioFloraof  Peterboro',18mo,lt  BeUd:  DaUly  .i860 

((7.B.)8aulof  Tarsus,  a  Drama,  8vo,  8f  6d   JUdnsUm  1855 

"{Arck.W,)  Works,  Life,  fto.,  by  hisS<m,  new  edit.,  4  ▼.  8to,  38s Mimngtom  1838 

Wayland,  $  y,  8to,  ZSt—nd,  to  18s    H,Bolm 1837 

— — Notes,  &c.,  by  Pazton,  5  t.  8to,  25«,  '46  ;  new  ed.,  r.  8vo,  12f    Ttf/g  i860 

— — —  Clergjman^s  Companion  to  the  Sick,  12mo,  8e Longman  1844 

—  Bridenoesof  Christianity,  new  edit.,  8vo,  5< Rivinglon  1851 

^_^ Notes  by  Birks,  12mo,  Z$ Mel.  Tract  Soc,ii^9 

-Abp.  Whately,8vo,  9s ParkerdsSon   1859 


and  Hone  Paulina,  by  Potto,  Sto,  10s  6f2 Longman  1850 

Analysis  of,  by  Coward,  ISmo,  8<  6<i WhitUdeer 1853 

Crosse,  18mo,  2t  6cl MacmiUam    ...185$ 


and  Questions  by  Fi8k,n.e.p.8TO,4«W  WkiUaker 1856 

Horn  Paulina,  new  edik,  roy.  82mo,  2« Law  1861 

•8yo,  fie JRivingUm,  1846 


Notes  by  Bi^  12mo,  8s  ReLTraetSoc  1850 

—  Tate,  8vo,  13s  Longmam  i860 


Supplement  to,  by  Biley,  8to,  7«  Qd Sedeg 1845 

Moral  Philosophy,  new  edit.,  8?o,  7<   JUmngtan  1841 

•  Additions  and  Notes  by  Bain,  12mo,  2s  Hd  Ckamberc  i85x 


^ Annotations  byAbp.  Whately,  8vo>  78 Parker  ds  Son  .1859 

with  Dissertations,  by  A.  Bun,  12mo,  2*  6<f   Ckamben  1851 

Natural  Theology,  new  edit.,  8vo,  5s RivingUm  1846 

Notes,  by  Brougham  and  C.  Bell,  n.  e.,  18mo,  3s  6d  .  Grifin    i86s 

-T.  Smibert,  12mo,  2s  6<f   Chamhert  i860 


(W.)  Law  of  Summary Conrietiona, by  Deacon, 8?o,  14s, '48 ;Maenamars,8vo, 21s  SweH 1856 

Palfrey  (/.(?.)  Lowell  Lectures  on  the  Bridences  of  Christianity,.  2  t.  8vo,  20s  Oreen^ 1843 

■  New  Bngland  during  the  Stuart  Dynasty,  Y.  1  fc2,  8to,  each  14s Low  1859 

■  On  Jewish  Scriptures  and  Antiquities,  2  t.  8to,  28s,  <7reeM,  V  ;  18s   KtnneU 1848 

■  Belation  between  Judaism  and  Christianity,  8to,  Ifis Jioaton,  £/!&.. .1854 

■  Statistics  of  Massachusetts,  8to,  12s    Wiieg     1846 

Palgrave  {Sir  Pra,)  Calendars  of  the  Bxcbequer,  8  t.  roy.  8to,  42s BtUUrworlkc.ili^ 

■  Docomento  illustrating  History  of  Scotland,  V.  1,  roy.  8to,  18s    BuUerworik»..,l%'y^ 

•^— — ^— Bssay  upon  the  Authority  of  the  King's  Council,  8to,  8s   ^«UenDortAs...i844 

«  — —— History  of  Bngland:  AngIi>-SazonPeriod,18mo,5s,'3i—red.to3s6c<  Tegg  1858 

■ Normandy  and  England,  2  t.  8to,  42s PaHber^S»iii85i-7 

■  RotuUCuriK  Begis,  2  t.  roy.  8to,  28s ButUrmorikc  ..,i%i^ 


Truths  and  Fictions  of  the  Middle  Ages,  2nd  edit,  12mo,  8s Parker  de  Son  1844 

{P,T,)  Gfolden  Treasury  of  English  Songs,  new  edit.,  fcap.  8to,  4s  6c{  ...  Maemiliam 1S61 

-  Handbook  of  Reigate,  post  8T0,  2s  6<f  WiUic    i860 

to  FineArt  Collections  in  the  £]diibition,12mo,ls;cl.,2s  Macmiaan i86a 


Idyls  and  Songs,  12mo,  Zt  6d   Parker df  Son... i%si^ 

Palgrareof  Sycamora,  3  ▼.  post  8iro^  81s  6(f Sammdertdf  O,  1861 

Palin  {Wm.)  Bellingham  ;  or,  a  Christian  in  Search  of  the  Church,  12mo,  8s  6d Parker  J:Son...iiis 

-^  Cheshiro  Farming,  8to,  8s Simpkin 1845 

History  of  the  Churoh  of  Bngland,  1688-1717,  post  8to,  8s  6d  RivingUm  1851 

>  Village  Lectures  on  the  Liturgy,  12mo,  8s  6cf Parker  Jb Son...  iZ^y 


Palissy  (Rer.)  Life  and  Labours  of,  2  t.  p.  8vo,  18s ;  new  edit,  1  ▼.  12s^red.  to  5s .  if.  BoKn  1855 

{Mad.)  ProTOcations  of ,  by  Author  of  Mary  Powell,  12mo,  7s  6d     AJiaU 1853 

Palling  (P.)  Writer's  Time  Preeerver  ;  or,  CKver  of  More  Time,  12mo,  Is ^impUn 1857 

Palliser  (Jfrt. /^.)  Modem  Poetical  Speaker,  12mo,  6s Longman  1845 

(^uflfA)  Life  of,  byE.  M.  Hunt,  8to,  16s   Uhapman  dt  H,\%^ 

{JnO')  Hunting  in  Prairies,  p.  8to,  10s  6<I,  Murray,  1853;  12mo,  ls6d   RonUedgt i8$6 

(Copt.  E.)  and  Nangle  (Capt,)  Volunteer  in  the  Field,  2nd  edit,  8to,  Is Longman  1861 

PaUm4  (/^.)  Trarels  in  Kordofan,  8to,  12s    Madden 1844 

Palmario;  or,  the  Merohant  of  Genoa,  a  Norel,  8  ▼.  poet  Sro,  81s  6d   Boone    1839 

Palmer  (C./.)  Continuation  of  Mansbip's  History  of  Yarmouth,  Norfolk,  post  4to,  2Is  J.  R.  Smith   ...1856 
Foundadon  and  Antiquitie  of  Qreat  Yermouthe,  4to^  7s  ^ WhiUakm' 1848 
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fklmer    (B.)    Guide  to  Gorernment  Mediciiie  Ohest  for  Mercliaiit  fiMmen,  18mo,  Is   Silwrtodk  .. 

(SM.)  Te  Hole  in  ye  Walla,  a  Legend  of  Walthamstowe  Abbej,  4to,  2$  6d...  MacmiUan,, 

{P,P.)  Old  Tftles  for  the  Toung  newly  told»  fcap.  8to,  8i  6d Rouiledge    . 

-  (/.  fT. )  The  New  and  Old ;  or,  California  fc  India  in  Romantic  AspecU,  8to,  8f  6<i  New  York  . . 


{MiMt)  The  Leighs  ;  or,  the  Discipline  of  Daily  life,  fcap.  8to,  8f  6d Hogg . 

{Mr$,P»)  Dialogue  in  the  Devonebire  Dialect,  12mo,  5$ Longman  

Faith  and  its  Effects,  new  edit.,  18ino,  2$  6<i— red.  to  U  6d Heglin  

^-^^^  Illnstrations  of  Sconomy  of  Salration,  Ist  and  2nd  series,  18mo,  ea.  U  Beylin  

Present  to  my  Christian  Friend  on  Bntire  Devotion  to  God,  n.  e, ,  1 8mo^  Is  J/eglin  

— ■^— —  Promise  of  the  Father,  cr.  8vo,  6«    Bottom,  U.S... 

Way  of  Holiness,  18mo,  St,  New  York,  1854;  new  edit,  Is    Beylin  

"{Mn^d!  Mia$)  Memorials  of,  by  H.  Ma^rsh,  12mo,  2« Simpkin 

(Rag.)  What  isTmthf  Hints  on  Formation  of  BeligioasOpinions,fp.8TO,2s6<f  Nei$on   

'{Rick.)  The  Land  of  Promise,  18mo,  U     HouUUm 


(Roun.)  Book  of  Praise,  from  the  Best  Bnglish  Hymn  Writers,  fcap.  8to,  4s  6(2  Maemitlem... 

(Skir.)  Pentaglot  Dictionary  of  Terms  in  Anatomy,  Iec.,  8to,  10s Longman  ... 

{W.)    lUostrations  of  Electrotype,  4to,  7<  M    Paluier 

Lectores  on  the  Poor  Iaws,  8to,  4<  Benning    ... 

-  Treatise  on  the  Law  of  Wreck,  Syo,  2t  6<i  BuUerwortk 


-(Wm,)  Compendioos  Boclesiastical  History,  12mo,  4s  6c{ — red.  to  4s   Lumleg  . 

• Dissertations  on  Orthodox  Catholic  Commnnion,  8to^  10s  6<f  Aia$ter»  ... 

-— Doctrine  of  Development  and  Conscience  Considered,  8vo,  9$&d  Rivington 

Egyptian  and  Sacred  Chronology  Hannoniied,  2  ▼.  8to,  86s Longman 


Enquiry  into  the  Subject  of  Offered  Grace,  Iec.,  12mo,  &9  M    Palmer 

Episcopacy  in  British  Churches  Vindicated,  post  8vo,  8s    RivingUm 

Events  connected  with  the  Tracts  for  the  Times,  8vo,  ds  6<f  RivingUm  

Harmony  of  Anglican  Doctrine  with  Church  in  the  East,  8vo,  5e J.  If  J: J.  Parker: 

Introduction  to  Early  Christian  Symbolism,  12mo,  2s  6d   Lonaman 


—  Letters  to  J)r.  Wiseman  on  Errors  of  Romanism,  8rd  edit.,  18mo,  4s...  Rivtngton 

—  Origines  Litorgicn  :  Antiquities  of  English  Ritual,  4  e.,  2  v.  8vo,  18s  Rivington 
Analysis,  &c.,  by  Dr.  Beal,  12mo,  8«  6d  RivingUm 


Pietas  EcdeaiA  ;  or,  Dissenter's  Text  Book,  8vo,  7s  M Palmer  . 

Treatise  on  the  Church  of  Christ,  2  v.  8vo,  18s RivingUm  ., 

PslmerBton  (Lord^  Opinions  and  Policy  of,  with  Memoir  by  Francis,  8vo,  12«— r.  7s6<l  Hurd  Af  B., 

Palmoni  :  Chronological  slid  Numerical  Systems  of  the  Ancient  Jews,  8vo,  25«    Longman   .. 

Palmyra,  the  Fall  of,  Rome  and  the  Early  Christians,  by  Ware,  12mo,  Ss RontUdge  .. 

Pambour  {CoiaU  de)  Practical  Treatise  on  Locomotive  Engines  on  Rail  ways,  n.e. ,  8vo,  18s  WeaU 

Theory  of  the  Steam  Engine,  dvo,  12s WeaU.. 


Pamela  Fanmulla  ;  or.  Virtue  Rewarded,  a  Comedy,  8vo,  Is  6<i Simpkin 

Pamphilios;  or,  the  Head  and  Heart  Legacy,  12mo,  Is  Bale  

Panooast  {Dr.Joe.)  Operative  Sui^ry, 4to, 62s  6<l;  ooL,  94s  6<f,  Wileg,  '44;  8rd  e.,42s  Pkiladdpkia.. 

Pandemonium;  or,  Glimpse  into  the  Modem  Inferno,  by  Asmodeus,  a  Poem,  8vo,  5s  £.  Wileon  

Pandoay  {M.C.)  Grammar  and  Dictionary  of  the  Takama Langnaice,  tr.,  roy.8vo,16s  New  York 

Pauegyrie  (The)  of  Constantino  the  Great,  8vo,  2s  6<f Longman  ..... 

Panixxi  Mia.)  Italian  Grammar,  12mo,  3s— red.  to  Is  6<i   Walton  

Panofka  {Tke.)  Manners  and  Customs  of  the  Greeks,  transL  by  Soharf,  4to,  21s Newbg    

Paaoranmof  Oxford,  obi.  folio,  12s Longman  ..... 

the  Rhine;  Views,  with  Description,  ob.  folio,  7efid   Prenek 

PanoFamie  Sketch  of  Margate  and  Ramsgate,  oblong,  7s  Qd   Bogue 

View  of  Killamey,  from  the  Summit  of  Mangeston,  sq.,  2s Orr.. 


Panthea,  and  other  Poems,  by  Blanche  Shakespere  de  Trepka,  post  8vo,  lOt     Unwin  

Papa  and  Mamma's  Eaiy  Lemons  for  Chiklren,  12mo,  Is Bean 

Pkpa*s  Cartoons  to  teach  Protestants  to  lookat  Home,  and  not  to  Roam  (Rome), ob.,  12s  Pareom 

JStories  lor  his  Younger  Children,  18mo,  Is Barton  

Papal  and  Hierarchical  System  compared  with  New  Testament,  12mo,  4s  6d    Bennett 

Boll  of  Leo  X.,  Two  PUtes,  elephant  folio,  7s  6(i  Couston 

Bnors:  their  Rise  and  Progress,  18mo,  2s~red.  to  Is  6d     Rel.  Tract  Soc 

PkperlloUs  and  How  to  Make  them:  a  Book  for  Girls,  12mo,  2s   New  York 

Lantern  for  Poseyista,  fcap.  8vo,  Is  6<i  Smith^mder 

Mills' Directory,  8vo,  2s  6d /Cent  

of  Tobacco:  its  Rise,  Progress,  and  Pleasures,  by  Joseph  Fmne,  12mo,  4s  6ci...  Chapman  d:H, 

Papers  and  Despatches  relating  to  Arctic  Searching  Expedition  of  1860-1,  8vo,  2s  td  Rivington  

•  Illustrations  of  Public  Works,  Britibh  and  American,  4to,  25s  Weale 


for  the  Schoolmaster,  cr.  8vo,  V.  1,  2s  6<2  ;  V.  2  to  11,  each  3s Simpkin  ...1S5 

I  on  Application  of  Roman  Alphabet  to  Languages  of  India,by  Williams, 8vo,  12s  Longman  

Popular  Education,  imp.  8vo,  U  Qd Oroomhridge ... 

'  Preaching  and  PuWc  Speaking,  by  a  Wykehamist,  fcap.  8vo,  5s  Belld:  Daldg... 

the  Broken  Unity  of  the  Church,  12mo,  7s  M    Pewtrese. 


relative  to  a  Representative  Legislature  at  the  Ospe,  8?o,  2s  M T.  W.Sanndere 

Phppenheimen  (The),  a  Novel,  edited  by  Capt.  Ashton,  8  v.  post  8vo,  81s  6d Bcntleg  

Papworth  {J.W.)  Plans  and  Sections  for  Museums,  Libraries,  ftc,  roy.  8vo,  12s  Chapman  4s  B, 

-  Rural  Residences,  imp.  8vo,  dls  M,  Aekermann^-nA.  to  15s Nattali  

•  Specimens  of  Decorations,  from  the  Vatican, r.4to, 81s 6<i, '44 — r.lOs  Aekennann   ... 


(If.)  Motes  on  the  Causes  of  Fire  in  Buildings,  8vo^  Is  6d LagUm 


Pliable  of  the  Sower,  in  72  Languages  and  Dialeets,  8vo,  20* (^uaritch 
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FwablM  (Rie)  ExpUuiMd,  bj  the  Wife  of  ui  Iridi  CleigyiiiAB,  ISmo,  2m  M Sedey 1^37 

——————  TwoSiiten,  12mo,  8t   RivinffUm 1857 

lUnDUiiated,  eq.  87(s  21«  Longmam  1846 

IllQitmted  bj  Franklin,  new  edit.,  imp.  4te,  21<  /.  Mitekdl 1854 

■  of  OnrSaTioar,  with  lUastntioni,  16mo,  2$  6d LangmoH  1858 

Prophetically  Explained  in  Uctorea,  ISmo,  Ba /.  F.  Skaw    ...1853 

Paradiae  Kept;  or.  Sorrow  turned  into  Joy,  a  Poem,  12bio,  i»  Maaten 1857 

Paragraph  Bible,  cr.  8to,  «•      BeLTradSoe.  1850 

Fkragreens  (The)  on  a  Vint  to  the  Paria  Exhibition,  12nio,  4«— rad.  to  2§   HawUiUm  1857 

Parallel  of  Sbakapeare  and  Scott,  12mo,  2a  6cl WkUtaker 1835 

Plaraphraae  on  the  SoTon  Penitential  Pftalma,  edited  by  W.  H.  Black,  poet  8to Percy  Soe. a.  d. 

Parbnry  {Oeo,)  Handbook  for  Egypt  and  India,  2nd  edit.,  post  8to,  12f  AUemtt  Co.   ...184a 

Pardey  (C%a.)  Mother*!  Nnnery  Guide,  18aio,  1«  JIamiUtm  1857 

Pardee   (if m)  A  Ufe  Struggle,  2  t.  poet  8to,  21< Booth 1859 

At  Home  and  Abroad  ;  Amusing  Tales,  12mo,  2< Lay   1857 

■  Beauties  of  the  Basphorus,illnst.  fay  Bartlett,  new  edit,  2  T.4to,ea.£&t  Ftrtae  1861 

City  of  the  Magyar,  8  ▼.  post  8to,  81s  6d,  Virtue,  '40 ;  red.  10«  M  H.  Bokn    1846 

. Sultan,  8  t.  post  8to,  31«  M,  CoOmm,  \^  ;  12mo,  1«  M  BovUUdge    1856 

.  Confessions  of  a  Pretty  Woman,  8  v.  p.  8to,  81s  6if,  1846;  12mo,  2t  C,  H,  CZorfet    i860 

.     Court  and  Beign  of  Francis  L,  King  of  France,  2nd  edit.,  2  v.  8to,  88s  Bentley 1850 

,. Episodes  of  French  History,  2  y.  poet  8to,  21«  Hunt  4s  B.    ...1858 

■  Flies  in  Amber,  8  t.  postSro,  81  s  W Skoberl  1850 

■  ■  Hungsrian  Castle,  8  t.  post  8to,  81s  6<f Boone 184a 

■  .  ■ Jealous  Wife,  8  r.  poet  8to,  81s  6<i,  Hunt  AB.,  '55  ;  n.  e.,  12mo,  2s  C,  ff.  Clarke   1861 

■ Lady  Arabella;  or,  the  Adventures  of  a  Doll,  16mo,  2s6c{  Kerly  de  Som ...i%ss 

I  Lord  MoTcar  of  Hereward,  4  ▼.  12mo,  22s Ntwwum    1837 

■  Louis  the  XIV.  and  Court  of  France,  17th  Century,  8  e.,  8  y.  8yo,  42«  Beniley 1849 

Mardynsand  the  Daventrys,  8  y.  postSyo,  81s  6<i    Saumdende  O.  1835 

■■ Pilgrimages  in  Paris,  12mo,  5s Lay   1857 

■  Poor  Eolation,  a  Novel,  8  y.  post  8vo,  81s  6<i Buret  df  B.  ...1858 

. Eeginald  I^le,  8  y.  post  8vo^  81s  fid,  Hurti  ds  B,  1854;   12mo,  2s  ...  Btyce 1857 

■       Eich  Eelation,  12mo,  2s   Clarke   186* 

. Eival  Beauties,  8  y.  poet  8yo,  Ue6d;  fcap.  8vo,  2s Dariot^ 186a 

^ Biver  and  the  Desert,  2  v.  poet  Svo,  18s,  CoOum— red  to  6s  ff.  Bokn    1838 

Eomanoeof  the  Harem,  8  v.  poet  Svo,  81s  64I,  Colbum,*^^;  12mO,  2s  WarddfLodt...iZs7 

Thousand  and  One  Day8,a  Companion  to  the  Arabian  Nights,  ]2mo,8s(k/  Lay   1857 


(RO.)  On  the  Cultivation  of  the  Strawberry,  or.  8vo,  4s  6d    New  York 1856 

Pardon  (G.F,)  Adventures  of  Boldheart  the  Warrior,  4to,  2s  6<f  Joe,  Blackwood  1%S9 

«-^— « FaoesintheFiie,ShadowiontheWalCandotherThIes,n^,12mo,8s6<i  Jae.Blaebwood  lisS 

— —    '■  ■  Guide  to  London  and  its  Suburbe,  12mo,  Is   ...  BouUedge  i86a 

— ^ Literaiy  Gift  Book,  er.  4to,  7s6<i Jae,Blaekwood  i%st 

"    ■■  On  Sa^ty,  Instinct,  and  Uses  of  Dogs,  12mo,  8s  6d  Joe^Blmekwood  1857 

^ Stories  about  Birds  and  Animals,  2  v.  12rao,  each  3s  M Jae^Biaekwood  i8$8 

■  Tales  from  the  Operas,  new  edit.,  12mo,  2s   Jaa.Blaekwood  1861 

»■■  '■         The  Months,  a  Book  for  All  Sessons,  roy.  8vo,  Is ;  cold.,  2s    Jae.Blaekwood  1856 

Parsau  (J.Jf.)  Interpretation  of  the  Old  Testament,  2  y.  12mo,  12s BamilUm  1840 

Parent's  Cabinet  of  Amusement,  Acc^  n.  e.,  12  y.  12mo,  ea.  Is  ;  6  y.  16s ;  4  y.  14s .  JSainik  ds  Elder  i860 

■    Great  Commisainn,  2nd  edit,  12mo,  4s Zon^Maw  1851 

•> Poetical  Anthok^,  4th  edit,  12mo,  6s Umgmau  1840 

—<- School  and  College  Guide,  2nd  edit,  12mo,  10s6<i— red.  to  7s  6d WhiXU»ker 1843 

Psrfitt  {Tko,)  Gospel  Harmony,  a  Seered  Poem,  post  8fo,  6s Yirte/e    1837 

Ptfis  (J,A.\  Pharmaoobgia,  9th  edit,  8yo,  20s,  1843;  Appendix,  2s  6d Bi^^dey 1838 

»      . Philosophy  Gi  Sport  made  Science  in  BsmaBt,  9th  edit,  sm.  p.  8vo,  7s  6cl  Jfturoy 1861 

. ^ Treatise  on  Diet,  6th  edit,  8yOk  12s,  Jfighley^iod,  to  6s M.  Bokm    1837 

^— (7*.C.)  LettenfromthePjrrenees,  poet  8vo,  lOe  dcf Murray 1843 

Paris  Estafette  ;  or,  Pilferings  from  the  Paris  and  Dover  Poet-bag,  12mo,  6s  Bigga 184a 

its  Historical  Buildings  and  its  Eoyolotions,  18mo,  pUin,  8s  Sd  ;  gilt,  4s  C.  Cox  1848 

Parish  {CapL)  Sea  Officer's  Manual :  Compendium  of  Duties,  poet  Svo,  6s  SrnUk  d:  Sider  1857 

^-(iSir  YTm.)  Buenoe  Ayres,  and  Eio  de  La  Pkta,  2nd  edit,  8yo^  14s-rBd.  to7s6d  /.  B.  Smith  ...185a 
Pariah,  a  Poem,  in  Fiye  Books,  2nd  edit,  8vo,  9s  J.H.dsJ.Parheril^i 

■  and  other  Penoillings,  by  Author  of  Kirivan,  poet  8vo,  6s  ^    New  York 1854 

■■  the  Priest :  Colloquies  on  Pastoral  Care,  &c,  12mo,  4s    MaeUre 1858 

m  Choir  ;  or,  Chareh  Music  Book,  8  v.  roy.  Svo,  21s T,  Harrimm  ...1853 

*  Church  Sendee,  roy.  8yo,  4s  9d  OUwier 1S47 

•  Selections  from,  roy.  8yo,  8s  6cl  OUivier 1847 


.Clerk,  edited  by  T.  Hook,  8  v.  poet  8yo,  81s  6<i  CoUmru 1S41 

.Magasine,  1862,  edited  by  J.  E.  Clarke,  8vo,  2s BeUdi  J)aidy..,i%fiz 

.  of  Linwood  ;  or.  Who  is  Eesponsible  ?  by  J.  G.,  fcap.  8vo,  8s HouieUm 1861 

Side,  by  the  Clerk  of  the  Parish  of  Edge&eld,  12mo^  6s  New  York 1854 


,     .      Tracto,  12mo,  28iid Maeten 1850 

Parisian  Etiquette ;  a  Guide  to  Maanen  of  Society  in  Paris,  12mo,  Is /.  P.  Shaw   ...1855 

Sights  and  French  Prineiplee,  12mo,  8s  6(2,  Vieetdly  ;  U    Clarke 1853 

Park  (Jiwi.)  Blindness,  a  Poem,  poet  Svo,  10s Smithds Elder   1839 

Bridegroom  and  the  Bride,  with  other  Poems,  12mo,  6s Longmam    185c 

-, Kgypt  and  the  East ;  Tnyela  by  Sea  and  Land,  poet  8vo^  6s A.  MaU 1857 
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Park  (^jiA)  Poetical  WoAa,  roy.  8to,  lOs  6d Keni  1854 

RoyJinBii  to  SootiMid,  12mo,  2t  (W    Tyoi  i«4» 

8qoire*B  Daoghter,  a  Tragedy,  8to,  Zifkt Lirngtucm   1846 

Worid,  Past,  Freaent,  andPature,  a  Poem,  16mo,  6f ffall  i86a 

{J,A.)hKW  of  Marine  InsnraDoe,  bj  Hildyard,  8th  edit,  2  t.  roy.  8to,  40$  ...  Benning 184a 

MemoixBof  William  SteTons,  new  edit,  12mo,  4»  9d BivingUm  1859 

Paniology ;  or,  a  Systematic  Surrey  of  Human  Knowledge,  8to^  18« Wiky 184a 


^-  {Mwmgo)  Life  and  Trayeli  d,  roy.  8to,  1%  4^  Orr^  1846  ;  18mo,  It  6d  Chamben  i860 

TraYels  in  the  Interior  of  Africa,  illnat,  8np.-roy.  16mo,  Z$  6d Longman  1861 

Parke  (Uriah)  Philoec^y  of  Arithmetio,  6th  edit,  cr.  8vo,  6<  PJUUidelpkia^.it^ 

Parker  {Anne)  FaUea  and  Moral  Maiima,  in  Prose  and  Verse,  2nd  edit,  18mo,  8f  6d  Parker  A  8on.„i%^ 

Selection  of  Popular  Poems,  8rd  edit,  fcap.  8to,  2f  6<2 Parker  A  Son.. .\%%i 

(J.^.)  Fnlnen  of  the  Mediator,  8yo,  7«6d... BlackUiiSon  1861 

(A,J.)  BeportB  of  Decisions  in  Criminal  Cases,  New  York  State,  impb  8to,26«  Albany  1855 

{Abp.)  Consecration  of,  ed.  by  Sev.  Jaa.  Gh)odwin,  4to,  8f  M  Camb.AnLSoe.  1841 

-  Coirespondenee,  8to   Parker  Soe,  ...185s 


—  (C%a.)  Italian  Rural  Arehitectnre,  4to,  86« Weale    1849 

•  (Edw,)  Word  of  Qod  oppoeed  to  Baptismal  Regeneration,  12mo,  2t  ed Niebe^ 1850 


{Franees)  Man  without  a  Name,  2  r.  poet  8vo,  21< Bentleg 185a 

(Franie)  Chronology,  8to,  with  Table,  fol.,  2U J.ff,dhT,Parkerits9 

The  Church  ;  with  a  Chronological  Chart,  foL,  83# J.HJtJ,Parheri%$i 

(F.^.)  CouTersations  on  the  First  Communion,  12mo,  2»  ffamiltcn  1839 

Ghiiding  Star,  and  other  Tsles,  12mo,  8t WkUtaker  1850 


Irish  Scenes  Eighteen  Tears  Ago,  2nd  edit,  12mo,  2f Niibet    1840 

Truth  without  Novelty,  12mo,  8«  Batckaird 1848 

—  (O^.)  Lunar  Tables,  roy.  8to,  i$ Longman  1837 

(If,)  The  Harmony  of  Ages,  post  8to»  6f BoUon,  r.&...i856 

—  (77. i^.)  Morning  Stars  of  the  New  World,  Biographical  Sketches,  p.  8to,  6$6d  New  York 1854 

—  {HM.)  Bole  Ponjis,  Tales,  2  t.  12mo,  12«    Tkatker 1851 

-(£r.ir.)I>igeetof  the  Law  luting  ^Relief  of  the  Poor,  8to,  27f C,  Knight 1849 

(/VVbeO Claims  of  the  Gospel  on  the  Tonng,  12mo,  U BelTraetSoe,  1847 

Domestic  and  Foreign  Relatibna  of  the  United  States,  Syo,  U  Cambridge,  U.8,i96z 

'  Sermons  on  Various  Subjects,  post  8to,  7«  M Philad^phia.l.iS$^ 


•  iJno,)  Notes  on  the  Diligence  of  Adjudication,  Scotland,  new  edit,  8to,  8t.  Benning 1851 

Law  of  Arbitration,  Scotland,  2nd  edit,  8to,  lOi  6d  ...  Benning 1845 


-— —  Styles  of  Summonses,  Session  Court,  Scotland,  new  edit,  8vo,  5« Benning 1853 

-  iJM.)  Introduction  to  the  Study  of  Qothic  Architecture,  2nd  ed.,  fp.  8to,  6<  JMJ:J,ParkeriZ6t 

MedisBval  Architectoie  of  Chester,  8vo,  fif  J.ff.4kJ,Parkeri%st 

—  {J,  B,SJ.)  Collection  of  Tales  for  Young  Men  and  Women.    Bet  Appendix J,HJeJ.Parker 

— ^  (Joe.)  Church  Questions:  Historical  and  Mond  Reriews,  new  ed.,  er.  8to,  6«  Snow i86a 

Bmmanuel,  12mo,  2t  6d JndddsOlau.„i%s^ 

Helps  to  Truth-Seekers;  or,  Christianity  and  Soeptidsm,  12mo^  le  M  JuddAQlau...ii$^ 

..  Woridng  Church;  or,  labezality  and  Labour,  post  8to,  Is  6<f Nukei 1857 

— (7.  TT.^tS^)  Collections  in  Popular  Literature.     iSiee  Appendix Parker  ds  8<m„ 

(Lang.)  Digestion  and  its  Disorders  Considered,  poet  8vo,  Ze  6d ChmrehiU  1848 

-  Treatise  on  the  Stomach  in  its  Morbid  States,  8to,  10«  Hd Longman  183I 

-Treatment  of  Cancerous  Diseases,  Bvo,U6d  C^wrckiU  1856 

"       "      ^ .i860 


•  SyphiUtie  Diseases,  4th  edit,  with  Additions,  8yo^  lOt    ChwrehiU 


' (Mite)  Tomy of  Divinity,  18mo,  2ted Simpkin 1845 

•  (ifra)  Annals  of  the  Christian  Church  for  Tenth,  12mo,  5« ifosofi   18^9 

Barley  Wood;  or.  Building  on  the  Rock,  fcap.  8to,  5$ New  York 1800 

Bentl^  Priory,  a  Novel,  8  T.  post  8vo,  81«  6d ffwntdfB 1859 

-  Boy  Missionary,  a  Tale,  12mo,  1$M Low    1858 

•  ClutmolQgical  TnHim  of  Burope  and  her  Sovereigns,  8vo,  2ff  Orant  di  O.    ...1848 

-  Festures  of  Social  Life,  post  8vo,  8i  8(i  ifosofi   1838 


(M^,)  PerU  in  Securilgr,  12mo,  2f ITamiUon  1846 

(iV.^r.)  Iowa  as  It  is  in  1856, 12mo,  U6d Chicago 1854 

(P.)  Bxpedition  from  Singapore  to  Japan,  fcap.  8vo,  2t  6d Smith  4k  Elder.  1838 

(B.)  Devout  SouTs  Daily  Bxeroise^  in  Piayers,  ftc,  27th  edit,  82mo,  Is...  Bnghet  1861 

ii2.il.)  Remuneration  of  Attorneys  and  Solicitors,  8vo,  1« Stevene  1853 
S.&.)  Aids  to  Bnglish  Composition,  12mo,  5$    New  York 185a 

. Blementsof  Natural  Philosophy,  12mo,  Z»6d AUman i8c6 

Bxerdses  in  Bnglish  Compontion,  n.  e.,  12mo,  1<,  E.Law,  '61  ;  Is  6d  Longman  i8oa 

•Grammar,  new  edit,  12mo,  ie  6d Delf 1851 


Rhetorical  Reading,  12mo,  2t  AUman  1857 

.—— >  Word-Builder;  or,  First  Lessons  in  Riding,  12mo,  2« New  York 1855 

—— (5. ii.)  Remarks  upon  Artificial  Teeth,  12mo,  2f  8(f Longman  i86a 

(Theod.)  Additional  Speeches,  Addresses,  and  Sermons,  2  v.  12mo,  Ids ^oKofi,  U.S.  ...1855 

..^__ —  Conference  of  Progressive  Thinkers  from  Sermons,  8vo,  Is    Manwaring  ...i860 

■  Critical  and  Miscellaneous  Writings,  post  8vo,  7t  6c2,  1843— red.  6t...  J.  Chapman... %%$% 

Diaoonrsea  on  Religious  Matters,  post  8vo,  i$  J.  Chcimam  ...i9^% 

.^— . Experience  as  a  Minister,  12mo,  2i  6<2 WkUfidd  1859 

.^— «-——  Introduction  to  Old  Testament,  from  the  Qeiman,  2  v.  8vo,  24t Boslon,  U,S.  ...1850 

Letters  on  Slavery  in  the  United  States,  post  8vo,  2t  6d    J.Chc^pman  ...1848 

■  OoossioQal Sennons and Speeehesy  2t.  12mo,  las « Botkm,  U.S..,,i9$% 

4  r 
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Thrker  <n€o.)  Fmyen,  IZmo,  BoiUm,  6<6d;  post  Svo,  2$   Whi^/tdd  i86a 

■  8enDon»  on  Religion,  poife  Svo,  8« J.  Ckapmam  ,..i%S'i 

«— — Theism,  Atheiim,  and  Popnlar  Tbeology,  port  Syo,  9if  ...  J.Ckajmum  ...iSs3 

{T.N.)  LeATOsont  of  the  Book  of  a  Conntry  Qentleman,  folio,  lOa  Longman  1S47 

(«^m.)  Bible  Unveiled,  fcap.  8to,  8«  6d    Low    i»5» 

Cause  and  Natore  of  Vital  Heat,  12mo,  Is WkUiaker 1S53 


(W,ll.)  Instraetion  for  Naval  Light  Artillery,  2nd  edit.,  8to,  0s     New  York iS6a 

Farkenon  (iTrs. r7V.)  Gleaner,  2  T.  poet  Syo,  21s    Sawnden^O.  1S44 

Parkes  (B.R.)  Gabriel,  a  Poem,  poet  Svo,  2<  6<i /.  Ckapmem  ...1S56 

.. History  of  Onr  Cat  Aspasia,  12mo,  Is  (hi    Bosunrik  1S56 

Poems,  2nd  edit.,  cr.  8to,  5s  ;  12mo,  2s /.  Ckapmem  ,..185$ 

Snmmer  Sketches,  and  other  Poems,  post  Svo,  Is    /.  Cho^mam  ...1^3 


-  {E.A.)  Composition  of  Urine  in  Health  and  Disease,  &c.,  8to,  \2a   ChMnMl  i860 

Pathology  and  Treatment  of  Asiatic  Cholera,  8to,  6s CkurddU 1847 

•  Remarks  on  Dysentery  and  Hepatitis  of  India,  8to,  9s Lctngman  1846 


^—  (Jo$.)  EsBays  on  Philosophy  and  Art  of  Land  Drainsge,  8vo,  2s  M Longman  1848 

■  (Mn,)  Domestic  Duties  for  Young  Married  Ladies,  5th  edit.,  12mo,  8s   LoHffmtm 1840 

{Sam.)  Chemical  Catechism,  by  Barker,  new  edit.,  12mo,  2s  6<i— red.  to  2s...  E,  Law 1854 

Elementary  Treatise  on  Chemistary,  12mo,  i$  M Tegg  1849 

Parkhnist  {Jno,)  Greek  and  English  Lexicon,  by  Roee  and  Major,  new  edit.,  8to,  21s  dimpkm 1851 

.  Hebrew  and  Chaldee  Grammar,  edited  by  Proeser,  poet  8fo,  4s AyloU 1840 

«  (iftM)  Stepping  Stone  to  Music,  18mo,  Is  Longman 1853 

Roman  Antiquity,  18mo,  Is    Loi^mam  1853 


Parkin  {Jno.)  Cansation  and  Prevention  of  Disease,  8vo,  5f CkurckiU  1859 

Cause,  Nature,  and  Treatment  of  Gout^  8vo,  8s  Bighleg 1841 

' of  Epidemic  Disease,  8vo»  UM  HaUhard 1854 

■  Prevention  and  Treatment  of  Disease  in  Potato,  ftc.,  8vo,  2s  M  BigkUg 1847 

Treatise  on  Epidemic  Diseases,  8vo,  7s  6<i   BigUeg 1841 

•  Treatment  of  Epidemic  Cholera,  8vo,  5s HigUey 1846 

-  Utilisation  of  the  Sewage  of  Towns,  8vo^  2s    Ckwnkia  i86a 


Parkins' ond  Gotto's  Rent  Book,  4to,  5s  Boultion    1858 

Parkinson  {OM,)  Handy  Book  for  the  Common  Law  Judges'  Chambers,  12mo,  7s BuOerweHk  ...1861 

(/.a)  Government  Examinations,  poet  8vo,  2s  6<i Beil S  JkUdg... i%6o 

— ^- Under  Government :  Key  to  the  Civil  Service,  Srd  ed.,  12mo,  8s  (id  BdlAJ)aldg..,i%&z 

{J)r,Rieh.)  Discourses  at  Hulsean  Lecture,  1887-8,  2  v.  8vo,  each  12s   Rivmgkm  ...1838-9 

■  Manual  for  Morning  and  Evening  Prayer,  18mo,  Is    Bivingian  1845 

Old  Church  Clock,  a  Tale,  new  edit,  12mo,  i»M Bivmgtvn  185s 

♦  Poems,  Sacred  and  Misoellaneons,  12mo,  4s Bhk^km  184s 

Prayers  for  Young  Persons,  18mo,  Is    Bttingtmn •1845 

«  Sermons  on  Transubstantiation  and  Invocation,  12mo,  Is  6d ffanuiUm 184.1 

■■  (S.)    Elementary  Treatise  on  Mechanics,  2nd  edit.,  revised,  cr.  8vo,  9a6d  MacmUlam 1861 

-  Treatise  on  Optics,  post  8vo,  10s  6<i MaemiUmu 1859 


•i (Ifm.)  Poems,  12mo,  5s BeUA  lkUdg,..iZsS 

Parkinson's  Fanner's  Yearly  Account  Book,  roy.  8vo,  8s  6d   Biwtpbm i84< 

Paikman  {Fra,)  California  and  Oregon  Trail,  post  8vo,  7s  6e< WUeg 1849 

— — — ^ History  of  Conspiracy  of  Pontine,  2  v.  post  8vo,  21s    Bentieg  1851 

■  Offering  of  Sympathy  to  the  Afflicted,  12mo,  8s  6<i— red.  to  Ss /.  Chapman  ...184a 

I  Prairie  and  Rocky  Mountain  Life,  8rd  edit.,  12mo,  8i New  York  1851 

^ Vasaall  Morton,  a  Novel,  cr.  8vo,  7a  6d  Bosftm,  i7.5.  ,..1856 

Parks  (ilfrs.)  Wanderings  of  a  Pilgrim  in  the  Bast,  2  v.  imp.  8vo,  52s  M P.  Bidkardeom   1849 

(Wm.)  Five  Sermons  on  the  Five  Points,  new  edit.,  12mo,  2s  CoUingridge....i^% 

Tracts  and  AddresMS  issued  between  1851  and  1861,  feap.^  8vo,  8s  M     CoUingridge »...i^i 

Parkyns  (Mansf,)  Life  in  Abyssinia,  during  Three  Years'  Residence,  2  v.  8vo,  80s  ...  Mwnvg 1853 

Parlby  {Major)  Sketch  of  the  Anglican  Church  in  India,  12mo,  3s ^ Skffngkm 1851 

Parley  (Peter)  Various  Publications,  see  Goodrich,  Mogridge,  snd  Peter  Parley. 

Parliament  in  the  Play-room,  by  A.  L.  0.  E.,  fcap.  8vo,  2s  8<2  Ndeon  i860 

Parliamentary  Debates  in  1610,  edited  by  S.  R.  Gardiner,  4to CemdmSoc.  ...it^ 

Gasetteer  of  England  and  Wales,  4  v.  roy.  8vo,  70i Orr 1850 

1 '^ r-. Ireland,  8  v.  roy.  8vo,  54s PuUarion  ...1844-8 

■    ■■ Indicator,  82mo,  2s Ckapnytmdfff,  1835 

n Minutes  on  Public  and  Private  BUls,  19-20  Vict,  12mo^  2s  6c{ Bigg  1856 

'    Speecheeduring  the  Session  1840,  8vo,  8s Painier 1840 

-Touchstone,  82mo,  2e  Sd  Thomae 1838 


Parionr  Charades  and  Proverbs,  by  S.  Annie  Frost,  12mo,  6f PkUade^kia,...n,d, 

r-  Gardener :  Treatise  on  House  Cultivation  of  Ornamental  Pknts,r.l8mo,2>6<i  Low i84a 

'J   Library  and  Novelist,  12mo,  Is  k  U  tklfSimme  d:  M,  and  others.  See  Appendix. 

. Msgaxine  of  Literature  of  All  Nations,  Y.  1  and  2,  r.  8vo,  ea.  2s  6d,  in  1  v.  6s  ffoaiUion   185a 

Magic;  Amusing  Recreations,  new  edit.,  16mo,  4s  6<i  ^.  r. Bogue 1856 

Pastimes:  Fireside  Games,  Riddles,  Msgic^  &c.,  16mo,  8s  6cl Ja9,BkuAwo»i  1856 

Recreations  for  Ladies,  12mo,  2e6d Orr 1848 

r- Table  Book,  8vo,  lOi  6d JUdfcerfiy 1840 

Parminter  ((?.J7.)  Materials  for  an  English  Grammar,  12mo,  8f  6d BeU  Jk  JDaUg..,ii$i 

Pamanvel  (O.T.)  Trip  to  Turkey,  and  TraveUem*  Guide,  18mo,  2s HoaUUm   1855 

PameU  (^.^.)  Applied  Chemistry  in  Manufaotores,  2  v.  8vo,  26s    WoUtm  1851 

.■      ,  BlsmentaofChemi4aaAM4yii^iiawedifc,  8v<s  ^ — WaJUm >...i85t 
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BanieQfiP.^OTraKliaeanBTeliigandGaUwPriiiiiBg,  8to^  7$  WaU&n 184$ 

{HemS  Treatiae  on  Boada,  2nd  edit.,  8vo,  21g Longman  183S 

(/at. )  Memoir  of,  by  H.Gallaway,  with  EztiactB  from  his  WritingR,  12mo,  Is  6d  Gilpin    1 846 

(RteJL)  FUhes  of  the  Forth,  8vo,  8«  filaekwoodB  ....ii^6 

Qga«es  of  Great  Britain,  roy.  8vo,  42t    ^^jhroot/s  ...1845 

-Scotland,  roy.  Sto,  20$ BlackwoadB  .,..1$^ 


<rAo.)  Poems,  with  Memoir,  by  Mitford,  12mo,  5f Piduring  18, 

— Orajf  Collins,  Warton,  and  Greene's  Poems,  by  WiUmott,  12mo,  5s...  RotOltx^  1854 

Johnson,  asu2  Smollett,  Poems,  by  Gilfillan,  8yo,  it6d  Nitbet    1856 


Fkiodiial  Fk^Mra,  edited  by  J.  Armistead,  2  v.  post  8ro,  14s J.HJsJJParleeriZ^^ 

Ftalmody,  roy.  8yo^  2s    Soe.P.C.K.  ...1851 

Sermons  beazing  on  Subjects  of  the  Day,  post  8¥0,  8s  6d  : Maalera -1855 

Tales,  12mo,  2s  J.B.deJ.Pa/rker%%^% 

Tracts,  7  ▼.  12mo,  28s— red.  to  21s J.H.drJJParkenZs* 

Paroissean  (CAotfts)  Principles  of  the  Jesuits,  12mo,  6s  JUvington  i860 

Parr  (Ax.)  Sermons  Plreached  at  Tonbridge,  fcap.,  8s  6d  WeHAeim  i86x 

Parricide  (The),  a  Posthumoos  Rhapsody,  post  8to,  2s  6d   Saunder§  A  O.  1856 

Parriah  {Edw.)  Introdnction  to  Practical  Pharmacy,  2nd  edit.,  8to,  15s   PhikuUlphM,..  1^61 

Parrot  (Frtd,)  Ascent  of  Mount  Ararat^  by  W.  D.  Gooley,  8to,  14s  Longman  1845 

PaiToi-Keeper's  Guide,  by  an  Experienced  Dealer,  fcap.  8to,  2s < Dean i86t 

Barrota,  Parrakeeta,  Macaws,  Cockatoos,  frc..  How  to  Bear  them,  12mo,  Is Bickers  A  Bfuhi%6% 

FsrroU  (Mist)  Harry^s  Mistakes,  and  Where  they  Led  Him,  18nio,  Is Wertheim i86a 

• May  Chumleigh  and  her  Friend  Conscience,  18mo,  Is  64  Seeleg     1857 

Scripture  Stories  for  Children,  82mo,  Is  6<f Werikeim  1853 

Ikny    (Chaa,)  Pariiamenta  and  Councils  of  England,  Wm.  I.  to  1688,  8yo,  80s Mwray 1 84a 

(a ^.)  God's  Word  the  Basis  of  Faith,  8vo,  Is  6<< Bmitt    1855 

■  Sermon  on  the  Incarnation  and  the  Atonement,  8to,  Is  6<I    Bivinglon  1845 

(3dm,)  Cambrian  Mirror,  new  edit.,  18mo,  8s  $d    WMUaker 1850 

■  Biulway  Companion,  Chester  to  Holyhead,  2nd  edit.,  18mo,  Is  6d   ...  Whittaker 1849 

.  Bo]rU  Visit  and  Progress  to  Wales,  2nd  edit.,  4to,  21s  CftopmofidEr  J7.1851 


(J1&/.)  Grigines  Bomanse  :  Tales  of  Early  Borne,  cr.  8yo,  4s Longman  186a 

-  Beges  et  Heroes  ;  or.  Kings  and  Heroes  of  Greece,  12mo,  8s  6<2  Longman  186a 


-{Fftd,)  Sacred  Day,  a  Poem,  12mo,  2s Bamilton  1838 

—  Sermons  on  the  Meskah's  Coming  with  Power,  12mo,  2s  6<i  Hamilion  1840 

•  (/fio.)  Diacouraes  on  various  Subjects,  12mo,  5s.... Satchard  1839 

'  Bidiculous  Things  :  Scraps  and  Oddities,  foL,  21s McLean     1854 


'(/.^.)  Lord  Campbell's  Libel  Act,  12mo,  2s  6<2  Benning 1844 

-  (Jfiss)  Sketch  of  the  British  Church,  18mo,  2s    H,  Hugha    ...1855 

.(irrt.)01iTe  Hastings,  aNorel,  8  ▼.  postSro,  81s  64 Hunttt-B.    ...1856 

-— Sunday  Erenings  on  the  Acts,  12mo,  2Dd  edit,  4s  6d Rivington 1851 

..  ■  Gospeh^  12mo,  8rd  edit.,  7s Rivington  1851 

•  Old  Testament^  12mo,  8rd  edit.,  6s  64 Bivington  1851 


{Bp.T^  Charges  and  Sermons  on  Ordination  Vows,  12mo,  2s  64 Rivington  1846 

-  (7%o.i  Treatise  on  Diet,  with  its  Influence  on  Man,  8yo,  5s  Highleg 1844 

•(IT.JEu)  Memoir  of,  Iqr  his  Son,  new  edit,  12mo,  5$ Longm^m  1857 

On  the  Parental  Character  of  God,  8rd  edit,  18mo,  Is  64 ffatckard 184a 


Par8^(^H.)  Burnett  Treatise:  The  Veil  BemOYcd,  12mo,  2s Paul 1855 

Petapective  Bectified,  4to,  12s Longman  1836 

-Science of  Viaion  ;  or,  Natural  PenpectiYO,  roy.  8tO)  12f   Longman  1840 

Puaoa'a  Home,  a  Poem,  by  an  English  Yicar,  12mo,  2s  64 Rivington  1849 

Panoas  i^rL)  Treatise  on  Iaw  of  Wills,  with  Sooeession  Duty  Act,  8yo,  8s  6d—T,5§  Simphin 1854 

(ir.)  Anti-Bacchus,  an  Bnay,  8yo,  2s  Snow 1840 

. Education  the  Birthri^t  of  OYery  Human  Being,  8yo,  Ss Snow 1845 

. ..  Histoiy  of  the  Greatness  of  the  British  Empire,  12mo,  Is  64  CasteU  1855 

Mental  and  Moral  Digj^ty  of  Woman,  new  edit.,  12mo,  5s  Snow 1856 

— .^— — ^  Record  of  his  Life  and  Writings,  edited  by  Hood,  8yo,  10s  M Snow 1856 

(CO.)  Inside  View  of  Slavery:  a  Tour  among  the  Pbinters,  12mo,  7s Boeton,  U.S,  ...1855 

— ^ (Am.)  PUdn  Parochial  Sermons,  12mo,  6s  64 Rivington  1838 

\£dw.)  History  of  Leeds,  Bradford,  Wakefield,  &c.,  2  r.  12mo,  10s  64   Simphin 1840 

Tourist's  Companion  from  Leeds  to  Hull,  12mo,  4s Whittaker 1835 

(<?..?.)  Memoin  of,  edited  by  Leslie,  12mo,  8s  64  Dyer 1843 

—  (OnS.)  NfUsonian  Bciminianennes,  post  8to,  10s  64 Sanndendk  0,  1843 

^— —  (/as.)  Reflections  on  the  Mysterious  Fate  of  Franklin,  post  8yo,  8s  6d  Bope 1857 

Sennona,  Critical  and  Explanatory,  8yo,  12s  Rivington  1836 

-  (Jfrs.)  Edith  Mortimer  ;  or,  the  Trials  of  Life,  12mo,  2s  64 Dolman 1857 

End  of  the  Pilgrimage,  and  other  Poems,  12mo,  5s    Wetterton 1859 

^—  Hymns  and  Poems  on  Yarious  Subjects,  2nd  edit.,  12mo,  Is BouUton  185a 

Routine  :  a  Tale  of  the  Goodwin  Sands,  and  other  Poems,  12mo,8s  64  Westerton 1861 

^  Thombeiiy  Abbey,  a  Tale  of  the  Church,  12mo,  8s  64 Dolman 1846 

-  (Rob,)  Christian  Directory,  post  8yo,.6s Du(fy 1861 

•  iS.B,)  History^  Poetry,  Culture,  &c.,  of  the  Rose,  roy.  870,  7s  64  New  York n.  4. 


-^Dr.Thiopk.)  Elements  of  Mercantile  Iaw,  8yo,  80s Boston^  U.S,  ...1856 

lAWof  Contracts,  4th  edit.,  2  y.  roy.  8yo,  60s  Boston,  U,S.  ...i860 

'  Iaws  of  Business  for  Business  Men  in  the  United  States,  8yo,  16s  ...   Boston,  U.S.  ...1859 
"'        rot  post  Sto^  10s Boston,  (/.&  ,..1859 
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Hnum  (Dr.TkeopH)  Trettbe  on  ICaritime  Uw,  8  ▼.  8to,  68f     Sa§Um,  VA  ...».  d, 

{T,W.)  PoemB,  12iii<s  6f Bo§Um,  U.S.  ...1%$$ 

{U.)  PhyrioUn  for  Shii%  foap.  8vo,  6$ WHqf i«43 

Panoni  and  Widows,  by  the  Author  of  Peter  Priggms,  8  t.  poet  870,  81«  M  Colbtrm 1S44 

Part  (/a«.)  Medical  and  Sugical  Pocket-Book,  8to,  8«(U  J.  It.  Smith  ...1853 

Pkrting  Oift  for  an  Bmigiant  Friend,  16mo,  1« Wooldndg$  ...1854 

Token,  by  Author  of  AffecticA'a  Keepsake,  82mo,  UM Sin^^kU 1839 

Partington  (ifn.)  Oarpet  Bag  of  Fun,  by  S.  P.  Avery,  12mo,  8«  New  York 1854 

■  life  and  Sayings  of,  ed.  byShiUaber,  or.  8to,  7$M New  York 1854 

■  Tea  Party  and  Trip  to  Pkris,  poBt8TO,  U Jas,Bkukwood  i9ss 

Partition  of  Turkey,  by  Veritas,  8vo>  2i    CkapmMtA  S.i%S3 

Partnership:  a  Story  of  the  Commercial  Crisis  of  '67,  cr.  8to,  5$  A.  HaU 186a 

"en  Commandite,- 8to,  9»  S.WiUom  1848 

— — —  with  Limited  liability,  from  WetinUntter  Review,  post  8to,  1« /.  CAafMiui»...i855 

PUrton  (/.)  Humorous  Bnglish  Poetry,  from  Chanoer  to  Saxe,  Notes,  er.  8to,  10s  Hd...  New  York 1856 

PUiridge  {&  W.)  Idea  of  a  Christian,  8to,  Is  M Partridge i8s» 

I  Our  Bnglish  Months,  poet  8vo,  6f Partridge i86a 

Thought  Book  for  the  Threshold  of  Active  life,  post  8vo,  4s Partridge 1858 

Upward  and  Onward:  8rd  edit.,  post  Svo,  4s  Paiiridge 1861 

Pascal  (Blaue)  Works,  transL  by  Pearoe,  8  t.  post  Svo,  25s6fl( Lomgmam  1849 

— Miscellaneous  Writingl^  transL  by  Pearoe,  poet  8to,  8s  6(i XofH^aMm 1849 

Penstesde,  par  Ventouillae,  new  edit,  18mo,  2»M Tegg  1839 

■  ProTincial  Letters,  by  McCrie,  new  edit,  12mo,  Is  M  and  2s   Qrwmhridge  ...185a 

__^— ^_ Pearoe,  poet8yo»  8s  6d  Longman  1849 

new  TrsnsUtion,  with  Life,  12mo,  2s    W.MUsu 1851 

__^^^-^__ and  Macilvaine*s  Bridenoes,  2  T.  12mo,  St  Johutome  1851 

Thoughts  on  Beligion,  12mo,  8s6<2,  W.ColUtu,  1838;  18mo,  UM...  JM.deJ.Peakeritsi 
•  by  Pearoe,  post  8to,  8s  ed  LorngmoM  . 1849 


oiui  Adam  (T.)Thonghta  on  Religion,  12mo,  6s Sedeg 1835 


lam  (T.)  Thon 
I  of  Mohamm< 


PtohaPkpen:  Bpistiesof  Mohammed  Fluha,  cr.  8yo,  6s  6<i  New  York 1859 

Ptahl^  (iZo6l.)  Travels  in  Crete,  2  T.  8to,  42t;  4to,  84s Mmrrag 1837 

■  ■  Treatise  on  Pauperism  and  Poor  Iaws,  8vo,  10s  6<i   Longman  185a 

—  (VFm.)  Morning  Stars,  12mO|  6s  6ci Haiekard  1851 

P^  (/.)  Practice  of  Registering  Judgments  in  Common  Fleas,  1869,  12mo,  6s  6d  ...  Steeene  1859 

Pksley  (C.  IT.)  Course  of  Prsetical  Geometry  and  Plan  Drawing,  8vo,  7s  6d Parker d:  Son... t%s^ 

Bs»y  on  Military  Policy  of  the  British  Bmpire,  1818,  8to,  12s ParkerA Son...iti7 

•                       Improvement  of  Bnglish  Weights,  Messures,  &c.,  new  edit,  8vo,  6s...  ParkerASon...itso 
— Observations  on  Limes,  Cements,  &c,  2nd  edit,  8vo,  9«  Porfcerdfe &»»...  1847 

Rules  for  conducting  the  Operations  of  a  Si^ge,  8vo,  12s   Parker S Son...  i^ 

(r. if.)  Philosophy  of  Mesmerism,  8vo,  4s    Longmtan  184* 

Theory  of  Natural  Philosophy,  8vo>  16s  Wkkiaker 1836 

Ptequier  (if.)  Le^ns  pour  les  Bnfans,  new  edit,  18mo,  2s A.  HaH 1861 

Fsss  (i7.)  Treatise  on  Artificial  Teeth  and  Palates,  12mo,  8s  6({ OkwrekUl  1846 

Ptessges  from  Letters  by  a  Cleiigyman  on  Scriptural  Subjects,  18mo^  Is  6d  Wertkeim  1845 

Modem  Bne^  Poets,  47  Btchings,  fol,  68s Bag   i86» 

■ Histoiy,  by  a  Lady,  12mo,  6s  6<i  Longman  1847 

the  History  of  a  Wasted  Life,  newedit,  12mo,  Is  HovJMon    1856 

— ^— ^— -  life  of  a  Daughter  at  Home,  new  edit,  f cap.  8s  6({ SeeLeg 1859 

——————  Agnes  Home,  post  8vo,  10s6e(,*6o  ;  n.  e.,cr.8vo,  6s— r.2s6<i  Simfiein.. i86a 

■  an  Bnglish  Heiress,  post  8vo,  10s  6cl— red.  to  6s   Qroombridge  ...1847 

Touug  Housekeeper,  Related  by  Herself,  poet  8vo,  2s  M  ...  Bogg i86a 


■  of  Missionsfylife,  12mo,  2s6<i Bdlis  Daldg...i%$'i 

PassaglU  ((70  Plea  for  the  Italian  Cause,  addressed  to  Catiiolic  Bishops,  8vo,  2s WUUamMAN.  1861 

Passavant  (/.2>.)  Tour  of  a  German  Artist  in  Bngland,  2  v.  8vo,  21s Saundere  A  O.  1836 

(7.)  Christian  House  Tablet,  18mo,  Is Wertkam  1844 

Puselet,  Registrum  Monasterii  de,  4to MaUlamdCimb  .njL 

Passing  Clouds;  a  Tale  of  Florence,  a  Play,  8vo,  4s Longman  1854 

or.  Love  Conquering  Bvil,  18mo,  2s  6ci Nitbei 1857 

Thoughts,  in  Sonnet  Stansas,  with  other  Poems,  8vo,  10s  6({ A.  HaU i8$4 

Phssingham  (B.)  Wild  Notes,  Poems,  post  8vo,  4s ffope 1858 

Passion  Week:  Poetical  Pieces,  12mo,  4s 6d,  Pidctring,  1849  ;  p.  8vo,  6s ;  ill.  7s  6d  BM  A  Daidg.,\%$i 

and  Pedantry,  a  Novel,  8  V.  post  Svo,  81s  6<i ;> Newbg  1853 

Ptasion's  Progress,  aSeries  of  Lyrics,  12mo,  8s  M   -.^ Pickaring 1848 

Passover  Feasts  and  Old  Testament  Sacrifices  Bxplained,  Ij  a  Lady^Sl^.,  12mo,  2i  6d  Jarroid 1853 

PMsy(irtp.)  Aristocrat  Considered  as  to  Civilisation,  12mo,  6s  6«{  .!Sm AMaU 1848 

Bssay  on  Laige  and  Small  Farms,  12mo,  2s A.Bali 1848 

Pkst  and  Future  Bmigration ;  or,  the  Book  of  the  Cape,  post  8vo,  10s  6d:. iVsici^   1849 

of  Ireland,  indicated  by  its  Bducational  History,  12mo,  6s Ward. 1850 

-  Preeent  Policy  of  Bngland  towards  Ireland,  post  8vo,  9s  Mowon  1845 

Fulfilment  of  Ph>pheoy,  a  Guide  to  the  Future,  12mo,  l$6d Bitm*    1849 

Present,  and  Future:  being  the  Stoiyof  a  Life,  2  v.  poet  8vo,  18s  Simpkin 1850 

Psston  Letters,  n.  e.,  2  v.  sq.,  10s,^«^A<,  1841  ;  2  v.  in  1— red.  to  6s B.  Bokn    1849 

Pastor  and  his  Flock,  a  Tale,  2nd  edit,  12mo,  BeSd  Cleaver  1853 

—  the  Prince,  transl.  from  tiie  German  by  Mrs.  Carr,  8rd  ed.,fp.  8vo,  Is 6d  Knight  Jk Son,.. itbi 

: Chief;  or,  Bsoape  of  the  Vaudds,  8  v.  poet  8vo»  81t  9d C^iiiiiH^AaM...i843 
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Ptaior  of  Wellboiinie  and  Ua  Flod:,  aTsle,  18mo,  2$  J.ff.ttJ.ParheriH9 

FaaUnBl  Addnsses,  by  the  AuUkor  of  DeeapoliB,  82mo,  It Sitnpkin 184s 

Annala,  by  an  Irish  Clergyman,  fcap.  8to,  6$ Seeley 1840 

Letters  from  the  Hoiue  of  Bishops,  12mo,  5s Wilep 184^ 

Seoolketions,  by  a  Presbyter,  18m0k  2«  HoulMon    1838 

_^_ sad  Sketehes,  12mo,  2s  6d Hamilton  i86» 

tjhaehiiig,  Doctrinal  and  Practical,  postSro,  S«,  1854  ;  new  edit.,  ffi   Bonoorth    1858 

on  the  Doctrine  of  the  Holy  Bucharist,  12mo,  2f  Mattm i860 


PksknB  in  the  WildemeaB,  8  r.  post  8to,  81»  6d iVerfty   185* 

Fa8ta2«(^.(7oiiM<de 2a)  Beal  Pearls  in  a  False  Setting,  8t.  postSyo,  81«  6<2 SaundendsO.  1839 

Pat's  Apology,  fcap  8to,  Is Wertheim  1850 

Patent  Otonabie  Ornament  for  Decorations,  Pto.  1  and  2,  plates,  fol.,  each  10s WeaU 1851 

Laws  of  the  United  States,  8to,  6s  6d  New  York 1861 

Office  Reporte  on  Mechanics,  Agriculture,  Arte,  ftc,  4  r.  8to,  each  7s  M WashingUm  1854-5 

Patents  (List  oQ  granted  from  1800  to  1843,  by  Pritehard,  12mo,  15s  ;  1844-5,  5s  ..  Whittaker 1846 

for  1844,  compiled  by  Newton  and  Son,  8to,  8s;  1845,  8f  6d  Weale    1846 

Pater  (Jm€k)  lAWSof  Landlord,  Tenant^  and  Lodger,  2nd  edit.,  12mo,  S« Sherwood    1843 

Paternal  Advice  to  Tonng  Men  on  Entering  Life,  32mo,  2s Hastings 1839 

Paterson  (AUs,)  Memoir  of,  by  BeT.J.Baillie,  12mo,  2s,  Hamilton^  *53;n.e.,12mo,  Is  Nisbet    1861 

(^.5.)  Analysis  of  the  Shorter  Catechism,  18mo,  Is  6c2 Groombridge  .,,1^41 

Commentary  on  Epistle  to  the  Hebrews,  8^0,  10s  6c/    Hamilton  1856 

Epistles  to  Timothy  and  Titns,  18mOk  2s   W.CoUins 1848 

— ^— First  Epistle  of  St.  John,  18mo,  Is  6d  Longman  184a 

ThesBalonians,  James,  and  John,  n.e.,  12mo,  is6d    Hamilton  1857 

(C.J.)  Memoirs  and  Remains  of,  by  Hoaie,  12mo,  6s SeeUg 1838 

(Z)aa.)Book  of  Roads,  by  M(^,  8to,  18s  Longman  1840 

(/cm.)  Compendium  of  English  and  Scottish  Iaw,  roy.  8ro,  28s  Longman  i860 

Gkune  Jaws,  with  Notes,  tp.,  12mo,  8s    Skaw  A  5tms... 1861 

History  of  Ayrshire,  V.  1,  8to,  13s,  2>i<*;  Y.  2,  8vo,  16s T.O.St^iven9on  1854 


James  the  Fifth,  his  Piety  and  Adventures,  12mo»8s6c2 Simpkin 1861 

Memoir  of  J.  Fillans,  4to,  80s;  roy.  4to,  60s Longman  1854 

. Wallace  and  his  Times,  12mo,  Ss  6<^  Houlston,  *58;  8rd  ed.,  Ss  6d  Simpkin i860 

(Jno. )  Book  for  Every  lAnd;Remlnisoences  of  Bible  Oircnlation,cr.8To,  7s  6<i  Snow 1857 

{NaL)  Manse  Qarden;  Fruit  Trees,  Fbwers,  &c.,  new  edit.,  12mo,  2s Jas.  Blackwood  1861 

(Pet.)  Confessions  of  a  Strolling  Player,  12mo,  Is H,  Lea  1858 

(Ifm.)  Common  Jaw  Practice,  1857,  2  v.  12mo,  81s  6<i    Crodrford 1857 

— County  Courto  Act,  9  &  10  Victoria,  12mo,  6s    Orockford 1849 

Practice  of  Insolvency,  12mo,  8s  6d   Orockford 1847 


-  Joint-Stock  Companies  Acts,  12mo,  5s Orockford 1844 

Mercantile  Marine  Act,  1855,  with  Notes,  12mo,  7s  6d Orockford 1855 

Military  Drawing  and  Surveying,  obi.  folio,  21s 7Va6ner i86a 

New  Friendly  Societies  Acta,  12mo,  Is  6d   , Orockford 1850 

Practical  Statutes,  with  Notes,  12mo,  vis.  :■—     Orockford    i85o-6a 

1850  -1,  ea.  7s  6<2.     1852,  9s  6d.     1853-4-5,  ea.  10s  6<2.     1856,  9s  6d. 

1857,  7s  M.    1858-9,  ea.  9s  6<2.    1860, 10s  6<2.    1861-2,  ea.  12s  6d. 

Small  Dcbte  Act,  12mo,  4s    Orodeford 1846 

(IT.)  Writingsof,  life  by  Bannister,  2  v.  8vo,24s,  Wilson;  2  e.  8  v.  8vo,8ds  Judd  A  Glass,,  i860 

-  Merchant,  Statesman,  fro.,  his  life  and  Trials,  by  Bannister,  12mo,5s  Bryce 1858 


Pathol  life,  12mo,  2s  6ci Masters 1848 

Paths  of  Poesy,  12mo,  5s  6<i Saunders  AG,  1837 

on  the  Hill  of  life,  18mo,  Is (?room6ri(^«...t85i 

Pathway  (The),  a  Religious  Magazine,  V.  1,  2,  8,  post  8vo,  each  2s  Zd  ;  Y.  4,  Is  6d  OasseU  1851-3 

,.  of  Faith,  Mimualof  Instruction  and  Prayers,  82mo,  Is Masters 1858 

Promise;  or.  Words  of  Comfort,  82mo,  ls6d    Hamilton 1861 

Patience  hj  Peraeverance,  New  Rules  for  Games  of  Patience,  post  8vo,  7s  6d  Spurin  i860 

in  Tribulation,  a  Sketoh  of  Jessie ,  12mo,  2s  6d  ivisftet    1859 

of  Hope,  by  Author  of  a  Present  Heaven,  2nd  edit.,  fcap.  8vo,  2s  6d  Strahan i860 

Patient  Chinel,  a  Comedy,  by  H.  ChetUe,  Decker,  and  Haoghton,  1608,  8vo Shakspeart Soc,i%^i 

—  Pleasant  and  Sweet  History  of,  edited  by  J.  P.  Collier,  post  8vo  Percy  Soc n.  d, 

Wutingno  Loss,  by  Cousin  Alice,  new  edit.,  18mo,  Is /as.  i9/aclnMKKl  1859 

Patmore  {Gov.)  Angel  in  the  House,  Poems,  Pts.  1  &  2,12mo,ea.6s,'54-6;  in  1  v. 7s  6d  Parker  ds  Son  .1857 

-  Children's  Qarland  from  the  Best  Poets,  fcap.  8vo,  4s  M  MacmUlan    ...i86a 

,  Faithful  for  Ever,  fcap.  8vo,  6s    Parker  ik  Son  i860 

^  Poems,  12mo,  5s Moxon  1844 

^.._—— Tamerton  Church  Tower,  and  other  Poems,  12mo,  6s Pickering 1853 

(P.<?.)  Marriage  in  1^  Fair,  a  Comedy,  8vo,  8s  6d  SawndersAG,  1854 

—  My  Friends  and  Aoquaintence,  8  v.  post  8vo,  81s  6d Saiwnders  A  0,  1854 


Vatmi  {A.A.)  Bulgarian,  the  Turk,  and  the  German,  post  8vo,  5s Longman  1855 

Goth  and  the  Hun  ;  or,  Tran^lvania,  &c.,  in  1850,  8vo,  14s Senileg 1851 

■  Highlands  and  Ishtnds  of  the  Adriatic,  &c.,  2  v.  8vo,  82s Okapman  A  H,iS^ 

-■  Mameli^es:  Romance  of  Life  in  Grand  Cairo,  8  v.  post  8vo,  81s  M.,.  Benileg 1851 

_... Melneina,  a  New  Arabian  Nigfate*  Entertainment,  8vo,  6s  Longman  1861 

■     Researcfaea  on  the  Danube  and  the  Adriatic,  2  v.  post  8vo,  12s TriUmer i86a 

■    Servia  ;  or,  a  Residence  in  Belgrade,  1848-4,  post  8vo,  12s    Longman  1845 

(A*/'.)  Poems,  post  8vo^  5Sf  Saunders  dsG.t  1841 ;  2nd  series,  18mo^  2s  6<i../  Longman  1848 
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Pliton  (A,P.)  Web  of  Ltfe,  a  Kot»1,  port  StO|  12f,  1S58— red.  to  St   Xow^mm  it6a 

«— (ya«.i#.)  Taxation:  QroM  Injuatioo  to  tbe  IndastriooB  Clanea,  2iid  edit.,  8to,  1«  OrijU   1S60 

{J.N.)  Compoeitioiifl  from  Shelley's  Promeiheiis,  obL,  12f HoUaway  1S44. 

■  (T,8.)  Compendium  of  tbe  Iaw  of  Insnranoe,  870,  7f  6c{  Aevnt  iS6a 

I  Law  of  Appeals  from  Sootland  to  House  of  Lords,  1858,  8yo,  8« SUvtm  185S 

—    Principles  and  Praetioe  of  tbe  Law  of  Sootland,  8to,  24«  1 Btmiumg    1S4S 

■  Beport8,Sootcb  Appeals,Hoiise of  Lords,  1726-1813,5  ▼.r.8To,10^8f6<i  Bettniug    1855 

■ 1818-21,  roy.  8to,  5St  M  ...  Benmimg    1856 

Treatise  on  lAwof  Stoppage  in  Timnsitii,  1859,  8to,  U StesemM  1859 


(ITo/.)  Flowers  of  Penmanship,  folio»  21s Lorn  1840 

P^tres  Apoetoliei,  Or.  et  Lai.,  ed.  Jaoobson,  3rd  edit.,  2  t.  8to,  21« JMJhJ.PaHxriU7 

Pktrianshs,  12mo,  Is  W  ReLTrwtSoc.  1839 

Patrick  (AUx.)  Sketoh  of  his  Life  and  Labotus,  by  Drake,  18mo,  2f W,  CoUmM    ...1849 

{Bp,  8.)  WoAm  and  Antobiograpby,  9  ▼.  8yo,  74f  M  J.HJkJ.Parixri%S9 

Advice  to  a  Friend,  24mo,  Is  6<i,  Piekerimg^  1849  »  ^^™<^  ^  ^    •••  JM.drJ.Parher\%si 

— ^—  Autobiography,  18mo,  8ff  6<i    JM,AJJPwrka-i%i^ 

■  Discourse  on  Prayer,  by  Paget,  18mo,  8«  Oct,  Parker^  '38;  24mo,  Is  M  Picktriitg 1849 

■  ■         Heart's  Base,  16mo,  2s,  CUaveri  24mo,  It  6d  Pickering 1849 

with  life  by  Swinny,  18rao,  Ss  M    8imfJdm 1839 

■ Holy  Communion,  by  Hawkins,  new  edit.,  12mo,  S«  6({ LedU     1844 

--^— «-^— ^  Lowth,  Ac,  Commentaiyon  the  Bible,  4  ▼.  imp.  8to,  63s  Tegg  1849 

■  Parable  of  the  Pilgrim,  18mo,  Is,  Miuten;  12mo,  2s6<i    Bnrm    1840 

— ^-— *— —  Repentance  and  Fasting,  18mo,  3s  6d,  1839  ;  new  edit.,  Is  M  JM^A^^wrkerit^y 

— — —  Work  of  theMinistiy,  by  Hawkins,  18mo,  3s  RhingUm  1841 

Patrick  WeUwood,  a  Tale,  12mo,  4s  BamUUm 1841 

Patriot  Pteaohers  of  the  American  Rerolntion,  1763-88,  8to,  7s    Aostoii,  U,8.  ...i860 

Warrior:  Historical  Sketoh  of  the  Duke  of  Wellington,  12mo,  5s /.  F.Sktem    ...1853 

Patten  (Wm,)  Complete  Slide  Rule  Instructor,  12mo,  Is Simpkim,. 1858 

Pattern  Militaiy  Officer,  by  a  Military  Tutor,  poet  8vo,  2f  Kent  1855 

Pattezwm  (AhJ,)  Caste  Considered  under  ita  Moral  AJspects,  poet  8fo,  4s  6c2  Sw^k  A  Eider  1861 

—(A,8.)  PoeU  and  Pnachers  erf  the  Nineteenth  Century,  12mo,  2s  6d A,  Bail 186s 

lOto.)  Memoir  of  Macgregor,  12mo,  6s;  Remains,  8f  M   OiipkamidfCo.  1859 

(/wo.)  Camp  and  Quarters,  Soenes  of  Military  Life,  2  ▼.  post  8to,  21s  ...  Baunden  dt  O,  1840 

— — ShadowBof  the  Past:  Sketches  of  Scottish  Life,  pMt8?o,  8s ffamilUm  1856 

(/.g.)  Discourses,  with  a  Memoir  of  his  life,  2  t.  8to,  18s    A'mpKa 1837 

-— — ^— — »~  Bssay  on.  National  Charaeter  of  Athenians,  new  ed.,  12mo,  4s  M    Blaekw9cad§  ...i860 
■  Lectures  on  St.  John,  Chapters  14-16,  cr.  8to,  6s ffamHUm  1840 


>(/./>.)  Treatise  on  Gout  and  Rheumatism,  12mo,  8s Rentkaw     1839 

-{J.L.)  Journal  of  a  Tour  in  Sgypt,  Syria,  Iec,  8to,  12s  Dolmmm 185a 

•  {Mr$.)  Dunellan  Manse  ;  Times  of  the  Disruption,  er.  8tO|  4s6cI Nelmm  1855 

Light  of  Home;  aTale,Bm.cr.  8to,  3f  6<f  Ndtom  186ft 

-  Masters  and  Workmen,  a  Tsle,  feap.  8vo,  3s  6<<  Nelson  1857 

•  Sister  Agnes  ;  or,  Scenes  in  a  Convent  life,  12mo,  5s  Beeleg 1854 


-  (iSoA^.)  Animals,  how  Uiey  are  Claanfied,  12mo,  Is  DaySStm    ...1857 

First  Steps  to  Zoology,  3rd  edit.,  f cap.  8to,  3f  Lonffmam  i860 

•  Natural  Histoiy  of  Insects,  mentioned  in  Shakespeare,  12mo,  6s6<i  Orr 1838 


-(Jt.£r.)  Essays  on  Histoxy  and  Art,  8vo,  12s  Blaekwoodt  ...1861 

— New  RoTolution  ;  or,  the  Napoleonic  Policy  in  Europe,  8yo,  4s   ...  Blaekwoodg  ...i860 

-  {Wm.)  Central  America,  from  a  MS.  in  British  Museum.  8vo,  2s  ed  TMAnar 1857 


BittiMm  (/no.)  Nature  and  Treatment  of  Cancer,  12mo,  Is ;  with  plates,  2s  WetUriom  185$ 

Remarks  on  some  Diseases  of  the  Breast  and  Womb^  8ro,  Is   Simpkin 1861 

{J.JL)  Chapten  on  Fossil  Botany,  12mo,  4s  6<i    BoukUm    1849 

Earth  and  tbe  Word  ;  Geology  for  Bible  Students,  12mo,  8s  6d Lomgwtan  1858 


-— ^—  (8.R,)  Account  of  Mary  Magdalene  Church,  lAunceston,  12mo^  2s Simtjpkin 185s 

{Wm.)  Plans  and  Elevations  of  Cottage  Villas,  ftc,  folio,  25s ^(dUey 185s 

IVtton  {A.8.)  Losing  and  Taking  of  Man-Soul ;  Lectures  on  the  Holy  War,  12mo,  6s  New  York 1859 

Paul  (And,)  Bnayon  Ringworm,  8yo,  6s CkmrkiU  1838 

Remarks  on  Coetiveneag,  8vo,  6s  C%«rdUtt  1837 

■  Treatise  on  Disesses  of  the  Lower  Bowel,  new  edit.,  8vo,  5s Pkilip  ASm  ..1856 

(ffow.)  Patchwork  :  Wit,  Whim,  and  Fancy,  12mo,  Is Bouitedge 1858 

(if. /r.>  Dashes  of  American  Humour;  or,  Yankee  Stories,  8vo,  6s  Piper 185s 

—  (/.)  Works,  with  Memoir,  by  Dr.  Bates,  poet  8vo,  69  BamiUm  1855 

•  Walt  and  Yult ;  or,  the  Twins,  timas.  from  the  German,  2  v.  12mo,  12s  WUtg 1846 


"(SirJ,!).)  Harmonies  of  Scripture;  Short  Leamns  for  Childroi,  16mo,  5s  Sedeg 1846 

Joseph,  a  Poem,  post  8vo,  Is    •Nitbk 1840 

-  Ruth,  a  Poem,  post  8vo,  Is Nisbet 1841 

(Bobt.)  Extracts  from  the  Writings  of  tbe  Older  Divines,  12mo,  8s  Hamiltom  1849 

(i?.^.)  Account  of  Canterbury  Settlement,  New  Zeahuid,  18mo,  Is  Bimngtim  1854 

Journal  of  a  Tour  to  Moscow,  in  1836,  12mo,  5$    Simjiin 1836 

'  — *•  Letters  from  Canterbury  Settleroent,  New  Zealand,  12mo,  4s  64  Bivimgt<im  1856 

(^m.)  Analysis  of  the  Hebrew  Text  of  Book  of  Genesis,  8vo,  18s  BkuAwoode  ...1851 

•  Handbook  <rf  Villa  Gardening,  12mo,  2s6d Piper 1855 

•  History  and  Culture  of  American  Plants,  post  8vo,  2s  6<l Piper 1858 

'*     (Annu^for  1858-59,  roy.  8vo,  5s Piper 1858 

Gulden  :  toy.  dvo,  with  Supply  26s  ;Suppl.,  wparat^  rof.  8vo^  5s  />ysr 1854 
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Fknt  Dmcui's  Little  by  Little,  a  Story  for  Tonng  Folki,  12mo,  2»  6<i— red.  to  2f  ...  Low  iS6i 

Ferroll :  Why  Fital  FerroU  Killed  hb  Wife,  port  Svo,  10«  6(i,'6o  ;  n.  e.,12iBO,2«  SmUk  4e  Elder  it6% 

of  the  CrosB,  Life  of,  edited  by  Faber,  8t.  12mo,  12<  JUehardson    ...185s 

Pariwiskle  ;  or,  the  Preaagang,  new  edit,  8yo,  10«  6d ;  or.  870,  8f  6c{;  if  ...   WiUoughby   ...1854 

Ponder^B  Noetes  Atticn  ;  or,  Rereriee  in  a  Qairet,  2  ▼.  12mo,  lOt  Longman   1S4L 

Prendergaat ;  or,  the  Oomic  Schoolmaater,  12mo,  8t  6d    Ward ^ Lock,.. i^s^ 

Preston's  Voyages,  TraTola,  Ice,  16mo,  8«  M Orant  A  0,    ...1843 

folding  < jDr. )  Dntchman^s  Fireside,  new  edit.,  12mo,  1«  RouUtdge  1849 

.  Konigsmarke,  the  Long  Rnne,  8  t.  12mo,  I81   WhiUaktr 1843 

Paritan  and  his  Danghter,  2  y.  poet  8yo,  12f,  Pmimam  ;  12nus  1«  ...  RouiUdge  1849 

.  Swallow  Bam,  a  Tale,  4  r.  12mo,  20« Newman    1840 

{,J.K^  American  Comedies,  12mo,  U .* Pk'daddpkia...i%^7 

-  Merry  Tkles  of  Wise  Men  of  Gotham,  12mo,  5«  Ntw  York  1839 


Panli  (C  WM.)  Analecta  Hebraica,  2nd  ed.,  870,  with  Key,  ]2«,i2»vi»j/<<m~red.St6d  H.Bokn 184a 

«- Key  to  Seeond  and  Third  Sections  of  Analecta  Hebrsica,  8yo,  4s Simphm 1839 

(Dr.B.)  Life  of  King  Alfred,  edited  by  T.  Wright,  8to,  14«— red.  to6e  BenUe^  1851 

Pictures  of  Old  Bngland,  trans,  by  E.  G.  Ott4,  cr.  8to,  S$6d MacmiUan 1861 


P^uiliiie,  aTUeof  Nonnandy,  12mo,  U ff,  J.  Hwnt  ...1845 

■  the  Foandress  of  an  Infant  School,  tnmsl.  from  the  G^erman,  ISrao,  Is  DarUm  1850 

PaaU  {Mrt.)  First  Mndples  of  General  Knowledge,  8rd  edit,  revised,  18mo,  2s  6<i .  Relft i860 

......  Qaestionsand  Answers  on  Uaefnl  Sabjeets,  new  edit,  18mo,  2«  ReJ^e 1856 

The  Doctor's  Vision,  an  Allegory,  12mo,ls6if BtUds  Z>aUy...  185$ 

Paulson  (AT./.)  Remarks  on  Decimalism,  8to,  If Longman  1855 

Ftaloa  Agineta,  his  Seven  Books,  tiansU  by  F.  Adams,  8  t.  8vo,  2]f  Sgden,  iSoe...  184^-8 

Pavy  {F.  W.)  Besearehes  on  the  Natnte  and  Treatment  of  Diabetes,  8to,  8f  &i    CkurckiU  i86a 

FkwBbfokei^B  Guide,  with  Digest  of  Iawb,  1866,  new  edit,  12mo,  2f  6d WoMowme  ...1856 

PaxtOB  (Prof.O,)  Illnstrations  of  Scripture,  4  ▼.  fcap.  8vo,  24«,  184a— red.  to  18f  .  Hamilton 1861 

(JoM.)  Illnstrations  of  Natural  Histoiy  and  Diseases  of  the  Blood,  8vo,  If  ChurehiU 1855 

^ Medical  Friend,  12mo,  2f  W Whiliakm' 1843 

{J.D.)  Letten  on  Palestine  and  Holy  Land,  12mo,  8«,  Bogue—nA.  8f  6<f  if.  Bohn 1839 

,  {J'P')  Botanical  Dictionary,  new  edit,  12mo,  16f Bradbiuy 1853 

...— — — ^— .—  Magaadne  of  Botany,  16  ▼.  roy.  8to— red.  to  202  Bradbury  .1840-  5a 

II  Treatise  on  Cultivation  of  the  Dahlia,  12mo,  2f  6c2 Orr 1838 

andLindley  (Dr.  J.)  Flower  Garden,  8  v.  roy.  8vo,  90f   Bradbwrg  ...1851-3 


(JTn.)  Life  as  it  la,  a  Second  Series  of  Tales,  fcap.  8vo,  8f  6cf Darton  184^ 

Veil  Lifted  ;  or,  Incidents  of  Private  Life,  12mo,  2f  Od Brittam 1843 

Toung  Physician,  12mo,  fff    Brittain 1846 


(Philip)  Stray  Yankee  in  Texas,  12mo,  6t6d   New  York 1853 

Payn  (7as.)  Bateman  Household,  from  Chamben^s  Journal,  p.  8vo,6f,  AMali,  '60;  2f  Ward  A  Look  .186a 

Handbook  to  the  English  Lakes,  12mo,  1$  6d  Whiitakgr 1859 

^Leaves  from  Lakeland,  Tales,  post  8vo,  2i6d  ffamilion  1858 

Meliboeus  in  London,  fcap.  8vo,  2f  6d  MacmiUan    ...186a 

-Poems^  l2mo,'fif MaemiUan    ...1853 

-Bidbard  Arbour ;  or,  the  Family  Scapegrace,  cr.  Svo^  9f HamUUm  1861 

^Storiesand  Sketches,  post  8vo,  8f  6(2— red.  to  2f6d  SmUk  if  Elder .il^f 

-from  Boocaodo,  and  other  Poems,  16mo,  4f  W.N.  WfHght  1851 


Payne  (C  IF.)  Ceylon;  its  Products,  Climate,  ftc,  16mo,  2b  M ClarkediCo.  ...1854 

(S,W,)  BaHh*s Riches;  or.  Underground  Stores,  12mo,  9m  6d ReL  Tract  Soe.  1859 

— — (^o.)  Church  of  Christ  Considered,  12mo,  2f  6d    Hamilton  1837 

——.— Elements  of  Language  and  General  (haminar,  12mo,  2§ikl Gladding  1845 

■  Mental  and  Moral  Science,  5th  edit,  Sro^SiM Snow i86a 

Lectures  OB  Christian  Theology,  2  t.  8vo,  21f Snow 1850 

I  Divine  Sovereignty,  Sleetion,  &c,  8vo,  7«  M  Qladding  1846 

■  Doctrine  of  Original  ffin,  12mo,  fif Jaekton  A  W..  1849 

(Jos.)  Select  Ftotiy  for  Children,  IStiiedit,  18mo,  2f  6<i  ;  gilt,  8f A,  HaU 1861 

>  Studies  in  English  Foetiy,  new  edit.,  12mo,  5f A.  ffaU 1856 


.  (J,If.)  Beekeepei's  Guide,  8rd  edit,  poet  8vo,  4f Newbg    1846 

-4/./.)  DecoBos,  and  the  Bond  Child,  two  Saered  Allegories,  18mo,  If Mattert 1853 


(RoU.)  Brief  Description  of  Ireland,  1589,  ed.  by  A.  Smith,  8vo   Iri9kArek.Soe,  li^i 

Payne  and  Sorowe  of  Bvyll  Maiyage,  in  Verse^  ed.  l^^  J.  P.  Collier,  post  8vo Percy  Soe, fiw  d, 

Payne*«  Book  of  Art:  Engravings  from  the  Best  Masten,  8  v.  4to,  78f Bagger 1849 

OrbisPietus;  or.  Book  of  Beauty,  4to,  52f Bagger 1851 

— ~—  Puiorama  of  the  Rhine,  oblong  4to,  lOf  6(i— red.  to  7f  6(1 Bagger 1849 

Royal  Dreeden  Gallery,  2  v.  4to,  55f  Bagger 185a 

Munich  laallery,  8  V.  4to,  78f Bagger 1853 

Univenum;  or,  Pictorial  World,  4  v.  4to,  eaeh21f Tallis 1847 

Fhynter  (/,A.)  Noteaon  Night  Quartersand  Boat  Service,  8vo,  2f  6d  ^ Parker  A  Son  .1848 

(Tko.)  Practice  at  Elections  for  SheriiEs  fre.,  12mo,  8f  6<i SkawdgSon$...i%s% 

Payson  (Bdw.)  Convetaation  with  his  Child  on  Salvation,  18nKH  If  6d  Setley 1851 

Life  of,  by  Bickenrteth,  12mo,  5f Seel^ 1837 

Memoir  of,  by  Cnmmings,  8vo,  Sf  6(1  Ward 1844 

——^withPkSBages  from  his  Thoughts,  12mo,  If  6<i;  2f &room6nd^...i85a 

and  Sermons,  8  v.  8vo,  86f   Wiley 1847 

" Sermons,  8vo,  10$  6d Boldeworlk   ...1836 

Fcabo^r  lAJ^,)  Christian  Consolationa,  4t)i  edit.,  12mo,  U .«.» BoeUm,  £r.i8....i8$g 
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Feftbody  (A,P,)  Co&Temtion:  its  FanlU  and  its  GnuwB,  12mo,  SUM  ^otftm,  27.5....1856 

■  Lectares  on  GhristUn  Doctrins,  2nd  edit.,  12mo,  6< WiUj^ 184$ 

[£,)  Christian  Days  and  Thoughts,  fcap.  8to,  7*M BotUm,  27.5.. ..1S58 

Sermons,  with  a  Memoir,  8vo,  9«    f. Badon,  U.S,...i%S7 


{Wm,) 


(E.P.)  Crimes  of  Austria  ag^st  Mankind,  FroTsd,  2nd  edit.,  12mo,  Sf  ...  New  York 1852 

(W.B.O,)  Literaiy  Remains,  edited  by  B.  Peabody,  12mo,  6§  BotUm,  U.8,,..i$so 

■  Sermons,  with  Memoir  by  his  Brother,  2nd  edit,  post  Sto,  7«  6<i  ...  /.  Chapman  ...1849 

Peace  (/no.)  Axiomata  Paeis,  post  8yo,  8«    Longmam  i86i 

Acta  for  Begolation  of  Mines,  Aec,  Aug.  1860,  cr.  8to,  Is  ;  cL  2« A,  Ball 1861 

Auricular  and  Spedal  Judicial  Confession,  2ttd  edit.,  12mo,  2« Paimier 185a 

Christian  Conflict,  a  Poem,  fcap.  8fo,  U Paiater 185s 

Phases  of  Convoeation,  Anglican  Synods,  601  to  1860,  8yo,  fit Pwrtridgt 1861 

—  Reriew  of  the  Deniwn  Heresy,  12mo,  2«  M Partridge 1856 

-^— — —  Subtle  Policy  and  Romeward  Oonrae  of  Puseyiam,  12mo,  Is Partridge 1856 

Peace  Maker;  Bxtracts  from  Scripture,  by  the  Rot.  G.  WiUiams,  18mo,  UM Werikeim  1841 

Permanent  and  UniTersal,  the  Law  of  Christ,  12mo,  U6d  Ward    1847 

Reading-Book,  12mo,  2t OUpin  1844 

Peach  (Edw.)  Discourses  for  Sundays  and  the  FestiTsls,  2  r.  8to,  10s;  n.e.,1  t.8to,9s  Dolwutu 1849 

, PractioJ  Reflections  for  Eyery  Day  in  the  Tear,  new  edit.,  18mo,  8s  6<f  T.  /oius    1853 

(IF.jy.)  Poet's  Bride,  and  other  Poems,  12mo,  2s  6<i Whittaker 185* 

Peaehey  {Jat.P,)  Tieatise  on  the  Iaw  of  Marriage,  roy.  8to,  86s  Sweet i860 

(Ifrs.)  Guide  to  Wax -Flower  Modelling,  8to,  10s  6d Piper 1851 

Peacock  (Dar.)  Annals  and  Archires  of  Perth,  poet  8to,  7s  6<f Partridge 1849 

((7eo.)  Lectures  on  Trigonometry,  8yo,  7s  6d Parker  Jk  Son.,  j^6 

>  —   Lifeof  Dr.  T.  Young,  8yo,  Iffs    Mwrrag 1855 

.... ObserTations  on  the  Statutes  of  Cambridge,  8to,  9s  6d    Parker  A  Sd«..i84i 

Strictures  on  Algebra,  8to,  Is  6(j    WkiUaker 1837 

■  Treatise  on  Algebra, V.l,Arithmetioal,8TO,16s;Y.2,SymboIical,16s6<l  Wkittaker 1845 

■  Arithmetic,  4to,  fis Qrifm   1849 

(huey)  Visit  for  a  Week,  12mo,  4s,  Simpkin^  1841  ;  in  French,  12mo,  4s ...  WkiUaker 1844 

^^-(Bp,Beg.)   Repressor  of  over  much  Blaming  UieCleigy,ed.  Babington,2T.r.  8to,  20s  Zon^siaw  1859 

(T,B,)  Remarks  on  Inflnena,or  Bpidemic  Catarrhal  FeTer,1847-8,8TO,6s  6<2  Ck^diUl  1848 

... (T.L,)  Gringamuiti,  the  Deceived,  a  Comedy,  1581,  12mo,  8s  6<i Chapmam  A  J7.i86a 

Headlong Hiai,MaidMarian,& other Tales,12mo,Ss6<i,iBeiiaey,*49;  Is  Ward  dc  LoA.,\%st 

Maid  Marian  and  Crochet  Castle,  12mo,  Is    Ward  d^  Lock   1856 

.-^^-^■.—  Melincourt;  or.  Sir  Oran-Haut-ton,  aNoTel,  12mo,  2s ChapwMLndk  H.it^i 

-iW.F.)  AdTcnturos  of  St.  Geoxge  after  the  Fight,  4to,  2s  6(i  ;  cold.,  8s  M...  Joe.  Blackwood  lis^ 


Peacock  at  Home,  with  12  Illuminated  Borders  by  J.  W.  Warde,  24  e.,  p.  4to,  10s  6<f  Oandall 1848 

Peaoocke  {R,A.)  Researches  in  Hydraulics,  4to,  7s  6(i Weale 1848 

Peake  {Capt,)  Saucy  Jack  and  the  Indiaman,  2  y.  post  8to,  18s Bemileg 1840 

{Msta)  Honour,  a  Tale,  post  8to,  10b  6d Saitmdere^O.  1844 

Jealousy  and  Revenge,  Tales,  2  ▼.  post  8yO|  21s Samtder^AO.  1845 

(Jot.)  Rudiments  of  Ship  Building,  12mo,  8s WeaU 1851 

{R.B,)  Adventures  of  Cartouche,  the  Robber,  8  v.  post  Svo,  81s  M Cmimimgkam,.. iZ^ 

I  {Wm,}  Austria  daring  the  late  Revolutionary  Crisis,  2  v.  post  8vo,  2U  Newbg    1851 

•  Court  Intrigues,  a  Novel,  8  v.  post8vo,  81s  M  New^    1846 


Peaks,  Pftsaes,  and  Ghuaera,  8yo,  21s;  5e.,  p.  Svo,  5s6d,*6o;  2adser.,  2  v.  p.8vo,42s  Lomgmam  i86s 

-Nineteen  Maps  of  the  Alpine  Districts,  post  8vo,  7s  fid    Lotiawum  i86a 


Peale  (Bemb.)  Graphics  ;  a  Manual  of  Drawing  and  Writing,  8vo,  2s  6d  Hodmm 1835 

Pearoe(^.X.)Bnay  on  Diseases  of  Children,  12mo,  7s  Skerwood  1838 

On  Mesenteric  Atrophy,  Aec,  12mo,  7s .\.  Skerwood 1838 

Poems  by  a  Prisoner  in  Bethlehem,  edited  by  J.  Peroeval,  12mo,  fis ...  B.  WiUom 1851 

{Fran,)  Lifeof,  by  N.  Hawthorne,  12mo>  Is BonOedge  1853 

(/./>.)  Bavardages  de  Pension,  2nd  edit,  12mo,  8s Belfe 1858 

(J2.J2.)  Andent  and  Modem  York,  12mo,  2s iS.  F.  Claris...  1841 

.  Guide  to  the  Bar  and  Inns  of  Court,  8vo,  8s  AiMensortAs  ...i860 

^-^  History  of  the  Inns  of  Court  and  Chanceiy,  8vo,  1  fis Bentleg 1847 

Iaw  Relating  to  Convocations  of  the  Clergy,  12mO)  fis    Sweet 1851 

NewlAWof  Indictments,  8vo,  8s  6d    Sweet 1851 

aiiii  Dearsley  (^.J2.)  Crown  Cases  of  Criminal  Iaw,  8yo,  42s  Stevemg  1853 


(T%o,)  Collection  of  Anthems  used  in  H.M.  Chapels  Royal,  8vo,  9s Birington  1856 

i— ^  {Wm,)  Advice  on  Diet  and  Management  of  Children,  12mO|  Is QromiAO,    ...1853 

Treatment  of  Diseases  of  Sedentary  Life,  12mo,  Ss  6d  Oroomhrid^  ,„i%^ 

(W,B.)  Happy  Transformation,  8rd  edit.,  12mo,  Is Dger 1843 

{W,P,)  Lives  of  the  Primitive  Fathers,  12mo,  Is  6(f  MaMert 1856 

Peard  (Li,)  Campaign  in  the  Crimea,  with  Battles  of  Alma,  Ac,  po6t8vo,  6s Bemtleff 1855 

Pearl  of  Angrogna;  or.  Trials  of  Futh,  fcap.  8vo,  2s  6d   Sedeg 1861 

Days,  by  a  lAbourer*s  Daughter,  2nd  edit,  I2mo,  3s   Partridge^  O.  1848 

Pearls  from  the  Deep,  a  Narrative,  by  Author  of  Morning  of  Life,  12mo,  8s  6<i Bamilton  185s 

Poets,  with  Notes  by  H.  W.  Dulcken,  lUust,  sm.  4to,  12s Ward^  Loek  i860 

Pears  (Fra.)  Skin,  Soap,  Baths  and  Bathing,  Svo,  2s  6<f  Atitkor  1859 

—  (S,A,)  Correspondence  of  Sir  Philip  Sidney  and  Hubert  Lanquet^  Svo,  10s  Od,  Pukering  1845 

— Sermons,  12mo,  fis  6c{  Batekard 1851 

on  the  Elements  of  Christian  Truth,  fcap.  Svo,  2s  6<I  Batekard 1861 

Peanall  (/.A)  OatUnes  of  Congregationalism,  2nd  edit,  12mo^  2s  fid Amis 1845 
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Peaxnil  (5.)  Hymiuiof  the  Chnteh,  poiitted,  18mo,  2$ Bunu    184) 

Pearae  (S,)  BesI  Match ;  or,  the  8oiU*8  BBpousal  to  Christ,  Svo,  1«  id  Ward 1843 

Family  Fnyen,  new  edit.,  18mo,  2a  Qd    Simpkin 1840 

Great  Gonoeni ;  or,  a  Preparation  for  Death,  18mo,  2a  6d  Simpkin 1840 

(51)  Memoire,  by  Andrew  Puller,  12mo,  4«  Wigh^man 1840 

Pearson  (C^.)  Chnrch  Bzpanrion,  12mo,  SaM  /.  wMtaler  ...1853 

Latin  Trsnalationa  of  Rngliah  Hymns,  12mo,  5a Jidldf  Daldy  .i8o» 

^— ^—  Plain  Sermons  for  a  Conntiy  Parish,  12mo,  ba   Batchofd  1839 

(C%a.J7.)  Early  and  Middle  A«ea  of  England,  8to,  12s BeUdsDoHy  .1861 

{Kdw.)  Life,  Writings,  and  Correspondenoe,  8yo,  6s  Simphin 184J 

Prayeis  for  Families,  18mo,  2s  6(i  Longmam  1841 

Warbmionian  Lectnres  on  the  Prophecies,  8to,  14s  HaUhaird  1840 


-  (Edk,)  Poetical  Bemains,  with  Biography,  by  Cooper,  post  8to,  8s  M Nitbei    1855 

•  ((?eo.)  Prophetical  Character  of  the  Apocalypse,  8to,  10s  6d    Parker^  San  1835 

Sermons  at  HoU»an  Lectoie,  1884,  Sfo,  5a  6d  Parker^  San  X83C 

Testimony  of  Oar  Lord*s  Disoonrses  as  to  His  Dirinity,  8ro»  78  6d  ..,  Parker  A  8m   1836 

{Q,P.)  Stories  on  the  Bight  Beatitudes,  8rd  edit.,  18mo»  Is Maatera i860 

(JTsa.)  Conmum  Iaw  ProeeduTS  Act,  roy.  8to,  8s  Btnning    185a 

Statutes  relating  to  Marriages,  Aec,  12mo,  5a fiAaw  db  Sims  «,  1836 


{H.D.)  Home  Tales,  12mo,  Is  Maatera 1854 

'{ff.W.)  League's  CouTcrt,  a  Tragedy,  8vo,  2a  M 5oNuu2eni*  0..  1847 

{Jno,)  Becollections  0^  by  Alfred  Bamtt,  12mo,  2s  (ki— red.  to  2s ffamUUm  1856 

(Bp,Jno.)  Works  complete,  both  Bnglish  and  lAtin,  8  t.  8to,  70s J.H,AJJ^atikeri%s* 

AdTenaria  Hesyehiana,  2  T.  8to,  Ids— red.  to  10s    JM,AJJ'airkert%S7 

Church  and  the  Ministry,  transL  by  Flower,  post  8to,  2s  td   Hope x85a 

Bxposition  of  the  Creed,  by  Burton,  8to,  10s  6<2  JM.AJ,Pairhen%S7 

CheTallier,  8to,  12s,  1849  ;  n.e.,  10s  6d    Camb,  i)qpo(...i86a 

Dobson,  8to,  16s— rod.  to  10s  6(< A.SwU i8t8 

"       ■  -      -       -  -  ,.i86i 


Nichols,  new  edit.,  8to,  8s  Ti 


Analysis,  by  Gorle,  18mo,  4s WkiUaker 1855 

Mill,  8to,  6s  BivinffUm  1847 


Straoey,  8vo>  8s iSimdbui 184I 

Conspectus  of,  by  Wm.  BeU,  4to,  2s  6<i   ..    BeH«fcI>o&^...i858 

Questions  on,  by  Swainson,  12mo,  8s Parker  4b  Stm  1855 

Lectures  on  Acts  of  the  Apostles,  &c..  Notes  by  Crowfoot,  8to,  4s  ...  Parker  A  Bom  1851 

Minor  Theological  Works,  life  by  Churton,  2  r.  8vo,  20s— red  to  14s  J.H.dsJ.ParkertZ4^ 

Yindicia  Bpistolarum  S.  Ignatit,  2  r.  8to,  Ids— red.  to  10s JMAJ.Pairkeri%%% 

{J,N,)  Days  in  Psradiae  :  Six  Lectures,  12mo,  8s Haiehard  ,^^.1854 

Sermons,  Doctrinal  and  Practical,  8yo,  10s  6<i  ffaUAard  ^.^,1%$* 

Sunday  Beadings  for  the  Family  and  Closet,  12mo,  7s Hatekaed  i8la 


.  (/.it.)  Hints  on  the  Construction  of  Orchard  Houses,  2nd  edit.,  12mo,  Is  M  Cott,Oard,  Of.  x86a 
—  (r.)  A8pects,Can8es,fte.,ofIni&deUty,8TO,10s6(2,P<»rfrH^'53;12mo,ls6d  Ba.Traa8oe,  1858 

-{W.J.)  Antiquities  of  Shropshire,  4to,  42s Waahbtmme  ...1839 

Mystery  of  Iniquity  and  Time  of  the  Kid,  12mo,  2s  9d   Nuhef. 1849 


(IT.)  Course  of  Practical  Geometry,  6th  edit.,  12mo,  2s  6<l  Bdfe »« •,.i86a 

Ouide  to  Surreying  and  Lerelling,  12mo,  Is.. Bowneu 1851 


Peaslee  {S.B.)  Human  Histoid  in  its  Relations  to  DescriptiTe  Anatomy,  aro^  21s    ...  PkiUMdelphia.,.i9^f 

Peat  {Jno.)  AfflictiTe  IHspensations  of  ProTidenoe,  12mo,  2s  Biwnffton  .^...1840 

Fair  Eranthe,  and  other  Peems,  12mo,  8s  6d    jRtvti^loii  ...«»«|858 

Sapphic  Odes  of  Horace,  12mo,  8s  6({ BivinffUm  ......1845 

Songs  of  the  Moral  £^pathies,  12mo,  Is  6<i BwingUm  •«..«.i84i 

<— ^-^—  Thoughts  in  Verse,  on  the  Plurality  of  Worids,  post  8yo,  Is BwingUm  ^....1856 

Pebbles  from  the  Sea  Shore;  the  Strawberry  Bed,  &c.«  12mo,  Is  M Nelaon   185a 

Pediell  {H.S.JC.)  Bandom  Shoti  l^^  an  Artilleryman,  8to,  Is Johnaon. ..^,..,j%it 

Peck  (^.C7.)KecoIlections  of  Sydney,  12mo,  2s  6d  ifoiitmsr  1850 

((^.)  History  of  Wyoming,  8vo,  8s  Od  New  York 1858 

{G.W.)  Melbourne  and  the  CHiincha  Islands,  cr.  8yo,  6a •.  New  York  -.,•.1854 

(/.If.)  Guide  for  Emigrants  to  the  West,  18mo,  6s Wiley    1844 

<y.r.)  Central  Idea  of  Christianity,  12mo,  6s  6<i  Boaton^  U.8.^.iZsi 

(SoU.)  Memoir  of  his  Life  and  lAbouis,  by  Mills,  12mo,  2s  « ^  ^^  ...^..,«,..x856 

"{WilLO.)  and  Daries  {Dr.C.)  Mathematical  Dictionary,  roy.  8to,  18s „.  New  Tori:  .^,..1855 

— -<ir.JZ.)  Memoirs  of,  by  his  Father,  18mo,  Is  6d   , ifason  185a 

Peekston  (T.8.)  Treatise  on  Manufacture  of  Gas,  8rd  edit.,  8to,  26s .  Beberi  1841 

Peddle  (AUm.)  Pathology  of  Delirium  Tremens,  8yo,  2s  , « Simpkin 1854 

Practical  Measurer  for  Wood  Merchants,  new  edit.»  12mO|  7s  dd  «....    Blackie i86a 

(/as.)  Hooks  for  Thoughts,  foap.  8yo,  2a  M  .„« Jaa.Bla€kwood  z86x 

Life  of  Christ,  as  j^Yen  by  the  Four  BrsngelistB,  12mo»  8s    ffamilUm 1857 

—  Practical  Exposition  of  Book  of  Jonah,  in  Ten  Lectures,  12mo,  ls6d...  HamilUm  i86» 

— — Sermons,  with  Memoir  by  his  Son,  8tO|  7s  6<i,  1847 — red.  to  6s  BamUton 1851 

—  (JTonal).)  Memorial  Sketches,  fcap.  8yo,  2s BamiUon 1846 

Pedestrian  and  other  Beminlseences,  at  Home  and  Abroad,  l^SylYsnus,  p.  8yo»  10s  M  Longman  1846 

-^—  Tour  through  Wales  and  England,  2  y.  post  8yo,  21s Samderadi  d.  1836 

Pedler  (EM.)  Anglo-Saxon  Episcopate  of  Cornwall,  8yo,  7s  6d Barriaon  i860 

Peebles  and  its  Neighbourhood,  Described,  12mo,  Is  6(i C^mbera  1856 

Peel  (iffs.  it.)  HoneBty  is  the  Best  Po%,  a  NoYel,  2  V.  post  8yo^  21s AMy   i860 

4a 
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Beel  IMrt,  A.)  JSl,etifbat1on,  a  Novel,  2  t.  post  8to,  21f  ...,.  Newbg    iS6i 

(Edm.)  Cbrifliian  Tilgrim,  and  other  Poems,  12aio,  7«  W  ^.  Newbff   184X 

Conquerors  of  Lahore,  an  Ode,  12mo,  2f  6cf    Newby    1846 

—     ■ Fair  Island,  a  Poem  deacriptiTe  of  the  Isle  of  Wight,  12mo,  U  6d  ,.c  BivingUm  185 1 

'- Poetical  Works,  12mo,  7»  6d RivingUm  1S56 

Betum,  a  Sammer  Day's  Journey,  Poems,  12mo,  2»td bongmam  1848 

Salem  Redeemed  ;  or.  Tear  of  Jubilee,  a  Drama,  12mo,  2s  Get JUvinyUm  1853 

(5ir  A.)  and  his  Bra,  post  8to,  4«  Ootu  1843 

as  a  Type  of  Statesmanship,  by  Symons,  8to,  6a L<mgman  ......1856 

■  ■  Critical  Biography  of,  by  (J.  H.  I^cis,  12mo,  l» ,..  Parhar  ^  Som  .i%s* 

— r-. Life  and  Times  of,  by  Taylor  and  Mackay,  4  v.  Svo,  42«    TiUUi 1851 

■ M^oirp,  edit,  by  Stanhope  and  CardweU,  2  t.  post  8vo^  each  7»  6rf.„  Murray 1856-7 

-« '■ of,  2  V.  post  8vo,  21« Newbg    .^ 184s 

by  M.  Quisot,  8to,  lit BentUg 1856 


-  Opinions  Bxpressed  in  Parliament,  by  Haly,  post  8to,  7«  dd A.  HaU 1850 

-  PoUtical  Life  of,  by  Donbleday,  2  t.  8to,  S0«— red.  to  18«  Smiths  Elder  i8$6 

Sketch  of  his  Life  and  Career,  by  Sir  Lawrence  Peel,  post  8to,  8f  M  Longmans  i860 

Speeches  during  his  Administration,  1834-85,  8to^  10# Variu 1835 

-in  the  Hon.*«  of  Commons,  4  ▼.  8yo,  42« , .,...  RouUedge 1853 


■■  '  '     — (W.)  Eide  through  Uie  Nubian  Desert,  post  8to,  5< ,..,-. LongmoM  185a 

Peele  {Qco.)  Dramatic  Works,  edited  by  Dyoe,  3  ▼.  poet  8yo,  8U  6(f , Piekerutg  1838 

Peep  into  the  Agricultural  World,  18mo,  8« ..., Darton  1839 

Family  of  Mis.  Delmar;  a  Book  for  Children,  12mo,  6a , ITertAdss  1854 

Uncle  Tom*s  Cabin,  by  Aunt  Mary,  12ao,  5»— red.  ^UM,  „.„ .,.  low   185* 

-: — of  Day,  &c.    8e€  Mortimer  (Mrt.) 

Peeps  at  Nature  ;  or,  God*s  Worksand  Man^s  Wants,  82mo,  It  ^ Bd^Troitt  Soc,   1850 

Peers  (B.O.)  American  National  Education  :  its  Necessity,  12mo,  4s    New  York 1838 

(J,  W,)  MinutisB  ;  or,  Little  Things  for  Christ's  Flock,  12mo,  6s— red.  to  3s  ...  H,  Bokn   iS^S 

Pegge  \S.)  Anecdotes  of  the  English  Language,  3rd  ed.,  by  H.  Christmas,  8yo,  12s...  NieholU 1844 

Peggs  (/as.)  Essay  on  Abolition  of  Capital  Punishment,  12mo,  2s  8d    Ward 1839 

'—  Voice  from  India  and  China,  8to,  Is  M B,  T.  Clarke  ...il^j 

Feile(r.R^.)  Annotations  on  the  Epistles,  4  y.  8vo,  42s J?mM^»...  1849-55 

Boroans  and  Corinthians,  14s.     Galatians  to  Colossians,  8s.     Hebrews;,  6s. 
Theasalonians  to  Hebrews,  13s.    James  to  Jude,  9s. 

* — : Christ  Suffering  as  Han,  8vo,  4s , , Btringion 1861 

1 Christian  Temple  and  its  Representative  Priesthood,  8vo,  8s  6d Bivington  1850 

— Miracle  of  Healing  Power,  8to,  6s , Bivi»gtom i86a 

Plain  and  IVactical  Teaching  of  the  Atonement,  8to»  If   Bivimgicn  , 1861 

■  '  —  Practical  Suggestions  to  the  Church  of  England,  8to,  Is    Parher  A  Son    1853 

-^(W.)  Choephor«  of  -Bschylus,  with  English  Notes,  2ncl  edit,  8vo,  9s    Murray 1844 

Peipers  (W.)  Practical  Method  for  Studying  German,  8yo,  5s  6d  WilUame  AN.  184I 

Peirce  (Benj,)  Physical  and  Celestial  Mechanics,  4to,  48s  BoeUm^  U.S.  .  1858 

—'(Wm.)  Ecclesiastical  Principles  of  Wesleyan  Methodista,  roy.  8vo,  10s  fid    ...  Hamiliim 1854 

Peisner  (Eliaa)  Elements  of  the  Qennan  Language,  2nd  edit.,  12mo,  4s  Nev  York 1855 

Peithman  (Z.i^.)  French  Ghiunmar,  12mo,  6s  .^ , Orr    ,.    ...1835 

T '-^—^ German  Grammar,  12mo,  4s ,... Orr    1840 

Pelham  ((7.)  Chronicles  of  Crime  ;  or,  the  New  Newgate  Calendar,  2  v.  8to,  28s Tegg  1841 

(//.^.)  W*^*«'Huret;or,EarlyStrugglesattheBar,2Y.p.  8vo,16sjl4mo>2s6</  BoutUdae  1854 

r (f.T.)  Hymns  for  Public  Worship,  18mo,  Is  6d W&iheun, 1855 

Pell  (M.B:)  Geometrical  Solutions  of  the  Differential  Calculus,  6yo,  2s  6(2 BeU&  Daldg,..i%^o 

Pellatt  (ilps^  Curiosities  of  Glass  Making,  sm.  4to,  12s..... Bogtu    , 1840 

Pellew  (Z)ean  Qto.)  Sermons  on  Church  Doctrines  and  Duties,  2  y.  8yo,  21s Mwrraeg 1848 

' SoYen  Agesof  a  Christian's  Life,  12mo,  2s Biringkm 1855 

Pellico  (Silv.)  MiePrigioni,  ed.  by  Bampini,  12mo,  2s  6d,  Simpkin^"  $% ;  n.  ed.,  If  Qd  W^^d ....1858 

Notes  by  De  Porquet,  12mo,  Ss  6(i  , Simplin 1859 

: Ten  Tears*  Imprisonment,  12mo,  3s  Watkbtmme  ...i^^o 

byWalker,12mo,4s6d,Hamtftoji;24mo,ls6d  OhrkeA  Co..,.i9^^ 

Pelouse  f/.)  owdFremy  {E.)  General  Notions  of  Chemistry,  by  Dr,  Evans,  er.  8yo,10s  Philaddpkia,..!^^^ 
Pember  {EM.)  Job,  a  Dramatic  Poem,  post  8yo,  3s  td , Longman   1859 

■  ■  Maid  of  Messene,  and  other  Poems,  12mo^  6s Lwgman  1855 

Pemberton  {A.Q)  Introlnction  to  the  Acts  of  the  Apostles,  18mo,  Is  td  Vorty 184a 

=-  (G.R.)  Life  and  Literary  Remains,  by  Fowler,  3yo,  12s— red.  to  ft Fox    1847 

(/no.)  Life  and  Travels,  12mo,  3s  6d  C«s*  1843 

■■■  ('^'^:)  ^*°*'  *°^  Figures  relating  to  Yaneouver^s  Island,  8yo,  10s  64  Longman  i860 

{Oil)  Observations  on  Cancerous  Diseases,  Part  1,  roy.  8vo,  4s  6<l CkwrckUl  1858 

(R€h.)  Attributes  of  the  Soul  from  the  Cradle,  post  8yo,  10s  64  Savmdera  A  O.  1849 

— Happy  Colony,  8vo,  7s  6d SavndertAO,  1854 

-^- Infant  Drama  ;  a  Method  of  Teaching  all  Languages,  12mo,  2s6cl .  Avih4ir  1857 

On  Teaching  the  Elements  of  Grammar,  12mo,  2s  td Avtkcr 1851 

-  Technical  Language  of  Anatomy,  12mo,  3s  6<i    ...  Avikor 185s 


^ —  Science  of  Mind  Formation,  ]2mo.  Is ffonbion   1858 

Pen  and  Ink  Sketches  of  Poets,  Preachers,  and  Politicians,  peat  8yo,  7s  M Bogue 1847 

-—  Pencil  Sketches  of  the  Lakes,  obi.  12mo,  Is  Bamilton  1859 

Owen,  fcap.  8vo,  6*,  Bentlep,  1841— red.  to  4s    Blaekwoodi  ...1858 

—  Pictureeof  Pop*M»r  English  Preachers,  12mo,  8s  PaHndg$ J851 
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Penal  Code,  by  the  Indiaa  Lsir  Oomminioners,  8vo,  5$ Alien  d;  Co.  ...1838 

Penalty  of  Death,  the  Divine  Sanctioii,  by  a  British  Subject,  8to,  2$  (Id Simpkin 1841 

Pencilled  Ttaeagn  ;  Eztiactsin  IVoee  and  Yene,  12mo,  3«  6<f Nitbet 1857 

Pendleton  (/.J/.)  Three  Beaaona  why  I  am  a  Baptist,  13th  edit.,  18mo,  2i  6d Nashville  185? 

— = {W.S.)  Sdenoe,  a  Witneae  for  the  Bible,  12mo,  C«  6rf    Philadelphia    1860 

Penfold  {Cka.)  Law  of  Bating  Batlway,  Gas,  and  Water  Companiee,  4th  e.,  8vo,  7«  6d  B.  Law 1861 

(J.W.)  Flowers,  Pnrit,  and  Fema  of  Madeira,  roy.  4to,  21» Heeve 1845 

PengeSey^a  Bngliah  Grammar,  18mo,  laM Simpkin 1840 

P«ngiUy  (R,)  Seripture  Guide  ta  Prophecy,  12th  edit.,  12mo,  2t  8<i— red.  to  2$  l/oulMmi    1851 

Peninsular  Scenea  and  Sketchea,  12mo,  2$  6d  ;  el.  8« BlackiDOod»    ..184*6 

Penitent,  a  Domestic  Story  of  the  Nineteenth  Century,  p06t  8to,  10«  td  Saundera  d:  0.  1839 

Pilgrim,  24mo,  U6d Pickering  1840 

Penitent's  Cave,  and  other  Poema^  18mo,  2«  (U    Bums    1838 

■'  Prayer;  or,  Remarka  on  the  filat  Paalni,  82mo,  U   JUL  Tract  Soe,  183^ 

Penitential  Paalma,  lUominated,  cr.  8to,  21s  Day  Ab  Sm iS'Si 

Penley  {Aaron)  Blementa  of  Peispectire,  12mo,  Is  WinwrdsN,  ...i8<|j[ 

Bngliah  School  of  Painting  in  Water  Ooloura,  imp.  fol,  84« Duy  de  Son   ..  1862 

Penmanship  for  Tonng  Ladiea,  French,  Bngliah,  and  Italian,  4to,  5s Relft 1840 

Penn (^?n»i».)  Book  of  the  CoTenant  of  Christ,  8to,  10s Duncan ....1836 

<  ■■■    '         ■  ■        Annotationa  on,  8to,  1 5s Duncan .\..i83& 

Supplemental,  8to,  5s Duncan 1838 

—  Eatimate  of  Mineral  and  Moaaieid  Geologiea,  2  t.  Sto,  21s Duncan 1844 

^—  (Rich.)  Maxima  and  Hinta  on  Angling,  Cheaa,  £$.,  fp.  8vo,  7$  6<f,  '39;  12mo,  Is  Murray 185^ 

(Sam/)  Iron,  Steel,  Braaa,  Copper,  &c,  Tablea,  10th  edit,  obi  24mo,  2s   Fox    i860 

(Wvt.)  Historical  AatoMography  of,  by  Dixon,  new  edit.,  post  8to,  7s Chapman  ikff,it{6 

Life  (American  Biography),  12mo,  5s. BotUm^  U,S,.,.\%^h 

' of,  by  Draper,  24mo,  2s  W  DarUm  1840 

■■ with  Sdectiona  from  hia  Correspondence,  by  Janney,2e.,8T0,12s  Philadelphia,.. iS^ 

•  '■■      Memoirs  of,  by  Clarkson,  abridged  by  Forster,  12mo,  2s  6d W.J.Adanu  ...1849 

Fennefiather  ( Jftss)  Helen  Talbot»  a  Norel,  8  v.  post  8to,  81s  6<i  Colbwm 1851 

Ptenell  (ff.C.)  Pack  on  Pegasoa,  4th  edit.,  aq.,  7s  M Boutledge 1862 

— ' —  Spinnmg  Tackle ;  What  it  la,  and  Ought  to  Be,  2nd  edit,  12mo,  Is...  Harrison  i86a 

Pennie(7'.F.)Britain'a  Historical  Drama,  8to,  14s;  2nd  aeries,  12s Stocking 1839 

Pennington  (Alb.)  Baaay  on  Female  Character,  2nd  edit.,  12mo,  2s  6d IlouUton  1841 

(A.jB.)CariabrookeOa8tle,aPoem,  4to,  2s Batten   1853 

^- — • *  Henri  Amaud  ;  or,  Betum  of  the  Waldenaaa,  a  Poem,  p.87o,4s6(i  Wertheim  i86i 

(0,J.)  On  Pronunciation  of  the  Greek  Language,  870,  7s  6d Murray 1844 

■■    (/.)  Letter  to  Finlay  on  Importation  of  Foreign  Com,  8to,  8s  6d Simpkin 1840 

(/aiie)  Memoir,  12mo,  2r  Wertheim  ......1856 


(/.  IF.C.)  The  FugitiTe  Blacksmith,  12mo,  Is  6(<  Cfilpin^...: 1849 

—   (Ifar.)  Poems^  post  8to,  5s  Austin' 1847 

Penniwertii  of  Witte,  he,  from  the  Anehinleek  MS.,  4to    AhboUford  CI.  1857 

PennsylTania,  Historical  Collection  of  the  State  of,  by  Sherman  Day,  8to,  21s WHey 184A 

Penny  ((?eo.)  TradiUons  ol  Perth,  8to,  6s  6<f   Longman  1836 

(Jno.)  Stephen,  King  of  ^gland,  an  Historical  Drama,  8to,  2s Longman   1851 

(IF.)   Faith  Impossible,  exeept  in  the  Catholic  Church,  post  8yo,  4s  G(i T.  Bichardson  1846 

Penny  Banka  for  YiUagea  and  Small  Towna,  12mo,  Is    Zon^man  1861 

GyelopBedia  and  Supplement,  29  ▼.  in  16,  am.  fd.,  9/  12s,  0rr,*5o— red.  5/  Si  Sangster    i860 

— — —    Snpi^ement,  aeparate,  2  v.  am.  fol.,  25s    Knight  1845-6 

-. Second  Supplement  to,  1  r.  am.  folio,  16s     Knight  1858 

Magasine,  First  Series,  sm.  folio,  9  v.,  red.  to  45s    Knight 1832-40 

Second  Series,  5  ▼.  imp.  8to,  each  7s  6(f Knight  1841-5 


*  Third  Series,  2  v.  imp.  16mo,  each  2s Knight  1846 

Hechaaie  and  Chemiat,  8to,  Y.  1  to  6,  each  4s  6<f  ;  7  and  8,  each  6t   Berger 1839-42 

Poet,  4  ▼.  12mo,  each  Is  6d,  1851-4  ;  V.  6  to  12,  8to,  each  Is  8d  /.//.PorXrer  1855-62 

—  Sunday  Bender,  14  r.  12mo^  each  2s  9(i /?m»igffo»...  1835-41 

Penreee  (C.r.)  Eight  Village  Sermons,  8to,  2s  6rf   Simpkin 1858 

— — — ^—  Select  Private  Oiationa  of  Demosthenes,  with  Notes,  2nd  ed.,  12mo,  4s  Parkei'  A  Son   1853 

(C,  F.)  aiufTrsTenen  (/.)  LiTea  of ,  by  J.  Penrose,  8vo,  10s  6d Murray 1850 

'     (F.C.)  Principles  of  Athenian  Arohiiecture,  folio,  5/ 5s Murray 1852 

'  Two  Letters  from  Athena  on  the  Parthenon,  4to,  Is  6<f Weale 1848 

(/ne.)  Basy  Biereisea  in  Latin  Blegiac  Verse,  12tao,  2s Whiitaker 1852 

■  Faith  and  Praotioe  ;  Natural  and  Berealed  Beligion,  post  8to,  8s  M    Murray 1855^ 

— — ^^  Moral  Prineiple  of  the  Atonement,  8to,  10s  6<i Fellowes 184^ 

Sexmona  for  Sunday  Beading,  8to,  10t6<f  Murray 1852 


(Mrs.)  Gontrasta  between  the  Bighteons  and  the  Wicked,  1 2mo,  Zs  6d    Nisbtt    1 845 

(T.T.)  LecturaaonthePentateuoh,  I2mo,  5f Fellowes 1845' 

Penmddock,  a  Tale,  8  ▼.  poat  8T0y  81s  6ef Wltittaker 1835 

Penruddodte  (Okas.)  Aaalyaisof  Criminal  Law,  by  Woobychi  12mo,  7s  6d Maxwell 1842 

Penry  (Jao.)  life  and  ^Rmea  of,  1559-  98,  by  J.  Waddington,  12mo,  8s  M  Bennett  1854 

Pens,  Inka,  and  Inkstands,  with  Illsstiations,  16mo,  Is Kent  1857 

Poiseellwood  Fapera,  2t.  poat  Sto,  21s Bentley 1846 

Pe&s6es  Choisies,  Illuminated  by  Simpson, chromo-lithographed  hj  ^inm8,8m.4to,42s  Day  A  Son   ...  1 862 

PenaiTe  Wanderer,  and  other  Poems,  by  Cambria's  Bard,  12mo,  Ss  6<f W.  Thomas  ...1850 

^_. tdtkeP«n4alogia,roy*  12ido,  10s  M Saunders  diC:  itif 
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People  oi  China  Dewsribed,  vitb  BngnTing^  new  edit.,  18mo,  2i  fid MeL  Tradt  Sot,  185S 

People's  Atlas  of  the  Stars;  with  Key  Mape  to  the  ConstellationB,  4to,  1« H<mbUm  1856 

■  Bine  Boole ;  or,  Taxation  as  it  Is  and  Ought  to  Be,  post  8to,  5« RouOedgt  1857 

■  Dictionary  of  the  Bible,  2  r.  8yo,  each  10s  ed,  1849;  n.  e.,  2  t.,  each  lit ...  Simpkin 1861 

■  Gallery  of  Bngrayings,  8  ▼.  4to,  each  22«  P.Jadcmm...it^S'^ 

■ 2nd  series,  by  Mis.  Mihier,  4  y.  4feo,  each  21»    TaUi$  1848-51 

lUnstrated  Journal,  4to,  9s  M Bradbury 185a 

.  Letter  Bag  and  Penny  Post  Oompanion,  new  edit.,  18mo,  If. IkurUm  185* 

-»— -  librsjy  of  Select  Christian  Authors,  imp.  8to,  8« Cota  1839 

Music  Book,  edited  by  Turle  and  Taylor,  8  parts,  roy.  8to,  82i  ViHue  1844 

..—  and  Hewitt's  Journal,  8  t.  annually,  roy.  8to,  each  4«  6d   WUUmghhjf  1846-51 

P<p6  {QtiL)  Memoirs  of  his  Life,  by  Himself,  8  Y.  post  8to,  81s  M BaUUy 1847 

Narraiiye  of  Scenes  &  Brents  in  Italy,  *47-9, 2  r.  p.  Sro,  21s,  '50— r.  12s  Cdbwrn 185% 

Pepper  (Cha,)  Art  of  Modelling  and  Making  Wax-Flowers,  new  edit.,  12mo»  Is  6<2...  Bamard  1859 

(/no.  JT;)  Boy*8  Phkybook  of  Sdenoe,  new  edit.,  cr.  8to,  6s    RouUedge  1861 

— — Playbook  of  Metals,  with  Experiments,  lUnst,  n.  edit,cr.  8to,  7s6d  Boutltdge 186s 

■  Popular  Lectures  for  Young  People,  cr.  8to,  Is  6d Low   1855 

Sdentifie  Amusements  for  Tonng  People,  Ulust,  fcap.  Byo^  2s RouOedge  1861 

Pepperoome  (.Ati.)  Remarks  on  Dyspepsy,  8vo,  2s  C^ur^ill  1851 

(T.)  On  Cutaneous  Diseases,  12mo,  2s ChMrckUl 184^ 

PepperreU  (Sir  W,)  life  of,  by  Persons,  2nd  ed.,  post  8to,  7«  6<< Low   1856 

Pepys  (Ladg  C)  Domestic  Sketches  in  Russia,  2  t.  cr.  8to,  21s ffurttd:  B.    ...1861 

■  Echoes  from  Many  Minds,  18mo,  2s  8d JiivingUm  1857 

Female  Influence,  a  NotcO,  2  y.  poet  8yo,  21s HurMd:  B.   ...1859 

Journey  on  a  Plank  from  Kiey  to  Eaux  Bonnes,  2  y.  poet  8yo,  21s  .  Hunt  A  B,    ...  i860 

Morning  Notes  of  Praise,  2nd  edit,  12mo,  8s  6<f BivingUm  i860 

Quiet  Momenta ;  Thoughts  and  Meditations,  4th  ed.,  12mo»  8s  6d...  BivingUm 1859 

Thonghta  for  the  Hurried  and  Hardworking,  18mo,  Is  M Bivingtcn  1857 

(P.£r.)  Constance  Tyrrell ;  or,  the  Half^ister,  8  y.  post  8yo,  81s  6<2   BcnOeg  1852 

— — —  {8.)  Diaiy,  by  Lord  Braybrooke,  5th  ed.,  4  y.  p.  8vo,  42s— red-  to  24s   CoUmm 1854 

6th  edit,  4  y.  p.  8yo,  20s  ...  H,  Bokn    1858 


Life  and  Correspondence,  2  y.  8yo,  28s— red.  to  18s BenOeg  1840 

Perambulations  of  Barney  the  Iriahman,  by  Himself,  12mo,  Is mdutrdatm   ...1851 

Peroe  (B,)  Battle  Roll,  an  EncyclopsBdia  Descriptiye  of  Memorable  Battles,  8yo,  28s  .  Ntw  York 1858 

— — —  Gulliyer  Joi,  his  Three  Voyages,  16mo,  5s  New  York 1852 

Peroeyal  (AJ^.)  Apologr  for  Apostolical  Succession,  2nd  edit,  12mo,  5s   BivingUm  1841 

— ^  Collection  of  Papers  on  Theological  Movement  of  1838,  2  e.,  8y©,  4s   BivingUm  1843 

^  Ecclesiastioal  Tour  in  Holland  and  N.  Qermany,  ftc,  post  8yo,  2s  M  Ledit 1846 

*  Lectures  on  Epistle  to  the  Bpbesians,  I2mo,  5s Ledit 1846 

■  Original  Senrioes  for  State  Holidays,  12mo,  8s  6<f Ledit 1838 

■  Roman  Schism  Illustrated,  8yo,  16s Ledit 1836 

Sermons  at  the  Chapel  Rc^al,  St  James's,  8yo,  10s  6d Ltilit 1839 

'  '  in  Times  of  Public  Anxiety,  12mo,  2s CUoPor 1845 

*  (CO.)  Account  of  the  Misfortunes  of  the  Dauphin,  8yo,  15s  Fraotr  1838 

— —  Lectures  cm  Qospel  of  St  Matthew,  4  y.  12mo,  22s (7rooiii5rui^...i845 

Plain  Sermons,  4th  edit,  8  y.  12mo,  12s   (7rooiii&rM^...x845 

Treatment  during  Mental  Derangement,  8yo,  V.  1,  8s  ;  V.  2,  10s  6d  B.  Wibon 1840 

Speech,  as  prepaid  for  the  Debate,  Bfay  18,  1805,  8yo,  4s Blaekwoodi  ...1844 


i{B,T.) 


Perdyal  {B.T.)  Foundation  Statutes  of  Merton  College,  a.d.  1270,  8yo,  5s JHdxring  1847 

(/.(?.)  Poetical  Works,  with  a  Biographical  Sketch,  2  y.  24mo,  10s    BoaUm,  r.5L...i859 

{Pet.)  Land  of  the  Veda  :  India  Described  in  ita  Aspects,  post  8yo,  10s  Oci   BtUd:  Daldg  .1854 

(7%o.)  Medical  Ethics,  12mo,  8s ChurehiU 1849 

PeidyaU  {Wm.)  Hippopathology,  Treatise  on  the  Horse,  complete,  4  y.  8yo,  85s  6d,..  Longwum  ...1838-49 
V.  1,  10s  6A    V.  2,  Part  1, 10s.    Part  2,  12s.  V.  8,  14s.    V.  4,  Part  1,  21s.PiMl  2,  18fc 

■  Lecturea  on  Form  and  Action  in  the  Horse,  8yo,  12s Lomgmam  1850 

Percy  ((?eo.)  Piccalilli,  a  Mixture,  Illustrated,-  square  16mo,  Ss  M Low   i86s 

(HM.)  Cautions  for  Company  and  Battalion  Drill,  12mo,  Is  6d Pairktr  A  Son   1855 

— ^— Infantry  Maaceuyres,  8yo,  coloured  Umis,  roy.  4to,  16s... ..« Parktr  A  Som   1853 

—//mo.)  MetaUuigy :  the  Art  of  Extracting  Metab  from  their  Ores,  8yo,  21«     ..  Murray 1861 

)  RomaBism  as  it  Bxisto  at  Rome,  post  8yo,  5s  Seeltg -1847 

)  Robin  Hood  and  hb  Foresters,  16mo,  8s  6d ;  coloured,  5s B,  Bokn    1S41 

>  Tales  of  the  Kings  of  England,  5thed.,  16mo,  2y.ini,  7s6<2— red.  to5s  H.  Bokn    1850 

^(i9[p.rA.)  Key  to  the  New  Testament,  8yo,  3s  6c2 BinmgUm 1841 

BeUques  of  Ancient  Poetry,  8y.  p.  8yo,  81s  6d,  Lewit,  '39— red.  to  15s  BtUAJ)aldg...itsj 

■■ medium  8yo,  15t— red.  to  7s  6d   ff,  Bokn    1844 

— 8  y.  ISmo,  Os Moxon  1844 

-— < byGilfillan,  3  y.  8yo,  18s  6<i Nidttt 1858 

■  ■ WiUmott,  12mo,  5s    Boutledgt  1857 

-^  (IT./.)  Masonic  Sermoni%  8yo,  8s ,....  Sptneer 1844 

Perey  ;  or,  the  Old  Love  and  the  New,  a  Noyd,  S  y.  poet  8yo,  31s  6d Neu^   1848 

Perdita  and  Angelina  ;  or,  the  Lost  One  Found,  12mo,  2s  6(2,  1854  ;  n.  e.,  3s  6(i  ...  JM.AJ,ParheriUo 

P4re  la  Chaise  ;  or,  the  Confessor,  edited  by  Q.  Stephens,  8  y.  post  8yo,  24s  WhiUaJctr 1840 

Peregrine  Pulteney ;  or,  life  in  India,  8  f.  post  8vo,  31s  6d Newby    1841 

Peregrin!  {L,)  Oratio  in  Obitum  Torquati  Tassi,  edit  2da.,  4to  Boa^mrgkt  CL.  i8ts 

«wi»Ufa.)  Tentatiy»Theolo|^:  Bpiacopsi  Rights,  fcc,  8yo,5« ifojCsrs 1847 
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?enin(/oii.)^«"^^^<rf  Materia  Mediea,  Y.  1,  8yo,  28« ;  Y.  2,  P.  1,  21i  ;  P.  2,26«  Longman  ...1854-5 
LeotnreB  on  PoUrifled  Light,  by  Powell,  new  edit.,  12mo,  7« Longman  1854 

-  Selection  of  PhyBicianfl*  PreBcriptione,  with  Key,  13th  edit.,  82mo,  hi  Churchill  1861 

-  Tabular  Yiew  of  History  and  literature  of  Materia  Medica,  8yo,  1«  M  Longman  1840 

-  Treatise  on  Food  and  Diet,  8to,  16t Longman  1843 


Perennial,  a  Collection  of  Beligions  Poetry,  roy.  82mo,  2$  6d Darton 1835 

Pcffect  Core's  and  Sam  Cowell*8  Comic  Songs,  roy.  8yo,  It Shcard  186a 

-  Law  of  Liberty:  Simple  Arrangement  of  the  Gospels,  18mo,  8«  6d Whiitaker 1849 

Feifitt  (P.  W,)  On  the  Origin  and  Credibility  of  the  Canonical  GkMpels,  8to,  Is   Manwaring  ...1861 

—.^  PraeticBl  Religion  Contrasted,  Disooorses,  post  8to,  0« Manwaring  ...i860 

hthnae^B  htpuey  ;  or,  Companion  to  the  Toilette,  by  &.  B.,  18mo,  2«  6d  Kent  1850 

Pericles,  a  TUe  of  Athens  in  the  83ni  Olympiad,  2  y.  poet  8ro,  18« Longman  1846 

Perigal  (Pre.)  Sayings  and  Doings  of  Our  Fathers  k  Mothers  60  Yean  Ago»  Syo,  Is  6d  Stanford    1861 

Perils  amcog  the  Heathen  :  Incidents  of  Miasionary  Lif e,  12mo,  B§ Seeliy i86a 

and  AdYentnres  of  Priscdlla  Eaton ;  and  Modem  Mysteiy,  12mo,  l$M J.F.Shaw 1854 

the  Deep,  new  edit.,  12mo,  8t  6d  NeUon   1858 

CaptiYity  in  Africa,  18mo,  8«  6ci WhiUal^ 1837 

in  the  Woods,  a  Tale,  12mo,  8t  B.WiUon  1835 

of  F^ion«  a  NoYel,  8  y.  poet  8yo,  ZU6d Colbnm 185* 

_—  the  Church  of  Bngland,  How  Caused  and  How  tobe  Met»  hj  A.J.,  12mo,  ^6d  J.F.  Shaw 1859 

— —  Nation,  an  Appeal  to  the  Legislature,  poet  8yo,  (b Setley.., 1844 

Flutimee,  and  Pleasures  of  an  Emigrant  in  Australia,  &c.,  poet  8yo,  7s  M Neioby    1849 

Peripatetic  Papers,  by  Members  of  a  Literary  Society,  poet  8vo,  7s  6d Jm.  Blachwood  1857 

Perkins  {Edm.)  Engineering  Wages  Tables,  8yo,  5s  M.  Taylor 1838 

' (E.E.)  On  QtA  and  Yentilation,  with  Illustrated  Diagrams,  n.e.,  12mo,  U  6d  PhUaddphia.., i%6i 

Treatise  on  Habcodashery,  Sihedit.,  12mo,  4s  Tegg  1853 

(BS.)  NaMotn;  or,  Keef-Bovings  in  the  South  Seas,  8yo,  Os New  York 1854 

— ~  (Qeo,)  Seeneeof  YiUage  labour,  and  Lower  Life  in  London,  12mo,  Is   BinnM 1854 

-  ((7.JI.)  Algebra,  8yo,  10s  W WUeg 1843 

Plane  and  Solid  Geometry  and  Trigonometry,  8yo,  Os New  York 1855 


-(/.(?.)  Memoir  of,  f cap.,  8s  6ci BouUm^U.S,  ...1854 

Besidenoe  in  Persia,  8yo,  18s  WiUy 1843 

-  (J.H.)  Memoir  and  Writings,  edited  by  W.  H.  Ghanning^  2  y.  post  8yo,  18s  Cincinnati 1851 


Flora  and  Pomona's  Feast,,  a  Poem,  12m0)  Is  6(i   Simpkin 1854 

Questions  on  Markham*s  Histoiy  of  England,  12mo^  Is  6d  Whittaker 1858 

Perle des  Jours,  traduit de  PAnglais,  pari.  A.  Best,  18mo,  1§M Partridge  1850 

Parley  {M.ff.)  Handbook  for  Emigrants  to  New  Brunswick,  12mo,  Is Stanford    1857 

Perner  (Dr.)  Kindness  and  Cruelty  ;  or,  Edward  and  Stephen,  a  Tale,  16mo,  Is AdJcg   185a 

Perowae  (J,J.S.)  Structure  of  St  John*s  Gospel,  as  regards  Miracles  and  Faith,  Is...  Bell  A  Daldy.,.1%61 

(T.T.)  Essential  Coheienoe  of  the  Old  and  New  Testaments,  post  8yo^  6s...  BeUttt  Dald^...i9s^ 

Perpetua,  a  LoYd  Tale,  by  E.  S.  P.,  fcap.  8yo,  2s Zes i860 

Perpetual  Lease ;  or.  Identification  of  Labour  with  Land  and  Oapital,  12mo,  9s Simpkin 1846 

Perpetuity  (rf  the  Faith  of  the  Boman  Catholic  Church  on  the  Eucharist,  8yo,  8s Simme  A  M^L,  1849 

Perrin  (Jno,)  Fiench  ConYcrsation,  new  edit.,  by  Groe,  12mo,  Is  M    Whittakm' i860 

Fkbles,  by  G^os,  I2mo,  2s,  Whittaker,  185a  ;  by  Kenny,  2s  ...  AUman 1858 

Hamiltonian  System,  I2mo»  4s  6d AyloU 1858 

Grammar,  12mo,  4s WkUtdker i860 

Spelling  Book,  by  Gros,  new  edit.,  12mo,  2s Whiitaker 1861 

• (/os.)  Handbook  to  Manchester,  with  map,  post  8yo,  2s  6d   Whittaher 1857 

Perring  (/•&>  Views  of  the  Pyramid  of  Giieh,  Iec,  foL,  04s  M H,  Bohn  ...1839-49 

(Ifrs.)  AdYenturee  of  a  Penny,  ISmo,  Is    Routledge i86a 

— Domestic  Hours,  Poems,  8yo,  IOs  6d  Simpkin 1841 

— ' Story  of  a  Mouse,  for  Children,  I6mo,  Is BoutUdge 1858 

Yillage  School,  a  Tale,  I8mo,  Is BoutUdge  1859 

Penone  {Jet.)  De  Immaeulato  B.  Y.  Mazise  Conoeptu,  12mo,  81  M  Bums 1849 

Perry  {Cha.)  Sermons  before  Cambridge  UniYcrsity,  1856,  poet  8yo,  8s MaemiMain 1856 

(Com.)  NanratiYeof  Expedition  to  China  and  Japan,  1862-4, by  Hawks,  r.  8yo,80s  New  York 1856 

' — (5ir^.)  BirdVEye  Yiew  of  India,  12mo,  6s Jliurray 1855 

- — ■ Cases  on  Application  of  ^igliah  Law  to  India,  1868,  roy.  8yo,  80s  Sweet 1853 

• —  (^./.)  Yillage,  and  other  Poems,  16mo,  2s  6<i Simpkin 1853 

{OM.)  History  of  the  Church  of  England  from  Elisabeth,  2  y.  8yo,  42s Sanndend!  0..i86a 

— — Systema  Bibliographica  Compendiaria,  sheet,  Is  6d Perry 1841 

—  ((?.  IT.)  Appeal  on  Behalf  of  the  Working  Classes,  12mo,  4s   Cath 1846 

i/no.)  Course  of  Instructions  on  the  Catholic  Catechisms,  new  edit.,  I8mo,  2s  T,  Joneg    1S5} 

Practical  Sermons  for  all  Sundays  and  Holidays  in  the  Year,2  Y.12mo,7s  Dolman 1857 

*~ Yoice  of  God  to  the  Heart  of  his  Serrants  who  aspire  to  Perfection,  1 6mo,  Is  T,  Bichardaon .  1 8  50 

- — (Jfn.^  Memorials  of,  edited  by  A.  J.  Peiry,  12mo,  8s  6d Partridge 1857 

*— —  {B.)  Contributions  to  an  Amateur  Magazine,  2nd  edit.,  cr.  8yo,  8s  6d Bivington 1861 

• — (iLP.)  Colds  and  Coughs,  8yo,  Is Simpkin 186a 

- —  (T.B.)andJ>tmB(m(ff.)  Q.Benchand  Writs  of  Error  Beports, 4 Y.r.8YO,6n4s(U  Sweet 1839-42 

*—j[Tr.O.)  Gennan  UniYendty  Education,  1 2mo,  4s  6if Longman  1846 

History  of  the  Franks,  to  the  Death  of  King  Pepin,  8yo,  12s  6d Longman  1857 

' • Ptayer  Bell  for  the  UniYcrsal  Church,  12mo,  8s J.  Chapman  ...ii±9 

Perry's  Bailiff's  Account  Book  for  the  County  Courts,  8yo,  6s  6d  Gilbert 1847 

Pmectttioii  of  the  Lathezan  Church  in  Pnis^  18mo^  U6d HamUUm 1840 
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Perseus  and  Ub  Fhiloflopbies,  port  Sto,  S^M  Satmdert^  O.  1851 

Penevere  and  You  Mast  Saooeed,  18mo,  Ir Grtem     '^43 

Persia:  Customs  and  Manners  of  the  Women  of,  by  J.  Atkinson,  8vo,  5«    Orient.  Tr,  FdL  n.d, 

Specimens  of  the  Popniar  Poetry  of,  Orally  Collected  by  A.  Chodiko,  8vo,  16f  OrieiU.  Tr,  FdL  n.d. 

— -  and  Ail^hanistan,  Aiialytioal  NarratiTe  and  Correspondence  upon,  8to,  5s  6d  JUdffwaj    1839 

Persian  Flower,  fcap.,  8«6rf Lew  1854 

Moonshee  :  Stories,  with  Bnglish  Translation,  8to,  12s Smith  A  Eider  183^ 

Persias  SaUrft,  edidit  Otto  Jahn,  8vo,  18s  6d WiOiamB  A  2^.1843 

Persona]  Oneness  of  God  in  ChriiBt,  8to,  U  HamilUm 1843 

Piety:  a  Help  to  Christians,  by  0.  T.,  24mo,  Is  6<2 HamiUom  i86x 

Perspective  :  a  Practi^  Handbook  for  the  Use  of  Artists  in  General,  18mo,  2«   ...  Tyca  1842 

Perth  (Jaa.Earl  of)  Correspondenoe,  edited  by  W.  Jordan,  4to Camden  Soc,...  1^46 

Chronicle,  1210-1688,  4to    JiaiUand  dub  m,  d. 

Perthes  (^red.)  Life  and  Times  of,  new  edit.,  12mo,  6s HamiUon  1858 

of  John  Chrysostom  from  Neander,  8vo,  4«    Awfon,  U,8,  ...1855 

Memoin  of^  lUnstsatiTV  of  Germany,  1789  to  1843,  8  ▼.  8to,  21s  ...  Namik<m  1856 

Perthshire  Illustrated,  indading  Qoeen  Victoria's  Visit,  4to,  48s  FuHarUm 1849 

Penrersioa  :  a  Tde  for  the  limes,  8  ▼.  post  8vo,Sl«  6d,  1856— red.  to  7s  (kf Smith  df  Eider  1859 

Penrerter  (The)  in  High  Life  ;  or,  Jesuit  Duplicity,  postSTO,  5s    Mmtridnje 1852 

Pescheck  {C.A»)  Reformation  and  Anti-Reformation  in  Bohemia,  2  ▼.  8to,  18s  HQuUikm    1845 

Peschel  (C.F,)  Klements  of  Physics,  \rj  B.  West,  3  ▼.  fcap.  8to,  21s Longman    .. .1845-8 

Pesrina  (j^ifima)  Letters  to  a  Bride,  12mo,  fit Skarpe  i2^6 

Pestalosii  (Hen,)  Letters  on  Early  Education,  with  Memoir,  new  edil,  12mo,  2s  M    Longman  185a 

__-«.^_ Life  and  System  of,  by  Karl  Ton  Raumer,  Syo,  8s  Longmam  1855 

■  and  PestaloBiianism,  Life  of  J.  H.  Peitaloari,  edit,  by  Barnard,  8yo,  14s...  New  York «.  d. 

Pet  Bird  and  other  Stories,  by  Cousin  Alice,  16mo,  8«  6d Addeg    18^3 

Petachia  {RaJbbi)  Trayels  in  Poland,  Russia,  Little  Tartary,  the  Crimea,  Iec.,  p  8vo,5s  Long^ncm t86i 

'  '- the  12th  Century,  in  Hebrew  k  Bng.by  B6nt8ch,12mo,5s  TrUbmer 1856 

Peteh  (ifrs.)  Moral  Principles  of  Old  and  New  Testament,  12mo^  2s DarUm 1838 

Peter  (i2.(?.)  Manual  of  Prayer,  for  Students,  18mo,  Is  6<i Beli  Al>aidf..,i9s9 

(TF.)  Maid  of  Orleans,  and  other  Poems,  fcap.  8vOf  6s  6d Wiley 184^ 

-  ■  — Specimens  of  the  Poets  and  Poetiy  of  GFeece  and  Rome,  toy.  8yo^  21s  .  J.  Chapman  ...  1858 

Peter  Bayaiere,  a  Roman  Catholic  Story,  d2mo,  ls6d SimpUn 1835 

GK>U,  the  Cape  Ann  Fisherman,  or.  8to,  58 Boston,  U.  8...i%sS 

• Jones  ;  or.  Onward  Bound,  an  Autobiography,  post  Sto,  8s  /.  CAapnum  ...1848 

Littie  and  the  Lucky  Sij^enoe,  4th  edit.,  with  Additional  Stories,  p.  Sto,  2s6<i  Jfardwcte 1861 

' Pklette's  Tales  and  Pictures,  4to,  5s Dean 1856 

-  Parley's  Adventures  of  Billy  Bump,  in  Boston,  California,  fto.,  lOmo,  2s  Darion 185a 

■  ■ Dick  Boldhero,  18mo,  2s Darton  1846 

Tom  Trotter,  16mo,  2s Darton 1853 

'  Annual:  a  New  Year's  Present,  edit,  by  W.  Martin,  sq.  12mo,  each  6f  Darion 1840-61 

-i Atlas  of  Modem  Maps,  new  edit.,  4to,  5s DartoH  1848 

»                       Balloon  Trayels  oyer  Europe,  16mO)  8s  td^  Tsgg,  1857  ;  12mo,  2s  ...  Jas.  BlackwoodtS ^^ 
Birthday  Gift,  16mo,  8s  6(i Deaion  1851 

■  Book  of  Gymnastics,  16mo,  2s  6c{  Diotirton  1840 

■  Poetiy,  16mo,  2s,  Darton^  1856  ;  newedit«,  sq.  18mo,  Is  fid  Lodtwood  1S60 

Trades,  Arts,  and  Professions,  16mo,  ls6d Darton  1855 

Wonders,  Perils,  kc,,  18mo,  Is Holmes  1850 


Boy*s  and  GirPs  Keepsake,  cold,  plates,  10mo,  5s Darton  1858 

Cheerful  Cheny,  18mo,  2s  6<i— red.  to  2s Darton 1854 

Child's  First  Step,  by  Oliyer,  sq.  l^mo.  Is  6d  .. CUsnenU   1839 

Own  Atlas,  with  12  Original  Maps,  cold.,  2s Tegg  1848 

Libraiy,  10  T.  18mo,  in  case,  21s  , Darton  1851 


Faggots  for  the  Fireside,  Tales,  16mo,  4s  6d<-red.  to  8s  (kj  Grifith<lt  F,  ...it^^ 

• 'First  Present,  sq.  16mo,  Is  Darton  1840 

-  Geography  and  Atlas,  new  edit.,  8to,  Is  6<i  CasweU  1860 

of  the  Bible,  16mo,  red.  to  2s  6d     Hodson^Son  ,it^t 

Gilbert  the  Adventurer,  12mo,  2s6<i  Foutledgt  1S56 

•  Grammar  of  Geognphy,  with  Maps,  16mo,  Zs  M Tegg  1S54 

>  Hatchupsof  Me  and  my  Schoolfellows,  fcap.  8yo,  Ss  Od  Darton  1858 

•  Inquintiye  Jack  and  his  Aunt  Mary,  18th  edit.,  12mo,  2s  Do^on  iS6s 

Juyenile  Foiget'Me-Notr  Illustrated,  IGmo,  Ss  M Darton  1858 

Tales,  Wonden  of  Earth,  Sea,  and  Sky,  18mo,  each  Is  6d    Daiien  1852 

Keepsake  for  1858  ;  or,  Sunshine  for  all  Weathers,  16mo,  3s  6d Darton  1857 

-  Library  ;  or.  Treasury  of  Knowledge,  9  t.  18mo,  18s  fid Lae  A  HaddodtiZ^i 

Life  and  Journeys  of  St  P^ul,  16mo,  8s,  Xoutledge  ;  new  ed.,  2s  ed  WMAMiUin,  1845 
Uyes  of  the  Twelve  AposUes,  16mo,  8s Ro^Otdge  1844 

-  Washington  and  Franklin,  ICmo,  8s  6<i  Tegg  1839 


Mythology  of  Greece  and  Rome,  16mo,  Zs6d Tegg  1836* 

New  Nursery  Keepsake,  16mo,  8s6d Dwion 1S58 

Odds  and  Ends,  16mo,  Is Darton  .1840 

Oriental  Kingdom ;  or,  Tales  about  India,  12mo,  4s  6<f ;  cold.,  5s  6d  Darton  1856 

Own  Life,  Personal  Nairatiye  of  S.  G.  Goodrich,  12mo,  5s   Low   1861 

Parting  Gift  to  his  Young  Friends,  16mo,  8s Darton 1846 

PeepatP^iris,  ienu>,2s(ki ..,^........^. Dwion 1848* 
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Peter  Bvkj's  Peraerere  and  Prosper,  16mo,  2iW.: DarUm i«43 

Present  for  all  Seaaons,  16mo,  fit VarUm 1853 

Prize  Book,  16ino,  2t  6d  DarUm 1848 

Keepsake,  imp.  16mo,  6<  6<2    Darton  1861 

Royal  Victoria  Game  of  the  Kings  and  Queens  of  England,  18mo,  U    DarUm  1839 

Short  Stories  for  Long  Nights,  16mo,  2» Limbird 1837 

Tales  abont  America  and  Australia,  new  edit.,  f cap.  8yo,  2s  Darton  i86a 

Ancient  Rome  and  Modern  Itoly,  16mo,  3s  6d Tegg  1853 

Animals,  12th  edit,  16mo,  ««  Teyg  1858 

Asia  and  Africa,  new  edit,  leap.  8to,  2s VarUm  186a 

Canada,  16nus  8s  6<2 DarUm  1839 

China  and  the  Chinese,  16mo,  2i  W Berger  1844 

Christmas,  and  its  Festivities,  16mo,  5s Tigg  184S 

England,  Ireland,  Scotland,  and  Wales,  16mo,  6s  Tegg  1856 


Europe,  edited  bj  Wilson,  16mo,  2*  W DarUm  1846 

Asia,  Africa,  America,  and  Oceania,  16mo,  6s  ...  Tegg  1848 

Great  Men,  16mo,  8s  6<<    Tegg  1840 

Greece,  Ancient  and  Modem,  16mo,  Ss  6d Tegg      1844 


Ireland  and  the  Irish,  16mo,  8s  6d  Darton  1853 

Peace  and  War,  16mo,  Is  6d DaHon  1856 

•Plants,  edited  by  Mrs.  Loudon,  16mo,  6s Tegg  1854 

-  Rome,  Italy,  Greece  and  Great  Britain,  16mo,  4s  td AUman 1853 

-  Shipwrecks  and  Disasters  at  Sea,  16mo,  3«  6</ Tegg  185a 

•tbeSeaandPacifieOoean,  16mo,  3s6ti^ Tegg  185s 

Sun,  Moon,  Stars,  and  Comets,  7th  ed.,  8q.l6mo,8i6(2  Tegg  i86a 


-United  States,  16mo,  8s  6(f Tegg  i8s» 

World,  edit  by  Wilson,  18mo>  «•  6d,  '41  J  n.e.,  8s  td  DarUm  1850 

of  UnlTersal  History,  fp.  8to,  7s  W,  Parher^n  ;  8  e.,  16mo,  h%  Tegg  186a 

Travela  of  Gilbert  Go-Ahead,  new  edit,  12mo,  2s ^os.  BUuhooodxt^^ 

>  Visit  to  London  during  the  Coronation,  16mo,  4s    Bogw 1838 

-  Walks  in  the  Covntiy;  or,  Rncal  Pickings,  roy.  18mo,  Ss  ^d Tetjg  1859 

Wanderers  by  Sea  and  Land;  or.  Visit  to  Paris,  Idmo,  2s  ^ KvkigU  1855 

-  and  other  Tales,  12mo,  81  6<i Dart/on  1858 


•  Wanderings  by  Sea  and  Land,  new  edit,  3s  ^d  /as.  Blackwoodi^6o 

-  What  to  Do  and  How  to  Do  it^  new  edit,  fcap.  8yo,  2s DarUm  i86a 

•  Winter  Wreath  of  Summer  Flowers,  8ro,  12s TrUbner 1854 

-  Wit  Bought;  or,  Life  and  Adventures  of  Robert  Merry,  16  e.,fp.8yo,2s  DarUm i86a 

-Wonders  of  Art,  Ancient  and  Modem,  16mo,  5s Darton   1841 

Histoiy,  16mo,  4«  6(f,  Sherwood,  iS^6 —red,  to  8s  64 ff.Bohn 1849 


■  5ef  also  Goodrich  (5.(r.)  and  Mogridge  (Oeo.) 


Playfair's  Correspondence  with  the  Editor  ol  the  Times*  Journal,  8to,  U  Cd  ...  RuMrdton   ...1844 

PooBum'a  Portfolio,  8to,  6s Kent  1859 

Priggins,  the  College  Scout,  8  Y.  post  8to,  81s  6(i CoUmm 1841 

Sehlemild,  German,  with  English  Notes  by  Lebahn,  12mo,  8s  6d Lockwood 1850 

■ Version  by  Hewitt,  16mo,  7s Longman  1843 

. —  in  America,  post  8to,  10s  6(i /.  (Jhapman...i%^t 

Translated  by  Sir  John  Bowring,  Srdedit,  post  Svo,  2s  6d Hardwickt 1861 

-Emilie  de  Bouillon,  18mo,  3s Law  1838 


the  Crael,  History  of,  by  Prosper  Merimee,  transL,  2  t.  12mo,  7s  6<f Btntley 1851 

Great,  Anecdotes  0^  by  Author  of  a  Visit  to  my  Birthplace,  18mo,  2s  Orifith^sF,  ...i86a 

— ^— History  of,  by  Jaoob  Abbott,  fcap.  bs.  Low  ;  Is  6ci,  Cooke  ;  82mo^  Is  Alhnan i860 

Life  0^  by  J.  Barrow,  18mo,  6s,  Murrag,  1846— red.  to  8s  64 Tegg  1856 

Whaler,  2nd  edit,  12mo,  5t  Grant  A  Q,    ...1853 

WTIkins,  laife  and  AdrentnrM,  12mo,  8s Par1etrds8on..,\%^i 

Peterborough  {Barlof)  Memoir  and  Correspond.,  2  ▼.  p.  8to,  18s,  Longman — r.  6t  6(2  Bichen 1853 

Peterboroogh  Cathedral,  a  Guide  to,  roy.  12mo,  2s  6d   Simphin 1839 

~  Chronicon  Petrobnrgense,  1 122-1294,  edit,  by  T.  Stepleton,  4to  Camden  Soe. . . .  1 849 

Peterkln  (Alex.)  Booke  of  the  Uniyersale  Kirk  of  Scotland,  2  t.  12mo,  14s Smith  A  Elder^i-iO 

Petennann  (J.)  GeogxaphicalJoumal,  1866,  8y0)  14s  WiUiamaAN,  1856 

Progress  of  Expedition  to  Central  Africa,  1850-8,  fol,  80s  Stanford    1854 

Peters  (Z>fir»t/C.)  Life  and  Adventures  of  Kit  Carson,  8vo,  16s New  York 1858 

^/. (7.)  Treatise  on  Diseases  of  the  Bye,  8vo,  4s  6<l  New  York 1854 

the  Diseases  of  Manied  Females,  8vo,  6s New  York 1854 

(/.^.)  Treatise  on  the  Art  of  Horsemanship,  8vo,  21s   WhiiUiker 1835 

(Wm.)  Railway  Dangers,  and  How  to  Avoid  Them,  8vo,  Is JF.  Wil$on 1853 

Petendorff  (C)  Abridg.  of  Common  and  Stetnte  Law,  2nd  ed.V.  1  to  4,  r.  8vo,  ea.  80s  Simpkin 1 861 -a 

Law  of  Bankraptcyand  Insolvenqr,  med.  8vo,  7s6o{,*6i;  n.e.,r.8vo,Ss  Simf^n i86a 

Student's  Common-place  Book,  2nd  edit,  4to,  21s    Jtichardi    1 841 

Peterson  (C.J,)  The  Old  Stone  Mansion,  cr.  8vo,  8s  6rf Philaddphta..,n,  d, 

' {R,E.)  Familiar  Science  ;  or,  Kzplsjiation  of  Common  Things,  12mo,  6s  6d...  Philadeiphia...i%$^ 

Fetgrave  {E.G.)  Law  of  Principal  and  Agent,  1867,  12mo,  7s  6ci  Stevens  1857 

Petheram  {Jno.)  Historical  Sketeh  of  Anglo-Ssjcon  Literature,  8vo,  6s  L^tmley 1840 

Petherick  (Jno.)  Egypt,  the  Soudan  and  Central  Africa,  8vo,  16s  Blaekwoods  ...1861 

Petit  (J.L.)  Architectural  Studies  in  France,  imp.  8vo,  42s   .t  Beild:  Daldy...i$$^ 

Anfaitactare  of  Tewkesbury  Abbey  Cuureh,  roy.  8vo,  6s   JM,AJ.Pairkeri%/^9 
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Petit  {J.L,)  IllnstrntioiiB  of  Cburcli  Architectura,  2  t.  8to,  86t B«nu    iS4< 

Leotore  on  Aichitectunl  Principles  and  Ptejudices,  8to,  Ib  (id  Bdl4fDald9...i^S^ 

Remarks  on  Arehitectand  Chancier,  foi,  21» J,HJsJ.PaihBri%A^ 

Petit  Rimenr  ;  French  and  English  Words  and  Sentences  in  Rhyme,  16mo,  1«  fid   ...  Oroombridge  ...1851 

Petite  Guisinidre  ;  Directions  for  Tonnii;  Hoosekeepers,  by  C.  K  D.,  12mo,  Is Simpkim 1851 

Peto  (/.)  Bssay  on  Spontaneoos  Combostion,  ISmo,  Is    ffamiliom  1843 

Petrarch,  Life  and  Times  of,  by  Thomas  Oampbell,  2  ▼.  8to,  81s  M,  184.1;  2nded.,  16s  CoBmm 1843 

of,  by  lira.  Dobson,  new  edit.,  roy.  Sto,  2«   Orr 1856 

Odes  of,  translated  by  Captain  R.  Q.  Macgregor,  f cap.  8T0y  4s  M  Smith  d: Oder  .it s^ 

, Sonnets  and  Pbems,  with  Life,  by  Campbell,  poet  8to,  6s    if.  Bokn   1859 

Translated,  with  Life,  by  Wolluton,  post  8to,  10s  ed     Ball 1841 


Petre  (F.fF.)SetUements  of  the  New  ZeaUnd  Company,  8yo,8f  Smith  dfElda-  1841 

Petrel  (The),  by  a  Natal  Officer,  8  r.  p.  8to^  81s  (ki,  Colbum,  1850  ;  n.  e.,  12mo,  2t  Piper 1858 

Petri  Blessensis,  Opera  Omnia,  edited  by  Giles,  4  y.  8T0k  42s  Nvlt  1847 

Petrie  {Oeo,)  Coll«3tion  of  the  Ancient  Mosic  of  Ireland,  roy.  4to,  81s  6d ffodgetdtS.  ...1856 

Round  Towers  of  Ireland,  2nd  edit.,  imp.  8to,  28s Lomgman  1845 

(H,)  Monnmenta  Historica  Britannioa,  f olio,  6/ 6s  B^iUrworik  ...1849 

« (JM,)  Last  Hope,  with  other  Poems,  poet  8yo,  2s  6(i lAmgman  i8s3 

Lots  Lyrics  and  Lays  of  War  and  Peace,  12mo,  Is Btmtiedge  i860 


Petronj  (S,E,)  afu2  Dayenport's  Italian,  French,  and  English  Dictionary,  18mo,  8s   ...  Ihtlmt    1844 

Pettigrew  {T,J,)  Bibliotheca  Snasexiana,  2  y.  imp.  8yo,  6/  6s-— red.  68s ;  4to,  10/  10s   Longman  1839 

-  Chronicles  of  the  Tombs;  a  Collection  of  Epitaphs,  post  8yo,  6s H,  Bohn   1857 

■  History  of  Egyptian  Mnmmies,  4to,  42s ;  roy.  4tOy  68s  Longmam  1840 

-  Medical  Portrait  Qalleiy,  4  y.  imp.  8yo,  84s Whitidko'   i838>40 

-  Superstitions  connected  with  Medldne  and  Soigery,  8yo,  7s  Churchill  1844 


Petti t  (/.)  Compendinm  of  Classical  Qeography,  12mo,  6s Caddl    1844 

Pettitt  (Geo.)  Tmneyelly  Mission  of  the  Cborch  Missionaiy  Society,  12mo,  7s  Sedef 1851 

Petty  (/no.)  Diaooarses  on  Religions  Experience,  12mo,  2s HeyUn  1856 

Sermons  on  Doctrines  of  the  Gospel,  new  edit.,  12mo,  2s  6(1 Ward 1854 

(SirW.)  Narratiye  of  his  Proceedings  in  Sonrey  of  Ireland,  ed.  by  Lucom,  8yo,  16s  IriAArdLSoc  185a 

Petsholdt  (A.)  Lectures  to  Farmers  on  Agricultural  Chemistry,  p.  8yo,  7s  64— red.  6s  Walfm  ds  if....  1844 

Peyerley  (B,)  and  HUt  (C.)  Analysis  of  Bankrupt  Act,  with  Rules,  kc,  ]2mo.  Is  M  ffouUUm  1861 

Peyrat  (iv.)  History  of  the  Huguenots,  8  y.  post  8yo^  81s  6<f Newbg    185a 

Pfeiffer  {Mad,)  Journey  to  IceUoid :  Trayels  in  Sweden  and  Norway,  8yo,  12s  BetUUg  185a 

■ Last  Trayels,  tr«nsl.,  post  8yo,  6s;  cheap  edition,  2s BouUedge  1861 

Margaret;  or,  the  Motherless,  fcap.  8yo,  6s ffwrgt  di  B,   ...1861 

■  Second  Journey  Round  the  Worlds  2  y.  p.  8yo,  21a^Longman — ^r.  7s  ...  ff.Bokn 1855 

■  Trayels  Round  the  World,  16mo,  2ff  6d,  Longman^  1851 ;  12mo,  Is  6d  BoMiledge 1854 

-  Illustrated,  poet  8yo,  8s  6d   Ward  it  Lock  .19$^ 


•  Yalisneria;  or,  a  Midsummer  Day's  Dream,  a  Tale,  12mo»  6s  Longwum  i8s7 

-  Visit  to  Iceland  and  North  Scandinayia,  post  8yo,  3s  6d    Ward  A  Lock  .1856 

-the  Holy  Land.  Bgypt,  and  Italy,  new  edit.,  poet  8yo,  8s6cf .   Ward^Lodt  .iSea 


Phsdrus,  Fabnl*  (Educational  Course),  12mo,  U  6d  Chambar$ 1853 

Construed  into  RngWah,  for  Grammar  Schools,  12mo,  8s  Sim^in 1847 

■  Eton,  12mo,  Is  6rf   IT.  fTtOMMis  ...1858 

——— Oxford  Pocket  Classics,  18mo,  l§  id JM.AJ.Pario'it^t 

Poetic  Version,  by  Toller,  12mo>  8s  6(i  HouUUm   1854 

Schwabe's  Text,  18mo,  U  M  Simpkin 1847 


with  Terence,  transL  by  Riley,  post  8yo,  6s H.Bohn 1853 

Phantasmagoria  of  Pun,  edited  by  Alfred  CrowquiU,  2y.or.8yo,  18s,.Seiit/^y— r.to9s  ff.Bohn 1843 

Pbantasmion,  fcap.  8yo,  9s Piekaimg  1837 

Pharmaceutical  Journal  and  Transactions,  8yo,  V.  1  to  10,  each  12s  6d CAurdUZI...  1841. 51 

Pharmacopoeia,  Brompton  Hospital  for  CliDnsumption,  82mo,  2s  6d Bradkurg 1848 

Dublinii,  8yo,  12s;  in  English,  1860,  6yo,  10s Ltrngtum  1851 

■  Edinbuxgensis,  18mo,  1839;  ^^  ^^^'v  ^  8<f   Longman  1841 

■  Londinensis,  new  edit.,  cr.  8yo,  6s  CAtcrcAiU  1861 

■  ■  —  transL  by  Collier,  8rd  edit,  roy.  8yo,  Os  Simpkin 1844 

— — Phillipi^  new  edit,  8yo,  12$  6d Simpkin 1851 

Spillui,  18mo,  6s    Bentham    1837 

« transL  by  a  Physician,  18mo,  2s  6d Bm^aw    1851 

■  I  I  London,  Dublin,  and  Edinburgh,  by  Neyins,  8yo^  18s   Longman  1851 

Notes  by  Squire,  roy.  Sro,  12s   ChftrekiU  1851 


The  Preecriber's,  82mo,  2s  6d;  tuck,  8s  6(< ChurekUl  1851 

United  States  of  America,  8yo,  16s WathingUm  ...185a 

Pharmacopoeias,  Pocket  Formulary  and  Synopsis  of,  82mo,  Is;  hl-bd.,  interleayed,  2s  Sherwood 1840 

Phases  and  Fallacies  of  Society  as  It  Is,  post  8yo,  6s  P^per 1859 

Phayre  (B)  Manual  of  Family  Prayers  for  One  Week,  18mo,  Is    Snow 185a 

Phear  {J,B,)  Elementary  Hydrostatics,  with  Examples,  poet  8yo,  6s  6d BeUAl>aldg...iisi 

Mechanics,  with  Example,  8yo,  10s  6ci BelldeDaldg...iiso 

Treatise  on  Iaw  of  Bights  of  Water,  1868,  8yo,  6s  Stetfent  1858 

Phelan  (Z>.)  State  of  Medical  Charities  of  Ireland,  8yo,  10s  6<l Longman  1845 

{M.)  Game  of  BUliards,  12mo,  6s  6<i    New  York 1857 

Kielips  (/2o6«.)  Sesmons,  Syo,  ^^  Vickery 1856 

Phelps  (Alls.)  Still  Hour;  or.  Communion  with  God,  12mo^  Is    Low   i860 
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PheIp8(il.£r.Z.)Ch6mi8ii7fOTSo1ioola,12mo,  5a New  Torh 1850 

Natunl  Fhiloeophjr,  for  Schools,  &o.,  12mo,  4b  New  York 1854 

(0,W.)  Reasons  for  Renouncbg  Unitarianism,  870,  1«    JUvingtan  1843 

(L.)  Hours  with  My  Pupils,  12mo,  6tM New  York 1859 

{Mrt.)  Botany  for  B^^ners,  for  the  Use  of  Schools,  fcap.  8to,  8f  New  York 1854 

Female  Student :  Lectures  on  Bducation,  ISmo,  it    A.ScoU 1836 

Ida  Norman;  or,  Trials  and  their  Uses,  12mo,  7«  6<i New  York 1854 

Reflections  on  the  Gospels,  12mo,  4s    Rivington  1839 

{Robi.)  Slementaiy  Treatise  on  Optics,  8yo,  10« WhUtaker 1835 

'{W.)  History  of  Somersetshire,  2  ▼.  4to,  78«  ^d ;  large  paper,  6/  2t NiehoU 1836-9 


Fhelps"  TraveUer's  Guide  through  the  United  States,  in  Pocket  Case,  18mo,  8j  %d  ...  New  York 1853 

Fhemie  Millar,  a  Story,  by  the  Author  of  the  Kinnears,  8  t.  post  8to,  dl<  M Hwni  de  B,    ...  1854 

Fhiladelphian  Qas,  Water,  and  other  Laige  Works  deecribed,  8to,  6f    Weale 1840 

Philanthropist,  a  Tale,  by  a  Lady,  8to,  6s    BaU  1836 

Fhilhannonic  Society  of  London,  8yo,  cloth,  4«    JSradbnrf i86a 

Vh\Mor{A,D,)  Analysis  of  Chess,  by  Walker,  12mo,  7s   WhiUaher 1835 

Philip  {A,  W.)  Inquiiy  into  the  Iaws  of  the  Vital  Functions,  4th  edit.,  8to,  12s Reruhaw    1839 

Protncted  Indigestion  and  its  Consequences,  8to,  lOf  dd  Longman  184a 

--^— Treatise  on  Obscure  Ailections  of  the  Brain,  12m0)  4s  Renika/w    1835 

(^.)  Autographic  AraUo  Grammar,  Svo,  8s  6d   Ni$bei 1855 

-{Max.)  Bmmanuel  Appadoca,  a  Tale  of  the  Buccaneers,  2  t.  post  8to,  21<  ...  Skeel  1854 


{MrB.H.)  AboTe  her  Station  :  a  Story  of  Young  Woman's  Life,  12mo,  3s  6d 8irakandi!Co...i%S9 

{Robt.)  Christian  Experience:  Guide  to  the  Perplexed,  18mo,  1«  td Ward 1847 

Comforter;  or,  Love  of  the  Spirit,  18mo,  ls6d Ward 1845 

Communion  with  God :  Guide  to  the  Devotional,  18mo,  Is  6d Ward 1847 

Btenial;  or.  Attributes  of  Jehovah,  12mo,  4s    Ward i846^ 

Eternity  Bealixed  :  Guide  to  the  Thoughtful,  18mo,  Is  (M Ward 1839 

God  of  Glory:  Guide  to  the  Doubting,  18mo,  Is  6</  Ward 1838 

■  Lydias  ;  or.  Development  of  Female  Character,  12mo,  2s  W Orr 1841 

Manly  Piety  in  its  Principles,  18mo,  Is  W  Ward 1837 

—  Realizations,  18mo,  Is  6d   Ward 1837 


Marthsa;  or,  Varieties  of  Female  Kety,  12mo,  2s  6d Orr 1840 

Marys;  or.  Beauty  of  Female  Holiness,  12mo,  2t  <M Orr 1840 

Pleasing  God  :  Guide  to  the  Conscientious,  18mo,  ls6<l Ward 1837 

-  Redemption  :  Test  of  Truth  and  Duty  on  Earth,  18mo,  2« Ward 1838 

-  Sacramental  Experience  :  Chiide  to  Communicants^  18mo,  \»  M  Ward 1844 

•  The  Elijah  of  South  Africa,  fcap.  Svo,  Is Snow 1851 

•  The  Hannahs;  or,  Maternal  Influence  on  Sons»  new  edit.,  12mo,  8t  M  Darton  i860 


Philip's  Tourist's  Companion  to  Counties  of  Sootland,  18mo,  5s PAi/m  <fc  Son...  1858 

Philip  and  Suaan  ;  or.  Twenty  Tears  Ago,  Pte£Me  by  Dr.  McCanl,  fcap.  8vo,  Is Weriheim  1851 

de  Commines  Memoirs,  edited  by  Scoble,  2  v.  post  Svo,  7s H.  Bohn    1855 

Pittemoster,  aTraetarian  Love  Story,  2  ▼.  12mo,  12s Bentleg 1858 

IL  King  of  Spain,  History  of  the  Beign  of,  by  W.  H.  P^nesoott,  2  v.  Svo,  28s...  Botton,  U,S, ...  1856 

Thazter  :  a  Novel,  post  Svo,  6$ New  York i86i 

Philips  (/oc.)  Common  Law  Procedure  Act,  1854,  12mo,  8s  6(i  Benning 1854 

Letters  on  Special  Pleading,  12mo,  8«  6<i    Benning 1850 

Philippo  (/as:  if.)  Facts  concerning  the  U.  S.  and  Cuba,  p.  Svo,  8s  6<2,*57— red.  to  5s  Pewireu 1861 

Jamaica:  its  Past  and  Present  State,  cr.  Svo,  Ss6d  Snow 1843 

Philippe  {W.T,)  Elements  of  Hebrew  Grammar,  2nd  edit.,  Svo,  10$  6d Longma/n  1838 

Philippeohn  (Lud.)  Lectures  on  the  History  and  Purport  of  Judaism,  transl.,  Svo,  8s  Lof^fman  1855 

PhiUunore  (C.B,)  List  of  Westminster  Scholars,  roj,  Svo,  85s Otnger   1852 

• ({Trer.)  Piaroehial  Sermons,  post  Svo,  6s Rivington  1856 

*■  (f.)  Armed  Intervention  on  the  Ground  of  Beligion,  2nd  edit.,  Svo^  2f  Ridgway    1853 

Report  of  the  Winchester  and  New  College  Case,  Svo,  5f Benning 1848 

(J.O.)  History  and  Principles  of  Iaw  of  Evidence,  1850,  Svo,  16s BernUng 1850 

• Introduction  to  Study  and  History  of  Roman  Law,  Svo,  15s Benning 1848 

Lectures  on  Jurisprudence  and  Canon  Law,  Svo,  8s  6d Benning 1851 

On  the  Reform  of  the  Law,  Svo,  2s Ridgway    1846 

Principles  and  Maxima  of  Jurisprudence,  Svo,  12s Pa»\erd:So»...i%s6 

• {Robt,)  Arguments  in  the  Case  of  Liddell  v.  Westerton,  roy.  Svo,  5s   J.B.ibJ,Parkeri%s6 

Commentaries  on  International  Law,  4  ▼.  Svo,  5/ ! Benning  ...1854-61 

Vol.  1,  16s,  1854;  2,  22s,  1854;  8,  82s,  1857;  4,  80s,  1861 

Iaw  of  Domicil,  Svo,  9s  Benning 1847 

— Practice  and  Courts  of  Civil  and  Ecclesiastical  Law,  Svo,  5s    Benning 1848 

— Report  of  IVoceedings  against  the  Dean  of  York,  Svo,  3s  6d Benning 1841 

^— Speech  in  the  Case,  Bishop  of  Salisbury  against  Williams,  Svo,  5s    Saunders  A  0,  i86a 

• Study  of  the  Civil  and  Canon  Iaw,  Svo,  2$  6d  Sweet 1843 

.  Thoughts  on  the  Law  of  Divorce,  Svo,  2s   Benning 1844. 


Hiinipps  M.Z.)  Catholic  Christian's  Complete  Manual,  12mo,  5s    T,  Riehardion  1847 

History  of  Elizabeth  of  Hungaiy,  roy.  4to,  21s;  with  Plates,  82s...  Dolman ..1839 

Future  Unity  of  Christendom,  Svo,  UM Dolman 1857 

' ■  Little  Grade al ;  or.  Choristers  Companion,  4to,  15s Toovey   1847 

" — ^  Mahometanism  in  its  Relation  to  Prophecy,  Svo,  4s  6d  Dolman 1855 

Maxims  and  Examples  of  the  Saints,  16mo,  Is   Richardwn  ...184c 

(i?.  r.)  Records  of  the  Ministry  of,  post  Svo,  10s  6d  Longman  i86a 

4  H 
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Pkillippi  (ff.C)  Code  of  UniTeml  NatbI  SiguJi,  8to,  9« Loitgwtan  183$ 

'  {8.  if.)  Chftiioery  Aeporta,  T07.  Sto,  Y.  1,  45<,  184.7;  \,2,iU6d Betuiuig 1S50 

TreatiM  on  Law(^  BTidenoo,  by  Amoid,  11th  e.,  2t.  r.  Sto^  56$.,.  Bamiag 1852 

Phillips  (i?€)».)  N»tax«,  Ptevalenoo,  and  Traaiment  of  Scrofala,  Swo,  12«  BaUHin   1846 

■  (Cha,)  Qoeationa  in  Geography,  with  Answen,  ISmo^  U  JSimpkm. 1855 

-  Hermons  preached  at  Pembroke,  12mo,  fit BtMrn 1854 

-Speeches,  new  edit.,  8to,  6«  6<1 Templetam 1839 

-^ Vacation  Thooghts  on  Capital  Punishments,  8to,  2t  6d RLdgwKff    1856 

'(Miu  C.)  Shower  of  Pearly  a  Collection  of  Poetij,  ISmo,  Is « Simpkm 1855 

—  {C.P,)  Law  Concerning  Idiots  and  Lonatles,  1858,  8to,  18s WUdy    1858 

{E,)  Completion  of  PoUty  of  Reformation,  the  Work  of  19th  Cent.,8T0,ls  BtU^Daldf... 1^61 

—  (B.A.)  Vision  of  the  Cross,  and  other  Poems,  12mo^  ii HaUkard  i860 

—  \B.P.)  Sermons  for  the  Times,  12mo,  5f BaiADdUi9.,.i%^t 

-{B.T.N.)  ProgressiTs  Questioning  Book  on  New  Testament,  12mo,  it  JSeeUy 1841 

— {O.  W.)  Elements  of  the  Syriao  Granunar,  2nd  edit,  8to,  lOi   Parker  A  80m...  li^s 

(G.)  PaJms  in  Hebrew,  with  Notes,  2  9,  8to,  S2« Parte- <fe5o»  .1846 

Eudimentsof  Conrilinear,  imp.  foL,  12  pts.,  each  7t  6d  Skaw  A  &H11838-40 


(Q.F.)  Art  of  Drawing  and  Painting  Simplified,  8to,  !')•  6d Baily 1841 

in  Water  Colooii,  8to,  lOsM  BoiOy 1839 


Effect  and  Colour  in  Landscape  Painting,  obL  4to^  lOf  8c^-HDed.  to  8i   J7.  Boibs    184s 

Theory  of  Painting  in  Water  Colonn,  4to,  26t   .Boyve 1838 

-  (Q.  W.)  History  and  AnUquities  of  the  Parish  of  Bermonds^,  8yo,  7« Vwin    1841 

«  {Hen,)  True  Enjoyment  of  Angling,  12mo,  lOi  M Pickering 1843 

—  (/ac)  First  Book  for  a  Conreyancing  Student^  12mo,  4s  , Bennimff 184s 

•  Lectures  on  Hsniage  Settlements,  &o.,  12nio,  8f   Benmimg 1841 


(/no.)  Geology  of  Yorkshire,  4to,  Ptl,  81«6<i-r.  to  20ti  Pt.2, 52f  Gfinr.  to  SOi  Murruff  .^ 1836 

Guide  to  Geolc^,  12mo,  5s  Xon^iiMtit  1854 

Life  on  the  Earth,  its  Origin  and  Suecesrion,  or.  8T0y  6s  6d  MaemdUam    ...i860 

-  Manual  of  Geology,  post  8to,  12f  6d Orifln    ^ 1855 


-Memoirs  of  William  Smith,  LL.D.,  8^0,  7s6<f Mwnn^f 1844 


•  Mexico  niustrated,  26  plates,  fol.,  84f ;  in  portfolio,  ookL,  10/  lOi ...  Atddt^ 1848 

— Palaeoaolc  FoaBihi  of  Cornwall*  IXeVon,  &e.,  8^0^  9s Lorngmam  . 1841 

-— ^  Riren,  Mountains,  and  Sea  Coast  of  Torkshire,  aeweditb,  8to,  15s  .  Mwrray i8ss 

Treatise  on  Geology,  2  t.  12mo,  7s.  Lomgman^  1838  ;  post  8?o,  ds  ...  Simpkm 1840 

•  {gJno.A.)  Gold  Mining  and  AsBsying,  2nd  edit.,  12mo,  2s  6d Ori£m    1853 

Manual  of  Metalluigy,  2nd  edit,  post  8to,  12s  6d Chnjjm    1854 

•  Records  of  Mining  and  Metallurgy,  post  8to,  6t,  1857— red.  to  4s  ...  Spem  1861 


{J,0.)  Memoir:  the  ICissionary  Martyr  of  Terra  del  Puego,  fcap.  8to,  8s  6d   Wtrikam  1861 

{J.R.)  Remarkable  Answers  to  Prayer,  8rd  edit.,  12rao,  8s  6d Nidtei    i860 

</.iSf.)  Approximations  of  Prophecy,  8to,  59    NiJbd 1856 

Interpretations,  12mo,  Ss  6tf Werikeum i860 

Treasury  of  Rejnpsinitus,  a  Tale  of  Egypt)  4to,  Is Bogme 1855 


(if.  Z.)  Lectures  on  Natural  Philosophy:  Air,  12mo,  5e  Lomgmam  1839 

•  Worlds  beyond  the  Earth,  12mo,  6s BeiM^  1855 


(P.X.)  Prindples  of  Agriculture,  especially  Tropical,  8to^  7s  6d  SmiikAMier.itsi 

—  (J2.)  Memoirs  and  Life,  8to,  7s  M   Sedey 1841 

-  Observations  on  the  Edinburgh  Phannacopoeia,  8yo»  3s ffigkUg 1846 


{Sir  R.)  Million  of  Pacts  of  Correct  Data,  new  ed.,  post  8to,  12s  DarUmJkB,  ...186s 

{Sam,)  Caleb  8tukeley,8T.post  8To,28f  6^,1843;  fp.8YOk8s  6<i,/«oras»»'55;  2s  Bomtiedge i86s 

-  -      -^     ■   -  .     -      -.      -^        j^g^^ -.      -  - 


•  We're  all  Low  People  There,  and  other  Tales,  12mo»  Is  6tf. BouUedge 1854 

{Tko.)  Language,  Social  Condition,  kc,  of  Wales,  8vo,  14s Parker^ Son...  1Z49 

•  Life  of  James  Davies,  a  Village  Schoolmaster,  12mo,  2s  6d  Parker 4: Sim..,iZst 

•  The  Chinese:  a  Book  for  the  Pay,  12mo,  Is BagtUr 1854 

Welsh  Revival,  its  Origin  and  Derelopmoot,  by  Venn,  12mo,  2f  6d  ...  NiAet x86o 


-  {T.J.)  Chancery  Reports.  1842-9,  2  v.  roy.  8Te,  89s Bemmtg 1850 

"  {TL.)  English-Welsh  Handbook  and  Vocabulary,  12mo,  Is  ed  (Denbigh)  ...  Gee 1856 

>  (Watii)  Amos  Clark  ;  or,  the  Poor  Dependent,  a  Stoiy,  leap.  8to^  2$ Ward  ^  Lock  .1861 

Canary  Bird,  a  Stozy  of  Town  Life  in  the  17th  Century,  foap.  8vo,  2s  Ward  S  Lock  .i86a 

Coast  in  Danger,  sq.,  2f ;  oold^  4s  ^dberaiaaM     ..1851 

■  Conquest  of  Kansas  by  Missouri  and  her  Allies,  cr.  8vo,  7s BoeUm,  U,&  ...1856 

Hooded  Snak<  a  Story  of  the  Secret  Police,  fc^  8to,  2s Ward  ^  Zodb..i86o 

Propositions  concerning  Phytee^n,  Free  Trade,  &e.,  12nio,  5s  6<i Boston,  V.S....\%%o 

To  Those  About  to  MMiy,  4to,  pLun,  2t6fi;  oold.,  5e  Ikam 1851 

Wild  Tribes  of  London,  post  8to^  Is Ward^Lodk  1855 


.^^^{WiUard)  Law  of  PWents  for  XuTentions,  8vo,  21s ^ostoa,  U.S.  .1877 

. Treatise  on  Law  of  Insurance,  2  t.  roy.  8vo,  50s    MaxweB   1853 

—  {Wm.)  Introduction  to  Mineralogy,  by  Brooke  and  Miller,  new  edil,  8to^  18f  Lomgmam  185s 

'(W.8.)  Disoourseson  Faith,  2nd  edit.,  fcap.  8yo,  4s  BivimgUm 1841 


Phillipson  {Mrt.  CO.)  Ethel  Beraoger,  a  Novel,  2  v.  post  8vo,  21s Ntitbg    1858 

■■■         Eva,  a  Romance  in  Rhyme,  and  other  Poems,  12mo,  6s  Moxtm  1857 

Poems,  12mo,  4s  6<l,  1849;  new  edit.,  10s  M Jforen  1856 

Songs  on  Italy,  and  other  Poems,  post  8to,  6s ffardwieke     ...1861 

Pbillpotti  ( Bp, n. )  Correspondence  with  Macaulay  on  the  Church  of  England,  8to^  2«  6d  Mimrrag 1861 

Letter  on  the  Preaent  SUte  of  the  Church,  8vo,  4s Mwrrag 1851 

to  the  ArohbSshop  «f  Gaat^rbiuy,  8tp,  U  6d..., Mmmg 1850 
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Fhinpotto  (Bp,B.)  IMd,  Tfmea,  and  Writb^  I7  &.  N.  Shntte,  Y.  1,  8to,  15i  Saunden  A  0.  1S61 

Phik) :  an  Ji^uigeliad,  ISmo,  0i    BotUm^  V,8,„.\%s^ 

Philo-Jadwa' Worka,  tnuia.  by  0.  D.  Yonge,  4  Y.  post  8to,  20»    H.  Bohn    1855 

PhiWlogicid  Tnets  on  the  New  Tettoment  (BibHoal  Cabinet),  8  v.  12mo,  18«   Hamilton  .1835-4^ 

PbUosophen  and  ActoeaaeB ;  Soanaa  from  Dramas  of  Art  and  Paaaion,  12nio,  la  Vitetelly 185a 

FbikaopliiGal  Inquiiy  into  the  Origin,  &o.  of  the  Sngliah  Language,  8to,  5ff Longman  1845 

Miaoeilaniea,  from  Gooain,  Joofiiay,  and  Constant,  2  ▼.  12nio,  16« Wiley 1840 

Theories  and  Experieneea,  by  a  Pariah,  leap.,  1841  ;  8rd  edit.,  8t  6g{...  Parker  Jb  Son  .1854 

Pbikaophy  and  Miith :  Charadea,  Bni^naa,  and  Pnzilea,  poet  8to,  la  JJouUton    1857 

in  the  Pens;  or,  the  Talk  on  the  Tlmea,  a  Poem,  am.  4to,  7ff Co<me»  1851 

of  Common  Sense,  new  edit,  roy.  82mo,  2a Tegg  1839 

TiiinsB,  18mo,  la,  1841  ;  2nd  aeries,  la    Mel.  TfxtctSoe,  1845 

Death  and  the  Fntore  life,  S2mo,  U6d  Simpkin 1838 

RrangelioisBi,  12mo,  fia  BtUi& Daldy...iis7 

Inaanity,  8yo,  2ff  6ci ffouUto*  i860 

Phrenology  Simplified,  4th  edit.,  12mo,  3§6d A,  Hall 1844 

— — Bagged  Schoola,  12mo,  S«  M Pickering  1851 

the  Plan  of  Salvation,  fine  paper  edit,  12mo,  2a    Bd.  Trad  Soc,  1859 

Torf,  18mo,  2a WMttaker 1840 


Fhiloatiatas  et  OaDistntaa  Opera,  xeoognorit  A.  Weatenaan,  roy.  8to,  20a Didoi 1849 

P!»ik)iaa»  a  Comedy,  4to BannatyneCMi^is 

Pliilp  i/.M.)  lUvstratbns  of  London  in  1851,  lithographed  by  Groom,  obIg.,2a  6<f...  HouUUm    1851 

■  Phoea  worth  Seeing  in  London,  8to,  la WardALock^i^s^ 

{M.K,)  History  of  Profpreaa,  2  v.  8to,  ea.  7ff<M,  1859-60;  newed.,  1  t.  10a  6d.  ffoulMon   1862 

Ftogressof  Agriculture,  8to,  la Houleton   1858 

■  —  Carriage  Boads  and  Water  ConTeyanoes,  8vo,  la HouUtan    1858 

■  The  Snooeaafui  Candidate,  a  Comedy,  in  two  Acts,  12mo,  la  Bogue i8sa 

Washington  Described,  edit  by  W.  D.  Haley,  12mo,  5$  Zota   1861 


Pbilpot  (u4fviU2«.)  Examination  and  Writinga  of,  8to,  fia    Parker  Soe,  ...184a 

(AaiV'.)  Lent  Lectures  on  Bnth,  18mo,  U6d Nitbei 1854 

(J.B.)  Sabina,  a  Sicilian  Tale,  post  8to,  8a  Satmtien  Ab  0.  1854 

(/.a)  Preacher  in  Print,  18mo,  la  6d  /.  Paul 185a 

Fbilpott(J7aii.)  Documents  relating  to  St.  Catherine's  Coll.,  Cambridge,  8to  (private)  Univ,  Press  ...1861 

Phiaehaa;  or,  Seriptore  Paramount^  8to,  la Partridge, i860 

Pliil^  (E,AJ)  Memorials  of  Clatha;  or,  PencUlinga  on  the  Clyde,  8to,  Is Smith  de  Elderi^^% 

Political  and  Literary  life  of  B.  P.  Ward,  2  ▼.  8to,  28a Murray 1850 

(B.J.)  Cstecliism  of  Holy  Scriptures,  2nd  edit,  18mo,  la Maaten i860 

(Jno.)  Treatise  on  the  China  and  Eastern  Trade,  roy  8vo,  20a  AlUndeCo 1836 

Indigo^  roy.  8yo,  da AlUnACo 1836 


Phipaon  (T,L,)  Phosphoresoenoe ;  or,  the  Emission  of  light  by  Minerals,  12mo,  6a...  Beeve 1862 

Phil's  Hunting  Bite,  oblong  folio,  21a Chapman  dt  H,\%6% 

Phonetic  Bool^  :  New  Teatament  and  Book  of  Common  Prayer,  18mo,  each  fia Pitman 1853 

Pbonognphie  Beportez's  Beading  Book,  12mo,  2s  fid  Pitman 1853 

T^att^er's  Handbook,  12mo,  la  6<i Pitman 1853 

Photognunaof  an  Eastern  Tour  :  Letters  from  Qennany  by  :t,  fp.  8to,  7a~red.to  fia  /.  P.  Shaw 1859 

Photographic  Album,  4to,  68a    Oundall 1853 

• Art  Annual,  1859,  4to,  21a W.  Lag 1858 

" Journal,  edited  by  H.  H.  Snelling,  roy.  8vo,  18a Hew  York 1851 

-— ^—  Treaauzes,  Pts.  1  and  2,  fol.,  each  fia  ;  proofa,  7a  6ef Office 1857 

• — ■  Manipulation,  8to,  la  6(j Palmer  1843 

News,  oondneted  by  W.  Crookes,V.lfc2,4to,ea.8a6<i,S9;y.8,4to,10a6(i  Cassell i860 

• Notes,  V.  1  to  8,  8vo,  each  8a Xota 1856-63 

• • Pleasiirea  Portrayed  with  Pen  and  Pendl,  by  Cuthbert  Bede,  8vo,  4a  ...  HoUen  .'.1861 

Tour  among  the  Abbeys  of  Torkahire,  by  DeUunotte  and  CunclaU,4to,84a  Belltb  Daldy.. .t%^6 

Pb<]tagnphs  of  Paris  Life,  by  Chroniqueuse,  2nd  edit,  snL  post  8to,  fia  Tinsley i86a 

Jhtftogtaphy  Made  Bai^,  12mo,  la  6(i  Mackenzie 1845 

FhRDologieal  Journal,  Selections  from,  by  Cox,  12mo^  fia  6<{ Simpkin 1841 

Phvniologiata,  a  Challenge  to,  leap.  8yo,  fia  Hodson  1830 

Phmologiat's Daughter,  a  Ttde,  post  8to,  lOidd Hope 1854 

Phmology  in  Belation  to  the  Novel,  Criticism,  and  the  Drama,  l2mo,  2a  M  OlUvier 1848 

"  Pqrehology,  and  Pueumatology,  by  an  Improviser,  12ino,  2a /.  Chapman... .1%$^ 

the  Sdenoeof,  18mo,  la  WhUtaker 1838 

Phylaeteiy  (The),  a  Poem,  post  8vo,  fia Longman  1836 

Fhjueaad  its  Phsses,  a  Didaotie  Poem,  new  edit.,  Syo,  2a  6d   Simpkin 1858 

^- Phyndaasjor  Medical  Sketches, 2T.fp.24a,ikNi$rma«»,'39;  n.e.,1  T.12mo,12a  Benshaw    184a 

Fhyseal,  Sexnl,  and  Natnral  Beligion  :  Three  Ebsays,  12mo,  2a  6<i Truelove... .^..iS^c 

Fhyadaain  Bmeigency,  and  Medical  Chest  Diapenaatory,  12mo,  la  M Philip  tk  Son    i8<7 

— —  of  Maneilles,  Ac^  foap.  8vo,  la  9d  Hughes  1845 

^eiaa'a  Dau^ters;  or,  Spring.Time  of  Woman,  a  Tale,  post  8vo,  7a  6d Nisbet 1862 

"TuologieBl  Besearehea  into  Cauaea  of  Nervons  Debility,  8vo,  4a  Piper 1854 

^ynok^  for  Tonng  Ladies,  in  Short  Conversations,  12mo^  4a Highley ..!i844 

of  Dreams,  Sleep,  &o.,  fcap.  8to,  la  6(2  H.J,  Stevens  .'.\%^c 

Immortality,  24mo,  la  6rf Bivington  1848 

Loye,  Courtship,  and  Marriage,  12mo,  8a   Stevens   184c 

• Mnffis  82mo,  la WiUoughJlfy    ...1847 


60a  PIANO PICTORIAL  [EMiim  Caiamwe 

Piano  Forte  Preceptor,  folio,  sewed,  i9 SimpHm 1854 

Picaroon  :  a  Novel,  by  Author  of  Makanna,  8  y.  poet  8to,  81<  ikl SawuUn  it  0.  1857 

Picart  {B,)  Religions  Geremoniee,  abridged,  4to,  42«;  (Jewish  Portion,  lOt) WilUamt  1839 

Piooiola,  par  X.  B.  Santaine,  et  B.  Dabao,  18mo,  2«,  1844  ;  ^«^  edit.,  12mo,  8f  6d    BdliffDaldf...it^ 

teana.  8to,  It  id,  Smith,  1841;  18mo,  UM ff,  Q.  Clark€...\l\^ 

Pichler  {Car,)  Swedes  in  Pxagne,  and  Quentin  Matqrs,  12mo,  2«  Sums 1845 

Tales,  12mo,  8t  W ^M^rAet 1845 

Pichot  (AmSdee)  Life  and  lAbonn  of  Sir  Charles  Bell,  poet  8to,  fo BatUnf i860 

Pick  {Aaron)  Bible  Students  Hebrew  Coneordanoe,  imp.  Sto,  16t SangUer 1854 

Qathering  of  Israel ;  or,  the  Patriarchal  Blessing,  12mo,  2i  6^  HamUJUm  184^ 

»  Literal  Translation  of  the  Minor  Prophets,  12mo,  5 J Boffsler 183$ 

(^<2io.)  New  Method  of  Studying  Langoages  ;  French,  12mo,  3s  6d Trubner 1861 

,_^._ On  Memory  and  the  Bational  Means  of  Improving  it,  2  e.,  fp.  Svo,  2s6<i  TVflfraer 1862 

Pickard  {Mn.  K.)  Peter  Still,  the  Kidnapped  and  the  Ransomed,  8  edit.,12mo,7<6<i  Syraeuae 1856 

Picken  {And.)  Scenery  of  Madeira,  fol.,  42s— coloured,  84ff   Boffue    1844 

Pickering  {Cluu,)  Historyof  Raoesof  Man,r.4to,63c,CAapiiiaV49;p.8TO,6f;ooL7«6(2  ff.Bokn    i%S9 

(Ellen)  Agnes  Searle,  8  t.  post  8vo,  81»  6<i BenOey 1835 

Chazades  for  Acting,  12mo,  4i Netoby    1843 

^ Expectant^  8  y.  post  8to,  8I«  6d  Newby   1842 

Friend  or  Foe,  8  ▼.  post  8to,  81s  6d    iVewAy    1843 

Fright,  8  y.  poet  8to,  81s  Od Boone 1839 

Grandfather,  8  Y.  poet  8vo,  81s  6d   A>t06y    1844 

•     ■■  Grumbler,  8y.  post  8yo,  81s  6d  i^«w6y    1843 

Kate  Walsingham,  8  v.  post  8yo,  81s  6d Newlfjf    184* 

. Merchant's  Daughter,  8  v.  poet  8yo,  81«  W Bendty 1836 

NanDarrell,8Y.  81s  6<2,J?oom€,  1839;  12mO)es,iVsw6y,  1846;  ls6<i  RmUlAgt  1861 

Prince  and  the  Pedlar,  8y.  post  8yo,  24s BeniUy 1839 

Proverbe  for  Acting,  12mo,  4s  Naebp    1843 

— — Quiet  Husband,  8  y.  post  Svo,  31#  6d Boone 1840 

Secret  Foe,  8  v.  poet  Svo,  81»  6d ^oofie 1841 

■  Sir  Michael  Paulet,  8  t.  poet  Svo,  81s  9d    /Vwfty   1^ 

Squire,  8  v.  poet  Svo,  24s,  BenUey,  1837  ;  12mo,  2s JtoutUdgt  1859 

. WhoshaUbeHeirl  8  v.  poet  Svo,  31s  6d  Boone 1840 

{P,A,)  Remarks  on  Report  on  Printed  Papers,  2nd  edit.,  Svo,  Ss  Benning 183S 

•  Treatbg  at  Controverted  Elections,  Svo,  2s  6<i    lUdgway    1852 


(A.)  Memoirs  of,  12mo,  it  6d  Longman  1839 


Pickerin^fs  Christian  Classics,  24mo,  and  Diamond  Classics,  4Smo.  iS^  Appendix. 

Statutes.     See  Statutes. 

Pickersgill  {Wm.)  Washington  Grange:  an  Autobiography,  poet  Svo,  10s  6d Jot.  Btackweodiis^ 

Pickett  (i./.)  History  of  Alabama,  2  v.  cr.  Svo,  platee,  20s CkarUaUm 1851 

{W,  V.)  New  System  of  Architecture,  Svo,  7s  6d Longman  184S 

Pickford  (JJEf.)  Hygidne:  Health  as  depending  on  Atmosphere,  Svo,  9s Chnrehiil 1858 

Treatise  on  True  and  False  Spermatoirhoea,  2nd  edit.,  Svo,  6t BaiUiire    1851 

(ifrs.)  life  and  Diaiy,  edited  by  Rev.  P.  McOwan,  post  Svo,  4s  Hamilton  185S 

Pickings  from  my  Portfolio,  by  Author  of  Century  of  Acrostics,  12mo,  2s  6d Simpkin 1857 

Pickles  {Wm.)  Fha  and  Tow  Spinner's  Calculator,  ISmo,  2s Sw^n 1849 

Pickling  and  Carving,  Rules  for,  by  a  Practical  Housekeeper,  post  Svo,  6»   New  Forfc 1855 

Pickmere  {J.M.)  Being,  Analytically  Described,  4to,  20s J.  Ckeq^man  ...1853 

Pickton  {Hen.)  Introduction  to  linetd  Drawing  and  Mensuration,  12mo,  2s  6<f    Simpkin 1847 

Pickworth  {F.H.)  Light  Shining  in  Obscurity,  a  Memoir  of  S.  R.  Goodrich,  12mo,2s  Hamilion  1854 

Pic-Nic  Papers,  edited  by  Dickens,  8  v.  p.  Svo,  81s  6<2,  Co^m, '41;  ch.ed.,12mo,2s  Ward  A  lodb  i86a 

Pie-Nice,  from  the  Dublin  Penny  Journal, '12mo,  ItM  QroofBiiJbridge  ..^^l^ 

Pictet  {B.)  Christian  Theology,  transl.  by  Reyrouz,  12mo,  6s— red.  to  8s  6c{    H  Bokn  1847 

Picton  {J.A.)  Ancient  Liverpool  in  its  Architecture,  &o. Liv.  Ank.  Soc.  1849 

Pictorial  Album,  4to,  2Ss    Chegiman  A  H.iiji 

Bible,  4  v.  imp.  Svo,  68s,  Knighl,  '48— red.  60s,  Orr,  *50 ;  4  v.  imp.  Svo,  4Ss  Ckambert  i^S^ 

History  for  the  Toung,  new  edit.,  2  v.  in  1,  12mo,  8s  6d Bcgue    ij5» 

Book  of  Ballads,  edit,  by  a  Moore,  8vo,16s,IFdsA6oi«r««,i84Q;  n.e.,8vo,  14s  BeU^kBaldg.,  1861 

Common  Prayer,  Notes  by  Stobbing,  imp.  Svo,  81s6«i,irmflrA«,*38;p.8vo,  Ss  NaUaU  ijsj 

Dictionary  of  the  Bible,  2  v.  4to,  26s    H.  BoA»  "H^ 

Bn^ish  Grammar,  Cuts  by  Alfred  Crowquill,  12mo,  8s  6d Clatke '841 

French  Dictionary,  imp.  Svo,  12s   Bogue    .1839 

GaUery  of  Art,  2  v.  foUo,  84s  6d  0.  Cat  i«4j-7 

.  English  Race-Horses,  by  Wildiake,  roy.  Svo»  42s-red.  to  ISs  ...  H  Bokn  i«44 


•  Gift  Book;  or,  I^ys  and  Lithographs,  roy.  4to,  16s Orr    iM 

.  Half-Hours ;  or,  Misoellaniee  of  Art,  4  v.  er.  4to,  each  8s  6<2    C.  Km^ "S^ 

of  London  Ibpography,  2  v.  Svo,  eaeh  8s  6rf C  Knigki 1850 


—  Handbook  of  London,  by  Bramston,  Ace.,  post  Svo,  St H.  Bokn  i|53 

—  History  of  England  (Knight's),  8  v.  imp.  Svo,  51 12s ;  Index  to,  10s  Orr    "5® 

7  V.  roy.  Svo,  red.  to  SOs;  Index,  4s  Ckatnbart 'J" 

Portrait  niustrationa  of ,  roy.  Svo.  42s C.  Knigki 1854 


France,  by  Bussey  and  Gaspey,  2  v.  roy.  Svo,  SOs Orr     »^3 

Germany,  roy.  Svo,  12s H.  Bokn  ij45 

-  Journey  through  the  Holy  Land  ;  or,  Scenes  in  Palestine,  imp.  Svo»  6s  6<i...  BeL  TradSoe.  i^^^ 
•Keepeake:  Original  Poetry,  12mo,  10s  6d Simpkin "39 


1836-1869]  PICTORIAL ^PIERCE  603 

PietozuJ  Lif e  of  daUA,  4to,  U  6d Berger  1850 

Mmenm  of  ^im&ted  Nature,  2  ▼.imp.  4tO|  34<  6^    Tallia 1^44 

Plan  of  Oxford,  14  in.  by  13  in.,  fii;  India  paper,  7« Bogue    1840 

Reading  Book,  square,  1 J  6€i  Darton  1845 

Bepreientation  of  Sdenoe  of  Harmony,  by  Basler,  tranel.  by  Flowers,  folio,  St  £w«r  d:  Co.    ...  1 850 

■  Shakspere,  8  ▼.  roy.  8yo,  71  7«,  Knight,  184a;  new  edit.,  6/ Ihutledge  i860 

National  Edition,  8  ▼.  8vo,  68»— red.  to  42ff Kniy/U  1851-8 


-  Spelling  Book  of  Facte  and  Objects,  12mo,  Is  M Steill 1842 

Sonday  Book  and  Scripture  Atlas,  by  Dr.  Kitto,  folio,  24« 0.  C<ai  1844 


Toy  Book,  square,  U    Stall 1846 

Picture  Bible,  illustrated  by  Martin  and  Westall,  21s— rod.  to  12s    H,  Bohn    1846 

•  Illustrations,  with  Descriptions  by  Bose  and  Buiigon,  fol.,  lOtOd  Hervng  1854 

Book  for  a  Noah's  Ark  :  Description  of  200  Animulo,  16mo,  2s  6<i  ChapvMLnds  H.i%s^ 

Little  Children,  18mo,  Is  Rd,  Tract  Soe,  1859 

Tonng  People,  4to,  5s;  cold.,  lOa  6d  Bogue 1854 

of  Merry  Tales,  imp.  16mo,  6s,  i860— red.  to  8s  6<i   Botworth  i86a 

Natural  Histoiy:  Quadrupeds,  r.  8to,3s  6((;Birds,3s  6d— 1  ▼.,  7s  6d  Low    1858 

Surprising  Stories,  16mo,  5s  Dean 1858 


Fables,  by  Alfred  Orowquill,  4to,  cold,  plates,  2t  64 Ori^tkdsF.  ...1854 

History  of  England,  in  80  Engrayings,  imp.  8yo,  bds.,  6s;  cL,  7s  Cd CanseU  i860 

Lessons  for  Boys  and  Qirls,  16mo,  Is    WeHhdm  1856 

Pleasure  Book,  500  Illustrations,  4to,  6s,  185a;  2nd  series,  4to,  6s Addey    1853 

Present  Book,  by  Aunt  Edith,  sm.  4to,  8s  6<i Ward  dt  Lock  .1859 

Room,  18mo,  Is;  half-mor.,  2s  Bel.  Tract Soc.  i^^i 

Scrap  Book,  1st  series,  2  T.  folio,  each  4s ;  or  1  ▼.  8s Bel.  Tract Soc.  1859 

Story  Book:  400  Illnstrationa,  new  edit.,  16mo,  8s  6d BoutUdge  1854 

Treeoury  for  Little  Boys  and  Girls,  sq.  16mo,  2s ;  Indestructible,  2s  6<2 Ward  A  Lode    i860 

Worship  and  Imsge  Adoration,  12mo,  3s ffamiUon  1846 

Pictnreaand  Deacriptiona  of  Remarkable  Bventa  in  Histoiy  of  England,  2  t.  fp.,  10s  Knight  1838 

Knowledge,  by  Undo  Enow-All,  4to,  Is  6d  ;  cL,  2s  6d Dean i86a 

-  Rhymes  for  Children,  German  and  English,  sq.,  6s Bogtte 1845 

-  Songs  for  the  Little  Ones  at  Home,  er.  8to,  2s  6<i   Nebon  1856 

Stories  for  Little  Folks,  4to,  8s  6(2   New  York 1856 


—  for  the  Nursery,  on  Scripture  and  Minionary  Subjects,  4to,  2s Seeleif ig56 

—  from  English  History  :  Fireside  Amusement^  16mo,  2a  M Whiitaker 1848 

Fruich  Histoiy:  Krwdde Amusement^  16mo,2s,  WhiUaker,\%  n.e.,2s  6cl  Ward  ds  Lock   1858 

Many  Lands,  4to,  Is  6<2 Ndwn    1856 

the  Battle  Fields,  by  the  Roving  Enc^ishman,  12mo,  5s BoutUdge 1855 

•of  Christian  Heroism,  12mo,  2s6<i  Lambert 1855 

—  Heroes,  and  Lessons  from  their  lives,  12mo,  8s  6d Hogg  A  Soim...i%$^ 

—  Hindoo  Life  ;  or  India  without  and  with  the  Gospel,  18mo,  Is Bd.  Trad  Soc... i%ft% 

—  Life  and  Character,  by  Leech,  from  Punch,  8  series,  obi.  fol.,  each  12s  ...  Bradbury  ...1857-9 
from  the  Cottage  and  the  Camp,  12mo,  4s  Blintoff 1850 

—  Religion,  from  Bishop  Hall,  Taylor,  &o.,  32mo,  2s    Bums 1840 

—  Town  and  Country  life,  and  Odds  and  Ends,  post  8yo,  2s -.  Boutledge  1855 

—  the  Exhibition,  1851,  by  Nash,  &c.,  Pts.  1  to  8,fol.,  ea.  21s  ;  proofs,81s  dd  JMckinaon 185a 

French,  iiainted  by  Themselves,  roy.  8vo,  25f — red.  to  10s Jf.  Bohn    1841 

——Heavens,  by  the  Author  of  Sunshine,  new  edit.,  12mo,  3s Modey   1859 

-World,  l^  the  Author  of  Tremaine,  3  v.  post  8vo,  81s  6cl    Colbum 1838 


Picturesque  Annual,  8vo,  each  21 ;  lazge  paper,  42s   ZonpuMn...  18 32-45 

Guide  to  the  Lakes  of  Killamey,  8vo,  8s  6d Simpkin 1851 

-Handbook  to  Oarlingford  Bay,  fcap.  8vo,  5s  6(i   How  1846 

-  Scenery  on  the  River  Mouse,  imp.  4to,  6Ss B.  B.  King  ...1835 

-Scenes  and  their  Associations,  folio,  81s  6<i Jerrard 1851 


Views  in  Chester,  oblong  4to,  21s Simpkin 1840 

PIddinglon  (Hen.)  Conversations  about  Hurricanes,  8vo,  7s WiU%amsdtN..i^$% 

Sailoi's  Horn  Book  of  Iaw  of  Storms,  8rd  edit.,  8vo,  10s  6c< WiUiafMdiN..i%^o 

Pidgeon'(J^is.)  Fossil  Remains  of  the  Animal  Kingdom,  2nd  edit.,  8vo,  18s WhiUaker 1844 

(ifsn.)  Memorials  of  Shrewsbury,  12mo,  5s Simpkin 1851 

(TFm.)  Antiquarian  Researches  on  Mould  Builders  in  America,  pL,  8vo,  12s   New  York 1853 

Pierce  {Benj.)  Elementary  Treatise  on  Sound,  8vo,  10s  Boston^U.S 1836 

■ History  of  Harvard  Univerrity,  8vo,  12s New  York. n.d, 

" Treatise  on  Curves,  Functions,  and  Forces,  12mo,  7s  6d   Boston,  U.SJ... 1^46 

(Cha.)  Household  Manager  for  Housewives,  12mo,  8s  6d,  '56;  eh.  ed.,  f.8vo,2s  BoiUledge. 186a 

• {C.H.)  Examination  of  Drugs,  Medicines,  Ice.,  as  to  Purity,  cr.8vo,  7s  M   ...  Philaddphia...i9^^ 

' (£.)  Fiank  Merrivale  ;  or,  Views  from  the  Glass  of  Time,  16mo,  2f  6rf  ...  Bell 1845 

• Village  Pencillings,  Ptose  and  Verse,  poet  8vo,  10s— red.  to  7s  6d Simpkin 184a 

(^.Z.)  Treatise  on  American  Railroad  Iaw,  8vo,  25s New  York, 1857 

(Oen,F.)  Life  of,  by  D.  H.  Bartiett,  12mo,  5s Auburn  185a 

— — Nathaniel  Hawthorn,  fcap.,  5«,  BoHon;  12mo,  8s,  Low;  Is  Boutledge 185a 

(JZieft.)  French  Spelling  Book,  12mo,  2s    Longman  1840 

•  (S.B,)  Christ  the  Priest  and  Sacrifice  of  His  People,  8vo,  4s  .; Simpkin 1837 

Exposition  of  the  First  Epistle  of  John,  2  v.  8vo,  20s Nisbd 1835 

Forms  of  Prayer,  12mo,  6« Palmer  1836 

Letten  on  Spiritual  Subjects,  4th  edit.,  2  v.  12mo,  10s Palmer  i86a 
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Bene  (S.B.)  Riohei  of  IMTiae  Gnoe,  1 2ino,  2f  M Werikem  xS6o 

■  Treatiae  <m  Dealh  and  Dying,  18m<s  U  M  Palmer 183* 

Piercy  {Mary  J.)  Deeds  of  Qeniaa,  in  lives  of  Bminent  Penons,  new  edit.,  12iiiOy  U  WardAlA«k...i%^^ 

Pieritt  (^.  H^.)  Twofold  Covenant,  8to,  2« -,.  Wertkeim. 1842 

Pierpoint  (Z'.flr.)  Songs  of  Lore,  18mo,  1«  fW BtUA  Dald9...\%s% 

Pierre  and  his  Fkmily,  by  Author  of  Lily  Dooglas,  new  edit.,  18mo,  2f / Hamilkm  i860 

Pien  de  Ghtreston,  by  B.  B.  C,  2t.  12nio,  12f   WkUtaka- 1838 

Plonghman*s  Vision  and  Creed,  Poems,  edited  by  Wright^  2  t.  12mob  10« /.  &  Am<fc.....i85i 

Shafton*8  Compliments  of  the  Season,  Idmo,  9§M M,  ffwrU 1849 

Berson  {ff,W.)  American  Missionary  Memorial,  roy.  8yo,  12f   New  York 1853 

Private  Life  of  Thomas  Jefferson,  loy.  8vo,  6i6d New  York 186a 

TieBae(0,W.)  Art  of  Perfumery,  Srd  edit ,  post  8to,  10s  W Lomffmam  i86a 

Chymical,  Natural,  and  Physical  Magic,  for  Tonth,  12mo,  8s  6d Longmum  1858 

Laboratory  of  Chemical  Wonders,  aSoientifie  Melange,  post  8vo,  6§  M.  Longmam  i86e 

Pietas  Juvenilis,  edited  by  J.  M.  M*CnUoch,  S2mo,  2s  6<l    Nisbei    1838 

Metrics  ;  or,  Nature  suggestive  of  God  and  Godliness,  12mo,  8t  6d  MtuUn 1849 

-  Poetica,  a  Selection  of  Modem  Devotional  Poetry,  18mo,  8f  6<f  NubH    1861 

Quotidiana,  Prayers  and  Meditations,  12mo,  2«  Ckl;  82mo,  2f Peacock 1&48 

Viotoriosa,  a  Memorial  of  Private  Devotions,  new  edit.,  82ffio,  1« Saul  1853 

Piety  of  Daily  Life,  Illustrated  by  Gertrude,  18mo,2f6<i  LomgwuMm    1836 

.Pietzker  (3f.i4.)  Simple  Tales,  a  Beading-Book  for  Little  Polks,  16mo^  2i6<f   HamiiUm  i860 

Piffiuxl((7Aa.)Monnt8inai,  a  Poem,  and  other  Lyrios,  12mo,  2f    BdlAl>oidff...it^.^ 

Pifferi  {Paolo)  First  Italian  Book,  l2mo,6«  8d,  1853  ;  Key  to,  Isikf  BimnsUm  1854 

Pigeon  Pie,  by  Author  of  Heir  of  Bedolyile,  2nd  edit^  ISmo,  Is   ifos£^  1861 

Pi^  (/.^.)  Home  Book  for  Children  of  aU  Ages,  foap.  8vo,  UM Ward ...186a 

Sermons  preached  in  Marlborough  Chapel,  2nd  edit.,er.  8vo^  6f Ward i860 

Kggot  (ii. if.)  Chemistry  and  Metdluigyof  Copper,  8vo,  I8f,  '54  ;  n.  e.,12mo,7s6<<  Pkiladdpkia...it6i 
Piggott  {A,8.)  Chemistry  and  Metallurgy  of  Dental  Surgery,  illustrations,  8vo,  18s...  Philade^ia...i%s^ 

(Q.  W,)  Comment  on  the  Harrogate  Spas  and  Change  of  Air,  new  ed. ,  8vo, 4s  6<f  Wkinaker 1857 

Bemarks  on  Poverty  of  the  Blood,  poet  8vo,  Is  6(2 Whittaker 1858 

(^./.)  Memoir  of  Blisabeth  George,  12mo,  8s Mamm   i8$8 

{80L)  Book  of  Common  Prayer,  with  Notes,  fcc,  4to,  26s SHttabg  1837 

■  Noah  and  his  Days,  a  Posthumous  Poem,  edit,  by  his  Son,  12mo,  be  .   Werikeim  1851 

Sermons  on  Duties  of  the  Clergy,  *c.,  12mo,  2s :..  Smpkm 1835 

Bgnadar  ;  or,  Three  Days'  Wanderings  in  the  Landes,  16mo,  2s  <M   Longmam  1855 

Pigot  {O.)  British  Atlas,  coloured  plates,  62s  M Pigoide  Co 1839 

{JoM.)  Churchman's  Guide  in  Perilous  Times,  12mOk  3s Sedeg 1835 

Pigott  (jr.  B.)  Walter  Chetwynd,  cr.  8vo,  6f •. KeiU.  i86a 

VGho.)  and  BodweU  {H,)  Begistration  Appeal  CaB8^  1848-6,  8vO)  19s  M BtUterwortkM  ...i^s 

— ——(well.)  Manual  of  Scandinavian  Mythology,  post  8vo,  12s    Piekerimg 1838 

iHarr.)  Becords  of  Beal  life,  8  v.  post  8vo,  Sis  6d Sammden^O  ..184a 

■ Three  Springs  of  Beauty,  a  Legend  of  Cydades,  12mOi  5s  WkUtaker 1844 

{ffugh)  The  Blessed  Life  :  Lectures  on  the  Beatitudes,  post  8vo,  4s J.H,^J.Parieri%sS 

</.2>.)  Bgypt»  a  Poem,  12mo,  4s JUvingUm  1853 

Law  of  the  Crimea,  in  three  Cantos,  12mo,  4s  6<f  RwimgUm  1856 

■  ^Patriarch  of  the  Nile,  a  Poem,  12mo,  8s  <W RitmgUm  185a 

{L.)  Treatise  on  the  Carnation,  Piootee,  and  Pink,  12mo,  Is  W WkiUaker 18  j9 

Pike  (/.)  lUastroted  Catalogue  of  Mathematical  Instruments,  2  v.  12mo,  12s Wiley 1848 

^J.£,)  Curse  of  Christendom;  or,  Popery  Exposed,  12mo,  Sedd  Ward i8sa 

* Bnglish  Spelling  Book,  new  edit.,  12mo,  Is  6d WkiUaker i86a 

-  OuUinesof  Sermons,  for  Village  Preachers,  82mo,  UM JSouUion    1855 

— (/.^.)  Works,  4  V.  roy.  82mo,  each  Is;  complete,  1  v.  roy.  8vo,  21s  SimpktM i86a 

Antichrist  Unmasked,  S^no,  2s Baynee  1844 

— —  Christian  Liberality  in  Distribution  of  Property,  12mo,  Is  M    BeL  IVaetSoe,  1836 

— -^—  Consolations  of  Gospel  Truth,  18mo,  2s Simpkin 1837 

Fifteen  Sermons,  18mo,  Is Bd.  TraetSoe,  1841 

Guide  for  Toung  Disciples  of  the  Holy  Saviour,  18mo>  2s— red.  toU6d  ..,  Bd.  TraeiSoe.  1853 

'  Immanuel,  the  Christian's  Joy,  18mo,  2s  6d Simpkm 1836 

■  Memoir  and  Bemains,  by  his  Sons,  poet  8vo,  8s  6d Jarrold 1855 

Persuasives  to  Bariy  Piety,  82mo,  Is,  BeL  Tract  Soc  ;  roy.  8vo,  Is  6d Simpkm 186a 

Popery  and  Christianity  Contrssted,  82mo,  2s Baynee  1850 

-  Beligion  and  Eternal  life,  18mo,  Is  6c2 Bd.  TraetSoc  1853 

and  Hayward  {H.)  Beligious  Cases  of  Conscience,  post  8vo,  4s Bamiltom  1855 

^{Vin.)  Minstrers  Lay  and  other  Poems,  ISmo^  2a  M  Piper 1849 

Pilcher  {Ooo.)  Treatise  on  Structure  and  DiseMes  of  the  Bar,  8vo,  12s Bigkley 184a 

Pilgrim  (The),  Scenes  on  the  Boad  from  Bngkmd  to  Borne,  a  Poem,  12mo,  Is  i^anis 1853 

Fathers,  roy.  8vo,  12s    A.  BaU 1853 

Lays,  82mo,  Is  M /.  F.  Skarn  ...i86a 

Travellers  from  the  CSty  of  Trouble  to  the  Land  of  Peace,  12moi  4s /.  B.  Jetdbm  1847 

Pilgrimage  to  Treves  in  1844,  fcap.  8vo,  6s Wiley 1845 

Pilgrim*s  Handbook  ;  Counsel  and  Comfort  for  Wayfarers  of  SQou,  12mo,  6s  ad  Werlheim  1849 

Beliquary,  fcap.  8vo,  7s  6d Pickering  1845 

Pilgrims  of  Fashion,  a  Novel,  by  K.  C,  post  8vo,  10s TrUbner 186a 

(The)  ;  or.  Truth  and  Beauty  in  Catholic  Lands,  18mo,  2s  6d Bam* 1854 

Pilkington((?^.)  Doctrine  of  Paiticnhir  Proridenoe,  12mo,  2s  (ki  Fry    1840 
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PilUngton  {Oeo.)  Travels,  being  a  Continaation  of  <'  Doefctine,  Ice.,**  fcap.,tte Pry    1S47 

(Bp.J.)  Works,  edited  by  Rot.  James  Scbolefield,  8to,  6« Parker  Soe.  ...1S42 

■  (M.)  Dictioiiaiy  of  Painten,  by  Cunningbam,  8to,  21s,  '40~red.  lOt  M  Tegg    1851 

Fillans  (/as.)  ContribatioDs  to  the  Cause  of  Bducation,  8to,  12«  LoigtMn  1856 

-  Bdaoational  Fkpen,  12mo,  Is  6<i. HamUUm  1861 

•  Elements  of  Physical  and  Classical  Qeography,  12mo,  4s Blackwoodt  ...1853 

-  EdogB  Cortianc,  18mo,  3t  6i<    Walton 1848 

Livianre,  18mo,  8t Simpkin 1850 

■  Bzoerpta  ex  Taciti  Annalibas,  12mo,  2s  6<i  J.  H.tk J.Parker  1^4$ 

^-^^~ First  Steps  in  Physical  and  Ckusncal  Geography,  12mo»  Is  64 Longman  1853 

Oatlinesof  Geography,  12mo,  4s  6<f Simpkin 1847 

Bationale  of  Diadplioe  in  High  School  of  Edinbnigh,  8to,  6s Waiton 1852 

Pillar  of  the  Greed  of  the  Simnites,  in  Arabic,  by  Coreton,  roy.  Sto^  6s Madden 1853 

Pilleaa  (ffen.)  Sketches  in  Egypt,  folio,  80s;  oelooied,  42s    DicHmon 1846 

Piikndorf  (Baron)  Political  Movements  of  Austria,  1848-49,  poiit  8yo,  6s  Bentley 1849 

Pfllon  {AUat,)  Handbook  of  Greek  Synonymes,  by  Arnold,  12mo^  6s  td  Bivington  1850 

Pilpay's  Eables,  from  the  Persian,  transl.  by  Bastwick,  roy.  8to,  42s    ».  Longtnan  1854 

translated  and  edited  by  Scott,  12mo,  Ss  6<I  Lumley 1851 

Pim  (/.)  Condition  and  Prospects  of  Ireland,  8to,  7»M Lonytnan  1848 

Pinart*8  MeditaUons  on  the  Suffering  of  Our  Lord,  2nd  edit.,  l2mo,  6s  60^ red.  to  5$  Mcuien 1853 

■  Noarishment  of  the  Christian  Soul,  new  edit,  12mo,  6s  M Modern 1857 

Pineb  of  Banff:  Anecdotes  of  Snoff-taking,  12mo,  4s  6d    Tffae  1839 

Fiaehard  {MargJ)  Prevarication;  or,  Polly  of  Falsehood,  18mo,  UM Tegg  1858 

Pinches  (CJBT.)  PAetical  Eloentionist,  8id  edit.,  12mo,  4s Kent  i860 

Pinekney  (Otn,)  Wm.  EUery,  and  Cotton  Mather,  their  lifss  (Amer.  Biog.),  12mo,  6s  Nem  York 184a 

PinooA  {Pei.)  Experiences  in  Eastern  Militaiy  Hospital^  post  8vo,  4s WiUiaiiuAN.  1857 

Pindar,  Cannina,  by  YTheeler,  12mo,  8s Simpkin 1840 

Gr.,  English  Notes  I7  Cookesley,  2  t.  8vd,  28s  S.  WiUiamM  ...1851 

Od»  Olympics,  7s  6dL  Od»  NemesB  et  Isthmiss,  7s  6d. 

Pythie,  7s  6^  Fragmenta  et  Index,  7s  (UL 

-Negris,  12mo,  4s  6ci «.  Hamilton  1835 


Gr.,  Explained  and  Revised  by  Donaldson,  8vo,  16s Parker  A  Son.  ,a%^i 

Selectionsfrom  Boeckh's  Text,  by  Cookesley,  Svo,  6s B,  WiUia'm  ...1839 

Translated  by  Gary,  l2mo,  6s  Moxon  1838 

Tntner,  post  8vo^  69  ff.Bohn 1851 


Pindar  (5ks.)  Fireside  Fairies ;  or,  Christmas  at  Annt  Elflie's,  fcap.,  6s New  York 1853 

Pinder  {J.H.)  Expository  Disoonrses  on  EpisUe  to  inmothy,  12mo,  58  6d    Bivington 1850 

.  Lectures :  The  Candidate  for  the  Ministry,  12mo,  6s  6d Bivington    1837 

■  Meditations  on  the  Ordination  Service  for  Beacons,  12mo,  8s  Qd  Bivington  1853 

•Priests,  12mo,  9$M Bivington  1855 


Sermons  on  the  Book'ttf  Common  Prayer,  ko,,  12mo,  7s  Bivington  1849 

*  Holy  Bays  of  the  Church,  2nd  edit^,  12mo,  61  6d  ...  Bivington  1854 


Pinelli*8  VievB in  Borne,  by  W.  B.  CooIub,  loy.  Svo,  12s— red.  to  7s  6<i  H.Bohn 1835 

Pink  (The)  ;  or,  Child's  Firrt  Book,  by  Mary  Howitt,  new  edit^  square,  Is Vafion  1845 

PinkerUm  (/.if.)  Sleep  and  its  Phenomena,  12mo,  4s  6c{  Pry    1839 


Pinkney  (Jons)  Patchwork  Poems,  and  Antediluvian  Rhymes,  12mo,  2s  6d C.  H.  Clarke. ..1$$^ 

IWta  Tacit,  a  Novel,  2  V.  post  8vo,  21s    Newbu   i860 

-CSobi.)  Rifleman's  Indelible  Metallic  Record  of  Target  Practice,  12mo,  Is  M  Jaa.  Blackwoodi96o 


Pinney  («/oeO  Antidote  for  the  Caoses  that  abridge  Life,  8vo,  8*— red.  to  6s LongwuM  1856 

— — -~— >  Duration  of  Human  Life  and  its  Three  bas,  8vo,  7s  6d XoN^maa  i8«6 

How  to  Attain  Health  and  Long  Life,  8vo,  8s,  1838  ;  8rd  edit,  6s    ...  Longman  1856 

Influence  of  Occupation  on  Hesith  and  Life,  8vo,  6s  XoN^nMm  1855 

Key  to  the  Attainment  of  the  Full  Term  of  life^  8vo,  7s  6d Longman  i860 

—  (Nonman)  First  Book  in  French,  ISmo,  2s  6d New  York 1861 

Pinney  aiu{  Baroelo,  Pkactieal  Spamsh  Teacher,  12mo,  6s  6<i New  York 1855 

Knaock(^eo.)  New  London  Expontor,  12mo,  Is  6d  AUman 1855 

(IFflk)  Astronomy  Made  Easy,  18mo,  U6d Partridge 1844 

Catechisms,  18mo,  in  88  Pkrte,  each  9d  ;  12  v.  ISmo,  72s   WhiUaker    v.y. 

— "■  List  of.    5es  Appendix. 

—..-^  Ciphering  Books,  new  edit.,  12mo,  No.  1,  Is  ;  No.  2,  3s ;  K^,  8s  dd  Whittaker  .1850-51 

Elements  of  lAtin  Familiarised,  4th  edit^,  18mo»  Is  6d   WkiUaker 184a 

En^ish  Grammar,  12mo,  Isfld B.  Wilson 1846 

(Murray's),  new  edit.,  18mo,  UM Beni^Oo,...  .  1861 

and  Exercises,  9th  edit,  12mo,  4s  6<2  Simpkin i860 


Reader,  12mo,  4s  6d  ;  Introduction  to,  12mo,  8s Whittaker 1841 

Spelling  Book,  First,  18mo,  Is   Whittaker 1841 

—  Geography  Made  EB17,  18mo,  U6d Partridge 1851 


—  €(oIden  Treasury,  12mo,  7»6d 6¥oosii6n<^  ...1843 

—  Goldsmith's  England,  new  edit,  12mo,  6s  Whittaker- 1861 

Greece,  new  edit,  12mo,  6s  6<1  Whittaker 1861 

Rome,  new  edit,  12mo,  6s  6d Whittaker 1861 


(Grammar  of  Ancient  Geography  and  History,  new  edit,  l8mo,  4s  fkl  Simpkin i860 

Modem  (Seography  and  History,  18mo,  6$  M  Simpkin 1845 

Sacred  Geography  and  History,  18mo,  4s  dd Simfikin 1845 

History  of  Eogland  Made  Easy,  18mo^  2s  fld Partridge 1847 
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Knnock  (TTm.)  Hwtwy  of  the  Bible,  12mo,  St WkUiaker i860 

— IntrodaoUon  to  Ancient  Oeography  eikd  Histoiy,  12]no,  2t   Pwriridge  1S4.7 

JuvenUe  Reader,  12mo,  1j  6d  WkiUaker 1858 

Latin  Yocabolaiy,  18mo,  1«  W WkiUdker 1841 

Moral  Poetical  Mieoellany,  ISmo,  8«    WkUUtker 1849 

Natare  Displayed,  12mo,  8t .' Cwidtk 1839 

Scripture  History  Made  Baey,  by  Cobbin,  18mo,  1«  W Partridge 1847 

Spelling  Book,  12mo,  1b  M yniiWiktr 1849 


Treatise  on  the  Use  of  the  Globee,  12mo,  3<  Wyld 1838 

(WM.)  Analysb  of  Eodbaiastical  History  to  a.  d.  825, 18mo,  8t  8(i WkUiaker 1852 

History  of  the  Beformation,  8rd  edit.,  18mo,  4j WhiUaker 1854 

Scriptare  History,  Old  Testament,  5th  edit.,  12mo,  8t  6<f  Wkittaker 1851 

New  Testament^  12mo,  U WhiUaktr 3851 


First  lAtin  Qnunmar  and  Bzercises,  Time,  Zt WkiUahar 1844 

.  Laws  and  Usages  of  Chnrch  and  Clergy,  5  ▼.  poet  8to,  each  5<  6c(   ...  H'ftiftdber...  1855-62 
-  Short  Old  Testament  History,  with  Questions,  18mo,  2»    WkUiaker  1854 


Pinocchi,  poet  8vo,  5s Parker  Jk  Son   1856 

Pious  Brothers ;  Tribute  to  the  Memory  of  Three  Children,  18mo,  It  6<2 ffamUlim 1845 

-^ —  Christian's  Daily  Preparation  for  Death  and  Btemity,  8vo,  1«  id SocP.  C.  K...  1848 

-^ —  Churchman,  a  Manual  of  Derotion  and  Spiritual  Instruction,  ISmo,  1«  id Meutert 1851 

Country  Parishioner  Instructed,  ISmo*  Is  SocP.  G,  JT.  .1850 

Minstrel,  Sacred  Poetry,  82mo,  8s— red.  to  2s  (?room6r»d^  ...1845 

Piossi  (Thraltf  Mrt,)  Autobiography,  Letters,  te,  by  Hayward,  2  e.,  2t.  p.  8TO,2ii  Longwum,   1861 

LoTe  Letters  to  Mr.  Conway,  8vo,  2s    J,  It.  SmUik  ...1843 

Bpe  (J.S.)  Dialogues  on  Sanctification,  18mo,  Is  id  Ma$on    1853 

(J.W.)  Memoir  of,  from  his  Diary,  12mo,  2«6<2    ffamiUan  1840 

Pipe  Bolls  of  the  Berenuee  of  the  Crown  for  Cumberland,  &c,  temp.  Henry  II.,  ke.  Newe.  AmL  Socil^j 

Piper  (J.)  Military  and  Nayal  Dictionary  of  War  Implements  and  Terms,  12mo,  Is  6<2  SivmkiM 1855 

— {HM,)  Lectures  on  Unitarianism,  in  Beply  to  Best,  12mo,  5f  /.  Chapmam  ...1840 

(J2. r.)OperatiTe  Surgery,  thick  8to,  81s  6(i Botton,  U,S....i%si 

-  (i2.  TF.)  Trees  in  America,  P^rts  1  to  4,  each  8f  6d JBostoa,  U.&  1858-9 

Pipon  {J.K.)  and  CoUier  (J.F,)  Manual  of  Military  Iaw,  obi.  18mo,  8t  M W.  H.  AlUn,..i%6o 

Kps*s  Diary,  Manners  and  Customs  of  ye  Bnglyshe,  2  ▼.  4to,  ea.  7s  ;  2t.  in  1,  15t...  Bradbury 1850 

Pique:  a  Novel,  8  t.  post  8to,  81<  M SmiUkA  Elder  1850 

Plrie  (Mary)  Flowers,  Qrasses,  and  Shrubs,  a  Book  on  Botany,  foap.  8to,  ZaM Jot,  Bladbwood  i860 

(W.R.)  Inquiry  into  Constitution,  fto.,  of  the  Human  Mind,  8to,  15s — ^r.  to  5s  Lomgmam  1858 

Pirke  Aboth,  the  BiMcs  of  the  Fathers,  trans,  from  the  Hebrew,  12mo,  Is  Langwum  1851 

Piromedes  (The),  an  Bgyptian  Tragedy,  8to,  2f  6d  Saundan^O.  1839 

Piiret  (i>av.)  Bthics  of  the  Sabbath,  12mo,  4s HamUiom  1855 

Pirrie  (Wm,)  Principles  and  Practice  of  Suigeiy,  8to,  21s,  185a  ;  2ttd  edit.,  Sto,  24s  CkitrtkiU  i860 

Pirscher  (DrJ)  DisooTery  of  America, Conquest  of  Mexico,  fro.,  Fr.  k  Bkig.,12mo,2s  ^  Whittaker 1852 

First  French  Lessons,  12mo,  2a  dd;  Key  to,  2s  6(2 Simpki» 1852 

lAtin  Lessons,  12mo,  2s  (M;  Keyto,  ls6(f Whittaker »85a 

German  Made  Basy,  12mo,  6s  NuU  1850 

Practical  Introduction  to  French  Accidence,  12mo,  2s  6d  Simpkm 1847 

Pisani  (Mad,)  Banker  Lord,  a  Norel,  8  t.  post  8to,  81s  fid Colbwm 1840 

Convent  and  the  Harem,  a  Novel,  8  v.  post  8vo,  81s  M    BenUey 1851 

Vandeleur  ;  or.  Animal  Magnetiun,  a  Novel,  8  v.  post  8vo,  81s  6d  ...  Bemtlqf 1837 

Piscatorial  Beminisoenoes  and  Gleanings,  12mo,  7s  6(2 PukertHg  1836 

Piso  and  the  Prefect,  a  Novel,  8  v.  post  8vo,  81s  6d    SmUk  A  Elder  1836 

PitcMm  (Davul)  Anointed  Saviour,  set  forth  as  the  Saving  Faith,  12mo,  5s    J,B,Jatkmm  ...1846 

Bud  of  Promise,  a  Memoir  of  B.  H.  M.  Graeme,  12mo,  8s  6d  /.^./adbo»...i854 

Christ  OUT  Bast;  or.  Doubts  and  Fears  of  the  Believer,  12mo,  7s  9d  J.ff.Jaekwn...t^$ 

*-^— — —  Pastoral  Letters  to  hii  P^urishioners,  12mo,  2s  M    /.ir./adbsoi»...i847 

>  Pentecostal  Blessugs :  What  were  They  f  12mo,  2s  6ci  Werlheim  i86a 

Perfect  Peace :  Letters,  Memorial  of  J.  W.  Howell,  n.e.,  12mo,2s6«I  J.H,Jadcaim,..i%Si 

fflon's  Ring :  Exposition  of  Psalm  II.,  post  8vo,  7s  M  /.2r./adbo»...i85i 

Btcaim's  Collection  of  Criminal  Trials  in  Scotland,  1488  to  1624,  4  v.  4to,  62  16s  M  Longmam  1838 

Pitman  (E.D,)  Treatise  on  Law  of  Principal  and  Surety,  1840,  8vo,  10s  M Stevena  1840 

■  (/sc.)  Manual  of  Phonography ;  or.  Writing  of  Sound,  12mo,  Is  6d Pitmam 1840 

— -*— Phonographic  Beportei's  Companion,  18mo,  2s  6d PUwum 1853 

■  (J.R,)  Commentary  on  the  Sermon  on  the  Mount,  8vo,  12s  J^DarUmg 1852 

-  Plays  and  Scenes  from  Shakspere,  for  Schools,  8rd  edit.,  8vo,  7s  6d...  Avery 1852 


Sermons  on  the  Book  of  Ptolms,  8vo,  14s lAmmiMm  1846 

-^^—  {R,B,)  Practicability  of  Joining  the  Atlantic  and  Pacific  Oceans,  8vo,  8s P.  Riekardaon  1850 

Pitrat(/.C)  Americans  Warned  of  Jesuitism,  12mo,  8s New  York 1851 

Pitaligo  (Lord^  Thoughts  on  Man*s  Condition  and  Duties,  new  edit.,  18mo,  2s6c{ Blaekwooda  ...1855 

PiU  (/ito.)  Guide  how  to  Brew  good  Beer,  Ale,  Porter,  &o.,  12ino,  4s  6<2 Longman  1859 

(fT.)  Life  of,  by  Earl  Stanhope,  2nd  ed.,  4v,p.  8vo,  42s Mwray 1861-2 

Pitt  aiuf  Fox  (The  Age  of),  post  8vo,  14s NeuAy    1846 

Pitt  Street  Chapel  Lectures,  1858,  demy  8  vo,  9s BoaUmU.S,  ...1858 

Pittman  {Jos.)  People  in  Church  :  their  Bights  and  Duties,  8vo,  5s  BeUdfDaldy.,.iZs^ 

Pius(/X.)  First  Tear  of  his  Pontificate,  by  Count  Liancouii,  2  v.  post  8vo,  21s   Newby    1847 

History  of  the  Pontificate  of,  by  Nioolini,  12mo,  2s TkeoSald    1852 

^  Letters  Apostolic,  as  to  Law  of  England,  by  Dr.  Twiss,  8vo,  9s Lwagwuun  1846 
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Pix(00i».)  MiseeUaneoQi  Bxamples  in  Arithmetie,  Sid  edit.,  12mo,  2i  M Longman  1861 

Treatise  on  Arithmetie  and  Algebra,  8yo,  8f    BtUA  Daldy.,A%^7 

Pizarro  (Gonzalo)  Bxpeditiona  into  the  Valley  of  Amaxons,  edit,  by  C.R.Markhain,  4to  IFakluytSoc....iSs9 
Place  {O.)  Catechism  of  Music  for  Toung  Children,  8rd  edit.,  fcap.  8to,  1$ Bosworth    i86a 

-  (O.O.)  Plans,  ftc.,  of  All  Saints'  Church,  Hawton,  Cambridge,  fol Camden  Soe.  ...iS^ 

-  (Jane)  Memoirs  of,  by  Spalding,  12mo,  1$  6d P.Jackson    ...1850 

Pla<^  [F.y  String  of  Beads  for  Bomanisers,  12mo,  is Ilatchard  1845 

FlagQfi  Cnulles  of  the  Metropolis,  by  a  Pedestrian,  12mo,  Is Bosworth   1855 

Plain  Advioe  to  Landlords  and  Tenants,  20th  edit,  18mo,  1«    Washi>ovme  ...1847 

upon  Going  to  Law,  18mo,  2s  JUekardson    ...1838 

and  Pointed  Picture  Play  Book,  2  aeries,  fol.,  each  Zs  M Dean 1857 

Oonunentary  on  the  Gospek,  complete,  7  ▼.  12mo,  2Bs  6d J.H,AJ.Pairheri^$$ 

Matthew,  2  Pts.,  Is ;  Mark,  U  6<2  ;  Luke,  2  Fts.,  Is  ;  John,  2  y.  10«. 
Prayer-Book  Venion  of  the  Psalms,  2  t.  12mo,  10*  6<f     ..  J.H.AJ.Parheril^'j 

Guide  to  Commercial  Law,  18mo,  Is  M  .: Washbowme  ...1848 

Bxecutors  and  Administrators,  18mo,  2s Washbourne  ..,1838 


Inatroctions  to  Make  a  Will,  18mo,  1<    v Washbourne  ...185a 

Law  of  Wills,  Executon^  &c.,  18mo,  8f  0(2 Washbourne  ...1850 

Lectares  on  Genesis  for  Family  Beading,  by  a  Lady,  12mo,  4s Pickering  1841 

Letters  to  Parents  of  Sunday-School  Teachers,  18mo,  Is   B.  L,  Oreen  ...1850 

or  Ringlets?  by  Author  of  Handley  Cross,  &c.,  8to,  14*  Bradbury i860 

Pftpers  on  Prophetic  and  other  Subjects,  12mo,  3f Partridge 1855 

Parocliial  Sermons,  by  C.  F.  C.  P.,  12mo,  6« BelldtDaidy...i%S7 

Sermons,  by  Clergy  of  the  Church,  2  t.  18mo,  *Is CUaver  1850-7 

Contributon  to  Tracts  for  the  l^es,  10  t.  8yo,  each  6<  6d RivingUm  ...1840-8 

on  the  Book  of  Common  Ptayer,  12mo,  5t  J,HJsJ,Parkerils^ 


Sunday  Headings  for  Farm-Boys,  new  edit,  18mo,  2»  Nisbet 1861 

Things  for  XatUe  Folks,  18mo,  Is Darion  1850 

Thoughts  and  Rules  for  InterpretaUon  of  Prophecy,  Is Sim]pkin 1853 

Tracts  on  the  Holy  Seasons,  18mo,  2sZd Cleaver 1858 

Words  about  Sickness,  by  a  Doctor's  Wife,  fcap.  8to,  Is  6(i Seeley i860 

on  Important  Subjects  to  all  Chisses,  12mo,  2s  Hd  Simpkin ..1841 

Our  Duties  at  Church,  12mo,  ls6d BelltkDaldy  .1857 


Plaint  of  Freedom,  a  Poem,  4to,  6s  /.  Watson 1853 

Plan  for  Settlement  of  the  Sale  and  Transfer,  &o.,  of  Land  Question,  2nd  edit.,  8to,  2t  Simpkin 1862 

Planch^  (y:J2.)  Descent  of  the  Danube,  Ulm  to  Vienna,  12mo,  6«  6d Porter   1836 

> HistoryofBritishCostume,12mo^4«6<i— red.2sS(2,i^atta/t,2T.18mo,8s  C,  Cox  1847 

■ King  Nut-Cracker,  a  Fairy  Me,  4to,  8s  6d,  Tegg,  1853— red.  to  Is  ..  Orr 1854 

— ^-^—  Popular  Faixy  Tales,  Illustrated,  post  8vo,  7s  6rf,  1857;  new  edit.,  6«  Boutledge  i86a 

PursniTant  at  Arms,  8to,  12s,  W,  N.  Wright— red.  to  6s Hardwicke 185a 

Begal  Records  :  Coronations  of  Queens,  12mo,  6s  dd Chapman  A  H,i%^% 

Souvenir  of  the  Bal  Costume,  Noe.  1  and  2,  folio,  each  21s  Longman  184a 

P1an«^  (O.J')  Introduction  to  Sacred  Philology  and  Interpretation,  2  ▼.  12mo,  12f  ...  Hamilton  ...1834-7 

Plancy  {J.Cde)  Legendsof  the  Commandments  of  GK>d,  transl.,  12mo,  2s  6<2  Dolman 1851 

Plane  Geometry  (Bducational  Course),  new  edit.,  fcap.  8to,  2s  ;  Key,  2s Chambers  x86i 

Plans  and  Elevations  of  Labourers*  Cottages,  Bedford  Bstate,  4to,  10s  6d Day   1850 

for  Gentlemen's  Libraries,  with  Remarks  on  their  Formation,  &c.,  12mo,  2s  6d  Saunders  A  0.  1858 

Rant  {R,  W.)  Gardener's  Dictionary,  post  8to,  6s    Oroombridge  ...1849 

(iSsm.)  Sermons  at  Weston-on- Trent,  12mo,  6s Modey   1857 

Plantagenet)  a  Novel,  8  v.  post8vo,  81s  %d Macrone    1835 

Planter  (The)  ;  or.  Thirteen  Tears  in  the  South,  by  a  Northern  Man,  12mo,  6s   Philadelphia... 1%^^ 

Planter's  Victim  ;  or.  Incidents  in  American  Slavexy,  illust.,  cr.  8vo,  6s Philadelphia... 1%^^ 

Plants,  Containing  Seed,  Leaf,  Flower,  Fruit,  and  Grass,  16mo,  Is  M ;  cold.,  2s  M  Bel,  Trad  See.  1841 

of  other  Lands  Useful  to  Man,  4to,  6s  6d    Darton  1843 

Plato,  Works,  Selections  from,  by  Lady  Chatterton,  fcap.  8vo,  4s Bentley  .: i86a 

translated  by  Oary  and  Bur;^  6  v.  post  8vo,  80s  JT,  Bohn...iZ^Z-$4, 

Apolpgin  Socratis,  Gr.  (Classical  Series),  12mo,  2s  WeaU i86z 

by  a  Graduate,  12mo,  red.  to  Is  6<2 Beil  A Daldy...iS6^ 

Notes  by  Smith,  12mo,  6s Walton  1857 

-Stanford,  8vo,  10s  6d  Whittaker 1849 


transL  by  Dr.  Giles,  12mo,  2s  Cornish i860 

Stanford,  8vo,  6s  6d Longman  1835 

•  as  Bead  in  English,  being  an  Address  to  some  Friends,  post  8vo,  Is  /.  Chapman  ...1854 

<  contra  Atheos,  by  T.  Lewis,  post  8vo,  9s Wiley 1845 

-  Dialogaes  and  Apology  of  Socrates,  transl.,  12mo,  is6d WatMoume  ...1845 

-  for  English  Readers,  byWhewell,  fp.,  V.l,7s  6d;  V.2,6s  6d;  V.8,7s  6d  Macmillan i860 


-  Doctrine  on  the  Rotation  of  tJie  Earth,  &c.,  by  Geo.  Grote,  8vo,  Is  6d Murray i860 

•Gorgias,  Gr.,  Stallbanm's  Text,  Notes  by  Woolsey,  cr.  8vo,  7s Wiley 1843 

•Menexenus,  Gr.,  12mo,  2s  Parker  A  Son    1848 

•PhiDdo,  from  Bekker's  Text,  12mo,  2s    Parker  A  Son,. it^6 

transL  by  Stanford,  new  edit,  8 vo,  8s  6d    New  York 1849 

-  Pbsdms,  reoensnit  C.  Badham,  12mo,  ls6d  Parker  ik  Son.. iZ^i 

Lysis,  and  Protagoras,  transl.  by  Wright,  12mo,  4s  6d   Parker  A  Son..\%^% 


•Philebns,  Introduction  and  Notes  by  Dr.  Badham,  8vo,  ts Parker  A  S<m..i%\^ 

•'  revised  Text  and  Bnglifth  Notes  by  Potte,  8vo,  7s  dd  JM.AJ.Parkeri%6o 
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PUto,  Philebua,  inBnglwh,  by  Porte,  8to,  8f  6d J.B.deJ,Parktri%s'i 

ProtagorBB,  Gr.,  Analysu  and  English  Notes  by  Wayte,  12mo,  5$  6<i Bdl  A  I>a2i^...i854 

Republic,  for  English  Readers,  by  W.  WheweU,  fcap.  8vo,  7«  6(2  MaemOkM    ...iS6i 

trans!,  by  Vaughan  and  Davies,  post  8vo,  10s  6d MacuUUam   ...1851 

Theatstns,  with  revised  Text  and  Notes,  by  Rer.  L.  Campbell,  8vo,  9$ J. H.deJ. Parker i%ii 

PlHtt  {Rt.)  Easy  System  of  Vocal  Music,  8to,  2«  6c{    A}^ 1850 

{Tho.)  Treatise  on  the  Law  of  Leases,  1847,  &o.,  2  ▼.  roy.  8to,  50s' Maxwell    1847 

{Wm.)  Betty  Westminster  ;  a  Novel,  8  v.  post  8vo,  81«  6d Newl^    1859 

— ^— —  Linden  Manor  ;  or,  Rural  Recollections,  post  8vo,  lOt  tkl  '.  Saunden  it  0.  1855 

■  Mothers  and  Sons,  a  Novel,  8  v.  post  8vo,  Sit  M SheA  1857 

Story  of  a  Lost  Life,  8  ▼.  post  8vo,  Sit  6<f  Newbji    i860 

Tales  of  the  Mountains;  or.  Eastern  Belgium,  2  ▼.  12mo,  12s  Pickarmg 1851 

Tom  Thornton  ;  or,  Last  Resources,  8  ▼.  post  8vo,  81<  6d  J<u.  Blaekwoodiis^ 

Yorke  House  :  a  Novel,  8  v.  poet  8vo,  81»  6d  A'eic6y    1861 

Platter  (T.)  Autobiography  of,  trans,  from  the  Gennan,  ISmo,  28,  '39  ;  new  edit,  Is  Wertheim  1846 

PUttner  (C.F.)  Use  of  the  Blowpipe  for  Minerals,  Ores,  &o.,  8vo,  10s  M  Walton    1849 

Platts  (/.)  and  Wrigley  (A.)  Companion  to  Wrigley's  Examples  fc  Problems,  Svo^  15s  BtU  A  Daldff  .1861 

{J,W.)  Dictionary  of  English  Synonyms,  12mo,  8s  6(f Stanford    1845 

Plautus  Aulularia,  Latind,  Notes  by  Hildyard,  8vo,  7s  M Parker  Jk  Son  1839 

ComasdisB  ;  ex  recens.  F.  Ritchelii,  Y.  1  and  2,  8vo,  each  14s WiilianudsN.^^s^ 

.. English  Notes  by  Valpy,  12mo,  4s  6<i Longman  1835 

— ^— translated  by  Riley,  2  v.  poet  8vo,  10s H.Bokn 1851 

MensBchmw,  Latind,  Notes  by  Hildyard,  8vo,  7s  6<i  Parker  A  So%.. .il^o 

. Miles  QlorioBua,  Latind.  12mo,  2s Parker 4e Son... it^l 

—  Trinummus,  Latind,  ISbno,  2s  Parker  A  Son  Ais% 

in  English  Terse,  by  an  Old  Westminster,  12mo,  Is J.HJs  J. Parker  1%^ 


Play-Day  Book  ;  Simple  Stories  for  Little  Folks,  18mo,  Is  td Knight  ie  Son  .1861 

Play  Hours;  or,  the  Happy  Children,  16mo,  square.  Is £el,  TraelSoe.  1842 

Player  (Jno,)  Home  ;  or,  the  Months,  a  Poem,  12mo,  3s  M   Ward 1838 

Sketches  of  Saffron  Walden  and  its  Vicinity,  8vo,  5s  9d Longnum 1845 

Playfair  (/no.)  Elements  of  Oeometiy,  10th  edit.,  12mo,  6s  6cf— red.  to  5s Longman  1846 

— Supplement  to,  by  Duncan,  8vo,  21s Wh^itaker 1839 

{Robt.)  Recollections  of  a  Visit  to  the  United  States,  post  8vo,  5s HamiiUm  1856 

Playfair  Papers;  or,  Brother  Jonathan,  a  Novel,  8  v.  post  8vo,  81s  6c? SaundertA  0.  1840 

Play  ford  {Fra)  Practical  Hints  for  Investing  Money,  new  edit.,  post  8vo,  2s  6<i Smith  A  Elder  1858 

{Tho.)  Discourses  on  the  Second  Appearing  of  Christ,  12mo,  8s  6<2 Oroombridgt  ...it^i 

Playmate  (The)  Companion  for  Spare  Hours,  2ser.  sq.ea.8s6<f,i847  9;  inlv.l2mo,5s  Boffne 1851 

Plea  for  Irebind  by  a  Member  of  the  R.  T.  A.,  8vo,  2s  6<2 Parker  A  Son  1840 

Seasons  and  Places  of  Spiritual  Retirement,  12mo,  2s  M Whitiaher i860 

the  Imprisoned  :  Extracts  from  Prison  Reports,  8vo,  7s MitduU 1841 

^-^— -^  Poor  Man's  Holiday,  a  Poem,  by  M.  A.  H.,  poet  8vo,  Is HouUton  1859 

Urania  :  Sketch  of  Celestial  Philosophy,  post  8vo,  5s Piper 1854 

Weekly  Observance  of  the  Lord's  Supper,  18mo,  2s Ward 1843 

of  Presbytery,  in  Reply  to  Boyd  on  Episcopacy,  12mo,  6s6<i ffanUUon 1840 

Pleading  with  Qod  ;  or.  Extracts  from  various  Authors  on  Prayer,  ISmo,  2s  6d Seeley 1851 

Pleasant  Art  of  Money  Catching,  32mo,  2s    BamUton 1847 

■  Conoeites  of  Old  Hobson,  the  Merry  Londoner,  1607,  ed.  by  Halliwell,  p.  8vo   Percy  Soc n.d. 

Fruits:  Tales  for  the  Young,  by  Rev.  H.  Vine,  18mo,  2s  6d  Seeleg 1857 

History  of  the  Two  Angry  Women  of  Abington,  edited  by  A.  Dyoe,  p.  8vo...  Percy  Soc s.  d. 

Hours  :  a  Monthly  Journal,  Vol.  1,  12mo,  ls4<<,  1861;  VoL  2,imp.8vo,ls  8d  Natiomal  6be...i86i 

Mornings  at  British  Museum  :  Historical  k  Nat  Hist  Depart  18mo,ea.  Is  6<<  Rd,  TV.  Soc  185M 

. Pages  :  Instraetion  on  various  Subjects,  6  V.  12mo,  each  3s  6<i    HouUOon  1853 

Pastime  ;  or,  Drawing-Room  Dramas  for  Youth,  16mo,  2s  6cl-red.  to  Is  ...  A.  Hall 1850 

Quippes  for  Upstarts,  by  Stephen  Gk)8son,  8vo,  Is  M   /.  R,  Smith  ...1847 

Reading-Book,  edited  by  Mrs.  C.  Butler,  Idmo,  Is  6d Dean  A  Son  ...1854 

^—»- Stories  and  Amusement  for  Toung  Folks,  16mo,  2s6<2 Dean  d:  Son  ...1851 

Tales  for  Little  People,  18mo,  2s  6<2    Dean  A  Son  ...1850 

by  Popular  Authors,  Illust,  er.  8vo,  9$ Routledge 1861 


Pleasing  Nursery  Cobuped  Picture  Book,  roy.  8vo,  7s  6ci Dean 1854 

■  Tales  and  Pretty  Pictures,  roy.  8vo,  2s  6d Ward  A  Lock  1859 

Pleasure  Books  for  Toung  People:   140  Pictures,  new  edit,  sq.  16mo,  5« Low   1857 

Tour  in  Ireland,  18mo,  2s  6<f  ...  Stocking 1838 

Pleasures  of  Faith,  a  Poem,  12mo,  S»  Bd Hamilton  1848 

Plebeians  and  Patricians,  by  Author  of  Old  Maids,  8  v.  post  8vo,  27s  Smiths  Elder  1836 

Plenderleath(Tr.C.)  Parish  Priest's  Visiting  List,  82mo,  Is  6d Mattert 1858 

Plighted  Troth,  a  PUy,  8vo,  5s SanndenAO.,iUt 

Plimsoll  {Tho.)  Our  Black  Diamonds,  their  Origin,  Use,  and  Value,  fcap.  8vo^  2s  ...   Weale 1861 

Plint  (77u>.)  Crime  in  EngUmd,  its  Relation,  Character,  fca,  post  8v0k  5s CaA  1851 

Pliny,  Epistohe  Select»,  English  Notes  by  Edwards,  12mo,  2s  6d  Parker  4k  Son,.  i%st 

Natural  History,  7  v.  roy.  8vo,  78s  6<i WemerianCLiliSt 

■ transl.  by  Bostock  and  Riley,  6  v.  post  8vo^  each  5«    ff,  Bohn 1854-7 

Plisson  ((?.)  Bxtndts  de  Biographie  et  d'Histoire,  12mo,  4s Longman  1859 

Plot  and  a  Peerage,  12mo,  8»  6d Tegg 1847 

Piotinus  (P.)  Opera  Omnia,  cura  Creuxer,  8  v.  4to,  6/  6s,  Oxford,  1835— red.  to  28f  MaemUlan    ...i86s 
PioU  (C7arQ  French  Vocabulary,  edited  by  Arnold,  12mo^  it  6d    ^,  Bivkigtm 1S50 
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Floti  (CoW)  Gennan  Yoeabolary,  edited  by  Arnold,  12mo,  ii    Rtvington  1850 

Pkioghing  and  Sowing  :  Annals  of  an  Eyening  School  in  Torkshire,  i  ed.,fp.8T0,S«  6d  MozUy x86a 

Floes  (Jfoi^.)  I^^b'^Im  ^  Search  of  Ferns  and  Mooaes,  16mo,  each  1<  UouUton   x86x 

Wild  Flowers,  illust,,  post  8vo,  6a CoU.Gard,  0^,  i86» 

Flog  (P.)  Biaeoita  and  Grog,  ISmo,  Is Darling 1848 

PlQmb>IiiDe  ;  or,  the  Tme  System  of  the  Interpretation  of  Scripture,  Svo,  2<   A.  Hall 1861 

Fiambe  (S.)  on  Diseases  of  the  Skin,  4th  edit.,  Svo,  21s— red.  to  6«  Qd    H.  Bokn   1837 

Flumer  (/./.)  Maniud  of  Family  Pmyers  for  Every  Day,  12mo,  6s Bum*    1845 

Plomley  (Jfoh^cia)  Days  and  Nights  in  the  East,  12mo,  \0»M Newhy 1845 

Flummer  (/no.)  Songs  of  Labour,  Northamptonshire  Rambles,  &c,  fcap.  Svo,  5i Tweedit x86x 

(MaL)  Clergyman's  Assistant  in  Visiting  the  Sick,  12mo,  3s  6<i Burnt    1846 

Obeerrations  on  the  Book  of  Common  Prayer,  new  edit.,  12mo,  4s  ^d  Cleaver 1854 

(iZ.)  Memorial  of  B.  PoUard,  the  Snooeesful  Class-Leader,  12mo,  2s  6d  ...  Simpkln x86x 

(Tho.)  Pope's  Dream  ;  or,  Pio  Nono  in  Purgatory,  a  Tale,  fcap.  Svo,  Is Judd i860 

Phmpton  Correspondence  in  the  XV.  and  XVI.  Centuries,  edit  by  T.  Stapleton,  4to  Camden  80c.  ...1839 
Flunptre  (f.^.)  Sermons  at  King^s  College,  London,  I2mo,  2s  6d BtUds  Daldy...\%S9 

{Hden)  History  of  Joseph  and  Joshua,  ISmo,  each  2s  6(2 NUbet 1848 

■ Moaea  and  Samuel,  ISmo,  each  3s    Nubei 1848 

Letttrs  selected  fxt>m  her  Correspondence,  2nd  edit.,  cr.  Svo,  ^ Nuhet 1847 


Scripture  Stories,  ISmo,  3s Nuhtt....^ 1848 

Teacher  of  Babes,  ISmo,  Is A'i»6c< 1847 

—  (/.P.)  Faithful  Friend  :  B«Iigious  Conversations,  I2mo,  2s  6<i  ...  Nisbet 1853 

■  Flower  of  Spring  :  a  Call  to  the  Toung,  new  edit.,  12mo,  2s  6(2 Nitbet 185a 


Flumtree  {C.J,)  Principles  and  Practice  of  Elocution,  fcap.  Svo,  2s  6<i J.H.d:J.Parheri%li 

Fiankett  {Edv.)  VhsX  and  Future  of  the  British  Navy,  2nd  edit.,  post  Svo,  Ss  6(1 Longman  X847 

Translation  of  Graviere's  Naval  History,  2  v.  post  Svo,  18s Limgman  1848 

(ir.(7.)  Speeches  at  the  Bar  and  in  the  Senate,  edited  by  Hoey,  I2mo,2s  6c{  Duffy 1856 

Plan  (/osJL)  The  Church  at  Home,  I2mo,  Is  Wki^dd, 1859 

Flundityof  Worida,  an  Essay,  Svo,  Ss  ;  new  edit.,  I2mo,  6s;  Supplement,  Is Parker  d:  Son.,  i%s\ 

The  Positive  Argument  finom  Scripture,  12mo,  Ss  6<2 Bagder 1854 

Ph-ri-bus-tah :  a  Song  that's  by  no  Author,  by  Philander  Doesticks,  post  Svo,  6s    ...  New  York 1856 

Fhtaxch,  Ghreek  and  Latin,  edited  by  D&bner,  2  ▼.  roy.  Svo,  86s Di<iot 184a 

History,  in  a  Series  of  Lives  from,  by  A.  H.  Clough,  fcap.  Svo,  6«...  Longman  i860 

Lives,  Dryden*s  TransUtion,  by  A.  H.  Clough,  5  v.  Svo,  60s Low    X859 

by  Langhom,  new  edit.,  2  v.  Syo,  IOs,  H.  Bohn,  X851;  I  v.  Svo,  6s  Tegg  186a 

^— — Long,  6  ▼.  ISmo,  7s  6^  0.  Cox  1844-6 

of  Solon,  Pericles,  and  Philopoemen,  I2mo,  2s  , Pariber  ^  5o»..  1850 

-^—  On  Delay  in  Punishment  of  the  Wicked,  Notes  by  Hackett,  I2mo,  4s  Qd  ...   Wiley 1844 

Vit»  Lycurgi  et  Numse,  post  Svo,  6s,  WhiUaker,  1845;  I2mo,  Zs  6d Simpkin x86a 

Fljmouth  Brethren,  an  Examination  of  their  Opinions,  by  C.  Bust,  12mo,  Is Simpkin 1844 

— ^ Collection  of  Hymns  and  Tunea,  edited  by  C.  and  H.  W.  Beecher,  Svo,  9s  New  York 1855 

without  Tunea,  I2mo,  7s  6<i  ;  24mo,  6s;  32roo,  4s  ...  New  York X855 

Pocket  Commentary  on  the  Old  Testament,  ISmo,  2sM Bel,  Tract  Soe.i%$o 

Companion  for  a  Pilgrim,  ISmo,  Is  Wertheim  1854 

Formulary  and  Synopsis  of  the  Pharmacopoeias,  82mo,  Is  Sherwood 1840 

Manual  of  Maxmers,  roy.  S2mo,  Is  M W.Smith 184a 

Qnintant  and  Polymeter,  Svo,  8s  Simpkin 1841 

Register  of  Target  Practice,  oblong  ISmo,  Is    Longman  x86x 

Pocock  ((?.)  Sacred  Lyrics  for  Youth,  I2mo,  6s Sherwood  1838 

Use  of  Kite  Carriages,  roy.  4to,  20s;  cold.,  25s S/ierwood  X837 

(/.)  Bankers'  and  Merchants*  Time  Reckoner,  on  a  Card,  2tM Snow 1851 

(Zew.)Onthe  Nature  of  Life  Assurances,  post  Svo,  7s Smith  A  Elder,  184a 

{N.)  First  Two  Books  of  Euclid's  Elements,  after  Simpson's  Text,  Svo,  4s  6d    Longman   x85a 

Pococke  {£.)  India  in  Greece  ;  or,  Truth  in  Mythology,  new  edit,  post  Svo,  5s     Onffin    x85$ 

Podmore  (ifary)  Memoir  of,  by  J.  Hoghes,  ISmo,  2t  6d    Simpkin 1836 

Foe  {Edgar  A.)  Woriu,  with  a  Memoir  by  Griswold,  4  ▼.  cr.  Svo,  2Ss New  York 1856 

— Eureka,  a  Prose  Poem,  post  Svo,  4s  6<i   J.  Chapman...  iS^i 

' Poems,  82mo,  4s New  York 1861 

• Poetical  Works,  with  Memoir,  illust.,  Svo,  2Is,  Zov,  '57;  fcap^,  Ss  6d  Griffin   x86a 

Raven,  and  other  Poems,  post  Svo,  2s  6(2 WUey 1846 

Tales,  square  1 2mo,  8s  M Wiley 1845 

and  Poems,  12mo,  Is Vizetelly    185* 

• — Sketches,  with  the  Raven,  I2mo,  Is Boutledge 185a 

"^ '  of  Mystery,  Imagination,  and  Humour,  new  edit,  I2mo,  2s...  C.  H,  Clarke.. li $6 

• Wonderful  Adventures  of  A.  Gordon  Pym,  fcap.  Svo,  Is  Kent  x86i 

and  Dana  {R.H.)  Poetical  Works,  ISmo,  2s,  1857  ;  24mo,  n.  ed.,  2s  Boutledge  i860 

Poem  on  the  Times  of  Edward  II.,  edited  by  C.  Hardwick,  post  Svo Percy  Soe, n.d. 

Poems,  fcap.  Sto,  fis HaJLchmrd i860 

and  Essays  :  a  Book  for  the  Times,  by  Dalmocand,  I2mo,  8s  td  Partridge  ^  0.  185X 

' Pictures,  2  e.,  4to,  42s,*46;  n.e.,  4to,  ISs,  Buni$,  '54;  and  n.e.,Svo,  2Is  Low  <k  Co 1859 

for  Toung  Friends,  by  Liisy,  sm.  4to,  Is  6<i Darton 1857 

Songs,  byB.  H.  B.,  I2mo,  6s Pickering 1848 

Ballads,  and  Ditties,  by  a  Tradesman,  I2mo,  8s  6d    Salmon 1854 

Songs  oif  the  Peasantry  of  EngUmd,  edited  by  J.  H.  Dixon,  p.  Svo  Percy  Soc n.d. 


-by  a  Father  and  Daughter,  I2mo,  Si6d   Sawndert4ii0..i%^s 
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FoemB  by  a  Member  of  Oxford  UnWendty,  12mo,  8i  6<2 Pichering 185X 

——— Painter,  fcap.  8to,  5< Bladewood»....i%^i 

■  Prisoner  in  Bethlehem,  edited  by  John  Peroeral,  12mo^  Si  6e2  E.  WiUon 1S51 

an  Indian  Offieer,  post  8to,  4<  dd Sawiden  ds  0,i%si 

»  Aoidoe,  Sro,  16« Uookkam 185J 

,  Author  of  John  Halifai,  Qentleman,  poet  8to,  10s  6<I    Hur$t  dt  B.  ...1S59 

Patience  of  Hope,  fcap.  8to,  6s HanilUm 1861 

■  Paol  Ferxoll,  incladlng  IX.  Poems  by  Y.,  12mo,  6«    Saundends  O..1856 

Uriel,  new  edit.,  I2mo»  2t J.Chapman  ...1859 


.  Kldred,  12mo,  3<  M   Kent 1859 

.  Fritz,  8rd  edit,  I8mo,  Is  6d Keni 1861 

-andliiolet,  12mo,  It  6d  Piper 1849 


Helen  C,  12mo,  2«  6<i   WetterUm  1855 

Isa,  12mo,  4f  6d Bladneoodi  ...1856 

L.,  po8t8TO,  8<6(2;  2nd  series,  itSd;  8rd  series,  4$  6d  Whii/ield ,.,i%si-eo 

Lily,  12mo,  8t,  1857— red.  to  2# Simp]^ 1859 

Linns,  fcap.  8to,  61  6d Whi^eld  i860 

M.  S.,  fcap.  8vo,  8*  M A.  ffaU i860 

Melanter,  8to,  4«   SaundendsO,  1854 

Mona,  18mo,  1«  6d Kent 1859 

E.  E.  8.,  poiit  8to,  7$  6d    Churion 1853 

Viator,  8to,  2t  6d Saund€r$d:0,  1843 

Dramatic,  edit,  by  the  Dean  of  Bxeter,fcap.  gvo,  6$ Pickering 1S40 

translated  from  the  German,  by  J.  S.  Stoc^,  sq.  cr.  8to,  10<6<2 Lvngman  1S61 


collection  of ,  by  La  Dnchesse,  12mo,  3s  6<i  Simpkin 1861 

from  Yarions  Aathora,  for  Tooth,  post  8to,  lt6d Limgrnan  1857 


—^— for  a  Sick  or  Melancholy  Hour,  12mo,  8s6<i HouUtion  1845 

.; Youth,  by  a  Family  Circle,  edited  by  JoTons,  18mo,  Is  6(< Harvey  1841 

. from  aNote  Book,  by  C.  J.  Y.,  sq.,  Ss  6d Seeky 1850 

Hymns,  Odes,  ko.,  by  an  Old  Sailor,  8to,  3s  6d Orr    1849 

. of  Early  Years,  by  a  Wrangler,  12mo,  fit   Pickering 1851 

Nature  and  Grace,  by  a  Lady,  12mo,  2s  W T,  BumpuB   ...1855 

,  the  Sempills  of  Beltrees,  Notes  by  Paterson,  post  8to,  10s  6<2 Longman  1849 

. on  Slavery,  by  Longfellow,  Whittier,  Stowe,  &c.,  12mo,  Is    Clarke  dt  Co,... it  si 

— .  Subjects  in  the  Old  Testament,  2  parts,  18mo,  each  Is    Matters 1857 

Sacred  and  MisceUaneous,  by  H.  G.,post  8to,  isQd    Wkittaker 185a 

-----      -  -  jg^ 


-Secular,  Serious,  and  Sacred,  by  Owen  Glendower,  B.A.,  fcap.  8to,  Zs  6d Simpkin.. 


. Songs,  &o.,  in  the  Westmoreland  and  Cumberland  Dialects,  post  Sto,  9s    J.  A  Smith  ...1840 

Poet  of  the  Age:  a  Satirical  Poem,  with  Bemarks  on  Decline  of  Poetry,  12mo,  Ss  6^ .  ffardwUke    ...186a 

. or  Invocations,  Lamentatioos,  &e.,  of  a  Madman,  post  8vo,  5s    Saunders^  0.  1841 

Poetfs  Daughter,  a  Novel,  3  v.  post  8vo,  31s  6d Macrons  1838 

^-^  Di«am,  a  Tale  of  Christmas,  new  edit.,  12mo,  8s  6d — ^red.  to  Is  6d «...  Houhton   1853 

Wit  and  Humour,  Selected  by  W.  H.  Wills,  illustrated,  sm.  4to,  21s  BeUdsDald;g...i%i>o 

Poets  Gneci,  translated,  12mo,  4s Rivingtcfn  1847 

. Scenici  Grsci,  edited  by  Professor  Dindor^  3rd  edit.,  imp.  8vo,  21s  NuU  1861 

PoeUc  Companion  for  the  Firemde,  the  Fields,  &c.,  12mo,  3s6<l J,P,  Bdvardtits^ 

. Gleanings,  by  a  Governess,  18mo,  2s R.  Clarke 1841 

Meditations,  by  Villars,  12mo,  Is  W Hamilton  1856 

-Offering,  Original  and  Selected,  new  edit,  roy.  32mo,  2sd<i   Masters 1846 

-Prism,  edited  by  E.  N.  Greville,  post  8vo,  10s Cundall 1848 

-Wreath,  Chaucer  to  Wordsworth,  12mo,  7s   Newman    1839 


Poetical  Book  of  Fate,  18mo,  Is  6d  Netoby    1844 

Cabinet  for  Youth,  18mo,  2s  6<i   HouUton  1845 

Exercises,  square.  Is  6d Simpkin 1843 

Forget  Me  Not,  82mo,  2s Darton  1836 

Gleanings,  12mo,  2s  Madden 1843 

.  Hints  on  Art  of  Yerse,  by  a  Practitioner,  post  8vo,  2s  M ffatdkard 1851 

History  of  England,  18mo,  Is Dean 1859 

— —  Illustrations  of  Wellington's  Achievements,  8vo,  12s Simpkin 1851 

«— -  Miscellanea,  by  a  Commander  of  H.M.  Indian  Navy,  8vo,  As  6d Skefington 1858 

.  Miscellanies,  from  MSS.  temp.  James  I.,  edit,  by  J.  0.  Halliwell,  post  8vo  .  Percy  Society... n.d. 

Sketches'of  Events  in  the  History  of  Modem  Europe,  post  8vo,  8s  6d Longman  ..   ..1858 

Poetry  Book  for  Children,  lUustiated,  12mo,  6s,  1853— red.  to  2s  6<i   BeUdsDoi^  1855 

National  Schools,  12mo,  Is BtUdtDald^  1856 

for  Children,  Home  and  School  Use,  18mo,  Is Binns 1855 

Play  Hours,  by  Gerda  Fay,  sq.  16mo,  Ss  6(2    Belldk  DMy...i%(iO 

from  Life,  by  C.  M.  K.,  12mo,  6s Smith  di  Elder  1856 

Instructive  and  Devotional,  18mo,  2s R,  r.  C&irie...i84S 

Modern  Romance  &  Rhetoric,  from  Ency.Britannica,  7e.,p.8vo,6s,*39— red.Ss6(i  Simpkin 1851 

^~  of  Common  Life,  Preface  by  the  late  Dr.  Arnold,  12mo,  2s  6d  S.  Clarke  1844 

Flowers;  or,  Flora's  Lyre,  18mo,  2s  6rf   Bogue    1841 

Love,  from  Celebrated  Authors,  82mo,  2s  6<i  Darkm 1841 

Music,  32mo,  Is Nelson   1846 

Nature,  Selected  and  Illustrated  by  Harrison  Weir,  sq.  8vo,  12s   Low i860 

the  AffectionB,  32mo,  2« I>arkm 1841 
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Poetiy  of  the  Anti-Jacobin,  witb  Notes  by  0.  Edmonds,  12mo,  0t WiUis    1854 

. Codex  Vepcellensis,  edited  by  J.  M.  Kemble,  8to ^Ifrie  Society  184$ 

Fassioni^  chiefly  from  Bxitish  Anthon,  18mo,  3f  6d Bogue 1840 

SeMons,  and  Kingdom  of  Nature,  32mo,  St  6d,  1842 — ^red.  to  2t Hamilton  1854 

•Sentiments,  18mo,  2i  6d Bogue 1841 

•  Tear:  Selections  from  Poets  on  the  Seasons,  sm.  4to,  26f Bell  A  Daldy    1851 


PSssiand  F^resent;  a  Collection  for  erexy  Day,  ISmo,  At  6d   Mozley  1849 

Poets  and  Poetry  of  Hnnster,  with  Poetical  Translations,  by  Mangan,  2nd  ed.,  fp.  fit   /.  R.  Smith  ...1851 

of  America,  edited  by  Keese,  post  8to,  14t Bogue    1839 

— — —  the  BUsabethan  Age,  a  Selection  of  Songs  and  Sonnets,  illust.,  or.  8to,  7t  6<2  Low   1861 

West:  American  Poems,  with  Memoirs,  8vo,  10s  6d Low   1858 

Woods;  Poetry  and  Pictures  of  English  Song  Birds,  4to,  15t   Bo$worth   1852 

Selections  from,  new  edit.,  cr.  8to,  7tM  Philadelphia... li^S 

Poett  (/at.)  Treatise  on  Core  of  Stammering,  0th  edit.,  18mo,  8t HighUy 184a 

Poinsot  (Zowit)  Elements  of  Statics,  translated  by  Sutton,  8to,  4t Belld:  Daldy,..i%^7 

Points  and  Pickings  about  China  and  the  Chinese,  12mo,  6t->red.  to  8t  6<f  QrijjUh^P.  ...1853 

PoiaoneiB  and  Propagandists  ;  or,  a  Developed  Age,  a  Tale,  2  y.  12mo,  12t  fid WesterUm  1856 

Poisoning  and  Poaching,  8to,  It Hamilton  i860 

Poisson  {S.D.)  Treatise  on  Mechanics,  translated  by  Harte,  2  ▼.  8to,  28t Longman  1843 

Poiz-l^l  {J.de)  Grammar  of  Household  Words,  English  and  French,  12mo,  isM...  Longman  i86z 

Polack  (J.S.)  Manners  and  Customs  of  New  Zealanders,  2  t.  post  8to,  16t  Madden 1840 

Trarela  in  New  Zealand,  1831-7,  2  t.  8vo,  28t-red.  to  16t   BetUleg 1838 

Poland  (P.D.)  Pearls  Strung,  for  Perusal,  and  imparting  Sterling  Truth,  sm.  4to,  8t6ci  Maalen 1850 

{H.B.)  Trade  Marks  :  the  Merohandise  Marks  Act,  1862,  12mo,  fit  Qd Crockford 1861 

Polar  Seas  add  Begions,  Discoveries  and  Adventures  in,  12mo,  4t  6d NeUon  1851 

Pole  (W.)  Loss  by  Friction  in  Beam  and  Steam  Engines,  4to,  89  M  Weale    1844 

Treatise  on  the  Cornish  Pumping  Engine,  4to,  Plates  folio^  82t Weale    1844 

Pole  Star  of  Faith,  12mo,  2t  6<i SamUUm  1856 

Polehampton  (Art.)  Kangaroo  Land,  er.  8vo,  7$  6d Beatley  1861 

(ff.S.)  Memoir,  Letters,  and  Diary,  poet  8vo,  lOt  dd^  *58  ;  n.  e.,  fp.,  fit  Bentley i860 

Poley(£.)yrihadaranvakamKathakam,  ^,  roy.  8vo,  12t   Madden 1845 

Polhill  (£<£«.)  Theological  Works,  8vo,  8t  6ci  Ward 1844 

Police  and  Constabulary  List,  1844,  12mo,  2t  6<2 Parker  d:  Son   1844 

Political  BaUada  during  the  Commonwealth,  edit,  by  T.  Wright,  post  8vo Percy  Soc, n.  d, 

' Dictionary,  Constitutional  and  Le^,  4  v.  post  8vo,  14t   H.Bohn 1849 

-  Economy  for  Use  in  Schools,  12mo,  2t— red.  to  It  6<i Chamhert  i860 

Fame,  an  Essay,  fcap.  8vo,  fit -Pickering 1847 

Oratory,  Speeches  of  Eminent  British  Statesmen,  fcap.  8vo,  fit    Qrifin    1861 

Poems  and  Songs,  from  Edw.  III. to  Hen.yiII.,ed.byWright,2  v.r.8vo,ea.lUt  Zof^^mon...  1859-61 

Principles  and  Political  Consistency,  by  Plain  Facts,  8vo,  2t  6<i  OUivier 1850 

Songs  of  Enghmd,  from  John  to  Edward  II.,  edit,  by  T.  Wright,  4to Camden  <Sbc....i840 

Tracts  of  Menenius,  8vo,  fit    Bidgway    1849 

Polities  for  American  Christiana,  8vo,  8f  Philadelphia. .,iZ^x 

the  People,  8vo,  2t  dcf Parker  df  Son  ,1$^ 

of  another  World,  byMordecai,  8vo,  12t B.  IFOtoA  ......1836 

Politilysis  ;  Means  of  Preventing  or  Effecting  Bevolutions,  roy.  8vo,  20t  Heame 1840 

Polka  Lesson  Book,  82mo,  It 0.  MitchOl  ...1844 

Pollard  {Benj.)  Memorial  of,  by  B.  Plummer,  fcap.  8vo,  2t  M Simpkin 1861 

{B.A.)  Black  Diamonds  gathered  in  Darkey  Homes  of  the  South,  12mo,  St  M  New  York n.  d. 

PoUen  {J.ff.)  Narrative  of  FiveTeara  at  St.  Saviour's,  Leeds,  12mo»  4t  ed Whittaker 1851 

PoUoek(a£:)  County  Courts  Probate  Practice,  by  Nicol,  po8t8vo,  St   Sweet 1858 

Law  of  Evidence  Amendments  Act,  12mo,  St  Sweet 1851 

— Fbwer  of  Common  Law  Courts,  12mo,  St Sweet 1851 

— Practice  of  the  County  Courts,  by  Nicol,  n.  e.,  roy.  12mo,  21t  Sweet 1861 

'-(J.M.)  Life,  Genius,  and  Poetry  of  WilHam  Cowper,  8vo,  It HamiUon  1861 

\Wm.)  Foundations,  a  Series  of  Essays,  cr.  8vo,  6t,iVtt&e<,i857— red.  to  2t6(2  Orifin 1861 

Pollok  (JZo&C)  Course  of  Time,  a  Poem,  12roo,  23rd  edit.,  fit,*6c;  Illust.  sq.  Svo,  21t  Blackwoodt  ...1856 

Lectures  on  Book  of  Bevelation,  V.  land  2,  12mo,  each  fit    A. Hall  ....   1855-8 

' Life  of,  by  David  Pollock,  post  Svo,  lOt  6(2 Blackwoode  ...1843 

Tales  of  the  Covenanters,  18mo,  St  6(2,  1846;  7th  edit.,  red.  to  2t  dc{    HamHton  x86i 

Helen  of  the  Glen,  It — Persecuted  Family,  It— Ralph  Gemmell,  It. 

Polonius,  a  Collection  of  Wise  Saws  and  Modem  Instances,  16m6,  4t  M  Pickering 185a 

Poison  (Are.)  Law  of  Nations,  and  Essay  on  Diplomacy,  by  Home,  post  Svo,  2t  Orifin    1853 

Sketch-Book  of  Law  and  Lawyers,  12mo,  It Boutledge  1858 

{T.R.J.)  Fortune  Teller's  Intrigue,  a  Tale  of  Ireland,  3  v.  Svo,  Sit  6d Orr    1848 

Polvhele  (Rd.)  Eeminisoences,  inPfose  and  Voie,  8  v.  12mo,  Ifii NichoU 1836 

Polybius,  Greek  and  lAtin  Leidoon  to,  Svo,  1  fit Whittaker 1837 

Polyesrp  (^p.  o/^myma)  life  of,  S2mo,  It Haulden  1847 

*- Clement,  and  Ignatius,  Epistles,  transl  by  Chevallier,  Svo,  12t   Rivingt^m  1851 

■ >  Lives  of,  ISmo,  It Hamilton  1849 

Polyglott  Lexicon,  French,  Dutch,  German,  and  English,  2  v.  roy.  8vo,  48t Tegg  1848 

Beading  Book,  Pt.  1,  Hebrew,  12mo,  2t-Pt.  2,  Chaldee,  12mo,  2t Wertheim  1850 

Polygraphia  Curiosa;  Book  of  Initial  Letters,  4to,  21t Bog%te    1844 

Polylogy;  a  Dual-line  of  Paraphrases  of  Wisdom,  &c.,  2  v.  post  Svo,  12t    Boone 1843 

Poljoesia;  or,  Missionary  Toils  in  the  South  Seas,  a  Poem,  poet  Svo,  4i  6<2 Snow 1839 
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Polytwhmc  Journal  8  t.  8to,  44« Ofict    i839-43 

Pomare,  Qaeen  of  Tahiti,  a  Poem,  8vo,  2i    OUiner 1S47 

Pombal  (3fara.)  Memoirs  of,  by  John  Smith,  2  v.  8to,  21< Longman  1843 

Pomeroy  (/.)  Raising  the  Veil,  2  v.  post  8vo,  21f Bentley iSCi 

Pompeii;  its  Destruction  and  Re-diaoovery,  2  t.  18mo,  8j  O.  Cojc  184S 

Poney  and  Pegasus,  post  8to,  It    Kent  i86i 

Poniatowski  {Prince)  Gems,  Photographed  by  Collis,  2t.  roy.  4to,  each  lOl  lOs ^tt^mait...  1856-59 

Ponsonby  ;  a  Tale  of  Tronbloos  Times,  2t.  poet  8yo,  18s,  OUivier\  2  ▼.  l2mo,  10s  6<2  Whittaker 1850 

Ponsonby  (Mn.  C.)  Border  Wardens,  a  Romance,  8  ▼.  post  8ro,  81s  M  Mwiiwur  1844 

..^__ Countess  D' A uTexgne,  12mo,  6s  6<2,  1841— red.  to  4s  dcf L(mgman  1851 

■  Desborongh  Family,  a  Novel,  8  ▼.  poet  8vo,  81»  6rf    Mortimer  1845 

— lAys  of  Uie  Lakes,  and  other  Poems,  12mo,  8f  6<2 Longman  1850 

.^— *- Mysteries  of  Providence  and  Triumphs  of  Grace,  18mo,  Ss  6<2...  Hamilton 1848 

Prot^,  a  Novel,  8  v.  post  8vo,  31«  6rf  HuTMt^kB.   ...1847 

■  (Hon.  H.)  Instructions  for  Officers  and  Non-Commissioned  Officers,  12mo,  2«  Parker  d:  Son  .1850 

(Lady)  Claie  Abbey,  a  Tale,  2  v.  post  8vo,  21s Colbum 1851 

Discipline  of  life,  a  Novel,  8  v.  post  8vo,  81s  M  .., Colbam 1848 

Bdward  Willoughby,  a  Tale,  2v.po8t8vo,  21s  Hurwl^  B.    ...1854 

~~^—^^—  Mary  Gray,  and  other  Tales  and  Poems,  12mo,  6s Hobtf 1851 

^ Mother's  Wal,  a  Novel,  post  8vo,  7s  6rf Ht^rttA  B.    -..1859 

Pride  and  Irresolution,  a  Novel,  8  v.  poet  8vo,  81s  6d  Colbam 1850 

Two  Brothers,  a  Novel,  8  v.  post  8vo,  81s  6(i HuniAe  B,   ...1858 

Toung  Lord,  a  Novel,  2  v.  post  Svo,  2ls Hnrti  A  B.    .•1856 


Pontet  (£V?.)  French  Grammar  and  Exercises,  12mo,  ^m  ;  Key  to,  2s  6<2 HoulMon  1847 

Teacher,  1st  series,  18mo,  Is,  '43  ;  2nd  and  8rd  ser^  ea.  8s  6d  W,  Allan 1852 

8rd  series,  with  Tables  of  Verbs,  12mo,  5t  6d  W.Allan  185a 

Tables  of  French  Verbs,  12mo,  2s  6<i— red.  to  Is W.Allan  1841 


Pontifical  of  Egbert,  Abp.  of  York,  a.d.  782-766,  8vo,  lis  (Surteee  Soc.) Whittaker 1854 

Pouting  (T.  C)  Photographic  Difficulties;  how  to  Surmount  them,  8cc,  er.  8vo,  2i6d  Bland  4s  Co....  1862 

Ponton  (If uNj/o)  The  Sanctuary  ;  its  Lessons,  and  its  Worship,  12mo,  5s  HamiUon  1849 

Fonts  (Tim.)  Topographical  Account  of  the  District  of  Cunningham,  Ayrshire,  4to  ...  MaitlandClah  n.  d. 

Poole  (AUx.)  Essay  on  Man  and  the  Universal  Prayer,  I6mo,  Is  dd Whittaker i860 

(Braiih,)  Ready  Reckoner  for  Tons,  Cwts.,  Qrs.,  and  Lbs.,  new  ed.,  18mo,  2s  ...  Simpkin 1854 

. Statistics  of  British  Commerce,  2  Farts,  post  Svo,  each  4s  M     HamiUon  1S51 

-—((?.ii.)  Character  of  Church  Architecture,  12mo,  8s HouUton  1S4S 

-  Churches,  their  Structure,  *c.,  new  edit,  fcap.  8vo,  2s  6d Bums    1846 

— — — —  History  and  Architecture  of  lanooln  Cathedral Linc.Arek.Soc  1857 

— — ' — of  Bcdesiastieal  Architecture  in  England,  Svo,  12s Mattrrt 1848 

England,  post  Svo,  7s  6<i Mattert 1847 


-  Sermons  on  Association,  &c.,  12mo,  6s  Hafehctrd  1836 

the  Apoeties' Creed,  Svo,  10s  6<i Duncan 1837 

■  Communion,  12mo,  4s  6c2  Matters 1843 


Sir  Raoul  de  Broc  and  his  Son  Tristram,  a  Tale,  12mo,  2s  td Matters 1849 

St.  Cyprian^s  Life  and  Times,  Svo,  12s  Bivington  1840 

Testimony  of  St.  Cyprian  against  Rome,  Svo,  Ss  6<i Duncam 1838 

an<2  Hugall  (/.  IT.)  Churches  of  Scarborough,  16mo,  8s  Matters 1848 

'(Jno.)  Christmas  Festivities:  Tales,  Sketches,  &c,  poet  Svo,  lOs  6d Smith  d: Elder. liAA 

Comic  MiacelUny,  post  Svo,  10»  6d Colbnm 1845 

-Sketch  Book,  2  v.  p.  Svo,  16s— r. to 7s 6e{,^.i7o^n, '44;  12mo, 2s  Boutledge i860 


Crotchets  in  the  Air ;  or,  a  Balloon  Trip,  Svo,  6f CoUmm 1838 

little  Pedlington,  a  Tale,  2  v.  poet  Svo,  21s,  Colbumy  '39  ;  12mo,  Is  6d  Boutledge 1858 

■  Fhineas  Quiddy ;  or,  Sheer  Industry,  8  v.  p.  Svo,  81s  6d,  '42;  12mo,  2s  Botftledge  1859 

(MaU.)  Annotations  on  the  Bible,  8  v.  imp.  Svo,  81s  6d Nitbet    184a 

Dialogue  on  Popery,  82mo,  Is  6d,  Cornish  ;  ISmo,  Is  6d BeL  Tract  Soe.  1839 

— by  Dr.  Cumming,  12mo,  Is  6d A.  Hall 1851 

P.  Hall,  12mo,  3s  Baisler 1840 

—(3fra)  Englishwoman  in  Egypt :  Letters  from  Cairo,  8  v.  ISmo,  4s  dd O.  Cox 1844-48 

-^~(^tcA.)  Centre  and  Circle  of  Evangeliod  Religion,  12mo,  2s Jarrold 1853 

-  Memoranda  on  the  Lunatic  Asylum  of  Montrose,  Svo,  Ss Longman  1840 


'(BJ5.)  Egypt,  Sinai,  and  Jerusalem  Photographed  by  Frith,  fol.,  10  Pts.,  ea.  21s  Virtue  1S62 

Genesis  of  the  Earth  and  of  Man,  12mo,  6s,  1856  :  2nd  ed.,  p.  Svo,  6s  Williams d:  S.  i860 

■  HorsB  JEgyptiacB  ;  Chronology  of  Ancient  Egypt,  Svo,  10s  6d Murrag... 1851 


■  (T.E.)  Life,  &c.,  in  Sierra  Leone  and  the  Gambia,  2  v.  post  Svo,  21s    Bentleg 1851 

(W.F.)  Index  to  Periodical  Literature,  roy.  Svo,  Ss   New  York 1853 

Poor  and  Proud  ;  or,  the  Fortunes  of  Eaty  Redbnm,  fcap.  Svo,  4s  6d Boston,  U.&...iis9 

Artist;  or.  Seven  Eyesights  and  One  Object,  12mo,  6s Van  Voorsi  ...i8$o 

Henry  ;  or,  the  Littie  Pilgrim,  a  Story,  ISmo,  Is  6d Birington 1847 

Law  Act,  with  Notes  by  J.  F.  Archbold,  12mo,  Is Shaw  dt  Sons... ih^ 

Amendment  Act,  with  Index,  ISmo,  ls6d Bichards    1844 

Continuance  Act,  &c.,  12mo,  IsSd C.  Knight 184a 

Commissioners'  General  Order  Book,  folio,  12s  C.  Knight 1847 

Orders,  new  edit.,  post  Svo,  6s C.  Knight 1845 


Official  Circular  of  Public  Documents  and  Information,  9  v.  sq.,  ea.  4s  Sd  C  Knight 185 1 

• Union  Ready  Reckoner,  12mo,  6s C.  Knight 184s 

of  Bdinbnxgh ;  or,  Reoollectiona  of  the  Canongate  in  IS42,  12mo^  Is  6<i Bmngton  1843 
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Poor  Paddy's  Cabin ;  or,  Slavery  in  Ireland,  12mo,  !•  M Wertheim 1853 

Willy;  or,  the  Ragged  Boy,  and  other  Poems,  sq.,  1$ HamiUon  185a 

Ye  have  always  with  You,  12ino,  & Bei^tley  185a 

Poor's  Railroad  Map  of  the  United  States,  incase,  d« New  York 1855 

Poore  {B.P.)  Russian  Gnardsinan,  a  Tale  of  the  Bast,  18mo,  Is  6(2  HoulsUm    1854 

Pbpe  (i/«x.)  Works,  Life  by  Rosooe,  8  ▼.  Svo,  84« Lonpman  1846 

Translations,  and  Life,  Caiy,  roy.  8to,  14«,5mi^,'39;  n.e,,l0$6d  RouUtdge  1861 

and  Letters,  Carmthers,  6v.p.  8vo,  ea.  bM  H,  Bohn    ...1857-9 

His  Descent  and  Family  Connections,  by  Hnnter,  post  Svo,  2s /.  R,  Smith  ...1857 

Homer's  Iliad,  new  edit.,  24mo,  is,  J.  OUheH,  1844  ;  18mo,  2<  6c{ Routltdge  1860 

Poetical  Works,  new  edit.,  feap.  8vo,  3s  6<2,  H.  Bohn,  '47;  l2mo,Za6d  Ifouhton   1860 

ed.  byCary,  12mo,  5s Rnutledge  1853 

Life  by  Carruthers,  4v.  p.8To,  10",  Cooke,  *SV  2  v.  10s  H,  Bohn  1858 

Memoir  by  Croly,  12mo,  6s,  E.  Law,  1854;  fcap.,8s6<;{  Oriffin    i86» 

Dyoe,  3v.  ifmo,  16s  Pickering  1851 

Johnson,  8vo,  2s  Oriffin 1853 

-and  Notes,  by  Gilfillan,  2  t.  8to,  9s  Nitbet 1856 


Reyised  for  Families, by  Macready,f.8T0, 4s  6(2, '49;  di6d  OroomMdge  ...x86o 

iCha,)  Jonmal  of  Trade,  1885-6,  4to,  10s  6d  ;  1856,  roy.  8vo,  21s Office 1856 

H.S.)  Corsair  and  his  Conqaeror,  a  Winter  in  Algiers,  post  8vo,  10s  M Bentley i860 

(Man)  History  of  the  Kings  of  Ancient  Britain,  cr.  8yo,  8s6fi{ Simpkin i86a 

iR.T.)  Roman  Misquotation  Detected,  8to,  9s  6d  ffoldeworth   ...1840 

Pope  (The),  a  Norel,  8  ▼.  post  8to,  81s  6d SaunderadfO.  1840 

and  his  Patron,  by  Author  of  Horace  at  Athena,  post  8vo,  2s    Longman  i86a 

the  Congress,  8to,  Is  Jeffs   1859 

his  Rights  and  Duties,  by  a  Catholic  Layman,  8yo,  Is Ridgway    i860 

Wrongs,  an  Historical  Sketch,  post 8¥0,  2»M  TrUbner i860 


-  or  President,  Startling  Disclosures  of  Romanism,  cr.  8to,  6a6d   New  York 1859 

•  the  Frees,  and  Napoleon  III.,  in  a  Letter  to  Montalembert»  8ro,  Is Lumley i860 

Prince,  and  the  People,  8to,  Is  BumsAL,   ...x86o 


Pope*8(The)  Cabinet  Unlocked,  by  the  Author  of  Gerald,  8vo,  2s  6d A,  HdU 1849 

Popery  Delineated  and  Confuted,  2nd  edit.,  18mo,  8s Painter 1848 

the  Enemy  of  Gh)d~ and  the  Enemy  of  Man,  12mo,  2s W,  Collins 1851 

Unveiled,  in  Six  Lectures,  82mo,  Is  6rf— red.  te  Is Rel.  Trat^Soci^^^ 

Popham  (W.H,)  Nurseiy  Guide  in  Diseases,  &c.,  of  Children,  12mo,  3s   Simpkin 1848 

Popish  Darkness  and  Millennial  Light :  Bloomsbury  Lent  Lectures,  12mo,  6s  Nisbet 1851 

Popkin  (/no.  8. )  Memoir  ot  edited  by  Professor  Felton,  cr.  8 vo,  9s    Cambridge,  Ms.  1 8  ja 

PopofiT  (B.)  History  of  Council  of  Florence,  tr.  from  Russian,  ed.  by  Neale,  p.  8vo,  6s  Masters i86a 

Poppewell  (B.L.)  Christian  Family's  Assistant,  6th  edit.,  8vo,  15s   BenneU 1839 

Poppo  {B.P,)  Prolegomena  in  Thucydides,  transL  by  Bulges,  8vo,  9s  dd   Whittaker 1838 

Popolar  Authors,  Standard  Editions.     <Slee  Appendix    Chapmandtff, 

' Duet  Book,  oblong,  3s  Simpkin 1846 

Educator,  Caa8ell's,6v.4to,27s;  6  v.in3,4to,25s  6<i;  Y.l,2,3,r.ea.3s;l  v.7s6d  Cassell 1859-62 

Encyclopedia;  or.  Conversations  Lexicon,  7  v.  roy.  8vo,  71 Blackie 1849-50' 

• English  Histories,  edited  by  J.  0.  Halliwell,  post  8vo  Percy  Soe. n.d, 

Fairy  Tales,  Home  Tressniy,  16mo,  3<  6d— red.  to  2s  6«i    Chapman  dt  if.  1848 

Flowers,  their  Cultivation,  &c.,  1st  and  2nd  series,  12mo,  each  6s  6d HoulsUm 1843 

Illustrations  of  Natural  History,  12mo,  6s  6d Edwards 1835 

• Introduction  to  the  Study  and  Practice  of  Chess,  post  8vo,  6» Skeet 1851 

Lecturer,  Literary  and  Scientific,  Y.  1  to  4,  12mo,  each  2s  6d    Oraftan 18^2-5 

— new  series,  V.  1  to  7,  12mo,  each  2s  6(2 Simpkin  ...1856  62 

•  library  Miscellany  of  Amusement  and  Instruction,  12mo,  3s  6d Oriffin    1849 

— Nursery  Tales  and  Rhymes,  Illustrated  by  Dalziel,  new  edit.,  sq.  cr.  8vo,  5«  .  Routledge 1862 

Overland  Guide,  Hints  to  Travellers,  8vo,  2s Ward  d:  Lock  .i96t 

Resdings  in  the  Revelations,  by  a  Scotch  Minister,  12mo,  3s   Simpkin 1848 

Rhymes,  Fireside  Stories,  and  Amusements  of  Scotland,  roy.  8vo,  Is  2d Orr 1842 

— Rnmanism  Examined,  32mo,  Is   Rel.  TraelSoc.  1844 

Science  Reriew,  edited  by  James  Samuelson,  Y.  1,  8vo,  12« Hardwicke 1862 

Songs  and  Ballads  of  All  Nations,  V.  1,  4to,  4s Mtu.Bouq.  Qff.iS6o 

■  on  the  French  Invasions  of  Ireland,  ed.  by  T.  C.  Croker,2  Pt8.,poet8vo  Percy  Soe,  n.(2. 


Statistics  and  Universal  Geography,  12mo,  2s6d  /.  Thomas 1835 

• ^  Tales  and  Legends,  16mo,  3s Bunts    1843 

' of  Irish  Peasantry,  12mo,  7s  6ci   Groombridge...i$'ij 

from  the  (German,  18mo,  Is  6d  Masters 1844 

of  the  Olden  Times,  2  v.  18mo,  5s 2>ean 1848 

Treatises  on  Sciences,  in  Anglo-Saxon,  Anf^o- Norman,  &c.,  edit.  Wright,  8vo  Biit.Soc.  ofSe.1%4,1 

Tumults,  illustrative  of  Social  Ignorance,  18mo,  Is  6^  0.  Cox  1848 

Porcelain  Painting,  a  Practical  Treatise,  12mo,  Is  6rf W.  0.  MiichdMto 

Porchst  (/./.)  Charles  Roussel ;  or,  Industry  and  Honesty,  18mo,  Is  6d Rel.Tract  Soe,  1853 

Fugitive  of  the  Cevennes  Mountains,  transl.,  fcap.  Svo,  2s  6ci   Tresidder i860 

• History  of  France,  for  the  Use  of  Schools,  12mo,  Is    Nelson   i860 

-■ Three  Months  under  the  Snow,  18mo,  Is  6<i Rel.  Tract  Soe. i$s% 

Porqnet  (P.  de).     See  De  Porqoet. 

PorK)n(i?if A.)  Euripides  transUted,  12mo,  5s  6d WhiUaker 1838 

life,  by  the  Rev.  John  Selby  Watson,  8vo,  14s    Longman  1861 


6U  PORSON PORTS  [Ktoush  GifiLoan 

Ponoa  {Rich.  Litemy  Anecdotes,  Ice.,  of,  by  K  H.  Baiker,  2  ▼.  poet  8to,  12t /.  iZ.  Swuik,...  1%$% 

Ponon-Priie  BzereiBes  (Cambridge),  1817-66,  new  edit.,  post  8to,  is  6d HttmiUim 1S57 

Portbnry  (E.J.)  Leotnres  on  the  Formation  of  the  Mind,  12mo,  It  6d  Bo^iie    1839 

Porter  (iitin  £,)  Uncle  Jerrj'a  Letten  to  Tonng  Mothers,  fc»p.  8^0,  3t  6^  Btaum^U.S.  ...1S54 

— ^—   (ii.if.)  Don  Sebastian,  new  edit.,  12mo,  ItM.  AllvM,n 1S53 

Hungarian  Brothers,  12mo,  6«,3a — ^r.  8j  6d,^e)i^,49;  12mo^  l<6d  Uod^wtm    1S54 

Kni^^t  of  St.  John,  new  edit.,  12mo,  1<  6cl    R&^U^dge  1S51 

Beclnse,  new  edit.,  12mo,  l$id   RonUodgt  1851 

Rose  de  Blaqaidre,  a  NoTd,  new  edit.,  12mo,  2t C.  H.  CMbc.iSsi 

^a^.)Je8n8  the  Sonl's  Need,  82mo,  Is Frtemcm    i«fa 

(C^.)Pebblesfrom  the  Lake-Shore,  Poems,  cr.  8to,  6j Philaddphia...\%^ 

(^.)  Lectures  on  HomiletiGs,Preaching,&c.,p.8To,9«,See2ey,'35;r.8To,8«6d  Ward 1861 

-  Principles  of  Rhetorical  Delivery,  8th  edit.,  12mo,  5«   Andofter^  U.S.  1839 


-  (O.R.)  Nature  and  Properties  of  the  Sugar  Cane,  2nd  edit.,  8to,  12«    ifmith  dt  Elder  184a 

PKigreasof  the  Nation,  8  t.  post  8to,  24f,  Knight—vA.  to  9«  JI.Bokn  ...1I38-46 

8rd  edit.,  corrected,  8to,  24« Murray i8$i 


Treatise  on  Manufacture  of  PoroeUiin  and  Glass,  12mo,  6s — ^r.  8s  6d  £0<mgman  1850 

Silk,  12mo,  6s— red.  to  8s  6<£ L<n^iman  1850 


~—  (Jos.)  Turkey;  its  History  and  Progress,  Memoir,  by  Larpent,  2  ▼.  Svo,  80s     Hunt  A  B 1854 

{Jane)  Fkstor's  Fireside,  2  t.  12mo,  10s— r.5s,  BaUley,  1849;  ^^mo,  2s  ...  RouUedge 1857 

Illustrated,  8to,  18s Virine 1840 


•Scottish  Chiefs,  2  t.  12mo,  10s— r.  6s,  BentUy,  1849  ;  1  ▼•,  2s  6<2  Skuptin 1861 

Illustrated,  2  v.  8to,21s,  Fireue, '40;  post  8^0,  8s  6d  WiUcmghif  ...1854 


-Thaddeusof  Warsaw,  12mo,  Is  6d,  RoutUdge,  1853;  2s Lea    i860 

lUustrated,  8?o,  13s  6<i Virtme  1840 


~— (/fio.)  Churchman's  Family  PimyerBook,12mofc8yo,ea.4s,*56;n.e.,12mo, 8s  Simptin 1861 

BeTiyals  of  Religion,  fcap.  8vo,  2s  6d  New  York i860 

(/.ii.)  First  Book  of  Chemistry,  12mo,  4s New  York 1857 

{J,0.  F.)  Agricultural  and  Political  Irish  Questions  Calmly  Discussed, 8TO,2s6(i  P,  Jadewim  ...1843 

■  (/•^•)  P^YO  Tears  in  Damascus,  Trarels  to  Palmyra,  &c.,  2  t.  p.  Sto,  21«    Hurray 1855 

\j,8.)  Lectures  on  the  Doctrine  of  the  Atonement^  8to,  8s  ^  Whitfidd  i860 

Principles  of  Textual  CriUdsm,  8vo,  16s i^nswife  Jf.  ...1848 

.^^ (if ft.)  Rational  Arithmetic,  new  edit.,  12mo,  Ss  6<{  Mwrnjey 1853 

— (5ii«i.)  Key  to  the  Celestial  Globe,  12mo,  Is  6<f TFes<  1843 

(5. 5.)  Family  Prayers,  18mo,  Is  8d  ;  roan,  2s  6cl  Mardau 1841 

{S,T,)  Lectures  on Bcclesiastieal  System  of  Independents,  12mo,  6s  HamUUm  1856 

-the  Book  of  Revelation,  post  8to,  7s  M EamilUm 1858 


(r.^.)  Unity  of  the  Church  of  God,  8vo,  Is Lfmgmank  184a 

(if (^'.  TF.)  History  of  Knights  of  Malta,  2  y.  8to,  24s   Lougman  1858 

— — Life  in  the  Trenches  before  Sebastopol,  12mo,  6s LvugmoM  1856 

(TF.iT.)  Hearenly  Union  ;  or,  New  Jerusalem  on  Earth,  12mo,  8s  6d    BotUm^  U.S.  ...1850 

■  Pathology  and  Treatment  of  Aneurism,  8vo,  B$ Highley 18141 

of  the  Larynx  and  Trachea,  8yo,  8s Highley 1837 


• Proverbs,  fcap.  8yo,  6s  WUey 1845 

-^-^-. Savings' Banks  ;  their  Defects,  and  the  Remedy,  Svo,  4s  Zov^man  184* 

Porteus  (Bp.B.)  Eyidenoes  of  Christianity,  Summary  by  Boyd,  new  eddt,  I8mo,  Is    Ltmgaum  1850 

{Beilby)  Sir  Gwain  ;  or,  the  Giant's  Okve,  12mo,  8s  M    Bell  4S: lialdy...it6o 

'  (E.A.)  Commercial  Penman,  4to,  8s  M  ;  Blank  Books  to,  4to,  Is Beau 1853 

Portfolio  (The),  Nos.  1  to  45,  8yo,  each  2s  6d Ridgway   ...1836-7 

New  Series,  8yo,  V.  1,  7s,  1848;  V.  2,  7s  ;  V.  8,  9s  Maynard 1844 

a  Collection  of  State  Papers,  V.  1  and  2,  8yo,  each  lOj     Skoberl .1836 

POBTTOUOS  OF  ENQRAYIirOS  FOR  ASCHITKCTS,  BkOINEBRS,  &C.,  4tO,  YIZ.: — Wcolc     1858 

Ancient  Capital  Letters,  Monograms,  ke.,  10$  6d.  Archsaological  Collections, 
with  Examples  of  York  Stained  Glass  Windows,  21s.  Engineering  Engravings, 
28s.  Gothic  Church  Architecture,  14th  to  16th  Century,  28s.  Greek  Archi- 
tecture, 28s. 

Porthouse  (7*.)  The  Chronometer,  its  Origin,  fcc,  square,  8s  6<2 Author 1849 

Portlook  (J.K)  Geology  of  Derry,  Tyrone,  and  Fermanagh,  8vo,  24s Lougnum  1843 

■  Rudimentary  Treatise  on  Geology,  2nd  edit.,  12mo,  Is  6<2   Weale 1851 

Portman  (^(2to.  B.)  Family  Prayers,  12mo,  2s SharpABaU  .1859 

Portrait  Galleiy  of  Distiiiguished  Poets,  Philosophers,  Statesmen,  &c.,  8  v.  r.  8vo,  68s  Orr    185a 

Eminent  Personages,  3  v.  foUo,  each  21s  IU.NemW.Qf.si-^ 

■  of  Geology,  by  a  Fellow  of  the  Geological  Society,  poet  8vo,  7s   Bdfe 1839 

the  Emperor,  fcap.  8vo,  Is  (Fireside  Library)  Bums    1849 


Portraits,  and  Biographies  of  12  Eminent  Americans,  ed.  by  Lester,  fol.,  84s New  YoHk 1850 

— ^  of  Eminent  Living  DirineA,  edit,  by  S.  Isaacson,  4to,  12s ;  proofs,  21s Dawe 1839 

Men,  18mo,  Is  6d  ..  Nelson  ..'. 185^ 

my  Married  Friends,  by  Undo  Ben,  12mo,  8s  6d  New  YoHt 1858 

the  Children  of  the  Mobility,  roy.  4to,  10s  6d Bentley 1841 

Nobility, by  Heath, 4to,l  &  2 8er.,ea.81s  6d\  l.p..68s  Longwuin  ...1838-9 

8rd  series,  21s;  large  paper,  42s Lot^^man  1840 

Twenty-one  Distinguished  American  Women,  4to,  62s  6d NewY&rk 1835 


Portndturo  of  a  Christian  Lady;  Sketches  of  Christian  Life,  12mo,  3s  Hd  Seeley 1854 

Port-Royal  Logic,  with  Notes,  &&,  by  T.  S.  Baynes,  5th  edit.,  12mo,  4s Simpkin.. '.'.'..... lUi 

Porta^  Arsenals,  and  Dockyards  of  Fzanoe,  post  Svo,  10s  6d  ,[[  Nickium' .'.„.. iHi 


1835-188Q]  PORTUGAL POULTON  616 

PoriagB],  EGntB  to  TATsIlen  in  Search  of  the  Beantifal  Mid  the  Gnmd,  12iiio,  S»  9d  Mufra^ 1S5S 

and  Q«Uicia»  by  Lord  CamArvon,2  v.p.Svo,  21<,i836;lT.6<y'4^— r.to  S«6i2  Mvrray i86i 

Foitwine  (^.)  Handbook  to  the  Steam  Sngine,  new  edit.,  18mo,  U  Tegg  1848 

HarboozB  of  Befoge  on  the  Sonth-Eastem  Ckxuit  of  England,  8vo,  6«...  Davmn  dt  Son  1848 

Poaaibilities  of  Creation,  a  Book  of  Fanciea,  poet  ttvo,  7<  6<2  Simpkin i86a 

Post  (/.)  Hiatory  and  Mjateiy  of  the  Saeramenta,  fcap.  8^0,  It  tid    Oilpin   1846 

Memoir  of  W.  Penn,  fcap.  8to,  1« Gilpin    1850 

Origin,  History,  and  Doctrine  of  Baptism,  fcap.  8vo,  1< Gilpin    1851 

-{T.M.)  Sceptical  Era  in  Modern  History ;  on  Infidelity  of  18th  Century,  or.  8vo,  6t   New  York 1856 

Postage  Stamp  Colleetor'a  Albnm,  16mo,  2s  JohiuondiRoweii6% 

Post  and  Paddock,  fiecollections  of  Tarf  Celebrities,  by  the  Druid,  new  ed.,  12mo,  6a  Rogenon  ....  1861 

—  Captain;  or,  Wooden  Walla  Well  Manned,  d2mo,  2b  6d Teffg  1841 

—  Office  Administration,  from  the  Introduction  of  Penny  Postage,  8to,  2a  6d  Hatchard 1844 

Directory  for  Six  Home  Conntiea,  roy.  8vo,  S6a Kelly i86a 

of  Birmingham,  Staffordshire,  Ac.,  imp.  8yo,  16a Kelly i860 

Somersetshire,  with  Map,  imp.  8to,  25« Kelly 1861 

the  West  Biding  of  Yorkshire,  imp.  8vo,  90a    Kelly 1847 

London  and  Suburban  Court  Guide  for  1861,  8to,  10a Kelly 1861 

Suburban  Directory,  with  Map,  imp.  8to,  20t Kelly 1861 

Postans  (if ra. )  Aldershot,  and  All  about  it,  12mo,  la RwUUdge  1857 

Cutoh;  or  Sketches  in  Western  India,  8to,  14« Smith  d:  Elder  1838 

Facts  and  Fictiona  illustratiTe  of  Oriental  Character,  8  ▼.  p.  8to,  27a  Smith  A  Elder  1844 

Our  Camp  in  Turkey,  po8t8vo,  10a  6d Bentley  1854 

Western  India  in  1838,  2  r.  post  8to,  24a  Saundera  ilk  0,  1839 

{Tho.)  Hints  to  East  India  Cadets,  post  8to,  8a  M    Allen  ia  Co.  ...184a 

-  Personal  Obserrations  on  Sindh,  8^0, 18a Longman  1843 


Posts  (B«a2e)  Britannia  Antiqua ;  or.  Ancient  British  History,  8to,  14a    /.  A  Smith  ...1857 

' Celtic  Inscriptions  on  Gaulish  and  British  Coins,  8to,  10a  %d  /.  R.  Smith   ...x86i 

Coins  of  Cunobeline  and  of  the  Ancient  Britons,  Svo,  28a /.  R.  Smith  ...1853 

Historyof  All  Saints'  College,  Maidstone,  Svo,  9a WhittaJcer  1847 

{Edw.)  Logic  of  Sdenoe:  Posterior  Analytics  of  Aristotle,  post  8^0,  4a    Bell^  l>aldy,..t$$o 

Poqr  of  Dirinity  from  Bp.  Pkbtrick,  by  Miaa  Parker,  18mo,  2a  6d Simpkin 1845 

Pole  {R,G.)  Nineveh:  its  Ancient  History  and  Modem  Expbrera,  n.  e.,  p.  8to,  8a  6d  Bryee 1855 

Pothier(Je.r.)  Treatise  on  Contract  of  PkurtnerBhip,  by  Tudor,  8to,  fit Buttenooriha  ...1854 

Law  of  Contracts  of  Sale,  by  Cushing,  8to,  14a MaxweU    1839 

Potichomanie  ;  or.  Art  of  Ornamenting  Glass,  82mo,  la Lemare  1854 

Pott  (Alf.)  Confirmation  Lecturea,  delivered  to  a  Village  Congregation,  n.  e.,  12mo,  2a  Mcutera 1854 

— Village  Lecturea  on  the  Sacraments,  12mo,  2a    Maalera 1854 

-  (/.JET.)  Teetimoniea  of  St.  Paul  concerning  Juatification,  8to»  2a RivingUm  1846 

Potter  (Bp.  A.)  Discourses,  Charges,  &c,  12mo,  7a6d i'At7a(ie/j>Ata...i858 

Essay  Introductory  to  Lectures  on  theEridenoes,  8to,  16a Philadelphia,.. i%$$ 

Political  Economy,  ita  Objeota,  Principlea,  fto.,  18mo,  3a  Gd] New  York 1841 

Principlea  of  Science,  12mo,  6a New  York 1850 

School  and  Schoobnaster,  for  Uae  of  Teachers, by  Emerson,  12mo,0a6d  New  York 184a 

■ (^m.)Tradea  Unions  and  their  Tendencies,  8to,  la    Manwaring  ...1861 

(il6p. /wo.)  Antiquities  of  Greece,  by  Boyd,  12mo,  7a  6d Tegg  1841 

Easay  by  Sandford,  12mo,  4a  6d , Grifin    1850 

—  Diaoonrse  on  Church  Government,  12mo,  la  6d  Simpkin 1848 

• 8to,  7a   Bagater 1838 

byCrosthwaite,  9thediL,12mo,4a  Tegg  1861 


• (Joa.)  Ancient  Monaatic  Architecture  of  England,  foL,  9iaM /.  Williama  ...1845 

Architecture  of  Engliah  Village  Charches,  4to,  d6a /.  Williama  ...1849 

■ — Plana,  &c.,  of  Ancient  English  Architecture,  imp.  4to,  25a    Atchley  1857 

(/.P.)  Characteristics  of  Socrates  and  Plato,  12mo,  4a  6d Parker  is  Son  1845 

(J2ic&.)  Elementary  Treatise  on  Hydrostatics,  8to,  7a6d Bellde  Daidy...i%$^ 

Mechanics,  2nd  edit.,  8to,  8a  6(i  Walion 1848 

Optica,  Ft.  1,  8vo,  9a 6d;  Ft  2, 12a  6<<  ...   Waiton  ...  1847-51 

-^ Phyaical  Optica ;  Nature  and  Properties  of  Light,  8vo,  6a  6d WaUon 1856 

Pt.  2  :  Theory  of  Light,  8vo,  7a  6d Bdld:  Daidy    1859 

• — (^.A)  History  and  Antiquities  of  Chamwood  Forest,  4to,  21a Hamilton  184a 

' {T.J.)  Legends,  Lyrics,  and  Hymns,  12mo,  2a  M  J>njfy 18S 

" Beetor's  Daughter ;  or,  Loto  and  Duty,  16mo,  8a  Jhlffy 1861 

^ TwoVictoriea,  a  Tale,  new  edit.,  12mo,  2a Ihtjfy i86a 

Pottinger  {Ben.)  Zuriina,  a  Poetical  Tale  of  Corsica,  12mo,  3a  6d BeUdsI>aldy...i%^^ 

Potts  {Anna)  Simple  Poems,  transL  into  French  by  Chey.  de  Chatelain,  12mo,  la  6c{    Rolandi 1856 

Sketchea  of  Character,  and  other  Pieoea,  in  Verse,  12mo,  4a    Parker  Jb  Son   1849 

{B^.)  Uber  CantabrigiensiB,  Vani  1,  12mo,  4a6(i,  1855;  Part  2, 12mo,  4a  6d     Parker  A  Son.. .i%t% 

(Tlof.)  British  Farmer's  CydopiBdia,  4to,  21a Simpkin 184a 

r Wonderfnll  IHaooverie  of  Witches,  edit,  by  J.  Crossley,  4to Chetham  Soe...i9±< 

Pouhon  ((?.)  Hbtory  of  Holdemeas,  2  t.  4to,  60a ;  1.  p.,  80a,  Longman-'T.  21a ;  Sfii  B.  Bohn    184a 

Poolter  (/./.)  Ksaay  on  the  Efficiency  of  God,  12mo,  iaQd Wightman 1836  I 

^      -; Supremacy  and  Glory  of  the  Messiah,  fcap.  8vo,  4a  Ward 1841  J 

•        ^(^.^.)  Imagination  and  other  Poems,  8vo,  Sa6d  ..„ Saunderadt  0.  1841  J 

r~7-— —  Treaaary  of  Pearla  of  Great  Price,  2  v.  8to,  28a Saundera^  0.  1854.  I 

^<watoB  (6.5.)  New  History  of  England,  8to,  12a   A.BdUd!Co....iSlK  1 

4  k 


6ld  POULTBY PRACTICAL  pteoLBE  Caialoot 

Poaltrj  and  Pigeons  :  bow  to  Rear  and  Manage  Them,  12mo,  1«  BidbenASmAttit 

Yaid,  Garden,  and  ftmn,  l2mo,  1»  6d Lloyd 1S55 

Foanoe(r.)MalTeniaa  I  foondit,  post  Sto,  99  6d Jet*.  Bladcmood  i%st 

Founden  {P.)  Church  Preoedent  on  Doctrine  and  Discii^ine,  12nio,  is  iid Seeley 1846 

Pooasin  {O.T,)  United  States,  its  Power  and  Progres,  ttansl.  by  Dn  Bany,  Sto,  14«    Del/  1S51 

Poyah  {Rich.)  Sermons  on  the  Church  of  Christ,  8to,  lOt  Seeifg 1836 

Poverty  and  the  Baronet*s  Family,  a  Gatholio  Norel,  post  8^0,  6s  6d /ones 1S45 

Mendicity,  and  Crime,  compiled  from  Mills'  Report  to  House  of  Lords,  8to,6«  Skaw 1839 

Pow  (J.K.)  Kxposition  of  Book-keeping  by  Double  Entry,  8vo,  6s  6rf Caak  1850 

Powell  {A.J.)  Advice  to  Executors  and  others  on  Making  Wills,  2nd  edit.,  12mo,  4s...  Maxwdl 1837 

(i^cuieM)  Christianity  without  Judaism,  post  8vo,  7s6d Ixmgwuin  1857 

■  Connection  of  Natural  and  Divine  Truth,  8vo,  9< * Parker  A  Som  .\%n 

Essays  on  Plurality  of  Worids,  &c.,  new  edit.,  post  8to,  12f  6rf LomgwuM  185* 

History  of  Natural  Philosophy,  12mo,  6«— red.  to  Sf  6d Lm^mam  1851 

-^-^— Order  of  Nature  considered  as  to  Revelation,  post  8to,  12s Lamgman  1859 

■  State  Education  Considered,  8vo,  8f ParkerASom  .1840 

— — — ^Tradition  Unveiled,  8vo,  6f,  1839  ;  Supplement,  2s   Parker  A  Stm  ,i%^q 

Undulaloiy  Theory  of  Light,  8vo,  9« Parker^Som  .184.1 

(/?.)  Practice  of  the  Law  of  Evidence,  1856,  8vo,  12s Crodcford 185^ 

-Treatise  on  the  Law  of  Inland  Carriers,  2nd  edit.,  8vo,  14s   BuiierworikM  ...1861 


^{GtP.)  Life  of  ;  or,  the  Soldier's  Progress,  by  Sarah  Symonds,  fcap.  8vo,  Is ...  Lea    i860 

Oi.T.)  Episcopal  Succession  of  the  Catholic  Church,  ISmo,  Is  6d Painter 1850 

-Roman  Fallacies  and  Catholic  Truths,  new  edit.,  12mo,  8s Painter 1851 


(J.B.)  Phases  of  Thought  and  Feeling,  Poems,  12mo,  2s  6<<   Partridge 1857 

(J.H.)  VilUge  Bridal,  and  other  Poems,  12mo,  2«  6rf Wkittaker 1854 

(ii.^.)  Medical  Topography  of  Tonbridgia  Wells,  12mo,  6s  BaiUiire   1846 

{T.)  Count  de  Foix,  a  Tale  of  the  Olden  'Hme,  12mo,  2s S.  WiUom 1844 

Essay  on  Apostolical  Succession,  2nd  edit.,  8vo,  6s Ward 1841 

Living  Authors  of  America,  post  8vo,  7»6d  N'ewby  1850 

England,  12mo,  6s   Nfw  York 1850 

Poems,  12mo,  8s  6d £.  Wilmm i8i» 

{T.  W.)  Scripture  Doctrine  of  Influence  of  the  Holy  Ghost,  8vo,  2s  6<i BeUADaldg...\^6 

(f^-^)  Latin  Grammar  Simplified,  12mo,  Ss  6(2  Mwrroff 1838 

Power  \Dav.)  Decisions  of  Controverted  Election  Committees,  2  v.  12mo,  28s  6e{  ...  SUvetudsN,  ...1853 

Law  of  Qualification  and  Registratioit  of  Electors,  12mo,  6s SweH 1847 

Registration  of  Voters  Act,  1848,  12mo,  8s     Sweet 1843 

"      ■        Responsibilities  of  Employers,  12mo,  3s  6cf Parker  ^  8tm  .i%A9 

and  RodweU  {H.)  Reports,  Election  Cases,  1847-62,  12mo,  14s  Slevem  185a 

{Hen.)  Reflections  on  Important  Christian  Doctrines,  12mo,  Is  M   Wtrlkeim  1858 

(JM.)  Anatomy  of  the  Arteries  of  the  Human  Body,  illust,  fp.  8vo,  10s  6<<  LongwuMn  i860 

'^{Marg.  A.)  Arabian  Days  and  Nights,  post  8to,  10s  6d Law   i86a 

Erelyn  Forester,  a  Woman*s  Story,  12mo,  Is  6d BouHedge  1856 

Nelly  Carew,  2  r.  post  8vo,  21s Saunden  it  0,  1859 

Sweethearts  and  Wives,  8  v.  post  8vo,  81s  6d SaunderaAO.  1861 

The  Forsters,  a  Novel,  2  ▼.  post  8to,  21s iV«*y    1857 

yirginia*s  Hand,  a  Poem,  fcap.  8to,  6s Lomgman  i860 

{P.B.)  "Behold:"  some  Ptussages  of  Holy  Scripture,  &c.,  12mo,  Is Werikeim  i860 

Last  Shilling  ;  or,  the  Selfish  Child,  new  edit.,  ISmo,  U  M BoultUm    1856 

Lost  Sunbeiun,  Shady  Tree,  Woven  Sunbeams,  sup.-roy.  16mo,  3s   ...  /.  F.  Skaw    ...1861 

Sacred  Allegories,  and  other  Poems,  12mo,  8s  6<f Baaelden  1851 

Scripture  Night  Lights,  18mo,  U  6d Wertkam  1861 

The  "I  Wills"  of  Christ,  cr.  8vo,  5s Werlkeim  i86» 

the  Psalms,  16th  edit,  cr.  8vo,  5$  Wertheim  1861 


Two  Brothers  and  the  Two  Paths,  2nd  edit,  18mo,  Is  6d Wertkeim  i860 

-  (TVr.)  Impressions  of  America,  1888r6,  2  v.  8vo,  28s BenOey  1836 

-{W.T.)  Sketches  in  New  Zealand,  with  Pen  and  Pencil,  post  8vo,  12s  Longman  1849 

-Three  Years*  Residence  in  China,  post  8to,  10s  6d BetUUif 1853 


Power  of  Gtenius:  the  Boyhood  of  Great  Painters,  transL  by  Lady  Jervis,  12mo,8s  M  NfUon    i860 

Grace,  12mo,  6s New  York 1858 

the  Popes,  an  Historical  Essay  on,  8to,  12s Ledie 1838 

Essay  on  their  Temporal  Dominion,  8vo,  21s 2\"«s 1841 

Powersoourt  (Zady)  Letters  and  Papers,  7th  edit,  fcap.  8vo,  6s BamUiom  1861 

Powis  {Harthy)  Beatrice  Langton  ;  or,  the  Spirit  of  Obedience,  roy.  18mo^  2s Bogg 1861 

Pownall  {J,P.)  Pauper  Lunatic  Asylum  Act,  8  &  9  Vict,  8to,  4s Benmmg 1845 

Powys  (Hon.L.)  Sermons,  8vo,  8s  6d Sedeg 1841 

{T.A.)  Reconstruction  of  the  Liturgy,  post  8vo,  2s  Wkittaker 1853 

Poynder  {Fred.)  English  Dictionary  for  Schools,  16mo,  2s Sac  P,  (J.  K....ii^ 

On  the  Influence  of  Practical  Piety,  8vo,  Is Wkittaker 1843 

{Jno.)  Letten  on  Popery  in  Alliance  with  Heathenism,  8vo,  8s  M  Hatduxrd 183$ 

Literary  Extracts,  2  t.  8vo,  30s,  Hatckardj'^\  2nd  ser.,  Svo,  20s  Painter 1847 


Poynings,  a  Tale  of  the  Revolution,  18mo,  2s  6d— red.  to  2s Matten 1846 

Poynting  {T.£.)  Glimpses  of  the  Heaven  that  Lies  about  us,  12mo,  10s Whi^ld  i860 

Temple  of  Education  ;  or,  Philosophy,  &c.,  post  8vo,  6s Tkeobald  1853 

Poynti  {Albany)  World  of  Wonders,  Popular  Superstitions,  &c.,  8to,  6s  Bentleg 1848 

PRActical  Angler,  by  Piscator,  8vo,  8s  6^ Siw^tin 1843 
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Fnetial  Asironomy,  NaTigation,  Nautical  Astronomy,  kc,  post  8to,  5i Griffin    1856 

Ohiistian'sLibiarjy  I81DO.     iSee  Appendix  Mastert 

. Commentaiy  on  Ghwpel  of  Rt  Matthew,  by  Q.  B.,  fcap.  8vo,  S«  6d  Nisbet    1861 

Bngineer*s  Pocket-Book,  32mo,  U  6d—nd,  to  U Cotet 1838 

Bngiiah  lingosBdnct,  12mo,  Is  6d DarUm \%^o 

Enla  of  Diflsent^  by  a  Cleigyman,  12mo,  2»  6<j    Seelcy 1838 

Pamily  Cookery  Book  (Useful  Handbook),  fcap.  Sto,  It Ward  ds  Lock   i86x 

Farmer's  Manual,  18mo,  2* Cote» 1838 

Ply  Fiahing,  with  Remarks  on  Fly  Bods,  12mo,  2<  S'mphin 1849 

Guide  to  Study  of  the  Greek  Testament,  post  Svo,  8f  Qd    J^ag$ter 1849 

Guides,  by  an  Englishman  Abroad,  fcap.  8vo,  Tiz.:— Simpkin  ...1859-62 

Continental,  4th  edit.,  5$,    Italy,  4th  edit.,  2t  6d.   Paris,  5th  edit., . 
1$.  Rhine,  5th  edit,  2t  M  and  It.  Switzerland,  7th  edit.,  2t  M, 

Hints  on  Church  Floral  I>ecoration,  16mo,  8t  6d  ;  cold.,  5t  Matten 1858 

Cricket,  by  a  Wykehamiiit,  18mo,  la  6d   Orr    1843 


Housewife,  by  Editors  of  Family  Friend,  new  edit.,  post  8to,  2t  6d Ward  ^  Lock  186a 

Illuatrations  of  a  Particular  Proridence,  18mo,  UM Hamilton 1853 

Inquiry  into  Law  of  Bzcayation,  ftc,  on  Railways,  8vo»  lOt  6d Saunders  <&  0,  1840 

'  Inatniction  in  Hebrew,  Reading  Lessons,  8to,  2i  6d   S.  SoUmoi^    ...1848  . 

Instmctions  in  Table  MoTing,  12mo,  It    BailUire    1853 

Letter-Writer,  12mo,  It WarddfLocJs   1861 

Manual  of  Photography,  8rd  edit.,  12mo,  It W.  M,  Ctark,..iZs^ 

Mathematics,  new  edit.,  12mo,  4t  M  (Educational  Course) ;  Key  to,  St  6d   Chambers i860 

Mechanic,  and  Engineer*s  Magaane,  V.  1,  2,  8,  4to,  ea.  9t  6<2;  Y.  4,  lOt  6d  Hdtert  1844-5 

Mechanic's  JounuU,  by  Johnson,  Y.  1  to  8,  4to,  each  14t   Hehert   1850-6 

2nd  series,  Y.  1  to  6,  4to,  each  14« Zon^ian...  1857-61 

Medicine,  by  Yarioua  Contributors,  5  t.  post  8to,  52t  6<i   Whiitaker 1840 

Meditations  on  the  First  Three  Chapters  of  the  Apocalypse,  18mo,  It  6(2...  Nvibet    ...x86a 

Philosophy  of  the  Muhammadans,  from  the  Persian,  by  Thompson,  8to,  15t  OiieiU,Tr.Fd,  «.  d. 

Railroad  Contractor's  and  Builder's  Pocket  Guide,  18mo,  8t  WeaU    1846 

Religion,  Sermonaon,  870,  4t Longman  1837 

Remarka  on  the  Book  of  Genesis,  12mo,  4t .^ HamilUm  1843 

LoTiticus,  8to,  8t  6<2 Longman  1845 


— — Reformation  of  Cathedral  Music,  8vo,  2t  6<i Rivtngton 1849 

Sermons,  Y.  1  to  8,  8to,  each  7t    , .*. PorAerdfeiStm  1845-6 

—  on  Characters  of  the  Old  Testament,  3  t.  12mo,  each  6t  6c{   Maden 1855-7 


Suggestions  towards  Alleviating  the  Sick,  12mo,  St ;  Pt.  2,  12mo,  6t  Qd  ...  Halehard  1846 

Truths  from  Homely  Sayings^  2nd  edit,  18mo,  2t  6d JIatchard  1841 

Uses  of  Phrenology,  12mo,  It  6d  M*Phun 1856 

Fiactice  of  House  of  Commons  on  Trial  of  ControTerted  Elections,  new  ed.,  12mo,  St  Vacher  185a 

— Surreyiog  and  Lerelling,  8vo,  lOt  6d Atchley 1851 

Pned  (fF.ar.)  Poetical  Works,  new  edit.  2  ▼.  cr.  8TO,14t;  1  v.,  7t   New  York 1855 

Pngay  (/.)  The  Hungarian  Revolution,  12mo,  5t    New  York 1850 

Pniae  and  Principle  ;  or.  For  What  shall  I  Live  ?  12mo,  St  Simpkin 1850 

Pnkit  Grammar  of  Yararuchi,  with  Translation  and  Notes,  by  Cowell,  roy.  8to,  21t  Madden 1854 

Pntca  Louponloff,  a  Russian  Narratiye,  18mo,  It Jiel.  Tract  Soc,  1838 

• and  Other  Stories  and  Sketches,  12mo,  2t Bums    1845 

Praslin  {Duekesse)  Lettres,  par  De  Porquet,  12mo,  St  6d   Simpkin 1847 

PnMt(£r.)  Leetnreson  True  and  False  Hypemotism,  or  Mesmerism,  12mo,  2t  Piper 1851 

Literary  Essays,  Critical  and  Theological,  12mo,  2t Holyoake  1856 

Fntt(iiMie)  Chapters  on  Common  Things  of  the  Sea-Side,  12mo,  4t Soc,  P.  0.  ir...i850 

— — •  Dawnings  of  Genius:  Lives  of  Eminent  Persons,  18mo,  3t C,  Knight 1841 

Ferns  of  Great  Britain  and  their  Allies,  Svo,  12t— r«d.  to  lOt  6d    Soc.  P.  C,  K,„\%^% 

-  Field,  Garden,  and  Woodland,  new  edit,  18mo,  2t  6d    DarUm 1853 

■ Flowering  Plants  and  Femsof  Gt.  Britain,  6t.  8vo,ea.l5t— r.  ea.lOt  6d  Soc.  P.  C7.  Jr...i8ox 

Flowers  and  their  Associations,  18mo,  It  6d Q,Cox  1840 

Natural  Hlstoiy  of  British  Grasses  and  Sedges,  Svo,  lOt  6d Soc,  P,  C,  iT...  1859 

Our  Native  Songsters,  16mo,  8t  Soc,  P.  C.K...t^s3 

Pictorial  Catechism  of  Botany,  16mo,  4t  6d^red.  to  2t  6d H,  Bohn    1845 

Poisonous  and  Noxious  Plants  of  Our  Fields,  &c.,  16mo,  6t Soc.  P.  C,  K„.\%fy^ 

Wild  Flowers  Described,  2  v.  16mo,  16t Soc,  P.C.K.„i2c^ 

• — {P.T.)  Law  Relating  to  Ship  Lights  and  Signals  at  S^  Svo,  9t  Stevens   1858 

-{ff,F.A.)  Genealogy  of  Creation,  Svo,  14t Churchill  1861 

-— On  Eccentric  and  Centric  Force,  a  New  Theory  of  Projection,  Svo,  lOt...  Churchill  1862 

~—{Jos.)  Hymn  Book  for  the  Closet  and  Drawing-Room,  new  edit,  12mo,  St  dd  Seeleg     1854 

• Memoirs  of,  by  his  Sons,  Svo,  lOt  6<2 SeeUg    1849 

'{Mr$,J,B,)  Druids,  Illustrated,  12mo,  It  6(i Blnckwoods  ...1861 

Glen  O^loch,  a  Tale,  12mo,  It  4<f   Lcndrum  1845 

^— -  History  and  Antiquities  of  Buchan,  N.  B.,  I2mo,  7t  6<i Blackwoods   ...1859 

— Old  Paths;  or.  Notes  of  Ae  Church,  12mo,  St J.  JI.ikJ.Parker  i^^o 

(/.£r.)   Paraphrase  of  the  Revelation  of  St  John,  Svo,  2t  6d  Wertheim i86a 

Principles  of  Mechanical  Philosophy,  2nd  edit,  Svo,  21t Parker d! Son.,. iS^i 

■ Scripture  and  Science  not  at  Yarianoe,  4tiiedit,  Svo,  St  6d Hatchard 1861 

" -^  Treatise  on  Attractions,  Laplace's  Functions,  &c.,  2nd  e.,  fp.  Svo,  %s  6<2  MaemiUan    ...1861 

(ON,)  Serooos  oa  Yarifloa  Subjects,  Svo,  St Lonymaok  1847 
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Fnit  (ITT.)  Charitable  TniBlig  Aeti  1858-55,  new  edit.,  12mo,  at   8kaw  ^Stm., .i%ss 

Oollection  of  Poor  Law  Statutes  to  1851,  7th  edit.,  8vo,  21»   Shaw  «fc  So«...i«si 

Qeneial  Tonipike  Boad  Aota,  with  Notes,  12mo,  7« ShawA&nu..A%n 

— ^^—  Income  Tax  Act,  12mo,  8«,  1853;  new  edit.,  12mo,  4t  8kaw^ StmM... lido 

Law  for  Indoenre  of  Open  and  Aiable  Lands,  12ido,  6»    Shaw  ^  Sant...s%n 

— of  Highwaya,  with  Notes  by  Kjnnersley,  9th  edit.,  12mo,  6t Skaw  A  Somt... it^ 

^^— Lighting  and  Watching  of  Parishes,  1856,  12mo,  is    Show  As  Som  ...its^ 

"  Belating  to  Benefit  Bailding  Societies,  12mo,  4s Shaw^Som..  it6o 

Friendly  Societies,  12mo,  5« 8kaw  Ac  Sont... it $1 

Sarings'  Banks,  7  &  8  Victoria,  12mo,  5t  Shaw d:  89nt...i%^h 


Property  Tax  Act,  1858,  12mo,  7«  6d Shaw  d:  89M...iiSi 

— Summary  of  History  of  the  Saringa' Banks,  1846,  8to»  16« Shaw  A  8<m... it^ 

Pray  and  Work  ;  or,  Uie  Beggar  Boy,  from  the  German,  16mo,  It Seeiejf iSs^ 

Prayer-Book  in  Raised  Charscters  for  the  Blind,  2t  6(2   Pr.-BookSoe.  1839 

Bemodeiled,  adapted  to  the  Men  of  the  Present  Time,  12mo,  2t  6d Longman  1860 

Prayers  adapted  for  Public  Schools,  18mo,  ItHd Batchard 1851 

and  Collects  for  Domestic  Worship,  12mo,  It MozU^f  1857 

^ Derotional  Exercises  at  Church  of  Immaculate  Conception,  12mo,  2t Toovejf  1851 

Hymns  for  Children,  poet  4to,  5t Bogwt 1848 

— ^ Maxims  :  a  Book  of  Devotions,  new  edit.,  12mo,  2t ;  laige  type,  8t MaMen 1858 

Meditations  from  the  Bible  and  Lituigy,  12mo,  8t  M B^ld:  Z>a%...i845 

*— — —  by  a  Layman,  2  t.  12mo,  lOt    Simpkm 1847 

the  Author  of  the  Listener,  12roo,  It SeeUy 1848 

■  ■       for  a  Blessing  on  Building  a  New  Church,  in  Latin  and  English,  82mo,  It  ...  Toovey  184a 

Fortnight,  18mo,  2t  Batchard 1844 

-  Children  and  Young  Persona,  roy.  82mo,  It  Bums    1846 

Christian  Families,  by  Wesleyan  Ministers,  12mo,  4t ;  8to,  7t   Mattm  1838 

~  Families  for  Four  Weeks,  rerised  by  E.  Garbett,  fcap.  8to,  It  6d SeeUy 1861 

■  Married  Persons,  chiefly  from  Ancient  Liturgies,  18mo,  2t  6d JM.deJJ*arken%^i 

■  Social  and  Family  Worship,  Ch.  of  Scotiaod,  p.  8yo,  4t,*59 ;  eh.e.,18mo,lt  Biaekwoodt  ...i860 
... the  Chamber  of  Sickness,  by  T.  B.  Y.,  12mo,  It  6d Wertheim  1858 

■  Closet,  by  a  Cleigyman,  4th  edit.,  18mo,  It   Moeiey  1848 

Dead,  12mo,  St  6<i Tooveg   1845 

Household,  12mo,  2t ^ Batchard 1847 

>  Nursery,  16mo,  It Baichard 184^ 

— Seven  Canonical  Hours,  2nd  edit.,  82mo,  It   Whittaker 1861 

Sick  and  Dying,  12mo,  2t  6<i   ietm^Fton  1853 

Use  of  the  Medical  Profession,  ISmo,  2t  6<^    BiringUm  1849 

Toung  Children,  18mo,  U  dd,  Baichard  ;  16mo,  USd  6ri£UKd:  F,  ...1835 

Hymns,  and  Texts,  by  a  Lady,  12mo,  It  6<i Sedeg 1849 

^— ^  in  Verse,  by  a  Cleigyman's  Son,  82mo,  2t    Crcfu 1835 

of  King  William  IIL,  by  a  Clergyman,  82mo,  It Simptin 1839 

■  the  Bible,  with  their  Answers,  by  a  Church  Member,  12mo,  6t   New  York 185$ 

-Church,  Reflections  on  the  Lituigy,  fcap.  8to,  4t  6<j  Sedejf 1838 


■  on  Scripture  Subjects,  12mo,  2t    BaiAard  1849 

Private,  for  Morning  and  Eyening,  82mo,  It  6d NeUom   1854 

Serenty  Short,  for  the  Young,  18mo,  It  Book  SocUtjf  ...its9 

with  Texts  for  Every  Day  in  the  Year,  by  an  M.  P.,  12mo,  5t  Seeicy 1858 

Preacher  in  the  House ;  or,  Family  Sabbath  Readings,  by  Drummond,  12mo,  i»6d...  BamHUm  ...t..i8st 

Preacher  (The)  :  Forty-two  Sermons  delivered  in  St.  Faults,  1857,  8vo,  5t  Paul 1858 

Preacher's  Assistant ;  by  the  Author  of  Helps  for  the  Pulpit,  18mo,  It  6d  W.  NickoUom..ii6i 

— — ^—  Portfolio:  250  Outlines  of  Sermons,  12mo,  8t6d Mwrlbo>ynufh. ..iis7 

Preaching  of  Christ  :  a  Series  of  Sixty  Sermons,  8vo,  S$  6d  Matttn 1853 

Pre-Adamite  Man  ;  or.  Our  Old  Planet  and  its  Inhabitants,  4th  edit.,  8vo,  lOt  6d...  NitbH i86s 

Preble  (^amd)  Memoir  of,  by  H.  R.  Lee,  cr.  8to,  7t  6d    New  York 1856 

Precept  and  Example,  18mo,  2t BamilUm  1841 

Practice,  by  Hany  Hieover,  12mo,  5t,  1857— red.  to  2t  6<2  Newbif    1861 

Preceptive  Illustrations  of  the  Bible,  54  plates,  imp.  4to,  58t ;  continuation,  18t   ...   Varty  1848-50 

Pteoepts  for  the  Conduct  of  Life  :  ^hortatioA  from  Scripture,  12mo,  It    Murray 1858 

in  Practice  :  Stories  on  the  Proverbs,  by  A.  L.  0.  E.,  12mo,  8t  6d NeUon   1858 

of  Jesus,  by  Author  of  Faithful  Witness,  82mo,  It  BamilUm  1858 

Preoes  Paulinte ;  or,  Deyotions  of  the  Apostle  Paul,  12mo,  8t  6d iVtt6cl    1854 

PrivatBB,  in  Btudiosorum  Oratiam  Collectee,  sq.  82mo,  6t J.B.d'J.Parkeri9s^ 

Preciosa,  a  Tale,  fcap.  8vo,  7t  6d  /.  Chapman  ...i^Si 

Precious  Truth,  82mo,  It    Yi^p 1857 

Pr61iminaires  de  la  Question  Romaine  de  M.  About*  8vo,  7t  6d Tribner i860 

Preliminary  Lessons  on  the  Histoiy  of  England,  new  edit.,  18mo,  It  6d  Longwutn  1854 

Premare  (C.)  Linguts  SinioB  Notitia,  trans,  by  Bridgman,  8to,  14t  New  York 1848 

Premature  Marriage,  a  Tale  of  Truth,  18mo,  It  6cl I>arton 1838 

Premillenniallsm  a  Delusion,  12mo,  St Oroombndge  ...t^S^ 

Premord  (C.)  Rules  of  a  Christian  Life,  2  v.  12mo,  7t   Dolman 1847 

Prem  S4gar  ;  or.  Ocean  of  Love,  in  Hindu,  by  Eastwiok,  4to,  21t;  in  English,  21t...  Madden 1850-1 

Prendergast  {0,L.)  Complete  Concordance  to  the  Poetical  Works  of  Milton,roy.4to,48t  LeeUe i860 

(Bar.)  Law  relating  to  Oflioera  in  the  Army,  8vo,  (it  6d Parker  it  £^..1849 

jj^^^  ^y,^  10,^ iP«f*erifeiS^...i8s4 


1835-1862]  PRENDERQAST PRESTWICK  619 

FrendezgiBt  (/oi.)  Initis  Yizgiliaiia,  Latin  Qnmmar,  12mo,  it ;...  FeUowa 1837 

Initia  Xenophontia,  Greek  Ghmmmar,  12mo,  i$    FdUneta 1838 

'—  (Edipos  Tymnniis  of  Sophoclea,  Sto,  5«    Feilowes 1839 

Prentice  {Arch,)  History  of  the  Anti-Com-Law  L^^^e,  2  t.  post  Sto,  14j  BenveU 1853 

-^^-^— ~—  Sketches  and  BeooUections  of  Manchester,  2nd  edit.,  post  8to,  6«...  Gilpin    1852 

Tour  in  the  United  States,  ]2mo,  2«,  OUpin,  1848;  new  ed.,  82mo,  It  Johnstone 1850 

(EmUy)  Dew-Drops  from  Spring  Flowers,  Poems,  12mo,  It  W Ward    1856 

Prentioeana;  or,  Wit  and  Hnmonr,  in  Paragraphs,  cr.  8vo,  dt  New  York i860 

Prentis  (jSKcp.)  Apology  for  Lord  Byron,  and  other  Poems,  post  8to,  9« Mttcrone    1836 

Preparation  for  Death,  Selections  &om  Bishop  Ken,  18mo,  2t Burns    1846 

Preparations  to  a  Holy  Life,  82mo,  U6d Hodson 1839 

Preparatory  Prayers,  and  a  Companion  to  the  Altar,  new  edit.,  18mo,  It  M Simphin 1850 

Presbury  {B.F.)  The  Mnstee  ;  or,  Loto  and  Liberty,  cr.  8to,  7t  M Boston^  U,S».,.iSs^ 

Presbyter,  Prelate,  and  the  People,  12mo,  is  M Cotes 1848 

Presbyterian  Clergyman  Looking  for  the  Church,  abridged  by  Burton,  2  ed.,cr.8vo,8t  Masters 1861 

— — ^—  Liturgies,  with  Prayers,  by  a  Scotch  Minister,  Sro,  2s  6d Sitnpkin 1858 

Why  am  I  a,  by  a  Mother,  fcap.,  ^  6d  Philadelphia.., i%sS 

Presbyterian's  Armoury,  8  t.  roy.  8to,  48t  JiamiUon  1846 

Prescott  (j9eo.  B,)  History  and  Practice  of  the  Electric  Telegraph,  er.  8to,  7t  6<2 i^otton,  U.S.  ...i860 

■  {Henr,)  Poems  written  in  Newfoundland,  12mo,  8t Saundtrsde  0.  1839 

-(H.P.)  Tobacco  and  its  Adulterations,  8vo,  12t  6d      Van  Voorst  ...1858 

(Pel)  Scottish  Methodism  impartially  Considered,  12mo,  St  Heylin    1856 

-^— ^— -  (7.0.)  Gems  from  the  Writings  of  Swedenborg,  with  a  Memoir,  32mo,  8t  Uodson 185a 

— ^ — — — Sermons,  Doctrinal,  Miscellaneous,  &c.,  12mo,  5t  6<i  Newbery     1848 

(ir.^r.)  Works,  11  V.  8to,  61  ds:   15  t.  post  8to,  76t RoutUdge  1861 

-11  T.fcap.  8to,  27t  M\  5t.  cr.  8ro,  26t     Rtmiledgt  1861 


-  Charles y.,  2  t.  8to,  21t ;  2  t.  p.  8vo,  lOt ;  cheap  edit.,  1  ▼.  5t    BoutUdtje  i86x 

-  Conquest  of  Mexico,  8  v.  Sto,  i2s;  2t.  Sto,  32t;  3  t.  p.  Sto,  ISt  Bentley  1850 

2  T.  Sto,  21t;  8  t.  post  Sto,  15t  Routledgt  1861 

1  T.  cr.  Sto,  5t ;  2  t.  fcap.  Sto,  5t    Routledgt  1861 


Peru,  2  T.  Sto,  d2t,  1849  ;  ^  ▼•  I»at  8to,  ISt Bentley 1850 

2  T.  Sto,  21t ;  8  t.  cr.  Sto,  16t;  2  T.fp.  Sto,  5s  Boutledge  1861 


•  Critical  and  Historical  Essays,  Sto,  14t,  '45  ;  p.  Sto,  6s Bentley  1850 

cr  Sto,  fit;  fcap.  Sto,  2t  6d  RoutUdgt  1861 

-  Ferdinand  and  Isabella,  8  t.  Sto,  42t    Bentley 1838 

8  T.  p.  Sto,  ISt,  '49  ;  2  t.  Sto,  86t Bentley  1850 

2t.  Sto,  21t;  8  t,  p.  Sto,  16t  Routtedge  1861 

cr.  Sto,  6t;  2  T.fcap.  Sto,  5s  Routledgt  1861 


-  Philip  XL,  of  Spain,  V.  1  &  2,  Sto,  28t,  BttUleyj\%sS  \  V.  3,  14t  Rovtledgt  1859 

2t.  post  Sto,  12t;  fcap.  Sto,  Bs Bentley  1855 

8  T.  post  Sto,  Ifit;  8  T.fp.7t  6d;  lT.cr.ST0,6t  Routledgt  1861 


Preieriber's  FharmaoopQeia,  by  a  Physician,  82mo,  2t  6€i Churchill  1851 

Present  Condition  of  British  India,  Sto,  8t Ball  1840 

for  an  Apprentice,  by  a  Citisen  of  London,  square,  is  6d Tegg  1838 

Little  Boys  and  Qirls,  new  edit.,  cold.,  ISmo,  2s  6d Harvey  AD,   .1844 

Toung  Churchmen,  l6mo,  Zs6d Bums    1843 

— from  Germany ;  or,  Christmas  Tree,  translated  by  Perry,  16mo,  8t  6d Fox    1840 

• HeaTcn,  by  the  Author  of  the  Patience  of  Hope,  2nd  edit.,  fcap.  Sto,  2t  6d  Strahan 1861 

-Position  of  the  Liberal  PaHy,  Sto,  15t Saunders  d:0,  i86a 

State  and  Prospecte  of  the  World  and  Church,  fcap.  Sto,  6s , Seeley     1837 

Testimony,  V.  1  to  18,  12mo,  each  6t  <rroom6ri^e*  50- 6a 

IVeagnTe  (Afrt.)  Correspondence  and  Memorial  Sketches,  12mo,  8t  Whittaker 1837 

Press  and  the  Public  Service,  by  a  Distinguished  Writer,  post  Sto,  6t  Rovtledgt  1857 

Pulpit  and  PUtform  ;  or.  Decline  of  the  French  Empire,  post  Sto,  lOt  6d     ...  Newlty    1857 

Pressensi  {Edm.  Ik)  Religions  before  Christ,  transL  by  L.  Corknn,  Sto,  Is  6d Bamilton  186a 

{Mad.  Dt)  Bosa  :  a  Story  for  Girls,  trans,  by  Bfrs.  Fletcher,  fcap.  Sto,  2t  Routledgt  1861 

I'teBion((?.^.)  Ballads  and  Metrical  Sketches,  12mo,  is  6d  Kent  i860 

— GUmpses  of  Antiquity  :  a  Collection  of  Metrical  Sketches,  p.  Sto,  Zs6d  Kent  1 862 

• Poems,  12mo,  2t  6d{,  1859;  2nd  edit.,  fcap.,  is  6d  Kent  i860 

Threshold  of  Atrides,  fcap.  Sto,  2s  6d    Kent  1861 

{0,ff,)  Student's  Theological  Manual,  Sto,  7t  6<i   Seeley 1851 

{M,M.)  Benefit  of  Scriptural  Instruction,  12mo,  ls6d   Blenkam  1836 

Parochial  Lectures  on  Book  of  Jonah,  new  edit,  post  Sto,  2t  6d Seeley 1858 

Sermons  :  Testimony  of  a  Faith  to  the  Truth,  Sto,  7t  6d Seelqf 1859 

" — ~ to  Young  Persons,  12mo,  6t,  Blenkam^  '37  ;  2  e.,  p.  Sto,  5s  Seeley i860 

* {Sam.)  School  Education  for  the  19th  Century,  post  Sto,  2t Simpkin 1846 

' {Tkeo.)  Book  of  Bcdesiastee,  Hebrew  and  Latin,  with  Notes,  Sto,  15t Parker  «t  Son   1845 

— ^ — ■  Makamat^  trans,  from  the  Arabic,  roy.  Sto,  ISt ;  large  paper,  25t  ...  Madden 1850 

■  Notes  on  the  Hebrew  Text  of  the  Book  of  Genesis,  post  Sto,  9s  6d...  Parker  A  Son  .1853 

'(T.R.)  Eesidenoe  in  Canada,  1837-89,  2t.  post  Sto,  12t Bentley  1840 

{W.)  Illustrations  of  Masonry,  with  Additions,  by  OliTcr,  17th  edit.,  9t  6d  Spencer 1861 

IVestoa  Hall,  a  Catholic  House  in  1681  and  1856,  by  A.  of  Stumpiogford,18mo,  It  6d  Dolman 1857 

Preslwich  {Jos.)  Geology  of  Clapham  and  Neighbourhood  of  London,  Sto,  Zs6d Van  Voorwt    ...1858 

— -  - — ■  the  Water-Bearing  Strata  around  London,  Sto,  St  6d  ...  Van  Voorst   ..  i8ci 

fratwick,  Becords  of  tbeBuighof,  4to  Maitland  Club  n.  f' 


( 


«20  PRETTY PRIDEAUX  [E^qim  Casaioot 

Prett7(/.i2.)  Aidi  daring  lAboor,  including  Chloroform,  fcc,  12mo,  i$  6d  (^tmrduR  its5 

Pretty  ABC,  with  Illustrations,  nn.  4to,  1»   iMan^&m  ...i»s* 

and  Pleaaing  Picture  Book :  500  Pictures  and  Yenes,  4to,  3<  M Deem iS$4 

Little  Stories  for  Pretty  Little  People,  82mo,  2s    Ndttm   1847 

Tales  for  Good  Little  People,  with  coloured  Pictures,  roy.  8vo,  2t  6d    ...   Ward  A  Lock  ii6i 

Poems  for  my  Children,  sqaare,  2s Ndnn   \l\i 

■  Poll :  a  Parrot's  Own  History,  16mo,  2«  M  ;  coloured,  St  6d AUdejf   1S53 

Tales  for  my  Children,  edited  by  Bmma  Somers,  square,  2« Ndtom,   1&47 

Pretyman  {J^R-)  Chureh  and  Erastianism  since  the  Reformation,  post  8to,  7«  M    ...  Hope 1S54. 

PreTailing  Prayer,  with  Introduction  by  N.  Macleod,  12mo,  Is  (kJ StraJum. 1^59 

Pr^TOflt  (Hip.)  System  of  Musical  Stenography,  8yo,  8s Coda 1^49 

Priaulz  (0«M.)  Principles  and  Objects  of  Bducaiion,  Sro,  6s /.  BdhM 1841 

• Qusstiones  Mosaics ;  or,  Book  of  Qenesia  Compared,  8to,  12s H.BoKn 1854 

Price  (AH,W,)  Longitude,  edited  by  Prior,  8to,  Is  6d Reyndl 185S 

(AuJb,C.)  God*8  Dealings  with  His  Church  :  Sermons,  12mo»  2s    T,  G.  David»o*  1861 

—— (^ar<.)  Anglo-Caiholic  Theory,  12mo,  Is Longman  1851 

Treatise  on  the  Differential  Calculus,  2nd  edit,  4  t.  8to,  C^6d Macmiliam  1854-61 

y.  1,  2nd  ed.,  1S68,  lis  6d,     V.  2,  1854,  14s  6d,     V.  8,  1856,  14s  6d,    V.  4, 1862,  16s. 

{D.)  Memoin  of  the  Early  Life  and  Sendee  of  a  Field  Officer,  8to,  12s   ...  Allen  A:  Cd.  ...1839 

{MisiE,)  Introduction  to  Italian  Qrammar,  18mo,  2s  6d  WkiUaker 183$ 

Pearl;  or,  Daily  Befreshment,  2nd  edit.,  64mo,  It  6d Thonuu 1^37 


•  (Edv.)  Journal  of  Norway  and  its  Scenery,  by  Forester,  post  8to,  5s    H.Bohn 1853 

Sick  Calls,  from  the  Diary  of  a  Missionary  Priest,  new  ed.,  12mo,  8s  6d  Dolman 1854 


Twelve  Views  in  Doredale  and  Ham,  4to,  10s SimpHn 1845 

(Cfto.)  Practice  of  Courts  of  Law  at  Westminster,  1835,  2  t.  12mo,  8ls Sweet 1835 

Treatise  on  Fire  and  Thief-Proof  Depositories,  &o.,  8vo,  21s Simpkm 1856 

-  Qunpowder-Proof  Locks,  &c.,  8yo,  2s  8pon i86x 


—  (Jno,)  The  Disciple  whom  Jesus  LoTed,  Memorials  of,  by  Osboin, cr.  8to,  2s  6d    Htunilion  1 862 

(/.)  B.emark8on  the  Study  of  Language,  8to,  2t  M  * Wkittaher 1850 

■  {Jot.M,)  Tables  of  Sterling  Exchange,  8rd  edit.,  roy.  8yo,  9s  A'ew  York 1851 

—  {Lahe)  Manual  of  Photographic  Manipulation,  post  8to,  69  6d Ch»rckUl  1858 

Sketches  in  Venice,  folio,  84s    Maclean    1843 

-  TauromAchia ;  or.  Bull  Fights,  fol,  84s;  col.,  7^  7s;  mounted,  102  10s  Hofforlk 1852 


—  ((7o/><.3f.)  Theatrical  Trip  for  a  Wager,  8vo,  5s Dudley 1862 

{P,C.)  On  Scrofulous  Diseases  of  External  Lymphatic  Glands,  cr.  8to,  8s  6d  CkwrckiU  1S61 

■  Winter  Climate  of  Menton,  with  Hints  to  Invalids,  foap.  8vo,  Ss CkurekiU  1862 

(P.  d;  i2.)  Memoirs  of,  12mo,  8s    Philadelpkia.,,i$sz 

'  {Tho,)  Literary  Remains,  with  Memoir  by  Williams,  2  t.  8yo,  28s  Lonffman  1856 

Modem  Gardener,  12mo,  Is  6(2 Deand:  Som  ...1845 

■  Protestant  Nonconformi^  in  England,  2  v.  8to,  24s  Ball  1838 

•  Wisdom  and  Genius  of  Shakespeare,  12mo,  6s   B.  Law 1853 


{Uve,)  On  the  Pictureoque,  edit,  by  Sir  T.  Lander,  8vo,  21s,  Orr—red.  to  12s  H.Bohn 1S52 

Prioelen  Pearls  for  All  Christians,  8vo,  8s  6d ,   WiUovgidty    ...1851 

Prichard  (C.E,)  Commentaiy  on  the  Bomans,  post  8ro,  8s  6ci   Longwutn  1862 

— Sermons  on  Prayer,  post  8to,  2s  6ci   Rivingion  1855 

: : the  Lord's  Prayer,  12mo,  8s  6<i RivingUm  1856 

(J,C,)  Eastern  Origin  of  the  Celtic  Nations  Proved,  8vo,  16s.... Q^riUh    1857 

Insanity  in  Belation  to  Jurisprudence,  12mo,  5s  Bailliere    184a 

Natural  History  of  Man,  2  v.  roy.  8vo,  88s BaiUihne    1848 

Ethnographical  Maps  to,  fol.,  24s BaiUih^    1$^ 


Physical  History  of  Mankind,  8rd  edit.,  5  v.  8vo,  82s     HouUton    1851 

Ulustrations  to,  8rd  edit.,  8vo^  18s...    BaiUihrt    1844 


Sermons,  12mo,  4s  6d MoMten 1849 

■ Treatise  on  Insanity,  8vo,  14s — ^red.  to  12s  6d HoultUm    1835 

■■  (J-^-)  Mutinies  in  Rajpootana,  a  Personal  Narrative,  post  8vo,  7s  6d   Parker  dc  Son  ,ii6o 

{W,B.)  Treatise  on  Bar  Harbours,  4to,  20s Talti§ 1844 

Prickett  {F.)  History  and  Antiquities  of  Highgate,  8vo,  4  illust.,  6s  ;  10  illust.,  12s  Broadbent 1842 

(Jf.)  Account  of  Barnwell  Priory,  8vo,  Is    Rinngton  1846 

■  History  of  the  Prioiy  Church  at  Bridlington,  8vo,  lOi  6<i--red.  8s  6(i...  Rtvington  1846 

Pridden  {Wm,)  History  and  Condition  of  Australia,  12mo,  5s /.  Hughet 1851 

: Manners,  Customs,  &c.,  of  the  Early  Christians,  12mo,  2s  6d Parker^ Son, ..iS$^ 

Pride  and  his  Prisoners,  by  A.  L.  0.  E.,  fcap.  8vo,  8«  6<f  NeUon   i860 

■  Irresolution,  a  New  Series  of  Discipline  of  Life,  8  v.  post  8vo,  Sis  6d Cfoll>wm 1850 

Prideaux  {CO.)  Act  to  Amend  the  Law  for  Registration  of  Voters,  2nd  ed.,  12mo,  5s  Skaw^  SoH9...j$^r 
Guide  to  the  Duties  of  Churohwardens,  9th  edit.,  12mo,  6i  6ci ShawASon9...i%6o 

-  (Fred.)  Handbook  of  Precedents  in  Conveyancing,  12mo,  9s WiUfy    1853 

Law  of  Judgments  affecting  Real  Property,  new  edit.,  12mo,  7s Maxwell    1853 

■ and  Crown  Debts,  12mo,  5s,  1841 ;  8rd  edit.,  7s  SpetHgue   1845 

Precedents  in  Conveyancing,  4th  edit.,  2  v.  roy.  8vo,  52s  6d  Sierent  1862 

(DeanH,)  Connexion  of  Old  and  New  Testaments,  2  v.  8vo,  ISs,  '38— red.  10s  J,H.d:J,P«erkeri%$i 

byM*Caul,  2  v.  8vo,  18s...  Ttgg  1R45 

{Jno.)  Doctrine  of  Prayer,  by  Dr.  Cornish,  18mo,  4s  J.H,AJ.Parheri%^i 

(T.  5^.)  Strictures  on  the  Conduct  of  H.  Watson,  8vo,  2s Longman  1840 

(Walt.)  Poems  of  Chivaby,  Faery,  and  Olden  Time,  12mo,  6s SmilASr  Elder  .ifiAo 

iW.H.)  Lays  for  aU  Hearts,  l^mo,  5s Ungman  1836 


1835-1862]  PRIDHAM PRINCIPLES 

Pridkam  {Art.)  Notee  on  Book  of  FkMlnu,  12mo,  10«  M 

Bphesiao8,12mo,  U  6d;  Hebrews,  Romans, 2  ed.,12mo,ea.5« 

{Choi.)  Historical  and  Political  Account  of  Ceylon,  2  r.  8to,  28« 

History  of  the  Mauritius,  8vo,  12»,  Smith  ds  Elder^  1846  ;  n.  ed.,  15« 

Kossuth  and  the  Magyar  Land,  post  8vo,  10«  ^ 

(Jno,)  Christian  Instructor,  f^th  edit.,  2  t.  l2mo,  lOt 

Church  of  England,  8to,  10«  W  

Bcdesiastical  Ueform  of  the  Church,  8to,  14»   

Family  Lectures,  2  v.  12mo,  12« 

Prieger(/.f./*.)  Mineral  Waters  of  Zreusnach,  8to,  S«  

Priest  {Alf)  Hare  and  Three  Leverets,  a  Story  in  Verse,  16mo,  8t    

\jiu.)  Thoughts  on  Life,  and  other  Beligious  Poems,  post  8to,  4j     

{/m-)  American  Antiquities  and  Discoveries  in  the  West,  8to>  8«  tki 

Priest  Hunter,  an  Irish  Tale,  post  8to,  5< 

Miracles  of  Rome,  a  Memoir  for  the  Present  Time,  12mo,  6<    

upon  his  Throne:  Lent  Lectures  at  St.  George's,  Bloomsbuiy,  12mo,  6«   

Priest's  Companion  in  the  Visitation  of  the  Sick,  fcap.  8to,  2»  %d   

Manual:  Prayers,  &c.,  edited  by  the  Dean  of  Moray,  12mo,  U  6e<   

Niece,  a  Novel,  8  t.  post  8to,  31«  6d  

Priestess,  an  Anglo-Saxon  Tale,  post  8to,  4<  6d   

Priestley  (/oa)  &8ay  on  Mental  and  Moral  Excellence,  12mo,  It  M 

(Joak,)  True  Womanhood:  Memorial  of  E.  Hessel,  post  8vo,  4«    

(W.O,)  Lectures  on  the  Gravid  Uterus,  8vo,  6s  6d 

Primary  and  Present  State  of  the  Solar  System,  8vo,  1« m, 

Prime  (5./.)  Bible  in  the  Levant,  Life  of  Righter,  fp.  8vo,  fit.  New  Ywk ;  12mo,2«  6<i 

Letters  from  Switaerland,  8vo,  6»6d   

PowerofPniyer,12mo,2«,IF.Co2/<n«;82mo,]9  6(i,ift7}i«r,*59;  18mo,l«6<i 

Travels  in  Europe  and  the  East,  2  v.  post  8vo,  10s    

(TT.a)  Boat  Life  in  £^pt  and  Nubia,  post  8vo,  8«  6<i  

Tent  life  in  the  Holy  Land,  port  8vo,  8«  6<i  

Prime  Minister,  a  Poem,  12mo,  4s 

Primer  of  the  Iriah  Language,  12mo,  8f    

Primers  put  forth  in  the  Reign  of  Henry  VIII.,  8vo,  9s,  /.  H.JsJ.  Parker,' 4$—!.  5s 

Primitive  Church  in  its  Episcopacy,  post  8vo,  9$ 

Primula,  a  Book  of  Lyrics,  12mo,  Is 

Prince  (^./.)  Strength  in  Jesus  to  endure  Trial,  12mo,  2s 

' perform  Duty,  82mo,  Is  6rf 

' (/.C)  Autumn  Leaves,  Original  Poems,  new  edit.,  12mo,  8«  

Hoom  with  the  Muses,  6th  edit.,  12ino,  2f  Sti,  Hyde  ;  new  ed.,  8s  6d 

Miscellaneous  Poems,  fcap.  8vo,  Is  6ci 

Poetic  Rosary,  12mo,  2s  6(i    

(ifrs.)  Glimpse  of  the  Wonders  of  Creation,  12mo,  4s  

. Remarks  npon  Angela,  square.  Is  W 

Sacred  Lays  from  a  Baxterian  Harp,  12mo,  2«  6<i  

-~—^(PAx7.)  Examinations  in  History,  Geography,  &o.,  12mo,  8s  

Parallel  Histoiy  and  Biography,  8  v.  8vo,  68s 

Priaee  Ahmed  and  the  Fairy  Pari  Banou,  a  Play,  by  L.  A.  D.,  8vo»  Is  6<2  

Albert^  his  Country  and  Kindred,  imp.  8vo,  4s 

aod  the  Pedlar,  8  v.  poet  8vo,  24s     

Arthur's  Alphabet  Book,.  16mo,  Is    

Consort,  Life  of,  by  Edward  Walford,  fcap.  8vo,  Is 

Duke,  and  the  Page,  a  Novel,  8  v.  post  8vo,  81s  6cf 

George  of  Hanover's  Ideas  and  Reflections  on  Music,  8vo,  2s  M 

of  Orange,  a  lUe  of  the  Dutch  Protestant  Revolution,  8  v.  post  8vo,  81s  ^d 

Peace  ;  or,  Lays  of  Bethlehem,  sq.  8vo>  7s  M — red.  to  6s 

Truths  for  Young  Disciples,  ty  a  Lady,  18mo,  8s — red.  to  2s  6d 

— the  House  of  David:  Three  Years  in  Holy  Oity,  ed.  Ingraham,  12mo,  8t  6(2 

Mountains,  a  Syrian  Romance,  a  Poem,  fcap.  8vo,  6s 

>  Wales  at  the  Tomb  of  Washington,  aPoem,  cr.  8vo,  Is 

New  England  Tour,  a  Complete  History,  8rd  edit.,  8vo,  Is  6<i 

Own  Alphabet,  12mo,  Is  6d  

Primer,  illust.  by  G.  GKlbert,  new  edit.,  12mo,  Is  

— - —  Sigismund's  Courtship,  an  Extravaganza  in  one  Act,  imp.  16mo,  Is  

Prince's  Journal:  Destruction  of  the  Works  of  the  Devil  through  the  Gospel,p.8vo,6s 

PrincesBPbrella;  or.  Knight  of  the  Silver  Shield,  4to,  7s  6d 

Use,  a  Legend  from  the  German,  by  Lady  WaUaoe,  16mo,  6s — red.  to  2s  6<2 

Royal,  Anecdotal  Memoir  of,  18mo,  2s  6ci 

r ■ Souvenir,  18mo,  2s  6(2  

Princeton  Pulpit,  Sermons  by  the  College  Professor  there,  8vo,  10s    

-7- •  Theological  and  MiKellaneous  Essays,  2  v.  8vo,  80s   

"inciple,  a  Tale,  by  Author  of  Hadassah,  12mo,  8s  6d 

_  it  Policy  ;  or,  the  British  Nation  tarsus  Statecraft  and  Priestcraft,  8vo,  2s 

Principles  and  Practice  of  Harmonious  Colourinc  in  Oil,  Water,  &c.,  2nd  ed.,  p.  8vo,  Is 

•- '  —  Sanitaiy  Economy,  12mo,  2s  6<i  

^"^ or,  Stories  for  Young  People,  new  edit.,  18mo,  2s 
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Frindpleiof  ColIegUte  Bdoeation,  GnoU  College,  S.  ^ff§^m,  post  8?o,  Is  Stanfwd  iS$7 

Commercial  Law,  Sootknd,  8to,  7j  6d   Longman  1841 

Common  Law,  kc.,  8to,  12«  6rf    BoMtingt  1X47 

Design  Mnd  Colour,  illiut,  4to,  SbM JdbemaiM  ...1^7 

EocleBiatitical  BttUdingB  and  Ornaments,  4to,  7« Bcswjrik  1S51 

English  Grammar,  with  the  Rules  of  Syntax,  ISmo,  1«  6d  BeU A  JkUdy. ..il^o 

Bquity  Jorispnidenoe,  870,  18«  W  Jkty  iM 

Ethics  according  to  the  New  Testament,  post  8to,  2s BeU  ^  DaUbf... ils^ 

Jesuits  in  the  Eighteenth  Century,  8to,  Ss  Bivimgiam 1840 

Natural  Philosophy  Explained,  12mo,  S«  6d    HouUbm  iS4< 

Protestantism  Considered  as  to  Unity,  post  8yo,  U   /.  Darling 1S49 

. Rowing,  by  Oarsmen,  8vo,  1«  W WetiUg 1X46 

the  Laws  of  England,  by  a  Solicitor,  8to,  16« CrofU 1839 

Pring  (Jno,)  Christian  Modes  of  Thinking  and  Doing,  8  r.  8to,  80« Groomhridge  ...1S37 

Letters  to  a  Brother  Curate  on  Various  Topics,  8to,  5s CadeU    iSj( 

Millennium  Etc,  a  Poem,  12mo,  9<  6(1    CadtU    1*43 

Seasons  of  Sorrow,  Original  Poems,  12mo,  8s HamilUm  1S4S 

Sermons  on  the  Kingdom  of  Qod  in  Christ,  2  y.  8to,  24s WkUtaber 1838 


I^ngle  (/.^.)  Algiers  the  Warlike,  and  other  Poems,  post  8to,  «•    (HUvier 1846 

(T,)  NarratiTS  of  a  Residence  in  S.Africa,  n.  e.,  r.  8vo,  3f6rf,'40— r.2t6d  Jfozon  iM 

Poetical  Works,  with  Memoir,  by  Ritchie,  8to,  21s— red.  to  9s  6<2  ...  Moxtm  1839 

(IFoie.)  Memoirs  of,  edited  by  W.  Wood,  12mo,  2f  HamiUon  1847 

(IT.O.)  Meat  Manufacture,  a  Practical  Treatise,  8to,  Is  Lockwood  i860 

PrinsepC^.ii.) Sanscrit  VocabuUiy,  roy.  8vo,  10s  M  AUem*Co 1847 

(i/.r.)PoUticalLifeof  Runjeet  Singh,  870,  12s AUendsCo 1835 

Results  of  DiscoTeryof  Coins  in  Affghanistan,  8to,  15s AUemdsOo 1844 

Tibet,  Tartary,  k  Mongolia,  their  Social  k  Political  Condition,  p.  8T0,5f  AUem  A:  Co 185s 

(/as.)  Essays  on  Indian  Antiquities,  edited  by  E.  Thomas,  2  t.  8to»  52s  6d    Mwrrag 1858 

Print  Collector,  Introduction  to  Knowledge  of  Prints,  ftc,  4to,  12s  Sannd^nde  0.  1844 

Printer  (The),  new  edit.,  12mo,  1« ffwUUam    1849 

Printing,  History  of,  new  edit,  fcap.  870,  2t  W Soe.  P.  C.  iT.... i86» 

Prior  (H.L.)  Manual  of  Short  Conveyancing,  1857,  roy.  8to,  16s Wildg    1857 

{Joi.)  Country  House,  and  other  Poems,  12mo,  6t Chapman S  B.ii^B 

Life  of  Qoldsmith,  2  r.  8to,  80«,  1836— red.  to  21s Murray 1849 

^{SirJa$.)  Life  of  Bdmond  Malone,  8vo,  14s SmitkA:£lder.  i860 

{J.VS  Treatise  on  Construction  of  Limitations,  1889,  12ino,7s  Bmming 1839 

(Mat.)  Poems,  with  Memoir,  by  Gilfillan,  8vo,  4s  6d Nisbet    1858 

Mitford,  2  t.  12mo,  10s   Pickering  1835 

and  Swift  (Dean)  Select  Poems,  by  C.  Bathurst,  12mo,  8s  Parber  A:  Stm  1853 

—  {R.C.A,)  Ancient  Danish  Ballads,  3  T.  post  8vo,  31s  6d   WiUutmtAcN.  i%ho 

Prisdlla  the  Helper  :  Memoir  of  Mrs.  Rowton,  by  J.  G.  Hewlett,  18mo»  Is  M  Ward 1841 

Prison  Inspectors,  Extracts  from  Third  Report  of,  8to,  6s Lomgwum  1838 

Regulations^  12mo,  Is  6d    Sham  4s Sam  ,.,i%^i 

Reminiscences ;  Whitecross  Street  and  Law  of  Imprisonment  for  Debt»  8to,  Is...  BmntU i860 

Prisoners  of  Abd-el-Kadir,  translated  by  Porter,  12mo,  6a Swuthdi  Elder  1845 

Australia,  a  Narrative,  by  the  Author  of  Miriam,  12mo,  8s  dd Hatikaird  1841 

Craigmacaire,  a  Story,  18mo,  Is  Matierm 1851 

Hope,  Letters  from  Florence,  edited  by  8.  P.  TregeUes,  12mo,  2s  6d  ...  Partridge 185a 

Prisse  (^.)  Oriental  Album,  4to,  56s;  folio,  5/ 6s  Madden 1846 

Valley  of  Nile,  Description  by  St.  John,  foL,  pL,  55f ;  cold.  84s    Madden 1850 

Pritchar«  {And.)  Essays  on  Microscopes,  8to,  8s  6<I   WhiUaker 1837 

History  of  Infusoria, Living  and  FosBil,4th  e.,8vo,pl.,86s;  cold.,50s  Whittaker i860 

Infusorial  Animalcules,  8 vo,  21s    WhiUaker 1851 

. List  of  Patents  granted  in  England,  1800  to  1845,  2  v.  12mo,  18s .   Whktaker 1846 

Microscopic  Illustrations  of  Living  Objects,  8rd  edit,  8vo,  7s  6rf...   Whittaker 1845 

— — Natural  History  of  Animalcules,  8vo,  6< Whittaker 1851 

Notes  on  Natural  History,  12mo,  5<,  1844  ;  2nd  edit,  2s  6i2  WhiUaker 1849 


{Cha.)  Treatise  on  the  Theory  of  Statical  Couples,  2nd  edit,  8vo,  4s  MaemUlan 1858 

{Geo.)  Missionary's  Reward  ;  or.  Gospel  in  the  Piieifio,  12mo,  4s Snom 1844 

{R.A.)  Handbook  on  the  Law  of  Marriage  and  Divorce,  8vo,  15s Steveng  1859 

(7*.^.)  Handy  Book  for  Bxecutonand  Administrators,  cr.  8vo,  2s  iki Awur 1861 

(fT.)  On  Reform  of  Ecclesiastical  Courts,  8vo,  2$  (id  Benming 1853 


{W.T.)  Digest  of  Admiralty  Reports,  1847,  roy.  8vo,  80s  Benning 1847 

Prichett  {Dr.M.)  Remittent  Fever  of  the  Niger  Expedition,  8vo,  7«  8d   ChurtAiU  1843 

Private  Devotions  at  the  Psalmist's  Hour  of  Prayer,  18rao,  2s   Wertheim  1854 

Diary  for  Every  Day  for  a  Year,  15th  edit,  hf.-bd.,  8vo,  4s  6<l  Walkm  1850 

Patronage  of  the  Church  of  England,  1855,  8vo,  Z»6d Cox 1855 

Prayers,  Morning  and  Evening,  32mo,  Is  M  Nelaon   1854 

Privateer  Captain,  by  Waters  (Naval  and  Military  Lib.),  fcap.  8vo,  2s C.If.  Clarke... ii6i 

Privilege  and  Precept,  a  Scripture  Manual,  12mo,  Is  6d Groomhridge  ...1854 

Pbtvt  Couhcil  Reports  : — 

Knapp,  3  v.  roy.  8vo,  84s   Stevem 1829-36 

Moore,  IS  v.  roy.  8vo,  251 Stetene 1836-60 

TheGorham  Case,  1  v.  roy.  8vo Sieeeme  1850 

East  India  AppeiJs,  7  v.  roy.  8vo Sievene 1836-60 
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Prize  Gkrtoons  exhibited  at  Westminster  Hall,  in  portfolio,  51  5s — proofs^  8^  8« Longman  1847 

Second  Exhibition,  folio,  21» — proofs,  i2t  Hogarth 1847 

Efflay  on  Operatiye  Classes  of  Great  Britain,  12mo,  2» Rd,  Tract  Soe,  1851 

Essays  on  Advantages  of  Literary  and  Scientific  Institutions,  12mo,  2s  6d A,  Hall 1850 

the  Sabbath,  18mo,  1*  W   Rel  TractSoc.  1849 


Indostrial  Schools  for  an  Agricultural  Population,  Svo,  7«  Qd  Come 1845 

Infidelity,  Shadow  of  Death,  &c.,  l2mo,  8t Partridge 1851 

Model  Cottages,  Plans  for  Labourers'  Cottages,  4to,  ZsM DeanttSon  ...1849 

Money,  showing  the  Right  of  the  Actual  Captoxs  to  the  Kirwee  Booty,  8to,  2s  Harrison  i86» 

Problems  in  Human  Nature,  by  the  Author  of  Homing  Clouds,  &&,  post  8to,  5s  ...  Longman  i86a 

Pzobus;  or.  Borne  in  the  Third  Century,  2  T.  12mo,  12«    WiUy 1838 

Proby  (Mrs.)  The  Dennes  of  Daundelyon,  3  v.  post  8to,  81«  M    SmiA  d:  Elder  1859 

Procedure  in  Yioe-Warden's  Court  of  the  Stannaries  of  Cornwall,  &c.,  12mo,  9s Sweet 1856 

Proceedings  at  the  National  Wallace  Monument  on  June  24, 1861,  12mo,  Is   Houlston   1861 

of  the  Anti-Slavery  Convention,  June,  1840,  8vo,  14«  Society  1841 

Assembly  of  Free  Church  of  Scotland,  May,  1851,  8vo,  5s Nid)et 1851 . 

• Royal  Society  of  Edinburgh,  1857-8,  8vo,  2« Williams  diN.  i^s^ 

on  the  Trial  of  Smith  v.  Earl  Perrars,  8vo,  7s  6d  Pickering  1846 


■  Transactions,  &c.,  of  Various  Learned  Sodeties.     See  Appendix. 


Prochazka  (Boron)  Revelations  of  Hungary,  post  8vo,  10s  6<f Shoberl  1851 

(Baroness)  Abduction,  a  Novel,  8  v.  post  8vo,  81s  6d  Shoberl  1850 

Prodos*  Two  Treatises,  translated  by  TWylor,  post  8vo,  8«  Pickering  1841 

Procrastination  ;  or,  the  Vicar's  Daughter,  a  Tale,  new  edit.,  12mo,  8s  6<2   Snow 1854 

Procter  {MaJ.)  Histoiy  of  the  Crusades,  new  edit.,  post  8vo,  8«  6d  Chifin    1856 

-(jR. IT.)  Barber's  Shop,  post  8vo,  Ss   Simphin 1856 


■  Literary  Reminiscences  and  Gleanings,  cr.  8vo,  4s Simpkin.. 

Our  Turf,  our  Stage,  and  our  Ring,  cr.  8vo,  Is  (kl Simpkin i86a 

Proctor  ( A .j4.)  Ghaplet  of  Verses,  cr.  8vo,  5s  Longman  i86a 

Legends  and  Lyrics,  a  Book  of  Verses,  5th  edit.,  fcap.  8vo,  5s Betl^k  Daldif...i%6i 

(E.)  Letter  on  the  Holy  Mystery  of  the  First  Resurrection,  8vo,  2s  6d Hatchard  18^8 

(Fro.)  Elementaxy  History  of  the  Book  of  Common  Prayer,  roy.  18mo,2s  M  Maemillan    ...i8o» 

History  of  the  Book  of  Common  Prayer,  5th  edit.,  cr.  8v^  10s  6d ...  Maemillan    ...1861 


■  (Geo.)  History  of  Italy,  it^.  8vo,  6s  Routledge  1853 

{T,B.)  Treatise  on  Use  of  the  Sympathetic  Nerve,  4to,  7s  6d  Highleg 1844 

Prodigal  Son:  Six  Village  Disoourses,  12mo,  Isdd Bivingion  1840 

Prodigal's  Return,  and  tiie  Aged  Father's  Vision,  by  a  Lady,  12mo,  Is  6c{   Morse 185a 

Profesdon  (The),  with  other  Poems,  12mo,  4s  6a Fdlovfes 1836 

Professional  BxcTursions  of  an  Auctioneer,  8vo,  10s  6<f Greenland  1843 

Professor  and  his  Favourites,  by  Emily  Flygate,  8vo,  Is  6d    Wiley 1845 

Profitable  Employment  for  Leisure  Hours,  18mo,  8s Longman  1835 

• Reading  for  AU  Christians,  12mo,  Is  M'Phun    1858 

ProgresB  snd  Position  of  Russia  in  the  East  to  1854,  8vo,  6s  6d Murray  1854 

Prospects  of  Society,  post  8vo,  9s Saunders  dfO,  1841 

of  Her  Majesty  to  Burleigh  House,  4to»  10s  Aekermann   ...1845 

Homoeopathy,  8vo,  5s Highley 1847 

Literature,  and  its  Effects  on  Society,  8vo,  7s  Longman  1850 


' Machinery  and  Manufactures  in  Great  Britain,  4to,  21s Weale    1848 

Nations,  a  Study  in  Analytical  History,  8vo,  18s Longman  i860 

' — Religious  Thought  in  Protestant  Church  of  France,  or.  8vo,  Istd Simpkin 1861 

— ■ the  Queen  and  Prince  Albert  in  France,  Belgium,  and  England,  4tO|  12s  Wakeman 1844 

l^rogreanve  Exercises  for  Advanced  Students  in  Latin  Composition,  12mo,  ZsM Parker ds Son,.. 1%^ 

—  Geography  for  Children,  4th  edit,  18mo,  Is  6d    Murray 1846 

Lessons  in  Social  Science,  12mo,  Is  6d  Smith  A  Elder  1850 

^  Tales  for  Little  Children,  2  v.  16mo,8s,TrasA&ottm«,  '43  ;  newed.,  1  v.  3s  BeUdBDaldy...\%(ii 

Prometheus  Britannicus,  fcap.  8vo,  2s  Bogus 1840 

Promiaeooiis  Examiner,  Questions  on  Gkogiaphy,  &c.,  new  edit.,  18mo,  Is  6<I Low   1859 

Jromiaed  Land,  by  the  Author  of  Faithful  Witneas,  82mo,  Is   Hamilton  1858 

Promises  of  Jesus  Christ,  Illuminated  by  A.  H.  Warren,  sq.  cr.  8vo,  15s  ;  mor.,  21s  Bell  A  Daldy... i%6o 

Prompt  Remedies  to  be  used  in  Cases  of  Emergency,  82mo,  Is   Bogus 184a 

^mptoriom  :  An  English  and  Latin  Dictionary,  of  the  XV.  Cent.,  by  Way,  2  v.  4to  Canufm^Sbe.  1844-51 

Proper  Names  of  Old  Testament,  for  Use  of  Hebrew  Students,  8vo,  7s  64^ Williams  tk  N.  1859 

Properties  of  Human  and  Animal  Milks,  8vo,  Is (Thurchill  i860 

Propertitts,  Opera,  Lat.,  English  Notes  by  Paley,  8vo,  10s  6d Parker d: Son... i$^i 

Garmina  qussdam  Selectss,  English  Notes  by  Cookesley,  12mo,  2s  6d E.  WilUams  ...1851 

Elegies,  Petronius  Arbiter,  Satyricon,  &c.,  translated,  post  8vo,  5s H.  Bohn 1854 

Property  and  Income  Tax  Act,  with  Index,  12mo,  2s  6d SpoUiswoode  ,..i9^% 

■ by  J.  Paget,  12mo,  4s BUjikam  184a 

~ Analysis,  Notes  and  Tables  by  J.  T.  Pratt,  12mo,  7s  6d  Shaw 184* 

"" Notes  by  Wells,  12mo,  8s    Simpkin .18431 

r ""- by  the  Inspector- Gen^iJ  of  Stamps  and  Taxes,  8vo,  4s  Clowes    '. . .  1 84a 

Prophedes  concerning  Our  Saviour,  18mo,  2s  Simpkin 18431 

^-  relating  to  Nineveh  and  the  Assyrians,  transl.  by  Smith,  post  8vo,  10s  6c2  Longman  1857 

Prophecy  Compared  with  History,  oblong,  6«6rf  A.Hall 1857 

--— -  for  1865,  from  Carlyle's  Latter  Day  Pamphlets,  12mo,  Is   Chapman  d:  H.i%^^ 

on  Olivet  expounded,  12mo,  ZsM Simpkin 1847 
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Prophet  of  Qalilee,  port  8to,  6c ^ate&atni 1847 

Prophets;  or,  Mormonism  Uoveiledy  ISmo,  5m Pkiladelpkia...i%ss 

Nazareth,  with  Preface  hy  Jno.  Miller,  12mo,  St  6d KnigktAScn  1S59 

Prophetic  Hap  of  the  World,  12mo,  U  id BamiU<m  iM 

Prow  Foiget-Me-Not,  82mo,  U  6d J>arton 1841 

r-  of  the  Younger  Bdda,  tranal.  from  the  Old  Norse,  by  Webbe,  8vo,  5« Pickering 1S41 

Pro-Slavery  Arj^iment,  aa  Maintained  by  Harper,  Qtort.  Hammond  fc  others,  p.  8yo,7<  PkiladdpbML...\t^i 

Proeaer  {Jas.)  Index  of  Hebrew  Boote,  12mo,  \a  M AploU    i8h 

Key  to  the  Hebrew  Scriptnres,  poet  Svo,  6$  AyUU    i?s+ 

Prostitution  as  it  exists  in  London,  &c,  by  a  Physician,  12mo,  6f BoiUiirt   iS$7 

Prot6g6  (The);  or,  Visible  Doings  of  Providence,  18mo,  Is Hamilton 1853 

Ph>teBtant  and  Church  Advocate  (1842),  12mo,  3f  6d iSimjOrM 1S43 

Annual  for  1841,  ed.  by  Charlotte  Elisabeth,  p.  8vo,  15s;  proofs,  25s— r.to  9s  BaUUr  1840 

■  Christian  Keepsake,  8vo,  9s Battler  1843 

Exiles  of  Zillerthal,  tr.  from  theGkrman  by  Saunders,  12mo,  1839;  8  e.  Ss6<2  Hatckard 1840 

inlrol&nd  in  1868,  12mo,  2»  6il  Sedey 1854 

Keepsake,  1841,  8vo,  7s  W ffayuford  1842 

•  Lays  from  many  Lyres,  by  a  Lady,  12mo,  Is  6d W^iheim  1S51 

■  Lectures  on  Errors  of  Romanism,  12mo,  3s  6d   PigcU 1851 

■  Magazine,  8vo,  Tola.  1  to  4,  ea.  8s  6<i ;  Vol.  5,  4s  ;  Vols.  6  to  18,  ea.  «s    /.  F.  Shaw  XS39  51 

^^— ^—  Preacher  :  Sermons,  7  v.  8to,  50s    Baisler  1836-5 

'  Principle  of  Appealing  to  the  Scriptures,  12mo,  2s  6(2   Dolman 1838 

Protestant*B  Armour  ;  or,  Antidote  against  UnscripturaJ  Teaching,  12mo,  8s  6<f Longman 18 ;i 

• Armoory:  Extracts  from  Writers  on  Church  of  Rome,  12mo, 7s— red. 2s  6(i  Z^.  ^oftii 1839 

— —  Faith,  by  a  Converted  Jew,  8vo,  2s  Author  1851 

Protestantism  Endangered,  18mo,  2s Ward 1843 

Protoplast,  a  Series  of  Religious  Papers,  2  v.  pont  8vo,  16s,  1855;  4th  edit.,  lT.9t6d  Weriheim 1862 

Proud  {Jo$.)  Aged  Minister's  Last  Legacy  to  the  New  Chun^  new  edit,  post  8vo,  8s  dd  Hodaon 1855 

Pkx)udfoot  {W.J.)  Barrow*s  Travels  in  China  :  an  Inv^tigation,  er.  8vo,  4s Philip   1861 

Prout  {J.8,)  Gleanings  from  the  Gh>ld  Fields,  with  lUnstrations  and  Maps,  Is Addty   1852 

(5am.)  Antiquities  of  Chester,  imp.  4to,  42s;  fol.  68s;  cold.  5/ 5s Achermann   ...1839 

Elementary  Drawing  Book  of  Landscape  and  Buildings,  n.  e.,  obL  4to,  5s  Grifin    i8$8 

_— —  Hints  on  Light  and  Shadow,  Composition,  &c.,  4to,  21s NattaU  1848 

■  — Microcosm  ;  or,  Artistes  Sketch  Book,  roy.  4to,  24s  Bogne 1840 

Monmouthshire  Castles,  imp.  foL  $1  5s,  1838— red.  to  45s   H.Bohn 1849 

Sketches  in  France,  Am.,  fol.  84s ;  India  paper,  5^  5s Orate»  1839 

and  Harding  {J.D.)  Views  in  Italy,  &c.,  4to,  21s Bognt 1838 

(Wm,)  Bridgewater  Treatise  on  Chemistry,  8vo,15s/45;  n.e.  by  Griffith,  p.8vo,  U  ff,Bohn 1855 

Treatment  of  Stomach  and  Renal  Diseases,  5th  edit,  8vo,  20s ChurdkiU 1848 

Proverbs  and  Popular  Sayings  relating  to  the  Seasons,  &c,  edited  by  Denham,  p.  8vo  Perc^  Soe ^-^ 

Precepts  from  the  Bible,  16mo,  2s  Oroombridge  ...lisi 

Maxims,  and  Reflections,  18mo,  Is  6d    BeU^Daidy.ii^i 

of  Solomon,  Hebrew  and  English,  by  Mocatta,  12mo,  8s  6d    Richardaon   ...1S45 

with  Latin  Version,  by  Mackenzie,  12mo,  2s  6<2 ;  Key,  2s  6c2...  Souter    1844 


with  Scripture  Illustrations,  sq.  82mo,  Is  8<< Bagtter 1861 

Providence  of  God,  Illustrated,  12mo,  7s  6rf BamiUan 183S 

or,  the  Early  History  of  Three  BarbariAns,  2nd  edit,  cr.  8vo,  Is  td ffamilion  1860 

Provincial  Sketches,  by  Author  of  Usurer's  Daughter,  8vo,  10s  6d Chvrton 1835 

Provis  (Jno,)  Tables  for  the  Copper  Trade,  8vo,  30s Simpkin 1835 

Prudentius  (A.C)  The  Cathemerinon,  and  other  Poems,  in  English  Verse,  12mo,  2i...  Bimnffton  1845 

Prus  {Mad.)  Residence  in  Algeria,  8vo,  12s Picba^ng 1851 

Pryoe  {£.S.)  Is  It  not  Written  ?  Testimony  of  Scripture  against  Romanism,  p.  8vo,  6s  Smiths  Elder  i860 

Prise  finay  on  Popular  Education,  12mo,  8s  6d Bull  1840 

(Oto.)  Memoriahiof  the  Canynges'  Family,  roy.  8vo,  10s  6ci    EonUton  1854 

'  Notes  on  Architecture  and  Sculpture  of  Middle  Ages  in  Bristol,  12mo,  2s  HouUUm  185 1 

-  Popular  History  of  Bristol,  8vo,  12s Mack 1861 


Pryde  {Dav.)  Biographical  (>utlineB  of  English  Literature,  sm.  post  8vo,  2s Simpkin 1862 

(Jos,)  Euclid,  Elements  of  Plane  Geometry,  12mo,  2j  6<i— red.  to  2s    Chambers  i860 

■  Method  of  Calculating  Interest,  witii  Tables,  roy.  8vo,  5* Longman  i8s7 

Pryingsof  a  Postman,  poet  8vo,  5s    Smith  d:  Elder  1847 

Pryme  ((?eo.)  Jephthsh,  and  other  Poems,  12mo,  5s Batchard 1838 

Piynne  {O.R.)  Sermons  at  St  Andrew's,  Clifton,  8vo,  10s  6d,  '46;  2  ser.,  8vo,  10s  6d  Matlera 1856 

Pryae  {R.J.)  English  and  Welsh  Pronouncing  Dictionary,  J2mo,  7s;  18mo,  4s Oee (Denbigh)  .1857 

Prytherch  (P.B.)  On  the  Mineral  Waters  of  Hombui^g,  new  edit,  post  8vo,  2s  6d  ...  ChurchiU 1853 

Przyiemski  ((7oZ.y  Sketches  of  the  Polish  Mind,  a  Poem,  12mo,  2$  6d  Caah  1857 

Psalm  LI.,  a  Course  of  Seven  Lenten  Sermons,  by  How,  12mo,  Is ;  large  type.  Is  6d  J,  Morgan 1861 

CIV.,  Panoramic  View  of,  lUus.  by  Miss  Ffarington,  col.,  folded  in  aBook,  7s  6rf  Bering  1857 

Psalmist,  Pbalm  and  Hymn  Tunes,  by  Novello,  1  v.  obi.,  18s,  '42  ;  4  Pts.,  each  4s    Baddon 1844 

Psalmody  for  the  Christian  Seasons,  from  the  Cleveland  Psalter,  18mo,  Is    J,B.AJ,Parker\%s^ 

of  Scotland,  for  Classes  and  Schools,  12mo,  Is  6c2  BamilUm 1855 

Psalms  and  Canticles  for  Chanting,  by  Sir  H.  Dryden,  post  8vo,  6s  6<2 OUivier 1848 

■  Hymns  for  the  Church  of  England,  Music  harmonized  for  8  Voices,  16»  ..  Bay?et    1850 

Sanctuary,  12mo,  5$  WHeg 1845 

Chanting,  by  Ingham,  folio,  21» Bitfinglon  1848 

Congregations,  Schools,  Ac.,  82mOy  2« Painter 1846 
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Pfoilms  and  Hjmns  for  Chnreh  of  England,  by  Hall,  8vo,  Si Rivinffton  1836 

n.e.,  82nio,  U;  24mo,  Itdd;  18mo,  Zs  Rivington  i86a 

in  Welsh,  for  Use  of  Cfaarcbes  in  Wales,  18mo,  1« Sitnpkin 1851 

Select  Collection  of,  new  edit.,  12mo,  8« Longmcm  1845 

Poems  for  Chanting,  by  Carpenter,  12nio,  2«  6c<  Simpkin 1848 

Book  of,  Hebrew  and  Engluh,  fcap.  Svo,  fit Bagtter 1843 

Hymns,  and  Anthems,  harmonized  by  Torle,  oblong  8vo,  4« RivingUm  1848 

in  Metre,  by  C.  B.  Cayley,  or.  8vo,  d« Longman  ....'..1860 

Libri  Ftebnoram,  Versio  Antiqna  Gallica,  ed.  Dr.  F.  Miehel,  8vo,  10a  %d J,H.d;J.ParkeriB6o 

Metrical  Translation,  by  Presbyter  Cioestrensia,  12mo,  9« Rivington  1846 

-of,  12mo,  5f Simpkin 1840 


Version,  by  B.  T.  H.  Cole,  12mo,  dj SeeUg 1847 

—  W.  H.  B.,  12mo,  7t    Rodwell 1848 


-  Metrically  Paraphrased  for  the  Cottage,  12mo,  8«  6<i WhiUaker 1844 

-of  Dayid,  with  Hlnstrationa  by  John  Franklin,  4to,  21« Low    1861 

-  pointed  to  the  Ancient  Chnrch  Tanes,  18mo,  20 Bums 1847 

-  Selections  from,  for  Congregations,  by  Dr.  Wait,  18mo,  It  Qd  Longman  1848 

Priyate  Devotion,  12mo,  2t  6d HamiUon  1848 


Translated  into  English  Verse,  18mo,  4»  Rivington  i86ji 

' with  Scripture  Illostrations,  82mo,  2«  6<i Bagtter  186a 

Psalter  and  Hymn  Book,  for  Chanting,  by  Mercer  and  Qoss,  16mo,  2«;  p.  8vo,  8f  4d  Nithet 1857 

the  Qospel :  Life,  Suflferings,  &c.,  of  Christ,  12mo,  2» J.ffut-J.ParkeriSs'i 

Anglo-Saxon  and  Early  English  (Surtees  Soc),  V.  1  and  2,  8vo,  each  15s Whittaker 1849 

■  Arranged  for  Chanting,  Used  in  College  of  St.  Colnmba,  8to,  7«  6d    Rivington  1846 

Singings  by  Cortia,  roy.  8to,  l«2d    Cleaver  1844 


Chorchof  England,  by  Hen.  Parish,  82mo,  2a  6d Rivington 1838 

for  Chanting,  as  naed  in  Lichfield  Cathedral,  82mo,  2s  Hd Cockt  d:  Co,  ...1859 

Hebrew  and  English,  interlinear,  12mo,  dt;  with  Lexicon,  12s Bagtter 1844 

■ Metrical  Version,  with  Notes,  4to,  7s  6d ^ Ward 1845 

Hexapla,  Hebrew,  Ghreek,  Latin  W«,  English  Ms,  4to,  15s Bagster 1843 

• in  English  Verse,  with  Notes,  fcap.  8to,  5* Belltk  Daldy  .i860 

Staiuaa,  for  Chanting,  fcap.  8vo,  2s Rivington  1847 

>  Noted,  by  Helmore,  new  edit.,  12mo,  2s  6d NoveUo 1850 

■ or.  Seven  Ordinary  Hoars  of  Prayer,  with  Music,  am.  4to,  8tS< Masters 185a 

Pointed,  18mo,  2s  6d Bagster 1859 

for  Chanting,  by  Elrey,  8vo,  7«  6d    JM,ikJ,Parkeri%s^ 

Janes,  82mo^2s;  4to,  iaM Motley  1843 

. gcott,  2nd  edit.,  18mo,  2s  6d Rivington  1848 

Scottish,  with  Accompaniment  for  Organ  or  Pianoforte,  imp.  8to,  18« HamiUon  1855 

• with  Chants,  by  Bntterfield,  2s  M   SpotUawoodt  „.\%^ 

— Darnell,  new  edit.,  18mo,  4s  6d    RivingUm  1841 

GannUett,  Alto,  Tenor,  and  Bass,  12mo,  each  6s    HouXkon   1848 

Treble,  12mo,  6» ;  Oi^  Part,  12mo,  6«  IfoulsUm  1848 


Pool,  4to,  5s    Rivington  1853 

Smith,  12mo,  Is  6(2  Washboume  ...1849 

■ Wesley,  12mo,  8s  6d;  roy.  8to,  9s  Rivington  1843 

(Gregorian  Tones,  by  Heathcote,  18mo,  8s  J.  ff. dc J.Parker  1%$^ 

' Mnmc,  edit,  by  W.  Thompson,  18mo,  Is  8d    Nelson  1861 

• byHnUah,  24mo,  2s;  12mo,  ds  ;  roy.  8vo,  16s;  folio,  24s Parker  d:  Son  .1^4^ 

■7 Select  Prayers  after  each  Psalm,  18mo,  Is  6d Dolman 1846 

mlteriiun  JQxta  LXX,  Interpretes,  Edit.  Alexandrina  &  Grabio,  12mo,  2s  SocP.C.K,  ...1859 

rsyeholog^callnqiiiries :  a  Series  of  Essays,  12mo,  fis Longman  1854 

Ptokany  (C?io«Mi.)  and  the  Nile,  an  Inquiry  on,  by  Cooley,  8to,  4s Parker  <k  Son  .1854 

~; Quadripartite,  translated  by  Wilson,  12mo,  7s   Hughes 1848 

Public  Rngineeiing  Works  of  America,  2  pts.  imp.  foL,  and  1  t.  8to,  46s    Weale    1840 

■ Qeneral  Acta,  Abstracts  of,  8vo,  4s  6€i M'DoncUd.  .Annual 

18^  Statutes. 

■ Good  (The),  edited  by  J.  P.  Edwards,  V.  1  and  2,  cr.  8to,  each  2s  6d   J,P.Edwardsi% $0-1 

HesHh  Act,  edited  by  J.  H.  Fellowes,  with  Notes  and  Index,  12mo,  Cs Benning    1848 

" J.  J.  Scott,  12mo,  6«    Sweet 1848 

^^earl:  Lectores  on  Education,  12mo,  4s  6<{  Houlston   1854 

Becords  :  Monamenta  Historica  Britannica,  V.  1,  foUo,  52  5s Butterworths  ...1849 

'  including  Publications  under  the  Control  ef  the  Master  of  the  Bolls, 

Calendars,  &c.    See  Appendit. 

■ — School  Matches  and  those  we  meet  there,  by  a  Wykehamist,  12mo,  Is /.  Chapman  ...1853 

~7  Speaker,  by  a  Cambridge  Man,  2nd  edit.,  12mo,  2s  6d  Nisbet i860 

Pawuher's  Circular  and  Annual  Catalogue,  roy.  8to:—  Low 1837-61 

V.  1,  9«;   V.  2,  8,  and  4,  each  7«  6rf ;   V.  5-8,  each  9s  6rf;  V.  9-12,  each 
V  J.1  "*  ^»  ^'  ^^  *"^  ^*»  each  12s  ;  V.  15-27,  each  10s  6rf 

Pockle  (C.JSr.)  Elementary  Treatise  on  Conic  Sections,  post  8vo,  7s  6d MacmiUan 1854 

^(/oAa)  Ecclesiastical  Sketches  of  St.  Augustine's,  Canterbury,  16mo,  8s  6c{ ...  RivingUm  1849 

r~~— ■ Parochial  Sermons,  4  ▼.  8vo,  each9s iZmngrton...  1852-62 

PQcklerMoskau  (Prince)  Egypt  under  Mehemet  AU,  8  ▼.  post  8vo,  16s Newby    1845 

transl.  by  Lloyd,  2  ▼.  p.  8vo,  16s  Colbum 1845 

in  Africa,  8  v.  post  8to,  81s  6d  BentUy 1837 
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Paddloomlw  (Juiia)  I«rt  Wordi ;  or,  Truth  of  Jesus  Sealed,  2nd  edit,  12mo,  2t6d.„  8edey 1149 

little  Kary;  or,  God  in  Brerythiiig,  18mo,  1«  6rf  Sedty iM 

■  Grown  OMct,  new  edit.,  18mo,  U  6d Stdey 1854 

— — — -»— ^^— '  Only  in  tlie  Lord  ;  or,  Christuui  Marriage,  2nd  edit.,  18mo,  If  6<<  Sedey 1S49 

Pues,  Histoiy  of,  8rd  edit,  8to,  2i  M  JZm'jt^  i«41 

Pogh  (John)  Soggestions  on  the  Means,  Manner,  Ito.,  of  Improrement,  12mo^  U iSimpk* \%^i 

-»^  (Mn.)  Phrenology  conmdered  in  a  Religious  Light,  12mo,  2»  dd    Ward 1853 

(5^.)  Early  Days,  and  other  Poems,  12mo,  2i  6<i  Piiman itti 

Pnghe(Jr.3f.)  Analysis  of  BuUer's  Analogy,  l8mo,  8«  6<<   BeU  ^- Dald^.^At^i 

Pogin  U.  W.)  Antiquities  of  Normandy,  4to,  6/  6t^r.  52m  M;\,  p.,  10/  10a— r.  SUM  NaUoti 1836 

Apology  for  ReriTalof  Christian  Architecture,  4to,10s  6d,  Weale^r.ds  H.  Bokm  1S43 

— — — — Contrasts ;  or.  Ancient  and  Modem  Architecture,  4to,  30t Dolman il^i 

^^^.^.^ Designs  for  Gold  and  Silver  Ornaments,  4to,  12« Nattaii 1836 

Iron  and  Brsss  Work,  4to,  12«   Nattaii 1I36 

■ of  Floriated  Oniament,  roy.  4to,  68f-nd.  to  45«  H.  Bohn  iS5« 

Details  of  Ancient  Timber  Houses,  4to,  12# Nattaii 183* 

^— > Bzamples  of  Gothic  Architecture,  3  ▼.  4to,  71 17<  6cf— red.  to  61  6«...  If.  BoIm   185^ 

■  Glossary  of  Boclesiastical  Ornament  and  Costume,  roy.  4to,  7/  7s If-  Baku   1859 

Gothic  Architecture  in  Bngland,  2  T.  4to,  red.  to  78f  6cf NaUaU 1835 

-Oxfoid,4to,  red.  tolSf NaUaii  1835 


Furniture  of  the  15th  Century,  4to,  12#  NatuUi 1836 

Ornaments,  roy.  4to,  84«— red.  to  45s   B,  Bokm  1856 

History  of  Restored  Church  of  St  Mary,  Wymennold,  4to,  18« Aiddey 1850 

On  Chanoel  Screens  and  Rood  Lofts,  4to,  21«— red.  to  12» H,  Bohn    1851 

Ornamental  Timber  Gables,  4to,  21» ;  large  paper,  81»  6d H,  Bohn  1856 

■  Public  Buildings  of  London,  edited  by  Leeds,  2  t.  roy.  8vo,  31«  6d IT.  -80*11  1856 

State  of  Bccleaastical  Architecture  in  England,  8to,  9«  Dolman 1843 

True  Principles  of  Pointed  or  Christian  Architecture,  4to,  1 5«;  proofs,  24<  Wwie 1856 

Pugin  {A.N.W.AA.)  ReooUections of ,  by  Benj.  Ferrey,  8to,  21«,  ^tan/oni— r.  to  7s  6d  H.  Bohn   1S61 

Pujol  (LouiM)  French  Grammar,  Exercises  and  Dictionary,  8to,  3s  dd Z<mgman  1859 

• Leawnsfor  Readiog,  Translation,  &c.,  8vo,  4s Lonffman  1859 

ami  Van  Norman  (D.C.)  French  Class-Book,  8to,  10s New  York 1861 

Pullan(Afrs.)Bookof  Riddles,  18mo,  Is  Darton  1855 

Housewife's  Receipt  Book,  new  edit,  12mo,  Is Dartcn  1856 

Lady*B  Dictionary  of  Needlework,  18mo,  Is WarditLodt  .1861 

Maternal  Counsels  to  a  Daughter,  3rd  edit  ,Jcap.  8to,  3sO«{  Dorian  1861 

Puller  (7*.)  Moderation  of  the  Church  of  England,  by  Ed^  8yo,  lOs  6<2  PigiAt    1843 

New  British  French  Gender  Guide,  4to,  2s  6(i   Simptin 1845 

PuUeyn^VTm.)  Portfolio  of  Origins  and  Inventions,  revised  by  M.  A.  Thorns,  p.  8vo,5s  Te^  1861 

Pulling  (AUx.)  Law  and  Usage  of  Mercantile  Aooonnts,  12mo,  9s  BtUtcrwor^ ...it$o 

of  Attorneys  and  Solidtors,  3rd  edit,  8vo,  18s  Stetfens  1861 

— Joint-Stock  Companies'  Accounts,  12mo,  3s  6d  BuUerworiki  ...i^So 

— —  Laws,  Customs,  Ins.,  of  City  and  Port  of  London,  8vo,  18s Stewng  184* 

-Treatise  on  London  Corporations  Reform  Act,  8vo,  ls6<<  Buti€nPorih»,..t%i9 


(Jno.)  Tour  in  Southern  Europe  and  the  Crimea,  fcap.  8vo,  8s NisbH 1858 

(H'm.)Sonnetsin  the  Julian  Style,  12mo,  5s  B.Bohn 1840 

Pullman  (Jno.)  The  Church  of  the  Poor  and  Church  Bates,  8vo,  Is  /.  F.  Shaw  ...1861 

Pulman  (O.P.)  Book  of  the  River  Axe,  a  Piscatorial  History,  post  8vo,  15s Longman  1854 

— — Lectures  on  Names  of  Places  in  West  of  England,  12mo,  3s  6d Longman  1857 

Rhymes  on  Angling,  West  of  England  Dialect,  8vo,  3s  6d ;  4to,  7s  ...  J,  B,  Smith  ...185J 

Vade-mecum  of  Fly  Fishing  for  T^t,  12mo,  6s,  Longman— t,  to  8s  6d  IT.  BtJin   i8j' 

Pulpit  Cydopesdia,  y.  1-4,  post  8vo,  each  5s  6(i— red.  to  3s  6d  HouUUm  1844 

Illustrations:  a  Storehouse  of  Similes,  Allegories,  and  Anecdotes,  cr.  8vo,  6s...  Hamilton  i86» 

or,  Voice  from  the  Irish  Church,  8vo,  5s  6ci  Oroombridge  ...^^4^ 

Outlines;  120 Sketches  of  Sermons,  12mo,  2s 6<< BuJkop  1851 

Reporter,  fcap.  folio,  10s6<l   New  York 1851 

Studies  ;  or.  Aids  to  Pteaching,  12mo,  4s Ward 1839 

(The)  Sermons,  by  Living  Divines,  V.  1-81,  8vo,  each  7s  6d  and  8s  M Bobewn   ...i8ai-6» 

Congregational,  7  ▼.  post  8vo,  each  4s  JudddiOhuiissS 

— Scotch  Church,  2  v.  12mo,  7s Simphiu 1838 

5v.  8vo,  25s Cotes 1839 

Unitarian,  2  V.  post  8vo,  each  6s  6(2    WhUfidd  ...1858-9 

Wesleyan,  1855-6,  post  8vo,  each  3s  6(2  PaHridgt  ...il^^l 


Themes,  Outlines  of  Sermons,  by  Author  of  Helps  for  the  Pulpit,  fp.  8vo,  2s  6(2  Ttgg  1861 

Pulsford  (/no.)  Jesus  Revealing  the  Heart  of  God,  12mo,  Is   iVu6e< 1859 

Quiet  Hours,  new  edit,  12mo,  6s  ;  new  ser.,  post  8vo,  7s  6(2 Hamilton  ...1857-9 

The  Eternal  Foundation,  <*  Precious  Faith,"  post  8vo,  Is  Houltton 1858 

Pulsxky  (/^ro.)  Jacobins  in  Hungary,  a  Tale,  2  v.  post  8vo,  21s CoUmm 1851 

^— — ^  Tricolor  on  the  Atlas  ;  Algeria  and  the  French  Conquest,  post  8vo,  6#  ^e2soii   1854 

Village  Notary,  3  v.  post  8vo,  31s  6c2  Longman  i8jo 

(F.tkT.)  Tales  and  Traditions  of  Hungary,  3  v.  post  8vo,  15s  Collmm 1851 

White,  Red,  Black  ;  or.  Society  in  U.  States,  3  v.  post  8vo,  Sis  6d...  Triilmer 1853 


{Ther.)  Memoin  of  a  Hungarian  Lady,  2  v.  post  8vo,  21»— rod.  to  12s Hnrtt  it  B 1850 

Three  Christmas  Plays  for  Children,  16mo,  3s  6d  OriMthAF,  ...1859 

Pulte  (J.H.)  Woman's  Medical  Guide^  8to,  6$  Law,  1853 


1835-1863]  PULTE PUTNAM  63>7 

Palte  {J,IT.)amd  Epps  {/.)  HomoBopathic  Domestio  Physician,  8to,  8« Piper 1854 

PnmpB  and  Hiniatare  Fire  Eogines,  How  to  Make  them,  12mo,  \$  Low    i860 

Punch  and  Judy,  and  their  Little  Dog  Toby,  16mo,  1<  ;  cold.,  2t Orr 1854 

Dean's  New  Mo?ahle  Book,  foL,  2«  6d Dean 1861 

or,  the  London  ChaiiTari,  4to,y.l.,7«6(i;  ¥.2  to  48,  some  8«,  others  each  8<  6<2  OJj^    1841  6a 

Beissne,  Y.  1  to  24,  eachS*;  doable  vols.,  10<  Gcf...  OJice   1860-62 


Punch's  Almanacks,  1842-51,  4to,  2<  6d ;  1852-61,  4to,  2«6<2;  in  1  t.,  5t  6d 0^ x86o. 

Complete  Letter  Writer,  12mo,  2m  Qd  JBradbury 1845 

— ^  Letters  to  his  Son.     See  Jerrold  (DouglasY 

Mexiy  Planks,  a  Little  Play  for  LlUle  PeJpIe,  4to,  2t(Ut  Te^g  1856 

-  Snapdrsgons  for  Christmas,  12mo,  20  6d Bradbury 1844 


Pnnctnatiim ;  Where  to  Stop,  and  Why,  12mo,  20  Longman 1848 

Punjab,  a  History  of  the,  2  r.  post  8^0,  2l0 Allen  «t  Co.    ...1846 

Report,  withKap  from  Official  Surreys,  8to,  10« Thacker 1854 

Pnnshon  (WM.)  The  Huguenots  ;  a  Lecture,  12mo,  I0  Niabet    1859 

Piintis(y.)  Brief  Memoirs  of  John  Riz  Blakeley,  12mo,  d§ Ward 1838 

Pupil  Teacher,  V.  1,  1857-8,  poet  8vo,  8f  6d  Stevenson  1858 

Teacher's  Handbook  to  Annnal  GoTemment  Examinations,  fcap.  8to,  I0   Kent  i860 

Parana, — Vishnu  Pnrana,  Hindu  Mythology,  transl.  by  H.  H.  Wilson,  roy.  4to,  42c    Murray 1840 

Purcell  {E,)  Three  Lectures  on  the  Proper  Objects  and  Mode  of  Study,  8vo,  I0 Simpkin 1845 

(P.J.)  Haefna,  a  Historic  Poem,  12mo,  80  T.  Mtckardaon.i^so 

(T.A.)  Summary  of  Criminal  Law,  Ireland^  8vo,  12m  6d Benning 1848 

Pnrchas  {A.O.^  First  Lessons  for  ffinging  Classes,  post  8to,  20  6d Van  Vovrst   ...1849 

' (Jno,)  Book  of  Feasts:  Homilies  for  the  Sainta*  Days,  12mo,  60 Masters 1853 

Directorium  AngUcanum :  Directions  for  Church  Ceremonies,  4tOy  150  Maelers 1859 

Miser's  Dao^ter,  a  Comedy,  and  Poems,  12mo,  50 Wkillaker 1839 

Poems  and  Ballads,  8to,  I0 W.SmUh  1846 

Pnrdie  (Tho.)  Critical  Inquiry  on  Form  and  Sound,  8to,  70  6d Longman  1849 

Pardon  (Wm.)  Report  on  Navigation  in  India,  roy.  8to,  IO0  6d Stanford i860 

Paidoe  (Sdw.)  Commentary  on  Epistle  to  the  Romans,  8vo,  70  6d    Seeley 1855 

Pordy  {C.H.)  101  Popular  Psalm  and  Hymn  Tunes  for  Four  Voices  &  Oigan,  sq.,  I0  Boutledge  i860 

(/no.)  Oriental  Navigator,  4to,  680  Laurie   1846 

Sailing  Directories  to  all  parts,  by  Findlay,  8to,  prices  larioua Laurie    v.  y, 

Pnrefoy  (jT&o.)  The  Physician,  his  Temptations,  Trials,  kc,  8to,  20 Simpkin 1840 

Pore  Gold  from  the  Riyers  of  Wisdom,  82mo,  li  6d   Bogue 1835 

Porgatoiy  Opened  to  the  Piety  of  the  Faithful,  24mo,  20  Burns 1848 

Pnritsn  Diyines,  Writings  of,  10  t.  12mo,  each  I0  (kl  (for  Contents,  0e«  Appendix)  ...  Nelson   1846-7 

Farm  ;  or.  Old  Ways  Kept  up  in  New  Times,  18mo,  I0  6d  Rel.  Tract  Soe.  1835 

Gems,  Wise  and  Holy  Sayings  of  the  Rot.  iThoe.  Watson,  2nd  edit.,  24mo,  I0  5noi0 1850 

Pnrposeof  Existence  Considered,  post  8vo,  70  6<i,  1850 — red.  to  80  6ci    /.  Chapman  ...185a 

Pnrslo  (/oiA.)  GoTemment  of  the  Heayens,  post  8to,  70 Longman  185a 

Porres  (/.)  No  Condemnation,  82mo,  I0   Ni^    i8$o 

-  Sermons  on  Controyerted  Points,  12mo,  40  Hamilton  1846 

Poaeley  (D.)  Australia  and  Tssmania,  12m0b  20  ad ;  New  Zealand,  20  6<f ;  Ir.f^ed  B,  Wilson 1858 

Gommersial  Companion  and  Peerage  of  Commerce,  2nd  edit,  8yo,  2I0     Warren  Hall     i860 

Pnaey  {E.B.)  Articles  Treated  on  in  Tract  00  Reconsidered,  8yo,  50 Mivington  1841 

Collegiate  and  Profeasioiial  Teaching  and  Discipline,  8yo,  5s  6d  J.HJsJ.Paiiieeri%$^ 

•  Comfort  for  the  Penitent  in  Absolution,  8yo,  2s  6d Bivington  1846 

' Consecration  Sermons,  8yo,  70  6rf Bivington  1846 

Doctrine  of  the  Real  Presence  Vindicated,  8yo,  120   J.  H. da  J.Parker  iZ$s 

' GK>d's  Prohibition  of  the  Marriage  of  a  Deceased  Wife's  Sister,  8yo,l0  JM^^J-ParkeriZio 

—  History  of  the  Councils  of  the  Church,  a.i>.  51-881,  8vo,  IO0  M   ...  J.ff,<kJ.ParkeriZs7 

—  Letter  to  Abp.  of  Canterbury  on  State  of  the  Church,  8yo,  50 Bivington  184a 

Bp.  of  London  in  Reply  to  Dodsworth,  8yo,  50  6i J,ff,<kJ.Parkeri9$i 

■  Oxford  on  Eomanism,  8yo,  6s  Bivington  1839 


-Dr.  Jelf  on  the  Oxford  Tract  No.  90,  8yo,  50 Bivington  1841 

-Bey.  W.  (7.  Richardson  the  Church,  8yo,  80  6d J.H.de J. Parker it^i 

-  Marriage  with  a  Deceased  Wife's  Sister,  8yo,  00— red.  to  80  6c{ J.H.deJ,Parkeri%^() 

'  Minor  Ptophets,  with  Commentary,  Parts  1,  2,  8,  4to,  each  50 J. H.^k J.Parker ii6% 

•  Nine  Sermons  preached  at  the  Uniy.  of  Oxford,  1848  55,  8yo,  90    ...  J.H,d:J.Parkeri%$^ 
■  Real  Presence  of  the  Body  and  Blood  of  Christ,  8yo,  90    JMA:J,Parkeri%$j 

-  Remarks  on  Cathedhd  Institutions,  8yo,  %s Varty    1845 

•  Royal  Supremacy,  Ancient  Precedents,  8yo,  70    J.ffJ:J.Parkeri$$o 

-  Sennon  for  the  Society  for  the  IVopagation  of  the  Gospel,  8yo,  I0    ...  Bivington  1841 

on  the  Eucharist,  8yo,  I0  6d    Bivington  1843 


•  Sermons  Parochial,  2  y.  8yo,  V.  1,  I0s6d;  V.  2,  70  M    J. H. Parker i^s^-^* 

-  Two  Sermons  at  Ilfracombe,  8yo,  I0  6<2   Bivington  1844. 

the  Church  the  Conyerter  of  the  Heathen,  8yo,  80 Bivington  1838 


Poseyism  Unmasked  ;  or,  the  Jesuit  Abroad,  by  ijiti-Vatican,  12mo,  80 Partridge 1850 

PtiiB  in  Boots,  illust.  by  Otto  Speckter,  sm.  4to,  70  M  ;  new  edit,  16mo,  I0  6d Murray 1855 

Pat  me  in  Remembrance,  Family  Prayers  for  a  Fortnight,  ed.  by  Walsh,  18mo,  I0...  Hamilton  i860 

Pat]uun(air.)Go6pelbyMoBesintheBookof  Genesis,  8yo,  60   New  York 1854 

^- (Q.P.)  American  Facts,  Notes,  and  Statistics,  post  8vo,  9«,  1845— red.  to  60  Wiley 1850 

• World's  Ptpgress,  a  Dictionary  of  Dates,  Svo,  12*  6d    New  York 1851 

' — {JD.B.)  Rowei^a  Manual,  and  Boat-Club  Register,  18mo»  60  New  York 1858 
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Pntnam  (Urt,)  Beoeipi  Book  and  Toang  Hoiuekeeper*!  Guide,  12mo,  8« BmUm^  U.S.   .1S49 

Puteey  (H^.)  Jovenile  Ciaai  Book,  12mo,  2« ^ Simpkin li^x 

Putt  {Wm.)  Ancient  Geography  and  History,  by  Paul  and  Arnold,  n.  e.,  12ino,  6«  6d  RivimgUm 1^53 

Mediieval  Geography  and  History,  by  Pan!  and  Arnold,  12mo,  U6d  ...  JUrin^om.  1S49 

— — — .^_ Stigel,  12nio,  it  tfotw 1*55 

— —  Modem  Geography  and  History,  by  Paul  and  Arnold,  12mo,  &t  6d JtmnQtom  1S5C 

Fycroft  (Jaa.)  Agony  Point,  2  t.  post  8to,  21«,  1861  ;  sr.  Sro,  5t    Booth ilfa 

Collegian's  Guide  ;  Recoil,  of  ColLLife,p.6TO,10<6«{,*45;  2  e.,12mo,6«  Longman  iS^t 

Course  of  English  Reading,  4th  edit.,  fcap.  8vo,  6t    Jjottgrnian  lUi 

Cricket  Field:  the  History  and  Science  of,  4th  edit.,  0s Longwum  iS^i 

Tutor,  18mo,  Is Longman  1S61 

Elkerton  Rectoiy,  cr.  Syo,  lOf  W,  i860;  post  8vo,  la  M Booth iWi 

Greek  Grammar  Practice,  12mo,  8*  6d Longman  1844 

—-^—— Latin  Grammar  Practice,  12mo,  2s  6<i Longman  iLh 

■ Remarks  on  School  Education,  12mo,  5«  Widttaker xM 


-  Student's  Guide  to  Unirersity  Honours,  12mo,  8f  6cl WkUiaker iM 

-  Twenty  Tears  in  the  Church,  er.  8vo,  10«  6<2,  1859 ;  ^^"^  ^^^m  ^  ^    Booth 1S61 

and  BUceiton  Rectory,  1  v.  er.  8to,  6s...  Booth iS6i 


Ways  and  Words  of  Hen  of  Letters,  poet  8to,  10s  M    Booth it^o 

>(/.  Tf  . )  Arena  Comubise :  Claims  to  Foreshores  of  Devon  h  Cornwall,  8  e. ,  4to,  21«  Btnning i S$6 


Pye  (i?./.)  Book  of  Hymns,  12mo,  Is J.ffJeJ,Parixn%'y 

Ecclesiastical  Histoiy  to  the  Council  of  Kice,  18mo,  Is  6<2 Matten 1S54 

-(yno.)  Patronage  of  British  Art,  its  Rise,  Progress,  &c.,  8to,  14s    Longman  1^45 


Pjrer  {C.8.)  Wild  Flowers:  Poetic  Gleanings,  12mo,  4s  Snow 1844 

i»—  {Kate)  Lore  and  Labour,  12mo,  2s  td  ;  cheap  edit.,  Is Tteeedie 1S60 

Work  and  its  Reward,  fcap.  8vo,  Is Tweedie i?6i 

^m  (E,E.)  Fairy  Tales  and  Allegories  in  Verse  for  Toung  People,  tr.  8yo,  2s  6(2    ...  Hamilton  1S60 

—  Tales  for  my  Grandchildren,  fcap.  8to,  2s  6d Hamilton  1862 

(i2.)  Memoirs  of  the  Rot.  W.  Nunn,  8vo,  10s  6d    Hamilton  iM 

(5frff^.)  Observations  on  Yellow  Fever,  post  8vo,  ds ChurchiU iM 

(IT.  IT.)  Restitution  of  all  Things,  12mo,  5s  Ni^tet    1841 

Thoughts  on  Millennarianism,  4th  edit,  12mo,  Is  6d  ^ Nidnt    184' 

Word  of  Warning  in  the  Uwt  Days,  12mo,  2s Nithet    1841 

^me  (A.O^  Narrative  of  Adventures  and  Disooveries,  roy.  12mo,  7s    Wileg 183S 

(tfeo.)  Rudimentaiy  Treatise  on  Perspective,  12mo,  2s Weale    1848 

{H.)  Report  of  the  Tithe  Conunissioners,  12mo,  2s  6<{  Shaw d: Sons  ...il^ 

Tables  of  Tithe  Rent  Charges,  8vo,  7s  6d    Shawd:  Sont  ...\%^i 

Tithe  Rent  Charges,  continued  by  Geo.  Taylor,  roy.  8vo,  Is Shaw  dsSomt. Annual 

— ^ • —  Treatise  on  the  Pope's  Supremacy  in  England,  new  edit.,  12mo,  2s Shaw  A: Sons  ...1850 

{J.B.)  Lake  Scenery  of  England,  folio,  6^  6s  ;  proofs,  9/  9s Adcermann  ...1854 

4to,  tinted  plates,  21s ;  cold.,  42s   Day  1859 

(Tho.)  Glance  at  the  Heavens,  12mo,  Is Highky 1853 

Treatise  on  Law  of  Kindness,  12mo,  2s  6rf OUpin   1850 

Vital  Magnetism,  a  Remedy,  18mo,  2s  6d     Highley 1849 


QuAOKiHBOB  (O^P.)  Advanced  Course  of  Compomtion  and  Rhetoric,  12mo,  6s New  York 1857 

On  English  Composition,  12mo,  8s New  York 1851 

Quacks  from  the  West,  by  Birds  of  Passage,  12mo,  Is Wkiliaixr i8ji 

Quadrature  of  the  Circle,  8vo>  10s  6(i   Simpkin 1861 

Quadri  (Z>.)  Lessons  in  Harmony,  obL,  12s  Cockt 1843 

Quadri  Storid  per  la  Studioea  Gioventa,  fcap.  8vo,  8s  6d   Longman  i^5^ 

Quadroone  ;  or,  St.  Michaers  Day,  a  Novel,  3  v.  post  8vo,  81s  6c2    Bentl^g 1840 

Quain  (Jones)  Anatomical  Plates,  by  Wilson,  new  ed.,  2  v.  folio,  6l&si  cold.,  8^  8s  Walton 1858 

Bones  and  Ligaments,  17s;  cold.,  20s.     Muscles,  25s;  cold.,  44s.     Nerves,  21s ; 
cold.,  84s.     Vessels,  25s;  cold.,  40s.     Viscera,  17s;  sold.,  80s. 

■  Elements  of  Anatomy,  by  Dr.  Sharpey,  new  edit.,  8  v.  12mo,  81s  6d    Walton >856 

(J.R.)  and  Holroyd  {H.)  Common  Law  Procedure  Act,  1852,  12mo,  7s  6<J...  BntUrworths  ...I'^S^ 

(Rich.)  Anatomy  of  the  Arteries,  8vo,  plates,  2  v.  imp.  foL,  18^-r.  to  6i  6s    Walton i^fS 

Lectures  on  Diseases  of  the  Rectum,  cr.  8vo,  7s  6(2    Walton i8S4 


Quaint  (/2o^fr)  Traditions  of  Boston,  Lincolnshire,  8vo,  5s    SimjJnn 1841 

Quaker  Soldier  ;  or,  the  British  in  Philadelphia,  8vo,  Ss  6d  PhHadelpkia...iis^ 

Qaakerism  ;  or,  the  Stoiy  of  my  Life,  roy.  12mo,  10s  6d  Seeleff »8S^ 

Unmasked,  by  Amicus,  8vo,  7s  6(2 Harvey 1839 

Qnarles  (Fra.)  Emblems,  roy.  82mo,  8s,  1845  >  new  edit.,  square  12mo,  4s Tegg  1859 

by  Toplady  and  Ryland,  12mo,  10s  6(i  Benndi 1839 

illust.  by  C.  Bennett  and  W.  H.  Rogers,  sq.  8vo,  21s NiAet    i860 

Enchiridion,  18mo,  Is  6d,  Bell,  1845  ;  12mo,  8s   /.  R,  SmiUh  .1856 

Judgment  and  Mercy  for  AfSicted  Souls,  12mo,  2s Simpkin 185* 

•  by  Brett,  12mo,  2s  6(2,  RouUedge,  1852  ;  2s  Sd  Ward  d:  Lock  i8$5 


School  of  the  Heart,  82mo,  2s  6d,  1859  J  ^^^  «<'i*»  «<!•  12mo,  8s  6d  Tegg  '^59 

(Tho.)  History  and  Antiquities  of  Poulsham,  post  8vo,  7s  6rf  Cnndall 1841 

Quarrelsome  Dog,  transl.  from  the  German  by  Leopold  Wray,  obi.  12mo,  Is    Myers    1857 

Quarterly  Educational  Magazine,  2  v.  8vo,  V.  1,  5s;  V.  2,  7s  Low    184H 

■  Journal  of  the  Chemical  Society  of  London,  V.  1  to  14,  8vo,  each  13s ^ai7/f^...  1848-6* 

QuaitemLoaf:  Rhymes  and  Pioturss,  obK  8vo,  Is Grifith^F.  ...i^9 
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Qnatrefages  (J.De)  lUmblesonCoaatsof  Fiunce,&c.,2T.p.8TO,l{M,Zofi^man---r.7t6d  J7.  Bohn   1857 

Quay  of  the  Pioecuri,  fcap.  Svo  (Historical  Tales),  Is J,H.d:JJ^arheri%s^ 

Qaebeeaod  New  York,  a  Romance  of  1775,  3  t.  post  8to,  21«  Newman    1838 

Queechy.     iSto  Wetherell  (f/tz.). 

Queen  (Tbe),  an  Illnstrated  Journal  and  Reriew,  Y.  1  and  2,  foL,  each  21« Beeton    i86a 

Queen  Elizabeth,  a  Dramatic  Poem,  fcap.  8vo,  5$    MozUy  1862 

'in  Ireland,  iUnst.  by  Watts  Phillips,  32mo,  1< Bwjue    1849 

-of  Flowers;  or,  Memoirs  of  the  Rose,  plates,  82mo,  65  Jfoulslon    184a 

Phil lippa*8  Qolden  Booke,  with  Illuminations,  1 2mo,  7«  M—  red.  to  8«  8d Virtue   1851 

Tictoria  in  Scotland  in  1842,  folio,  21« Murray 1843 

Queen's  Ball,  a  Poem  by  V.,  fcap.  8to,  1« j Saunders  ds  0.  1847 

Queen's  Bench  Reports  : — 

Adolphos  and  Ellis,  18  v.  roy.  8vo,  48/  8«  6d    Stevent  ....1841-52 

Davison  aiu2  Merivale,  1  t.  roy.  8yo,  42« Stevens  1843-4 

Sllia  aii<i  Blackbom,  8  t.  roy.  8to,  23/ 6j Steven»  1851-8 

Blackbam  and  Ellis,  1  y.  roy.  8vo,  60<    Stevens  1858 

aiu/ Ellis,  1  T.  roy.  8to,  48« Stevens 1859-60 

Best  and  Smith,  1  ▼.  roy.  8to,  57s  6d Stevens  i86x 

Gale  ami  Davison,  8-v.  roy.  8to,  6/ Stevens  1841-3 

'  Boadoir,  a  New  Musical  Annual  for  1841,  4to,  16«   Jeffery  1840 

College  Introductory  Lectures,  12mo,  5« Parker  A  Son..  \%^^ 

— —  Liegea,  a  Novel,  4  v.  post  8vo,  42« Nevchy    1846 

May;  or.  Stories  for  Village  Girls,  18mo,  2i Rel.  Tract  Sac.  i86» 

Begoiationa  for  Army,  8vo,  3«  6d,  '59  ;  pocket  edit.,  obi.  18mo,  3«  6<i— r.to  1j  AUen  is  Co.  ...i860 

and  Admiralty  Instructions,  12mo,  la^d  Harrison   i86a 


Visit  to  France  and  Belgium,  fcap.  8vo,  5s^d    Wright 1844 

Quekett  (/no.)  Lectures  on  Histology,  V.  1,  8vo,  10«  6(2,  1852;  V.  2,  18< BaiUiire   1854 

Practical  Treatise  on  the  Use  of  the  Microeoope,  new  edit.,  8vo,  21<...  BaiUiire    1855 

Qaentyn  Matsys,  and  Swedes  in  Prague,  fcap.  8vo,  ^  6d BumM    1845 

Queanel  (P.)  Reflections  on  St  Matthew's  Gospel,  12mo,  6c    Moaley  1842 

Quested  {Jno.)  Art  of  Landsnrveying  Explained,  6th  edit.,  12mo,  3<  6d   JRel/e x86i 

Mechanic's  and  Schoolboy's  Steps  to  Mathematics,  18mo,  2«  6(2.... Bel/e 1849 

Treatise  on  Railway  Surveying  and  Levelling,  8vo,  5s  6d Belfe 1846 

Question  on  the  Relationa  between  a  Circle  and  other  Figures  Answered,  8vo,  1« Griffin    i860 

Questions  and  Answers  on  Arrangements  of  Social  Life,  12mo^  2s6d SmithAElder  .1848 

Law  of  Bankruptcy,  12mo,  4s   SweH 1J39 

■  —  Chancery  Practice,  12mo,  4« Svoeet 1842 

^— ^  Evidence,  12mo,  isM   Sxoeet 1840 

— Merehandise,  12mo,  isQd Sweet 1848 

— Real  Property,  &c.,  12mo,  %s    Sweet 1839 

the  Bible,  for  Candidates  at  Confirmation,  18mo,  7«  BeUde  Daldy...ii^ 

—  Reigns  of  George  I.  to  IV.,  sq.  16mo,  2t   Oroomhrid^e...i%'Ke 

-  -       '        ^- d 


• Remarks  on  the  Gospels  and  Epistles,  2  v.  18mo,  each  2s  6(2 Haichard    1838-46 

for  Examination  on  Tytler's  Elements  of  Histoiy,  new  edit.,  8vo,  Zs%d  ...  Edwards  AH,  1847 

Law  Students  on  Stephen's  Commentaries,  8vo,  10«  6(2 BtOierwortha  ...1849 

— ■ of  the  Day,  by  the  Creature  of  an  Hour,  post  8vo,  5s — new  ed.,  12mo,  2«  6(2  Longman  1857 

on  GenesLB,  with  Answers,  by  a  Sunday-School  Teacher,  12mo,  IsQd Simpkin 1840 

theCoUectoof  the  Church  of  England,  18mo,  ls6d ffatchard 1838 

Four  Ghjepels,  containing  the  life  of  Jesus  Christ,  18mo,  1»  Philip   i860 

— ■ Gospels  and  Acts  of  the  Apostles,  l2mo,  84  6<2    Rivingion  1846 

Pentateuch  (Genesis),  by  an  Officer,  18mo,  2s  6(2 Painter 1839 

^— Tabeznacle  and  its  Services,  for  Children,  18mo,  \s  M   J.H.AeJ.Pairkeri%^a 

(2000)  on  the  Old  and  New  Testament,  18mo,  2s    Jarrold 1858 

Qaetelet  {L.A.)  Calculation  of  Probabilities,  by  Beamish,  12mo,  is  6(2 Weale    1839 

Pacts,  Laws,  &c.,  of  Natnxal  Philosophy,  12mo,  6« Simpkin 1835 

•~- Letters  on  the  Theory  of  ProbabilitieB,  8vo,  12« Layton  1849 

— - — • Treatiae  on  Man,  trans].,  roy.  8vo,  84 Orr 1842 

QQicksands  on  Foreign  Shores  :  Popish  Nunneries,  by  a  Lady,  12mo,  Zs6d    Btackader 1 854 

QaidproQuo;  or,  the  Day  of  Dupes,  Prise  Comedy,  8vo,  2s6d    Strange 1844 

Qoiet  Heart,  a  Story,  by  Author  of  Katie  Stewart,  poet  8vo,  10«  6(2  Blackwoods  ...1854 

--- Thoughts  for  Quiet  Hours,  18mo,  2« Rd.  Tract  Soe.  1852 

Qaisgin  {M.A .)  Guide  to  the  Isle  of  Man,  12mo,  Is  ;  with  Map,  \s  6d  ;  lUustr.,  2s  6(2  Simpkin 1850 

W  (C.)  Working  Man,  18mo,  4«6(2 Wiiey 1840 

(^aiUiiuui  {Edw.)  Conspirators,  a  Romance,  3  v.  post  Svo,  Zls  6(2  Colbum 1840 

■ Love  and  War,  a  Romance,  3  v.  post  8vo,  Sl«  6(2    Colbum 1846 

""■; — ^ Poems,  with  Memoir,  by  Johnston,  12mo,  7*  Moxon    1853 

QQin(£aip.)  Universal  History  from  the  Creation  to  1848,  12mo,  6s Seeley 1837 

{M.J.)  Nourmahal,  an  Oriental  Romance,  3  v.  post  8yo,  Zls  6d   Colbum 1838 

'— ^ Steam  Voyage  down  the  Danube,  2  v.  post  Svo,  21< BentUy 1835 

' Voya^<«  on  the  Seine,  Moselle,  and  Rhine,  2  v.  post  8vo,  21< Colbwm 1843 

r —  (^.)  Principia  Latina  :  Rules  of  Syntax,  ISmo,  2s /.  Oilbtri 184c 

Quinby  (J/.)  Bee-Keeping,  Mysteries  of,  Explained,  cr.  Svo,  6«  6(2 New  Ytfrk 1853 

V«mcy  {Jonah)  Essays  on  the  Soiling  of  Cattle,  2nd  edit.,  8vo,  3«  6(2  Boston^  U.S.  ...i860 

"T", Municipal  History  of  Boston,  from  1630  to  1830,  Svo,  14j Boston,  U.S.  ...1853 

^uutet  {Edg.)  Christianity,  its  Various  Aspects,  by  Cocks,  post  Svo,  2s    Longman 1846 
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Qnlnet  (Edg.)  Boman  Charoh  and  Modern  Society,  trand.  bj  Godca,  8to,  2f  6d /.  Chapmam  ...1849 

Ultnunontaniam,  translated  by  Godu,  post  Syo,  6* /.  Chapman  ...1S45 

QaioUnd  ;  or,  Yarietiea  in  American  Life,  a  Novel,  2t.  8to,  21« Bentley 1857 

QuiDtana  {M.J.)  Memoirs  of  Gonzalo  Hemandes  de  Cordova,  12mo,'  Is  6d  Clarte   1S53 

Qaintilian  {M.F.)  Institutes  of  Oratory,  by  Watson,  2  y.  post  8?o,  each  fit  H.Bohn 1855-6 

Quintin  Harewood's  Perilons  Adventures,  sq.  16mo,  4t6d  ffanris  1839 

Quinton  {J.A.)  Heaven's  Antidote  to  the  Cozse  of  Labour,  12mo,  3«  6<2  Partridge 1849 

Quits,  a  Novel,  3  v.  post  Bvo,  Sl«  6d,  1857  ;  1  v.  er.  8vo,  5«,  1859 '»  ^^<H  ^^  •••  ^^^  i^^ 

Quiver,  designed  for  Defence  and  Promotion  of  Bible  Truth,  Y.  1  and  2,  r.8vo,ea.4«  6d  Cauell  1861 

Quotations,  Collection  of  Familiar,  fcap.,  5t CamJbridgtyMt,  1855 

■  New  Dictionary  of,  with  Index,  &c.,  new  edit.,  cr.  8vo,  7«  6c{ /.  P,  Sham  ...1861 

BiBAv  {Jo*,)  Memoir  and  Poetical  Remains,  by  Rev.  T.  Bay,  12mo,  4« Ward    1851 

Babaut  {Paul)  The  Pastor  of  the  Desert,  and  his  Colleaguea,  fcap.  8vo,  U  6d Ni$bet 1861 

Babbe  {Alf.)  and  Duncan  {Jon.)  History  of  Busaia,  2  v.  post  8vo,  5t Ingram 1854 

Babbinical  Vocabulary  and  Qrammar,  suited  to  the  Mishua,  fee.,  12mo,  2m  6d Jjongman  1853 

Babbiof  York,  a  Tragedy,  8vo,  2t  M  Baily igs» 

Babelais  (JFVa.)  Works  by  Uiquhart  and  Motteuz,  2  v.  poet  8vo,  7« ff.  Bokn   1849 

with  Notes  by  Duchat,  &c.,  4  v.  12mo,  20«   /.  R.  SmUk  ...1844 

Babenhorst's  Oerman  and  English  Dictionary,  6th  edit.,  12mo,  5«  Gel  Lomgrnaiik  1857 

Babett  {Reg,)  Anti-Christ  of  Priesthood,  8vo,  2«  6<2 J>aWm      1844 

Lateinos  :  the  Mark,  or  Name  of  the  Beast,  8vo,  12«  Painter 1849 

Babon  {€.)  The  Widow's  Walk,  post  8vo,  2f Appleyard 1846 

Bnboteau  {R.)  Qraoe  Leigh  of  Darlingtoo,  an  Old  Woman's  Stoiy,  post  8vo,  6$ jiarUm  1861 

Baby  {Ric.)  Historical  Sketch  of  Pope  Adrian  lY.,  8vo,  3« T.  Rickardttm  1849 

Baby  Rattler,  Effects  and  Adventures  of ,  8vo,  21«   SamndergAO.  1845 

Baccolta  ;  or,  Collection  of  Indulgenced  layers,  18mo,  3« Rwrnt    1857 

Bace  on  the  Ocean,  8vo,  1« Nmen    1857 

Bachel  (MUe.)  Memoirs  of,  by  Madame  de  B.,  2  v.  post  Svo,  21«  Hurst  A  B.    ...1858 

Bachel  Eell ;  or,  the  Philosophy  of  Courtship,  12mo,  Is  6<2   C.  H.  CUrht    1857 

Baciborski  (k.)  Manual  of  Auscultation  and  Percussion,  12mo^  St Baity 1835 

Bacine  {Jeavi^  Aihalia,  transited  by  Fry,  post  8vo,  6t  6<2 Riwngtan 1841 

Athalie,  annot6e  par  Chaumont,  18mo,  It WhiUaier 1858 

et  Esther,  Tragedies,  18me,  each  It    WhiUater 1855 

Choix  des  Tragedies,  avec  Notes,  par  Yentouillac,  2  v.  18mo,  6§ Tegg  1837 

■  Molidre,  and  tiie  French  Classical  Drama,  3  v.  18mo,  U  6d    O.  Cox  1845 

Bacing  and  Saddle-Horsea,  2nd  edit.,  4to,  10« Hooleham  185$ 

Companion,  1867,  12mo,  2t6d Piper 1857 

Bacy  Stories  for  Listless  Hours,  post  8vo,  2t ffogg^Soni  ...it^t 

BadcUffe  and  other  British  Physicians,  new  edit,  St  6<2 Tegg  1857 

Badcliffe  {C.B.)  Comments  on  Convulsive  Diseases,  8vo,  It CkwrAiU  i8u 

Epileptic  and  other  Convulsive  Affections,  &c , p.  8vo,  6s, '  54;  8  ed.  7fW  ChurekiU  1 86 x 

■  Philosophy  of  Yital  Motion,  8vo,  6t   Chtrthm  1851 

■■  Proteus;  or  the  Law  of  Nature,  Svo,  6t CkurdUU  1850 

—  {P.D.)  Noble  Science— IdeasofFox-hunting,r.8vo,28t,^09»e,'s9—r.tolOt6(i  ff.Bokn 1839 

{Jno.)  Illustration  of  the  Athanasian  Creed,  8vo,  14t Rivingkni 1844 

{J.N.)  Account  of  Fiends,  Ghosts,  and  Sprites,  post  8vo,  3t  6d BenUey 1854 

{Noeli)  Bryanstone  Square,  2  v.  post  8vo,  21t    HwrtiAB.   .,.1861 

{Wm.)  Sermons  on  various  Subjects,  12mo,  5t lAmgrntan  1836 

Badclyffe  (C.  IT.)  Memorials  of  Westminster  School,  folio,  15t Qinger  1845 

■ Winchester  College,  folio,  42t;  laif^  paper,  84«  NuU  1847 

(IT.jP.)  Pulpit  Help  to  Prayer,  18mo,  3t   HaUkard 1840 

Badecliffs  {N.)  St.  Katherine  of  Alexandria :  a  Dramatic  Legend,  8vo,  8t Saundertde  0.  1859 

Badford  {W.)  On  the  Construction  of  the  Aric  as  to  Naval  Architecture,  12mo,  4t  ...   WeaU 1840 

Badiaria  of  the  Crag  and  London  Clay,  by  Professor  Forbes,  4to Palaonto.  Soc  n.  dL 

Badnorshire,  History  of ,  by  J.  Williams,  8vo,  12«  6d Tenbg 1859 

Badulphi  Nigra  Chronica  duo,  edit.  Anstruther,  8vo CaxtonSoc  ...n.d. 

Bae  {John)  Expedition  to  the  Shores  of  the  Arctic  Sea,  1846-47,  8vo,  lOa-  Boone 1850 

—  {MoH.)  Bokinga,  a  Novel,  post  8vo,  lOt  6d ffookham  ; 1854 

Baffaelle  {Sang,)  Cartoons,  by  Cattennole,  4to,  21t— red.  12t  |  8vo,  16t— red.  7t  6d    H.  Bokn   1845 

__^ oblong  folio,  9t  6<2 Longmam  184* 

'         Life  of,  by  De  Quincy  (European  Library),  12mo,  8t  6d BogwB    1846 

Bafter  (Cop^.)  Ghurds;  or,  Household  Troops  of  England,  post  Svo,  2t  M Clark  Jt  Co.  ^.1853 

■ Our  Indian  Army  :  its  Rise,  Progress,  and  Condition,  post  8vo,  6t Bryce 1855 

Percy  Blake ;  or,  theYoung  Rifleman,3v.p.8vo,31t6<i,'s5;12mo,lt  Gel  RouOedge  1858 

■  Savindroog,  or  the  Queen  of  the  Jungle,  8  v.  post  8vo,  81t  6d Longman  1847 

Bag-picker,  or  Bond  and  Free,  12mo,  7t  New  York 1855 

Bagg  {Tho.)  Creation's  Testimony,  p.  8vo,  6t,'55  ;  12mo,  6$,Longman;  6  e.,  8vo,  3t6cf  Griffin    1861 

■  Deity,  a  Poem,  with  Essay  by  Isaac  Taylor,  12mo,  4t Longwum  1837 

■  Heber,  Becords  of  the  Poor,  and  other  Poems,  12mo^  5$ Longman  1840 

Hymns  from  the  Church  Services,  18mo,  28  M  Longman 1843 

Lyre  of  Zion,  a  Selection  of  Sacred  Poems,  18mo,  2t  6d WhiUaker 1841 

Man's  Dreams  and  God's  Bealities,  post  8vo,  3t Longman  1858 

Martyr  of  Yerulam,  and  other  Poems,  12mo,  2t  6d Hamilton  1835 

— —  Scenes  and  Sketches  from  Life  and  Nature,  Poems^  12mo,  5$ Lwgman 1837 
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Raitg  (T»o.)  ThonghtB  on  Salvation,  12mo,  U  M Longman  184a 

Raglan  (Lord)  Life  of,  12mo,  It W.  H.  Smith...i9sS 

lUglund  (T.O.)  Memoir  of,  by  Bev.  T.  T.  Porowne,  cr.  8vo,  7«  M Seeley 1861 

Bjigman  Rolls,  1291-6,  4to Bannaiyne  CL  1834 

Bagon  {A,)  Practical  Coarse  of  the  French  Langnage,  12ino,  Part  1,  U Iklitzv  1851 

RagoBot  (i.e.)  Anglo-German  Vocabnlaiy,  by  Lehahn,  8to,  6» Simpkin 1859 

French  and  Bngliah  Vocabnlaiy,  4to,  5«,  Ackermann^  '55  ;  n.  e.,  U  Lorhoood  i86» 

Bagnet  {Condif)  Treatiaeon  Cozrencyand  Banking,  8to,  7a  M  Miller    1839 

Baikea  {Cka.)  Notes  on  the  North-Westem  Prorincea  of  India,  Sto,  6s CKapmandt  J7.i85» 

Revolt  in  North-Western  Provinoea  of  India,  Svo,  7«  64  Longman  1858 

(Hm.)  Origin  and  Development  of  the  Bngliah  Oonstitntion,  2  v.  Svo,  16i  ...  DaUon  1851-4 

Sermons  and  EsBaya,  Svo,  9a  Hatckard 1857 

•— on  Diatinctive  Prindpleaof  the  Church,  Svo,  2a  Hatehard 1851 

preached  at  Ordinations,  Svo,  6« Hatehard 184a 


—  {Mm  H.)  Marriage  Contract,  a  Novel,  2  v.  p.  Svo,  21a,  Bentley,  1849  ;  12mo^  2f  Jkan 1857 

{Tho.)  France  since  1880,  2  v.  Svo,  2ia   Boone    1841 

Jonmal  of,  1831-47,  4  v.  post  Svo,  42a,  '56-7  ;  ch.  e.,  2  v.  p.  Svo>  12a  Longman 1858 

Private  Correspondence  with  Dakeof  Wellington,  Svo,  14a,  'Si— r.  6a  Beniley  i86a 

—  Visit  to  St.  Petersbnrgh,  1829-30,  Svo,  12a Betitleg 1838 


Bail,  Electric  Telegraph,  and  Electric  Clock,  12mo,  2a  6d  Ward 1847 

BailwayActs,  1838-60,  with  General  Index,  9th  edit,  12mo,  6a WaUrlow  i86e 

Scotland,  Collection  of ,  1S30--61,  5th  edit,  12mo,  6a Waterlow  i86a 

and  Parloar  Song  Book,  12mo,  la WarddfLock  .1856 

—  Steamboat  Companion,  82mo,  2t  Bodiigua 1845 


Anecdote  Book,  Illost.,  new  edit,  roy.  Svo,  la Ward  Hf  Lock   1858 

Appliances  ;  or,  the  Bail,  Steam,  and  Electricity,  12mo,  8a  6d    Clarke  1848 

Construction  for  Beginners,  &c.,  2nd  edit,  12mo  (Weale*s  Ser.),  la  6d  Weale 1861 

Goide  for  PiEusing  Railway  Bills,  12mo,  2a  6<2 Reid  1845 

Improvement,  Examples  of  Railway  Making,  roy.  Svo^  10a  6<i Weale 1843 

Jest-Book,  12mo,  la Orr    i84i 

library.  Various  VoLi.  la  6d  and  2a  each.     See  Appendix. 

Locomotive  Management,  in  a  Series  of  Letters,  Svo,  5a    tSimpkin 1847 

Meeting,  a  Satire,  in  Verse,  post  Svo,  2a  6d   A.  l/cUl 1836 

Reform:  its  Expediency  and  Practicability  Considered,  Svo,  2a  6<2 Bichardton    ...1843 

Results,  a  Dramatio  Sketch,  Svo,  la .'.  Chapman  «l:  B.i9^$ 

• Sbmding  Orden  of  Lorda  and  Commons,  2  v.  12mo,  each  2a 6d  ;  in  1  v.  5a...  Bigg  ds  Son   ...1845 

Station  Master*sand  Booking  Clerk's  Manual,  12mo,  2a  6d B.  Wilton 1849 

Travellers  Handy  Book,  12mo,  lt6d Lockwood  i86» 

Travelling,  its  Influence  on  H^th,  12mo,  la .,  Hardwieke 186ft 

Bailwit  Pahuaiochtabt  Rkpoats: — 

NichoU,  Beavan,  fcc,  7  v.  Svo,  181  la   Stevens 1838-55 

Bailwaya  in  India,  by  an  Engineer,  Svo,  4a  6(2 WilUamt  1847 

Reports  of  the  Board  of  Trade  on,  Svo,  2a  6(i,  Longman ;  ISmo,  5a    Bigg  A  Son  ...1845 

B^e  (/oa.)  Account  of  Auckland  Castle,  Durham,  4to,  21a NidioU 185a 

Durham  Cathedral,  12mo,  St  id  Boone    185a 

Histoxjof  Catterick  Church,  Yorkshire,  4to,  12a,TF(6aZa,'35— red.  to  6t  J,R,Smitk i86a 

North  Durham,  V.  1  and  2,  fol.,  ea.  63a  ;  large  paper,  6/  6a  Nieholt 185a 

' —  (J.R.)  Guide  to  Militia  Teomanxy  and  Volunteer  Corps,  12mo,  2a  tid C,  Evant   185a 

' —  {Rota)  Floreat  Eoelesia :  a  Manual  of  Church  Poetry,  ISmo,  2a  6d ffughet 1851 

-^ R^rtoration  of  the  Jews,  and  the  Duties  of  J^nglish  Churchmen,  Svo,  la  Mattert i860 

— Rosa's  Summer  Wanderings,  12mo,  5a Mattert 1858 

— ; The  Queen's  Isle,  Chapters  on  the  Isle  of  Wight,  2nd  ed.,  fp.  Svo,  8a  6d  Mattert z86i 

Bainey(^eo.)  Inquiry  into  the  Ascent  and  Descent  of  Sap,  Svo,  3a  Pamplin    1847 

-- — Mode  of  Formation  of  Shells  of  Animals,  Bones,  &c.,  post  Svo,  4a  6d    Chvrchill  1858 

Theory  of  the  Ophthalmoscope,  Svo,  2a  W Churchill  i860 

—; (2*. )  Ocean  Steam  Narigation,  Svo,  12a New  York 1858 

Bainy  Mornings  with  Aunt  Mabel  ;  Incidents  in  Church  History,  ISmo,  2t6d Mattert 1854 

Bainngthe  Veil  ;  or,  Scenes  in  the  Courts,  post  Svo,  6a  6d   Botton,  U.S.  ...\ts6 

Rait  (/oa.)  Relative  Value  of  Round  and  Sawn  Timber,  roy.  Svo,  Sa Blachimod i86a 

Baghuvansa,  Kalidaaae  Carmen,  Sanscrit  and  Latin,  4to,  21a Or.  Tratu.  Pd.  n.  d. 

Bi^igh  {Walt.)  ObeervationB  on  Idiopathic  Dysentery,  post  Svo,  5a Smith  A  Elder  1843 

■ -(Sir  fT.)  Works,  new  edit,  8  v.  Svo,  52a Gardener   1857 

• Discoverie  of  Guiana,  with  Notes  and  Memoir,  Svo HaJduytSoc  ..1849 

life  of,  by  Tytler,  12mo,  4a  6<i   Nelaon   1851 

Whitehead,  piwt  Svo,  2a  6d    Ingram 1854 

and  Wotton  {Sir  If.)  Poems,  edited  by  Hannah,  12mo,  5a  Pickering  1845 

Kalfe  (/oA»)  British  DesmidiesB  ;  or,  Fresh- Water  Algse,  roy.  Svo,  36a Reeve 1848 

"^ Phaenogamous  Plants  and  Ferns,  12mo,  Sa jAmgman  1839 

Balph  (r.5.)  Elementary  Botany  for  Beginners,  16mo,  Zt%d\  cold.,  7a  Pamplin    1849 

~ Icones  CarpologicBB  ;  LcguminostB,  4to,  16a Pamplin    1849 

Ralph  Rutherford,  by  the  Author  of  Petrel,  3  v.  postSvo,  81a  6rf Culbum 1851 

~ Saunders;  or,  the  Schoolboy  Friends,  fcap.  Svo,  2a  Knight  A  Son...  i26i 

Ram  Baa,  Architecture  of  Hindoos,  4to,  31a  6d i>r.'Trant.Fd,  n,d. 

Ram  {Jot.)  Treatise  of  Assets,  Debts,  and  Encumbrances,  Svo,  30a   Maxtcdl    ...].. 183' 

"-  on  Facte  as  Subjects  of  Inquiry  by  a  Jury,  Svo,  10a  6d Maxwell. .  18' 

4  u" 
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lUm  {8.  J  )  Uniioen  Hand;  or,  Bplaodes  in  an  Bventfal  life,  12mo,  4f  (M^  '53;  n.6.,2t  Jkan iSst 

Kanuidge(/^.^.)  ^I^reatise  on  Asthma,  new  edit.,  8ro^  10i6d Ltmffmam  i&i? 

> Core  of  Consnmption,  new  edit.,  8to,  8f   Lonffwtam  1841 

Rambles  and  Becollections  of  a  Fly-FUher,  by  Clericos,  poetSTo,  7« Ckapman  ^  J7.iSs4 

at  Sttonyside  ;  or,  a  Week  with  my  God-chiidxen,  by  Aunt  Clan,  18mo,  2f    Nidd iS6a 

the  Antipodes,  Sketches  of  Moreton  Bay,  fro.,  12mo,  S«6(j,*59— red.to2f  Ward d: Lodt.,. itSo 

in  Java  and  the  Straite,  1852,  by  a  Bengal  Ciyilian,  roy.  8yo,  21« ^mpki* 1853 

Normandy,  sm.  4to>  10«6<f A.  Hall 1850 

Sweden  and  Qottland,  by  SyWanns,  8vo,  li»,  1847;  new  edit,  7«  6d  ...  BentUy 1854 

United  States  and  Canada,  1845,  by  Bnbio,  new  edit.,  post  Syo,  4f    Ollivier 1847 

the  British  Isles,  18mo,  U  id 80C.P.C.K.   ...185* 

Mammoth  Cave  in  1844,  post  8yo,  St WiUff 1846 


—  of  a  Rat,  by  A.  L.  0.  R.,  12mo,  2i   NeUom,    .^1858 

an  Englishman  in  the  West;  or,  the  Saxon  in  Ireland,  12mo,  Is  6<2  Simpldn 1858 

-Captain  Bolio,  12mo,  6$,  StrangCj  1838  ;  new  edit.,  4s  Lea 1854 


—  Bmperor  Ching  TOi,  a  Tsle,  2  y.  post  8to,  21s Longman  1843 

Ramchundra:  Problems  of  Maxima  and  Minima  solved  by  De  Moigan,  8vo,  7«  6d   ...  AUatd:  Co 1859 

Rampini  (G.)  Exercises  in  Italian  Convexsation,  18mo,  Is  M Simpktn 1843 

Italian  Grammar,  with  Selections  and  Key,  new  edit.,  12mo,  12«  Simpkin 1859 

• Selections  from  Italian  Authors,  12mo,  6»6d Simpkin 1857 

(/o«.)  Italian  Grammar,  12mo,  9t6d;  Key  to,  2f  Simpkim 185a 

Ramsay  (AUx,)  Butler,  his  Hudibns  and  other  Works,  8vo,  Is  6ci 0.  Cox  1846 

•  View  of  the  Blection  of  Grace,  18mo,  4s  dd  Hatckard 184a 

{Allan)  Gentle  Shepherd,  with  Life  and  lUnstrations,  18mo,  2t  dd  Lcngman  1851 

Poetical  Works,  with  Life,  by  Chalmers,  newed.,  8  v.  12mo»  10s  M   FuUarUm  185a 

(Art.)  Church  Catechism  Bxpbiined,  18mo,  8«  (id MaemiUan 1854 

* (A.C,)  Ghologieal  Structure  of  Merioneth  and  Caemarron,  8vo,  Is    RetfrnoloM    1858 

: Old  Glaciers  of  North  Wales  and  Switseriand,  12mo,  4s  M lAmgman  i860 

The  Other  Side  in  the  Mexican  War,  post  8vo,  8s  New  York 1850 


(^.fi.)  Advent  Sermons,  8vo,  7»  6d Bivi»gUm  1850 

Canon  Law,  8vo,  Is  BhingUm 1859 

Catechism  for  Young  PeiBons,  8th  edit.,  18mo,  2s JUringUm  1859 

Christian  Life,  its  Origin,  Progress,  and  Perfection,  poet  8vo,  9s Blackwood....    186a 

Diversities  of  Christian  Character,  12mo,  4s  6<f, Blackwood 1858 

-s Faults  in  Christian  Believers,  12mo,  4s  6d Blackwood 1859 


■■  Episcopal  Church  of  Scotland,  8vo,  Is BivingUm  186a 

-^ Handel,  the  Character  of  his  Sacred  Compoutions,  Two  Lectures,  8«  6d  Blaekwood i86a 

On  Changes  in  the  Manners  and  Habits  of  Scotland,  12mo,  2s  id    ...  HamiUon  1857 

Scottish  Life  and  Character,  1st  &  2nd  ser.,  ea.  8s,  *6i ;  n.  e.,  1  v.  5s  Hamilton  186a 

(fieo.)  Analysis  and  Theory  of  the  Emotions,  8vo,  di  6c{  Longman  1848 

Classification  of  the  Sciences,  4to,  2s  8d Longman  1847 

-^—  Disquisition  on  Goremment,  12mo,  4s   Longma/n  1836 

Enquiry  into  Principles  of  Human  Happiness,  8vo,  14s LongmoM,  184a 

Essays  on  the  Distribntien  of  Wealth,  8vo,  12s Longmam,  1836 

Instinct  and  Reason,  post  8vo,  6fl Walton i86» 

Introduction  to  Mental  Philosophy,  8vo,  7s  6<2   Longman  185a 

Political  Discourses,  8vo,  9s Longman  1838 

Principles  of  Psychology,  8vo,  10s  6<i Walton 1856 


—  (/.)  Sermons  on  Various  Subjects,  post  8 vo,  6s  Hamilton  i86a 

-  {P. A.)  Views  in  Renfrewshire,  4to,  21s;  lary;e  paper,  42s Highleg 1830 

{Thoa,)  Glance  of  Belgium  and  the  Rhine,  new  edit,  12mo,  5s OUivier 1848 

Life  and  Literary  Remainsof  Mr8.Hofland,12mo,6s,il.^a^ ;  n.e.,2t6d  Cleaver 1849 


(Wm,)  Elementary  Treatise  on  lAtin  Prosody,  new  edit.,  12mo,  2s Griffin    i860 

Exposition  of  the  Book  of  Daniel,  12mo,  8s  6(i Houlslon    1853 

Extracts  from  TibuUusand  Ovid,  English  Notd,  12mo,5s Grifin    1859 

Introductoxy  Manual  of  Roman  Antiquities,  2nd  edit.,  poet  8vo,  4s  ..    Gi^n   i860 

Manual  of  Latin  Prosody,  post  8vo,  5t Grijin    1859 

Roman  Antiquities,  4th  edit.,  post8vo,  8s  6d Grijin    1859 


Sermons,  with  Memoir,  8vo,  Ss...^ Blackwood 1851 

Ramsay's  Shilling  Library.     See  Appendix. 

Ramsbotham   {PM.)  Obstetric  Medicine  and  Suigeiy,  new  edit.,  8vo,  22s Churchill  1856 

(/so.)  Observations  in  Midwifery,  8vo,  12s ChurchiU  184a 

Ramsbottom  {R,)  Artificial  Propagation  of  Salmon,  8vo,  Is  Simpkin 1854 

Ramaden  (i2o((.)  Missions  ;  or,  a  Word  to  the  Heathen,  12mo,  5s Nisbet 1850 

— Triumphs  of  Truth,  Power  of  the  Word  of  God,  18mo,  8s    Nitbei 1841 

Ramshay  (Wm,)  Decisions  of  Westminster  Courts  on  Pleading,  12mo,  5*  6d    Stevens  1838 

Raroshom  {L.)  Dictionary  of  Latin  Synonymes,  8vo,  4s  6d H.  Bohn    184a 

Raua,  a  Story  of  a  Little  Frog,  16mo,  U  6d Bell  it  Daldg...iibo 

Ronoe  (T.O.)  Tables  of  Compound  Interest,  |  to  10  per  Cent.,  roy.  8vo,  21s   Longman  185a 

{W.  W.)  Inestimable  Benefits  of  a  National  Sabbath,  12mo,  Is  Od   Simpkin 1850 

• The  Glory  of  a  Country,  12mo,  Is  6c{ Turner  1850 

Randall  (Jas.)  Sermons  on  Joel,  Jonah,  Nahum,  &c.,  8vo,  10s  6c{ Bitington  1843 

(Jno.)  Lent  Lectures  on  History  of  Joseph,  12mo,  6s    Nitbet    185} 

(/.if.)  Goflda  and  Nai'ji :  Missionary  Counsels  for  Youth,  12mo,  Is  6d    Werlheim  1856 

Scripture  Outlines,^5th  edit.,  12mo,  2s  M Sedeg$    1856 
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Baiidall  {J,M.)  lltlM  of  Our  Saviour,  Self -adopted,  in  New  Testament,  12mo^  2a  6<f...  BtL  Trad  Soc, 

{Min)  Adele,  a  Tale  of  Prance,  poet  8vo,  10«6d Btlfe 

(-S.5.)  Common  School  System  in  New  York  States,  8vo,  7«  Troy,  U,  S..,,. 


BAodell  (Jicu.)  Twelve  Tears  in  Norway,  foL,  62s  6d    Cotnatjhi 

Baudolpih  {E,J,)  Good  Properties  of  the  Beviaed  Code,  8to,  1< JUvinyton  

'—— (JSTerft.)  Five  Sermons  for  Tronblesome  Times,  8vo,  2i  Rivinyt^m  

(/.)  Life  o^  by  Hugh  A.  Garland,  2  v.  12mo,  16# /.  Chapman  .. 

(/.T.)  Cabin  and  the  Parlour ;  or.  Slaves  and  Masters,  12mo,  Zt^d Clarke  it-  Co... 

'  {Mr».)  Chaplet  of  Pearls;  or.  Rhymes  and  Fra^ents.  imp.  8vo,  21<  Addey 


Bandolph  a  Poem,  poet  8vo^  fis Saundertdc  0... 

Bandom  Readings  for  the  Rail,  River,  Road,  Field,  &c.,  12mo,  Is  6(2  , Groumbridye... 

Recollections  in  Bzeter  Hall,  1884-7,  12mo,  3<  6<j  Nisbet    

' Rhymes,  by  Aphaa,  12mo,  8s Crtxrwhridyc  ... 

Bands  {W.B.)  Chain  of  lilies^  and  other  Poems,  18mo,  Is Knight  Je  Son 

{W.B.)  Frost  npon  the  Pane,  a  Story,  ICmo,  8s  6d Cash 

Banelagh  (^.)  Maids  of  Honoor,  8  v.  poet  8vo,  81s  6d  Coibum 

'  Sir  Boger  de  Coverley,  8  v.  poet  8vo,  81s  6rf   Coibum 


Rnnew  (Nat.)  Solitude  improved  by  Divine  Meditation,  18mo,  Is  id JUL  Tract  Hoc. 

Bank  and  Beauty  ;  or,  the  Toung  Baroness,  a  Novel,  8  v.  post  8vo,  31s  6(f Hurti  *k  Ji.   .. 

— —  Talent  of  the^me,  new  edit.,  post  8vo,  8s;  illustrated,  7s  6ci Griffin 

Banke  {L.)  Ferdinand  First  and,Maximilian  Second,  of  Austria,  sq.,  Is Longman   

History  of  Civil  Wars  and  Monarchy  in  France,  2  v.  post  8vo,  24s BentUy 

■ Ottoman  and  Spanish  Empires,  by  Kelly,  md.  8 vo,  3s, '43-r.  to  2s  RoutUdge  

— — Popes,  translated  by  Austin,  2nd  edit.,  2  v.  8vo,  2is Murray 

Foster,  8  v.  post  8vo,  10s  6(2   B.  Bohn    ..  .. 

Kelly,  roy.  8vo,  12s,  1843- red.  to  9s...  RoutUdye  

Scott,  2  V.  8vo,  22s Rlackie 


Plrussia,  translated  by  Demmler,  Y.  1,  8vo,  10s  6d Neiffby 

-Gordon,  3  v.  8vo,  86s  Murray. 


•  Reformation  in  Germany,  Y.  1  &  2,  30s,  1845;  Y.  3,  18s...  Longman 

•  Servia  and  its  Revolution,  by  Kerr,  8vo,  15s  Murray ... 

post  8vo,  3s  6d   II,  Bohn 


Banken  (Maj.)  Canada  and  the  Crimea ;  Sketches  of  a  Soldier's  Life,  2  e.,  p.8TO,7o6d  Longman  . 

Journal  of  Six  Months'  Residence  at  Sebastopol,  post  8vo,  6s    Wetterton  . 

Bankin  (F.iT)  Man  without  a  Soul,  2  v.  post  8vo,  21s BenUey  .... 

Yisit  to  the  White  Man's  Grave,  2  v.  p.  8vo,  21s    Bentlcy  .... 

(If.  iSr.)  Philosophy  of  Shakspeare,  12mo,  5s WhiUaker  . 

Bankine  {W.J.M.)  Manual  of  Applied  Mechanics,  *$%  ;  2nd  edit.,  cr.  8vo,  12s  Qd...  Griffin   .... 

-Civil  Engineering,  post  8vo,  16s Griffin    ... 

•  the  Steam  Engine,  &o.,  post  8vo,  12s  6d  G^nffin 


Banking  {W.H.)  Abstract  of  Medical  Sciences,  Y.  1  to  36,  12mo  (hf.-yrly.),  ea.6s  6d  Chur€hiU...i%^ 

Banlett  {W^A.)  Architect ;  Original  Designs,  adapted  to  United  States,  2  v.  4to,  63s  A'cw  York 

Bansom  \8am.)  Biblical  Topography,  by  Harris,  post  8vo,  2od  edit.,  5s  6<i  Ward     

Hebrew  Grammar,  8vo,  5s Siww .*. 

Bansome  {J. A.)  Treatise  on  Implements  of  Agriculture,  roy.  8vo,  9«    Ridgway 

Banthorpe,  a  Novel,  poBt8vo,  9s    ChapmandkH. 

Bantoul  {R,)  Memoiis,  Speeches,  and  Writings,  8vo,  16s BotUmy  U.S.... 

Baper  (HcnJ)  Navigation  and  Nautical  Astronomy,  7th  edit.,  roy.  8vo,  16s  Potter    

Tables  of  Logarithms,  roy.  8vo,  6s Potter    

Baphael  and  AngeLo,  their  Lives  and  Works,  illustrated,  post  8vo,  5s    H.  Bohn    

Baphaei's  Cartoons,  Expositions  of,  by  R.  H.  Smith,  illust.,  new  edit,  sq.  8vo,  8s  6d  Nitbet 

— Royal  Book  of  Fate,  new  edit,  8vo,  5s    Cornish 

Witch  ;  or,  Oxade  of  the  Future,  12mo,  4#;  coloured,  6s Pi}}er 

BaphaU  {M,J.)  Bible  Yiew  of  SUvery,  8vo,  Is  6d New  York 

Festivals  of  the  Lord,  18mo,  2s  6d Hodson 

Post-Biblieal  Histoiy  of  the  Jews,  2  v.  cr.  8vo,  14^ Triibner. 


Bapler  (Chr.)  Introduction  to  Latin  Yerse,  by  Arnold,  12mo,  8s  6<2 ;  Key,  2s  6d Longman  

{O.C.)  First  Book  of  Writing,  18mo,.ls6<i BeUdsDaldy... 

Bapon  {A.)  Typhoid  Fever  ;  its  Homceopathic  Treatment,  post  8vo,  8s New  York 

Bappeport  {B.)  Critical  Discussions  in  Philosophy,  8vo,  2s  6(2    Beltde  Daldy... 

VLuey  (J.S.)  Art  of  Taming  Horees,  new  edit,  fee  p.  8vo,  2s Routlcdge  

Baak  {Eras.)  Danish  Grammar  for  Englishmen,  by  Bepp,  8vo,  5s Wiliiams  d&  N, 

Icelandic  Grammar,  translated  by  Dasent,  8vo,  7s  6c{   Pickering  

Baspul  (F.V.)  Rudiments  of  Domestic  Medicine,  by  Strauss,  12mo,  Is  6d  Weale 

Bate  ((?so.)Osbomes  of  Osborne  Park,  a  Tale,  12mo,  8s  6<<   Wesley  

Bathbone  (Co/.)  Mr.  Disraeli,  Col.  Bathbone,  and  the  Council  of  India,  r.  8vo,  2s  6d  Wesierton 

'  {a.M.)  Strawberry  CHrl,  with  other  Thoughts,  in  Yerse,  12mo,  5s Longman  

{Miss)  Lady  WUlonghby's  Diary,  sm.  ito,  18s;  new  edit.,  8s Longman  

further  portion,  sm.  4to,  18s,  '47 ;  n.e.,  8s  Longman  

— Life's  Sunshine,  a  Story,  2  V.  poet  8vo,  21s  Niwby    

Selections  from  the  Poets,  12mo,  5s    Harvey 

— {W.)  Examination  of  Beport  on  Decimal  Coinage,  8vb,  Is Bidgway    

Bathbome  (Jos.)  Church  in  its  BeUtions  with  Truth  and  the  State,  8vo,  5s Longman  

Bational  Reading  Lessons,  and  Key,  18mo,  2s  6d Simpkin 

'  I  of  Justification  by  Faith,  12mo,  3s BamiUon  
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634  RATTI RAYMOND  [Bfauni  (UtAuwiai 

Satti  {0,3f,)  Mother  of  *  Famny  ooeapied  with  her  Children,  82mo,  2f  M  Bunt    1S49 

Battlel>rmin*8  Bomaio  Beaotiea,  1«  6d Tveedit  i«5« 

Katiray  (A.)  Vanooarer  Island  and  Brituh  Colnmbta,  poet  8to,  5$ Smiths  Elder. lUi 

(/.)  Affghanietan  CoBtnmes,  and  Views,  51  6s;  proofs  Jl  7t;  cold.,  10/10>...  Bering  iM 

Ranch  (F,A,)  Riychologj ;  or,  a  View  of  the  Homan  Sool,  Svo,  10s  6d WiUy iS4« 

Ranmer  (^.)  Ooatribntions  to  Modem  Hietory,  2  ▼.  poet  8vo,  21s Kniykt 1836-37 

Sngland  in  1835,  in  Letters,  3  t.  post  8to,  24s Murray 1S36 

18il,  2  ▼.  post  8to,  21s,  J,  Lee—red.  to  5s   H.  Bohn 184* 

Illustrations  of  History,  16th  and  17th  Centuries,  2  y.  poet  8to,  21s  ...  Murray 1S35 

Italy  and  the  Italians,  2  v.  post8yo»  21s,  Colbum^red.  to  7s H.Bckn 1840 

i— — —  Political  History  of  Snghmd,  2  r.  8yo»  80s Bichler 1S36 

Saupach  {Ern.)  Niebelungen  Treasnrp,  a  Tragedy,  translated,  12mo,  8s  6<i  WiUiamt  A  N.  1847 

Ransehenboseh  {H.B.)  Memoir  of,  by  Leipoldt,  traiudated  by  Walker,  12mo,  5s Sciley 1843 

RaTon  (/.)  Sacred  Musings,  edited  by  Rnseell,  12mo,  2s    n>rM«ii»  t86i 

{M.)  Two  Brothers  ;  or.  Family  that  Liyed  in  First  Society,  12mo,  Is  6(f Jos.  Blackigocd  1856 

(A.)  Golden  Dreams  and  Leaden  Realities,  post  870,  6s  6<f Xow   1854 

^^  (Tho.)  Family  Commentaiy  on  New  Testament,  post  8to,  7s  6d    J<u.Blackwood  1855 

Prayers  for  Rts  Weeks,  new  edit.,  12mo,  Ss  6<j Seeleg 1853 


Rayenel  (H.  W.)  Fnngi  of  Carolina:  Three  Centories  of  Species,  4to,  each  80s   CAarto<o»...  1851-5 

Ravenseroft,  Selection  from  Works  of,  4to    Roxburyhe  CI.  u,d, 

Rayensdale,  a  Tale,  by  a  Lady,  2y.  post8yo,  21s   Longman  1845 

Rayenshaw  (T,F.)  List  of  Flowering  Plants  and  Ferns  in  Deyonshire,  12mo,  4s  6<2  ...   Hotworth   i860 

Rayenstein  {S.)  Statistics  of  Bnrope,  and  Turkey  in  Asia,  &c.,  4to,  4s Stanford   1855 

{B.O.)  Rasstans  on  the  Amur  :  its  Disooyery,  Conquest,  &c,  8yo,  15s  .  ..     Trubuer i86( 

Rayensworth  {Lord)  Odes  of  Horace,  tnnsl.  into  Lyric  Verse,  roy.  8vo,  21s ;  l.p.,  63s  Upham  d:  Beet  185S 

Rayerty  {Capi.H.O.)  Dictionary  of  the  Pushto  or  Affghan  Language,  4to,  84s Longman  i860 

English  and  Hindustani  Technical  Tenns,  cr.  8yo,  6s LoHtpncM  i860 

-Grammar  of  the  Pushto  or  A^han  Language,  4to,  21s  Longman  i860 

-Ghilshan-I-Roh,  Selections  in  the  Pushto  Language,  4to,  42s  ...  Longman  1860 

-Selections  from  the  Poetry  of  the  Affghans,  8yo,  16s    WiUieunsd:  N,  1862 


Rayignan  on  the  Life  and  Institutes  of  the  Jesuits,  translated  by  Seager,  18mo,  ls6d  Dolman 1844 

Rawdon  {Col.)  Letter  to  the  Trustees  of  the  National  Gallery,  8yo,  6s Ridgvay    1851 

Rawes(ir.il.)  The  Lost  Sheep,  and  other  Poems,  12mo,  2s  6<i   T.  Riekardaan  1857 

Rawle  (W.H.)  Law  of  Coyenants  for  Title,  8id  edit.,  roy.  8yo,  85s   Boston,  U.S.. ..i%(>o 

Rawlioge  (C7^)  Sermona,  8yo,  6s T Hamilton  1839 

{Ja».)  Shrine  of  Content,  a  Poem,  poet  8yo,  6s  SaundertJeO.  1853 

Rawlins  (C.A.)  Famine  in  IroUwd,  a  Poem,  post  8yo,  Is Ma$Ur» 1847 

(G.E.)  American  Dis- Union,  Constitutional  or  Unconstitutional,  p.  8yo,  4s  6(2  Jlardwicke    ...1862 

(T.J.)  Blementaiy  Drawing  (Chelsea  College),  4to,  3s  Nattali 1848 

Rawlinson  (C/ir.)  Municipal  Corporation  Acts,  by  Welsby,  12mo,  18s,  1849  ;  nen22s  Maxwell    1856 

'  (Geo.)  Contrasts  of  Christianity  with  Heathen  and  Jewish  Systems,  8?o,  ^  Longman  1861 

Elementary  Statics,  edited  by- Ed w.  Sturges,  cr.  8yo,  4s  6d  MacmiUan 1861 

'  Byidenoesof  Truth  of  Scripture  Records  (Hampton Lect.)2e.,8yo,  14s  Murray i860 

.  Five  Great  Monarohies  of  Ancient  Bastem  World,  V.  1,  8yo,  16s...  Murray i86a 

'• and  Wilkinson  (/.(?,)  Herodotus,  4  y.  8yo,  72s,  '60;  new  edit,  48s  Murray i86a 

(ff.C.)  On  the  Cuneiform  Inscriptions  of  Babylonia  and  Assyria,  8vo,  8s...  Parker  d*  Son   1850 
{R.)    Designs  for  Ftiotory  and  other  Chimney  Shafts,  fol.,  63s   Weale    1859 


Rawnsley  (i2.  Z>.)  Sermons,  chiefly  Catechetical,  12mo,  5s   Hatehard  1851 

'  for  Sundays  and  other  Chief  Days,  cr.  8yo,  9s Hatehard 1861 

— — Preached  in  Country  Churches,  new  edit,  12mo,  6s   Hatehard 1858 

VUlage  Sermons,  V.  1,  6s ;  V.  2,  6s  6<i  Hatehard 1853 

Rawson  (Chr.)  Spiritual  Retirement,  2y.  12mo,  12s  Hamilton  ......1842 

—    (/.)    Dictionary  of  Terms  of  the  English  Language,  12ido,  8s  6€l Philadelphia...  i%^o 

(Robt.)  Exercises  in  Arithmetic,  12mo,  2m  M\  Key  to,  Utd TTAtVtaiwr  ...1855  6 

■  Geometrical  Properties  of  Screw  Propeller,  roy.  8yo,  4s  6d   Whittaker 1850 

'  Lessons  in  Arithmetic,  and  Key,  12mo,  Is  6d WhiUdlcer 1855 

— ^—  Mensuration  of  Lines,  Areas,  Surfaces,  &c.,  12mo,  8s  6rf Whittater 1856 

Rawstorne  {Law.)  Cause  of  the  Potato  Disease,  3nl  edit,  8yo,  Is  6(2 Simpkin 1847 

'  Gamonia  ;  or.  Art  of  Preserring  Game,  roy.  8yo,  2ls  Ackermann   ...1837 

I New  Husbandry  ;  or,  Code  of  Modem  Agricnlture,  8yo,  9s Longman   1849 

— — Remarks  on  Lancashire  Fanning,  12mo,  4s    Simpkin 1843 

{W.E.)   Sermons,  Y.  1  and  2,  12mo,  each  4s  Cd Hatehard 1853 

atGolby,  Leicester,  12mo,  2s  6<2 Hamilton 1850 


Ray  (/.)  Bank  of  England  Charter,  8yo,  Is  6cf Simpkin 1857 

Eyidence  of  God  in  Creation,  roy.  8yo,  10s  6(f  Wcmeri€uiSoe.n.d. 

Letten,  edited  by  Dr.  Lankester,  dyo,  7t  6d  Ray  Society  ...1848 

Medical  Jurisprudence  of  Insanity,  4th  edit,  8yo,  21s Boston^  U.S.. ..1^60 

Miscellany,  roy.  8yo,  7s  6(i  Wemerian  Soc.  n.  tL 

^(Rie.)  Memoir  of  James  Green,  12mo,  8s  6<i Hamilton  1861 

Ray  of  Light  to  Brighten  Cottage  Homes,  new  edit,  l2mo,  U6d Nisbet    i860 

Bayer  (P.)  TreatLse  on  Diseases  of  the  Skin,  by  Willis,  8yo,  28s  ;  Atlas  fol,  70s BaiUiirt    .\....i835 

Raymond  {E.duBoit)  Animal  Electricity,  edited  by  H.  B.  Jones,  12mo,  6s Churchill  ..'....185a 

'  {Oeo. )  Chronicles  of  England,  a  Metrical  History,  8yo,  1  Os  6d  W.  SAitk  ..'....  1842 

■  — ■ —  Drafts  for  Acceptance,  Essays,  Tales,  kc,  12mo,  Is  6<i  Rautledyfi 1856 

(/.)  Bill  of  Exceptions,  12mo,  2s 5wcc<....V 1846 
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JUymond,  a  Tkle  of  Truib,  port  8vo,  8«   SaundenAO, 

BflTilioyd,  a  Bomanoe,  2  ▼.  post  8to,  2l«    BentUy 


Bajnbixd  (Vf.dfei^.)  I><^i  new  edit.,  12mo,  1«   JtouUedge  

On  the  Agriiciiltare  of  Suffolk,  8vo,  lOt  LvMjnan  

Says  of  Sonlight  for  Dark  Days:  Pref.  by  Vaughan,  2nd  edit.,  feap.  8to,  8i  6(i  MacmiUan    ... 

Baysdale  (P.)  Fortunes  of  a  Colonist,  fcap.,  10«  td Newby    

Bajaon  (/no.)  Miaoellaneoas  Poems  and  BaUads,  12mo,  Zs ...  Piper 

Kat^{A,B,)C]»rei  and  OliTes  ;  Garonne  to  the  Rhone,  poet  8to,  7«  6d    Jiogue    

Clement  Lorimer,  a  Bomanoe,  7«,  Boffue,  1849  1  ^8  fid JloutUdge  

■ Comic  Bradshaw  ;  or,  Babbles  from  the  Boiler,  16mo,  1« Jioyue    

Leonaid  Lindsay ;  the  Buocaneer,  2t.  p.  8to,  21«,  Bot^ue^  '50;  12mo,  2«     Bruwn   

•^^^—  Men  of  the  Hour,  12mo,  2«  WardALoek 

Natural  Histoiy  of  Bores,  18mo,  Is;  Humbugs,  ISmo,  Is   Bogue    

—  Bomance  of  a  Mince  Pie,  18mo,  Is Bogue    

Story  with  a  Yengeanoe,  8to,  Is   Coike 

Hannay  (/.)  anct  Smith  (A.)  Christmas  Cheer,  18mo,  2s  WarddelAKk... 

Besetion;  or.  Peace  in  a  Fix,  an  Opera  Militaire,  post  8to,  2s  6d WarddsLoek.., 

Bead  (^ttsoa)  Way  of  the  World,  8  v.  port  8?o,  81s  6d HwrU  ds  B.    ... 

{C,J.)  P^trochial  Pfeahuist,  roy.  8vo,  5s Sinipkin 

(C7JZ.)  What  I  Heard,  Saw,  and  Did  at  Australian  Gold  Fields,  8to,  12s Boone    

{Geo.)  Biscuit  and  Gingerbread  Baker's  Assistant,  new  edit.,  12mo,  2s  6c{   ...  Dean 

Confectioner  and  Pastrycook's  Guide,  new  edit.,  12mo,  Is  6<i Dean 

Gentility  and  Soonomy  ;  or,  Cookery,  Confectionery,  &c.,  12mo,  2s  6d  Dean 


(ffoUie)  Coming  Crisis  of  the  World,  12mo,  7s  6d Columbus,  U.S. 

Hand  of  God  in  History,  new  edit.,  12mo,  2s  W.  Coilins 

•  by  Christmas,  post  8to,  6s,  1850 ;  new  ed.,5s  BentUy 


The  Palace  of  the  Great  King,  new  edit.,  12mo,  2s Grtjin 


-{BoU.)  Use  and  Abuse  of  the  Flexible  Tube,  or  Probang,  8to,  8s  6<f Longman  

-{T.B.)  Poems,  Illustrated  by  Meadows,  12mo,  6s,*5i;byBichanls,&o.,8TO,18s  Philadelphia.. 
-new  edit.,  2  t.  cr.  8?o,  16s   Nejo  York 


Bural  Poems,  12mo,  4s  6<f  Longman 

— Sylvia;  or,  the  Lart Shepherd,  an  Eclogue,  12mo,  4s  Philadelphia.., 

The  Female  Poets  of  America,  8rd  edit,  8to,  81s  M Philadelphia.., 

—  (X<.Co2.)  Sketches  of  DoTer  Castle,  Poems,  cr.  8to,  7s  6d Smith  d:  Elder . 

{W.T.)  Astronomy,  Popular  and  Mathematical,  port  8to,  6s    Longman  , 

B4»daadBeilect,NewBpaper&GeneralBeader*sPocketCompanion,  18mo,  2s6<j  J.F.Shaw  ... 

Me  a  Story  ;  or,  Stories  for  Beading  Aloud  to  Little  Children,  18mo,  Is Motley  

Bead's  CharacteiTBtic  National  Dances,  with  a  Tale  to  each,  4to,  21s Bead , 

Beade  {Cha.)  Chrirtie  Johnstone:  a  Novel,  port  8vo,  10s  6(i,  1853  >  ^  ^^   Bentley 

Cloister  and  the  Hearth,  4  y.  p.  8to,  81s  6d,  '61 ;  n.e.,  8  t.  p.  8vo,  15s  TrUbner 

It  is  Never  too  Late  to  Mend,  8  v.  p.  8vo,  ZU6d  ;  cr.  8vo,  2s ;  illust.,  6«  Bentley 

Jack  of  AU  Trades,  Autobiography  of  a  Thief,  port  8vo,  10s   TrHlmer 

. — ^ Love  Me  Little,  Love  Me  Long,  a  Tale,  2  v.  port  8fo,  21s    TrUbner.: 

Peg  Woffington,  a  Novel,  port  Svo,  10s  6d,  185X;  3s  6d Bentley 

■  The  Course  of  True  Love  Never  did  Bun  Smooth,  port  8vo,  2s BentUy 

White  Liee,  a  Novel,  8  v.  port  Svo,  21s TrUbner. 


{J.B.)  Broken  Heart,  and  other  Poems,  12mo,  6s  6d    Saunders  de  0. 

Catiline,  a  Drama,  Svo,  9s  6d Saunders  dt  0. 

Deluge,  a  Drama,  Svo,  8s  6<j   Saunders  dsO 

Italy,  a  Poem,  with  Notes,  Svo,  12s,  1838  ;  10s  6d Longman  

Light  of  Other  Days,  a  Novel,  8  v.  port  Svo,  81s  6(f Hurtt  d:  B,  ... 

Man  in  Paradise,  with  Lyrical  Poems,  12mo^  5s Longman  

-■  Poetical  Works,  2  v.  12mo,  16s,  Chapman  de  i/.,  1850  ;  new  edit.,  20s  Lofn^fman  

Prose  from  the  South,  2  v.  port  Svo,  21s,  1846;  new  edit.,  15s Oilier... .i 

Beoord  of  the  ^ramids,  a  Drama,  Svo,  4s  6d  Saundersd:  0. 

Bevelations  of  I^fe,  and  other  Poems,  12mo,  6s    Parker  df  Son  . 

Sacred  Poems,  from  the  Old  Testament,  Svo,  5s  M  Saundersd:  O. 

Saturday  Sterne,  8  V.  port  Svo,  81s  6(i    HurstdtB.   ... 

Wait  and  Hope,  a  Novel,  8  v.  port  Svo,  81s  6d Hurstds  B,    ... 


{T.S.)  Chrirtian  Experience  as  dispUyed  in  St.  Paul's  Life,  12mo,  5s Hamilton 

Meditations,  8rd  edit,  12mo,  7s Simpkin 

Betirement,  19th  edit,  12mo,  5s   SeeUy.... 

—  (If.IF.)  Liberty  Hall,  Oxon,  8  v.  post  Svo,  81s  6<< Skeet  .... 

Veil  of  Isis  ;  or,  the  Mysteries  of  the  Druids,  Svo,  10s  6d  Skeet 


Beader  {Tho.)  Time  Tables  for  Discounting  Bills,  port  Svo,  14s,  1846 -red.  to  7s  ...  B.  Bohn    

( 9r».}  Charlotte  and  Agra,  12mo,  Is    Trubner 

Buinsof  Kenilworth,  a  Poem,  12mo,  5s Houlston    

Beadiog  (Wm.)  History  of  Christ,  with  Prayers,  &c.,  edit  by  Dr.  Hook,  ISmo,  2s  ...  Bellds  Daldy.. 

Beading  Book  for  the  Bailroad,  selected  from  Chrirtian  Authors,  ISmo,  Is  Wertheim  

Use  of  Female  Schools,  Ireland,  12mo,  2s  Groombridge  .. 

J-  Becreations,  ISmo,  4s  6(i Longman  

Beadiogsand  Conversations  on  Churoh  History,  12mo,  8s  6d j€icksondt  W. 

for  Advent  from  the  Bible,  fcap.  Svo,  Is   Longman   

" Every  Day  in  Holy  Week,  from  Old  Divines,  12mo,  Is  6d /.  Whitaker  .. 

' —  SuncUys  and  Holidays  of  the  Christian  Year,  4  v.  12mo,  each  4s  6d  ...  Mozley  „ 
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BeadingB  for  tbe  Tonng,  from  tha  Works  of  Sir  W.  8oott,8  r.l2mo,  10«  Si-T.U  M  ffoublon    1851 

Tonng  Men,  Merchants,  and  Men  of  Baripeas,  poet  8vo,  Is  6d Jtu.  Blackwoodi^^i 

, from  Scripture,  by  Anthorof  Tales  of  Kirkbeck,  12mo,  U6d,  '58  ;  2  series,  2s  liatten 1S60 

Swift's  Tale  of  a  Tub,  irilh  Notes,  12mo,  2* Varty 1836 

_ thePlajBof  Sbakspeare,  fcap.  8to,  4«  6d ParLtrJkSon  .iSvi 

in  Biography :  LiTes  of  Eminent  Men,  new  edit.,  12mo,  8s  M Parker  A  S'jn  .1853 

. Bnglish  Prose  Literature,  new  edit.,  12mo,  Ss  6d  Parker  A  ^'<m  .1855 

. Poetry,  new  edit,  12mo,  8s  6d    Parker  <t  Son  .li^i 

Science,  new  edit.,  12mo,  3s  6<i  Parker  ASon  .\t\% 

on  the  History  of  Joseph  and  his  Brethren,  12mo,  3s Matters 1S59 


•Beadwin  (7.-4.)  Outlines  of  Geology,  8yo,  Is   Jle^noUU    1S58 

{Tho,)  Poetic  Gleaner,  ISmo,  2s  <ki   HamiUon  1835 

...._.  (T.-i.)  Obserrations  on  Bdncation,  Sto,  2s  (ki  LowfvMtM,  1839 

Beady  {T.M,)  Thon^ts  on  the  Dirine  Permission  of  Moral  Bril,  8yo,  2s  6d    SeeUff 184$ 
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Beady  Estimator,  for  Use  of  Arehitectural  Designers,  8yo,  3s KctU 

Eeal  and  Ideal ;  or.  Illustrations  of  Travel,  2  y.  post  8to,  21s Sa^ndtnA  0.  .1840 

the  Beau  Ideal,  12mo,  4s  (ki,  i860  ;  new  edit.,  4s Bentley  1861 

life  in  Ii\^ia,by  an  Old  Besident,  12mo,  8s  6<i  Houhkm,    1850 

PmxIs  in  a  False  Setting,  a  Norel,  8  y.  post  8to,  81s  6ci    Saunders  JbO.  1S39 

Beligion,  12mo,  2s Partridge 1850 

Bealf  (iZtdk.)  Guesses  at  the  Beautiful,  Poems,  12mo,  6s    Lfmffman  1852 

Bealities;  Manifestations  of  God  in  Pkst  Ages,  by  B.  B.,  post  8yo,  7s  6d Yapp 1861 

of  life,  by  the  Author  of  Scenes  in  our  Parish,  12mo,  8s   JIamifion  1838 

Paris  Life,  8  y.  post  8yo,  81s  (W    ffurst^B.   ...1859 

Season  and  Inspiration,  8fO,  2s TVOhntr 1859 

Beyelation,  and  Faith,  Thoughts  by  a  Bengal  Ciyilian,  12mo,  4s  6d Smith  A  iSUer  .1848 

Why;  GeneialSeienoe,  Nat.  Hist.,  Historical,  Eng.  Hist.,  4  v.  p.  8yo,  ea.  2s6d  IhyiUmi,    ...185K-9 

Beasons  for  Belief  in  Judicial  Astrology,  12mo,  2s  6d B.  WiUtm 1849 

— ^— ^-  going  to  Church,  new  edit.,  18mo,  Is    Sedey 1839 

,  rejecting  the  Doctrine  of  MillenarianiRn,  12mo,  2s  6d    WKiUakcr 1847 

Beay  (SStep.)  Narratio  de  Josepho,  cum  Teztus  Hebraicu%  12mo,  6s  6<2 Gainer 1840 

Bebecca  Nathan  ;  or,  a  Daughter  of  Israel,  12mo,  6s Bivinf/tim  1844 

Bebelsof  Glen&wn,  a  Bomanos,  3  y.  post  8yo,  81s  6<i    Shober^  i8$i 

Bebus  Collection,  new  edit.,  square,  l«mo,  2s  W Grifitk^F,  ...1858 

Bteamier  (Mwdame)^  with  Sketch  of  the  Histoiy  of  Society  in  France,  post  8yo,  9s  .  Chapman  db  H.iKu 

Becantation  ;  or,  Confession  of  aConyertto  Bomanism,  Svo,  6s6<2  RivingUm 1845 

. ^ Controyeny  on  Baptism,  12mo,  2s    Simpkin 184$ 

Beoent  Adyanoes  in  Chemistiy,  and  its  Application  to  Agriculture,  Svo,  Is Taylor  dk  i/.  ...1844 

. Becolleetions  of  the  Anglo-American  Church  in  the  U.  S.,  2  v.  post  8yo,  18s  RivingUm  1861 

Beciter*s  Companion,  82mo,  2nd  edit..  Is Strange 1848 

BeooUeetions  and  Tales  of  the  Crystal  Palace,  HydePftrk,  post  8yo^  6s ShobeH  1851 

^— — -—  in  Bhyme  on  Wellington  Memorial  and  Column  of  Napoleon,  8yo,  2s  tid  Ridgvay    1839 

.^-^— —  of  a  Beloyed  Pastor,  by  One  of  His  Flock,  2nd  edit,  sq.  8« Uouiat<m    1861 

.....__._  Country  CSargyman,  post  8yo,  6s Saunders^  0.  1861 

, Pastor,  12mo,  8s  W    BamM 184I 

Deteetiye  Polioe  Officer,  b^  Waters,  2  series,  12mo,  each  Is  64 C.  H.  Clarke.,  i^^ 

Fox  Hunter,  by  Scrutator,  8yo,  16s HwnXis  B,   ...1861 

French  Marchioness,  2  y.  post  8yo,  21s  Newby    1846 

Maiden  Aunt,  post  8fo,  10s  6rf Saunders  ^  0.  1858 

Kcturesque  Journey  from  London  to  Jerusalem,  12mo,  Is Sole    1854 

,. —  Bamble  fipm  Sydney  to  Southampton,  post  8yo,  10s  6(2 Bentley  1851 

Besidence  at  the  Mauritius,  by  a  Lady,  post  8yo,  7s  6d CaKthom  1854 

—  Childhood  ;  or,  Sally,  the  Faithful  Nuree,  post  8to,  4s Jfatchard  1840 

Ireland,  18mo>  3s  J/uldsworth   ...1839 

■  ■    ..  my  Early  Days,  by  Biperanoe,  12mo,  2s  6rf BenneU 1857 

,  Bifleman  Harris,  Old  96th,  edited  by  Curling,  post  8yo,  7s  6d Hurst  <t-  B.   ...1848 

1  Bome,  by  the  Ladies  Cadogan,  foL,  80s   Dickinson 1845 

— Buasia,  by  a  G^erman  Nobleman,  post  8yo,  8s  6<f BamilUm  1855 

the  Exhibition,  1861,  fol.,  68s;  cold.,  8/ 8s JAogd 1851 

First  Campaign,  West  of  the  Indus,  fcap.  8vo,  8s  Smith  A  Elder .iIa^^ 

Histoiy  of  tbe  Kings  of  Judah,  post  8yo^  10s  6<i Newby    1848 

PMt,  fcap.  8yo,  8s  6rf Saundgrsd:0,  1861 


Becommended  to  Mercy,  a  Noyel,  8  y.  post  dyo,  81s  6<2 Saunders  A  0,  1862 

Beconciler  ;  or,  the  Harmony  of  Divine  Goyemment  and  Seyereignty,  8yo,  10s  Jackson  ^W...iU^ 

Becoid  of  an  Obscure  Man,  12mo,  4s  M  Boston,  U.S,  ...i86» 

■I  Grace,  as  Exemplified  in  a  Belieyer,  12mo,  2s  6ci  Wertheim  1853 

■  pftst  Laboun  Connected  with  Sunday  Schools,  12mo,  Is  6(i  Houlaion    i8$6 

■  the  Black  Prince,  post  8vo,  illuminated  caryed  binding,  21s Longman  1848 

Becords  in  the  Exchequer,  English  History  in  ISth  and  14th  Centuries,  foL  45s  ^d  ...  Butterworth  ..  1844 

■  of  a  Wesleyan  Life,  by  a  Layman,  12mo,  4s    Bamilion  1840 

Buckinghamshire,  Pts.  1  to  8,  8yo,  each  2s J.H.dJ.Pwritrv^\ 

Presbyteries  of  Fife  and  Cupar,  4to Abbots/ord  Ci  183/ 

Boyalty,  16mo,  Is  6<i    Darton  1839 

Synod  of  Fyfe,  4to Abbotsford  Ci.  183? 

■  the  Bttbbleton  Parish  :  Pkpenof  an  American  Minister,  12mo,  8s li.  K.  Levis. ..lisS 
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Records  of  the  Chaae  and  Celebrated  Sportemeii,  bj  Cecil,  12mo,  7«  6c(    Longman  1854 

Chiirehes  of  Penstanton  and  Warboya,  kc,  16i4-96 Havaard  A  K.  1850 

Presbytery  of  Lanark,  4to Abbotrford  O.  1840 

Royal  Military  Academy,  1741  to  18i0,  imp.  ito,  20s  Parker  A:  80%  .185a 

—  School  of  Mines  and  Science,  as  to  the  Arts,  roy.  8to,  tIs.:^  L<mgman  i8ci 

Pt.  1,  1«  6d  ;  Pt.  2,  8*  W  ;  Pt.  8,  1«  6d ;  Pt  4,  M. 

Recreation  :  a  Gift  Book  for  the  Tonng,  1841-50,  12mo,  each  5» Bogue      ...  Annual 

Recreations  in  Retirement,  by  an  Old  Tiradesman,  12mo,  6f   Simpkin 1836 

Rhyme,  by  a  Comnbiao,  post  8to,  7<    Lm^^man  1835 

of  a  Coontry  Parson,  Ist  and  2nd  series,  8rd  edit.,  poet  8to,  each  9«    ...  Parker  db  89^   1861 

-Popolar  Edition,  Istseries,  post  Svo,  Zttd  Slrahan 186a 


Recreative  Science:  a  Record,  &o.,  of  Intellectnal  Obserration,  8  ▼.  fcap.  4to,  ea.  7«  M  Grwmbridge  i860-  a 

Recrait  (The),  (Tales  for  Toang  Men  and  Women),  12mo,  1« J.If.d:J.Parkerii$^ 

Rector's  Dao^tera,  poet  8to,  10«  6<2 SaundentkO.   1861 

Rectory  of  Olenmurrash,  a  Tale,  12mo,  2iiid See/e^ 185a 

Recneil  dee  I>dp6ches  Rapportes  des  Bmbassadeors  Franc,  Angl.,  and  Bcoss.,  7  ▼.  4to    Bannatyne  6138-40 

Red  and  White  Roses,  and  other  Tales  from  the  German,  16mo,  8« — red.  to  2i    Buttu. 1843 

—  Rose,  aliegendof  St.  Albania  Abbey,  12mo,  5«  AyloU 1858 

Reddall  (Enwh)  Latin  Synonymes  and  Phrases,  18mo,  2«    Simpkin 1844 

Reddie  (Jos.)  Inertia  Yicta  ;  or.  Fallacies  affecting  Science,  Syo,  5«  Bradbury i86a 

Inquiries  into  International  Lav,  8to,  7<,  1842  ;  new  edit.,  12f Blackwood 1851 

the  Science  of  Law,  Syo,  12«  StevenM  1847 

Reseaiehes  in  Maritime  International  Law,  2y.  8to,  24« Blackwood 1845 


View  of  the  Law  of  Maritime  Commerce,  8yo,  lit  Blackwood 1841 

Redding(C)  Abstract  of  Bvidence  on  Wine  Daties,  8fo,  8«    Skipper 185a 

AU's  Well  that  Ends  Well,  a  Simple  Story,  8  ▼.  post  8to,  81«  6d Newby    i86a 

Byery  Man  hb  own  Butler,  new  edit.,  12mo,  Si Tegg  i860 

Fifty  Years*  Recollections,  Literary  and  Personal,  8  ▼.  post  8yo,  81s  6d  Skeet  185S 

French  Wines  and  Vineyards,  cr.  8to,  8f  6<f  HouUion    i860 

History  and  Description  of  Modem  Wines,  new  edit.,  post  8to,  5s H.  Bohn    1851 

Keeping  up  Appearances,  a  Novel  of  English  Life,  8  y.  cr.  8yo,  81s  M...  Skeet  i860 

Literary  Reminiscences  and  Memoirs  of  T.  Campbell,  2  y.  post  8yo,  21s  Skcei  i860 

Shipwrecks  and  Disasters  at  Sea,  4  y.  18mo,  14s    WhiOaker 1833 

Stranger  in  London  and  the  Exbibition,  1851,  12mo,  2s    H,  Bohn    1851 

VelasoD  ;  or.  Memoirs  of  a  Page,  8  y.  post  8yo,  81s  6rf Newby    1846 

Redeemed  Roee,  or  Willie's  Rest,  by  a  Lady,  12mo,  8s,'S3— red.  to  2s  6d    Ilatchard  1855 

Redemption  ;  a  Sacred  Poem,  ]2mo,  2s  6c{   Simj^n   1837 

Redcsdale  (Lord)  Thoughts  on  English  Prosody,  Ac.,  8yo,  Is J.H.AJ.Paiiieri%^^ 

Redfem  (P.>  Normal  Nutrition  in  Human  Articular  Cartilages,  8yo,  8s  M  Simpkin 1850 

Redfield  {J.F.)  Law  of  Railways,  8yo,  80s    Boiton,U.8.  ...1858 

(/.  H^.}  Compaiatiye  Physiognomy,  8yo,  12s New  York 185a 

' Outlines  of  a  New  System  of  Physiognomy,  12mo,  n.  e.,  2s  6d,  '5a  ;  Is  Wdtb  A  M,    ...1853 

(W,C.)  Hurricanes  in  the  Atlantic,  8yo,  6s JV.  Baren,U,S,ii46 

Redfield  ;  or,  a  Visit  to  the  Conntiy,  a  Story,  12mo,  2s  6d    BellA  Daldy..,ii^% 

Redford  {Oeo.)  Body  and  Soul:  Life,  Mind,  and  Matter  Considered,  8yo,  7s Churchill  1847 

Great  Change:  a  Treatise  on  Conyersion,  18mo,  Is Jid,  TraeiSoe,  1843 

Lectures :  Holy  Scripture  Verified,  8yo,  128,  '37;  new  edit.,  12mo,  5s  Jackaon  dt  W,  1845 

(Reb.)  Light  Beyond  :  Thoughts  to  Quide  and  Cheer,  18mo,  2s Snow 1858 

Redgraye  (JSHa.)  Word  and  the  Work :  Harmony  of  Scripture  and  Qeology,  18mo,  2s    Mozley  i860 

(Sam,)  Official  Handbook  of  Church  and  State,  12mo,  6$ Murray i8cc 

Redhead  {Bich,)  Church  Hymn  Tunes  :  Seasons  of  the  Christian  Year,  4to,  10s  Maaten i.iSci 

• Hymn  Tunes,  oblong.  Is  6<i  ;  St  M    Matterg i8cq 

Hymns  for  All  Saints' Day,  4to,  2s  6<2   MasUra 1858 

Introits  with  the  Office  of  the  Holy  Commuuion,  4to,  20s Maatera !.  1853 

• — * Responses  to  the  Commandments,  Creeds,  ftc,  4to,  12s  Mastera  .  .      '  i8ct 

(r.  IT.)  The  French  Revolutions,  l789tol848,  8y.  12mo,  7s6d  Chamhera  .*.!i848-9 

Redhouse  {J.W.)  English  and  Turkish  Dictionary,  post  8yo,  16s Quariteh    i8c6 

Turkish  and  English  Dictionary,  post  8yo,  24s Quaritch    .'!!!!!i86o 

English  and  English-Turkish  Dictionary,  1  y.  post  8yo,  40s    Quaritek    ......1856 

— — — Grammar'and  Vocabulary,  82mo,  4s Harriaon  i8cc 

Redman  (S.J2.)  Poems  of  Truth  and  Fancy,  12mo,  3s  M Freeman    ..!!..i86a 

Redknap  ( Wm,)  Arithmetic  on  Improved  Principles,  post  8vo,  4s  6rf BivingUm    1854 

Redpath  (/as.)  Echoes  of  Harper's  Ferry,  cr.  8vo,  7s  6d Boatov,  U.S,...ii6o 

Redrtone  (H,)  Guide  to  Guernsey,  Jersey,  Aldemey,  &c,  n.e.,  12mo,  2s  M Simpkin 1852 

Red,  White,  and  Blue :  Sketches  of  Militaiy  Life,  8  v.  poet  Svo,  81s  6d JIurat  A  B,  ...1864 

Redwooil's  Supplement  to  Pharmacopceia,  Svo,  22s   Benahaw   1857 

Reece  (BitK)  lady's  Medical  Guide,  12mo,  4s    Simpkin 1844 

Medical  Guide  for  Families,  new  edit,  Svo,  12s Longman  1850 

Popular  Catalogue  of  Drugs,  16th  edit.,  8vo,  5s  Simplin 1841 

Beed  (Dr.  A.)  Advancement  of  Religion  the  Claim  of  the  Times,  12mo,10s,'43;  4s  6d  Ward .!.!!i847 

. Charges  and  Sermons,  Svo,  10a  6d Ward  A  Co.  ...1861 

•  Congregationalism  and  its  Reformers,  12mo,  2s  Ward *'i8c« 

Hymn  Book,  Original  and  Selected,  18mo,  4s  ;  new  edit.,  Is  id  Ward .'.i8a6 


-  Martha :  Memorial  of  a  Beloved  Sister,  2  v.  12mo,  12s,  183a;  n.  e.,  6s  Ward 1830 

•No  Fiction,  aNarrative,  12mo,  6s,  1845;  new  edit,  5s Ward !.!!!i85a 
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Befd  {Dr,  A,)  aff({Mat1iesoii(/.)  Viritto  Amer.  Chi»xsliw,2y.8TO,24«,*35;12mo,10f6(l  Jade8<m  S  W.  1839 

{C.C.)  InfMit  Clan  in  the  Sonday  School,  a  Priie  Essay,  12mo,  1«  6ci S.  8,  Umiim  ...1%$* 

(/>.  AT.)  Fever  Physiologically  Gomiaered,  post  8to,  10s  fid ChurduU  iti6 

•  Reasons  for  embradiig  HonioDOpathy,  post  8to,  2f  Sandenom 1859 

—  (1?./.)  Corona,  and  other  Pbems,  12mo,  4«  Lcvgnum  1857 

(^.)  ^  ^">iBe<l  I^^  >^ot  Broken,  fcap.  Svo,  2i  M Paul 1850 

(IT.)  Cookery,  Rational  and  BcoDomical,  8rd  edit.,  12nio,  1« SimMn 1861 

' English  literature  and  History,  illustrated  by  Shakspeare,  12mo,  5s  /.  P.  Shaw    ...i860 

Chaucer  to  Tennyson,  n.  e.,  12mo^  2t ;  d.  8s  /.  F.  Sktnf   ...i860 


Lectures  on  the  British  Poets,  2  y.  12mo,  12< PktladefyMa...i%sj 

History  of  the  American  Union,  12mo,  2i  6d    PhUad€lpkia...i%ii 


(T.R.)  Six  Months  in  a  CouTent :  aNamtiye  of  Facts,  18mo,  Is PaHrid^e 1851 

(T'.il.)  Phonographic  Phrase-Book,  12mo,  Is  Pitman 1855 

{W.B,)  Letters  on  the  American  Rerolntion,  8vo,  2»  6d PhiladdpkiA..A%y^ 

Reehorst  (K.P.T,)  Mariner's  Friend,  obi,  14«,  1848-ied.  to  7«  6rf Orij^n    1851 

■'  Merchant's  Friend  ;  or,  Polyglott  Assistant,  obi.,  4«,  '48 -r.  to  8s  Orifin    1851 

Reemelin  {C.)  Wine  Dresser's  Manual  and  Treatise  on  Yineyardis,  post  8to,  8s  6<<   ...  New  York 1855 

Rees  (il.il.)  Collection  of  Rare  Jewels,  from  GumaH's  Works,  18mo,  2s  6d Binng 1854 

(J&..4.)  Canwylly  Cymry,  12mo,  5s  6<< Longman  i860 

(Aw.)  Se^mon^  8vo,  128  Nithel    i860 

{0,A,)  Closure  of  the  Air  Cells  of  the  Lungs  in  Children,  poet  8to,  2s   Highley 1850 

Treatment  of  Diseases  of  Children,  12mo,  5s Higklty 1844 

(0,0,)  Croonian  Lectures  on  Calculous  Disease  and  its  Consequences,  8to,  5s  ...  Lwngman  1856 

— Nature  and  Treatment  of  Diseases  of  the  Kidney,  8to,  5s Longmam,  1850 

-  Treatise  on  the  Analysis  of  Blood  and  Urine,  8to,  7s  6d  hongman.  1845 

•  Treatment  of  Rheumatic  Diseases  by  Lemon  Juice,  Svo,  Is  6c2 Longnutn  1849 


(/fio.)  Notes  of  Sermons  preached  1825-6,  edit,  by  Bowdler,  12mo,  8s  6<i HamUUm  1858 

—  (Z.^.)  Oude,  its  Past  and  its  Future,  8yo,  Is Longman  1859 

Personal  Narrative  of  the  Siege  of  Lncknow,  post  8fo,  9s  6d    Longmam  1858 

—  {M.J.J.)  Forest  House,  and  other  Poems,  12mo,  Ss   Ramta:g 1850 

' {Ri^.)  Welsh  Saints,  Founders  of  Churches  in  Wales,  Svo,  10s  %d Longman  1836 

{Thm.)  History  of  Protestant  Nonconformity  in  Wales,  8vo,  10s  6<f Snom 1861 

{W.O.)  Liber  Landavensis  ;  Register  of  the  Cathedral  of  Llandaff,  roy.  Svo,  42s   LongwMn  1841 

{W.J.)  Lives  of  Cambro-British  Saints,  from  Ancient  MSS.,  roy.  Svo,  81s  6</...  Longman   1855 

Reese  {J.J.)  American  Medical  Formulary,  12mo,  Ss PhiUiddpkia...i%^i 

j^Qalygig  of  Physiology,  12mo,  9s Philaddpkia...i%^% 

Reeve  (^.)  Family  Memorial,  12mo,  Is HamUUm    1848 

—  (^en.)  Characteristics  of  Pointers,  poet  Svo,  4s J?.  <6  J?.  TViylor  1842 

—^  (If.)  and  Taylor  (/.)  TransUtioiis  from  German,  Pktwe  and  Verse,  or.  Svo, 2s  6d  Mwrrajf 1841 

(Jm.)  History  of  the  Christian  Church,  post  Svo,  4s  Sd Dt^ i860 

—  (J,W,)  Doctrine  and  Practice,  LectnreB,  fcap.  Svo,  5s  NUk 1861 

Lectures  on  Psalm  19,  '*Lawof  the  Lord  is  Perfect,"  12mo,  5s  MsAsC 1856 

"  "  .i860 


the  32nd  Ptaabn,  2nd  edit.,  12mo,  8s  6<2 NiAdt.. 


— —  Lent  Lectures  in  1S57-S:  Titles  of  Jehovah,  &c.,  new  edit.,  12mo^  5s  ...  NiAet i8<;9 

-{L.)  Conchologia  Iconica,  4to  iSeevs    1843-62 

V.  1,  181  pUtes,  8/  10s  6d.  V.  2,  114  pUtes,  11  9s.  Y.  3,  130  plates,  U  9s. 
y.  4,  110  pUtea,  7^  4s.  V.  5,  147  pUtes,  91 10s  ed  V.  6, 129  pUtee,  8/  Ss. 
V.  7,  210  pUtes,  182  15s.  Y.  S,  158  plates,  9/lSs.  Y.  9, 119  platee,  11 15s  M. 
Y.  10, 126  pUtes,  8/ 4s.  Y.  11, 126  pUtes,  8/ 4s.  Y.  12, 181  pbttes,  Sn0s6<f. 
Y.  IS,  126  plates,  S^  4s.    Y.  14,  187  plates,  82  ISs. 

Elements  of  Conchology,  with  Coloured  Illustrations,  2  v.  roy.  Svo,  56s...  Reeve t96i 

Land  and  Freshwater  Mollusksof  British  Isles,  poet  Svo,  10s  6<i Reeve  1861 


(7.)  The  Vision  ;  or.  Spirit  of  the  Great  Exhibition,  a  Poem,  Is  ;  cL,  2s HonJMon    1851 

(IT.)  Romance  of  Reality,  12mo,  4s Simpkin i86a 

Reeves  {O.E.)  Diseases  of  the  Spinal  Cord  and  its  Membrane,  post  Svo,  7s  6(f Sin^pkin 1858 

__ __^__  Stomach,  post  Svo,  7s  6d,  1856;  new  edit.,  5s Simpkin 1857 

—  {D.M,)  Treatise  on  the  Science  of  Music,  Svo,  10s  6d Novella  1853 

(/)  Introduction  to  the  Common  Prayer,  by  Round,  12mo,  4s  6d Rivington  1840 

(Staff.)  Voice  from  the  North,  Early  Musings,  &o.,  post  Svo,  5s  ffouleton    1847 

(Wm.)  Aooountof  St.  Patrick's  Bell,  4to,  12s  T.  Hodgeon  ...1850 

'  Ecclesiastical  Antiquities  of  Down  and  Connor,  4to,  21s Longman    1847 

Ouide  to  the  Royal  Leamington  Spa,  with  Map,  Ice.,  12mo,  8s  M WhiUaher 1839 

— ^-^  Memoir  and  Diary  of,  by  Corderoy,  ISmo,  Is    Heglin  1856 

Nature,  Source,  and  Influence  of  Contentment,  ISmo,  Is  6cf Simphin 1850 


Reflections,  Meditations,  &o.,  on  Life  and  Pftssion  of  Christ,  new  edit.,  12mo,  7s    ...  Maeten 1851 

of  a  Christian  in  his  Teens,  12mo,  8s ffatckard  1839 

the  Past,  and  Shadows  of  the  Future,  12mo,  8s   HamiUon  1850 

on  Life  and  Death  ;  or,  Death-Bed  Canticles,  post  Svo^  5s    Longman  1854 

Names  and  Places  in  Devonshire,  12mo,  10s  6d    Simpkin 1845 

-^— ^— Revealed  and  I^fane  Theology,  post  Svo,  8s  6d  Rivington  1836 

Spiritual  Subjects,  12mo,  2«  6d Matten 1849 

the  Ball  Room,  ISmo,  Is  6rf  Hamilton  1838 

Books  of  Genens  and  Exodus,  ISmo,  each  Is  6d Simphin 1836 

Collects,  Epistles,  and  Gospels,  fcap.  Svo,  2s  (rroo«6nVi^...  1843 

European  Revolution,  1848,  by  a  Superior  Spuit,  12mo^  Zi6d Longtnan  1848 
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BeflectioiisontheHutoryof  theKuiffsof  Jadafa,  10<  6(2  Newton 184S 

■ Song  of  Solomon,  12mo,  5«  Blackader 1851 

Suggested  by  Career  of  the  late  Premier  (Sir  E.  Peel),  8to,  is    Blackwoods  ...1847 

Reform  your  Waltsing ;  Spanish  and  Rheniah  Waltz,  12mo,  28  6cf Longman  1843 

Keformation  and  Anti-Beformation  in  Bohemia,  2  y.  8vo,  18«    UouUton    1845 

ifaB  Conseqaences,  by  ▼arioas  Writers,  post  Svo,  7«  Cd Griffin    1858 

inBnrope,  by  Author  of  Council  of  Trent,  ISmo,  2« lUl.  Tract  Socils'i 

Spain,  a  Fragment)  by  A.  P.  R.,  18mo,  1<  ;  cloth  gilt,  1%  6d  Ramsay 1850 

— —  Narratives  of  Days  o^  edit,  by  Nicholls,  4to  Camden  Soo,  ,.,i9>i^ 

Original  Letters  on,  2  y.  8yo Parker  Soe,  ...1846 

Reformed  Family,  by  an  Old  Officer,  12mo,  3«  6€< ffatchard  1836 

Village;  or,  Past  and  Prraent,  12mo,  l«6d MaUers 1853 

Reformer's  Portrait  Gallery,  imp.  8yo,  30s    Dowding    1839 

Refuge,  by  Author  of  Guide  to  Happiness,  new  edit.,  12mo,  SsGcI  Boultton  1854 

Refutation  of  Spinoza,  by  Leibnitz,  12mo,  8<  Hamilton  1855 

Regan  {Jno.)  Emigrant's  Guide  to  Western  States  of  America,  12mo,  2«6J 8im^kin 185a 

Regeneration,  Fiye  Discourses  by  Wilson  and  Others,  fcap.  Sto,  28    Rel.  TrcuASoe,  i860 

Reggio  (laaae)  GuiHe  for  Religious  Instruction  of  Jewish  Youth,  8vo,  48 Simpkin 1855 

Register  Book  for  Elementary  Schools,  oblong  fol.,  78  6d Longman  1851 

of  the  Officers  of  the  Navy  of  the  United  States,  Svo,  78  6cf Watkington  ...i86» 

• Sanctuaries  of  Durham  and  Beverley,  8to,  ISs Surteea  Soe,  ...1837 

Registrum  BoclesiaB  Omnium  Sanctorum,  ed.  Butler,  78  Irish  Archaol,  1844 

Bpiacopatus  Aberdonensis,  EoelesisB  Cathedralis  Aberdonensis,  4to  Sp€Uding  Club  ,iZ^$ 

> Glasguensis,  4to MaitlandClub  n.  d, 

■  Bpisoopus  Moraviensis,  4to  BannatyneCL  n,  d. 

B^e,  8vo,  28  6<i /.  WilliamM  ...1847 

Vulgariter  Nuncupatum,  the  Record  of  Caernarvon,  folio.  Sis  6d BuUenoortk  ...1838 

Regnaod  (O.)  Matutina,  Morning  Readings  for  the  Toung,  fcap.  8vo,  69  Longman  1848 

Regnault,  Poetical  Papers  of,  with  Notes  by  Dehary,  12mo,  58   Btdl  1843 

(M.  V.)  Chemistry,  transUted  by  T.  F.  Betton,  2  v.  Svo,  868    Philaddji^...i9s6 

Elementary  Treatise  on  Chrystallography,  Sto,  38 Bailliire    1848 

Regrets  of  Memory,  a  Poem,  with  Minor  Poems  and  Translationsi  Svo,  6» Wix  1840 

RegulflB  Insulamm  ;  the  Ancren  Riwle,  ed.  Morton,  4to CamdenJSoc  ...185% 

Begnlatiotts  for  Prisons  in  England  and  Wales,  12mo,  li6d    SkawdsSont  ...1840 

the  Army  of  the  United  States,  fcap.  Svo,  Ss New  York 1861 

Instruction,  Formation,  and  Movements  of  the  Cavalry,  12mo,  8«  Parker  ds  Son  i86» 

Reichard's  Itinerary  of  France,  4th  edit.,  ISmo,  108  6€{ Bodson 1841 

Reichel  ((7. P.)  I'^^i'^  on  the  Book  of  Common  Prayer,  12mo,  48  Parker  de  Son  .1857 

Sermons  on  Nature  and  Offices  of  the  Church  (Donnellan  Lee.)  Svo,  08  Parker  de  Son  .1856 

The  Lord's  Prayer,  and  other  Sermons,  12mo,  78  6d BeUde  Daldg   1855 

Reichenbach  (C%.)  Researches  in  Magnetism,  fcc.,  by  Asbburner,  Svo,  158  BaUliire    1851 

• Gregory,  8vo,  128  6rf—r.to  68  6d  WaUon  1853 

Abstract  of,  88  Walton 1846 

Reid  (AUx,)  Dictionary  of  the  English  Language,  12mo,  ^  Qd Simpkin 1844 

Budiments  of  English  Composition,  12mo,  28  ;  Key  to,  Ze^d  Simpkin    1844 

-^— ~ Modem  Geography,  ISmo,  Is;  with  Map,  leZd    Simpkin 1850 

-  (J/woii)TheWayof  the  World,  a  Novel,  3  V.  post  Svo,  8l8  6<i HurdAB,    ...1859 

(A.)  Introductory  Atks  of  Modem  Geography,  new  edit.,  4to,  28  6<f    Simpkin i86a 

' School  Atlas  of  Modem  Geography,  new  edit.,  4to,  58  Simpkin 1861 

{D.B.)  Elements  of  Practical  Chemistry,  Svo,  78  6d  WkiOaker 1839 

- — • Rudiments  of  Chemistry  as  Applied,  12mo,  28  6(f BailUhre    1851 

Text  Book  for  Students  of  Chemistry,  Svo,  Ss WkiUaker 1839 

-' Theory  and  Practice  of  Ventilation,  Svo,  168 Longman  1844 

Ventilation  in  American  Dwellings,  Svo,  128 New  York 1858 

' {Oeo.)  Exchange  Tables  of  Sterling  Money  and  of  Dollars,  new  ed.,  Svo,  lOs  6<f  P.Biehardson  1849 

• (/far<)  Rational  Cookery,  new  edit.,  12mo,  2$  6d  IlouUlon    1855 

(//.)  American  Crisis  ;  or.  Sketches  in  North  America,  12mo,  28 Ward dk Lock „,i96z 

{Hugo)  Chemistry  of  Nature,  12mo,  58 Simpkin 1837 

■ ■ Science  and  Art,  l2mo,  Ss  6d Simpkin 1848 

Elementaiy  Treatise  on  Principles  of  Education,  12mo,  58 Longman  1854 

Elements  of  Astronomy,  new  edit.,  12 tuo,  3r Simpkin 1851 

• Physical  Geography,  ISmo,  l8 Simpkin 1850 

First  Book  of  Geography,  new  edit,  18mo.  l8  QriffiihdsP.  ...1858 

Lessons  in  Arithmetic,  Svo,  28    Ingram 1853 

Handbook  of  the  History  of  the  United  States,  12mo,  28  6(2     GriffithdtP.  ...i86a 

Mental  Arithmetic,  with  Exercises,  ISmo,  1«  3d Longman  1859 

Natural  Philosophy,  Book  1,  Pneumatics,  12mo,  28  Simpkin 1841 

— Remarks  on  Arago's  Statements  on  the  Steam  Engine,  Svo,  28  6(2    Simpkin 1840 


^— Science  of  Botany,  ISmo,  1 8 WhiUaker 1838 

— — Sketches  in  North  America,  with  Account  of  Congress,  &c.,fp.8vo,  58  6(f  Longman  1861 

• Steam  Engine,  its  Construction,  12mo,  48  (id Groombridge,,, il^i 

— System  of  Modem  (Geography,  12mo,  2*;  with  Maps,  28  Sc? Simpkin 185a 

(/as.)  Manual  of  Practical  Midwifery,  24mo,  58  6(i Churchill  1835 

Memoirs  of,  by  Dr.  Wanllaw,  12mo,  GaCrf,  1845— red.  to  38  6(2 Ja<kiondt  W,  .1851 

— — —  Observations  on  Infantile  Laryngismus,  poi  t  8 vo,  58  6(2 ChurclUll  1 849 

4  H 
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Seid  (Ja$.)  Tlie  Sheaf;  KoDtel  Soadm  and  Senptue,  12mo,  7s  6d Simpkm 1S59 

{/ohn)  BibUotheoa  Sooto-Oeltioa,  with  NotoB,  8to,  12f WkiUaker 

Langoage  of  Flowen,  Planta,  Frniti,  and  Roots,  18mo,  1«    Orr 18^7 

. life  of,  by  Dr.  Q.  Wilion,  12ino,  Bt,  Simpkitt^  1851 ;  2nd  edit ,  a*  ..    BamiUom  1S62 

PhiloBophyof  Death,  12mo,  6f  6ci  BighU^ 1841 

Ph7nolofcical,Anatomical,&Patho]ogioal Beaeareh«B,8T0, 181*48 ;n.e.,7t6<I  Sim^Ain 1853 

,  Soottiah  Stock!  and  Britiah  Panda,  12ino,  2f  6d Hi^de$ 1841 

Tnikey  and  the  Tnilm ;  or,  the  Ottoman  Empire,  post  8to,  lOf  6d Ttjiu  1840 

.  Tonng  SnnreTor'B  Pkeceptor,  4to,  18t,  1848  ;  2nd  edit,  16f    7%oai|>toii i8$8 

-  (CaptM,)  Boy  Hanteia  in  Search  of  a  White  Bofblo,  12mo,  7s,  '53  ;  new  ed.,  fie .  JUmOedffe  i860 

J-JI Tar,  12mo,  7e,  ir«K,  1859  ;  fii BmUUdge  i860 

_ Brain;  or,  the  Grand  Bear  Hont,  illnst.,  fcap.  8to,  fie RtnOUdge i860 

.  Bnah  Boye;  or,  AdTOntareein  South  Africa,  12mo,7«,  1855;  n.  e.,  fit   JiouiUd^ i860 

— ~— *  Deaert  Home  ;  or,  Pamily  Robinaon,  12mo,  7e,  Bcgue^  1851 ;  n.  ed.,  6«  RovUedge i860 

Foreet  Exiles,  12mo,  7«,  Bog%e,  1854  ;  ne^  edit,  fii Routkdgt i860 

.  Heroin  Spite  of  Himself,  frmn  the  French  of  de  BeUemaze,p.8vo,  81«  6d  Hunt  Ai  B,  ....1861 

■  Hunters'  Feast ;  Oonfeiaations  around  the  Gamp  Fire,  iLe.,2f;  ill.,81 6J  DarUm 1861 

.  Maioon,  8  r.  post  8to,  81«  ed Bunt  dt  B 1862 

.  O^eola,  a  Nofel,  8  y.  post  8to,  81e  td,  1859  ;  n.e.,  2f ;  ilL,  8f  6d C.  B,  C£iirie..i86i 

-  Odd  People,  a  Deaeription  of  Singnlar  Races,  fcap.  8yo,  fit RomtUdgt  i860 

-  Plant  Honters ;  or,  the  Himalayan  Monntains,  12mo,  7*— red.  to  fit ...   Ward  A  Xodk..i857 

-  Qnadroon,  8y.  p.  8^0,  81t  (U,  Byd€^*^t ;  n.  e.,  12mo,  2t;  iiL,  2t  (k(  ...  RovtUdge  1861 

■  Quadrapeds ;  What  they  An,  and  Where  Foond,  fcap.  8to,  fit  C.B,  ClaHbe..,i%6o 

.  Ran  away  to  Sea,  fcap.,  iUust.,  8t  Qd C7.£r.  C^rie...i86i 

.  Rifle  Rangers,  2  y.  p.  8to,  21t,  8h4)beH,  1851;  12mo,  2t;  illnsL,  dt  6<l    C,B.  CSarlx...  1851 
.  Scalp  Hunters,  8  y.  p.  8yo,  Sit  6d,  Shek,  1851  ;  12mo,  2t ;  ilL,  8t  6ci  C.  iT.  Ciarl»... 1861 

-  Tiger  Hnnten,  fcap.,*2t ;  ilL,  St  6c{ C.B.Clatbe....iU% 

-  War  Trail ;  or,  Hont  of  the  Wild  Horse,  12mo,  2t ;  illust.,  2t  6d BouOedge  1861 

-  White  Chief,  8  y.  p.  8yo,  Sit  (M,  Bonnie,  1855;  ^^mo,  2t;  iU.,  St  6d  ...  C.  B.  CUoHbe.  .1861 

-  Wild  Huntress,  8  y.  p.  8ro,  Sit  (ki,  BtnOiy,  1861 ;  12mo,  2t;  iUust,  fit     Ward d:  Lode..  i86a 

-  Wood  Rangen,  Sy.  poet  Svo,  Sit  6<i,  i860;  n.  ed.,  12mo,  2t;  ilL,  St  6<i  C,  B.  Clarjfce...i86i 

-  Toung  Yoyageurs,  12mo,  7t,  Boj^ne,  1853;  newediU,  fit   BomtUdge i860 

Yllgers,  12mo^  7t,  Bogue,  1856;  new  edit.,  fit BoiUUdge i860 


(.Vn.)  Plea  for  Woman,  12mo^  St  6^  1843  ;  new  edit.,  UCd Simpkm 1850 

{Tho,}  Works,  Collected  with  Notes,  fcc,  by  Hamilton,  8yo,  2fif Lomgwutn 1847 

■  Actiye  Powers  of  the  Human  Mind,  by  Wright,  8vo,  12t Tegg  1843 

■  Cause  and  Cure  of  Intemperance  Considered,  18mo,  2t BtmUUm 1850 

. Essays  on  Intellectual  Powers  of  Kan,  poet  8to,  fit  Grijin   1853 

' ■  by  Hamilton,  8to,  6t     Sin^pkm 1854 

Wright,  8vo,  12t Tegg  1843 

-  Treatise  on  Clock  and  Watch  Making,  roy.  8fo,  2nd  edit,  21t BUukk 1844 


—  (CoL  W,)  Attempt  to  Deyelope  the  Law  of  Storms,  r.  8vo,24t,  1838;  new  edit,12t  WeaU    1859 

.  Progress  of  Deyelopment  of  Law  of  Storms,  roy.  8yo,  9t  Weak    1849 

(Dr.  IT.)  Elements  of  the  Piaetice  of  Medicine,  8yo,  Ifif  Dwrnam 1839 

— (fTin.)  Blood  of  Jesus,  new  edit,  ISmo,  It iVufief    i86s 

—^ Conyenrion  Practically  Considered,  12mo,  2t  ^d BamuUim  .....^1846 

.  — Frienda  of  Jesus  Directed  and  Encouraged,  18mo,  It  6<{  iViitfief    1861 

-  Letters  about  Jesus,  addressed  to  Inquirers,  18mo,  It    Nitbet    i860 

. Our  National '^ce  (Drankenneas),  12mo,  It BomUUm  1858 

Streams  of  Lebanon,  fith  edit,  fcap.  8yo,  4t Nubet    1861 

Temperance  Cyclopedia,  post  8yo,  fit    Bauldon  1X55 


Beiff  (C)  Manual  of  Russian  lAuguage,  12mo,  2t  6ci  TVAfiner 1858 

Reign  of  Ayarice  ;  an  Allegorical  Satire  on  the  Railway  Mania,  12mo,  fit   Picierimg 1^51 

Infidelity,  a  Glimpae  of  the  Last  Days,  by  Oral,  foap.  Sto,  It  6d  Tremdder 1861 

Lookrin,  fcap.  8yo,  lOt  6d WktOaker 1839 

Terror  :  Diary  of  a  Volunteer  of  the  Tear  II.  of  Fr.Reyolution,  p.  8yo,6t  td  BennM 1855 

— in  Carlow,  8yo,  2t NiAd    1841 

Reilly  (/no.)  Chancery  Practice,  Summaiy  Petition  Matters,  Irebmd,  8yo,  Ifit Bemmmg    1855 

History  of  Manchester,  V.  1,  roy.  8yo,  20t  /.  R,  Snuik  ...1861 

R6imes(PA.e{«)  Bloure  of 'Oxford,  ^.,  Romance  0^  4to OamdenSoc.  ...1858 

Reiner  (C)  Lessons  on  Form,  C^metry  (Peetaloasian  System),  12mo,  6t — r.  to  St  6d  WaUtm 1837 

Numbers,  12mo— Master's  Manual,  fit ;  Scholar's  Praxia,  2t...   WaUon 1851 

Reinhaid  (F.  F.)  Discourses  for  Parents  and  Guardians,  post  8yo,  7t  6d Siti^pkin    1845 

Reinhold  {flar,)  Erening  Bell:  Qer.  k  Eng.,  interpaged  by  Mangan,12mo,  6t— r.Stfic?  Simpkm    1858 

Reinick  (R)  King  of  Root  Yalley  and  his  Daughter,  a  Tale,  am.  4to,  4t  6ci ChapmamAB.its'^ 

Reinnel  (P.)  Carpenters',  Cabinet  Makers*,  and  Gilders'  Companion,  12mo,  It  fid  ...  BUitM    1854 

Mason,  Bricklayer,  and  Plasterer's  Asaistant,  12mo,  It  6(2   EUiU 1855 

Reisender  (/.^.)  Bi^y  Gbide  tothe  German  lAnguage,12mo,fit,AteA4er— red.to  St  td  DuUnm  1837 

Engy  Englishman  hb  own  German  Bfaster,  12mo,  fit    DuUm  1844 

Rejected  Cartoons  ;  Sixteen  Humorous  Plates,  Ifit;  proofs,  2fit Madean   1848 

Relation  of  En^nd  under  Henry  YIL,  transL  from  the  Italian,  4to    Camden  Soc,..i9i6 

ReUtiye  Rights  of  Employers  and  Employed,  12mo,  St  6e{ Simpkm 1856 

Relaxation;  a  Book  for  Christmas,  18mo,  4»  6d Longmam  1837 

Relics  of  William  Cookwortby,  collected  by  John  Prideaux,  8yo,  It  6d WkiUaher 1854 

Relief  Plreadier;  Sermons  on  Important  Subjects,  Syo,  12t;  12mo^  7t(M WkiUaker 1836 


1886-1862]  BELIGION ^BENKIE  Ml 

Beligioii  at  Home,  82iiio,  2f  6cl Orr  i%^% 

inBMiittt :  aUesof  Chrisfeuui  Life  in  Germanyy  feap.  8to,  20 ffamUUm, i86i 

• itBBe]ttti<mioCk>iimieTee,fta:  L60taxesbyWesl6ja&Miiiiaton,foap.8yo^  Mamm  185ft 

—^- ibe  United  Statea  of  Amerioa,  12mo,  8«  6(i  Low   1859 

■  of  Jesoa,  Pie-euBtenoe  of  Man,  fee.,  12mo,  4«  6<2 Thomas 1839 

•without  ffloom,  12mo,  4f Bama   1837 


BeligioasAipeotBof  the  Age,  12mo,  2i  ;  fine  paper,  4i  6<l Ntw  York 1858 

Baaar:  Beileotiona,  12mo,  U    Werthem  1858 

^— Condition  of  Ohrietendom,  edited  by  Steane,  8yo,  8s6<{ Niibet 185ft 

Dioensiona,  their  Canee  and  Core,  poet  8yo,  8f  fid    KenneU 1839 

Dnty,  by  the  Author  of  Essay  on  Intuitive  Morals,  8to,  7s  M  /.  Chapman  ...1857 

Bxperienee  in  Sickness  and  in  Death,  12mo,  8s Nithet    1849 

Infonnation  for  the  People,  roy.  8yo,  Ss SangtUr 1854 

Instruction  for  thePazochial  School,  Is  M WkUtaker 1858 

■ in  a  Graduated  Series  of  Lessons,  12mo,  2nd  edit.,  2  pts.,  ea.  8«  Chroombridgt  ...1857 

Life  in  the  Hstabliahed  OhuToh,  12mo,  2s  6i< Snow 1849 

Mjsteiy  Oonaidered,  post  8vo,  2t    /.  Ckapmam,  ...1850 

Sects  and  Fkrties,  12mo,  8«  6d Dolman 1857 

Statistics  of  Ireland,  8to,  2«  6<<  (Dublin) AUman 1849 

Tendencies  of  the  Age^  12mo,  8f  6d  ScmndendsO,  i860 

— ^—  Thoughts  and  Memoranda  of  a  BelieTer  in  Nature,  p.  8to,  6«,'55 — r.  to  2<  6d  /.  Ckapmam ...  1856 

• Training  for  the  People,  18mo,  Is  Woriheim  i86ft 

World  ;  or.  These  Last  Perilous  ^nmes,  12mo,  5i,  Sedey^  1846;  n.  e.,  Ss  6d  WhiUaktr 1851 

Worship  in  Great  Britain,  abridged  from  the  Official  Report,  roy.  8to,  Is...  Boiulikdge  1854 

Beliquaiy,  a  Depository  of  Precious  Belies,  Y.  1  to  8,  8to,  each  lis  6(1 /.  R,  Smith  1860-3 

Rehquesof  Irish  Jacobite  Poetry,  Pts.  1  and  2,  Syo,  each  Is J.  R.  Smith  ...1S45 

Seliqnia  AntiqusB :  Scrape  from  Ancient  MSS.,  by  Wright  and  Halliwell,  2  y.  8to,  24s     /.  JL  Smiih  1841-3 

Belly  </as.)  Union  between  Christ  and  His  Church,  12mo,  6« Heyiim  i860 

Helton  (£r.^.)  Sketches  of  Churches,  with  Descriptions,  4to,  88«  Rwiiufon 1843 

Bemsikahle  Adyentures  from  Beal  Life,  12mo,  sewed,  Is ;  doth,  2s ReL  Tract  Soe,  186ft 

• Byents  in  the  Career  of  Napoleon,  post  8yo,  Is  6d Simmi  A  M*L  185ft 

Inaects,  square  16mo,  2s,  184ft— red.  to  Is  6<f Rd.  Tract  Soci^s^ 

—  People :  the  Arabs,  Jews,  and  Bgyptians,  16mo,  U  6d,  1846  ;  n.  ed.,  4s  Rel.  Traet^Soe,  1853 

Remaiks  on  Alchemy  and  the  AlchemistB,  12mo,  7s Boston,  U.S,  ...1857 

< Ancient  and  Modem  Art,  poet  8yo,  10s  6d  Murray 1837 

Book  of  Genesis,  Chap.  49,  y.  10,  12mo,  8s    Orr    185ft 

Pealms,  Ptophetio  of  the  Messiah,  poet  8yo,  S$6d Bwnu    1843 

Bemedies  for  Byils  which  Constitute  the  Perils  of  the  Nation,  12mo»  6s  Seeley 1840 

fiemember  Israel ;  Poems  by  a  CleiKyman,  12mo,  8s  6(i Mortimer  1838 

■  Me;  or,  Pocket  Companion,  18mo,  Is  6(2  ;  gUt,  2s  IkirUm  1849 

Bemembnmcee  of  the  Great  Bxhibition,  1861  ;  2  ser.,  4to,  each  8s  (id ;  cold.,  lis  6ci  Aehermanim  ...185ft 

Beminisoencee  by  a  Cleigyman*s  Wife,  edit,  by  the  Dean  of  Canterbury,  poet  8yo,  6s  RivinffUm  i860 

• of  a  Retired  Physician,  12mo,  Is  RoutUdM  1854 

Scottish  Gentleman,  by  Philo  Sootus,  cr.  8yo,  7s A.  ffaU 1861 

— — ^—  Sojourn  in  South  Australia,  12mo,  Z$  M Kent 1849 

■  t  Tour  in  Germany,  Switserland,  &c.,  by  an  American,  8yo,  16s  ...   Wileif 1839 

Veteran  :  Military  Adyentnres  in  Portugal,  8  y.  poet  8yo,  81s  6d  Skeet 1861 

•  an  Bmigrant  MilMian,  8  y.  poet  8yo,  81s  6^  BentUy 1859 


Officer  of  the  Zouayes,  transl.  from  the  French,  cr.  8yo,  6s  6(2 ...  New  York . 


-  Half  a  Century,  by  an  Accurate  Obaeryer,  poet  8yo,  7s  Matchard 1838 

-Rome,  in  Letters,  12mo,  6$  Jonet 1838 

>  the  Coronation,  hj  the  Author  of  the  Fortrees,  poBt8yo,  12s Moon 1841 

-  Great  Bxhibition,  1851,  16mo,  Is;  coloured,  2s  JkanSSon  ...1851 


■ Thought  and  Feeling,  12mo,  6s Pukering  185ft 

Bemonstranoe  against  Bomiah  Corruptions  in  the  Church,  1895,  12mo,  8s  M Longman  1851 

Bemoiseof  Orsetes,  King  of  Aigos,  12mo,  5s Whittaher 1841 

B^y  (/tties)  and  Brencfaley  {JuUud)  iimmej  to  Great  Salt  Lake  City,  2  y.  r.  8yo,  82s  J^  1861 

Benan(Jf.f.)  Nabathsaan  Agriculture,  an  Bssay,  poet  8yo,  8s  6(i TrtUmer i86ft 

Benaod  (Oto.)  First  Greek  Construing  Book,  12mo,  2s    ^ Sim^^ 1844 

- — — —  Matntina  :  Morning  Readings,  chiefly  Phictical,  12mo,  5s Longman  1848 

Beoaodot  (Bm,)  Liturgiamm  Orientalium  Collectio,  2  y.  4to,  52s  6(2    Le$Uc 1847 

Bendell  (B,D,)  Antediluyian  History  and  Narratiye  of  the  Flood,  post  8yo,  6s Bodton  A  Son  1851 

— — Postdilurian  History,  from  Flood  to  Call  of  Abraham,  post  8yo^  6$.,.  Hodton  A  Son  1855 

"• — — —  Treatise  on  Pecnliaritiee  of  the  Bible,  12mo,  6s  Pitman 1853 

Beuderinge  of  the  Prin<npal  English  Translations  of  the  Bible,  4to,  12s   Bageter 1849 

Bendle  (FT.)  Treatise  on  Tank  System  of  Communicating  Heat,  12mo,  5s Longman  1843 

Beney  (Wm.)  Narratiye  of  the  Shipwreck  of  the  Corsair,  12mo,  4s  6d  ...! Longman  1836 

Benfrewshire  Annual,  ed.  by  Mrs.  Maxwell,  2  y.  12mo,  ea.  5s  Bogue 1841-ft 

Beniiie  {Geo,)  Office  Book  for  Anhitecte,  Bng^eers,  &c.,  new  edit.,  12mo,  5s  6<{  ...  Atehieg i86ft 

(/as.)  Alphabet  of  Scientific  Gardening,  18mo,  Is  6(2   ComtsA 1850 

Bird  Architecture,  new  edit.,  18mo,  Is  6d  JIoulit<m  1858 

and  Miscellanies,  8  y.  18mo,4s6(i 0.  Cox  1844 

■         Fbmiliar  Introduction  to  Botany,  16mo,  2s  M,  Bohn  1849 

■         Insect  Architecture,  new  edit.,  12mo,  5s Murray 1857 

* (/.)  Aooonnt  of  the  Breakwater  in  Plymouth  Sound,  folio,  84s JET.  Bo&i    1848 


6da  RENNIE RETURN  [Bmlmh  CAfiiocci 

Rdimie  (/.)  Suiiplement  to  Bnchanan  on  Millwork,  imp.  8to,  folio,  18j  Weale 1841 

Theory  and  ConBtrnctionof  Hwboura  and  Docks,  2  ▼.  foL,  tSupt,  18/  ...  Weale 1853-4 

{J.P,)  Britain's  Historical  Drama,  Sto,  12» Stocking 1849 

Eenon  (S,)  Delineations,  Physical,  InteUectnal,  and  Moral,  2nd  edit.,  12mo,  5$    CunniHgha»...i^i 

Benonf  {P.  le  P.)  Egyptian  Language,  Note  on  some  Negative  Particles  of,  Syo,  2t ...   WilUams  A  N.  iS6z 

Benoolt  (Af.)  Letter  to  his  Father  on  Beligion,  ISmo,  2$ SeeUif 1835 

Benoward  (A  F.)  History  of  Medicine,  Syo,  18f Cincinnati 1856 

BenshMT  (Bp.)  Horn  SuocessiTBD,  ed.  by  TumbuU,  nev  edit.,  ISmo^  8f   /.  Darliitg  ...1839 

Benton  (Geo.)  Grazier's  Beady  Beckoner,  new  edit.,  12mo,  2$  6d Simpkin i85i 

■■  \jno.)  Inheriting  the  Promises,  a  Memorial  of  a  Blessed  Life,  poet  Sto,  Z»  6d  Nidtei 1861 

Benwick  (/oj.)  Life  of,  by  Simpson,  18mo,  2«  M Oroombridge  ...1843 

Beplies  to  Essays  and  Beriews,  by  Goulbum,  Bose,  ke.,  Pref.  by  Bp.  of  Oxford,  8T0,12g  Parker  A  Son  .1S61 

Beply  to  the  Beport  of  Earl  Dnrham,  by  a  Colonist,  8to,  2m  6d Bentley  1839 

Beport  and  Eridenoe  on  State  of  Oxford  UniTersity,  1858,  8to,  UM J JlJi- J.Parker  \%s\ 

-^^—  of  the  Arbitration  ;  Mr.  Crool  and  Gas  Consumers'  Company,  Svo,  fit W.B.  Ring %.d, 

— Case  of  Martin  T.  Esooit,  by  W.  Curtis,  Syo,  8«  W Croft* 1841 

— — — -  Children  employed  in  Coal  Mines,  Ac,  8yo,  2s Parker  Ae  Son  1843 

■  Columbia  Mission,  8yo,  Is    RivingUm. 1861 

— — —  Commercial  Belations  of  United  States  with  Foreign  Nations,  4to,  40«     WoMkingUm  ...1856 
— Committee  for  Inquiry  into  Industrial  Instruction,  8vo,  5t Longman  1S53 

'  ...»._.^_  NaYal  and  Military  Promotion,  4to,  5s Clovet    1841 

■ Punishments  in  the  Army,  4to,  4« CioweM    1841 

• •  of  Enquiry  into  Public  Offices  and  Papers,  Svo,  8« Longman   1863 

,..^— ^__— ^^ the  Colonial  Society  on  the  Affghan  War,  8yo,  2s  6d Maynard i8i» 

on  life-Boat  Models,  8vo,  12i   Clowea    1851 

^— Conference  of  Ministers  on  the  Com  Laws,  12mo,  2«  6d  Oroombridge  ...1841 

Eastern  Archipelago  Company,  8vo,  2s  6<i Ridgwag   1855 

Examination  for  Admission  to  Woolwich,  Syo,  ls6<i Harrison  1861 

■  House  of  Commons  on  the  Bank  Charter  Act  of  1844,  8yo,  4« Groombridge  ...1844 

■  Industry  of  the  United  States,  by  Whitworth  and  WalHs,  12mo,  Is   ...  Routl^dge  1854 

■  Poor  Law  Commiss.  on  Employment  of  Women  and  Children, Svo,  8s  6d  ParixrdeSon...ii^'i 

^-^— Proceedings  against  Dr.  J.  Brown,  Syo,  Is  6<i Simpkin 1845 

■  Fulgentio  Manfreid,  edit,  by  Gibbings,  Svo,  St Petkeram  1851 

•the  BeY.  W.  Blunt,  at  Helston,  Svo,  2sM Sweet 1844 


-  Boyal  Agricultural  Improvement  Society  of  Ireland  for  1843,  Svo,  Is...  Longman  1844 

-  State  of  Literary  and  Scientific  Institutions,  1 2mo,  Is  6(i Chapman  d:  H.  1 841 

-  Trades' Societies  and  Strikes,  Svo,  10s  Parker  d:  Son  i860 

"  Trial  of  Alexander  M'Leod,  Svo,  7i6d Virtue    1841 

Daniel  O'Connell  aqd  Others,  Svo,  12» Longman  1844 

Smith  Y.  Ferrers,  for  Breach  of  Promise  of  Marriage,  Svo,  7s  6d  Pidtering  1S46 

-  the  Will  Case,  Sefton  v.  Hopwood,  IS.'ifi,  4to,  6« Simpkin 1855 


— Trials  of  the  Tin-Plate  Workers  at  Wolverhampton,  Svo,  10s  6<f Simpkin 1851 

—^— Visitation  Court  of  the  Archbishop  of  York,  Svo,  Qt WhiUaher 1841 

Beporter's  Beading  Book  of  Speeches,  Lectures,  &c.,  in  Phonography,  fcap.  Svo,  2s  6cl  Pitman 1853 

Beports  and  Papers  of  Architectural  Society  of  Northampton,  &c.,  Svo,  10s  G<f Mastert 1852 

-  — — _^_.  Archdeaconry,  ^  vo,  7s  Qd  Afastm 1851 

.^— • on  Botany:  Translations  from  the  German,  Svo  Ray  Soc.  1847 

■  l»y  the  Juries  of  the  Great  Exhibition,  1861,  imp.  Svo,  21s;  2  v.  42s  Cloves   i8si 

— ^—  of  Commissioners  of  Patents  for  1856,  4  y.  Syo,  24s  Washington  ...1858 

Inquiry  into  the  State  of  Education  in  Wales,  Svo,  6s Parker  tk  Son  1S48 

■'  the  Meetings  of  the  Christian  Knowledge  Society,  by  Clarke,  Svo,  6$    Seeley 1839 

•  Geologists  and  Naturalists,  United  States,  rt^y.  Svo,  24s  Wiley 1843 


on  the  Present  State  of  Agriculture  in  the  County  of  Chester,  Svo,  2t6d    ...  Longman  1844 

Progress  of  Vegetable  Physiology  and  Botany,  7«  6d   Ray  Soe 1846 

Zoology,  tr.  irom  the  QerAanby  Bush,  Svo,  7s  6d RaySoc.    1849 


— — Boute  for  Railway  from  the  Mississippi  to  the  Pacific,  5  v.  4to,  ea.  42s  WaMkington  1853-8 

Bepton  (Lfum.)  Changes  of  Taste  in  Landscape  Gardening,  Svo,  6s   M,  Taylor 1849 

Landscape  Gardening,  by  Loudon,  Svo,  80s,  Longman^^^^ — red. to  15s  II.  Bohn    1849 

Bepublican  Court ;  or.  Society  in  the  Days  of  Washington,  4to,  52s  6d    New  York 1854 

Besidence  of  the  Two  Persian  Princes  in  Great  Britain,  post  Svo,  12s  AlUnACo 1841 

Besponsibilities  of  Employers  (Small  Books  on  Great  Subjects),  fcap.  Svo,  8s  fid    ...  Pickering 18^9 

Best  in  Christ;  or,  the  Crucifix  and  the  Cross,  new  edit.,  18mo,  Is Ouilfanme 1854 

the  Church,  by  Author  of  From  Oxford  to  Borne,  12mo,  6s  M Longman  1848 

Beetoraldon  and  Bevival,  sm.  12mo,  8s Hamilton  1859 

— ^-^—  of  all  Things,  with  an  Introductory  Essay  by  D.  Thom,  D.D.,  4  e.,  Ss  6d  Lewis 1855 

_  Apostles  and  Prophets  in  Catholic  Apostolic  Church,  post  8vo,  dtOd...  Bosworih  i86r 

Besultaof  Meditation  on  the  Bible  ;  or.  Inquiry  into  Truth,  12mo,  7s Hamilton  1850 

Betrospect:  being  some  Passages  in  the  Life  of  an  Infidel,  fcap.  Svo,  Is   Werthdm  1851 

Enquiry  into  Fulfilments  of  Prophecy,  8  v.  Svo,  36s  Painter 1856-8 

of  Medicine  and  Surgery,  by  B.  C.  Spooner  and  W.  Smart,  Svo,  8s WkiUaker 1841 

Betrospective  Beview,  new  series,  V.  1  and  2,  each  10s  fid /.  R.  Smith  1853-4 

Betslag  (fiarl)  Political  Sketches:  Chapters  on  Struggles  of  the  Age,  12mo,  2s    Theobald   1854 

Bettie  (R.)  Our  Marine  Signals,  Svo,  8s    T,  W.  SamndertiS^j 

Betum  to  England,  a  Tale  of  Waterloo,  2  v.  post  Svo,  18s Cadell    1840 

— ^—  My  Native  Village,  and  other  Poems,  by  a  Lady,  12mo,  5s    J.HJkJ,Park€n$s^ 
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Betiseh  {MoriU)  PaneieB,  with  Notes  by  Mm.  Jameson,  4to,  10<  6(2 Black 1838 

IllnstratioDs  of  Faust,  new  edit.,  obL  ito,  12*   Boffue    1843 

Oatlines  to  Baiger^s  Leonora,  and  other  Poems,  obi.  4to,  16#   Black 1839 

Sbakspeare's  Plays,  obi.  4to,  each  18«  WiUiam8tSiN/%%'^S 

Hamlet.      Henry  lY.      King  Lear.      Macbeth.      Merry  Wives  of   Wicdsor. 
Borneo  and  Juliet.     Othello.     Tempest. 

n.  e. ,  complete  in  1  y. ,  Text,  Germ.&  Eng. ,  Z0$  WUHanu  tbN,  1 847 


Ben  ben  Bamble*s  Stories  for  Tonng  People,  16mo,  28  6d Darton  1842 

Tzayels  throngb  the  Counties  of  England,  ito,  6$  6d Dctrton  1850 

Bencbltn  (/mo.)  Life  and  Times,  by  Barham,  5«,  1843— red.  to  2«  6d  DarUm  1851 

jleiunont  {Dr.Alex,)  Mineral  Springs  of  Aix-la-Chapelle  and  of  Borcette,  12mo,  2m  6d  Wiliiams  dt  N,  1861 

Bevealed  Economy  oi  Hearen  and  Earth,  post  8to,  6< Bo9uxnih  185a 

Bevelation  its  own  Interpreter,  imp.  Sto,  2i  6(2  Bagtter 1859 

of  Jesns  Christ  explained  by  a  Clergyman,  Sro,  lis  Mcuten 1850 

St.  John,  Analysed  and  Expounded  by  Delta,  12mo,  6t    Ni$bet    1850 

Paraphrase  of,  after  Elliott,  Svo,  2t  6d WeHheim  i86» 

'--, the  Orb  of  Light,  by  Author  of  The  Orb  of  Light,  or.  8vo,  7s  6d Werlheim  1861 

Bevela^ns  from  the  Cloister ;  or,  Jesuit  Executorship,  an  Autobiography,  p.  8to,  2s  Ward  A  Lock   1858 

;-of  an  Orderly,  edited  by  H.  H.  Wilson,  post  8yo^  5s   Madden 1849 

'■ Austria,  2  ▼.  post  8to,  21s   Neuiby    1846 

Buasia,  2  y.  post  Sto,  24s,  1844;  8rd  edit.,  21s    Colbum 1846 

School  Life,  by  Cantab,  2  y.  post  8vo,  21« Hope 1853 

.  Siberia,  by  a  Banished  Lady,  2  v.  post  Syo,  21j,  Colbum,  1851 ;  16s  Burst  ds  B 1853 

Beveley  Collection  of  Drawings,  Photographed  by  Delamotte,  fol.,  102 10s BellA  Daldy...i%s% 

Bevell  (Jno,)  Guide  to  Ornamental  Leather  Work,  12mo,  2«  M  RevtU 1853 

{S,)  Agnes  Macartney  ;  or,  the  Orphan  of  Le  Nid,  18mo,  Is Weriheim  1861 

« (5.6*.)  Piye  Worlds  of  &ijoyment,  and  other  Poems,  12mo,  Ss  6(i   LongvMM  1853 

Beyels  at  Court,  temp.  Elizabeth  and  James  I.,  Svo Shaket,  Soc.  ...1841 

Bevenue  and  Collection  Laws  of  the  United  States,  with  Tariff  of  1857,  8yo,  4s  6d..  Washington  ...1858 

Beyerberations,  2  pts.,  feap.  8yo,  each  Is /.  Chapman  ...1%^^ 

Beyere  {J.  W.)  Tour  of  Duty  in  (Salifomia,  edited  by  J.  M.  Bulcester,  post  8vo,  8s  ...  /.  Chapman  ...1849 

BeyerenUal  Thoughts,  12mo,  6i Longman  1845 

Beyiew  of  Lord  Brougham's  Demosthenes  on  the  Crown,  post  8yo,  7s  M  WhiUakcr 1840 

Becent  State  Prosecutions  in  Ireland,  Svo,  12s    Longman  1845 

. • — the  Management  of  our  Affairs  in  China,  8yo,  6s ^ Smith  ^  Elder  1841 

Beyiewera  Beyiewed,  and  the  Essayists  Criticized,  8yo,  2s  Hd J.H.deJ,Parktri%sj 

Beyiaion  of  the  GhMpel  of  St.  John,  8yo,  5s  FtUowes    1850 

• Liturgy,  Plain-spoken  Letters  to  Dr.  Dodge,  Svo,  Is J, ILdt J, Parker i%6o 

« or  Alteration  in  Baptismal  Services,  by  a  BeneficcKl  Clergyman,  f p.  Svo,  Is  6(2  Sedey 1850 

Bcvival  of  Literature,  Svo,  4s  6<2   Longman  1838 

(The):  an  Advocate  of  Evangelical  Truth,  Vols.  1  to  6,  4to,  each  2s Morgan  A  C,  ..i86a 

. -Tune  Book:  Original  and  Selected  Tunes,  Y.  1,  sq.  16mo,  2s   Morgan  d:  C....iZ6% 

Bevolt  of  Flanders,  an  Historical  Tragedy,  Svo,  3s  6(2 Colbum 1848 

the  Bees,  revised  by  J.  M.  Morgan,  12mo,  2s  6d Gilpin    1850 

Bevo'te  (La)  ^^  Compte  de  Warwick  centre  le  Boi  Edouard  lY.,  4to     Caxlon  Soc.  ...n.  d, 

Bevolution  in  Ireland,  1688,  edited  by  Groker,  post  Svo Percy  Society   n.  d. 

Bevy  (/./•)  Progressive  Screw  as  a  Propeller  in  Navigation,  Svo,  2s Weate i860 

Bexford  (/.  H^)  Epitome  of  English  Grammar,  new  edit.,  12mo,  2s   Law   1850 

Beynard  the  Fox,  edited  by  Quiet  George,  16mo,  3s Willoughby    ...1850 

.  from  Caxton's  edition,  edit,  by  Thoms,  post  Svo , Percy  Soci€ty^,n.  d. 

G5the*s  Yersion,  by  Arnold,  illust.  by  Kaulbach,  roy.  Svo,  16s TrU^mer 1859 

Wolf,  8vo,  10«6<2   Nattali 1855 

i^— ^-^— Illustrated  by  Chidhod,  4to,  6s  Bogue 1856 

— Everdingen,  16mo,  4s;  coloured,  6s IJ.Bohn 1846 

Svo,  85s Cundall 1845 


Kaulbach,  imp.  4to,  42s Cundall 1847 

•Introduction  by  Naylor,  sm.  4to,  ISs   Longman  1844 

•  revised  Yeraion,  12mo,  2s Parker  A  Son  .1844 

>  Yedder's  Version,  illust.  by  Cadtod,  4to,  10s 6(2,  Oir,'53— red.to  6s  Kent 1857 

—  by  Holloway,  illustrated,  4to,  15s  Hagger 185a 


-Ac.,  Stories  by  Aunt  Mary,  i2roo,  Is  6(2 HotUston   185a 


Beynold  (CapL)  Nautical  Telegraph  Code  of  Signals  for  all  Nations/2  e.,  2  v.  Svo,25«  HacheUe     1858 

Beynolda  {Beat.)  My  First  Season,  post  Svo,  10«  6(2 Smith  ds  Elder  1855 

(^p.  ^.)  Explanation  of  the  110th  Psalm,  12mo,  3s  ReL  Tract  Soc,  n,  d, 

' Israel's  Prayer,  and  Life  of  the  Believer,  12mo,  Is  6(2    Bel.  Tract  Soc,  1846 

Meditations  for  every  Day,  by  Small«y,  12mo,  5s   Rivingion  1848 

{E.  W.)  True  Story  of  the  Baroos  of  the  South,  12mo,  5s BosUm,  U,S,  ...i86» 

{F,M.)  Parricide:  i^  Bomance,  2  v.  Svo,  21« I/ookham  1835 

-  ((7eo.)  Exercises  in  Arithmetic,  new  edit,  12mo,  2s  6(2;  Key,  2s  6(2   Law   1857 

((?,  FK.  if.)  French  Self -In -tmctor,  82mo,  1*6(2 Vickers 1846 

{H.R.)  Beginning  of  the  Divine  Life,  Sermons,  2nd  edit.,  12mo,  2s  6(2 Hamilton  i860 

— -   (/as.)  Disooorses  based  on  the  Gospels  and  Epistles,  12mo,  5s  6(2    Rivington    1856 

■  (/no.)  Algebra  for  Beginners,  ISmo,  2s  Groomhridge  .,.1%^^ 

{J.N.)  Pacific  and  Indian  Oceans,  Svo,  9s    AVis  York 1841 

(S*r /osA.)  and  his  Worksy  by  Cotton  and  Burnet,  8vo»  12s  6(2 Longman  1856 
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Reynolds  (i8Jr/ot&.)Woriu,Gontiiiiuldonb7R.  Qnre^  foL,  Pt8.1to9,ea.  21«;  proob  42ff  Grawe»  i86« 

Duoonnes,  Notes  byBumet,  4to,  42«,  Carpenter,  1842— r.to21f  ff,  Bokn  184S 

Idteimry  Works  and  Life,  bjBeeehey,  2  r.  post  8to,  7«    If.  Bokm    1851 

Obeenrations  and  Notes  on  Pietnres,  by  Cotton,  8vo,  5s /.  R  SmUk  ...1858 

■  (/./.)  Gonfesdons  of  a  Pencil  Case,  12mo,  5s Boome 1847 

-  Lectures  on  the  Jews,  12mo,  4s See/^ 1847 


•  (J.JL)  Diagnosis  of  Disesses  of  the  Brain,  Nerres,  ftc,  8to,  8s    (^mrkiU  1855 

Epilepsy,  its  Symptoms  and  Treatment,  Sto^  10s    ChmrtMU  1861 


•  (/os.Tr.}  Historic  and  Mental  Imagexj,  12mo,  2s6<i Werikeim i860 

Notes  and  Reflections  on  Miraclea  of  Christ,  12mo,  ^M  Werthdm  1856 


— ^— (Riek.)  Letters,  with  Memoir  by  Rathbone,  postSTO,  7s  6<f GUpin    185s 

— \Robt)  Profoased  Cook,  post  8to,  10s  6<2,  ChuHvn,   1849;  8rd  ed.,  7s  ^  Bo§wfrtk   1853 

-—  {R.  V.)  Outcasts  of  England :  Prison  Qneetion  Considered,  12mo,  2s  6d  Longman  1850 

(AF.)HonseholdBook:  Practical  Receipts,  roy.  8to,  8s  6<{ JHekmm 1847 

— — —  (S.P.)  Arithmetic  and  Mensnntion,  new  edit.,  12mo^  2s  ;  Key  to,  8s,..  /oy 1851 

(rAo.)  Life  of,  by  his  Son,  2  T.  8vo,  80s Hooper 1858 

(IT./.)  Algebra,  Elements  of  (Qleig's  Series),  18mo,  sewed,  9d Longw^am  1851 

(0.  W.  Jf.)  Works  :— 

Agnes  ;  or,  Beanty  and  Pleasure,  8  y.  18i.  Alfred  ;  or,  AdTentnres  of  a  French 
Oentleman,  post  8to,  7s  6d  ;  new  edit.,  2s.  Bronze  Statue ;  or,  the  Virgin's 
KisB,  5s  Qd.  Coral  Island  ;  or,  the  Hereditary  Curse,  post  8to,  5s.  Faust, 
a  Romance  of  the  Secret  Tribunals,  roy.  8to,  2s  €<f.  Grace  Darling,  a  Tale, 
8to,  8s.  Gretna  Qhrwn  ;  or,  All  for  Lotc,  post  8to,  5s  6d,  Joseph 
Wilmot ;  or,  the  Memoin  of  a  Man  Senrant,  2  y.  post  8vo,  ISs.  Kenneth, 
a  Romance  of  the  Highlanders,  post  8to,  5s  6d,  LoTas  of  the  Harem, 
a  Tale  of  Constantinople,  post  8vo,  5s.  Maiy  Price :  Memoirs  of  a  Servant 
Maid,  roy.  8to,  18s.  Master  Timothy's  Book-Case,  8yo,  18s.  Modem 
Literature  of  Fiioce,  2  y.  post  8yo,  16s.  Mysteries  of  the  Court  of  London, 
8  y.  rqy.  8yo,  each  6s  6d  Mysteries  of  London,  6  y.  roy.  8yo,  each  6s  6d, 
Pickwick  Abroad  ;  or.  Tour  in  Frsnce,  new  edit.,  8yo,  8a  Robert  Macaire  in 
England,  12mo,  2s.  Rosa  Lambert,  a  Domestic  Tale,  post  8yo,  6s  Od.  Seam- 
stress (The),  post  8yo,  Is  Sd.  Sequel  to  Don  Juan,  8yo,  10s  (UL  Soldier's 
Wife  (The),  post  8yo,  2s  6d  Steam  PScket,  a  Tale  of  the  Riyer  and  Ocean, 
8yo,  5s.     Youthful  Imposter,  a  Noyel,  8  y.  12mo,  21s. 

Rham  (Tf.X.)  Dictionary  of  the  Farm,  by  Raynbird,  post  8yot  8s  6d,  '44 ;  new  edL,  5s  RouOedgt  1858 

Outlines  of  Flemish  Husbandry,  new  edit.  (L.  U.  K.),  8yo,  Is  6d Baldwin    1851 

Rhases  on  Small  Pox  and  Measles,  8yo   Sydenham  Soe,  iH^ 

Rheinwald  (FM.)  Protestant  Exiles  of  Kllerthal,  by  Saunders,  12mo,  ZiM Batchard  1848 

Rhenius  (C)  Grammar  of  the  Tamil  Language,  2nd  edit.,  8yo,  9s Madras 1846 

(C.r.)  Memoirs  of,  by  his  Son,  post  Sto,  10s NubH    1841 

Rhind  {A,ff.)  Climate  and  Resouroee  of  Egypt  as  a  Winter  Resort,  12mo,  8s  HamiUon  1856 

Thebes;  its  Tombs  and  their  Tenants,  roy.  8?o,  18s Longman  1861 

Treasure-Troye  Law,  8yo,  Is    HamiUom  1858 

(YTm.)  Age  of  the  Earth,  Geological  and  Historical,  12mo,  5s Smiths  EUiier,\%il 

ChtfsBookof  Elementary  Geography,  12mo,  Is  8d  Simpkin 1858 

Physical  (Geography,  12mo,  2s  Sd Simjtkm 1858 

Pt.  1,  new  edit.,  12mo,  Is Nelion  1861 


Elements  of  C^logy  and  Physical  Geography,  12mot  8s,'37 ;  n.e.,2s  6d  WaMomme  ...1844 
•Zoology,  12mo,  8s,  1839;  new  edit,  2s  6d Smith  A  Elder  1844 


Geology  of  Scotland  and  its  Islands,  12mo,  8s  6d,  1836;  new  edit.,  2s   Smith  A  Elder  184a 

History  of  the  Vegetable  Kingdom,  roy.  8ve,  24s Blaehe 1855 

Scottish  Tourist,  9th  edit,  12mo,  8s  6(2..... Highlnf 1845 

(W,0,)  China,  its  PSst  History  and  Future  Hopes,  12mo,  2s  6d  Baieman    1850 

High  Priest  of  Israel  in  his  Robes  of  Glory,  &c.,  fol.,  16s  fid Bagtter 1847 

Letters  on  the  Six  Days  of  Creation,  4th  edit,  16mo,  8s  6d    Broom   1861 

Tabemade  in  the  Wilderness,  folio,  15s BagUer  184s 


Rhine  (The),  A  Handbook  up,  32mo,  2s Ckwton 1844 

Guide  to,  2s  6</,  1857;  Srdedit,  post  8yo,  Is..... SimpHm 1859 

.  Jaekeo 


Italy,  and  (Greece,  illustrated  by  Cockbum,  &c.,  2  y.  4to,  42s  P.  Jadeeon 1849 

—  Notices  of,  12mo,  Ss  6d Longmam 1857 

' Picturesque  Panorama  of,  8  feet  long,  15s    Madden 1849 

Rhoda;  or.  the  Excellence  of  Charity,' a  Tale,  new  edit,  16mo,  2s    OraniA  0 1859 

Rhodes  (C.P.)  French  Maritime  Commerdal  Directory,  postSyo,  4s  6<f LeiU  1861 

{Capi.)  Tour  of  Military  Inspection  in  European  Turkey,  post  8yo,  5s  Longman  18^4 

{Edw.)  Derbyshire  Tourist's  Guide,  12mo,  6s  6(f (7room5ru^e...iS37 

\E,D.)  Lectures  on  Epistle  to  the  Hebrews,  12mo,  5s  M Nithei 1845 

■  ((?./.)  l>^gns  ^or  Suburban  Villas  and  Cottages,  12mo,  5s    B,WiUon  1854 

I     Remarks  on  the  Purchase  of  Landed  Property,  8yo,  8s    B,  WiUom 1853 

•  (/r./.)  Handbook  to  Oonyocation,  12mo,  2s  6ci   Simpkin 185s 

•  {Maj,)  Tents  and  Tent  Life,  from  Earliest  Ages,  post  8yo,  12s Smith  A  AZder  .185S 

(Wm.)  Memorials  of,  by  Rey.  E.  Stanford,  12mo,  3s  6if,  1858  ;  2nd  ed.,  2s.  Jaekaon  A  W.    i860 


Rhyme  of  the  Golden  Key  of  the  Rainbow,  16mo,  Is  6d  ;  coloured,  2s  6<f    OrifUhA  P  ...1853 

Rhymes  and  Pictures,  16mo,  6s  Bogtte 1844 

RonndeUyes  in  Praise  of  a  Country  Life,  r.  8yo,  21s,  Bogu€,^$S  ;  n.e.,15s  RontUdge  1858 

by  a  Poetaster,  post  8yo,  10s6d   Samndere  A  0. 1%^^ 
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Shymes  for  little  Children,  new  edit.,  sq.  16mo,  It    JiautUdffe , 

Ones,  by  Anthor  of  ServantB*  Home,  16mo,  It  6d Smith  A  Elder 


-  Hj  Children,  by  a  Mother,  12mo,  2» Parker  Jk  Son, 

-the fiomantic  and  the  ChiyalronB,  12ino,  dt   Whiadker  .... 

Boyal  Nursery,  16mo,  2t  6d Griffith  ^F.  . 

-  Yoothfol  Historians  on  History  of  Rngland,  new  edit.,  12mo,  IsM   E,  WiUtm  ..  ., 

•  of  English  History,  Chronologically  arranged,  2nd  edit.,  sq.  3f  6(i    B.  Y.  Clarbe,. 


Bhyming  Dictionary,  for  Use  of  Tonng  Poets,  12mo,  Am  6d ffogg . 

BhjB  (jy.)  Theatrical  Trip  for  a  Wager,  Syo,  5t    Dudley  ... 

Kiadore  ((?./.)  Initia  Saoa  :  Instmction  on  Adult  Confirmation,  12mo,  2t  Bivington 

I  Essays,  12mo,  3t   Rivinyton 


(J,E.)  Bemedial  Influence  of  Oxygen  or  Vital  Air,  post  8ro,  5t  6c< Chwchill 

Support  to  the  Bectum  for  Treatment  of  Frolapsns,  12mo,  8t  ChwrchUl 

Treatise  on  Spinal  and  Nerrous  Irritation,  post  8ro,  6«  6d   ChurchiU . 

Treatment  of  the  Mucous  Membrane  of  the  Throat,  12mo,  3t  ChurchiU 


Bibadeneira  {P.  de)  Acts  of  the  Early  Martyrs,  by  Mrs.  Hope,  12mo,  Sf  6d Duffy 

Bibbans  {F,£.)  Doctrines  and  Duties ;  or.  Faith  and  Fnctioe,  12mo,  6» Whittaker  ... 

Moral  Contrast,  8rd  edit.,  fcap.  Svo,  li  6d    Lonyman  .. 

Tintem  Abbey,  a  Poem,  4to,  7*  A.  HaU  . 


Bieardi  Diyisiensis  Historia  Kicardi  Frimi,  with  Bng.  Notes  by  Sterenaon,  8to,  7t  6<2  Joe,  Bohn 

Bicardo  (Ddv.)  Works,  edited  by  Macculloeh,  Sro,  16t  Murray 

(J.L.)  Anatomy  of  the  Navigation  Laws,  Sro,  *IaM Oilpin    

Dissected,  8to,  6t Chapman  A  H. 

Bicasoli  {Banm)y  a  Biography,  from  the  Italian  of  F.  Dall*  Ongaro,  fc^  8to,  8t  M  Saunders  A  0, 

Bicanti  {T.J.)  Examples  of  Kustic  Architecture,  4to,  86f  Carpenter 

•  Sketches  for  Rustic  Work,  ito,  12t  H.Bohn, 


Bieciazdi  {0.)  Autobiography  of  an  Italian  Rebel,  tr.  from  the  Italian,  post  8to,  5t     Bradbury  .. 

Bicciiu  (i7err)  cmd  Tluing  (ir.)  School  Son^i,  7i6d    MaemiUan 

Rice  (J/oC)  Initiatory  Steps  to  English  Composition,  12mo,  5t  WhiUaker .. 

(^V.Xw)  Baptism  :  its  Design,  Mode,  and  Subjects,  12mo,  7t  Si.  Louie   .. 

' Our  Country  and  l^e  Church,  12mo,  2t New  York.. 

-Romanism  not  Christianity,  12mo,  &9   New  York. 


(  FFm.)  l^ger  Shooting  in  India  :  Experiences,  1850  to  1864,  roy.  8to,  21t   Smith  A  Elder. 

Rich  {AfU.)  Dictionary  of  Ghreek  and  Roman  Antiquities,  illnBt.,2nd  ed.,p.8TO,12t6cf  Longman 

-(Banui^)  Honestie  of  this  Age,  1611,  edit,  by  Cunningham,  post  8to Percy  Society...' 

{C.J.)  Memoirs  on  the  Ruins  of  Babylon,  8ro,  21«,  Dunean — red.  to  lOt  fid  ...  H.Bohn 

*^-^— Narratire  of  a  Residence  in  Koordistan,  fcc.,  2  r.  8ro,  80t Dunean 

(O.)  Bibliotheca  Americana  Nora,  2  y.  8to,  82i    Rich  

Rich  Husband,  a  NoTel,  3  ▼.  poet  8to,  31t  6d Sketi  

Richard  I.,  History  of^  by  James,  4  ▼.  8yo,  56t,  Sawndert  <6  0.,  *4i  ;  2  y.  p.  8to,  7t  H.  Bohn    

Life  and  Times  of,  by  Aytoun,  18mo,  6f,  Murray^i^.  to  8t  6<i Te^ 


-  II.,  Chronique  de  la  Traison  et  Mort  de,  8to,  12«  P^ 

Deposition  of  Poems,  Latin  and  English,  edit,  by  Wright,  4to Camden  Soc.... 

m.,  Life  and  ^Kmes  of,  by  Halsted,  2  T.  8to,  80t  Longman  

Memoirs  of,  by  J.  H.  Jesse,  8to,  15t Bentley  

True  Tragedie  of  Shakei.  Soe.  ... 

and  Henry  YIL,  Reigns  of,  ed.  by  Chordner,  Y.  1,  roy.  8to,  lOt  Long 


• ana  nenry  vii.,  Jieigns  oi,  ea.  oy  uaironer,  v.  i,  roy.  oto,  lut  Longman  .... 

Richard  Cceur  de  Lion,  an  Historical  Tragedy,  Sto,  8«    A.  HaU 

Edney  and  the  GK>Ternor's  Family,  poet  8ro,  8t  td    /.  Chapman  . 

■  Embleton,  a  Norel,  by  a  Scotch  Author,  8  ▼.  post  8to,  Sit  6e{ Newby    \ 

"   Langdon;  or.  Foreshadowed,  a  Novel,  post  8to,  lOt  6d  Simpkin 

— —  of  Derises^  Chronicle,  Latin,  by  Sterenson,  8vo,  8t Petheram  ..., 

— Translated  by  GHlcs,  8to,  7t  6d Jeu.  Bohn.... 

the  Lion-Hearted,  16mo,  8t  6d    New  York.. 


Richard  (i?.  ^.)  Walks  after  Wild  Flowers,  12mo»  4t  6d Van  VoorU 

Richards  {A,B.)  Croesus, King  of  Lydia,aTragedy,4to,5t,/'»dbmfi^,'45;  2e.,8T0,2f  6c{  Longman  .. 

Cromwell,  a  Drama,  8yo,  8t  Pickering 

' Death  and  the  Msgdalen,  and  other  Poems,  12mo,  4t  6d  Pickering  .[ 

•    '  Dream  of  the  Soul,  and  other  Poems,  post  8to,  6t Pickering  

Minstrelsy  of  War,  and  other  Poems,  12mo,  8t  6d Jai.  Blackwoodi 

' Poems,  Essays,  and  Opinions,  4  v.  12mo,  lOt  Aylott    185 

Yandyck,  a  Play  of  Genoa,  8to,  8t(5<i Longman 
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-((?eo.)  Lectures  on  Our  Saviour^s  Contest  with  the  Devil,  12mo,  4m  6d RivingUm 

^{Jno.)  Sermons,  8to,  8t Nitbel , 

{JH.)  YanoouTer^s  Island  Sailing  Directions,  8to,  It  6c{   Potter    ... 

ami  Evans  (F./.a)  New  Zealand  Pilot,  8vo,  fit  Potter 


{M.T.)  life  in  Israel ;  Hebrew  Character,  p.  8vo,  5t;  12mo»  2tikl  Simpkin 

Judea,  12mo,  2t6<J Simpki\ 


-  (Owen)  Book  of  Costs  in  AU  the  Courts,  post  Svo,  18t ;  Suppt.  to  Ist  ed.,  8t  Richarde   .... 

-  {P,E.)  Decision  for  Christ,  a  Memoir,  by  J.  Watson,  12mo,  It  Ward 

— {S.C.)  Queen  and  the  Quakers ;  or,  a  Yoioe  from  Exeter,  12mo,  7t Painter 

— {Tho.)  Welsh  and  English  Dictionary,  8to,  1  St   Groomhridge. 

-  {Wm.)  English  and  Welsh  Diet.,  82mo,  St ;  Welsh  &  Eng.,  2t  6c{ ;  1  v.,  5t  Simpkin 

-  (W.C.)  Electron  ;  or,  the  Pranks  of  Modem  Puck,  ISroo,  3t  New  York  .... 

Harry's  Yacation;  or,  Philosophy  at  Home^  a  Tale,  n.e.,16mo,8t6d  Grifin   
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Bicliftrda  {W.P.)  Muiiial  of  Method  for  Teaehen,  12ino,  2f  Zd Naiiomal  Soc  .iSs4 

Bichardson  {B,  W.)  CUnie&l  E^ayB.     Aflclepiad,  Vol.  1,  8ro,  6$  6d Ckmrkili  iS6x 

Essay  on  Gauae  of  Coagulation  of  the  Blood,  8to,  16f ChurckiU  1S5S 

'  Hygienic  Treatment  of  CoDsompdon,  8to,  5«  6ci    Chjorkiil  1857 

Medical  History  of  the  Diseases  of  the  Teeth,  &e.,  8to,  8s    BaiUiire    i86o 

Memoir  of  J.  Snow,  8vo,  10s  6d    CkwrckiU  1858 

■  (CAa.)  Aoeldema,  and  other  Poems,  post  8ro,  5s,  1846;  new  edit.,  tSf ...  Simplin 1S51 

■  Art  of  Swimming,  8vo,  Is Ridgway    1857 

.  English  Dietionary,2T.4to,5/5s~-r.to84s,'44;n.e.,withSapL94s6c{  Bdlds  J)atdy...i%i^ 

870,  18s,  1849;  new  edit.,  16s BdlAl>aUls...i%fx> 


Memoirs  of  Louisa  Queen  of  Prussia,  8ro,  2nd  edit.,  10s  6<f Bmtley 1848 

On  the  Study  of  Language,  12mo,  4s  6d Bdl^  I>aldy...iisA 

•  (Sir  C.)  Senrioes  of,  by  Armstrong,  p.  8ro,  6s  6d,  Longman — red.  to  2s ..   Ward  ds  Lock  .1855 

-  (C.J.)  Architecture  of  Elisabeth  and  James  I.,  folio,  84s;  coloured,  6/  6s  Maclean    1840 

Sketches  on  the  Ck>ntinent,  folio,  S4s  ;  coloured,  10^  10s  MacUam 1837 

->^—  Specimens  of  Elisabetban  Architecture,  roy.  4to,  36s Wtale 1837 

Studies  of  Old  English  Mansions,  8  y.  4to,  each  42s ;  l.p.,  73s  6<j  Maclean 1841 

•  Ornamental  Designs,  folio,  84s— red.  to  46s  Nattali 1851 


Treatise  on  Warming  &  Ventilation,  8  vo,10s6(i,' 37  ;12s6(i,' 39  ;7s6d  Weale 1856 

•  {D,L,)  Anglo-Indian  Psssage,  Home  and  Out,  post  8to,  6s    Madden 1849 

—  Flowers  and  Flower  Gardens,  8yo,  8s  Waskboume  ...1855 

Literary  Chit  Chat,  with  Poems,  8vo,  12s  Madden 1848 

^ Leares,  2  ▼.  8vo,  21s Allen  d:  Co,  ...1850 

•  Recreations:  Essays,  Criticisms,  Poems,  8yo,  16s  Thaeier 1853 


Trials  and  Triumphs  :  Tales,  12mo,  7s  6d  Smiik  de  Elder,  i9%6 

'{Edw.)  Ancient  Coffins,  Temple  Church,  4to,  21s  ;  large  paper,  Sis  6d     Longman  1845 

Monumental  Effigies,  Elford  Church,  4to,  21s  ;  tinted,  42s  Bell  ds  Daldg...i9si 

Temple  Church,  4to,  21s  ;  tinted,  31s  6(i...  Longman  1843 


-  (Oeo.)  Rise  and  Progress  of  Society  of  Friends,  Norway,  12mo,  Is  6d  ...  Bennett 1849 

'{0,F.)  Geology  for  Beginners,  12mo,  12s  6<f,  184a— red.  to  10s  6d    ...  BailLire 1S53 

-Mineralogy,  &c.,  revised  by  Wright,  post  8to,  5s H.Bohn 1858 


Sketches  in  Prose  and  Verse,  poet  8^0, 12s,  i835~red.  to  8s  ...  Cochrane 183S 

2nd  series,  post  8vo,  10s Relfe 1838 


•{Hen,)  Loss  of  the  Tigris,  a  Poem,  8to,  4s  6<f Hatehard 1840 

•(ir.2>.)  History  of  the  Gigantic  Irish  Deer,  8vo,  2s Orr    183S 

Holiday  Sports  and  Pastimes  for  Boys,  12mo,  2s  6<f  Orr    1S49 

Rural  Handbooks,  12mo,  each  Is Orr  1S47-53 


Agricultural  Instructor.  —  Cows.  —  Dogs. — Domestic  Fowl.  —  Fh«.  —  Flower 
Garden. — Hiye  and  Honey  Bee. — Horses. — Land  Drainage,  &c. — Pests  of  the 
Farm. — Pigs. — Rural  Architecture. — Sheep. — Soils  and  Manures. 

(Ja»7)  Family  Prayers  for  One  Month,  new  edit.,  12mo,  2s  6d    Hamilton  i860 

I  Mission  to  Central  Africa,  new  edit.,  2  t.  p.  8vo,  21« — ^red.  to  7*..  H,  Bokn  1853 

■  Trayels  in  Morocco,  edited  by  his  Widow,  2  t.  post  8to,  21s Skeet 1859 

—  the  Desert  of  Sahara,  1846-6,  2  v.  8to,  80s Bentleit  1847 


(/tio.)  Fossil  Mammals  Collected  in  N.  W.  America,  roy.  4to,  16s  Reeve 1852 

Gospel  Unities  :  Remarks  on  Ephenans,  Ch.  iv.  y.  4-6,  12mo,  2s  Wertkeim 185S 

-— >—  Museum  of  Natural  History,  4  Sections,  roy:  8yo,  ea.  16s Mackensie   1859-62 

Real  Exhibitors  Exhibited,  12mo,  2«  Wertkeim   1858 

Voyage  through  Rupert's  Land  for  Franklin,  2  y.  8vo,  81s  6c£  ...  Longman  1851 

Zoology  of  Capt.  Beechey's  Voyage,  roy.  4to,  bl  6s— red.  to  73s  6<i  H.Bohn 1839 

— North  America,  Birds,  4to,  84s  Murray 1831 

Fishes,  4to,  80s Bentleg  1836 

Insects,  4to,  26s;  coloured,  85s   Longman  1837 

Quadrupeds,  4to,  31s  6d    Murrag 1829 


— Voyage  of  Erebus  and  Terror,  18  pta.,  4to,  ea.  lOs   Longman  ...1844  7 

-  (Sir /no.)  The  Pohir  Regions,  8yo,  14s Longman   iS6r 

—  (Josh.)  On  the  Preyention  of  Accidents  in  Mines,  8yo,  4s  Longman  1S4JJ 

Practical  Treatise  on  Mechanical  Dentistry,  illust.,  roy.  8vo,  18s   New  York i860 


(Mrs.)  Poems,  12mo,  58    Simphin 1846 

{CaptM.)  Experiences  of  Cold  Water,  its  Uses  and  Abuses,  8yo,  6s Longman  1857 

Horsemanship  for  the  School,  Road,  and  Field,  sq.  8vo,  14s Lougman  1853 


-(lf.i4.)  Account  of  Newcastle-upon-Tyne,  &c.,  12mo,  6s Longman  1S4.S 

Guide  through  Newcastle-upon-Tyne,  12mo,  Is  6^ Rtchardfon    ...1846 

Rare  Tracts  and  MSS.  ;  Northern  Counties,  7  y.  post  8vo,  71  7s  J. R, Smith  ...1844-7 

-  {Pet,)  Duty  of  supporting  the  Ordinances  of  the  Gtoepel,  post  8to,  Is  6d  AUbet 1857 

Saul,  King  of  Israel,  12mo,  2s Hamilton  1858 


IT.A\  Architecture,  Modelling,  12mo,  Is  6rf Weale    1859 

— (^•^•)  Elements  of  Human  Anatomy,  roy.  8yo,  18s  Philadelphia... li^s 

{T.M.)  Sketches  on  the  Continent,  84s  ;  coloured,  10/  10s McLean 1848 

^—(Wm.)  Catalogue  of  7385  Stars,  South  Hemisphere,  4to,  16s Mwrrag 1836 

^ Epitome  of  Chancery  Practice,  1848,  12mo,  4s  Maxwell 1848 

aiw/ Gane  ((7.)  Timber  Merchants' Guide,  12mo,  7s  6<i Kellg jS6o 

Richelieu  {Card.)  Life  of,  by  Robeon,  12mo,  ^  Gd,  1854  ;  new  edit.,  5a Rotdledge 1S56 

—-— aiMi  Masarin  (/m/.)  Liyee  of,  post  8yo,  Is  Ward  dy Lock... iiK± 

Richelieu  m  Loye ;  or,  Youth  of  Charles  L,  a  Comedy,  8yo,  4s  6d,  1844;  12mo,  Is  Weaterton  ..      185a 
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Bieher  (£<iv.)  K^  to  tbe  Hjsteiy ;  Book  of  Berebttioii  tmnsUied,  12mo,  2f  /.  CAopman  ..1853 

Religion  of  Good  Sense,  12mo,  li  6d   J.  Chapman... i2 $2 

Bjchinffi  (Btt^.)  Epitophfl,  Origmal  and  Selected,  with  EBnys,  post  8ro,  5s Parker  A  Sou  1840 

Flowenof  Sacred  Poetiy,  82mo,  ItOd Werthdm  1854 

Namiiyeof  Martyrdom  of  Gloyer  and  Lewis,  12mo,  4s Seeley 1842 

Biclumond  (FtyU  2>ulx  o/)  Memoir  of,  8yo,  I5t CAopman  dE;  IT.  1861 

'         (i>.)  Annie  Maitland;  or,  the  LeoBon  of  Life,  roy.  18mo,  1«  6d   Routledge  i860 

Katie;  or,  the  Simple  Heart,  poet  8vo,  6«   BelldBDaMy...i%6% 

I  Through  Life  and  for  Life  :  a  Story  of  Discipline,  fcap.  Sto,  8«  6cI  ...  Routledge  1861 

{Legk)  Annals  of  the  Poor,  new  edit,  18mo,  2t  (id  ;  82mo,  1« Rel.  Trad  Soc.  i86z 

Illustrated,  12mo,  3«  6rf,  1856;  18mo,  2« Uartan 1859 

12mo,  SefidfOriffin^'si;  18mo,  l«6ci  Nelson  1859 


■  Dairyman's  Daughter,  Illust.,  p.  8to,  6«,  '55;  n.  e.,  sq.  16mo,  2s  6d  SetUy i860 

'^^—  Domestic  Portraiture:  Memoiis  of  his  Children,  9th  ed.,  fcap.  8?o,  Ss  SeeUy 1861 

Memoir  of,  by  GMmshawe,  12mo,  6«    SeeUy 1846 

Richnaond  Bales  to  form  the  Oridian  Distich,  ed.  by  J.  B.  Tate,  8yo,  \s  6d  Bell  A  Daldy. ..i%Si 

Bichmondshire,  Series  of  Views  in,  by  Turner,  &c,  folio,  68«;  Proofs,  5^  bs Nichols 1843 

Eichaon(CSka.)  Account  of  ibe  Ancient  Egyptians,  18mo,  8s  6<f De  Porquet  ...1836 

Blementsof  Elocution,  &c.,  with  Exercises,  fcap.  8vo,  2s i^a/tona/iSioc...i86o 

— ^-^—  Lectures  on  Delineation  of  Form,  12mo,  Is  M\  Diagnms,  ito,  4s  6c{  Darton,  1848 

Mental  Arithmetic  and  Calcuhitor,  12mo,  4s  Be  Porquet   ...1835 

Speculum  Parochiallam  :  Clergyman's  Pocket  Book,  post  8vo,  3s Longman  1855 

Bichter  (J,P.)  Works,  Extracts  from,  by  Lady  Chatterton,  12mo,  Ss  6d  Parker  ^  Son   1859 

Campaner  Thai ;  or.  Immortality  of  the  Soul,  12mo,  2s  d(i,  '48 ;  4s  6<2  GUpin    1858 

Deal^  of  an  Angel,  transL  by  Kenney,  post8ro,  9s    Black 1849 

><i= Flower,  Fruit,  and  Thorn  Pieces,  by  Noel,  2  y.  12iuo,  10s W.  Smith  1844 

Levana;  or,  tiie  Doctrine  of  Education,  post  8yo,  10s  6d Longman  1848 

life  of,  witii  his  Autobiography,  po6t8YO,  *JsM /.  Chapman  ,..i%$i 


■  Sketches  of  and  from,  post  8yo,  8s  6<f BenneU 1859 

•  Titan,  a  Bomanoe,  transl.  by  T.  Brooks,  2  y.  post  8yo,  18s   TrObnar i86a 

Walt  and  Ynlt;  or,  the  Twins,  transl.  by  Lee,  2  y.  12mo,  12s  Boston^  U.S,    .1849 


BickArd  (TTm.)  Miners*  Manual  of  Arithmetic  and  Sunreying,  8yo»  10s  6d   Longman  1859 

Biekarda  ((?.ir.)  Self -proring  Bental  Account,  4to,  6s Cavell 1841 

' Solicitor's  Accountant,  roy.  8vo,  6s  CavtU 1842 

— ^—  {OJ^.)  Law  of  Attempts  against  the  Person  of  the  SoYereign,  8yo,  Is  6<I  ...  SweH 184a 

Lectures  on  Political  Economy,  8yo,  2s J.H.AJ,PaTkeri%p, 

•  Population  and  Capital,  8yo,  6s Longman  1854 


(5aiii.)  Short  Sermons  for  Family  Beading,  8yo,  9s MozUy  1859 

Bicketta  (Car,)  Colonel  Bepton*s  Daughters,  a  Tale  of  BYery-Day  Life,  12mo,  5s Booth i860 

Crawfords,  a  Tale,  12mo,  fis Booth 1862 

Trials;  or.  Life's  Lessons  :  Domestic  Tales,  12mo,  3s  6c? WardALock...i%^$ 

Under  the  lime  Trees:  Domestic  Tales,  12mo,  ^s  Booth     1857 

Bickman  {E,8,)  Madness;  or,  theManiac*s  Hall,  a  Poem,  8yo,  9s Smith  db  Elder ,1^4.1 

{Tho.)  Styles  of  Architecture  in  England,  5  e.,  8vo,  21s,  1848;  n.e.,  21s...  J.  ff, ^ J. Parker iZ6z 

Bioord  (Phil.)  Lectures  on  Chancre,  transL  by  Maunder,  8yo,  8s  ChurehiU  1859 

Treatise  on  Venereal  Disease,  by  Drummond,  8yo,  12s  Longman  1842 

Treatment  of  Blenorrhagia  and  Syphilis,  by  Stapleton,  8yo,  2s Simpkin 1852 

Biddell  {C.J,)  Bemarks  on  Organization  of  British  Boyal  Artillery,  8yo,  2s  6d   Clowes    1852 

{H,)  Bailway  Parliamentary  Practice,  12mo,  10s Benning 1846 

and  Bogsn  (/.  W.)  Index  to  Statutes,  Henry  Srd  to  Vict,  roy.8Yo,  21s  Benning 1848 

(H.S,)  Poems,  Songs,  and  Miscellaneous  Pieces,  12mo,  5s Simpkin 1847 

(/.)  Law  and  Practice  in  ScotUsh  Peerages,  2  y.  8yo,  31s  6d SweH 1842 

{MoU.)  Blementsof  Hand-Bailing,  Srd  edit,  4to,  10s Philadelphia...  1Z60 

Scientific  Stair  Builder,  4to,  21s    Philadelphia... li $6 

Biddle  (/no.)  Logarithms,  Tables  of,  new  edit.,  8yo,  2s  6<i    Baldurin    1859 

NaYigation  and  Nautical  Astronomy, n, e, , 2  y. 8yo, lis  Mi  Tables  sep. , 6s  Baldwin    1859 

■  {^'^')  British  Commentary  on  the  Gospels,  8yo,  16s Simpkin 1843 

Churehman*s  Companion:  Comment  on  Common  Prayer,  18mo,  4s  6d.  TaXboys   n.d. 

Guide  to  Use  of  the  Liturgy,  12mo,  8s  6c<    Parker  A  Son...  i%^% 


Ecclesiastical  Chronology  ;  or,  Annals  of  tiie  Church,  8yo,  15s   Longman  1848 

Bnglish-Latin  Dictionary,  new  edit,  8yo,  7s Longman  1862 

-Abridged,  new  edit,  12mo,  5s  Longman  1862 


-  Lexicon,  8yo,  new  edit,  25* Longman  1862 

-— — Abridged,  new  edit,  post  8yo,  10s  6<i Longman  1853 

First  Sundays  at  Church,  CouYersations  on,  12mo,  3s  6d,  1836  ;  2s  6(i  Parker  ds  Son  .1852 

Gkspels,  in  Greek,  for  Schools,  12mo,  8s  6d Varty    1845 

History  of  the  Papacy  to  the  Beformation,  2  y.8yo,  24s,  1854;  n.e.,21s  Bentley 1853 

Household  Ftayen  for  Four  Weeks,  3rd  edit,  post  8yo,  8s  Qd    Longman  1857 

Latin- English  and  English-Latin  Dictionary,  new  edit,  8yo,  21s  Longman  1^36 

'  Abridged,  n.e.,  p.  8yo,  10s  6d.,  Longman  1862 


Dictionary,  new  edit,  8yo,  15s Longman  1862 

•  Abridged,  new  edit,  12mo,  6s  Longman  1862 

Diamond,  new  edit,  82mo,  4s  Longman  1862 


■  Lexicon,  post  4to,  31s  6(i  Longman  1851 

■  Vocabulaxy,  12mo,  2s.  Longman  1847 
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Biddle  (/.JF.)  Letteri  from  an  AlMent  Qodfather  on  Bdigion,  12mo,  B$ Lcngmtm  1I37 

■  Lather  and  hit  Times  ;  or,  the  German  Beformationf  12mo^  5t Paaier^Som  .iS^S 

IC&niuJof  Christian  Antiqaities,  8to,  18«..: Parker ^Sm  .iM 

— — Scriptnie  Hiatoiy,  12mo,  it  Lmngmam  ...:.. 1*57 

OnUineaof  Scriptiire  Histoiy,  12mo,2f6<i  Limgmam  iS$S 

^— —  FrogreniTe  Latin-English  Vocabolaryy  12mo,  2f  Xon^sMm  1847 

Qaestionaon  Latin  Style,  12mo,  2t   Lomgwutm  1S49 

Sermons  at  Bampton  Leetore,  1852,  8^  12< Pwrker  ^  Sm  ,1%^ 

Doctrinal  and  Praotieal,  8to,  10a  6(i RinngUm  1838 


— ^^— —  Words  of  Tmth  and  Lore,  Six  Sermons,  8to,  2f  6rf Longmam  i«6o 

Riddles  and  Jokes,  3  series,  12mo,  each  1«    RofOUdige  1859 

Bide  (A)  in  Sicily,  by  Oxonien&s,  feap.  8to,  1«  %d Longman  185% 

on  Horseback  to  Florence,  Franoe,  and  Switserland,  by  a  Lady,  2  r.  p.  8to,  18t  ktwnug 1841 

~^— ~  the  Sail  with  the  Laird  of  Logan,  Trip  First  and  Second,  fap.  8to,  each  It    Mentiea 1851 

Elder  (TTm.)  Principles  of  Fenpective,  8to,  7»  6d  AtdUeif 1849 

Bidge  (^en.)  Glossology  ;  or.  Diagnosis  of  Disease  from  the  Tongue,  8to,  4«  6d ChwrAiU  1844 

Health  and  Disease  ;  their  Laws,  with  Preeeriptions,  post  8vo,  12« 0tapman  S  ^.1858 

Onnelyes,  Onr  Pood,  lyid  Our  Physic,  8ro,  U ;  2nd  edit.,  12mo,  If  6d    (^pmam  S B.  1861 

Physiology  of  the  Uterus,  Placenta,  and  Foetus,  8to,  4« ChurchiU  1845 

Bidgeley  {J.L.)  and  Donaldson  (P.)  Odd  Fellows*  Manual,  16mo,  di Philadelpkia,..i9sz 

(Tho.)  Body  of  Dirinity,  Notes  by  Wibon,  2  t.  roy.  8to,  24* PtdlairUm  1844 

Bidgway  {Jno.)  Africa,  a  Missionary  Poem,  12mo,  2*  6cl    Hatehard  1841 

A  Prince  in  Israel,  Sketches  of,  by  Rer.  J.  Stacey,  post  8to,  4«  6J...  IfamiUom  iSfo 

Gem  of  Thomey  Island,  Associated  with  Westminster,  post  8to,  7«  M  JBHl  A  J)ukfy...ii€o 

(Jo$.)  Diflc6urBe8  on  Faith,  12mo,  5t Sedep 1843 

Bidings  (E,)  Streams  firom  an  Old  Fountain,  12mo,  8« Simpkin 1862 

Bidley  {Bp,)  Works,  edited  by  H.  Christmas,  8to   Parker  SoeUiy-iH^ 

(//e».)  Poems,  8to,  lOt  6d    Author  185* 

(JM.)  Losses  at  Sea;  Causes  and  Means  of  Prevention,  8ro,  5m  6d B.  WiUom 1855 

(WM»)  Master  and  His  Servants,  an  Allegory,  12mo,  2t   Hughet  184J 

Nature  and  Benefita  of  Holy  Communion,  ISmo,  1«;  new  edit.,  7rf Motleg  1854 

Bidout  {S.J.)  Letters  to  GoTemesson  Education,  Pt.1, 12mo,  8<;  Pt.2,2«6d;  together,6t  Pty    1840 

Biego  {Mile,)  Point  Lacet  Book,  oblong,  fit,  1848  ;  2nd  series,  oblong,  2f  6c2   Simpkin 1853 

The  Needle,  V.  1  and  2,  4to,  each  4t Simpkin 1854 

Bienri,  Life  and  Times  of,  12mo,  7t  6d WhiUaker 1835 

Elethmaller  {C.J.)  Launcelot  of  the  Lake,  a  Tragedy,  8ro,  4t Chapman  A  H.il^i 

Teuton  ;  a  Poem,  cr.  8vp,  7t  64 Bell  A  Daidg    x86i 

Bifled  Ordnance  ;  on  Eifling  Guns  and  Morturs,  2nd  edit.,  5t CloweB   1857 

Bigaud  {S.J.)  Sermons  on  the  Lord's  Prayer,  post  8yo,  4t  6d Longman  1851 

{S.P.)  Correspondence  of  Scientific  Men  of  17thCent.,2  T.8To,24t,'4i— r.to  16f  J.ff.ttJ.  Parkeri%6% 

-Index  to^  8ro,  2t  6d J.  ffukJ.Parker i$S% 


Historical  Essay  00  Newton's  Prindpia,  8to,  4t JMJkJ.Pa/rkari%^^ 

Bigby  (Edw.)  Constitutional  Treatment  of  Female  Diseases,  post  8to,  8t  6<f Renthaw 1856 

On  Dysmenorrhea  and  other  Uterine  Aflbetions,  poet  8to,  ^  Renshaw    1844 

System  of  Midwifery,  post  8vo,  lOt  6(i WkUtaher 1841 

(A/tM)  Letters  from  the  Shores  of  Baltic,  2  r.  p.  Sto,  18t,  '41;  2t  (M,  '44;  2t  Murray 1861 

Livonian  Tales,  post  8to,  2*  M,  1846  ;  new  edit.,  2t Marmg 1861 

The  Jewea%  a  Tale,  12mo,  UM Mwrrag 1843 

Bigden  (T.)  Historical  Sketch  of  Dover  and  ito  Castie,  I2mo,  4t Simpkin 1846 

Bigg  (/.//.)  Chapters  on  Modem  Anglican  Theology,  post  8vo,  5t  6<i,*57  ;  n.  e.,  fit  6<i  Heylin  1859 

Principles  of  Wesleyan  Methodism,  12mo,  2t  Partridge 1850 

{R(ii€,)  Chemical  and  Agricultural  Eeeearches  on  Carbon,  post  8ro,  7t  6<2 Smith  A  Eider  1843 

Biggs  (E.)  Grammar  of  the  Armenian  Language,  870,  2t Smyrna,  U,  &  1857 

Manual  of  the  Chaldee  Language,  2nd  edit,  post  8to,  7t  6d    New  York 1858 

Bight  and  Wrong,  the  History  of  Eoea  and  Agnes,  18mo,  It QrantAG.    ...1861 

Bighta  and  Intereste  of  the  Employer  and  Employed  Discussed,  12mo,  3t  6<i Simpkin 1856 

Privileges  of  Laymen,  8vo,  6t Boewnik   1841 

Bighter  (C.N.)  Life  and  Letters  of ;  or,  Bible  in  the  Levant,  by  Prime,  12mo,  2t  6d...  Low  1859 

Bignall  {Miw)  Stories  for  the  Fireside;  Moral  Improvement,  12mo,  4t Simpkin 1839 

Big- Veda  Sanhita,  Hindu  Hymns  from  the  Sanscrit,  by  Wilson,  2  v.  8vo,  each  lOt...  AUen  A  Co,  ...1855 

Hymns  of  the  Brahmins,  by  MiUler,  2  v.  4to,  each  50t AUen  S  Oo,  ...1854 

Sanskrits  and  Latind,  4to,  21t  Or.  Tram,,Pd.n.d. 

Biland  (/no.)  Bdclesifle  Deous  et  Tntamen,  8vo,  5t   HamiiUm  1853 

Biley  {B.T,)  Dictionary  of  Latin  Quotations,  post  8vo,  61 ;  with  Index,  6t H.  Bohn    1856 

{Mrs.)  Catalogue  of  Ferns,  8vo,  U  6d    SUnj^ein 1841 

BiUiet  (A.)  Calvin  and  Servetus,  translated  by  W.  K.  Tweedie,  fcap.  8vo,  Ztiki Johnttone  <ifc  ^.1846 

Bimbault  (J?.^.)  Bibliotheca  Madrigaliana,  8vo,  6t J.  R,  Smdih  ...1847 

Book  of  Christmas  Carols,  witii  Ancient  Melodies,  sm.  4to,  4t Cramer 1847 

Cathedral  Chants,  16th  to  17th  Century,  roy.  4to,  15t  Bell^k  Daldf...i244, 

Daily  Service  at  Westminster  Abbey,  with  Music,  16mo^  fit  BdlA  Daidg...i%^ 

Little  Book  of  Songs  and  Ballads,  poet  8vo,  6t    /.  R  Smkh  ...1851 

Musical  Illustrations  of  Percy's  Eeliques,  4to,  12t Cramer 1851 

Nuiwry  Ehymes,  with  the  Ancient  Tunes,  sm.  4to,  6t  Cramer 1849 

Pianoforte,  First  Book  of  the,  12mo,  It  W BeUADaU^    1848 

• — ite  Origin,  Progress,  &c.,  roy.  4to,  80t ; Cbdtt !.*!i86o 
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Rimei  Qvernesutifles,  par  Qn  G^telnin,  Sto,  7iM Simphin 1849 

Rimmer  {A.)  Andent  HaIIb  of  Lancaahiie,  from  Original  Drawing^  4to,  12t  M Bogue 185a 

£iDgboH(C.)  Sailor's  life  and  Sailor^s  Yams,  foap.,  it  6d /.  Chapman  ...1847 

JLink  (CM.)  Selection  of  Ftelm  and  Hymn  Tunes,  new  edit.,  ito,  2U Simpkin 1852 

Rintoal  {A.N.)  Guide  to  Fiaintiiw  Photographic  Portraits,  &e.,  12mo,  2s   Barnard    1855 

Bio  (A.F.)  Four  Martjrs,  Bragadino^  Ceba,  Comaro^  and  Howard,  12m0)  8j  Bwnu 1856 

Petite  C?hoqannidre,  8to,  7$  6d   Moxcn  x84a 

Poetry  of  Christian  Art,  poet  8to,  9« • Botworth   1854 

Kiofrey  (Bur.)  Treatise  on  Physical  Kducation,  870,  16« Longman  1838 

(ifa<<.)  QoTemeaBes  ;  or,  Modem  Education,  2  r.  Sro^  42« Author  1839 

Treatise  on  PriTate  and  Moral  Bdncation,  8ro,  lOt  6cf    Ltmgman  1836 


Eipa  (P.)  Gout  of  Pekin  daring  a  Residenee  of  Thirteen  Tears,  2«6<<, '44;  n.e.,12mo,2s  Murray 1861 

Eipley  (ir./.)  Sacred  Rhetoric  ;  or,  Ck>mpoBition  of  Sermons,  new.  edit.,  12mo,  2t  M  Batton,  U.S.  ..1857 

(JTIT*.)  EpisUe  of  Panl  to  the  Romans,  with  Notes,  12mo,  8«  6<i    ^oaton,  27.  ^....1858 

(J^.Jt.)  The  War  with  Mexico^  2  t.  8to,  24i New  York 1849 

(A>&<L)  Shadow  and  Snhetanoe,  and  other  Poems,  12mo,  4« Simpkin i86a 

(IF.JS.)  State  of  Law  of  Tithes  under  Tenteiden*s  Act,  8yo,  U   Stevens 1846 

Rippingille  (JL  F.)  Artist's  and  Amateur's  Magaane,  roy.STo^  14j Longman  1844 

Pk«-Raphaelite  Art :  Reply  to  Rudiin,  Sto,  2t  ed   BetUUy 185a 

Kippon  (/no.)  Selection  of  Hymns,  82mo,  It  M  ;  24mo,  2«  Sd;  12mO)  6$ Haddon v.  y, 

Tones,  oblong  8to,  8s,  1841  ;  new  edit,  8«  6<i    Longman  184^ 

{KF,)  LiUiebright,  and  other  Tales,  12mo,  ItZd  Simpkin 1856 

Biae  and  Pro|^«8S  of  Australia  and  New  Zealand,  po8t8TO,  16f SaundertdtO.  1856 

Kishanger  (Wm.de)  Chzxmicle,  Barons'  Wars,  edited  by  Halliwell,  4to  Camden  Soc.  ...1841 

Ei^  Qeneration,  12  Drawings  on  Stone,  by  J.  Leech,  fol.,  cold.,  lOf  6d    Bradbury 1843 

Rika,  an  Autobiography,  a  Noyel,  2  y.  post  8to,  21«,  1858;  n.e.,  12mo>  2t6<2and  8«  BenUey    i860 

Bitch  (y.  TT.)  American  Architect ;  Designs  for  Residences,  4to,  36i New  York 1857 

Bitckie  (A.O.)  Twin  Roses,  a  Narrative,  fcap.  8to,  5s BoUon,  U,  ^$....1858 

{A,T,)  Columbiad  ;  or,  Adrentures  in  the  Eastern  Seas,  8to,  10s Smith  A  Elder  1849 

■  Dynamical  Theory  of  Formation  of  Earth,  8ro,  32i^  Longman^  '50;  16s  Nuhet 1854 

(l>ai».)  Voice  of  Our  Exiles,  from  a  Conyict  Ship,  12mo,  2s  6<2 Orr 1854 

-  oiMJ  Porteons  (/>r.)  On  the  Oxgan  Question,  12mo,  2s  6d  OroomJlmdge...i%$S 


•  (Eliz.)  Lessons  of  Life  and  Death  :  Memorial  of  Sarah  Ball,  12mo,  2s Snow 1847 

!/fio.)  Cmdfizion,  a  Poem,  12mo,  8s    Simpkin i8sa 
/.f.)  About  London,  post  8yo,  6s  Tiniley  i860 

Here  and  There  in  London,  fcap.  8to,  Ss  6cI,  1859— red.  to  2s Ward  A  Lock  i860 

LondonPnlpitandPreacheis,  8to,  4s6<2/54;  2e.,8s6<2,'<8;  12mo,24  Tweedie 1859 

Modem  Statesmen,  sm.  poet  8to,  5s,  i860— red.  to  8s  6a Tweedie 1861 

Night  Side  of  London,  3rd  edit,  fcap.  870>  Zt6d  Tindey 1857-61 


(/.5.)  Winoonsin  and  its  Resources,  and  a  Trip  to  the  BGssisBippi,  8vo,  7s  M  Philaddphia...iSs^ 

•  {LeiL)  British  World  in  the  East :  CKude  to  India,  &c,  2  r.  8vo,  24s Allen  dSr  Co.  ...1847 

Game  of  Life,  a  Novel,  2  r.  18s,  BuU,  1834  ;  new  edit.,  12mo»  Is  ...  T.  Hodgton  ...1851 

— -< History  of  Fnnoe,  18mo,  Is Orr 1849 

Irebuid,  Picturesque  and  Romantic,  2  ▼.  roy.  8to,  each  21s  Longman  ...1837-8 

— Magician,  a  Romance,3T.  post  8to,  Sis  6d,ifaeroR«,'36;  n.e.,12mo,ls  T.  Hodgeon  ...1853 

— ^  Schinderhannes,  the  Robber  of  the  Rhine,  fp.8yo,6s,'3a;  n.e.,12mo,lt  T.  Hodgton  ...1848 

The  New  Shilling,  18mo,  Is  6(j Tegg  1858 

Wye  ;  its  Scenery  and  Associations,  poet  8to,  12s,  '41— red.  to  6s  ^.  BcJin    1850 

VersaiRes,  History  and  Description  of,  roy.  8to,  21s  Longman  ....^1839 

>—— Weaiyfoot  Common,  a  Tale,  12mo,  ^t^  Bogue^  1854;  Is  6c{ J.AC.  Brown  1857 

Windsor  Castle  and  its  Environs,  roy.  8vo,  21s   Longman  1840 

Winter 'BveningB  :  Sketches,  Essays,  Ice,  2  v.  post  8vo,  21s Hwrtt  A  B.   ..  1858 

-(i2od<.)  Farm  Engineer  ;  Treatise  on  Bam  Machinery,  roy.  8vo,  12s Blaekie 1849 

Rise,  P»)gresB,  ftc.  of  Railways,  12mo,  9s   Longman  1846 

Ventilation,  Natural  and  Artificial,  8vo,  8s  6<i Loatwood  i86a 

-{Wm.)  Azuba ;  or,  the  Forsaken  Land,  Palestine,  post  8vo,  9t Oroombridge  ...1856 

>  Lectures  on  Baptism,  8vo,  8s  6({   Hamilton  1857 

' life  for  Qod  Exemplified  in  the  Character  of  Nehemiah,  cr.  8vo,  4s  6c<  Hamilton  1861 

r  Principles  of  Differential  and  Integral  Calculus,  12mo,  4s  6<i Walton 1847 

Geometry,  Illu8t,12mo, Is  6c2;  2  e.,12mo,3s6(i,'37;  Is  6d  WaUon  1853 

Bites  sod  Worship  of  the  Jews,  as  described  in  the  Bible,  18mo»  Is Bel  Tract  Soe.,  n.d. 

Bitam  {Jot.)  Robin  Hood's  Poems,  ed.  by  Guteh,  2  v.  post  8vo,  80s, '47— red.  to  15s  /.  R.  Smith  ...1853 

; med.  8vo,  2s6(2,  5mtCA,  1839;  ls6<2   Griffin    1858 

BiUer  (A.)  Histoiy  of  the  Moravian  Church  in  Philadelphia,  8vo,  12s  Philadelphiia...iSs^ 

'-{B.P.)  Introductory  French  Grammar,  12mo,  5s   Bivington  1844 

^  {Ben.)  Histoiy  of  Ancient  Philosophy,  by  Morrison,  4  v.,  64s— red.  to  42s  H.  Bohn 1846 

BitQilandlUostrationsof  Freemasoniy,12mo, 7s,(7t/6«n '35;  People's  Bd.,12mo,  Is  6c{  Paatridge  1856 

-; — of  the  Church  of  Durham,  8vo,  \U  (Surteet  8oei€ty) WhitUiker 1840 

Bitot  Servandus  Sanctissimi  Saciamenti,  4to,  2s  6<f T,  Biehardton  1849 

Ain(J.<?.)  Tourist's  Companion,  and  Italian  without  a  Master,  sq.,  2s  6d  Houldon   i8si 

BiralEngp;  or,  Overbearing,  by  Author  of  Sidney  Grey,  12mo,  4s  6(i,' 57— r.  to  8s  6<f.  Lea i860 

Lo?en;  or,  the  Exile,  aTale,  by  Philip  Phosphorus,  12mo,  Is  M  Ward  A  Loek...i$s6 

Rhymes  in  Honour  of  Robert  Bums,  12mo,  8s  6(2 Boutledge  1859 

- —  Boies,  by  Author  of  Royalists  and  Roundheads,  8  v.  post  8vo,  81s  6<i Skeet 1855 

BiTih^  a  Tale  of  the  Anglo  Saxon  Chuiuh,  fcap.  8vo  (Historical  Tales),  Is   Parker  A  Son  1859 
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River  Dove,  with  QaletThongbta  on  Angling,  12mo,  7»  Pidctriatg 1S47 

Eivero  (M.E.)  Peruvian  Antiquities,  trnnal.  by  P.  L.  Hawkes,  8vo,  10»    New  ToHc 1854 

Rivera  (Garth)  MinUture  Pruit  Garden,  12mo,  2»  6d,  1850  ;  9tb  edit,  12mo,  2t  6d  Umgwum i«6o 

: :  Mifls  Gwynne  of  Woodford,  2  v.  pert  8vo,  21«    Smiik  dc  EUtr  1S61 

Ortjhard  House  :  Pruit  Treea,  12mo,  2t  (W,  1857;  9th  edit.,  3«  6d  ...  L<mgmaM  1861 

Rose  Amateur's  Guide,  12mo,  ««,  1846  ;  Ttbedit.,  fcap.  8vo,  4j  JLonj^mim  1S61 

Rives  (3fn.)  The  Home  and  the  WorW,  12mo,  U6d Bouiiedgt  1857 

Rix  {S,W.)  The  Pauconberge  Memorial,  port  4to,  6«;  large  paper,  7«  W /.  R.  Smith  ...i«5<» 

Roads,  Railroads,  Tunnels,  &c..  Popularly  Described,  12mo,  6f Pariaer  «C- 50K..1839 

Roadside  Sketches  in  South  of  Pranoe  and  Spanish  Pyrenees,  rpy.  Svo,  \bt  BdlA  Daldy...i%y) 

Rob  Stene^B  Drmrn,  4to  MaillandCL...^.^ 

Roback  (C7.  W.)  Mysteries  of  Astrology  and  Wondere  of  Magic,  8vo,  10<  (U Lew    1854 

Robb  (A.)  Heathen  World  and  the  Duty  of  the  Church,  18mo,  Is  6d   HamUUm  i86s 

Robber  Chieftidn,  a  Tale  of  Dublin  Castle,  12mo,  2«  PhiHp    1857 

Kitten,  by  Comus,  4to,  8t  6<i    NeUtm    185S 

Robber's  Cave,  a  Drama,  8vo,  4f    Bonpvrth    1843 

Robe  {Job.)  Revival  of  Religion,  1742,  EsMiy  by  Buchanan,  12mo,  2i  M IF.  Coliint 1843 

Roberdof  Bnxnne's  Handlying  Synne,  a.d.  1208 Boxlmrffhe  CMi%H 

Robert  and  Harold  ;  or,  the  Young  Marooners.  12mo,  doth,  2s ;  gUt,  8t CoUins   1853 

.. Dawson;  or,  the  Brave  Spirit,  18mo,  li6d Bd,  Trad  Soc  1832 

of  Artois,  an  Historic^  Romance,  8vo,  2« Brmee  ^  Co — 1846 

Roberta  (Father)  Treatise  on  the  Little  Virtues,  82mo,  Is Dolman 1846 

Roberton  (Jno.)  Critical  Remarks  on  life  and  Mind,  port  8vo,  2s  6d LoK^wMm  1S36 

Notes  on  Physiology  and  Diseases  of  Women,  8vo,  12t CkurehiU  1851 

Roberts  (^  toe)  Discusrions  on  the  Gospel,  8vo,  16« Nitbet    i86a 

, Original  Language  of  St  Matthew's  Gospel,  8vo,  6<  6d BagHer 1859 

Threefold  Life  ;  or,  Paith,  Hope,  and  Love,  18mo,  Is  6d NiAd     its'^ 

{Art,)  light  Shining  out  of  Darkneaa,  12mo,  8«  W  NiAd    1859 

Mendip  Annals,  Labours  of  H.  and  M.  More,  12mo,  4f  6cf  Nitbet    1838 

Sermons  for  Sundays  and  Holydays,  8  series,  each  2  v.,  10s iVuM  1857-^1 

on  Our  Lord's  Parables,  port  8vo,  5< NiAet    1859 

the  Histories  of  Scripture,  12mo,  8  series,  each  4s  M Jarrold 1848-57 


Village  Sermons,  0  v.  12mo,  each  4s  6d Jarrold   ...1838-55 

V.  1  and  2,  12mo,  each  2s  6d lUl.  Trad  8oe.iiso 


'  (D.)  Picturesque  Views  in  Spain  and  Morocco,  in  portfolio,  61,  Os Moon 1835-8 

Sketches  in  the  Holy  Land,  Egypt,  fcc.,  41  pts.,  fol.,  tinted,  each  21s    Moon 1843-8 

proofs,  tinted,  ea.  81«  6d ;  cold.,  ea.  42s  Moon 1843-8 

•  &c.,  V.  1  to  6,  4to,  each  81s  6d    Day  S  &m..x855-6 


—  {EUen)  Heathen  Pables  in  Chrirtian  Verse,  16mo,  Is  6d Nidfd    i860 

-{Emma)  Eart  India  Voyager,  port  8vo,  5s Madden 1839 

Hindostan:  its  Landscapes,  Palaces,  &c.,  100  illusta.,  2  v.  4to,  8^    P.  /adbsoik..  1845-7 

Journey  through  Pranoe,  kc^  to  Bombay,  port  Svo,  10s  6d  Allen  S  Co,  ...1841 

Scenes  and  Sketches  in  Hindostan,  2  v.  port  8vo,  18s    Alien  A  Co,  ...1836 


-  (E.P.)  Athanase,  a  Dramatic  Poem,  12mo,  2s  6d    Painter 1847 

-  {Oeo,)  Account  of  lianthony  Priory,  8vo,  St Pickering 1847 

Dictionary  of  the  Terms  of  Geology,  12mo,  6i    Longman 1839 

Doctrine  of  Private  Confearion,  Svo,  Is   J,H.A:J,Parheri%it 

Rlementsof  Geography  and  History,  12mo,  5s  ff'Bohn    1843 

Life  of  Duke  of  Monmouth,  2  v.  p.  Svo,  24s,  Longman—r.  to  7s  6c{...  /.  R,  Smith  ...1844 

Sermons,  Svo,  12s  6<f,  1859— reduced  to  9s CUavor  x86o 

Social  History  of  the  Southern  Counties  of  Bngland,  Svo,  18s  Longmem  1856 

Terms  and  Language  of  Trade  and  Commerce,  ISmo,  Is  6d Longman  1841 


{Oeo,E.)  Rocks  of  Worcestershire,  12mo,  5<  Madort i860 

Snowbound  in  Gleeberrie  Grange,  a  Chtirtmas  Story,  12mo,  2s  6d  ...  Ma$$er$ i86s 

(J?afT.)  Porest  Thoughts,  Poems,  12mo,  4s Palmer 1851 

.  {Hen*)  Conrtruction  of  Dwellings  for  Labouring  Classes,  Srd  ed.,  imp.  Svo,  4s  OJiee 1861 

. {ff,B.)  Sketches  of  Scenery  in  the  Crimea,  fol.,  tinted,  21s ;  cold.,  81s  M...  Dichenton 1857 

. {H.EA  History  of  the  Colonial  Empire  of  Great  Britain,  port  Svo,  7s Longman  1861 

. {haae)  Young  Cook's  Guide,  new  edit.,  12mo,  7s  6rf Simpkin 1841 

(Ja$.)  View  of  the  Culture  of  the  Vine^  12mo,  5s  6ci  Longman  184s 

• Cfane)  Court  Favourite,  a  Novel,  8  v.  port  Svo,  SUQd Southgate  1839 

,  Lowenstein  ;  or.  King  of  the  Forest,  2  v.  port  Svo,  18s WhiUaker 1S36 

• Voyage  to  Swan  River  and  Van  Diemen*s  Land,  1S50,  Svo^  15s   BentUp  1850 

. {Jno,)  Memoirs  of  His  Life,  written  by  His  Son,  12mo,  Is  6d Bennett 1859 

-■  {Jot.)  Caste,  in  its  Civil  and  Religious  Character,  Svo,  8s    Longman  1847 

■  .      -  Heaven,  Physically  and  Morally  Considered,  12mo,  3s  A.  JUaU 1846 

Oriental  Illustrations  of  the  Scriptures,  Svo,  12s   Tegg  184J 

(/.B.)  Hints  to  the  Student  in  Architecture,  12mo,  2s  6d WhiUaker 185a 

. >  (/.C)  Hints  on  Domestic  Management  of  Children,  12mo,  4s Longman  1838 

{J.H.)  Indian  Exchange  Tables,  2nd  edit,  Svo,  lOt  dd    Smith  d:  Elder. it s^ 

{J.M.)  On  the  Process  of  Blarting  by  Galvanism,  Svo,  Is Longman  1840 

'Mart.)  Spiritual  Creation,  a  Poem,  12mo,  5« Puiering 1843 

Mary)  Animal  and  Vegetable  Productions  of  America,  ISmo,  8s.  6(2 Parker  di  Son.  i%i^ 

■  Domesticated  Animals  Considered,  12mo,  8s  6<i,i84i;  5th  edit.,  2s6<2  Parker  d:  Son.  1854 
•  Flowers  of  the  Matin  and  Even  Song,  new  edit,  12mo,  5s JS.  darite  1847 
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Sobeiia  (M€uy)  H&bitB  and  InttiDoto  of  Wild  Animals,  18mo,  8t  6<i,  '36 ;  n.  e.,  2f  6d  Parker  A  5m..  1 854 

Fopolftr  History  of  Molliuca,  sq.  12mo»  10«  6e^  Bteot^  '51— r.  to  7«  6d  BxmiUdgt  1859 

Progress  of  CreatiOD  Considered,  12mo,  4«  6c< Smith  ^  Elder  1846 

Bains  and  Old  Trees  ;  or,  Bnglish  History,  post  8to,  6f    H,  Y,  Clarke...iH^ 

8ea-Side  Companion ;  Natoiai  History,  12mo,  6«  M WhiUaker 1835 

Voices  from  the  Woodland:  Trees,  Perns,  &c.,  12mo,  10«  6d;  n.6.,  7»6d  RoutUdge  i860 


'{RukJ)  Automn  Toor  in  Spain  in  the  Tear  1869,  illost,  8yo,  21« Saunden  A  0.  i860 

-\R,A,S  Open  Seal ;  or,  Ptopheey  Tested  and  Attested,  8to»  2s  M Simpkin 1853 

—  {8,}  Autobiography  and  Select  Remains,  post  8ro,  6< Langman  1849 

Cry  from  the  Chimneys,  8yo,  2t6d ^ Longman  1838 

Qypsies,  their  Origin,  Continnanoe,  kc.,  post  8ro,  lOf  6d Longman  184a 

Jews,  Kiglish  Poor,  and  the  Gypsies,  12]no,  2s  Longman  1848 

Yorkshire  Tales  and  Poems,  12mOk  ^  WhiUaker 1839 


'  {S.B.)  Sketches  of  the  Seat  of  War,  lolio,  21s   Diddnson 1855 

{Tho,}  Bzistenoeof  God  in  His  Works,  post  8yo,  5»  Partridge 1855 

Memoirs,  by  J.  Fuller,  12mo,  2t  Simpkin 184a 


-{T.A.)  Principles  of  Bqoity  Jurisprudence,  8to,  12s  Wildg   185a 

-iWm.)  EsMiy  on  Wasting  Pslsj,  8to,  7s  6d Chwrehill  1858 

History  of  Letter  Writing,  Svo,  18« Pickering 1853 

HomcBopathy  as  Practised  in  Ifanchester,  12mo,  Is   Simpkin i86a 

Law  of  Wills  and  Codicils,  1837,  2  r.  roy.  8yo,  45s  Benning 1837 

Life,  Letten,  and  Opinions,  by  bis  Son,  post  8yO)  7s  M    SeeUg 1850 

Memoirs  of  Mra.  H.  Mor^  fcap.  8yo,  Os Sedeg 1848 

Orator;  or.  Student's  Assistant  in  Elocution,  12roo,  i» Longman  1853 

-     -       -  -       -    -.  ^   .  ^  g 


and  Nicholson  (W.)  Call  upon  the  Church,  post  8yo,  7s  dd  Setley 1838 

'{W,H.)  British  Wine  Maker  and  Domestic  Brewer,  12mo,  6s WhiUaker 1848 

SoottishAle  Brewer  and  Maltster,  8to,  16s WhitiaJetr 1847 


IU)bertshaw  (/.)  Meditatiye  Hours,  and  other  Poems,  12mo,  4s A,  Halt 1856 

fiobertaon  (^imE.)  History  of  the  Atonement  ControTersy,  12mo,  5s  BamiUon  1846 

— {Capt.  AM,)  Report  of  the  Trial  of,  8yo,  Is;  with  Photofpmphs,  2s  M    Simpkin i86a 

(Cha,)  Report  of  the  Auchterarder  Case,  2  y.  8to,  18s,  '38  ;  Suppl.  2s  td  Longman  1839 

(C,H.)  Gathered  Lights  :  Illustrations  of  the  Lord*B  Pteyer,  12mo,  4s  6c{    RivingUm  1858 

'. Mathematical  Strictures,  8yo,  2s  6(i Jackson^  W.  .1848 

■  (Dav.)  Treatise  on  the  Law  of  Personal  Succession,  Scotiand,  8yo,  16s Benning 1830 

(Edw.)  Idolatry,  a  Poem,  12mo,  2s  M Simpkin 1849 

{E,W.)  Scotland  under  her  Early  Kings,  2  y.  8yo,  86s    HamiWm i86a 

(P'W.)  Analysis  of  Tennyson*B  In  Memoriam,  12mo,  2s Smith  d;  Elder  186a 

Expository  Lectures  on  Corinthians,  2nd  edit.,  post  8yo,  10s  6<2  ...  Smith  A  Elder  1861 

— Lectures  and  Addresses  on  litersiy  Topics,  12mo,  7s  6<i,  '58;  n.e.,  bs  Smith  A  Elder  1861 

^—^ On  the  Influence  of  Poetry  on  the  Working  Classes,  12mo,  2s ffanUlion  1853 

Sermons,  1st,  2nd,  and  8rd  series,  new  edit,  post  8yo,  each  9s  ...  Smith  d:  Elder  1861 
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[Geo.)  Compendium  of  Latin  Syntax,  12mo,  Is Hamilton  1861 


'(H,D.)  District  Duties  in  India,  1857,  poet  8yo,  9s    Smith  A  Elder  1859 

-—(Jas.)  History  of  the  Mission  of  Noya  Sootia,  12mo,  Ss  6c2 tfroofn^<(^€...i847 

— >  Indusbial  and  Commercial  Interests  of  America,  poet  8yo,  5s Longman  1855 

Old  Truths  and  Modem  Speculations,  2nd  ed.,  poet  8yo,  6t |..  Hamilton  i860 

Photographic  Views  of  Constantinople,  folio,  il  16s  6c{ Cundall 1853 


• (Jane)  Affinities  of  Foreigners,  2  y.  poet  8yo,  21s Newbjf    1850 

— Castles  near  Krewxnach,  12mo,  2s Williams  A  N,  1%$^ 

-~ (Jno.)  A  Few  Months  in  America,  cr.  8yo^  5s Longman  1855 

^ DaYid  and  Samuel,  with  other  Poems,  12mo,  8s  6d   SeeUg 18^9 

Examination  Essentials,  Parti,  8yo,  2s  64 Bean i86a 

Handbook  of  Angling  for  Sootiand  and' the  Border,  fp.  8yo,  2s  fid  .  Houlston  x86i 

UniYcrsal  Penman,  8yo,  5s    Whittaker 1835 

— {Jos.)  History  of  the  Jews,  12mo,  Is  6cf    Blackie 185? 

(J>B,)  Lectures  on  Ancient  and  Modem  History,  12mo,  Astd Dolman 1859 

Ptophet  Enoch  ;  or,  the  Sons  of  God  and  the  Sons  of  Man,  12mo,  5s  Jas.  Blackteood  iZ6o 


—  {J.O.)  A*Becket,  Archbishop  of  Canterbury,  a  Biography,  post  8yo,  9s  ...  Murray 1859 

Reld  Exercise  and  BYolutions  of  In^try,  post  8yo,  6s. Lepage  i86a 

-^—  History  of  the  Christian  Church  to  a.d,  1123,  8  y.  8yo,  d8s Murrag x86a 

How  Shall  We  Conform  to  tbe  Liturgy]  8yo,  10s  6rf Pickering  1844 

Sketches  of  Church  History,  First  Six  Centuries,  12mo,  Is  id Soe.  P.  C.  E.    1855 

—  {J.H.)  Contributions  to  the  History  of  Sexual  Diseases,  8yo,  4s  Longman  1845 

— — ^  Medical  Jurispradenoe  in  Singapore,  8yo Simpkin 1861 

—  Treatment  of  Spinal  and  Nenrous  Diseases,  8yo,  5s  Highleg 1848 

—  (J.P.)  Solomon  Seesaw,  a  NoYel,  8  y.  post  8yo,  3U  6d Saunders  A  0.  .1%^^ 

{J.S.)  Lectures  on  Epistle  to  the  Philippians,  12mo,  Ss6d  Seeleg 1849 

— {Lord)  Gleams  of  Thought  from  Writings  of  Milton,  8yo,  12s Orr 1847 

LeaYcsfrom  a  Journal,  and  other  Poems,  post  8yo,  7s6d Murray  1845 

■  '  Sonnets,  and  other  Poems,  post  8yo,  7s  6rf ;  2nd  series,  6s  Orr  1849-54 

• (r.)  Lessons  in  the  French  Language,  2  y.  8yo>  14«  Jhdau    1853 

— Practical  Lessons  in  French,  for  Schools,  8yo,  Ss  6<f  Z>ulau    1854 

—  (T.C.)  British  India,  8yo,  Is  6rf  Hatchard  1858 

~ Political  Incidents  of  First  Burmese  War,  poet  8yo,  8s  6d    Bentleg 1853 

(W.)  Works,  with  Life,  by  Stewart,  8to>  15s,  '5a  ;  6  ▼.  8yo,  54s Longman  1851 
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KobertMm  (IT.)    Workt,  with  Idle,  new  edit,  imp.  8to,  18e    Tegg lUo 

Hifttoiy  of  Asierias  2  ▼.  8vo,  18f lArngman  1S51 

— — ChitrlesY.,  2  t.  8to,  18f Lomgmam  1851 

by  PMBOott,  2t.  8fo,  21«  ;  2  v.  p.8vo,  10«;  1  y.  p.  8yo,  U  Roitiled^t  185^ 

2t.  12mo,4j;  cloth,  6f RtmUedgt  iSs^ 


SooUaad,r.8TO  (Peo.K),8«  6<2,6^Aam6o«,'4o;  2  y.Syo^KSf  Xon^mtf*  ......1851 

Joqrnalof  »  Cletgynuui,  8to,  10«6d  Biaetwood 1844 

BeaideDoe  at  QibnJtM*,  and  Vint  to  the  Peninsula,  8yo,  6«  FutiarUm  1S44 

Sailor's  Betroapeoi,  12mo»  7«    ffaiekani  183I 

Treaiiae  on  Diseases  of  the  Teeth,  8to,  lOi CkmrckUl  iM 

•  (W,H,)  Handbook  to  the  Peak  of  Derbyabire,  poet  8to,  2«  M   Brodbaay 1854 

Medicinal  Property  of  Boston  Waters,  18mo,  2$  M  Boffme 1838 

Nature  and  Treatment  of  Gout,  8to,  l(^6d  CkmtekiU  184s 

Treatise  on  Diet  and  Begimen,  2  r.  poet  8to,  12f CkmrekiU  ...it47'8 


•  (W,P,)  Letters  on  Ptaagnay,  2  t.  poet  8to,  21« Murray 1838 

-  V.  S,  Prancia*B  Beign  of  Terror,  p.  8to,  10s  6d  Murray 1839 


Sooth  Amerioa,  8  ▼.  poet  Syo,  28s  M    Mwrrojf 1846 

new  edit.,  0  t.  poet  8to,  21s    JfoulMtai^    1849 


Visit  to  Mezioo,  Tocatan,  kc,  2  y.  poet  8to,  21s Simpkm 1853 

Bobespierro  (Max,)  Life  and  Correspondence,  by  Gh.  H.  Lewes,  poet  8to,  9s '..  dkapwum  A  H.\%^^ 

Bobeepierro,  aTngedy,  by  Henry  Bliss,  post  8to,  0c KtmpUm    1854 

Bobin  Goodfellow,  his  Phmks  and  Jests,  1628,  edited  by  Collier,  poet  8to  Percif  Soekty..,n.  d. 

Hood  k  his  Merry  Foresten,  sq.,6ii,  oold.,Of  9d,CundaUy^o;  n.e.,8s6<l;  cold., 6s  ff.  Bohn    1850 

Ballads  and  Songs  relating  to,  18mo,  2s6<fand3s  Bell^  JkUdy...t$6z 

Lifvuid  Bzploite of,  by  W.  Neyille,  12mo,  Is WardSLock.  1856 

(The)  of  Woodaide  Lodge,  a  True  Tale,  16mo,  2t6d    HaaMe^  1850 

.  Bobin*s  (The)  Tale  Song,  from  Chambers's  Bhymes  of  Scotland,  illost.,  obL,  3s  6<i...  Griffith  4e  F.  ...1859 

Bobins  {Capt.)  Caraby  Catechism  of  Instruction,  12mo,  5s   ParkerA:8om..  1859 

{Samd,}  Argument  for  the  Boyal  Sopremscy,  post  8to,  7s  M Pideerimg  i8$i 

■■         Church  Schoolmaster:  Treatise  on  Education,  12mo,  6s   JUvimgUm  1850 

Defence  of  the  Faith  :  Forms  of  Unbelief,  Syo,  7s  6d  Longman  1861 

— SFidenoe  of  Scripture  against  Bomanism,  8ro,  7s,  '53 ;  n.  e.,  10*  6d..  Longmam  1855 

Lectures  at  St  Swithin's,  London,  1838-9,  12mo,  4* Paul 1851 

Pisrty  Spirit  in  the  Bnglish  Church,  12mo,  2s  M  Belld:  DaUtg,..i%6o 


"  (TTm.)  History  of  Pnddington,  post  8vo,  6s    Lemart 1853 

BobinsonX^'C/.)  Law  of  Warrants  of  Attorney,  fro.,  with  Forms,  12mo,  6s Bickardt  1844 

(C.)  Account  of  Disooveriee  in  the  West  until  1519,  8to,  16s   Biekmamd,  U.8. 1849 

Prectioe  in  the  Courts  of  England  and  United  States,  2  t.  8vo,  90s  Bichmondjl\S:s^-S 

■  (Oka.)  Premonitiona  of  the  Impending  Doom  of  Pkpaey,  8to^  8s  M HtyUn  1^56 

{Ohr.)  The  Church  and  the  People,  12mo,  2s  6d HamilUm  1850 

(C.B.)  History  of  the  Priory  and  Peculiar  of  Snaith,  8to,  6s Simjikin i86e 

\C.K!)  National  Advantages  of  Missions  in  a  ChrisUan  State,  8vo,  8s  Ifatckard  1853 

— --^  {Dis.)  Christian's  Privilege  ;  or.  Words  of  Comfort,  12mo,  Ss  M Simpkin 184s 

Bccleeiastical  Condition  of  the  United  Kingdom,  post  8to,  IDs  6<I...  ^oone 1837 


'{Sdw.)  Biblical  Beeearehes  in  the  Holy  Land  in  1852,  8to,  15s Mwrrag 1856 

Palestine,  3  t.  8yo,  45s,  1841;  n.  e.,  S6s    ...  Murrag 1856 

~— —  Harmony  of  the  Gospels,  Authorised  Version,  post  8to,  3s Bd,  Trad  <Soc  1847 

French,  8yo,  4s  Bel.TraelSo€.  1851 

Qreek,  8yo,  10s  6<i    Boston,  U,S...,ti$^ 


Lexicon,  New  Testament,  Qr.  and  Bog.,  8to,  S»  6d Tegg  i860 

— ^— -^— by  Blomfield,  8to,  18s Longman  1850 

— — Negris,  n.e.,  8fo,  10s  6rf  BamiUon  i8c6 

Condensed,  12mo,  7s  6d  ...  BeliSDaldg  .1851 


—  {B.J.)  Daughten  of  India,  their  So<»aI  Condition,  &c.,  fcap.  8to,  3s  M  ...  Ni$bei    i860 

-  (E.P.)  Interest  Table  for  Bxcheqoer  Bills,  India  Bonds,  &c.,  8to,  21s  WiUon  1851 

"  {E.S.)  Paganism  of  Bomanism  in  Ceylon,  India,  &c.,  post  8yo,  5s    Hope 185$ 

{F.)  Organisation  of  Army  of  United  Stotes,  2r.  ]2mo,  15s Pkiladeiji^.,.i%4i 

'"{Fred.)  Diary  of  the  Crimean  War  to  Fall  of  Sebastopol,  8vo,  14s  Benileg 1856 

—  (Geo.)  Nature  and  Pathology  of  Disease  of  the  Kidneys,  8?o,  Ss  6d  Churckiil  184a 

■  -■  Physiology  of  the  Circulation  of  the  Blood,  post  8to,  6s  Longmam  1857 

Preyention  and  Treatment  of  Mental  Disorders,  post  8ro,  6s Longmam  1859 

TniTels  in  Palestine  and  Syria,  2  r.  post  8vo,  21«,Co^m,*37— r.  6s  J7.  Bokn   1843 


•  ((7eo. T. )  Military  Architecture  of  Middle  Ages,  8to,  Is Simpkin 1859 

■  (J7.)  Acta  Apoetolorum,  Qreek,  with  English  Notes,  8to,  8s  Parker  S  Son  .1839 


•^—  (Adm,  H.)  Harry  Byelyn  ;  Bomanoeof  the  AtXsntic,  post  8yo,  5s    JaM.B(aAwood  1859 

Sea  Drift,  8to,  6s  6ii,  PitiMaih  1858;  12mo,  2s Ja$.BlatiBWoodiZfto 

(H.  C)  Misrepresentations  in  Wilberforoe's  Correspondence,  12mo,  2s Moxon  1840 

^  (ff.F^)  8ammer*s  Day's  Dream,  and  other  Poems,  12mo,  6s   Pickering 1853 

{H.  i^T.)  Concise  Mathematical  Operations,  870,  12s  CiMckmaH 1854 

— — -(/T.TT.)  Surreying  and  Narigation,  8to,  8s CineinmaH 1851 

{JoM.)  Art  of  Curing  and  Pickling  Meat  and  Fish,  12mo,  4s  Gd Longman  1846 

Making  British  Wines  and  Cordials,  12mo,  6s Longman  1848 


Suigical  and  Mechanical  Treatment  of  Teeth,  post  8yo,  10s   WebMler 1846 

Treatise  on  Inhalation  of  Vapour  of  Ether,  8to,  2s WthUer 1847 

(/mo.)  Worka,  Memoir  and  Note^  S  r.  post  8to,  18s— red.  to  9s  i^nois 1857 
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Bolimsoii  (/no.)  Andent  History  for  SehDob,  12mo,  9t  M C.  ff.  Law 1856 

Dictionary  of  ikw  Terms  employed  in  the  Courts  of  Bengal,  8yo,  lit  TrUbiur 1S61 

Grammar  of  Umyersal  History,  18mo,  Zt  6d   Whittaker 1844 

by  Tillotson,  18mo,  8s  6d  Allmtm 1855 

Modem  History  of  All  Nations,  12mo,  6s WhiUaJser 1843 

Fan)chial  Hymn  Book,  12mo,  Is  lOd J.ff.diJ.ParheriUo 

Theological  Dictionary,  8ro,  28s WhiUaker 1835 

-{T.B.)  Cemeteiy  and  Churchyard  Memorials,  2  r.  4to,  each  18s A.  Hall 1856 

Deagnsfor  Monoments,  Tombs,  &c.,  4to,  21s,  1856;  Y.  2,  i2s Atehley 1859 

Epitaphs  from  Cemeteries  of  London,  Bdinborgh,  Ico.,  12mo,  6s   ...  AtdUey ,...1859 

Gothic  Ornament  adapted  from  Nature,  imp.  8to,  21s A,  HcUl 1857 


«— (/.a)  Notice  of  Works  of  Art  in  the  Msgniao  Collection,  roy.  8vo,  i2* Cundall 1861 

Italian  Sculpture  of  Middle  Ages,  8.  Kensington  Museum,  8to,  7s  6<f..  Chapman  A  H,  1 862 

(/,£r.)  Account  of  Land  B^renue  of  British  India,  12mo,  8s Thadeer 1856 

Beligionof  Manhood;  Age  of  Thought,  12mo,  6s   BotUm^U.S.  ...1854 


(J.K,)  Leisure  Hours  in  a  Country  Parsonage,  12mo,  Ss Orr    1850 

(J.T.)  Sermons,  12mo,  8s  6d Jtimngion 1851 

{MaL)  Autobiography,  edited  by  J.  B.  Mayor,  12mo,  6f  Qd Bell  <Cr  JkM^    1856 

(Moody)  Coelebs,  the  Younger,  in  Search  of  a  Wife,  square  12mo,  6s  Hogg 1839 

(AT.^.)  Apostolic  Authority,  12mo,  If    SeeUp 1857 

(Mn.)  Heloise ;  or,  the  Unreyealed  Secret,  12mo,  is  6d  New  York 1850 

Language  jUDkd  Literature  of  the  Slavic  Nations,  8ro,  7s  M New  York 1850 

lifers  Discipline,  a  Tale  of  Hungary,  12mo,  Ss  6d  New  York 1852 

The  Exiles,  12mo,  7s  New  York 1853 

(Prtff,)  Sermons  on  Character  of  St.  Fftul,  8to,  8s Parker ik Son... i%^o 

{P.F.)  Designs  for  Cottsges  and  Villas,  roy.  ito,  i2t If.  Bohn  1839 

-  Farm  Buildings,  roy.  ito,  31s  6d if.  Bohn   1837 

-  Gate  Lodges  and  Park  Bntrances,  ito,  81s  6<<  Jf.  Bohn   1837 

Ornamental  Villas,  roy.  ito,  i6f ff.  Bohn   1837 


Burs!  Architecture,  ito,  i5s  Jff.  Bohn   1837 

Village  Architecture,  roy.  ito,  2is H.  Bohn   1837 

• Vitruvins  Britannicua,  folio,  *I%$M  H.  Bohn   1847 

{R.B.)  Woodbines,  a  Collection  of  Poems,  12mo,  Is  6d    Newby  1857 

(l2.j5.)TablesforOalcnlatingShare8inEailways,&c.,12mo,10s6(i,*45;7s6<<  E.  WiUon 1851 

{R.8.)  Nautical  Steam  Bngine  explained,  post  8vo,  7s SawndenA  0,  1839 

Observations  on  the  Steam  Ships  of  the  Navy,  8vo,  2s Saunder$  ie  0.  1847 

(^.)  Hot  Com,  life  Soenes  in  New  York,  cr.  8vo,  7s  6rf iVeis  York 1863 

{S.T.)  Kansas,  its  Interior  and  Exterior  Life,  cr.  8vo,  6c  6d  BoM<m,U,8.  ...1856 

\Tho.)  Christian  System  Unfolded,  8  v.  8vo,  2is ;  new  edit.,  1  v.  8vo,  12s.  HouUton  1848 

Scripture  Characten,  2  v.  8vo,  21s-  r.  tolOi  6ii,i/.J?oAi»,V;8^o,9s  T^g  i860 

— — — ^— -  Sermons  on  Papal  Suprema^  and  Infallibility,  8vo,  8«  6d Bivington  185 1 

The  Evangelists  and  the  Mishna,  8vo,  7s  6d Ni^bei 1859 


-{Wm,)  Breviary  of  the  Poor  Laws,  1887,  12mo,  lis    Stfvens  1837 

Descriptive  Account  of  Assam,  18i2,  8vo,  2is OtUU 184a 

— -  History  of  Edmonton,  8to,  26<,  iVtcfto2f— red.  to  lOt  6c< iT.  Bohn   1839 

'  Glastonbury  Abbey,  ito,  6s  NichoU 1844 

— Hackney,  2  v.  8vo,  i6s NichoU 1842 

Stoke  Newington,  8vo,  21s NichoU 184a 

Tottenham,  2  v.  in  1,  8vo,  i2s NichoU 1840 


Ma^strate's  Pocket  Book,  by  Archbold,  post  8vo,  26s Stevem  184a 

. Philosophy  of  Human  Happiness,  12mo,  2b  6d Simpkin 1845 

Self-Education  ;  or,  Nature  of  Mental  Culture,  12mo,  2s  6d Bimpkin 1845 

Sin  of  Conformity,  2nd  edit.,  8vo,  U6d  Judd  ds  Olau   i860 

(W.L.)  Pronoundng  Beading-Book  for  Children,  12mo,  8s  Lojtgman  1861 

BoblDHmCrusoe'sFarm  Yard  for  Children,  square  hf.-bd.,  8s  Deif  1850 

Kobiaon  {Jno.)  and  Tredgold  {Tho.)  Eudimentaty  Treatise  on  Carpentiy,  12mo,  Is  6d  WeaU 1859 

with  AUasof  PUtes,  ito,  is  6d  WeaU 1859 

Itobley  (i./.)  Selection  of  Madeira  Flowers,  folio,  21s  Beeve  1845 

Eobson  (Cha.)  Greek  Lexioon  to  the  New  Testament,  12mo»  7s  6d I/ouUton   1840 

(John)  Constructive  Greek  Exennses,  12mo,  7s WaUon 1853 

— — — Latin  Exercises,  12mo,  6f  64,  1846 ;  new  ed.,  ii  Qd   ...  Walton 1854 

First  Lessons  in  Latin  Reading,  12mo,  2s  6c{    Walton 1850 

Questions  on  Dr.  Schmits's  History  of  Rome,  12mo,  2t Walton  1847 

{RoU.)  Masons*,  Bricklayer^,  Plasterers',  and  Decorators'  Guide,  ito,  86s  ...  Hatjgar  ...1859-62 

■ • On  the  Arts  of  Decorative  Design,  Pts.  1  to6,  fol.,  each  10s WeaU 1849 

(WmJ)  Great  Sieges  of  History,  new  ed.,  with  Delhi  and  Lucknow,  p.8vo,  6fi  BoutUdge  1858 

JohnRailton;  or.  Read  iMid  Think,  12mo,  Zs6d BouUedge  1856 

— ^ life  of  Cardinal  Richelieu,  new  edit.,  12mo,  6« BoutUdge 1854 

" ■ Old  Play-Goer :  Theatrical  Reminiscences, p.  8 vo,  7s  6d,ifasters/46;  6s  Longman  185! 

' The  Widk  ;  or.  Pleasures  of  Literary  Associations,  12mo,  St Smallfield 1836 

- — -  (VK./.)  Love  and  Loyalty,  a  Play,  8vo,  8f  6c/  Lacy 1855 

Kolaan's  Lithographed  Arithmetical  Exercises,  1st  series,  on  92  cards,  with  Key,  3s...   WhiUaker  1853 

Hoby  (ir./.)  Blementaxy  Latin  Grammar,  12mo,  2t6<i  MacmtHan 1862 

' —  (-^"O.)  Legendary  and  Poetical  Remains,  with  Memoir,  post  8vo,  10<  M — ^red.6s  U,  Bohn    1861 

Seven  Weeks' Tbnr  in  Belgium,  &c,  2v.  postSvo^  26f Longmati  1838 


«54  ROBY BOOERS  [ftreum  CiuiMti 

Bobj  (/no.)  Time  Sbtmi ;  or,  PImI^  Vtmmi,  and  Futon,  12iiio^  1«  M  Oroomiridgt  ..,it^ 

Tiaditioiui  of  LuieMliire,  -2  wria,  2  t^  Moh  i2$ ;  n.  ed.,8  t.]>.8to,81j6J  CoBmrm i^io 

— -(if.jr.)  ChUdrni  Mid  their  Thought!,  12mo,  U AylaU it6a 

— — —  Story  of  aHoniehoId,  and  other  Poems,  12mo,  6« MacmiUam    ...i86t 

{R.)  Hooloo,  and  other  Poema,  foap.  Sro,  2f  T.  RitkanUm  liso 

Boby  Family  ;  or,  Battling  with  the  World,  by  A.  L.  0.  B.,  12mo,  2«  &d  Xelmm  1S5I 

Boohat  {A.)  Meditationa  on  Heaekiah,  translated  by  Han,  12mo,  U Longman  1S39 

Boehan  (if.)  Wanderings  throogh  Italy,  1850-61,  2  ▼.  poet  8to,  18« Benilof iS^3 

Jloehe  {Amtaniii)  Da  Style  et  de  la  Composition  Littirain,  2nd  edit.,  12mo,  8«  dd   ...   WiiUcumg  ^N.  itii 
— — ——  Histoin  dee  Principanx  Bcriyains  Fian^aia,  n.  e.,  2  y.  in  1,  p.  8to,8«  WUiiamu  ^  N.  tS6o 

Pontes  FranfaJs,  Beeoeil  de  Moroeanz  Choisis,  6th  edit,  cr.  8to,  6f .   WiUiam»  ^ N.  1S60 

Proeateow  Fnn^aia,  Piioes  ChoisieB,  12mo,  6< Roltutdi xSso 

aii<2Philaret(ir.)HiBtoindeFianoe,2r.  8yo,  IIm MiuAtU iM 


—  i/uL)  Fablea  NouveUes,  12mo,  2i  W C.  H,  Law it^i 

(Mr$.)  Children  of  the  Abbey,  n.e.,  12mo,  If  6<f,'56  ;  32mo,  1«  6ci  &  2f  6<f  Siwipkin \%i\ 


Koehefoneanlt  {Pra.)  Beflections,  &e., with  Notes,  12mo,  4f  6<<,£on^aiai»,'so;  82mo^l«  AUman 1^ 

Boehette  {Raaul)  Leetores  on  Ancient  Art,  post  8to,  5t A.  If  ail 1S54 

Bochfort  (/.)  Adventuns  of  a  Snrreyor  in  New  Zealand,  12mo,  l<6d   Bogue    1S53 

Bock  {Dan,)  Church  of  our  Fathen,  8  r.  Sto,  eis,  Dolman^nd,  to  48« /.  JL  Smiikii49'SZ 

——— Did  the  Barly  Church  in  Ireland  acknowledge  the  Pope  f  8to,8«  8(2  Dolman 1844 

.     ■  Hierurgia;  or,  Holy  Sacrifice  of  the  Maas,  8ro,  16«— red.  to  12t  Dolmen iSsi 

Bock  of  Israel,  a  Word  to  the  Distressed,  82mo,  1«  M  A.  HaU 1S47 

Boekingham  (Marq,)  Memoin  of,  by  Earl  of  Albemarle,  2  r.  8to,  80«   Beniiey 1S51 

Bockin^m  ;  or,  the  Younger  Brother,  a  Novel,  8  y.  poet  8yo,  31«  6<2,  '49;  12mo»  1«  RonlUdffe  1853 

Bockliff  (R.)  Literary  Fables,  from  the  Spanish  of  Triarte,  fcap.  8to,  6t LongtMM  1851 

Boekliff's  Bankers'  and  Merchants*  Time  Tables,  folio,  7«  6d Simptm 1861 

Boeka  of  the  Wrekin  and  What  is  Written  upon  Them,  by  a  Lady,  12mo,  It   HonUUm   1861 

Boekstco(fr.5.)  Abbey  Lands,  a  Tsle,12mo,  6<  Matien 1857 

■  and  Hill  ((?.)  Stories  on  the  Commandments,  new  edit,  18mo,  2f  ..  Maaten 1856 

Boekwell  (C.)  Sketches  of  Fonign  Travel,  2  t.  8to,  18t Wiley 1842 

—(/.^.)  Spanish  and  Mexican  Law  of  Mines,  Sto,  42t New  York 1852 

Boden  {Earl)  Progress  of  Beformation  in  Ireland,  new  edit,  12mo,  2$  6d    Nitbei    1852 

Bodenberg  {JuUua)  Island  of  the  Saints,  a  Pilgrimage  through  Ireland,  poet  8ro,  9«  .  Ckapwutn^ff,  1861 

Bodenhurst ;  or,  the  Church  and  the  Manor,  by  KM.  I.,  8  r.  post  Svo,  3U6d   Mortimer  1844 

Bodger  (A 2ex!.)  Poems  and  Songs,  12mo,  Bt  Longman  183$ 

{Wm.)  Feudal  Forms  of  Scotland,  Viewed  Historically,  8ro>  lOs  M    Bamiliom  1837 

Bodgen  (/.)  The  Man  Emmanuel,  a  Beview  of  our  Lord's  Chancter,  &c.,fp.8vo,2«6<i  Seeley 1861 

Bodman  {Ella)  Catanise  ;  or,  the  Beal  and  Ideal,  12mo,  3i New  York 1853 

Bodrigues  (A.)  Ptacticeof  Christian  Perfection,  8  v.p.Svo,  19f  6d\  n.e.,2  r.  12mo,  6t  Burns    1849 

— — ^  Virtue  of  Humility,  from  the  Spanish,  edit,  by  0.  Shipley,  fcap.  8to,  2t  Masien 186 1 

{E.A,)  Hindoo  Castes,  Noa.  l*2i,  4to,  each  7s  Adcerwunm   ...1846 

Bodwell  (Aane)  Child's  Pint  Step  to  English  Hiatory,  new  edit,  sq.  16mo,  29  6d A.  Mall 1853 

Scotch  History,  new  edit,  16mo,  Si  6d GrifiikJkF.  ...1853 


Juvenile  Pianist,  16mo,8«6(i Chapman dcB.il^i 

((?./r.)  Memoin  of  an  Umbnlla,  4to,  7s ^. Madbenne 184$ 

•  Old  London  Bridge,  a  Bomanoe,8vo,  14j,'49;  ^'^'t  8t  6d,'59;12mo,2t  Lea i860 


.  Woman's  Love  ;  or,  Smiles  and  Tears,  poet  8vo,  10«  6d,  1846  ;  2f  ...  Lea 1853 

-(/as.)  History  and  DevasUtiog  Chancter  of  Bats,  12mo,2f,'48  ;  n.  e.,le  6d  RonOedge  i860 

—  Queen  Con;  or,  Slavery  and  ita  Downfall,  poet  8vo,  2t  6d Rimer i8$6 


{Marjf)  Caroline;  or,  Pleasun  of  a  Birth-day,  16mo,  2«  M Ckapmand:B.  1835 

-  New  Scenes  for  Youth,  16mo,  2m  6d Chapman  ^  B.  li'^y 

-  Spoiled  Child  Beclaimed,  16mo,2t6d   Chapman ^ B,  li'yi 


Boe  {A, 8.)  A  Long  Look  Ahead  ;  or.  First  Stroke  and  the  Last,  new  ed.,  12mo,ls  6d  Simpkin i8s5 

How  Could  He  Help  Itf  12mo,  If  6d Simpkin i860 

«-  I  've  been  Thinking ;  or,  the  Seent  of  Socceas,  12m6,  1«  6d  Simpkin 1854 

lake  and  Unlike,  a  Novel,  12mo,  7<  6d  New  York 1862 

«  Star  in  the  Cloud  ;  or,  a  Daughter's  Love,  12mo,  1«  64 Simpkin 1857 

-Time  and  Tide,  12mo,  la  ed Simpkin 1859 


To  Love  and  To  Be  Loved,  12mo,  Is  6if   Simpkin 1S55 

-  True  to  the  Last ;  or.  Alone  on  a  Wide,  Wide  Sea,  12mo,  Is  td  Simpkin 1858 

{O.B,)  Treatise  on  Whooping-Oough,  Svo,  8f ChttrekiU  1838 

(Pei.)  Memoir  and  Conespondence,  by  Madden,  Svo,  14s     Longman  1842 

—•  ^^.B.)  Analytical  Arrangement  of  the  Scriptures,  2  V.  Svo,  24s  B.K.  Lewis  ...i^S' 

Boebuck  (/.A.)  History  of  the  ¥rhig  Ministry  of  1830,  V.  1  and  2,  Svo,  28s Parker  ^ Son  .}%s^ 

— —    Plan  for  Qovernment  of  our  English  Colonies,  Svo^  7s  Hd Parker  df  Son..  ii^<) 

Boelker  (B.)  Constitutions  of  France,  Monarchical  and  BepuUican,  12mO)  ds6d    ...  Boston,  CS.  ...1849 

Notaries-Public  Manual,  Svo,  7s New  York 1853 

Boemer  (/.)  Polyglot  Header,  Engl,  Fr.,  Qerman,  Italian,  and  Spanish,  Svo,  ea.  6s  6<2  New  York  ...1855-6 

Study  of  Fnnch,  12mo,  8s    New  York 1850 

Boger  {Cha.)  Collation  of  the  Saond  Scripturea,  4to,  10s  Bagster 1848 

History  and  Bise  of  Canada,  Svo,  9s Qucftec   1856 

Boger  of  Wendover,  Flowenof  History,  transl.  by  GHlea,  post  Svo,  6s U,  Rokn    1849 

Bogeri  de  Wendover,  Chronica,  kc.,  edidit  Coxe,  6  v.  Svo,  60s Petheram  ...1841-2 

sive,  Flores  Historiamm,  cum  Appendioe,  Svo, 64s  ...  Eng.Bist^Socit^i-^ 

Bogen  (Cha,)  Familiar  lUustntiona  of  Soottiah  Chancter,  foap.  Sro,  2s«<f   G^ifbt    1861 
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fiogen  (C!la.)  Hiatory  of  St.  Anarewa,  12iiio,  8«  (M Longnum  .   ...1849 

Sterad  MinBtrel:  a  Oolleeticm  of  Spiritoai  Songs,  82ido,  Zs  6<< ffouUton   1S59 

Soofetiafa  Minstoel,  with  Memoirs  of  the  Poets,  6  r.  SOf ;  n.  e.,8  y.  21«  Longman  .^....1858 

Week  at  the  Bridge  of  Allan,  and  iii  Spa,  12mo^  5»  Zofi^num  1853 

-(J^iao)  Poems,  12mo,  6« ffunidiB.   ...1857 

-  (^.C)  Philosophy  of  Mysterious  Agents,  post  8to,  6« Botianf  27.^.... 1853 

'(E.B.)  How  to  Speak  Hindnstani:  a  Gkdde  to  Conversation,  12mo,  It  6d   ...  AlUndsOo 1861 

''(P.N,)  Law  and  Practice  of  Bleotions,  bj  Power,  12mo,  80<,  1847 ;  n.  e.,  25j  8ieven$  1857 

Practice  of  Ecclesiastical  Law,  Sto,  86f    Benning 1849 

-  Registration  of  Voters' Act,  12mo,  3$  dd StevenB  1843 


-  ((?09.)  Lectures  on  the  Book  of  Bevelation,  12mo,  6t Snow 1847 

Ify  Adopted  Ooontiy,  Poems,  12mo,  3f   New  York 1854 

'(O.A.)  Bethany  ;  or.  Christian  Bxperienoe  Unfolded,  12mo,  6$ /.  If,  Jackmm  1846 

-  Folded  Lamb,  Memoirs  of  a  Son,  p.  8ro,  4s  6(2,  '49 ;  new  edit.,  2f  6d  Wertkeim 1857 


Footprints  of  Jesus,  8  series,  12mo,  each  la  6<f ;  1  r.  8«  JtM   1856-60 

Jacob's  Well:  Religloas  Bssays,  12mo,  4s,  1844  ;  new  edit.,  If  6d  ...  Jiel,  Tro/d  8oe.  1849 

Sermons  at  ClaphMn,  12mo,  6$ HaJlehard 1847 

-  Sore  Anchor  ;  or.  Salvation  and  Begeneiatbn,  new  edit.,  12mo,  2t  6d  J.H.  Jaek$an  185a 

Valour  of  Fkith;  Gospel  in  the  Life  of  Gideon,  12mo,  2t  6<i Wertkeim 1859 

-{0.  W.)  Shipwrights'  Own  Book,  2  r.  post  8ro,  18s New  York 1849 

-  (ffen.)  Eany  on  the  Life  and  Genius  of  Thomas  Fuller^  16mo,  2t  6d  Zon^rsum  1856 

Bssays  from  Edinbnigh  Review,  8  y.  8to,  84s  (M,  '50 ;  8  r.  12mo,  21«  Longwum  1855 

-  Help  to  Family  and  Private  Devotion,  post  8vo,  4s Wkittaiser 1843 

-  Lectures  on  English  Grammar  and  Composition,  2s Bail  1837 


Reason  and  Faith,  their  Claims  and  Conflicks,  12mo,  Is  fid    Longman  1850 

(lfrs.J7.)  Bxperienoe,  Lettem,  Journal,  Ice.,  18mo,  8s  6cf  Mason  1850 

{ff.J}.)  Survoy  of  Geology  of  Pennqylnmia,  8  v.  roy.  4to,  8^  8s BlackwoodB   ...1859 

^(Jokn^CompUer  of  the  IttEnglith  Bible)  Uie  of,  by  Chester,  8vo,  14s   Longman  i86z 

(J.B.TTi  Bdncation  in  Oxford :  its  Methods,  Aids,  &c.,  post  8to,  6s   Smith  «fe  Elder  i86z 

Law  of  Settlement  a  Cause  of  Crime,  8vo,  Is Smith  A  Elder  ti6i 

IJ.O.)  Bssay  on  Antipopery,  12mo,  7s  6(2,  1839  >  ^^  ^^  l^mo,  2s  M    ...  Simpkin 1843 

Fruit  Cultivator,  new  edit.,  12mo,  5s Longman  1851 

— I^ectures  on  Christianity  and  its  Evidences^  12mo,  2s ^.  Z.  (Trem  ...1855 

•the  life  of  Christ,  12mo,  6a,  1849— red.  to  4s  Mamilion  1850 


■  Vogetable  Cultivator,  12mo^  7s,  1839;  new  edit.,  5f Longman 1851 

>  {/.J.)  Directory  for  Management  of  Poultry,  fcc,  new  edit.,  12mo,  2s   Dean ...1858 

(/.IF.)  Appeal  for  the  Irish  Peasantry,  8vo,  8«    E,  Wilton 1847 

Goun^  Court  Extenmon  Act,  12mo,  2f  6<i  Benning. 1850 

"  Facts  and  Fallacies  of  the  Sewerage  of  London,  8vo,  8s  M   AU^iUy 1857 

-(ifory^eZtfa)  Domestic  Life  in  Palestine,  post  8vo,  10s  6(2    BeUA  J>dUiy..,\%hi 

' (Sam.)  Italy,  a  Poem,  4to,  illust,  42a,  1838  ;  cr.  8vo,  16s,  184a  ;  fp.  8vo,6f...  Moxon  1848 

Poems,  4to,  illust.,  42s, '38  ;  or.  8vo,  16s;  fcap.  8vo,  6s;  24mo,  8s  6(2  Moxon  1848 

: with  Italy,  new  edit.,  16mo,  St;  illust.  12mo,  9s Moxon  1856 

—  with  Illustratious,  fcap.,  8s  6<2  ;  fine,6a  BoutUdge  i86a 


— Reoolleotions,  edited  by  his  Nephew  W.  Sharpe,  12mo^  6a Longman  1859 

Table  Talk,  and  Porsoniana,  poet  8vo,  10s  6(2 Moxon  1856 

— (S.)  Reports  on  Asiatic  Cholera  in  the  Madras  Army,  8vo,  10s  6(2 Richaird§on  ...1854 

< (5.^.)  Elementary  Treatise  on  Iron  Metallurgy,  8vo,  26f  Lockwood  1857 

(Wm.)  Jesus  Comes  and  Quickly,  12mo,  8s  6<2 Nuhet    1849 

Bogem  (m  the  Articles,  8vo Parker  Soc.  ...1853 

BogeiBon  (/no.)  Chancery  Practice,  1847,  8vo,  12t Sweet 1847 

" (/.^.)  Musings  in  Many  Moods,  8vo,  10s  6(2 Partridge 1859 

Poetical  Works,  12mo,  6s  Oilpin    1849 

Rhyme,  Romance,  and  Revery,  poet  8vo,  7s  6(2    Pickering  1840 

B4)get  {P,M.)  Thesaurus  of  English  Words  and  Phrases, p.8vo,14f,*5a;  9th  ed.,10s  6(2  Longman  i860 

Treatise  on  Animal  and  Vegetable  Physiology,  8rd  edit,  2  v.  8vo,  80s...  Pickering  1840 

— ■ — — — ^^—  Electricity,  Galvanism,  ftc.,  8vo,  4s Baldwin    1848 

Physiology  and  Phrenology,  2  v.  post  8vo^  12s Simpkin 1838 

Bohner((?.  IT.)  Art  of  Singing,  f oUo,  4s  Coeka 1856 

Practical  Treaiue  on  Musical  Composition,  new  ed.,  4to,  15s;  Key,  6s  Longman  1854 

Bohr  (2>./,/^.)  Palestine  in  the  Time  of  Christ,  fcap.  8vo,  6s Hamilton  1843 

(JM.)  The  Idealiat,  a  Dramatic  Poem,  fcap.  8vo,  2s Parker  A  Son.,. 1%^'^ 

Bokitaasky  ((7.)  Manual  of  Pathological  Anatomy,  2  v.  8vo,  81s  6<2 PhUadtljfkhia...i%s^ 

"r Path(dogical  Anatomy,  4  v.  8vo  8ydenK€mSoe,^^$^ 

Bolaod  ((?.)  Introductory  Courae  of  Fencing,  2nd  edit,  8vo,  8s  6<2 ^mpkin 1846 

Modem  Gymnastics,  roy.  8vo,  8s  6(2 Simpkin 1854 

BoiandPercie  ;  or,  the  Elopement,  a  Novel,  2  v.  post  8vo,  21s Newbg   1846 

^ Trevor;  or,  the  Pilot  of  Human  Life,  12mo,  7s  6(2 Philadelph4a.,.j%^\ 

^oUadi's  Italian  and  English  Dialogues,  18mo,  2s  6(2 Bolandi iS'sa 

Rolando'a  Travels  ;  Or,  a  Tour  Round  the  World,  2nd  edit,  2  v.  12mo,  each  8f  6(2 ...  BoutUdge  i8ca 

Boleck  (A)  Select  Works,  2  v.  8vo H"o<2nwi8^....  1849 

BoUe  {A.)  Baaay  upon  the  Ghost-belief  of  Shakespeare  (private  circulation),  8vo    ...  Hope 1851 

^^nU.)  Oath  of  Allfiglanoei  a  Tale,  2  Y.  post  8vo,  21s SaundendfO.  1847 

4  p 
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Roll  of  Boyal  OoDego  of  Ffajneiuis,  London,  oomp*  hj  W.  Monk,  Y.  1  ft  S,  8to^  ea.  12t  Lemgmm ' iMi 

EoUwton  (/.P.)  Sermons,  with  an  Introdneiion  by  his  Fkther,  18mo,  U  td WIdUakBt 1S41 

BoUin  (Cha.)  Ancient  Histoiy,  6  r.  8to^  42«,  XonjrmoM,  1835;  n.  e»,  0  ▼.  8vo^  27s    Ttyg  1S59 

4t.  8TO»82t   i»*aKfc^p««...il53 

8to,  2l«,  F*rh»«  ;  2  y.  in  1, 107.  8yo,  12i H.  Bolm 1843 

Life  and  Notes  by  BeU,  2  y.  roy.  8yo,  26«  BlacUe. 1849 

abridged  by  Kiloh,  12mo,  U if.  B<Jm  1845 

semodelledby  Shoolbred,  3  y.  12mo^  16s Oroombridge  ...t%^^ 

Alts  and  Sdenees  of  the  Ancients,  roy.  8yo,  lis  BlaebU  ^ 1847 

(Xedm)  Decline  of  Bngland,  post  8yo,  6ff Cft«rto» 1850 

BoUok  (A)  Works,  2  y.  8yo,  50t   WodnmSoe^  «.  i 

De  Viti  et  Morte,  Namtiones,  edit,  by  Dr.  Lee,  4to  BwKMtigM  CI  iM 

BoLW  CousT,  BspoftTS  or : — 

BeaYan,  V,  1  to  80,  flW  Is  W Slemmt 1838-^1 

Rolph  (7%o.)  Inqniiy  into  Emigration  and  Colonisation,  8yo,  12«  MorUmur 1844 

Rolt^Cb^.)  Treatise  on  Moral  Command,  post  8yo,  8« Cfowef 184* 

Bomaie  Beauties  and  Trojan  Humbngs,  by  Battlebrain,  12mo,  ls6<i Tweedie 1858 

Bomaine  (R,D,)  Life  and  AdYentares  ;  or.  New  Age  of  Gold,  poet  8yo,  7s  6<i J^oaton,  UM.  ...1856 

(lfm.)Woiks,  new  edit.,  8yo,  8«  W iVefwi*  1850 

. Traatise  on  Faith,  18mo,  81,  A.  Hall,  1847— red.  to  2s  6<f   B.  Boh»  1851 

12mo,  4s  6<l,  IF.  CoUina,  1849  ;  3s RoutUdffe 1850 

Soman  Candles,  Sketches  from  Household  Words,  er.  8yo,  8s Ckapman^HAi^i 

Catholicism  in  Spain,  by  an  Old  Resident,  12mo>  4s  Oroambridffe  ..liSS 

-*— delaManikine,  parP.  De  Beimee,  ed.  Michd,  4to BamMtfyM  CI  1840 

LoYors,  a  Tale,  poet  8yo,  8s  6<f BvU 185* 

Somance  and  its  Hero,  by  Author  of  Magdalen  Stafford,  2  y.  12mo,  12s  BeUJtl>ald9.,.i%s^ 

of  a  Dull  Life,  2nd  edit,  post  8yo»  9s  6ct  L<mgmcm  1861 

Seafiuing  life,  12mo,  6s ChwrUm i84» 

AdYsnture;  or.  Tales  of  Heroism,  new  edit,  12mo,  8s  6cl JtotUUdife 1856 

Brutus  the  Trojan,  a  Poem,  fcap.  8yo,  8s  dd   HamUkm  i860 

Forest  and  PrJrie  Life,  12mo,  new  edit,  Is C,  B.  CUtrke  .1853 

Modem  TraYol,  8  series,  12mo,  each  yoL,  5s Bogue 1849-51 

Syr  Tryamoure,  ed.  Halliwell,  post  8yo Percjf  Soe, n-d. 

the  Bush,  by  E.  P.  E.,  12mo,  8s  M  Bladbwood»  ...i8s5 

■  ■       Emperor  OctaYian,  edited  by  J.  0.  Halliwell,  poet  8yo  Percy  Soe, i8+f 

SeaSerpent,&c,  12mo,  2$  M Camiridge^U.S.'yi 


Somancesof  Many  Lands,  8  y.  poet  8yo^  81s  dd BaUUy 183$ 

Bomanis(  If.)  Sermons  preached  at  St.  Maiy^s,  Reading,  12mo,  6s    MaemiUM    ...1863 

Romanism  an  Apostate  Chnroh,  by  Non-Clericus,  post  8yo»  6s    Longman  1851 

Romans,  Epistle  to,  RcYised  by  FIyc  Clergymen,  roy.  8yo,  2s Partertk  Son  1857 

Romantic  Fiction  :  Tales  from  Fouqu6,  Tieck,  &c,  12mo,  7s,  J3iinis,*43~red.  to  4s  LumUg 1843 

Talasof  Gnat  Men,  new  edit,  12mo,  2s ixunUri 1858 

Spain,  new  edit,  12mo,  Is  6<i    Lambert 185* 

Romaunceof  theSowdoneof  Babykme  and  Perumbrss,  4to    RoaAwrgheCL  1854 

Romberg  on  Diseases  of  NerYcs,  2y.  8yo  Sgdoiham  Sociis'^ 

Rome,  and  the  Abbey :  being  a  Sequel  to  Qeraldine,  12mo,  6f  Bums 1849 

— Eariy  Christians,  newed.,  12mo,  Is  (Popular  Library) JtoutUdge  1851 

asseen  by  a  New  Yorker,  in  1848-4,  12mo,  6t New  York 184S 

—  from  Earliest  Reoords  to  Extinction  of  Western  Empire,  8  y.  cr.  8yo,  29s  6<f...  Chrism   1853 

>— ^  its  Bcclesisstical  and  Social  Life,  poet  8yo»  10>  6d    Newhg   i8iS 

Temper  and  its  Teachings,  12mo,  2s6<i Rd.TradLSoe...i^^ 


Pegan  and  Papal,  by  an  English  Resident  in  that  City,  12mo,  6s BamiUom  1846 

Rome's  Orders  not  Yalid  in  England's  Church,  fcap.  8yo,  2»  6d Werlkeim  i860 

Rom«r  (A.)  Hints  to  Landsmen  on  Sea  Voyages  and  Sea  SicknesB,  12mo,  Is  6d  Orr (844 

(^Va.i  Physiology  of  the  Human  Voice,  12mo,  4f  Leader  1845 

{2ir9,)  Bird  of  Passage  ;  or.  Flying  Glimpees,  3  y.  post  8yo,  31f  M BeMfleg 1848 

Filia Dolorosa:  Memoirsof  Dnch.d*Angoul6me,2Y.8YO,24s,  '5a;  p.8YO,12s  BenMeg  185} 

Pilgrimsge  to  Temples  of  BIgypt,  frc.,  1846-6,  2  y.  8yo,  28s BenOeg 1847 

■    ■       Ramble  to  the  Rhone,  the  Darro,  &o.,  1842,  2  y.  8yo,  28s    Bendleg  1843 

-^ —  Stunner,  a  Tale  of  Mesmerism,  kc.,  8  y.  post  8yo,  81s  6d Bentleg 1841 

RomiDy  (/.)  Gradnata  Cantabrigiensis,  new  edit,  8yo,  10s    BeUd:J)aldg...JisS 

(Sam.)  Memoirs  of,  edit  by  his  Sons,  8  y.  8yo,  80s,  1840  ;  2  y.  12mo,  12f  ...  Mnrrog 18^ 

Ronalds  (il//.)  Fly-Fisher's  Entomology,  8yo,  14s    Longman  tis^ 

Ronaldson  (Jtftst)  Knitting  and  Netting  Book,  2s ;  Crochet  Woi^,  16mo,  2s  M  NtUon    1847-8 

Rondeau  (/as.)  Elements  of  Truth,  ISmo,  2s  6ci Bovghion 1835 

Roney  (C.P.)  How  to  Spend  a  Month  in  Ireland,  8yo,  Is  SmiUh^  S(m...Ji6i 

Rouge  (J,df  B,)  Practical  Guide  to  the  English  Kinder  Garten,  sm.4to,  7f  6d Bodgton   1855 

Roods  (^.C)  Treatise  on  Spinal  Affections,  18mo,  2s    BailUire   1841 

Booke  {EliMa)  Retreat :  for  Talking  Age,  and  Whispering  LoYers,  12mo,  8s  Od Binna '854 

—  (/ho.)  Geology  as  a  Science,  new  edit,  12mo,  6s    Bidgwag   1840 

■  (OdL)  Guide  to  Jeivey,  Guernsey,  and  Sark,  new  edit,  12mo,  8s Booth 1858 

Guernsey  and  Sark,  Is  M,     Jersey,  1«  6d. 
.  Life  of  the  Moselle,  from  its  Source  to  the  Rhine^  roy.  8yo,  21s    Booth >857 
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Rooke  (OcL)  Ode  on  tike  Maniage  of  the  Princen  Boyal,  4tOy  5$ ^..7..7.\.....  SbM.„ 1858 

RookB  {CO.)  Profitand  Diaooont  Tablet,  new  edit.,  by  Fergneon,  long  8to,  8f  6d Tegg  1861 

Koorbaoh  (0,A,)  Biblioiheca  Amerioana,  roy.  8to,  85j  ;  8  Sapplementa,  eaoh  16»   ...  New  Yorik  i852-6» 

Booee  (JL if.)  Genera,  Fast  and  Praient,  fcap.  8to»  8«6<2  JUmgnuM  i86» 

The  CbnToh,  her  Sehoola,  and  the  Gleigy,  by  DaTia,  Svo,  lOf  M ffalekard 184a 

(iSbM.)  Wine  and  Brandy  Dealar*!  Guide,  8to,  ttM Wkiitaker 1836 

Boot  (G,F.)  Tonng  Man's  ffingtng  Book,  oU.,  6« New  York 1855 

(/.)  Homnsof  Delirinm  Trsmeni,  8to^  14«    New  York 1844 

~  (iV;  W.T.)  School  AmneementB  ;  or,  How  to  make  School Intararting,  ISmo^  7$  M...  New  York 1857 

Boot  of  the  Matter  ;  or,  the  Village  dan,  18nio,  U  Od Matien i860 

Boper  (Jfoen)  Beoape  from  Ameriean  Slayeiy,  by  Price,  18mo,  Sf  6d  ffarveg 184a 

(JZ.i8.)  Law  of  LegMiea,  hj  White,  2  y.  roy.  8yo,  68« Benmrnff 184.7 

{Wm.)  Nature  and  Management  of  the  Horse,  12mo»  8t  Colder 1844 

Boqnee  {A,)  Stndy  of  the  French  Language,  lihno,  8s  6d   A^Ukor 1855 

Borke  {J.)  Use  of  the  Gbbea,  displayed  in  Problems,  18mo,  2* Simpkin 1844 

Bon  Grey;  or,  the  Officer*s  Daughter,  a  NotoI,  8  r.  post  8to,  81t  6<i  HwrHAB.   ...1856 

the  Work  Gicl,  a  TUe,  18mo,  Is  Simpkm 1847 

Bosn*8  Childhood ;  or,  Breiy-Day  Scenes,  18mo,  ls6<f    Rd.  Traei8oe,i%i^ 

Bosalie;  or,  the  Truth  shall  make  yon  Free,  12mo,  8j  6(f,  1856— red.  to  Is  6<i  A,  HaU i860 

Bosalind  and  Felicia  Leyoester ;  or,  the  Sisters,  new  edit.,  12ino,  8j  6<i  BeiUleg 1854 

Boeanumd,  a  Poem,  post  Sro,  6f 8ammUr9dt  0,  1851 

Boaaiyof  the  Virgin  Mary :  Selection  of  Pbetry,  12mo,  4$ T,  RUkairdmn  1847 

Bosooe  (Ben.)  Digest  of  the  Law  for  1884,  12mo,  18s  ;  1886,  12mo^  lOt  M Swed 1835-6 

of  Bridence,  NisiPrins,  10th  edit,  8to»  81s6<f    ...  SUfBow  1861 

Italy,  Switserland,  ftc.,  illustrated,  8  y.  4to,  68t  P.JaOemm 1838 

-^— — --^  Liyeeof  Bminent  British  Lawyen,  12mo,  6«^  1838 — ^red.  to  8t  6<i  ...  Xon^mum  1850 

^-*— -^—  Law  of  Eyidence  in  Criminal  Caaes^  5th  ed.,  by  Power,  roy.  12mo,  80s  Stefint  1861 

(Tko.)  Battles  of  Bngland,  roy.  8yo,  is  AppUgard 184S 

-  Belgium,  in  a  Picturesque  Tour,  royal  8yo,  21s   LoHgmcm  1841 

'  Book  of  the  Grand  Junction  Bailwaj,  8yo,  lis  Orr 1839 

London  and  Birmingham  Bailway,  8yo,  16f TiU 1839 


-Buttezi|y'sBaUandGzaaihopp6r'8Feast,newed.,8m.4to,ls— oold.,2s6<l  Batwwtk   1855 

•  Histoiy  of  the  London  and  North-Western  Bailways,  8yo,  10s  M RouUedge  1848 

-Last  of  the  Abencerrages,  and  other  Poems,  post  8yo,  7s6<i Piekaing  1850 


life  of  Ceryantes  (Fkmily  Libraiy),  18mo,  5s,  1839-^red.  to  8s  6<f  ...  Tegg 1848 

liyes  of  Kin^  of  Sngland,  V.  1,  poet  8yo,  10s  6<^  CM.,  '46— r.  to  5s  C^rke   1848 

Tour  in  the  Isle  of  Wight,  8yo,  12« Ha/rwood  184a 

•^. —  Wanderings  in  N.Wales  k  S. Wales,  r.8yo,ea.25s;  n.e.,  p.8yo,ea.l0s6(i  H,  Bokn i86m 

(W,)  Life  of  LeoX.,  n.  e.,  2  r.  8yo,  24s,  1846  ;  2  y.  12mo,  7s ff.  Bohn    1846 

-2y.  12mo,  7s;  Lorenao,  12mo^  8s  6d  Bogue 1846 


Lorenxode  Medici,  n.  ed.,  8yo,  12e,  1845  ;  12mo,  8s  M B,  Bohm  1846 

Poetical  Wo  As,  16mo,  2s  6d ^ WardALodt,.,i9s7 

{W.C)  Poems  and  Bnays,  edit,  by  B.  H.  Hntton,  2y.  post  8yo,  21s  Chapman  <Cri7.i86o 


Bose  (Oto.)  Diaries  and  Correspondence,  2  y.  8yo,  SOt,  Bentleg,  1859— red.  to  10s  6c{  Biden i86a 

~   ((?.J7.)  Afghans,  Ten  Tribes,  Kings  of  the  East,  &c,  8yo,  2s  6d ffaiehard 185a 

-^(^eii.)  Analytical  Manual  of  Chemistiy,  I7  Griffin,  8yo,  16s Griffin    183a 

__.  Chemical  Analysis,  newedit^  2  y.  8yo,  16s Tegg 1848 

-Introduction  to,  by  Normandy,  8yo,  9s Tegg 1848 


Table  of  Quantitatiye  Analyses,  roy.  8yo»  6s /,  C%apmaii...i85o 

Essays  on  Architeetnre  in  England,  8yo,  7s  ^o^iie    1844 

—  (ff.O.)  Graduated  Series  of  Exercises  on  the  Elements  of  Budid,  12mo,  Is  Bell  ds  IkUdf  .1855 

—  (^./.)  Biographical  Dictionazy,  12  y.  8yo,  10^  16s,  1847;  new  edit.,  5/ 8s FeUowet 1853 

■  Goi^l  an  Abiding  System,  8yo,  4s  6<i  Bivinglon  1837 

-  Sermons  on  Duties  of  the  Clergy,  new  edit.,  8yo,  9s    Bivinglon  1847 

{Jag.)  Guide  to  the  Iron  Trade  ;  Stock  Trsder's  Assistant,  8yo,  8s  ed Mining  QffL  ...1858 

-  The  Concise  Historian,  for  Schools,  12mo,  Is    Simpkin,,. » 1855 

—  {Maj.)  Chapters  on  Horses,  Hunting,  and  the  Turf,  12mo,  2s  6<l   HamUUm  185$ 

—  {PhiL)  Select  Beadings  in  Verse,  18mo,  2s  6d  WkiUaker 1836 

{SU.)  Colomba  and  Tralconieii,  Liyes  of,  12mo,  4s T,  Riehard»n  n.  d» 

—  {W.O.)  Three  Months' Leaye  ;  Corfu  to  Brussels,  ]M)st  8iro,  10s  6<f BenUtg 1838 

Bose  Allen,  Autobiography  of,  by  a  Lady,  12mo,  if Longman  1847 

a  Martyr  Stoiy,  and  other  Poems,  18mo,  2s  6d NiJbel    1851 

and  Crown  Lue  ;  or,  a  Sketch  of  my  Neighbourhood,  18mo,  Is Bd.  Trad  8o§,  1840 

Minnie;  or,  the  Loyalists,  a  Tsle  of  Canada,  fcap.  8yo,  Is J»B.^,ParkeriS6t 

the  Lotus;  or.  Home  in  Bngland  and  India,  poet  8yo,  9s  «....  BeUAIkddy.,.i%^^ 

Chutk,  by  Fanny  Fern,  12mo,  Is,  Ro'iUledge ;  12mo,  Is  6<i C  H,  CZorlw... 1856 

Douglas :  Sketches  of  a  Country  Ptoiah,  by  S.  E.  W.,  2  y.p.8yo,21s*5i;  n.e.,ls  Smith  A  Elder  1861 

of  Ashuist,  aNoyel,8y.  post  8yo,  81s  6(i;  newedik,  12mo,  2s Hodgwn    1859 

—  Dekamer ;  or,  the  Frieaian  Heiress,  translated  from  the  Dutch,  poet  8yo,  3f  Bmee 1847 

Kilyalock,  History  of  the  Family  0^  edited  hj  Innes,  4to \  SpMing  CM  1848 

■ the  P^oBonage,  an  Idyll,  12mo,  4s  6<J  Philaddj^,„i%^^ 

Valencia,  a  Noyel,  by  the  Author  of  Horace  Vemon,  3  y.  post  8yo,  81s  6if...  Parry    185a 

Tslbot,  aTale,  18mo,  2s    Harvey 1836 

-^— Unique;  or,  Bnon Expiated,  12mo,  4s Hakkcurd 1839 
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Eow'8  OiMng:  Pocmi,  t^  Son  Foot,  on.  4to»  2i  6<i Omthm 1856 

.  Aflwodit.,  ISino,  If *..  Cradodt iM 

BoMbad,  A  Ohriatun  Gift  to  the  Tomg,  16mo,  4*  Sd,  Trtui  89c.  185^ 

Bownbeig(6'.^.)GhiidotoFlowerFkintiiigmWa«erGoloiin,  12mo»  It  Wmaor^  N....its% 

{Misi)  Moieiunof  Flowen,  xtrj,  8to,  2it  Groambndffe  ...it^^ 

BooenVai^  {0,C,)  Man  of  the  People,  a  Novel,  8  t.  cr.  8to,  81«  M  iVevfiy    1S43 

Boeendale  (A,)  History  of  the  Kings  end  Qaeens  of  Bngkad,  in  Vene,  8to,  2«  6d...  Lam   1846 

BoeenmlUler  (S,F.)  Annotations  on  the  Messijuiic  Psalms,  12mo,  7$  (ki—red.  to  6§..,  HomStUm  1841 

BibUsal  Qeognphy  of  Asia  Minor,  12mo,  6s-jred.to  4f BamiiUm  1841 

Oentiai  Asia,  2  r.  12mo,  12t— red.  to  8#...  ffamUUm  ,  .1836-7 

IGnenlogy  and  Botany,  12mo,  80— red.  to  is    BamUiam  1846 

Bosee  and  Thorns  ;  Five  Tales  of  the  Start  in  Life,  12mo,  3f  6d    Bogg 1859 

(The),  a  Novel,  by  Author  of  History  of  a  Flirt,  8  r.  post  8to,  81s  6d  Burwt^B,    ...1853 

Sosette  and  Miriam  ;  a  TiJe,  by  Author  of  Bmma  de  Lissan,  12nio,  6f,  1837 ;  8«  U  Bogue 1846 

B4)sie  (7.)  Ooast  Misnons  :  a  Memoir,  by  J.  Dodds,  post  8to,  8«  6d Ifiabtt i86i 

Rosier  (B,)  BmigianVs  Friend,  Canada,  18mo,  2t    O0U9  1839 

Bosmini  {A,)  Maxims  of  Christian  Befleotion,  translated  from  the  Italian,  18mo,  Is...  T.  lUekardmm  1849 

Bosomond  Cnlbertson,  Narrative  of,  edited  by  Smith,  12mo,  8t Bodmm 1837 

Boss  {Alex,)  Adventures  of  First  SetUers  on  the  Oregon,  poet  8vo,  lOs  M Smith  A  Elder  1849 

For  Hunters  of  the  Far  West,  2  v.  post  8vo,  21s— red.  to  lOi  6<i Bmiih  d:  Eider  1855 

Memoirs  and  Sermons,  8vo,  lOs  6(<  BaUkaard  1853 

^  Beoollections  of  an  Bz-Maniae,  and  other  Tales,  12mo,  Is J.Stoue 1858 

Bise,  Pfeograss,  Ins.,  of  Bed  Biver  Settlement,  p.  8vo,  10s  6d— red.  to  6t  SmUk*EltUr  1856 

(And,)  Mina,  a  Tale  of  Nero  and  the  Early  Christians,  12mo,  7s  M Partridge 1850 

{Dav.)  History  of  the  House  of  Bussell,  12mo,  Is  M Orr    1848 

•  Stray  Leaves  of  a  NaturaUst,  12mo,  2i  6<2  Bwldom   1859 

-  Treatise  on  Atmopathy  and  Hydroimthy,  2s6<2,'48;  new  ed.,  fe^.8vo,ls  Simfkim i860 


—></>€«{.)  Life  Behind  the  Counter,  new  edit,  foap.  8vo,  2s  Lea 1861 

(^.il.)  Slavery  ordained  of  God,  12mo,  6s  PkUadelfkia...i%si 

i^—  (^rso.)  Digest  of  the  Law  of  Bntail,  Sootland,  12mo,  4s \ Bimpkin 1848 

■  Leading  Cases  in  Commercial  Law,  Bng.  and  Soot.,  8y.  r.  8vo,  ea.  87s6d  Betmmg 1853-5 

(H,N.)  Grammatical  Outline  and  Vooabulaiy  of  the  Oji  Language,  8vo,  Os  WiUieme  A  N,  1854 

(Jno.)  Faithful  Witness ;  or.  Nature  and  Offices  of  Christ,  8vo,  7s  BamiUom  1848 

^—(SirJ,)  Bzpedition  for  a  North-West  Ptenge,  by  Huish,  8vo,  16s  6d FtrfMe   «.  d, 

■  Failure  of  Government  Expeditions  for  Besoue  of  Sir  J.  Fnmklin,  8vo,  8s  Longwum  1855 

■  Besidenoe  in  Aretio  Begions,  1829-88,  4to,  42s ;  Appendixto.  4to,  80s...   Webaler 1835 

Voyage  of  Discovery  in  Southern  Seas,  188iM3,  2  v.  8vo,  86c Mmrraf 1847 

— —  (7.i>.)  Pen  and  Ink  Sketches  of  Poets,  Preachers,  ftc.,  2nd  edit.,  poet  8vo,  7s6<i  Bogme    1847 

^.X.)  Man  in  Belation  to  a  Pnsent  and  Future  State,  8vo,  10s  M  Bope 1859 

-  Bedprocal  Obligations  of  the  Church  and  Civil  Power,  8vo,  12« Jja.SJ.PeKrher\%\i 


Traces  of  Primitive  Truth  :  Manual  for  MissionB,  poet  8vo,  8s  Bope 1858 

Translation  ol  Pension's  Telemachus  into  Blank  Verse,  post  8vo,  7s  6<i...  Jot,  J?ladhpoe<fi86o 

•  </.^.)  Lectures  on  the  Histoiy  of  Moses,  12mo,  6s Bamilton  1837 

V«^O^^DU^i^  aPoem,  12mo,  8s Longman  1839 

^  amd  i3HhhB  {Wm.)  UniverBsl  Decorator,  4to,  complete,  60s BomUlom   i86s 


^—  {EdU.)  Analysb  of  the  Stuart  Period  of  English  History,  12mo,  6s    Simpkin 1859 

■  Msnual  of  English  History  for  Senior  Chisses  in  Sohods,  cr.  8vo,  5s  M.  .  Simpkia    1861 

Outlines  of  English  History  for  Junior  Classes,  8rd  edit.,  fcap.  8vo,  2t6d  Simpkim 1861 

— (ITm.)  Papers  on  Teaching,  and  Kindred  Subjects,  12mo,  8s  6d Longmam  1859 

Teacher^s  Manual  of  Method,  new  edit.,  12mo,  8s  6d Zos^maM...  1848-58 

{W,A,)  An  Old  Boad  and  an  Old  Biver,  2  v.  poet  8vo,  21s Newbg    i860 

Yacht  Voyage  to  Norway,  Ace,  2  v.  port  8vo,  21s ;  1  r.  10s  6<f,  49— r.6s  CoUmrm 185s 

Bosae  (iSaW  0/)  Monster  Telescope,  Description  of,  8vo,  2t  6<l  AgloU 1844 

(/.PT.)  Index  of  Dates,  2v.  poet8vo,  10s B.Bokn 1858-9 

Boesendsle  (A,)  History  of  the  Kings  and  Queens  of  England,  in  Verse,  8vo,  2s  6c(...  Law  1846 

Bosaer  {Jiu,)  History  of  Wesleyan  Methodittn  in  Isle  of  Man,  12mo,  8s  Mamm  1849 

Bossetti  (C.)  Goblin  Market,  and  other  Poems,  12mo,  6s MacmiBam i86s 

(/>.(?.)  Early  Italian  Poets,  1100—1800,  post  8vo,  12s SmiAAEIder  1861 

(Teod.)  Ptophecy  of  the  Nineteenth  Century, jMst  8vo,  4s Piper 1854 

Bosteri  (PJi.)  Etude  Psatique  de  la  Langue  Italieffne,  16mo,  2s  M, ReUmdi 1844 

Guide  to  ItaUan  Translation,  12mo,  8s  6<2;  Key  to,  12mo,  2s  M Eokmdi T838 

■  Introduction  to  the  Italian  Language,  ISmo,  3s  EoUtndi 1843 

Both  (if.)  Contributions  to  the  Hygienic  Treatment  of  Psralysis,  kc^  8vo,  8s  6d  ...  OrwmUridge .,.i96o 
-^-^— —   Handbook  of  the  Movement  Cure,  8vo,  10s  ^rooaiftru^...i856 

■  Prevention  of  Spinal  Deformitiee,  with  Notes,  8vo,  Ss  6d Oroombridge  ...1861 

"  Principles  and  Practice  of  Movements  in  Diseasee,  8vo,  10s C3kmrdkiU  1851 

Botheimm  (W,)  Ptoblem  PtiperB  of  St.  John's  College,  Cambridge,  8vo,  4s  M  WkUtaker 185s 

Botta  de  Francdosi  a  Terroana  novamente  facta,  4to  « EoxhmrgkeCL  1825 

Botteck  {C.  v(m)  General  History  of  the  Worid,  4  r.  roy.  8vo,  40s Ltmgmam  1842 

Bottler's  Tamul  and  EngUsh  Lexicon,  4to,  21s Siemgkm   1836 

Botton  (/.J5L)  Narrative  of  the  Siege  of  Delhi,  post  8 vo,  lOi  6<f SmUk^Elder  185S 

Botuli  Chartamm  in  Turn  Londinensi  aaeervati,  a.d.  119^1216,  folio,  80s     BMttertnrtk  ...1837 

de  Liber»te  ac  de  Misis  et  Pmstitis,  roy.  8vo,  6» BuUerwerik  ...1844 

Bongeat  (A.)  Geogn^hy,  Instructive  and  Amusiog,  11  cards  in  case.  Is  6d ;  odd.,  3s  Aabermeum  ...1846 


1886—1863]  BOUGH ^BOWBOTHAM  6M 

Bough  Mid  Smootli,  a  Nov«]f -8  ▼.  poet  Svo,  81t  6d iVMjr   1S49 

FeDcilliiigpB  of  a  Bough  Trip  to  Baogoon,  1846,  imp.  8to,  lOi  M  Tkaeker 1853 

BooiUon  (Af.)  ElementB  of  Fzench  Pronanciation,  8ro,  1«  Law    1845 

Frenoh  OooTenation,  new  edit.,  18mo,  2f  6<f W,  AUam  1861 

Bxeiciaee,  new  edit,,  18mo,  2t  6d  ;  Key,  2t W,  Allom  x86i 

GfBmmar,  I2th  edit.,  12mo,  6$ W.  AUtm  1859 

Qrammatieallnstitates,  12mo,  6#  ;  Key,  9s W.AUan  ......1858 

Introdnetlim  and  Yocabolaiy  to  the  French,  ISmo,  2t  6c{   Law  1848 

Table  of  Nonne,  18mo,  8«  6rf,  1845— red.  *o  2i  W Law  185a 

Toniiat'a  Compaaioa  :  Gonyerflationfl,  ISmo^  U6d Simpkin 1844 

Bound  (0.&)  Indian  Wife,  aOUe,  12mo,  U {Troomftru^...  18 5a 

Treatise  on  the  Bngliflh  Law  of  Domicil,  Sto^  8t Draper  x86i 

Boond  about  Kit^s  Co^  House,  an  Btaaj  in  Popnkr  Topography,  feap.  8to,  8f  Bell  it  IkUdjf.,. i%6i 

Games,  Amusement  for  all  Parties,  new  edit,  16mo,  6f Boffue 1854 

'  and  Amusing  Exercises  upon  Grammar,  12mo,  It Dam 1857 

of  Stories  for  the  Young  and  Good,  16mo,  ^M WardSLock  .1859 

•Preacher  by  an  Bz-Wesleyan,  12mo,  6«,  1845  »  2nd  edit.,  8j  6d  Sin^pkm 1847 


the  Fire,  Six  Stories,  16mo,  2tM Smith  A  Elder,  i%s^ 

Boapell  (^.Zr.)  Treatise  on  O^phus  Fever,  8to,  Ss    W.Wrighi 1839 

(IF.)  Great  Forgeries:  Official  Report  of  the  Trial,  12mo,  Is Viehers i86a 

Bona  (Copr.)  Horse  Taming  made  Easy,  16mo,  It    Oover 1858 

Laws  and  PraoUoe  of  Horse-Baeing,  new  edit,  12mo,dsfid Baily x85a 

{John)  Diary  of  1626-^  edited  by  Green,  ito Camden  8oe....i9s^ 

^{Nathan)  Dissertation  on  Sacred  Chronology,  8yo,  2t  6<i   Lonffman  1856 

^- Man  contemplated  in  his  Primnral  and  Fallen  Condition,  or.  8to,  6s  ...  Hamilton  x86i 

{BoUa)  Copyhold  and  Court-keeping  Practice,  12mo,  10« Stevens  1837 

Commutation  Act)  1862,  12mo,  7s SpetHgue   1841 

Enfranchisement  Kaaual  and  Act,  1862,  12mo,  6«  Butterworthe  .„i%S^ 

Joneii's  Attorney's  and  Solicitor's  Pocket  Book  for  1860,  12mo,  8« Maxwell 1850 

^— >   Manual  for  Election  Agents,  oblong,  4f Stevens  1846 

— Practical  Conyeyancer,  8yo»  16f,  1856  ;  new  edit.,  2  y.  8yo,  26« BuUerwvriks  ,,,i%s^ 

Man  ;  or,  Solicitor's  Companion,  9th  edit,  oblong,  8f  M Maxwell i860 


Preeedents  of  Mortgages  and  Conyeyances,  12mo,  8« Stevens   1844 

Stamp  Duties  Act,  1863,  12mo,  6« Maxwell 1853 

Turf  Betting  Simplified,  12mo,  2s  6(f.. Shefwood  1844 

BoQsseau  (/./.)  Confessions,  abr.  from  the  Edition  of  1796,  12mo,  2s  M    Holyoake  1857 

First  and  Second  Period,  2  y.  8yo,  14* New  York 1857 

' translated,  illustrated,  cr.  8yo,  6c Reeves  AT. 1861 

BooBsel  (2^ap.)  Catholioand  Protestent  Nations  Compared,  8yo,10s6c{,  '55— red.  to  6s  Ward 1856 

Protestant  Tracts,  transL  from  the  French,  18mo»  2f Ward 185a 

«  ■  Seyen  Arrows  aimed  at  the  Heart  of  Borne,  12mo,  Is Ward 1854 

Boate  of  the  Qyerland  Mail  to  India,  4to,  81s  6d  ;  huge  paper,  62s  6(2    Atchley 1850 

Booth  (O./T.)  Fallacies  of  Homoeopathy,  new  edit,  8yo,  2s  6(2— red.  to  Is H.K.Lewis 1854 

(C.H.P.)  Infant  Feeding  and  its  Influence  00  Life,  fcap.  8yo,  6f ChurehUl  i860 

(E,J.)  Dynamics  of  a  System  of  Rigid  Bodies,  post  8yo,  10s  6(2  Macmillan i860 

{M.J.)  Beliquia  SacPBB,  4  v.  8vo,  42s  J.H.AJ,Parkeri%\j 

• V.  6,  to  former  Edition,  8yo,  9s  J.HM.Parkeri%^^ 

Seriptorum  Eodesiasticomm  Opuscuhb,  new  edit,  2  y.  8yo,  20s J.  H. A  J. Parker  1%$% 

Bontledge  (iSdnk)  Collection  of  Biddies,  &c.,  fcap.  8yo,  8  series,  each  Is  Routledge  i86t 

Eyeiy  Biyy^s  Annual,  poet  8yo,  6s    Routledge  i86a 

Hodge-Podge:  a  Medley  of  Humorous  Poetry,  &c.,  12mo,  Is  Routledge  i86a 

• (Wm.)  Eton  Greek  Grammar,  with  Wordsworth's  Syntax,  12mo,  4s RovUledge  1854 

Boatkdge's  American  Handbook  and  Tourist's  Guide,  12mo,  2s Routledge  1854 

• Books  for  the  Country.    See  Appendix. 

■ Cheap  Series.    See  Appendix. 

Diamond  English  Dictionary,  by  P.  A.  Kuttall,  48mo,  Is  6d  Routledge  1861 

Illostrated  Spelling  and  Beading  Book,  sq.  16mo,  Is  Routledge  i86a 

Nursery  Picture  Book,  roy.  4to,  6s;  cold.,  10s  6d  Routledge    1861 

■  Bulway  Idbrary.    See  Appendix. 

Beading  Made  Eaqr,  edited  by  Anne  Bowman,  12mo,  Is Routledge  1856 

Useful  Library,  fcap.  8yo,  Is.    See  Appendix. 

— Standard  Noyels.     See  Appendix. 

Boring  Bee ;  or,a  Peep  into  BCany  Hiyes,2  y.l2mo,  ea.2s  6(2,JVii6e<,*55;  n.e.,ly.,2s  6d  Chrifin    1861 

Bori]i0i  in  the  Pacific,  1887-49,  with  Glance  at  California,  2  y.  poet  8yo,  21s Longman  1851 

Bow  {J.\  Historic  of  Kirk  of  Sootbmd,  2  Parts,  4to,  MeUtland  OL^  1842;  8yo  Woodrow  Soe.  184a 

Bovsa  (a.)  life  of  Blessed  Franco,  4to,  6s Simpkin 1858 

(A.B.)  Memorials  of  the  Case  of  Trinity  College,  Dublin,  1686-90,  sm.  4to»  6s .  Simpkin 1858 

U'^*)  Autobiography  of,  by  W.  H.  Dtummond,  poet  8yo,  7s  6d  Tegg  1840 

(^.)  History  of  England,  18mo,  Is  (Jnyoiile  Library) v Chambers  1851 

"  SocrtUnd^  18mo,  Is  (Jnyenile  Library)    Chambers  1851 

Meditations  on  Death  and  Eternity,  translated,  8yo,  10s  6d;  new  ed.,  6s  TiHUmer i86a 

{P.M.)  Causes  and  Consequences  of  the  French  Beyolution,  12mo,  9s  6d  Porter  A  Son.. .li^ 

Moroeanx  Choisis  dee  Auteurs  Modemee,  12mo,  6s Longman  1847 

Bawbotham  (/no.)  Comic  Astronomy,  16mo^  pUkin,  Is;  coloured,  Isdd  Dean 1861 


MO  BOWBOTHAM ROYAL  {EmutB  Omwon 

fiovbotluun  (/m.)  C^nP^<»  to  Bohool  Atlaaeo,  8vo,  2»    iZ.  Y.  CM»...i%^ 

DeiiT|ktiT6  and  Etymological  Diotionwy,  18mo,  7«   Longman  i«40 

• Spelling  Book,  new  edit.,  12mo,  It  W   A,  HaU 1859 

.  Bngliah-French  and  French- Bngliah  Dictionary,  n.e.,  SSrno,  St  M  Reffe 1S61 

French  Conyenations,  by  De  la  Voye,  18mo,  2t  6d A.  Hall i«5a-3 

_; Qennan  and  Bnglish  Conyenations,  12mo,  St  6<i Jhdau   it49 

.     '  ■ Qimmmar,  abridged,  12mo,  2<  6<i DwUm   1*5^ 

by  Albrecht,  new  edit,  12mo,  5«;  Key,  8i Dmlam,  185^ 


Guide  to  the  French  Language,  8rd  edit.,  ISmo,  Z$  M    R.  T.  OZ(irfe...iM 

Method  of  French  Qenden,  new  edit.,  12mo,  1$ OraM^O....  1847 

Spanish  and  Bngliah  Conyenations,  16mo,  Ss6d A«M  184? 

-<7*.X.)  Ludwikpe  Fainting  in  Water  Coloon,  12mo,  1j  Wuuifr  ^  N...,i%s^ 

Water-colour  Drawing-Book,  folio,  lit Wimsor  ds  N„..i%si 


Boweroft  (Cha.)  Adventures  of  an  Bmigrant  in  Search  of  a  Colony,  12mo,  It  6d T,  BodMim  ...1856 

-*  Buahimnger  of  Van  Diemen*8  Land,  8  t.  p.8vo,  81t  6<2,*46;  12mo,  2t  C.  H.  aarfe...i86i 

.  Chronicles  of  the  Fleet  Prison,  8  y.  post  8yo,  81t  6<i,  Hwn^*4.6  ;  2t  Lea    i860 

Confessions  of  an  Btonian,8  y.p.8yo,81ta<2,C7o26Hni,*5a;n.e.,12mOk2t  J>art4m 1861 


-Byadnet  8  y.  post  8yo,  81t  M,  Boorte,  1850  ;  12mo,  2t C.  H.  Clariae...i86t 

-  Fanny,  the  Little  Milliner,  8yo,  14t,*4^;  new  ed.,  7t,'48 ;  12mo,  8t  RotOUdge  i86t 

-  Man  without  a  Profession,  8  y.  post  8yo,  8lt6(i 8amMder»JkO.  1844 


-*  Tales  of  the  Colonies,!  &  2  ser.,ea.8  y.p.8yo,81t  6<2,'46-*50;tt.6b,2t6<i  Smith  it  Bd^t  1859 

I  Triumph  of  Woman,  a  Christmas  Story,  12mo,  tk  Parry    1847 

Bowe  {C.O.)  Gardener's  Daughter  ;  or,  Mind  whom  you  Many,  12mo,  It    Pa/r^idge 1862 

{Mr»,E,)  Deyont  Bxercises  of  the  Heart,  new  edit.,  82mo»  It  6^    Simpkin i860 

(E,R,)  VLj  Life;  or,  Autobiography  of  a  Village  Curate,  12mo,  4t  6<i Vizkell^    1855 

{Q,R.)  Disorden  of  Females  and  Children,  4t  6<i  Ckwrdtia  1857 

<— Obserrations  on  Important  Diseases  of  Women,  8vo»  fit  6cf  CkvrtMl  1844 

Neryous  Diseases,  jcc,  16th  edit,  12mo,  2t  M CImrckiJa  1859 

iH,N,)  Bainbowof  the  Mind,  8yo,  fit OUMer 1846 

{RM,)  Memorial  Sermons,  f cap.  8yo,  8t JMJcJ.Parkerit^ 

{Som.)  Appeal  to  the  Bubric,  12mo,  St  6<i ffatckard 1841 

— Dartmoor  Forest,  roy.  8yo,  20t,'48;  n.  e.,  12mo»  Ct  6d ;  with  add.  pi.,  8t  Simpkim 1856 

Bowell  ((7.ii.)  Bssajon  Beneficent  Distribution  of  the  Sense  of  F^  2t Auikor  1858 

Causes  of  Bain,  8yo,  fit Anikor  i860 

Bowis,  Historie,  8yo,  7t  64 Wodrom8oe....n,d. 

History  of  the  Kirk  of  Scotland,  2  y.  4to MaUlamd  ChJ>  n,  d. 

Bowland  {Alex,)  Treatise  on  the  Human  Hair,  post  8yo,  4t  M Piper 185J 

. ((7.)  Laws,  Iec,  relating  to  Shippingin  Port  of  London,  12mo,  2t  M RtmrneU 1841 

,  (Dav,)  Manual  of  the  B^lish  Constitution,  post  8yo,  lOt  6<2    Mwrrag 1850 

. {H,A.S  Common  Maxims  of  Infidelity,  12mo,  fit  6c;    New  York 185a 

{Rieh.)  Nature  and  Treatment  of  Softening  the  Brain,  8yo,  fit  Bighky 1851 

Treatise  on  Neuralgia,  8yo,  6t Higklty 1838 


. (Tfco.)  Welsh  Grammar,  12mo,  4t    Hvgha 1858 

Bowlands  (/>a«.)  Memoin  of,  by  John  Owen,  12mo»  4t  6cl Sedeg 1840 

BowlandMu  (/no.)  Sermons  and  Fragmentary  Notes,  12mo,  It  M Wertkeim 1858 

. Preached  at  Valparaiso,  12mo,  7t   Nub^    1840 

(if./.)  Basket  of  Fngments  and  Crumhs,  new  edit,  82mo,  It  6d ffouUtom   1850 

Bowles  (CAor/olte)  Bastem  Scenes  in  Barly  Ages,  18mo,  2t Simpkim 1836 

Bowlett  (/no.)  Tables  of  Discount  and  Interest,  4to,  81t  6i2  PkHadelphia... ii6o 

Bawriiiee{J.S,)(^BkenBnXjTastnxkdTTeB6iii,potitSro,5e  Smith  A  Eider,  1%$^ 

BowM\l{E,P,)hbii9nUimjYo\aigFnBadE,  post  8yo,  8t Sawndert  ds  0,  1851 

.  Recollections  of  a  Beliering  Officer,  fcap.  8yo,  It Ward  dt  Lock  .i%iii 

{T,J,)  English  Uniyerrities  and  English  Poor,  Three  Sermons,  12mo,  2t MacmiUam i860 

Man's  Labour  and  God's  Haryest,  Sermons  in  Lent,  1861,  fcp.  8yo,  8t  MaemiUam 1861 

Sermons  on  the  Lord*s  Prayer,  12mo,  2t  6<i PigoU 1841 

Bowton  (Pre,)  British  Female  Poets,  Chronologically  arranged,  8yo,  14t,  '48 — ^red.  9t  WilUe    185s 

Debater  :  New  Theory  of  the  Art  of  Speaking,  12mo,  6t Zon^nuni  1846 

^-— -  {Mn.)  Memoinof  Priscilla,  the  Helper,  by  J.  G.  Hewlett,  18mo,  2t  6<<    Partridge 185s 

(iVoi.)  Theodoxa :  a  Treatise  on  Diyine  Pnise,  12mo,  4t   Snom 184s 

Widower's  Counsellor  and  Comforter,  12mo,  2t  6<i Theobald  1857 


-  (R.J,)  Threefold  Bedemption  from  Guilt,  Sin,  and  De^th,  12mo,  fit HamUUm  1857 

Boxana,  the  Spanish  Maid,  a  Tale  of  Modem  Times,  12mo,  It  Tweedie 1862 

Boxburgbe  BaUads,  Book  of,  edited  by  J.  P.  Collier,  4to,  21t— red.to  12t H.  O.  Bohn  ...1847 

Garland,  12mo  RoxburgheCL  1817 

Boy  ((?.)  Generalship,  aTale,  12mo,  8t  6(2,  1857;  new  edit,  fcap.  8yo,  It  M BouUtom   1861 

—  (/m.)  History  of  Canada,  12mo,  2t  6d ,....  Montreal  1856 

— (/.Z>.)  System  of  French  Conyersation,  by  Lorin,  new  edit,  12mo,  Zedd WUUamt  Jk  N.  1855 

^{Maj,-Oen.)  Military  Antiquities  of  the  Bomans  in  Britain,  foL,  80t  Antiq,  Sodetg  n,  d, 

{N.)  French  Student's  Manual,  12mo,  fit Longman  1845 

Inflexionsof  French  Verbs,  12mo,  2t  6c{ Longman  1846 

{R.)  Billiards,  It ;  Draughts,  lt6i<  ;  Ecart6,  It  6<<  ;  Piquet,  It ;  QuadriUe,  It...  Caiuton    ...1848-50 

Boyal  Academy  of  Arts,  1776,  edit  by  W.  Coningham,  8yo,  dt  6<i OUitier 1850 

Alphabet  of  Kings  and  Queens,  16mo,  2»%d\  cold.,  4t CnndaU 1841 

. and  other  Lettenof.Beign of  Henry  III.,  V.  1, 1216-35,  roy.  8yo,  ht-bd/,  lOt ...  Longman  i86ft 
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Royal  Bal  OoBtnm^,  12  Colooied  Prints,  roy.  8to,  10$  dd    Lee 1845 

.  BarxBckB,  a  Poem,  bj  Miles,  12mo,  28  6d  Simphin 1859 

Bine  Book,  Fashionable  Dixeetory  and  Parliamentary  Qnide,  leap.  8vo,  5« Gardiner  ...Annual 

Book  of  Fate,  4th  edit,  8yo,  6«  Comith 1855 

Calendar,  12mo,  5«;  with  Appendix,  dc  6d   Suttaby  ......Annual 

Correspondence:  Letters  of  Louis  Philippe  and  Victoria,  12mo,  Zt  Strange 1848 

Diamatic  Perfonnanoes  at  Windsor  Castle,  edit,  by  Webster,  4to,  428 /.  MiieheU 1849 

Record,  edit  by  Chapman,  4to,  42« /.  MitcKell 1849 

Bxehange  and  Pcdaoe  of  Industry  ;  or,  Fntore  of  Borope,  &c.,  12mo,  2f    Rd.Tract  Sac.  1851 

Gems  from  Galleriet  of  Europe,  Notices  by  S.  C.  Hall,  roy.  4to,  68t  Virtue    1847 

Gift  Book  for  the  Young,  82mo»  28  6d JUl.  Trad  See.  1842 

-  Guard  of  Scottish  AxcheM,  France,  Plaperson,  4to Mailland  Cl....n.d. 

Horse  ArtQlery  Bxerdses  and  Morements,  issaed  1854,  12mo,  12$  6d Jone$ 1855 

Household,  Ordinances  for  the  Government  of  the,  4to,  10$  6d Aniiq.  Societsf...n,d, 

Militia  and  Cayaby  List  of  Officers,  1852,  8to,  6$ Mortimer 185a 

Progress  to  Baighley,  4to,  10s Ackernumn   ...1845 

Road  to  Arithmetic,  12mo,  UOd Lee 1859 

Rosebads  ;  or,  SketiBhesof  Illnstrions  Children,  18mo,  Is    MozUy  1858 

-  Warrant  and  Regulations  regarding  Army  Sendees,  Svo,  10s,  Ctowee^  '49;  df  6c{  Parker  A  Son...  i9sS 

Royalist  and  Republican:  a  Story  of  Kentish  Insnrreetion,  3  t.  post  8to,  81s  Od Smith  <t*  Slder  185a 

RoyalistB  and  Roundheads  ;  or.  Days  of  Charles  I.,  8  t.  post  8yo,  81s  M Shoberl  1850 

Royer  {Alf.)  English  Prisoners  in  Russia,  a  NarraUye,  12mo,  2$  6d Chapman  A  H.\%^ 

Royle  (J^F.)  Botany  of  the  Himalayan  Mountains,  2  t.  imp.  4to,  111  lis— red.  to  6/  Allen  A  Co.  ...1840 

Culture  and  Commerce  of  Cotton  in  India,  8to,  18s Smith  A  Elder  1851 

Baaay  on  Antiquity  of  Hindoo  Medicine,  8to,  0$^d AUendtCo.  ...1838 

— Productiire  Resources  of  India,  roy.  8vo,  14» AUendt  Co.  ...1840 

Fibrous  Plants  of  India  for  Cordage,  Clothing,  Iec,  Syo,  12s   Smith  A  Elder  1855 

Lecture  on  Medical  Bdncataon,  12mo,  2s Parker  A  Son  1845 

Manual  of  Materia  Medica  and  Therapeutics,  new  edit,  12mo,  12s  6d    Churchill  1856 

Koyston  (Lord)  Remains,  with  Life,  by  Bishop  Pepys,  roy.  8vo,  18s Murray 1838 

BooeU  (B.)  Suggestions  on  I>ecimal  Currency,  8yo,  2t    Freeman    1853 

Babberof  Life,  by  Dalton  Ingoldsby,  fcap.,  Is Bentley 1854 

Knbens  {P.P.)  life  of,  by  Wasgen,  ed.  bj  Mrs.  Jamieeon,  sq.  8to,  9s,  '40 —red.  te8s  i7.  Bohn    1849 

, from  Unpublished  Papers,  by  Sainsbury,  8vo,  16s Bradbury 1858 

Rabsof  life,  and  other  Tracts,  fcap.  8to,  Is  Weriheim  1861 

Raby,  aToken  of  Friendship,  1849,  post  8to,  12s /.Chapman  ...1848 

Bachat  {Abr.)  Reformation  in  Switierland,  abridged  by  CoUinson,  12mo,  7s    Painter 1845 

BQckert(i^./.)afi€{LBnge  (/J'.)  Doctrine  of  Resurrection  of  Dead,  12mo,  ls6d  Hamilton  184a 

Boddoek  (Ediw.)  Pocket  Manual  of  Homceopathic  Veterinary  Medicine,  82mo,  Is Tretidder  1861 

Stepping-Stone  to  Homoeopathy  and  Health,  8rd  edit,  82mo,  Is Ruddock    1861 

Badelle  (Xic«.)  French  Grammar,  12mo,  ds— Key  to,  2s  Simpkin 1840 

• • — —  Pronouncing  Book,  new  edit,  12mo»  6s  Simpkin 1840 

Badford  {W.)  Naval  Arohitecture,  12mo,  4s Weale     1840 

Budge  {B.)  Bnckden  Paboe,  lUnstrated,  4to,  21s  (Historical  Account,  separate.  Is)...  Simpkin 1839 

(/as.)  Increase  of  Popery  in  Bngland,  fte.,  12mo,  2$  6d Painter 1838 

Bnding  {Rog.)  Annals  of  the  Coinage  of  Great  Britain,  8  t.  4to,  61  6s— red.  to  84s...  H.  Bohn  1840 

Badloff(IF.^.)  Shakspeare,  Schiller,  and  Goethe  relatiyely  considered,  12mo,  Is Hamilton  1848 

Badman  {J.F.)  Trayels  in  the  Wilderness  and  to  his  Hearenly  Home,  fcap.,  1$M  ...  Houltton  1854 

Bodyerd  (5tr  j9.)  Memoirs  0^  edit  by  Manning,  8yo,  12s  Boone 1841 

Bars  Guide  to  the  Turf,  Spring  and  Winter  edit,  12mo,  each  2s  6if  Piper Annual 

BuiBn  {E.)  Bssay  on  Calcareous  Manures,  5ihedit,  poet  8vo,  8s  6d  BichmondjU.S.i%$i 

—  (S.M.)  Chronological  Tables  of  Contemporary  Sovereigns,  2nd  edit,  4to,  8s  6d...  Lockwood  i86a 

Bnffaer  (H.)  Fathers  of  the  Desert,  Origin  of  Monkery,  2  v.  12mo,  14s   ...  New  York 1850 

Bnfns;  or,  the  Red  King,  a  Romance,  8  v.  post  8vo,  81s  6d SaundereA  O.  1838 

Bogby  Register,  from  1676  to  1847,  12mo,  7s  6rf ;  2nd  edit,  12mo,  6s Whittaker 1850 

• School,  Greek  Delectus,  new  edit,  Pt  1,  12mo,  Ss,  i860;  Pt  2,  12mo,  2s  ...   Whittaker 1841 

' its  History  and  DaUy  Life,  8vo,  12s  6cf Longman  1857 

" " Rise  and  Progress  of,  &c.,  fcap.  8vo,  5s  6d  Hamilton  1848 

Bngg(F.£r.)  Observations  on  London  Milk,  2nd  edit,  12mo,  Is    Bailey  AM.  ...1850 

Bagged  Path  Made  Smooth  ;  or,  Grammar  Illostrated,  by  a  Lady,  18mo,  Is  6d  Wertheim  1853 

Bohle  (C)  Questions  on  Bssentials  of  German  Grammar,  8vo,  8s  6<f Nutt  1861 

Bohlman  {Mor.)  Treatise  on  Horiaontal  Water-Wheels,  by  Ksjie,  4to,  7$  Od Longman  1846 

Bained  Temple  (The),  a  Pbem,  12mo,  2s  6d Simpkin 1851 

lUins  of  Sacred  and  Historic  Lands,  with  Illustrations,  12mo,  8s  6d ;  new  edit,  4s    Nelton    1856 

Bale  (fF.ir.)  Brand  of  Dominic  :  ffistory  of  the  Inquisition,  post  8vo,  8s  6d  Maeon   185a 

— Dawn  of  Reformation,  Savonarola,  cr.  8vo,  8s Mason   1856 

' — Fall  of  Greek  Empire,  er.  8vo,  2s  6(2 Maaon    1854 

—  History  of  theMiutyreof  the  Reformation,  8vo,  8s Maeon   1851 

■ — — lives  of  Celebrated  Jesuits,  2  V.  18mo,  6s Maaon   1853 

Memoir  of  a  Mission  to  Gibraltar  and  Spain,  12mo,  4s Mason   1844 

" Spirit  of  Reformation,  Melanothon,  cr.  8vo,  8s Mason    1856 

Studies  from  History,  post  8vo,  viz.: —    Mason   1855-6 

V.  1,  Richard  I.  &  Mohammed  II.,  5s  6<f.     V.  2,  Savonaroht  k  Melancthon,  5s  Od. 
-^ Thiid  Cmsade  and  Tfaoa.  A  Becket,  cr.  8vo,  ds  6<2 Mown  1854 


668  BULE— — BUSSELL  [Biaun  GisAMn 

rKnle  {W.ff.)  WMfojMi  Mctiiodigm,  Hj^m  of  *  Ohriiluii  Oh1lld^  l5tmo,  Si  ed   AffioU   1S46 

Bale  for  GalenUtion  of  Time  in  P^pheoies  of  the  BiUe,  8to,  8i  id  SimtpUm 1S43 

Kales  and  Orden,  Buiknipt  Law  Gonaolidation  Act,  1849,  12mo,  St  6d  Sweti 1S51 

Landed  EsUtes  Court,  Ireland,  1869, 12mo,  8«  6d Sweet 1859 

-^— »— —  Made  in  Punmanoe  of  the  Bankrapt  Law  Conaolidation  Aot,12ino,2s  Steven»  1851 

Begnlationa  of  the  ^oe-Admin4tj  Coorti  Abroad,  4to,  lOi   Ctawa    1841 


for  Xzpanding  and  Diminishing  Drawings*  4to,  St  6d Ackermmm   ...183; 

the  Game  of  Croqnet,  with  lUnstiations,  4to»,ar  6d  Botwoftk  1861 

of  Fraetioe  to  he  Obserred  in  Coontj  Courts^  by  a  Banister,  12mo,  8s Sweet 1851 

Knling  FMsion,  a  Norel,  8  t.  post  8to,  8I1  6(2 Hewbjf    184$ 

Bnllmann  (Dr.)  On  the  Iniinenoe  of  the  Sonthem  Climado  Sanatoria,  8to,  lc8<i  CkmaikUl 1861 

Bnma,  a  Historical  BeWew  of  the  Beign  of  Nicholas  I.,cr.  8to,  Is   Maddei^ 1854 

Bnmball  (Choi.)  AdTentnres  of  Charles  Thunderbolt  in  the  Moon,  8to,  7«  6<I Owmm 1851 

Bnmford  (C)  Bsmj  on  Management  of  Poor,  12mo,  Is  6d,  Maeten^  1851  ;  n.  ed.,2i    Cox    185$ 

Bomoor,  a  Novel,  by  Author  of  Charles  Auehester,  8  t.  post  8to,31«  6d HwntA  B i8$8 

Bnmsey(ieUsa)  Redeemed  Boee;  or,  Willie's  Best,  12mo,2c6<i Halekard  1853 

YioleVs  Close;  or,  Annie  Dale,  12mo,  2s  6d  Halehwrd 1854 

-^-^(iXtsoft.)  Short  Sermons  for  Children,  18mo»  Ittd  Werikeim  1859 

(H.W,)'Bmkjutm^\»XAlA<^icva»,%^\Q»M ChMrthiU 1856 

(R^.i7.)Pahlic  Health,  the  Bight  Uae  of  Beoords,  2t Pairker  ^  &m  .ilho 

Bun  and  Bead  Library.    Su  Appendix. 

Bunaway  (The)  and  the  Gipsies,  a  Tale,  18mo,  Is  6<f  JUmSJUdgt 1858 

Bondall  (Jf.il.)  Church  Liturgy  Explained  and  Illastraied,  12mo,  4s6<i   BtUekard  ..  ..  1835 

Bundell(ifri.)  Domestic  Cookery,  new  edit.,  f cap.,  6s Mturrwf 1861 

12mo,bds.  Is;  cloth,  Is  6rf,  RouUed^f  ;  I2mo,  3s   Field i860 

Bnndt  (0.)  Tiews  of  Oxford  Colleges,  PU.  1  and  2,  folio,  each  17s  M  WiUiwm  ^  N.  1851 

Bunjeet  {Singh)  Political  Life  of,  by  H.F.  Prinoep,  8to,  12s AUan^Co.  ...1835 

Bui^le  (/.!>.)  New  Table  for  Determining  the  Values  of  Co-efficients,  4to,  ds  6d  ...  WaMmgUm  ...1856 

BonnyuMde  ;  or,  the  Magna  Charta,  a  Tragedy,  8to,  Is  Qd   Simpki» 1846 

Bopp  (/./>.)  Religious  Denominations  in  the  United  States,  roy.  8to»  18s Philadetpkia...i 854 

Bural  Amusements  for  School  Boys  during  the  Holydays,  16mo,  8s  6^   Bogue    1848 

Cyelopndia,  edited  by  the  Bev.  J.  W.  Wilson,  4  r.  imp.  8to,  70s i^ii//afioii...i847-SO 

Economy  in  Toricshire  in  1641,  8to,  12s WkiUaker 1857 

Ufe  in  America;  or.  Summer  and  Winter  in  the  Country,  post  8to,  6$  New  York    ...18$$ 

■  Bengal,  by  Author  of  Anglo-Indian  Life,  roy.  8?o,  18s Thacker i860 

PUBonage,  the  Birer,  and  other  Poems,  by  a  Clergyman,  12mo,  4s A.HaU  1856 

«—^- Pickings ;  or,  AttractiTe  Points  of  Country  Life,  12mo,  7s  r„  Tegg  1846 

-~~  Poetry  of  the  Bnglish  Language,  illustrating  the  Seasons,  roy.  8vo,  18s  BwUm,  UJ3,  ...1856 

^^— Police  CommissioncHnf  Rrst  Report,  8to,  8s Knight  1839 

Scenes ;  or,  a  Peep  into  the  CountiV,  new  edit,  18mo,  2s  6<i— red.  to  2s  A.  HcUl 1853 

Shepherd  and  his  Sheep,  cr.  8to,  Is   Tretidder i860 

Bus  lUrinn)  New  Belations,  and  Bachebr's  Hall,  post  8to,  10s  $d   WetterUm i860 

Boschenb^ger  {W.S.  W.)  Lexicon  of  Terms  in  Natural  History,  12mo,  2s  M Phiiadeipkia...iSst 

_ Origin  of  Academy  of  Natural  Sciences,  Philadelphia,  8to,2s  Pluladt^fkia..,itsx 

■ Voyage  round  the  World,  1836-7,  2  t.  8vo,  21s  Bentley  1838 

Buse  ((7.)  and  Stiaker  (C.)  Printing  and  its  Aooessories,  a  Book  of  Charges,p.8T0,21s  Stntker i860 

Bush  {Joe,)  Philosophy  of  the  Human  Voice,  6th  edit.,  8to,  15s Philaddpkia,..ii6o 

^^  {J,B,)  NanatiTe  of  his  Trial  and  Execution,  roy.  8to,  2s  6<f    Sitnpkin 1849 

(JUdk.)  Occasional  Productions,  870,  18s  PkUaddpkia,..iUi 

■  Besidence  at  the  Court  of  London,  8to,  14s,  '33  ;  2nd  ser.,  2  t.  8to,  24s  BentUy 1845 

— (IT.Z.)  Shakspeare's  L^  Maxims,  new  edit.,  fcap.  8to,  Is LomgmeM  i860 

Buskin  (/no.)  Cambridge  School  of  Art,  12mo,  Is BeUd:J>aldp...i2s2 

Elements  of  Drawing,  new  edit.,  post  8to,  7s  M  Smith  dfe  Flder  1859 

Perspective,  post  dro,  8s  6<i Smith  df  Elder  i%s9 

.  Giotto  and  his  Works  in  Pkdua,  Pt  1,  4to,  10s  Bdlik  Dald$...i%sS 

'  King  of  the  Gk>lden  BiTcr,  illustby  Doyle,  16mo,  6s,  1851;  n.e.,  2s  6d  Smith  A  Elder  1856 

•  Lectures  on  Art:  Decoration  and  Manufacture,  post  8to,  7s  8ci Smith  dt  Elder  1859 

Political  Economy  of  Art,  12mo,  2s  6<l   Smith  A  Elder  1858 


Modem  Painters,  V.  1,  new  edit.,  roy.  8vo,  18s,  1851 ;  V.  2,  10s  M  Smith  A  Elder  i8$6 
-V.  8,  88s;  V.  4,  60s,  1856;  V.  6,  60s Smiths  Elder  1860 


-  Notes  on  Pictures  in  Boyal  Academy,  Nos.  1  to  6,  each  Is iSsutAdrJEZtier  1854-9 

the  Construction  of  Shee^iolds,  8to,  Is  Smith  dt  Elder  i8$i 

-Turner  Collection,  Is Smiths  Elder  1857 


Pre-Baphaelism,  8to,  2s Smith  de  Elder  1851 

Selections  from  the  Writings  of,  post  870,  6s  Smith  ds  Elder  liSi 

—  Seren  Lamps  of  Architecture,  new  edit,  imp.  8to,  21s Smith  Jk  Elder  1855 

Stones  of  Venice,  imp.  8yo,  tii.:— SmithdsElderilsi-i 

I,  Foundations,  42s.    V.  2,  Sea  Stories,  42s.     V.  8,  Fall,  81s  6<f. 

•  Illustrations  of,  3  pts.,  imp.  fol,  ea.  21s  ;  L  p.,42«  Smith  d:  Elder  1851 


Two  Paths  :  Lectures  on  Architecture  and  Painting,  poet  8to»  8s  6<i...  Smith  A  Elder  1854 

. •<  Unto  this  Last:**  Four  Banys,  12mo,  8s  6<f SmithdfElder  1861 

Bnssell  (A,A.)  Tour  through  the  Australian  Colonies,  1889,  12mo,  6s CiMiitii^Aaat...i840 

M.JZ.)  Sermons,  laght  which  Lighteth  every  Man,  post  8to^  6»   ffope 1854 

•  {A,T.)  Advent  and  other  Sennons^  12nio^  6s Sk^^higtM 1856 
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Bnssell  {A,T,)  Memorials  of  the  Life  and  Worke  of  Dr.  T.  Fuller,  12mo,  6$ Pickering 1844 

The  Christian  Life,  12mo,  5c    Haichard  1847 

(C.)  The  Tannin  Process,  fcap.  8to,  2a  ;  new  edit.,  2i  6d Daviet  1861 

(C.W,)  Life  of  Cardinal  Mezzofanti,  12$ Longman  1858 

{Dav,)  Letters,  lUnstratiye  of  the  Oospel,  12mo,  7«  6d— red.  to  6$ Longman  1855 

on  Infant  Salvation,  12mo,  Z*6d  /odbsondb  |r....i844 


Surrey  of  the  Old  and  New  Covenants,  12mo,  6«  d<i— red.  to  S$  6d...  HamUton  1843 

-  {Fra.)  Power  and  Duty  of  an  Arbitrator,  roy.  8vo,  20#,  '49  ;  new  edit,  30i  Stevem  1856 

-  CFrt.)  Sermons,  Pnotical  and  Bzpoeitoiy,  8vo,  10s  6d Batchard 1847 

-(F.VT.)  Ketts' Bebellion  in  Norfolk,  4to,  25i  Longman  1859 

-{Oilb,)  Art  of  Miniatnre  Punting  in  Oil,  on  Ivory,  &c,  12mo,  It  Elliot 1855 

'{O.WA  Letters  on  Infant  Schools,  18mo»  2s  0d Darton  1838 

■{Hen.}  Songs,  with  Memoir  and  Music,  folio,  IGs  Davidaon  1846 


{SirHen.)  Letters  of  (Svis  on  Indian  Aifidrs,  1842  to  1849,  8vo,  2f  6<f    Murray 1850 

(/as.)  Christ  Tempted,  Four  Sermons,  12mo,  UM  SteUy 1855 

(Lwrd  J,)  Bon  Caries,  a  Tragedy,  2nd  edit.,  8vo,  4c Longman  i8aft 

Bany  on  Causes  of  the  French  Revolution,  8vo,  7c  6<j Longtnan  1832 

Banysand  Sketches  of  Life  and  Character,  post  8vo,  0c   Longman  i8ao 

on  History  of  the  English  GFovemment,  8vo,  14c    Longman  i8»j 

— -^  Bstablishment  of  the  Turks  in  Europe,  ISmo,  5c  6^ Murray i8a8 

■  Letten  written  for  the  Post  and  not  for  the  Press,  8vo,  12c '...  Longman  1810 

Life  of  C.  J.  Fox,  Y.  1  and  2,  post  8vo,  each  10c  6d BerUleg 1859 

William, L. Russell,  2  v.p.8vo,21c,'ao  ;  p.8vo,10c  6d,'53— r.5c  Bideen  186a 


MemoirBof  the  Affiursof  Europe,  2  t.  4to,  5/  Murray 18x4-9 

V.  Iin2v.,  postSvo,  16c Murray... i8a6 


T.  Moore,  8  V.  p.  8vo,  ea.lOc6<2,  '52-6  ;  abr.,  8vo,  12c 6<i  Longman  i860 

Memorials  and  Conespondenoe  of  Fox,  4  v.  poet  8vo,  56c BerUUy  1859 

^—  Nan  of  Arrouca,  a  Tale,  12mo,  8c  6(f Murray 182a 

—  (/.)  Alfred  Barton,  the  Absent  Man,  12mo,  2c  Blayney 1858 

— Jesuits  in  England,  and  Inquisition  at  Home,  12mo,  2c Blayney 1858 

-{Jotk,)  Miarionaiy  Tear  in  Ceylon  and  India,  post  8vo,  7c  6d   BoulHon   185a 

Sugar  Duties;  Digest  and  Summary,  roy.  8vo,  3c Damon i86s 

Way  of  Life,  and  other  Poems,  12mo,  3c  6d,  1853  ;  2ud  edit,  5c  ...  BouUtan    i860 


{J.A.'S  Treatise  on  Laws  of  Factors  and  Brokers,  1844,  12mo,  8c Stevem   1844 

(J.F,)  Ancient  Knight;  or,  Chapters  on  Chivaliy,  ISmo,  Sc Cleaver 1849 

— Judgment  of  the  Anglican  Church,  8vo,  10c  6(2 Baily 1837 

{J.Jl.)  Contribution  to  Medical  literature,  8vo,  10c  6(2 Leath  4h  Ro9$.,.i%S9 

■  History  and  Heroes  of  the  Art  of  Medicine,  8vo,  14c Murray x86i 

■  HomcBopathy  in  1851,  12mo,  2c  6(2 ^oomMiK^e...i85a 

■         Treatise  on  the  Epidemic  Cholera,  8vo,  10c  6d  Beadland 1849 

and  Drysdale  (/./.)  Introdact  toStudy  of  Homceopathy,  p.  8vo,  4c  6d  Leath:. 1845 


(/.5.)  Fleet  of  the  Future  :  Iron  or  Wood?  8vo,  U  6d   Longman  1861 

Treatise  on  Steam  and  Steam  Navigation,  post  8vo,  9c Simpkin 1841 

■  the  Steam  Engine,  post  8vo,  9c,  1841  ;  new  edit,  5c Longman  1846 

{Mick.)  Connection  of  Sacred  and  Profane  History,  new  edit.,  8  v.  8vo^  42c...  Bimngton  1837 

Histoiyof  Ancient  and  Modem  Sgypt,  12mo,  i$  6d Nelson    x85a 

Barbaiy  States,  12mo,  5c,  1841;  new  edit.,  Sc   Nelton  1851 

Church  of  Scotland,  2  v.  12mo,  12c Rivington 1838 

Iceland, Ghieenland,and  Faroe  Islands, fp.  8vo, 8c,'  50— adv. 5c  Nelton  x 86a 

Nubia  and  Abyssinia,  12mo,  5c,  1842;  new  edit.,  8c NeUon   1850 

P^estine,  new  edit.,  12mo,  8c  6(2  ;  new  edit.,  5c    Nelton   1858 

Polynesia,  12mo,  5c,  1842;  new  edit,  3c Nelton   1851 

—  (LadyR.)  Letters,  new  edit,  2  v,  post  8vo,  15c Longman  1853 

Married  Life  of,  by  M.  Guiaot,  12mo,  2c  6(2  Botworth   1855 

[Robt.)  On  Agriculture  and  Climate  of  North  America,  8vo,  14c,  '57— red.  6c  Longman  i860 

— Sermons,  ISmo,  U6d  Simpkin 184a 

—  {LordW.)  Life  of,  new  edit,  post  8vo,  10c  6(2,  Longman,  1853— red.  to  5c  ...  Bicken 186a 

(Wm.)  Boyhood  and  Youth  of  Extraordinary  Men,  post  8vo,  2c  6(2 RouUedge  i860 

^— Exercises  in  Words,  Practice  on  Qrammar  and  Rhetoric,  12mo,  8c  6(2  Boiton,  U.S.,.. it ^6 

Extraordinary  Men  and  Women,  in  1  v.  cr.  8vo,  5c   RouUedge  [860 

Girlhood  and  Life  of  Extraordinary  Women,  new  edit,  poet  8vo,  2c  6d  RouUedge i860 

History  of  Modem  Europe,  new  edit,  4  v.  8vo,  52c WhiUaker 1850 

-by  Jones,  4  ik.  8vo,  30c  RouUedge  1856 


■ Epitomised  byTownaend,  8vo,  10c6<2;  p.  8yo,  5c  RowUedge  1858 

— Marriage  Settlement,  and  Rose  of  Corail,  12mo,  Ic  6<2 J. AC. Brown,.. il ^6 

-         Philosophy  of  Arithmetic,  12mo,  3c C.B.Law 1840 

Pulpit  Elocution  and  Effect  of  Manner,  2nd  edit,  post  8vo^  6c Andover,U.S...il^% 

Second  Book  of  Arithmetic,  12mo,  2c  ;  Key  to,  12mo^  2c  6(2 C.B.Law 184a 

— The  University  Speaker,  post  8vo,  7c  6(2 BoeUm,  U.8.  ...1855 

- —  (W.B.)  British  Expedition  to  the  Crimea,  8vo,  14s RouUedge  1858 

■         History  of  the  Crimean  War,  2  v.  12mo,  10c '....  RouUedge  1855 

*— Mrs.  Seaoole's  Adventures,  new  edit,  12mo,  Ic  6(2    Jat.Blaekwood  1858 

My  Diary  in  India  in  1858-9,  2  v.  post  8vo,  21c  RouUedge  1853 

— (America)  North  and  SouUi,  2  v.  post  8vo,  21c Bradbury i86« 

Rifle  Clubs  and  Volunteer  Corpsi  12mo,lc6<2 RouUedge 1859 
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Rnnell  {W,0,)  Law  of  Orimei  wd  Miademeaoon,  2  r.  toy,  8to,  80t    j^eMM^ iS^ 

BoBsia  at  the  CIom  of  the  Idth  Oeiituy,  edited  by  Bond,  8to HiMmffi  Soe....i%si 

iti  BeforiDi,  Ftograii,  and  Ffeewnt  State, I7 a Beoent  Tmvdier,  poet  8to,  S«  M  BeU^  Daktf. ..it^^ 

the  Land  of  the  Onr,  from  868  to  1864,  18mo,  U  « Woird  S  LodL.\%ii^ 

■  under  Nieholaa  the  Pint,  from  the  Gennaii,  by  Sterling,  12mo,  0« Mwrray 1841 

Basaian  Aoooant  of  the  Battle  of  Inkennaao,  pott  8to,  Z» Mmrrof 1856 

y  and  English  Dietionaiy,  18mo,  5« WxUiamM^  N.  1847 

Campaigns  in  Finland,  1808-9,  by  a  Rnsrian  Officer,  poet  8to,  9f  Bwdk 1854 

Cbit-Chst ;  or,  Sketdiee  of  a  Besidenoe  in  Bnana,  by  a  Lady,  18mo,  4« Lomgman  1856 

Bnglish  VooaboUuy,  2nd  edit.,  18mo,  %iM  Tkimm  1857 

FOpobrTales,  12mo,  6«    Chofman Jt H.it^^ 

^riffof  Custom^  Dntiea,  issned  November  1850,  8to,  8«  6<I  BarikiM 1851 

BnaBom(/.)Histoi7  of  Christ,  8?o,  6t  M Simpkin 1840 

Bustat  (7*.)  Memoirs  of,  by  William  Hewett,  Jna.,  8to,  7«  6d   Lumieg 1849 

Bustie  Pamitnre  for  Gardens,  Summer  Hoosss,  fro.,  8to,  4s  TaofU^r  «.  d, 

Buth;  or,  the  Belieirer  filled  with  Christ's  Strength,  18mo,  UAd     HaMtUom 1857 

Buth  and  her  Friends,  a  Story  for  Girls,  12mo,  ^  1859  l  ^aw  edit,  80  M MaemiUam    ...1861 

Baynaid's  Stoiy,  post  8to,  lOs  6<I SamitdenA  0..i%€t 

CharchiH;  or,  the  Trae  Protestant,  12mo,  4« New  Yurk 1851 

Clayton;  or,  the  Contrast,  new  edit.,  18mo,  Is Kmykl^Sam   i860 

Garnet,  a  Historical  Bomanoe,  8  t.  post  6to,  8It  M Benttey  185s 

Hall,  a  Tale,  by  Fanny  Pen,  12mo,  U (id,  ffoultUm;  Is,  R&uU^tdffe;  U Wa*'d4kLoek...ttss 

Lerison;  or.  Working  and  Waiting,  a  Tale,  18mo,  Is    Matttrw i860 

Bntherfoid(il.C.)LectQnsonllieDoetrineof  Bleetion,  18rao,  2sM    Ward 1848 

(5bih.)  Letters  ;  Bany  by  Brskine,  new  edit.,  12mo,  4t  ColUnffridge  ..,i%^i 

«^^^_ ■        LifebyBonar,  12mo,  9s8<i HawUUom  1848 

■ Thomson,  2  r.  12mo,  8i,  1841  ;  1  t.  St   Humilum  1846 

■  with  Biographical  Sketches,  edit,  by  Bonar,  2  t.  8to,  21s  NamiiUm  1 86a 

-^— — ^— *^^  Lax,  BoK,  et  de  Jure  Begni,  by  Boehaaan,  roy.  8to,  8r  HaMUtou  1843 

-  Freabyteriaa's  Armoury,  8yo,  9$ OamiUom  1843 

(Wm,)  Solution  of  Numerical  Bquations,  4to,  8s  8<f    BellA  Daldif..  1849 

Butherforel's  Border  Handbook  and  Guide,  12mo,  4s  6<f ;  Ifapa,  folded,  each  Is Groomhrid^  -.•■849 

BuUand  Papers,  iliustratiTeof  the  Court  of  Henzy  VIL  and  YllL,  by  Jcidan,  4to CamdemSoe.  ...184s 

Botledge,  a  Novel,  or.  8to,  7«  W  NtwTork i860 

Butter  (^./^.  (7.)  Introduetoiy  Frendi  Grammar,  12mo,  69 Rivimffiom 1844 

■    {Hen.)  lafe  of  Christ,  with  lUustrations,  roy.  8to,  ISt  FuUarUm  1849 

(/.  0.)  Treatise  on  Dofelopment  of  Human  Bleotrictty,  post  8to,  6s Parlxr<fr&m  ..1854 

Buxton  (&./^.)  life  in  the  Far  West,  12mo,  4«   Blaekmooda  ...1851 

■  Travels  in  Hezioo,  post  8vo^  8i^  1847;  new  edit.,  8i  6ci Murratjf 1861 

Buysdale  (PA«^.)  Fortunes  of  a  Colonist,  post  8vo»  10s  6<l Ntwbff  1854 

Byairs  Portraits  of  ConservaUve  Statesmen,  2  v.  imp.  4to,  6/ F»ri«ce 1838-41 

Byan  {Ota.)  Our  Heroes  of  the  Crimea,  post  8vo,  8«  6<i,  Pitld  ;  12mo,  Is  Jtoutkdge  1855 

■  Was  Lord  Cardigan  a  Hero  at  Halaklava  ?  18mo,  Is Fie^d 1S55 

— — (Jno.)  Claussen  Flax  Process  of  Preparing  Wool,  8vo,  6s Ji,  WiUtm 185a 

Popery  Unmaaked,  8vo,  8»    Skerteood  1840 

Popish  Bevolotionary  Faction  of  Ireland,  8vo,  6f  6c{ Edwards  1838 


—  (/.67.)  NngB  PoeticB,  Original  Poems,  12mo,  8s Simpi-tH 1S35 

{Mic,)  Atlas  of  Obotetricy,  8vo,  10s Shrrwood 1840 

_ Formukry  o(  Hospitals,  82mo,  4s  6(2,  1835  ;  new  edit.,  6s  6ci    Churchill   .  ...1839 

— Lectures  on  Population,  Marriage,  &c.,  12mo,  2s6d Rrnthaw    12^36 

■ Manual  of  MedicalJnrispmdence,  8vo,  18s   iSherwood   1S36 

Midwifery,  8 vo,  19s    Reiuhatp   1840 

■  Medioo-Chinngical  Fonnnlary,  82mo,  8s  6rf Churchiil  11137 

■  Obstetric  Aphorisms,  82mo,  2s Brwen  1837 

Philosophy  of  Marriage,  12mo,  1837  ;  new  edit,  6s BaiUiire   184.3 

Prostitntbn  in  London,  12mo,  lOt  6<f BaUtUre  1839 

(M,J.)  Mary  Stuart,  8rd  edit.,  8vo,  6s Dolman 1859 

^-  (Bp,V.)  Communion  of  Sainta,  and  other  Sermons,  12mo,  6s &e/«y 1855 

Lectures  on  the  Prophet  Amos,  12mo,  8s  6d  SeeUy 1850 

Infantioide,  its  Lew,  Pievalence,  Prevention,  and  Histoi7,  12mo,  6s  ...  Churehiil i86s 

Adventures  in  Galifomia  in  1848-9,  2  v.  post  6vo,  24s,  *5o;  n.  ed.,  18s  Shoberl -..1851 

Byde(iUM.)HydranlieTiUea,r(>y.  8vo,  lOs  6«{ WeaU    1851 

(Bdw,)  Civil  Bngineer  and  Surveyor's  Companion,  8vo,  lOi  6<2 Weale    1850 

Pocket  Companion  and  Beady  Beokoner,  12mo,  lOs  6d S.  Gilberi  1843 

■  Text  Book  for  Architeots,  Bngineen,  8tc.,  8vo,  28s    Weale    .,.1853 

Byder  {A.P,)  Method  of  Ascertaining  the  Distance  from  Ships  at  Sea»  8vo,  6f Ltmamam  1854 

Practical  Bnles  for  Steering  fram  a  Hurricane,  8?o,  2f M.  IVqrIor 1847 

. Treatise  on  Beonomy  of  Fuel  in  Steam  Navigation,  new  edit.,  8vo,  5f...  M.  Ta^hr 1854 

(Corp.)  Four  Tean'  Serrice  in  India,  poet  Svo^  2s  6d Simpkm 18^ 

{Cfeo.)  Los  Aroos^>  Spanish  Carlist  Bomannt,  12mo,  8s  M Bogme    1845 

(ff.D,)  Poemata  I^riea ;  Vena  Latina  Bimante  Seripta^  18mo^  4s Sm^jttm 1844 

Sonnets  on  the  Divine  Attributes,  82mo,  dedd W.  Smiik 1840 

— Temple  in  the  Wildeme«^  a  Poem,  12mo^  2f  Maiekard 1816 

Bydge  (/no.)  yeteiinai78nrgeGB*s  Manual,  12mo^  6s Tegg  1840 

Bjland(4rt.)Twrtl»oaA»yirf  Gold  and  (EWTwW«^p€rta^      Sm^JSkkr  its* 
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Bjkad  (F.F.)  Trwkue  on  DiieMes  of  tha  Larynx  and  Tiaohaa,  8to,  \Ss Longn^n  1837 

———(/.)  Hymns  and  YenMonSacradSnbjeeta,  12mo,  Af.    HandUon  i86x 

"  {K.H.)  The  Fknlma  Beatond  to  Meaaiah,  a  Oommentaiy,  12mo,  6«  ....» Nitbet    1853 

-(/>.)  Pnlpit  and  the  People,  8to»  2f  6</ 1 Wm^ 1847 


Ejle  (/.  C)  Aanmnce,  18mo,  1«  ;  Seseneiation,  l8mo,  1«    Weriktim 1850 

Biahop,  Futor,  and  Preacher,  Three  Leotnrea,  12mo,  2t Wertheim  1854 

-  Bzpoaitory  Thooghta  on  the  Goapela,  post  8to Wertheim   .1856-59 

St.  Matthew,  fit.     St.  Mark,  5«.     St.  Lnke,  Y.  1,  5a  6(< ;  V.  2,  7<. 

—  Bxpository  Tmets,  St.  Matthew,  24,  large  type,  in  a  packet,  Ic Wn-thdm i860 

—  HomeTmihs:  Addresses  and  Tracts,  7t.  12mo,  eaoh  8<  Cxi  Wertheim,.. \%$o~S% 

—  Hymna  for  the  Chnrdt  on  Barth,  selected,  new  edit.,  post  8to,  4« Wertheim  i86z 

~  Plain  Speaking,  Ist  and  2nd  series,  eaoh  1«  9d W.  Huni  t86i 

-  Spiritoal  Songs,  1st  series,  M;  2nd  series,  1« Wertheim  1861 

-  Noughts  for  Heads  and  Hearts,  1st  and  2nd  series,  each  Ic  9d W.  Hunt   1861 


^—{Tko,)  American  Liberty  and  Gtovemment  Qnestioned,  post  8to,  7f    Longman  1855 

Bymer  {Biek.)  IHaible  Chordi  and  no  InTiaible  Members,  er.  8to^  it HamiUrm  1861 

(&)  Dental  Monitor,  18nio^  U HamlUon,  185* 

Bynd  {Pro,)  Pathological  Obstfrattons  on  Striotnrss,  8to^  7s  M  Longman   1849 

RiBBATB{nM),  byaLayman,  8vo,  9i    Snow 1849 

at  Home,  post  8to,  St  M A,  Hall 18  ,5 

^  Bells  Ohimed  by  the  Poeta,  UL,  med.  8to,  21«,  Jkll,  '55;  n.e.,  Bq.8vo,10a6<i  Oriffin    i860 

Bxamination  of  Six  Texts  in  Proof  of  the  Christian  Sabbath,  8to,  9m Chapman  ds  if.  1849 

■  Hymn  and  Tone  Book:  Words  and  Mosic,  8to^  9s New  York 1859 

— —  in  Bdinbnigh,  a  Poem,  12mo,  Is Blackwoodt  ...1849 

Lays,  sugg^ted  by  Passagea  in  the  Ohnrch  Serrioe,  18mo,  2i  6<j Niihet 1857 

Leianre  ;  Beligions  Beereations,  edited  fay  0r.  Beard,  post  8to»  7«  6<2 Whi^eld  1857 

Miaaiomiry  Text-Book,  82inOk  Is  Wertheim  1855 

Musings  and  Bvery-Day  Soenea,  leap.  8to,  df Seeley 1839 

Qaeetion  Practically  Considered,  fcap^  8to^  Z$M Seelejf 1844 

School  Lectares,  by  Ministenof  aiai^DW,  12mo,  2f W,  Collint 1841 

Tone-Book,  82mo,  Is FuUarton  1856 

Talks  with  Children  about  Jeans,  sq.l2mo,2f6<i,  Boston,  U.S.,*  $6;  18mo,  Is  Knight  dtSon. ..1Z60 

-  on  the  PlBalma  of  Darid,  18mo,  St Jiotton,  U,S,.„iiSo 


Sabbathawiib  my  Class,  18mo,  ls..« Cfreen 1849 

fiabertsah  <0.)  Art  of  ConTcrMtion,  8rd  edit.,  12mo,  2s6d Botworik  185a 

Sabin  {J.E.)  Ptalins,  Hymns,  and  Spiritual  Songs,  roy.  82mo,  2f  Nithet    1836 

Sermons:  God's  History  of  Man,  12mo,  6« Nitbet     1839 

Sabine  (Edw.)  Magnotical  Obserrations,  Cape  of  Good  Hope,  1841-6,  4to,  42s  Longman  1851 

Hobartoa,  8  r.  4tQ,  eacli,  52«  6d  Longman  ...1850-6 

St.  Helena,  1840-^  A 1844-9,  2  v.4to,  e.  42t  Xon^mon...  1847-60 

-Toronto,  1840-2,  ito,62s6d Zon^n 1845 


Oboenrationa  on  Magnetic  Disturbance,  4to»  10s  6i<    Longman  1851 

(Xor.)  Biographical  Sketches  of  American  Loyalista,  8to,  12f  Boston,  U.S,...i%^7 

-History  of  Duels  and  Duelling,  er.  8to,  IsM Boston,  U.8....i%^$ 


SabruuB  Corolla:  Classical  Translations  and  Original  Compoaitions,  new  ed.,  8to,  12f   Bell  ds  Daldy  .18^9 

8sckTille(I%o.)  Poetical  Works,  12mo,  4«  J.  R.  Smifh  ...1858 

8ackriUe-West  {R.  W.)  Historical  Noticea  of  Withyham  Church,  Sossex,  4to,  21«  ...  /.  R.  Smith  ...1857 

Sscra  Domeetica :  Family  Prayers,  8to,  8s  Parker  ds  Son   1845 

Sscramentof  Baptism  Considered,  8to,  8s  (kf Nisbet 1849 

^- the  Lord's  Supper,  Fragments  upon,  82mo,  Is  6cl Sitnpkin 184a 

Bacred  Album  :  Creed,  Lord^s  Prayer,  &e.,  illuminated,  roy.  4to,  21f  Adeermann   ...1848 

Biography,  with  Etchings,  8vo,  19s  6d Virtue    1845 

Cabinetof  Poetry  and  Prose,  2  t.  16mo,  6s WaMowrne  »,.iS^$ 

Casket  of  Gems  from  Bnglirii  Authors,  18mo,  2f Baisler 1843 

■ — -  Dial  of  Scripture  and  Pkayer,  18mo,  2« J.H,dsJ,Parkeri%^^ 

' Bluddationa  of  Fsssagea  in  Scriptore,  2  t.  18ino,  each  4s  Hamilton 1845 

Garhmd;  or.  Christian's  Daily  Delight,  new  edit,  post  8to,  df  6d ;  12mo,  ^  Simpkin i86a 

Gema,  Andent  and  Modem,  poet  4to,  8s    Niabet    185a 

Geology;  or.  Scripture  Account  maintained,  12mo,  7» Painter 1847 

-— -  Gift,  by  Montgomery,  2t.  roy.  8to,  each  21s —red.  to  16s  eaoh Tallis 1843-5 

• the  Life  of  Christ,  Illustrated,  fcap.  4to^  16s Ball   1839 

Heart  Book,  Devotions  to  the  Heart  of  Jesus,  12mo,  3f  6(2 T.  Richardson  i860 

History  of  the  World,  in  Dialogues,  transl.  from  the  Dutoh,  12roo,  Ss  6d    ...  Sitnpkin 1849 

GUI  and  New  Testament,  16mo,  each2s6<i;  in  1  t.,  isM  Bums 1844 

(Home  Trearaiy),  16mo,  Zs  6d  Chemman  i  M,i$$o 

Hymna,  from  the  German,  with  Translations  by  F.  B.  Cox,  18mo,  4s  6d Pickering  1841 

Inddenta  :  Harmony  of  Bevelation  and  Yolttme  of  Nature,  4  t.  8to,  80s Bampden 1851 

Lyre:  DeToUonal  and  Moral  Poems,  82mo,  UM Orifin    1850 

Lyrics,  by  J.  C.  G.,  12mo,  2s .•..     /.  R.  Smith  ...1849 

• Minskrelay,  a  Collection  of  Saered  Mnaie,  new  edit.,  2  t.  lol.,  42f J.  M,* J,  Parker  it  $1 

Lecture  on  Biblical  and  Hebrew  Music,  Iec,  Sto,  8s  64 J^ostrorC^   i860 


Mountains  and  Waters  Yersified,  18mo,  8s    Bums    1841 

Music  for  the  Home  Cirele,obl.,  Is  64 W.W.0ardineriZ6t 

selected  from  Old  CompoMi%  4t0t  12f Bwmt 184a 


M6  SACRED ST.  FRANCIS  [Biioura  Chalooci 

Sacred  Ofoing,  Poems,  82mo,  each  4*  ed ffamHUm   1S35-62 

—  Places  :  Ten  Views  in  H0I7  Land,  with  Description^  nj,  8to,  6$  Jos.  Blackwood  1S58 

Poems:  a  Selection,  12mo,  8«  6d CrocJkford 1S54 

—^  for  Schools  and  Toang  Penons,  I8mo,  UM Simrpii* 1851 

*— -  Poetry,  2  series,  each  2t  6i2,  1857;  19th  edit.,  82mo,  2t(kl ffamiUon  1S61 

by  a  Layman,  12mo,  8«  dcj Seeiep    1857 

— — —  of  the  Seventeenth  Century,  2  t.  12mo,  6$ Virtite  1849 

-~~  Scriptures,  in  Hebrew  and  Bnglish,  a  New  Tnnslation,  8yo,  2U   BagHer 1844 

SoncpBof  Scotland,  Old  and  New,  fcap.  8to,  8«6d   ffamiUon  1861 

with  Pianoiforte  Accompaniments,  4to,  5« Longmum  1853 

Verses,  with  Pictures,  edited  by  Rot.  J.  Williams,  sm.  4to,  12t Bums    1846 

— —  Wreath :  Vocal  Harmony  for  School  and  Home,  8to,  8«  td    ^mpHn,. 1859 

■  Tear  ;  Hymns  and  Verses  for  Sundays  and  Holydays,  18mo,  3«  6d   Wertkeim 1851 

and  Miscellaneous  Poetry,  by  M.  A.  P.,  18mo,  2«    C.  If.  Law 1853 

.  Moral  Poems,  by  E.  N.  S.,  eq.,  U  6d Simpkm 1851 


Sacy  (XeJ?aroAc20)  Alfiyya;  on,  Grammaire  Arabe,  8to,  6m  6d OrieHt,Tr.Fd.  %.d. 

SadgroTe(fr.^.)  Insolrency Practice,  1  &2  Vict.,  12mo,  5>,  '39;  5to8Vict.,  12mo,  2t  Hodmm 1844 

Notes  on  the  New  County  Oourts  Act,  12mo,  1«  8(2 Bodttm 1847 

Sad  Sounds  from  a  Broken  Harp ;  or,  a  I>eath-Cry  from  Ireland,  18mo,  Ic lUvingUm  1847 

Sadi  (Sheik)  GKdistan  ;  or,  the  Rose  Garden,  in  Persian,  by  Anderson,  roy.  8to,  40ff     WilHam*  d:N.  1861 

Eastwick,  8to,  12«  AUat^Co,    ...1850 

translated  by  Eastwick,  8to,  21#    Madden 1853 

6&dik  Isfah&ni,  Geographical  Works  from  the  Persian,  8yo,  10a OrietU,  Tr,Fd,n.  d. 

Sadler  (Jno.)  Sacred  Records  of  the  History  of  Christ,  8to,  7$  6<2 Suley 1836 

{Af,F.)  Doctrinal  Revision  of  the  Liturgy  Considered,  8vo,  U  6d Belld:  Daidy    i86t 

Parish  Sermons,  two  series,  fcap.  Svo,  each  7«  M BeUA  Daldg  1861-1 

Second  Adam  and  the  New  Birth  ;  on  Baptism,  Srd  ed.,  fcap.  Svo,  is  6d  Bell  <fr  DtUdg  .1861 


— (if.  r.)  Memoirs  of  his  Life  and  Writings,  8to,  lis  Seelejf    184* 

{Percy)  English-French  and  Freoch-English  DicUonaiy,  new  ed.,  12mo,  7t6d...  8pcn  185$ 

— — Stepping-Stone  to  Bng^sh  Giimmar,  18mo,  1«  Longman  1853 

■ Stepping-Stones  to  French  Pronunciation,  18mo,  Is Lof^man  1852 

——^7%o.)  Closet  Prayers,  82mo»  Is  6(< Whi^fiM   1851 

Prayers  for  a  Christian  Family,  18mo,  2s  6<l WhUJlM   1853 

-  Scripture  Doctrine  of  the  Fkther,  Son,  and  Holy  Spirit,  cr.  8vo,  5s  ...  WkitJiM  1859 

-  Silent  Pastor  ;  or,  Consolations  for  the  Sick,  new  edit.,  l2mo»  8« Wkii^M  1851 


Sadlier  (JlffS.)AliceMordan,  aTale,  12mo,2s6c{ Boston,  U.S.  .1858 

"New  Lights  ;  or,  Lif e in  Galway,  18mo,  ^6d Dolman 1854 

Sadyk  Pkaha,  The  Moslem  and  Christian,  transL  by  Siyrma,  8  t.  post  8to,  31s  6d  ...  Hunt  A  B.    ...  1855 

Safety  in  Peril,  by  the  Authoress  of  My  Flowers,  12mo,  8t  6<i L(»b    1851 

Safford  (JM)  Geological  ReoonnaisBance  of  the  State  of  Tenneswe,  8vo,  10s  6(2 NashmUe,  (7.5.1856 

Sage  (Bp,J.)  Works  {SpotHswoode  Soc.),  8  t.  8to,  24t— red.  to  10s  M IT.  Bokn  1844 

Said  and  Done!  post  8to,  10s  6(2  SmiOnk  ElderiUi 

Sail-making,  the  Art  of ,  4th  edit.,  8to,  »» C.  Wilson 1843 

Sailings  over  the  Globe  ;  or,  Maritime  Disooyeiy,  2  v.  in  1,  12mo,  Is  6d CasseU  i8$i 

8ailor-Boy*s  Log-Book  from  Portsmouth  to  the  Peiho,  edit  by  White,  sm.  post  8to,  6s  Chapman ds  Ha%^ 

Saibr's  Bride,  a  Tale  of  Home,  12mo,  2s6<< Vntue  1850 

Hope  for  Himself  and  the  Nation,  12mo,  5s Nubd 1846 

Pkayer-Book,  a  Manual  of  Devotion  for  Sailon  at  Sea,  Srd  ed.,  12mo,  2s  6d   Snow 1855 

9t  Aehed,  Abbot  of  Riveanx,  and  St.  Ninian,  Lives  of,  12mo,  4«— red.  to  2s  6d JI.  Bohn 1S44 

—  Alban*s  Abbey  Church,  Atlas  folio,  60s   Antiqua,  Soe.  n.d. 

-or,  Prisonenof  Hope,  by  Authorof  the  Divine  Master,  12mo,  5s  Masters 1853 

—  Albans  {Duchess)  Memoirs  of,  by  Mrs.  C.  B.  Wilson,  2  v.  post  8vo,  24s— red.  12s  Colbum 1840 

—  Aloysius  :  an  Biample  of  Holy  Life,  from  the  Italian,  18mo,  2«  6d T.JUchardson  1848 

—  Alphonsus  Liguori,  Life  of,  5  v.  post  8vo,  each  4s T.  Rickardson  1848 

•^  Andre  {Jules)  Letter  on  Co-operative  Aasooiations  in  England,  8to,  5s P.  BicAardson . 1 854 

—  Andrew  and  St.  Veronica,  Anglo-Saxon  Legends  of,  by  Goodwin,  Svo,  2s  6(2 Camb,Ant.Socilsi 

—  Andrews:  Liber  Cartarum  Prioratus  St.  AndrsK,  4to BamnatyntCL  1841 

Offidalis Sancti  Andme,  4to  AlilbotrfvrdiX  1^4$ 

—  Aubyn  (JM.)  Elopement,  a  Novel,  8  t.  poet  Svo,  81s  6d Baitley 1838 

• — -— — —  (Mary)  The  Deformed,  Jesse  Bell,  and  other  Poems,  fcap.  Svo,  6s  Pickering  1841 

—  Aulyns  of  St.  Aubyn,  by  Author  of  Charley  Nugent,  2  t.  poet  Svo,  21s Bladwoods  ...1862 

—  Augustine  of  Canterbury  and  his  Companions,  Lives  of,  2t.  12mo,  6a — red.  to  4s    H.  Bohn    1844 

—  Bartholomew's  Hospital,  Catalogue  of  the  Museum,  Svo,  5s  ChurchiU  1846 

—  Bees'  College  Cidendar,  ISmo,  2s  6(2    Itimngton...AnmMl 

— *  Bemaidine,  a  Dramatic  Poem,  by  Authoress  of  Poems  by  L.,  post  Svo,  4s  M Wki^eld  i86ft 

—  Bo  (Theo.)  Wilfrid  and  Maiy,  illustrative  of  American  Slare  Life,  12mo,  2s  6d...  SimpUn 1861 

—  Catherine  of  Alexandria,  Historical  Inquiry,  by  C.  Hardwicke,  4to,  12s Camb.Awt.Soe.iU9 

—  Colomba,  Ireland,  Journal  of  a  Residence,  Preface  by  W.  Sewell,  12mo,  4s J.BJtJ,Parha'iUl 

—  David's  College  Calendar  for  1855,  12mo,  Is  BeU  A  Daldy... ils^ 

—  Davids,  History  and  Antiquities  of,  by  W.  B.  Jones  and  E.  A. Freeman,!  v.4to,  40s  Moxon   1856 

—  Dominic,  The  Life  of,  12mo,  8s  %d Bums    1858 

— -  Edmonde  (Oeo.)  Heroic  Odes  and  Bacchic  Melodies,  12mo,  8s  6d ChuirUm 1846 

—  Edmund  and  others,  12mo,  is,  Toovey,  1844 — ^red.  to  2s  6<i H.BtJkn 1844 

—  Felix  (M.de)  Key  to  French  (lenders,  new  edit.,  12mo,  Is Simpkin 1851 

—  Francis  de  Sales  Letters,  Selections  from,  transl.  by  Mrs.  Bagot,  n.ed.,18mo,ls  6d  Masters 1859 
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81  FrancbdeSiilM^LifeoC,  12mo,  4f  t,  Rtektu^dam.  1954, 

_*. byR.  Ormahj,  12mo,  2t6<i   Bwmt    1857 

Mamudof  Pnusdoal  Piety,  tnnalated by  Ormsbj,  12mo,  Zi Bwmt   1857 

—  G«oige  for  Bnglaad  :  Addrea  on  the  RngUth  GooBtitation,  12mo,  5t JtivingUm  1850 

Funon  of,  Anglo-SttJEon,  from  »  MS.,  edited  by  0.  Hwdwickek  poet  Sro..    Percjf  Soe. i».  d. 

—  George  (dto.)  Saunter  in  Belgium,  1885,  poet  8to,  10<  6c{   O,  Westley 1836 

{Sk-R,}  Heraldic  Visitation,  Westmoreland,  1616,  poet  8to,  4$;  4to,  8«  ...  /.  O.  BtU 1853 

—  German,  Biehop  of  Aozene,  Life  of,  8  t.  12mo^  7«,  Toovey— red.  to  4«  <M    H,  Bohn  1845 

—  Gerraia  (Dr.)  Tndtrf  dee  Maladies,  8to»  «• Bailliht    185a 

—  Gilbert  of  Sempringham,  Life  of ,  12mo,  3i,  Toovey^red.  to  2s  H,  Bohn  1845 

—  Gnndiensand  others,  LiTes  of,  12mo,  8s,  Toovey— red.  to  2s  H,  Bohn  1844 

—  GntUae's  life,  Anglo  Saxon  Version  and  Translation,  by  Goodwin,  12mo,  6s /.  A.  Smith  ...1847 

—  Holier  (i«6m)  TraTels  not  fv  from  Home,  or.  8to»  10s  6<i Ja$,Bltmkwood  i860 

—  Hilaira  (Bart.)  NairatiTe  of  Trarels  in  Bgypt,  Sues  Canal,  fce.,  8to,  14s  BenOey  1857 

^  Hogh,  Bishop  of  linooln,  Metrical  Life  0^  edited  by  J.  T.  Dimock,  8to,  6s  J,EAj,Parheri%6o 

—  James's  Magaane,  V.  1-6,  8to,  eaeh  6s  6<f Kent i86o-6a 

—  Jean  (Fidess.)  Gave  of  the  Huguenots,  a  Tale,  and  other  Poems,  8to,  10s WhiUaker 1849 

^Sketchesand  Bztracts,  8to,  21s <8a«iu2erf«l;0...i843 

—  John  {Ba^)  Adrentures  in  the  Libyan  Desert,  12mo^  2s  6d,  1846;  new  edit,  2s  Murray i860 

Eooentrio  Lorer,  a  Norel,  8  r.  post  Sro,  31s  6d Beniley 1845 

.  Legends  of  the  Christian  East,  12mo,  2s  6<2 Addeff   1856 

•  Manners  and  Politics  in  the  Ottoman  Bmpire,  post  8to,  7s  M  Cha^^nanSH.i%%'^ 


•  Maietimo,  a  Story  of  AdTsntnre,  12me,  2s«  1856 ;  cheap  edit,  Is  .  Chapman  ds  i7.i86i 


•  Montaigne,  theBmayist,  2  t.  post  8to»  21s Chapman  ^JB.ii $9 

Parple  Tints  of  Ftois  :  Sketches  and  Manners,2  T.p.8T0,21s— r.l2s  Chapman  A  H.  1854 

Sab-Al]nne  Kingdom ;  or,  Stadies  in  Saroy,  &c.,  2  y.  post  8to,  21s  Chapman  dfc  fT.  1856 

The  LottTre;  or.  Biography  of  a  Moseom,  poet  8to,  lOs  6<<  Chapman  dsH,  1855 

—  Trarels  of  an  Arab  Merchant  in  Sondan,  poet  8vo,  8s Chajpiman  S  H,i%^ 

Torks  in  Bnrope,  poet  8to,  7s6<i Chapmam  S  H.i%$i 

■  -         Two  Tears'  Reindenoe  in  a  Leyantine  Family,cr.8Te,9s,'5o;12mo^2s  Chapmam  A  H,  1856 

Views  in  the  Oasis  of  Siwah,  folio,  12s    Chapman  ^  H.itso 

Village  life  m  Sgypt,  2  t.  post  8«k>,  21s Chapmam  ds  IT.iSsa 

-  (Cfto.)  Tonr  and  Sports  in  Sntherlandshire,  2  t.  poet  8to^  18s Murrag 1849 

•  Wild  Sports  of  the  Highlands,  p.  8to,  8s, '46 ;  new  ed.,  12mo,  8s  M  Murray i860 


■*(ff<m.F.)  Sporting  Rambles  in  Germany,  France,  ftc.,  post  8to,  9s  6d Longman  1853 

'(Mr9,ff.)  Audubon,  the  Naturalist :  his  Adventures  &  DisooTeries,  p.8To,  2s  6d  Longma/n  1855 

{Hot.)  History  and  State  of  the  Imlian  Ardiipeh^  1862,  2  ▼.  p.  8to,  21s  Longman  1853 

of  British  Conquests  in  India,  2  t.  post8TO,  tls  ColSnm 185a 


'(M.B.)  All  is  Well :  His  Lettert  and  Journals,  new  edit,  12mo,  6s  6«I Sedey 185a 


^         ;  life  of  Christopher  Columbus,  leap.,  2s  (M Low   1850 

\f9ab!)  Augustus  Courtenay,  and  other  Tales,  2  T.postBTo,  21s  Shoberl  185a 

(/.A.)  Album  of  Oriental  Coetnme.    See  Oriental  Album. 

Description  of  Bgypt  and  Nubia,  8to,  12s— red.  to  6s    J7.  Bohn  1845 

Bducatioa  of  the  People,  peet8To,  8s6<< C^u^man  df  H.i^^Z 

History  of  the  Pour  Oonquestsof  England,  2  t.  8to,  28s Smiihdf  Elder  1861 

.  Isis  :  an  EgypHian  Pilgrimage,  2  t.  post  8?o,  21s Longman  185a 

life  of  Louis  Napole<m,  post  8to,  10s  6ci Cht^pmandfM.i^^y 

Manners,  Customs,  fto.,of  AnoientGreek8,8T.8yo,  81s6d— r.to21s  Bentleg 1844 

Margaret  BaTonseroft ;  or.  Second  Love,  8  v.  post  8vo,  31s  M Longman  1835 


>  Nemesis  of  Power:  Forms  and  Causes  of  Bevoluiion«  12mo,  6s   ...  Chapman  df  MaZ^^ 

•  Philoeophy  at  the  Foot  of  the  Croes,  12mo,  6s Longman  1854 

Pleaching  of  Christ,  its  Nature  and  Consequences,  12ne,  Is  tU  ...  Chapman  A H,  1855 

Ring  and  the  Veil,  a  Novel,  8  V.  poet  8vo,  81s  6<i  Chapman  A  Ha% $6 

.-._  Sir  Cosmo  Digby,  a  Novel,  8  v.  poet  8vo,  81s  M BentUg 1843 

Tales  of  the  Raaad*han,  8  v.  poet  8vo,  Sis  M  BtnOeg  1835 

There  and  Back  in  Sesreh  of  Beauty  (Italy),  2  v.  post  8vq,  21s    ...  Longmam  1853 

Views  in  Borneo,  4  Pkrte,  roy.  4to,  each  10s  6(i McLean 1847 

-  (J.R,)  Description  of  the  Lake  Superior  Country,  12mo,  Hi WUeg 1846 

-(P.B.)  Alice  Leslie,  feap.  8vo,  2s C.  H,  aari«...i86i 

Amy  Moes;  or,  the  Banks  of  the  Ohio,  new  edit,  leap.  8vo,  2s  O.  H,  darbe,. .ii6i 

Arctic  Crusoe;  a  Tale  of  the  P(dar  Seas,  postBvo,  8s  6<i~  VBd.to2s  CM.  Clarke.,.itt6 

Countess  Miranda,  f cap.  8vo,  2s    C.  ff.  Clarke...iUi 

.  Bnchanted  Rock,  aTkle,  12mo,  3s  6d^  LewiSj  184^;  12mo»  Is WarddiLoek...t9$^ 

-Fireside,  a  Domestic  Tale,  16mo,  5$ Zewis 1849 

-  Fust  Campaign  :  GaUipoli  to  Sebastopol,  12mo^  Is WarddfLodt  1854 

-  Lobster  Salad,  mixed,  12mo,  Is WarddfLoek,..i%ss 

•  Mary  Rock;  or.  My  Adventures  in  Texas,  12mo,  2s  CM.  CEadfce...i86o 

-  Our  Holiday  :  a  Week  in  Paris,  12mo,  Is    Ward^Lodt  1855 

-  Quadroona  ;  or,  the  Slave  Mother,  fcap.  8vo,  2s Lea    1861 

-Three  Days*  French  Revolution,  1848,  12mo,  6s BenUeg 1848 

-  Tiapper^s  Bride,  a  Tale,  12mo,  8s  6<i  Lewie 1845 

White  Stone  Canoe,  and  other  Talei^  12mo»  Is  *...   Ward  A  Lode  1854 


White  Stone  Canoe,  12mo»  8s  6<i Lewie 1846 

Young  Naturalist's  Book  of  Birds,  16mo.  2s  6d A,HaU 1844 

•  (5.)  BlementB  of  Geology,  for  Use  of  Students,  post  8vo,  ^ /.  Chapman..,  1851 
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St.  John    (5.)    UfeintheForwtoof  thePwBart,  wHhmintnaioiis,Sr.8vo,82«  iSaiiA^ 

(Vanel.)  Chatn  of  Dtatinj^  <^  Novel,  foap.  8to,  U WardALoA  1861 

Saint  Rnataoe,  a  Norel,  8  t.  post  8to,  31«  M Nnobjf  1S57 

— — — ~  UndereoRenti  :  a  Norel  of  Our  Day,  8  t.  post  8to,  S1«  M  Timdltf 1159 

—  John,  Lifs  and  Chaimetor  of,  by  Peigoion,  12mo,  St HamUUm i%n 

-—---——— ^———  Krammaelier,  12mo,  Ot   HamiUtm  iS^o 

Trench,  8to,  8<  6d  homgmam,  1850 

—  John*8  Bpistlas,  tnasl.  from  Laohnuum's  Greek  Teit,  by  Mardon,  post  8vo,  2«  ...   WkUfiM  \%^\ 

'  CKiqpel,  containing  the  French  Text,  with  Literal  Translation,  18mo,  1«  6<f  Comui \%n 

literally  oonstnied  by  Dr.  Giles,  18mo,  2t  0(2 CormMk  \%a 

^— — » newly  compared  by  Five  Olergymen,  roy.  Sto^  2«  M Pmrktrib  S»ii  iS;3 

translated,  with  Notes,  by  Rot.  8.  C.  Malan,  4to,  88*  Mtuien iS6: 

—  John^  in  the  Wilderness;  or.  Stories  of  a  Country  Fkriab,  18mo,  2t  MoMten iSjt 

—  Joatan  the  Martyr,  Woiks  o^  with  Notes,  8to,  8t JUvimgUm,  1S61 

—  Katharine  of  Alexandria,  Legend  of,  4to Abbottfordaubit^i 

—  Leger,  or,  the  Threads  of  Life,  post  8to,  lOs  6d Benilqf 1S50 

—  Leonard  ;  or,  the  Hissionaiy,  a  Poem,  l^  J.  8.  C.  B.,  12mo,  8«  6d KttU  1857 

—  Leonard's  Ohnroh,  Kiricstead,  Arohitectnral  Description  of,  folio,  lOt  J.  ff.d:/, Parker it^j 

—  Loonard's  (ZortI)  Decisions  in  Chancsiy,  1885,  Irahmd,  roy.  8to,  2Sf Sweet 1843 

'  Bssay  on  the  Heal  Ph>perty  Statutes,  2nd  edit.,  roy.  8to,  S6t ...  Sweet 1S61 

.-^_ Statutes  as  to  Limitation  of  Time,  &&,  8vo,  Ids...  Sweet 1851 

' Handy  Book  on  Property  Law,  7th  edit.,  12mo,  8«  6d BlaekwootU   ...1859 

Law  of  Property  Acts,  the  Notes  hf  J.  8.  Vaiaey,  12mo,  6f  6d    Witdy    i860 

■  New  Law  Gonrts,  and  the  Saiton*  Ponds,  Speeches,  8to,  ea.  Is   Mwrrag 1861 

—— — —  Treatise  on  Law  of  Property,  roy.  8to,  81f  M  Sweet 1849 

Vendors  and  Porehasen^  14th  e.,  r.  8to,  88f  Swedt ...1861 


Powers,  8th  edit,  roy.  8to,  86s  Sweet 1861 

—  Luke's  Gospel,  literally  constraed  by  Dr.  Giles,  18mo,2«6<i Comiek 1858 

—  llarie  (OmmO  Visit  to  Franch  Possesiions  in  AJgien,  post  8T0t  lOt  M    BemOeg  iM 

—  Mail's  Gospel,  ananged  in  Fkrts,  lEc,  by  Ber.  J.  ForBfaall,  post  8to,  2s  M Lemgmam,  1861 

—  Hary  Magdalene  of  Fmbi,  Life  0^  post  8^0,  4f  T,  Mickardeem  1849 

—  Matthew's  Gospel,  a  Practical  Oommentary,  by  G.  B.,  12mo,  8f  M Niabet 1861 

— ^-^— — ^—  in  Anf^Sazon  and  Northumbrian  Verrions,  4to,  10s Comb,  D^ot...its^ 

—  Maur  (Lady)  Sacred  Smus  for  British  Ssamen,  12mo,  2f /.  F.  Show  ...1837 

—  Michon  {AM)  Beligious  Journey  in  the  Baivt,  1860-51,  8to,  lOtOd BemOey 1853 

—  Flitrick's  Cathedral,  Illustrations  of,  4to,  8«6il Simplnm    1859 

—  Paul,  Life  and  Bpistles  0^  by  Thcs  Lewin,  2  r.  post  8to,  21s,  '51 — red.  to  12t...  Rimmgiom 1859 

— Travels  o^  by  Peter  P^l^,  l«mo,  2s  6<i   WebbdiM,  ...1858 

-of,  for  Youth,  byBiber,  12mo,  4«6d CUwter 1849 


■  Toyige  and  Shipwreck  of,  by  Smith,  8to,  14«,  '48;  new  edit,  cr.8T0,8s  M  Lemgmtm  i860 

—  Fliul's  Bpistle  to  Hebrews,  eomparei  with  tiie  Old  Testament,  12mo,  8f  6d Nitibet i8$4 

_...__  Bomans,  Annotations  on,  12mo,  4« Bell  A  Deidjf  .1845 

■  by  James  Ford,  8to,  12t  Maeten i86j 

■  compared  with  the  Original  Greek,  roy.  8to,  2t Pa/HoerAStm  .1857 

■■  from  Tisehendorf,  by  Crawford,  4to,  8«  Lim^ma»  i?6o 

Greek  Text,  Notes  ^  Vaughan,  8to,  7f  W BiaemiUam    ...1859 

—  P)sul*s  Bpistles,  and  life.    See  Conybeare  and  Howsod. 

— — — —    explained  in  Familiar  Langusge,  by  G.  B.,  12mo Niebet  iS39-5« 

Corinthians  I.,  8f.  Corinthians  IL,  and  Galatians,  8t  6d.  Ephesiaas  to  Coloesians, 
8f.  Hebrews,  d«.  Bonans^  8«.  Thesealoniaas  to  Philemon,  4s.  James  to 
Jnde,4s. 

-BngUshText,  by  Dr.  Giles,  2  t.  ISnMS  each2f«c{ Oormiek i860 


Part  1.  Bomans  and  Corinthians.     Pisrt  2.  Galatians  to  Hebraws. 

——Greek,  by  Chr.  Wordsworth,  roy.  8to,  5#6d    JUmngiem »859 

Introduction  to,  with  Table  of  TnTels,  8to,  2<  8i< PeurherASm  185a 

Paraphrase  and  Annotations  upon,  8vo,  7s  Parker  JbSoa  .185a 

— — — ^  to  Corinthians,  compared  with  the  original  Greek,  roy.  Syo,  8s  ...  Parhnr  A  Sva .  1858 
•  Galatians,  Bphesians,  Iec,  by  Four  Clergymen,  roy.  8to,  2s  ...  Parker  de  Sea  ,i%^i 


— — —  trsnslated,  with  Notes,  by  Tonibull,  8to,  7»    BageUr 1854 

Journeys,  Life  and  Letters,  12mo»  2t6<f Lemgtman  1845 

life  and  Times,  by  Stallybrass,  post  8to,  5«  6d  Ward 1854 

—  ' Travels,  by  Walter  Madeod,  with  Questions,  12mo,  2s    Xon^mmm  1861 

Writings,  by  Tate,  8to,  18s Zon^oa  1840 


—  Fliul  of  the  Cross,  life  of,  12mo,  4f  T,  JUekardee*  1853 

—  Panlinus  of  Toric,  and  others,  lives  of,  12mo,  4s,  roomy— red.  to  2f  6d    E,  Boka  1845 

—  Peter,  Mission  and  Martyrdom  o^  by  Cumming  and  McCaul,  8fO,  7s SeeUf 185* 

■  of  Alcantara  and  Ignatius  Asevedo,  lives  of,  2  ▼.  12mo^  8s T,  Riekardtoa  1857 

—  PhlKp  de  Neri,  life  of,  2  V.  12mo,  each  4s T.JSidbanbea  1847 

—  Pierre  (Berti,)  Woiks,  Memoir  and  Notes  by  Clarke,  4  v.  in  2,  12mo,  8s  M.  iMU  iM 

Chanmi^  Indienne,  par  Ventouillac,  18mo,  2s8i< Tegg  1845 

— — aveo  Atala,  24mo,  ds WbiUaker 1847 

———- Paul  and  Viiginia,  12mo,  lsM,i;ea;  12mo,  Is  W <hwmbridge...iiS7 

' 100  Illustrations,  post  8vo,  2i  W  Lea    i855 

-  Pictorial  Edition,  roy.  8vo,  21s  Orr    1839 

— —————. tnasL  I7  Wiiliama,  post  8to,  8f  ad  ff.Bebm  iWo 
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St.  Hem  (JSem.)  Paul  and  Yiiginia,  with  Bluabeth,  by  H'Diamiid,  24mo,  2»  Simpkin 1857 

eiTuginie,  par  Ventomllae,  18mo,  2t  dd Tegg  1845 

with  Eogliah  Vocabulary,  new  ed.,  ISmo,  2s WilUamnk  N.  i86a 

—  PrieBt(Cb«n<^2exit(ie)Hi8toryof  thePallof  theJeaaita,|>.8vo,2i6<i,'49;n.e.,2f  Mturray i860 

—  Bichaid  tlie  Saxon,  and  othen,  liTee  of,  12mo,  8f,  T0009— red.  to  2f  ff.  Bokn   1844 

—  Kobertof  Knuesboroogh,  Metrical  Life  of,  4to' RoahwrgUCL  1824 

—  Boehe,  a  Bomanoe,  edited  by  J.  Morier,.8  t.  post  8to,  81«  M BenUey 1847 

—  Boseof  Lima  and  St.  Juliana  Falconieri,  poift  8to,  4f  T,  JtichardtM  1847 

-^  Sebastian  of  Appariiea,  Life  of ,  poet  8to,  it T.  iftcAordMm.  1848 

—  Simon  {Ihike)  Memoin  of,  transL  by  B.  St.  John,  4  t.  ijoet  8to,  43f Chapman  dfciJ.1857 

—  Stephen,  Life  of,  12mo,  4f,  Tooe^y— red.  to  2t  6d iT.  Bohm,   1844 

Langton,  12mo,  8«,  Toorcy— red.  to  2« B.  Bohn    1844 

—  Stephen^  a  Poem,  originally  pnbliBhed  in  Blaekwood'e  Magazine,  2  ed.,  12mo,  5$  BlacLwaoeU  ...i860 

Chapel,  Weetmineter:  Architeotaral  Bestoration  of,  atlas  folio,  84« WfoU    1846 

or,  Pendllingi  of  Politicians,  8vo,  7$6d  Cunmngkttm,..iS^9 

—  Swithin,  a  Legend  in  Bhyme  for  Bainy  Weather,  4to,  10«  6d  ffanUUan i860 

—  Thomas  ik  Beeket,  Benedicti  Abbatis  PetriburgenslB  de  Vit4  et  Miracnlis,ed.GKies,  CaxUm  Soe,   ...  1846 
of  YillanoTa  and  St.  Francis  Solano,  Lives  of,  post  8to,  i»   T.  Biekardmm  1847 

—  Tineent  {Earl)  Life  and  Correspondence  of,  by  Brenton,  2  t.  8to,  28s  Colburu 1838 

Memoirs,  by  Tneker,  2  t.  8vo,  80#    Bmiley 184J 

—  Wilh«d,  Bishop  of  York,  Life  of,  12mo,  ii,  Toovey— red.  to  2f  M B,  Bohn   1845 

—  Winifred's;  or,  theWoridof  School,  fcap.  Syo,  6t  6<j Longman  186s 

—  Wnlstan  and  St.  William,  Archbishop  of  Tork,  lives  of,  12mo,  Ss,  Tooveg—r,  2f  H,  Bohn   1844 

Ssintes  (A.}  Bationalism  in  Germany,  transl.  by  Beard,  8to,  10«  6iil,*49  -  red.  7«  M  Simpkin i860 

Stinthill  (B.)  011a  Podrida ;  or,  Scraps,  Numismatic  and  Antiquarian,  r.  8to,  81e  6d  NidioU 1844 

Stintine  (X.B.)  Pioeiohs  rame  et  abr6g6e,  Bnglish  Notes,  par  Dubuc^  12mo,  8t  6d...  Bell  A  JkUdg    1860 
tiaasL,  2  T.  post  8to,  16#  Colbum 1837 

■  or,  the  Prison  Flower,  r.  8to,  1«  8d,  W.Smiik ;  new  ed.,  Is  Orifin 1850 

Solitary  of  Juan  Femandes,  tiansL  by  Anne  T.  Wilbur,  fcap.,  St ...  Bokon^  U.S,  ...1851 

Ssintour  {Adtnen)  Fables  Monies:  OuTrsge  Fran^ais  et  Anglais,  12mo,  2t  (M WhiUaher i86t 

SuBts,  no  Fools,  18mo,  2i HouUion   1838 

Our  Bzample,  by  Author  of  Letters  on  Happiness,  12mo,  7« Longman  185a 

LiTesol.     iSie  Appendix. 

Saiflset  (JS.)  Bmays  on  Beligious  Philosophy,  trans,  with  Notes,  Ifce.,  2  T.er.8TO,10«  6cf  ffamiiion  186a 

Sskantala,  the  Lost  Bing,  a  Sanskrit  Drama,  edited  by  M.  Williams,  roy.  8to,  S1«  6d  Madden 1853 

_  oheap  edit.,  5$    Longman  1856 

Ssla  {Geo,  Aug.)  Aeoepted  Addresses,  or.  8to,  7«  6if  Tinileg 186a 

Baddington  Peersge,  8  t.  post  870,  81s  6c{ Shed  i860 

— — ^—  Dutch  Hctnres,  with  some  Sketches  in  the  Flemish  Manner, cr.8T0, 6s  Tintieg  1861 

Gaslight  and  Daylight,  2nd  edit.,  er.  8to,  5s Chapman^H,  i860 

How  I  Tamed  Mrs.  Cruiser,  12mo,  Is  6cf Ja$.  Blaekwoodi^s^ 

"   Joum^  due  North:  a  Besideneein  Buasia,  post  8to,  7s  6if>'red.  S$  Bentleg i8«9 

Lady  Chesterfield's  Letten  to  her  Daughter,  sq.  16mo,  Ss  6d    ffouhUm   i860 

Looking  at  Life,  post  8to,  6$ BoulUdge  i860 

Make  your  Game,  a  NarratiTe  of  the  Bhine,  &e.,  n.  e.,  fp.  8to,  2s  Ward  A  Lock  i860 


SerenSonsof  Mammon,  aStory,  8  ▼.  post  8to,  81s  6d Tindeg  1861 

Ship  Chandler  and  other  Tales,  fcap.  8to,  Is  WarddsLotk  i86a 

Twice  Bound  the  Cbck,  8to,  10s  6d,'59;  6s,^OM2stoM,*6o;  fp.,2s6<{  KeiU  1861 

Two  Prima  Donnas  and  the  Dumb  Door  Porter,  cr.  8to,  6s     TintHeg 186a 

8tbdfortheSoeia],byA.of  Sa]adfortheSoUtaiy,p.8ro,10s6d,'56;n.e.,12mo,2s6ci  BenUig i860 

Solitary,  by  an  Bpicure,  12mo,  Ss  6cl,  Bentleg^  1853  ;  new  edit.,  2«  6d  Brgee 1856 

Sal&man-u-Ubeal,  a  Bomance  id  Jami,  in  Persian,  edited  by  F.  Fidooner,  4to,  10s  ...  Oneni,TextSoe,i9^i 

Salaraander,  a  Legend,  edited  by  B.  0.  Smith,  post  8to,  7s  6d /.  Chapman  ...1849 

8»le  {Qeo.)  Translation  of  the  Koran,  with  Introduction,  new  edit.,  8to,  7s  6d Tegg  1857 

{Ladg)  Journal  of  Disasters  in  Aflfchanistan,  1841-2,  post  8to,  12s Mnrrag 1843 

byGleig,12mo,2s6d;n.e.,2s  Murrag 1861 

—  {SirB.)  Defence  of  Jellalabad,  Descriptions  by  Lady  Sale,  folio.  Sis BuUmandel  ..  1846 

Salictum  Britannicum  Bzsiccatum,  folio,  specimens  inlaid,  20s  ;  loose^  10s WhiUaier 1843 

Salisbury,  Arehseology  of,  8to,  21s ilrcA./iist^.^.i849 

■  Hymn-Book,  roy.  ISmo,  d.,  Is  8d  ;  roan,  2s Simpkin i86a 

Forty.Bight  Tunes  for,  2s  6d Metder 1869 

Sail  {And)  True  Catholic  and  Apostolic  Faith,  by  Allport,  8to,  10s6d,*4o;  newed.,4s  Simpkin 1850 

Salloat  Opera,  Lat.,  Anthon,  12mo,  fis Longman  1861 

—  and  Boyd,  12mo,  6s— red.  to  4s  6e{ Tegg  i86a 

Biyoe,  18mo,  2s    SimmeS  M^L  1843 

Dymock,  12mo,  2s  6<i,  1841  ;  18th  edit.,  18mo,  2s Simpkin 1861 

(Bducational  Goune),  12mo,  Is  6c( Ohamhen  i860 

Giles,  12mo,  8s  6d   Joe,  Bohn 183S 

Hickie,  with  English  Notes,  12mo,  4s  6d  Whittaier 1837 

Hunter,  ISmo,  2s-red.  to  Is  6<l  Simpkin 1846 

Keightley,  post  8vo,  6s Whittaker 1847 

Long  (Cambridge  Texts),  ISmo,  UM WhiUaker i86a 

-with  Notes,  12mo,  59 WhilUdoer ii>6o 


^  Merivale,  poet  8to,  4s  dd    MaemUlan 185* 

-(QxfbKdPbdcvtClavifia),  18ino^  $$ JMJfJJ'arkcriZsS 
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Bdlut,  Opeim,  In*.,  Stewart,  ISno,  2f  6<{  WUUaker i«4fl 

Lftt.  andEng.,  by  Carbeiy,  12mo,  (m  Orr i«47 

lUir,  ISmo,  it   Wkittaker i«5> 

Tnmilited  8yo,  0« Wkataktr 1X40 

byMoBgtn,  12mo,  2$ Sh^km itSS 

Owgan,  12mo,  2»   Sim^pkim iSW 

PMCOck,  post  8to,  7t  6ci   Z^M^maA  184$ 

Bom,  with  1>imoan*«  Omw,  8to,  7i  6d   Sim^hm 1S51 


•Oatiliii*,  Lat,  AnthoB  and  Bdwmrda,  12mo»2«6d Parker  A  So^.1%4^ 

-Merivale,  newodit.,  12mo,  2a6d   MacmOioM 185! 


•  JUterally  oomtrned  I7  Dr.  Oilei,  ISmo,  UM (^nmisk i86x 

•  (Osford  Claaios),  ISmo,  U  /.£r.^fe/J»arfari855 

•  and  Jngutha,  Notes  by  W.  B.  Bonne,  12mo^  UM   W^ iS$> 

-  et  Gioero  Orationes,  translated,  Sto,  8«    WkMUaker 1S40 


Floras  and  Fateroolna,  translated  by  Watson,  post  8to,  5t if.  Bokm    185a 

Jogortlia,  Lat.,  Anthon  et  Edwards,  12mo,  2«  6d  Parker df  Sim... lUi 

Arnold's  Glaancs,  12nio,  d«  6d   Hinngkm  i«n 

Merivale,  new  edit.,  12mo,  2t6d  MaemUlam 1S58 

(Oxford  Pocket  Classics),  new  edit.,  ISmo,  If  (id J.ff.^.Parksritss 


Salmon  (Pre,)  On  Strictore  of  the  Bectam,  Piles,  &o.,  870,  12f Wkittaker iM 

■  (Geo.)  Lessons  Introdactory  to  the  Medeni  Higher  Algebra,  8to,  6$ Simpkm. 1S59 

-Sermons  preached  in  the  Chapel  of  Trinity  College,  Dublin,  er.  8to,  69  Macmilkm    ...1S61 

-  Tieatise  on  Analytic  Qeometiy,  8to,  6« WkUtaker 1848 

of  Three  Dimenaiona,  8to»  12t Simpkm iS6a 


Conic  Sections,  new  edit.,  8vo,  12f  Zon^aum  i860 

Higher  Pla«e  Carres,  8vo,  12j Wkittaker i«5> 

(Reb,)  Progresnre  Historian,  post  8to,  8«  6d,  Rdjt ;  Key  to,  2<  8(2 /.  O.  CSofifct  ...\%%% 

Salmon's  Two  Systems  of  Distinguishing  French  Sabstances,  12mo,  Is  9e{ Simptm 1837 

Salomon  {Dax)  Account  of  the  Peiaecution  of  the  Jews  at  Damascus,  8to,  St lAmgmaa   \%ifi 

-On  the  Currency,  8vo,  2« P,  iZtdbanboa  1843 


(ZV.&.)  Sermons  at  Hamburg,  translated  by  Qoldsmid,  8vo,  7«  6(2  Mwrai^ 1839 

Salomon  and  Saturaus  k  Adrian  k  Bitheus,  Anj^o-Saxon  Dialogues  ol,  ed.  by  KemUe  jEl/ric  Soeittf  a.  d. 

Salt  {Sam.)  Facts  and  Figures  on  Bailways  and  Commerce,  18mo,  2s  id  Lonffmam  1848 

BaUway  and  Canal  Stattrtics  and  CalcuUtions,  8vo,  79  M E.  WiUatt 1846 

■  Commercial  Information,  12mo»  5t— red.  to  If  SwtHk A Soa*. ..i%So 

Salter  (H.O.)  Book  of  Illustrations;  or,  Scripture  Truths  Bzhibited,  8to,  lOf  6d  ...  HaUJkard  1840 

{MM,)  Asthma,  its  Pathology  and  Treatment,  8to,  lOf   CkmrdkiU  i860 

Guide  to  Qorernment  Situations,  ISmo,  2f  C,  Mitdkdl   ...1854 

{T.P,)  Angler's  Guide,  12nMS  8f— red.  to  fit)  abridged,  If  6i2  E.  Boknr    1841 

Saltmanh  (/no.)  Sparkles  of  Glory,  24mo,  If  8<f    PiAerimg  1847 

Treatise  on  Free  Grace,  12mo,  8f ^eniiftt 1839 

SalTaod  (F.)  Few  Brief  Words  upon  Bngland,  12mo,  2f  6(2  Painter 1850 

SalTsgnoli  (Fim.)  Independence  of  Italy,  transl ,  8to»  If  M Rillgwaig    i860 

Sahrator  Bosa,  life  of,  by  Lady  Morgan,  new  edit.,  post  8vo,  8f  6(2 Bryee 1855 

SalTerte  (S.)  Histoiy  of  the  Namei  of  Men,  Nations,  &c,  by  Mordaoqae,y.l,  Sro,  12t  /.  R.  Swtitk  ...1861 

■  ■  Philosophy  of  Magic,  &o.,  by  A.T.  Thomson,  2  y.  8to,  28f BeiMejf 1846 

Salyin  (F.fT.)  and  Brodrick  (J,B.)  Falooniy  in  the  British  Isles,  imp.  8to,  21f Van  Voortt   ...185$ 

SalTo(b(m)Spaniah  and  English  Idiomatic  Phrases,  18roo»  2f  6(2 7%tsim  1856 

■ Method,  after  the  System  of  Dr.  Ahn,  12mo,  4t  Tkimm  ...   ....1861 

Salwey  (r.)  Manual  of  Gospel  Hymns,  12mo,  4f  6(2    Hatekard  1847 

SamBelson;  or,  a  Vint  to  the  Beach,  a  Tale,  18mo,  Sf Simpkin 1836 

Slick.     See  Haliburton  (Judge). 

— ^—   in  Texas;  or,  the  Piney  Woods  Tavern,  12mo,  If Romtiedge  1857 

SamaVeda,  Sanscrit,  edited  by  G.  Sterenson,  Sto,  12f   OrKn.rexfS0j.1843 

in  English,  by  Dr.  Stevenson,  8to,  7f  Oriem,TranJPda%Ai 

Samaritans,  Notices  of  the  Modern,  Life  of  Jacob  eBhShelaby,sm.4U>,4f  6(2    Lew   1855 

Bamider  System  of  Teaching  Plain  Needlework  in  Schools,  12mo,  4f  6(1  Rtebngtom  i860 

Sampson  {F,S.)  Critical  Commentary  on  Hebrews,  edited  by  Dr.  Dabney,  8vo,  18f  ...  New  York 1856 

(/no.)  Luaus  Seniles,  with  Life  of  the  Author,  12mo,  8f Wkittaker 1844 

— ^—(/.iZ.)  Chinampa;  or.  Island  Home,  a  Tale,  18mo,  If  6(2    i'a2aier 1851 

(M.B.)  Concluding  Task  of  the  Disciples  of  Homoeopathy,  Sto,  Sf    HigkUy 185^' 

■■   Criminal  Jurisprudence  aa  to  Mental  Organisation,  dvo^  5f  Migklejf 1843 

Prindplek  Theory,  Iec,  of  Homoeopathy,  Sto,  6f  6(2  HemUton  1848 

SlaTery  in  the  United  States,  Sto,  2f  6(2 HemleUm  1845 

■  Traths,  and  their  Beoeption  aa  to  Homoeopathy,  8to,  fif  6(2 ffiffhl^ 1850 

(7*.)  ElectroUnt,  Sto,  If  6<2;  roy.  Sto,  U  Palmer 1841 

{Mn,TM,)  Christian  Virtues,  Poems,  edited  by  Major,  sq.  16mo,  2f  6(2 BM^  Daldf...it6o 

Samuel:  a  Story  for  Choristers,  ISmo,  If  6(2  MoMere 1850 

the  Prophet,  Life  and  Timea  of,  12mo,  6f LemgrnMn  1844 


Samuel  Sowerby  ;  or,  DoincpB  at  BaTensdale  Priory,  Sto,  fif  WiUomgkbg  ...1853 

Samuel  (^rof.)  Sketch  of  the  Woollen  Manu&ctures  of  Great  Britain,  8to,  lOf  6(2     P^ 1859 

{Edw,)  Triumph  of  Christ  on  the  Cross,  12mo,  2f  6(2 Banke   1858 

—   (Joe,)  Missionary  Tour  through  Arabia  to  Bagdad,  12mo,  Sf  M Simpkin 1844 

— Bemnant  Found ;  or,  IsraeFs  Hiding  DisooTsred,  8to,  fif HatduMrd 1841 

— ' (PtL)  Wesleyan  Mianou  ia  Jamaioa  and  HondiirM  Delineated,  8to^  lOt  ...  Pmiridi/e i8$o 
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Samoelaon  (Jos.)  Honey-Bee,  its  Nataral  History,  &c.,  cr.  8vo,  6«    Van  Voont  ...i860 

and  Hicks  (J,B.)  Earthworm  and  Housefly,  2Dd  edit.,  cr.  8to,  Zs  6d  Van  Voonl  ..  i860 

Sancroft  (^frj).)  Life  of,  by  Dr.  D'Oyly,  8to,  9c    Parker  d:  5011.1840 

Sancta  Sophia:  Directions  for  Ptayer  of  Contemplation,  by  Father  A.  Baker,  12mo,  dt  New  York 1858 

Sanetoses,  ChaDts  and  Anthems  for  Private  and  Congregational  Use,  oblong,  2«  6d  ...   Ward    1854 

Sand  (Oeo.)  (Daderant,  A.A.D.)  Works,  translated  by  Miss  Hays,  6  t.  12mo,  dO«...  Ckurton 1847 

Andr^,  Mosaic  Masters,  L'C^  Letters  of  a  Trayeller. 

Companion  of  the  Toor  of  France.  Maaprat 

Last  of  Aldini,  and  Simon.  Miller  of  Angibault.  * 

Consnelo,  a  Boinanoe,12mo,  2i  6(2    T.  Eodgton  ...185S 

CoontesBof  Bndolstadt :  a  Sequel  to  Consaelo,  new  edit.,  fcap.  8to,  It  C.  H,  Clarke.,  1% ^2 

DeTiFsPool,  fcap.  8to,  Is Lea    1861 

Snchanted  Lake,  a  Tale,  16mo,  It  Slater 1850 


Journeyman  Joiners,  fcap.,  Is  6d Tegg  1840 

Little  Fadette,  18mo,  Is  SUtter  1849 

Miller  of  Angibault,  12mo,  Is  6d SimmtJiM^l,  185J 

Mosaic  Workers,  a  Tale,  24mo,  Is  6d H,Q,  Clarke^.it^ 

—  Spiridion,  a  Bomanoe,  12mo,  6<— red.  to  2t  6(f Fox  184a 

-  (Xowis)  Sylrester  Bnderby,  the  Poet,  a  Tale,  fcap.  8vo,  2s  6d  Masters i86a 

Voices  of  Christmas,  a  Tale,  fcap.  8to,  2s    Masters i860 

Sandal  in  the  Olden  Time,  an  Historical  Poem,  12mo,  is  Longman  1839 

S&ndan  (f cfm.)  By  the  Sea,  Poems,  12mo,  is  6d Maemillan i860 

Sandbach  (Ifrs.)  Amidei,  a  Tragedy,  post  8to,  8s  6(2 Pickering  1851 

— —  Aurora,  and  oUier  Poems,  post  8to,  7s  Pickering  1850 

■  Giuliano  de*  Medici,  a  Drama,  and  other  Poems,  poet  8yo,  9s  Pickering 184a 

Poems,  post  8to^  7s  Pickering 1840 

S&ndby  ((?09.)  Mesmerism  and  its  Opponents,  2nd  edit.,  12mo,  6t    Longman  1848 

— ' — (YTfli.)  History  of  the  Boyal  Academy  of  Arts,  2  t.  8yo,  80s Lmgman  i86a 

Outlines  of  flie  History  of  the  Church  of  Christ,  12mo,  8s  6rf  Weriheim  1855 

Sandeaa  (/«2es)  Catherine,  a  Village  Story,  transl.  by  William  Bobson,  12mo,  Is    ...  RotUledge  i860 

Madeline,  a  Tale,  translated,  18mo,  Is SUUer 1849 

Sandell  (Ed»,)  Artisan's  Wages  Tables,  8to,  6s  M,  Taylor 1850 

Bandeman  (ilrcA.)  Elements  of  Pure  Arithmetic,  12mo,  2s Longnum  1859 

Treatise  on  the  Motion  of  a  Single  Particle,  8vo,  8s  6d Parker  dt Son,, iZ$o 

' (David)  Memoir  of  the  Life  of,  by  A.  A.  Bonar,  cr.  8vo,  5s Nisbet    1861 

■  (i?odt.)  Discourses  on  Passages  of  Scripture,  with  Essays,  &c.,  12mo,  4s  ...  IfamiUon  1858 

Sanders  (PM,)  Clarence  Leighton  ;  or,  the  Outcast,  a  Tale,  post  8vo,  5s Whittaker 1851 

iP.W.)  Essay  on  Uses  and  Trusts,  by  Warner,  2  r.  roy.  8vo,  32s   Maxwell    1844 

•  16,W.)  Chancery  Orders,  12  Bichard  XL  to  8  Vict.,  2  y.  8to,  60s Maxwell    1845 

-  -  -     -  -     -  --      -     -  .-___-  -ff^^l^ 


(/.)  On  Culture  of  the  Vine  under  Glass  and  in  the  Open  Air,  3  e.,  8to,5s  Cott.Oard,Off„ 


• (J.M.)  Crystal  Sphere,  a  Drop  of  Water,  its  Forces  and  its  Being,  12mo,6«  6d  Baillih^ 1857 

(iforta)  Original  Bhymes,  post  8vo,  2s  6rf  Piper     1851 

(W,E.)  Farmer's  Annual  Account  Book,  2nd  edit.,  4to,  6s Simpkin 1853 

{W.R.)  Essay  on  Structure  of  the  Spleen,  roy.  8vo,  2s  6<f Simpkin 1850 

Sanderson  {A.R.)  Thoughts  on  Sickness  and  Affliction,  2nd  edit.,  12mo,  5s A.  HaU 185a 

( J'.)  Bural  Architecture,  12mo,  Is   Orr   1854 

{J,M,)  Complete  Cook  and  Confectioner,  Additions  by  Parkinson,  p.  8yo,6s  PkiladeMiia.,.n.d, 

•  {Bp.B.)  Works,  collected  by  Jacobson,  6  t.  8vo,  89s J.H,AjJpairkeri%s^ 

— Christian  Contentment,  18mo,  Is  6(2    Sterns    1844 

De  Obligatione  Conscientiae,  with  transl.  by  Whewell,  8to,  9s Parker  A  Son  1851 

■ Logicn  Artis  Compendium,  12mo,  6s    Belldb  J)aldy...ii4i 

^ Selections  from  Christian  Ethics,  32mo,  2s Zois    1850 

Sermons,  life  by  Walton,  2  t.  8to,  2is,  Amold'-nd,  to  14s   ff.  Bohn  1840 


( A ^.)  Essays  on  the  Apocalypse,  12mo,  4s Simpkin 1838 

— Lord's  Day  Literature,  12mo,  6s  Ptdmer 184a 

Saoderson's  Biography  of  Signers  of  Declaration  of  Independence,  imp.  8yo,  81s  6(2...  PhiUtdelplUa  ...n.(2. 

Saiide8(fr.i9.)  Gardenia,  a  Poem,  12mo,  6s Longman  1857 

Poems,  12mo,  7s  6<2 Longman  1854 

Saadford  (D.JT.)  Extracts  from  Greek  Authors,  12mo,  6s...' Blackwoods  ...1845 

Introduction  to  Writing  Greek,  12mo,  8s  6(2  Blackwoods  ...1846 

Bise  and  Ptogress  of  Literature,  12mo,  2s  6d Blackie 1848 

-^ Bules  and  Ezerdaee  in  Homeric  and  Attic  Ghreek,  12mo,  6s  6(2 Blackwoods   ...1846 

(B.D,)  History  and  Law  of  Entails,  Scotland,  870,  I8s Smithdf  Elder  ^iS^z 

{Geo,}  Missionary  Poem,  12mo,  Ss  6d Whittaker 1847 

{G.B.)  Chronology  of  the  Old  Testament,  12mo,  3s  6d   Bivington  185a 

• Doctrine  of  B^generation  Considered,  12mo,  4s Bivington  1843 

— Beasonsof  a  Bomanist  Considered,  12mo,  4s Bivington 1840 

Vindication  of  the  Church  of  England,  12mo,  5s  Bivington  1847 

••  (Jno.)  Bampton  Lecture  for  1861;  the  Church  of  Borne,  8vo,  12s    Longman  i86a 

Discourses  on  the  Christian's  Charter,  12mo,  4s ffatchard  1836 

— — —  ■        — Lectures  on  Fellowship  with  God,  12mo,  is  6d   Seeley 1835 

" — —  Piarochiala;  or,  Church,  School,  and  Parish,  8to,  16s    Longman  1845 

Vox  Cordis;  or,  Breathings  of  the  Heart,  16mo,  2s  6c2 J,HJtJ,Parkeri%^^ 

•{Lad^  Storiesfrom  Boman  History,  2ttd  edit.,  18mo,  Is  6(2 Grijfm 1849 

(^«.)  Femald  ImproTement^  8M  edit.,  12mo^  7«— red.  to  8«6i2 Longman  1858 

4  a 
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Sandford  (Mn.)  Woman,  in  her  Soeial  and  I>onMitic  Chano(er,7th  edit.,12mo,  2»€d  Lomgmam  185S 

and  Merton.    See  Day  (!%©•.) 

Bandgato,  a  Poem,  8to,  lOf ChunUm 1847 

Sandham  {Mrs.)  Schoolfellow!,  a  Moral  Tale,  new  edit.,  18mo,  2i DarUm i25» 

Twin  Siatere  ;  or,  Advantages  of  Religion,  18mo,  Z$ Grants  (?. i«4* 

Sandhumt  College  Guide,  8vo,  8t  law   1850 

System  of  Geography,  8vo,  4» WkiUaker 185* 

Sandier  (Louit)  Modern  French  Pronouncing  Book,  8to,  6«    Baldwin     1847 

Sandlnnd  (J.D.)  Wanderer,  and  other  Poems,  12mo,  6« WhiUaker 1845 

Sand«(il./r.)  History  of  a  Suit  in  Equity,  Sro,  25»    Bickmand,  C\S, li^^ 

(2)a«.)  Life  and  Qoepel  Labours,  12mo,  3«  (M    Gilpm    1848 

Sandwith  (Hump,)  Journal  of  the  Siege  of  Kara,  pott  8to,  10c  6d ;  Condenaed,  3«  M  M»rrap ...i8>6 

Sandy  (C.)  Dissertation  on  Canterbury  Cathedral,  8to,  2s  (W /.  R.  Smith  ...1846 

History  of  Gavelkind,  and  other  Customs,  in  Kent,  8vo,  16«  /.  72.  Smith  ...1851 

— m Vindication  of  a  Coontne  Attumey,  a  Romance,  8to,  2t  6d /.  R.  Smith  ...1847 

Sandys  (Abp.  E.)  Sermons,  Ac,,  edit,  by  John  Ayre,  8to Parker  Soc  ...1841 

{0, )  Metrical  Paraphrases  on  the  Ptalms,  Memoir,  by  Todd,  12mo,  Is  ^    RiringUm  1859 

(Wm.)  Christmas  Tide,  its  History,  Fesiiyitiee,  and  Carols,  8to,14s;  n.e.,  59  J.  R.  Smith  ...i860 

Sanford  (/./,.)  Studies  and  lUustrations  of  the  Great  Rebellion,  8to,  16s Parher^t  S[m...i8^8 

Sang  (Edio.)  Elementary  Treatise  on  Arithmetic,  post  8to,  5s Blacheoods    ...1856 

Higher  Arithmetic,  12mo,  6i Blarkwoodt    ...1857 

Life  Annuity  and  Aasnrance  Tables,  2  y.  folio,  each  8is    Lajfion   1859 

Theory  of  the  Teeth  of  Wheeh^  roy.  8vo,  10s  6(2   Longman   1851 

Sanger  (W.  W.)  History  of  Prostituticm,  iU  Extent,  Gauaea,  &o.,  8to,  16« JVew  York 1858 

Sangrter  (CAo.)  Hesperus,  and  other  Poems  and  Lyrics,  12mo,  Zt6d Triibner i860 

The  Saint  Lawrence,  and  other  Poema,  12mo,  6f  Kingston    18^6 

(/tio.)   Righta  and  Duties  of  Property,  12mo,  4f   Wkinaket 1851 

{W.)    Umbi«lla«and  their  History,  square.  Is E.  WiUon i8s5 

Sanitaiy  Goonomy,  its  Principles  and  Practice,  12mo,  2s  6<i   Orr 1S50 

Sankey  {P.P.)  Familiar  Instructions  in  Medicine  and  Surgery,  8yo,  fis  6<f Parker  A  Son  .1S46 

(J2.)  English  Churchman's  Reason  of  his  Hope,  Four  Sermons,  12mo,  2f ...  Longnum  18^1 

Sermons  at  Famham,  12mo,  6» Bhms    1841 

(IF. 5.)  Mission  of  Sympathy,  a  Poem,  12mo,  is Pnkerimg  1J50 

Porte-Peuille  of  Science,  Ac,  8to,  Is Longman  1S38 

Sinkhya  Karika,  by  Colebrooke,  and  Bihshya,  by  Wilson,  from  Sanscrit,  4to,  10s  6<i...  Orient.  Tr.  Fd.  %.d. 

Sansom  {Jno.)  Esther,  a  Sacred  Drama,  12mo,  is    Batckard  i«45 

{OHrer)  Life  and  Ministry,  first  printed  in  1710,  l2rao,  is Cfask  1848 

Santa  {P.  de  Pitra)  Climate  of  Algiers  in  Chronic  Affections  of  Chesty  8to,  Is  6(1...  Baiilihrt    186a 

Santarem  {Vise.)  Researches  respecting  Americos  Vespucins,  fcap.  8vo,  6s  6(i  /.  Chapwuin  ...1850 

Santvoord  (C  van)  Discourses  on  Special  Occasions,  Ac,  cr.  8to,  7s  6(f New  York 1856 

Sketches  of  the  Lives  of  the  Chief  Justices  of  the  U.  S.,  8to»  14#  Low    i8^. 

Sapbir  {Addph.)  From  Death  to  Life,  Bible  Records  of  Conyersions,  cr.  8to,  6s Hamilian i£6o 

{Phil)  Letters  and  Diaries,  edited  by  his  Brother,  12mo,  ls6<i Oroomkridgs  ...xlfiii 

Saravia  {H. )  Treatise  on  the  Christian  Priesthood,  1 8mo,  Is  6(i /  H.^kJ.  Parktri  848 

Eucharist,  Latin,  with  transL  by  Deniaon,  Sro,  7s  6d...  .^asters 1855 

Saigaut  (J.A.)  Christian's  Sunday  Companion,  post  8to,  8s Smith  ^  Elder. iH^ 

Joan  of  Arc,  a  Play,  Svo,  is Rirkr^-hg 1S40 

LetteiB  to  her  Daughter  at  School,  6th  edit.,  18mo,  2s  ^    Sm'.tk  a?  Elder .  1843 

{W.L.)  Economy  of  the  Labouring  Classes,  8vo,  9« Simpkin if^j 

Robert  Owen  and  his  Social  Philosophy,  post  8to,  10s  M :<Miikdf  Elder  .itSo 

Science  of  Social  Opulence,  Svo,  9s Simfd-in 1856 

Social  InnoTators  and  their  Schemes,  poet  8yo,  lOs  Qd 5int^  df  Elder. i$^^ 


Sargeant(il.if.)  Easy  and  Pleasant  Story  Book,  18mo,  Is Dean 1854 

Reading  and  Story  Book,  12mo,  Is  6rf Dean i8^j 

Frederick  and  Kate ;  or,  the  Little  Letter  Writers,  12mo,  Is J>ean 1S61 

Good  and  Bad  ;  or.  Tales  for  Twilight,  12mo,  2s Dean 1859 

•  Mamma's  Lessons  on  History,  &c.,  of  Palestine,  16mo,  2sM Snow 1849 


-  Papa  and  Mamma's  Lessons  in  Geography,  12mo,  Is  6(2  and  Is J)ean 1850 

-  Picture  Reading  and  Story  Book,  12mo,  2s  6(2 J>ean 1853 

-Reyersesof  Fortune,  a  Tale,  18mo,  2s Simpkin 1835 

-Tales  of  London  Life,  12mo,  Is Oilpim   1850 

the  Early  British  Christians,  12mo,  2s  6d I>«ain 1844 

Reformation,  12mo,  Is J)ean it^$ 


— Word  in  Season,  18mo,  Is Snow 1849 

(J.P,)  My  Sunday-School  Class  :  Religioua  Lessons,  18mo,  2s  M S.  8.  Union  ...1846 

(/^. if.)  Temperance  Tales,  new  edit,  2t.  in  1,  12mo,  6s  Boston,  U.S,...ii^ 

Saz^nt  i^pes.)  Life  of  Henry  Clay,  edit  by  H.  Greeley,  post  8yo,  7s  New  York 1851 

— Selections  in  Poetry  for  Schools,  Illustrations  by  Billings,  12mo^  5s  fid  PkiladeXpkia...i%^t 

Standard  Speaker;  Bzerdsea  in  Proas  and  Poetry,  8to,  6s  6(1 Pkiladeiflhiia...i%^% 

{Fred.)  Compendium  of  Biblical  Criticism,  8yo,  10s  M,  Longman  i860 

{P.  W.)  On  Bandaging  and  other  Operations  of  Minor  Sugary,  post  Syo^  9s  ...  Wileg 1848 

{O.E.)  Cedars  of  Lebanon:  Biographies,  18mo,  2li  6c( B,  L.  Qrmn  ...1849 

■  Charles  Hamilton,  18mo,  Is B,L.  Orttn  ...1850 

< Domestic  Happiness:  Home  Education,  kc,  new  edit,  ISmo,  Is  td     QroomJkndg9  ...1859 

Sgerton  Roeooe,  a  Story  for  the  High  Spirited,  ISino,  1|  B.  L.  QT§m...i%^i 
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Sargent  (&.£)  Bnglish  PaMant  Girl,  a  Tale,  I81DO,  It  6<i  Rd,  Trad  Soe,  1856 

'■ HoUy.Tree:  Prose  and  Verse,  12mo,  2*  6rf  ;  new  edit ,  1»  M Rouiledge 1853 

— Jamaica  ICinonary  ;  or,  Life  of  William  Knibb,  12mo,  U  B,  L.  Green  ...1849 

Life  of  John  Banyan,  18mo,  1«    B.L.Green  ...1849 

'      -  Maradens  ;  or,  Stnigglei  in  Life,  fcap.  8to,  8«  6ci— ret.  to  2«  6rf Treiidder  i86i 

Miste  and  Shadows,  fcap.  8to,  2i  6<{ Tretidder  i860 

Moralities  for  Home,  18mo,  Is Groombridge  ...i^s^ 

— — — —  Our  Boys:  What  shall  we  do  with  Them  f  l8mo,  1» Grovmbridf^e  ...tS$$ 

Ozfoirl  Methodist,  Early  Life  of  John  Wesley,  18mo,  Is  B.  L.  Green  ...1850 

PhUanthropist  of  the  World,  18mo,  Utd  B.  L.  Green  ...1849 

Sketches  of  the  Orasades,  12mo,  8s,  Partridge^  1849;  fcap.,  2t Tretidder  i860 

— ^— -^^   White  Slare;  or,  Life  of  John  NewtoD,  18mo,  U B,  L, Green   ...1848 

{Jno.)  Memoirs  of  Heniy  Martin,  new  edit.,  12mo,  6f Halchard  1844 

\JM.)  Lectures  on  the  Improvements  in  Steam  Nayigation,  8yo,  2f  6c{  Wiley 1844 

yfrt.)BntOnce,  18mo,  l#6<f Soc.P.V.K.  .1851 

(kick.)  Principles  of  the  Laws  of  England,  2nd  edit,  8vo,  80# Blcnkai^  184a 

Sampaiilla,  Nature,  Properties,  and  Uses  of,  8to,  8«  6cf Aylott    1)154 

Sartorins  (C.)  I>escription  of  Mexico  and  the  Mexicans,  4to,  \Ss  Triibner 1858 

{£.)  Leetoreson  Person  &  Work  of  Christy  18mo,  U,  Tr.iSoe.  ;  12mo,  2t6d  J.  Chajintan  ...18^9 

Sarnm  Almanack  and  Diooesan  Kalendar  for  1862,  18mo,  Is RivinyUM  1801 

or  Ganterbnry  Breviary,  edited  by  Sesf^r,  12mo,  No.  1,  8s;  No.  2,  b%M Whittaker 1855 

Sasportas  {MIU.)  Bictionnaire  Magique  ;  or,  French  Conversations,  obL  8vo,  6s W,  A  Han 1857 

Saaaette  and  Elephants,  a  Prise  Poem,  8vo,  ls6(f Whittaker 1839 

Satan,  his  Influence,  Power,  and  Evil  Agen<7,  fcap.  8vo,  Is  6<2 Seeley 1847 

Satnrday  Afternoons;  or,  Short  Addresses,  by  a  Lady,  12mo,  2s  6cl Wertheim i86a 

and  Sunday,  Thoughts  for  both,  18mo,  2s  6tiK Hamilton 1853 

Magazine,  25  vols.  sm.  foUo,  each  4s  6c<   i*ariter<fc5<m  1832-44 

Saucy  Jack  and  the  Indiaman,  2  v.  post  8vo,  18s,  Btntley,  1840  ;  12mo,  2s Lea   i860 

Bauer  {CM.)  Italian  Oonversational  Grammar,  12mo,  4s  6rf NuU  1858 

(/.)  French  Beading  Lessons,  12mo,  3s Law  1849 

Modem  French  I^Uabie,  Srd  edit. ,  fcap.  8vo,  U  M Law  i860 

Table  of  French  Verbs,  2nd  edit.,  12mo,  Is Law  1848 

Sauerwein  (O.)  English  and  Turkish  Dictionary,  12mo,  5s  Williatni  diN.  1855 

Saul  (/os.)  Tutor  and  Scholar's  ikasistant,  by  8.  Maynard,  n.  e.,  12mo^  2s;  Key,  2s  Longma/n  i86c 

Saul,  a  Drama,  in  Three  Parts,  2nd  edit,  8vo,  6s  Low    1859 

Dramatic  Sketch  :  Josephine  to  Napoleon,  8vo,  6s t....  Kimpton    1845 

SauU  (W.D.)  Notitia  BritannisB  :  on  the  Aborigines  of  Britain,  8vo,  8s  6<2  Pickering 1845 

On  Astronomical  and  Geological  Phenomena,  8vo,  2s /.  R.  Smith  ...1853 

Baumares  {Adm.)  Memoirs  of,  and  Correspondence,  by  Sir  J.  Roes,  2  v.  8vo,  28s    ...  BentUy  1838 

-  (/as.  Lnrdde)  Chronological  Manual  of  the  Scriptures,  2nd  edit.,  18mo,  Is  6d ...  Riwngton  1845 

Saunders  (fV^v. )  Advice  on  Care  of  the  Teeth,  18mo,  Is Ward 1847 

On  Mineral  Teeth,  12mo,  Is Renthaw    1841 

{Sir  E.)  Reports  in  R.  B.,  24  Charles  II.,  «e.,  8  v.  r.8vo,  84s -red.  to  80s  Benning 1845 

{Jno.)  Abel  Drake's  Wife,  a  Novel,  2nd  edit^,  post  8vo,  10s  6</— red.  to  6s  Lockwood  1861 

•  Cabinet  Pictures  of  English  Life,  Chancer,  Itmo,  l»6d Cox    1845 

■  Love*s  Martyrdom,  a  Fky,  8vo,  5s   Vhajman  d:  H.ii$s 

Portraits  of  Political  Reformers,  imp.  8vo,  81s  6d /Jowding   1840 

>  Shadow  in  the  House,  a  Novel,  cr.  8vo,  10s  6d — red.  to  6s  Lockwoid  i860 


—  <yos.>  Art  of  Preserving  the  Teeth,  new  edit.,  I8mo,  Is  6(f Sk^ngton 1856 

—  {J.S.)  Law  of  Pleading  in  Civil  Actions,  n.  e.,  by  Lush,  2  v.  8vo,  78s  Cd  Sweet 1851 

—  {J.dkM.)  Songs,  Sonnets,  and  Miscellaneous  Poems,  8vo,  4s  Fox    1838 

—  (5am.)  Leetues  on  Nonconformity,  8vo,  10s  6rf  Hamilton  1^36 

-»   (5. />.)  Mesmeric  Guide  for  Family  Use,  fcap.  8 vo,  Is Bailliire    185s 

^{T.W.)  Administration  of  Justice  Acts,  11  and  12  Vict.,  12mo,  5s  6<2 Crockford 1849 

Counties  Police  Acts,  2nd  edit.,  12mo,  5s  6rf  Crockford 1859 

'  Criminal  Law  Consolidation  Acts,  by  Cox,  12mo,  10s  M   Crockford 1861 

with  Diicest  of  Cases,  12mo,  12s  6d  Crockford  i86a 


—  Duties,  Rights,  and  Liabilities  of  Magistrates,  12nK>,  7s Crockford 185a 

—  Gaol  Statutes,  12mo,  4s Shaw  d:  50WS...1843 

-^  Law  of  Affiliation  and  Proceedings  in  Bastardy,  4th  e.,  12mo,  69  6d  Crockfwd 1861 

Assault  and  Battery,  12mo,  2s6rf Shxiw  d:  SonM...\%^\ 

Municipal  Registration  and  Elections,  12mo,  5s  6<i Crockford 1854 

—  Magistrate's  Courts  Practice,  2nd  edit.,  12mo,  12s Crockford 1858 

Tear  Book  for  1860,  12mo,  7s  6<i Crockford i860 


•  Militia  Acts  and  Beguhktiona,  1855,  12mo,  10s   Crockford 1855 

Nuisance  Removal  Acts,  1854,  12mo,  4s6c; Crockford 1854 

Practice  of  Summary  Convictions,  12mo,  5s  6(2  Crockford 1846 

■  Public  Health  Acts,  2nd  edit.,  12mo,  7s Crockford 1849 

•  and  Nuisances  Acts,  12mo,  12s  Crockford 1849 


-  Refreshment  Houses  and  Wine  licences,  12mo,  2s  Crockford i860 

•  Supplement  to  Bum's  Justice  of  the  Peace,  8vo,  5s  M Crockford 1848 


'  Union  Assessment  Committee  Act,  with  Notes,  12mo,  8<  61I Crockford i86a 

-(ir./.-9.)  Palace  of  Industry,  12mo,  U WiUon   1851 

Sanndenon  (Fro.)  Case  stated  of  Education  as  it  Was  and  as  it  Ought  to  Be,  12mo,  Is  Hamilton  186a 

Saurin  (yos.)  Sermons,  translated  by  Bnrder,  8  v.  8vo,  81s  6<« Tegg  1836 
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8aiiaiirB(i.)lfaiily  Beauty  And  Bodily  Health,  82mo,  1« Appl^ford iM 

{Mad.ireckerde)  On  Bdaeation,  tr.  by  Miae Holland, V. lit 2,1 2<;  V.3,7«6ci  Lotigman  1S43 

SaTage  {Anna)  Amaxonian  Bepnblie  reoentlj  diaoovered  in  Interior  o£  Pern,  12ino,  St  WiUy iM 

■ Angela' Yiaita,  Poema,  poat  870,  6f Longman  1X45 

(H,)  Anatomiat^  48mo,  2$ ChurckiU  183* 

(Jno,)  Modem  Rerolntionary  Hiatory  and  literatore  ot  IreUnd,  cr.  8to,  7«  New  York 1856 

(ifff.)  Life  bf,  by  Sir  J.  B.  Williama,  18mo,  1»  W    lUL  Tract  Soc  1% si 

■  Needlework,  Knitting,  and  Crochet,  18mo,  UM  Simpkin 184? 

— New  Crocket  Deaigna,  folio,  6$ Simpkim, 1850 

(Jf.TT.)  Bachelor  of  the  Albany,  post  8to,  9«,  1854;  12mo,  2< Chapma*  dt  Ha%s^ 

—  Faloon  Family  ;  or.  Young  Ireland,  poat  8to,  9a,  1850  ;  12mo,  2f  ...  Chapmem  A  Jf.1854 

-^— — My  Unele  the  Curate,  8  t.  poat  8to,  81»  6<2,  1849  J  l^mo,  2a Chapman  it  ir.1853 

'  Beaben  Medlioott ;  or,  the  Coming  Man,  8  t.  post  8yo,  Sic  6d    CkdpmoM  A  ^.i8$» 

(IT.)  Dictionary  of  the  Art  of  Printing,  8to,  26a,  Zoti^man—red.  to  12a...  H,  Bokm,    1841 

SaTarin  (A)  Phyaiology  of  Taate ;  Tranaoendental  Gaatronomy,  by  Bobinaon,  8to,7«  6d  Truimer 1854 

Safery  {W.)  Joomal  of  hia  Life  and  Labours,  by  Brana,  I2mo,  Sf  6d  Gilpin    1844 

Sarigny  {F.C.  von)  Treatiae  on  Poasession,  tranal.  by  Periy,  1848,  8to,  18s Siceti 1849 

Sarile  {B,  W.)  Pirat  and  Second  Adrent ;  or.  Past  and  Future,  poet  8to,  7<  6(2  WartJieim 185^ 

■■ Introduction  of  Chiiatianity  into  Britain,  fcap.  8to,  fit Lonffmam  1861 

— _  I^ra  Sacra,  Collection  of  Hymna,  2nd  editr,  fcap.  8to,  fit Jjotufmau  i86i 

-^— »   Bevelation  and  Science,  in  Answer  to  Banys  and  Reviews,  8to,  10s  6<2  Longman  i86z 

The  Apostacy  ;  Commentaiy  on  2  These.,  ch.  ii.,  l2mo,  2t  64  Nithei    1853 

^{ffon,C,S.)  Kan  Kaplan ;  or,  the  Koordish  Chief,  8  ▼.  poet  8to,  Sit  6<i BeiUUy 1841 

Leonard  Normandale,  8  t,  poat  8to,  Sit  6d — red.  to  Ifit Colbuo'm 1849 

Night  and  Day,  a  Novel,  3  t.  poat  8vo,  Sit  6<i HwrttAB i860 

Walter  Langley  ;  or,  the  Race  of  Life,  8  t.  poet  8vo>  Sit  6d Hurst  A  B 186a 

(MrtJS.)  BUen  Seymour,  fcap.  8vo,  2t  64    Simpkin  i860 

Savile  Correapondence,  temp.  Charles  II.,  ed.  by  W.  D.  Cooper,  4to  CamdenSoc  ...1859 

SaTille(Ar.)  Meetnesa  for  HeaTen,  18mo,  It NMel 1850 

Baring  Faith  :  from  the  Writings  of  Anderson,  Brakine,  fcc.,  12mo,  it Johnttone  1843 

SayonaroU  (/er.)  Facts  and  Fignrea  from  Italy,  poat  8to,  lOt  6d Battkjf 1847 

• Life  and  Martyrdom  of,  by  Madden,  new  edit.,  2  v.  8to,  28t Newby   1854 

Timeaof,  by  Barham,  12mo>  6t  64 muttqker 1843 

BaTory  (/.)  Compendium  of  Domeatic  Medicine,  6th  edit.,  12mo,  fit ChurchiU  i860 

Sawyer  (Jot,)  Treatiae  on  the  Cultivation  of  the  Britiah  Oak,  &c.,  8vo,  6t Simpkin 1838 

(/ot.)  Book-Ke«ping,  4to,  2fit ;  new  edit,  10a    Author  i86i 

(X.i.)  Mental  Philoaophy,  12mo,  fit New  JI<eee%  ...185s 

New  Teatament  from  the  Original  Greek,  Svo,  7t64  Botton^  U.S,. ..i%s^ 

'  Organic  Chriatianity  ;  or,  the  Church  of  God,  Svo,  fit    Botton^  U.S....i%s^ 

(W.)  Liatof  the  Cumberland  Shipping,  Svo,  2t SimpkU 1840 

Sazby  (S.B.)  Sermona  Proached  at  Heidelberg,  1858-9,  12mo,  6t    BeU  A  Daldg.,. liSo 

(5. if.)  Foretelling  Weather,  a  Newly-Diaoovered  Weather  System,  16mo,  It...  Longman  1862 

Projection  and  Calculation  of  the  Sphere,  for  Sea  Officers,  poat  8vo»  5a   Lo9^maa  1861 

Steam  and  Marine  Bngine,  for  Young  Sea  Offioera,  ftc.,  poat  Svo,  fit  64    Longman  1862 

Saxe  (/.(?.)  Money  Sang,  and  other  Poema,  12moy  fit  Boston,  £7:5....i86o 

Poema,  oomplete,  12mo,  4t  64  Boston,  [f.S....iUi 

Saxon  (i.O.)  First  Conaina  ;  or,  My  Own  Story,  2  v.  post  Svo,  21t Benlley 1851 

Saxon  in  Ireland  ;  or,  BamUea  in  the  Weat  of  Lrehuid,  12mo,  fit— r.  St ;  n.e.,  It  64  Simpkin 1859 

Saxton(aiF.)LatinandBngliahBxercise8,  12mo,  St64   Bdwards    1835 

{L.C)  Fall  of  Poland  :  Account  of  ita  BuIq,  2  v.  12mo,  20t    WashingUm    .1854 

Sazton's  Selectiona  from  Tacitua,  Nepos,  and  Salluat,  12mo,  It  64 Edwards   1835 

Bay  (/.  J9.)  Treatiae  on  Political  Bconomy,  tranal.  by  C.  R.  Prinaep,  n.ed.,8TO,10t64  Wil^    1850 

(7Ao.)  On  the  Conchology  of  the  United  Statea,  by  Binney,  8vo,  cold.,  72t New  York 1858 

Sayah  ;  or,  the  Courier  of  the  Baat,  12mo,  4t,  1855  *  ^^"^  ^^f  ^  ^    Ckapmamd:  ir.1856 

Bayer  (A,)  London  Main  Drainage  and  Sewage,  2nd  edit,  Svo,  It  64    F,  W,  Calder...ii$% 

— (iVe4.)  Deapatehea  and  Papen  on  the  Roaaian  War,  Sto,  21t Harrison  1857 

Hiatoiyof  Gibraltar,  and  ita  Relation  to  Bventa  in  Europe,  Svo,  18t Saunders  A  0.  1862 

(Tho,)  Fireside  Remaika  on  Bducation,  12mo,  It Simpkin i860 

— (IF. -P.)  Warehouse  Boy,  12mo,  It  Jiiekson 1849 

Sayers  (Hon,  Louisa)  Henry  Acton,  and  other  Talea,  8  t.  post  Svo,  Sit  6d SawndenAO.  1839 

Sayings  and  Doings  of  the  Celebrated  Mrs.  Partington,  post  Sto,  It /at.  fi^adbeootf  1854 

of  the  King  ;  or,  Bxpresaiona  of  the  Divine  Will,  12mo,  fit /.  F.  Shaw  ..  1861 

Saierae  (H,)  Heurea  de  Rter^tion,  post  Svo,  St P.Jackson 1837 

Seampaviaa  from  Gibel  Tarek  to  Stamboul,  by  Harry  Gringo,  post  Svo,  7t  64 New  York 1857 

Scamper  (A)  through  Italy  and  the  Tyrol,  12mo,  8t W.  Smith 1S4* 

Scandrei  (/.)  Treatiae  on  the  Sacrament,  ISmo,  2t  64  J,H.AJ.Parkeri^o 

Scapegrace  at  Sea  ;  or.  Soldiers  Afloat  and  Sailors  Ashore,  8  t.  post  Sto,  Sit  64 Newbg    1862 

ScargUl  (ir.P.)BiigliBh  Sketch  Book,  12mo,  It  64  Churton 1850 

■        Bsaaya  and  Sketchea,  Selected,  12mo,  fit Hardwicks 1857 

Provincial  Sketchea,  post  Sto,  lOt  64  ChuHon '835 

Puriten*a  GraTO,  poat  8to,  lOt  64— red.  to  7t  64  Chmion 1847 

■  Rank  and  Talent^  a  NotoI,  new  edit.,  l2mo,  It  64    C.  H,  C««»*r..i856 

Usurer's  Daughter,  8  t.  post  Sto,  28t  6d,  Simpkin ;  12mo,  It  6d  ...  CI  H.  Clarke  .185^ 

Widow's  Offering  ;  Tales  and  Bnaya,  2  t.  poat  8vo,  21a     ;..  Smiih  A  Slder  1837 

Scarlet  Book  ;   Connection  of  Catholic  Ceremonies  with  Pagan  Ritea,  12mo,  ^  64  ...  Piper 1853 
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Scarlett  (P.a)  South  Amerioa  and  the  Pacific,  2  t.  post  Syo,  25« Colbum 1838 

Scaradale ;  Life  on  the  Lancashire  and  York  Border  80  Years  Ago,  3  r.  p.  8to,  81«  6d  Smiih  A  Elder  i860 

Scarth  (/.)  British  Policy  in  China,  Neatral  War  and  Warlike  Peace,  8to,  Ufid Hamilton  1861 

Italy  for  the  Italians  and  China  for  the  Chinese,  Syo,  Is Smith  A  Elder  1861 

TwelTe  Years  in  China,  post  Svo,  10s  6ct    Hamilton  i860 

Scattered  Pearls  strung  together  ;  Arrangementof  Book  of  Psalms,  2  ed.,  fcp.  Svo,  Is  Low    i860 

Seeds,  hy  Y.  S.  N.,  roy.  16mo,  6$,  i860  ;  2nd  edit.,  8< Simpkin 1861 

Bearer  (/.JST.)  Idfe  of  Mary  Jamison  :  Deh- He-Wft-Mis,  4th  edit.,  12mo,  6$ New  York 1856 

Scenery  of  Bdinhnrgh  and  Mid-Lothian,  4to,  ii6d;  roy.  4to,  6s  M Simpkin 1838 

Scenes  and  Adyentures  in  Spain,  1835-40,  2  y.  Svo,  28«   Bentley  .'. 1845 

ChatacterB ;  or,  Eighteen  Months  at  Beechoroft^  12mo,  4s  6d;  n.  e.,8c  6d  MozUy  1857 

Incidents  at  Sea,  12mo,  Is  BwnudsL 1858 

of  Foreign  Trayel,  2  y.  fcap.  8yo,  each,  8s Orr 1845-6 

Missionary  Labour,  poy.  8yo,  6s,  1859— red.  to  8s  6ci Sedn. i86» 

NarratiyeB  from  Barly  History  of  the  United  States  of  America,  16mo,  2f  Soe.  P,  C.  Jr....i86a 

German  History,  16mo,  2s  Soe.  P.  C,  Jr...i86i 


-Stories,  by  a  Cleigyman  in  Debt,  8  y.  post  8yo,  31s  6<I  Eaily -1835 

from  European  History,  12mo,  3s  6d    Nelton  1848 

-liUle  Known,  chiefly  in  North  Wales,  by  M.  B.  C,  12mo,  Is  fid  Wkittaker 1861 


—  Thoughts  from  History,  with  other  Poems,  12mo,  St  6d  A,  Hall 1855 

•  in  Europe,  by  an  American,  fcap.  8yo,  3s  6d    Wiley 1847 


—  from  life,  by  S.  S.  B.,  16mo,  1<  Hamilton  i860 

' of  a  Soldier  in  Active  Service,  poet  Svo,  ^ed    Murray 1850 

Edward  Laacelles,  a  Rction,  2  v.  12mo,  12s  Simpkin 1837 

Jesus,  12mo,  2s  3(< Theobald  1855 

■ Moses,  Designs  by  Selous,  oblong  folio,  10«  6(f   A.  Hall 1850 

——Many  Lands,  13  tinted  Views,  Is Nelton    1856 

My  Life,  by  a  Working  Man,  12mo,  5s    SeeUy 1858 

the  Late  Indian  Mutinies,  by  D.  M.,  or.  Svo,  Is Modey  1858 

Life  of  St.  Paul,  12mo,  ^9 Freeman    1855 

• Rejected  Comedies,  12mo,  Is Knight 1844 

-in  Foreign  Lands,  from  the  Portfolio  of  a  Traveller,  12mo,  7s  6<i QrijUh  A  P,  ...1850 

—  Holj  Land,  after  Photographs  ;  New  Testament  Series,  in  packet,  ISmo,  Is  Soe,  P.  C,  Jr...i86a 

—  Lives  of  Christian  Children,  sq.,  with  Conversation  Cards,  in  a  Box,  2f  M  Morten 185a 

—  Spain,  by  the  Author  of  the  American  in  England,  12mo,  6s    Wiley 1838 

—  the  Camp  and  Field  (Crimean  War),  ISmo,  Is  4(2  Soe.  P.  (7.  iT....  1858 

Hop  Gardens,  12mo,  4s    Smith  dt  Elder  1838 

Life  of  a  Soldier  of  Fortune,  12mo,  5s   Smith  tk  Elder  1846 

Nniseiy,  with  Engravings,  ISmo,  It  fid Pel.  TraetSoe.  1853 

—  of  Animal  Life  and  Character,  by  J.  B.,  4to,  2s;  oold.,  2s  6«i  OrigUhA  P.  ..,ti6% 

—  Childhood;  or.  Beading  Lessons,  16mo,  2t  fid    Dtuion  1844 

—  Civil  War  in  Hungary,  1848-9,  4th  edit.,  post  Svo,  7tM  Shoberl  1850 

-Commerce,  Vy  Land  and  Sea»  new  edit.,  12mo,  6s  Oriffith  dt  P,  ...i%$o 

'  Modem  Travel  and  Adventure,  fcap.  Svo,  8t,TrasA6o«rfis,'39;12mo,2«  fid  Nelton   1848 


on  the  Shores  of  the  Atlantic,  2  v.  post  Svo,  21s    Newby   1845 

where  the  Tempter  has  Triumphed,  fcap.  Svo,  10s  6d—nd,io  fit;  cheap  ed.,ls  Ward  deLoek  .186a 

Sceptic  (The),  by  a  Lady,  poet  Svo,  5« /.  J2.  Smith  ...1850 

Sceptre  of  Zan  ;  or,  the  Two  Queens,  a  Poem,  12mo,  5s  Whittaker 1854 

Sducht  {Dr,H.)  Applicatioa  of  Microscope  to  Vegetable  Anatomy,  ^.,n.e.,  p. Svo,  6s  ChurehiU  1855 

Sehaff  (PAt^.)  Germany  :  its  Universities,  Theology,  and  Religion,  Svo,  7s   Hamilton  1857 

History  of  the  Apostolic  Church,  2  v.  Svo,  16s,  1854— red.  to  10s  6c<    Hamilton  i860 

• Christian  Church,  a.d.  1-311,  roy.  Svo,  12f  New  York 1859 

-  Life  and  Labours  of  St.  Augustine,  12mo,  8s  6ci Bagtter 1854 

• Principles  of  Protestantism,  transl.  by  Nevin,  p.  Svo,  2s New  York  «.d. 

' Sketch  of  the  Political  Character  of  the  United  States,  1854, 12mo,  6s  New  York 1855 

Schaible  (Cha.)  P^ractical  Elementary  Exercises  in  the  Art  of  Thinking,  12mo,  8s  fid  .  AyloU i860 

Schamyl  and  Circassia,  edited  by  Mackensie,  12mo,  Is RouiUdge  1854 

• the  Prophet  of  the  Caucasus,  16mo,  Is  Longman  1854 

Scharling  (E.A,)  Chemical  Discrimination  of  Vesical  Calculi,  12mo,  7s  6(f   Churchill  184a 

Schanflier  (W.O.)  Meditations  on  the  Last  Days  of  Christ  and  on  John  vii.,  12mo,  7s  Boeton,  U.S.  ...185a 

Sehaos's  Drawing  Studies  for  Schools,  &c.,  oblong,  7s  6d New  York 1855 

Schayes  {A.O.)  Pointed  Architecture  in  Belgium,  trans,  by  Austin,  4to,  10s  6d  Weale 1845 

Schedel  tH,E.)  Emancipation  of  Faith,  edited  by  Qeorge  Schedel,  2  v.  Svo,  24s New  York 1858 

Scheer  (>.)  Kew  and  Its  Gardens,  12mo,  2s  6<f    SteiU 1840 

Scheerer  (Theo.)  Introduction  to  Use  of  the  Blowpipe,  Svo,  2s    Preeman    1853 

On  the  Use  of  the  Mouth  Blowpipe,  by  Blandfoxd,  12mo,  3s  6d WHliamt  A  N.  1856 

Sehefer  (Leo.)  Bishop's  Wife  :  a  Tale  of  the  Papacy,  transl.  by  Stodart,  12mo,  4s  ...  /.  Chapman  ...1851 

ScbefBer  (i4fy)  Memoir  of  the  life  of,  by^Mrs.  Grote,  2nd  edit.,  poet  Svo,  Ss  6(f Murray i860 

Seheiferdeeker  {C.C.)  Guide  for  the  Treatment  of  Children  by  Water,  12mo,  UM  ...  Philaddj^...i9s^ 

8ebeler(i.)  Was  St.  Peter  ever  at  Borne  f  12mo,  2s  6d Nitbet    1846 

Sehelibaeh  (Pro/.)  Figures  of  Geometrical  Optics,  by  Hopkins,  Svo,  plates,  fol.,  10s  6<i  Belld!l>aldy...\Ss^ 

Sckelier  (J.Q.)  Latin  Grammar,  by  Walker,  2  v.  Svo,  80s,  Murray— nd.  to  12s H.Bohn 1838 

"" Lexicon  Linguse LatinsB,  by  Riddle,  fol.,  SOs,  1835— red. to  16s Macmillan i86a 

ScbeUing  (F.  Rr./.«on>  Philosophy  of  Art,  post  Svo,  Is    /.  CAopman  ...1845 

°<^em(ii(»./.)  American  Ecclesiastical  Year  Book,  12mo,  6s6d New  York i860 
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BchemaU  Goometrica  ex  Bttclide,  kc,,  8to,  5$ J.E.AJ.P<aritri^^ 

Scheme  for  making  Bngliih  the  Intexnational  Language  of  the  World,  8to,1«  6cf ;  cL  2<  Brain  A  P.  ...1S47 
— —  of  Prophecy  :  Exposition  of  Prophecies  of  Daniel,  12mo,4«  6<2— red.to  2f  6d  B.  L.  Grtok  ...1S39 

Schench  {P. A.)  Gardener's  Text  Book,  12mo,  Zt New  Ycrt 1S57 

Scherer  {Dr.B.)  State  of  the  Reformed  Church  in  France,  18mo,  U  6d BatAard  . .  .1H5 

Scherser  {Karl)  Ciroumnayigation  of  the  Globe  in  the  Norara,  8  t.  roy.  8to,  eaeh  80>  Saunden  A  0.*f>i-i 

-<< Travels  in  Pree  States  of  America,  &c.,  2  v.  post  8to,  16«  l>jnaman  1^:7 

Schetky  (/.)  Sketches  of  a  Cmise  in  Sootch  Waten,  folio,  41  4s  ;  cold.,  61  «f M'Lean i«p 

Schill  (A.F,)  Ontlines  of  Pathological  Semiology,  by  Spiilan,  12mo,  7«  6d  Benshaw   1S39 

Schiller  (P.)  Woriu,  Translated,  pott  8vo,  each,  S«  6(i,  yii. :— If.  Biikn  .,a%^^  49 

V.  1.  Thirty  Tears'  War  and  Berolt  of  the  Netherlands 1846 

2.  ReTolt  of  the  Netherlands,  and  Historical  Dramas 1846 

8.  Don  Carlos,  Mary  Stnartt  Maid  of  Orleans,  fcc  1847 

4.  Bobbers,  Fieseo,  Lore  and  Intrigne,  and  Ghost  Seer 1849 

Bride  of  Messina,  transL  hj  Lodge,  8to,  6t— red.  to  0 2*.  P.  Jhsf iM 

■  Correspondence  with  Eomer,  transl.  by  Simpson,  8t.  post  8to,  81s  6<f  .  Bentiey  1I49 

DerParasit,  Notes  fay  T.  C.  Nossck,  2nd  edit.,  8to,  2f  6<f  f^tsnnt  1S51 

Don  Carlos,  translated  by  Cottrell,  8vo,  8s  Smith  A  Elder  lUi 

Towler,  12mo,  4*  6<i  WiUiamM  d^  N.il^ 

'  Dramas,  Seleetlons  from,  by  Miss  Swanwick,  8vo,  6s /.  Chapman  ...1843 

Keeoo,  transUted  by  PUnchfi,  8vo,  8«  W.N.  Wright  1850 

Ghost  Seer,  a  Tale,  12mo,  Is  6<{  Bladcwoodt  ...1S57 

-^— ^—  Lay  of  the  Bell,  German  and  English,  by  Impey,  2nd  edit.,  obi.  4to,  21s  Simptin 1850 

Life  of,  byT.  Carlyle,  post  8to,  Sb  6d Chapman^  ff.i^S 

Palleske,  transL  by  Lady  Wallace,2  T.p.8T0,24t— red.lOsCd  B.  hohn iS;9 


•  Lyrics,  and  Song  of  the  Bell,  transl.  by  Johnston,  poet  Syo,  2f Senivr    1839 

-Maid  of  Orleans,  German,  Notes  by  Bemays,  18mo,  2f Parixr  dt Son..iU-} 

transl.  by  Lncas,  8to,  5s Bl4wk 184s 

Turner,  12mo,  lis Smith  de  Elder  iH* 


and  William  Tell,  trans,  by  Thompson,  12mo,  4s   Bums    1845 

-  Mary  Stuart,  in  German,  with  Notes  by  Bemays,  12mo,  2f  Paritr  dt  Son..iisS. 

•  Minor  Poems,  transl.  by  Merivale,  12mo,  7s Pidcering  1844 

-  PhiloBoph.  and  JSsthetic  Let,  by  Weiss,  p.  8to,7s  6(2,  Chapman^r.^  6d  B.  Bvhn    1845 

-  Picoolomini,  transL  by  W.  E.  Walkington,  fcap.  8to,  5s    Smiths  Elder  1862 

■  Poems,  explained,  with  a  Glossary  by  Bach,  12mo,  4s  6d  Black    1841 

tiansL  byE.  A.  Bowring,  limo,  6s PorJbmfr  Sw  i?5» 

and  Ballads,  tr.  by  Lytlon,  2  v.  pes.  8to,  21s,  1844  ;  1  ▼.,  10s  6d  Blacheoodt  ...1852 


Eerolt  of  the  Netherlands,  Books  1,  2,  8,  4,  by  H.  Apel,  18mo,  2<  6(f  ...  Cornith i860 

-  Song  of  the  Bell,  German  and  English,  by  Arnold,  12mo,  2s NtOt  1841 

— ^ Meeaon,  ISmo,  Is    Longman  1846 

Merivale,  12mo,  Is  William*  dt  N.i%^^ 


Jcc.,  transl.  by  W^yttenbach,  8vo,  5« BatcJtord  1S39 

■  The  Nephew  as  Uncle,  in  German,  with  Notes  by  Buchheim,12mo,ls  Cd  WiUianuSN.  185s 

-  Thirty  Years*  War,  Key  to  Difficulties  in,  by  A.  Beinays,  12mo,  Is  6<f..     Wfrihtim  1838 

•Tragedies:  The  Piocolomini,  &c.,med.  8vo,  Is  8rf,lf.6'i»i<A,i842;n.e.,ls  Gri^  1S60 

Wallenstein,  Translated,  2  v.  post  8to,  14» Simpkin 1845 

with  English  Notes,  by  Dr.  Bnchheim,  fcap.  8vo,  6s  6d  ...   Whittaier 1862 


■  William  Tell,  German,  fcap.  8vo,  2«  6<f NuU  1841 

and  English,  by  Braunfels,  crown  8to,  5s WiUiamaS  N.  1847 

Notes  by  Bemays,  12mo,  2t   Parker  dtSw,,.iH7 

Vocabulary  by  Lebahn,  12mo,  8s  6<f Lockwood  1851 

' with  English  Notes  by  Meissner,  12mo,  2s  Thimm 1859 

Vocabulary  by  Matthay,12mo,2«  6d  Williams  4^  iV.  1862 


■  and  Goethe*s  Correspondence,  from  1794  to  1805,  post  8to,  8s Wil*g 1845 

Select  Minor  Poems,  transl.  by  J.  S.  Dwight,  post  8to,  8s    Wiley 1839 

Sterling  (/.)  Lives  of,  by  T.  Carlyle,  new  edit.,  post  8yo,  6s Chapman  SB.  1^57 


Schimmelfenning  (N.)  On  the  War  between  Turkey  and  Eussia,  roy.  8to,  2s  TrUbner 1854 

Schimmelpenninck  {Mn.)  Life  and  Letters,  ed.by  Hankin,  4th  edit,  post  8to,10s6€£  Longman   i860 

-  Principles  of  Beauty  in  Nature,  Art,  &c.,  post  8to,  12s  6<I  Longman  1859 

' -  Sacred  Musings,  Preface  by  J.  Baylee,  poet  8to,  loi  6d  ...  Longman  1S60 

— — — ^—  —  Select  Memoirs  of  Port  Eoyal,  new  edit.,  8  v.  p.  8vo,  21s    Longman  1858 

■ abridged,  new  ed.,12mo,8»6d  Cath 1857 

Schimmer  (Karl  A.)  Sieges  of  Vienna  by  the  Tuiks,  post  60,  2s  6d--red.  to  2s    ...  Mwrag 1861 

Schism,  as  Opposed  to  Unity  in  the  Church,  a  Prise  Essay,  post  8yo,  10<  6d  Bamilton  1839 

Schlagintweit  (JP.)  Buddhism  in  Tibet,  fol.,  42s  TriUmer i?6o 

(^..4.<fr.iZ.I>ej  Scienti£c  Mission  to  India,  2  T.  4to,  Atlas  in  fol.,  8/8* TrMbner 1862 

Schlegel  {A.  W,)  Lectures  on  Dramatic  Art  and  Literature,  2  t.  12mo,  12s Templeman  ...1^39 

■  -.^_    Literature,  post  8to,  S$'^ B.  Bohn  1846 

(iVe.)  JEsthetic  and  Miscellaneous  Works,  poet  8to,  8s  6(f B.Bohn  1848 

Lectures  on  History  of  Literature,  12mo,  5«,  1846  ;  n.e.,p.8To,Ss  6<l  B.  Bohn    1861 

Modem  History,  post  8to,  8s  6d B.  Bohn    1849 

'  Philosophy  of  History,  post  8vo,  8«  6<i B.  Bohn    1846 

by  Robertson,  2  v.  8vo,  28# SauntUra  SO.  1J3S 

/r>    rr\ ^'®  '^^  Language,  post  8to,  8t  6cf    B.  Bohn  1847 

• {Dr.B.)  Pbydognomy  of  Serpents,  by  Traill,  post  8to,  €$  6d  Simpkin 1844 
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ScfaJeideB  (M,J.)  Principlei  of  Sdentifie  Botany,  translated  by  Lankefter,  8to,  2U  ...  Ixmgman  184' 

The  Plant,  a  Biography,  translated  by  Henfrey,  8to,  lU   BcUUiirt   185^ 

Scbleiermacher  (^red.)  Introdaotion  to  Plato's  Dialogaes,  by  Dobson,  Syo,  12f  6d    ...  Parker  ds  Son  .1836 

Life  of,  by  Frederica  Rowan,  translated,  2  y.  post  8to,  21s  ...  Smith  dt  Elder,  1%^ 

•' OntUne  of  the  Study  of  Theology,  post  Sto,  4s  Hamilton  1850 

-  Sabellian  and  Athanasian  Representation  of  the  Trinity,  Syo,  6$  Andover,  U.S,   1839 


Schler  {J.O.)  Initiatory  Treatise  on  Philosophy,  translated  by  Harris,  8vo,  3f  Dulau    1855 

Schlesinger  {Mojt.)  Saunterings  in  and  about  London,  post  8yo,  2«  6d — red.  to  Is  6d  Ward  tk  Lock... i$S^ 

War  in  Hungary,  by  J.  E.  Taylor,  2  v.  post  8vo,  21s Bentlev 1850 

Schleswig  Question  ;  or,  Germany  Unmasked,  post  8to,  5s P.  Eickardaon  1848 

Scblunpert  (M.)  Wind-Spirit  and  Rain-Goddess,  12mo  Bo»ton,  U.S,  ...1854 

)\!hIo68er  (F,C.)  Hbtory  of  the  18th  and  19th  Centuries,  8  ▼.  ^to,  97s   ChapmanikB,*^^'^^ 

Schxnid  (Chr.)  Basket  of  Flowers,  and  other  Tales,  12mo,  ds,  1839  ;  '<^P-  ^^Oi  ^  ^^  Simpkin 186a 

Catholic  Tales,  translated  by  Russell  and  Kelly,  8  t.  poet  8yo,  13s  6d  T.  Pichardwn  1847 

! ^  Christivas  Eve,  a  Tsle,  16mo,  2s  6d Bugh€$ 1843 

>*{a8ter  Sggs,  a  Tale,  translated  by  Jackson,  18mo,  Is  6d    Hamilton  1839 

GenoTeT&  of  Brabant,  a  Tale,  16mo,  2«  6d— red.  to  Is  6d Burua    1848 

'—  Henry  of  Eichenf els,  and  Christmas  Eve,  by  Flower,  18mo,  2f Cleaver  1 848 

English,  16mo,  Is   Groombndge  ..,i%$S 

German,  by  Lebahn,  12mo,  8s  6d    Lockofood 1851 


Historical  Tales,  Selections  from,  18mo,  3s— red.  to  2s Bumi    1848 

-  Little  Lamb,  a  Tale,  translated  by  Jackson,  18mo,  1<  6d Hamilton  1839 

•  One  Hundred  Tales  in  German,  English  Notes  by  Mathias,  12mo,  2s  ...  Thimm  1851 

translated  byWells,18mo,2s6d,'53—ied.to  Is 6d  Botwortk  1859 


Red  and  White  Roses,  and  other  Stories,  16mo,  8s BwrH$    1843 

Rosa  Von  Tannenbuxg,  a  Tale,  translated,  new  edit.,  fcap.  8to,  2s  6d  Boo^ i860 

Tales  for  Children,  trans,  by  Hales,  2nd  ed.,  fcap.  8¥0 — red.  to  1<  6d  Simpkin 1861 

Schmidt  (f.)  ConoordantiflB  Nori  Testament!,  Grsec^  32mo,  5s  Bageter 1854 

et  Lexicon,  82mo,  7s  6d;  12mo,  8s BagUer 1855 

(OmM.)  Civil  Law  of  Spain  and  Mexico,  8yo,  42s New  Orleans... i%^i 

-  {J.A,F/)  GermaaGuide,  First  and  Second  Courses,  12mo,  8s  6d— red.  to  8s    WilliamidiN.  i860 

Third  Course,  12mo,  Is  6d  5  Key,  2s WUliameAN.  1859 

Reading  Book  for  Beginners,  12mo,  Is  6d WilliamaAN.   1859 

{Otto)  Anglo-German  Reader,  post  8yo,  ^M    Simpkin 184a 

Synoptical  Table  of  the  German  Grammar  (a  Chart),  8s  6d  Simpkin '....1841 

Schmits  (/>or)  Elementary  Greek  Grammar,  post  8to,  8s  6d Longman  1853 

— — — History  of  Greece,  with  Additions,  by  Watson,  new  edit.,  12mo,  7s  6d  Longman  185S 

RometoA.D.  192,  new  edit.,  poet  8to^  7s  6d  Walton  i86a 

• Questions  on,  by  Robson,  12mo,  2s  Walton 1847 

the  Middle  Ages,  V.  1,  476  to  1096,  post  8yo,  7s  6d    Birington  1859 


Latin  Grammar,  Elementary,  12mo,  Is  6d  ;  Exercises,  la CkanUfert  i860 

Advanced,  12mo,  3s;  Bxerciaes,  2s;  Key,  2f Chambers  i860 


-  Manual  of  Ancient  Geography,  post  8vo,  6m    Birington  1857 

History,  2  PU.,  post  8vo,  each  4s,  '55  ;  1  t.  7s6d  Bivington  185S 


Sebmucker  {S.S.)  Elemento  of  Popular  Theology,  12mo,  Se Philadelphia... n,  d. 

Errors  of  Modem  Infidelity,  Illustrated  and  Refuted,  12mo,  7i  ...  Philadelphia... n.  d. 

. —  Lutheran  Manual,  cr.  8vo,  7s    PAi2ade^ui...i855 

Memoirs  of  Catherine  II.  of  Russia,  cr.  8vo,  7s New  York 1855 

Schneider  {C.H.)  Easy  Method  of  Learning  French  Verbs,  new  edit.,  12mo,  2s  6d  ...   Whittaker 1856 

• French  Conversation  Grammar,  2nd  edit.,  fcap.  8vo,  8s  6d  Simpkin i86a 

__— ■  Key  to  Bxeiciseain,  fcap.  8vo,  8s...  Simpkin 186a 

-  Manual  of  Convenration,  8rd  edit.,  fcap.  8vo,  8s   Simpkin i86a 

Reader,  8th  edit.,  fcap.  8vo,  8t  6d Simj^n 186a 


(F.W.)  German-English  and  English-German  Dictionary,  2  ed.,  12mo,  6s  ...  Williams  AN,  1855 

ysBchnitzler  (/.//.)  Secret  History  of  Court  of  Russia,  2t.  8to,  28s,  1847— red.  to  16s    BentUy 1854 

Srhnorr  (/«/.)  Bible  Pictures,  4to,  3  series,  each  15s  ;  in  1  t.  40s WUliamsJcN.  i860 

Schoedler  (F,)  Book  of  Nature,  edited  by.H.  Medlook,  post  8vo,  10s  6d  Oriffin    1854 

Introductory  Manual  of  Natural  Sdenoes,  new  edit,  post  8vo,  8s  6d...  Oriffin    1858 

Physical  Sciences,  poet  8vo,  8s  6d  ^.  6r{fin    1858 

Treasury  of  Science,  Natural  and  Physical,  cr.  Sro,  7s  6d  Griffin    i86a 


Schoelcher  (Vie.)  Dangers  to  En^and  of  Alliance  with  Men  of  Coup  d'Etat,  12mo,  2s  Truhner 1854 

Histoire  des  Crimes  du  Deux  Decembre,  post  8vo,  7s  6d   /.  Chapman  ...185a 

History  of  the  Crimes  of  the  2nd  of  December,  12mo,  fit Jeney  Office  ...1853 

• Life  of  G.  F.  Handel,  8yo,  12s,  rrfl^«r—red.  to  7s  6d  Cocks  A  Co 1857 

Scboell  {C.W.)  Eccleaasticn  Britenum  Scotorumque  Hist.  Fontibos,  roy.  8to,  8s Williams  AN,  1851 

Scboen  {J.F.)  Grammar  of  the  Hausa  Language,  8to,  5s Ch.Miss,Houui%6% 

Scholat's  Help  to  ClaMdcal  Letter  Writing,  4to,  8s   Bdfe 1844 

Schole  (/no.)  Poems,  12mo,  8s  6d Sherwood  1838 

Seholefield  (Jas.)  Hints  for  an  Improved  Translation  of  the  New  Testament,  12mo,  4s  Belld:  IkUdg...il$j 

• Memoir  of,  with  Notices  of  his  Classical  Works,  8vo,  10s  6d SteUy.. 1855 

Reflections  and  Prayers  for  Pkssion  Week,  18mo,  Is  6d Seleey 1843 

■ Scriptnra]' Grounds  of  Union,  8vo,  8s  6d Parker  A  Son...  i%^% 

' Sermon  Notes,  poet  8vo,  U   Wertheim 1856 

Sermons  before  Cambridge  University,  8vo,  6s Parjber  <fr  ^011.1853 

{N,)  Geometry,  Trigonometry,  and  Mensuration,  4  series,  e^tch  61 WiUy 1 845 
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Scholia  Theocritum,  roy.  8vo,  20«  Didoi 1849 

SchSmAiin  {G.F.)  On  AttembUw  of  the  Athenians,  6to^  10«  6d,  Whittaker—rtd.  5t    H,  Bohn    183S 

Sehombeig  (J-D-)  Baptiamal  B^geneiation  a  Scriptural  Doctrine,  12mo,  1$  dd Hope 1S52 

Doctrine  of  Chnitsh  Baptism,  Syo,  2t Painter 184^ 

the  Holy  Bucharist  Considered,  post  8vo,  if Hope 1857 

Blements  of  the  British  Constitution,  12mo,  5c— red.  to  2a  fid  ...  Painter 1856 

Liberty,  its  Struggles  and  Triumph,  a  Poem,  8to,  If Hope 1850 

-  Theocratic  Philosophy  of  English  History,  2  r.  Svo,  21f  Longmam  ...1840-s 


(/.r.)  Commutation  Tithes  Acts,  with  Notes,  12mo,  7f  BtOterworikt  ...1%19 

Schomburgk  (RH)  Description  of  British  Quiana,  8to,  6f    Simpian 1840 

>  Histoiy  of  Barbadoes,  roy.  8to,  Slf  6<2;  Map  to,  21f  Longman  1847 

Beisen  in  British  Quiana  in  den  Jahren,  1840-4,3 t.  imp.  8vo,70f  WilUavaAN.  1849 

Views  in  Interior  of  Guiana,  fol.,  52f  6d;  cold.,  84f   Acktrmamn   ...1841 

Schonberg  {Bai^  TraTcls  in  India  and  Kashmir,  2  t.  poet  8to,  21f    Hurti  S  B,    ...1853 

■  (C.L,)   German  Chain  Bnle :  Commercial  Arithmetic,  new  ed. ,  1 8mo, If  6d  E.  Wilmm 1 8 50 

School  and  the  Teacher,  8vo,  4f WeaUjf  1854 

-  Schoolmaster,  a  Manual  for  Teachers,  12mo,  8f  6d New  York 1841 

Chronology,  2nd  edit.,  square,  If   LongmoM  1845 

Field,  and  Fireside  Tales,  8  t.  18mo,  each  2f  M HouUtcn    184a 

for  Statesmen  ;  or,  Public  Man's  Manual,  post  Svo,  10   6d SmitkAElder  1836 

^ Wives,  a  Novel,  by  Author  of  Temptation,  8  v.  post  8?o,  81f  (kf CoUmm 1842 

History  of  England,  12mo,  8f    Parker  A  Son...  li^i 

Home  of  Thomvale  ;  or.  Female  Befonnatory  School,  12mo,  2f  6<l   Niabet 1858 

in  its  Belation  to  the  State,  the  Church,  and  Congregation,  8vo,  2f  6d  Mwrray 1847 

Music,  from  the  Singing  Master,  8vo,  5f  6(2,  1843— red.  to  4f  6(i Waltrnt 1849 

— -«  of  St  Philip  Neri,  translated  horn  the  Italian,  edited  by  Faber,  12mo,  5f  ...  Bum* t8$i 

Services  for  the  Forest  School,  Walthamstow,  16mo,  2f  6<i Bdl  Ae  2>al(fy...iiso 

Songs,  edited  by  Bev.  T.  Thring,  with  Music  by  Kiccins,  fol.,  7f  6{f MacmiUan 1858 

Schoolcraft  (IT. J2.)  American  Indians,  their  History,  &c,  roy.  8vo,  14f    New  York 1851 

■ Expedition  to  the  Sources  of  the  Mississippi,  Svo,  18f Philadeipkia...iZsS 

Histoiy  of  Indian  Tribes  of  United  States,  V.  1  to  5,  4to,  each  84f    PAaa(ie;]A^i85i-4 

.1  Myth  of  Hiawatha,  and  other  Oral  Legends,  cr.  Svo,  6f Pkiladelpkia...iZs^ 

■  Notes  on  the  Iroquois,  Svo,  ISf Albanjf  1847 

Schoolfellow  ;  an  Original  Monthly  MagaJdne  for  Boys  and  Girls,  cr.  Svo,  7f  6d  Low   1857 

Schoolmaster  at  Home,  12mo,  Sf  6d Simphin 1835 

EBsays  on  Practical  Education,  2  V.  12mo,  12f  C.  Knight 1836 

Schoolmaster's  Difficulties  at  Home  and  Abroad,  12mo,  4f  6<i    Longman  1853 

Schoolmistrefls  for  the  Poor,  12mo,  If SeeUy i860 

Schoobroom  at  Home,  16mo,  2f  M HouUton    183^9 

• Lyrics,  compiled  by  Ann  Knight,  new  edit.,  ISmo,  If ;  doth  gUt,  If  6d...  Simpkin 1850 

Poetry,  ISmo,  If  6<I Simpkin i860 

Schopenhauer  (Mad.)  Youthful  Life,  &c.,  an  Autobiography,  2  v.  12mo,  12f  Longman  1847 

Scboppe  (Amelia)  Henry  and  Mary,  translated  by  S.  Cobbett,  fcap.  Svo,  1$  6d  Simpkin i860 

Schdpwinkel  (F,)  Elementary  Grammar  of  the  French  Language,  new  ed.,  Svo,  8f  M  NuU  i860 

Scbouw  (J.P.)  Earth,  Plants,  and  Man,  trans,  by  Henfrey,  post  Svo,  5f   H.  Bohn   185s 

Schranke  (T.)  New  York  Croton  Aqueduct,  Plates,  4to,  14f    New  York n,  d, 

Bchreber  {J>r.  M.)  Illustrated  Medical  In-door  Gymnastics,  trana  by  Skelton,  8vo,  5f  WHliama  A  N.  1856 

Sclirevelius  (Com.)  Lexicon,  Greek  and  English,  ed.  Dr.  Major,  9(h  edit.,  Svo,  lOf  6d   Simpkin i860 

Schrooder  (Fra.)  IVavels  on  Shores  of  the  Mediterranean,  2  v.  poet  Svo,  16f   ...  Murrojf 1846 

Schubarth,  Bepertorium,  Index  to  Inventions,  roy.  Svo,  24f ThUbner 1856 

Schubert  ((?.i7.)  Cripple  of  Bottenstein,  12mo,  2f  Niekisaon  1843 

Memoir  of  Bernard  Overbeig,  12mo,  8f Seeley 1838 

Mirror  of  Nature,  12mo,  5f    Pkiladdpk»a...iS^s 

•  Beminisoences  of  the  Duchess  of  Orleans,  post  Svo^  7f  M Marlboriugk...  ii6% 

-  Twin  Brothen,  12mo,  If   Partridge 1846 


Scbulte  (F.)  Elementary  Latin  Grammar,  12mo,  2f  6cl    Parker  diSon  .1836 

Schults  (AU>,)  Essay  on  the  Influence  of  Welsh  Tradition,  12mo,  6f L{mgman  1841 

(J.B.)  Key  to  Dr.  Noehden's  German  Bxerdses,  5th  edit.,  12mo,  8f  fkt  Longman  1847 

Schnlie  (B.)  Enchanted  Bose,  a  Bomannt,  from  the  German,  by  Crespigny,  12mo,  6f  Longman  1844 

Schumann  (A.)  Introduction  to  the  Bible,  trans,  by  Beard,  Svo,  lOf  Ck^  '50— r.  7a6d  Simpkin i860 

Sohwabe  (i^ttd.)  First  German  Book,  12mo,  6f  6<2   Longman  184a 

. German  Ghammar,  12mo,  Sf  6c{ Longman  184a 

■  Beader,  12mo,  2f  6<l  Longman  184a 

I Spelling,  12mo,  2f Loi^man  184a 

Schwammerdain*s  History  of  Insects,  8  v.  roy.  Svo,  31f  6d Wemerian  CL  1845 

Schwann  (T,)  and  Schleiden  (M.J.)  Microscopical  Besearches,  by  Smith,  Svo,  Sf Sydenham  Soe,  1847 

Schwarti  (C.F.)  Life,  12mo,  2f  M SeeUg 1855 

Schwan  (/.)  Descriptive  Geography,  Sketch  of  Palestine,  Svo,  ISf  PkUadiipihia...i%S^ 

Schwiltier  (Der)  Amusing  Intoroduotion  to  the  German  Language,  16mo,  2f  Cfrifithdf  F.  ...i860 

Schweigharaser  (J.)  Lexicon  to  Herodotus,  new  edit.,  Svo,  I4f WlSttaker 1840 

Schweigler's  Philosophy  in  Epitome,  trans,  by  Seelye,  cr.  Svo,  7f  6<2 New  York 1856 

Science  des  Fetits  :  Lemons  fsoiles,  imit6esde  PAnglids,  par  Mile.  C.  W.,  ISmo^  2f  Cd  Dulau   1856 

for  the  Household,  2  v.  12mo,  each  If  Qd  JarrM 1860-1 

• of  Happiness,  by  a  Friend  to  Humanity,  post  Svo,  8f  6€l  TrUbner i86i 

— —  Labour ;  or,  Time  the  True  Wealth  of  Man,  12mo,  2f  6d ;  p,4to,  ilium.,  fit  &  WUa<m 1853 
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Science  of  Life;  or,  How  to  Live  and  What  to  Live  for,  18ino,  1« /.  Gilbert 1849 

'-  Mechanism,  Articles  in  the  New  York  Exhibition,  1853-4,  4to,  25j? New  yarib...  18 54.-5 

Mind;  or,  Pneumatology,  post  8vo,  Ss  Qd  Longman  1856 

Scientific  American  :  an  lUustratedJoarnal,  new  series,  5  v.  folio,  each  12« Low i86o-6z 

Memoirs,  edited  by  Richani  Taylor,  8vo,  Parts  1  to  20,  each  <)« -R.  Taylor  .1837-50 

Qnartetts,  No.  1.  Astronomy  ;  2.  Architecture  ;  3.  Botany,  32mo,  ea.  2s  6d  IlovJsUm    i86a 

Reminiscences;  or,  Conversations  with  Mamma,  fcap.  Svo,  2«   T.  Richardton  .i%^j 

Scinde  Railway  and  its  Rehbtions  toother  Routes  to  India,  Svo,  10«  %d Alien  <fe  Co,   ...1856 

Sclater  (/*.Z.)  Catalogue  of  American  Birds,  Svo,  80« Triibntr 1862 

Zoological  Sketches,  fol.,  V.  1,  \2l  12< ;  V.  2,  Pts.  1  to  4,  each  21» ...  Oravts    1861-2 

{Wm.)  Original  Draught  of  the  Primitive  Church,  12mo,  6*,-  TMoyi—T,  3»    H,  Bohn    1840 

Scobell  (Edw.)  Discourses  on  St.  John*s  Gospel,  Chapter  17,  12mo,  As Haselden    1848 

Love  of  Christ  for  his  People,  Lent  Lectures,  12mo,  4« Ifaselden   1852 

Private  Devotions  and  Family  Prayers,  ISmo,  Is  6d  Rivington  1854 

Psalms  and  Hymns,  for  Public  Worship,  6th  edit.,  ISmo,  la  6rf   Cleaver 1862 

Sermons,  Temptation  of  Christ,  12mo,  is    Cleaver 1842 

Thoughts  on  Church  Subjects,  2nd  edit.,  Svo,  Is    Batehard 1845 

Scofiem  (Jno.)  Chemistry  no  Mystery,  12mo,  Zs  6d A.  HaU i860 

of  Imponderable  Agents,  post  Svo,  4«  6d I/ouhlon   1855 

Inorganic  Bodies,  post  Svo,  3f   Uoulston   1856 

Soils,  fcap.  Svo,  4s  6d    Bell  <k  Daldy  .lUz 

Gold  Seeker's  Chemical  Guide,  12mo,  1«    Orr    1852 

-  Valuer's  Ready  Reckoner,  ISmo,  Ss  6d Orr    1853 


• History, of  the  Weapons  of  War,  12mo,  1«  6d   Ward  d:  Lock  .1854 

— Manual  of  Chemical  Analysis  for  the  Young,  12mo,  2« Orr    1854 

Manufacture  of  Sugar  in  the  Colonies,  &c.,  Svo,  lOa  6d  Longman  1849 

-  -^ Meteorology  and  Atmospherical  Phenomena,  post  Svo,  Is  Qd HouUton    1856 

— New  Weapons  of  Warfare  :  Rifle  Ordnance,  post  Svo,  2« Lomgman  1859 

• Outlines  of  Botany,  Svo,  2«  6rf    Kent  1857 

Philosophy  of  Common  Life  ;  or,  Science  of  Health,  post  Svo,  5<    ...    Ward  «fc  Loch  .1857 

Projectile  Weapons  of  War  and  Explosive  Compounds,  post  Svo,  9«  6d  Longman  1858 

Report  of  the  Royal  Rifle  Match  at  Wimbledon,  12mo,  \s   Ward  dt  Loch  .i860 

Useful  Metals  and  their  Alloys,  Svo,  7<  6<2 Houlston    1857 

Scoloker  (i4«/A.)  Diaphantus,  4to  RoxburgkeCluJbi%i% 

Sconce  IR,K.)  Testimony  of  Antiquity  to  Supremacy  of  the  Holy  See,  Svo,  5f    Rums    1853 

Scone,  Liber  Ecelesis  de,  4to,  Maklaad  Club,  n.  d.  ;  also  4to  .' BanncityneClubi^^^ 

Score  of  Lyrics,  12mo,  2s  6d Pickering 1849 

Sooresby  {Wm.)  American  Factories,  and  their  Female  Operatives,  12mo,  2s    Longman  1845 

Arctic  Regions  and  the  Northern  Whale  Fishery,  ISmo,  1«  6d Rel.  Trad  Soc.  1849 

Considerations  on  the  Franklin  Expedition,  Svo, 2*  6d  ;  with  Map,6<  Longman  1850 

Lectures  on  Zoistic  Magnetism,  Svo,  6»  Longman  1849 

Life  of,  by  his  Nephew,  R.  E.  Scoresby -Jackson,  cr.  Svo,  7s  6d Nelson   i86f 

Magnetical  Investigations,  V.  1,  Svo,  14*;  V.  2,  Svo,  16«  Longman  1851 

Memorials  of  his  ^n,  12mo,  is Nv^t    1837 

: the  Sea:  My  Father,  post  Svo,  5«    Longman  1851 

Sabbath  Arctic  Regions,  post  Svo,  3«  6rf Longman  1850 

The  Mary  Russell,  post  Svo,  Zs  Qd  Longman  1850 


Voyage  to  Australia  and  round  the  World,  ed.  by  Smith,  n.e.,  Svo,  12»  Longman  1859 

Whaleman^s  Adventures  in  Southern  Ocean,  fp.  Svo,t)<— red.  to  3*  6d  Low    1850 

Scot  {Wm.)  Report  on  Epidemic  Cholera  in  Fort  St.  George,  1824,  Svo,  6«  6rf BkuJcwoodt    ...1849 

State  and  Government  of  the  Kirk  of  Scotland  since  the  Reformation,  Svo   Wodrow  S0C....1 846 

Scotch  Church  Question,  by  Pacificator,  Svo,  2s    Hatchard  184^ 

Free  Church  Standard  Documents,  12rao,  la  6d  ;  4to,  6« W.  Collins 1847 

Mercantile  Sequestrations,  1852,  Alphabetical  Compendium  of,  4to,  21<  Longman  1852 

Scotland,  Aberdeen,  Extracts  from  Council  Register  of,  1398-1626,  by  Stuart,  2  v.  4to  Spalding  Club  n.  d. 

Registmm  Episcopatus  Aberdonensis,  edit,  by  C.  Innes,  2  v.  4to    ...  Spalding  Club  n.  d, 

' ■ Selections  from  Records  of  the  Kirk  Session,  &c.,  of,  1562-1681,  4to  Spalding  Club  n.  d, 

' Acts  of  the  Lords  Auditors  of,  a.d.  1466-94,  folio,  15a Rutiencorths  ...  19^9 

• of  Council  in  Civil  Causes,  a.d.  1478-95,  folio,  25a Rutterworths  ...1%^^ 

Ancient  Criminal  Trials  in,  10  Parts,  4to Maiiland  Club  n,  d. 

— Scottish  Melodies,  edit,  by  William  Danney,  4to  Maitland  Clubn.  d, 

— — Balbdsand  Songs  of  Ayrshire,  edit,  by  J.  Paterson,  Svo,  5a  6d   Stevenson   1846 

Book  of  Perth,  Notices  of  Monasteries,  &c.,  Lawson,  Svo,  12a  ;  fol.,  31a  6d  ...  Stevenson   1846 

Chronicle  of  the  Kings  of ,  4to   Maitland  Club  n.  d. 

Collectanea  de  Rebus  Albanicis,  edit,  by  Gregory  and  Skene,  Svo,  24a Stevenson   1846 

-Coonty  Directory  of,  edit,  by  W.  W.  Halliburton,  Svo,  7a  6d    Simphin 1862 

- —  Delineated,  15  Parts,  folio,  each  21a  ;  proofs,  81a  6ci ;  cold.,  63a GambaH    1852 

Diurnal  of  Occurrents  in,  1513-75,  4to  Maitland  Club  n,  d. 

Early  Literature  and  History  of  the  Presbyterian  Church,  6  v.  fcap.,  each  2a  6d.  i^u^/aWon...  1848-50 

- — Extracta  e  Variis  Cronicis  ScotisB,  4to  AbbotsfordClubi%$z 

Pragmenta  Scota  Monastica,  by  a  Delver  in  Antiquity,  Svo,  21a    Stevenson   1 842 

■ — -Illustrated,  Essay  and  Descriptions,  by  Professor  Wilson,  4to,  25a      Fullarton  1845 

^  Illustrations  of  Scottish  HistoiT,  from  XII. -XVI.  Cents.,  4to  ..  Maitland  Clubn.  d, 

— -  Letters  to  the  Argyle  Family,  4to Maitland  Clubn.  dz 

*"• Earl  of  Aberdeen,  on  PttblicAffiurB,1681-4,  edited  by  J.Dunn,  4to  Spalding  Club  n.  d, 
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086  SCOTLAND SCOTT  [Rmgush  CATALoecK 

Sootlftnd,  Mtiy,  Qaeen  of  ScoU,  Cersmonud  at UamAge  of,  with  Daia{iliiB  of  Ffance,  4to  BoaAwrgke  ChtBiS  i  S 

Uemoin  of  Insorrection  in  Sootland  in  1715,by  John,  Master  of  SLucliur,4io,42«  AffbotsfofdCUJftt^t 

Miaoellauy  on  Boclemastical  Affidn  in  16th  and  ] 7th  Century,  by  Laing,  8vo    ...   Wodrow  S^e.    1 844 

Notices  of  Unpiinted  Docamenti,  illoatFatire  of  History  of,  4to  MaiUand  Clmh  184a 

Obit  Book  of  Ayr,  from  180(J-1696,  edit.,  with  trans.,  by  Patenjon,  4to,  10«  Qd  Sietensw    1848 

Papers  of  Civil  and  Boclesiastical  Histoiy  of,  2  t.  8vo,  24*— nnl.  to  9«   If.  Bohn    1844 

relative  to  the  R^ialia  of,  4to    BannatfftuClubihz^ 

Provincial  Antiquities  of.  12mo,  Zt  Houitiwi    1858 

Relation  of  Affidres  of  Kirk  of,  Aug., 1637,  to  July,1638,  by  Karl  of  Eothes,4to  BanwUy^eCltthityi 

Reliquis  Antique  Sootios,  edit  by  Kinlock  and  Baxter,  8vo,104  6<2  ;  1.  p.,  16<  SUveuson,  1849 

Beportoof  Statistics  of  Various  Parishes  in,  1627,  4to  MaiOokdClubn.  d, 

Sculptured  Stones  of,  edit,  by  J.  Stuart,  4to    Spalding  Club  ».  d. 

Selections  illustrative  of  the  History  of,  1642-1568,  4to   Maitland  Clubn.  d. 

Statistical  Account  of,  16  V.  8vo,  16/1 6f   Bfackwoods    ...i^A7 

Scott  {Abm.)  Pamphlets  on  Doctrines  of  Divine  Truth,  12mo,  6* Aa^m    1850 

——^Sermons,  Doctrinal  and  Practical,  2  v.  12mo,  6< MamtJt    1851 

{Adam)  London  Institution  as  it  Has  Been,  and  Ought  to  Be,  8vo,  2b    A.  ikoU 1854 

■  and  Parr  {Edw.)  Comprehensive  History  of  England,  n.  e.,  12mo,  5«  AUman .  18&0 

(Affiut)  Dairj  Management  and  Feeding  of  Milch  Cows,  sq.  8vo,  Is BUiclwoodt     ..1861 

(^./.)  Recollections  of  the  Life  of,  post  8yo,  10«  6d Sanudcrtd:  O.  184a 

_— Suggestions  on  Female  Education,  fcap.  8vo,  1«  6d Walton  1849 

Three  Discourses  on  Divine  Will,  18mo,  2f /.  Durlhg 184a 


{A.M.)  Day  Dawn  in  Africa :  Progress  of  Mission  at  Cape  Palmas,  1 2mo,  6«    ...  Ntw  York 1858 

-  {A»  de  O.)  Photo-Zincography  and  other  Photographic  Processes,  4to,  12t    Longman  186a 

-  {Capt.A.N.)  Sketches  in  India,  100  Photographic  Pictures,  ed.  by  Wild,  fol.,  6O4  .  Beevt i86a 

,  {Benj,)  Contents  and  Teachings  of  the  Catacombs  at  Rome,  2  e.,  p.  8vo,  2»6d  Longman  i860 

Incense  for  the  Family  Altar:  Psalms  and  Hymns,  4to,  2«  6d  Longman  186a 

Lays  of  the  Pilgrim  Fathers,  12mo,  2t  6<l  Ijongman   1861 

{C.)  Analogy  of  Ancient  Craft  Masonry  to  Religion,  8vo,  12j    Ph,ladelj>hia...n.  rf, 

{Oka,  B.)  Greek  Kingdoms  of  Bactria  and  its  Vicinity,  8vo,  2t  6d    Bell  ttDaldy...  1^:0 

{C.B.)  Travels  through  Russia  and  Crim  Tartary,  post  8vo,  7»6d BentUg 1855 

-  Visit  to  Denmark  and  Sweden,  post  8vo,  10«  66^ '....  Longman  1856 


(C./2.)  Excursions  in  Mountains  of  Ronda  and  Grenada,  2  v.  8vo,  28< Cofbum 1838 

{Col.)  Residence  in  Esmaila  of  Abd-el-Kader,  post  8vo,  10«  6d   Whittaler iJ?4a 

(Dav.)  Memoir  of,  and  Journal  in  Italy,  by  W.  B.  Scott,  8vo,  10s  6rf  Ltmgman 1850 

{D.D.)  Suppression  of  the  Reformation  in  France,  12mo,  6s Setltg 1840 

{DM.)  Medical  Topography  of  Queenstown,  8vo,  4f6d Highleg 1850 

(0.  IT.)  The  Contraat,  and  other  Poems,  post  8vo,  Is HoulUon 1848 

((?.)  First  Class  Cyphering  Book,  obL  2*— Key,  2« Groombridgt  .,.i$44 

Scripture  Biography,  loy.  Svo,  lis    FuUarion  iS;8 

Shorter  Catechism,  transl.  into  Neo-Hellenic,  2Dd  edit.,  12mo,  It  ...    W^Uiam*  d:  N.iSbz 

(G^.^.)  Beauty  of  Holiness,  and  other  Poems,  12mo,  6f  ff-irreg 1838 

Christian  Offering,  12mo,  7$  tid Virfue    1^42 

-  Diagram  of  French  Verbs,  12mo,  Is;  d.,  IsBd S-'mj^kin 1S60 

Morning ;  or.  Darkness  and  Light :  Evening ;  or.  Sorrow  and  Joy,  82mo,  1 «  W/tiUalcfr 1 8  51 


{O.G.)  Gleanings  from  Westminster  Abbey,  illust.,  2nd  edit.,  8vo,  15s   J.I/  A.'J.Parl'eri^ti 

Plea  for  the  Restoration  of  Ancient  Churches,  12mo,  3«  6d    /.  //.<C*J.  Parker  1 850 

Remarks  on  Secular  and  Domestic  Arahitecture,  new  edit.,  8vo,  9s  ...  Murratf 1S58 


—  (/f.)  Guide  to  the  Lakes  of  Cumberland,  &c.,  12mo,  3s \ Simpliu 1S35 

{Uugk)  Scottish  Nationality;  or.  Struggles  of  Scottish  Episcopacy,  p.  8vo,  ZtCd  Saunders  d-  O.  1849 
New  Generation,  post  8vo,  2»6d Saunders d:  O.  1S48 


{H.L.)  Military  Dictionary,  8vo,  26«   AVic  YiMrh 1S61 

■  (/as.)  Catechism  on  the  Prophetical  System  of  the  Scriptures,  12mo,  2s  6<2...   ir.  VitUins 1X47 

,  Pint  Root  of  PopeiyDugup,  12mo,  3*  W.  Collins 1849 

On  Cataract  and  its  Treatment,  8vo,  2s  6d Churchill  1843 

View  of  the  Scriptural  System  of  Prophecy,  12mo,  6s  W.  Collins 1848 

(/as. /no.)  Burials  Acts,  new  edit.,  12mo,  3s Knight  1858 

... . —  Metropolis  Ix)C8l  BAanagement  Act,  12mo,  4s  Knight  1855 

_  Metropolitan  Interment  Act,  1860,  12mo,  3s  6d Knight  1850 

—  psalter,  pointed  for  Chanting,  new  edit.,  18mo,  2«6<2    Bivington  1853 

; Public  Health  Act,  12mo,  6s Sufeet 1848 

,  Railway  Practice  in  Parliament,  12mo,  20s BickardM    1846 

..J {Job)  Journal  of  the  Life  and  Travels  0^  12mo,  8s  Gd GilpUi    1843 

. (/«o.)  Building  Societies,  8vo,  2s  6d  SpeUigue    1849 

..  Continuation  of  Milner*s  Church  Histoiy,  n.  e.,  8  v.  8vo,  each  12s  ...  Sedeg 1839 

., '. Costs  in  Superior  Courts  and  in  Conveyancing,  2nd  ed.,  post  8vo,  20s  Stevens  i860 

Doctrines  and  Evidences  of  Christian  Religion,  feap.  8vo,  2s  6(i  Ward 1854 

Lectures  on  Epistle  to  Romans,  Chap.  viii.  and  xii.,  8vo,  12s  Setieg 1847 


-  Narrative  of  Imprisonment  in  China,  12mo,  4s6(2 Dalton  184s 

—  Two  Families  during  the  Plague,  1666,  12mo,  Ss  6d Sedeg 1837 


-  Probate  and  Letten  of  Administration  Act,  12mo,  2t  6d  WildgdtSons...i%^j 

■  Reports,  Common  Pleas,  and  Exchequer,  1884-40,  8  v.  r.  8vo,  14n9s  Sweet    x835>4o 

1840  to  8  Vic.,8v.r.8vo,18/3s  Butlerwortks  1840-5 


-  Sermons,  with  Life  by  Dr.  Barr,  8vo,  10s  6<l  Simpkin 1839 

-System  of  P»>phecy,  12mo,  8f  6<< Orwmhri^ ...iZ^i^ 


1835—1869]  SCOTT  681 

Scott  (  Jno,  )  Treatment  of  JKieMee  of  tbe  Joints,  &o.,  by  Smith,  new  edit.,  8to,  6«  Longman  1857 

Viait  to  Wmterioo  in  1816,  poet  8to,  9»    Saunden  ds  0,  1842 

{J. Hope)  Scripture  Prints  from  the  Freseoes  of  Raphael,  Ptl  to  6,  fol,  each  94  Ifoultton  ...1854-58 

(^(fy)  Dream  of  a  Life,  8  T.  post  8vo,  81«  6<i Saunden  di  0.  i86a 

*- Rxposition  of  the  lopes' and  Antitypes  of  the  Bible,  post  Sto,  lOt  6d  Bendty 1856 


■  Hen-Pecked  Husband,  a  Norel,  8  ▼.  poet  8to,  81f  M Neuiby  1853 

-  HyHon  Honse,  a  Novel,  8  t.  post  8to,  81»  (W Ntwby    1850 

-  Incentives  to  Bible  Study,  Scripture  Acrostics,  in  a'Box,  UM J.  P.  Shaw  ...i860 

-  Marriage  in  High  life,  a  Novel,  new  edit.,  12mo,  \$  M Routiedgt  1857 


-  Old  Gray  Church,  a  Novel,  8  v.  poetSvo,  81«  6c{    Bmtley 1856 

-Only Child,  a  Novel,  2  v.  post  8vo,  2l4  Hurttd:  B,    ...1858 

-  Pride  of  Life,  a  Novel,  2  v.  post  8vo,  15«,  '54 ;  12mo,  2f  6</,'56  ;  2$  Routiedge  1861 

-  Skeleton  in  the  Cupboard,  2  v.  post  8vo,  2l«,  i860  ;  1  v.  cr.  8vo,  6f  Saunders  dkO.   1861 
Trevelyan,  a  Novel,  8  v.  post  8vo,  dl«  6d,  BtntUy  ;  12mo,  2» RouUedge  r86o 

(.Vt'dk.)  Cruise  of  the  Midge,  2  v.  feap.,  12#,  Cadell ;  12mo,  4« Blachwxfdt  ....1836 

On  the  Defence  of  Spithead,  8vo,  2«  6<i   Clowet   1S61 

—  Water  Supply  and  Arbitration  as  toSale  of  Water  Worlu,  8vo,  10«  Chwe$   1^52 


^Tom  Cringle's  Log,  12mo,  4«,  1852  ;  illostrated  edition,  er.  8vo,  64...  Blnekwoods   ...1861 

(P<i<.)  A  Poet*s  Children,  12mo,  Is Lwgman  1854 

Footpaths  between  Two  Worlds,  and  other  Poems,  post  8vo,  6s BeU  A  Daldtf.,i%$^ 

Lelio,  a  Vision  :  Hervor,  and  other  Poems,  12mo,  6s Chapman  A  H.t%$i 

Love  in  the  Moon,  a  Poem,  sm.  4to,  5s  M  WalUm 1852 

Oriental  Musings,  and  other  P6em%  fcap.  8vo,  4«  Botworth  i8^o 

-  Thomas  4  Becket,  and  other  Poems,  12mo,  5f Longman  1853 


'{Percy)  Handbook  Dictionary  for  Militia  and  Volanteer  Services,  obi.,  S$M..,  AltenACo.  ...Mi 

-  (Rob.)  Cotton  Spinner  and  Manafactnrer,  5th  edit,  8vo,  12f   Simpkin 1862 

Sermons  Preached  before  the  University  of  Oxford,  cr.  8vo,  8s  6(1 ...  Murray i860 

-  Twelve  Sermons,  12mo,  7s Matter$ 1851 


'(R,ff.)  Handbook  of  Yolnmetrical  Analysis,  er.  6vo,  it  M Longman  1862 

-<A.  TT.)  Belisarins,  a  Tragedy,  8vo,  8s  6<{ SaundertdiO,  1846 

-{Tko9.)  Commentary  on  the  Bible,  6  v.  4to,  61  6s,  Seeley-nd.  to  4^  4s Wertheim 1839 

-  with  IIlnst.,42  pl.,3  v.4to,42s  ;  140  pl.,70s  P.Jaektm 1849 


Topical  Index  to,  imp.  8vo,  4s  6d  ;  4to,  6s Seeky 1842 

8  V.  4to,  31s  M  ;  with  Plates,  42s ToIUm    1849 

edited  by  Stebbing,  8 V.  4to,  68s.. Orifin    i860 

Notes  by  Symington,  8  v.  4to,  84s ViHut    1849 

8v.  imp.  8vo,  84«,  Seeley,  1841  ;  86s  H.  Bohn  1850 

, —— Bessys  on  Religion,  15th  edit,  12mo,  5s Sedey 1844 

. Force  of  Tmth,  18mo,  ls6<f;  12mo,  8s  6d Sedey 1838 

Life  and  Correspondence,  12mo,  6s  8$eley 1836 

—  Practical  Observations  on  the  Bible,  2  V.  roy  8vo,  25s  JSeeiey 1835 

• Sermons,  with  Memoir  by  King,  8vo,  10*  6i,  Sieley9 — red.  to  4s //.  Bohn 1837 

Tracts,  Bssay  by  Dr.  Chalmers,  24mo,  2s  M  ;  12mo,  8s  6<f W.  Collim 1835 

• Theological  Works,  12mo,  8s Ttgg 1839 

Scott  {Sir  Walter)  Works,  vis.  :— 

Ballads  and  Lyrical  Pieces,  new  edit,  82mo,  ItM  (?room6rt<^...i859 

Beanties  of  :  a  Selection  from  his  Writings,  post  8vo,  6$,  1849 — red.  to  S$  Qd ffoulston   1861 

Brididof  Triermain,  Harold,  fee,  24mo,  Is  6d    HouUUm   1849 

Collection  from  the  Writings  of,  for  Schools,  12mo,  8s  6<f    HouUUm 1848 

Bxtrsetsfrom  his  Letters,  &c.,  sm.  8vo,  U6d /.  R,  Smith  ...1848 

Female  Characters  of,  with  Memoir,  Ice.,  18mo,  28  M Sterena  1848 

Few  Hours  with,  by  One  of  his  Readers,  12mo,  ls6d Longman  1856 

Gems  from  the  Works  of,  roy.  8vo,  2s  6<i 6roombridge...tS$«) 

Geniosand  Wisdom  of,  ISmo,  8s  6rf Orr 1839 

Highhtnd  Clans,  Rob  Roy  and  McGregor,  new  edit,  12mo,  Is  6d  and  2s ffouUton    1856 

History  of  Scotland  (Cabinet  Cydopsdia),  2  v.  12mo,  12s— red.  to  7s Lon^fman  1851 

School  Bdition,  2  V.  12nio,  10s    HonlMon    1836 

Lady  of  the  Isdie,  24mo,  Is  6d,  HouUton\  12mo,  Is  6c2,  Oroombridf/e;  82fflo,2s6c{  Bogue 1836 

Illustrated,  12mo,  7s,  BogM,  1838  ;  pwrt  8vo,  18* ffwUnUm    18^ 

by  Poster  and  Gilbert,  sq.  8vo,  15s;  mor.  21s Black 1852 

• Bdition,  roy.  8vo,  21s  WiUy 1845 

— ' with  Photographs,  sm.  4to,  18s   ^....Bennett..:. 186a 

lAjof  the  Last  Minstrel,  24mo,  Is  6(i,  HouUton  \  Z2mo,  2s  6<l Bogue 1837 

fcap.  8vo,  8s6«i,  W.  Smith,  1839;  82mo,  Is  AUman 1849 

■  12mo,ls6(f,C?room5rtd|!7e,'49  ;  roy.32mo,2s,  Orr  ;  2$  (id  Routledge  1856 

— —  ninstrated,  1 2mo,  7»,  Bof/ue,  1 848  ;  8vo,  1 8s ;  mor.  25s  ffouUton    1853 

Marmion,  Lady  of  the  Lake,  andRokeby,  18mo,  5s   Scott  1841 


Letters  on  Demonoh^  and  Witchcraft,  18mo,  5s— red. '0  8s  6<f    Tegg  1857 

life  of,  by  Grant,  12mo,  Is  6d  Tegg  1849 

Himself  and  J.  G.  Lockhart,  S  v.  post  8vo,  18s— red.  to  10s  6(i ffouUton   1851 

re-issne,  2  v.  in  1,  cr.  8vo,  7s  Od;  gilt,  8s  6d  ffouUton   1852 

Lockhart»  7  v.  poBt8vo,75s WkUtaker 1838 

10  V.  12mo,  50s,  1850;  re-issue,  80s    ffouUton    1862 

— Abbetsford  Bdition,  imp.  8vo,  18s— red.  to  16s   ffouUton    1862 

People's BditioBy  r.  8vo,  10s;  lUnst.,  r.  8vo,  28t— red.  to  15s  ffouUton  1841 
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gcott  (Sir  WcUitr)  Works,  etmlinutd:— 

Life  oi  Napoleon,  Abbotsford  Edition,  roy.  8to,  18«~red.  to  16«   Boufslcm   1S42 

new  edit-t  5  ▼.  feap.  8vo,  each  4«     Honltton   1843 

, People's  Edition,  cloth,  10»  ;  with  plates,  15«     HouUtoi^   iS.o 

Lord  of  the  Isles,  24mo,  la  6rf    HouUton   1849 

.^— ~. 8to,  Illustrated,  18« Z/onrpnan   K56 

Marmion,  illustrated  by  Poster  and  Gilbert,  post  8to,  18«  IIoatMo,i   i$54. 

. Edition,  12mo,  7« Boyite     1S5S 

— . >24mo,l«  (kit  llonUton\  d2mo,l«  6(/,^//ii»an, '47;  12n]o,  l«6#i  OrtMtmhridgt  ...1S57 

—— with  61  Illustrations,  8vo,  1(J» — retl.  to  9« W.  SmitJi  \i\^ 

Minstrelsy  of  the  Scottish  Border,  4  v.  in  2,  fcap.  8vo,  10a6<i   I/nuIgton    iSh 

new  edit.,  8to,  12« 7V//|/  i8',9 

MisceUaneons  Prose  Works,  28  v.  12mo,  each  5a,  1842-6  ;  new  edit,  each  3a HotUston    i^ti 

Abbotsford  Edition,  3  v.  roy.  8^0,  42a  6c< HuuLton,    1S46 

— People's  Edition,  3  t.  roy.  8vo,  26a Ht^ulMon    iM 

Paul's  Letters  to  his  Kinsfolk,  12mo,  3a    HouUton    i^n 

Poetical  Works,  12mo,  6a  ;  1  ▼.  post  8vo,  7a  W  ;  morocco,  10a  6rf HmdMon    1854 

6  T.  12mo,  each4a;  complete,  24a — ^red.  to  21a Houlston    18^4 

12  ▼.  12mo,  each  8a  ;  complete,  36a :..  JfouJsion    iSn 

• Abbotsford  Edition,  sup.  roy.  8vo,  16a UoaUton    iSU 

Illustrated,  cr.  8 vo,  7a  6(2 DuHon  iJ^t>2 

by  Corbould,  fcap.  8vo,  6»^  1857— red.  to  3a  6d Routlcdfje  ii>i 

K.  Halswelle,  cr.  8vo,  7a  65;  fcap.,  3a  6<i SimpLin ikti 

Memoir,  &c.,  by  Gilfillan,  3  v.  8vo,  I3a  Sd Ni*Ut 1S57 

I  Notes  and  Illustrations,  roy.  8vo,  31a  6c2    Lonffman   1JJ56 

People's  Edition,  roy.  8vo,  10a;  Illustrated,  15a Uoid$toH.    1S46 

Turner's  Illustrations  to,  roy.  8vo,  31a  (ki;  4to,  35a;  imp.  4to^  46a  HouhUtn    1856 

Readings  for  the  Young,  3  y.  12mo,  each  2a  6<£— red.  to  la  6(/;  1  v.,  7a Boulston    1851 

Kokeby,  24mo,  la  6d,  HouUton  ;  32mo,  2a  6rf,  Boffue  ;  12mo,  la  6rf  6rooaibridg<  ...185' 

roy.  32mo,  2a  6d,  Orr  ;  12mo,  3a,  Chapman  A  H.,  1815  J  12mo,  la  6d  ,  Groombridtft  ...li^-: 

fcap.  8vo,  3a  6rf,  W.  Smith,  1841  ;  Illustrated,  12mo,  7a    Boffue 1:^41 

Scottish  Scenes  and  Characters,  new  edit.,  12mo,  2a  6c2  Houltton    1850 

Select  Foetiy,  3  t.  12mo,  7a  6d,  1839;  4  v.  32mo,  illuminated  titles,  10a    Botjue     1849 

6  V.  24mo,  9a;  morocco,  15a Hvuldon    1844 

12mo,  la, '41  ;  12mo,  3a  6rf,'43;  new  ed.,  12mo,  la  6d  ,..  C.  U.  Clarke.. aUo 

Tales  for  the  Toung,  from  his  Works,  3  t.  fcap.  8vo,  9a  6<£— red.  to  la  6(f  each  ...  HonUlon    1861 

of  a  Qrandfather,  France,  1  ▼.  12mo,  4a,  1851  ;  2  ▼.  12ino,  6a    HualMon    18)6 

Scotland,  3  y.  12mo,  12a    HouUton    i8s> 

-  Abbotsford  Edition ,  imp.  8vo,  1  Oa  6<i  ifoultton    1 842 

I. Illustrated,  1  v.  cr.  8vo,  lOa  6(i    Houl^on   1861 

People's  Edition,  roy.  8vo,  6a  ;  Illustrated,  9a...  Jlouhton    1846 

— ^ School  Edition,  2  v.  12mo,  lOa NnuUton    1851 

Chivalry  and  the  Olden  Time,  new  edit.,  12mo,  2a  6(:2  BottUUm    1850 

Waverley  Novell  48  t.  12mo,  each  3a  ;  complete,  6/  lOa    Bou/*(on    ...1847-9 

Abbotsford  Edition,  12  ▼.  imp.  8vo,  16/  16a— red.  to  11/  11a  ...  BouJston    ...1842  6 

Cabinet  Edition,  26  ▼.  fcap.  8vo,  70a Boui^on   i860 

Library  Edit.,  25  t.  8to,  ea.  9a;  illust.,  ea.l0a6<i  ;  comp.l2/  12a  Boal*1on    ...1851-4 

.1^ __—  New  Illustrated  Edition,  48  v.fcap.8vo,ea.4a  ^d\  complete,10/  lOa  Zf^^.^mati...  1858-62 

. People's  Edition,  5  v.  roy.  8vo,  each  9a  ;  complete,  42a    Bouhton   1S44 

■ Railway  Edition,  25  y.  12mo,  each  la  6</   Bouhton    ...1860-2 

-. Turner's  Illustrations  to,  colombier  4to,  42a    BouUttm    1846 

Scott  (WaU.)  On  Existence  and  Agency  of  Evil  Spirits,  8to,  12a  ;  12mo,  3a  6</ Jactson  dt*  \V.    1854 

Sermons  at  Bradford,  Yorkshire,  12mo,  2a  6c/ Bamilton  185$ 

(Dr»W,)  Pedigree  of  the  Family  of  Scott  of  Stokoe,  post  8vo,  3a  6rf  ;  4to,  6a...  /.  G.  BtU 1852 

{Gen.W,)  Life  of,  by  E.  D.  Mansfield,  12mo,  9a,  WiUy,  1846 j  7a  td Nets  York 1S51 

—  (A/ra.  IT.)  Yiewa  in  the  Himalayas,  fol.,  84a Gram    1852 

. (YFm.)  Elements  of  Arithmetic  and  Algebra,  8to,  16a   lA>ngman   1844 

■ __ for  Schools,  12mo,  4a     Longman  1854 

.  — —  Harmony  of  Phrenology  with  Scripture,  post  8vo,  6a  6c/,  '36— r.3a6</  H.  Bohn    1837 

'  Pracucal  Cotton  Spinner  and  Manufacturer,  5th  edit.,  8yo,  1 2a    Simpkin 1 8  6 1 

. Sketches  from  Scripture  History,  12mo,  3a BhcJcwoodt  ...1846 

Treatise  on  Plane  Co-ordinate  Geometry,  cr.  8to,  6a  6d    Btlld:  DaUly...i%^i 

Trigonometry  and  Mensuration,  8to,  9a  6</ Lonfrman   1845 


-{W.A.)  The  Giant  Judge  ;  or,  the  Story  of  Samson,  12mo,  4a  6</ Philad€lphia...iSs^ 

■  Trade  and  Letters  ;  their  Journeyings  Round  the  World,  12mo,  3a  6d  New  York 1856 


{W.B,)  Antiquarian  Gleanings,  North  of  England,  roy.  4to,  81a  6</;cold.,  42a  Belld:  Ai/rfy...i85i 

Hades  :  Transit  and  Progress  of  the  Mind,  a  Poem,  12mo,  8a Benthavo 1859 

Half-Hour  Lectures  on  the  Fine  Arts,  &c.,  cr.  8vo,  8a  6d    «.  Lonffwutn   1S61 


Memoir  of  D.  Scott,  8vo,  10a  6d     AdamiBi^B.  ...1850 

■  Omamentist ;  or,  Artisan*s  Manual,  imp.  4to,  45a Ftdlarton.  185J 

Poems,  12mo,  6a    SnutAA  Elder  lis* 

Steps  in  the  Journey  of  Prince  Legion,  12  Designs,  imp.  8vo,  4a  Bell  tk  Daldy.At^i 

•  Year  of  the  World,  a  Poem,  8vo,  5t Simpkin 1846 

(Tf'. (7.)  Genius  and  Faith,  post  8vo,  5a A'«r  York 1853 

(W^.£r.)  Interpretation  of  the  Apocalypse,  8 vo,  12a    Lonffman  i8q 

Scott  and  Sebright,  by  the  Druid,  fcap.  8vo,  5a _.  Boffersond^T.  1862 
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Scott's  Fint  Books  in  Science.     Ste  Appendix. 

Scottish  Annual  (Tales,  Poetry,  fcc.),  1859,  poetSyo,  10«6rf Hope 

Art  and  National  Bnooaragement,  8vo,  6«  6«{  ;  4to,  lOt Blachwoods 

Chartolaries,  Stewartiana,  &c.,  edited  by  Riddell,  Svo,  7<  M  Stevenson  .. 

Christian  Herald,  6  t.  roy.  Svo,  3lf  6rf   Johtistone  ...i 

Church  :  a  View  of  its  History,  &c.,  fcap.  8to,  9«     Simpkin. 

Funeral  Sermons,  &c..  Notes  by  Shand,  Svo,  12»— red.  to  8<  6(2    ...  II.  Bohn    

Jubilee,  Memorials  of,  fcap.  8vo,  3*  6ci PaUarton  

Florist  and  Horticultural  Journal  for  1853,  cr.  8to,  5«  6<2     Simplrin 

Journal  of  Topography,  Antiquities,  &c.,  roy.  8vo,  lOs Steveruon  

Land  Tourist's  Pocket  Guide,  32mo,  2$  6d— red.  to  1*  Coles 

Melodies,  Ancient,  from  the  Skene  MS.,  edited  by  W.  Danney,  Bsq.,  4to   ...  Bannatyne  CI, 

Newspaper  Directory,  2nd  edit.,  12mo,  2s  6rf Jos,  Blackwood 

Prophecies,  Collection  of  Ancient,  edit,  by  Darid  Laing,  4to Bann atjfne  CI. 

Protestant,  edited  by  J.  Gibson,  2  v.  8to,  each  4s Nisbet 

Psalm  and  Tune  Book,  square,  4«  6<i  HamiU<m  

Psalmody  and  Book  of  Sacred  Harmonies,  roy.  8vo,  7f  6(i    Groombndge,... 

Psalter,  2  v.  imp.  8to,  20j  ;  1  v.  18s Hamilton  

Pulpit,  5  T.  8to,  each  8s  Hamilton  

Railways  and  Shareholders' Companion,  12mo,  %s  6d Simpkin 

Reformation  (Ter-centenary  of  the),  edit,  by  J.  A.  Wylie,  cr.  Svo,  4s  6d ffamilttm  

Regiments,  with  the  Statistics  to  each,  1808-61,  8to,  Is    ...  Simpkin 

Sesis,  Descriptive  Catalogue  of  Impressions  from  Ancient,  ed.by  D. Laing, 4to  Uatmatynt  CL 

Songs,  Embossed  for  the  Use  of  the  Blind,  4to,  3^ Smith  <k  Elder 

Tourist,  12mo,  Ss  6d,  185a;  20th  edit.,  6s  6d  Simpkin 

Traditional  Versions  of  Ancient  Ballads,  edit,  by  J.  H.  Dixon,  post  Svo  Perci/  Soc,,  ,.. 

Scougal  (Hen,)  Works,  with  Essay  by  R.  Watson,  12mo,  Ss   W,  Collins    .. 

Scouring  of  the  White  Horse,  roy.  16mo,  Ss  6d  Macmillan    .. 

Scrambles  in  Sark  ;  Scenery,  History,  &c.,  of  one  of  the  Channel  Isknds,f.8vo,ls  6d  Longman  

Scrap  Book  ;  Literary  Miscellany  of  Rational  Recreation,  18mo,  3s  6<2 ffoufston    

Scnpsand  Sketches  for  an  Idle  Half-Hour,  by  Sparkle,  12mo,  Is J.<k  D,  Darling 

firom  Nature,  by  R.  Brandard,  fol.,  21s;  proofs,  42s Author  ,.. 

the  Kit  of  a  Dead  Rebel,  edited  by  C.  D.  L.,  12mo,  Is /.  Chapman... 

Sciatchley  (Art.)  Observations  on  Life  Assurance  Societies,  Svo,  5s  Parker  «£•  Son.. 

• On  Enfranchisement  of  Copyhold  aod  other  Property,  12mo,  3«  6d  .  Layfon  

■  Treatise  on  Benefit  Building  Societies,  new  edit,  Svo,  10s  6(2  Parker  tk  Son.. 

Savings  Banks,  Svo,  14s.. Longman 

Bcratton  (G.)  Architectural  Economics,  post  Svo,  5s...!. Longman 

Screadunga,  Anglo-Saxonica,  edidit  C.  G.  Bouterwek,  4to,  21s  WilliamsdtN. 

Scribe  {Eug.)  Victim  of  the  Jesuits,  a  Romance,  3  v.  post  Svo,  31«  6(2 Bentley 

Scrip  (The);  or,  Smooth  Stones  out  of  the  Brook,  Svo,  2s Painter 

Scripiores  Grasci,  Selections  from  Greek  Prose  Writers,  Notes  by  Tonge,  n.  e.,  Svo,  10s  Williams   

' Latini  Rei  MetricsB,  edidit  T.  Gaisford,  Svo,  12s,  1838— red.  to  5« J.N.tkJ.Parker 

— — >  Rerum  Gestarum  Wilhelmi  Conquestoris,  ab  Giles,  Svo,  10s   Nutt  

• Romani,  Selecta  ex  Cicerone,  Livio,  Tacito,  Ac.,  new  edit,  Svo,  7*  6d  ...   Williams    .... 

Scriptural  Breviates,  Class  A.,  12mo,  3s  ;  bd.,  4s,  184a  ;  K.,  12mo,  Is ;  bd.,  2s  ...  Parker  ie  Son  . 

Emblems,  by  a  Lady,  82mo,  2s  6(2  Seeley 

■ Epitaphs,  ISmo,  2s  6(2;  imp.  ISmo,  4s  Smith <k Elder  . 

Evidences  of  Creation,  post  Svo,  6s SeeUg 

Guide  to  Duties  of  Every-Day  Life,  by  a  Lady,  post  Svo,  6s Saunders  dt  0. 

• Instruction  for  Least  and  Lowest,  8  v.  ISmo,  9s,  1856;  5th  edit.,  7«6(2...  Seeley 

■ New  Testament  only,  18mo,  2s  6<2   Seeley 

Peace  in  Death,  12mo,  2s Ilatchard 

• ReviaiGn  of  the  Liturgy,  a  Remedy  for  Papal  Aggression,  Svo,  8s  6(2  Groombridge... 

' Songs,  by  a  Poor  Man,  18mo,  2s  Simpkin 

Tales,  1st,  2nd,  and  Srd  series,  square  16mo,  each  Is  6<2  Dean 

Unity  of  the  Protestant  Churches,  12mo,  2s  Nisbet 

Scripture  Biography  for  the  Young,  2  v,  16mo,  5s  Churton  ...i 

Birds  mentioned  in  the  Bible,  imp.  16mo,  3s  6(2 Groombridge 

Catechism,  from  Bickersteth's  Help,  ISmo,  Is  6(2 Hatchard  

"- Characters  for  the  Edification  of  Youth,  16rao,  12s   Groombridtfe  ... 

Histories  for  Little  Childrer,  16mo,  3s  ;  cold.,  4«  6(2 Qriffithds  F.  ... 

— History  for  the  Young,  ISmo,  4«  Bums    

Old  Testament,  12mo,  2s  6(2   Parker  d:  Son  . 

■ Illustrated,  roy.  Svo,  5s  \  cold.,  9s Rel.  TradSoc. 

niustrations,  by  an  Eye- Witness,  ISmo,  Is  6(2    Wertheim  

Notes  by  Cumming,  4to,  25s Virtue  

of  Genesis,  Ch.  1,  v.  26,  27,  by  a  Layman,  12mo,  5s  6(2 TaUis 

Lessons,  12wo,  Ist  and  2nd  series,  each  Is  6(2,  Nisbet,  1859  J  1  ▼.  3« HamiUon  

for  My  Infant  Class,  ISmo,  2s  6(2— red.  to  Is  6(2 MamUton  

• Sunday  School  Teachers,  New  Testament*  post  Svo,  6s NisbH 

-~ Old  Testament,  post  Svo,  6s Nisbet 

the  Young,  12mo,  2s Nelson   

Manners  and  Customs,  new  edit.,  fcap.  Svo,  6s Soc.  P.  C.  K. . 

Natural  History,  12mo,  2s  6(2,  iiel.  Trajt  ^'oc,  1853  ;  J2mo,  4s    Soc  P.  C,  K... 
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Scripture  Notes  on  Hebrew  Monarchy,  16mo,  If  4d-^nd,  to  U S.  &  ImttihUe  iS$6 

Jewish  CommoDweaHh,  16mo,  1«  4<i— red.  to  1» S.  S.  InttiMt  1856 

New  Testament,  16mo,  2  pte.,  each  U 5.  S,  InttituU  1854 

Patriarchal  Age,  new  edit.,  16mo,  1$  id  -  nd.  ioU 5.  S.  Institute  1856 

■  Farablei  in  Verae,  for  Children,  12mo,  1$  6d DeanA  Stm  ...1850 

— -^ Poems,  b/C.  P.,  12mo,  If     ^mpl-in 1^5;' 

• Portions  for  the  Afflicted,  18mo,  UM Bel,  Tract Soc  it  ^ 

Portraits  in  Verse,  82mo,  2«  6d Simphm i^jj 

Qoadmpeds  ;  Animals  Mentioned  in  the  Bible,  imp.  16mo,  Sif  6d Grovmbridge  ..Ah>S 

Questions,  with  Answers  on  Christ's  Discourses,  Ace.,  12mo,  2f  (kt    UUiUvwik   ,..\i\i 

. Reading  Lessons,  ed.  by  Bp.Wilberforce,  16mo,  2f  6<i,'45;  n.  e.,  fp.,lf  6<2  MasUn iSt: 

Record  of  Life  and  Character  of  the  Blessed  YirRin,  12mo,  2f  M JM,AJ.Parlxriis^ 

References  and  Saovd  Poetry,  12mo,  6s Whiitaler 1J44 

Revelations  eoneeming  the  Results  of  Adam's  Disobedience,  fcap.8TO,7f  6<i  Belid-  Daldg...ii^o 

Scenes  of  Places  Mentioned  in  the  Bible,  l6mo,  5« W.  Smith i>4t 

Sites  and  Scenes  in  Egypt,  Arabia,  kc,,  12mo,  5t A.  Ball iif49 

« Stories  for  Tonng  Children,  printed  in  Oil  Colours,  imp.  16mo,  Is  6(f Darton  1856 

Studies,  12mo,  2«  Simpkin iM 

■  Text  Book  and  Treasury,  new  edit.,  fcap.,  2  pts.,  Is  6<ieaeh;  1  t.  2f  6d...  Oroombridgt  ...1861 
. Cards,  120,  and  Key,  in  a  Box,  4th  edit.,  5« two  1840 

-Examples,  18mo,  Is  6<f Grwmhridgt  ...\%y^ 

Topography,  Palestine,  new  edit,  fcap.  8yo,  8s Soe,  P.  C.  K...ii^ 

the  Gentile  World,  fcap.  8to,  8f Soc.  P.  C,  K...\l^\ 


-Tracts  for  Fasts  and  FestlTals,  12mo,  4f JUHngttm  1841 

-Treasury,  12mo,  Is  W  Groombridge  ...li^l 

•  Truths  in  Verse,  for  the  Toung,  fcap.  8vo,  4f Bagaier 1844 

-or,  Meditations  on  Passages  of  Holy  Writ,  12mo,  99  6d Seefey 1849 


Scriren  (Jno.)  Copyhold  Enfranchisement  Act,  4  k  5  Victoria,  12mo,  dt  <M   BuJierworiki  ...1841 

— — Odes  of  Horace,  translated,  fcap.  8to,  5f Pickering 1845 

Treatise  on  Copyholds,  ke.,  by  Stalman,  2  ▼.  roy.  8to,  60s  Buitertmiki  ...lU^ 

Scrivener  (FM.)  Collation  of  20  Greek  M8S.  of  the  Holy  Gospels,  8to,  dt Parker  ie  &«  .1853 

■  Contributions  to  Criticism  of  Greek  New  Testament,  roy.  8yo,  5s  ...  Bell  At  Daldg...  ji$^ 

Exact  Transcript  of  the  Codex  Augiensis,  roy.  8to,  26f BeUd:Daldy..A%^^ 


■  Hlttstration  of  the  New  Testament,  8vo,  lOs  6d Pickerwg  1845 

— «— -^-— ^  Plain  Introduction  to  Criticism  of  the  New  Testament,  8to,  16f    ...  BellJt  jJaldy..  1S61 

ScriTenor  (^arry)  History  of  Iron  Trade,  8to,  16«,  '41  ;  n.e.,  lOf  6</— red.  to  8<  M  JT.  Bokn   1854 

Railways  of  the  United  Kingdom,  8to,  21  f,  1849;  Suppt,8T0,  7f  Smith  dt  Slder  1851 

ScriTer  (Chr.)  Gotthold*s  Emblems,  transl.  by  Meniies,  new  edit.,  cr.  8vo,  6f Hamilton  1861 

Scrope  {O.P.)  Extracts  from  Evidence  on  Waste  Lands,  &c.,  8vo,  2f    Rid^wag    1837 

• Geology  and  Extinct  Volcanoes  of  Central  France,  med.  8to,  80« Murray 1S58 

Life  of  Lord  Sydenham,  8vo,  18f,  1843  ;  abridged,  post  8vo,  9f  6<2  ...  Murrag 1844 

Volcanoes  :  their  Phenomena,  &c.,  2nd  edit.,  8vo,  15< Longmam  i8ei 

{Wm.)  Days  and  Nights  of  Salmon  Fishing,  roy.  8yo,  42^, '43;  newed.,  Zlt6d  Murray 1851 

of  Deer-Stalking,  roy.  8to,  42s,  '39;  new  edit.,  post  8ro,  20f...  Murray 1S46 


Scrymgeour  (Dan.)  Class  Book  of  English  Poetry,  12mo,  4f  Bd Longman  1841/ 

— ^— —  Outlines  of  Ancient  and  Modem  History,  12mo,  If   Sitajil-in 1853 

Poetry  and  Poets  of  Great  Britain,  new  edit,  post  8vo,  7«  6ci  ...  J^ngman  1^60 

■ Readings  in  Science  and  Literature,  new  edit.,  12mo,  3j  6d Simpkin 1855 

Scudamore  (C%<if.)  Analysis  and  Properties  of  Buxton  Springs,  8to,  8t  Longman  1839 

T^^eatise  on  Gout  and  Gravel,  8to,  14» ChurcKiU  1S39 

Pulmonary  Consumption,  &c.,  8vo,  10*,  1847 — red.  to  Sf  Churchill  1849 

—   Rheumatism,  8¥0,  IOj  6d    CkMrchill  1839 


Visit  to  Grafenberg  on  the  Water  Core,  8to,  4f ChurckiU  1843 

-  {Edw.)  On  Production  of  Early  Swarms  of  Be^  2nd  edit.,  12mo,  2f  6d    Longman  1848 

Technological  Dictionary  of  Scientific  Terms,  post  8vo,  8f Longman  1841 


-(W,B,)  Doctrinal  Discussion  of  England  and  Rome,  8to,  lOf  6<i    Bwington  1855 

EsBay  on  the  Communion  of  the  Laity,  8vo,  Asid  RivingUm  18^5 

Office  of  Intellect  in  Religion,  8to,  &« Rivivgton  ^ 1849 


Letters  to  a  Seceder  from  the  Church  to  Rome,  post  Syo,  7f  6d...  Rirington  185 1 

■ Litanies  for  the  Christian  Tear,  12mo,  2f MaMert iX6j 

■  Manual  of  Prayer,  post  8vo,  4«  6rf,  1859;  new  edit.,  fcap.,  S«  W   Rivihgton  186s 

' Steps  to  the  Altar, a  Manual  of  Devotions,  19  e.,82mo,2f6</;  n.e.,lf  MaMe^ 1S61 

Scully  (Ftn.)  Irish  Land  Question  Considered,  12mo,  U    Simpkin 1851 

Sculpture  and  Sculptors,  Familiar  Sketches  of,  2  t.  12mo,  lOs  Boston^  n&  ...185^ 

the  Plastic  Art,  12mo,  7*    Boston,  U.S,.,.it\o 

Scupoli  (Z.)  Spiritual  Combat :  Path  of  Paradise,  ed.by  Dr.  Pusey,  3  ed.,18mo,3t  8d  Parker  dt  So*  .1853 

Scurray  {P.)  Metrical  Version  of  the  Book  of  Psalms,  fcap.  8to,  6f  Pickering 1S43 

Scutari  and  its  Objects  of  Interest,  12mo,  Is  Hatchard 185s 

Sea  Anemones;  or.  Tanks  and  their  InhaHtants,  8yo,  1«  6<f Simpkin 1859 

or,  Narratives  of  Shipwrecks,  &c.,  roy.  8to,  2f  6<i  Chamber9  1840 

Pie,  illustrated  by  Crowquill,  roy.  8vo,  7s  6d    Simpkin 1841 

Signals  Assimilated,  8vo,  Is WiUon  1857 

Songs,  edited  by  J.  HnUah,  roy.  8vo,  2c  6d Parker  4:  Son  .i9^: 

Stories,  by  an  Old  SaUor,  sm.  post  8vo,  8t  6<l   AW«ow  1862 

' Tales  of  Discovery,  Adventure,  and  Escape,  12mo,  2t— red.  to  Is    Lambert 1855 
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SeaTigen,  aNestoruuiTale,  feap.  8to  (Historical  Tales),  U  J.  H, it  J.  Parker  i%€o 

Seabnrj  (Sam.)  American  Slaveiy  Bistingaished,  tr.  8to,  7b  Qd New  York i86i 

Continuitj  of  the  Charch  in  the  16th  Gentary^  2nd  edit.,  8to,  ?<  ...  New  York 1853 

Seaoole  (Mn.)  Wonderful  Adyentorea  in  Many  Lands,  by  W.  I.  S.,  12mo,  1$  (id Jot.  Blackwood  1858 

Seager  (Cka,)  Female  Jesoit  Abroad,  a  Theological  Romance,  new  edit.,  post  8to,  6$...  Marcus   1856 

{J'C.)  Abridgment  of  Elementary  Greek  Authors,  2  t.  8to,  42« Longman  1838 

SesgrsTe  (/2o6.) 'Hymns  for  Christian  Worship,  12mo,  2» ffamUton  i86x 

Sealsfield  (C.)  Cabin  Book  :  Scenes  and  Sketches  of  Mexican  War,  post  8yo,  2t6d  ...  Ingram 1851 

Sealy  {H.N.)  Treatise  on  Coins,  Currency  and  Banking,  8yo,  12j  Lmgman  1858 

(/.iSr.)  Medical  Essays  on  Phthisis,  12mo,  6« Sherwood   1837 

(r.jy.)  Broad  Grins  from  China,  12mo,  If Bentley 185* 

Chinese  Legends  ;  Porcelain  Tower,  p.  8to,  lOi  6rf,  Bentley—t,  3«  M  II.  Bohn 1841 

Seaman  {B.C.)  Civilisation,  Industry,  Wealth,  &c,  of  Nations,  12mo,  7s  6<2  New  York 1852 

Essays  on  the  Progress  of  Nations,  8to,  9f Wiley 1847 

{M.)   Christian  Armed  against  Infidelity,  12mo,  2t  6d    Simpkin 1837 

Seaman  and  his  Family,  in  Storms  and  Sunshine,  18mo,  Is  M  Bel.  Tract Soe..  1246 

Seamen's  Medical  Guide  to  the  Health  of  a  Ship's  Crew,  new  edit.,  12mo,  2s  6d Philip   1857 

Seang  (B.P.)  Cersmonial  Usages  of  the  Chinese,  b.o.  1121,  transL  by  Gingell,  4to,  9f  Smithdi Elder  1852 
Sear  {M.U.)  Seriptore  Prints,  4to,  12  Engr.,  2«  ;  cold.,  8«,*49;  n.e.,  2t  dof;  oold.,8«6d  Matters 1851 

{R.)  Pictorial  Description  of  the  United  States,  2nd  edit,  roy.  8to,  lis New  York  .^....1848 

Search  (/.)  Religion  and  her  Name,  12mo,  6s  Ridgway    1841 

Search  for  Money,  edited  by  J.  P.  Collier,  post  Syo Percy  Soc. n.  d, 

Searcbings  after  the  Truth,  by  a  Physician,  post  8to,  6s  Longman  i860 

of  the  Heart,  by  Author  of  Meditative  Hours,  12mo,  2s  6(i SeeUy 1850 

Seares  (/no.)  Comet,  lUastrated  and  Explained,  12mo,  4s  Simpkin 183$ 

8earle(Cfta.)  Blood  in  its  Relations  to  Life,  2nd  edit.,  Svo,  7s  ChurchiU  186a 

Philosophy  of  Life,  Health,  and  Disease,  Svo,  8s  Churchill  1846 

The  Liver  the  Great  Purifying  Organ,  2nd  edit.,  12mo,  2s  6d BaiUOrt    185* 

Treatise  on  Cholera,  Dysentery,  and  Fever,  Svo,  6s  Churchill  1847 

{BHs.)  Noon-day  Meditations  ;  Reflections  on  Seripture,  18mo,  2s  6<2 If.  O.Collini...i%^ 

•  Pathway  of  Providence  ;  or.  Recollections  of  My  Pilgrimage,  Svo,  Is...  CoUingridge  ...1855 


(Fa».)  Tonic  System  of  Treating  the  Stomach  and  Brain,  Sto,  6t  Taylor  1843 

(/on.)  Chapters  on  the  History  of  Idle,  12mo,  Is  6<2  Cash  1850 

Country  Sketch  Book  of  Scenes  and  Places,  I8mo,  Is  6d Partridgs 1851 

Memoirs  of  W.  Wordsworth,  post  8vo,  Is  6<i Partridge 1851 

' (7%o.)  Companion  for  Maternal  Solicitude,  4th  edit.,  18mo,  2s Ward 1847 

Sears  (And,)  French  Conversational  Course,  new  edit.,  12ino,  5s ;  Key  to,  2s Nutt  1855 

Ghummatical  Course,  12mo,  6s    Longman  .....1850 

(B.)  Essays  on  Ancient  Literature  and  Art,  12mo,  6s  Andover,  U,S,  1853 

Lather,  his  Mental  and  Spiritual  History,  12mo,  8s  6d Bel.  Tract  :Soc.  1850 


'  {E.ff.)  Athanasia  ;  or,  Foregleams  of  Immortality,  cr.Svo,  5s,'57;  18mo,2s  6d  Allman 1858 

Pictures  in  the  Fortunes  of  a  Family  of  the  Pilgrims,  post  Svo,  6s  6d...   Whitfield  1857 


Regeneration,  6th  edit.,  12mo,  3s    Griffin    i860 

Season  in  Bath  ;  or.  Letters  from  the  Green  Family,  12mo.  Is  Bogus 1855 

Ticket,  post  Svo,  10«  6<i,  i860;  cheap  edit.,  12mo,  2s  6d Bentley 1861 

Seasons  of  the  Church  :  Sermons  edited  by  NewUnd,  V.  1  to  S,  12mo,  each  6s   Motley  1856 

■ Year,  Illustrated,  16mo,  4s  6d,  i852~red.  to  2s  6d  Nelson   1858 

Seaton  (/no.)  Great  Circle  Sailing  Made  Easy,  8yo,  2s    tioulsUm    1850 

Seaward  (SirE.)  Narrative  of  his  Shipwreck,  2  v.  p.  Svo,  2Is,  '41 ;  abr.,  16mo,  2s  6d    Longman  1853 

Sebastian  of  Apparises,  Life  of  (Saints  and  Servanto  of  God),  post  Svo,  4s T.  Richardson  1848 

Sebastopol,  Our  Tent  in  the  Crimea,  12mo,  I0s6d  Bentley 1856 

Se4»88ion  Justified,  by  Philalethes,  I2mo,  2s  M  Simpkin 1839 

Seeker  {Abp.)  Lectures  on  Catechism,  12mo,4s;  in  Question  and  Answer,  12mo, 4s  iki  Longman  1849 

Seeond  Advent,  18mo,  2s  6<i Wertheim 1850 

Love,  and  other  Tales,  by  Author  of  Gisella,  8  v.  post  Svo,  81s  6d  Bentley  1846 

"- Temple,  a  Dramatic  Poem,  I2mo,  4s Painter 1844 

■ Wife,  a  Novel,  8  v.  post  Svo,  81s  6cl Hursts B 1857 

Secret  Associations,  a  Novel,  8  r.  post  Svo,  81s  6(2 Newby    184a 

Discovered;  or,  Unhappiness  a  Proof  of  Unholiness,  2nd  edit.,  12mo,  Is Longman  1851 

— -  History  of  a  Household,  by  Author  of  Alice  Wentworth,  8  v.  post  Svo,  81s  6d  JffurstdtB 1855 

Passion,  a  Novel,  8  V.  post  Svo,  81s  64 Colbwm 1844 

Societies  of  the  Middle  Ages,  12mo,  4s  6d--red.  2s  3(f,  NaUali  ;  2  v.  18mo,  8s  0.  Cox  1848 

Seeretan  {C.F.)  Momoirs  of  the  Life  and  Times  of  Robert  Nelson,  Svo,  10s  6d Murray i860 

Sermons  Preached  at  Westminster,  12moy  6s RelldfDaldy  .1859 

Secrets  in  the  Art  of  Dress,  ISmo,  Is Gilbert  1849 

Seddon  (/.P.)  Progress  in  Art  and  Architecture,  4to,  21s   Bogue    i8$a 

{T%o.)  Memoir  and  Letters  of,  by  his  Brother,  12mo,  4s  Qd  Nisbet    1859 

Sedgefield  (Bus.)  Photographic  Delineations  of  Scenery,  Pts.  l,to  4,  foL,  each  21s  ...  Bighley 1854 

Sedgevick  (12.)  Wine  of  the  Kingdom,  ISmo,  Is  6d Hamilton  1846 

Sedgwi(^  (Adam)  Discourse  on  the  Studies  of  Cambridge,  post  Svo,  1 2s    Parker tk  Son..,  1 850 

and  McCoy  (Prof.)  British  Palseozoic  Rocks  and  Fossils,  4to,  42s...  Parker d: Son...  1$$^ 

' ((^M.)  Public  and  Private  Economy,  12mo,  6s Wiley 1838 

■'         True  Principle  of  the  Law  of  Storms,  new  edit.,  roy.  Svo,  8s  6d  ...  Potter    1854 

" (/ao.)  History  of  Europe  and  the  Dependencies,  12mo,  6s  6d  Rivingtyn  1850 

— ■ France,  for  Youth,  12mo,  8«  6cl_ Longman  1849 
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Bedgwiek   (Miu)  Beatitudes  and  Pleaaaat  Snndaya,  12mo,  8f    BotUn,  r.&..  1S49 

City  Clerk  and  his  Porter,  12mo,  2a  6d  Pkiiaddpkia..  il^Q 

Clarence  :  a  Tale  of  Oar  Own  Times,  12mo,  7»  6d A'ew  Ycrk 184? 

Facts  and  Fancies,  and  Morals  of  Manners,  18mo,  1$  6d  Knight  d:S»..At^^ 

for  School-day  Beading,  12ino,  3s  ed New  Ftwt iM 

Home:  Domestic  Tales,  82mo,  It Kniiikl  d:Stm.. t%Si 

Hope  Leslie,  12mo,  U;  cloth,  It  (id   JRoutUdge ilp 

Irish  Girl,  and  other  Tales,  12mo,  U  Slater lip 

Letters  from  Abroad,  2  t.  post  8vo,  21»,  1841— med.  8vo,  2f  6d.,-  Mtkto* iM 

Life  in  Town  and  Country,  fcap.  8to,  1»  6<f    Jos.  Blackmadiihi 

Linwoods,  8  r.  post  8to,  81»  6rf,  Churton,  1835  ;  med.  8to,  2s  Sd  W.  Smith 1S40 

Live  and  Let  Live,  82mo,  2s  6rf    Te^  i*r 

Lore  Token  for  Children,  32mo,  2s 7V/y  i§5^ 

Married  or  Single  ?  12mo,  2s    Kni{fhtitS(m..ili: 

— ^— ^  Means  and  Ends  ;  or,  Self-Training,  18mo,  8s  6d Bog*u 1S59 

Memoir  of  Joseph  Curtis,  a  Model  Man,  fcap.  8to,  3s  6rf Nrw  IVt itjt 

Moralsof  Manners,  12mo, 2s WiUy iM 

■  New  England  Tales,  12mo,  6$  New  York iS>4 

« Pleasant  Words  in  Tales  and  Stories,  18mo,  Is   Routltd^ 1854 

Redwood,  a  Tale,  post  8yo,  7s  6d AVip  Ycrk 185c 

Rich  Poor  Man  and  Poor  Rich  Man,  82mo,  2s Tegg  1^39 

. Stories  for  Young  Persons,  18mo,  2s  6<i,  1847  ;  24mo,  Is  %d  Tegg  t^S^ 

{Mn,)  Alida;  or.  Town  and  Country,  fcap.  8vo,  2s H.  G.  Cfcrfe...i«45 

{Theo.)  Public  and  Private  Economy,  3  v.  8vo,  12s New  Ynrk iM 

Treatise  on  the  Measure  of  Damages,  8rd  edit.,  8vo,  31s  6d New  York 1I5S 


(Wm.)  Nature  and  Treatment  of  Cholera,  post  8vo,  6s WalUyn  iM 

Seebohm  (Prtd)  Facts  of  the  Four  Gospels,  an  Essay,  8vo,  5s   L^mgrnoM  1S61 

Seeds  in' Sorrow  for  Fruits  of  Joy,  18mo,  Is Seeiey i^S) 

of  Knowledge  for  Little  Children,  square,  2s  6(2    T>ean i^ 

Seeing  and  Hearing,  First  Impressions  in  Natal,  by  A.  M.,  ISmo,  Is  6d Bell  &  Daldjf  .1S60 

Seeley  {C.A.)  The  Ambrotype:  a  Treatiaeon  Producing  Collodion  Positives,  12mo,  2s  6c2  New  York l^^ 

(i2.^.)  Essays  on  Romanism,  fcap.  8 TO,  5s    Seeley '^59 

the  Church,  new  edit.,  fcap.  8vo,  6s    Seeley 1^ 

Memoini  of  the  Life  and  Times  of  M.  T.  Sadler,  8vo,  14s Seeley »M 

Perils  of  the  Nation,  8rd  edit.,  post  8vo,  6s    Seeley 1% 

Remedies  for  the  Perils  of  the  Nation,  8rd  edit.,  fcap.  8vo,  59 Seeley »^44 

Seemann  (Bert.)  British  Ferns  at  One  View,  8vo,  6*  Van  Voont  ...i860 

Flora  of  Esquimaux  Land,  roy.  4to,  10s  Beeve *^5* 

Popular  History  of  Palms,  sq.  8vo,  10s  6<2,iZ«et«,*55— red.  to  7s  6d  Rouiledgt  i?59 

Viti ;  a  Mission  to  the  Vitian  or  Fijian  Group,  1860-1,  8vo,  14s...  Macmillan    ...186a 

Voyage  of  the  Herald  round  the  Globe,  1845-51,  2  v.  8vo,  21s Beeve »^iJ 

Botany  of,  &c.,  4to,  6/  10s    Beeve iSj? 

Segneri  (P.)  Pinamonti  and  J.  de  Britto,  Lives  of,  12mo,  4s T.  Bidiardton  iSs^ 

Sermons  from  the  Quaresimale,  by  Ford,  3ser.,  8vo,  each  6s;  1  v.,  15s...  Mcuten   ...i857'^' 

Segur  (Cou.nl)  Bonaparte's  Campaigns  in  Russia,  2  v.  18mo,  10s,  Murray,  ^30 — r.  7s  Tegg  '^4^ 

Seidel  (/./.)  Organ  and  its  Construction,  8vo,  6s Ewer  ^  Co.   ...i^S* 

Seiler  {Q.F.)  Biblical  Hermeneutics,  transited  by  Wright,  8vo,  14s Wettley i*55 

Seinte  Marherete,  in  Old  English,  edited  by  0.  Cockayne,  8vo,  7»  6d   Longman  »86i 

Seiss(Z)r./.^.)  The  Gospel  in  Leviticus,  12mo,  6s Pkiladelpkia.. ilbo 

Selby  {Cha.)  Events  in  History  of  England,  new  edit.,  fcap.  8vo,  2s  6<2 ;  d.,  8s  6<i...  Lockwood i^^ 

Maximums  and  Speciments  of  W.  Muggins,  8vo,  12s;  ch.  ed.,  fcap.,  2s    BouUedge  1859 

{B.P.)  History  of  British  Forest  Trees,  8vo,  28s ;  roy.  8vo,  66s Van  Voorst  ..  iM 

Selden  (J no.)  Table- Talk,  new  edit.,  by  Singer,  fcap.  6s,  Pickering,  1847;  32mo,  2s  Bell  A  Daldy  .1S47 

Biography,  by  Singer,  3rd  ed.,  fcap.  6s  ;  large  paper,  7s  6d  J.  A  Smith  ...1S60 

with  Notes  by  Irving,  fcap.  8vo,  3s  6d,  *54— red.  to  2s  6<2  ^.  Bohn    1S61 

Select  Anti-Patronage  Library,  8vo,  8s  6(i Groombridge  ...i^ 

Biographies,  2  V.  8vo,  16s    WodrowSoe.  .tUS 

Cases  in  Chancery,  1724-33,  Notes  by  Macnaghten,  roy.  8vo,  10s  6d Stet?eni  1850 

English  Poetry  for  Schools,  edited  by  Alex.  Allen,  12mo,  4s Simf^tin »*5° 

-  Library,  fcap.  8vo.    Sec  Appendix Chapman  A  B-^^ 

Memoirs  of  Young  Christian  Females,  82mo,  Is  6d  Simpkin 1^39 

Music  for  the  Young,  2  series,  12mo,  each  Is;  1  v.  Is8rf S.  S.  Union  ...18W 

•— —  Pieces  for  Reading  and  Recitation  ;  suitable  for  Schools,  &c.,  12mo,  Is Pitman i^^* 

Pocket  Divinity,  3  V.  32mo,  7s  6<i  Honbion  »^4l 

Stories  from  Modem  History,  18mo,  Is  6(i Hatchard i*49 

Selecta  d  Ph»dri  Fabulis  et  Veteri  Testamento,  12mo,  Is  6rf   WilUamut  ^'' ^^^ 

Poetis  Latinis,  Edinburgh  Academy,  12mo,  8s  Simpkin *j4S 

Selectse d  Pix)fanis  Scriptoribus  HistorisB,  12mo,  8*6d Whittaker »H5 

■  Veteri  Testamento  et  Apocryphis,  12mo,  2s   Bivington 'HS 

Selected  Services  of  the  Church  of  EngUnd,  with  Accompaniments,  imp.  8vo,  4s    ..    Mu9.  Bouq.  Qf-^^^ 

Selection  from  Christian  Advices  (Society  of  Friends),  6th  edit.,  8vo,  3s Martk   '^5' 

of  Anthems,  Doxologies,  Sanctuses,  &e.,  edit,  by  J.  Campbell,  roy.  8vo,  3s    Simpkin 'H^ 

Hymns  and  Poetry  for  the  Use  of  Schools,  &c.,  6th  edit.,  12mo,  Ss   Groombridgt  ...^m 

— Pttrochial  Examinations  on  the  Irish  Poor,  8vo,  2i6d  Fellowet »^35 

Selections  from  American  Poets,  12ms^  6s Bogue    >*35 
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Selections  from  Britisli  Poets,  2  t.  inl,  12mo,  5$^  Simpkin^  '6o;  12ino,  Bt^d   Darton iS6s 

— ^— ^ Christiaii  Poeta,  Ancient  and  Modern,  post  Syo,  10s  6(i — red.  to  7s  6<<  Seeley 1855 

English  Aathorsy  for  Translation  into  Latin,  12mo,  4«  Longman  1849 

Poets:  Chancer  to  Milman,  12mo,  4s Pidering  1855 

: Spenser  to  Besttie,  12mo,  12s E.  Law 1855 

German  Poets,  with  English  Translations,  sq.  Bro,  5s  6<I WUUanu  ds  N,  1854 

Qpeck  Anthon,  for  Use  of  Schools,  12mo,  a^  6d Watton  1853 

Verses  of  Shrewsbury  School,  postSro,  8s  Bell  A  Daldy.,.i9^i 


Holy  Scriptures,  8vo,  69    RivingUm  1855 

Improosions  de  Voyage  of  A.  Dnmas,  with  a  Translation,  12mo,  8s  ...  Rolandi 1841 

Latin  Authors,  for  Use  of  Schools,  12mo,  8s  dcf WaUon 1854 

— —  Modem  French  Poets,  by  Mrs.  Somers,  trans.,  cr.  8to,  10s  M Churton     1846 

Poets  of  England  and  America,.  16mo,  6s  6d WhiUaker 1853 

Psalms,  fcap.  8to,  2s  6<2  HamiUon  1848 

fieoords  of  the  Kirk  Sessions,  of  Aberdeen,  1562-1681,  by  Stuart,  4to  Spalding  Club.  1846 

the  Rejected  Cartoons,  fol.,  21s    McLean 1848 

-  of  Hymns  and  Poetry  for  Infant  Schools,  5th  edit,  12mo,  3s    Oroombridge  ...1853 

-  Poetry  for  Beading  and  Study,  or.  8to,  6s  Sedey 186a 

Sacred  Hymns  and  Poetiy,  24mo,  2s    Seeley 1841 


Sderene,  a  Tale,  fcap.  8to,  2s  6<l  Bonoarth  186a 

Self -Communing  and  Prayer  of  the  Inner  life,  32mo,  Is  6<i  Longman  i86s 

Denial,  the  Preparation  for  Easter,  by  Author  of  Discipline,  12mo,  2s  6d Longman  1853 

Dependence,  a  Novel,  8  y.  post  8to,  31s  6d NeAg    1849 

Formation ;  or,  the  History  of  an  Indiridnal  Mind,  2  t.  12mo,  16s C.  Knighi 1837 

Selig  (if.)  German  Made  Easy,  poet  8to,  6s Nutt  1857 

Selkirk  (Job,)  Recollections  of  Ceylon,  8to,  14s,  Hatehard^nA,  to  5s If,  Bokn 1848 

Sellou  (B.J.)  Treatise  on  the  t)eity,  and  the  Trinity,  by  Marsh,  8to,  10s Nisbet    1847 

(E.)  Herbert  Breakspear,  a  Legend  of  the  Mahratta  War,  8to,  7s  6<f WhiUaker 1848 

• (Wm.)  Abridgment  of  the  Holy  Scriptures,  new  edit.,  18mo,  Is  6d    Simpkin 1861 

Memoirs  of,  by  B.  P.  Smith,  12mo,  2s  6d... Shaw  di Bona  ,..1%$% 

Selma  (J2oft<.)  Poems,  fcap.  8yo,  5s Low   i86a 

Selma,  a  Tsle  of  the  Sixth  Crusade,  fcap.  8yo,  7s Smiths  Elder,  1$%^ 

Selwood  Wreath,  edited  by  C.  Bayly,  18mo,  7s    Burm    1841 

Selwyn  (E.)  Farewell  Sermon  and  Pastoral  Letters,  18mo,  Is  6d    WhUtaker 1840 

— {Bp.6.)  Charge  to  the  Clergy  of  the  Diocese  of  New  Zealand,  fcap.  8yo,  4s  6d  ...  Bivingion 1849 

Remarics on  Cathedral  Institutions,  8vo,  2s  6ef Parker  d!  Son. i9^9 

Reform,  2  pts.,  8vo,  6$ Parker  di  Son  .19%^ 

Sermons:  Work  of  Christ  in  the  World,  12mo,  2s  Bell  do  Daldy  .1%$$ 

• Verbal  Analysis  of  the  Bible,  sm.  folio,  14s BeUdsDoldg  .1855 

-Visitation  Tour  through  his  Diocese  of  New  Zealand,  fcap.  8yo,  Is  6cl  ...  Bivington  1849 


{Oeo.)  and  his  Contemporaries,  edited  by  J.  H.  Jesse,  4  ▼.  8to,  56s BeniUy  1843 

(TTm.)  Abridgment  of  the  Law  of  Nisi  Prius,  12th  e.,  by  Power,  2  y.  roy.  8yo,  56s  Sleven»  i86f 

Chart  of  Prophecy,  Parti,  8yo,  7s  6d  ;  Part  2,  8vo,  6s Simpkim 1848 

Hone  Hebraicn  :  Obsenrations  on  Prophecy,  Isaiah  ix.,  4to,  8s BdlSDaidy  .1848 

Law  of  Bankruptcy,  by  Power  and  Wolf erstan,  roy.  8yo,  10s6cf StePena  1861 

'-^  Notts  CriticsB  in  Versionem  Septnagintariralem,  3  pts.,  8yo,  \2»M BelldfDdUig...i%$6 

-  Phonography,  a  New  System  of  Short  Hand,  12mo,  Is  i{o6tiisoi»   1847 


Semi-Attached  Couple,  2  r.  post  8yo,  21s;  12mo,  2s  6d Bentleg i860 

Semi-Detached  House,  new  edit.,  12ino,  8s  6d;  Standard  Library,  2s  6cf Bentleg i860 

Semler  {J.S)  Christian  Free  Inquiry  Concerning  the  Reyelation  of  John,  8yo,  4s  6<f    W.Allan   1853 

Semple(iZ.^.)  Treatise  on  Cough,  its  Causes  and  Treatment^  post  8yo,  4s  6<i   Churehill  1858 

Sen  (^(7.)  EngUah  and  Bengalee  DicUonary,  2  y.  4to,  5/ 5s  AliendfOo 183s 

Sesste  House  Problems  for  1844,  with  Solutions,  roy.  4to,  4s  M    WhUtaker 1844 

^eea  [LA.)  Morals  :  Extracts  from  Sir  R.  L'Estrange,  12mo,  Is Batien  1854 

Seshouae  {Mn.)  Letters  of  the  Madiai,  and  Visits  to  their  Prisons,  n.  e.,  12mo,  8s 6d  Niebel 1854 

Senior  {UCol.)  Charles  Vernon,  a  Transatlantic  Tale,  2  y.  post  8yo,  21s  Longman  1853 

-{N.W.)  American  Slayery,  8yo,  5s PeUoweM i86a 

— Introductory  Lectures  on  Political  Economy,  8yo,  5s  Longman  185* 

— ■  ■    Journal  kept  in  Turkey  and  Ghreece,  1857-8,  post  8yo,  12s   Longman  1859 

■ — - — »~ On  Foreign  Poor  Laws  and  Labourers,  8yo,  7s ,    Pellowee 1835 

Suggestions  on  Popular  Education,  8vo,  9s  Murray 1861 

1 — Treatise  on  Political  Economy,  post  8yo,  4s Griffin    1850 

Senior-Fellow,  by  Author  of  Squires  and  Parsons,  post  8yo,  IDs  ^ Sawnderadk  O.  i860 

S<QaeB(The):  Bye,  Tongue,  Hand,  Bar,  and  Smell,  16mo,  ls6<f-.-cold.,  2s 6d Bel.  TradSoc.  1853 

Sentences  from  the  Proyerbs,  &c.,  English,  French,  Italian,  and  German,  16mo,  3s  6d  Mwrray 1841 

Sentiment  not  Principle  ;  or,  an  Old  Man's  Legacy,  a  Tale,  2  y.  post  8vo,  21s WhUtaker 1835 

I -of  Flowers,  7th  edit.,  18mo,  6s,  Tyos, '41  ;  new  ed.,  8yo,  cold.  pUtes,  21s  Itotd$ton   1844 

Sepoji't  Daughter,  a  True  Tale  of  the  Indian  War,  by  an  Eye-Witness,  r.  8yo,  10«  M  Lea i860 

»prt(?.r.<fe)  Method  of  Instruction,  18mo,  Is  Batdkard  1845 

Sepkosglnt  (Qreek),  with  Historical  Introdnction,  8yo,  18s Bagster 1851 

Sepnlehral  Effigies  in  South  Yorkshire,  aPkper   York  Arch.  Soe.i2so 

Z Koman  Remains  diaooyesed  near  St.  Alban's St.Alb.Are.Soe.  n,d, 

wqtuid(^.A)  Physiology  and  Pathology,  8yo,  7s New  York 1853 

r Reaearehes  on  Epilepsy,  8yo,  7s  6rf New  York 1858 

^Biseut  {JP,T.)  Aids  for  Students  in  OonT0yancin&  1847|  8yo,  5f Btmm/ng    1847 

4t 
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Bergeuit  (/no.)  Aoeonnt  of  the  Olukpter  eraefcad  by  Biahop  of  Chaloedon,  8to,  U  9d  J.  DwHrng 1853 

Sei^Aot  Bell  and  hu  Bane-Show:  lUeB,  16mo,  7f6d  Te^g  183* 

BergroTe  (7.5.)  Lectnree  on  Popeiy,  4th  edit.,  12nio,  69 Palmtr 1856 

Series  of  Tables  for  Ealing  Paper  and  Parchment  for  Legal  Inttmmenta,  4to,  8<  6<f ...  Maxwell    1851 

SeriooB  DinoasiTes  from  Poperj,  with  Eany  by  Nangle,  18mo,  3s Dalitm  1843 

Serjeant  {J.F.)  My  Sunday-School  Olaa ;  Twelve  Leeeona,  new  edit.,  18mo,  1«  id  ...  8.  S.  Umim  ...18^3 

Sanday  School  Teaching,  new  edit,  ISmo,  2» Nubti    1858 

Serle(^m6.)  Works,  Seleetiona  from,  12mo,  6«,  8ee2ey— red.  to  Sf  (ki  ff.Bokm 1846 

Christian  Bemembranoer,  3imo,  U  6d,  Simpkin;  l«6<i,  Teyg;  18mo,  1«  JUl,  TraetSoc.  1848 

24mo,  lf6ii,  W.CoUini;  12mo,  Ss  6<2 Seeleg 1849 

.-^.i—  Chnreh  of  God,  and  Christum  Hnsbandry,  12mo,  2t AyloU    1853 

■  Horn  Solitaris:  Titles  of  Christ,  2  t.  12mo,  fit,  Simpkin^  V  ;  Syo,  9«    WtuKbomnu  ...1850 

Letters  to  a  Lady,  12mo,  UM   Nitbel ii6i 

Thonghts  for  the  Present  Hour,  by  Dowell,  12mo,  la  M  Wertkeim  1848 

{T.J,)  Joan  of  Arc,  a  Bomanoe,  8t.  poetSTO,  ZU6d Colbmrt^ 1841 

Players  ;  or,  the  Stage  of  Life,  3  r.  post  8¥0,  81«  6d  Colbmm 1847 

Sermon  on  the  Mount,  illuminated  by  Owen  Jones,  sq.  12mo,  21* Lomgrnem  i8s3 

S.  Stanesby,  2nded.,  snp.-rqy.  16mo,  15s...  Field i86i 

W.  k  C.  Audsley,  k  Ulnst  by  Bolt,  fol.,6i  6b  Day  *  S<m    ...i8fa 

Uniform  with  the  Thumb  Bible,  64mo,  Is  6<i Lom/wuM  1854 

Sermons,  AnniTersary,  Society  Propagation  of  the  Gospel,  8to,  5t Skarpe  184$ 

Collection  (^  extracted  from  the  Penny  Pulpit,  8to,  12s Panl 1854 

.-^-^—  Consecration,  St.  James's  Church,  Morpeth,  8vo,  fit  6<f RtvimgUm 1847 

_^_- John's  Chureh,  Jedburgh,  12mo,  7s BwmM 184$ 

Ptkul^s  Church,  Brighton,  12mo,  8«  6<i J.HJeJ.Pafier\%so 

— Saviour's  Church,  Leeds,  8to,  7«  W J.H.^.Parkerit^'j 

■  ■  Contributed  by  Cleigymen  of  the  Church  of  Bngland,  8to,  10s  6d  Niebei 1851 

Eleven  Village,  fcap.  8to,  2« RitingUm  1840 

Outlines  of,  by  a  Methodist  Preacher,  poet  8to,  4s JuddJtGlaMt..,i%s7 

Preached  at  Beading,  Lenten  Mission,  1860,  edit,  by  Fisher,  12mo,  2f  6d   BeUJbDald0...tt6o 

, ^— ^ during  Exeter  Visitation,  12mo,  6s Murrag 1845 

in  Manchester,  1867,  post  8to,  6s Xubet 1858 

.1— Oxford  during  Lent,  1857,  8to,  14s;  1858,  8to,  lU6d J.H.^.Petrieri%^% 

1869,  12mo,  U J.H.4sJ.Parkeri%s^ 


Sketches  and  Skeletons  o^  by  Wesleyan  Ministers,  12mo,  2s  6(1   Tegg  1853 

-of  Four  Hundrod,  4  t.  12mo,  each  6s  Jackeom^  W.  1839 


Twenty-fiTe,  by  26  Bristol  Ministen,  12mo,  8s    ...^ Werikeim  i860 

and  Outlines  of  Sermons,  edited  by  Morris,  12mo^  4s6ii  Snow 1838 

at  Brampford-Speke,  DoTon,  1858,  8to,  4s Hatekard 1853 

. St.  Barnabas  Chnroh,  Pimlico,  1860,  8to,  lOt  6<i  Cleaver 1850 

Bartholomew's,  Cripplegate,  Advent,  1862,  8vo,  9s  6d  /.  Wkiiaker...iis^ 

»  Michael's  Tenbvry,  Consecration  Festival,  8vo,  2f Jtinngiom  1861 

Pttnl's  Cathedral,  Special  Evening  Services,  1858  69,  8vo,  2s  6d   ...  Paul i8s9 

1862,  8vo,  2s   Paul 1861 

Trinity  College,  Glenalmond,  1847-64,  12mo,  6s  J.HJbJ.Parkerils^ 

beforo  the  Prayer  Book  and  Homily  Society,  8  v.  8vo,  82s    P.  B.*Ham.So.i%is 

by  Blomfield,  Baikes,  &c.,  dedicated  to  Bishop  of  Chester,  8vo,  6s  WkiUaker 1841 

. Clergymen  of  the  Church  of  England,  edit  by  Lee,  post  8vo,  te  6<l  ...  Maaten i860 

.^— .» Divines,  for  Bepairing  two  Chnrehes  at  Leeds,  poet  8vo,  6s SimpkU 1839 

Eminent  Living  Divines  of  the  Church  of  England,  new  ed.,12mo,Ss6<i  Grifin   1857 

Preachers,  12mo,  2s Groombridge  ...iis6 


-  Living  Divines  (Thirty),  8vo,12s Humiltam  1841 

- -of  the  Ghuroh  (Thirty-nine),  8vo,  16s   Ritingtum  1840 


Prtebyterian  Divines,  12mo,  8s  6d Grijfin   1858 

Wesleyan  Methodist  Ministers,  1862,  8vo,  2$6d  ^oson    1852 

•  for  Christian  Sesaons,  4  v.  12mo,  each  4s  ;  2nd  series,  4  v  ,  each  4s   J.H.AJ.Parkef  $1-^ 

Domestic  Breading,  12mo,  4s  RivingUm  185s 

Holy  Week,  preached  at  Sidmouth,  12mo,  2s  6<l J.H.AJ. Parker  1%$^ 

Sabbath  Evenings,  by  Ministers  of  Free  Church,  12mo,  2s  6<I Qriffin    1X54 

. — —  Scottish  Ministers,  edit  by  H.  Miller,  fcap.8vo,  6s  JoknaUme  ...:..  1848 

Sundays  IcHolydays  of  Christian  Tear,  V.l  lc2,12mo,ea.2<;l  v.,  8s6<£  Soe.  P,  aK...ii6o 

-Festinds,  and  Fasts,  6  r.  8vo,  each  7s  6d Maalera 1845-7 


.  from  Eminent  Divines  of  16th  and  17tb  Centuries,  8  v.  12mo^  7s  6d  Vtr^«e  1847 

-  Various  Sources,  arranged  for  Domestic  Use,  8vo,  7s  AUm^  Co.  ..  1850 


•  in  Aid  of  Bestoration  of  St  Mary's  Church,  Taunton,  12mo^  Ss ffamiUom  1849 

Time  of  Public  Anxiety,  12mo,  2f CUaver 1845 


.  on  Christian  Communion,  by  Living  Ministen,  12mo,  6s  6d J.  Ckapmam  ...1848 

-  Faith  and  Atonement,  8vo»  12s JM^AJJ^arkeriisS 


-  New  Testament  Characters,  12mo»  4s    J.BJfJ.Parkeri%i% 

•  Pai&bleof  the  Prodigal  Son,  12mo,  laM    RivimgUm 1848 

.  Popish  Errors,  preached  1838-9,  12mo,  7<  M    ffatekard  1839 

— at  Liverpool,  12mo,  6a ffantUUm  1839 

Newcastle,  poet  «vo,  7s  6d    BamiUom  1836 


-  Practioal  Beligion  ;  or.  Christian's  Obedienoe,  12mo,  4s Lotigwum  i8$i 

-  PubUo  Worablpt  at  Christ  Chvch,  ICaiyleboiie,  12mo^  Z$  6c(   Matemdlkm 1858 
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Sennonson  the  Lord*t  Sapper,  Ice.,  ISmo,  8«  Rivtngt<m 1849 

by  a  Ooantiy  Cnrmte,  post  8yo,  1«  6(2    Be/ldkDaidy...i%S9 

NAtioaal  Fasti  I7  Eminent  Dinnasi  12mo,  it6d GilbeH  1847 

SofferingB  and  Resurrection  of  Onr  Lord,  2  ▼.  12mo,  10»    JM.AiJ.ParhenZs^ 

.to  Working  ClasMS,  at  Sxeter  Hall,  in  1867-8,  12mo,  each  1» SceUy 1857-8 

-  in  Westminster  Abbey,  1858,  12mo,  2i   BeUdr  Daldy...i%$^ 


Semy  {J.B.)  Spinal  Corrature,  its  Conseqnenoes  and  Cue,  post  8to,  7«  Sherwood  1840 

Seron  (T.)  Le  Mosaiqne  Fran^ais;  on,  Ohoix  de  Snjets,  12mo,  6f Dtlf  i8u 

Sertam  Boclesis  :  the  Chnrch's  Flowers,  8to,  7<  6cI Eivington 1851 

Servant  Qirl  in  London,  8rd  edit.,  18mo,  Is Ifcutingg    1845 

Servants'  Behayioor  Book,  &c,  by  Mrs.  Motherley,  12mo,  UM  Belld} Daldy...iis9 

'Hall:  a  lUe  on  the  Dnties  of  Senrants,  12mo,  8s  6<f Rivington  1849 

Magasine,  fcap.  8yo,  each  Is  4<i    Boulkon  ...AnnucU 

Serretos  {Miek.)  Life  o^  by  W.  H.  Dmmmond,  12mo,  Sf  6d /.  Chapman  ...1848 

Service  Afloat  and  Ashore  during  the  Mexican  War,  8yo,  12s OneinHOti 1851 

Services  at  the  Commonion  Table  Considered,  by  Hiilo-Biblion,  12mo,  2s  6d  Parker  <fr  Bon  .1847 

for  the  Church  of  God,  by  a  Member  of  the  Middle  Temple,  12mo,  Is  6<i ...  Jos.  Blackwood lSs^ 

of  the  New  Christian  Church,  18mo,  Is Simpkin 1841 

Sestine  (iB.)  Treatise  on  Algebra,  12mo,  4s  Baltimore,  U.S.  1^$$ 

Se\  About  it  at  Onoe  ;  or,  Cousin  Kate's  Story,  18mo,  2s  M Hamilton  ...  ..'1847 

Seth  Bede,  The  Methody,  hb  Life  and  Labonn,  12mo,  Is  Tallani 1859 

Seton  (Geo,)  Analysis  of  the  Acts  Belating  to  the  Begistration  of  Births,  8yo,  8s EdmotuionJkD.  j$6o 

'  — ^-  Practical  Analysis  of  the  Registration  Acts,  8to,  8t    Hamilton 1854 

(H.  IF.)  Formsof  DecreesinBqnity,8e.,byHarriaon,y.l,r.8To,28«;y.2,Pt.l,18s  Steveiu  i86i-a 

Settler  in  South  Africa,  and  other  Poems,  fcap.  8yo,  ds  Od Pickering 1861 

Settlers  and  Convicts ;  or,  Australian  Backwoods,  2  v.  18mo,  8t O,  Cox  1847 

Seven  Champions  of  Christendom,  fcap.,  3j  6d,  Qrifin,  1861 ;  12mo,  8< Simpkin i86a 

a  New  Veruon,  by  Kingston,  16mo,  Ii9\  eoL,  7s6<i  Low   i860 

Churches,  and  other  Poems,  by  Annie  and  Blien  Amelia,  18mo,  3s Wertkeim  1847 

Fairy  Tales,  Illustrated,  16mo,  2f  (W J M^dtJ, Parker li^ 

■  Hundred  Domestic  Hints,  2nd  edit,  18mo,  2s  6<i Bogue    1840 

Lectures  on  the  History  of  Gideon,  18mo,  2«  6<I    Longm^iin  1843 

Idttle  Sisters  who  Live  on  the  Bound  Ball,  fcap.  8vo,  If  6if Ntleon   i86t 

Mile  Cabinet;  Doleful  Stoiy  of  Russian  War,  by  Nemo,  12mo,  2s  J,  P,  Shaw 1855 

Penitential  Ftalms,  12mo,  Is    J,H,AJ.Pwrkeri%^f 

' Sages,  in  English  Verse,  edited  by  T.  Wright,  post  8vo Percg  Soe, n,  d. 

*  Soottbh  Metre,  edited  by  Judge  Bolknd,  4to Bannatgne  (k.  1837 

IMes  by  Seven  Authors,  12mo,  7s,  Hoby,  1849;  new  ed.,  I2mo,  2s  and  2«  6d   A.  Hall 1858 

Wonders  of  the  World,  and  their  Aawxdations,  I2mo,  3s  6d Boutledge  1856 

Sevenfold  Book  :  Hints  on  the  ReveUtion,  12mo,  6f— red.  to  3s  6d Seeley 1853 

Seventeen  Forty-five,  a  Tale,  12mo,  8c  6d,  iVtsftei,  1859— red.  to  li  6<i    OriJ^    1861 

Hundred  and  Eighty-nine,  edited  by  the  Rev.  L.  Lancem,  8vo,  6s   Piper 1835 

Seventh  General  Council  on  Worship  of  Images,  translated  by  Mendham,  8vo,  l(w...  Painter 1849 

Vial,  Revolution  of  Europe  in  1848,  2nd  edit.,  post  8vo,  7s  6d    Johnttone  1849 

Seventy  Weeks  of  Daniel  (Daniel  iz.),  2nd  edit.,  12mo,  Is Broom  1861 

Severn  (Emma)  Anne  Hathaway;  or,  Shakspeare  in  Love,  3  v.  post  8vo,  81s  6d Bentley  1845 

Sevey  (L.)  Dark  Cloud  ;  or,  Priestly  Influence  in  Ireland,  fcap.  8vo,  6t    Savndend:  O.  i86a 

Sevign^  {Mad.  de)  and  her  Contemporaries,  2  v.  poet  8vo,  21s— red.  to  12f Colbum 1841 

LsMen  to  her  Daughter,  edit,  by  Mrs.  S.  J.  Hale,  12mo,  7s  6d  ...  New  York 1856 

Sewall  (Jotkam)  Memoir  of  Chesterrille  Maine,  post  8vo,  7s Boeton,  U.S,  ...185I 

(I^.)  Bzamioation  of  Phrenology,  12mo,  8s  Hodson 1838 

Seward  (17.^.)  Woiks  of,  edited  by  George  B.  Baker,  3  v.  8vo,  42f    New  York 1853 

Life  of,  edited  by  G.  B.  Baker,  poet  8vo,  7«  «<i   New  York 1855 

SeweB  {Hen.)  Letter  on  Burdens  affecting  Real  Property,  new  edit,  8¥0,  8s  fld  ButierworUa  ...1850 

Thoughts  on  Relations  of  Man  to  External  World,  12mo,  8s  M BeUd:IhJldg...\%^% 

{Jno.)  Treatise  on  Steam  and  Locomotion,  12mo,  2f Weale 1857 

{Min)  Tales  and  Stories,new  ed.,10  v.  cr.8vo,84s  6d(gilt  edges,  Is  per  v.  extra)  Longman,. .i%s%'6% 


Amy  Herbert  2m  M 

CleveHaU  8s  ad 

Earl's  Daughter  2s  6<f 

Experienee  of  Life 2f  fld 

Gertrude 2f  6c{ 


Ivors  StM 

Katherine  Ashton  3s  6<f 

Laneton  PaTsonage 4s  dd 

Margaret  Percivid  6«  0<i 

Ursula 4s6c{ 

Amy  Herbert,  a  Tale,  2  v.  fcap.  8vo,  9s,  1848  ;  1  v.  12mo,  7s  Longman  1853 

Ancient  Histoiy  of  Bgypti  Anuria,  and  Babylon,  foap.  8vo,  8s  Longman  i86a 

Child's  History  of  Rome,  12mo,  2f  6<i  Longman  1849 

Cleve  Hall,  a  Tale,  2  V.  12mo,  12f Longman  1858 

Contes  Fadles,  from  Modem  French  Writere,  cr.  8vo,  8s  td  Lon^fmofn  1861 

Dictation  Bisroiaes,  18mo,  Is Longman  i86a 

EarTs  Daughter,  a  Tale,  2  v.  12mo,  9s  Longman  1858 

Experience  of  Life,  12mo,  7s  W Lot^/man  185a 

• BxtraatsChoisis:  Selections  from  French  Writers,  12mO|  6s;  Questions,  Is  Longman  1858 

— ^—  First  History  of  Greece,  12mo,  8s6<f Longman  185a 

Gertrude,  aTsle,  new  edit.,  2  v.  icfy,  8vo,  9* Longman  1847 

Glimpses  of  the  Worid,  12mo,  7s  6<f XoN^oa  i86a 

Histoiy  of  the  Early  Church,  1859;  2nd  edit.,  fcap.  8vo»  4s  M Xoi^on 186a 
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Bewell  (if iff)  Impreflnon*  of  Borne,  Florenoe,  «nd  Tarin,  or.  8to,  7s  M  Longman  iS6i 

lYort,  2t.  12mo,  12* Xoi^nia»  1X50 

Journal  of  a  Sammer  Tour  on  the  Contineiit^  12]iio,  7«^'52;  new  edit,  6t  Lomgman  ....*A%S'i 

Katharine  Aehton,  a  Tale,  2  t.  12nio,  129 LongmoM  1854 

Laneton  Panonage,  fcap.,  Ft.  1,  Ai;  Ft.  2,  5«;  Ft.  8,  et;  2  r.  12« Longman  iM 

■  Margaret  Fereiyal,  a  Tale,  2  t.  12mo,  12» Longman  1858 

FaasiDg  Thoughts  on  Religion,  Sthedil,  12mo,  fit   Longman  18^1 

—  •  Readings  for  a  Month  preparatory  to  Oonfinnation,  n.  e.,  12mo^  4j  ...  Longmam  1861 

-  Lent,  from  Bishop  Taylor,  12mo,  6i Longman  1851 


Self-Sxamination  before  Confirmation,  ^.,  32mo^  ls6d Longman  1859 

Sentences  from  the  Works  of,  2nd  edit.,  82mo,  2t MaMen 1861 

Sketches,  Three  Tales,  fcap.  8vo,  8«— red.  to  4«  6d  Longman  1847 

»  Thoughts  for  the  Holy  Week  for  Toong  Persons,  12mo^  2f  Parker  Jt  Son  1857 

Ursula,  a  Tale  of  Country  life,  2  v.  12mo,  12« Longman  1858 

-  (Jffv.)  Catechism  of  the  History  of  the  Early  Church  in  England,  l2mo,  2f  ...  Longman  1847 

•*- Children  of  Summeil>rook  :  Villsge  Life  in  Verse,  12mo,  Is   Jatrold 1859 

Homely  Ballads  for  the  Working  Man's  Fireside,  12mo,  It Smith  <i-  Elder  185^ 

Isabel  Grey  ;  or,  the  Mistress  Didn't  Know,  jEcap.  8to,  It   Smith  A  Elder  iSbi 


Patience  Hart's  First  Bxperienoe  in  Serrioe,  fcap.  8to,  2t   Jcerrold 1862 

Stories  in  Verse  for  the  Street  and  Lane,  12mo,  It  Smith  ds  Elder  i860 

•  \R,C.)  Digest  of  New  Rules  and  Statutes  to  1  Wm.  IV.,  12mo,  14t  Benning 1835 

Law  and  Practice  of  Registration  of  Voters,  post  8vo,  lOt  Stevens  1844 

Mnnicipal  Corporation  Act,  Wm.  IV.,  with  Notes,  12mo,  9t  Butteneoinhs  ...1835 

Sacro-Politica :  Rights,  &c.,  of  the  AiigUcan  Church,  8to^  St  6d EellA  Daldg...J$^i 

Treatise  on  the  Law  of  Coroner,  12]bo,  12t   Stetens  184} 

Sheriff,  8vo,  21t Butterworths ...il^t 


(TTiii.)  Agamemnon  of  fischylns,  18mo,  4t  « Longman  1850 

Christian  Morals,  12mo,  6t J.B.4tJ,Pa»hTit^o 

'                Politics,  12mo,  «t J.HjtJ.Parl-erit^ 

-Vestiges  of  Creation,  post  8yo,  is  ed    J. HA^. Parker i%hi 


■  ClerKyman's  Recreations :  Thoughts  in  Verse,  1 2mo,  lOt  6<^— red.  7t  M  Washbonmt    ..184a 

•  Dialogues  on  Svidenoes  of  Chris^nity,  12mo,  7t  6d  Murray «,...i84% 

•  Dnty  of  Young  Men  in  Times  of  Controversy,  8to,  It  M Rixington  1843 


Hawkstone,  a  Tale  of  England  in  184-,  2  ▼.  12mo,  12t  Mnmy 1847 

•  Introdnction  to  the  Dialogues  of  Plato,  12mo,  6t  M    J.IJ^i^JJ^arkeril^i 

Journal  of  a  Residence  at  College  of  St.  Colomba,  I2mo,  is J.H.^. Parker iU% 

New  Speaker,  Qreek,  Latin,  and  English,  12mo,  %s Longlttan  1846 

On  the  Inspiration  of  Holy  Scripture,  8to,  St J. B.d: J. Parker i%(>t 

■  Sermons  Addressed  to  Young  Men,  12mo,  9t,  Jos*  Bohn^^^s^nd,  to  6s  Wetshboume  ...1842 
Character  of  PiUte,  Ac.,  12mo,  4s  6d    J.H.d:J.Parkerit$o 


Two  Voyages  of  Rodolph  the  Voyager,  2  v.  12mo,  lOt  6d * J,HJpJ.Parkeri%^ 

Vindicitt  Eodesiastica,  8to,  St  id  * Longman  1859 

Year's  Sermons  to  Boys,  2nd  edit^  8vo,  7t  6<i  JM.AJJPisrkerit^ 

^^^(W.O.)  Free  Labour  in  the  British  West  Indies,  2nd  edit.,  post  8fo,  7t  ^d Low  1862 

Sexton  {Geo.)  Hollingsworth  and  Modem  Poetry,  8to,  It  6ii Freeman    1858 

Portraiture  of  Mormonism,  12mo,  It  6il Strange 1850 

Beyd  {Ernest^  California  and  its  Resources,  8to,  8t  6d TrUbner 1858 

Seymour  ((7.a/?.)Self-Made  Men,  post  8yo,  8t  6d Neio  York 1858 

■  {E.J,)  Illustrations  of  some  Diseases  of  the  Ovariai  8to,  I2t  Longman  1861 

■  Nature  and  Treatment  of  Dropsy,  new  edit.,  8to,  6t Longman 1861 

Severe  Diseases,  fihro,  8t Longnuin  1847 

On  Medical  ^watment  of  Insanity,  new  edit,  8to,  fit  Longman  1861 

the  Laws  which  regulate  Private  Lunatic  Asylums,  9vo,  2t Longman  1859 


-{E.S,)  Sketehesof  Minnesota,  1849,  I2mo,  It  6<i Longman  1850 

-  {Oeo.)  Lindsay  on  the  Shipping  Interest  answered,  8vo,  It  Seymowr    i860 

^  {Hen.)  Speech  on  the  Ecclesiastical  Courts,  8to,  It Murray 1861 

-{H.D.)  Russia  on  the  Bhick  Seaand  Sea  of  Asof,  8vo,  12t    Murray 1855 

{M.H.)  Authoritative  Account  of  the  Talbot  Case,  post  8vo,  St  6d  Seeley 1851 

— ^  Certainty  Unattainable  in  the  Romish  Church,  12mo^  St  dd Seeley iS$i 

—  Evenings  with  the  Romanists,  2nd  edit.,  post  8vo,  8t  6d  Seel^ 1854 

Mornings  among  the  Jesttite  at  Rome,  post  8vO|  7t Sedey 185a 

Pilgrimage  to  Rome,  poet  8vo,  8t  6<2 Seeley 1851 


'{RobL)  Comic  Readings  of  Shakespeare  and  Byron,  4to,  8t    Bogne 1839 

Humorous  Sketches,  roy.  8vo,  Idt   B.  Bokn    1JI43 

On  Lay  Membership  in  Church  Synods,  8vo,  It  6i2 Bimngton  1857 

Readings  of  Shakespeare,  4  v.  18mo,  20t   NaUali  1841 

Sketehes:  Snobson*s  Seasons,  plates*  roy.  8?o,  20t NaltaU  1841 


{W.D,)  How  to  Employ  Capital  in  Western  Ireland,  new  edit.,  8vo,  2t6<i...  Beame 1851 

Merchant  Shipping  Acts,  1854, '65, '56, 12mo,  14t  ^aiitffi$r 1857 


—  (ilfrt.  W,  W.)  Christmas  Holidays  at  Cedar  Grove,  fcap.  8vo,  4t  6d    iVew  York 1859 

■  Easter  Holidays  at  Golden  Grove,  fcap.  8vo,  St  6d New  York 1858 

Whiteuntide  at  Cedar  Grove,  12mo,  4t    New  York 1859 

Seymour  and  his  Friends,  by  Author  of  The  Secret  lianriage,  8  v.  post  8vo,  Sit  6d.,.  Hwrst  dg  B,  ...1857 

.Seytoun,  History  of  the  House  of,  by  Sir  R.  MaiUand  and  Viscount  Kingston,  4to ...  Bannaiyns  CI.  1829 
eforsa  {Jhiks)  life  and  Times  0^  by  Urquhart,  2  v.  8vo,  25« EkkOswoods  ...1852 
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Shackleton  (RdiF.)  Memoirs  and  Letters,  by  Mary  Leadbeater,  8vo,  S»    Cash  1849 

Shadow  and  tibe  Sabstanoe ;  or,  Sacrificial  Rites  in  the  Mosaic  Law,  12mo,  8«  Simpkin 1855 

Land,  by  the  Anthor  of  Philip  Paternoster,  post  8vo,  10»  6d Hope i860 

— ^  of  Death  and  Creed  of  Despair:  Easays  on  Infidelity,  12mo,  8«   Partridge 1851 

.    the  Future  ;  or,  Revelation  Explained,  Svo,  i$6d Jtivington 1849 

on  the  Hearth,  by  a  Bereared  Parent,  fcap.  Syo,  St  New  York 1858 

Shadow;  or,  in  what  State  is  Christian  Society,  12mo,  3» Simpkin 1835 

Sbadowlen  Man,  Undine  and  Lieslie,  Tales,  12mo,  3s Burns 1845 

Shadows  and  Sunbeams  ;  2nd  leries  of  Pern  Lsaves,  post  Svo,  2s  6d  ;  12mo,  Is Ward  &  Lock   1854 

Sunshine,  a  Tale,  by  the  Author  of  Yiola,  12mo,  6s Longman  1850 

. Af  Jesus  :  Sunday  ReBMlings* for  Children,  12mo,  2s  6d Wertheim  1859 

the  Clouds,  by  Zeta,  fcap.  Svo,  6s Ollitner 1847 

Future,  an  Attempt  to  explain  Revelations, by  CD., 2nd  ed.,8vo,2s6d  Rivington  1861 

New  Creation  ;  Night  of  Sorrow,  Morning  of  Joy,  12mo,  5s C,  Wright 1849 

Truth  ;  or.  Thoughts  and  Allegories,  by  G.  M.  C,  fcap.  Svo,  2s  Gd Motyan 1861 

Sbsdracb  (A.)  Backslider's  Mirror,  from  Ancient  British,  by  Byam,  fcap.  Svo,  2s  M   Simpkin 184$ 

ShadweU(£.)  Qospel  according  to  St.  Matthew,  12mo,  7s  ^d Hall  1859 

Iliad  of  Homer,  tr.  in  Blank  Verse,  Books  1-9,  roy.  Svo,  each  ls6d...  Pickering  ...1844-7 

Sha-ly  Side*;  or,  Life  in  a  Country  Panonage,  12mo,  8»  6d,  1853  ;  cheap  edit.,  Is  ...  Low    1854 

Shaen  (JT.)  and  Greville  (E.K.)  Book  of  Chancery  Costs,  1867,  12mo,  7s  6rf  Wildg    1857 

Sbaffner  {T.)  and  Owen  (W.)  International  Exhibition,  illust.,  Pts.  1  to5,  ea.  2s  ....  Lond.Pub,Co,  1862 

(7. P.)  Telegraph  Companion,  2  v.  Svo,  each  12«  6d New  ybrl:  ...1854-6 

Manual,  625  Illustrations,  Svo,  28s   New  York 1859 

—  War  in  America,  its  Origin  and  Cause,  cr.  Svo,  7s  td Hamilton  i86a 


Shaftesbury  (FirstEarlof)  Memoirs,  Letters,  Speeches,  edit.  byChristie,  Svo,  10s  6d  Marray i860 

Shafton  (A)  The  Compliments  of  ihe  Season,  square,  8<  6^   Hwrst 1849 

Sbailer  {W.)  Young  Woman's  Companion  ;  or,  Female  Instructor,  82mo,  1«  fict  Simpkin 1856 

Shakespear  {Maj.  H.)  Wild  Sports  of  India,  with  illust.,  2nd  edit,  Svo,  10« Smi(h  A  Elder, ilS% 

(jno.)  Hindustani  and  English  Dictionaxy,  4th  edit.,  4to,  ZlZs  P.  Richardson,  1% si 

— Grammar,  new  edit.,  roy.  Svo,  14* P.  Richardson,  j%s% 

■ Introduction  to,  roy.  Svo,  80« — red.  to  21s P,  Richardson,  iZ$'i 

Selections.  2  v.  4to,  86s P,  Richardson, iZsi 

Bhaksptre  (Wm,)  WoAs,  via, :— 

12mo,  (is  ;  7s,  gilt,  Tegg;  10*  6rf,  Orr^  1846;  Svo,  5s Simpkin i85g 

byBowdler  (r.)newedit.,  6v.  fcap,  80s,'5a;  r. Svo,  1 4s, Zon^pman;  cr.Svo,10s6d  Grifin    i860 

—  Campbell  (T.)  with  life,  Aec.,  roy.  Svo,  16«,  Moxon^  '48;  n.  ed.,  ill.  r.  Svo,  12«  RouUedge  1861 

—  Caimthere  {R.)  and  Chambers  (W.)  Household  edit.,  10  v.  cr.Svo,  each  Ss  6d    Chambers  ...i86i-a 

—  Chalmen  {Alex.)  Sv.  Svo,  56s;  1  v.  Svo,  10s M,Rivinglon\  12mo,  Zstd ;  ill.,5<  H.  Bohn 1848 

—  Clarke  {Mary  C.)  Illustrated,  2  v.  roy.  Svo,  40s    New  York i«6o 

—  Collier  (/.P.)  Notes,  &c.,  8  v.  Svo,  96»,  '44;  6v»  Svo,  80*,*58;  1  v.  r.Svo,  21«  WhiUaker 1853 

—  Cornwall  {B.)  IlL  by  Meadows,  2  v.  imp.  Svo,  28»,  1851 ;   1  v.   imp.  Svo,  2U  Orr 1853 

8  V.  imp.  Svo,  68s,  Orr^  1849— red.  to  42a Orifin  1859 

—  Cttnningfaaiii(il.)  12mo,  9s,  :85x  ;  8  v.  roy.  82mo,  I6f   Daly  1854 

—  Dyce  {AUx.)  with  Notes  and  Life,  6  v.  Svo,  84s— red.  to  48s   Moxon  1857 

—  Halliwell  (/.O.)  4  V.  imp.  Svo,  80s  TaUis 1853 

^Y.1-10,  folio,to  beoouipLin  15  v.to8ubBoriberB,63^ ;  India,84^  J.E,Adlard  1853-61 

— Hanien(ir.)  with  Dr.  Johnson's  Preface,  &o.,  r.  Svo,  14s  ;  with  plates,  Zis6d  A.  Scott 1836 

—  flaslitt  (IT.)  5  V.  fcap.  (V.  5,  Doubtful  Plays),  each  3s RouUedge  i860 

—  Hudson  {ff,N,)  with  Notes,  &c,  V.  1  to  11,  12mo,  each  6»  Roston,  U.S„i%s^-'7 

—  Johnson,  Svo,  15s— red.  to  7s  6ci  ff,  Bohn  1859 

Steevens,  and  Reed,  new  edit.,  Svo,  7s  6d Nelson    1851 

—  Knight  (CAo.)  roy.  Svo,  21«,  1844;  13«,  C'oor,  1852;  new  edit.,  I0s6d ff.  Bohn    1859 

Cikbinet  Edition,  12  v.  ISmo,  25s,  Cox,  1844;  new  edit.,  ISs...  Chambers  1856 

Companion  Edition,  6  v.  in  3,  cr.  Svo,  21< Routledge  i860 

Library  Edition,  12v.  Svo,  6/ Knight  184S-4 

National  Edition,  6  v.  Svo,  60»— red.  48«,  Cox,  '53 ;  6  v. Svo,  42s  Roulledge  1858 

Pictorial  Edition,  8  v.  imp. Svo,  7/  7s,  A'atV/A/,1838-43— r.  to  6L  RouUedge  i860 

Standard  Edition,  without  Doubtful  Plays,  7  v.  r.  Svo— r.  to  SO*  Knight   1847 

Stratford  Edition,  10  v.  12mo,  25s  ;  6  v.  12mo,  21« Oriffin    i860 

Student's  Edition,  6  v.  post  Svo,  each  3s  6(2 RotUledge  1857 


—  Peahody  (O.  W.)  with  Life  and  Notes,  from  Singer,  7  v.  Svo,  40*     .^ Boston,  U,3,  ...1844 

—  Phelps  {Sam.)  2  v.  r.  Svo,  25s,Willougkby^  1853  ;  2  v.  r.  Svo,  cold,  plates,  42s  Lea 1858 

—  Pitman  (for  Schools),  Svo,  14»,  1845  ;  new  edit.,  7s  6d Hoby 1861 

—  Rowe(ivu?.)  Notes  and  Life,  Svo,  1832  ;  new  edit.,  Svo,  6s Roulledge  i8$6 

-Singer  (S,W,)  and  Lloyd  {W.W.)  10  v.  post  8vp,  90«,  1855;   10  v.  12mo,  60s  BeUik  Daldy „\%sS 
—Staunton  (£r.)  with  Life,  &c,  3  v.  roy.  Svo,  568 iZout^c^e...  1857-60 

—  Stehbing(i>r.)roy.  Svo,  plates,  21* Virtue   1851 

—  Steevens  {G.)  and  Malone  {E.)  new  edit,  fcap.  Svo,  6s,  Tegg,  1861 ;  Svo,  10s  6d  Rivington  t86a 

—  Ulriel  (H,)  Commentaiy  on  Shakspere,  Svo,  14«— red.  to  7«  6d    Chapman  A  ff,tS^ 

— Valpy  (/.)  15  V.  12mo,  171  plates,  75s,  1835— red.  to  45*    '. ff,  Bohn   1857 

~  Verplanck  {Dr.  G.  C.)  with  Life,  Notes,  &c,  3  v.  roy.  Svo,  iUust,  SO* New  York 1847 

-White  (it.(?.)  with  Notes  and  Memoir,  12  v.  8vo,  each7s6<2 ^o«(oii,  £7:5.1857-60 

—  Witell,  roy.  Svo,  2ls    Virtue    n,  d. 

niostisted,  Whittingham*s  diamond  type,  12mo,  lOs  Qd    Bogue 1841 

8  v.  Z2aio,  lOf  Bogue 1839 
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Shakspers  {Wm,)  Works— eon/iiMieel. 

LftnsdowiK^  edit.,  post  8to,  ia«,  White^  185 1;  new  edit.,  16»;  lUnstntted,  21<    ...  ff.  Bokn   1S5S 

Select,  with  Notes,  &c.,  12mo,  4f  (W    Bums    1S4S 

With  Obserrations  on  each  Pliiy,  new  edit.,  8to,  5<    Grijin    1S60 

Sh&ksperiana,  yis.:— 

Alham  ;  or,  Warwickshire  Garland,  Songs  illostrating,  4to,  lOs    LvntdaU  i86i 

Alleyn  Papers,  lUastratiTe  of  the  Early  English  Stage,  edit,  by  J.  P.  Collier,  8to  Shaktpert  CL    1S43 

Almanack  for  1849,  ISmo,  If  6rf  ;  185(),  It  6(/   Boffue  1S49-50 

Beanties  of,  by  Dodd,  24mo,  2s  6<2,  Moxxm,  1849;  12mo,  ds,Wask bourne,  J^SZ*  ^  ^^9  ^'^ 

Illostrated,  12mo,  12»  £.  Law 1S53 

Biography  of,  by  C.  Knight,  roy.  8to,  26«,  1843— red.  to  21j   Moatledge  1857 

Book  of  Gems,  8to,  lis H.  Bokn    1X45 

Calendar  of  Wit  and  Wisdom,  18mo,  Is  6d New  York 1849 

Character  Cards,  2s Mead 1855 

Choice  Thonghts  from,  by  Author  of  Book  of  Familiar  Qaotations,  12mo,  5s   WhiUaJber i860 

Coleridge  (iS.r.)  Notes  and  Lectures  on,  2  y.  12mo,  12« Pieberimg  1849 

Collier  (/.P.)    Set  body  of  Catalogue,  pp.  157-8. 

Commentaries  on,  by  G.  G.  GerrinuB,  transL  by  Bunnett,  2  ▼.  8n>,  24«  SmfUkA  Elder,.\%hi 

Concordance  to,  by  Mrs.  C.  Clarke,  roy.  8vo,  81s  6d KetU  1848 

Courtnay  {T,P,)  Commentaries  on  Historical  Plays,  2  ▼.  8to,  18< Colbum 1840 

Critical  Biography,  ftc.,  by  Samuel  Neil,  er.  8to,  Is  6d ifoulston.   1861 

Corse,  and  other  Poems,  fcap.  8to,  2s  dd Bosworlh   ...    .1861 

Cyclopaedia,  Illustrations  of,  from  Ancient  Writers,  by  J.  H.  Fenoell,  8to,  It /.  R  Smiik  ...1861 

Dolby's  Apotheosis  of,  8yo,  6t WkiUaker 1848 

Etchings  to,  by  Kenny  Meadows,  roy.  8to,  lOt  6<2  Orr i8<6 

Extracts  from,  for  the  Use  of  Schools,  fcap.  8to,  2t  6d  Whtitaker i86s 

Flowers  of,  by  GirAud,  80  plates,  4to,26t Ackermann   ...1845 

Footsteps  of ;  or,  a  Bamble  with  the  Early  Dramatists,  roy.  12mo,  5t  6d /.  JL  Smiik  ...1861 

For  Schools  ;  Passages  Selected  from  his  Works,  12mo,  2t  6d—Ted.  to  It Relfe  1851 

Girlhood  of  his  Heroines,  by  Mis.  C.  Cla^e,  8  t.  sq.,  18t Smith  d^  Sou  1%$^* 

HalUwell(/.0.)    Seep,S29. 

Hamlet,  1608  and  1604,  exact  Beprints  of  1st  and  2nd  editions,  8to,  12t  6<f Law  1859 

■■  Analysis  of,  by  Strachey,  8vo,  4t  6<i  Parier  JkSon...il^$ 

with  Notes  for  Examinations,  12mo,  It RouUedfft  1859 

Heniy  YIII.,  adapted  for  Scholastic  Study,  by  Ber.  J.  Hunter,  12mo,  2t  6d  Longman  i860 

Heroines  of.  Portraits  by  Heath,  imp.  8to,  42t — cold.  78t  M   Bogue 1848 

His  Birthplace  and  Neighbourhood,  by  J.  E.  Wise,  sm.p.8To,  7t  6d ;  ch.e.,12mo,2t  6d  Smith  A  Elder  i86a 

—  Times  and  Contemporaries,  by  Tweddell,  12mo,  It  6rf Partridge 1851 

History  of,  with  New  Facts,  &c,  by  8.  W.  Fullom,  8to,  12t Saunders  4b  0,  i86a 

Home  of  Shakspere,  illustrated  by  Fairholt,  12mo,  2t  6<2— red.  to  It  6<f H,  Bokn    1862 

Household  Words,  Illuminated  by  Stanesby,  new  edit.,  roy.  ISmo,  9t  Orijith  A  F.  ...ii6i 

Hunter  (Jot.)  Illustrations  of  Shakspere,  2  y.  8yo,  20t SichoOs 1845 

Illustrations  of,  by  Douce,  8vo,  14t  Tegg  1839 

Hunter,  2  t.  8vo,  20t,  Nichols— reA.  to  7t  6rf J.  R,  Smith  ...1845 

Index  to,  by  Ayscough,  8to,  21t   Tegg  184a 

Ingleby  ((7.if.)    <8to  page  894. 

Julius  Ctesar,  rendered  into  Latin,  by  H.  Denison,  8to,  5t J.H.AJ.Pairherit^^ 

with  Remarks,  Notes,  &c,  by  Hunter,  12mo,  2t6{i Longman  1861 

Lectures  on,  by  H.  N.  Hudson,  2  r.  12mo,  18t  New  York 1848 

Library,  with  Notioes  by  Collier,  2  t.  8to,  21t,  Rodd,  i843~red.  to  lOt  6d    H.  Bokn 1843 

Life  of,  by  HalUwell,  8vo,  15t /.  R.  Smith  ...1847 

Sir  John  Falstaff,  by  R.  B.  Brough,  Illustrated  by  Cruikshauk,  870, 14t  6d    Longman  1859 

Lowndes*  Bibliographical  Article  on  Shakspere,  Y.  4,  Pt.  2,  8t  6d B.  Bokn    1863 

Macbeth,  with  Introduction  aod  Notes  by  Dalgleish,  12mo,  2t    Hamilton  i86s 

Maginn  (W.)  Shakspere  Papers,  Grave  and  Gay,  post  8yo,  6t— red.  to  5t Btntleg  1859 

May  (Gm,)  Guide  to  Birthtown  of  Shakspere  and  his  Haunts,  12mo,  2t  6<i Mudie 1847 

Merchant  of  Yenioe,  for  Social  Beading,  edit,  by  Earle,  8vo,  It  6d  Longman  1862 

from  Early  Edition,  8to,  lOt  6d Low    1859 

with  Remarks,  &c,  by  Hunter,  12mo,  2t  6d :..  Longman  1861 

Merry  Tales,  roy.  82mo,  2t  6<i  Routledge    184S 

Mind  of,  as  exhibited  in  his  Works,  by  Morgan,  12mo,  6t  6d CkapmanA:  J7.1859 

Moral  Sentences  and  Sentiments  from,  8to,  8t Hatchard 1850 

New  Exegesis  of,  on  Principle  of  Eaocs,  post  8to,  7t  6<f Longman  1859 

Not  an  Impostor,  by  an  English  Critic,  12mo,  It Routledge  1857 

Notes  and  Emendataons  to,  by  J.  P.  Collier,  8to,  14t WkiUaker  1853 

Obsenrations  on  an  Autograph  of,  Aec.,  by  Sir  F.  Madden,  8to,  It /.  R,  Smith  ...1838 

Passages  from,  to  be  committed  to  Memory,  12mo,  It Rdft 1854 

Patterson  (J2.)  Natural  History  of  Insects  mentioned  in,  18mo,  ^s  6d  Orr    1838 

Pearls  of.  Brilliant  PksBages  in  his  Plays,  illust.  by  Meadows,  12mo,  5t   Cassdl  1859 

Philosophy  of,  by  M.  H.  Bankin,  12mo,  6t WhiUaksr 1841 

in  Ptessages  from  his  Plays,  new  edit.,  12mo,  ^  ;  post  8to,  8t Lodcwood  1862 

Player  and  Poet ;  Facts  and  Traditions,  by  S.  W.  Fullom,  8to,  12t SaundersA  0.  1861 

Poems,  poBt8yo,  8t,  Pickering;  roy.  8yo,  9t  C.  Knight 1838 

by  Bell,  12mo,  2t  6d,  ParkentSon,  1855  ;  new  edit.,  12mo,  2t  6d    Griffin    1861 

■  ■  I>yoe,  12mo,  fit,  Pickering,  183a;  newedit.»  12mo,  6t BeU4sJkUdg...i$ii 
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Poems,  Aatobiogiaphical,  V ^*  A.Brown,  post  8to,  9t— red.  toSsM H,Bohn 1838 

Knight's  Cabinet  Edition,  ISmo,  2a  6c/,  Knight/ ^7  ;  new  ed.,  18mo,  It  M  Chamhen  1851 

Points  of  Humonr,  by  Kenny  Meadows,  10<  Od  Orr "841-5 

Proverbs,  &c.,  by  Mrs.  Cowden  Clarke,  16mo,  2t  6d Cfhapman  <k  H.ii^^ 

Pack  and  his  Folks-Lore,  by  Dr.  Bell,  8yo,  10$  6d Author  1851 

fieadings  from,  by  Author  of  Aids  to  Derelopnient,  12mo,  it  6d ParJc€rd!8on...j%^ 

r- Smart,  12mo,  6<,  1843 — new  edit,,  5s  Rivington  1851 

BeligiooB  and  Moral  Sentiments  from,  Svo,  8« Hatchard  1847 

B«mark8  on  the  Differenoes  in  his  Versification,  12mo,  2«  6d Parker  dt  Son   1857 

Beprint  of  the  First  Folio  Edition  of  1623,  Pt.  1,  Comedies,  fcap.  4to,  lOi  M Booth 1861 

Bestored  (Macbeth),  with  a  Lamp  to  the  Reader,  4to  (100  copies,  priTate)  MtukeU 1853 

Setisch  (M.)  Outlines,  Separate  Pkys,  18< ;  complete,  SOs.     See  page  643. 

Riddles,  selected  by  J.  B.  Marsh,  64mo,  1« Simpkin i86» 

Romeo  and  Juliet,  from  Editions  of  1597  and  1599,  by  Mommsen,  roy.  8to,  12«  ...  Wiuiame  <£r  iV^..  1859 

Scholar  :  Historical  and  Critical  Studies  of  his  Text,  by  B.  G.  White,  8vo,  15«  ...  New  York 1854 

Select  Scenes  from,  12mo,  Is C?/arifc«<l?  Co....  1854 

Selections  from,  by  Howell,  12mo,  3«  6c{  Bums    1845 

SlAter,  12mo,  6s C,  H.  Lata    ...1837 

the  Plays  of,  by  C.  Kean,  2  ▼.  12mo,  12s Bradbury 1859 

Sentiments  and  SimUes,  Illuminated  by  Humphreys,  post  8to,  21«  Longman  1851 

SeTenAgesof  Life,  Illustnted,  Sto,  6s;  4to,  15s Van  Voorit  ...1840 

Seymours  New  Readings,  4  T.  18mo,  20s     Bogue    :.x84i 

Shakspere  Norels.  —  Curling  (H.)  Poet,  Lover,  and  Man,  8  ▼.  SoTem  {E,)  Anne 
Hathaway,  8  t.  Thombnry  ((?.  W.)  Shakspere's  England,  2  y.  Williams  {R,P,) 
Secret  Paauon,  3  r.  Shakers  and  his  Friends,  3  ▼.  Youth  of  Shakspere,  8  ▼. 

Society  Papers,  4  y.  8vo Shahp,  Soe.  1844-9 

-  Publications.     See  Appendix. 

Songs  «nd  B&Uads,  by  the  Etching  Club,  imp.  4to,  42s Longman  1853 

'  Sonnets,  iUustrated  by  John  Gilbert,  folio,  42s,  *6i  ;  post  8to,  7s  6d...  Low    1861 

Illustrated  by  the  Etching  Club,  4to,  21s;  folio,  68s CundaU 1847 

Sonnets,  roy.  S2mo^  2s,  1839;  new  edit.,  poet  8vo,  8s  6(i /.  P.  Smith  ...19$^ 

Facsimile  of  Original  in  Bridgewater  House,  sq.  cr.  8to,  10s  M Reeve 1861 

Studies  and  niustrations  of,  by  C.  Knight,  8to,  7»6d C.  Knight 1859 

of,  by  Fletcher,  post  8to,  lOt  6rf Longman  1847 

Tableaux;  illastratiTe  of  his  Plays,  imp.  Sto,  25s Jerrard 1854 

Tempest,  illasirated  by  Birket  Foeter,  &c.,  or.  4to,  10s  6<< Bellas  Daldy...  iZho 

Outlines  of,  by  Selon,  imp.  4to,  12s;  proofs,  21s Schlosa 1836 

Trsditionary  Anecdotes  of  him,  collected  in  Warwickshire,  in  1693,  8to,  Is    J.  R.  Smith  ...1838 

Tindication  of  Shakspeare's  Text  v.  Collier,  by  S.  W.  Singer,  8to,  7s  6d Pickering 1853 

Walker  {W,S,)     See  body  of  Catalogue. 

Will  of,  copied  from  the  Original,  with  Facsimile  of  the  3  Autographs,  8to,  Is  ...  J.  R.  Smith  ...1838 

Wisdom  and  Goiius  of,  by  Jhioe,  12mo,  6s— red.  to  5s  E,  Law 1858 

Shakspere  and  his  IHmes,  by  Guizot,  8to,  14s,  1852— red.  to  10s  6(f Bentley  1857 

the  Bible,  by  T.  B.  Baton,  8rd  edit,  sm.  post  8to,  3s  M Ja$. Blackwood  i96o 

•— aiuj  Milton,  Seleetioos  from,  for  Schools,  12mo,  2s Relfe 1849 

Shall  Gothic  Architecture  be  Denied  Fair  PUy  1  dro,  Is  6cl  BeUJkDaldy   i860 

Shaad  ((7.^.)  Bige^  of  the  Court  of  Session  Aet»  1850,  8to,  4s    Benning    1850 

Practice  of  the  Court  of  Session,  Scotland,  2  ▼.  8to,  36s Benning    1848 

Shsaks  (TTm.)  Contributions  to  Mathematics,  roy.  Sto,  7s  6d    Belld:  DaXdy  1853 

Shannon  {Bdw.)  Tkles,  Old  and  New,  with  other  Lesser  Poems,  8to,  12s Longman  ^842 

Skspter  {T.)  Climate  of  South  of  Beron  and  its  Influence  on  Health,  2  e.,8TO,10s  ^d  Churchill  1861 

History  of  the  Cholera  in  Exeter,  1882,  8vo,  12s  Churchill  1849 

Share  (/.JIf.)  Lee  Shore,  and  other  Poems,  12mo,  2s  6cl Low   1856 

Shsristani:  Book  of  Religious  and  Philosophical  Sects,  in  Arabic,  2  pts.,  8to,  30s  ...  Orien.  Text Soc.  1^4% 

Shstkey  (^m.)  Efficacy  of  Digitalis  in  Idiopathie  Epilepsy,  8to,  4s Highley 1841 

(P. i?.)  Handbook  of  Election  Committees,  1859,  12mo,  5s Butterwortht  ...1%$^ 

Sbaiman  (S,H.)  Relief  of  Lucknow,  and  other  Poems,  12mo,  4s   HamiUon  1858 

Shsip  (5ir  C.)  Chronicon  Mirabile,  8to,  SOs Pickering 1841 

History  of  Hartlepool,  with  Supplement,  8to,  21s — ^red.  to  12s   Simpkin 185a 

• Memorials  of  the  Rebellion  of  1569,  8to,  9s  ^d  ;  large  paper,  31s  M  Boone 1851 

(Qran.)  Gilbart  Prise  Essay  on  Practical  Banking,  8vo,  rSs (7rooin&ru^s  ...1854 

- — View  of  Frankpledge  ;  or,  Annual  Court  of  the  People,  12mo,  8s Parker  ds  Son   1841 

•—iAbp.Jat,)  Life  and  Times  of,  by  Stephen,  8vo,  14s Rickerby    1838 

^  (J.J.)  British  Gaaetteer,  2t.  Sto,  56s Longman  1851 

"  {SJS.)  Handbook  of  Bni^ley,  Northamptonshire,  Sto,  8s    Simpkin 1851 

{Tho.)  Chaiigea  on  the  Rubric  and  Canons  of  the  Church,  n.e.,  8to,  5s— r.  3s  JM,d'J .Parker jZ^% 

•  (Wm,)  InTcstigatlon  of  Homoeopathy,  new  edit.,  Svo,  5s  6^*oom^ru2$re  ...1856 

Letter  to  Sir  Benjamin  C.  Brodie,  8vo,  2s  6<2 Turner 1861 

- — Obserrations  on  Injuries  of  the  Head,  Svo,  7s    Churchill  1841 

Tracts  on  Homceopathy,  Sto,  2s    Aylott    1854 

Shaipe  {Edm.)  DecoratiTe  Window  Tracery  in  England,  Sto,  10s  6d Van  Vooret   ...1849 

niostrations  of  Ecclesiastical  DecoratiTO  Windows,  8to,  21s Van  Voor$t   ...  1 849 

• Parallels  of  Eodesiastical  Architecture,  fol.,  13/  13s;  lar.  p.,  161 16s  Van  Voorst  ...1848 

■  SeTen  Periods  of  English  Architecture  Defined,  roy.  Sto^  10s   Bell  A  Daldy  185' 
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Sliarpe  (Jno.)  Diamond  Sngliah  Dictionuy,  48mo,  2<  6<2  Bcffwe    1S45 

(J.B.)  Office  and  Duties  of  Jiutioe  of  the  Peace,  12ino,  is   Shaw  A  So*  ...1S41 

->— -  (Lan.)  Nomendator  PoetiouB,  12mo,  6$  6d Jtivingt4m  XS36 

{R.S.)  Old  Friends  in  a  New  Dress,  Fables  in  Verse,  12mo,  2t  M   GratU  ^  (?.   ...1S49 

(5am.)  Alexandrian  Cbronolo^,  4to,  6« Maxon  1S57 

Chronology  and  Geography  of  Ancient  Egypt,  8vo,  8«    Moxon  1S46 

Critical  Nofes  on  the  New  Tcstiment,  12mo,  2«  6<i T,  llodgmm  ...1856 

Egyptian  Antiquities  in  the  British  Museum,  post  8vo,  5s J.  R.  Smith  ...1861 

__ Hieroglyphics:  their  Nature  and  Meaning,  8to,  10$  6d  Maxtm  1S61 

• Inscriptions  from  British  Museum,  &c,  folio,  5/ — red.to70t  Mox*m  1852 

Historic  Notes  on  the  Old  and  New  Testaments,  12mo,  each  2s  6<2  ...  Moxo%  1858 

History  of  Sgypt  till  a-d.  640,  4th  edit.,  2  v.  8to,  24s Monm  i860 

• under  the  Ptolemies,  4to,  8s  6d Moxon  1839 

-Romans,  8vo,  7s Moxon  1841 


— Vocabulary  of  Egyptian  Hieroglyphics,  4to,  12$  6d    Mozon  1836 

Sharpe,  Fossil  Shells  of  the  Chalk,  3  pta.,  plates,  4to Palaamtol.Soe.  1853 

Bharpe's  London  Magaxine,  16  T.r.Svo,  ea.  6s  6d,  Virtue,\6-si ;  N.S.,  20Y.,tt^  6$6d  A.  HaU  ...1853-4*. 

Sharpley  (CO.)  Coronation,  a  Poem,  roy.  8vo,  10s  6d  ;  ki^ge  paper,  21s Low    1838 

Sharswood  {0.)  Popular  Lectures  on  Commercial  Law,  for  Merchants,  12mo,  7«  PhifatMpkia ...  1 858 

Hha,w  {AUx.)  SirG.  Bell  on  Nervous  System,  8vo,  6«,  Lonyman,  1839  ;  roy.  8to,  Is  ...  Murrajf 1847 

-— ^—  {B.)  Memorials  of  Southern  Africa,  12mo,  4s  6<i— red.  to  2s  6d  MaaoH    1841 

(Cha$.)  Memoirs  of  the  War  in  Spain  and  Portugal,  2  ▼.  8vo,  28s Coibwm 1837 

* Views  of  Mansions  of  Cheshire,  2  v.  4to,  6^  6s Stmsim 1850 

(Z).)  Artilleryman's  Pocket  Companion,  12mo,  2s  Clown    1855 

(E.B,)  Medical  Remembrancer  on  Emergencies,  by  Hutchinson,  S2mo,  2s  6c{...  ChurehiU  i8$6 

(P.O.)  Bernard,  a  Drama  of  the  Year  1858,  12mo,  3s  6ci Bardwiete 1859 

—  (G.)  Law  of  Elections  and  Registration,  1859,  12mo,  5s  6d Wild^    1859 

Manual  of  Electro-Metallurgy,  8vo,  2s  6<^  1842;  2nd  edit.,  7s  6d Simpkin 1844 

— Photographic  Studies,  2  pts.,  folio,  each  16s  CundaU 1853 

(O.J.)  Experience,  a  Series  of  Tales,  18mo,  2s  6d Heame 1839 

Law  of  Bankers'  Cheques,  Letters  of  Credit,  &c.,  new  edit,  12mo,  6s...  Qroombridgt  ...1%^ 


•  {Ben, )  Alphabets,  Numerals,  and  Devices  of  Middle  Ages,  im p.  8vo,  42s  -  r.  31  s  6<2  B.  Bohm   1 8 57 

imp.  4to,  84s— red.  to  70s  B.  Bohn   1857 


Arms  of  the  Colleges  of  Oxford,  4to,  SI  8s— red.  to  94s  6<2 B.  Bokn    1861 

Decorative  Aits  of  tbe  liiddle  Ages,  imp.  8vo,  42s— red.  to  86s B.  Bokn   1851 

imp.4to,84s— r.70s;lp.,8/8s--r.6/6s  J7.  .fiSoAii    1857 

Dresses  and  Decorations  of  Middle  Ages,  2  v.  4to,  71 7s— rod.  51 16$  6d  B.  Bohn    18^8 

with  Gold  Illuminations,  18Z-r.  14n4s  B.  Bokn 1858 

Bncyclopsodia  of  Ornament,  4to,  30s— r.  25s;  lar.  pap.,  60s— r.  52s  6d  B.  Bokn   1857 

Handbook  of  Mediseval  Alphabets  and  Devices,  imp.  8vo,  36s— red.  15s  B.  Bokn    1857 

Letter  on  Eoclesiastical  Arehitecturo,  roy.  8vo,  8s Pidcering  1839 

Luton  Chapel,  imp.  fol.,  63s— red.  to  86s;  India,  525s— red.  to  68s    ...  B.  Bokn   1857 

Missal  Ornaments,  4to,  5/  5s— red.  to  84s;  folio,  lOZ  10s— red.  to  82  8s  JT.  Bokn    1857 

Specimens  of  Ancient  Furniture,  4to,  42s—  r.  3 1  s  6<< ;  cold. ,  84s— r. 52s  6d  B.  Bokn    1857 

■  imp.4to,82  8s— r.5/5s;oold.,10/10s— r.626s  B.  Bokn    1857 

Ornamental  Metal  Work,  4to,  42s— red.  to  21s...  B.  Bokn   1857 

Plate,  Furniture,  &c.,  roy.  4to,  68s— red.  81s  6d  B.  Bokn    1838 

-folio,  62  6s— red.  to6Ss...  B.  Bokn    1838 


-  Elisabethan  Architect., 4to,63s—r.31«6<2;l.p., 6/ 6s— r.68s  B.  Bokn   1857 

-  Tile  Pavements,  roy.  4to,  52s  6(i— red.  to  42s B.  Bokn    1858 


^(Jno.)  Gallop  to  the  Antipodes  and  through  India,  post  8vo,  10s  6<f  Bope 1858 

— —  —  Poor  Law  Officer's  Hand  Books,  12mo,  4s    Skaw  A  Son$.,.itS9 

—  Ramble  through  the  United  States,  Canada,  and  W.  Indies,  8vo,  10s  6d  Bope 1856 

Reports,  Justiciary,  Scotland,  1849-52,  roy.  8ro,  36s  6ij Benning 1853 

Tramp  to  the  Diggings  of  Australia,  1852,  post  8vo,  7#    BefMeg i8s» 

— ^— TravelB  and  Recollections  of  Travel,  post  8vo,  7s  6{i Sanndera^O.  1857 

— in  England:  a  Ramble  with  City  Missionaries,  poet  8vo,  6s T  Yapp 1861 

—  (Pairick)  Bell's  Principles  of  the  Law  of  Scotland,  8vo,  23s Suiena   i860 

Cases  decided,  Sootch  Courts,  1800  to  1841,  2  v.  imp.  8to,  62  13s Benning 1848 

1842-1852,  roy.  8vo,  45s  6(2  Benning 185a 

>  Law  of  Obligations  and  Contracts,  Scotland,  8to,  14s  Benning 1847 

(JUe.)  Dutiesof  Bailiib  in  the  New  County  Courts,  12mo,  8s Longman    1849 

(Rob.)  Exposition  of  Westminster  Confession  of  Faith,  12mo,  2$  (id Jokmtong 1847 

r'(R.N.)  Architectural  Studies,  Continental,  Pts.  1  to  10,  folio,  each  8s  6^   Dag d^  Son    ...1857 

(Sim.)  Tables  to  Facilitate  Chemical  Analysis,  8vo,  6$ Sherwood  1843 

(T.B.)  Outlines  of  English  Literature,  poet  8vo,  12s Murrag 1848 

«—  (Wm.)  Adventures  of  a  Gold  Seeker  in  California,  post  8vo,  9s    Bmiik^^der  1851 

—  Digest  of  Tenant  Right,  8vo,  6$  Ridgwag   1849 

■  Story  of  My  Mission  in  South-Eastem  Africa,  cr.  8vo,  6s Bamilton  i860 

(W.B.)  Sermons,  8vo,  7s  6<2  Bamilton  1857 

—  (W.B.)  Sermons  preached  at  Highgate,  12mo,  4s Ritington  1858 

Shaw's  Legal  Diary,  12mo,  itGd;  Magistrate's  Diary,  8vo,  4s  6c2    ShawASont    Ann, 

Union  Officer's  and  Boards  of  Health  Manual,  by  Glen,  12mo,  4s    Shaw  ^Son$    Ann, 

She  would  be  a  Governess,  a  Domestic  Tale,  fcap.  8vo  (Railway  Library),  Is  6d  RonUedge  i86i 

Shea   (J,£.)  History  of  the  Early  American  Jeeaits,8vo,  V.  1,  8,  4,  ea.  lOt ;  Y.  2, 6f  New  York 1858 
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Shea  (/.(?.}  DificoTeiy  and  Bzploration  of  the  MissiaBippi  Valley,  Sto,  12« Lew  185a 

Life  of  St.  Angela  Merici  of  Brescia,  of  the  Order  of  St.  Ursula,  1 6mo,  8«  New  Ywrk 1857 

Missions  among  Indian  Trihes  of  U.  S.,  1829-54,  cr.  8to,  I0$&d  New  York 1855 

Onondaga  Dictionary,  roy.  8vo,  18« New  York i860 

School  fliatoiy  of  the  United  SUtcs,  16mo,  3s   New  York 1855 

Sheahan  {J.  J.)  History  and  Topography  of  Bnckioghamshire,  ke,f  8to,  21< Longman 1861 

Shearman  {E.J,)  Essay  on  Properties  of  Animal  and  Y^etable  Life,  post  8to,  5«  td    Churchill  1845 

(J.A.)  Memorial  of  Revival  in  Flymoath  Chorch,  Brooklyn,  N.Y.,  18mo,  U  A,HaU 1859 

Shedd(Jr.(?.r.)Disconr8e8  and  Essays,  cr.  8vo,  6« BotUm^  U.S.  ,..i%s^ 

« —  Lectures  on  the  Philosophy  of  History,  cr.  8to,  5s  AndoverfU,S...i^SS 

Shee  {Sir  M.A.)  Life  of,  by  his  Son,  2  y.  8to,  21«,  Longman — ^red.  to  Is  M  H.  Bohn   i860 

{W)  Charitable  Bequests  Acts,  7  &  8  Vict.,  c  97,  8yo,  If  Dolman 1845 

History  and  Statistics  of  the  Irish  Church,  8to,  5« AyloU    185a 

Merchant  Shipping  Act,  1864,  roy.  8vo,  5s Benning -..1854 

Sheean  (T.Sl.0.)  Power  of  Grace,  a  Memoir  of,  8 vo,  2s  M ffoulston   1849 

Sheepfold  and  Common  ;  or,  Within  and  Without,  IlL,  2t.  p.  8to,  I7f,  *55  ;  r.  to  15s  Blackie 1861 

Sheehy  (W.J.A.)  Sunday  Evenings  at  Home,  12mo,  2s  Qd Dujfy 1855 

Sheikh  of  Alexandria  (Fireside  Library),  fcap.  8vo,  1« Bums 1844 

Sheil  (Z«ufjr)  Glimpses  of  Persian  Life  and  Manners,  post8yo,  12»   Murray 1856 

{R.L.)  Memoirs  of,  by  Toirens  McCnllagh,  2  t.  post  8vo,  24< Hwrstds  B.   ...1855 

Sketches,  Legal  and  Political,  edited  by  Savage,  2  v.  post  8vo,  21#    ...  Hurst  Jk  B,  ...1855 

Speeches,  with  Memoir,  by  T.  Macnevin,  2nd  edit.,  plost  8vo,  is   Simpkin i860 

Shekinah,  edit,  by  S.  B.  Brittan,  8  v.  8vo,  each  15« New  York.  .  1850-1 

Shekleton  {H,E.)  Fiti-Edwazd,  and  other  Tales,  post  8vo,  10«  6(i   Simpkin 1847 

SheUby  {J.K)  Notices  of  Modem  Samaritans,  4to,  2s  6d Low    1855 

Sheldon  {D,N.)  Sin  and  Redemption,  Sermons,  2nd  edit.,  12mo,  6s BosUm^  U.S.  ,  1856 

{F.)  Minstrelsy  of  the  English  Border,  sq.  8vo,  15<— -red.  to  7s  6(2 H.Bohn 1846 

Sheldrake  (TF.)  Guide  to  Aldershot  and  its  Neighbourhood,  12mo,  2s  and  2s  6d Kent i860 

Shelford  {Letm .)  Bankrupt  Law  Consolidation  Act,  with  Notes,  1 2mo,  20s    Maxwell    1 8  54 

Chancery  Practice  and  Orders,  1852,  12mOj  9s Sweet 185a 

• Commutation  of  Tithes  Acts,  12mo,  18s   Sweet 184a 

County  Court  Proceedings,  Probate,  and  Administration,  8yo,  2s  6d  MaxweU 1858 

General  Highway  Act,  5  ft  6  Wm.  IV.,  12mo,  7s  6<i  Sweet 1845 

Law  of  Bankruptcy  and  Insolvency,  3rd  edit.,  8yo,  40s Maxwell    i86a 

Copyhold  Enfranchisements,  &c.,  1853,  12mo,  14s MaxweU    1858 

• : Highways  in  England  and  Wales,  3rd  edit.,  12mo,  18s 'Sweet i86a 

— ' Joint  Stock  Companies,  poet  8vo,  15s  Butterworths... i%6% 

— ^_ Lunatics,  Idiots,  &c.,  8yo,  81s  6i » Sweet 1847 

■  Marriage  and  Divorce,  8vo,  80s Stevens  1841 

-"— Mortmain  and  Charitable  Uses  and  Trusts,  8yo,  Zls6d Sweet 1836 

Probate,  Le^icy,  and  Succession  Duties,  2nd  ed.,  12mo,  16s  Buttenporths  ...^26i 

-  Hallways,  with  Statutes,  &o.,  post  8yo,  30s    Buttertoorths  ...jS$% 

Wills,  7Wm.  IV.  and  1  Victoria,  post  8vo,  10s  6<i Sweet 1837 


Beal  Property  Statutes,  cr.  8yo,  25s,  1856  ;  7th  edit.,  8yo,  80s Stevens  i86a 

Statutes  for  Relief  of  Insolvent  Debtors,  1 856,  12mo,  12s Maxwell    1856 

Shell-Flower  Maker,  by  Author  of  Bread  of  Deceit,  18mo,  Is  Wertheim  1861 

Shelley  (Zocfy)  Thoughts  on  the  Doubts  of  the  Day,  8vo,  Is   Harristm 1861 

{Mrs.)  Falkner,  a  Novel,  8  v.  post  Svo,  31s  6rf Saunders  Jt  0,  1837 

Fortunes  of  Perkin  Warbeck,  new  edit.,  12mo,  2s RouHedge  1857 

' • Frankenstein,  a  Tale,  12mo,  5s— red.  to8«6<£,  Benlley,  '49;  ch.ed.,ls  T.  Hodgson  ...1856 

' liyis  of  Eminent  French  Authors,  2  v.  12mo,  12s— -red.  to  7s Longman  1851 

Lodore,  a  Novel,  8  v.  poetSvo,  31s  fid Bentley 1835 

Rambles  in  Qermany  and  Italy,  1840-8,  2  v.  post  8vo,  21s Moxon    1844 

{P.B.)  Beauties  of,  from  his  Poems,  18mo,  8s6d   Lwnley 1856 

— Essays,  Letters  from  Abroad,  jco.,  2  v.  12mo,  9s  Moxon   1851 

• Gems  from.  Illustrated,  fol.,  25s P.Jerrard 1859 

Genius  of,  SelecUons from  his  Poetry,  82mo,  2s BeU dtDaldy... i%^o 

Letters,  with  Essay  by  R.  Browning,  post  8vo,  7s  Moxon  185a 

life  of,  by  Hogg,  2  v.  poet  8vo,  21s Moron  1858 

' Medwin,  2  V.  post  8vo,  21s.. Newby    1847 

— Memorials,  edited  by  Lady  Shelley,  post  8 vo, 7s  6(2,' 59  ;  2nd  edit.,  5s  Moxon  i86a 

• Minor  Poems,  18mo,  3s  64 Moxon 1859 

— Papers,  edit,  with  Memoir,  by  Medwin,  postSvo,  8s6rf WhiUaker 1844 

Poems,  8  v.  12mo,  15s,  1857  ;  new  edit,  12mo,  7s  ;  24mo,  8s  6<i   ...  Moxon  1861 

• Essays,  and  Letters  from  Abroad,  med.  8vo,  15s, '47 — red.  12s  Moxon  1856 

Prometheus,  Illustrations  to,  by  Paton,  fol.,  12s    HoUoway  1844 

• ■ Relics  of,  edited  by  Gbtmett,  fcap.  8vo,  5s Moxon  186a 

and  his  Writings,  by  C.  liiddleton,  2  v.  poet  8vo,  21s  Neuiby    1858 

aiuj  Byron,  Recollections  of,  by  Trelawney,  postSvo,  9s   Moxon  1858 

Shells  and  their  Inmates,  16mo,  8s Rel.  TraetSoc,  1853 

Shebnerdine  (Wm,)  Chant  Book,  new  edit.,  fcap.  8vo,  Is A.  Hall 1861 

— — Chants  (180)  Ancient  and  Modem,  for  4  Voices,  sq.cr.Svo,  2s6d  A.  Hall 1861 

SheHon  (E.)  Dictionary  of  Svery-Day  Difficulties  in  Reading,  Writing,  &c,  or.  8yo,  5s  Ward  A  Lock .  i86a 

■ Historical  Finger  Post,  a  Handy  Book  of  Universal  History,  cr.Svo,  8s  6<2  Loekwood  1861 

—  (F,W.)  Chxyitalline;  or,  the  Heiress  of  Fall-Down  Castle,  a  Romance,  ISmo^  6s  New  York 1854 

4  V 
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8h«Iton(^.  If.)  Peeps  from  the  Belfry ;  or,  tiM  Fteuh  fflcetdi  Boek,  12ido,  et ^«w  YtHt  ^....1855 

Rector  of  St.  Burdolph's ;  or,  Sapenymnftted^  imp.  Sro,  fit L<m   itsi 

-. Balander  ftnd  tlie  DxiigoB ;  ft  BoBUUiee  of  the  HiulB  PriK^  NewTmh iS$i 

-  Up  the  BiTer,  with  mufentiona,  port  8to,  6t :....  NewYori 1153 


((?.)  Neglected  Things;  Wonliof  Wftming  on  Negleet  of  DalMe,18mo,  UM  Mdaom  185^ 

{J,E/)  TWbleo  for  awseTtaiiiing  Bnglieh  Frieee  of  French  Qoodo,  12mo,  2i  ed    BriMCM i8$i 

Shemftyft  (Ebea.)  The  Star  ;  a  Syetem  of  Aatrologj,  12mo,  7«  M   CormiA ^  1S39 

ShenBtone  (H'm.)  PoeUcal  Woriu,  Life  and  Not«s  hj  GUfiUfto,  8to,  U  6<f  NiAH    iSsS 

Qoldmith,  Johneon,  ami  Smollett,  Poems,  12mo,  6f RomOtdge 1S53 

8hepftrd(C.r.)TrBfttiseoiilfinerftlogy,  2  t.  post  Svo,  12i WiUjf 1*5* 

{B,C.)  PrftDdft ;  ft  Tale  of  the  Beroliitaoii  of  Faiaguajv  post  8vo^  U  td BmOef i^si 

Sbephcid  {EJ,)  Histoiy  of  the  Church  of  Borne  to  a.d.  884,  81MI,  \U Ltmgmam  iS$i 

.  (<?eo.)  Climate  of  Baidftiid,  its  Meteorological  Chancter,  er.  4to,  8i  6cf Umgmtm  lUi 

London  Sewerage,  and  its  Application  to  Agrisoltare,  8to,  2s   WUmm  1S57 

(H.J.)  LawrelatiTe  to  Bleetions,  12mo,  20s Bvttermarijk*..A%'fi 

Pedro  of  Oactale,  a  Poem,  12mo,  UM, Mmnrng 183* 

•— ^—  (Maria)  LeaTss  from  a  Journal  of  Prison  Visits,  12mo,  8t. Ward    1857 

(Mn^.)  BUen  Sepnoor,  12mo,  if  (ki,  WhiUaker,\^\  new  edit.,  12mo,  2t6<f  Sim^pkm i860 

BeaUty ;  or,  Life*s  Inner  Cifde,  12mo,  4t  6d  /.  P.  Sham   ...1852 


—  (JZoftf.)  Notes  on  the  Gospel  and  Bpistles  of  St.  John,  roj.8To,l& Mmrrap 1840 

Salvation  is  of  the  Jews,  Three  Bampton  Leetnns,  I2mo^  Is Simpkim 1848 

->(J2.^.)  Gathering  of  Fifty  Teaia,  Foems,  &&,  12mo,  fit  » Baickard 1843 

-  Memoir  ttf,  by  B.  Shepherd,  post  8to,  3i  6(f Ifubdt    i8$4 


-(IFm.)  Faaoiiy  and  Pluoehial  Sermons,  8to,  IO9  6d Potalo- 1838 

Horm  AportolicK  ;  Aete  and  Writini^  of  the  Apostiss,.  12mo^  6s  &f .  iomgmtam  1846 

Idfeof  KingDaTid,  lUutnted  by  his  Pmlms,  12mo,  5s Beli^Dald9...its^ 

-  POg^  Brsooiolini,  8to,  ISt,  Xoi^maii— red.  to  Ss B,Hok» 1837 


(W,A.)  Jonmsy  from  Bombay  to  Boshire  and  Bnssora,  post8Ta,  7s  M  Btniiqf 1857 

UniTtrsal  Guide  to  Photography,  12mo,  Is  i#araorpi^...i86o 


Shepherd  of  Bethlehem,  King  of  Israel,  by  A.  L.  0.  B.,  sm.er.8T0,  8i  dd  Nehom   1861 

GroTO  Hall,  a  Tale  of  1662,  fcap.  8to,  it  Stum 186* 

KlnR ;  or,  Jmqs  seen  in  the  life  of  DftTid,  12mo,  8t  «<f NiAet    1856 

Shepherd's  (The)  Bvening  Tkles :  Bthelwolf,  8to,  Ss  HaaHrngt    1841 

Shenpard  (Edg.)  A  FftUen  Faith :  a  Sketch  of  the  Society  of  Friends,  post  8to,  fit  ...  Pifer 1S59 

(Put,)  OonstitnUonal  T^xt-Book  of  the  United  States,  12mo,  6t    PkHade^kia,..i%i^ 

First  Book  of  the  Gonstitation  of  the  United  States,  er.  8to,  it Ntm  Y<trk 1861 

— Htfrs.(7.Tr.)  Sunshine  in  the  WorkhoQse,  12mo,  2i Niabti i860 

■  (-/m.)  Obserrations  on  Ptozimate  Cause  of  Insanity,  12mo,  8t  6d  .........  Xon^mmi  1843 

■  (/mo.)  Autumn  Dream  ;  Thoughts  in  Yerae,  18mo,  6s    Bail  1837 

— ^ Christian  Bnooursgement,  18mo,  8s ;  12bm,  6«;  3rd  edit.,  12mo,  it  JUi,  Tract  See.  i8$2 

Harp,12mo,6s  Jackwom^W.  1858 

■  Dreams  in  their  Mental  and  Moral  Aspects,  18mo,  2s  $d  Vodbon  ^  W.  1847 

■  Bssays  on  Beoognition  of  Christians  in  Life  to  Come,  12mo^  4s. Jaetmn  ^  W.  185a 

Prayeiv  for  Times  of  OocasioBal  Trial,  12mo,  6« Jademm^  W.  1853 

Pulpit  Outlines :  140  Sketches  of  Sermons,  12mo,  3s  6d  Wkittmher 1853 

>  Sacred  Jjjtt :  German,  French,  Italian,  and  Bnglish,  12mo,  fit  6d  ...  Jadcmm  4s  W,  1857 


Sermons  on  the  Seasons,  for  Toung  Persons^  18mo,  Is. JUL  TVaetSoe,  1854 

State  of  Beligi<m  in  Fiance,  12mo,  2t  <kf Ball  1837 

Thoughts  as  to  PriTute  Derotioa,  18mo,  8s;  12mo^  4s  (k< BeL  TVoetSM.  1844 

Trees:  their  Uses  and  Biography,  18mo,  8s Jaetmm  *  W.  1848 

•(/.(?.)  Christian  ObligatiMis  of  Citiienshin  12mo,  7s  6d  Jlimngitm 1847 

Fall  of  Borne,  and  Rise  of  the  New  Nationalitiea,  post  8to,  7s  6d .  BofmUedge  1861 

St  PftulatAthens,aPOem,  2ndedii.,  12mo,  ls6d  Piekerktg 1851 

-Theophrasti  Charaeteres,  Notes,  Psychological  Jt  Critical,  8yo,  10s  M  Lomgrnam  1852 

ami  Evans  (LewU)  Notes  on  Thucydides^  original  k  compiled,  8to,  8s  PoAer  ^  Sam  1857 


(J.ff.)  Practical  Treatise  on  Guano,  2nd  edit.,  8vo,  ls8<f  Simptim 1844 

-  (iftif)  Double  Coronet,  a  Noyel,  2  t.  post8TO,  21s Ntwbg   1856 

-  (The.)  Works,  with  Memoir,  8  t.  post  8vo,  I81  —    BotUm^U.S.  ...1855 

Meditations  and  Spiritual  Bxerciaes,  18mo,  Is  M  BamdUam  1847 

Pftrable  of  the  Ten  Virgins  opened,  by  Foots,  8^0,  8s  9d NeU&m  1853 

-  Sermons  on  Faith  and  Practice,  8to,  10s JfoHers 1845 


Sound  BeUerer  :  Treatise  on  Brangelical  CouTersioB,  ISsM,  2s  M...  If.  CoiUm. 1849 

(IT.)  Ptotestant's  Faith,  fcap.  8^0,  U6d MiiduU 1851 

Sheier  ((?eo.)  Clsrieal  Opuscula :  Sermons,  Ice.,  12mo,  6s  JBmm^Io*  1856 

(Jmo)  AdTentorea  of  a  Gold  Digger,  8to,  2s C8ari«^  Cs....i8$6 

Goldiinderof  Australia,  Syo,  8s  64,  iSs^—red.  to  Is  M Claris dfr  Or....  18 57 

(Maj.)  Broken  Font,  a  Story  of  the  (StU  War,  2  r.  post  8to,  21s  Laagmam  1834 

Imagery  of  Foreign  Tratel,  post  8to,  8s  M    Laa^mam  1838 

Sketches  in  India,  8to,  As Lamamam  184s 


Sheridan  (H.B,)  St:  Uwi«nce*s  WeU,  a  Legend  of  the  Isle  of  Wight,  sm.  4tQ,  4s  ...  Maddm 1845 

(AB.)  and  his  Times,  by  an  Octogenarian,  2  ▼.  post  Sra,  21s    . J7cps 1859 

Dtaamtio  Woriks,  by  Hunt,  roy.  8to,  4s6cf  Jfemi   1848 

andLifs,  12mo,  8s  6d  • B.Bokm. 1847 

Speeches (Moden  Orator),  loy.  Swtt,  U6d    ^ _  .iflott 1845 


witltUls^  8T.8n^  42s-iid.  tQ  18i; ^•.....  JlJB^ftii..^ 184^ 
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Sheridui  (2%o.)  Pnmoiiiudiig Dietioiiftrj,  by  JonMUid  Birkin,  new  ed.,  16mo,  8«  M  Modt^  i860 

Sheriff  (Z^n.)  Book-Keeping  bj  Pooble  BiUry  Simplified,  new  edit.,  port  Sro,  U    ...  Simpkin 1855 

8lierioek(^.ig.)  Chnwk  fialechiem  Paraphraeed,  ISmo,  Is J,H,deJ.Pttrheri%^i 

Practical  Christian,  with  Life,  by  T.  Wikon,  I81110,  4«    J.H^J.Parkeriii^ 

Princ^lea  of  Holy  Catholic  Beligion,  18mo,  8«  M J.H.deJ.Pi»rheri%^i 

(Bp.T.)  Uae  and  Intent  of  Ph>phecy,  poet  8to,  21«     Simpkin 1848 

(IT.)  Diwoonea  on  Public  Worship,  edited  by  Melvill,  12nio,  8i Bams 1840 

the  Lord*8  Supper,  new  edit.,  12mo,  It Hivi  g  on  1859 


Sherman  (/oc.)  Funeral  Serrices  occasioned  by  the  Death  of,  12mo,  1« Wara  <k  Lock  i86a 

^-^  Auide  to  an  Acquaintance  with  God,  new  edit,  18mo,  It ReL Tract Soc.iZ^s 

Memoir  o^  by  H.  Allon,  cr.  8^0,  7«  6<<  Ni^bet i860 

{Mn,)  Memoir  ef,  by  her  Husband,  p.  8vo,  7*  6(i,  '47  ;  7  e.,  fp.  8to,  8«  M   Bennett i860 

Shcrzmtt  {B,)  Treatise  on  Origin,  Nature  and  ftoperties  of  U^it  12mo,  2t Simpkin 1859 

Sherrnn  (if fsf)  Art  of  Tbxaer,  squnre,  Is  Hamilton  1849 

Sherring  (if.il.)  Indian  Ghoreh  during  the  Great  Rebellion,  12mo^  fit Nisba    1858 

SheiTingham(H^.X.}  Sailing  IMiections  for  the  Coast  ol  Wales,  Bto,  2f Potter    ....1843 

ShArweil  {W.8.)  Mode  of  Preparing  Indian  Opium,  imp.  4to,  81s  6d   Madden 1851 

Sherwin  (ifra.  A)  Root  of  the  History  of  England,  12mo,  2f ^aw   1848 

Sherwood  (£r.£r.)MotiTe  Power  of  Organic  Life,  8yo,  12s New  York 1848 

{ff.M,)  Outward  Baptism  not  the  Christian  Corenant,  12mo,  8f  6d  Hatehaird  1857 

(ifrs.)  Biography  Illustrated,  16mo,  2t  6<i Darton  1838 

Boys  Will  Be  Boys ;  or,  a  School  Boy's  life,  12mo,  8i  6<f Simpkin i860 

Brotherly  Love,  16mo,  2s  dd ,.  DarUm  1851 

Caroline  Mordannt ;  or,  the  GoTomess,  12mo,  8s  <U DatrUm  1835 

■  Contributions  for  Youth,  12mo,  4«  6d DaHon  1836 

De  Cliflbrds,  12mo,  8s  6(2— zed.  to  is  6d,  Da/rifm^  1847  ;  12mo,  2s  0.  H.  Clarke„.i%s^ 

— i— .— ^—  Emancipation,  ISmo,  Is  6<f  ^ffoultton   1837 

— i^-  Brmina  in  the  Bsst  Indies,  ISmo,  Is  6d HouUton    1839 

Pairy  Knoll,  a  Tale,  ISmo^  2s  6ii— red.  to  Is iT.  IT.  iieiws  ...1850 

Family  Tklea,  ISmo,  2s  6(f J)a$ion  1850 

Flowers  of  the  Forest;  or.  Poetry  for  Youth,  18nKH  Is  6(f,'45  ;t,U  ReL  T^nMetScc,  1861 

_.  Former  and  Latter  Bain,  18mo,  2s  Longman  1840 

Forteacue  Family,  12mo,  3s  «d Moulaton   185a 

Gariand:  Collection  of  Moral  Tales,  12mo,  6s   Moml$ton   1835 

Gift  of  Friendship,  16mo,  4s  6<i— red.  to  8s  6d DarUm  1841 

Gipqr  Babes,  ISmo,  Is  JfouUton   1853 

Golden  GarUnd  of  Inestimable  Delights,  12mo,  6s Hateha/rd  1848 

— Hedge  of  Thorns,  18mo,  Is  Batehard  1840 

Histoire  d'Bmilie  Nugent,  18mo,  Is  6d    Bouldon    1850 

dn  Petit  Henri,  18mo^  2s  6d  ffouUton   1845 


QM*ocy  of  Henry  Milner,  8  ▼.  12mOkea.6s,  1837  ;  new  ed..  It., 6s  Matckard  1861 

John  Martin,  Sequel  to  Milner,  12mo,  7s  M Batehard 1844 

Little  Henry  and  his  Bearer  Boo^r*  18mo^  Is  M;  111. ,  2s  6<f  BouUton   1 859 

-  Sequel  to,  18mo,  2s  6<f  ^ToM^aeofi    1841 


Lucy  and  her  Dhaye,  18mo,  2s  6(f^red.  to  Is  ...  BotUtUm    1861 

-Lucy  Clare,  18mo,  Is  BouUton    1861 


-Susan  Gray,  18mo,  Is,  BoulUon,  1857  ;  82mo,  Is  AUman 1859 

-the  Fairchild  FamUy,  8  T.  12mo,  each  6s  Balekard  ...1845-7 


Holiday  Koepsake,  16mo^  8s6<f Ikurion  1846 

Home  Stories  for  the  Young,  16mQ,  2s  6ii Darion  1852 

Indian  Orphans,  12mo,  6s,  Zon^man,  1840 — red.  to  8s    Simpkin 1849 

Pilgrim,  12mo,8s6<f BouUton    ......1846 


—  Infant  Pilgrim's  Progreas,  12mo,  8s  6<l   BouktUm    1856 

—  Jamie  Gordon;  or,  the  Orphan,  l2mo,  Z$6d <^er/ey 1851 

—  Joys  and  Sorrows  of  Childhood,  18mo,  2s    Darion  1844 

—  JulietU  Bi  Lavenn,  18mo,  2t BateKard  1841 

—  Jurenile  Forget-Me-Not,  16mo,  8s  6ci  Darion  1851 

—  Lady  of  the  Manor,  Tales,  new  edit,,  6  y.  12mo»  each  8s  64 BouUton    i860 

—  Latter  Dv>,  12mo,  4s  6d SeeUy 1839 

—  life  of,  by  her  Daughter,  Sophia  Kelly,  new  edit,  8to,  10s  64 Dartcn  1857 

—  Little  GirPs  Keepeake,  18mo,  2s  DarUm  1839 

Lady,  S2mo,  Is   Dartan  1861 

—  Momi^re,  12mo^  8s— red.  to  2s Batehard i860 


»—^- Woodman  and  Orphan  Boy,  18mo,  Is  BomUUm i860 

Maid  of  Judah,  18mo,  2s DarUm  1851 

Mirror  of  Maidens  in  Baya  of  Queen  Beai,  12mo^  6s Bat^ard  1850 

Monk  of  Cimies,  12mo,  7s  64,  1839;  new  edit,  2s  Simpkin 1855 

Must  I  Lean  !  and  other  Talesi  82mo^  Is  Dart&n  1861 

My  New  Story  Bo(^  Ulustnted,  roy.  10knOk2s64 Jkurim  ig6i 

Nun,  aNamtiTe,  new  edit,  foap.,  2s and  2s  64   Simpkin i860 

Pknon's  Case  of  Jewda,  ISmo^  2s    Bonlaton    1849 

Popular  Tales,  fe^k.  8to,  8s Simpkin 1861 

Robert  and  Frederick,  a  Boar's  Book,12mo,  7s,  1841— red.  to  8t  64  if .  Bohn    1855 

Sabbaths  on  the  Continent,  18mo,  Is  64 Ward 1836 

Scenes  from  Real  Idla^  2  aeries,  16mo^  each  Is  64 Darton  1838-9 
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Sherwood  (Mn.)  Scriptare  Frintt,  with  Explanations,  12mo,  6f    SeeUff iM 

Sea-side  Storio^  16ino,  2s IktrUm  iS^i 

-»— ^— —  Sefgeant  Dale  and  Orphan  Mary,  18mo,  1» HouUbom' iS5« 

Shanty  the  Blacksmith,  18mo,  2$ JktrUm  1*44 

Social  Tales  for  the  Yonng,  12mo,  8f6ii  DarUm  i^i 

■ Stories  Explanatory  of  the  Church  Catechism,  1 2mo,  5ff — red.  to  8«  6d  EouLton    i S5  3 

Story  Book  of  Wonders,  roy.  S2mo,  1$  6d  Ndson.    1I49 

Theophilus  and  Sophia,  ISmo,  Is  6<i-Hnd.  to  Is HimUton    1S4S 

— Tom  the  Sailor,  32mo,  Is  JktrUm  iWi 

■■  TractA,  4  V.  18mo,  6s BouUUm    1859 

Two  Knights;  or,  Delaney Castle,  ISmo,  2tM DarUm  iS5» 

Visit  to  Sherwood  Forest,  Newstcad,  fcc,  8to,  2s  6ti,  1850  ;  Is  ...  Longman   1S60 

(TM.)  On  Conducting  Private  Bills  through  House  of  Commons,  8to,10s6c{  BvtterwotUu  ...\%i% 

'{W.)  Self-Culture  in  Reading,  Speaking,  &c.,  12mo,  6s New  York i8s5 


Sherwood's  Complete  and  Concise  Account  of  the  House  of  Lords,  32mo^  3s    Shennood  1^4^ 

Shew  {Joel)  Diseases  and  Management  of  Children,  post  8vo,  5s    New  Ycrk 1S52 

Hydropathic  Family  Physician,  8vo,  12s   New  York 1854 

«— Hydropathy;  or,  the  Water  Cure,  12mo,  5s H't7«y 1844 

Midwifery  and  Diseases  of  Women,  post  8to,  6s NewYvrk i!in 

8hiekhardus(^.)  Tales  of  the  Forest,  8vo,  7s  6<i Madden i«53 

Shield  {Mary)  Stepping  Stone  to  Animal  and  Vegetable  Physiology,  ISmo,  Is  Longman  1854 

{M.J.)  Holme  Park  ;  or,  the  BeTersesof  Fortune,  12mo,  4s WhiUaker 1839 

(JZtc.)  Practical  Hints  respecting  Moths  and  Butterflies,  12mo,  3s    Van  Vovntt    ...18:6 

Shields  {P.  W,)  Strains  on  Structures  of  Iron  Works,  roy.  8vo,  6s WeeUt 1861 

{R.j\  KnighU  of  the  Red  Cross,  Seven  Allegorical  Stories,  fcap.  8vo,  2s  ...  Hogg 1S61 

Shier  {Jno.)  Directions  for  Testing  Cane  Juice,  post  8to,  3s   Grijin    1851 

BhiUeto  (TT.)  Tabular  Short  Hand,  8vo,  6s    Simpkin 1846 

Shilling  kitchener  ;  or,  Oracle  of  Cookery  for  the  Million,  fcap.  8to,  \t  HovUtton    i860 

Readable  Novels. — Standard  Library. — ^Volume  library.     See  Appendix. 

Shillinglaw  (/./.)  Narrativ»of  Arctic  Discovery,  new  edit.,  post  Sto,  10s  6<2 Shoberl  1851 

ShillingVworth  of  Nonsense,  by  Editors  of  Punch,  new  edit.,  12mo,  Is   Ward  ^  Lotk  .185$ 

Practical  Receipts,  12mo,  Is  HonUUm    1856 

Reading  for  the  Rail,  the  Road,  &c,  8vo,  Is Kent  1857 

" Sense,  82mo,  Is Bogue lU* 

Shimeall  (R.C.)  Our  Bible  Chronology  Harmonised  with  Profane  Writers,  imp.Svo,  12s  New  York 1859 

Shimmin  {Hugh)  Liverpool  Sketches,  chiefly  from  the  Porcupine,  fcap.  8vo,  2s Twe&iie i]^6s 

Shining  after  Rain  ;  or,  the  Sister*s  Vow,  a  Tale,  2  v.  post  8vo,  21s Sannden  A  O.  1857 

Ship  (The),  square,  6s— red.  to  8s  6d   Grant  ds  Q 1853 

Shipley  {Oon.)  Sketches  in  Holy  Land  and  Syria,  photographed,  foL,  ^.  1  to  6,  ea.6s  Madcr* i^^o 

— ^-~ Views  in  the  Islands  of  the  South  Pacific,  roy.  4to,  62«  6d McLean 1851 

■  (Orfty)  Daily  Meditations  from  Ancient  Sources,  Advent  to  Sept.,  18mo,  2s...  Matters i86( 

Easter  to  Trinity,  18mo,  Is  6d   Matter* 1S61 

• Septuagesima  to  Easter,  18mo,  Is  6d Master* 1862 

■ Sacrifice,  a  Manual  of  Spiritual  Communion,  18mo,  2s  6ii  Mazier* 1861 

Encharistic  Litanies  from  Ancient  Sources,  18mo,  2s  6(2 Mattert i860 

Purgatory  of  Prisoners,  8vo,  SsQd   Master* 1857 

{Wtn.)  Art  of  Fly-fishing,  TroUing,  &c,  by  Fitsgibbon,  12mo,  10s  dd Simpkin 1838 

Shipman  (i^idk.)  Attorney's  Pocket  Book,  by  Cameron,  12mo,  12s LunUeg 1849 

Estates*  Agent,  and  Landlord  and  Tenant  Law,  cr.  8vo,  Is  6<i    Hamilton  1861 

— ^— Law  of  Liuidlord  and  Tenant,  12mo,  17s Sweei 1843 

Shipmaster's  Quids,  neVedit.,  fcap.  8vo,  2s  dd Bradbury 1853 

to  the  Baltic,  18mo,  Is  6rf    Orr 1845 

Shipp  (/mo.)  Memoirs  of  his  Military  Career,  4th  edit.,  12mo,  6s Tegg 1841 

(T.B.)  Sunday-School  Addresses,  2  series,  18mo,  each  2s WejUk^im  ...i858>9 

Shipton  {Anna)  Cottage  on  the  Rock,  an  Allegory,  18mo,  Is;  cL,  2s    Yapp 1862 

Precious  Gkms  for  the  Saviour's  Diadem,  18mo^  2s  6c{ Y^PP 1862 

Whispers  in  the  Palms  :  Hymns  and  Meditations,  n.  e.,  ISmo,  3s  6d  Hamilton  1858 

Shipwreck  of  the  Dryade,  in  Letters  to  a  Sister,  82mo,  2s Halekard 1842 

Shipwrecks  and  Adventures  at  Sea,  fcap.  8vo,  8s Sac,  P.  C.K,... it(>o 

Collisions  at  Sea,  8vo,  8s  6rf OUivier 1850 

■  Disasters  at  Sea,  new  edit.,  12mo,  6s— red.  to  3s H.Bokn 1846 

Tales  of  the  Sea,  18mo,  Is     Chambers i860 

Shirley  (Art.)  Remarks  on  the  Transport  of  Cavalry  and  Artillery,  12mo,  2s  Parker  S  Son  .1854 

■  {E.P,)  Historical  Memoirs  of  the  Lives  of  the  Shiriey  Brothers,  4to  Rojrburghe  CL  1848 

Noble  and  (Gentlemen  of  England,  their  Arms,  &c. ,  4to,  26s ;  2  ed. ,  20s  Nichols 1 860 

. Original  Letters,  fcc.,  on  History  of  Church  in  Ireland,  12mo,  10s  6d  Bivinglon  1851 

^ Shirleiana  Stemmata;  or,  AnnaLsof  the  Shirleysof  Batington,  4to,  68s  /.  R.  Smitk  ...1841 

I  Some  Account  of  the  Territory  of  Famey,  in  Ulster,  4to,  21s Pidtering 1846 

— —  {^W,)  Letters  and  Memoir,  edited  by  Archdeacon  Hill,  8vo,  14s  Hatduurd i8$o 

to  Young  People,  12mo,  8s  61I  ffatehard 1850 

-^— Sermons,  12mo,  6s  Hatehard 1850 

at  Bampton  Lecture,  1847,  8vo,  6s Hatehard  .:.... 1847  . 


Shirra  (iZoft.)  Remains,  with  Memoir  by  Johnston,  12mo,  3s   Theobald    1850 

Shirreff  {EmUy)  Intellectual  Education  of  Women,  p.  8vo,  10s  6<2,  '58  ;  new  edit.,  6s  Smith  it  Elder  1862 
-  Why  ShouW  We  Leani !  Leotorea  to  Schools,  12mo^  2f PaHBer^Son  .1859 
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ShiiTe£f  (Pal.)  Tout  thrtnigli  North  America,  Syo,  12«    Simphin 1835 

(TFi».)Iiectaras  on  Baptism,  12mo,  2<6d    Bouitton  1845 

Shittler  (Hob.)  Disconifles  on  National  BQligion,  12mo,  4$  6d    '  Battler  1838 

Domestic  Commentary  on  the  Old  and  New  Testament,  2  t.  4to,  80<   /.  F,  Shaw    ...1855 

Sanctification  of  the  Blect  People  of  God,  12mo,  2»Qd Seeley 1845 

i Sennona  :  Preparation  for  the  House  of  Prayer,  1 2mo,  5< Wkittaker 1 845 

'■ Soldier's  Crown  ;  Power  of  Grace  in  Conversion,  12mo,  2m  Steley 1845 

Shoberl  {Prt.)  Forester  of  Altenhain,  from  the  German,  post  8yo,  7<  ^d  Saundert  Jk  0,  1852 

. Nataral  History  of  Birds,  16mo,  4s Grant  deO 1837 

.-  Quadruptsds,  16mo,  4*  6<i  Grant  ikO 1838 

Peraecntions  of  Popery,  new  edit.,  2  v.  8vo,  21s Bentley  1850 

Prince  Albert  and  the  Hoose  of  Saxony,  post  8vo,  5<  6<i    Cofbtim 1840 

Pnblic  Buildings  of  London  and  Westminster,  16mo,  Zt  6d   Grant  d:  0 1838 

Summer's  Dsy  at  Greenwich,  new  edit.,  12mo,  It  Qd Colburn 184s 


(J.)  Bxcursions  in  Normandy,  2  ▼.  post  8to,  21s,  Colbum — red.  to  10s  6d  U,  Bohn    1841 

Shoebotham  (D.K.)  Lamentations  in  Ramah  Hushed,  18mo,  2s Jacksonde  W.  1843 

Shoepack  Recollections,  a  Wayside  Glance  at  American  Life,  12mo^  ds New  York 1855 

Shoo-Eing  :  Historical  Chinese  Classic,  transl.  by  Medhurst,  8yo,  14s StKno 1848 

Shoolbred  {A.E.)  Poems,  12mo,  6s Nhbet    1850 

(M,)  Ancient  Hbtory,  remodelled  from  B«Ilin,  S  v.  12mo,  16« Groombridgt  ...1843. 

Shooter  (Jot. )  Kafirs  of  Natal  and  the  Zulu  Country,  Illustrated,  Svo,  21«   Stanford    1857 

Shooter's  Eland  Book  ;  Treatise  on  Shooting,  post  8to,  6s  Simpkin 1842 

Shopkeeper*a  Guide,  8to,  2s  64,  1853  ;  new  edit.,  er.  Sto,  Is  6d ffouUton    i860 

Shore  (-4. X.)  War  Lyrics,  12mo,  Is  6d Saunders  d;  0,  iSsS 

(i'./.)  Notes  on  Indian  Affairs,  2  r.  8to,  28s Parker  ds  Son   1837 

(T^.J^Churchman  and  Freethinker :  a  Friendly  Address  to  Orthodox,  8vo,  2s  6d  WiUiama  dt  N,  1 862 

Shoreham  {Wm^de)  B«ligiou8  Poems  of,  edited  by  T.  Wright,  post  8to Percy  Soe n.  d. 

Short  (A,)  Sermons  at  Bampton  Lecture  for  1846,  Sro,  IsM  J.H.d:J.Parkert^6 

on  Character  of  the  Christian  Scheme,  12mo,  SaQd J.H,d:J.Parksri%'^% 

—  (C.TF.)   Ghiide  for  Non-Commissioned  Officers  on  Outpost  Duty,  12mo,  2s  6<i Parker  dt  Son  1854 

—  (7%os.)    Executor's  Account-Book,  2nd  edit.,  4to,  6s Longman  1840 

—{Bp,  t!)   History  of  the  Church  of  England  to  1688,  post  Svo,  10s  6d     Parker  de  Son   1854 

Lectures  and  Questions  on  St.  Luke's  6K>8pel,  12mo,  8s  6(1 Parker  de  Son    1837 

-  Letters  to  an  Aged  Mother,  12mo,  8s  6(2 Seelty 1856 

On  Management  of  a  Parish  Sunday  School,  12mo,  Is     Parker  d:  Son   1847 

~  Farochialia:  Papers  for  St.  George's,  Bloomsbury,  12mo,  4s Parker  ds  Son  1842 

What  is  Christianity  ?  12mo,  ls6(2  Parker  dt  Son    1848 

— (WiU.)  Sermons  for  Family  Reading,  8vo,  10s  6d- Low    1849 

Short  Account  of  Prince  Edward's  Island,  12mo,  Is  6(2   Madden    1839 

the  Lives  and  Sufferings  of  Several  Godly  Persons,  12mo,  Is Soc.  P,  C,K...\Z^% 

and  Easy  Catechisms  for  the  Use  of  Young  Persons,  18mo,  Is   Toovey   1843 

Familiar  Answers  to  Objections  against  Religion,  32mo,  It  6d  T. Richardton   1854 

■  Simple  Pn^era,  with  Hjmns,  for  Children,  5th  edit.,  IVmo,  \t6d Gi'iffith  d:  P,  ...iZ6i 

Anthema,  or  Introits  for  the  Year,  4to,  6s Burnt .....1847 

— —  Biography  of  Her  Majesty  and  Her  Royal  Consort,  square,  3s  6d    Grant  <fr  G.\....t^$o 

Comments  on  Every  Chapter  of  the  Bible,  8vo,  10s  Bel.  TVact  iSoc.1838 

the  New  Testament,  8vo,  Zt  6d Rel.  Tract  Soc.  i$j^^ 

Conclnsiona  from  the  Light  of  Nature,  12mo,  3s  6(2  Birington  1849 

Essays  on  Short  Texts,  by  a  Layman,  fcap.  8vo,  2s    Wertfteim  i860 

-^ —  Explanation  of  the  Epistles  and  Gospels  of  the  Christian  Year,  32mo,  2«  6(2...  Btllde Daldy...i%$% 

Exposition  of  the  Order  of  Burial  of  the  Dead,  12mo,  2s  6(2   Seeley 1836 

• — •  Family  Prayers  for  a  Month,  12mo,  3s Bivington  1838 

Forms  of  Prayer  for  Family  or  Private  Devotion,  12u»o,  Is  J.H.'d'J ParkeriZ^i 

• Hand,  Easy  Introduction  to,  12mo,  1* H'asA6oum«  ...1840 

- —  Hints  on  Short-Hand,  by  a  Times^ Reporter,  18mo,  Is   ffouUUm  i860 

History  of  Ireland,  8vo,  2s  Souter    1843 

Lectures  on  Scripture  Doctrines,  18mo,  2s  Hatelden  1844 

Manual  of  Prayers  for  Communicants,  18mo,  Is J.H. dt  J.  Parker  1%^^ 

• Meditations  and  Prayers  for  the  Sick  and  Afflicted,  18mo,  2s    ..'. Longman  1844 

on  Elisha,  18mo,  Is  6(2 Nubet    1848 

— thePfcalms,  12mo,  3s  6(2 Seeley 1843 

• in  their  Prophetic  Character,  new  ed. ,  12mo,  2s  6(2  NithH    1 846 

•  Memorials  of  the  Lord's  Goodness,  18mo,  2*6(2 /.  F.  Shaw  ...1855 

Notices  of  Holy  Men  of  Old,  18mp,  8s    MozUy  1849 

— -  Poems  and  Prayers  for  Children,  18mo,  Is Dartcn  1854 

— -  Prayers,  adapted  for  Pnblic  Schools,  18mo,  Is  6(2  Hatchard 1851 

— for  the  Morning  and  Evening,  2  V.  12mo,  each  5s  Simpkin 1846 

~- — on  eveFy  Chapter  of  the  New  Testament,  12mo,  3s ^roofn6ri(2^  ...1854 

*" —  ReasQfns  for  Belief  in  the  Divinity  of  Christ,  18mo,  2s  6(2    Cleaver  1843 

Bead  to  Right  Spelling,  with  Exercises  in  Dictation,  18mo,  Is Longman  1862 

- — Sermons  and  Hymns  for  Children,  18mo,  2s  Hamilton  1838 

.  ' for  Little  Children,  byan  Elder  Sistor,  16mo,  8s Wathboumt  ...1839 

(Ninety)  for  Family  Reading,  2  v.  12mo,  3s J.H.ikJ,Parker\%^^ 

Stories  and  Poems  for  Children,  16mo,  8s   Bwmt    1846 

~  '    Short  Words,  for  Little  Children,  12mo,  Is  Dean 1861 
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Short  Stories  founded  on  Baropeaa  HuAoiy,  16mo,  ▼!>.:— 8oe.P,C.K,  *53-6i 

BagUnd,  8  t.,  ea.  Ij6d ;  1  ▼.,  4<.  Pranoe,  2t.  Italy,  2b.  Spain,  2i.  Sweden,  St.  -Svitaeriaad,  Ss. 

in  Short  Woida,  for  little  Children,  l2mo,  1j Dean lUi 

Tales,  and  Gift  to  Tonng  Friends,  16mo,  2*  6d Dean 1S43 

-  by  Dame  TmeloTO,  new  edit.,  square,  8f  6ci GmntAO.  ...1S43 


Whist,  by  Major  A ^  new  edit.,  12mo,  3i Lwgwum  iSts 

-Watson,  and  Long  Whist,  by  Bumey,  6th  edit.,  18mo,  2t  dd Booue 1S53 


Shorter  (Tkot,)  Book  of  Bnglish  Poetiy  forthe  Sohool,  ftc,  new  edit.,  fcap.  8to,  3i  ...  Aliman 1^62 

F)rose,  from  recent  Antho^^  12mo,  8«  6d     Aliman 1S61 

Shorter  Catechism  ;  Italian,  Portagneee,  Qerm.,  Dutch,  Heb.,  Greek,  &c.,  12mo,  lOt  Longwtam  iSs] 

"  Syriae,  12mo,  2f    Lomyman  1S53 

ShorthoQse  {J.P.)  Theology  in  Verse  :  Sacred  Poems  and  Lays,  12mo,  3<  Hd    AyUtt    i8$d 

Shortland  (£dw.)  Southern  DistricU  of  New  Ssaland,  postSvo,  lOf  6d Longman  iKsi 

• _  Traditions  and  Superstitions  of  New  Zealanden,  n.  e.,  p.  8vo,  7s  6d  Longman  1857 

Shortrede  (RoU,)  Logsrithmio  Tables  to  Seren  Pboes  of  DednuUs,  loy.  8to,  30« LomffwuM  iS'sa 

1  to  120,000,  new  edit.,  roy.  Swo,  12f Longman  1853 

8hortt(Tr.r.)  Bnayon  AntiqnitiMinBzeter,  8to,  6t A'iekoU i&|i 

Druidical  Remains  in  Devon,  8vo,  it  6d NiekoU 1841 

Shot  Gun  and  the  Sporting  Rifle,  and  the  Dogs  used,  by  Stonehenge,2  e.,cr.8To,10e€4  RomUgdgt i86s 

Shots  and  Shadows,  a  Satirical  POem,  by  Protena,  12ino,  8«  Hardwidx 1859 

Showell's  Tradesman's  Calculator,  by  Books,  16mo,  1<  6d  Tegg  1S58 

Shrapnell  (Cape.)  Strsdametrical  Surrey  of  London,  12mo,  8«  6<i <^99 i^S* 

Shrewsbury  (iSarO  Letters  to  Ambroae  L.  Phillipps,  8to,  7«  6<i Dvim«n.,. it^i 

{J.B.)  Life  and  Character  of,  by  his  Father,  new  edit.,  18mo,  8«— red.2s  Afaaon   1S53 

'{Wm,)  Infant  Baptism,  Scriptural,  12mo,  Sf,  WhiUaket^—nd.  to  Is  6d...  Aiamm   1841 


Shrimpton  (^«i€<tti)  Strsy  Thoughts  *Midst  Buey  Scenes,  12mo,  2t  6d Dean 1862 

Shrines  of  the  Holy  Land  contested  by  the  Russian  and  Uie  Turk,  12mo,  8s Longman  1854 

Shropshire  l)ialect.  Poems  of  John  Audelay,  in  the  16th  Cent.,  ij  Halliwell,  poet  8vo  Percg  Soe, a.  d. 

Shrubbery;  Aphorisms  on  Sacred  Subjects,  82mo,  9$6d DarUm  1835 

Shuckaid  {W,B,)  Blements  of  British  Bntomology,  Sto,  St    BailUtrt 1839 

^_ Bssay  on  Indigenous  Fossorisl  Hymen<^ytera,  8to,  lis  BaiUiirt 1837 

Bhuckford  (Sam.)  Sacred  and  Profine  History,  2  t.  8to,  18s— red.  to  10s  J.lf.^,PtuiBerifii 

by  Wheeler,  new  edit.,  2  ▼.  8vo,  14«     Tegg  1858 

Shunk  (W.P.)  Tieatise  on  Bailway  Cunres  and  Location,  12mo,  6i  M PkUadeipkia...i%ss 

Shnrtleff  (iV.^.)  Records  of  Company  of  Massaehiiaetts  Bay,  6  r.  4to,  10^  10s JBosCon,  U.S.i%s^-^ 

Shutte  (A19./V.)  Better  Dv>i  2  ▼.  post  8to,  21s Sannden^O,  1861 

Commentary  on  the  Bpistle  to  the  Philippians,  8to,  78  6d     J.If.  AeJ.PaHeen  86 1 

■  Memoir  of  H.  Newland,  12mo,  Bt Aiaaten 1861 

Shuttleworth  (SirJ.K.)  Four  Periods  of  Public  Bducation,  *32,  *39,  *46,  '62,  Sro,  14«  Longman  1861 

Letter  to  Bari  GranriUe  on  Revised  Code  of  Bdacation,  8to,1s  JSmitA  4:  Elder  1861 

Remarks  on  Public  Bdncation,  8to,  12«    /jongman  1853 

— ^^ The  School  in  its  Relation  to  Church  and  State,  ftc.,8TO,2s  6d  Mnrrag 1S47 

— -^^ (if.  £r.)  Remarks  on  lAndsoape  Painting,  poet  8to,  2t  M    Hangkton  1846 

■  {P.)  Consistency  of  ReTelation,  &c,  12mo,  5« Bivimgton 1831 

— ^— Not  Tradition,  but  Rerelation,  8rd  edit.,  12mo,  4« Rivirngton  1839 

_— _ _^.^  Sermons  on  Justification  by  Faith,  12mo,  8s    Bimngion  1840 

-Leading  Principles  of  Christianity,  2  r.  8to,  24«  Birmgton  1841 


— — ^-^-- Translation  of  the  Apostolical  BpLstles,  6th  edit.,  8vo,  9t ...  Rivirngton  1854 

Shuttleworths  of  Gawthorpe  Hall,  House  and  Farm  Accounts,  4  parts,  4to  ('heikamJBoe.*s$'h 

Stbbes  {Riek.)  Complete  Works,  edit,  with  Memoir,  by  Groeart,  Vol.  1,  8to,  5s Nickol  1861 

— — — * Bruised  Reed  and  Smoking  Flax,  12mo,  5s Pidbering 1838 

^•^—— Divine  Meditations,  18mo,  Is  <ki ffoulaton 1838 

Soul's  Conflict  with  Itself,  12mo,  5s,  Pickering^  1837  ;  18mo,  Is  W  ...  Rel,Tract8oe.  1854 

Sibert's  Wold,  a  Tale,  by  Author  of  Trap  to  Catch  a  Sunbeam,  new  edit.,  12mo,  8s  6<I  Loekwood  1859 

Sibilla  Odeleta,  a  Romance  of  the  Wars  of  Italy  in  15th  Century,  18mo,  6s Simpkin 1852 

Sibley  (O.K.)  and  Rutherford  {W.)  Earthwork  Tables,  4to,  12s  6d  Longman  1847 

Sibome  {Wm.)  War  in  France  and  Belginm,  1815,  8vo,  20s;  atlas  in  fol.,12s Boone, 1848 

Sibree  {Jno.)  Human  Anatomy  Simplified,  in  Lectnree  to  Youth,  12mo,  Is WkOtaktr 1854 

and  Caston  (if.)  Independence  in  Warwickshire,  cr.  8yo,  6s Witrd 185$ 

Sibson  (^(/l)  Agricultural  Chemistry,  12mo,  2s RouUedge 1858 

■  BTcry-day  Chenustry,  fcap.,  2s  6d,  cloth  ;  2s,  boards RouUedge  1861 

—  (Fra.)  Illustrations  of  Medical  Anatomy,  Fasa  1  to  6,  fol.,  ea.  6s   ChnrckiU  ...1854^7 

-to  Master  Humphrey's  Clock,  roy.  8?o,  21s Tgae  1842 


Sibthorp  (P.M.)  Home  is  Home  ;  a  Domestic  Tale,  12mo,  2s Simpkin 1862 

■  (RW.)  Book  of  Genesis,  with  Obsenrations,  imp.  8to,  8s  6d Se^ 183$ 

Family  Liturgy,  12mo,  8s  6(2 Sedeg 1836 

Sibyl  LeaTSs;  or,  Drawing-Room  Scraps,  oblong  4to,  21s    RidUer 1836 

Sibylline  LeaTcs,  from  loon,  and  other  Poems,  12mo,  2s  64  Mamwwring  ...1861 

Biccama  (A.)  Theory  of  the  New  Diatonic  Flute,  4to,  6f Cramer 1847 

Sichel  (Dr.)  Spectacles,  their  Usesand  Abuses,  8to,  10s .* BoeUm^  U,8...,ii$o 

Sicilian;  a  Romance,  2  t.  post  8to,  21s  iV«irfy    1846 

— —  Vespers  recalled  to  Memory,  leap.  8to,  8s  6<f Painter 1850 

Sick  Room  Attendant ;  Directions  for  Tonng  Nuzses,  8cc.,  cr.  8to,  2s Niebet 1844 

Sickness:  its  Trials  and  its  Blessings,  7  th  edit.,  12mo,  5s Rieington  1859 

fiiddons  (Mre.)  Life  o^  by  Campbell,  new  edit.,  leap.  Sro,  7s Momon  1839 
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Side  ^uid%  post  8to,  lOiW SanndenA  0„i96i 

Bidebottom  (If.F.)T\idn8ermoiUi,  12mo,  Sf JKvtN^fKm 1835 

Stdraonth  (Xorrf)  life  and  Correspondence  of,  by  Dean  Pellew,  8  t.  8to,  42*  Murray 1847 

Sidn^  (ilfeem.)  Life  of,  by  O.  V.  Santrooid,  12mo,  6« New  York 1853 

(^on.^.)  Home  and  its  Inflnenoee,  8  ▼.  poetSyo,  81«  W  Bentley 1847 

Sadnen  and  Gladneaa,  a  Story,  8  ▼.  port  8to,  81<  6d    Bentl^ 1848 

{BdwiM)  Electricity ;  its  Phenomena,  Laws,  and  Besnlta,  n.  e.,  fcap.  8to^  2$  JULTraei  Soe,  186a 

life  and  Ministry  of  Bev.  8.  Walker,  of  Truro,  8to,  12f— r.  to  fit  /T.  Bohn    1858 

of  Qeneral  Lord  Hill,  2nd  edit.,  8yo,  12i  Murray 1845 

Rowland  Hill,  5th  edit.,  12mo,  5f  Wertheim 1861 


PhnoBophy  of  Food  and  Nntritionin  Plants,  ftc.,  12mo,  2« Rel.  Tract  Soe.  1853 

-Sermons:  Spirituality  of  Beyealed  Truth,  12mo,  2f Longman  1848 

Word  and  the  Church,  12mo,  2«  6d  SeeUy 1841 
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{H.)  Diary  of  the  ^Hmes  of  Charles  IL,  2  ▼.  Sto,  28«  Colbum 1843 

{J,F.)  Ameriean  Cottage  and  YiUa  Architecture,  4to,  Pts.  1  to  5,  ea.  S«  6d  New  York 185a 

^ary)  Poem  on  Our  Saviour's  Passion,  8to,  2t6d J,  Wilton i86a 

>tr  P.)  Correspondence  with  Hubert  Langnet,  by  Pears,  8to,  10s  6<i Pickering 1845 

—  Life  of,  by  Julius  Lloyd,  sq.  cr.  Sro,  7<  6<f Longman  1861 

—  Memoir  ^,  by  Fox  Bourne,  8to,  15«   Chapman  A  H.iZ€% 

•  Sidneiana,  Fragments  reUtire  to,  4to  RosdmrgkeCMi^'^j 

.  and  other  Stars  of  the  16th  Century,  by  S.  S.,  12mo,  U6d Ward 1853 


.  (iSbm.)  Australian  Handbook,  12mo,  Is  P.  Riehard$on  1848 

Double  Gauge  BaUway  System,  8to,  8f  6(2  Smith  S  Elder  1% $7 

BmigtanVs  Journal,  1st  ser.,  fcap.  foL,  lOf  6cl,  '49 ;  2nd  ser.,  3f  M  Orr    1850 

Gallops  and  Gossips  in  Australia,  12mo,  fit,  Longman^  1854;  It...   WarddsLoA...i%$S 

Gauge  Bvidenoe,  loy.  8to,  2a  M Bdmonda  1846 


—  History  and  Prospects  of  the  Railway  System,  roy.  8to,  fit  Bdmonde  1846 

Railways  and  Agriculture  in  North  Lincolnshire,  24mo,  2t  fid Pidtering  184S 

Rides  on  Railways  to  Lakes  of  Cumberland,  12mo,  fit  td Orr    1851 

Tbxee  Colonies  of  Australia,  8to,  ^   Ingram 1853 

-  Yoioe  from  the  Far  Interior  of  Australia,  12mo,  It  (id Smith  A  Elder  1847 


Sidney  Grey,  a  Tale  of  School  Life,  12mo,  6t,  Bogue^^sb  ;  2nd  edit.,  fp-  Sto,  4t6<f  Loekwood  i860 

Bidottia  the  Sorceress,  2  T.  12mo,  2t,  1849;  ^^  ^' — ^-  ^  ^'    SimmeAM,  ...1851 

Siebold  (Carl,)  True  Parthenogenesis  in  Moths  and  Bees,  by  Dallas,  8to,  fit Van  Voortt  ...1857 

and  Stannius  (17.)  Anatomy  of  Invertobrata, tr.  by  Burnett, r.8TO,16t  Bottom^  U.S.  ...1854 

{P.P.)  Manners  and  Customs  of  the  Japanese,  p.  8to,  9»  M,  '41  ;  n.  e.,  6t  Murray 1851 

Siege  of  Bomaiviuid,  18fi4,  from  the  French,  by  an  Army  Officer,  cr.  8to,  fit    New  York 1856 

Buda,  a  Tale,  from  the  German,  l2mo,  2t Longmam   1855 

■  Vienna,  a  Romance,  12mo,  69  Smith  di  Elder  1837 

Siegfried  the  Dragon  Sbyer,  with  8  Illustrations,  by  Kaulbach,  4to,  7t  M ;  cold.  12t  Cundall 1847 

Siena  Leone  described  by  a  Lady,  12mo,  6t,  1847;  new  edit.,  99  6d   Murray 1861 

Sieri^ng  {E.M. )  On  Epilepsy  and  Epileptiform  Seixures,  p.  8to,  7t  6(/, '  57 ;  2  e.,  lOt  6d  Churchill  1 86 1 

Siereright  (Jae,)  Memorials  of  his  Ministry,  Extracts  from  his  Writings,  12mo,  St6<2  Hamilton  1856 

Bierier  (i?.  fT.)  Illustrations  of  Sculpture,  4to,  12t Willoughhy   ...1847 

Bights  in  Spring,  Summer,  Autumn,  and  Winter,  16mo,  St  M  i?et  liact  Soe.  1853 

Bigitaiond  Foster,  a  NoTcl,  24mo,  It  6d   Bayward    1846 

Sigmoad  ((?.(?.)  Medicinal  and  Moral  Effects  of  Tea,  12mo,  fit  Longman  J839 

Use  and  Abuse  of  Mercury,  Calomel,  and  Blue  Pill,  12mo,  4t Renehaw 1840 

— and  Farre  {F.)  Essay  on  the  Ceylon  Moss,  12mo,  2t  6d   JUnehaw    1840 

Signs  and  Temper  of  the  Times,  Bto,  It    Bardwieke    ...1859 

of  the  Times  :  a  Series  of  Religious  and  other  Papers,  ed.  by  Knox,  8to,  It  (id  Judd 1855 

Sigouiney  (Afrs.)  Biographies  of  the  Great  and  Good,  12mo,  It  6d  W.  ColUne 185c 

Boy's  Book,  18mo,  St New  York 1850 

Coronal:  Tales  in  Prose  and  Verte,  18mo,  2t Nelton   1848 

* Faded  Hopes:  a  Memoir  of  her  Son,  12mo,  8t6c{ NUbet i8ca 

Girl's  Book,  18mo,  8t   New  York 1850 

Lays  of  the  Heart,  new  edit.,  82mo,  It Knight  A  Son., .1%$^ 

Letters  to  Mothers,  12mo,  6t,  Wiley;  Srd  edit,  82mo,  2t  Knight  d- Son...  i9Aq 

My  Pupils,  with  Biographical  Sketohes,  fcap.,  fit  6d    ...  New  York 1851 

Young  Ladies,  12mo^  2t  6d,  JST.  Bohn,  '41 ;  ISmo,  It  6d  Ward 1854 

-  Lucy  Howard's  Journal,  poet  8vo,  6t   New  York 1858 

Olive  Leaves,  Tsles,  f«p.,  fit  6rf,  New  York,  1851  ;  12mo,  2t  6d.  W.  CoUine 1853 

,^,Bani€,\y,Z2mo,U  Knight d: Son... i$4^ 


Pleasant  Memories  of  Pleasant  Lands,  12mo,  ( 

12mo,8t6c{,^reeii,43;24mo,2t  Aylott    1849 

— Pocahontas,  and  other  Poems,  12mo,  fit  BouUton   1841 

Poems,  ReUgious  and  Elegiac,  12mo,  fit  MouUton    1841 

Poetical  Works,  Svo,  24t,  Wiley,'^%;  18mo,  2t,'54;  n.e.,  24mo,  2t  Boutledge  i860 

• Poet  Meridian,  post  8to,  2t  6d Blayney 1858 

• Scenes  in  My  Native  Land,  fcap.  7t6<f,  Wiley,  1845;  82mo,  It  ...  Knight  A  Son... 1%^^ 

Simple  Stories  for  my  Own  Children,  18mo,  lt6d Knight  A  Son...  it  aq 

Bi^s  (WM.)  Faith  and  Phictice:  Dirine  and  Moral  Maxims,  82mo,  2t    BeUAl)aldy...it^ 

BiUsMamer,  the  Weaver  of  Raveloe,  2  v.  poet  Svo,  12t;  new  edit^  12mo,  6t  ...    .  Bladbwooda   ...1861 

Bilcher's  Forty-eight  Melodies  for  Youth,  8vo^  2t6c<-red.  to  It  6<<    Simpkin 1851 

"'  "ifor  Youth,  by  Soper,  12  pts.,  Svo,  each  It Novdlo 1854-60 


SUood  (0.)  InaaMinger's  Tables,  fcap.  8v4),  fis   » LetU 
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SUent  Comforter,  Fart  1,  Texts,  iheets,  2t  «eL  IVad&c.i8fa 

FooUtcpa,  »  We,  18mo,  U W.N.  Ifr^ils* 

BilesU,  AurtrU  Proper,  and  the  Ober  Buna,  poet  8vo,  10*  6d Newhy   1S59 

fiilgrave  (//.rff)  Chronicon,  edited  by  C.  Hook,  8vo Caxtan  Soc  ...i^S 

Biljestrom  {P. A.)  Edacational  Institations  of  United  States,  bjEowan,  8to,  10«  6d  J.  ChapmoM  ...iSs3 

Silk  and  Scarlet :  Hunting  Sketches,  by  the  Druid,  12mo,  5t JtoutMge 1859 

Cotton,  and  Woollen  (Handbook  of  Science),  fcap.  8vo,  2i  M—nd.  to  If    BtntUy i«43 

Culturiat's  Manual,  12mo,  7«  6rf   PkUaddf^..\%^H 

Billery  (C.Z).)  Lyrical  Constellation,  18mo,  *l»td    Smitk  ^El/iff  \i\^ 

Man  of  Sorrows,  a  Discourse,  18mo,  \t    Daritm  .• i*S7 

Sillig  (/tti.)  Dictionary  of  the  Artists  of  Antiquity,  8to,  8«  6d Blade \^1 

SiUiman  {B.)  Address  before  the  Lowell  Institute,  870,  2«  Qd    ITiffy iM 

■  Consistency  of  Geology  with  Scripture,  12mo,  S« HotUon 1^37 

First  Principles  of  Chemistry,  48th  edit,  12mo,  9$ PhiiadeljAia.it^i 

Physics,  with  Illustrations,  12mo,  9s PkUad^kia..i%st 

Visit  to  Europe  in  1851,  2  t.  cr.  8to,  1«« Lov    1853 

■  and  GkKxlrich  (CR.)  Record  of  New  York  Exhibition,  imp.  4to,  25s  New  Tori 1S54 


Silloway  {T.  W.)  Text-Book  of  Modem  Carpentry,  20  PUtes,  fcap.  8yo,  7$  6d Norton,  U.  5...i«5« 

Silver  {E.D.)  Observations  on  Diseases  of  the  Rectum  and  Anus,  new  edit.,  8vo,  5«...  Simpkin 1S51 

Silver  Blossoms  to  Produce  Golden  Fruits,  12mo,  2$  6d Dean 1850 

Cup  of  Sparkling  Drops,  edited  by  Miss  R  B.  Porter,  12mo,  5t Parlridije 185* 

Silvertop  (CAa. )  Geology  of  Granada  and  Murcia  in  Spain,  8vo,  10s  6d  Longmaaik  1S36 

Bilvestre  {J.B.)  Universal  Palawgraphy,  translated  by  Madden,  2  v.  roy.  8vo,  SOs  ...  H.  Bokn   .....aUo 

(Tfuop.)  Arts,  Artists,  and  Industry  in  England,  8vo,  2a  6rf Bradbury i8s9 

Silwood,  a  Novel,  by  Author  of  Evelyn  Stuart,  2  v.  post  8vo,  21« Benti^ i«49 

Simcoe  {J.O.)  Military  Journal,  8vo,  Ua WUeif iM 

Bimcox  {E.  W.)  Trials  of  Achmet :  a  Romance  in  Rhyme,  fcap.  8vo,  8i    Longman 1860 

^J.L.)  Outcast,  a  Poem,  12mo,  6«  Hatchard 1837 

Bime  (/ns.)  Bible  Manual ;  on  Study  of  Scripture  History,  new  edit.,  cr.  8vo,  4«  M  Simpkin 1859 

—  (Jfm.)  History  of  Msliommed  and  his  Successors,  ISmo,  2s   HamilUm 1837 

. the  Waldenaes,  18mo,  2s  6<f— red.  to  2s   Bamiiion  1861 

Sacred  Biography,  18mo,  6s  HavdUm  1835 

Geography,  2nd  edit,  12mo,  8s  6d  HamilUm 1843 


Simeon  {Cha.)  Works ;  Skeletonsof  Sermons,  by  Home,  21  v.  8vo,  10/  lOt  — red.  7/  7s  B.  Boh»  1840 

Lectures  on  Behalf  of  Jews,  82mo,  2s,  Boldtworth-'Ted.  to  Is  6d   ...  ff.  Bokn   1839 

Memoir  of,  by  Cams,  8vo,  14«,  1847  ;  cr.  8vo,  5» Hatehard i^S* 

Williamson,  18mo,  Is  6<i Wertheim  1848 

_... Nineteen  Sermons  on  Christian's  Armour,  &c,  18mo,  ls6<l — ^red.to  Is  B.  Bokn  i^ 

Recollections  of  Conversational  Parties,  Notices  by  Brown,  p.  8vo,7s6d  HamilUm  i86s 

(5ir /no.)  Books  and  Libraries,  a  Lecture,  8vo,  Is  6d Parker  d:  Son  ,1%^ 

SimSon  {St.A.)  Lexicon  French  Grammar  for  English  Students,  12mo,  5s NuU  i8S4 

Bimmington  {R.)  Scientific  Reader  and  Elocutionist,  new  edit,  12mo,  3s Law  1847 

Simmonds  (Mr».)  Letters  on  the  Thirty-nine  Articles,  12mo,  4s    SeeUy 1841 

■  {P'L.)  Arctic  Regions  and  Polar  Discoveries,  12mo,  Ss— red.  to  2s  6(2    ...  RoutUdgt  i8S9 

Coflfee  as  It  Is,  and  as  It  Ought  to  Be,  18mo,  Is  E.  Wilson i«5o 

Commercial  Products  of  the  Vegetable  Kingdom,  8vo,  21s    T.  P.  Daif 1854 

— . Curiosities  of  Food,  fcap.  8vo,  ^ Bentiey 1859 

Dictionary  of  Trade  Products,  Commercial  Terms,  &c.,  l'2mo,  7s  6d  RoutUdge  1862 

Sir  John  Franklin  and  the  Arctic  Regions,  12mo,  2s  6d— r.tols6/<  RouUedge  1854 

Waste  Products  and  Undeveloped  Substances,  fcap.  8vo,  6s Bardwieke 1861 

(W.)  Clinton,  a  Book  for  Boys,  12mo,  8s TrUbner 1854 

Bimmonite  (W.J.)  Astro  Philosopher  and  Meteorologist,  8vo,  10s Simpkin 1S48 

Celestial  Philosopher,  with  Tables,  2  v.  8vo,  25s Simpkin i«5S 

Juvenile  English  Grammar,  18mo,  Is Simpkin 1843 

Mathematical  and  Astronomical  Tables,  8vo,  6s Simpkin 1849 

■ Medical  Botany  ;  or,  Herbal  Guide  to  Health,  12mo,  3s Simpkin 1848 

. ^_ — Prognostic  Astronomer  ;  or.  Horary  Astrology,  12mo,  5s Simpkin 1851 

m Prognostications  on  Revolutions  :  Solar  Figures,  12mo,  2s  6cl Simpkin 1854 

Self-Teaching  English  Grammar,  12mo,  2i  6d Wkiltaker 1841 


Simmons  {B.)  Legends,  Lyrics,  and  other  Poems,  12mo,  7s  6d  Blackwood*  ...1843 

,  (0.)  Moral  and  Social  Condition  of  the  Working  Classes,  12mo,  5s Partridge  1849 

{Min)  Debut,  2nd  edit,  square,  5s;  coloured,  7s  6rf Cundall 1848 

{T.F.)  Constitution  and  Practice  of  Courts-Martial,  8vo,  16s,  '43 ;  5th  ed.,  14s  Murray 1861 

Bimms  {Cha.)  Landscape  Sketches  from  Nature,  oblong  8vo,  2f  M  Addey    1853 

{C.H.)  Report  of  the  Debate  between  Owen  and  Campbell,  8vo,  8s (rrooin5rKi^...i839 

(i^.H^.)  Account  of  Various  Railways,  imp.  folio,  52s  0(2 WeaU 1838 

Examples  for  Setting-out  Railway  Curves,  by  Law,  8vo,  2s  6d    WeaU 1846 

Practicad  Engineering,  fol.,  84s;  coloured,  5^  5s WeaU 1848 

Principles  and  Practice  of  Levelling,  by  Law,  8vo,  8f  6d Lockwood  1855 

Public  Works  of  Great  Britain,  folio,  84« WeaU 1846 

Treatise  on  Mathematical  Instrumenttf  for  Engineers,  8 vo,  6$  Trougkton 1 849 

Practical  Tunnelling,  4to,  2nd  edit,  by  Haskoll,  roy.  8vo,  21s  Lockwood i860 

((?.)  Lily  and  the  Totem  ;  or.  Huguenots  in  Florida,  1562-70,  2ed.,12mo,6s  New  York 1854 

{Wm.)  Treatise  on  MathematioJ  Drawing  Instruments,  new  edit,  12mo,  8s  Od  WeaU    1856 

— the  Achromatic  Telesoope,  8vo,  4s TrottgkUm x8s» 
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8iin2i»(19^(?.)Amerieaa  Histoiyand  Litenitiira,  16mo,  8«  0<2 Wiley 1846 

Besuebampe;  or,  the  Kentucky  Tragedy,  12mo,  7t6d   New  York 1856 

Border  Beagles,  a  Tale  of  Miasiesippi,  12mo,  7»  W New  York 1855 

Pelayo,  a  Tale  of  the  Goth,  2  v.  poet  8vo,  12» WUey 1838 

{W,H,)  Treatise  on  the  Sextant  and  its  Applicatiooa,  8vo,  7<  6flf Taylor  ^  F,  ...1859 

Simon  {B.H,)  Memoirs  of,  12mo,  fit Seeley 1838 

{H.A.)  Law  Relating  to  Railway  Accidents  condsely  Disciiased,  12mo,  8t Stevenu  1861 

Treatise  on  the  Law  of  Interpleader,  12mo,  6< Shaw  dt  Son  ...1849 

(/no.)  Leetnres  on  General  Pathology,  8to,  7<  6d    Renahaw    1850 

Philosophical  Method  of  Paithological  Beseareh,  8to,  8«  6<2 Rentikam    1848 

Physiological  Bnay  on  the  Thymus  Gland,  4to,  21$ Renthaw    1845 

Sanitary  Condition  of  the  CHty  of  London,  1848  -53,  8to,  8«  6<2 Parker  dt  Son,  .1854 


{J.)  Twelye  Letters  from  a  Conntry  Clergyman  to  his  Parishioners,  12mo,2«  Longman  1842 

(J.  P.)  Animal  Cliemistry,  transl.  by  G.  B.  Day  (Sydenham  Soc.),  2  t.  8to,14«  Pamj^lin  18 58 

{Mre.)  Ten  Tribes  of  Israel  Identified  with  the  Aborigines,  8to,  10s  M    Seeley 1836  ' 

{M,J.)  Natural  Religion,  by  J.  Cole  and  J.  Marsden,  p.  8T0,7t,'56— red.  to  d«  BenUey 1857 

(T.C)  Answer  to  the  Bssays  and  ReriewB,  8yo,  2t  Hd J.H^J.Parheri96t 

'■ Mission  and  Martyrdom  of  St.  Peter,  8to,  7s,  Seeley^  1852;  2nded.,  6s  JUvinffton  186a 

Nature  and  Slements  of  the  External  World,  8yo,  lOf ChurekUl  i86a 

Scientific  Certainties  of  Planetary  Life,  12mo,  fit Bonporik  1854 

Simon  and  bis  Great  Acquaintance,  by  Alfred  Crowquill,  16mo,  2t Darton  1858 

Simonds  (/.  R)  Age  of  the  Ox,  Sheep,  and  Pig,  8to,  8«  6d    Orr    1854 

= Rot  in  Sheep;  Us  Nature,  Cause,  Iec.,  8to,  2t Mwrraiy i86a 

Treatise  on  the  Small  Pox  in  Sheep,  rey.  8to,  6t Bidgway  184S 

Simoneaa  (O,)  Views  of  Gothic  Edifices  of  Euit>pe,  new  edit.,  fol.,  10/  lOt Atchley 1853 

Simonides  (C.)  Facsimiles,  written  on  Papyrus  in  First  Century,  Notes,  &e.,foL,31t0c{  TrUbner i8bi 

Panegyric  of  the  Holy  Apostolic  Constontine,  8to,  2t  6<I Longman  1854 

Simons  (F.C)  Leading  Principles  of  Gunnery,  8vo,  4t6d Thaeker 1859 

Treatise  on  Fire  Arms,  post  8yo,  2t  6<i   DaUon  1857 

(/.il.>  Meddlings  with  the  Mase,  post  8to,  7t Taylor  A  P,  ...1840 

{N,)  Reports,  Yioe-Chaneellor's  Court,  V.  9  to  16,  roy.  8to,  15/  18t  SieveM 1837-50 

New  Series,  Y.  1  A  2,  roy.  8to,  86t  Steven* 1851-a 


8ifflpkin8on(ifrt./'.a)  Mental  Pictures,  18mo,  It Nitbet    i860 

{J,NJ)  The  Washingtons,  a  Tale,  17th  Century,  post  8vo,  lOt  M...  Longman  i860 

Simple  Family  Prayers  for.  the  Poor,  16mo,  It  6(2    Nitbet 1847 

Hans,  and  other  Funny  Pictures  and  Stories,  sm.  4to,  2t NeUon  1854 

Hymns  for  Infant  Schools,  18mo,  It  6d  B,Y,  Clarke... i9^$ 

Memorials  of  an  Irish  Family,  18mo,  It  6d Oroomhridge..,i9^f 

Prayers  for  Sunday  Schools,  16mo,  It  6<i Seeley 1845 

Questions  and  Sanitary  Facts,  for  the  Use  of  the  Poor,  fcap.  8to,  2t  Tweedie 186a 

' Sermons,  after  the  Fashion  of  the  Reformers,  8to,  fit    Weriheim 1851 

Tales  from  other  Lands,  18mo,  8t,  1854— red.  to  2t  Cox    1856 

-on  Every-Day  Subjects,  18mo,  2t    R.  Y.Clarke    1840 


Truths  Written  under  the  Influence  of  CKxl's  Lots,  18mo,  2t  Gd Bennett 1850 

Simptieity  and  Intelligible  Character  of  the  Christian  Religion,  8yo,  4t    Longman  1839 

Simpson  {A.)  Compressed  Air  as  a  Therapeutic  Agent  in  Consumption,  8to,  It Simpkin 1857 

Oregon  Territory  Considered,  8to,  2t  6</ BenUey 1846 

Sandwich  Islands,  Progress  of  Events,  Ac,  8to,  4t   Smiths  Elder  1843 

{A.L.)  Pioneers,  Biographical  Sketches  of  Leaders,  f p. 8to,  fit — red.  to  8t  6{i  NeUon   1 86 1 

(D.)  Plea  for  Religion,  Notes,  ISmo,  2t;  and  Life,  by  Williams,  12mo,St  6d  T.D.Thomeon  1854 

{B.)  Ordnance  and  Naval  Gunnery  of  United  States,  2nd  edit.,  8ro,  2fit...  New  York 186a 

{B.C.)  Rhymes  for  the  Toung,  ISmo,  It  6c/    Simpkin 1838 

{F.G.)  Lectures  on  Typical  Character  of  the  Jewish  Tabernacle,  12mo,  6t  ...  Hamilton  1851 

{Geo.)  Elliptical  English  ;  Exercises  on  Composition,  12mo,  2t;  Key,  It  ...  Simpkin 1858 

■  Revelations  of  School  Life,  2  v.  jKwt  8vo,  21t * Hope 1853 


- —  (Sir  O.)  Narrative  of  a  Voyage  round  the  World,  2  v.  8vo,  81t  6d Colbum 1847 

(<?.R^)  Photographic  Teacher,  8vo,  It  S^inre    185S 

' — {Jane  C.)  Linda ;  or.  Beauty  and  G^ius,  a  Metrical  Romance,  12mo,  2t  6c/  ...  A.  Hall 1859 

. Piety  of  Daily  Life  illustrated  in  Tales,  2nd  edit.,  roy.  18mo,  2t  6</...  Hogg x86i 

*- (/ctf.)  Philosophy  of  Education,  12mo,  4t Orr 1836 

'  Visit  to  Zanders  and  Field  of  Waterloo,  new  edit.,  post  8vo,  fit Blaekwoode  ...1853 


-  (/ot.)  Collection  of  Curious  Epitaphs  and  Monumental  Inscriptions,  8vo,  fit  Author  1861 

Sermons  Preached  at  Shrewsbury,  8vo,  4t  M Bdwarde 1844 

-{J.H.)  Military  Reconnaissance  to  Santa  F6, New  Mexico,  1849,  ool.ill.,8vo,18t  Philadelphia...  1 9 $* 

Poetical  Illustrations  of  Bible  History,  2  v.  8vo,  12t Seeley    1836 

Translation  of  Babac's  Ciesar  Birotteau,  cr.  8vo,  7t  Sawnden^  O..1860 

Ni^wleon  III.  on  England,  fcap.  8vo,  fit Sawnden  df  O..  1^60 


■  (/.P.)  Giselia,  a  Novel,  8  v.  poat  8vo,  81t  6c/ Bentley 1847 

Letters  from  the  Danube,  2  v.  post  8vo,  21»— red.  to  10t6c/ Bentley 1847 

-  Lily  of  Paris;  or,  the  King's  Nurse,  3  v.  post  8vo,  81t  6</  BenUey 1848 


Pictures  from  Revolutionary  Paris,  2  v.  post  8vo,  16t   Blaekwoode  ...1848 

Second  Love,  and  other  Tftlea,  8  v.  post  8vo,  31t  6</ Bentley 1846 

Sermons  on  the  Liturgy,  poet  8vo,  6t    Longman  1856 

■(/.  F.)  Addressee  on  Physicians  and  Physic,  post  8 vo,  8t  6c/ Longman  1856 

•— AxehtBology :  ita  Present  and  its  Future  Wo^,  8to,  It HamiUon 1861 
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SimpMD  (/.  r.)  IBamjt  on  AnjMllteda,  8to,  lOt  dd     SSmpkim 1S49 

Obstetric  WorU,  by  PriflBtiey  and  Storer,  2  ▼.  8to,  3d< Ztmgma^  i«S^ 

Treatise  on  Homoeopathy,  8vo,  7tM   Simjikm 1S5J 

(A F.)  Handbook  of  Dining:  How  to  Dine  Conadered,  12mo,  6f Longmam  i8S9 

■  Miasiona  of  Leiningen  and  Menechikoff  to  Constantinople,  8to,  5«  ...  Bope  ...2 1854 

Sketch  of  Liteiatnre  of  Italy  to  Death  of  Boccaoeio»  post*8TO,  10s  Hd  BaOUiji  1851 

(Af.)  Pens^  Choisiee  Illuming  am.  4to,  42s   I>oy  »86i 

{RoU.)  Banner  of  the  Covenant ;  or,  Scottish  Maityra,  18mo,  2f  Hd    Theobald   1S47 

Cleiigyman's  Manoal,  8to,  10s  W Groombridgt  ..,ii^ 

DaUy  HinU  for  the  Tear,  12mo,  Ss HamUUm iHs 

Gleanings  among  the  Monntuna,  12mo,  2s Qroombridgt  ...1S60 

History  and  Antiquities  of  Lancaster,  8vo,  8s /.  iL  Smitk  ...1S51 

of  SootUnd,  new  edit.,  12mo,  8s  6d  Simpian 1859 

Lectures  apon  the  History  of  Elijah,  12mo,  6s  6d ffamUtam  1S36 

Life  of  James  Benwick,  the  last  of  the  Soottiah  Martyrs,  18mo,  2s  6d  Groombnd§e  ...1S43 

Memorials  of  Worth:  Sketches  of  Pious  Penena,  18mo,  2s  6d Oroombridge  ...iSs^ 

Sermons,  Doctrinal  and  Practieal,  2  ▼.  12mo,  each  6s  Bamiitan  iS$o 

Times  of  GJaverhonse  :  Sketches  of  Persecutioa,  18mo,ls  6d—T.  tola  Gro&mbridjfe..  tts^ 

Traditions  of  the  Coyenantera,  new  edit.,  12mo,  2»  ed ffoulwton    1857 

' Voice  from  the  Desert ;  or.  Church  in  the  Wilderness,  12mo,  4s  W ..    Groamtridge...iZs6 

(iSte.)  Practical  View  of  Homoeopathy,  8yo,  10s  61I  BaiUiire    1836 

(r.)  DiscoTeries  on  the  North  Coast  of  America,  1886-9,  8to,  14s BentUy 1843 

life  and  Travels  of,  by  his  Brother,  A.  Simpson,  8to,  14s BemiUy 1845 

r  —  Obeenrations  on  Asiatic  Cholera,  8to,  4s  6<2    CKwrekiU  1849 

(FVm.)  Private  Journal  during  the  Niger  Expeditiou,  8vo,  U J.  F,  Sham 1843 

Views  of  Seat  of  War  in  the  East,  2  ser.,  foL,ea.6/12»— CQL,ea.l0n2s  Colnagki    1856 

•  with  Deaoriptio ns, 2  v.  imp.  8vo,  42s  C^Umaghi    1856 


{W.E.)  Epitome  of  History  of  Christian  Church,  fp.  8vo,  6s — 4  e.,  r.  to  as  6«{  MacmUlan 186a 

{W,F.)  Day  Dreams  of  the  Deaf,  12mo,  8s  M WhittaLer 1858 

( IT. /«.)  Tables  for  Calculating  the  Cost  of  Iron,  &c,  12mo,  4s  Sitn^iAin 1851 

-^ (YT.P.)  Tithe  Commutation  Tables,  2nd  edit.,  12mo,  4s  6<2    StevenM  1837 

(W,S.)  Sermons  at  St  Matthew's,  Friday  Street,  London,  post  8vo,  6s Lonymam  1859 

* and  Wise,  Readiest  Reckoner,  new  edit.,  12mo,  6s,  1855;  ^^^  ^^^*  ^  ^    ^^99  ^^^^ 

Simrook  {M,K.)  Remarks  on  the  Plots  of  Shakspeare's  Plays,  ed.  by  HalliweU,  8vo  .  Shakapeart  Soe.ils'^ 

Sims  (/.Af.)  Silver  Sutures  in  Surgery,  8vo,  8s  6d  Nem  Tork 1858 

{Kick,)  Handbook  to  the  Library  of  the  British  Museum,  post  8vo,  6s J.  K  Smith  ...1854 

Index  to  Pedigrees  and  Arms  in  MSS.  in  British  Museum,  8vo,  16s /.  JZ.  ^bm^  ...1849 

— — —  Manual  for  the  Genealogist,  Topographer,  JEO.,  8vo,16s,*56;  2]ided.,15s  /.  JL  Smith  ...i860 

(TKo.)  Africa  and  her  Children,  12mo,  2s  6<i Sedeg 1840 

Christian  Records,  7th  edit.,  18mo,  Ss,  ffamiUan,  '39~red.  to  2s Bladne 1849 


{W.F.)  Sermons  :  Doctrine  of  Justification,  new  edit.,  8vo,  2s Longman  1850 

Preached  at  Lee,  Kent,  8vo,  10s  6ij  Zcngman  1848 


Slmaon  (Roh,)  Parent's  Guide  to  a  Liberal  Education,  12mo,  8« 2>imeaii 1838 

Sin  and  Sorrow,  a  Story  of  a  Man  of  Fashion,  8  v.  post  8vo,  81s  6cl CoUmm 1850 

Sinclair  (A.)  Reminiscences  of  Duwiplineof  the  Navy  in  the  Good  Old  Times,  l2mo,ls  Simpkin 1859 

System  of  Modem  Geography,  12mo,  8s  6ci   I>uhcan 1844 

{Oath.)  Anecdotes  of  the  Caesars,  &c.,  new  edit.,  18mo,  ls6<i— red.  to  Is  Simpkin i86a 

Beatrice,  a  Novel,  8  v.  post  8vo,  81s  6d— red.  to  12s,  '53  ;  12mo,  Is  6<2  Simpkin 1861 

Businessof  life,  2  v.  12mo,  lOi Longman  1848 

Charlie  Seymour,  a  Tale,  12mo,  2s~fed.  to  Is  Sim^ikm i86x 

Common  Sense  Traeto,  Parts  1  to  8,  each  If  Bettllcg 1853 

-— ^— ^-—  Country  Hospitalities;  or,  Lord  k  Lady Haroourt,  p.  8vo,  10s;  12mo,  Is  Simpkin i860 

Cross  Purposes  ;  or,  Torchester  Abbey,  8  v.p.8vo,  81s  6d ;  12mo,  Is  6rf  Simpkin 1857 

Hill  and  Valley;  or,  Wales  and  the  Welsh,  p.8vo  7«,'5i;  2s  6e«,*56;  ls6d  Simpkin i860 

Holiday  House,  Tales,  12mo,  6s  6d,  Longman,  1844;  Is  6d   Simpkin t86o 

Jane  Bonverie  ;  or,  Prosperity  and  Adversitgr,  12mo,  6s,  1845;  I2mo,  Is  Simpkin 1855 

— — Journey  of  life,  2nd  e.,  12mo,  6s,  Longman,  '48  ;  9the.,  fp.  8vo,  ls6<f  Sin^akin 1861 

Kaleidoscope  of  Anecdotes  and  Aphorisms,  piost  8vo,  10s  6^red.  to  6s  BenUtg 1851 

— ^ lives  of  the  Casars;  or,  Juvenile  Plutarch,  18mo,  ls6d Rd.  l^ractSoe.  1847 

London  Homes,  and  other  Tales,  12mo,  6s Bentleg 1^53 

Memoirs  of  the  English  Bible,  18mo,  Is ^n^^km 1S58 

Modem  Accomplishments,  p.  8vo,  7s,  Longman\  12mo,  Ss  6c2,  '56 ;  Is  6d  Simpkin i860 

Flirtationa,  8  v.  p.Svo,  81s  8d,  1841 ;  12mo,  Is  6<f,  Cla/rkt;  Is  Simpkin i86x 


— — Society,  postSvo,  7s,  Zon^rauui,  1847;  !•  <W Simpkin i860 

-  Mysterious  Marriage,  a  Tale,  12mo,  Is  6(i,  ClarkeikCo,,  1854;  Is Simpkin 1860 

'  Nursery  Plutarch,  18mo,  2s  6(2 Longman  1845 

— —  Popish  Legends ;  or,  Bible  Troths,  12mo,  Hi Longman  185* 

— — ^—  Scotch  Courtiers  and  Court,  8vo^  6s — ^red.  to  2s  6(2  Xoi^ihshs  184a 

Scotland  and  Scotch,  p.  8vo,  7s,  Longman,  '40;  2s  M,  '56;  2s,  '59;  Is  6d  Simpkin i860 

Shetland  and  the  Shetlandera,  post  8vo,  7s,  Limgman,  1840  ;  2s  6<i  ...  Simpkin 1856 

■  Sir  Edward  Graham,  a  Novel,  8  v,  post  8vo,  81s  6<< Longman  1840 

What  Might  Have  Been  !  a  Novel,  8  v.  peat  8vo,  81s  6d iV<«6y    .igT? 

(B.B,)  and  Johnston  ((?.)  Prtctical  Midwifeiy,  8vo,  16s   C^urefctil  ...... x8c8 

— .W  Reminiscences  of  a  Uwyer,  post  8vo,  10$  6d Saitmden  ^  0.  Mi 

{Str  a.)^Letten  to  the  Brotestaati  of  Scotland,  12mo^  7«  M Thmbald  iSjj 


18S6-ie6»]                              SINCLAIR SISTER  705 

ffincIair(5ir(?.)Fopei7iaFn]iea,  U15-1715,  12mo,  2a. Theobald  1853 

Um  Knt  Genturj,  ISmo,  8f    Triihner 1855 

— -  'ThonghU  on  Popeiy,  Fnlacy,  and  PrMbyteriAnigm,  12mo,  2t  6d Theobald  1853 

(Geo.)  Hortus  Graminens  Wobnrnensis,  4th  edit.,  roy.  8to,  30< Bidgway    1838 

Utefol  and  Ornamental  PUating,  8vo,  2*  dd Baldwin    1847 

'(/m.)  Beantieeof  Nature,  a  Poem,  8to,  U  HouUUm    1851 


-  {Jw>.MatUr  of)  Oooit  Martial  on,  for  the  Mnrder  of  Bnsign  Shaw,  1708,  4to RoxJburghe  Cl¥bi^%i 

--— <<SKr /no.)  Memoin  of,  by  his  Son,  2  t.  poet  8to,  2U Blackwood*  ...1837 

(/-/>.)  Code  of  Health  and  Longen^,  6th  edit.,  8to,  20<,  Sherwood-nd.  1$  H.  Bohn    1844 

(ITm.)  Dying  Soldier,  aTale,  new  edit,  18mo,  1«  6d— red.  to  1« UaUhatd 1854 

" Mannal  of  Family  and  Oecarional  Prayers,  18mo,  1«  6«I    Haiehard 1854 

Poems  of  the  Fan<7  and  AiTeettons,  poet  Sto,  6«    Simpkin 1843 

Series  of  Texts,  arranged  for  Use  of  Christians,  18mo,  S<    ffatehard 1850 

Sinding(P.C)  Histoiyof  ScaadinaTia,  8to,  I6e New  York 1859 

Singer  (&  H^.)  Vindication  of  Shakespeare  from  Collier's  Interpolations,  8to,  7«  fid  .  Pickering 1853 

8iiiger*B  Po<^ei  Book  for  1854,  82mo,  Is  Macdonald   ...1853 

Singenof  the  Sanctnaiy,  and  the  Missionaiy,  Tales,  ISmo,  2tM JMukJ. Parker i^s<* 

Singing  Master,  containing  First  LesMos  in  Singing,  8to,  tU Walton  1857 

Tables  for  Blementary  Schools,  in  Sheets,  10« Parker  A  Son...  li^i 

' '  i  {ff.)  Charles  Worthington,  post  8to,  58  Piper 1855 


8bgleton(J{.a)  Virgil  dooely  rendered  into  Rhythm,  post  8to,  9s..., BeUADaldy...i%sS 

Sinner's  Friend,  new  edit,  post  8to,  2«,  1861  ;  1«  ed W.  HaU    i86a 

Rnin,  and  SainVs  Redemption,  by  M.  M.,  18mo,  Is Wardds  Loek   i8$o 

Sinneit  (A.Perey)  Patent  Rights:  an  Inquiry  into  their  Nature,  8to,  Is  Ridgway    1862 

{Fred.)  Picture  of  Paris  and  its  Bnnrons,  18mo,  5a — red.  to  S<  6d MaUere 1855 

(/.7.)  Plain  and  Easy  BnglishGnunmar,  8to,  Is Dieki.. 1847 

• {Mre,)  Byeways  of  History,  2  r.  p.  8to,18«;  12mo,  5$,  BenUeg,'$^ ;  8«  M  Bryee 1858 

Child's  History  of  the  World,  1 8mo,  8s  6<i    Longmam  1853 

Ghundmother  Katie  ;  or.  Trials  and  Troubles,  post  Sro,  Is  lAmgmam^ 1857 

Herdsmen  and  Tillers  of  the  Ground,  16mo,  4f  8d-~reid.  to  2s  8(i    ChapmamA  H.i%^% 

Hunters  and  Fishers,  16mo,  4«  6<2 -red.  to  2a  6<f ChiptMin  A  H.i%^% 

' Story  about  a  Christmas  in  17th  Century,  l6mo,  4s  6<f— red.  Is  6«I  H,  Bohn  1848 

Sinnott  (/no.)  Manual  of  Light  Infantry  and  other  Duties,  12mo,  4s    Parker  A  Son...  i^^ 

Military  Catechism,  by  Capt.  W.  D.  Malton,  16th  edit.,  12mo,  8s   ...  Clowes    186a 

8ion  College  founded  by  T.  White,  Documents  relating  to,  8vo,  2s  6d    Moore    1847 

Sir  Arthur  Bourerie,  l^  Author  of  Lady  Granard's  Nieces,  8  ▼.  post  8to,  Sis  6d    ...  Newbg    1850 

Wilmot^  a  Tale,  2  r.  post  8to,  21s CocArtms  1835 

—  Aymer,  a  Poem,  8vo,  6s    Lofngma/n  1849 

—  GoUn  Cut-up  and  Co. ;  or,  As  it  is  Now-a-Days,  12mo,  8s  6<f  Ward  A  Lode   1857 

—  Blwin,  a  Tragedy,  12mo,  2f ♦.   T^hiUaker 1840 

—  Evain;  or,  the  Giant's  Cave,  a  Holy  Moral,  fcap.  8to,  5e    Bdl diDaldy... i96o 

—  Frederick  Derwent^  a  Novel  8  ▼.  post  8vo,  31s  6d    Ne^y    1853 

—  Frisle  Pumpkin's  Nights  at  Mess,  new  edit.,  12mo,  8s Blackwoodi  ...1846 

—  GerraseGrey,  by  Author  of  King's  ConneU,  St.  post  8to,  Sis  6tf  Newby    1854 

—  Gilbert,  a  Novel,  12mo,  8s   Bentley 1859 

—  Guy of  Warwick,  4to AbboUfordCL  1840 

^  Henry  Delm6,  a  Novel,  2  v.  poet  Svo,  21«  Cunningham  ...i%^% 

—  Jasper  Carew,  Knight^  by  Author  of  Maurice  Tiemay,  12mo,  2s I*.  Hodgwn  ...1855 

—  Philip  Hetherington,  by  Author  of  Olivia,  12mo,  \*id    SimmedsM.  ...1851 

Sidn^  and  other  Stars  of  the  16th  Century,  by  K  S.,  I2mo,  Ss  M Ward  A  Lock  1853 

^  lUcfaard  Hamilton,  a  Novel,  2  v.  poet  Svo,  21s  .-. Buret  ds  B 1861 

—  Roger  de  Coverley,  8  v.  |iost  Svo,  31s  6d Colbum 1846 

Illust.  by  Willis,  cr.  Svo,  16f,  '50  ;  2nd  ed.,  10a  M ;  mor.,  21s  Longman  1854 

(Trav«llerB*  Library),  squars.  Is  Longman  1851 

—  Boban's Ghost,  aRomance,  post  Svo,  6s TriUmer ..'. i860 

-- Thomas  More,  a  Play,  edited  by  A.  Dyoe,  Svo    ShakepeareSoci^^^ 

—  Whyetleton  Mugges,  a  Metrical  Romaunt,  ISmo,  Is  Bogue 1844 

Sire  D<igan«,  a  Metrical  Romance  of  the  18th  Century,  4to  Abbottford  CI.  1849 

Birenia;  or,  ReeoUections  of  a  Past  Bzistence,  2nd  edit.,  or.  Svo,  10s  M    Bentley i86a 

Sin  {B.C.)  Account  of  Ceylon  and  the  Cingalese,  2  v.  poet  Svo,  24s  Shoberl  1850 

China  and  the  Chinese,  2  v.  8vo,  26s  Orr    1849 

" — (/.D.)  Memoir  of  Power  le  Poer  Trench,  Archbishop  of  Tuam,  Svo,  21s Longman  1845 

Notes  on  St.  Luke's  Gospel,  Svo,  4s  Sif Longman  1843 

Saerifiees,  Past,  Ptnsent,  and  Future,  Svo,  2a Wertheim  i86a 

Kffliondi  (/.C.)  Beeays  on  Political  Economy,  &&,  I4fe  by  Mignet,  Svo,  12s— red.  6s  J.  Chapman  ...1849 
■ History  of  Rome,  2  v.  12mo,  12a— red.  to  7a  Longman  1851 

' the  Fall  of  the  Roman  Bmnire,  2  v.  12mo,  12s~x«d.  7s    Zoi^mais  1851 

— —. French,  tsansL  by  BeUinghaa,  Svo,  10s  M Black 1849 

—..__-.  Italian  Republics,  12mo,  6a— red.  to  8s  6ci Longman  1851 

Literature  of  Southern  Bnrope,  2  V.  post  Svo,  7s H.  Behn   1846 

Bjana  (/so.)  Plaiui  of  Thought  for  Village  Preacheis,  12mo,  2a BonkUm   1850 

SisterAgncs;  or,  the  Captive  Nun,  12mo,  6s    Sedey 1854 

- — Anne,  a  Tale,  by  Author  of  Ethel,  fte.,  post  8vo»  6a Bogg 1859 

—  Kate,  12mo,  6a  Sd— red.  to  8a  6d    BinneA  G 1856 

-^  Msiy's  RecroatioBs:  Trias  for  LUtto  Qlris,  82mo»  Is  6<i ^ogue, 184/ 
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8Ut«rMM7'B  TUes  in  NatnnJ  History,  7th  edifc.,  18mo,  Ifl  6<2 Parker d:S(m..Atso 

of  Meroj;  or,  Betribution,  by  Cameronia,  12ino,  S<  M,  ffouUUm,  '54;  2$  M  P.  WiUon 1857 

Boaalie,  Sister  of  OhArity,  Life  of,  18mo»  It  MaMen 1S5S 

Siitei^B  Friend ;  or,  Chrieimea  Holidays  at  Home,  18mo,  1«  6<i Pel.  TraetSoc.  1S4S 

Bisters  (The) ;  or,  Character  Exemplified,  a  Tale,  12mo,  2$ SinpkU 1S4S 

■        England  and  Fraaoe,  a  Romance  of  Real  Life,  8to^  7s  M LiUU iS4f 

The  Leyoesters,  a  NoTel,  12mo,  8«  <M BenUey 1854 

ffisters  Abroad  ;  or,  an  Italian  Jooniey,  fcap.  8yo,  U    BotUm^  U.S.  ...1S56 

Clare  Preparing  for  Confirmation,  by  A.  O.  B.,  ]8mo,  Is  New  York 1S59 

of  Charity,  and  some  Visits  with  them,  12mo,  2s   Maetert 1S55 

■  Bolenre,  a  Tale  of  16th  Centorr,  by  0.  8.  W.,  p.  8vo,  5s,  '56— red.  Ss  W  Nitbet    i«6o 

Six  Condnding  Days  on  Earth  of  Oor  Lord  Jesus  Christ,  12mo,  Is  JfamilUm  1S61 

LectorcB  for  Tonng  Officers,  12mo,  i$  dd  Padfcerdt  Sow  .1851 

on  Arithmetic,  12mo,  Sidd WhiUaker 1841 

Old  English  Chroniclers  (Antiquarian  Library),  post  8to,  6f    M.  Bokn    1847 

-— Plain  Sermons,  by  Philalethes,  18mo,  2*  W Hateheard  184* 

Weeks  in  Ireland,  by  a  Templar,  fciHX  8vo,  S» E.  PaithftM  „.\%(>z 

■  Toar  in  the  Islands  of  Scotland,  by  a  Pedestrian,  new  edit.,  post  8to,  5«  /.  G.  BtU 1851 

Years  m  Russia,  by  an  English  Lady,  2  t.  post  8to,  21s Hwni 1859 

the  Bosh,  Upper  Canada,  1832-88,  12mo,  Ss— red.  to  Is  8d   Simpkin 1838 

Sixpenny  Magaziae,  a  Miscellany  for  All  Classes,  Y.  1,  2,  and  8,  8to,  each  St  6d    ...   Wardd: Lock lUi-i 

Sixteen  Rerelations  of  Dirine  Love  to  Mother  Jnliana,  12mo,  fit  Clarke   1843 

Sixtos  the  Fifth,  a  Romance  in  the  Life  of,  by  Borricaolt  h.  Bridgeman,  8yo,  Is  td...  Laoey 1851 

Sixty  Amnsing  Songs  for  lattle  Singers,  school  edit.,  4to^  8s  ;  2nd  edit.,  4to,  2s  dd...  Longman  1852 

Years  Hence,  a  Novel,  by  Author  of  the  White  Slave,  8  v.  post  8vo,  81»  6d  ...  Newbjf   1847 

Siyar-Ul-Mutakherin,  a  History  of  the  Mahommedan  PowerinIndia,by  Briggs,8vo,14«  Orient.  Tr.  Pd.n^  d. 

Skeats  (B.S.)  On  Popnkr  Education  in  Eng^d,  er.  8to,  2s  6d    Bradbtuy 1861 

Skearington  (Oeo.)  Modem  System  of  Farriery,  4to,  21» TaUia 1850 

Skeen  {Pobt.)  Lectures  on  the  Book  of  Bevelation,  post  8to,  7«  dd  Ba-ger   1857 

Skeffington  (/wo.)  Church  Melodies,  post  8vo^  7«  M   AjfloU 1847 

(T.C.)  Handy  Book  of  Musical  Art,  12mo,  2s  $d Jos.  BlacheoodiZst 

Skeleton  in  Brery  House,  by  Waters,  12mo,  2s  (Parlour  Library)  C.  H.  Clarks...i^bo 

Skellet  (£)  On  Parturition  of  the  Cow,  roy.  6to,  18s— red.  to  12« ;  cold.,  27«  Cornish 1850 

SkeUy(IF.i^.)  Roman  Martyrology,  by  Gregory  VIII.,  12mo,  8s6ci  T.  Piekardson  1848 

Skelton  {B.P.)  Illustrated  Manual  of  Current  Gold  and  Silver  Coins,  22  Piarts,  ea.  Is  Hagffer 1862 

(Jos.)  History  of  the  Chateau  d*Bu,  Pts.  1  to  6,  imp.  fol.,  eadilOs Longman  1845 

(Jno.)  Family  Medical  Adriser,  new  edit.,  12mo,  2s  6d  /.  WaUon 1853 

■  Plea  for  the  Botanic  Practice  of  Medicine,  12mo,  2s  6d  /.  Waison 1853 

Poetical  Works,  by  Dyce,  2  r.  8to,  82s,  ^««-  red.  to  12i PT.  Bokn    1843 

(T.ff.)  My  Book  ;  or,  the  Anatomy  of  Conduct,  post  8vo,  7»  M Simpkin 1857 

{W,B.)  Circuit  Manual  for  Ireland,  12mo,  6s Sweet 1844 

Skene  (P.M.)  Isles  of  Chreece,  and  other  Poems,  12mo,  8s  6d    Longman  1843 

(Cfeo.)  Chronology  of  the  Old  Testameni  18mo,  8s WhiUaker 1836 

{JM.)  Three  Years  of  Ottoman  Histoiy ;  Reforms  of  Turkey,  8to,  2s  dd Chapmandk  E.it^i 

{W.P.)  Highlanders  of  Scotland  :  their  Origin,  Customs,  &c.,  2  ▼.  p.  8to,  18<  Murray 1837 

Sketch  Book  of  the  South,  8to,  10s  6<f Churton 1835 

foraPronaoB,  as  it  were,  to  the  Temple  of  Wisdom,  12mo,  fis  Simpkin 184s 

of  Ancient  Geography,  by  a  Lady,  for  Use  of  Her  Pupls,  12mo,  2s  6d WhiUaker 1857 

■  Assam,  with  an  Account  of  the  Hill  Tribes,  2  t.  8to,  14s Smiths  Elder  1837 

■  Commercial  Resources  of  British  India,  8to,  4s Smith  dtElder  .1837 

— ^^^  Contemporary  History,  in  (Question  and  Answer,  18mo,  3s Longman  1835 

■  Hi^landers  and  Hi^ands,  12mo,  Is  6d Simpkin  1851 

Popery,  82mo,  Is  M Pd.  TraetSoc.  1843 

Sketchesand  Adventures  in  Madeira,  Portufcal,  Ice,  poBt8TO,  Ss  6d Low   1856 

'■ Lessons  from  Daily  Life,  by  Felix  Friendly,  12mo,  2s S'mpkin 1858 

■ Notes  of  a  Cruise  in  Scotch  Waters,  folio,  84s ;  cold.,  61  9s    Maclean    1850 

— Scraps,  by  Y,  S.,  12mo,  2$  6d    Simpkin 1854 

■  Skeletons  of  Sermons,  4  t.  12mo,  18s— red.  to  8s  6(1  each HoilsUm  1839 

——-Souvenirs;  or.  Records  of  Other  Days,  by  E.  F.,  12mo,  fis Simpkin 1839 

*  by  a  Sailor;  or.  Things  of  Earth  and  Heaven,  12mo,  8s  6d   Longman  1853 

Curio,  post  8vo,  I0s6d Botworik   1857 

from  a  Yonthfol  Circle,  new  edit.,  18mo,  4s  6<<   P  Y.  C3arke...ii^ 

— — Animal  Kingdom,  folio,  6s;  cold.,  8s  Darton  1843 

Life,  by  a  Physician,  12mo,  7s Simpkin 1835 

■  Flora  Walford,  fcc.,  12mo,  2s  6<i Longman  1843 

■  Pictures:  Lays  of  aBetter  Land,  and  other  Poems,  by  B.  L.,  fp.  8to,  5s  Moxon  1861 

Sabbath  School  Life,  by  C.  S.  J.,  l8mo,  2s Niehei   1851 

the  Heart  and  Songs  for  the  Country,  Vy  L.  J.,  12mo,  8s  6d AghU    1858 

Venetian  History,  2  v.  18mo,  10s,  Jfwroy — ^red.  to  7s Tegg  1849 

•  in  Bnis  and  ^lawly,  by  Author  of  Sketches  in  Connaught,  p.  8vo,  10s  6d  Longman  1841 

Ireland,  2nd  edit.,  fcap.  8to,  6s    Jloldtworih  ...1839 

Prose  and  Poetry,  by  K.  H.,  12mo,  10s   SmilkAt  Elder  1838 

the  Isles  of  Scilly,  post  8vo,  8s  6d A.  HaU 1855 

;J*^»«««»  Prorence,  and  the  Cornice,  2  r.  post  8vo,  24s  Longmam  1837 
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Sketches  of  a  Voyage  to  Hudmn's  Bay,  and  other  Poemi,  i>OBt  8to,  6» 

Oanadiaa  Uie,  Laj  and  Eocleaiaatical,  post  8to,  8e  6<f   

Gantahs,  2iid  edit,  18mo,  Zi6di  cheap  edition.  If  

Coloured  Society  in  Philadelphia,  by  a  Soatherner,  12mo,  3«  6<2    

Conspicaoiu  liring  Chancters  in  France,  or.  8to,  7«  6d   

Goantry  Life  and  Conntry  Matters,  12mo,  4s 

DifloonTses  for  Sunday  Schools,  new  edit.,  18ino,  2f  6c{~red.  to  Is  6<f ... 

Foar  Hundred  Sermons ,new  edit. ,  4  v.  1 2mo,  24s,  JohckaonJe  W.  ,'47 — ^r.  1 4s 

French  Living  Characters,  12mo,  7s  6<i 

Geology,  2nd  edit,  12mo,  8s  6<f  (Small  Books)  

German  Life,  transL  by  Duff  Gordon,  12mo,  6s,  1847  ;  new  edit.,  3s  6<i 

Germany  and  the  Gennans,  2  T.  8to,  24s   

Her  Majesty's  Household,  12mo,  2s  6d    

Imposture,  Deception,  and  Incredulity,  18mo,  ^s^  Mwrray,*i^~-t.  3s  6d 

Ireland  Sixty  Tears  Ago,  fcap.  8to,  8s  6r2,  1847  ;  new  edit,  Is  

Irish  History,  P^face  by  Charlotte  Elisabeth,  12mo,  5s  6<f 

Life  in  the  Caucasus,  by  a  Bnsse,  post  8to,  2s  6c2 

'  Little  Boys  and  Girls,  with  Stories  about  Dogs,  sq.  12mo,  each  Is  6<i... 

London  Churches  and  Character,  12mo,  Is  %d    

Life  and  Character,  by  Albert  Smith  and  others,  12mo,  2s 

Popular  Tumults,  12mo,  7s,  Knight,  1837;  18mo,  Is  6d 

Pumps,  by  Cruikshank  and  Crowquill,  8to,  Is   

Sermons  on  Christian  Missions,  12mo,  UM 

Typn  and  Metaphors,  by  a  Dissenting  Minister,  12mo,  8s  6d 

Rural  AfiaiiB,  cheap  edit,  18mo,  2s 

• the  African  Kingdoms  and  Peoples,  lUost,  fcap.  8to,  4f  

Cafifre  Tribes,  4to,  tinted,  42s;  coloured,  67s  W 

Campaign  in  Northern  Mexico,  1846-7,  by  an  Officer,  8to,  10s 

Crimea,  its  Towns  and  People,  by  a  Lady,  12mo,  2s  6<i 

Gold  Diggers  ;  16  Lithographic  Plates,  8vo,  Is 

Hungarian  Emigration  into  Turkey,  12mo,  Is  

Uimiinster,  in  Essex,  or.  8vo,  ds  6d 

Young  Couples,  by  Quia,  fcap.  8vo,  3s — red.  to  Is 

• Gentlemen,  1^  Quii,  fcap.  8vo,  3s — red.  to  Is 

Ladies,  by  Quia,  fcap.  8to,  3s— red.  to  Is   

Gentiemen,  and  Couples,  12mo,  6s,  1843 — red.  to  4s   ... 

0 en  Italy,  its  Revolution,  &c.,  by  an  Italian,  post  8vo,  Ss  id 

Skey  {F.C)  Hunterian  Oration,  8vo,  2s  

Mode  of  Treatment  of  Ulcers,  8vo,  5s 

Operation  for  Lateral  Curvature  of  Uie  Spine,  8vo,  2s  6d 

Prevalent  Treatment  of  Disease,  8vo,  2s 

Relative  Merita  of  the  Two  Operations  for  Stone,  8vo,  2s 

Treatise  on  Operative  Surgery,  post  8vo,  18s,  1850— red.  to  12s  6d 

Venereal  Diseases,  12mo,  4s  6cf 

(IT.)  Heraldic  Calendar  of  Ireland,  8vo,  5s 

SkiU  {Mrs.)  Art  of  Modelling  Wax  Flowers,  12mo,  Is   

SkiUing  (rAo.)  Farmer's  Ready  Reckoner,  18mo,  2s  6<2 

Science  and  Practice  of  Agriculture,  12mo,  8s  6d  

The  Turnip  and  its  Culture,  8vo,  Is 

Rkinner  (/as.)  Guide  for  Advent,  with  Prayers,  12mo,  2s  6<i   

Lent,  with  Prayers,  fcap.,  4s  

Hdy  Zeal  for  Little  Children,  12mo,  2s 

• Suggestive  Discourses  :  Guidance  into  Truth,  8vo,  2s   

Warnings  and  ConsoUtions  spoken  at  St  Barnabas,  post  8vo,  6$ 

Way  of  the  Wilderness  by  the  Red  Sea,  4to,  10s   

{Col,J.)  Military  Memoirs  0^  by  J.  B.  Fraser,  2  v.  post  8vo,  21s   

{Jno.)  Remarks  on  the  Scottish  Endowment  Question,  8vo,  7s 

Songs  and  Poems,  with  life  by  Beid,  12mo,  2s,  1859— red.  to  Is   ... 

• {J.S.)  Dog  and  Sportsman,  fcap.  8vo,  5s 

{P,K,)  Charges  and  Penalties  as  to  the  Mutiny  Act,  &c.,  post  8vo,  8s 

{Sttp.)  Educational  Essays,  8vo,  Uikl 

{Tho.)  Overland  Journey  to  India,  2  v.  post  8vo,  21s,  1816— red.  to  12s 

{T.H.)  Aids  to  Preaching  and  Hearing,  12mo,  ZijWertheim^it^^;  8vo,  Is  id 

Religion  of  the  Bible,  12mo,  6s  

— • Religious  Liberty,  a  Discourse,  12mo,  3s 

Skipsqr  {J09,)  Poems,  Songs,  and  Ballads,  32mo,  Is   

Skirmishing,  by  the  Author  of  Consb  Stella,  poiit8vo,  IDs  6<i 

Skoda  {Jotk.)  Ob  Auaeultataon  and  Pereossion,  by  Markham,  poet  8vo,  6s  

Bkrinshire  (Fa».)  YiDage  Ptetor^s  Medical  and  Surgical  Guide,  post  8vo,  8s 

Skurrmy  (Fra,)  Bidcombe  Hill,  with  other  Poems,  12mo,  5s 

Sonneta  on  Various  Subjects  and  Occasions,  12mo,  5s  

Skyrsck,  a  Fairy  Tale,  square,  2s  Bd 

Skyring's  Builders*  Prices,  8vo,  4s     

Slack  (Bmj.)  Speculum  Regium ;  or.  Pastoral  Incidents,  12mo,  2s  6(2  

(fi.F,)  Hints  on  the  Study  of  the  Law,  12mo,  8s 
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Slack  (i7./.)  Marrels  of  Pond-life ;  Mierofloopio  Recreations,  cr.  Bro^  St Oroombridffe  ...itSt 

Ministry  of  the  Beautifal,  12ffio,  6#^rad.  to  Ss  6<2  BcntUff  1851 

Philosophj  of  Pro^reBB  in  Hnman  Affidn,  poet  8to,  (it Chapatan^H.  1S60 

(/.)  Selection  of  Fttlmssnd  Hymns  for  Public  Wotship,  ISmo,  Is Ritington  1854 

{Robt.)  Old  Truths  Md  Modern  Progress,  8vo,  10s  6d  HamilUm  1856 

Slsdden  (Dr.)  Montesnms,  a  Trsgody,  Sro,  it L<mffman  18^8 

Slade  {AdoL)  Records  of  Travels  in  Turkey,  Greece,  ko.,  nev  edit.»  8to,  12s Saunden  ds  0. 1854 

.— Trarels  in  Germany  and  Rusna,  18S8-39,  8to,  15s    L<m^man  1840 

—-((7ap<.)  Maritime  States  and  Military  NsTies,  8ro,  Is Ridgway    1859 

■  (JoM.)  Annotations  on  the  Epistlea,  6th  edit.,  2  ▼.  Svo,  18s RivingUm  184s 

Explanation  of  thePtelms,  12mo,  2f  (M,Soe. P. CAT., '59;  12mo,3s6d  JUvingUm  1855 

— ^-*^ Family  Readings  from  the  Gospel  of  St.  John,  2nd  edit,  12mo,  5t  6d  RivingUm  1843 

■  Lent  Lectures  on  Discipline  and  Doctrine,  12mo,  6s   RivingUm,  1841 

■  Plain  Parochial  Sermons,  7  r.  ]  2mo,  each  6s  RivingUm  1851 

Prayers  for  the  Sick  and  Afflicted,  7th  edit.,  12mo,  Ss  fW RivingUm  1859 

Psalms  and  Hymns  for  Public  Worship,  6th  edit.,  18mo,  Is RivingUm 1858 

-System  of  Family  Prayer,  2nd  edit,  12mo,  2s  64I  RivingUm  1843 


.  (/iw.)  Alice  Glynn,  a  Tale,  post  8to,  U6d WkiUaker 184$ 

— Letters  on  Phrenology,  8to,  As  Longman  1837 

-  Ohseirations  on  Ophthalmia,  8ro,  6s   Madden 183^ 


' Phrenological  Colloquies,  12ino,  7s  (W Madden 1837 

Slane  (P,)  Anselm  ;  or,  the  Confessor  and  Penitent^  fcap.  8to,  Is Partridge 1861 

Slaney  (it. ^.)  Plea  for  the  Working  Classes,  18mo,  2s    Lttngman  1847 

Slater  {Edw.)  Selections  from  Shakespeare's  Plays,  for  Schools,  12mo,  6s Law  1836 

(jifrs./.)  Lessons  in  Geography,  Ancient  and  Modem,  12mo,  6s— red.  to  4s  6d.  Law  1854 

■  Little  Princes,  sq.  16mo,  6s  6d ;  col.,  8t,  CwndaU,'^i—T.ZtM;ooL,5t  H.  Bokn   1845 

■  SententisB  Chronologies :  Ancient  and  Modem  Chronology,  12mo,  Ss  6(i  Ltmgman  ....    1802 
• -^_^-__.^_ Chart  to,  6s;  on  roller,  9« .-.4-*  Longman  1848 

■  (/iio.)  Amateur  Florist's  Guide,  cr.  Svo;  2i,  i860  ;  cheap  edit,  Is Simpkin 1861 

Christian  Reader,  Srdedit,  12mo,  5t P.Jackton 1847 

-  Descriptire  Catalogue  of  Tulips,  12mo,  2s  Orr    1843 


—  (/.^.^  Shadows  of  Thought,  Poems,  leap.  8Toi  Zttd Groombritfge  ...iSi^ 

' {J'W.)  Handbook  of  Chemical  Analysis  for  Practical  Men,  cr.  8to^  6s Mackenzie 1861 

(J2o6<.)  Gold  Valuing  Tables,  8to,  Is  6d    Longman  1854 

On  Decimalising  Weights,  Measures,  &c,  8vo,  Ss   A,  Hall 1855 

with  Laurie's  Analysis,  5t...  A.  Hail 1855 


(^Slom.)  Memoirs  of,  by  White,  8vo,  18s Pkiladelpkia... i%i6 

[Tho.)  Compendium  of  Ancient  History,  Geography,  &c. ,  post  8to,  7t6d  Longman  1858 

Memoirof,  12mo,  2tfki Whi^Uder 1851 


■  (Tru.)  Louis  Napoleon :  the  Patriot,  or  the  Conspiratorl  12mo,  Is  6rf PaHridge 1853 

Slaughter  {M.)  Railway  Intelligence,  from  Official  Returns,  roy.  4to,  Torioos  prices...  Attthor Ann, 

^  Traffic  Tables,  1849>-62,  folio,  5s  Smitktb  Son...iiis^ 

SlaTC  King  (Ro80oe*s  Series),  8to,  2«  6d   Appletfard 1846 

Life  in  Georgia,  12mo,  Is ^ Au!hor  1855 

Trade,  a  Letter  from  Lord  Denman  to  Lord  Brougham,  8vo,  2s  Qd  Hatchard 1848 

Slarery  at  Home;  or,  GoTeraeeses  and  Giris*  Schools,  12mo,  2ti'd  Neuhy  1853 

in  Southern  States,  a  Letter  to  Napoleon  III.,  by  a  Creole,  8to,  2s Kirkland  1862 

Slaves  of  the  Ring ;  or,  Before  k  After,  by  A.  of  Grandmother's  Money,  3  v.p.  8vo,  31s  6dE  Hnrtt  d:  B,   . . .  1 86z 

Sleeman  ( IT. £r.)  Joumey  through  Oude,  1860-61,  2  t.  poet  8?o,  24s Bentley 1858 

Ramblesof  an  Indian  Official,  2  r.  r.  8yo,  81s  6rf,  IfaUhard -r.l^  H.  Bokn   1J44 

SleepingBeautyof  the  Wood,  edited  by  Bayly,  sq.  18mo,  2s6d  Orr 1843 

Sleigh  (A.)  Royal  Militia  and  Yeomanry  Caralry  List,  8to,  10s  (Ujt    Author  1850 

— (^.VK.)  Nautical  Re-oiganisation,  8vo,  Ss  6d Wilson  1840 

Prince  of  Panama,  and  other  Poems,  8vo,  10s  6d    ffearve 1848 

———Treatise  on  Resources  of  Ancient  Mauritania,  8vo,  5t AgloU    iScr 

( A  TF.J  Outcast  Prophet,  8  r.  poet  8vo,  Sis  6d Newbg  1847 

(Col.)  Travel,  Life,  and  Adventure  in  British  Northern  Americs,  8vo,  12s Bentleg  r853 

-  (/no.)  History  of  the  Ancient  Parish  of  Leek,  8vo,  7s  6d /.  R.SmiUk  ...i86a 

. (TFm.)  Aids  to  Reflection  on  Scripture,  12mo,  6s Maton    1843 

Bssays  on  Various  Religious  Subjects,  12mo,  8s  Maton  1850 

Studies  in  Theology,  12mo,  Is  6c^ Mtuon  1853 

— Voice  from  the  Dumb ;  Memoirof  Wm.  Lashford,  fcap.  8vo,  2s  BamiUon  1848 

(TT.C)  Handy  Book  on  Criminal  Law,  new  edit,  12mo,  2s  6(i  RouUedge  i860 

Personal  Wrongs  and  Legal  Remedies,  12mo,  2t  6d Longman  i860 


Slick  (/o».>  High  Life  in  New  York,  fcap.  8vo,  2s C.  H.  CUwte..  i860 

Slidell  (14,)  Adventures  in  Spain,  2  v.  post  8vo,  Ifis    BenUeg 1849 

American  in  Rngland,  2  v.  post  8vo,  21s BenO^ 1S51 

-SpainRevisited,  2v.  postSvo,  16s  Ben<% 1850 


Slight  (H.B.)  Tadmon  and  Hadassah,  aTale  of  Jerusalem,  12mo,  10s  6({— red.to  7s  6c(  MaMert 1850 

(Jot.)  omd  Bum  (R.8.)  Book  of  Farm  Implements  and  Machines,  r.  8vo,  42s  BUUkwoodt,..,\%^% 

Blight  Sketches  and  Scattered  Thoughts,  12mo,  8s   Sim^km 184a 

Slighted  Invitation  ;  Disoonnea  on  the  Lord's  Supper,  18mo,  Is Sedeg 1857 

Sligo  (A.8.)  Family  Bssays  on  the  Creation,  tej.,  8vo,  10s  M Seelev...      1846 

81ingsby(/.iP.)  The  Dead  Bridal,  a  Venetian  Talc,  12mo,  Is  6d Ward  A  Lodt   iS^r 

<^if.>  Diary  and  Lrttons&c,  1688-46,  byPtawns,  8vo^  14s lomgnum  .1836 
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SUngtbjFapen;  SeleetioD  from  Writingi  of  J.  F.  Slingsby,  12mo,  1« Orr    185ft 

Sloan  {Sam.)  ConstrneiiTe  Architeetiize,  a  Guide  to  the  Pnetical  Builder,  &c.,4to,  86«  Philadelpkia...i%S9 

Model  Arebiteet :  Designe  for  Cottages,  2  y.  4to,  each  42<   PhHaddphia..,i9s% 

Slocum  (/./.)  Awful  DiMOoaaiea,  by  Maria  Monk,  Sid  edit.,  18mo,  S« Hodton 1851 

Oonfirmation  of  Maria  Monk's  Diadonuea,  18mo,  8s   Hodaon 1851 

Slogans  (The) ;  or,  War  Cries  of  the  North  of  England,  poet  8to,  6s  6(i  J.  R,  Smith  ...i8$i 

Sloman  (JET.)  Claim  of  Leibnits  to  Invention  of  Differential  Calculus,  trans.,  4to,  8s  6d  MacmiUdn    ...  1 860 

Sloper  (Sain.)  Dacoit,  and  other  Poems,  12mo,  2s  6<2 Simpkin 1840 

(2%o.)  Jewel;  Poems  from  eminent  Authors,  12mo,  ds  Groombridge...iti9 

Slons  (i.JK.)  Templar,  m  Pby,  8to,  2s  6d Chapman  d:  ff.iis^ 

Waldeck  ;  or,  the  Siege  of  Leyden,  a  Play,  8to,  2s  6<f Chapmandt  2^.1852 

SlogK  (/.7.)  Obsennational  Astronomy ;  List  of  800  Double  Staza,  post  8to,  4s   Simpkin i86a 

Stars  and  the  Telescope,  ^d  edit. ,  with  Appendix,  f cap.  8to,  If  6<2 Simpkin 1 8  6a 

Telescope,  its  Construction  and  Use,  12mo,  Is Simpkin i860 

Small  (A,E.)  Diseases  of  the  Nerrous  System  and  Skin,  by  Toothaker,  8to,  6s  Philaddphia...iis^ 

Manual  of  Homoeopathic  Practice,  Sto,  12s i'A»7a<ie/pAta...i854 

-  (/as.)  Mercantile  Tables  of  Articles  of  Bengal  Produce,  4to,  50s SmiUi  d:  ^2(ier.  1849 

(/no.)  English  Metrical  Homilies  of  14th  Century,  4to»  12s J.R.Smith   ...186a 

'{J.O.)  Highlands,  Scottish  Martyrs,  and  other  Poems,  cr.  8to,  6s  6<f  — r.  2t  fid  Groombridge ...  185a 
~  *  --    •    •  —  .-.-..-        -       -  .....  ^jg^ 


-  Restoration  and  BeriTal ;  or,  Times  of  Refreshing,  fcap.  8to,  Ss HamilUm 


(if .)  Veterinary  Tablet,  new  edit.,  fcap.,  in  a  case,  2s  6<i  Philip  di  Son    i860 

Small  Begmning^  ;  or,  the  Way  to  Get  On  (Biography),  12mo,  Ss  M    Hcgg  A  1S01U...X859 

Books  OB  Great  Subjects.     See  Appendix. 

Debts  Act,  with  an  Index,  12mo,  Is  6<i EyredsS.  1846 

History  of  England,  by  a  Lady,  sq.  16mo,  2s Low  1838 

Smalley  (.D.&)  American  Phonetie  Dictionary  of  the  English  Language,  Sro,  24s CUneinnaJH 1856 

{G,R.)  Pure  Mathematics  and  Natural  Philosophy,  fcap.  Sro,  3s  6<2 Betid: DQldy...i%^% 

Select  Meditations  for  the  Year,  fcap.  Syo,  5s  6<;{  Bwme    1838 

SmsllfieM  ((?eo.)  Principles  of  English  Punctuation,  18mo,  Is   Whi^eld  185a 

Smshridge  {Oeo,}  Sixty  Sermona  on  Several  Oocasiona,  n.  e.,  2t.  8to,  ISs^red.  to  8s  MacmiUan i86a 

Smart  {AUx.)  Songs  of  Labour  and  Domestic  Life,  feap.  Sro,  3s6«I Simpkin i860 

(B.ff.)  Beginnings  of  a  New  School  of  Metaphysics,  8vo,  12s— red.  to  10s  ...  Longman  1849 

— Bngliah  Grammar,  Principles  of,  12mo,  8s  6(i— Accidence,  Is  Loy^j/man   1847 

• Manual  of,  12mo,  2s  6<2 — ^Keyto,ls Longman  1847 

■  Bsaay  on  Thought  and  Language,  12mo,  4s  6<2 Longmam  1855 

• Hiatorieo-Shaksperian  Readings,  12mo,  6s  Longman  1861 

• Introduction  to  Grammar  b  Relation  to  Logic,  fcc.,12mo,  Is  L<mginan  1858 

Manual  of  Logie,  12mo,  2s  6<i Longman  1849 

-  Rhetoric,  with  Exercises,  12mo,  2s Longman 1848 


Outlines  of  Somatology,  12mo,  7s~Sequeito,  6s   Longman  1844 

' Praetioeof  Elocution,  4th  edit.,  12mo,  5s— red.  to  4s  Lot^fman  i860 

• » Pronouncing  English  Dictionary,  new  edit,  Snf,  12s Longman  i860 

Epitomised,  new  edit,  fcap.  Svo,  6s  Longman  i860 

Readings  from  Shakspeare,  12mo,  5s   Rivington 1851 

Theoiy  of  Elocution  :  Aids  to  Read  the  litnigy,  12mo,  8s  6d  Longman  1853 

Way  Out  of  Metaphysics,  Is Longman  1844 

Smssh  t  a  Sketch  of  the  Times ;  Past,  Present,  and  again  to  Come,  Sto,  Is Houlttan   i860 

Sineaton  ((7. il.)  Builder's  Poeket  Manual,  new  edit.,  12mo,  5s M.  Tayhr 1854 

Pointer's,  Gilder's,  and  Vamisher's  Manual,  18mo,  2s  6d M.  Taylor 1835 

(/m.)  Biography;  with  a  Histoiy  of  Light  Houses,  12mo,  2s  Parker  A  Son  1844 

Reports  in  Oiril  Engineering,  2t.  4to,  68s Weale    1836 

Smedley  {Sdw.)  Poems,  Memoir,  and  Correspondence,  8to,  21s Raldwin    1837 

and  Otben,  Gliihpses  of  the  Supernatural,  post  Sto,  5s  Griffin   186a 

(^.ii.)  DramattePoema  on  Scriptural  Subjects,  12mo,  5s    Roaworth  1854 

Traatiae on  Moral  Eridenoe,  Svo,  7s  6<i ^ett<fr/>a2c^...i8so 

(^.^.)  Fortunes  of  the  Colrille  Family,  12mo,  5s,'5a  ;  2s  6(2,*53  ;  n.e.,l«6cf  A.  Ball 1855 

Frank  Fairleigh,  8to,  16s,  1850  ;  12mo,  2s  6d  ;  d.,  8s  6d   A.  Ball igcr 

HuTy  Corerdale'BCourtsfaip,8To,16s,'55;  n.e.,p.8To,2s6<f  ;cl.,8s6(2  A.  Ball i86a 

•  Lewis  Arundel,  8to,  22s,  185a  ;  post  Sto,  8s;  cL,  4s A.  HaU ig 


— —  liBww  ATunaoi,  oto,  4&««,    lo^s  ,  pf»«  oto,  o«  ;  ot.,  «« Ji.  Iiau '©55 

>(/««.>  Practical  Hyditipathy,  5th  e^t.,  cr.  Sto,  2s  M Partridge i86a 

.i86i 

.i86t 


{Mre.)  Ladies'  Manual  of  Praetieal  Hydropathy,  fcap.  Sto,  Is  6d  Candwdl  i86i 

(If.-fi.)  Maiden  Aunt ;  Tales,  12mo,  8s  6d. Mattert.. 

Ninn;  a  Tale,  12mo,  Is  6<i A.  Ball.. 

Story  of  a  Family,  12mo,  2s  6il A.  Ball 1854 

Use  of  Sunshine,  a  Christmal  NanratiTO,  fcap.,  5s— red.  to2s  6d  ...  A.  Ball i860 


Smee  (iZ/.)  Elemento  of  Electro-Biology,  Sto,  10s  6d Longman  1849 

Metallurgy,  new  edit,  post  Sto,  10s  6<f    Longman  1851 

General  Debility  and  DefectiTe  Nutrition,  2nd  edit.,  leap.  Sto,  8s  6<i  ...  Cfhurchill  i86s 

Instinct  and  Reaaen  dednoed  from  Electro-Biology,  Sto,  18s Reeve iiSco 

Principles  of  the  Human  Mind,  8to,  2s  6<f Longman  ....!!i849 

Process  of  Thought,  adapted  to  Words  and  Language,  Sto,  7s  Longman  iiSci 

Sources  of  Physical  Sdenoe,  Sto,  10s  6tf Re^nkav 1843 

-         — The  9ye  in  Health  and  Disease,  2nd  edit.,  8to,  5s Lvugman  ......1855 


Uses,  Properties,  Ac.,  of  the  Potato  Plant,  Sto,  10r6<2 Lonqman     ..    1841 

(Tko.)  Win^^MerehanVa  Manual,  12mo,  4s,  SmUh  ds  Btder^nd.  to  Is  6<i  ...  B.  Bohn iisl 
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Smellie  (Tfm.)  OUtHrto  FUtea,  with  Bzplanftti<ni8,  8to,  6f OimrduU  iM 

Smethunt  (Tho,)  HjdrothenpiA  ;  or,  the  Water  Core,  2iid  edit.,  8to,  6t Oroomhridfft  ...li^ 

Bmibert  (Tko,)  CUna  of  the  HighUnde  of  Scotland,  roy.  8to»  45$ (^ooM6ru^...iS5o 

loAnche:  Poems,  chiefly  Lyrical,  12mo,  4« GrwHubridge... \%si 

Smilee  (Sam,)  life  of  Georige  Stephenaoa,  5th  edit,  8to,  16f    Murray 1S5S 

(Story  of),  12mo,  6« Murray 1859 

Lives  of  Bngineers,  with  an  Account  of  their  Works,  3  t.'Sto,  63«  ...  Murraif 1861 

-^-^  Physical  Rdueation  ;  or,  Nartnre  of  Children,  12mo,  St  6d  StsijMkm 1837 

•— ^— Railway  Property,  its  Conditions  and  Prospects,  8v0)  1«  6d   Wiiion  1849 

'         Self -Help ;  with  Illastrations  of  Character  and  Conduct,  n.e.,  p.  8to,  fif  Mmrray i860 

Workmen's  Earnings,  Strikes,  and  Savings,  fcap.  8vo,  1$  M Mwrra^ 1861 

Smiles  and  Frowns  of  Fortane,  by  Clarisse,  cr.  8to,  69  Jiu.Black»OBdiUi 

Smirke  {Edw.)  Beport  of  the  Stannaries  Case,  Vice  v.  Thomas,  8to,  10«  6d Benmttg 1843 

(5.)  Arehitectore  of  Temple  Church,  4to,  31s  6d  ;  roy.  4to,  628  6d    Weale 1842 

Smith  {Adam)  Theory  of  Moral  Sentiments,  new  edit.,  post  Svo,  8«  (kly'49;  n.  e.,  5«  Grijm    1894 

Life,  by  D.  Stewart,  post  8vo,  8«  M  ...  B.  Bok» 1853 

Wealth  of  Nations,  Life,  by  Wakefield,  4  v.  12mo,  20« C.  Knight 1839 

-Notes,  Ac.,  by  M'Culloch,  4th  ed.,  8vo,  16*  Longmaai  i8$o 


(^^net)  Olympua  and  its  Inhabitanta  ;  Classical  Mythology,  12mo,  Z»M &mpkm 1851 

-  {Alb.)  Adven.  of  Mr.  Ledbuiy,  3  ▼.  post  8vo,  31«6<j,'44;  12mo,  3t  td,\^ ;  2t  lUmtUdge  1859 

Bowl  of  Punch,  18mo^  U Bogue 1848 

■      Christopher  Tadpole,  8to,  16t,  BeiUiey,  '47— r.  6$,  Xea,*56;  12mo»  2s  JUnUledge 1859 

Comic  Tales,  fcap.  8to,  2«,  Bryee,  1856;  It Kent  i86» 

Fortuneso£ScattexgoodFamily,8v.p.8vo,31s6<i,'45;12mo,3«6<2,'53;2s  Boviledge  i860 

-—  Oavami  in  London,  imp.  8to,  10s  6<2  Bogme 1848 

Marchioness  of  BrinnllierB,12mo,5t, '46 — ^r.3s6ci,'49;  n.e.,12mo,l«6</  RouUedge  i860 

Medical  Student,  edited  by  Arthur  Smith,  fcap.  8yo,  Is   RomiUdge  1861 

MisceUany;  a  Book  for  the  Field  and  I^reside,  12roo,  1« Bogue 1850 

Mont  Blanc,  poet  8to,  lOs  (ki,  Bogtie,  ^53  ;  12nio,  5t,  Kent,  '54  ;  2s...   Ward^Lo€k.,.it6Q 

Month  at  Constantinople,  post  8to,  lOs  M,  *$o  ;  3rd  edit.,  12mo,  5s  Kent  1854 

Natural  History  of  Stuck-up  People,  32mo,  Is   Bogne 1847 

the  Ballet  Girl,  32mo,  Is Bogue 1847 

Flirt,  newed.,  32mo,  Is, '49  ;  Qent»32mo,  Is  B<^ 1847 

-  Idler  upon  Town,  32mo,  Is    Bogue 1848 


Physiology  of  Brening  Pteiiies,  12mo,  2»6d,  BentUg^  '49;  18mo,  Is  Kent  1859 

Pictures  of  Life  at  Home  and  Abroad,  12mo,  Is Bentleg 1851 

Pofetleton  Legaqr,  post  8yo,  10s  0(2,  Bogue^  1849  ;  12mo,  2s    Boutlodge  i860 

Sketehcaof  London  Life,  12mo,  2s J)mn 1859 

the  Day,  2  aeries,  new  edit.,  12mo,  each  2s    WardAk  Lod:...its^ 


To  China  and  Back,  8vo,  Is   Chapman^  ff,  it  ss 

Wassail  Bowl  for  Christmas,  Tales,  post  8vo,  10s  6ii— red.  to  7s  M...  H,  Boku    1843 

Wild  Oats  and  Dead  Leaves,  cr.  8vo,  5s Ckapman  ^  H.itho 

and  Leech  (/.)  The  Month,  sq.  6s,*5a  ;  newed.,  28er.,16mo,ea.ls6<2  Weu^^ Lotk...iln 

-(Alex,)  City  Poems,  12mo,  5s    MaemUloH    ...1857 

Bdwinof  Deira,  2nd  edit,,  fcap.  8vo,  5s MactniUan    ...1861 

life  Drama,  and  other  Poems,  3rd  edit.,  12mo,  5»— red.  to  2s  6d  ...  MaemiUan    ...1855 

Philosophy  of  Morals,  2v.  8vo,  21s Smith  d:  Eider  1S41 

Sonnets  on  the  War,  12mo,  Is Bogue    1855 


(Aif,)  Harrogate  Medical  Guide  and  Mineral  Waters,  12mo,  2s  Od Simpkw 1849 

Views  in  Norway  and  Sweden,  fol.,  63s  ;  cold.,  94s  6d McLean 1847 


(And.)  Zoology  of  South  Africa,  5  v.  4to,  18/ Smiths  Elder' ^Z^j 

Aves,  7L     Invertefarats,  20s.     Mammalia,  60s.     Piscea,  40s.     Beptilia,  5L 

(Ann)  Practical  and  Bconomical  Cookery,  8vo,  5s  6d    ChtigomaM  A  H.its^ 


-  (Anth.)  Martha,  a  Sketch  from  Life,  post  8vo,  10s  6<£ ITope 1855 

(A^uilla)  Blowpipe  Characters  of  Minerals,  ed.  by  Houghton  and  Scott,  8vo,  4s  WiUiawu  dt  A".  1863 

(Arek.)  OnCorreotingtheDeviationaof  a  Ship's  Compass,  8vo,  4s  6(i PotUr    1855 

■ Peru  as  It  Is,  1839,  2  v.  post  8vo,  18s   Bentieg  1839 

(^r<;kt(r)RailwayBetumstoSpecialOrdenof  H.  of  Loida,  1849-50,  8vo,  2s  6<i  jr.  WiUon 1850 

Thamea  Angler,  12mo,  Is OAopman^  ^.1860 


(A.B.)  Few  Aigumenta  against  Phrenology,  18mo,  Is Orr 1842 

{B.)    Climbing,  a  Maniud  for  the  Young,  post  8vo,  2s  6<<   Mown   1861 

—  (Bam.)  Arithmetic  and  Algebra,  with  Examples,  7tii  edit,  post8vo,  10s  6<<...  MacmUlam i860 

—————  Elements  of  Arithmetic,  new  edit.,  post  8vo,  4s  6d  MacmiUan 1857 

-  K^  to^  2nd  edit,  or.  8vo,  8s  M MacwtiUan    ...i860 


■  Bxerdses  in  Arithmetic,  Pts.  1  and  2,  with  Answers,  1  v.  cr.  8vo,2s6<i  MacmiUan 1861 

—  ( Budeing.)  Coleccion  de  Yarios  Documentos  para  la  Historia  de  la  Florida,  4to,  28s  TriUmer 1 8  57 

(B.P.)  Memoinof  W.  Sellon,  12mo,  2s  6d Shaw  d:  Son  ...1851 

(Car.)  Voice  of  the  Early  Churoh,  post  8vo,  Is  6€l Bamiltan  1850 

(C^.)  Convocation;  its  Hidden  Truths,  8vo,  2s    Baldwm    184! 

i Inquiry  into  Catholic  Trutiis,  p.  8vo,  Ft  1,  6s ;  2,  4s  ;  8,  4s ;  4,  8s  Parker^ San  '44>s6 

— Prise  Essays  on  Infidelity,  12mo,  Is  6<i   Partridge 1851 

(Chauney)  and  B»,tn  (S.W.)  American  Railway  Cases,  8vo,  28s ^osfosi^  27.5.. ..1854 

(Coke)  ^ews  in  the  Canadas,  fol.,  84s;  cold.,  6/ 6s M'Leem 1839 

{C.A.)  Ladies'  and  Gentlemen's  Letter  Writer,  12mo,  U6d Doom 1843 

—  (O.P.)  SennoBS  Pkeaohed  in  Holy  Week,  8cc.,  12ino,  ds    Maat0r$ 1847 
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SmiOi    (CO.)  Rani  BamUet  in  ClieBhire,  12iiio,  U Simphm x86» 

{CM.)  County  Court  Practice,  new  edit.,  poBfc  8vo,  2»  6rf Longman  1858 

Introduction  to  the  Mammalia,  12mo,  6j,  HighUy — red.  to  44  6<i   ...  H.Bohn 184a 

Natural  History  of  the  Human  Species,  12mo,  7a  6ci HighUy 1848 

Observations  on  Stones  used  for  Building.  4to,  6« WeaJU 1845 

Practical  Notes  on  Parks  and  Pleasure  Grounds,  post  8to,  6* Reei^e 185* 

— {Mrt.cn,)  Thoughts  for  the  Thoughtless,  ISmo,  2»M Jom. Blackwood  1%^^ 

(CJ.)  Historical  and  Literary  Curiosities,  4to,  70s— red.  to  52«  6<2    ff.Bokn 1840 

Manu&l  of  English  Gnmmar,  12mo,  1»  6d Cleaver 1846 

{CL.)  Excursions  in  Highlands  of  Scotland,  1835-6,  post  8to,  Kk  6d  Simpkin 1837 

Odes  and  Sonnets,  Scotch  and  English,  12mo,  4«   Parker  ^  Son,.  iZ^i 

(CM.)  Curiosities  of  London  Life,  new  c5it.,  post  8vo,  it  6d  Catk 1857 

Dead  Lock  :  a  Story  and  Tales  of  Adyenture,  or.  8vo,  6a Virtue   i86» 

Eva  and  her  Playfellows,  fcap.  Sro,  2tM  Dean 1861 

Pictures  of  London  Life,  post  8to,  7a  6d,  1856— red.  to  8a  6ci  A.  Hall 1861 

The  Vemeys ;  or,  Chaos  Dispelled,  a  Tale,  post  8vo,  7a  6<i  A.  Hall 1858 

Treatise  on  the  Law  of  Master  and  Servant,  2nd  edit.,  8vo,  16a Sweet i860 

Working  Man's  Way  in  the  World  ;  an  Autobiography,  p.  8vo,  3a  dd  Cath 1857 


(C,R.)  Antiquities  of  Bichborough,  Reculver,  and  Lymne,  4to,  21a /.  Jt,  Smith  ...1850 

Catalogue  of  his  Museum  of  London  Antiquities,  roy.  8vo,  21a   /.  R.  Smith  ...1854 

Collectanea  Antiqua  :  Ancient  Remains,  6  v.  8vo,  8/ /.  J2.  SmdihiS^i-6i 

Illustrations  of  Roman  London,  4to,  63f /.  R.  Smith  ...1859 

Notes  on  the  Antiquity  of  Treves,  Mayence,  &c.,  8vo,  7a  6d /.  R.  Smith  ...1851 

-  On  Excavations  of  Roman  Castra  at  Lymne  &  Pevensey,4to,ea.  10a  6<2  /.  R.  Smith  ...1853 
Remains  of  Roman  Antiquities  at  Aldborough,  r.  4to,  25a  ;  cold.,  42a  /.  R.  Smith  ...tis% 


'(C.W.)  Book  of  Recitations,  from  Poets  and  Dramatists,  2nd  ed.,  12mo,Sa6<2  Botwortk  i860 

Dramatic  Scenes  from  Standard  Authors,  12mo,  2t  6d  RotUkdge  i860 

Elocution  without  a  Master,  8vo,  la  6</,  Lcu!y,^S7i  ^^^  ^m  18mo,  la  Ward  ds  Xiodb..  1858 

Ten  Minutes*  Talk  about  Speaking  and  Action,  12mo,  la  Addey   1856 

-(Don.)  Chamber  of  Affliction,  82mo,  2a  6<f ,  184a— red.  to  2a  HamHUm  .«,.... 1844 

Dyer's  Instructor,  12mo,  21a ^mpHn 1851 

Practical  Dyer's  Guide,  8vo,  63a,  1849 — red.  to  42a Simpkin 1851 

Sacramental  Manual,  48mo,  2a Hamilton 1836 


'{£dw.)  Consumption  ;  its  Early  and  Remediable  Stages,  poet  8vo,  I0t6d WaUon i86a 

Health,  &c.,  as  Influenced  by  Changes  in  System,  post  8vo,  lOt  6d  ...  WaUon 1861 

>— —  Journey  through  North-Eastern  Texas,  1849,  12mo,  2t  6d Hamilton  1849 

Man— What  is  he  1  and  Where  is  he  f  Svo,  5a Nitbet    1851 

ReliquisB,  Poems,  12mo,  la  6d Satmdertdf  0.  1859 

Syllabic  Reading-Book  ;  a  Course  of  Progressive  Lessons, roy. 4to, 3a  6<i  Joteph^  Co,  ...i86» 

T^tise  on  Structural  and  Systematic  Botany,  post  8vo,  2a  HotUtton   1856 

Treatment  of  Chronic  Phthisis  Pulmonalis,  8vo,  3a  6d Longman  1858 


(EUia)  Battles  of  the  Bible,  12mo,  3a  6<2 Hamilton  185^ 

Clarendon,  a  Tale  of  Recent  Times,  18mo,  2t  6d    Dolman  1848 

Emmeline;  or.  Good  Humour,  12mo,  la WkiUaker 1847 

Fire  Tears  a  Roman  Catholic,  18mo,  la  6rf Wertheim 1850 

Fragments  in  Prose  and  Verse,  Life  by  Bowdler,  post  8vo,  10a  6d Murray 184a 

— — Incidents  of  Foreign  Convent  Life,  18mo,  la  6c^ Partridge 1850 

Picture  of  the  Four  Religions,  18mo,  la Sowthgoie  1841 

—  Progress  of  Beguilement  to  Romanism,  12mo,  2a  6c2 SeeUy 1850 

The  Mingled  Tarn,  a  Tale,  12mo,  8a  6rf Hamilton  1855 

Three  Bias  of  Woman's  Life,  3  v.  post  8vo,  31a  6<2    Bentley 185a 

-^(Mrt.E.F.)  WelUngton  Lyrics,  post  8vo,  la £.  Wilton 185* 

— -{Elita  0.)  Bertha  and  Lilly ;  or,  the  Happy  Village,  12mo,  la  6d Ward  A  Lock  1854 

(E.P.)  Manual  of  Political  Economy,  post  8vo,  6a New  York 1854 

(B.R.)  The  Araucanians;  or,  Wanderingsin  ChUi,  poet  8vo,  7a  6d Low   1855 

(RO.)  Vilhige  Discourses,  8vo,  6a    Simpkin    1843 

(Geo.)  Dissertation  (m  Alphabetical  Characters,  8 vo,  la  6(£  Simpkin 1843 

Doctrine  of  the  Cherubim,  post  8vo,  8a  Longman  1850 

Pastorate,  2nd  edit.,  Svo,  2a  6(2 Maton  1851 

Domestic  Prayer-Book,  post  8vo,  4a  6i£   Ward 185a 

■■  Essay  on  the  Construction  of  Labourers'  Cottages,  8vo,  4a Blaekie 1850 

Essays  on  the  Sabbath,  Church  and  Schools,  12mo,  2t  6d W.  ColUnt 1849 

— Glazier  and  Builder's  Ready  Reckoner,  new  edit.,  12mo,  2a  6d    Simpkin 1851 

-  Harmony  of  the  Dirine  Dispensations  :  Discourses,  post  8vo,  7a  M...  Longman  1850 

Hints  for  the  Times  as  regards  Religion,  12mo,  2a  6<f,  '48— red.  la  ikl  Hatchard 1849 

History  of  Wesleyan  Methodism,  3  v.  post  Svo,  each  10a  M Zon^mafi...i859-6a 

—  Inquiry  into  the  Cherubic  Figure  of  Scripture,  post  Svo,  3a Longman  1850 

life  Spiritual,  12mo,  5a Snow 1855 

Missionary  Visit  to  China,  1844-46,  2nd  edit.,  Svo,  14a  Seeley 1847 

Ornamental  Designs  after  the  Antique,  roy.  4to,  31a  6d— red.  to  12a  .  M.  Taylor    ...1845 

Perilous  Times ;  Dangers  and  Duties  of  Protestants,  12mo,  6a Longman  1845 

-^— » Religion  of  Ancient  Britain,  2nd  edit.,  post  Svo,  7a  6<2 '.  Longman  1846 

■  Sacred  Annals.  V.  1.  Patriarchal  Age,  2nd  edit.,  post  Svo,  10a    Lov^man  1859  * 

..«.^— _^^_ 2.  History,  &c.,  of  the  Hebrews,  post  8vo,  12«   ...  Longman  184^ 

.  8.  Gentile  Nations,  post  Svo,  12a , Lon^gman  i8<« 
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Bmltli    (Oto.)  SermoBs,  8to,  12t ^. Snow i«5> 

Truth  IB  Berealed,  12mo,  2f  M  Simpktmr    i«47 

Two  LectorMon  Ghoreh  Muaic,  imp.  8to,  U JUekardtom  ..,il6i 

{Bp,  Oto.)  Narmtive  of  a  Viait  to  Loo-Choo,  1860,  12mo,  2»  M   HaUhard i«5» 

Ten  Weeks  in  Japan,  iUnst.,  8vo,  14f Lcmgmam  1861 

((7erri<)  Sennoni  and  Speeches,  8to,  8«  (W    New  Tcrh i«6» 

{Qoldwin)  Iriah  History  and  Irish  Character,  2nd  edit,  post  Srtf,  5«    J.H,deJ. Paritr i%6% 

Lectare,  Foundation  of  American  Colonies^  8vo,  U  JMJfJ.ParterMi 

Lectures  on  Modem  History,  8vo,  5«   J.ff.^,PaHxrMi 

the  Study  of  History,  8to,  2*  fW JMjkJ.Parher\i6i 

On  Supposed  Consequences  of  Historical  Progress,  8vo,  U  6d  J. H,dcJ. Parker iHi 

Rational  Religion  k  Objections  of  Bampton  Lectures  for  '68,  8ro,  6s  M  WkiUaker x86i 

(0,C.)  The  Boatswain's  Mate,  18mo,  \$td\  new  edit.,  Is  NiAdl 1854 

(ir«i.)  ApostoUcal  ChristUns,  fcap.  8vo,  8s  6<i  Werlke^  1845 

Doctrine  of  Baptismal  Regeneration,  12mo,  2«  HamUiom  1851 

Essay  on  Destitution  and  Miseries  of  the  Poor,  8to,  Ss  M    Parker  ^  Sim  .1850 

Garment  of  Praise  for  the  Spirit  of  Heariness,  18mo,  2* Simpkin 1850 

Hnmorrhoids  and  P»>Iap8us  of  the  Rectum,  Srd  edit.,  fcap.  Swo,  Zi .  C^urehiU  x86i 

Origin,  &c,  of  the  Protestant  Bishopric  of  Jerusalem,  8vo,  7s WertAeim  1846 

People's  Ghiide  to  Health  ;  Volunteer's  Manual,  8th  edit,  cr.  8ro,  Is  Ward  As  Lock    1861 

Pilgrim  in  the  Minions  ;  or.  Gospel  Husbandry,  poet  8to,  4s  6«{ Wtrikdm  iSs4 

Pilgrim's  Staff  and  Christian's  Daily  Walk,  2  series,  B.e.,  12mo,  ea.  6s  BouUion    j86i 

_.. Principles  of  Mental  and  Moral  Training,  12mo,  6s   0.  Cwt  1853 

Treatise  on  Stricture  of  the  Urethra,  8to,  7s  6<2 CkwxkiU  1857 


\Mrt,  H.)  Female  Disdple  of  the  First  Three  Centuries,  12mo,  fis,  '45— r.  3s  6(2  Lon^moM   1S50 

Sinless  Child,  and  other  Poems,  12mo,  6s  Wi1«f 1843 


■  (ffen.H,)  Anatomical  Atlas  of  the  Structure  of  the  Human  Body,  roy.  8to,  30s  Philadelphia...  1^49 

Minor  Surgery,  247  Engrarings,  Srd  edit.,  12mo,  10s  M Philadelpkia...itii 

System  of  OperatiTe  Surgery,  roy.  8vo,  60s Pkiladdpkia...iis% 


{ffen,  L.)  Church  of  the  First-Bom,  SoTon  Seals  Illustrated,  fd.,  10s  M    Longman  1857 

. Disgram  to  Define  the  Lives  of  the  Pistriarchs,  12mo,  6s  Simpkia 184a 

(iTsN.  iS.)  List  of  Officers,  4th  Dragoon  Guards,  8to,  5$ Longmaa  4856 

■ Grenadier  Guards,  8vo,  59 Parker  A  Sim  ,1%^ 

. 88th  Connaught  Rangers,  8to,  6s Simpkia 185a 

11th  Hussars,  1800  to  1860,  8vo,  6s Simpkia 1850 

. . ■  48rd  Monmouthshire  Light  Infsntry,  8to,  6s  i^ii^>ibV.. ......  18 51 

.p...^.— ■ 79th  Cameron  Highlanders,  8to,  6s Sin^iikia 185a 

86th  Light  Infisntiy,  8to,  6s Simpkin 1851 

«., Rifle  Brigade,  8to,  10s  Simpkin 1851 

. Torkshire  Hussars,  8^0,  7»  W Simpkin 1853 

Military  Obituary  for  1863  to  1867,  12mo,  each  2s  M Lwtgman  ...1853-7 

^-— ^— ^  Parliamentary  Registration  of  Yorkshire,  8to,  2s  6<2 /.  R.  Swtiik  ...1854 

.__ Parliaments  of  England,  from  George  I.,  3  v.  12mo,  29s  (id Sintpkin  ...1844-50 

Registerof  Contested  Elections,  2nd  ed.,  12mo,  6s,  Simpkin,'^;  Utd  CJi,  Clarke.. .il^t 

,  (Hot.)  Adam  Brown,  the  Merchant,  3  ▼.  p.8vo,  31s  611^  '43;  n.e  ,  1  ▼.12mo,8s  Hwni  4:  B.  ..  1S47 

Arthur  Amndel,  St.  p.  8to,  31s  6(2,  Colhum,  1844  ;  12mo,  6s   BurttA  B 1847 

. Brsmbletye  House,  12mo,  6s,  Colbtim,  *36— red.  3s  6c2,  Tegg,  '48;  2s  Bodgmm    1855 

Gale  Middleton,  3  v.  poet  8vo,  31s  6d BenUey 1835 

Involuntary  Prophet,  12mo,  St,  1835 — red.  to  3s  6d Betttie^ 1X49 

Jane  Lomaz«  3  ▼.  post  8vo,  31s  M^  Colbum,  1837  ;  12mo,  2s B.  Lea  1856 

Love  and  Mesmerism,  3  v.  post  8vo,  Sis  6(1  Colbum 1845 

Moneyed  Man,  new  edit.,  3  v.  p.8vo,  31s  6(i,  CoUmmj  1851;  12mo,  2s  Bartim  1861 

.     »     ■ New  Forest,  a  Novel,  new  edit,  12mo,  2s  Blujfuey 1858 

^— Oliver  Cromwell,  3  V.  post  8vo,  81s  6ef   Colbwm 1840 

Pilate's  Wife's  Dream,  and  other  Poems,  fcap.  8vo,  2s  6(2 Macmiilam    ...1861 

Poetical  Works,  2  v.  12mo,  12s,  Colhwm^  1846  ;  2  v.  in  1,  red.  to  6s  Tegg  1S51 

Sports  and  Pastimes,  12mo,  6s CoUmm 1846 

Tor  Hill,  3  V.  post  8 vo,  31s  6(2 -red.  to  12s  Colbwn 1851 

Walter  Colyton,  a  Tsle,  illust,  new  edit.,  12mo,  4s  M;  ch.ed.,  2s  6(2  Knight  1857 

Zillah,  a  Tale  of  the  Holy  City,  12mo,  2s   Bryee 1857 


—  (J7or.<^/as.)  Rejected  Addresses,  22nd  edit.,  12mo,  Sa,  1851  ;  ch.  edit,  12mo,  Is  hturrag i86t 

{B.  B.)  History  of  the  Church  of  Christ  in  Chronol(^cal  Tables,  folio,  36s...  New  York 1859 

'{B.C.)  Sermons  Preached  at  Plymouth,  12mo,  5$   BaUhard 1844 

(B.O,)  Practical  Arithmetio  for  Senior  Classes,  12mo,  2s  Siwtpkin 1858 

(/(U.)  A  Book  that  will  Suit  You  ;  or,  a  Word  for  Every  One,  32mo,  Is  6(2   Simpkin 1849 

— ^ —^-^ You  Want ;  or,  Portions  for  all  Persons,  S2mo,ls  klt6d  Sin^^kin 185a 

will  Like,  32mo,  Is  and  Is  Sd A'«^)Kr. 1S59 

Believer's  Duly  Remembrancer,  2  ▼.  32mo,  each  Is  6(^*49;  fp.,  3s  6(2  Siwipkin 1S60 

■  Bread  from  Heaven;  or,FoodfortheSoul,32mo,ls,'57;n.e.,fp.8vo,3s6(2  Sktitkin iS6a 

, Bright  Rays  and  Reviving  Showers,  32mo,  2s - Allman 1851 

Cabinet  Maker's  Guide,  4to,  62s 6(2— red.  to40s   Tallia 1851 

._ Choice  Portions  from  Whitfield,  82mo,  Is  6<2 Simpkin 185a 

Christian's  Railway  Companion,  S2mo,  Is  Simpkin 1846 

Church  ss  it  ought  to  Be,  32mo,  Is  6«I   Simpkin 1845 

.  Daily  Bible  Readings  for  the  Lord's  Housohold,  82ffiO^  2f     AUm  .•..•....1849 
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Smith    (JoM,)  Diawrtfttioii  on  Origin  and  Connection  of  the  Gotpela,  8to,  16$    

— Divine  Dmn*  of  BQstoiy  and  GiTilisition,  Sto,  12f 

Barly  and  the  Latter  Bain^  TOy.  8*imo,  1«;  gilt,  U  6d  

Fruit  from  the  Tree  of  Life,  82mo,  U;  gilt,  U  6d    

Glad  Tidings  of  Good  Things,  8Smo,  U;  gilt.  Is  6d 

Gleams  of  Grace,  82mo,  1«}  gilt.  Is  6cf 

Good  News  for  All,  82mo,  It;  gUt,  Is  (W  

Seed  for  the  Lord's  Field,  32mo,  U  6d 

Green  Ftetnret  and  Still  Waters,  82mo,  Is  6<f   

Light  for  Dark  Days,  82mo,  Is  6c{  

Lights  and  Shadows  of  Artist  Life,  &c.,  post  8to,  10s  6d 

Lore  of  Christ  set  forth,  82mo,  U6d 

Manna  in  the  Wilderness,  82mo,  2f 

Marrelloas  Mercy,  ee  displayed  in  the  Life  of,  fp.  8to,  4$  ;  32mo,  2s 

■ Memoir  and  Remains,  byG.  Pritohard,  12mo,  8i 

Memoin,  Miscellanies,  lus.,  by  H.  Smith,  2  t.  post  8vo,  21s   

Messenger  of  Mercy,  82mo,  Is  6d    

— —  Missionaiy  Appeal  on  Behalf  of  British  India,  12mo,  i$ 

Onuses  from  British  Poets,  18mo,8s,  W(uhb<mrfu,'s^f  n.e.,12mo,2f  Gd 

Pearls  from  the  Ocean  ;  or,  Wealth  for  Souls,  82mo,  Is  M 

■  Pleading  Saviour ;  or,  the  WondroasLove  of  Christ,  18mo,  Is  6d  ... 

Precious  Things  from  the  Eyerlasting  Hills,  82mo,  2s    

— ^— ^— — ^  Problem  of  Squaring  the  Circle  Solved,  8vo,  Is 

Public  Worship ;  or,  Prsise,  Prayer,  and  Preaching,  12mo,  8s  6cl    ... 

Quadrature  of  the  Circle,  8vo,  10s  6(f 

Rainbow  of  the  Covenant ;  or,  Christ  Bxalted,  &c.,  82mo,  Is  (id    ... 

Refreshing  Dew^opB,  82mo,  Is   

' Researches  in  Newer  Pliocene  and  Post-Tertiary  (ieology,  post  8vo,  6s 

Rills  from  the  Rock  of  Ages,  32mo,  Is  ;  cl.  gilt.  Is  6d 

Rural  Records:  Tales  of  Village  Life,  &c.,  12roo,  7s  6c^red.  8s  6d 

Sabbath  Readings:  Portions  for  the  Lord's  Day,  82mo,  Is  6^  

Selection  of  Spiritual  Poetry,  82mo,  Is  6d  

Still  Waters  for  the  Saviour's  Flock,  82mo,  Is  ;  gilt.  Is  6ei 

Streams  in  the  Desert ;  or.  Book  to  do  Good,  82mo,  2s 

Sunny  Subjects  for  all  Seaiions,  82mo,  Is;  gilt,  Udd 

_— ^  Voice  of  Mercy,  82mo,  ItM   

Voyage  and  Shipwreck  of  St.  Pliul,  8vo,  lis,  1848;  n.e.,  cr.Svo,  8s  6d 

Watchwords  for  Christians,  82mo,  sewed,  Is;  do^,  1$  6d  

»  Way  of  Salvation  set  forth,  82mo,  Is  6rf 

^{Sirj€t9.E.)  Compendium  of  Bnglish  Flora,  by  Hooker,  12mo,  6s 

Bnglish  Flora,  by  Hooker,  6  v.  8vo,  72s 

• Introduction  to  Botany,  by  Macgillivray,  12mo,  9s— red.  to  6s 

(Jane)  Admonitory  Epistles  from  a  Governess  to  her  Pupils,  12mo,  5s 

— Brief  Memoir  of,  by  Jerram,  fcap.  8vo,  Is 

— (•^er.)  Ptalms  and  Hymns,  Church  of  Bngland,  new  edit.,  24mo,  Is  6d 

■  Sermons  adapted  to  each  Sunday  in  the  Year,  8vo,  10s 

-  (ffan.Jer,)  Life  of,  by  J.  R.  Morison,  12mo,  7s 

(/«o.)  Works,  V.  1,  18nio,  Is,  1859  ;  V.  2,  2s  6(2   

Across  the  Atlantic,  12mo,  5s  

• Catalogue  of  Dutch  and  other  Paintings,  8  v.  roy.  8vo,  each  26s 

— — ■  Supplement  to,  8vo,  80s  ... 

Companion  to  Handbook  of  Tables  for  limber  Merchants,  8vo,  7s  6d 

— —  Domestic  Scenes  ;  or.  Noted  Characters  in  Scotiand,  12mo,  6s6<f 

— —  Fruits  and  Fkrinaoea  the  Food  of  Man,  p.  8vo,  9s,  '45  ;  12mo,  4s  6d 

Hymns  for  Every  Day,  with  Music  by  G.  Cameron,  ISmo,  8s  

■  Irish  Diamonds ;  or.  Theory  of  Irish  Wit,  &c.,  12mo,  6s--red.  2s  6rf 

Key  to  Pleasant  Exercises  in  Reading,  ftc.,  12mo,  2s  6<i   

— —  Lessons  on  Words  and  Objects,  new  edit.,  12mo,  2s  6d 

• LetteiB,.  with  Picters,  consamiitg  the  Disputed  Territory,  12mo,  8s  6d 

■  —  Memoirs  of,  byTreffey,  12mo,  8s 

Wallbridge,  8vo,  7s 

-  Principles  and  Practioe  of  Vegetarian  Cookery,  12mo,  As  6d— r.  to  8s 

Sacred  Biography:  Man's  Threefold  State,  12mo,  8s  6d 

■  Select  Discourses,  edited  by  H.  G.  Willies,  new  ed.,  roy.  8 vo,  10s  dd 
. Sketches  of  Cantabs,  18mo,  8s  6<i,  1849;  1» 

— Scottish  Clei|7,  8v.  8vo,  each  7s  6d 

■  1st  series,  illnst.,  8vo,  10s   

■  Snmmaiyof  the  Prophets,  by  Hall,  new  edit.  12mo,  4s  

■ Trade  and  Travels  in  Gulf  of  Guinea,  12mo,  8s  6d  

Treatise  on  Growth  of  Cnoumbers  and  Melons,  12mo,  Is  6d 

— — — — -^-^-. Peaches  and  Nectarines,  12mo,  Is  6<f 

9 —  Management  of  Forest  Trees,  12mo,  6s— red.  to  8s  

■   Theory  and  Pkactioe  of  Music,  2  v.  4to,  25s  

View  of  the  Last  Judgment,  18mo,  2s  6c4  1839 ;  4th  edit.,  Is  

^{Capl,Jno,)  History  of  Virginia  and  the  Summer  Isles,  1684-1626,  2  v.  8vo,  24s 
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Bmxih{OapLJno.)  Life  of,  bj  GeoiTce  0.  Hill,  fcap.  8to,  6$ B<ttUm,  U.S.  ..it$i 

-~~'~—   an<2  Wilion  (^.)the  Ornithologist,  their  lives,  12iiio,  60 New  Torie n.d. 

—  (/o«.)  Book  of  Mormon,  new  edit.,  12mo,  riz.  : — ArmUromg iS4>i 

Snglidi,  8#.  Danish,  it,  French,  3«  M.  Italian,  4s  M.  German,  Zs  6d.  Welsh,  4«. 

•  Doctrine  and  Covenant,  new  edit^  12mo,  vis.  : — ,.  Armttrmtg XS45 


Bnglish,  2«  M,     Danish,  3«  M,     Welsh,  3f  6d. 

Last  Tract  for  the  Times,  12mo,  2« Pi^per 1854 

{J. A.)  Bssays  on  Prodnctire  Farming,  4th  edit.,  12mo»  2s   Longmom  1S47 

-*-  (J.Brook)  Arithmetic  in  Theory  and  Practice,  post  8vo,  8f  6cl  MacmiUan,    ...1S60 

{J.B,)  Ohnrch  in  the  World  ;  or,  the  Living  among  the  Dead,  12mo^  Ss JUvinffton  1S51 

Compendium  of  Rudiments  of  Theology,  12mo^  9« Jiirin</km  1844 

— — Digest  of  Hooker,  12mo,  9a MiringUm  1840 

Life  and  Death  of  LiUle  Red  Riding-Hood,  2Dd  edit.,  12mo,  Ss  6<f...  AcUiey    li^i 

Manual  of  Rudiments  of  Theology,  6th  edit.,  12mo,  8s  6d RivingUm  iSsS 

— ^— Typical  Part  of  Our  Lord's  Teaching,  12mo,  3s Sedeg 1837 

— —  (J,C,)  Rmigrant's  Quids  through  United  States,  18mo,  2«  M\  with  Map,  U  Simpkm iSs^ 

Illustrated  Handbook  through  United  States,  n.  e.,  24mo,  map,  7«  6d  Dei/ 1850 


-(/.Z>.)  Freemasons'  Hall  Addreoses,  12mo,  Is Partridgt 1S61 

History  and  Scenery  of  Connemara,  12mo,  2s Snow 1853 

Rhine  and  Reformation  ;  or,  Europe  Past  and  Present,  12mo,  2s Snew  185s 

—  Voice  from  the  Alps;  or,  the  Vaudois  Valleys,  12mo,  3s  Stune 1854 

Winnowed  Grain,  Selections  from  Addresses,  fcap.  8vo,  8«  6c{ Partridge i86s 


(J.P.)  Handbook  up  the  Seine,  V.  1,  fcap.,  3s,  1840  ;  V.  2,  7s  6d Eatchard 1850 

Manual  of  Devotions  for  Choristers  and  School  Boys,  n.  e.,  82mo»  2s  Masten 1851 


—  (/.(?.)  Digest  of  the  Poor  Law,  Scotland,  1858,  8vo,  7s  M Hamilton  1^58 

—  {J.H,)  Belfast  and  its  Environs,  with  Giants'  Causeway,  12mo,  2s  6<i    Simpkin 1853 

Sermons,  2  v.  12mo,  15s;  2nd  edit.,  2  v.  12s Batchard  i860 


(/./.)  American  Historical  and  Literary  Curiosities,  roy.  4to,  35s  ;  foL,  70s  New  York 1850 

2Dd  series,  4to,  42s  ;  fol.,  94s  6c2  New  York i860 


Catalogue  of  MSS.  in  Caius  College  Lib.,  Cambridge,  8vo,  10s  6<i  ...  Parker d: Son... 1%^^ 
Illustrations  to,  4to,  24s   BeU tb  DaUy..  i%s% 


Specimens  of  Collegiate  Plate,  4to,  15s   Camb.Ant.SociZ^^ 

'  (J,L,)  Emigrant  Ship,  and  other  Poenu,  new  edit.,  12mo,  3s  M Hope 1851 

•  {J.O.)  The  Lawyer  and  his  IVofession,  a  Series  of  Letters,  12mo,  4s Stereiu   i860 

-  (/.P.)  Discourses  on  Sacrifice  and  Priesthood  of  Christ,  4th  edit.,  12mo,  5s   Hamiban  1859 

First  Lines  of  Christian  Theology,  2nd  edit,  8vo,  15s  Vaebo»  A  If.. .i860 

• Memoirs  of  His  Life  and  Writings,  by  Medway,  8vo,  12s  6i2 Jaeksonds  IT.. .1853 

•'  Relation  between  Scripture  and  Ghiology,  by  Davies,  poet  8vo,  fit H.Bokn 1852 

Scripture  Testimony  to  the  Messiah,  5th  edit.,  2  v.  8vo,  21s   Hamilton  1859 


-  (/.I2.)  Bibliogra)>hical  Account  of  Kentish  Topography,  8vo,  14s— red.  to  5s  /.  R,  Smiik  ...1837 

roy.,  21s —red.  to  10s  6d /.  ^  i^mtCA    ...1837 


Catalogue  of  Writers  on  Angling,  tc^  post  8vo,  1$  6d  J,  R.  SmUh  ...1856 

List  of  Provincial  Dialects,  post  8vo,  Is    J.  R.  Smith  ...1839 

(/.5.)  Men  of  the  Scottish  Reformation,  fcap.  8vo,  8s  6d Simpkin 1S60 

Mirabeau,  a  Life  Histoiy,  2  v.  post  8vo,  21s  SmitkA  Blder  1848 

Practice  of  the  Court  of  Chancery,  7th  edit.,  2  v.  8vo,  63s Maxwell    i86s 

Social  Aspects,  post  8vo,  6s,  1850— red.  to  2s  6<{ J.CkapmoM  ...185a 

Treatise  on  the  Principles  of  Equity,  1856,  8vo,  25s Maxwell    1856 


(J.T.)  Antiquarian  Ramble  in  London,  2v.8vo,28s;  n.e.,12rao,3s6(2,'49;  2s  Bryce i8$6 

-  — — edited  by  C.  Mackay,  n.  e.,  fcap.,  5«  BetUley  1861 

Antiquities  of  Westminster,  iinp.  4to,  pUtes,  6/  5s  ;  new  edit.,  85s    H.Bokn 1837 

Book  for  a  Rainy  Day,  post  8vo,  10s  6rf,  184.5  i  3rd  edit.,  fcap.,  8s..    Bentley 1861 

Cries  of  London,  4to,  31s  6d ;  1.  p.,  52s  6<i,  iNTicAob— red.  to  12s  ...  H.Bokn 1839 

Discoveiy  of  America  by  the  Northmen,  2nd  edit.,  post  8vo,  6s  Orr 1842 

Government  by  Commissions  Illegal  and  Pemidoua,  8vo,  10s  6d Sweei 1849 

lUustrations  of  Political  Relations  of  Hungary,  12mo,  2s Jefft   1861 

Local  Government  Act»  1858,  12mo,  3s ^loeet 1858 

Self -Government  and  Centralization,  poet  8vo,  8s  6(2— r.  to  5s    J. Chapman  ...1851 


Metropolis  Local  Management  Act,  1855,  12mo,  8s   Sweel 1855 

Obfigattons  and  Powers  of  Parish  Officers,  1864,  12mo,  14s Sweet 1854 

ObservationB  on  the  Management  of  Minti,  8vo,  7s  6d WcaU 1848 

Parliameatazy  Remembrancer,  Session  1857-8,  folio,  25s J.  E.  Taylor  ...1858 

Practical  Proceedingsfor  Removal  of  Nuisances,  8rd  edit.,  12mo,  7s  6<2  Sweti ...186$ 

Progress  of  Philosophy  among  the  Ancients,  12mo,  9s   Limgman  1831 

Treatise  on  Sanitary  Legislation,  12mo,  3s  6d Shaw db Sam  ...i%^6 

—  View  of  Ancient  History,  12mo,  3s  6(2   Law   1839 

-(/.TT.)  Epitome  of  Paley's  Evidences,  with  Questions,  2nd  edit.,12mo,  3s  ...  Parker  d: Son  .1846 

the  Law  of  Patents,  12mo,  5s Maxwell 1854 


Handy  Book  on  Bills,  Cheques,  Ac.,  12mo,  ^9    E.WiUtm  1859 

Law  and  Practice  of  Public  Meetings,  12mo,  Is Weldon i86a 

of  Bankruptcy,  12mo,  Is  S.WfUon  1861 


Husband  and  Wife,  12mo,  Is  £.Wil$on  1 

Private  Trading  Partnership,  12mo,  Is E.  Wilton 


«|59 
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Law  of  Contracts,  by  G.  Malcolm,  Srd  edit.,  8vo,  16s Steiien*  i860 

Fines  and  Recoveries,  12mo,  5s BemeiiHg 1846 
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Smith  (/.  W,)  Lav  of  Landlord  and  Tenant,  by  Maude,  8to,  lis MaxwdL, 

Aeal  and  Fenonal  Fropertj,  8to,  28«,  1855  ;  2nd  edit.,  S0<    Stevens 


Kannal  of  Common  Law  and  Bankruptcy,  12mo,  lis  6d  Stevens 

Equity  Juriaprndence,  6th  edit.,  12mo,  12« Stevens 

■  Mercantile  Law,  by  Dowdeawell,  new  edit.,  roy.  8to,  36«    Stevens 


Natural  Law  Proceedings  v.  Technical  System,  or.  8yo,  2a   E.Wilson 

Proceedings  in  an  Action  at  Law,  8th  edit.,  by  S.  Prentice,  12mo,  12s  Stevens  

Questions  and  Answers  on  Law  of  Real  Property,  12mo,  2s Maxwell 

Selection  of  Leading  Cases  by  Maude  and  Cfaitty,  6  e.,  2  y.  8to,  6Zs  Afoucwell 

Summary  of  the  Law  of  Christ,  12mo,  Is  M Belldc  Daldy,. 


'  {Leon)  French  and  English  Pronouncing  Dictionary,  32mo,  5«  Bartkes  . 

Dictionary,  with  Grammar,  82mo,  Zs  6c^,  Routledge,  1850;  8»  Trilbner.. 


Guide  to  English  and  French  Coayersatton,  d2mo,  Ss  6d Barthes  . 

German  Conyersation,  32mo,  8»  6<i Barthes  . 

— ^-^^ Italian  Conyersation,  82mo,  Ss6d  Bartkes  . 

French,  German,  and  Italian,  82mo,  7s Bartkes  . 


-{Lum.}  Essay  on  the  Koran  in  India,  8yo,  2s Macmillan 

-{L.B,)  Bianca,  and  other  Poems,  12m6,  5s Saunders de  O. 

I  of  the  Alhambni,  18mo,  Is^d  Saunders  ds  0, 


{Marg.)  Leayes  from  her  Journal,  1678-9,  cr.  8yo,  6« Boston,  U.S, 

"{MariaP.)  Castle  Delondne,  a  Novel,  8  y.  post  8yo,  31s  6d    Bentley  

—  {Mary  A,)  Raithby  Hall,  Memoirs  of  Brackenbury,  12mo,  2s  6d  Wertheim  .. 

{M,E.)  Moecha  Lamberti,  a  Bomanoe  in  Verse,  12mo,  5s  A.Hall 

\0.ff.)  Early  Indiana  Trials  and  Sketches,  8yo,  15s  Cincinnati.. 

• {P.)  Csesaris  Commentarii  de  Bello  Gallioo,  Geographical  Index,  12mo,  3s  6d  Simpkin 

Gkeek  Poetry,  for  Schools,  12mo,  4s Simpkin., 


-{P.A.)  History  of  Education  for  the  English  Bar,  8yo,  9s Buttencorths  .. 

Seizure  of  the  Southern  Commissioners  Considered,  8yo,  Is Ridgtoay 


-{Rich.)  Cottager*s  Bee  Book,  12mo,  Is  6<2    Whiitaker  . 


—(Mrs.Rieh.)  Life  of  the  Bey.  Henry  Moore,  8yo,  9s Simpkin. 

' {Robt.)  Uniyersal  Directory  for  Destroying  Vermin,  12mo,  3s  6d  Wright  

• {R'B.)  Italian  Irrigation,  2  ▼.  8yo,  and  Atlas,  folio,  30s   Blaekwoods  ... 

Beport  on  Works  of  the  Madras  Irrigation,  8yo,  28s Smiths  Elder 


-{R.C.)  View  of  the  Law  of  Joint-Ownerships^  12mo,  8s Stevens 

-{R.H.)  Expodtion  of  Baphael's  Cartoons,  2nd  edit.,  post  8yo,  8s  6d   Niebet    

Theory  of  Conditional  Sentences,  Greek  k  Latin,  for  Students,  8yo,  2s  6d  Macmillan 


•  {R.P.)  Authenticity  and  Messianic  Interpretation  of  Isaiah,  8yo,  10s  6d JM.dsJ.Parher 

'{R.8.)  Manual  of  Linear  Perspectiye,  8yo,  9s New  York 

Topographical  Drawing,  8yo,  7s  6<l    New  York 


-{R.T.)  Goapelln  the  Miracles  of  Christ,  fcap.  8yo,  5s SmiihAElder 

-{R.W.)  On  Pathok)gy,  Diagnosis  and  Treatment  of  Neuroma,  folio,  63s Churchill  

Treatise  on  Fractures  in  Vicinity  of  the  Joints,  8yo,  16s Longman  , 


(S.)  Reflections  of  aBambler  through  the  Ruins  of  Mental  Creation,  8yo,  2s  Ward.. 
Reyelation,  with  a  Short  Plain  Exposition,  cr.  8yo,  3s  6(2 Ridgway 


{Sam. A.)  Collection  of  Pieces  in  Prose  and  Poetry,  12mo,  Is  ;  d.,  Is  6c2 Simpkin. 

' (SM)  New  Elements  of  Geometry,  8vo,  7s  6<i  Bentley  ... 

(Seneoa)  After  Many  Days,  a  Tale,  2nd  edit.,  fcap.  8yo,  5s,  Simpkin,  '60  ;  2s  Tweedie ... 

(SirSid.)  Memoirs  of,  by  E.  Howard,  2  y.  8yo,  28s  Bentley  ... 

• {Sid.)  Mother  Country  ;  or,  the  Spade,  the  Wastes,  &c.,  12mo,  2s  6<2    Kendrick 

• On  the  Ballot,  8yo,  ls6d Longman 

Principles  of  Phrenology,  2nd  edit,  8vo,  5s  6d Kendrick 

' Settler's  New  Home;  Whether  to  Go,  and  Whither,  n.  e.,  12mo,  2s  6d  Kendrick 

{Syd.)  Works,  4  y.  8yo,  48s,  1830  ;  4th  edit.,  3  y.  8yo,  36s ;  n.  e.,  1  y.,  21s  Longman 

3  y.  12mo,  21s,  1854. ;  People^s  Edition,  2  y.  post  8yo,  8s   ...  Longman 


Elementary  Sketches  of  Moral  Philosophy,  new  edit,  12mo,  7s   Longman 

Fragment  of  the  Irish  Church,  6th  edit,  8yo,  Is  Longman 

Memoir  of,  by  Lady  Holland,  with' Letters,  4th  edit,  2  y.  8yo,  28s...  Longman 

Peter  Plym]ey*B  Letters  on  the  Catholics,  2l8t  edit,  post  8yo,  7s Longman 

Sermons  at  St  Paul's,  the  Foundling,  &c.,  8yo,  12s Longman 

Three  Letters  to  Archdeacon  Singleton,  8yo,  3s Longman 

Wit  and  Wisdom  of,  with  Memoir  by  Duyckinck,  cr.  8yo,  7s  6<f Longman 

Writings,  Selection  from,  16mo,  28  6d Longman 


(SC.)  Chile  con  Came;  or,  the  Camp  and  the  Field,  post  8yo,  7s  6rf New  York. 

{S.E.)  Diagnostics  of  Aural  Disease,  8vo,  8s  6d BaiUiere    .... 

—  {Mrs.SL.)  Memoirs,  edited  by  Hooker,  18mo,  2s Rd.TraetSoc, 

\S.M.)  Eastern  Princess,  and  other  Poems,  12mo,  5s Simpkin 

(SouOu)  Animal  Phyriology,  8yo,  2s  6<i— red.  to  Is  8d Baldwin    .... 

Philosophy  of  Health,  3rd  edit,  2  y.  18mo,  6s  Cox 


{Tko.)  Annuity,  Exchequer  Bill,  k  Stock  Tables,  2  y.  8yo,  15s  Gd ;  12mo,  5s  Ralph    

Barrack  Ready  Reckoner,  12mo,  Is  6(i ParkerikSon.. 

Chairman  and  Speaker's  Guide,  12mo,  Is   Longman 

Elementary  Trea^Lse  on  Plane  Geometry,  roy.  8yo,  6s  6d  Longman  

•  Eyolution;  or,  the  Power,  &c.,of  Numbers,  8vo,  3s Longman  , 

Fiye  Tears*  Residence  at  Nepaul,  2  y.  post  8vo,  21s  Colbum , 

Handbook  to  Hanrow-on-the-HiU,  12mo,  2s  6d  Wright 
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Smttli  (  7Tu>,  )  Hutorieal  Beoolleetionfl  of  Hyde  Vnik,  roy.  18ido,  2«  Sd  /.  R.  SwmA  ...1S36 

History  and  Antiquity  of  the  County  and  City  of  Tork,  8vo,  20s Arrk.  Sot, 1841 

: Origin  of  Miflrionary  Societies,  2  r.  8vo,  Sis  6d— red.  ««t  KtUy i?44 

'   Leesoni  on  Arithmetic,  12mo,  2«  6rf-red.  to  2f Longmam  i«4o 

>  Manual  of  OperatiTe  Suiigeiy  on  the  Dead  Body,  cr.  8to,  6« Langmam  1S59 

Miner's  Guide,  12nio,  with  a  Chart,  63# TtU    1830 

■  EeooUeetionB  of  the  British  Institution  of  Pine  Arts,  8to,  10$  6d    ..,  f?tmpkin 1859 

Sufferingri  of  Bnglish  Protestant  Martyrs,  1555-68,  12mo,  8«  6d WerUeim  i^i9 

_^—  System  of  Algebra,  12mo,  8s— red.  to  U&d  Alfman 184s 

Book-Keeping,  Double  Bntry,  12mo,  2s  6rf Simpkin 1851 

Practical,  12mo,  4s SimpHm 1851 


Tables  of  •TMotton,  fco.,  1784  to  1887,  8vo,  7s  M Ralph    1858 

Therapeatic  Uses  of  Terebinthine  Medicines,  8to,  5s Longman 185c 

Treatment  of  Hydrocephalus,  post  8to,  5s  6rf Longmnn  1849 

{Tkomley)  History  of  Joshua  and  his  Times,  post  8vo>  4s  W  HamilUm  lU^ 

Moses,  post8TO,  4s  6el ffamittan  1S60 

Saul  of  Tarsus ;  the  Pharisee,  the  Conyert,  «».,  fcap.  8vo,  2s  W   ...  Jas,  Bladatood  1861 

South  Africa  Delineated,  12mo,  2s  6<f Magon    1850 

■  Tenth  of  Methodism:  their  Pririleges,  Duties,  &c.,  12mo,  2s 6d Heiflin  1859 

Youths  of  the  Old  Testament,  designed  for  Schools,  12mo,  8s   Maxm   1S57 

Zaphnath-Paaneah  ;  or,  the  History  of  Joseph,  new  edit.,  post  8vo,  4s  ^Jtois 1858 

and  Choulei  (/.O.)  Origin  and  Histoiy  of  Missions,  8to,  80s  Nrw  Yttrk a-i 


"(T.A.)  Bztracts  from  the  Diary  of  a  Huntsman,  8to,21s,'38;  12s6d;'4o;  6*^  Whittaker 1851 

Life  of  a  Pox,  post  8yo,  8s  W,  1 843— red.  to  88 H'AirtoJter  ......  18 5* 

Beminisoenoes  of,  bySir  J.KWilmot,  8TO,15s,^«ntiy,'6o;  n.e.,2s8<l  RmUledge  lU^ 


(T.B:)  Mssterpieoes  of  Literature,  Prose  and  Poetry,  12mo,  2s  6<2  KrtU  1860 

National  Illustrated  Beading  and  Spelling  Book,  post  8to,  Is   Kent  1858 

Pupil's  Manual,  Choice  Beading,  Prose  and  Verse,  12mo,  2s Kent  1859 

Popular  Bdition,  fcap.  8to,  Is  Kent  1861 


[T,  D.)  Inquiry  into  the  Dirine  or  Spiritual  Life,  post  8yo,  6s  Halchard  1857 

{T,P1)  DcTOut  Chorister  ;  Thoughts  on  his  Vocation,  24mo,  2s  ;  ch.  edit.,  Is  MaaUn 185' 

{T,0.)  Aid  to  Private  Prayer,  Morning  and  Brening,  18mo,  Is Wetikeim 1861 

— —  {T.J.)  Interest  Tables,  5  per  Cent,  new  edit,  82mo,  2s  SimpHn 1849 

{T.L.)  Elements  of  the  Laws  in  the  United  State^  2nd  edit,  8to,  4s New  Tork 1859 

(T.R.)  Rudimentary  Treatise  on  Acoustics  of  Public  Buildings,  12mo,  Is  6d  Weale 1861 

{T.S.)  Boonomyof  Nations,  8yo,  2s  6d  Carpenter 1843 

(T.r.)  Hulsean  Lectures,  1889-40,  8yo,  each  7s  6rf Pellowea  ...1840-41 

■  Lectures  on  the  Temptation  of  OurSayiour,  12mo,  8s  JfaUhard  1851 

—- Sermons,  12mo,  5s  6c{   HatcJuard  1851 

at  the  Temple  and  at  Cambridge,  8vo,  12s PeUowea 1838 

on  the  Prodigal  Son,  12mo,  5«  6rf,  185a— red.  to  8s  Seeltg 1855 

Treatises  on  the  Sacraments,  12mo,  3s Halchard  1845 

{T.y.C.)  Pilgrimage  to  Bgypt,  12mo,  6s Bostom^  (7.5.  ...185a 

{Wm.)  Athelwald,  a  Tragedy,  8yo,  4s Bfacheooda  .  ..1841 

— — — Chronological  Tables  of  Oreek  and  Roman  History,  8yo,  5s WaUon  1849 

'  Classical  Dictionaiy  of  Biography, Mythology, &  Geography, n.e.,8yo,  18s  Murray 1858 

abridged,  post  8yo,  7s  6d  Murrai/ 1853 


Dictionary,  Greek  and  Roman  Antiquities,  roy.  8yo,  42s   Mnrrag 1848 

abr.,  new  ed.,  p.8yo,  7*  6d  Murray 1853 


L  Geography,  V.l,  med.Syo,  36»;  V.2, 44s  Jfwrroy ...   1854-57 

-of  Biog.  and  Myth.,  Gr.  &  Rom.,  3  y.  roy.  Svo,  51 16s  9d  Murray...  1843-48 
the  Bible,  V.  1,  2nd  edit,  roy.  8yo,  42s Murray 1861 


Discourse  on  Bthies  of  the  School  of  lUey,  8yo,  3s Pickering 1839 

Dnunas:  Sir  W.  Crichton,  Athelwald,  and  Gindone,  18mo,  2s  6d  ...  Blackwoodt    ...1837 

Dwij  :  Conyerrion  of  a  Brahman  to  Faith  of  Christ,  18mo,  2s JVis6ee    1850 

—  First  Latin  Dictionary,  with  Vocabulary,  roy.  12mo,  8s  6rf  Murray 1861 

■   ^  Germania,  Agrioola,  and  Annals  of  Tacitus,  3rd  edit,  12mo,  5s Walton  185$ 

Grayenhurst ;  or,  Thoughts  on  Good  and  Evil,  cr.  Syo,  7s  6d  Blackwoodt  ...18 6a 

Latin-Bnglish  DicUonaiy,  based  on  ForoeUioi,  &c.,  new  edit.,  8yo,21s  Murray x86o 

abridged,  post  8yo,  7s  6rf Murray 1855 


-  Bxerdses  for  Beginners,  12mo,  5s  6(i    WaUon  1840 

-  Reading  Book,  with  Dictionary,  12mo,  3s  6rf  WalUm 1840 


Memoirs  of,  by  J.  Phillips,  8yo,  7s  6rf Murray 1846 

Ihindpia  Latina,  Part  1,  a  First  Latin  Course,  12mo,  8s  dd   Murray x86o 

Pteii  2,  a  First  Reading  Book,  12mo,  3s  6<2  Murray 1861 


Psalter,  marked  for  Singing,  24mo,  Is  6d   Wertheim 1849 

School  History  of  Bngluid,  12mo,  3s  6d Murray 186s 

Greece,  p.8yo,  7s  6rf,  Afurmy,' 54;  abr.,12mo,3s6<2  Murray 1S61 

-  Questions  on,  by  Bickmore,  poet  8yo,  2t  ...  Murray 1S57 


Rome,  12mo,  8t6c? Murray 186a 

-  Student's  Manual  of  Ancient  deography,  p.8yo,9s,  1861 ;  n.e.,  7s  dd  Murray i86a 

Synopsis  of  British  Diatomaoese,  V.  1,  roy.  8yo,  21s ;  V.  2,  30s   Van  VoorU  1853-6 

l^bleeof  Salaries  and  Wages,  roy.  8yo,  7s Hunt  A  B 1837 

Thomdale  ;  or,  the  Conflict  of  Opinions,  post  8yo,  10s  6cf    ^^orinroocis  ....1857 

What  is  Calyiaism  ?  12mo^  2s  6d Philaddpkia.^.i%ss 
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Smiti{W.AA.)Bookoi  Tartans  of  iheCUuuiof  Sootluid,  4t(H  68s  €%ejln  1850 

{W.A.)  and  Hayman  (6\(7.)  Eastbourne  as  a  Resort  for  Invalids,  cr.8vo,2«  6d  Stanford   x86i 

{W,B.)  Indactiye  Italian  Course,  from  the  Qerman  of  Filipi,  12mo,  S«  6d  ...   WaUon 1854 

■ ' —    Latin  Oonrse  for  Beginners,  12mo,  2«  6(i   Batemqn   1856 

Sins  and  Wretchedness  of  Ohristendom :  Sermons,  post  8vo,  6«   Matters 1862 

(W.D.)  Flower  Grower's  Practical  Guide,  12mo,  la  6rf   Dean 1849 

Fruit,  Flower,  and  Kitchen  G^arden,  12mo,  each  Is Dean .....1849 


{W,0.}  Little  Lucy,  a  Story  for  Young  Childien,  18mo,  1*  6d  Soe.  P.  C,  K...j%6t 

-{W.B.)  Canada:  Fast,  Present,  and  Future,  2  v.  roy.  8vo,  24t,'54— red.  21«  Low 1858 

Canadian  Gaaetteer,  8vo,  lOi — red.  to  5s AyhU    1852 

Historical  Account  of  Canada  West,  2  y.  roy.  8to,  24f Blackie 1854 

Twelre  Months'  Residence  in  Ireland,  1846-47,  12mo,  Sa  Qd  Longman  1848 


-  {W.J-)  Pick  Haslnck,  the  Merchant's  Clerk,  a  Narratiye,  12mo,  Is  6(f   Partridge 1858 

'{W.L.)  Uncle  Tom's  Cabin  as  It  Is,  post  8ro,  2s  6(2,  Tegg,  '$*  i  ^^mo.  Is  6d  Lea    1858 

(W.M,)  Help  to  District  YisitorB  as  regards  the  Gospels,  12mo,  3s  6<i— r.to  2s  Natchard  1858 

Home,  fcap.  8to,  Is  6c2 Wertheim  186a 


{W,P.)  Book  of  Great  Railway  Celebrations  of  1857,  Illustrations,  p.  8vo,  8s  New  York 1858 

-{Adm.W,S.)  Life  and  Correspondence,  by  Barrow,  2  ▼.  8to,  28s    Bentley  1847 

(FT.r.)  Manual  of  Obstetrics,  l2mo,  12»  6d    Churchill  1858 

—  Pathology  and  Treatment  of  Leucorrhoea,  8to,  7s  CharchiU  1855 

— Periodisoope ;  its  Application  to  Obstetric  Calculations,  8to,  4s    ChurehUl  1848 

-^  Treatise  on  Parturition  and  Obstetrics,  12mo,  9s  Churchill  1849 

Scrofula,  8vo,  7s Churchill  1844 

Smith's  Standard  Libraiy.     See  Appendix. 

Smith  and  Elder's  Shilling  Series.     See  Appendix. 

Smithen  {W.C.)  Claasital  Student's  Manual,  8rd  edit.,  8to,  10s  6d Longman  1844 

Smiths  (The),  a  Norel,  by  Author  of  Maid's  Husband,  3  t.  post  8yo,  81s  6<2   Newbg   1843 

Smithson  (JM.)  New  Translation  of  Isaiah,  from  the  Hebrew,  8vo,  15s  Longman  i860 

Smithsonian  Contributions  to  Knowledge,  8  ▼.  4to,  yiz.: — fTasAtnoton  1848-56 

V.  1,  73s  6d.  V.  2,  80s.  V.  3,  36s.  V.  4,  80s.  Y.  6,  86s.  V.  6,  42s.  V.  7,  36s.  V.  8,  31s  6d. 

Smoker's  Dream,  by  Oida,  82mo,  Is Darling 1849 

Smt^ers  (The),  Four  Coloured  Plates,  2s  ,..  Tgat  1841 

Smollett  {P,B.)  Obserrations  on  the  Civil  Administration  of  Madras,  8yo,  3s  6<2   ...  Richardaom  ...1858 

(Tob.)  Miscellaneous  Works,  by  Roscoe,  roy.  8vo,  24s— red.  to  14s    H.  Bohn    1845 

■ Humphrey  Clinker,  Illustrated  by  Phis,  12mo,  3s  M  ;  new  edit.,  2s  BouUedge 1861 

Peregrine  Pickle,  Illustrated  by  Phiz,  new  edit.,  12mo,  4s  6d Routled^  1857 

-  Roderick  Random,  Illustrated  by  Phiz,  12mo,  3s  Qd;  new  edit.,  2s...  Boutledge  i86x 

Goldsmith,  Johnson,  and  Shenstone,  Poems,  12mo,  5s Boutledge 1853 

Gray,  Johnson,  and  Pamell,  Poems,  by  Gilfillan,  8vo,  4s  6d    Nidtet    1856 

Smucker  {S.M.)  History  of  the  Four  Georges,  poet  8vo,  7s  6d   New  York i860 

Smuggler  and  his  Family,  18mo,  Is  ffoultton  1842 

Smagglenand  Foresters,  a  Novel,  3  t.  post  8to,  31s  6<2,  Newty^  1851  ;  12mo,  2s  ...  T,  Hodgton  ...i860 

of  the  Swedish  Coast,  8vo,  8s  Wileg 1845 

Smyth  (Anne)  Panorama  of  History,  8vo,  7s  6d Darton  1857 

(C7ap<.)  atKf  Thuillier,  Manualof  Surveying  for  India,  8to,  42s l%adt€r 1855 

' {Cha.)  First  French  Grammar,  l^mo,  Ss Law  1842 

Voice  of  the  Early  Church,  post  8to,  Is  6ci IlamiUon  1850 

■ (C.^.)  Christian  Metaphysics,  8vo,  7s Palmer 1851 

• Sicilian  Vespers  Recalled  to  Memory,  fcap.  8to,  3s  6rf   Palmer 1850 

•.  (C*/.)  Chronicle  of  the  Law  Officers  of  Ireland,  12mo,  ds Sweet 1839 

• Bublin  Police  Acts,  with  Notes,  12mo,  3s  6d Sweet 1842 

{C.P.)  Astronomical  Experiments  at  Teneriflfe,  185fi,cr.8vo,21s,'58— r.lOs  M  H.  Bohn    ..!!7.i86i 

Three  Cities  in  Russia,  illnst.,  2  v.  post  8vo,  26s   Beeve ...1862 


'{Sdw.)  Manualof  Interest  and  Annuities,  fcap.  8vo,  2s    B&uiledge  i860 

— {F.)  The  Unity  of  the  Human  Races,  12mo,  8s  6d New  York  ..!!!!i8so 

—  {Mn.O.)  Fit  to  be  a  Duchess,  with  other  Stories,  post  8vo,  5s l/ogg !!!.!!i86o 

— ■ — Mornings  with  Mamma,  new  edit.,  3  v.  foap,  8to,  each  5s ffogg !!!!.i86i 

~- Romance  of  Diplomacy,  2  v.  post  8to,  14s ^ogg !'.!!!i86i 

((7.(7.)  History  of  the  Reigning  Family  of  Lahore,  8vo,  12s  Smith  tk Blder,  i^aH 

(O.L.)  Biographical  Illustrations  of  St.  Paul's  Cathedral,  med.  8vo,  Ss6d.,.   Whittaker 1843 

■ Westminster  Abbey,  med.  8vo,  7s  6<2  ...   Whittaker Ii^aj 

• • Ireland,  Historical  and  Statistical,  3  v.  8vo,  35s Whittaker  ...1844-9 

since  the  Union,  fcap.  8vo,  2s  6d   Whittaker 1849 

Memoirs  of  the  Worthies  of  England,  med.  8to,  5s Orijin ,,..jzZ 

Monuments  of  St.  Paul's  and  Westminster  Abbey,  1839,  2  ▼.  8to,  26s  J\  Williami,  i^^g 

— (/.)  Evander.  a  Pky,  fcap.  8vo,  2s W.S.  Johnaon.iZlj 

-  The  Popish  Antichrist,  18mo,  Is  Hamilton  1848 

"-- —  (/fM.)  Anniyersary  and  other  Sermons,  post  8vo,  6s J.  Hughet" "licj 

-iOeKSirJ.O.)  Pr€ds  of  the  Wars  in  Canada,  from  1755  to  1814,  8vo,  7s  M  TinU^  !!!i862 

(/./{)  Contributions  to  Pathology  and  Therapeutics,  8vo,  10s  6d Simpkin 1844 

Yeman;  or,  the  Adventurer,  a  Tale,  ISmo,  U6d Pickering  .,,.[. izj^ 


718  SMYTH SNOW  [Bmuih  Citimot 

Smyth(T»o.)  Eode«Mtic»l  R«pubUoMii«n,  12mo,  7f    WiUg i«43 

Prasbytery  and  not  Prelacy,  post  8to,  16<,  fFtVey,  1843  ;  n.e.,  6f  6<2...   R'Ai^taJber 1S44 

Romifih  Rite  of  OoDfirmation  Unocriptaral,  ISmo,  2t  6d  Hamilton 1845 

Union  to  Christ  and  His  Choich,  18mo,  U  6d    ffamilUm  iM 

Unity  of  Hnman  Races  the  Doctrine  of  Scripture,  post  8vo,  7$  M   ...  Theobald  1855 

Well  in  the  VaUey,  ISmo,  4»  6rf  Philaddpkia...itS7 


^{Prof.Wm.)  English  Lyrics,  6th  edit.,  post  8vo,  6» Pickerv^g 1850 

Evidences  of  Christianity,  2nd  edit.,  12bio,  5<   Pickering 184S 

Journey  Across  the  Andes  from  Lima  to  Para,  8vo,  12« Murray 1836 

Lectures  on  French  Revolution,  8ed.,5T.8T0,31»6d,'48;  2v.p,8vo,7«  H,Bokn 1855 

Modem  Histoiy,  6th  ed.,  2v.  8vo,  2l«,'48;  2v.p.8vo,7«  H.Bokn 1855 

(W,C.)  Hindoostanee  Interpreter,  8vo,  8» Smiik  A  £lder,i%^i 

Jest  Book,  2nd  edit.,  8vo,  lOt  M Smith  db Elder. i^o 


'{W.H.)  Cycle  of  Celestial  Objects  for  Astronomers,  2  ▼.  8vo,  42$ Parker  A  Son...  l^^ 

Phyrical,  Historical,  &c..  Memoir  on  the  Mediterranean,  8vo,  15»    ...  Parker  A  Son...  lis^ 


{W.  W.)  Year  with  the  Turks,  post  8vo,  St Parker d: Son... it s^ 

Bmythe  {O.S.)  Historic  Fancies,  2nd  edit.,  8vo,  12s  Colbwm 1844 

{If.)  Law  of  Landlord  and  Tenant  in  Ireland,  8vo,  31»  6rf Sweet 184* 

New  Practice  of  the  Law  in  Ireland,  on  Mesne  Process,  8vo,  8#   Sveet 1840 

Office  of  Justice  of  the  Peace  in  Ireland,  8vo,  24» Sveet 1841 

Reports,  Common  Pleas,  in  Ireland,  8yo,  24« Sweet 1840 

and  Bourk  (jB.)  Marriage  Law  of  Ireland,  8vo,  9t    Sweet 1841 

Smythie  (Hen.)  Stepping  Stone  to  the  Law  of  Real  Property,  8to,  7s   • Sweet 1838 

Sroythies  {Mrs.O,)  Alone  in  the  World,  a  Novel,  8  v.  post  8vo,  81»  ed Hurst  <t-  B.   ...1861 

Breach  of  Promise,  8  v.  p.  8vo,  Sis  6rf,  Newbjff  1845  ;  12mo,  2s  Barton  1858 

Bride  Elect,  8  v.  p.  8vo,  31f  6d,  Newby^  1852  ;  12mo,  2s Clarke    1859 

Compliments  of  the  Season,  12mo,  1«   Ja».  Blackwood  i%S9 

Courtship  and  Wedlock,  8  v.  p.8vo,  81s  6d,  A^«p6y,'5o;  12mo,2«  Clarke    1858 

Cousin  Geofirey,  8  v.  poet  8vo,  81»  6rf,  Bentley;  12mo,  2t   Routledge  1859 

Daily  Governess,  3  v.  post  8vo,  Sla  6d Hurst  d:  B.    ...1861 

Fits-Herbert ;  or.  Lovers  and  Fortune  Hunters,  8  v.  p.8vo,  81«  W  Saunders  dt  0.  1838 

Genealogical  Chaxt,  and  Description,  18» Law  1838 

Guide  to  Chart  of  English  and  Scotch  History,  2nd  ed.,  8vo,  8«...  Law  1843 

Jilt,  a  Novel,  8  v.  post  8vo,  81a  6rf,  Bentley,  1844  ;  12mo,  2s  ...   Darion  186a 

Life  of  a  Beauty,  8  v.  post  8vo,  81f  ed,  Newby,  1846  ;  12mo,  2f  Clarke   1858 

Male  Flirt ;  or.  Ladies,  Beware  of  Him,  fcap.  8vo,  2f    Jos,  Bladbwood  i860 

Biarried  for  Love,  8  t.  post  8vo,  8U  6rf  Hwrstds  B,    ...1857 

Marrying  Man,  8  t.  post  8vo,  81«  6(i,  Bentley,  1841 ;  12mo,  2<.  Jktrton  1859 

Matchmaker,  8  v.  post  8vo,  81s  6cf,  CoUbum,  1841;  12mo,  2«...   Ward d:  Lock... it ^l 

My  Pretty  Cousin  ;  or,  a  Long  Engagement,  new  edit.,  12mo,  2s   C.  H.  Clarke  .  1861 

Prince  and  the  People,  a  Poem,  roy.  8vo,  2s  6d  Skt^ngton 1854 

■' Sebastopol,  a  Poem,  12mo,  It   Longman  1855 

— True  to  the  Last,  a  Novel,  8  v.  post  8vo,  Zlstd Hurst  ds  B i86a 

Warning  to  Wives,  8  t.  post  8vo,  81«  erf,  Newby,  1847 ;  12mo,  2s  Clarke   1858 


r/.JT.)  Essay  on  the  Theory  of  Attraction,  4to,  8#  Taylor  A  P,   ...1850 

Bmyttan  {O.H.)  Florum  Sacra,  in  Simple  Verse,  square,  2s  6rf,*54;  n.e.,  18mo,  Is.  J.HutJ.Parkerits^ 
•Sermons:  Plea  for  the  Weekly  Offertory,  12mo,  Is  ed  J.H.d'JJ^arkeri%si 


(/.(?.)  Meditations  on  the  Titles  and  Offices  of  Christy  12mo,  8<  6<i Hamilton  185$ 

Snaps  (i4.  IT.)  Fountain  of  Love,  12mo,  8s  6rf Wertheim  1855 

Great  Adversary:  Lectures  on  Satanic  Influence,  12mo,8s  6<i— r.ls  ed  A. Hall 18^ 

(/.)  Physiology  of  the  Teeth,  2nd  edit.,  8vo,  2«  6rf. Longman  1851 

Snatches  of  Song,  Sacred  and  Secular,  selected  by  W.  S.  Passmore,  12mo,  8s  ed Bichardsons  ...i860 

Snell  (yos.)  Guide  to  Operations  on  the  TeeUi,  8vo,  8s ChurrhiU  1840 

— —  Observations  on  Artificial  Palates,  Noses,  Ac.,  8vo,  5s ChurchiU  1838 

—  {W.H.)  Company  and  Battalion  Drill  Explained,  2  Parts,  12mo,  ea.  2c  ed Parker  d:  Son   1851 

Snelling  {A.N.)  Kabaosa  ;  or,  the  Warriors  of  the  West,  post  8vo,  7s  ed Wiley 184s 

{H.H.)  Dictionary  of  Photographic  Art,  8vo,  12« New  York 1855 

■'  History  and  Practice  of  Photography,  post  8vo,  6» WHey 1849 

Snelson  (7*.^.)  Remarks  on  (Genesis,  Structure  of  the  Earth,  8vo,  2s  ed  Simpkin 1840 

Sneyd  (C.A.)  Meditations  for  a  Month  on  Passagesof  Scripture,  fcap.  8vo,  8s  ed    ...  Birington x86o 

Snodgrass  (W.J).)  Discourses  on  Apostolical  Succession,  12mo,  6s  ed Wiley 1844 

Snooke  {W.D.)  Brief  Astronomical  Tables,  constructed  on  a  Simple  Plan,  8vo,  2s  ed  Highley 1852 

Snorro  {S.)  Heimskringla,  Norse  Chronicle,  tranal.  by  Laing,  8  v.  8vo,  86s Longman  1844 

Snow  (/no.)  Action  of  Chloroform  and  other  AnsBsthetics,  8vo,  lOsed ChvrehUl  1858 

— — Inhalation  of  Vapour  of  Ether  in  Surgical  Operations,  8vo,  Zsed Chnrehill  1847 

Mode  of  Communication  of  Cholera,  new  edit.,  8vo,  7s ChurehiU  1855 

(Jos.)  Light  in  Darkness:  Churchyard  Thoughts,  p.8vo,  10s  ed,  Murray — r.  6c  Longman  1845 

Lyra  Memorialis:  Epitaphs,  &c..  Essay  by  Wordsworth.  18mo,  6c Longman  1857 


(Bobt.)  Manual  of  Definitions  to  Plane  Astronomy,  12mo,  Is  ed   i'riber^SoM...i847 

Observations  on  Imitation,  12mo,  2s  ed  Pickering  1847 

Tour  on  the  Continent,  and  MisceUaneous  Poems,  post  8vo,  7c  6d    Pitkering  1845 

{W.B.)  Sketches  of  Chinese  Life  and  Character,  8  Pte.,  fol.,  ea.  21c— cold.,  42c  Dieenson i860 

(W.P.)  British  Columbia  Considered,  12mo,  Ic Piper 1858 

Cruise  off  Tierra  del  Fuego,  Falkland  Islands,  &c.,  2  v.  post  8ro,  2is  ...  Longman  1857 

Voyage  of  the  Prince  Albert,  in  Search  of  FrankUn,  poet  8vo,  12s  Longman  185^ 


1835-1863]  SNOW -SOLLY  91« 

SnowFlaUi  a  HoIidAj  Gifi  for  1850, 12mo,  10$  6d  /.  CAapmcn  ...i84f 

iStoim;  a  Religious  Tale,  18mo,  1< JW.  TractS9€,4%^ 

8nowball(/.a)  Cambridge  CouzBe  of  Elemeotaiy  Natonl  PhUoaophy,  12mo,  6$ JiaemUUm 1850 

— Blemente  of  Plane  and  Spherical  Trigonomelry,  8  e.,  poet  8vo,  7«  6<i  MaemiUan 185* 

Introduction  to  Plane  Trigonometry,  2nd  edit.,  8vo,  5t MaemiUan 1847 

Principles  of  Mechanics,  8vo,  8<6rf    MacnUIlan. 1845 

Pxx>poaition8  in  Mechanics  and  Hydrostatics,  8vo,  5$ Baity 1849 

Snowballs,  and  oUiOT  Tales,  12mo,  2«  6d  Matten 1851 

Snowden  (^<]i/.)  Compendiom  of  Arithmetic,  12mo,  2s  Simpkin 1835 

■  (Ja9,&,)  Description  of  Ancient  and  Modem  Coins,  8vo,  20#.^. Philadelphia. . .  1 861 

Medals  of  Washington  in  the  Maseom  of  the  Mint, 'imp.  8vo,  80»...  PhUadelphia,.,it6t 

(JLL,)  Magistrate's  Assistant,  by  Glen,  6th  edit.,  12mo»  10« i8Aa«4fe  Aw«...i86» 

Snowdrop;  an  Old  Woman's  Story,  l8mo»  Is   MaMen i86d 

Snowe  (Jos.)  Legends  and  Traditions  of  the  Rhine,  2  v.  Sto,  32s  Madden, 1849 

Sosmes  (^e».)  Blisabethan  Religions  History,  8to,  16s   Parker  de  Son  .i%^t 

History  of  the  iUMdo-Saxon  Church,  8vo,  lOf  6ci,  '44  ;  post  8vo,7«  W  Parker  ^  Son  .1856 

Latin  Church  daring  the  Anglo-Saxon  Times,  8to,  14s  Lonffman  1848 

Romish  Reaction,  and  its  Operation  on  the  Church,  8to,  2s Parker  Js  Son  .1843 

Soane  ((reo.)  January  Bto,  a  Tale  of  the  Times,  12mo,  5s  Chvrton 1846 

last  Ball,  and  other  Tales,  8  ▼.  post  8vo,  81s  M Churtcn 184J 

Life  of  the  Duke  of  Wellington,  2  v.  12mo,  lOf ChurUm  ...1839-40 

• New  Curiosities  of  Literature,  2  ▼.  8vo,  24s,'47  ;  r.l2s,  Churion^T.Ss  Qd  I/.  Bohn   1850 

Soate  (Aitt.)  Novelle  Morali,  Hamiltonian  System,  12mo,  U AyloU    1848 

new  edit,  12mo,  4s    Whiiiaker 1851 

Sober  Enquiry ;  or,  Christ's  Reign  with  his  Saints  a  Thousand  Years,  18mo,  2s  6<f  ...  /.  Darling 184^ 

Socisble  (The),  One  Thousand  and  One  Home  Amusements,  800  EngraTings,  I2mo,  6s  New  York 1858 

Social  Etiquette ;  Art  of  Cookery,  and  HinU  on  Carring,  new  edit.,  12mo,  Is  6d   ...  ffouUUm    1858 

Influences;  or,  Villiers,  a  Novel,  3  y.  post  8to,  81s  6<i Newby    1846 

— •-  Life  and  Manners  in  Australia,  Notes  of  Bight  Tears'  Experience,  post  8to,  5s  Longman  1861 

Position  ;  or.  Our  Reoommendationa,  a  Satire,  post  Syo,  2s  M Pid^ering 1850 

Science  :  Selections  fromCaesell's  Prize  Easays,  with  Notes,  post  8to,  8s  6<2  ...  CautU  1861. 

Transactions,  8vo,  1857, 15».  1858&59,ea.l6a.  1860,  61,  &62,ea.l2s.  Parker  ^  Son,  Ann. 

Socialism  Unmasked ;  a  Plain  Lecture  from  the  French  of  Gourard,  12mo,  Is Slater 1850 

Society  for  Popular  Instruction  :  Vegetable  Physiology,  8to,  4s  Hamilton  1841 

-» in  India,  by  an  Indian  Officer,  2  v.  post  Sro,  21s    Colbum 1841 

of  Friends,  and  their  powerful  Witness  to  Truth,  12mo,  U6d  Kent i860 

Socrates,  Histoiia  Bodesisstiea,  cura  Buckley,  12mo,  4s Longman  1844 

Huswy,  3  ▼.  8?o,  81s  M  J.  H.  A  J, Parker  i%  si 

Valesu,  8vo,  10s  6<i— red.  to  6«   J.HJtJ.ParkeriZ^ 

' Translated,8TO,7s,iSa^»ter,'44;  p.8TO,5f  H,Bohn 1^853 

7  Life  of,  by  Dr.  Wigsers,  translated,  with  Notes,  12mo,  8«  6<i— red.  to  1<  6(<  Walton 1850 

SoH  Showers  on  the  Opening  Bud  :  New  Testament  Lessons,  18mo,  2a  6d,  1851 ;  2s...  Simpkin 1859 

Softness,  a  Norel,  by  the  Author  of  Hardness,  8  ▼.  poet  Sto,  31s  6d Saundend:  O.  184^ 

Mk{D.A,de)  Eighteen  Treatises  from  the  Mishna,  8to,  7s  6(2  Shertaood 1845 

Solace  for  the  Christian :  Extracts  from  Various  Authors,  18mo,  2s Binne .....1855 

— —  in  Sickness  and  Sorrow  :  Hymns,  Vv^Uco  by  Bouchier,  82mo,  2s  td ...  /.  P.  Show 1856 

of  a  Mourner,  12mo,  4s  M HatduMrd 1836 

an  luTalid,  12mo,  Beikl'. Haiehard  1838 

SoUr  Paradises  of  God.  new  edit.,  post  Sto,  2i  6d ffodeon 1858 

Solan  (.IfareAicmess)  Letters,  Memoirs,  &c.,  fcap.  8vo,  5s   Pickering  1845 

Soldier's  Christmas  :  a  Tribute  to  the  Brave  and  True,  18mo,  Is   Seeleg    1856 

Home,  a  Narrative,  by  Aunt  Lixsie,  18mo,  2a  6rf ChijUhd!  F,...ii$6 

Library,  12mo,  6a CadeU   ....1838 

~  Orphan;  or,  History  of  Maria  West,  18mo,  2a  6d   Dean 1835 

Sorrow;  or,  a  Tale  of  True  Love,  fcaji.  8vo,  la  6d   Houltton    1861 

SoldierB  and  Sailors,  by  an  Old  Officer,  12mo,  8a,  1841— red.  to  5s   OriJfithAP,  ...185* 

Solempnities  made  at  the  Marriage  of  the  Ladye  Marye  to  the  Pry  nee  of  Castile,  4to  Roxbwrgkt  C7. .  1818 

Solger  {Reinh.)  Lectures  on  States-System  of  Europe,  by  Willans,  l2mo,  2s  6c{    Theobaid    1854 

Solidcors' Costs  in  District  Courts  of  Bankruptcy,  8vo,  5a ,....   B.  Wood   1851 

Diary,  Almanack,  Digest,  and  Directory,  8vo,  2s  6«^  4a,  and  5s   Groomhridge.,.Ann, 

Solid  and  Spherical  Geometry,  new  edit.,  fcap.  8vo,  la  6d Chaimhert i86a 

Soliloquies  of  Father  Paul,  of  St.  Magdalen,  1674,  translated,  18mo,  2a  6(2 Dolman 1844 

8olis(Fiiyi7)  Drinking-Cups,  Vases,  Ewers,  and  Ornaments,  roy.  8vo,  10a  6(i Bimell  i86» 

SoUeysell  {Jaequade)  Art  of  Shoeing  Horses,  with  Notes  by  Cherry,  8vo,  5s Longman  184a 

Soiling  (0.)  Gkrman  R<>ading  Book,  with  Conversational  Questions,  12mo,  iU  WiUiamedoN,  1856 

—  Practical  Introduction  to  German  Language,  8vo,  6a   Wiliiama  ds  N.  i%\j 

~— —  Review  of  the  Literary  History  of  Germany,  8vo,  4s  WiUmnuSN.  1859 

■ Survey  of  German  Literature,  8vo,  10s  Od TrUbner i86s 

SoUqgnb  {Count)  The  Tarantas;  Travelling  Impressions  of  Toung  Russia,  12mo^  5a...  Chapman  dt  if.  18 50 

SoUy  {Edw.)  Introduction  to  Rural  Chemistry,  new  edit.,  12mo,  5a  6d /.  MaUhetM  ...1851 

Syllabus  of  Lectures  on  Chemistry,  8vo,  5a Longman  1849 

{Hen,)  Deyeloproent  of  Religious  Life  in  the  Christian  Church,  12mo,  8s   Mudie    1851 

Doctrine  of  Atonement  by  the  Son  of  God,  cr.  8vo,  7a  Od Wkitjield  1861 

■ Gonasga  di  Capponi,  a  Dramatio  Romance,  12mo,  ^ Longman  1856 

-: ^.  Gnat  Atonement^  12md,  8s  .^•....,., .....^ V.  Chapman  ...it^y 

4  s 
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720  SOLLY SONGS  [JBaousn  Caxii«w« 

80II7  (Sam,)  Fhjnology  of  the  HanAn  Bnin,  2diA  ed.,  8to,  21fl,  Ungwutn—nA.  U  M  B,  Sokm   1847 

-  (IVko.)  SylUVus  of  Logic,  8to,  7f  6<f    Parker  is  Sam,  1839 

The  Cmmpbella,  ft  Norel,  8  T.  port  8to,  81«  6d  Newbjf    i«59 

Will,  Divine  and  Human,  8to,  lOi  W BeU  d:  Daidjf..  185^ 

Solomon  (/.  Va$e)  Wateiy  Eyb  ;  or,  Bpipbora,  its  SaoeeMfnl  Treatment,  8to,  2i  6d...  CkwrckiU  i860 

(it.)  AgricnltmiBt'a  escalator  and  Oorn  Factor's  Companion,  24mo,  3».  Simpkim 1839 

Solomon,  Ms  Life  and  Writings,  12mo,  It  6d    Maatm  1848 

Frorerba  of,  in  English,  French,  Italian,  and  German,  16mo,  3f  6d Murray 1841 

Solomon's  Precept ;  or,  the  Power  of  the  Bod,  a  Tale,  12mo,  S« Simpkm 1861 

^  Song,  a  Metrical  Translation,  from  the  Hebrew,  er.  8to,  l«6<f Rivington 1858 

Soltaa  (&.H^)Troat  Flies  of  Deron  and  Cornwall,  post  8to,  4«6d  Lomgmtan  1846 

(ITfli.)  Short  Family  Prayers  for  a  Month,  8rd  edit.,  12mo,  8t Hatckard 1848 

Soltykoff  {PrineeA,)  Indian  Scenes  k  Characters,  by  Eastwick,  foL,  681:  proofs,  84f...  Smiik  A  Efdtr,\%i^ 
Rolaticns  of  the  Problems  and  Eiders,  Senate  House,  Cambridge,  1857,  8to,  8«  6d...  Bell dtDaldy... t%S7 

Solwan ;  or,  Watan  of  Comfort,  by  Ibn  Zafer,  transl.  by  Amari,  2  t.  port  8to,  21s...  BenOey  1851 

Some  Aocoont  of  the  Animal,  Vegetable,  k  IkGneral  Kingdom,  for  Children,  18mo,  2f  Booth 1848 

of  My  Contributions  In  Ebyme  to  Periodicals,  by  a  Septuagenarian,  12mo,  8t6d  Blaekwooda  ...i860 

*— -  Passages  in  the  Life  of  a  Conrert,  from  Anglo-CktholidBm,  32mo,  It  Whitiaker 1850 

-  Eeflections  of  a  Chrirtian  in  his  Teens,  new  edit.,  12mo,  8t  IlaUkard  1839 

Thoughts  on  Natural  Theology,  8vo,  6t  6<f LottgmoM  1849 

Years  After,  a  Tale,  12mo,  7f J.HAJ.Pttrkeri%s^ 

Somerford  (7*Ao.)  Chrirt  Church  Hymns,  roy.  8to,  5t Simpkm i86s 

Somen  {E,C.)  Little  Stories  for  My  Pratty  LiUle  People,  82mo,  2t   iVe^i»   1847 

Pretty  Poems  and  Tales  for  My  Children,  2  r.  16mo,  each  2f    NtUom   1847 

(Mn,)  Selections  from  the  Modem  Poets  of  Franoe,  port  8to,  lOt  6d  CkurUm 1845 

{RtiU.)  Letters  from  the  Highlands  on  the  Famine  of  1847,  12mo,  St  6d SimpUn 1848 

Somerset  {Dyke  of)  Elementary  Properties  of  the  Ellipse,  8to,  9t  6d,  184a ;  12mo»  8t  Murray 1851 

■ On  Alternate  Circles,  a  Sequel  to,  12mo,  8t If,  Bokn    1851  . 

{Mrt,Col,)  AdTentures  in  Cafizmria  during  Gape  War,  byFeuton,  p.8To,  I0§6d  Bope 1858 

Somenetshire :  Post-Offioe  Dixeetoiy  of,  imp.  8to,  26t... Kelly  tk  Co.  ...1861 

Somerton  {Alice)  Ida;  or.  Struggle  of  the  Welsh  for  Independence,  12mo,  6tM Whittaker 1858 

Oelaod  :  a  Thread  of  Life,  a  Tale,  12mo,  It    Ward  ^  Lode  1855 

Tom  Bible,  2nd  edit.,  foap.  8to,  2c  6d Seel^    1861 

SomerviUe  <ii job.) Autobiography  of  a  Working  Man,  post  8vo,  fit;  12mo,  It  M Batdwitke. 1854 

-— —  —  —  Cobdenic  Policy  the  Internal  Enemy  of  England,  8to,  It  Bardwidce 1853 

-*< —  -^  Boger  Mowbray  ;  or.  Merchant  Prince  of  England,  12mo,  8c6<f  ...  Dariou 1853 

Whistler  at  the  Plough  and  Free  Trade,  8to,  12t  Cask  185a 

(il.M)  ADayinLaodicea,  18mo,  It  6rf NiAei    i860 

■  (ifrt.)  Connection  of  the  Physical  Sciences,  new  edit.,  12mo,  At  Murray 18^8 

— Cookery  and  Domestic  Economy,  cr.  8to,  6t    KentkCo 186s 

■    ■  Mechanism  of  the  Hearens,  8to,  30t Murray....^...  1831 

Physical  Geography,  2  r.  12mo,  12t,  1848  ;  5th  edit,  port  8to,  9f  Murray i86a 


(Tho,)  My  Own  Life  and  Times,  1741-1814,  cr.  8?o,  di     BamiUtm  1861 

Something  Else,  new  edit.,  18mo,  It Seeley 1839 

New  from  the  Story  Qarden  :  Tales  for  Youth,  lamo,  28  6d Groomkridffe  ...1851 

-  •  to  Laugh  at ;  a  Comic  Book  for  All  Seasons,  4to,  2t  6<2,  Piper,' $$ ;  fp.8T0t  It  Ward  ^  Lock   186s 

Sommerfeldt  (/TotAaftil.)  Construction  of  Ships,  12mo,  It;  AUssto,  4to,  7t6(f Weale 1861 

Sommera  (/.  V.)  Fluctuations  in  8  per  Cent.  Consols,  1789-1847,  4to,  20t  Smith  ik  ^drAi848 

Son  of  Dn{dicil7,  a  Story,  post  8to,  7t  W    Bidyway    1836 

Sonderland  (J,B,)  Etchings  to  German  Poems,  with  TranslatioBs,  folio,  63t Boffne    1840 

Song  made  in  Edwarde  the  Fourtbe  his  Tyme  of  the  Battele  of  Hexhamme,  8to,  It     /.  B,  Smith,. ..li^^ 

of  Drop  0*Wather,  by  H.  W.  Shortfellow,  12ino,  It  BouiUdf/e    1856 

'Milkanwatha,  translated  from  the  Feejee,  by  M.  A.  Henderson,  12mo,  2t  6d  CtHeinHoti 1856 

Boland,  as  Chanted  before  the  Battle  of  Hastings,  sm.  4to,  fit Hwntd:  B 1854 

■        Solomon,  Commentary  on  the,  with  Sermons,  12mo,  It  6d   Hamilton  i860 

Compaied  with  other  Fkrts  of  Scripture;  7th  edit.,  fcap.,  St  6<i...  Ni^H    186a 

Illustrated,  by  Owen  Jones,  port  8to,  21t   LongmoM    1848. 

■  Kanslated  from  the  Original  Hebrew,  byGinsburg,  8to,  lOt Longman  1857 

— '■■ into  English  Verse,  18mo,  It  6c( Bivington  1853 

Songs,  Spiritually  Contemplated,  in  Verse,  port  8to,  2t  6(1 Partridge^  O.  1847 

the  Cat ;  a  Legend  of  the  Chancery  Court,  Illurt.,  port  Sto,  2t  6<i Simpkin 1858 

Without  Words  :  Leares  from  a  very  Old  Book,  18mo,  2t  6d NiebH 1855 

Songs  and  Ballads  by  their  Boyal  Highnesses  Princes  Albert  and  Ernest,  folio,  fit   ,„  B,  Bokn  igfia 

with  other  Short  Poems,  temp.  Philip  k  Mary,  e<lit.by  Wright,  4to  Boxburghe  CL  i860 

Carols  of  the  XV.  Century,  edit,  for  the  firrt  time,  by  Wright,  port  8to  ...  Percy  Soc n.  d. 

Hymns  for  the  Little  Ones,  by  Uncle  John,  Illust,  new  edit.,  roy.  8to,  fit  Pariridge i86a 

Xursery,  adapted  to  Music,  sm.  4to,  fit  6c{,  '57— red.  St  6d  ifos^  i860 

■  Poems  of  the  Scriptures,  translated  from  Vander-Hooght,  sm.  4to,  fit Batdiard 1854 

By  Jingo!  sometime  a  Public  School-Boy,  2nd  edit,  fcap.  8w,  It  Wett  1861 

■  for  Children,  with  Accompaniment  for  the  Pian<tforte,  oblong.  It  4<< Soe.  P.  C,  it...  1851 

the  Little  Ones  at  Home,  Illust,  new  ed.,  sq.  16mo,  fit,  Zow— red.  St  6d  Ward  A  Lock   i860 

Nurseiy,  in  the  Scottish  Dialect,  16mo,  2f  6rf,  1844;  Utd Simpkin i8e« 

Rifle  Volunteers,  by  Lorer,  Maokay,  and  Miller,  fcap.  8to,  2t  6c< C,  B,  Clarke .  1861 


School  Boom  and  Family  Circle,  with  Music,  roy.  8to^  2t  Simpkim.         '  tScS 

.  from  the  Dnimatirts,  edited  by  B.  Bell,  4th  edit,  12m0^  2f  64 Qrijim   ../."."igli 


1«85— 1862]  SONGS SOPHOCLES  7«l 

Songi  from  the  HomeLgre,  by  lAviniA,  postSTO,  5t Longman 

-Puwmage;  or,  Lyrical  IWhing,  18mo,  5s SeeUy.. 


>  in  liuy  Keys,  edited  by  0.  W.  Holmes,  12mo,  7s  6d   Jioston,  U,8,... 

'  Madrigals,  and  Sonnets,  Illaminated,  sq.  8to,  lOf  6</,  Zon^fmaw— red.to  Ss6d  B,  Bohn 

-of  a  Pilgrim,  on  Sacred  Subjects,  18mo,  2sM Ward 

—  Christian  ChiTaliy,  12mo,  8«  6d  Masters 

—  England,  Ireland,  and  Scotland,  2  r.  fcai».  8to,  lOf  Cochrane  

—  Brin,  Original  Irish  Melodies,  4to,  15f    I/Almaine    ... 

Rtemal  Life,  translated  from  the  German,  4to,  lOf  6d SteUy 


Feast,  Field,  and  Fray,  fcap.  8to,  4s  Longman 

Freedom  for  the  School  and  Playground,  square.  It    Swtw 

Home  and  Happiness,  82nio,  It  6<{ kelson   ... 

-or.  Lays  of  Married  life,  ISmo,  Ss  dd 7V<u 


Israel;  Chronologieal  Arrangement  of  the  Aalms,  8¥0,  9fl RivinffUm 

■  La  Colonna,  by  M.  A.  T.,  12mo,  10s  6d Longman 

Praise  for  Christian  Pilgrims,  by  B.  P.  B.,  12mo,  5« Hamilton 

Scotland,  prior  to  Bums,  with  Tunes,  edited  by  B.  Chambers,  post  8to,  6«  Chambers 

~  with  Music,  arranged  by  Graham,  8  r.  r.  8vo,  each  7« ;  1  v.,  21f  Simpkin  .. 

Hamilton,  folio,  16s Simpkin... 


the  Covenant  Times,  by  an  Ayrshire  Minister,  cr.  8to,  8s  M  Simpkin.. 

Holy  Land,  12mo,  7f  6rf OlUvier  . 

•  London  Prentices  and  Trades,  temp.  Henry  YIIL,  Elis.,  and  James  I.  Percy  Soc, . 


'  Present,  poet  8to,  5s  Clarke  Jk  Co.. 

•Ptophets,  18mo,  8s  6<f    Orr 


-Seasons,  82mo,  2t ffoldsworth 

-Soul,  Srd  edit.,  fcap.  Sto,  6s Lockvoood  ... 

-Woodland,  Garden  and  Sea,  7  Coloured  Illustrations,  4to,  12s  New  York ... 

-  Woods  and  Fields,  Music  for  4  Voices,  k  Accompaniment,  r.  8to,  8s  6d  Simpkin 

-Wye,  and  Poems,  by  Wioni,  12mo,  2s  M Simpkin 


Sonnenschein  (A.)  First  German  Beading  Book  of  Poetry,  12mo,  4s  6d    NuU 

Sonnets  and  Verses  from  Home  and  Parochial  Life,  by  H.  K.  C,  12mo,  2s  M Masters  . 

Sons  of  Indian  Officers  Claim  to  be  admitted  to  the  Colleges,  8to,  Is    Jiidgwag 

the  Sires,  History  of  the  American  Puiy,  by  an  American,  l2mo,  4j  6d Philadelphia... 

Sontag(ifa<i.)  Memoir  of,  12mo,  2s  6d   MitcheU 

Soon  Orer  ;  or,  the  Vicar  of  Slowditch,  post  8to,  10s  M Saunders  ds  0. 

fioper  {£ben.)  Doctrine  of  the  Trinity  proved  from  Scripture,  8to,  2s  6d Seeleg 

(F.)  Practical  Stenographer ;  or,  System  of  Short  Hand,  12mo,  2s  Sd Dartan 


(Mrs.)  Life  of  ;  or.  Christian  Bxperieoce,  new  edit.,  12mo,  2s  6cf,  '39 ;  Is  (id  Houlslon 


Sophia  De  Lisuo,  by  the  Author  of  Emma  De  Lissau,  fcap.  8to,  4s  6d,  '47  ;  n.e.,2s  Gardiner 

_. Dorothea,  Consort  of  Geoige  I.,  Memoinof,  2  t.  8to,  28s,  1845— red.  to  12s  Colbum... 

Sophisms  of  Free  Trade  ezamioed,  by  a  Barrister,  12mo,  4s  6<j,  '48;  new  edit.,  2s...  SeeUg 

Sophocles,  Trsgoeditt,  Gr.,  ed.  by  Arnold,  English  Notes,  12mo,  16s Rivington 

Blaydes,  English  Notes,  V.  1,  8vo,  18s WhUtaker 

...._^  Brasse,  Burgeai,  Valpy,  Eng.  Notes,  2t.  p.8vo,  S4s  Lc/hyman 

Dindorf,  2  w.  8to,  10s;  Text,  6s  6d  ;  Notes,  4s  6<i  J.Ji.AJ.Parkeri 

8rd  ed.,  2  t.  12mo,  21s  (each  Play,  2s,6rf)  J.ff.dJ.Parker} 

— ~  Text  only,  roy.  16mo,  lam  margin,  8s  ...  J. If. dt J. Parker 

sq.  16mo,  8s  6d J.H.J:J.Parher\ 


24mo,  2s NuU. 


-Gaisford,  8to,  15s,  Talboys^  1841— red.  to  5s H.Bohn    

-Linwood,  8to,  16s  Longman  , 

-Mitchell,  English  Notes,  St.  Sto^  28s Whittaker 

-  Wunder,  2  v.  8to,  21s  (separate  Plays,  8s) Williams  AN. 

-  Oxford  Clsancs,  18mo,  8s;  Notes  to,  8s J.H.J:J.Patktr 


'  Tragedies,  translated  by  Yonge,  2nd  edit.,  12mo,  5s  Washboume 

-into  Prose,  8to,  15s,  WhiUaker^  1841 ;   posi  8yo,  5s  B.Bohn 


AjaZyGr.,  Notes  by  Gray,  post  8to,  4s  6d Cambridge^  U.S. 

Hickie,  12mo,  8s  6d  Belltk  J)aldy... 

Mitchell,  8to,  5s Whittaker 

— —  Piiul  and  Arnold,  12mo,Ss Jlivington  

— — V»lpy»  postSro,  5s Lotif/man  

Wunder,  8to,  8s WiiliamsAN. 


Oxford  Classics,  l6mo.  Is J.H.  A  J.Parker  \ 

Prose  Translation,  12mo,  2s  6d BelldsDaldg.. 

-Antigone,  Gr.,  Notes  by  Brasse,  post  8to,  5s Longman  ..r.. 

>  —   Brown  and  Arnold,  12mo,  4s  JRimngton 

Donaldson, 8to^  9s '. ParkerdsSon 

Milner,  12mo»  2s  Virtue  

MitcheU,  8to,  5s  Whittaker 

'  Woolsey,  new  edit.,  12mo,  8s  6d Bostim,  U.S.  . 

Wander,  2nd  edk.,  8vo,  8s Williams  d:  N. 


Oxford  Classics,  18mo,  Is J.  ffA-J.Parker 

with  Prose  Translation,  by  Bdwards,  Sre^  5s Simpkin, 


Bleetia,  Gr.^  Notes  by  Mitchell,  8to,  5s Whittaker 

Valpy,  post  8to,  5s ZoM^aii 
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(BophoelM,  El6ctrB,  6r.,  NoUs  by  Wooltey,  8rd  edit,  12mo,  8<  6<l Bo&Um,  U.Si  .,,1^4 

Wander,  8vo,  8« WiUiam$^N.  1852 

Oxford  ClaMics,  ISmo,  If   J.HM.Parhril^-^ 


mcf&ehylQfl,  Prometbeue  TiDctiiB,  truiilftted  by  Fox,  8to,8«  td  Hartt^ 1839 

>  FnigmenU,  cxplicnit  B.  A.  J.  Ahreae,  imp.  8to,  80   Didot 1844 

lUaBimtioDB  of,  by  Boyee,  Svo,  7f WkiUaktr 1841 

-  Lexicon,  Greek  and  Bngliah,  by  BUendl,  ftbridged,  8to,  12«->red.  to  8t ...  H.  Bohn     1841 

MiMelUnen,  by  Wnnder,  un.  4to,  2<  6<f WiUiamtAN.  1844 

•  (Edipue  Coloneua,  Gr.,  Notes  by  Bnsae,  poet  8YO,5fl Ltrngman   1842 

Brown  and  Arnold,  12mo,  it XivinffUm  1851 

Mitefaell,  8to,  & Whittairr  .    ...1841 

Palmer,  8to,  9fl  BeUA  Daidy...Mi 

'  Wander,  2nd  edit,  Sro,  St  WiUiamt  S  N.  1860 


in  English  Prose,  12mo,  2t  Waskbaume  ...t%^i 

— with  literal  trandatiiHi,  by  Bdwards,  8vo,  6f... Simpkin 1846 

Tyrannns,  Gr.,  Notes  by  Brssee,  poet  Sto,  6« Lonyman  1833 

Brown,  12mo,  2t  6d  Parker  A  So»  .1848 

Mit<h«l',  8vo,  6f WkUtako' 1840 

— — — ^^— — — Ptendergast,  8vo,  8#  Felinwa 1839 

— ^^— — Sehneidewin,  transL  by  Brown,  12mo,  4«  RivingUm  1851 

Wander,  8to,  8« WiliiamMAN.  1851 

.^^— — ^_  Yonge,  12mo,  It Wtale 1855 

Oxford  Claasics,  1  Brno,  If J.H.drJ.Parkerii^'^ 

—  with  Proee  Translation  by  Edwards,  8to,  8« Simpkin 1846 

Translated  by  Sir  P.  H.  Doyle,  18mo,  li J.H.AJ.Parktrii^^ 

^— litendly,  12mo,  2$%d Grwmhridge  ...it^i 

Philootetes,  Gr.,  Notes  by  Brown,  12mo,  2t ParkerAStm  .1847 

Bai^gew,  post  8to,  5f Lon^an  1838 

Mitchell,  8vo,  5f WhiUaker 1844 

Fsul  and  Arnold,  12mo,  8f    RtvingU>n  1851 

Wander,  8to,  8« WitliavuA  N.it^x 


Oxford  Claesios,  ISmo,  It JM^J, Parker i^z 

with  Prose  Translation  by  Edwards,  8to,  fit Simpkin 1846 

TraehiniA,  Gr.,  Notes  by  Brasse,  post  8vo,  5t    Lat^an  1838 

Mitchell,  8to,  5t WhiUaker 1844 

Wander,  8vo,  8t WiUiaMMd:A.  185* 


with  English  Notes,  18mo,  It    J.H.SJ.Parkerits^ 

•^  (I7.il.)  Catalogue  of  Greek  Verbs,  post  8to,  7t  6d WUey 1845 

. Glossary  of  Later  and  Byiantine  Greek,  4to^  42t CambridgeU.S,  i^bo 

.  — Greek  Grammar,  12mo,  6t Wiley 1847 

History  of  the  Greek  Alphabet,  cr.  8to,  7t CamfH-idffeU,8.i%SA 

.i— Romaic  Grammar  and  Chreetoroatfay,  12mo,  6t6d Wiley 1847 

8opwith<rAo.)  Account  of  Museum  of  Economic  Geology,  12mo,  It Murray 1843 

— — Awanl  of  the  Dean  Forest  Mining  Commissioners,  Svo,  5t Weale 1841 

— Treatise  on  Isometrical  Drawing,  8yo,  16t— red.  to  12t WeaU 1847 

Borley  {Wm.)  Danger  of  an  Uncertain  Sound;  or,  Doctrinal  Defection,  8to,  5$  Simpkin 1847 

Bonelli  ((?i*tdo)  Confessions  of  Sikio  Pellioo,  8to,  10s  6c{  Rotandi 1837 

"  ■ Isabelli  degli  Aldobrandi,  Tragedia,  &c.,  post  8vo,  lOt  6rf Dulau 1838 

. Students  Help  to  English,  French,  and  Italian  Langaagss,  12mo,  5t  Hatehard 1845 

Sortain   {Jot.)  Count  Arensbeig,  2  t.  post  8to,  2lMyLofigman— red.  to  7t    ff.  Bohn    1853 

Hildebrand  and  the  Emperor,  a  Tale,  12mo,  5t,  Longman  -  red. St  M  H.  Bohn    1851 

■  Lecture  on  the  Study  of  Philosophy,  8to,  It  M Fellovfea  ....  ...1839 

— — Lectures  on  Romanism  and  Anglo-Catholicism,  8yo,  9t  Ward 1841 

■  Life  of  Lord  Bacon,  12mo,  Zi6d Rel.  Tract  Soc,  19$  i 

.-.-^— —  Memorials  of,  by  B.  M.  Sortain,  2nd  edit,  post  8to,  7t  6d  Niehei    !.i86i 

■  ReTiew  of  his  l2fe  and  Ministiy,  sq.  8to,  8t  Partridge .i860 

Sermons  on  Various  Subjects,  8to,  12t Lowjman  1850 

Sotheby  (9.x.)  Block  Books  of  tbe  16th  Century,  8  v.  4to,  9^  9t ^uih^tr  1858 

*.— On  the  Hand-Writing  of  Melancthon  and  Luther,  foL,  52t  6c{ Author 1839 

Ramblings  in  the  Elucidation  of  the  Autograph  of  Milton,  fol.,52t6d  Longman  ...!..  1862 

»■    I Typography  of  the  15th  Century,  folio,  80t— red.  to  68t Rodd 1845 

Soto  (Don  P.de)  Discovery  and  Conquest  of  Florida,  Englisbed  by  R.  Hakloyt,  8to...  Bakiugt Soc,..i2si 

Soul  Contemplating  God,  by  One  of  the  Society  of  Jesus,  roy.  82mo,  It    Burnt    1848 

8oul6  (J2.)  and  Wheeler  (IF.il.)  Pronunciation  and  Spelling,  or.  8to,  7t  Low   1861 

{T.)  and  Gibon  {JM.)  Annals  of  San  Frandsoo,  8to,  20*   New  York.  ..    1855 

8ouli6(iP.)  Mysteries  of  the  Heaths,  8to,  It  61I  Wiley 1844 

.Sound  Words:  Tracts  on  sereral  Subjects,  18mo,  It  M Clearer 1857 

Sources  of  Joy  in  Seasons  of  Sorrow,  82mo,  It IhrUm  i860 

Sourin  (^./.)  Sister  Camilla ;  Life  of  Madame  de  Soyeeourt,  1767-1848,  12mo,  8s...  Dolman 1858 

Boater's  First  Sehool  Reader,  new  edit.,  12mo,  8t  6<< Law  iu% 

South  (/./*.)  Description  of  the  Bones,  12mo,  7t,  Sherwood^nd.  to  St  6ff JST.  Bokn    ..      18)7 

Hospital  Nuises,  Svo,  It   Ridkardeom    ...1857 

Household  Suigeiy;  or,  Hints  on  Emergencies,  1 8mo,  2t6<f,  '51 ;  1 2mo,  UM  Murray ....       1 8  co 

(BobL)  Sermons,  6  t.  8fo,  50t  6d,  JM.  A  J.  Parker,  '4a  ;  n.e.,  4  t.  8to,  24t...  Tegg  igli 

I       ■    ■  ■  new  edit.,  2  r,  toy.  8to>  2it*-rsd.  to  16«  B.Bokn  1851 
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Soiith(5»in.)  LstteTS  to  hi«  KiasfoUr,  kc.,  %,  t.  8to,  26s    Lontfman  1841 

(Theo.)  Ply-Pishci'E  Text  Book,  8to,  \2m  6ci,  Aekermann—xtA.  to  10«  td H,  iiohn 1841 

South  Aoatralian  Beal  Property  Act,  8yo,  4fl Buttfrworth»...iZ6o 

Indian  Mittdonair  Sketches,  12mo,  Pt  1,  »•  6rf  ;  Pt.  2,  4«  ;  In  1  vol.,  6« Nitbet    1843 

Sea  laknden,  ft  Christian  Tkle,  fcap.  8to,  5«    HouUton   1841 

Sontham  (Geo.)  Nature  and  Treatment  of  Cancer,  8to,  U6d ChurekiU  1858 

Southampton  to  Calcutta,  post  8vo,  10«  6d  SaundertJhO.  i860 

8oathaid(5.Z.)  Mystery  of  Godliness,  Svo,UM New  York 1857 

Southern  ((r€0.)  Church  in  the  World,  18mo,  U  6d Longman  1850 

Conyersion  of  Cleora,  a  Tale  of  Truth,  18mo,  It  6ci Loitffman  1848 

Medical  Reports,  edited  by  S.  D.  Fenner,  Sto,  18f New  York 1850 

World  about  the  Church,  18mo,  2» Simpkin 1846 

Sonthey  (i/rs.)  Birthday,  and  other  Poems,  new  edit.,  12mo,  5t  Blackwoodt  ...1854 

Chapters  on  Churchyards,  12mo,  7f  6d  £lackwooda  ...1841 

BUen  Fitiarthur,  a  Metrical  Tale,  12mo,  7«  6d Longman  1843 

Solitary  Hours :  Poems,  12mo,  fit  Blackwood$  ...1839 

Tales  of  the  Factories,  12mo,  2t Blaehtoodt  ...1845 

Widow's  Tale,  and  other  Poems,  12mo,  ^t  6«2   Longman  1840 

(Bobi.)  Poetical  Works,  10  v.  12mo,  each  5t— red.  to  St  6d Longman  ..  1853-4 


Ballads  and  Tales,  2  t. 
Curse  of  Eehama,  1  r. 
Joan  of  Arc,  1  t. 


Juvenile  and  Minor  Poems,  2  t.       Roderick,  1  t. 

Madoe,  1  t.  ThaUba,  1  r. 

Poet's  Pilgrimage,  Ace.,  1  t. 

Complete,  It.  med.  8to,  21#— red.  to  14t Longman  1850 

Joan  of  Arc  and  Curse  of  Kehama,  12mo,  each  It...  H.  VitettUy   ...1853 
Minor  Poems,  12mo,5t  and  8t6<i...  BoutUdge  1858 


Select,  with  Notes,  8  v.  12mo,  lOt  W C/arite  dfe  Co....  18 54 

Thalaba  and  Madoc,  Poems,  12ino,  each  It  M   If,  VtMeteUy   ...1853 

Book  of  the  Church,  8yo,  12t,  Murray,  1846;  new  edit.,er.8yo,7t  6d  Murray 1858 

British  Poets,  Chaucer  to  Jonson,  8to,  SOt,  Longman—rtd,  to  14t  ..    fT.  Bokn   1858 

—  Chronicle  of  the  Cid,  new  edit,  8to,  21t~red.  to  lOt  6d   ff.  Bohn    1846 

—  Common-Place  Book,  4  ▼.  8to,  78t«  Longman^  '49-51— red.  to  SOt .  If.  Bohn    i86a 

1st  and  2nd  series,  each  18t ;  3rd  and  4th  series,  each  21 1: 

—  Doctor,  post8TO,  V.  1  to  6,  each  10t6c2;  V.  7,  14t Xofi^rmaw...  1835-47 

-by  J.  W.  Wartor,  sq.  8to,  21t,  1848;  new  edit,  12$  6d  ...  Longman  f86a 


-  History  of  the  War  in  Spain  and  Portugal,  6  t.  8to,  68t Murray.    ...1833-7 

•  Letters,  selected,  by  J.  W.  Warter,  4  ▼.  p.  8to,  48t,  Xon^aa— r.lSt  ff.  Bohn    1856 

Life  and  Correspondence,  6  r.  p.  8yo,  63t,  Longman^  '50— red.  27t    ff.  Bohn    180a 

by  C.  T.  Browne,  12mo,  6t,  1853— red.  to  8t   CAapmofi^  if.1859 

of  Andrew  Bell,  8  v.  8yo,  42t Longman  1844 

Lord  Nelson,  new  edit.,  18mo,  5t— red.  8t  M;  ch.  ed..  It  6d  Tegg  i860 

fcap..  It,  Clarke,'si  ;  illustrated,  post  8vo,  5t  H.  Bohn 1861 


Wesley,  «rd  edit.,  2  y.  8vo,  28t,  '46  ;  n.e.,  2  t.  cr.  8yo,  14t    Longman  1856 

-  lives  of  Britbh  Admirals,  5  v.  12mo,  3Qt— red.  to  I7t  dd Longman  1851 

Oliver  Cromwell  and  John  Bunyan,12mo,6t,'47;  new  ed.,2t  Murray 1861 


Oliver  Newman',  an  un6nished  Poem,  12mo,  5t Longman  1845 

Roderick,  Illustrations  to,  by  Newdegato,  8  pta  ,  folio,  each  7t  M ...  CnndaU 1848 

-(i2o&£.4^(7.)  Robin  Hood,  and  other  Poems,  12mo,  8t  Blackwood*  ...1847 

{Tho.)  Stoto  of  British  and  Colonial  Sheep  and  Wools,  2nd  edit.,  8vo,  12t.  E.  WUaon  1851 

Treatise  on  Sheep  and  Wool  of  Australia,  8vo,  4t    Smith  &  Elder  .1%/^ 


Southgate  {Hen. )  Bfany  Thoughts  of  Many  Minds,  sm .  4to,  SOt, '  5  7 ;  4th  ed .,  1  Ot  6«;  . . .  Griffim.   1 86a 

(5p.  Hor.)  Practical  Directions  for  the  Obeervanoe  of  Lent,  2nd  e.,  18mo,  It  6d  New  York 1857 

■■- Tour  through  Armenia,  Kurdistan,  &&,  2  v.  post  8vo,  Ifit   Bogue 1840 

War  in  the  East,  18mo,  2t New  York n.  d, 

, {ff.S.)  Parochial  Sermons,  8vo,  6t    New  York 1853 

Soothlanders  ;  Bzpedltion  to  Interior  of  New  Holland,  8rd  edit,  fcap.  8vo,  8t  M ...  Parker  de Son  .i860 

Southwell  {Rob.)  Poetical  Works,  by  Tumbull,  post  8vo,  4t   /.  R.  Smith  ...1856 

Southwoiih  {Mn.  E.D.)  Christmas  Evening  Jjegends,  12mo,  It  6d  C.  ff.  Clarke  .1853 

Curse  of  Clifton,  a  Tale,  12mo,  It  d<f C.  ff.  Clarke  .1853 

Deserted  Wife,  a  Tale,  12mo,  2t C.  ff.  Clarke  .1856 

■ Haunted  Homestead,  and  other  Nouvellettes,  cr.  Svo,  8t  W  Philadefphia...i96o 

Hidden  Hand,  new  edit.,  cr.  8vo,  2t  Ward  Jt  Lock  ,iZ6i 

—*— Island  Princess;  or,  the  Double  Marriage,  12mo,  2t Bryce 1857 

Lost  Bride,  a  Tale  of  Luckenough  Hall,  12mo,  2t Lea    1858 

Heiress,  a  Tale,  12mo,  It  6c{   Ward  A  Lock  .li^^ 

Mark  Sutherland,  the  Plantei's  Son,  12mo,  It  (M Caisdl  1853 

■•— Mother-in-Law,  a  Tale,  12mo,  It  6rf,  Clarke,  1853  ;  n.e.,2t  Lea    1858 

. ...^—.^ Old  Neighbourhoods  and  New  Settlements,  12mo,  It  6ci  ...  O.  ff,  Clarke  .1857 

■    .  Retribution;  or,  the  Maiden's  Dower,  a  Tsle,  12mo,  2t  ...  Lea    1858 

■ Two  Sisters,  cr.  8vo,  8t  6(2,  Philadelphia,  '58;  12mo,  St.  Lea   1859 

Winny  Darling ;  or.  Three  Beauties  of  Shannondale,  12mo,  2i  O,  ff.  Clarke  .  1856 

SoQTcnirt  a  Qift  for  all  Seasons  :  Tales,  Poetoy,  and  Music,  12mo,  8t  6d Nd$on   1847 

_—  of  Modem  Minstralfly,  hj  Living  Writei«,y.l  fc2,ieap.8vo,ea.5t;  7.3,5*  (id  TfMbner i86a 

the  Bristol  Chess  Club,  12mo,  5t ffaHingt    1845 

'  Horth,  12mo,  12t    ^ Bogue    184* 

SouTCitev  (AiAs)  Attic  PhUosopher  in  Pari%  sq.,  It  Longnwm  1853 
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B^nr^niBmiU)  BritUnr  Mid  La  Yendie :  Tales  and  Sketches,  poet  8to,  U6d HamSUim  iSsS 

Oontes,  edit  bj  Aug.  JesMpp,  2iid  edit,  cr.  8vo,  3« NuU  iWi 

Lake  Shore;  the  SlaTO,  Serf,  and  Apprentice,  12mo,  5«  BoOon^  U.S.  .iSsS 

Leaves  from  a  FamiJy  Jonmal,  12mo,  5t,  '55  ;  cheap  edit.,  2t  6d  .  Groombridge  ...1S61 

KanandMonef;  or,  the  Two  aivals,  12mo,  It  6d   C  M.  Clarke.. .jU^ 

—  Norra,  a  Tale  of  the  Roman  Empire,  &e.,  12mo,  5t Bodwuy  U^.  ...1S56 

Sea-Shoie  Qleaner,  a  Tale,  12mo,  If    BartttU 1S55 


Sorereigns  of  England,  in  Snooession,  with  Notes,  by  M.  A.  P.,  16mo,  It  6d  WhiUaker 1S55 

Bowerby  {0,B.)  Ck>nchological  lUnstiations,  6  t.  8yo,  15^— red.  to  11  lOf    H.  Bokm    ...1841-5 

Kannal,  8to,  18f ;  coloured,  SSt ff.  Bokn    1851 

History  of  the  Aqoarinm,  sq.  8ro,  lOi  6d,  Reevty  '57 — ^red.  to  7fl  6cf  Romtledge  1S59 

lUastrated  Index  to  British  Shells,  roy.  8to,  24«  ;  cold  ,  80« Simpkin 1S59 

— — ->- Illustrations  to  King8ley*B  Glaneus,  12mo,  S«  6d  Macmitlan    ...185s 

■■  Labels  for  all  Recognised  Species  of  British  Shells,  It 8oweH>g 1861 


^^— ^^—^  Popular  British  Conchology,  sq.  8vo,  lOt  6d,  Reeve,  *53— red.  to  7t  6d  RoutUdge  1859 

Theeannis  Gonchyliomm,  21  Pts.,  imp.  8to,  cold.,  each  25t  Van  VoorM  1842-61 

(Hen.)  Popular  ICineralogy,  sq.  8to,  lOt  6d,  Reevty  i85o~ied.  to  7fl  (M  ...  RoviUdge  1859 

— ~ (/as.)  English  Botany,  12  t.  roy.  8to,  2W  18t,  &nMr6y,'46— red.  to27/7f  Longman^  18^ 

^ Mineral  Gonehology,  dr.  roy.  8to,  22J  /at.  5o««r^...i84i 

(/.Jg.)  British  Poisonous  Plants,  2nd  edit,  cold,  plates,  cr.  8to,  9t  M Van  Voont  ...x86i 

-Wild  Flowers,  by  C.  P.  Johnson,  roy.  8to,  80t;  oold.,  60t...  Jos.  S9werSy...i86o 


■  Ferns  and  Fern  Alliesof  Ghreat  Britain,  8to,  lOt  6d ;  r.  8to,  col.,  25t  IT.  Bokn   1859 

..  of  Great  Britain,  8to,  pL  fit;  partly  coM.,  14t;  full  cold.,  27t  Jos.  Scwerh f...iis^ 

GnsMsof  Groat  Britain,  by  0.  Johnson,  roy.  8ro,  84f    Hardmcke 1861 

■  Useful  Plants  of  Great  Britain,  roy.  8to,  27t    ffardwieke    ...186s 

Sowray  (J.R-)  Chronological  and  Statistical  Diagnm,  sheet,  8t ;  mounted,  6t T.  W.Saumden  1851 

Soyeooart  {Mad.  de)  Life  and  Times,  1767-1849,  by  Sonrin,  12mo,  3t    PkikuUlpkia... lis^ 

Soyer  (il^eacit)  Cookery  for  the  People,  new  edit,  12mo,  It   RwUledge  i86« 

— Culinary  Campaign  of  the  Crimean  War,  illust,  post  8to,  6t  RouUedge  1857 

. —>— ■ — ^Relaxations,  roy.  8vo,  6t J^t  1845 

— ^ Gastronomic  Regenerator:  System  of  Cookery, 8to,21t, '49;  9th  ed.,15t  Simpkin   1861 

History  of  Food,  and  its  Proparations,  roy.  8to,  21t— red.  tolOt  id...  Simpkin    1858 

Memoirs  of,  with  new  unpublished  Receipts,  fcc.,  12mo,  2t  Kent  1858 

— — -> Modem  Housewife,  new  edit,  po8t8TO,  7t6d Simpkim 1861 

Soaomen,  Bcelesiastica  Historia,  edidit  Robertus  Hussey,  8  r.  8ro,  26t  6d  J.ff.^/.Pa9kerii6o 

Bccleuastical  History,  translated,  8to,  7t,  Bagtter,  1846  ;  post  8to,  Be  ...  Jf.  Bokn    1855 

Spaokman  (W,F.)  Analysu  of  the  Occupations  of  the  People,  roy.  8to,  15« '.  P.Ridtardmm    i8«7 

■ Railway  Interest,  roy.  8?o,  6t  Lfmgman  1845 

■  Statistical  Tables  of  the  United  Kingdom,  1843,  12mo,  6t  Ltmgwutn  1843 

(W.O.)  Commeroial  Barometer,  from  1845  to  1853,  12mo,  2t Autkor 1853 

Spain,  Histoiyof,  18mo,  2«   Soe.P.  C,  K..  1848 

Tangier,  kc.  Visited  in  1840-1,  by  X.  Y.  Z.,  poet  8to,  lOt  6<< S.  Clarke  1845 

under  Charles  IL,  Extracts  from  Stanhope's  Correspondence,  post  8to,  6t  6d   Mmrraff 1840 

Spalding  (/no.)  Troubles  of  Scotland,  1624-45,  2  v.  4to Bannatyne  Club  and  Maitland  Clnb  1828 

(/./.)  Gospel  truly  presched,  translated  by  Erans,  12mo,  3t  6d Cadell    1838 

{J.W.)  Japan  and  Around  the  World,  cr.  8to,  8t  6(f Low    1856 

.  {M.J)  General  Eridenoe  of  Catholicity,  12mo,  5t  6d Ihlman 1847 

■  Miaoelianea,  8to,  12t  6d  Dolman 1855 

-— — —  Review  of  I>*Aubign6's  Histoiy  of  Reformation,  2nd  ed.,  12mo,  3t  ad  Ihlman 184^ 

(Slam.)  Philosophy  of  Christian  Morals,  8to,  lOtOcf  Longman  1S43 

(Tho.)  Conflict  and  Triumph  of  Faith,  18mo,  It  ed P.Jaekgon 1841 

(Wm.)  History  of  English  Literaturo  for  Schools,  new  edit,  12mo,  S$M  ...  Simpkin 1861 

■ Introduction  to  Logical  Science,  12mo,  4t  6d Loi^gman  ...  .  1857 

Italy  and  Italian  Islands,  3  ▼.  12mo,  15t,  Simpkin,  '41  ;   r.  to  7t  8d  Nebon   1850 

Spalding  Club  Miscellany,  edited  by  J.  Stuart,  5  t.  4to Spalding  Clmh  1850 

Publications.     See  Appendix. 

Spanhom  (Fred.)  Ecclesiastical  Annals,  by  Wright,  2nd  edit,  8to,  12t— red.  to  6t...  J.ff.AJ.Parkerits9 

abridged,  18nio,  6t  WkiUaker 1838 

_—  Throne  of  Grace,  translated  and  abridged,  12mo,  2t Seeley     1843 

Spanish  Ladye*s  Love,  illustrated  by  Lady  Dalmeny,  folio.  Sit  6d Didtenson 1846 

Peninsula,  a  Sketch  of  its  Psst  History,  kn.,  fcap.  8vo,  8t    Rd.TraeiSoe.  1861 

Sparo  Well,  Spend  WeU  ;  or,  the  Adventures  of  a  Five-Franc  Piece,  roy.  18mo,  It     Nebon   t86i 

Sparke  (J.F.)  Heresies  of  Rome,  12mo,  St  6d BculwUm    1852 

Sparkes  COeo.)  Easy  Introduction  to  Chemistry,  12mo,  St  M Wkittaker 1846 

8parks(/ar«0  Autobiography  of  Benjamin  Franklin,  8vo,  lOt Botton,  £^.5.... 1856 

i— ~— Correspondence  on  the  American  Revolution,  4  v.  8vo,  48t TrOkner 1853 

, Letters  on  the  Protestant  Episcopal  Church,  2nd  edit,  12mo,  6sM  ...  J.Chapmum  ...1844 

Life  of  Washington,  with  Diaries,  &e.,  2  v.  8ro,  28t  CoUmm 1839 

8vo,  lOt;  abridged,  12mo,  7t  6d BotCM,  U.S....i%^^ 

>«  Reply  to  the  Strictures  of  Lord  Mahon  and  others,  8vo,  2t Botton,  U.S....t%sx 

(/.i>.)  Details  of  Light  InAmtiy  Drill,  8vo,  7t  6<f    Parker^  Son. iU^ 

Sparks  from  a  Locomotive;  or.  Life  and  Liberty  in  Europe,  cr.  8ro,  6t New  York 18^9 

Wheel  of  a  Man  wot  Ghinda,  18mo,  2t  6d Bnder    1839 

Sparling  (M.)  Theoiy,  Ac.,  of  Photographic  Art,  byjtfartin,  post  8vo,  2t  6d    HouUUm   1859 

{P.S.)  Gatherings  from  many  Authorty  Living  and  Dead,  12mo,  St  fTcpe 1854 
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Si»riaBg(i>.S.)  Wreath  of  Minstrebie,  Poems,  roy.  82mo,  U  6d    Simpim t9^t 

(KV.)  Zoriel's  Grandchild,  ft  NoTel,  8  ▼.  post  8to,  Sit  W   Newby    1856 

SpaiTOw  {Bp.)  Office  of  the  Yisitatioii  of  the  Sick,  with  Notes,  Ice.,  18mo,  It  M  ...  Burnt    184a 

Bationale  upon  the  Book  of  Common  Prayer,  new  edit.,  ISmo,  2s  6d   J,H,AJ.Parkeri%iS 

{W.C.)  What  ShaU  I  Teach  Next!  post  Sro,  2f  6d,  AUan,  '54— red.  to  Is  6d  Philip   1857 

Sparrowgraas  Papers  ;  or,  Liying  in  the  Country,  by  F.  S  Coiens,  12mo,  6«    Low    1856 

Spayth  {H.)  American  Draught  Player,  in  Theory  and  Practice,  2nd  edit.,  12mo,  8«    Buffalo^ U.S,...i$6% 

Spear  (C.)  Names  and  Titles  of  the  Lord  Jesus  Christ,  12th  edit.,  12mo,  6s Green 1843 

Spear  and  the  Rifle  ;  or.  Recollections  of  Sport  in  India,  12mo,  2s  6d Ward  J:  Loek,.ii$j 

Spearman  {J.M,)  Britiiii  Ghinner,  new  edit.,  12mo,  7s  6d Parker  ds  Son   1854 

■  Notes  on  Militaiy  Sdncation,  post  8yo,  2s  6d Parker  As  Son  .1853 

Speeiall  {W,)  Key  to  Arnold's  Introduction  to  Greek  Accidence,  8to,  5s Lumiey 1849 

Specimen  Flora  ;  or,  British  Botany  exemplified,  Sto,  21s Longman  1847 

Specimens  of  Ancient  Charch  Plate,  Sepulchral  Crosses,  &o.,  4to,  28s Rivington  1845 

Cominh  Crosses,  4to,  8«  6d OUivier 1850 

College  Plate  in  Cambridge,  by  Rev.  J.  J.  Smith,  4to,  15s Cafn.Antiq.Soe.  1^4$ 

Eariy  Wood  EngraTings,  4to,  21s Simpkin i86a 

English  Poetry,  for  Use  of  Charterhonse  School,  18mo,  8s  6d    Walker 1853 

Foreign  Literature,  translated  by  Ripley,  HtoIs.  12mo,  ea.  7s J>elf. 1848-50 

Garden  Becontions  and  Ornamental  Scenery,  4to,  Sis  6d     M.  Taylor 1850 

German  Lyric  Poets,  trans,  by  Burt,  n.  e.,  post  Sto,  9s6il-r.  io  6$  6d  A.  Hall 1856 

Prose  Writers,  12mo,  8s  M Rolandi 1841 


Much  Fine  Gold,  12mo,  Is    Wertheim  185a 

—  Poetry  from  Chaucer  to  the  Present  Time,  new  edit.,  l8mo,  2s  6d    Sunpkin 1854 

^— Staircases  and  Handrails^  4to,  6s WeaU    i860 

Tables,  Calculated,  Stereomonlded,  and  Printed  by  Machinery,  r.  8to,  5s  Longman  1857 

Speekter(Otto)ChannedRoe,  a  Fairy  Story,  sq.,  5s    Murray...: 1857 

Fable  Book,  translated  by  Mary  Howitt,  2nd  edit,  16mo,  7s  6d Longman 1844 

Picture  Fables,  with  Rhymes,  by  Hey,  post  8to,  5s, '57— red.  to8s6«I  JtouiUdge  186a 

Puss  in  Boots,  16mo,  5s,  1847;  new  edit..  Is  6d   Murray i86a 

SpeeUdea  for  Little  Eyes,  12mo,  4s  Boeton.U.S.  ...i86a 

Spectator,  new  edit.,  roy.  8vo,  8s  M W,  Tegg i860 

Illustrated  by  Acrography,  roy.  8to,  6s  B,  WiUon 1841 

Selections  from  (Charterhouse  School),  12mo,  5s  6d Walker 185a 

^-^  with  Biographical  Notices  and  Portraits,  new  edit.,  roy.  8yo,  9s Wa$hbowme  ...1857 

-  Explanatory  Notes,  4  v.  post  8to,  14s  ;  or  4  v.  in  2,  12s RoutUdge  1855 

—^^.  .....^.  p^fMses  by  Chalmers,  6  T.  roy.  Sto,  86s   .' Rotworth   1854 

Spectre:  Stanaa,  with  lUnstntions  by  H.  D.,  imp.  4to,  4s  MacLean  1851 

Speculation,  f cap.  8to,  5s    J. H Js J. Parker i%^i 

SpecolatiTe  Diifienlties  of  Prof essing  Christians,  12mo,  ls6<< Blaekwoodt  ..  1846 

Speculum  Charitatis,  ISmo,  Is    Rivington  1849 

■  Bpiaoopi ;  the  Mirror  of  a  Bishop,  2nd  edit.,  post  8to,  7s  6e(  Cleaver  1849 

Gregis,  5th  edit.,  oblong,  5s Rivington  1838 

Humann  Salyationis,  aToc  Introduction  par  J.  H.  Berjeau,  roy.  4to,  84s...  Stewart 1861 

its  Moral  Tendencies,  by  a  F.R.C.S.,  8to,  Is   Botworik  1857 

Spedding  (/as.)  Letters  and  Life  of  Lord  Bacon,  2  t.  Sto,  24s  Longman  i86a 

Speeches  of  Eminent  Statesmen,  2  series,  12mo,  each  8s6d  ;  in  I  t.,  5s Oriffin   1856 

on  the  Trial  of  Warren  Hastings,  edited  by  Bond,  8  t.  Sto,  ea.  20f ^on^man...  1859-61 

Speed  {Wm.)  Land  Measurer's  Ready  Reckoner,  16mo,  2s  Groombridge  ...il^'^ 

Tables  for  ssoertaining  Weight  of  Cattle  by  Measurement,  12mo,  Is  6<l  Qroombrxdge  ...1847 

Speid  (J#rs.7.B.)  Our  Last  Yean  in  India,  er.  Sto,  9s SmUk  A  Elder  .il^% 

Speir  (iVn.)  Life  in  Ancient  India,  cr.  Sto,  15s Smith  ds  Elder  .1% $6 

Spell-Bonnd,  aTaleof  Macclesfield  Forest,  by  Redgirdle,  12mo,  5s  Longman  1859 

Spellen  (T.iT.)  Assistants,  12mo,  each  Is Shaw  A  SonM...i%^^ 

Churchwarden.    Constable.     OTorseer.     Surreyor. 

'  Yestry  Clerk  and  Parish  Lawyer,  12mo,  8s  6d Shaw  Jb  a<mM...i%4'^ 

Spelling  Book  and  Dictionary  of  Words  in  Common  Use,  12mo,  8s  Simpkin 1840 

designed  to  t^ieh  Orthography  and  OrthoSpy,  2nd  edit. ,  12mo,  Is  6d     Walton 1 84  8 

Spebnan  (J/en.)  Churches  not  to  be  Violated,  ISmo,  2s  6(f Rivington 1841 

History  and  Fate  of  Sacrilege,  new  edit.,  Sto,  10s  6d Madert 1853 

(J.O.)  Farmer*s  Account  Book,  sm.  fol.,  2s6d.;  enlai^ged,  5s Simpkin x85a 

Speaoe(&eo.)  Equitable  Jurisdiction  of  Court  of  Chancery,  2  t.  roy.  Sto,  7Ss  6d    ...  Sterent  1849 

(Jo*.)  American  Union,  its  Effect  on  National  Character,  &c.,  4  e.,  Sto^  10s  M  Bentley i86a 

■■  — "  Christ  the  Christian's  God  and  Sariour,  12mo,  5s    Ward*. 1845 

Christianity  the  Relipon  for  Mankind,  12mo,  4s Snow 185a 

' Martha  Dryland  ;  or.  Strength  in  Quietness,  18mo,  Is Snow i86a 

— — — On  Recognition  of  the  Southern  Confederation,  Svo,  Is Bentley x86a 

Pastor's  Prayer  for  the  People's  Weal ;  on  Ephesians,  12mo,  2s  M NiAet 1856 

Tractarian  Heresy  ;  a  Voice  from  Oxford,  12mo,  8s Snow 1847 

{Joe.)  Anecdotes  and  Characters  of  Books  and  Men,  12mo,  6s;  post  Sto,  7s  6cf  /.  R.  Smith  ...1858 

(Robt.)  Memoinof,  by  Burdekin,  2nd  edit.,  12mo,  3s  6(1    Longman  1840 

.-~—  {Wm.)  On  Patentable  luTcntions  and  Scientific  ETidenoe,  Sto,  4s  6d Steven$  1850 

Specification  of  Patents  for  luTentions,  Sto,  7s  Od  Sterene  1847 

Spencer  {C.)  Maria  Graham ;  or,  the  Old  Home  and  the  New,  post  Sto,  8s  6c{    Jcu.  Blackwood  1S60 

(CC)  Elements  of  Musical  Composition,  Sto,  Is  6d Cocke 1840 


72a  SPENCER SPILLAN  [B»ati«i  CMSAum 


8peiiottr(C7.C.)  Rudimentary  Treatbe  on  Miuie,  12mo,  2s    WtaU.. 

Rudiments  of  Pianoforte  Flaying,  12mo,  U    Weaie.. 


'(Edm.)  Conttantine  ;  or,  the  Last  Days  of  an  Empire,  2  t.  post  Sro,  ISi    Low 

Fall  of  the  Crimea,  post  8n>,  5«— red.  to  a«  6d  ;  cheap  edit.,  12mo,  2t  SouUed^  .. 

Knight  of  the  Red  Gross,  fcap.  8to,  1$  id Mamn   ..... 

Sketches  of  Germany  and  the  Oermana,  2  r.  Sro,  24«  WkiUattr  .. 

Tour  of  Enquiry,  France  and  Italy,  1852,  2  r.  post  8to,  21$    Huntde  B,. 

TrsTels  in  Circassia,  Krim  TarUry,  &c.,  1836,  3ni  edit.,  2  t.  8to.  28«...  Colhur% 

European  Turkey,  1850.  2  t.  8to,  28«,  1851— red.  to  IS*  ...  Huni  d:  B.. 

-Turkey,  Russia,  Circassia,  &c.,  post  8vo,  6t  JLtuiUdfft  .. 


Western  Caucasus,  1836,  2  t.  8vo,  28< ColbMm. 


^—{E.M.)  Heir  of  Abbotsrille,  and  other  Poems,  8yo,  6t H.Wrigkt 

--{Bp.O.T.)  Visitation  of  ProTincesof  Madura  and  TinneTelly,  1845,  fcap.,  60  6d  ...  fUvingUm  

■ Traranoore,  fcc.,  1840-1,  fcap.,  6<  M Rivington  

» Western  Portion  of  his  Diocese,  1843-4,  fcap.,  6«6rf  JUvingHom  

-^ (J/cr6.)  Education  :  Intellectual,  Moral,  and  Physical,  8to,  6t   WiUiawuAN. 

Essays:  Scientific,  Political,  and  Speculative,  V.  1,  8to,  12»  WHUamtd: N. 

First  Principles,  8to,  16i WiiUamudeN. 

■  Principles  of  Psychology,  8to,  16f  WiUiamsdsN, 

-— ^— Railway  Morals  and  Railway  Policy,  16mo,  It   LongmOM  

Social  Statics  ;  or.  Conditions  essential  to  Human  Happiness,  8to,  12s     WiUianuie  N. 

—  {l€h.S.)  Banqueting  House  ;  or,  Communion  Addresses,  12mo,  8«  6<i NeUon   

— —  Discourses  on  Sacramental  Occasions,  12mo,  9s  New  York 

■  Pastor's  Sketches,  fcap.,  3s  6<< iNTrfsoa    .- 

-»^— Sermons,  and  a  Sketch  of  his  Life  by  J.  M.  Sherwood,  2  ▼.  cr.  8vo,  14s  New  York 

(/no.)  Pulpit  Illustrations,  Similes,  Allegories,  Anecdotes,  &c.,  post  8to,  6s...  NamiUou  

{J.A.)  Christian  instructed  in  the  Ways  of  the  Gospel,  12mo,  8s    WiUif 

Trarels  in  Egypt  and  the  Holy  Land,  roy.  8vo,  21s   Murray 

(O.M,)  Captivity  among  the  Mohawk  Indians,  2nd  edit.,  18mo,  2s  Mamn   

{Tko.)  Conversation  :  its  Theory  and  Process,  post  8to,  6s  New  York 

■  Tracts  on  Church  Reform,  Education,  Free  Trade,  &c.,  12mo,  2s  6<{  ...  HomJUUm   

— (ir.(?.)  Inrentional  Geometry,  8vo,  Is Mozlrtf  

{W,H.)  Abridgment  of  Wall's  History  of  Infant  Baptism,  fcap.  8to,  AmM Itivingion  

-(^o».IF.JJ.)  Poems,  with  Memoir,  sm.  8to,  7s  6<i  Oi»ekran€   

Spencer's  Cross ;  or,  the  Manor  House,  a  Tale  for  Youth,  12mo,  7s — ^red.  to  Ss  6(f  ...   ITcrcrfjis 

Spender  (J.C.)  Observations  on  Ulcers  of  the  Leg,  8to,  7s  6d  Longmum,  

Spenser  {JSdm.)  Works,  eomplete,  edited  by  J.  Payne  Collier,  5  v.  8vo,  75s BeUde  Daldg... 

Poetical  Works,  5  r.  post  8to,  40s,  ScoU,  184X— red.  to  21s  B.Bokm 

with  Notes  by  Child,  5  t.  l2mo,  17s  M Botion,  U.S.  ... 

Gilfillaa,  5  V.  8yo,  22s  6<i NiJtet 

Hillard,  5  v.  po8t8vo,  30s   JSosfon,  U.S.,,. 

'■  Mitford,  5  T.  12mo,  25s   Piekermg 

Todd,  r.  8to,  16s,  Moxon^  '45;  10s  6<i  BouUedge  


and  his  Poetry,  by  G.  L.  Craik,  8  v.  18mo,  3s  ;  cL,  4s  6d Cox 

the  Faerie  Queene,  by  Mrs.  C.  Kirkland,  12mo,  3s  6d  Wileg 

Faerie  Queene,  with  Glossary,  8vo,  9s WaMhiwume  ... 

— " Illustrations  by  Corbould,  12mo,  6s   BowlUdge 

Tales  from,  16mo,  2s  6d  ;  coloured,  8s  6i< ff.  Bofm 


Rpensers  (The) ;  or.  Chronicles  of  a  Country  Hamlet,  fcap.  8to,  Ss  6d— red.  to  Ss  ...  Bel.  Trad  Soe, 

Sperling  (/.Zf.)  Church  Walks  in  Middlesex,  18mo,  3s  6^ Mcutert 

Sphynx  Incruenta  ;  or,  Original  Enigmas  and  Charades,  18mo»  S$  6d  Longman  

bpicer  (C.  H^.)  History  of  Warwick  Castle,  folio,  63s WecUe 

— —  (£re»,)  FacU  and  Fantasies,  post  8vo,  2s Bosworlh  

■■  Honesty,  a  Drama»  8vo,  4s,  184a;  new  edit.,  2s  6rf Nickisiom  

■  Jeffreys;  or,  the  Wife's  Vengeance,  a  Play,  8to,  2s Niekis$o»  

— ' Lords  of  Ellingham,  a  Drama,  8to,  4s,  1847  ;  12mo,  Is    Nidtiuon  

Lost  and  Won,  a  Play,  8vo,  5s Fnuer 


'  Night  Voices,  and  other  Poems,  8to,  8s    Niekitton 

'  Old  StyWs,  a  Tale,  post  8vo,  ^ Boawortk 

-  Sights  and  Sounds,  the  Mystery  of  the  Day,  post  8to,  9s  ;  Sequel,  2s  Botworik 

•  White  Hands,  a  Legend  of  German  Chiralry,  8yo,  2s Botworik 


'  (New.)  Family  Prayers  for  Four  Weeks,  12mo,  3s  6d Hope . 


Spiers  (-4.)  English  Letter  Writer,  12mo,  8s WhiUaker  . 

French  and  English  Dictionary,  2  v.^roy.  8vo,  each  10s  6d WhUtaker  . 

: School  Dictionaiy,  12mo,  7s*6d ^ Whiitaktr  . 

— ' Manual  of  Commercial  Terms,  12mo,  4s  6d WkiUaker  . 

^. Study  of  English  Poetry,  12mo,  5s Simpkin.... 

Prose  Writers,  12mo,  5s  6d   WkiUaker. 


Treatise  on  English  Versification,  18mo,  2s    Whittaker  , 

Spiers'  Game  and  Hunting  Registers,  oblong,  ea.  2s  6(i  Simpkin 

Spike  (Edw.)  Law  of  Master  and  Servant,  n.  e.,  12mo,  3s Shawd:S<m 

Spillan  (2>aji.)  Homceopatbic  Prescriber's  Pbaroiaoopceia,  82mo,  4s  Leaih 

Manual  of  Clinical  Medicine,  18mo,  3s  6(f WhiUaker... 

TherapeuticB,  12mo,  10s  6d Benthaw     .. 


Medical  Formula,  48mo»  Is;  Key,  2s;  eomplete,  3s Beiukaw 


«50 
851 
«55 
«57 
850 
«3« 
«5J 
^Z7 
85' 
854 
lit 
S4fi 
846 
84* 
845 
S6x 

857 
S6a 

«55 
855 

854 
861 
S6a 
861 

«55 
86a 

844 
850 

84» 

857 
851 
860 

848 
83J 
858 

835 
86s 

1^* 
85s 

859 

839 
839 
86x 

845 
837 
841 
X6a 

846 
S61 

849 
835 
845 
8S3 
^45 
?46 
848 
841 
84^ 
859 
851 
859 
85* 
853 
S61 
851 

83J 

85» 

85. 

858 

855 
85' 
84* 

841 
84* 


1885—1862]  SPILLAN SPBAT  72T 

SpiHan  (I>an.)  Theniinit  Medieamimun,  18mo,  8| '  ...]..  BoilUirt   1838 

8piller(ae.)FhotoKraphiePoeiiia,ixwt8To,  2t6(£ SpiUer  1858 

(IF.fr.)  Key  to  Yoiug's  Algebra,  12mo,  6« Law  1840 

Spilling  (/m.)  Spirits  of  the  SeMoiu,  and  other  Poems,  12mo,  2ji  6d Simpkin 1850 

Spilsbiuy  (W.ff.)  Account  of  Lincoln's  Inn  and  its  Library,  12mo,  6« Pickering  1850 

Spinckes  {N.)  Chnrchman's  Companion  to  the  Gloset,n.  e.,  12mo,  4t,*55  ;  18mo,l«  6<<  J.H.Aj.PaThtri%s^ 

Spindler  (C.)  Jesuit,  a  Novel,  2  ▼.  post  8to,  21t,  Bvll^  1839  ;  12mo,  UM  Bryce 1854. 

^ —  Natural  Son,  transUted  by  Lord  Conyngham,  8  v.  post  8to,  31t  M   ...  Mitchell 1835 

Spinks  {Tko.)  Beporta,  Admiralty  Prise  Court,  1854>6,  8yo,  Pt.  1,  lOs  6d  ;  Pt  2,  6s  Eyre 1856 

Spinola  {J.J.)  awi  De  Yemeuil,  Grammar  of  Hannony,  2  t.  roy.  8to,  2]fl Longnuin  1851 

Spincna  (B.de)  Tnctatus  Theol(>gioo-Politieus,  from  the  Latin,  8to,  10«  M TriUmer x86a 

Refutation  of,  by  Leibnits,  12mo,  8s     ffamiUon  1854 

Spirit  Calculator,  by  an  Bxcise  Officer,  12mo,  2s Author  1849 

of  Bnglish  Wit,  18mo,  Is Tegg  185a 

Home,  a  Poem,  by  SylTan,  8to,  5s  6<i SaundenA  0.  1858 

Popery,  an  Exposure  of  its  Origin,  &c.,  16mo,  i$ Bel.  Tract  Soe.  1853 

the  Book  of  Common  Prayer,  &o.,  3rd  edit.,  12mo,  1$  id  Bivington  1846 

■  Church,  Extracts  faom  the  BcrlesiMtic,  post  8vo,  ft  6d Maeten 1857 

Metropolitan  CouenratiTe  Ihress,  2  ▼.  port  8to,  20s  WcUter  1839 

Nation,  Ballads  and  Songs,  4to,  10s  6d,  Simpkin  ;  2  e.,  fcap.  8to^  2s...  Boutledge  1844 

■  Truth,  a  Supplement  to  the  Comforter,  by  Delta,  18mo,  2s  6d   Hamilton 1857 

Bapping  in  England  and  America,  I2mo,  Is H.ViaeteUy   ...1853 

Spirits  and  Water,  byE.  J.  L.,  cr.  8yo,  Ss  6<i J.Mitchell 1855 

Spiritual  Alchemy;  or.  Trials  tuned  to  Gfold,  a  Novel,  2  v.  post  8to,  21s BentUy 185a 

ConceitB,  illustrated  by  W.  H.  Bogers,  sq.  8to^  21s Griffiths  F,  ...1861 

Conferences,  2nd  edit.,  12mo,  8s  BiAard»on$  ...liSo 

Food  for  the  Spiritual  Mind,  18mo,  2s Smith  A  Elder  1835 

Gem  ;  or.  Clusters  of  Grapes  ^m  Eschol,  2  r.  82mo,  each  Is   Nichols 1838 

Magaiine,  1886-82,  8to,  each  4s  6<2 Palmer Annual 

— ^— -  Beign,  an  Essay  on  the  Coming  of  Christ,  by  Clemens,  2  e.,  l^o,  8s  6d ...  Hatckard 1849 

— ^  Betuement,  by  a  Layman,  2nd  edit.,  2  t.  post  8to,  12s HamilUm  184a 

Sacrifice  for  Family  and  Private  Worship,  post  8to,  6t BaU  1840 

• Songs,  8¥0,  2s  Niebei    1846 

Sustenance  for  Christ's  Flock,  82mo,  2s Halchard  1858 

-  Things  Compaxed,  I8910,  Is  6(f  BeL  Tract  Soe.  1%$% 


Spiritualist,  an  Exposition  of  ^schology,  by  D.  F.  G.,  imp.  16mo,  8s  Booth 1857 

Spitta  (C.J. P.)  Lyra  Domeetica,  tranal.  by  Bichard  Massie,  3rd  edit.,  fp.  8to,  4s  8d  Longman  i86a 

Bpitsbexgen  and  Greenland,  Collection  of  Early  Documents  on,  edit,  by  A.  White,  8to  ffakluyt  S0C....X856 

Sponge's  (Mr.)  Sporting  Tour,  Illustrations  by  Leech,  8yo,  14s Bradbury 185a 

Sponaoi's  Offering,  by  a  Member  of  the  Church,  12mo,  6e  Kerby  A  SPI1...X847 

Spooner  {E.G.)  and  Smart  ( W.)  Bettoepectof  Progressof  Medicine, &c., 1 84 1-2, 8to, 8s  Whittaker x84a 

(Xyi.)  Trial  by  Jury,  aLegalEany,  8vo,  7s  8<i Botlon,  U.S....iis* 

{S. )  Biographical  k  Critical  Dictionary  of  Painters,  Sculptors,  &c. ,  8to,  88s  New  York x  8  5  3 

(W.C.)  Structure  and  Diseases  of  the  Horse,  edited  by  Bandall,  post  8to,  8s  Aubum^U.B.  ..1853 

Treatise  on  Foot  and  Leg  of  the  Horse,  12mo,  7s  6c{ Longman  1840 

— — — ^— ^—  Sheep,  2nd  edit.,  12mo,  6s  Lockwood  1859 

Illustrated  by  Harrey,  12mo,  4s  Bd ff.  Bohn    1856 


— Veterinary  Art,  po8t8TO,  2s Orifin    1853 

and  Humfroy  (YFm.)  On  Horses  and  Sheep,  8to,  Is... Simpkin x86x 

Sport  and  its  Pleasures,  Physical  and  Gastronomical,  12mo,  2s  8d Chapman  A  H.i%^^ 

Sportsman  in  Irehuid  and  the  Highlands  of  Scotland,  2  t.  p.  Svo,  18s,  Colhwm—T.  9s  H.  Bohn    X840 

Sportsman's  Bepoaitory,  plates  by  Scott,  4to,  52s  8d— red.  to  21s    ff.  Bohn    1845 

Spots  on  the  Sun  ;  or.  Thoughts  on  Presbyterian  Church  Polity,  12mo,  ItM  Hamilton  1857 

Spottiswoode  {Ahp.Jno.)  History  of  Church  of  Scotland,  by  Napier,8  T.8vo,80a— r.l2s  ff.  Bohn    1851 

3v.  4to BannatyneCl.*^7'$i 

— ^— (William)  Elementary  Theorems  relating  to  Determinants,  4to,  5t Longman^, 1851 

Tarantasse  Journey  through  East  Bussia,  1 858,  p.  8to,  10s  6d  Longman  1 857 


Spottiswoode  Miscellany,  2  t.  8to,  24s,  Spottiswoode  iSoc— red.  to  9Sj^^., ff,  Bohn    1844 

Society  Publications.    See  Appendix. 

Bpragne  (C)  Poems  and  Orations,  8to,  9s Wiley x84a 

-  (Hon. P.)  Decisions  in  Admiralty  Causes,  ke.,  for  Massachusetts,  8vo,  31s  6d Philadelphia.,.  it6i 

(W.B.)  Aimalsof  the  American  Baptiit  Pulpit,  8yo,  18s  New  York 1859 

__-_ Pulpit,  6  V.  8to,  78s    Low  1856-8 

— « Contrsst  between  Christianity  and  other  Systems,  12mo,  5s Dinnis  1838 

'Bints  to  B^guUte  the  Interooune  of  Christians,  12mo,  8s  6d W.  Collins 1848 

Lectures  on  Berivals  of  Beligion,  12mo,  3s  6d;  new  edit..  Is  6d  Ball  1840 

— True  Christiaiaty,  12mo,  6s— red.  to  2s W.  Collins 1848 


•  Letters  to  Young  Men,  new  edit.,  12mo,  8s  8ii,  CoUins^  '51 ;  18mo,  2s  Bel,  Tract  Soc.  X846 

Visits  to  European  Celebrities,  post  8to,  7s  6d Boston,  U.S.  ...1855 

Spratt  (^so.)  Compendium  of  Toxicology,  18mo,  6s Bighley X843 

Medico-Botanical  Pocket  Book,  post  8to,  10s  8(f    C^urekill  1836 

Obstetric  Tables,  2  t.  4to,  46s;  4th  edit.,  4to,  18s;  cold.,  28s  Bighley 1843 

(Lt.T.)  and  Forbes  (Prof.)  TraTcls  in  Lyeia,  Syria,  ke.,  2  t.  8to,  38s    Van  Voorst  ...184S 

^(7.^.4.)  Sailing  DirecUons  for  the  Island  of  Crete,  8to,  Is Potter 1861 

of  Poexnsi  post  870y  Ss Maemillan.,..,i9^^ 

6  A 
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Bprenger  (it.)  lafa  of  Mohammad,  from  origuuJ  ■ooreci,  8yo^  14f ir«2iMmif^M  1851 

Sprig  of  BhiUelAh  :  OoUootion  of  Iiuh  Songs,  it^.  82mo,  2a-<red.  to  It  Bfjee 1S51 

Sprisi  (/ot&.)  En^aad's  Beoorory :  Hurtory  of  Sir  T.  Fkirfax'B  Army,  1«4«,  8to,  «i  JM.AfJ*mrUn%s^ 

Spring  \Oard.)  Woika,  11  rola.  or.  8to,  84« -iV*^  rof* i«5S 

Attrmetion  of  the  CioM,  12mo,  8f Bd.  TraetS^cit^ 

BiUe  not  of  Mao,  12bio,  2«  6d Rd.  Tract  Soe.  1S51 

mmd  Skinner  (TM.)  fioUgion of  llio  Bibb,  12mo,  4b  W.  CoUhu 185' 

Banys  on  Traits  of  Ohriatian  Cbaraeter,  18mo,  It Wm-d 1855 

Firrt  Things,  a  Series  of  Lectures,  2  t.  poet  8to,  18«    New  York i8$i 

Fragments  from  the  Study  of  a  Ftetor,  18mo,  If  64 Whiitaker 1839 

GHoryof  Christ  lUostrated,  12mo,  7« Bourne 185a 

Hints  on  Be'ligions  Bducation  of  Children,  18mo,  2t TaUii 1835 

Meroy  Seat :  Thoughts  on  the  Lord's  Prayer,  12mo,  8i,  ffumU$mi;  2k     W,  06Ukk» 1851 

Obliffitions  of  the  World  to  the  Bible,  32mo,  St,  Tf^^— 12m0,  2t   ...   If.  CoUim 1847 

Spring  Blossoms  from  a  Distant  Isle,  edited  by  an  American  Lsidy,  12mc^  8t  6d fioetoii,  £^.^...1855 

Bads  and  Autumn  LeaTes,  Poems,  by  A.  W.,  ioap.  8to^  fit ffwnt^B.    ...i860 

Flowen  and  Summer  Blossoms,  12mo,  2t  6d Dtam, 1849 

gathered  for  Young  Florists,  by  S.  P.,  82mob  It Sm^km 1849 

Tide,  by  Author  of  Winter's  Tale,  16mo,  8t ^ Bwnu    184a 

Springer  {J.S.)  Forest  Life  and  Forest  Trees,  post  8to,  6t , Lam   1851 

Sproule  (Jno,)  Bssay  on  the  Growth  of  Flax  in  Ireland,  8to,  It Simpkm 1844 

■  Irish  Industrial  Exhibition  Catalogue,  imp.  8yo,  21t Orr 1854 

Treatise  on  Agriculture,  2nd  edit,  8fo,  15t   Orr 184a 

Spry  {ff.ff.)  History  of  Modem  India,  2  r.  post  8vo,  21t,  WkUl^ktr-'^nA.  UUtd  U,  Bdm  1837 

(TFrn.)  Analysis  of  Colenso  on  the  Pentateuch,  8to,  2f   Werlheim  i86s 

British  Coieopkera,  by  Shuckard,  8to,  26«,  BatUU^r^^vd.  to  21t  H,  Bekm    184a 

Spnrgeon  (0,JI,)  Gems  from,  16mo,  lt6<f,  Partridgt,  1857  ;  peat  8tp^  4$ ^.  Paul 1859 

—  Saint  and  his  Sariour,  12mo,  6t A. Bail 1857 

Sermons  at  Bxeter  Hall,  8to,  2t  fid Paml 1855 

Bleven  Select,  12mo,  2t  M Pmd 1858 

New  Park  Street  Pulpit,  8to ^ Stammtm..  1854-6S 

Y.  1  and  2,  ea.  8t  6<f .    V.  8,  4,  5,  and  6,  ea.  7t.    Y.  7,  ftt  6d. 

—  Pulpit  library,  8to Pmui 1858-te 


Y.  1,  2t  ed.    V.  2,  St.    Y.  8,  2t  6<i. 

*— Sketch  of  his  Life  and  labours,  hj  Bdmund  F17,  12mD,  9t . Paml 1855 

Smooth  Stonfs  taken  from  Ancient  Brooks,  82bio,  2t CoUimgndpt  ...1859 

Spurgin  (/no.)  Anti-TraotariaA  Tracts,  12mo,  5t  6<< ;  2nd  ssr.,  8vo,  2t  $d Weriheim 1849 

—  Articles  of  the  Church  Yindicated,  8to,  2t  6d    Wertkeim 1849 

Cure  of  the  Sick,  not  Homoeopathy,  ftc,  but  Judgmenl^  12mo,  8t  ...  Ckm<€hiU  i8te 

Lectures  on  Materia  Medics,  8to,  fit  6d  CkureUU  1851 

' On  the  Drainage  of  Cities  and  Sewage,  8to,  It  6c< ffodmmdfS^  1858 

Paatoral  Addresses,  12mo,  It  6d , Werduim  1849 

Physiciaii  for  All :  His  Philosophy,  Bzperienoe,  4kc,  8to,  7t  /.  S.  .B9dmm.,.i9sy 

Trsctariuiism  at  Yariance  with  the  Formularies,  ISmo,  It  9d Wtrtknm  1849 

Yoiceof  Warning  to  the  Church,  8to,  8t^  SeeUif 184s 


Spurr  (ifrt.)  Lectures  on  Education  of  Infant  Children,  18mo,  ^6d  Oroombr%dg€  ..,i%^6 

Spurrell  (5.)  Rationale  of  Magnetism,  Animal  and  Mental,  aq.  16mo,  It T.Riekardmm  .1844 

{Wm.)  Eng^-Webh  Pronouncing  Dictionary,  2nd  edit.,  fcap.  8vo,  fit   SpurreU 1S61 

and  Welsh  Dictionary,  in  1  roL  leap.  8to,  8t SfimrreU i8fii 

Welsh  Dictionary  and  Grammar,  l^no,  6§ — Qrammar  ssparate,  2t B.Bmgkta 1848 

>  with  English  Synonyms,  fee.,  2ttd  edit.,  fp.  8to,  8t  6d  Spwrdl 1861 


Spurs  and  Skirts,  \fj  AUet,  post  8to,  lOt  6d , SawMiUn^  0. 186a 

Spurstowe  (Dr,  W.)  Discourse  between  Hampden  and  Cromwell,  post  4to,  8t   Ch^^man  it  B,  1 847 

Spunheim  (/.(?.)  Anatomy  of  the  Brain,  8to,  14t— Appendix  to^  8^0,  St  6d Bi^dtg 1856 

— -...._  Life  and  Philosophy  of,  by  Carmichael,  post  8to,  4t  6d OrfMrnirid^  ••->8s5 

— — —  Outlines  of  Phrenology,  12mo,  2m  6d  Smpkm 1844 

Phrenology,  or  the  Doctrine  of  the  Mind,  8vo,  Ids HighUif 1840 

■  Sketch  ozthe  Natural  Laws  of  Man,  12mo«  8t  Bimfkm 1844 

Squarey  (O.JF.)  Treatise  on  Agriculiural  Chemistry,  Sto,  fit    Sidgimjf    1841 

Squier  (E.Q,)  Ancient  Monuments  of  Mississippi  Yalley,  by  Daria,  roy,  4to,  78t  6d   J.  Chapmtm  ...184I 

Antiquities  of  the  State  of  NewYoric,  Sro,  lit Ntm  Yt^rk 1851 

— — History  of  Nicaragua^  2  r.  roy.  8to,  Sit  84,  Lm^/mm^  '5s  ;  8fo^  I8t  Ntm  York iSfit 

— —  Serpent  Symbol  Worship  of  Reciprocal  Principles,  8to,  lOt  6d New  York 185c 


States  of  Central  America,  their  Geography,  kc,  8to^  18t Nem  York 1858 

■  Waikna;  Adrentures  on  Mosquito  Shors,  12mo^  St,  /.  Biadewood  ;  It  Low   185^ 

Squire  (L.)  Selections  of  Scripture  Poetry,  18mo,  itSd Oiipm   1848 

{M,P.)  Reason  and  the  Bible,  cr.  8vo»  6t  6d New  York 1U0 

Squire  (The),  a  Biographical  Sketoh,  sm.  Sro,  fit^  WhiUaker  ;  12m^  2t BouiUdffo  iHo 

"  by  the  Author  of  the  Heiress,  8  r.  post  8?o,  Sit  (W BettOeff 1837 

of  Beechwood,  a  Tale,  by  Scrutator,  8  t,  poet  Sto,  Sit  td Hwrd  S  B,   ...1857 

Squires  and  Parsons,  a  Novel,  post  Sto,  lOt  fid   Saumdert  dt  0.  iSfio 

Squirrell  {Blis.)  Autobiography  and  Selections  from  her  Writingt*  12mo,  it^r.toSt8<<  Biwtpkm 1853 

Stable  Practice  ;  or.  Hints  on  Training,  hj  Cedl,  12mo,  fit Xoi^mmui  185a 

Staeey  (Jot,)  Christian  Sacraments  Explained  and  Delsiided«  I2bui,  fit...« IMmtm itt4 

Stack  {J.B,)  Inaariiife  of  the  CiTil  Serrio^  8?)0^  It ^.^ ^..« JUdgm^   iii» 
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8taddkoate(2^>  Histoiy  fd  the  BiUe,  3  t.  imp.  8to»  S^ Blaekie ZS50 

BUej{DM.)TBjncbuil8am9nM,  12mo,  5fl   BeUdeDaldy„.\%s^ 

(L.R,)  Nuntiye  of  SerWoet  in  BdooehiitaB  and  Ai%hanistan,  8to,  di AUen  A  Co.  ...1848 

8taf&  and  lona  dMOiibed  and  illnrtrated,  12mo,  2«  6d   Blaekie 185Z 

Stafibrd  (AniA,)  Life  of  the  Blened  T^zgin,  new  edit,  fcap.  8to,  10$  6d Lumley z86o 

■  {Cha.T.)  Compendinm  of  UniTenal  Hiatoiy,  by  Mn.  Sinnett,  n.  e.,  12ino,  i$  Longman  i860 

(/./.)  German,  French,  and  fiigtiab  Con?eraationai  12nio,  2$(id  Simpkin 1840 

<i2t.)  Enoch,  a  Poem,  in  Three  Books,  12mo,  8j  6c( Longman  i860 

(Jt.il.}  Banj  on  Treatment  of  the  Prostate  Gland,  2nd  edit,  Sto,  5s ChurckUl  1845 

— ^ ObiNrvationa  on  Striotares  of  the  Urethra^  Sto,  9t Zo-n^mow  1836 

= — ^^^  Treatise  on  Injariea  and  Dieeases  of  the  Spine,  8?o,  Si Longman  1844 


Treatment  of  Hemorrhoids  or  Piles,  8to,  2i  M  Churchill 1853 

-(ir.C.)  History  of  the  War  in  Bnasiaand  Turkey,  Pts.  1  to  30,  4to,  each  Is    Lond.Pub.Co.  1855 
aiu<  BaU  (C.)  Italy  lUnstrated,  4(o»  86  pts.,  ea.  U  ^ L<md.Pnb.Co.  i860 


Stafrordahire  Legend,  12mo,  8«  6<l Simpbin 1851 

Stahlaehmidt  (J.C)  Pilgrimage  by  Sea  and  Land,  from  German,  by  Jackson,  12mo,  6«  Haichard  1837 

Stained  Glass  Windows,  lUostrated  Catalogue  of,  4to,  2b  M HeaUm  A  ^....1862 

Stainton  (^.T.)  Entomologist's  Companion,  12mo,  St    Van  VoorM  ...1854 

' June :  a  Book  for  the  Country  in  Summer  Time,  12mo,  Ss Longman  1856 

-  List  of  British  Lepidopters^  12mo,  If Van  Voortt  1857-9 


Manual  of  British  Butterflies,  Y.  1,  12mo,  4j  6ij;  Y.  2,  $eed    ...   Van  Voont  1857-8 

Natural  History  of  the  Tineina  (Moths),  8to,  V.  1  to  7,  each  12<  6d    Van  Voont  1 855-6a 

Supplementary  Catalogue  of  British  Tmeida  Pterophnd«,  8to,  2«.    Van  Voortd  ...185Z 

Staite  {W,S,)  FaUes  for  Childien  in  Yerse,  l6mo,  4fl— red.  to  8< H,  Bohn    1851 

StalUbnss  {J.L.)  and  Gersbach  {J.)  Songs  of  the  Woods  and  Fields,  roy.  8to,  8«  %d  Simpkin    1861 

Stallo  iJ.B.)  General  Principles  of  the  Hiilosophy  of  Nature,  8to,  7t  6d /.  Chapman  ...1848 

StallybraBB  {Bdw,)  Memoir  of  Mrs.  StaUybrass,  12mo,  5f    , P.Jackion 1835 

Stalman  {ffen.)  Analysis  of  the  Copyhold  Act,  4^6  Yict.,  with  Analysis,  8to,  5«...  Benning 1841 

Treatise  on  the  Law  of  Copyhold  Pn>perty,  8vo,  8i  Benning 1841 

Stambool  and  the  Sea  of  Gems,  post  8to,  lOs  6d Bentleg 185a 

Summering,  Treatise  on  the  Nature  and  Causes  of,  or.  8to,  S<  6d   HighUy 1843 

Stamp  {Geo.)  Index  to  Statute  Law  of  England,  by  J.  E.  Dayies,  8rd  edit.,  er.  Sto,  18t  SweU i86a 

{J,S.)  Martyrologia ;  or.  Records  of  Beligious  Persecutioa,  8  t.  8to»  26«  .<....  Maton 1848-53 

Sump  Duties,  a  Pocket  Digest,  4tb  edit,  ISmo,  2< Vaeher i860 

Stanbury  {O.)  Guide  to  Lithography,  new  edit,  roy.  8to,  2mM. Soultton  1854 

Standard  Klooutionist  and  Gem  Book  of  Britisli  Authors,  Sto,  2»%d   Kent  185a 

Libraiy,  Cydopiedia  of  Political  Constitutional  Knowledge,  4T.8T0,ea.3«6d  H.Btikn 2849 

Tune  Book,  and  Metrical  Companion  to  all  Hymn  Books,  obL  8to,  6k  6<2...  J. P.  Shaw 185a 

Vocal  Score,  Srdedit.,  16mo,  2s  J, P,  Shaw i860 

Standing  Orders  of  Houses  of  Lords  and  Commons,  in  1  r.,  12mo,  5s Bigg  Annual 

Lords  and  Commons,  Priyate  BilU,  1869-68,  12mo,  each  6c  WcUerlow  ...AnntuU 

Standiflh  (B.J,)  Emma  Clifford  ;  or.  True  and  False  Profearion,  12mo,  8s iSmpHft 1850 

Pastor's  Family;  or.  Faith  and  Fanaticism,  12mo,  8f Partridge  1851 

(^.J7.)  Maid  of  Jean,  and  other  Poems,  8yo,  7«    Black 1838 

Notices  of  the  Northern  Capitals  of  Europe,  8yo,  8s    Blade 1838 

SoTille  and  its  EuTirons  Described,  Sto,  12s Black 1840 


Trayels  to  the  Shores  of  the  Mediterranean,  2  r.  Svo,  ISs    Black 1838 

BtandiahofMf  Noble,  Hints  on  Planting  Ornamental  Trees,  12mQ,  6s Bradbury  1851 

Stanesby  (iS.)  Aphorisms  of  the  Wise  and  (}ood,  ISmo,  9s  OriffithAP.  ...i86a 

Stanfield  [Clarkion)  Coast  Scenery,  new  edit.,  roy.  Sro,  21s,  i843^red.  to  12f    Smith  A  Elder.  i%46 

Sketchea  of  the  Moselle,  the  Rhine^  &c.,  folio,  84s Oravea   1838 

Stanford  (Cha.)  Central  Truths,  12mo,  6s  6d,  1859 ;  2nd  edit.,  fcap.  Sto,  ^M Jackson  dfW,  .1862 

■ ■ Companions  and  Times  of  Joseph  Alleine,  1662,  post  Sto,  7s  6ii Jackson  A  W,  .1861 

• Instrumental  Strength :  Thoughts  for  Students  and  Pastors,  12mo,  Is  Jackson  ^k  W,  .i86a 

■ Power  in  Weakness ;  Memorial  of  W.  Rhodes,  12mo,  2s JaehKmA'W.  .i860 

'■^(Cha.S,)  Handbook  to  Romish  ControTezsyf  new  edit.,  poet  Sto,  Is  Hamilton  i860 

{Bdw,)  Emigrants'  Guides,  12mo,  AustnOia,  Is;  Canada,  ls6rf  Stanford   1854 

.  New  London  Guide,  2nd  edit,  with  Appendix,  fcap.  8to,  8s  6<i Stanford   i8oa 

Paris  Guide,  with  Maps,  kc,  new  edit.,  fcap.  Sto,  8s  M   JS^nford    i86a 


—  (JnOy'S  Aged  Christian's  Companion,  with  Memoir  hy  Upfold,  Sto,  12s  New  York ».  d, 

(/.2^.)  Patriots  of  Italy,  roy.  Sto,  2t Pethemm  ..  ..  1847 

Rambles  and  Researches  in  Thuringian  Saxony,  Sto,  10s  6«I Parker  A  Son  .184a 

(Jfrs./,it.)Iiady*sGift;  or,  Woman  as  She  Ought  to  Be,  12mo,  5$    Smith  A  Elder  183c 

Ite^t's'Note  Book,  12mo,  4s  6d    Hatehard 1843 

'6taahop«  (SirO  Lif e  of  the  Right  Hon.  William  Pitt,  4  t.  poet  8to,  42s  Murray  i86i-» 

' ^  IVacis  relating  to  Caspar  Hanser,  12mo,  8s ffodson 1836 

((7eo.)  Paraphrase  on  the  Epistles  and  Gospels,  new  edit.,  2  t.  Sto,  ISs  ...  J,H,4:JJ>arktn%si 

abr.byKenney,  2T.12iwsl6f  Bimngton 184a 


(ZMljrH:)  Memoirs,  ftM[  edit.,  St.  post  Sto^  dls6(i,  i845--ied.  to  21s Colhwm :..i848 

■  TrnTslL  SVlpdetSTO,  81s  6i<,  1846— red.  to  18f Qollhwm 1S48 

8tanliope;  a  Domestic  NoTel,j)ost  Sto,  lOt  6d Stnaidm^JbO,  1845 

*    *  '  -i ;  or,  The  Jeauitsin  Our  Homsa,  by  Helen  Dhn,  I^m,  Is  M Jas.  Blackwood  1855 


StanUqr  (J  ^D.)Spheiipa  Geometry  and  Trigonometiy,  12mo,  Ss  Aswftavsa,  ^.18. 1848 

— '■ •-■ Tables  of  Logariihima,  fce.,  8to,  16s  /.  Chapman  ...iZao 

-— ^J^.P.)^il^  lathe  Holy  Land,  lor  thfty«f  el  8ehM^12mo^  Jlwroy ..i86« 


tSO  STANLEY STATE  [Bboubh  Catamoti 

8taia«j  (A,P.)  Bibla  in  ite  Fonn  And  8nl»ianM ;  Three  Sermons,  8to,  2«  W J.B.^J*wrkenUn. 

Commentary  on  Spuilea  to  the  CorinthiAnB,2T.  8TO,24t;  n.e.,1  T.18t  Mwrajf 1861 

.._^.... Ublorical  Memorials  of  Oanterbory,  new  ed.,8To,8«6<<  ;cr.8T0,7«6d  Murray xS6x 

— Historjof  Sinai  and  Pialestine,  new  edit,  8to,  16#  Murray 1861 

Leetoxes  on  the  History  of  the  Eastern  Ghareh,  2nd  edit.,  8to,  16«...  Murray i86s 

■  Jewish  Church,  Fkrt  1,  8to,  1  fit   Murray 1861 

Stndy  of  Eodesiastioal  Histoiy,  Sro,2ttd J.HJtJJ*arktrj%n 

— — —  Life&CoiTeqwndenoeofT.Aniold,2T.8TO,24t,'44;8e.,2T.;p.8TO,10t  PeUaweM 185S 

Sermons  and  Bnays  on  the  Apostolic  Age,  new  edit.,  8yo,  \0%M   ...  J.ffJrJ^.Parkeri%s* 

•  Preached  in  Canterbory  Cathedial,  post  8to,  7t  6d Murray 1859 


r=i; 


Cff.)  Chess  Player's  Instrnctor,  18mo,  2s  6<i   New  York 1859 

Edw,)  Gatalogaeof  MosenmatSt  Bartholomew's  Hospital,  8  v.  8to,  16s  ...  CkurckiU  1846 

Treatise  on  Diseasesof  the  Bones,8To,10fl  6d ;  Illi]strations,4to,81i  6<i  Longman  ..!... 1849 


~  (Bp.  Sdv,)  Addresses  and  Chafiges :  Memoir  by  his  Son,  A.  P.  Stanley,  8to,  lOt  M  Murray 1852 

■  Brief  Memoir  of,  fcap.  8to,  It /cwdboa  A  IF...1850 

Familiar  History  of  Birds,  2  r.  12mo,  7t,  '40  ;  6th  ed.,  12mo,  3t  6d  Parker  d:  Sou  1854 

{Geo,)  Synoposof  Batch  and  Flemish  Painters,  post  Sto^  6$  H.Bohn 1855 

{Heu,}  Bomnan  Antbologr ;  or,  Selections  of  Bonraan  Poetry,  8to,  21t  Longman  1856 

(Jac,)  Dialogoes  on  Popery,  l2mo,  4t ;  new  edit.,  2t  6d Ma»on    1852 

Memoirs  and  Correspondence  of  Mrs.  Carr,  18mo,  It  M Ma»on    1845 


(/no.)  life  of  B.  Franklin,  with  Selections  from  his  Works,  12mo,  8t  Simpkin 1849 

(Lordj  Choreh-Bate  Question  Considered,  8to,  It  ed    Boone 1853 

Conrersations  on  the  Ptaables,  18mo,  2t  dd— red.  to  It  8d 8oe.  P.  C.  Jr...i849 


-  (Jfonl.)  Memoir  of,  by  D.  T.  E.  Dmmmond,  post  8yo,  8t  8<i,*52 ;  new  ed.,  2t  ffamiUon  i86s 

—  (Wm.)  Commentaries  on  Ireland  and  her  Brils,  Idmo,  4t Longman  1836 

Faith,  kc,  of  a  Church  of  England  Man,  18mo,  2t  6<i,  '41 ;  12mo,  6t  Pidbering  1848 


—  (SirWm,)  His  Surrender  of  Daventer,  Cardinal  Allen*s  Defence  of,  4to   Chetha-^n  S0C...185S 

Stanley;  or,  the  Becdlleetions  of  a  Man  of  the  World,  18mo,  8t6cE /.iU/.PaHbtrx84o 

Papers ;  Earls  of  Derby  of  16  and  17  Cents.,  Household  Books,  &c.,  2  pts.  4to    Cketham  5oe...i854 

Stanly,  a  Tale  of  the  Fifteenth  Century,  8  t.  post  8to,  27t Cftopman^iJ.  1835 

Stannard  (CTirii,)  Conrenations  on  the  Iiord*B  Supper,  12mo,  4t  6d Longman  1847 

Stannaries,  Laws  of  the,  with  the  Stannaries  Court  Act,  of  1836,  8to,  5t Benning    1837 

Stansbnry  (Howard)  Utah,  and  the  Mormon  Settlement,  new  edit.,  2  t.  roy.  Sto,  25t  Philadelphia... i%ss 

Stansbury's  Chiide  to  Lithography,  8to,  2t  6<i Moultton  1851 

Stansfeld  (£r.)  Money  and  the  Money  Market  Explained,  8to,  2t  Simpkin i860 

Stansfield  (J<u.)  Italian  Movement  and  Italian  PUties,  8to,  It Bidgway    i86s 

— ^—  (J.S.)  Copyhold  Precedents  in  ConTcyancing,  1849,  8to,  12t Benning    1849 

Stantial  {Tho,)  Test  Book  for  Students,  post  8to,  7t  M BeUtkDaldy...iis9 

Stanton  (J2tdLJ7.)  EcTised  Statutes  of  Kentucky,  2  ▼.  roy.  8to,  63t Cincinnati i860 

Stopf  {J. A.)  Spirit  and  Scope  of  Education  as  to  Weil-Being  of  Society,  post  8vo,  6t    Dolnuin., 1851 

Staples  {CapL)  Observations  on  the  Indian  Post  Office,  8vo,  5t Smith  d:  Elder  1850 

■  (O,)  Macedonia  :  a  Voice  to  the  Church,  18mo,  It  6d   HouUUm   1847 

— The  Soul's  Errand,  18mo,  It Boubton   1849 

■  (B.J,)  Inquiry  into  the  Admimstration  of  Ceylon,  8vo,  2t  Stanford    1853 

Minor  Poems,  12mo,  5t Stanford    1853 


(JoM.)  Observations  on  Cupping,  18mo,  St  6<{ Longman  1835 

Stapleton  (iliitf.(?.)  George  Canning  and  his  Times,  8to,  16t Parker  d:  Son  .1859 

(/.  W,)  The  Great  Crime  of  1860,  the  Boad  Murder,  8vo,  7t  6d   i/aW^6oro«^A...i86i 

(if.P.)Blennorrhsgia  and  Syphilis,  8vo,  2t Churchill  1852 

.  (r.)  Magni  Botuli  Scaccarii,  2  v.  8vo,  32t  Pickering  ...1842-7 


Star  of  Hope  and  the  Staff  of  Duty,  Tales  of  Womanly  Trials,  fcap.  8vo,  8t  6d  Bogg i860 

in  the  Desert,  by  Author  of  Trap  to  Catch  a  Sunbeam,  18mo,  2t— red.  to  It ...  Lockwood  1853 

Spangled  Banner,  illust.  by  F.  0.  C.  Darley,  Mnnc  by  F.  A.  Brown,  4to,  It  M  New  York 1861 

Starbuck  (W.O.)  Mortimer,  a  Poetical  Tale,  post  8vo,  6t  6d Saundert^  0.  1854 

Starforth  (/no.)  Architecture  of  the  Farm,  4to,  42t    Blackwoode  ...1853 

Stark  (Adam)  History  and  Antiquities  of  Qainsborough,  8vo,  21 1 ;  I.  p.,  81 1  6(1   ...  Longman  1841 

«- ___  of  Bishopric  of  Lincoln,  8vo,  8t  6d    Simpkin 1852 

(C.)  Lucy  Belleville,  a  Tale,  18mo,  It Hamilton  1849 

(/no.)  Elements  of  Natural  History,  2  v.  8vo,  82t,  Cadell—Ted.  to  7t  64  ..     W.Allan  1848 

■  Divine  Missionary,  with  Memoir  of  the  Author,  12mo,  8t  6<£  Piper 1858 

■■  (Bob,)  Diagram  of  the  Order  and  Course  of  Bevelation,  8vo,  8t Longman  1852 

>  (B.M.)  History  of  British  Mosses,  sq.  12ino,  lOt  M,  Reeve,  *54— red,  to  7t  6<f  RouOedge 1860 

8tark*s  Druggist's  Arsenic  Sale  Book,  2nd  edit.,  4to,  It  6(i Simpkin 1851 

Starkey(/>.P.)J«^*^  *  Tragic  Mystery,  8vo,  8t  64  Longman  1843 

■ Theoria:  Poems,  12mo,  5t  Orr 1847 

Starkie  (Th$>)  Law  of  Evidence,  by  Dowdeswell,  new  edit,  loy.  8vo,  86t    SUvene    i8$s 

Starling  (i?.)  Noble  Deeds  of  Women,  new  edit.,  post  8vo,  5t   B.Bokn 1858 

Starr  ^ra,)  Extracts  from  the  Journal  of  a  Traveller's  Life,  post  8vo,  6t Jarrold 1851 

-»^— Vision  of  Midsummer  Monihig'B  Dream,  poet  8vo,  fit Bodeon 1855 

-^  (B.W,)  Bemains,  with  Memoir  liy  his  Sister,  12mo,  fit6<i RivingUm  1837 

(r.iT.)  Discourse  on  the  Asiatic  Cholera,  8vo,  2t  (id  Churchill  1848 

Stars  and  the  Angels,  Natural  History  of  the  Universe,  12mo,  7t  6d Bamilion 1857 

*— —  Earth,  Thoughts  on  Space,  Time,  and  Eternity,  10  e.,  18mo,  2t — r.  to  It  BailUire    1853 

Start  in  Life,  and  How  the  Boys  Succeeded,  edited  by  G^raee  Dalton,  12mo,  It    /.  F.  Shaw    ...1854 

fitate  aad  P)raspeolB  of  the  World  aad  the  Gkuroh,  1889,  12mo^  6i  Sedey  1840 


1885-186^]  STATE— —STEELE  781 

State  of  Iffaa  before  Pronmlgatioii  of  Ghristianitj,  12mo,  St  M  (Small  Books)  Parher  Jt  Sfm,,\%%% 

robeeqaent  to  Promiilg»tioii  of  Christianity,  4  pts.,  12ido»  each  4f  6<i{...  Parker  A  8.  1851-3 

the  Union,  a  Doeamentary  History  of  the  United  States,  1854,  8to,  12f  6<2    Watkingtcn  ...1855 

Papen  during  Reign  of  Henry  YIU.,  11  t.  4to,  eachl0fl6d finMensortAt...  185a 

V.  1.      Domestic  Correspondence.       Y.  2,  8.     Irish  Correspondence. 

Y.  4,  5.  Scotch  Correspondence.  Y.  6-11.  English  and  Foreign  Brents. 

State  PftpeiB,  published  with  the  Sanction  of  the  Master  of  the  Rolls.     See  Appendix. 

Policy  of  Modern  Europe  from  Beginning  of  16th  Cent,  2  r.  8to,  21s— r.  to  12f  Langtnan  t86o 

Statham  {Jno,)  Cottager's  Key  to  the  Scriptures,  32mo,  1$  6d   Simpkin 1850 

Indian  Recollections,  2nd  edit.,  12mo,  6t  WhiUaker 1841 

(Mrt.)  Memoirs  of,  by  her  Husband,  12mo,  8s  6<l    A,  Hall 184a 

Stather  {W,C.)  The  Book  of  Job  in  English  Yerse,  12mo,  8f Marlborough... j%$^ 

Stationeis'  Handbook  and  Ghiide  to  the  Paper  Trade,  12mo,  2t  6d!,*59;  new  ed.,3«  6d  Oroombridg€...jt6% 
Statistical  Pocket  Manual  of  the  Army,  &c.,  of  the  U.  S.,  V.  1,  10  e.,  18mo,  8f  6d  Botlon,  U.S.  ...i86s 

8ociety*s  Journal,  Y.  1  to  24,  8to,  prices  rarious   .'....  Parker  AS<m  Ann. 

Statistics  of  Dissent  and  the  Yoluntaiy  System,  18mo,  2s  6d Painter 1843 

SUtue  Shrine  (The),  a  Greek  Legend,  12mo,  5fl   A.Hall 1857 

Statuta  Unirersitatis  Oxonienas,  8to,  5$  J.HJcJ.Pairheri%n 

Statute  Law  in  One  Act,  a  Drsft  for,  8to,  6s  Bnilervforthe  ..1847 

Statutes  at  Laige,MagnaC!haita  tol800,10Y.4to,&20Y.8TO,sinceannnally,prioesTar.  Byre  Jt  Co Ann, 

Public  General,  nqr.  8yo,  1839  to  1862,  prices  various EyreACo Jim. 

Practical,  AnnuaL     8u  Peterson,  page  587. 

of  AU  Souls',  Oxford,  by  Ward,  8to,  bt ;  Corpus  Christi,  7s ;  together,  14s    Lonymtm  1843 

King's  College,  CSamb.,  and  Eton  College,  by  Heywood  k  Wright»  8to,  12s  Lengman  1850 

-  the  <3olleges  of  Oxford,  8  t.  8vo,  24s Lengman  1853 

relating  to  Joint-Stock  Companies,  by  J.  Bigg,  post  8to,  2s  M  Simpkin 185S 

•  Ptobate  and  Divorce,  post  8to,  2t  6d  Simpkin 1858 


SUunton  (O.S.)  On  Rendering  of  the  Word  **God*'  in  (Thinese,  8vo,  ^6d Booth 1849 

^ (How.)  Chess  Player's  Companion,  post  8to,  5s H.Bohn 1849 

Hand-Book,  poet  8to,  5s H.Bohn 1847 

. Text  Book,  sq.  16mo,  Is  6<i   Jaqvtee   1849 

Praxis,  a  Supplement  to  Cheas-Player's  Handbook,  p.  8T0y  6s    H.  Bohn    i860 

Tournament,  post  8to,  diagrams,  5s H.  Bokn    185a 


{T.H.)  Family  and  School  Geography,  fcap.  8ro,  5s— red.  to  Ss  6d    Bentleg  1861 

{Wm,)  HitAorj  of  St.  Mary's  Church,  Warwick,  by  Bloxham,  r.  8to,  10s  M  RixingUm  1846 

SUreley  {j.B.)  Handbook  for  TraTolIers  Overland  to  India,  fcap.  8to,  2s  6d  A.  Clarke 1848 

{W.B.)  Sermons  Preached  at  Stanmer  and  Palmer,  8to,  10s  6d Hatchard  1840 

Steadman  (J)r,W.)  Memoir  of,  by  his  Son,  12mo,  6s— red.  to  2s  6d Ward 184S 

Steam  Rngine,  a  Treatise  00,  by  the  Artisan  Club,  ed. by  Bourne, 4to, 27s, '46 ;n.e., 42s  Longman  i8$8 

Karigation,  by  Fairbaim  and  others,  4to,  with  atlas,  fol.,  52*  6d Weale    1858 

Superseded:  an  Account  of  the  Electro-Magnetic  Engine,  18mo,  2s   Sherwood  1841 

tolndial;  or.  The  New  Indian  Guide,  8to,  12s Cochreme   1835 

Steane  {Edw.)  Christ  the  First-Fruits  of  Resurrection,  2nd  edit.,  l2mo,  Is Partridge  ..  ...1848 

Memoir  of  J.  Chitteridge,  12mo,  5s JaektonA  W.  1850 

and  Hinton  {J.H.)  Notes  of  a  Tour  in  Sweden,  1858,  12mo,  8s  M...  Niebet 1858 

Steame  {Jno.)  Curate's  Manual  for  Sick  and  Dying,  by  Trimmer,  n.  ed.,  16mo,  2i6d  Bivington  1855 

Steams  (/.)  Notes  on  Uncle  Tom*s  C!abin,  postSro,  2tM  Philaddphia...i%s^ 

Stebbing  {Hen.)  (Christian  Graces  in  the  Olden  Tiime,  imp.  8to,  21s Bogue 1851 

in  Palestine,  illustrated  by  Bartiett,  4to,  42t Virtue   1847 

■ Church  and  its  Ministers,  8vo,  2t6d WaUon 1844 

History,  Continuation  of  Milner,  8t.  8to,  86s— red.  to  12s  if.  Bohn    184a 


Discourse  on  Death,  12mo,  4s   Parker  A  Son.. ti^S 

Family  History  of  Christ's  UniTersal  Church,  2  v.  8to,  16s A.  Hall 1848 

Helps  to  Thoughtful  Reading  of  the  Gospels,  8to,  5s A.  Hall 1855^ 

History  of  the  Christian  Church,  2  t.  12mo,  12s — red.  to  7s    Longman  1850 

-Reformation,  2  r.  12mo,  12s— red.  to  7s    Longman  1850 


•  Jesus,  a  Poem,  post  8to»  5s   A,  Hall 1851 

•  LiTos  of  the  It^ian  Poets,8T.  p.  8to,  81s6cf,'3a  ;  n.e.,  12mo,7s6<2  Bendey i860 

-  Long  Railway  Journey,  and  other  Poems,  16mo,  Is  6<f  A.Hall 1851 

•Sermons,  new  edit.,  12mo,  8s    Bivington  1839 

-  Short  Readings  on  Subjects  for  Long  Reflection,  1 8mo»  It  6d    H.K.  Lewit    ...  1 849 


(/.)  The  Yisit,  and  other  Poems,  8to,  Is H.K. Lewit   ...1850 

Stedman  (J5Um.(7.)  The  Prince's  Ball,  cr.  8to,  3s  6d New  York z86o 

Steedmaa  {And.)  Wanderings  and  Adventures,  &c.,  in  South  Africa,  2  t.  8yo,  24s...  Longman  1835 

Steel  {Dav.)  Shipmaster's  Assistant,  by  WiUmore  and  Clements,  new  edit.,  28s Lor^man  185a 

{Robt.)  Doing  Good  ;  or,  the  Christian  in  Walks  of  Usefubess,  12mo,  8s  6d  ...  NeUon  1858 

livesmade  Sublime  by  Faith  and  Works,  12mo,  8s  6<i    NeUon  i86a 

Samuel  the  PMphet^  and  Leaons  of  his  Lif e,  fp.  8to,  4s6d— red.  to  8s  6d  NeUon  z86i 

(7.^.)  Sermons  at  HaiTDw,  12mo,  4s  6d Lonoman  1841 

Steele  (ilnl.)  History  of  Methodism  in  Bamard-Castle,  poet  8to,  2s  M Viekert 1858 

{Ath.)  (Thief  of  the  Pilgrims,  life  and  llmeB  of  W.  Brewster,  rqr.  8to,  14s  ...  PhUadel]^Ua...i%^j 

(^.iZ.)  Sovereigns  of  the  Bible,  12mo,  7s  6d New  York 185a 

{H.)  Maaordean  :  a  Novel,  poet  8to,  10s  6d  Newbg    1861 

(/as.)  Manual  of  the  Bvidenoes  of  Christianity,  3rd  edit.,  18mo,  Is Qroombridge... li^t 

(JL)  Remedy  for  Wandering  Thoughts  in  Worship^  new  edit.»  18mo9  2s  Wa/rd    ...1861 
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BtaeMAidL)  and  Addim  (/<w.)  Histoiy  of  BiekinteflE;  fnm  l^itler,  er.  8t^  lOt  M  Xwiyi—   it6i 

(5tfJI.)  Marine  OiBotr;  or,  Skoteheoof  Senrioo,  2  t.  port  8to^  21fl  Colbmm 1S39 

(Wm,)  Boftutios  of  QUthnd,  poet  8to,  8f    JUmOedffe 183^ 

(  TT.i^.)  Handbook  of  PioldBoUny,  new  edit,  pott  8to»  7f6d  Orr    1851 

Bteen  (/m. )  Treetiee  on  Mental  Aritkmetie,  new  edit.,  18mo,  2$  Longman  1S57 

Steenitrup  on  the  Alteiatione  of  Qenentloni,  tranalated  by  G.  Bmk,  8to   JKajr  Sodeiy  ...1849 

Steeple  Chaae  Calendar  and  Hoidle  Baoe  Epitome,  12mo,  1  Of   Athvmtum   ...i8(i 

Steepleton;  or,  Hixh  Chnreii  and  Low  Churoh,  by  a  Clergyman,  12mo,  6«  Longmmi^  1I47 

Steer  </no.)  DijBeet  of  Puiih  Uw,  8to,  24«,  Bodgmmy  1S56  ;  8to,  28t   Sttwema  1857 

Steele  {Edw,)  E«ay  on  the  Bzistenoe  and  Attributes  of  God,  8to,  lOe  8d   BeU  A  Daidjf  .1856 

Bteen  {Fanmy)  The  Ant  Prinoe,  a  Rhyme^  2nd  edit,  12mo,  8f  6d Pidserimg 1847 

Bteffens  (B.)  AdTentnrea  on  the  Boad  to  Farii,  new  edit.,  12mo,  2f Mwnray 1861 

Bteggall  (/ho.)  Deeompoeitions  of  the  U>ndoi\  Phannaoopesia,  12mo,  8t CkmtkiU  1837 

Fint  lines  for  ChemisU  and  Draggists,  new  edit.,  ISmo,  8f  84    CkwrehiU  1S53 

■  Manual  for  Candidates,  College  oTSargeons,  12mo,  lOt OtmrdkiU  1853 

. Students,  Apothecsries*  Hall,  12mo,  lOe CkwrAiU 1851 

Text  Book  of  Materia  Mediea  and  Tberapenties,  12mo,  7« Cft«irdbK  1857 

{JnoM.)Udt9Ji!i  Adventarea,  edit,  by  Cobbold,  p.8vo,  3«6<<  ;  n.e.,  12mo,  2«  &impkin i860 

Steiger  (TFin.)  Bzposition  of  First  Bpistle  of  Peter,  2t.  12mo^  12#  BamHtom  1837 

8teill(i^'.)JnTenile  Cyclopedia,  12mo,  8f  Pkelfm   1845 

Pietorial  Geography  of  Sn^d,  12mo»  2i— with  maps,  12mo,  Si Phtlpt   1S44 

^i —  Grammar,  12mo,  2s  8<t— ooloored,  is    Phdpa    1S44 

, BpeUingBook,  12mo,  It  8c( A,  BaU 1850 

Beading  Assistant,  12mo»  li  8d Pkdpt  184S 

; SpelUng  Assistant,  12mo,  U6d Pk^   1845 

Steinan  (/.J7.)  Pathological  Bamy  on  Hereditary  Diseases,  8yo,  S$6d  Simpkin 1843 

Steinbaoh  (LL-Col.)  Account  of  the  Pnnjaub,  2nd  edit.,  post  8to»  fis  Smiih  dt  Elder.it^^ 

Steiner  (/.)  Blementary  Reader,  German  and  Bnglish,  post  8to^  6s  WiUjf 1846 

Steinits  {P,)  The  Ship,  its  Origin,  and  Progress,  4to,  60s— red.  to  21s ;  oold.,  25s  ...  Pomiledge 1851 

SteinmetsUiKl.)  Fettered  Exile,  a  Poem,  12mo,  8s R,  T,  darke,.  1848 

Gems  of  Genius  ;  or,  the  Words  of  the  Wise,  18mo^  6s    Shaw  A  Sana  ...1838 

-— ^-^— ^—  History,  CnltiTation,  8m.,  of  Tobacco,  12mo,  Is Bentieg 1857 

..  »  of  Japan  and  her  People,  post  8to,  6s    Rcfutledgt 1858 

— the  Jesotts,  8  r.  8vo,  46s— red.  to  24s Bentleg 1850 

Jesnit  in  the  Family,  a  Tale,  post  8to,  9s   Smith  A  Elder  1837 

Military  Gymnastioa  of  the  French,  8to,  Is WMiieketl    ...1861 

— — «— — ^-  Novitiate ;  a  Tear  among  BngUah  Jesuits,  p.8T0, 10s  6d— r.  to  2i  0(i  Smiih  <fr  Elder  i86x 

Voice  in  Bamah  Hushed,  12mo,  7s  «d Barvey 1842 

'~— (^Tsn.)  Accidence  of  German  Grammar,  12mo,  Is  6<f NuH  1857 

German  Beading  Book,  12mo,  2s— Exercises  with  Key,  12mo,  2s  6d  Nwn 1858-61 


Steinsehneider  (Jf.)  History  of  Jewish  Literature,  8th  to  18th  Century,  8to^  12s    ...  Longman  1857 

Stella,  a  Poem  of  the  Day,  12mo,  6t Zoi^man  1845 

*~  and  Vanessa, from  the  French,byIjadyD.Gordon,2Y.p.8To,21s;  n.e.,12mo,ls  6d  ITanJ^Xodk...  1859 

Woodrille;  or.  Truth  without  Treason,  18mo,  ls8d    Simpkin 1846 

Stembridge  {B.  W.)  Marriage  and  Burial  Senrioea  for  Dissenting  Ministers,  12mo,  Is  Boultton 1854 

Stemmata  Atheniensia,  4to,  6s  Parker  d:  Son  .iZ^i 

Stenelaus  and  Amylda,  a  Christmas  Legend,  illustrated  by  Gmikshank,  12mo,  Is   ...  Grifilh  ^  F,  ...  1858 

Stenhouse  (Wm.)  Illustiations  of  Lyric  Poetry  and  Music  of  ScoUand,  8to,  ^ BloekmoodB  ...1853 

8teDSon(/.>  Sundry  Questions  on  68  Important  Questions  from  Scripture,  18mo,  2s  Author  T840 

Stent  (Tv.2>.)  Egypt  and  the  Holy  Land  in  1842,  2t.  poet8TO,  21s  Btntleg 1843 

Step  by  Step;  or,  Delia  Arlington,  by  Anna  Athem,  post  8to,  7s  6cf BottonjU.S.  ...1857 

■  First  Lessons  for  Children,  4to,  Is— No.  2,  Early  Leosons,  4to,  Is  Neiton    1857 

Stepdame  Outwitted  :  a  Fairy  Tale,  by  Moeco  Linden,  fcap.  8yo,  Is J<u.Blaeheood  1861 

Stephano  ((7.)  AdTenturea  of  a  Greek  Lady,  2  v.  post  8to^  21s OdbnHm 1849 

Stephanus  Bysantinus,  ex  rsoensione  A.  Meineeke,  8to,  16s fTttf kmrs  A  JV.  1 849 

Stephen  (Z>.it.)  Memoin  of  C.  Evans,  12mo,  6s  AyloU    1847 

— —  (iSir  (?.)  Adrenturea  of  a  Gentleman  in  Search  of  a  Horse,  6th  e.,  12mo,  7s  6d  Samutfrn  A  O.  1844 

■ _—....-  an  Attorney  in  Search  of  Practice,  post  8yo,10s  6<2  ...  jSenmifers^  O.  1839 

■  ■    Anti-Slavery  Becollections,  12mo,  4s Batchard 1854 

Digest  of  County  Court  Cases,  8to,  7s  «d   Orodtford 1855 

* Jesuit  at  Cambridge,  2  v.  post  8vo^  21s,  1839  ;  new  ed.,  1  v.,  10s  6d  Oolbnm 1851 

-  Juiyman'a  Guide,  12mo,  2$6d 0,  JTnighi 1845 

r  Trade  and  the  African  Blockade,  8vo,  2s6c{ Simpkin 1849 


Prinoipleaof  Commerce  and  Commercial  Law,  12mo,  'i$  6d  Orod^ord 1853 

{Ja$,)  Conunentaries  on  the  Laws  of  Enghmd,  new  edit.,  4  v.  8vo,  84f  BtUiaiooriha  ...r86i 

>  Questions  on,  for  Students,  new  edit.,  8vo,  10s  6d Bnlierworthg  ...i86a 


Common  Law  Pkooeduze  Aet»  1860,  Notes  and  Introduolkm,  8vo»  6s...  ButtsnsorcAs  ...i860 

Pleading  in  Civil  AetiOBS,  6th  edit.,  by  Pindar,  8v^  16s Asscms  i860 

-  (/r.y.)  Handbook  to  the  Maps  of  India,  12mo,  8s  6<f AOm^O^  ...1857 

<5M-/as.)  Bsaajs  in  BocMaatioal  Biography,  2  v.  8vo,  24s,  '50 ;  4  •.,  8vo,  14s .  Zongmtm if  60 

>  Leetuna  on  ths  HisUny  of  France,  new  edit.,  2  t.  8vo,  24s Lonpmmm  1857 


(/no.)  Exposition  of  the  Epistle  to  the  Bomans,  12ino,  4s  6<<  :Bamaiem  1857 

Utterances  of  the  119th  Pmlm  Expounded,  in  Lectures,  ISmo,  4s6il  BamiUon. 1861 


(J.F.)  Defence  of  Bev.  Bowland  Williams,  D.D.,  er.  8vo,  10s6c( Smiih  A  Elder .it€% 

(^  Gesla,  xeosnsait  B.  SeweU,  8vo»  6s ^ ^ Pttkttmm 1846 
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SiflpktB  (itex)  Geitak  tnuulatad  by  Forester,  pott  8td,  fit JJ.  Bokit  1853 

{That.)  Aeeoant  of  Paste  and  FestiTals  of  the  Chnrdi,  ISmo,  8f  ffoldatmnik   ...184s 

...,.._ Book  of  the  Constitntion,  8to,  18«,  Simpkin  ;  12iiu),  6»  SmUkdeEidtr  .1845 

— ^ Confaarion  of  Faith,  Charch  of  England,  18mo,  2«  6d  Longman  1836 

Bxpositioii  of  the  Prophecies  of  Daniel  and  St.  John,  fcap.  8vo,  8t  6d  Botwortk   1861 

Thirty-Nine  Articlea,  12mo,  5f— red.  to8t6ci  BaUy 1851 


.  Family  Derotions  from  the  Book  of  Common  Prayer,  ISmo,  2m Laulrun   1841 

.  Qospel  History  of  Our  Sayiour,  post  8vo,  6«  6cl Dean 1853 

.  Goide  to  the  Daily  Sendees  of  the  Ghnrch,  12mo,  6« Longman  1849 

.  History  of  the  Ghareh  of  Scotland,  4  v.  8to,  82f— red.  to  21f H.  Bokn    1848 

.  Life  and  Times  of  Abp.  Sharp,  of  St.  Andrew's,  8to,  14«  Riekerhy    1839 


Spirit  of  the  Church  of  Rome,  12mo,  3i  6d    T,  HarrUon  ...1854 

Stephen  Dugard,  a  Novel,  St.  post  Syo,  81«  6d  Beniley  1840 

St^hans  (A.  /.)  Bodesiastieal  Stetates,  EleemoeynMy  Institations,  2  ▼.  roy.  8to,  68«  Parker  <&  5bii .  1845 

1 lAvof  NisiPrina,  8  t.  roy.  8to,  6/ fit Longman  184s 

Municipal  Corporation  Acts,  2  T.  12mo,  28t    Suveu$    1837 

. Rise  and  Progress  of  the  English  Constitution,  2  ▼.  8to,  80t Parker  ^  Son  .1838 

Treatise  on  Lav  of  Elections,  2  t.  12mo,  88t Shaw  df  Soni... 1^40 

'  Laws  relating  to  the  Clergy,  2  t.  roy.  8ro,  68t    Benning 1848 


-  (ifrt.  A.iS.)  Esther;  a  Story  of  the  Oregon  Trail,  12mo,  It  headU  i86» 

Fashion  and  F^unine,  12mo,  It  M,  Kent,  1854;  12mo,  U6d   JUmiiedge  1856 

MaryDerwent:  a  Tale  of  the  Early  American  Settlen,  fcap.,  It  6ii  ^€a<2^  1861 

Old  Homestead,  12mo,  7«  6d New  York 1855 

Syhil  Chase;  or,  the  Valley  Ranche  :  a  Tale,  fcap.  Svo,  It  Beadle  i86s 

Zaan;  or,  the  Heiress  of  Clair  Hall,  a  Tale,  12mo,  U  M Ward df  Lode... i%i^ 


-{Edw.)  Treatise  on  the  Greek  Bxpletire  Particles,  12mo,  it  6(1 Talboyi  1837 

-  {B.B.S  Description  of  the  Basque  Prorinoes,  2  r.  post  8to,  21t Whittaker 1837 

-  {Geo.)  Gertrude  and  Beairioe,  a  Tragedy,  8to,  It  6d     C.MiukeU 1839 

Hungarian  Daughter,  a  Dramatic  Poem,  post  8to,  lOt  td C.Mitehdl 1841 

Justification  of  War  as  the  Medium  of  Civilisation,  fcap.  8to»  2t...  C.MUckfU 1850 

ManuBcripte  of  BrdAy,  a  Romance,  8  t.  post  8to,  81t  M Smith  4b  Elder. iZi$ 

Martinussi,  a  Play,  8to,  2t   C.MitckeU 1841 

Pdre  la  Chaise ;  or,  the  Confessor,  a  Tale,  8  r.  post  8to,  2it   WhitkJter 1840 

Two  Leaves  of  King  Waldere's  Lay,  roy.  8to,  7t  6c{  ;  thk.pap.,  15t  /.  B.  Smith  ...i860 
Voioeof  the  Pulpit,  12mo,  Y.  1,  2t ;  V.  2,  6t C.MUehtU 1838 


-  (J?«».)  Aoeount  of  the  Tester  Deep  Land  Culture,  12mo,  4t  (kf Blaekwoods  ...1855 

Book  of  the  FMm,  8  r.  8to,  90t,  1842  ;  new  ed.,  2  t.  roy.  8to,  60t  Blackwood*  ...1851 

Catechism  of  Practical  Agriculture,  new  edit.,  postdvo^  It  Blaekwoodi  ...1857 

Manual  of  Practical  Draining,  8rdedit.,  dvo,  5t Bladkwoodt  ...1848 

— -»—  Practical  Irrigator  and  Drainer,  new  edit,  Sto,  8t  dd Blackwoode  ...1851 

-  System  of  Farm  Book-keeping,  roy.  8vo,  2t  6d  Blaekwoodi  ...1857 


and  Bum  (R.8.)  Book  of  Farm  Buildings,  &c.,  roy.  8to,  8It  6ii...  Blaekwood$  ...1861 

C/no.)  History  of  South  Australia,  8to,  8t Smith  di  Elder  1839 

(J.F.)  Illustrations  of  British  Entomology,  12  t.  8to,  21/— red.  to  8i  8t .  H.Bohn  ...1828-4]^ 

Goleoptera,  5  t.  8/  8t->red.  to  U  5t.  Hymenopteia,  63t— red.  to  42t. 

0ermoptexa»  Orthoptera,  fcc.,  81 1 6<i— r.  to  21t.    Lepidoptera,  4  r.  8i  8t— r.  to  84t. 

-  Manual  of  British  Beetles,  post  8to,  14t,  Longman — ^red.  to  7t  6(f   ff.  Bokn 1839 


{J.L.)  Inddente  of  Trarel,  Central  America,  10th  edit.,  2  r.  870,  82t   ...  iiwray 1843 

by  Catherwood,  &to,  6t A.  ffaU 1854 


Egypt,  Arabia  Petma,  kc,2  v.  post  8to,  15t  Beniley 1838 

-18mo,  2t .........  Chamben  j86o 


—  Russia  and  Turkey,  2  r.  post  8to,  lOt BenUey 1838 

Yutaoan,  2  t.  8to,  42t..'. Murray 1843 


(7Ao.)  literature  of  the  Kymry,  8to,  12t  6<i Longman  1849 

Btephanaon    (Geo.)  Life  of,  by  Smiles,  new  edit.,  8yo,  16t,  '58;  abridged,  p.  8tq,  8t  Mwrray 1859 

. (/mo.)  Medical  Zoology  and  Mineralogy,  r.8TO,42t,  .ChurehUl^T.  to  21t  ff.  Bokn   1838 

and  Churchill  (7.)  Medical  Botany,  8  v.  roy.8TO,  61  6t— r.to  80t  Churchill  1853 

[/.A.)  Christology  of  the  Old  snd  New  Testaments,  2  t.  8to,  21t    Bvvington  1838 

^arm.)  Instructions  on  the  Scienoe  of  Railway  Construction,  12mo,  UM  Weak    1861 

Railways  in  Turkey,  8to,  2t  6d— with  map,  8t  6ci Weale 1859 

(jBofte.)  Description  of  the  LooomotiTO  Steam  Engine,  4to,  21t  Weale 1838 

Great  Exhibition,  ite  Palace,  and  Contents,  12mo,  It BauOedgt  i8$t 

Report  on  the  Atmospheric  Railway  System,  4to»  7t Weale 1844 


{Ml 


(Wm.)  Twenty-fire  Village  Sermons,  fcap.  8to,  8t  6d Smpkin i86» 

Stephenson's  Directory  of  Kingston-upon-Hull,  oU.,  8t  Sianf^n 1848 

Stepmother;  or,  Will  She  be  a  Nun !  by  Florence,  12mo,  5t Jos.  BlackwoodiZ^a 

Stepney  (Lady)  Courtier's  Daughter,  a  Norel,  8  r.  post  8to,  dlt  6d CoUmm 1838. 

Three  Peers,  a  Norel,  8  r.  post  8ro,  81t  6d  BentUy 1840 

Stepping  Stones  :  Book  for  the  Young,  by  Aut.  of  Village  Missionaries,  fp.8ro,  2t  6<i  NeUon  i86» 

■  by  rarious  Authors,  18mo,  each  It Zoii$mias...i85»H6o 

Animal  and  Vegetable  Physiology.    Astronomy.    Bible  Knowledge.     Biography. 
English  Grammar.    English  History.     French  History.    French  Pronuncia- 
tion.   General  Knowledge.    Geography.    Mnsio.    Natural  History.    Roman 
History. 
8tep-Sist«n»  by  Author  of  Heatherbrae,  2t.  pottSro^  21«   BooA 3861 


784  STEPS STEVENSON  [Bvolob  Oataloovi 

Btept  op  the  Ladder ;  or,  the  Will  and  the  Waf,  18mo,  U    Rd,  TraH  Sec  it6s 

Btereoaoopie  Magamne,  a  QaUery  of  Landaeape  Scenery,  &c.,  Y.  1  fc  2,~8to,  each  42«  L.  Reeve  ..  1859-63 

Sterling  (iiMf.)  Orian  :  iti  Qeogiaphy,  History,  Beligion,  fcc.,  8to,  6«   Snaie iM 

—  (C  if.)  aM<  Templer  (C^.)  Fairy  Talea,  12mo,  It  6<2 H<tffg 1861 

(Jno,)  BnayB  and  Tales,  edited  hy  J.  G.  Hare,  2  t.  post  8to,  21fl Parker  A  &m  1S4S 

Life  of,  by  T.  Garlyle,  post  8to,  10«  6<i,  1852  ;  new  edit.,  6«    Chapnum  df  ir.1857 

Poems,  12mo,  6« Moxom  1S40 

>  Strafford,  a  Tragedy,  12mo,  6s   Moxon  184J 


Sterling's  Literature  of  Frorerbs,  8to,  21s  Quaritek    i860 

Stem  (if.il.)  Dawnings  of  Light  from  the  Bast,  8to,  8« Wertkeim  1S54 

——- Wanderings  among  the  Falashas  in  Abyannia,  Sto,  16t  Wertkeim  1S61 

Sternberg  (Tho.)  Dialect  and  Folk-Lore  of  Northamptonshire,  l2mo,  5t /.  JZ.  Smith  ...iS$i 

Sterne  (MiuB.M,)  Erery-Day  Book,  Three  Series,  2nd  edit.,  16mo,  each  ls6d  Longwusm  iS6s 

Little  People's  Portrait,  16mo,  2«  6d    ffouieUm    1839 

— i— — «-^— ^~  Physical  and  Political  School  Geography,  12mo,  f^M Longwum  1853 

— — Questions  on  Generalities,  2  ser.,  12mo,  each  2a ;  Key  to,  each  i§  LongmuM  1854 

{0.M,)  My  Village  Neighbours,  a  Tale,  post  8to,  10s  W Newby   i860 

Strong  Will  and  a  Fair  Tide,  3  t.  post  8to,  81s  6d Newbg    i860 


'{Lam,)  Works,  complete,  roy.  8to,  18«— red.  to  lOf  (kf  If,  Bokn  1S49 

SentimentalJoumey,  illust  byJohannot,  8to,  7s   WiUottgkbjf    ...1851 

Tristram  Shandy,  med.  8to,  Si,  Smith,  1839— red.  to  Is  6<f Orijin  1856 


Steuart(/.)Eogata  in  1836-7,  roy.  12mo,  6s lfaau2<o« 1839 

Steuben  {W.  Von)  Life  of,  by  Kapp,  edit,  by  G.  Bancroft,  8to,  10s  6c{  New  York 1859 

Steven  (Wm.)  History  of  George  Heriot*s  Hospital,  with  Memoir,  n.e.,  12mo,  7s6<<    Simpkin 1859 

— — ^— ^— the  High  School,  Edinburgh,  12mo,  8s  Hd Siw^kin 1849 

Sterens  (Abel)  History  of  Methodism,  Y.  1  and  2,  cr.  8to,  12s  ;  Y.  3,  7s  (id Ifeglin  i86i-s 

^  (i^rooik\9.)  Seasoning  for  a  Seaaoner:  a  Satire,  8vo,  8s TrObner 1861 

■  {C.B,)  Anthony  Bums,  a  History,  cr.  8to,  6s BoUot^  ^.^....1856 

(Hen.)  Catalogue  of  American  Books  in  British  Museum,  2  t.  8to,  42«  Sletene  i86a 

— -— ^— ^^— -^ Maps  in  British  Museum,  8to,  2aid  Sterens  i86s 

Canadian  &  Brit.  N.  A.  Books  in  B.  Museum,  8to,2s6<2  SCsvems  i86a 

-^^— — — Mexican  k  Span.  American  BooksinB.  Museum,  8to,  5s  Stevens  i86s 

My  English  Library,  8to,  7t  6<f Steveue  1853 

Historical  Nuggets ;  Bibliotheca  Americana,  2  r.  8to,  80f Stevene  i86s 

-(/no.)  Help  for  the  Disciples  of  Emanuel,  8to,  5s  6d  Simpkin 1841 

— ^-^— i*  Memoin  and  Correspondenee,  8to,  4s ffoulatan   1849 

'  -  Physblogy  k  Botanic  Practice  for  tiie  People,  8to,  7t;  n.e.,  12mo,  8s  6d  Ja$.  Blaekwoodi$$^ 

Words  of  Trath,  2nd  edit.,  12mo,  2f Simpkin 1844 

— -(7.  Z.)  Lyrics,  post  8to,  10s  6<I  Bauy 1837 

(Jfn.)  Courae  of  Prayer  for  Family  Worship,  2nd  edit.,  12mo,  3s Lonffwum  1840 

^-^»»—  Letters  to  Yarious  Friends,  post  8to,  12<,  iSee^cy— red.  to  4s  6ci H.Bokn 184a 

•  Memoirs,  by  her  Sister,  post  8to,  8s  6d Sedejf 1841 

•  Practical  Consideration  of  the  Lord's  Prayer,  2nd  edit,  12mo,  3s  ...  iSes^y 1841 

•  Progremve  Experience  of  the  Heart,  2nd  edit.,  12mo,  3s  6if  Longwmn  1841 

-  Scripture  Doctrines  Illustrated,  2nd  edit.,  12mo,  3s Sedejf 1837 

■  Selections  on  Christian  Faith  and  Practice,  12mo,  4f HamiUem  1836 


— (iVon  J{.)  Counsel  of  God  for  the  Bedemptiou  of  the  World,  8to,  7s   Booth 1837 

Beny  on  Arbitimtion,  8to,  6iid BaUy 1835 

'  (JR.)  New  Synopsis  ;  or.  Natural  Order  of  Diseases,  ^0,  7s  6d Hightey 1841 

(RM,)  Instractions  on  Stowage  of  Shipi  k  their  Caigoea,  8to,  7s,  '59;  8  e.,8s  Longman  x86s 

(Wm,)  Memoirs  of,  by  Sir  J.  A.  Pbrk,  12mo,  UM   Rivington 1859 

•^— — — —  Nature  and  Treatment  of  Asiatic  Cholera,  8to,  10s  fid BaiUilrt    1853 

■  ProgremTe  Geography,  12mo,  286d W,  Smith 1841 

(IFM.^.)HomeSerrice,cr.  8to,  7«  6d Philadelphia... lis^ 

Parables  of  the  New  Testament  Unfolded,  roy.  8vo,  85s  Philadefyhia...iisS 

SteTenson  (il  tow)  Account  of  the  Skerryrore  Lighthouse,  4to,  63s    LongwMn  1848 

-  Treatise  on  Constraction,  &c.,  of  Lighthouses,  12mo,  3s WeaU 1850 

—  (Dav.)  Canal  and  Rirer  Engineering,  cr.  8vo,  4t  6d Longman  1858 

■  Ciril  Engineering  of  North  America,  8to,  12s,  '38;  new  edit.,  8s  Weale 1859 

■  Remarks  on  ImproTements  of  Tidal  Harbours,  2nd  ed.,  8to,  4s  6d  Weale 1850 

Treatise  on  Marine  Surreying  and  Hydrometry,  roy.  8to,  15« Longman  1841 


-(Oeo,)  Bany  on  Atonement,  8rd  edit.,  12mo,  2s  ffamiltan  1851 

Treatin  on  the  Offices  of  Christ,  8to,  8t    JfamUton  1844 


•(Hen,  /os.)  Sermons,  Plain  and  Practical,  8to,  7$M  Rivington  1851 

(Jno.)  Treatise  on  Cataract,  7th  edit.,  12mo,  3s  BighUg 1843 

-  Deafness,  7th  edit,  12mo,  3«  Bighleg 1842 


(Rev Jno.)  Christ  on  the  Cross  :  Exposition  of  Psalm  xxii.,  post  8to,  7s  6d ...  Seeleg 1850 

Essay  on  Importunate  Prayer,  32mo,  U  6d   Seeleg 1845 

'  Gratitude  :  Exposition  of  PtaJm  dii.,  post8TO,  6s   SeeUg 1854 

— -— ^-  Letters  and  Papers  of  the  Wan  of  the  Middle  Ages,  roy.  Sto,  8s  6d  Longman  1861 

— —  Lord  Our  Shepherd  ;  Exposition  of  Pnlm  xxiiL,  post  8to,  5s Seeleg 1853 

—  -— ^~  Memoriahi  of  Pastoral  Affection,  12mo,  It  6d    Seeleg 1847 

The  Kalpa  Sutra  and  Naya  TatTa,  8to,  7t  6<{    AUenACo 1848 

Lectures  on  Early  History  of  Leighton  Busiard,  12mo,  6s   Whitlaker i8$e 

Designs  for  Cottage  Homes  in  England,  8to,  5s JTMaton    1851 


-(/Oi.^ 
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Stereii8on(J2o^.)  Treatise  on  Algebraic  Rqnatioiia,  8to,  ^tM  Wkittaler 1835 

.(iZ.ir.)ChronicleBof  Bdinbargh,  1617  to  IvSSl,  8to,  8«   W.  Collint 1851 

{R.M.)  Rudimentary  Treatise  on  Railways,  12iuo,  U Weaie 1850 

•— ^— ^  {Tko.)  lighthoQse  Illumination  :  Holophotel  System,  8yo,  7t  6d WeaU 1859 

{W,F.)  Non-Decomposition  of  Water  Proved,  8vo,  2t  Sd Ridgwiy    1848 

On  Composition  of  Hydrogen,  2nd  edit.,  8vo,  3»  6rf Ridgway    1849 

Important  Errors  in  Chemistry,  2nd  edit.,  8vo,  Is  ^d    Ridgtoay    1847 

Praying  &  Working :  Account  of  what  Men  can  do,  fcap.  8vo,  3<  6<i   Oirahan 1861 

{WM.)  Thirteen  Months  in  the  Rebel  Army,  new  edit.,  fcap.  8vo,  Zi  6(2...  Low   i86a 

Steward  (J.)  Twenty-two  Tears  a  SlaTe,  and  Forty  Years  a  Freeman,  12mo,  6« Rocheater^  U.S,i%S7 

(Geo!)  Baptism  and  the  Offices  cl  the  Church  Explained,  12mo,  8« Simphin 1847 

Church  Goremment,  as  to  Wesleyan  Methodism,  8vo,  Si  6rf  Hamilton 1854 

Bnay  on  the  Eucharist^  12mo,  2«  6d NiAet 1845 

Religion  :  Weal  of  the  Church  and  Need  of  the  l^mes,  8yo,  6«  6(2    ...  Partridge 1850 

(J,B.)  Practical  Notes  on  Insanity,  post  Syo,  is Churchill  1845 

-  Treatise  on  Dyspepsia,  post  8yo,  4«   Churchill  1847 


-(irn.)  Catherine  Erioff,  a  Norel,  8  r.  post  8to,  81s  6(2 Nacby    1851 

Interdict,  a  Novel,  3  ▼.  post  8 ro,  Sl«  6(2  Boone    1840 

Marguerite's  Legacy,  a  Novel,  3  v.  post  8vo,  81«  6d    Hurst  d:  B.   ...1857 

Maseuenhas,  a  Legend  of  Portuguese  India,  3  v.  post  8vo,  31s  6(2    ...  Smith  dip  Elder  1836 

-  Prediction,  a  Novel,  3  v.  post  8vo,  31«  6(2    Saunders  ds  0.  1835 


Stewart  (Agn.)  Church  Festivals;  or,  Scenes  in  Many  Lands,  12mo,  3t  6(2 T.Jones 1855 

Festival  of  the  Rosary,  32mo,  Is Dolman 1846 

'  Gertrude,  the  Christian  Heroine,  a  Tale,  12mo,  2i  6(2  T.Jones 1855 

^_^_  Ghaoe  O'HalloTaa  ;  or,  Ireland  and  its  Peasantry,  12mo,  Ss  6d    Dolman 1857 

Hall  of  Bllersley  ;  or.  Sister  of  Charity,  a  Tale,  12mo,  2s  6d T.Jones 1856 

Seven  Lights  of  the  Sanctnaiy,  Tales  of  Holy  Sacraments,  12mo,  2s  6(2  Richardson   ...  185 1 

Stories  on  the  Seven  Virtues,  18mo,  2s    Dolman 1848 

The  World;  or,  the  Cloister,  12mo,  8s  6(2 T.Richardson  .i%s^ 

(Alex^)  Compendium  of  Modem  G^eography,  18th  edit.,  revised,  12mo,  8s  6(2  SimpTcin 1861 

First  Book  of  Modem  Oeo^aphy,  fcap.  8vo,  Is Whittaker 1839 

Memoirs  of  the  Life  and  labours  of 'R.  Averell,  12mo,  6s   Partridge  deO.  1849 

and  Brown  (Jno,)  Hints  on  Faith  and  Hope,  18mo,  2s Hamilton  1858 


~{Capt.)  Harry  Hamilton,  new  edit.,  fcap.  8vo,  Is  6(2,  i857~red.  to  Is Clarke    1862 

'{Cha.)  Original  Persian  Letters,  &c,  4to,  dOs AUendiCo,  ...1845 

-  {C,B.)  Grace  Darling ;  or,  the  Loss  of  the  Forfarshire,  a  Tale,  12mo,  6s  6(2  Hamilton  1840 

Loiterer  in  Ajgyllidiire,  a  Ramble  in  1845,  18mo,  2s Johnston    1845 


(C.E,)  Oliver  Cromwell,  a  Tale  of  the  Civil  War,  2  v.  post  8vo,  21s  Smith  dt  Elder  1856 

{C.S.)  Brasil  and  La  Plata,  the  Personal  Record  of  a  Cruise,  cr.  8vo,  7s    ...  New  York 1856 

Sketches  of  Society,  &c.,  in  Great  Britain,  2  v.  12roo,  12s  Fisher    1835 


(Dav.)  Pastoral  Discourses  at  Maidstone,  12mo,  Is  6(2  Wertheim  1855 

(Douglas)  Tales  from  the  Note  Book  of  a  Stroller,  cr.  8vo,  2s  6(2 Douglas d:  Co... i96% 

Told  by  Twilight,  post  8vo,  2s  6(2    Douglas d: Co... i%h% 

(Dug.)  Works,  edited  by  Sir  W.  Hamilton,  10  v.  8vo,  each  12s Hamilton  ...1854-8 

y.  1.  Diasertation :  Progress  of  Philosophy.  V.  2>4.  Philosophy  of  the  Human 
Mind,  3  v.  Y.  5.  Philosophical  Eoays.  Y.  6-7.  Philosophy  of  the  Active  and 
Moral  Powers,  2  v.  Y.  8-9.  Lectures  on  Political  Economy.  Y.  10.  Memoirs 
of  Drs.  Smith,  Robertson,  and  ReicL 

Outlines  of  Moral  Philosophy,  7  e.,  fp.8vo,  4s  6(2,  WliiUaker,  '44;  2s  W.AUan    1861 

•  with  Questions,  12mo,  8s  6(2 Simpkin 1855 


Philosophy  of  the  Human  Mind,  by  Wright,  new  edit.,  8vo,  7s  Tegg  1861 

-(Dun.)  Practical  Arabic  Grammar,  8vo,  16s    Parker d:  Son  .1841 

(D.W.)  Family  Prayers,  12mo,  3s  6(2  Hamilton  1857 

-(E.M.)  Anaya,  the  Prophetess  of  Mewar,  a  Poem,  8vo,  Is Smith  d:  Elder  .1%'^% 

Aubrey  Conyers  ;  or,  the  Lordship  of  Allerdale,  post  8vo,  2s  6(2 Ingram 1853 

FiU  Alwyn,  a  Tale,  12mo,  3s  Kent  1848 


Gtthaof  the  Forest,  a  Novel,  3  v.  post  8vo,  31s  6(2  ChurUm 1845 

— ' Hermione  ;  or,  the  Fatalist,  12mo,  2s Blayney 1858 

• Hindu  Priestess  and  Afighan  King,  a  Poem,  8vo,  3s  Newby    1843 

I  Lillias  Davenant,  12mo,  Is  6(2 RoutUdge  1851 

.  LordDacreof  Gilsland,  a  Novel,  3  v.  post  8 vo,  31s  6(2 Neu^   1843 

— — —  Rodenhurst,  a  Novel,  3  v.  post  8vo,  31s  6(2    Mortimer  1845 

'  Rosedale  ;  or,  the  Deserted  Manor  House,  cr.  8vo,  5s  Douglas..^ i86x 

Tales  of  tiie  City  of  London,  new  edit.  2  v.  12mo,  5s    Ingram 1854 

(F.W.R.)  Journey  to  Damascus  through  Bgypt,  &c,  2  v.  post  8vo,  21s   Colbum 1847 

— —  (Oeo.)  Diagrams  Illustrative  of  Colour,  ^eet,  7s  6(2 Barnard    1861 

—  (Oeraldine)  Laird*s  Return,  and  What  Came  of  It,  roy.  18mo,  2s  Hogg 1861 

(Harriet)  The  Tuscan  Yase,  a  Moral  Tale,  18mo,  Is  Author  1840 

— —  (Jos.)  Blackstone*s  Commentaries,  22nd  edit.,  4  v.  8vo,  60s  SpeUigue    1849 

Botanical  Chart,  4to,  2s  ;  Botanical  Disgrams,  folio,  9s   Reynolds    1857 

How  to  Enfranchise  your  Copyholds,  2nd  edit.,  8vo,  2s  6(2    Stevens  1851 

■  Means  of  Facilitating  the  Trikusfer  of  Land,  8vo,  5s Longman  1848 

— — —  Memoranda  in  Greek  G^mmar,  18mo,  Is  6(2 Longman  1859 

'  Outlines  of  Discourses,  Doctrinal  and  Expository,  8  edit,  cr.  8vo,  6s    Hamilton  1862 

■  Ptacticai  Treatise  on  the  Diseases  of  Children,  8vo,  9« New  York 1845 
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Stewart  (/«.)  Principles  of  Lav  of  Real  and  Peraonal  Property,  8vo,  20< Stevens  iSjj 

I Private  Wrongs  and  their  Remedies,  according  to  Blackstone,  8vo,  18#  S.pH.ign€   i^^ 

Remains,  with  Memoir  by  R.  Craig,  12mo,  4<  6c2  W.CMin* iH7 

■    Suggestions  on  Law  Reform,  8yo,  5<    Drauinff 1^+2 

— — —  and  Prendergast  (//.)  Practice  of  Conveyancing,  3  y.  roy.  8vo,  96<...  Strvtn»  184c-: 

{Jno.)  Advice  to  the  Purchasers  of  Horses,  18mo,  2»6d Blachwoodi  ...1S44 

Bible  Gems,  2  v.  12mo,  21» ir//cjf i^S? 

Stable  Economy,  Management  of  Horses,  new  edit.,  l*2mo,  6<  (>(f Bfaclrwoodt  ,.aUi 


(J,H,)  Family  which  Jesus  Loved,  Lectures,  12mo,  5«  f. IhUckard  ily, 

Lectures  on  Isaiah,  Chap.  LV.,  12mo,  5« HalcJiard lif? 

■  —  Memoir  of,  by  his  Son,  new  edit,  12mo,  5« JlaUkard 185' 

Parontal  Promise  Fulfilled,  Memoir  of  his  Son,  12mo,  3«  6</ JIaUhurd .1S45 

Urgent  Reason  for  United  Earnest  Prayer,  8vo,  1$ JIatchard 1S43 

awi  Bickertteth,  Addresses  at  Weston-super-Mare,  18mo,  1«  W Hamiiion  iJ^9 

(Low9a)  Atheline  ;  or,  the  Castle  by  the  Sea,  a  Tale,  2  v.  12mo,  9«  J.ff  d:J.Paarixnic:> 

{Mrs.)  Story  of  a  Boy's  Adventures,  How  he  Rose  in  the  World,  fp.  8vo,  8«6</  Ilofff/ i»w 

Valley  of  the  Maude  ;  or,  On  Dita,  a  Tale,  8  v.  post  8vo,  31<  6d Saanders  d:  0.  1S&2 

Wave  and  the  Battle-Field,  illust.,  fcap.  8vo,  3«  6d Hoffg iSt 


•  (Robt)  Geographical  Description  of  Australian  Countries,  12mo,  2t  6d  Tuxcdrt 1^3^ 

Geography  of  the  United  States,  12mo,  2t  6d    Titttdic isr, 

. History  of  Modem  Europe,  12mo,  Ba Partridf/e i^S^ 

' Populiur  History  of  Irehind,  12mo,  Z$ Pariridgt i?5» 

System  of  Arithmetic,  ISmo,  1«  6(i,  1850;  Key  to,  3<  6d  Simpkin ns\ 


'{R.W,)  Tent  and  the  Khan,  8vo,  10s  6d,  1857— red.  to  fo  6«{  HamHU^n  iSca 

-(FTm.)  Grammar  of  the  English  Language,  18mo,  1<  Zd   Simpkin 1S49 

Law  of  Distress  for  Rent  in  Ireland,  2nd  edit.,  8vo,  6« Sweet iJ$44 

Precedents  of  Law  Forms  in  Iriah  Courts,  8rd  edit.,  2  v.  roy.  8vo,  SU  Su?eet 1S5S 


'(W.C)  Memoir  of  his  Eldest  Son,  12mo,  8j  W Olirerd:  B.    ...li'iS 

Practical  Angler;  or,  Art  of  Trout  Fishing,  4th  edit.,  fp.  8vo,  3«  6(2  Longman  i£6i 


^(W.G.)  Glen  Urqnhart  Songs,  with  Accompaniments,  4to,  4«— red.  to  3«    ..    Simiikia 1S51 

Popular  Superstitions  of  the  Highlanders,  12mo,  6«,  Hwrtt^i.  to  U    Aylo/t    1851 


-(W.J.)  Footsteps  behind  Him,  a  Novel,  2nd  edit.,  3  v.  post  8vo^  31<  ^ Low   1S61 

Roughing  it  with  Alick  Baillie,  fcap.  8vo,  6« Stdey 1860 


Steyne's  Grief  ;  or.  Losing,  Seeking,  and  Finding,  fp.,  3<  6<f,  '60  ;  2  e.,  12mo,  Is  Qd  Tweedie i^6s 

Stieff  (ff.)  Jewess,  Christian,  and  Heatfien,  from  the  (German,  12mo,  U  6d    WertAeim  1S62 

Stier  [Rud.)  Commentary  on  the  Words  of  the  Lord  Jesus,  8vo,  V.  1  to  8,  ea.  IO4  ed  HamiUon  ...1855  8 

Words  of  a  Rbien  Saviour,  and  Commentary  on  St.  James,  8vo,  \0i  6d    HamiU€m  1^59 

the  Angels  ;  or,  their  Visits  to  the  Earth,  &c.,  fcap.  8vo,  8#  6tf  Strahau 1S62 

Stiivenard  {L.)  Lectures  Fran^aiaes,  Extracts  in  Prose,  2nd  edit.,  fcap.  8vo,  4^  6d...  Longman  ihBz 

Stifte?  (^<2a/.)  Abdias  the  Jew,  a  Story,  post  8vo,  3»  6<i Bentlqf   iJ?;! 

— — ^^  Castle  Crazy  and  Marosheley  Stories,  post  8vo,  8»  6d    Behtlty i^^i 

My  Great  Gi-andfather^s  Note  Book,  post  8vo,  S<  M BenUty ii'5i 

■  Pictures  of  Life,  Tales,  translated  by  M.  Howitt,  12mo,  It  Hodgwn    i.S>i 

Rural  Life  in  Austria,  &c.,  3  v.  post  8vo,  31s  6<2  BeraUy iSjc 

Stigant  (Wm.)  A  Vision  of  Barharossa,  and  other  Poems,  12mo,  7s Chapman^  77. iS&o 

Stiles  {W.n,)  Austria  in  1848-49,  Political  Movements  in  Vienna,  2  v.  imp.  8vo,  24«  New  Yi/rk i$5j 

Still  (P.)  Cotter's  Sunday,  and-other  Poems,  fcap.  8vo,  3f Smith  <£r  Elder.i%^i 

Still  Waters,  by  the  Author  of  Dorothy,  2  v.  12mo,  9s  Parker  &  Son  .1S57 

Stille(i4//.)Blementeof  General  Pathology,  8vo,  9t  PkHadelpkia...\i^% 

Stilling  (J,H,)  Autobiography,  tr.  by  Jackson,  2  v.  12mo,  12s,  '3s  ;  roy.  8vo,  3«  6c2    HamiUon  1841 

■  Interesting  Tales,  translated  by  Jackson,  12mo,  8ji  td   HamiUon  1S37 

— — life  of,  by  Jackson,  abridged  by  Wright,  32mo,  2f    HouUton    1J47 

Stillingfleet  (Bp.)  Antiquities  of  British  Churches,  8vo,  9$  6d    Straker 1840 

—  by  Pantin,  2  v.  8vo,  21*— r.  to  14s  J.H.ibJ,Parktr\^i 

'  Doctrine  and  Practice  of  the  Church  of  Rome,  12mo,  6s— r.  3f  6d  TkeoUUd  1851 

-  Natural  and  Revealed  Religion,  2  v.  8vo,  16s — red.  to  9s   J,H.^' J. Parker i%in 

Vindication  of  Laud's  Relation,  &c,  2  v.  8vo,  18»— red.  to  10s...  J.H.dtJJ^arker\%^ 


Stilou((?.)  Account  of  the  Cholera  at  Malta,  1837,  12rao,  6s ChurdUU  1849 

Stimpeon  (W.)  Crustacea  and  Echinodermata  of  Pacific  Shores  of  N.  A.,  8vo,  76  pL,  6s  Cambrtd(,'e,  U.Sii^7 

Shells  of  New  England,  8vo,  Zs  6d Bostom^U.S.  ...1851 

Stirling  (CathM.)  Prince  Arthur,  a  Fairy  Tale,  &c.,  fcap.  8vo,  1*  Qd Hogg i86i 

(/as.)  Gloaming  of  Life,  a  Memoir  of,  by  Rev.  A.  Walhce,  18mo,  Is  ...  HouUton    1S57 

— — Letters  from  the  Slave  States,  post  8vo,  9s   Parker  d:  Son..iis7 

— — — —  (P./.)  Australian  and  Califomian  Gold  Discoveries,  post  8vo,  6s Simpkin 1853 

Philosophy  of  Trade,  Theory  of  Profits  and  Prices,  8vo,  10s  6d ...  Simpkin 1846 


-  (Wm.)  Annals  of  the  Artists  of  Spain,  new  edit,  8  v.  8vo,  63s    Parker  A  S<m.  1853 

Cloister  Life  of  Emperor  Charles  V.,  post  8vo,  8s   Parker^'  Son.  1853 

Rivers  of  Paradise  and  Children  of  Shem,  8vo,  4s  6<f Bivington 1855 

Vehuques  and  his  Works,  12mo,  6s  Parkar  A  ^n.iisS 


Stirling  Peerage,  Narrative  of  the  Law  Proceedings  In  the  Case  of,  4to,  21s Porquei 1859 

. Trial  of  Alex.  Humphreys  for  Forgery,  8vo,  10s  6d Clarke    1839 

Stisted  (3fr».  JT.)  Letters  from  the  Bye-Ways  of  Italy,  8vo,  18s Murmy 1846 

StobsBUs,  Eclogie  PhysicsB  et  Ethicss,  Gr.  et  Lat.,  Gaisford,  2  v.  8vo,  21»— red.  to  12s  J.H.dsJ.ParkeriSs^ 

Stobart  (H.)  Daily  Services  for  Christian  Households,  18mo,  Is  id  J.H.^kJ.Parkeritii 

Stock  (Adam)  Book  of  Curiosities,  Natural  and  Artificla]|  8vc^  2s  6ef  Orr 1844 
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Stock   (  Jno.  )  Essay  on  Christian  Baptism,  2nd  edit.,  12mo,  2$  M II(mlston    1844 

EvaD^lical  System  Considered  in  its  Various  Aspects,  12mo,  d«  HouhUm    1854 

Handbook  of  Kevealed  Theology,  12mo,  Z9 Stock 1861 

{J.S.)  Poems,  chiefly  transUted  from  the  German,  sq.  cr.  8?o,  10«  6(2    Longman  i86a 

Treatise  on  the  Law  of  Lnnacy,  1838,  8to,  \2t Betming 1838 

Stock,  Shareholder's,  and  Railway  Office  Directory,  12mo,  2a  6(2  Strange 1846 

8tocken*8  New  Handbook  to  the  Practice  of  the  Common  Lsw,  8?o,  12«  Waterlow  1851 

8tocker  {C.  W.)  History  of  the  Persian  Wars,  from  Herodotus,  2  e.,  2  r.  post  8yo,  ISt  Longman  1843 

Satires  of  Jnyenal  and  Persios,  with  English  Notes,  3rd  ed.,8yo,  lis  Whittaker 1845 

{Jno.)  and  Hupton  (/o&)  Hymns  and  Spiritual  Poems,  12mo,  2m  Qd  HanuUon 1861 

Stockbaitlt  (J. A.)  Agricultural  Chemistry ;  or,  Field  Lectures,  n.  edit.,  post  8yo,  5«  H.  Bohn    185s 

— — — Principles  of  Chemistry  Exemplified,  post  8to,  5t H,  Bohn   1851 

Stockton  (O.)  Consolation  in  Life  and  Death,  18mo,  U  BeL  Tract  Soe,it^7 

{R.F.)  Sketch  of  the  Life  of,  8?o,  10»  6(2 New  York 1856 

(r.i7.)  Bible  Alliance,  8vo,  4»  6(2  PaHridge 1850 

Siocqaeler  (J,H,)  British  Officer,  his  Position,  Duties,  &c.,  8to,  15s Smith  de  Elder,i%^i 

-. i Soldier  :  Anecdotal  History  of  British  Army,  p.  8yo,  8«  6(2  Orr    1856 

Catechism  of  Field  Fortification,  8vo,  2«  6(2 Allen  A  Co,  ...1850 

>-'— —  Familiar  History  of  British  India  for  Schools,  12mo,  2t.6(2 Darton 1859 

Handbook  of  British  India,  post  8vo,  Ha,  1845  '»  Srd  edit,  8»..    Allen  A  Co,  ...1854 

India  :  its  History,  Climate,  and  Productions,  n.  e.,  12mo,  It  6d  Boudedge  1857 

■  Life  of  Duke  of  Wellington,  2  v.  8vo,  12a  Ingram 185a 

Military  Encyclopedia,  8vo,  12a Allen  <b  Co.  ...1853 

.....,.^_  Old  Field  Officer,  2y.  post  Syo,  18a,  1853  ;  newed.,  1  y.red.to  5a  Longman  1854 

Oriental  Interpreter,  pKwt  8yo,  8a O.Cox    1850 

Overland  Compan  ion  to  India  vid  Egypt,  post  8to,  2a A  lien  Jb  Co,  ...1850 

War  in  Italy,  and  All  about  It,  12mo,  la H.  Lea  1859 


Bu^Bxi{M.A.)lfeva!^ey^ni»n,  their  Powers,  Duties,  &c.,  12mo,  4a6(2   SeeUy 1842 

Hints  on  Reading,  12mo,  Sa  6(2    Seeley 1839 

.  Letters  on  Every-Day  Duties,  new  edit.,  12mo,  4a  6(2 Nifbet    1857 

National  Ballads,  Patriotic  and  Protestant,  12mo,  la  6(2    Blachadder  ...1851 

Principles  of  Education  Practically  Considered,  12mo,  5a Seelry 1844 

Scriptural  Poems  for  Children,  12mo,  la  6(2  Varty 1840 

Stodciaxd  {R.H.)  Loves  and  Heroines  of  the  Poets,  imp.  8vo,  morocco,  52a  6(2 New  York 1861 

Stoddart   (D.T.)  Grammar  of  Modem  Armenian  Language,  8vo,  7a  6(2    Newhaven  ......1855 

— .^-^_ Syriac  Language,  roy.  8vo,  7a  6(2 Newhaven 1855 

.. Memoir  of,  by  Joseph  P.  Thompson,  post  8vo,  6a New  York 1858 

(Q.B.)  Imagery  and  Ornaments  of  the  Psalms,  18roo,  2a  6(2 Parker  ds  iSon..  1843 

Latin  Delectus;  or,  flelps  to  Construing,  12mo,  4a    Whittaktr 1850 

Letters  on  the  Ptolms,  12mo,  8a  6(2 Hatehard 1843 

Preparatory  Latin  Book,  18mo,  2a  6(2  Whittaker 1844 


'(Sir  J.)  Glossol<$gy,  the  Historical  Rebtions  of  Languages,  post  8vo,  7a  6(2    Grifin    1857 

Introduction  to  Study  of  Universal  History,  new  edit.,  post8vo,  5a  Oriffin    1850 

— — Letter  to  Lord  Brougham  on  the  Irish  Marriage  Cases,  8vo,  4a Murray 1844 

^^  Philosophy  of  Language,  Srd  edit.,  post  8vo,  8a  6(2    Grifin    i860 

Universal  Grammar;  or,  Science  of  Language,  n.  e.,  post  8vo,  5a...  Grifin    1854 


'{Lady)  The. Eskdale  Herd-Boy,  new  edit.,  16mo,  la    Grifithd:  F,  ...i860 

'{R.H.)  Poems,  fcap.,  4a Bo9ton,U.S.  ...185a 

Songs  of  Summer,  8vo,  5a Boston,  U.S,...i%$j 

-  Town  and  Country,  and  the  Voices  in  the  Shells,  4to,  3a  6<2  ...  New  York 1857 


(5o2.)  Sinner  Guided  to  the  Saviour,  12mo,  2a  Hamilton  1848 

-  {T.T.)  Abel  Massinger  ;  or,  the  Aeronaut,  a  Romance,  12mo,  7a  6d Bogue    1846 

— —  Angler*s  Companion  to  Rivers,  &c.,  of  Scotland,  2  e.,  p.  8vo,  7a  6d  Blaekwoods  ...1853 

Angling  Reminiscences,  12mo,  3a  6(2 Waskboume  ...1851 

■  Songs  and  Poems,  8vo,  8a Blaekwoods  ...1839 


. —  {Wm,)  Bible  EzpUined  in  Question  and  Answer,  12mo,  8a  6(2 Hamilton  1850 

Stokes  {Edw.)  Sermons,  12mo,  5a  6(2 Hatehard  1857 

. (^.  A.)  Echoes  of  War,  and  other  Poems,  12mo,  2a  6(2 Longman  1855 

Scattered  Leaves,  fcap.  8vo,  2a  6(2 Longman  1862 

— Vale  of  Lanheme,  and  other  Poems,  new  edit.,  roy.  8vo,  12a  6(2  Longman  1853 

i —{J.)  Cabinet  Maker  and  Upholsterer's  Guide,  18mo,  3a  6(2 Dean 1839 

{J.L.)  Discoveries  in' Australia,  1837-48,  2  v.  8vo,  40a Boone 1846 

\Wm.)  Diagnosis  and  Treatment  of  Diseaises  of  the  Chest,  8vo,  16a Longman  1837 

— — ^—  Doctrine  of  a  Special  Providence,  12mo,  2a  6(2 Simpkin 1839 

Thou  Shalt  Not  Kill,  12mo,  la  Gilpin    1848 

— ^— —  Treatise  on  Diseases  of  the  Heart  and  the  Aorta,  8vo,  18a  Simpkin 1853 

the  liens  of  Attorneys,  Solicitors,  Ac,  12mo,  Sf Swe^ i860 

Stokesley  Secret,  by  the  Author  of  The  Heir  of  Redclyffe,  2nd  edit.,  18mo,  3a  6(2 Mozley  1861 

Stolberg  {Connt)  Little  Book  of  the  Love  of  God,  translated  by  Dalton,  24mo,  2a   ...  Bums    1849 

StoU  {Prof.)  Handbook  of  Gh^an  Mythology,  by  Paaland  Arnold,  12mo,  5a Bivington  185a 

Stonard  (/no,)  Exposition  of  the  Church  Catechism,  18mo,  2a   Uliittaker 1845 

■         On  Christ's  Discourse  on  the  Destruction  of  the  Temple,  8vo,  5a  6(2  .  Bivington  1840 

— — — Sermons  on  the  Church  and  her  Ministry,  8vo,  5a Bivington  1830 

Stone  ((7«J. P.)  Privateer:  a  Tale  of  the  19th  Century,  post  8vo,  7a  6(2 Hope 1858 

Rifle  Oateehism  :  Philosophy  of  the  Rifle,  post  8vo,  2a Hope i8c' 
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Stone    (D.ilf.)  Prank  Porrert,  18mo,  2t6<l    Ddf  1850 

\F,w!)  FngitiTe  Fiecei,  port  8vo,  2«  W   Ho^i^Mm  1853 

-  {fl.W.)  Electro-Biology,  with  Inntractions  for  Experimenting,  12mo,  3<  6d   ..  BailUire    1853 

(/no.)  Metropolitan  Police  Manual,  2nd  edit^  12mo,  ^  6d  SAaw<ir  <Soim...i839 

Practice  of  the  Petty  Senlons,  7th  edit.,  by  Bell  and  Cave,  12mo,  16t.  Steven*  1861 

{J,S.)  Lectiu«8  on  the  Sabbath,  12mo,  5$  WiU^ 1844 

•  Mysteries  Opened,  portSvo,  7<6d Wilep 184+ 


-{3irt,)  Ohronicles  of  Fashion  ;  or,  Bngliah  Society,  2nd  edit.,  2  r.  8to,  21s..  BentUy 1H6 

-^-~—  Bllen  Merton  ;  or,  the  Pic-Nic,  a  Tale,  18mo,  Is  6d  Maaien 1856 

Ood*8  Acre ;  or,  Historical  Notices  of  Churchyards,  post  8to,  10«  6d  Pcurker  d:  Sew  .1858 

Handbook  to  the  Christian  Tear,  for  Toung  People,  roy.  32mo,  2s  6d  Maaien 1860 

History  of  the  Art  of  Needlework,  by  Coantess  of  Wilton,  p.8To,10s  M  Co&um 1842 

Miss  Pen  and  her  Niece,  a  Noyel,  8  ▼.  poet  8vo,  Sis  6c{— red.  to  18s...  BentUy 1843 

Mr.  Dalton's  Legatee,  a  Novel,  8  r.  post  8to,  81s  6d Nacbg   1850 

•  William  Langahawe,  a  Noyel,  2  r.  post  8yo,  21« BentUif  184s 

-  Toang  Milliner,  a  Tale,  port  8yo,  10s  6cl CwMU'ngkam...i%^i 


(no! 


-(5am.)  Joslicee*  Manual,  with  Appendix  of  Forms,  9th  edit,  12mo,  16s Skaw  de  Sma  .  1861 

(7*Ao.)  Sermons  at  Prertwich,  12mo,  4s    Haichard  1836 


F,)  Sermons,  cr.  8vo,  7s  : Boskm^  U,S,  ...1855 

(TTm.)  Conrse  of  Truth,  a  Poem,  port  8to,  10s  6(2 Baichard  1841 

Exposition  of  the  Church  Catechism,  12mo,  8s    WkiUaher 1839 

My  Firrt  Voyage :  Stories  for  Tooth,  port  8yo,  7s  6(f— red.  to  5s Simpki» i8$i 

Treatise  on  Benefit  Building  Societies,  12mo,  8s Maxwell    1851 


( IT.  Z.)  Life  and  Times  of  Bed  Jacket,  8vo,  18s  WtUy 1841 

Stone  Altar  Case,  Beport  of  the  Judgment  on,  8to,  8s Benning    184s 

Stonehenge.     See  Walsh  (Dr.), 

Stonehenge ;  or,  the  Bomans  in  Britain,  a  Romance,  8  ▼.  port  870,  81s  6<2 Penlleif  1841 

Stonehouae  (G.L.)  Trinacria,  12mo,  Is WkiUater 1861 

.  (/.)  Life,  with  Extracts  from  his  Correspondence,  18mo,  iaOd  JMjAJ.Parkeri%^$ 

.  (jSam.)  Interest  Tables  for  Exchequer  Bills,  square,  4$  (id Caution 1850 

i.  Profit  Tables  for  IntestmentB,  18mo,  Is  6d Cautkm 1857 

■  Tables  for  Buying  and  Selling  Goods,  square,  4s    CatuUm 1853 

of  the  Par  of  Exchange  for  the  Public  Funds,  12mo,  Is Caua/om 1850 


.  UniTersal  Interest  Tables,  16th  edit,  square,  4s    CausUm 1856 

■  (W.B.)  History  of  the  Isle  of  Axholme,  4to,  63s,  Longman,  T84a~red.  I8s  /.  JL  Smith  ...1850 

Stoneman  (H.)  Gt>ld  Tried  in  the  Fire,  Memoir  of,  byCurme,  12mo,  ZtQd Nisbet    1853 

Stoner  (Dav.)  Memoira  of,  by  Dr.  H.  and  W.  Dawson,  5th  edit,  18mo,  2»6d Moxon  1846 

Stoney  (ff.B.)  Description  of  Victoria  and  its  Cities,  1856,  Syo,  7s  6d Smith  it  Eider  1856 

Eesidence  in  Tasmania,  8vo,  14s   Smith  d:  Elder  1S56 

Stonhouse  (/.)  Life,  with  Extracts  from  his  Correspondenoe,  18mo,  it  6d JM^J.Parkerit^^ 

Stonier  (IFm.)  Millennial  Beign  of  Christ,  12mo,  5s   BoulMon    1851 

Stookes  (A.)  Mother's  Medical  Inrtructor,  new  edit,  32mo,  Is Hotdaton    1857 

Stocks  {T,P,)  Sermons  Preached  in  St  Anne*s  Church,  Highgate  Rise,  fcap.  8to,  6s   HamiUon  i860 

Stopfoid  (Edw,)  Scripture  Account  of  the  Sabbath,  8vo,  7s Halyard  1837 

i — —  (E.A,)  Income  and  Requirements  of  the  Irish  Church,  8to,  8s  M  Rivington  1853 

. ~  Weapons  of  Schism,  12mo,  8s  6d   RivingtoM 1842 

,  Work  and  the  Counterwork:  Religion  in  Belfast,  8vo,  Is Simpkin 1857 

(Joah.)  Parallel  between  Rome  Pagan  and  Papal,  12mo,  7s  Haichard 1844 

Storch  (L,)  Boy  with  the  Bible,  German-English  Interlinear,  by  Schmidt,  12mo,  2s  6<f  WilUama  A  N.  18 $9 

Storey  (/.il.)  Notes  on  the  Book  of  Reyelation,  12mo,  8s  Ward    1846 

Stories  about  Birds  and  Beasts,  Illustrations  by  Weir,  sm.  4 to,  each  2s  6d  ;  1  v.,  5s .  Darton  1S59 

-Horses,  16mo,  8s  6d W.  Smith 1S39 

^ -and  Lessons  on  the  Catechism,  2  r.  fcap.  8yo,  each  5s Mozley  1855 

•  Festivals,  Fasts,  and  Saints'  Days,  8  r.  82mo,  each  Is    ...  Maatera 1853 


Pictures,  by  Author  of  Chickseed,  illust,  sm.  4to,  5s Darton  1859 

Poems  for  Children,  16mo,  8s Bugkea  1S46 

— -  Scraps;  a  Series  of  Papers  in  light  literature,  12mo,  2a  6d Simpkin 1854 

i — -  Sketches  of  Leisure  Moments,  fcap.  Sro,  la Jfvgkea  1846 

-by  an  Archaeologirt  and  his  Friends,  2  t.  port  8to,  21s BeUds Daldjf...i%^ 

—  Aunt  Mary:  Comical  History  of  Reynard  the  Fox,  12mo,  Is  M Hovtiaton    1851 

—  the  Author  of  Pierre  and  his  Family,  ISmo,  2s  6d,  1855— red.  to  2s HamiUon  i860 

-for  All  Seasons,  18mo,  Is  Rd,  Tract  Soe.  i%(n, 

—  Children,  82mo,  Is  (rroofn6ra<^...i843 

— .   Christmas  and  Winter  Erenings,  12mo,  5s New  York 1856 

-Tide,  by  the  Author  of  The  Sunbeam,  &c,  fcap.  8vo,  2s  M  ...  MaaUra 1861 


—  Cottagers,  18mo,  2s^rf Maatera 184a 

—  Every  Sunday  in  the  Chrirtian  Tear,  by  S.  W.,  fcap.  8vo,  2s Soc,  P.  C.  ir..,i86i 

—  Summer  Days  and  Winter  Nights,  8  v.  18mo,  each  Is Groombridge,.*so-sS 

—  the  Nursery,  Parts  1  and  2,  18mo,  each  Is  4d  Soe.  P,  C.  K..,iis^ 

—  Village  Lads,  with  Engmvings,  18mo,  Is  6d Rd,  Tract  Soa.  t^SA 

—  Toung  Serrants,  18mo,  2s    Maatera 1857 

—  from  Chronicles  of  England,  2  ▼.  12mo,  15s,  1847;  1  v.,  7s  6cl   Darton  1851 

Froissart,  fcap.,  2s  6d Maatera 1847 


Church  History,  12mo^  Is  6<f  NeUon  1856 


1835-1862]  STORIES STORY  739 

Stories  from  Bngliafa  History  for  Toung  Children,  fcap.  8to,  1<  6d  ffogff 1861 

History  of  England,  14th  edit.,  square,  5<— red.  io2t6d Murray 1854 

Prance,  16mo,  8«  W,  GriJUhdsF,;  2$ Soe.  P.  C.  JT-iSsS 

Rome,  fcap.  8vo,  8< Soe.  P.  C.  Jr...i8so 

Modem  History,  12mo,  l»  6d  HoUchard  1849 

Rossia,  Siberia,  Poland,  and  Circaasia,  edited  by  Lee,  12mo,  S«  fid NtUon   1853 

the  Rectory,  ISmo,  Ss   Simphin 1849 

of  Animals,  6th  edit,,  square,  3»  (W R.  Y.  Cla,rlot,,.\%^% 

EdwBid  and  his  Little  Friends,  16mo,  8«  6(2;  cold.,  4a  6d  QraiaA  Q,    ...1851 

Holy  Men  and  Women,  18mo,  2«,  1850— red.  to  Is  Madert 1855 

India,  in  Connection  with  Christian  Missions,  12mo,  2«  6(2  OroonUtridge  ...1844 

Julian  and  his  Playfelloirs,  2nd  edit,  16mo,  2s  6d ;  cold.,  Ss  6d GratU^^O,    ...1858 

Missionaiy  Enterprise,  12mo,  1«6(2 Nelson  1851 

My  Childhood,  by  Uncle  Frank,  Illustrated,  fcap.  8yo,  It  6d  Knu/ktdfSoh   1861 

»^—  Old  Daniel,  new  edition,  12mo,  4s  dd Simpkin 1)50 

Other  Lands,  by  the  Author  of  Christmas  Holidays,  kc.,  cold.  pUtes,  5s.,.  New  York 1859 

School  Boys,  2  series,  18mo,  each  Is  6<i JUL  Tract  Soe.*  S^S 

— — —  Spanish  life,  edited  by  Lieut.  Cranford,  2  t.  post  8to,  21t Colbam 1837 

the  Crusades,  12mo,  8s  6d    Bums    1846 

Fire  Divisions  of  the  World,  12mo,  Is Dean 1851 

-Senses;  or,  Which  is  Best  1  12mo,  Is Dean 1851 


Head  and  Heart,  ISmo,  Is  6<i  Darton  1843 

Mirades,  by  F.  W.,  fcap.  8vo,  5s Nisbet i86a 

—  Torres  Vedras,  8  T.  post  8vo,  81»  6d   BenOey 1839 

—  Youth  and  Childhood,  18mo,  2s  MozUy  1853 

-on  ProTerbe,  by  the  Author  of  the  Conceited  Pig,  2nd  edition,  ISmo,  Is  6d  .  Modey  1855 

-  the  Commandmentfl^  new  edit.,  18mo,  2s Matters i860 


Tales,  and  Traditions,  from  the  Oerman,  new  edition,  12mo,  8s  6(2 FuUarion 1856 

that  Little  Breeches  Told,  with  Pictures,  sup.-roy.  8yo,  plain,  5s ;  cold.,  7s  Qd  Low  1862 

Should  Be  Told,  by  the  Author  of  Chickseed,  fcc.,  16mo,  8s  6<2   Darton 1858 

Told  in  IHctures,  oblong  Sto,  2s  6d  RwUUdife  1852 

Stork  (Theop.)  Children  of  the  New  Testament,  2nd  edition,  8vo,  4s  6(2  Philadelphia... 1%$^ 

Storm-Beaten  ;  or,  Christmas-ETe  at  the  Old  Anchor  Inn,  fcap.  Sto,  Is  Ward  A  Lock  .1861 

Stormonth  (Jcls.)  School  Ghrammar,  for  the  Use  of  Schools,  ^.,  12mo,  Is  4^   Longman  1861 

Storr  <^.)  and  Platt*s  Biblical  Theology,  by  Dr.  Schmucker,  8vo,  ds Ward 1839 

—  (^ro.)  Christian  Farmer,  18mo,  Is  Weriheiw^  1855 

, Family  Preacher,  V.  1,  Short  Practical  Sermons,  12mo,  4s6c2,  '49;  n.e.,  8«  Wertheim  i860 

V.  2,  Scripture  Characters,  12mo,  81  6(2 Wertheim  1851 

— .  Pithy  Sayings  out  of  Gumall,  18mo,  Is  Wertheim  1858 

Storrow  (£tfw.)  India  and  Christian  Missions,  12mo,  2s  6(2 Snow 1859 

StoriB  {R.S.)  Kindling  ;  or,  a  Way  to  do  it,  by  a  Sabbath  School-Teacher,  8vo,  7s  6(2  New  York 1856 

Story  {Jndge)  Commentaries  on  Conflict  of  Laws,  Foreign  and  Domestic,  5  e.,  8yo,82s  Boston,  U.S.    .1858 

,. Constitution  of  the  United  States,  8  e.,  2  ▼.  8to,  42s  Boston,  U.S.  ...1858 

Equity  Jurisprudence,  6th  edit.,  2  y.  8yo,  68s Boston,  U.S.  ...1853 

Pleadings,  5th  edit.,  8yo,  82s   Boston,  U.S.   ..185a 

. Law  of  Agency,  4th  edit.,  8yo,  25s Maxwell    1851 

Bailments,  5  e.,  Svo,  25s— red.  to  4s  6d Kingsttm  1854 

Bills  of  Exchange,  8rd  edit.,  8yo,  80s    Boston,  U.S....jS$^ 

Partnership,  4th  edit.,  8vo,  80s  Boston,  U.S....i%ss 

Promissory  Notes,  4th  edition,  8vo,  80s Boston,  U.S.  ...1856 

^ Life  and  Letters  of,  edited  by  his  Son,  2  y.  roy.  8yo,  80s— red.  to  20s...  /.  Chapman  ...1851 

Miscellaneous  Writings  of,  edited  by  his  Son,  8yo,  18s Boston,  U.  5.. ..1854 

.  Notes  on  Practice  of  Prise  Courts,  by  Pratt,  12mo,  10s  6d Benning i8cs. 


-    (J,A.)  Notes  on  the  Book  of  Reyelation,  fcap.  8yo,  8s Ward .1846 

{RoU.)  Guthrum  the  Dane,  a  Tale  of  the  Heptarchy,  2nd  edit.,  8yo,  7s  6<2    ...  Ltmgman  ....!.  1853 

Loye  and  literature,  8yo,  7s6(2 Niekisson  1841 

« Lyrical  and  other  Minor  Poems,  with  Life  by  James,  or.  Byo,  6s Longman  ...!!!i8*a 

-  Memoir  of  the  Life  of,  by  Robert  H.  Story,  cr.  8yo,  7s  6d Macmillan 1862 

•  Outlaw,  a  Drama,  12mo,  5s  6<2  Simpkin '.!*.i83o 

-  Poetical  Works,  with  Initials  in  Colours,  8yo,  10s  6(2 ;  roy.  8yo,  21s ...  Longman  1857 


Songs  and  Poems,  post  8yo,  5s Longman  .1840 

(2Tb.)  Life,  by  Himself,  edited  by  Kendall,  2  v.  12mo,  9« Barvey i8a*c 

.  {W.W.)  American  Question,  reprinted  from  the  Daily  News,  8yo,  Is   Mamoaring  ...  1 86a 

Law  of  Contracts,  4th  edit.,  2  y.roy.  8yo,  6Ss Bostm,  U.S.  ...i%i6 

not  Under  Seal,  4th  edition,  8yo,  80s Bost&n,U.S.  ...1856 

— —Sales  of  Personal  Property,  2nd  edition,  8vo.  25s   Boston,U.S,  !!.i8«t 


Poems,  cr.  8yo,  7s 6(2  Boston,U.S.  ..'.i8e6 

Reports  of  Cases  in  the  First  Circuit  Court,  U.S.,  2  y.  8yo,  60s Boston,  U.  S.      1 84a 

Story  of  a  Bee  and  her  Friends,  16mo,  8s  6(2— red.  to  2s  6(2 Wertheim  .[.'.'.[ lUt 

m ' —  Dream,  ISmo,  Is  Masters  ..  .       i8co 

FamUy,  by  S.  M.,  2y.  12mo,  12s— red.  to  10s,  1854;  new  edit.,  2s  6(2...  A.  -ffaff. !....'!!.*  i860 

•  P^ffty,  embracing  the  Familiar  Things  of  Christmas,  12mo,  Is  ..    A.  Hall  18 f« 

V-  A    T,   n  w     19mA   ^•a^  — »  »  „.__      "5* 


Needle,  by  A.  L.  0.  E.,  12mo,  Is  6(2    Nelson  '.i%\% 

Pocket  Bible,  by  Author  of  Gilbert  Gresham,  12mo,  8s  6(2— red.  to  8s  ...  Bel.  Tract  Soe  i8co 
B«d  Yelyet  Bible,  32mo,  Is Bamilton  .x86^ 


( 
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Btory  of  Ada,  by  her  Mother,  l6mo,  1«  6rf   HtUduKrd iKi 

an  Apple,  with  lUustraiiona,  2iid  edit.,  12mo,  2»— red.  to  \t  6rf RoaiMffe its* 

Aquarium;  or,  a  Tear  at  the  SeAside,  12mo,  Is  Cd XeUom  ils^ 

Bethlehem,  a  Book  for  the  Young,  12roo,  6»— red.  to28  6d iV7«6<<    its^ 

•  Italy,  by  Author  of  Mary  Powell,  12mo,  6»,  '59  ;  new  edit.,  fcap.  8to,  8»  6<f  BentUp iKo 

Jack  and  the  Giants,  illust.  by  Doyle,  sm.  4to,  plain,  2«  €d  ;  cold.,  Zs  6d   ...  OHJiikd:F.  ...iSs? 

Joeeph  and  his  Brethren,  12mo,  2f— red.  to  UM Nelson    ilrS 

"    Miuie  KAngelier,  8to,  It Simptm 1S5? 

-  Nineveh,  by  the  Author  of  the  Faithful  Promiser,  2nd  edit.,  16mo,  1«  Hamiltom  1I56 

Papal  Rome,  by  E.  8.  A.,  edited  by  Rev.  J.  H.  Broome,  18mo,  2* Wtriheim  ithx 

.  the  Moreton  Family,  12mo,  1<  6rf NeUon  185s 

Prince,  bySalathiel,  18mo,  1»  6<l PhHadHfkia,..i%\t 

without  a  Name,  16mo,  6»  %d Mckiatm  lU^ 

: nn  gnj^  in  German,  16mo,  Zs Pernor    jUo 

from  the  German,  new  edit.,  16mo,  2s  6d  ;  eilk,  is B.  WiUon 1S54 


TeUer,  edited  by  R.  Bell,  roy.  8to,  8»  6rf    Wardd:  Lifck  .i%S7 

Stothard  (C.A,)  Life  of,  by  Mrs.  Bray,  sm.  4to,  21« Murray i«5i 

Stothert  {J.A.)  Glory  of  Mary  in  Conformity  with  the  Word  of  God,  12mo,  Ss  6d...  Dolman ifsi 

... Guide  to  Christian  Antiquities  of  Edinburgh,  post  8to,  6<  Dolman 1S50 

Religious  Antiquities  of  Edinbuii^h,  post  8to,  4a  6<i Dolman 1850 

-  Sonnets  and  Poems,  post  8to,  U  fkt   Dolman iSs^ 


Stoughton  (Jno.)  Ages  of  Christendom  before  the  Reformation,  port  8to,  *lsM Jadaon  S  W,    1857 

. Christian  Philanthropist  :  Memorial  of  John  Howard,  12mo,  It  M  Snow 1S53 

.^-^— Church  and  State  Two  Hundred  Years  Ago,  cr.  8to,  7«  M Jaehon^  ir...iS^x 

>  Lectures  on  Traotarian  Theology,  12mo,  St Jackson  d:W...j%^i 

Lights  of  the  World  :  Illustrations  of  Character,  12mo,  2t  6<:f  Jiel.  Tract  Soc.it $* 

Notices  of  Windsor  in  the  Olden  Times,  poet  8yo,  6t Kent  1844 

PaUce  of  Glass  and  the  Gathering  of  the  People,  12mo,  2t  ReL  Tract  Soctts* 

Philip  Doddridge,  his  Life,  &c.,  12mo,  3»  6rf,  /afJt<o»,*5i  ;  n-c.,  2t  Snow 1856 

Scenes  in  other  I^nds,  with  their  Associations,  12mo,  5t  JcKkson  S  W,  1853 


.  Song  of  ChrisVs  Flock  in  the  23rd  Psalm,  12mo,  5s  Nitbet    1S60 

Spiritual  Heroes  ;  or.  Sketches  of  the  Puritans,  2  e.,  12mo,  4t  6d  Snow 1S50 

Stars  of  the  Bast ;  or,  Prophets  and  Apostles,  12mo,  8t  6d — red.3<  Rel.  Trad  500.1853 

The  Pen,  Palm,  and  Pulpit ;  or,  Tyndale,  Hooper,  &  Whitfield,  p.  8to,  2t  Ward 18^7 

Windsor:  History  of  theCastle  and  Town,  cr.  8vo,  4t  6d Ward x86a 

Stout  {Wm,)  Autobiography,  1665-1752,  edited  by  Harland,  8vo,  5t  Simpkin 1851 

Stovel   (CAa.)  Hints  on  the  Regulation  of  Christian  Churches,  12mo,  St  6(2      Ward 183$ 

Lectures  on  Baptismal  Reconciliation,  12mo,  4t B.L.Green    ...1848 

Regeneration,  8ro,  6t  ffoultton    1S4} 

• Christian  Diacipleship  and  Baptism,  8vo,  lOt  6<f IloulsUm    1846 

'  Popery  in  England,  19th  Century,  12mo,  2«  6d  Ward 1847 


•  On  Righteousness  of  Qod  in  Punishing  Neglect  of  Souls,  18mo,  It  6<f  Jackson  A  W,     1837 

Pastoral  Appeals  on  Conversion,  18mo,  2«6(^.'. Jacicsoni:  W,     1S37 

Stow  (Dav.)  Bible  Emblems  for  Parents  and  Teachers,  12mo,  It  and  It  ^d Grifiikd:  F,  ...1856 

Training  for  Sabbath  School  Teachers,  12mo,  2t    Hamilton 1859 

-. ■- —  Moral  Training,  Infant  and  Jurenile,  18mo,  St6<2 Blaekit 1848 

Training  System  in  Glasgow  Model  Schools,  11th  edit.,  post  8yo,  6t  6(2  .  Longman  1859 


{Jno.)  Surrey  of  London,  edited  by  Thoms,  med.  Sto,  ^s  6(2 — red.  to  4t  6(2  ...   ff.  Bokn    1842 

(r.Q.)  Scope  of  Piety,  12mo,  5t  6(2 Simpkin 1836 

Stowe  {O.L.)  Testimony  of  Jesus  is  the  Spirit  of  Prophecy,  12mo,  It  6(2 WhiUaker 1854 

{H.B.)  Agnes  of  Sorrento,  post  8to,  7t  6(2 ;  new  edit.,  12mo,  2t  6(2 Smith  A  Elder  1861 

Dred,  a  Tale,  2  v.  cr.  8vo,  12t;  1  v.  6t ;  12mo,  2t6(2  ;  new  edit.,lt6(2    Low  1856 

—  Geography  for  Children,  revised  by  an  English  Lady,  16mo,  4t  6(2 Low   1855 

Golden  Fruit  in  Silver  Baskets,  82mo,  It  ...' Knigkt^Son  1859 

Mayflower,  18mo,  It,  Bowtledge;  12mo,  2t,  Nelson;  2s Knight  d:  Son   1851 

Minister's  Wooing,  post  8vo,  28  6(2  ;  with  Ulnstrations,  post  8vo,  7t  6(2  Low   1859 

Our  Charlie,  and  What  to  do  with  Him,  a  Story,  18mo,  It RouHedgt  1859 

Pearl  of  Orr's  Island,  a  Story,fcap.,  Pt.  1,  lt6(2  ;  Pt.  2,  2t,'6i ;  1  v.,  5t  Low  186a 

.1 • Sketches  of  American  life,  32mo,  It Knight  ds  Son  1855 

Sunny  Memories  of  Foreign  Lands,  2  v.  12mo,  12t ;  p.  8vo,  5t ;  fp.,  2t  Low  1854 

12mo,  lt6(2    Routiedge    1854 


—  Tales  and  Sketches  of  New  England  Life,  It ;  cloth,  2t  6(2 Low  1858 

—  Two  Altars ;  or,  Two  Pictures  in  One,  12mo,  It  Cassell   1853 

—  Uncle  Sam's  Emancipation,  and  other  Tales,  12mo,  It Nelson  18^3 

Tom*8  Cabin,  poet  8vo,  St  6<2 — Key  to,  St  6d Boswortk  .1.853 

^postSvo,  2t  6(2— Key  to,  2t  -.  Routledge  .1853 

lUustiuted,  8vo,  J5t;  Key  to,  12t Low   1853 

— — post  8vo,  lOt  6(2 Longman  1853 

"    ■  post  8vo,  4t;8ro,  7t  6(2 Clarke  S  Co.,.. i%$i 

by  Aneky,  p.  8vo,  2t  6(2  ;  8vo,  lOt  6(2  Partridge 1853 

Cruikahank,  pcJst  8vo,  St  6(2;  4t  6(2  Cassell  185a 

GUbert,  &c.,  12mo,  St  6(2 Routltdge  1853 

Leech,  &c.,  post  8vo,  2s  6d  /T.  Bokn   1853 

Nicholson,  12mo,  It  6(2 Lea    1851 

Seani,  8to,  lOt  6c2 Ifoulatom   1853 
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8towe{jy. 5.)  Uncle  Tom's  Cabin,  Illustrated,  by  Thomas,  8vo,  12«    •. Tnffram 1853 

for  Sabbath  Schools,  12iiio,  l» Farriuylon    ...1853 

Youth,  24mo,l«;  12mo,  8<  6</,  Low^  '52  ;  3«  6(2  lioutltdyc  1853 


'  in  Welsh,  post  8 vo,  it Caueli  1853 

With  many  others,  various  prices  and  pnblishere. 

8towe,  Catalogue  of  the  Sale  at,  priced,  &c.,  by  Forster,  4to,  15« Borfut    1849 

Stonell  (A)  Manxland,  a  Tale,  12rao,  2$^    NUbtt 1862 

—  {UMgh)  Address  to  the  Rifle  Volunteers,  Svo,  U  Whiilaher i860 

Model  for  Men  of  Business:  Lectures  on  Nehemiab,  p.  8yo,  7«*55;  Se.,  5s  Jiatckard  1859 

Pleasures  of  Religion,  and  other  Foems,  new  edit,  12mo,  2s  ^d  IlatcJiard  1859 

Sermons,  12mo,  5< Ni$bet    1837 

on  Tractarianiam,  2  r.  12mo,  12s Uatchard  ..  1845  ^ 

(Lords)  aiwi  Rldon,  lives  of,  by  Surtees,  8vo,  6s Chapmamk H,ih^6 

{W,B,)  History  of  the  Puritans  in  Rngland,  new  edit.,  12mo,  Si 6(2   NeUon   1849 

Lectures  on  the  Work  of  the  Spirit,  8vo,  10s  6d ;  12mo,  6s    Jackson  <k  W,    1853 

-  Memoir  of  his  Life  and  Labours,  by  W.  Stowell,p.dvo,10s  6(2 ;  2  0,3^6(2  Jndd  d:  Glass   1859 

-  Twelve  Sermons,  edited  by  W.  Stowell,  12mo,  2sM Judd^  Glass   1859 


Strabo  (C.)  Qeography,  translated  by  Falconer  and  Hamilton,  8  v.  post  8vo,  each  5s  II.  Bo/ui  ...1854-7 

Strachan  {Alex!)  Authenticity  of  the  Mosaic  Narrative  Examined,  12mo,  UQd Longman  1854 

Remarkable  Incidents  in  Life  of  S.  Leigh,  12mo,  2s  6d  ;  cr.,  Zs6d  HamiUon  1862 

(Jos,)  Agricultural  Measuring  Tables,  7th  edit.,  12mo,  2s  Ccf  ...*. SimpJcin 1849 

*~^  Mental  Commercial  Arithmetic,  12mo,  2s6d  Sitnjihn 1851 

•  Tables  on  Draining,  new  edit.,  oblong  8vo,  2s  6d  Simpkin 1850 


Strschey  {Edw.)  Hebrew  Folitics,  Time  of  Saigon  and  Sennacherib,  8vo,  8s  6d  Longman  1856 

• Holy  Matrimony,  its  Duties,  Dignity,  &c.,  18mo,  3<6^ Darton 1843 

■  Miracles  and  Science,  post  8vo,  8f Longman  1854 

■  Shakespeare's  Hamlet,  &c,  8vo,  4s 6(2 Parker  tt  Son   1851 

(Sir  £,)  and  Manrioe  {F,I>.)  Politics,  Ancient  and  Modem,  cr.  8vo,  Is Macmillan    ...1861 

Stndling  (  YF.)  Description  of  the  Priory  of  Chilton-super-FoIden,  12mQ,  4«   Edwards   1839 

Strsdliog  Correspondence,  edited  by  Traherne,  post  8vo,  10s  6(2 Longman  1840 

Strafford  (JEUz.)  Captain's  Little  Daughter,  and  other  Tales,  sm.  4to,  2s  6(2 Dean 1856 

Easy  Lessons  for  the  Little  Ones,  12mo,  Is Wtbb^Co,  ...1858 

■ Enjoyment  for  all  Young  Readers,  18mo,  Is  6(2    Dean 1859 

-Tales  of  Delight  for  Youthful  Readers,  16mo,  ls6<2  J)tan 1859 


Straight  Path  ;  or,  the  Story  of  Hope  Conray,  fcap.  8vo,  4s6(2  PkUaddpJda.,. i%ti 

Stiain  (1,0.)  CardiUeca  and  Pampa  Journey  in  Chili,  1849,  12mo,  4s  6(2 New  York 1853 

Straith  (i7«(;t.)  Introduction  to  Study  of  Fortification,  8vo,  pktes4to,  ISs  Allen  dt  Co.  ...1854 

Treatise  on  Fortification  and  Artillery,  by  Cook,  n.  e.,  roy.  Svo,  42s  ...  Allen  ds  Co,  ...1858 

Strakei's  Mercantile  Shipping  Insurance  Register,  1863,  roy.  8vo,  10s  Straker 1862 

Strang  (/no.)  Germany  in  1831,  2  ▼.  Svo,  24s Macrone 1836 

Glimpe^of  Glasgow  and  its  Clubs,  new  edit.,  sm.  4to,  12s  6d Grijin    1856 

Strange  (5tr  R.)  Inquiry  into  the  Establishment  of  the  Royal  Academy,  Svo,  8s  6dl...  Oilivier 1850 

and  Lumisden  (A.)  Memoirs  of,  by  Dennistoun,'2  v.  post  Svo,  21s    Longman  1855 

(T.)  Handbook  to  Paris,  18mo,  2s Strange 1839 

(T,L.)  Judgment  Seat  of  Christ,  and  Last  End  of  the  Wicked,  Svo,  8s   ...  Piper 1852 

■ Light  of  Prophecy,  Svo,  7s  6d — Sequel  to,  Ss Nitbet    1852 

■  Observations  on  Elliott's  Hone  ApocalypticsB,  Svo,  3s Nisbet    1852 


Strange  Gentleman,  a  Novel,  by  Author  of  House  of  Raby,  post  Svo,  10s  6(2 Addey   1857 

*Gne8ts,  (i  Round  of  Tales  by  Popular  Authors,  post  8vo,  3s  Qd Grieves i860 

Histories  ;  or,  Songs  and  Sonets  of  Kings,  &c.,  ed.  by  J.  P.  Collier,  p.  Svo     Percy  Society  ...n.d. 

Stnnger  ChiM,  square,  Is  6(2 T.  Bickardsfm  1850 

Stiaoger^s  Grave,  a  Romanoe,  ISmo,  Is Groombridge  ...\%^^ 

—  Chiide  to  the  United  States  and  Canada,  l2mo,  4s  6(2 Oroombridge  ...li^S 

Strathbogie,  Extracts  from  the  Presbytexy  Book  of,  1631-54,  ed.  by  J.  Stuart,  4to...  Spalding  Club.  n.d. 

Straton  (/.)  Contributions  to  the  Mathematics  of  Phrenology,  Svo,  Is  Simpkin 1845 

Stratten  (Jos.)  Freedom  and  Happiness  in  Truth  and  Ways  of  Chxut,  p.  Svo,  7s  6d    Nisbet    1862 

(The.)  Argument  against  Apostolical  Succession,  12mo,  4s    Snow 1845 

Stratton  (iZ.  ^. )  Life  among  Apache  and  Mohave  Indians,  cr.  Svo,  7s New  York 1858 

Strauss  (D.F.)  Life  of  Jesus,  from  the  German,  8  v.  Svo,  36s    J. Chapman  ...1846 

" Reminiscences  of  a  Lutheran  Clergyman,  12mo,  7s Smith  dt  Elder  1838 

•  Soliloquies  on  the  Christian  Religion,  Svo,  2s /.  Chapman  ...1845 

(Pre.)  Duty  of  Restitution,  translated  by  Miss  Slee,  1 8mo,  Is  6(2 Werilteim 1837 

Stream  of  Time,  continued  to  1845  by  W.  Bell,  a  chart,  42s    Butler    1845 

(P'A.)  Sinai  and  Golgotha  ;  a  Journey  in  the  East,  12mo,  4s   W.Collins 1849 

((7.x.)  German  Reader,  12mo,  Is Weak 1852 

■ Grammar  of  the  French  Language,  12mo,  Is  WcaU 1853 

" German  Language,  12mo,  Is Weak 1852 

r-  Historical  Sketch  of  Mahometanism,  2nd  edit.,  12mo,  Is Wtale 1858 

Moslem  and  Frank  ;  or,  Charles  Martel  and  Rescue  of  Europe,  12mo,  Is  H«2s 1854 

(Vict.)  Tales  of  Christian  Life  in  Germany,  by  Mrs.  Carr,  post  Svo,  4s Hamilton 1857 

Strawberry  Hill:  a  Novel,  by  A.  of  Shakespeare  and  his  Friends,  3  v.  poet  Svo,  81s  6(2  Colbum 1847 

— Poetry  and  Prose,  by  Adeline,  12mo,  4s Mason  1855 

■  Subjects  arrested  and  bound  over,  12mo,  3s    J.  CAapman  ..1849 

Stray  Leaves,  from  a  Freemason's  Note  Book,  post  Svo,  7s6d Spencer 1846 

Thoughts  in  Prose  and  Verse,  Spring  Blossoms,  sq.  16mo,  3s  6d Lingmaa^  i84o 
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Stray  Thongbts  on  6^1ogy  and  Ajitronomy  in  Relation  to  the  Bible,  cr.  Sto,  Is  Hodge*  i86x 

Strayed  Reyeller,  and  other  Poenui,  12mo,  i»^d Pdlwoa 1849 

Stream  (The),  square,  1« ^itn»«    1845 

Str«atfield{/.)  Parting  Words,  18mo,  U  (W SeeUy 1846 

Stredder(ifi«^.)^^ettof  Sedmth,  8  v.  postSvo,  81t  6ci Netoffy   1862 

Strwt  (-4.JB.)  Frontenao,  a  Poem,  post  8vo,  10»  6ci BentUy 1849 

. Woods  and  Waters;  Sazanaos  and  Racket,  Map  and  lilust.,  er.  8vo,  7s  6d  New  York i860 

—  (-i.fr.)  Sermons  at  Bishop's  College,  Calcutta,  12mo,  5<  J.HJ:J>PaTkerit^^ 

{E,E,)  Some  Account  of  Church  of  St.  Mary,  Stone,  near  Dartford,  r.  Sto,  (m  /.  R.  Smith  ...1861 

(O.E.)  Brick  and  Marble  Architecture  in  Italy,  Middle  Ages,  Syo,  21« Murray 1S55 

. (^.)  Leaves  from  Eusebiua,  post  8to,  7«d<f   BttU  184* 

(J.C.)  KesterLane;  or.  Glimpses  of  Social  Life,  fcap.  8to,  Is  6d Partridge i86a 

Street  Architecture,  Examples,  London  and  Provincial,  folio,  21s  DarUm. i86a 

Streeten  (Mrs,)  The  Fortescne  Family,  fcap.  8to,  5s  Houltton   1840 

Streeter  (J.S,)  Practical  Observations  on  Abortion,  8vo,  bs Sherwood  1840 

Stretton  (CAa.)  Memoirs  of  a  Chequered  Life,  3  v.  post  8vo,  31j  6(2 'BentUy 1862 

..  (Hen,)  Church  Catechism  Bxphdned  and  Annotated,  18mo,  It Masters 1S54 

■ Hymns,  18mo,  Is BivingUm 1850 

.  Discourses  on  Acts  of  St.  Mary  Magdalene,  8vo,  10«  6<2— red.  to  7«  6(2  Masters 184S 

■  GKdde  to  Sick  and  Dying  Members  of  the  Church,  12mo,  7«— r.  5s  W  Masters i86» 

Stretton  of  Ringwood  Chase,  a  Novel,  3  v.  post  8vo,  81«  6d  Hurst  ds  B.    ...i860 

Strickland  (Agn,)  Alda  ;  or,  the  British  Captive,  12mo,  4i— red.  to2s6d  A,  Hall 1856 

Floral  Sketches,  18mo,  8«  M,  E.  Wilson,  '36  ;  2  e.,  fcap.,  Ss  6d    Hamilton  1861 

»  Historic  Scdnes  and  Poetic  Fancies,  post  8vo,  10<  6d Colbum 1850 

— Letters  of  Mary,  Q.  of  Soots,d  v.p.8vo,81«6<^;  n.  e.,  2v.,2U-r.l(w  CoB>Hm 1850 

■  Lives  of  Queens  of  England,  12  v.  post  8vo,  96f    CoUnum 1840-8 

.  — ^— 8  V.  post  8vo,  60s;  8  v.  8vo,  Sis    ...  Longman,..  1850-4 

■  Scotland,  8  v.  post  8vo,  each  lOs  6d  Blackwoods  .1850-9 

— »— — ^— -   the  Bachelor  Kings  of  England,  cr.  8vo,  10s  6<2— r.  to  6s   Simpkin 1862 

Old  Friends  and  New  Acquaint.,  2  s.,  p.  8vo,  ea.lO«  6d—T,  ea.  S«  6c<  Simpkin i86a 

Pilgrims  of  Walsingham,  8  v.  poet  8vo,  91s  6d Saunders  A  0. 1835 

Queen  Victoria,  her  Birth  to  her  Bridal,  2  v.  post  8vo,  21s  Colbum 1840 

RiTal  Crusoes,  and  other  Tales,  5th  edit.,  18mo,  2s6d  Orifithd^F.  ...1845 

■  Tales  and  Stories  from  History,  12mo,  5s  Parker d: Son... i^s^ 

-of  Illustrious  British  Qiildren,  12mo,  2s  6d Jturrold    i860 


-(^miik)  Australian  Ptator,  12mo,  1«  6<2 Wertheim  1862 

'(Hen.)  Travel  Thoughts  and  Travel  Fancies,  12mo,  Zs  6d Parker  ASom  .1854 

'(H,£.)  History  of  the  Dodo  and  its  Kindred,  by  Melville,  4to,  21s  Beeve 1848 

•  Memoir  and  Letters,  by  Sir  W.  Jardine,  roy.  8vo,  86s   Van  Voorst    ...1858 

•  Ornithological  Synonyms,  V.  1,  Aocipitres,  8vo,  12*  6d Van  Voorst  ...1855 


(Jane)  Adonijah,  a  Tale  of  the  Jewish  Dispersion,  new  edit,  12mo,  2*  ...  Simpkin 1862 

■^-^  Christian  Convert,  18mo,  2s  6d Hean..^ 1837 

■  Endurance  and  Changes  of  Life,  12mo,  2«  6<l Dean 1851 

Examples  for  Young  Persons,  16mo,  8*  6e2 Lean 1842 


•  Edward  Evelyn,  a  Tale  of  the  Rebellion,  12mo,  2s  6d  H.  Bohn 1843 

History  of  Rome,  Regal  and  Republican,  post  8vo,  10s  6d—T,  2s  6d  A.  Hall 1854 


James  EUis,  18mo,  2«    Dean 1835 

Moral  Lessons  and  Stories  from  Proverbs,  12mo,  8s  6d Dean 1836 

Nameless  Grave,  16mo,  Is  6ci   Dean 1838 

National  Prejudice,  18mo,  2s   Dean 1840 

Noble  and  the  Slave,  18mo,  2s  6<2    Dean 1835 

Orphan  Captive  ;  or,  Christian  Endurance,  12mo,  ls6d  Dean 1849 

Sacred  Minstrel^,  82mo,  Is  6d    Dean 1838 

Spanish  Conscript  and  his  Family,  18mo,  Is  6d Dean 1847 

Village  Flower,  16mo,  Is  6d Dean 1838 

Word  in  Season,  16mo,  Is  6d   Dean 1838 

(/«/ia)  Abbeys  and  Attica,  2  v.  cr.  8vo,  12s Freeman    1861 

iMaJ.)  Twenty-seven  Tears  in  Canada  West,  post  8vo,  10s  6d  Bentleg 1853 

(Susan)  Adventures  of  Little  Downy,  18mo,  28  6d Dean 1844 

Rowland  Massingham,  18mo,  2s  6d Dean 1837 

Soldier's  Orphan,  18mo,  Is   Dean 1854 


—  -  (TF.)  Jesuit  in  India,  i8mo,  2s Bums    185a 

— Painted  Ceiling  in  Peterborough  Cathedral,  folio,  80s BeU  de'Jkddy ...  1 849 

Public  Works  of  U.  S.,  2  pts.,  foL,  ea.  40s;  Explanation,  8vo,  6s...   Watkington   ...1841 


(W.P.)  History  of  American  Bible  Society,  by  Rice,  8vo,  10s  6d New  York 1856 

Strictures  on  Mr.  Hamilton's  Enquiries  respecting  Annotated  Shakspeare,  8vo,  Is  ...  J.  R.  Smith  ...i860 

Strife  for  the  Mastery,  Two  Allegories,  post  8vo,  6s Murray... 1852 

String  of  Beads  for  Romaniaers,  by  Placet,  12mo,  4s  Hatckard 1844 

Pearls,  carefully  selected,  roy.  S2mo,  2s  6d Bifnngkm  1858 

Stringfellow  (T,)  Scriptural  and  Statistical  Views  of  Slavery,  4th  edit.,  12mo,  3s  6d     Biehmond 1856 

Stromeyer  (F.)  Qerman  Grammar  and  Exercises,  12mo,  2s  6<f   Oradock 1841 

(S.F.)  On  Gunshot  Injuries,  by  Esmarch  and  Statham,  8vo,  5s  THkbner 1860 

Strong  (C%a.)  Sonnets,  12mo,  8s  6<i,  Pickering,  1844;  2nd  edit.,  cr.  8vo,  5s Walton  1862 

(/^re.)  Statistical  Description  of  Greece,  post  8vo,  15s   Longman  1842 

~  ((?eo.)  Heraldry  of  Herefordshire,  folio,  81s  6(1 Ckmion 1847 
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Strong(/«.)  Harmony  of  the  Qospela,  post  8to,  Ss  6d   ^ew  York 1854 

(Ztfon)  Qospel  ReminiflcenoeB  in  the  West  IndieSf  18mo,  1«  6d Bintu 1851 

Stroad  {F.)  Count j  Oonit  Praetioe  in  Bankruptcy,  Bules  and  Orders^  12mo,  6s  6d...  BuOerworlks  ...i86i 

(ir».)  <3treek  Harmony  of  the  Pour  Gospels,  4to,  24« Baggier 1853 

Index  to  the  Gospels  and  the  Acts,  post  8fo,  U  6d Juddds  Qla^... i%S7 

Treatise  on  the  Physical  Cause  of  the  Death  of  Christ,  post  8vo,  8s  6d...  HamilUm  1846 

Strud wick  (f. P.)  (^Geographical  Questions,  12mo,  2t    Lato   1851 

Stnigglesfor  life,  an  Autobiography,  2nd  edit.,  post  8yo,  6s  6e{ HouliUm    1861 

of  a  Village  Lad  :  Nothing  Difficult  when  You  Try,  fcap.  8vo,  Ui  U^d  ...  Tweedie 1861 

Young  Artist,  Memoir  of  David  C.  Gibson,  12mo,  Zs  6d Nisbet 1858 

Stmthers  (Dr.J.)  Anatomical  and  Physiological  ObaerTations,  8to,  5«  Simpkin 1854 

Osteological  Memoirs :  The  Qlavidej  8yo,  28  6d Simpkin 1855 

Royal  CoU^ie  of  Hiysidans  under  Medical  Act,  8yo,  It    Simpkin 1861 

(/»o.)  Poetical  Works,  with  Autobiography,  2  y.  12mo,  lOt    FuUarton 1850 

Strati M./.)  Pedestrian  Tour  in  Calabria  and  Sicily,  post  8to,  10s  6cj  ...  Newbp   1842 

{Bits.)  Chances  and  Changes,  a  Domestic  Stoxy,  3  v.  post  8yo,  31s  6d Smith  <£r  Elder  1835 

Curate  and  Rector,  a  Domestic  Story,  post  8vo,  5s,  '59  ;  n»e.,  12mo>  2s  RtyutUdge  i86a 

—  Domestic  Residence  in  Switierland,  2  ▼.  post  8vo,  21s  Newby   1842 

Nature  and  Attributes  of  the  Feminine  Soul,  12mo,  Zs  ed   ffodfon 1857 

{Jot.)  Dress  and  Habits  of  the  English,  2  v.  4to,  84s ;  cold.,  71  Is  ;  illum.^  20/  iT.  Bohn   1842 

Regal  and  Ecdesiast.  Antiquities,  r.  4to,  42s;  eold.,  84s ;  illum.»  12/  12s  If.  Bohn   184a 

Sports  and  Pastimes  of  People  of  England,  by  Hone,  new  edit.,  8to»  Ss    Tegg  1850 


Sinelecki  (P.if.)  Discovery  of  Gold  and  Silver  in  Australia,  8vo,  2s Longman  1856 

Physical  Description  of  New  S.  Wales  k  Van  Dieman's  Land,  8vo,  24»  Longman  1845 

Stuart  {A.M.)  Exposition  of  the  Song  of  Solomon,  post  8vo,  Is  M ;  2nd  ed.,  8vo,  12s  Nitbet    i860 

Key  to  the  Emblems  of  Solomon's  Song,  roy.  16mo,  2s  ^d NUbH    1861 

Three  Marys,  sm.  or.  8vo,  5s... Nitbet    1861 

—  {PrinceC.)  Memoirs  of,  by  Klose,  2  v.  8vo,  21s Bentley 1845 

(CW.)  Diary  of  a  Residence  in  Northern  Persia,  Turkey,  &c,  8vo,  12s    Bentley  1854 

(C.jB.)  NaTal  and  Mail  Steamers  of  the  United  States^  imp.  4to,  50s    Low    1853 

Dry  Docks  of  the  United  States,  4to,  40s Weale 185a 

{Dav.)  Outlines  of  Mental  and  Moral  Science,  new  edit.,  12mo,  2s  %d W.  Allan 1856 

—— (jy.)  Novice's,  or  Young  Seaman's  Catechism,  12mo,  Is  6rf Whitehomt  ...i860 

-  {H.  B. )  History  of  Infantry,  from  the  Earliest  Times,  roy.  1 8mo,  2s Quarilch    1 86a 


{H.W.)  Eve  of  the  Deluge,  a  Historical  Tale,  post  8vo^  7s  ed Shoberl 1851 

— -^  {Ja4.)  and  Revett  (N.)  Antiquities  of  Athens,  lUust.,  new  edit,  po8t8vo,  6$  H.  Bohn   1858 

{J.S.)  Costume  of  the  Clans  of  Scotland,  fol.,  6/  6s;  India,  8/  8s— red.  to  6d«  ff.  Bohn   184$ 

Lays  of  the  Deer  Forest,  Poems,  &c.,  2  v.  poet  8vo,  ais Blackwoodi   ...1848 

Tales  of  the  Century,  1746-1846,  post  8vo,  7s  M Dolman 1847 

(Mas.)  Commentary  on  Apocalypse,  8vo,  7s  6c/,  Simpkin,  1850;  8vo^  8s Tegg  1851 

Daniel,  8vo,  18s Boston,  U.  S ...liso 

Eoolesiastes,  edited  by  Robbins,  12mo,  7s  6d  Andover,  U.S.   x86a 

Hebrews,  8vo,  9s— red.  to  7s  6d    Tegg  1851 

■  by  Robbins,  new  edit.,  8to,  12s Andof/er,  U.S.   i860 


Proverbs,  12mo,  8s Boston,  U.S....j^s^ 

Romans,  5th  edit.,  8vo,  7s  6d 2'egg  1853 

•  Exegetical  Essays  on  Future  Punishment,  12mo,  3s    Hamilton  1848 

•  Grammar  of  the  New  Testament  Dialect,  12mo,  7s  6d C.  J.  Stewai't...i^sz 

•  Hebrew  Chrestomathy,  8vo,  9s J7.  Bohn   1851 

Grammar,  8vo,  9s ff.  Bohn    185X 

•  Hints  on  the  Interpretation  of  Prophecy,  post  8vo,  4s  6d  Wileg 184a 

History  of  Old  Testament  Canon,  by  Davison,  post8TO,  5s Boutledge  1849 

Lorimer,  8vo,  8s— red.  to  5s Hamilton  1849 


Is  Christian  Baptism  prescribed  in  New  Testament  ?  2nd  ed.,12mo,  5s  Nashville  1858 

Letters  to  Channing  on  the  Divinity  of  Christ,  18mo,  Is   Hamilton  1839 

Miscellanies,  12mo,  S»   Andover,U.S...i%i^6 

Syntax  of  the  Greek  New  Testament  Dialect,  12mo,  6s  Hamilton  1836 


•  {Robt,)  Caledonia  Romana :  Roman  Antiquities  of  Scotland,  new  edit.,4to,  21s  Simpkin 1851 

Dictionary  of  Architecture,  3  v.  8vo,  42s Virtue   1846 


Stoart  Papers ;  Correspondence  of  Bishop  Atterbury  with  the  Pretender,  8vo,  18s  ...   Wright 1847 

Stnbbes  {Philip)  Anatomic  of  Abuses,  by  Tumbull,  8vo,  21s..  Pickering 1836 

Stubbs  {Geo.)  On  Sketching  from  Nature,  in  Pencil  and  Water  Colour,  plates,  fol,  21s  Day  d:  Son    ... 1 861 

(TTm.)  Course  of  Episcopal  Succession  in  EngUind,  4to,  8s  6d J. H.ds J.Parker i%^% 

Stud  Farm;  or.  Hints  on  Breeding  Horses,  by  Cecil,  12mo,  5s Longman  1851 

Student  of  Salamanca,  post  8vo,  9s  Blackwoods   ...J847 

Student's  Aid  :  Analysb  of  the  Old  and  New  Testaments,  12mo,  2s  Simpkin 1849 

Classical  Guide  to  the  Sciences,  4to,  25s  Gardiner  1837 

-  Clinical  Memorandum  Book,  oblong  8vo,  2s  6c/   Highley 18^8 

French  Interpreter,  in  a  case,  2s , Darton  ...1843 

Guide  in  Choice  of  Books  for  University  Honours,  12mo,  3s  6d    WhiUaket 1838 

to  the  Locomotive  Engine,  8vo,  21s    /.  Williams  ...1849 

— -Practice  of  Designing  k  Measuring  Artificer's  Work,  8e.,8vo,9s  Lochoood 1858 

University  of  Cambridge,  12mo,  6s  6d  Belld:  Daldy...iZ6% 

Journal,  18th  edit.,  8vo,  4s  6c/ Walton  1850 

Studies  from  Life,  by  Author  of  John  flaliiaz,  Gentleman,  cr.Svo,  10»6(//6o;  iKe.,5a  Hunt  4s  B i86i 
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Biadiea  from  the  Greek  ICaaten,  Parta  1  to  7,  folio,  eold.,  each  2i     ffamillcn  ...1856-9 

■  of  Public  Men,  Pt.  1,  8vo,  8«  ;  Pt  2,  8vo,  8«  6ci  SuuMUrM4kO.  1847 

^— —  on  the  ApocalypM,  12mo,  fit I/atdiard 1851 

New  Tefit&ment^  by  a  Layman,  2  ?.  8vo,  15i   Jofinson 1845 

Stady  of  the  Bible:  Introdnction  on  Interpretation,  poet  Svo,  is  Od Simpkht 1862 

Btombke  (L,)  System  of  Catting  for  Tailors,  8th  edit.,  4to,  5s  6d A.  Clarke i8;j 

Stupid  Boy,  an  IniBtractiye  Stoxy,  Coloured  lUuatrations,  roy.  8vo,  2s  Od Tigg  1851 

8turge8(/o«.)  Guide  to  Game  of  Draughts,  by  Walker,  12mo,  4s  6d  2/.  Bokf^ 1835 

■■  Visit  to  the  United  States,  1841,  8to,  7s   JJamilton  1842 

*  and  Harvey,  Visit  to  the  West  Indies,  1887,  post  8yo,  8f  6d llamiUon  1838 

{Mrs.)  Selection  of  Texts  and  Hymns  for  Children,  bbl  4to,  3i  Ik  if  ffanilto*  1857 

Sturgeon  mf.)  Lessons  and  Bzercisesin  Orthography,  18mo,  Is    Simpkin 1861 

■  (CAa.)  Bankrupt  Consolidation  Act,  1849,  12mo,  9s Bcnniitg 1849 

' Insolvent  Debtors  Acts,  with  Notes,  12mo,  8s MarwcU    1S42 

-^^— Practice  before  County  Courts  in  Insolvency,  12mo,  5s Slmw  dc  S9ns...i%yi 

Protection  in  Bankruptcy  to  Persons  not  in  Trade,  12mo,  2s  6<2   Shaw  X-  &1U...1848 

(Wm.)  Annals  of  Electricity,  Msgnetism,  k  Chemistry,  10  t.  8vo,  U Piper  1S36-43 

■  Lectures  on  Electricity,  12]no,  5s Piper 18+2 

Galvanism,  12mo,  5s Piper 1S43 


Researches  in  Electricity,  Magnetism,  and  Chemistry,  4to,  Sis  6<£   ...  Lvugmam  1S52 

Sturm  (C7Aa.)  Solution  of  Numerical  Equations,  by  Spiller,  4to,  78  fid  SotUer    1835 

(C.C.)  Conferences  with  God  in  the  Morning  Hours  of  Every  Dsy,  cr.8vo^  10s  6(2  Nisbet    1862 

Evening  Devotions,  by  Huish,  8vo,  8s    W,  Wright  .  ...1838 

— ^  Morning  Communings  with  God,  12mo,  5s,  1847  ;  new  edit,  3s  6d ff.  Bohn    1859 

■ Devotions,  by  Huish,  8vo,  12s W,  Wright 1838 

-Reflections,  12mo,  6»— red. to  8s H.Bohn      1836 

--by  Clarke,  2  v.  12mo,  8s Tegg 1850 

with  plates,  8vo,  9s Virtue   1S49 


Stunner  (Pre,)  Plagues  of  Egypt,  and  other  Poems,  18mo,  8s WhiUaler 1S51 

^-^— Practical  Sermons,  12mo,  ^ Wliiltaicr 185a 

Stunock  (D,A,)  Duties  of  Secret  Religion,  18mo,  2s— red  to  Is  6<2 Johrutone  1847 

■  Mystery  of  Godliness  Illustrated,  12mQ,  3s  6d  Johnstone  1:^49 

■  System  of  Accounts  for  Savings  Banks,  sm.  4to,  7s  6d Longman  1844 

Sturt  (Cha.)  Expedition  into  Central  Australia,  1844-46,  2  v.  8vo,  36s  ;  Map  to,  7s.  Boone    iS^i 

(7*./.)  Female  Physiology  :  a  Complete  Ladies'  Guide,  12mo,  2s  6d Gilbert  1854. 

Sturtevant  (5. r.)  Preacher's  Manual,  2nd  edit.,  8vo,  16s   Ward 1S38 

Styles  {Dr,Jno.)  Essay  on  Animal  Creation,  12mo,  2s  6<2   Ward 1839 

.^^_._— — .  Pulpit  Studies  :  Aids  to  Preaching,  2  v,  12mo,  each  2s  6d Ward 1856 

■  Self-Eiamination,  18mo,  2s  Ward 1838 

■  Treatise  on  Character  and  kiflaence  of  the  Stage,  18mo,  Is  6ci Ward 1853 

(i2.P.)  History  of  Pershore  Abbey  Churoh,  4to,  10s  6<i Wliittaker 1839 

Styles  of  Writs  in  the  Sheriff  Ic  Commissary  Courts,  Scotland,  by  Barclay,  8vo,  10s  6d  Hamilton,  1859 

Sussso  (Ant.)  TheoTj  of  the  Infantry  Movements,  new  edit.,  2  v.  8vo,  plates,  42s  ...  Clojcet    iS.,6 

Subaltern's  Check  Book,  12mo,  2s  6d    ParkerA:Son...\%<y\ 

Subordinate  Standards  k  Documents  of  Free  Church,Scotland,12mo,ls  9(2;  finep.>2s  td  Johnstone  <fr  iT.  1 S5 1 
Success  in  Business  ;  or,  Bible  Principles  Illustrated,  18mo,  Is  6d    Tretidder  1856 

■  Life;  a  Book  for  Tonng  Men,  12mo,  3s  Nelson   1*52 

Succession  Duty  Discount  Tables,  by  an  Accountant,  roy.  8vo,  2s  M Stevens  1861 

Such  is  Life  :  Sketches  and  Poems  by  Doubleyou,  post  8vo,  Is  6d Egre  1857 

Things  Are,  by  the  Author  of  Reoommended  to  Mercy,  8  v.  post  8vo,  31s  6<i...  Saunders  A  0.  1^62 

Suckling  (Alf,)  History  and  Antiquities  of  Essex,  4to,  28s,  WeaXe^rtA,  to  12s H.Bohn 1845 

Suffolk,  V.  1  k  2,  4to,  ea.  42s;  l.p.,ea.75s  Weale    1846-^ 

(R,A.)  Memoir  of,  by  Rev.  J.  Williams,  8rd  edit.,  12mo,  5s    Masters 1853 

Sermons,  Plain  and  Practical,  ed.  by  Rev.  I.  Williams,  4  ed.,  12mo,  5s  Masters 1S60 


(SirJno.)  Select  Works,  with  Life,  by  Alf.  Suckling,  roy.  8vo,  21s Longtnau  .   ...1S36 

Sue  (Jni^.)  Atar  Gull  and  Paula  Monti,  roy.  8vo,  2s Applegard 1S37 

>  Commander  of  Malta,  18mo,  2s,  OtTf  1846;  roy.  8vo,  ls6d Applejfard 1847 

-  De  Rohan ;  or,  the  Court  Conspirator,  8  v.p.8vo,81s  6d,Colhurn;  fp.,2s  6d  Dugdale    1845 

•  Female  Blue  Beard,  post  Svo,  8s Strange 1844 

— Godolphin  Arabian  ;  or,  History  of  a  Thorough  Bred,  12mo^  2s  (id Chapman  ^ H.i$4S 

—  ——Martin,  the  Foundling,  roy. Svo,  6s AppUgard 1847 

MatUda,  translated  by  Herbert,  Svo,  7s  6d   Wileg 1844 

— — — — — Osborne,  2  v.  Svo,  24s  Tegg  1849 

Rochford,  12mo^  5s,  Daly,  1845  5  8vo,  2s W,M,Clairlx...jW^ 

Mysteries  of  Pftris,  8v.  12mo,  21s,  Carvalho,  1844;  sm.  folio,  9s W^iUy 1844 

■  r  Heath's  Illustrations,  8  v.  roy.  Svo,  54s Chapman  A  H.\%\^ 

■     '     Ro8coe*s  Edition,  roy.  Svo,  4s,  Applegard,  '45 ;  2s  6<i  W.M,  Clairhe...iHS 

translated  by  Smith,  12mo,  5s    Ikdg 1844 

Town,  Svo,  6s    WiUg 1843 


—  Pitula  Monti;  or,  the  Hotel  Lambert,  Svo,  I2s Cht^manA  H.i^aS 

—  Pride;  or,  the  Duchess,  roy.  Svo,  2s Applegard 1848 

—  Protestant  Leader,  8  V.  post  Svo,  81s  6rf    A>k^    1849 

—  Refugees  of  Martinique,  a  Romance,  12mo,  2s Varton  1858 

—  Temptation  ;  or,  the  Watch  Tower  of  Eoat  V6n,  roy.  Svo,  Is  6d Vicken 1845 

--  Wandering  Jew,  3  v,  Svo,  28s ;  with  Hlus.,  3  v.  Svo,  S6s;  lUw.  sep.,  14s  Chapman  A  iT.  1845 
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Sue  {Suff.)  WaQclering  Jew,  Roscoe^a  Edition,  roy.  8to,  7t  M,  1845  ;  12mo,  li6d  ..    Lea    t^sS 

Translated  by  Miles,  8to,  3»  6d W.M,  Clarke... iS^$ 

— leap.,  Uy  DwfdfUe;  ISmo,  2*,  IHprose;  by  Aiid,  8vo,  2t  Bruce 1845 

Suetonius  {Caiua)  Lives  of  the  Tvelre  Cmars,  and  other  Works,  post  8to,  6t  If.  Bohn 1855 

Safleriiigs  of  Our  Lord  Jesas  Christ,  by  Father  Thomas,  12mo,  3* T.  Richardson,,  i^sS 

Sufficiency  of  Christ :  Beading  Lenten  Mission  Sermons,  I860,  fcap.  8to,  2»M BeUd:  IkUdg...  1^60 

Sugar  CultiTation  in  Lomiaiana,  Cnba,  &c,  8to,  U OUivier 1948 

How  it  Grows,  and  How  it  is  Made,  square  4to,  2f  6d Darton  1844 

Sagden  {E.B.)    See  St  Leonards  (Lord), 

(^en.)  Essay  on  the  Law  of  Wills,  1  Victoria,  8to,  Se  Sweet 1837 

(Jonat)  Memorials  of,  by  Hardy,  postSvo,  8a  6(2  ;  new  edit.,  12mo,  2a UamiUon  1859 

Saggeartions  for  a  Church  of  Unity,  by  a  Layman,  cr.  8?o,  2a  6(2  BenneU i86a 

in  Design,  by  Luke  Limner,  4to,  16a Bogue    1853 

on  the  Ancient  Britons,  8vo,  16a    J.R.Smiih  ...1854 

to  Nurses  and  Attendants  on  the  Sick,  ISmo,  la  6<2 Hatehard  1849 

Snggestire  Inquiry  into  the  Hermetic  Mystery,  8to,  16a Stanford  1850 

Thoughts  for  a  Holy  Life,  82mo,  la Wh^field  1854 

Suidaa  Lezicbif;  Grxcd,  reoensuit  Gaisford,  8  r.  fbl.,  71 10a,  1834— red.  to  72a  Macmiilan 1862 

Suit  of  Armour  for  Youth,  12mo,  coloured  plates,  10a  6(2  Ackennann   ...1839 

Suitor's  Instructor  in  County  Court  Practice,  12mo,  4a  6(1 Longman  1848 

SnliTan  {H.W,)  Birish  Sermons,  12mo,  6a  6(2  ;  2nd  series,  12mo,  6e   IHvingUm  1853 

IRobt.)  Flittingsof  Fancy,  2  v.  post  8to,  21a   CoUmm 1837 

Raff  HaU,  a  Tale,  8  t.  post  8yo,  81a  M   Coif^rn 1838 

The  King's  Friend,  aPlay,  8vo,  2a  6(2  Saundertdk  0,  1845 

Sulley  {C)  Penny  Readings  in  Ipswich  and  Elsewhere,  12mo,  la   Simpkin 1861 

SulUvan  (Edw.)  Beaten  Pftths,  from  Boulogne  to  Babelmandeb,  12mo,  7a  6(2    Saunderad:  0,  1855 

'-^  Buncpklow  and  the  Tent :  Three  Months  in  Ceylon,  poet  8yo,  7a  6d.,.  Bentley 1854 

.— Letters  on  India,  8vo,  7a Saunder$ds  0,  1858 

(/.)  Historical  Account  of  Cnmberiand  and  Westmoreland,  8yo,  is  6d  ...  Whittaker 1857 

. (J'E.)  Rambles  and  Scrambles  in  America,  new  edit.,  post  8yo,  10a  &d BeniUy 1853 

.   {^Robt. )  Attempt  to  Simplify  English  Grammar,  new  edition,  1 8mo,  la  Longman  1 8 60 

..^_ Dictionary  of  Derivations,  9th  edit.,  12mo,  2a Longman  1862 

the  English  Language,  12th  edit.,  12mo,  8a  6(2    Longman  1862 

. Ghuneof  England,  in  a  Box,  8a  iTtrSy  dtiSSm...  1847 

— >  Geography  Generaklised,  27th  edit.,  fcap.  8vo,  2a Longman  1861 

Introduction  to  G^eography  and  History,  new  edit.,  18mo,  la L<mgman  1862 

Lectures  on  Popular  £da(»tion,  12mo,2a  6(2  Longman  1842 

Literary  Class-Book,  6th  edit.,  3 2mo,  2a  6(2 Longman  i860 

Orthography  and  B^molc^,  6th  edit.,  ISmo,  Is  id LongnwM  1844 

—  Spelling-Book  superseded,  18mo,  la  4(2  Longman  1842 


(IF.ir.)  Journal  of  Progress  :  Pt.l,  Industrial,  10a  6c2 ;  Pt.2,  Social, Syo, 8a  6(2  Simipkin i8s$ 

SuUivant  (ir.5.)  Musci  and  Hepaticae  of  the  United  States,  8to,  16a New  York 1856 

Sally  (Z>KJtc  of)  Memoirs,  transited  from  the  French,  with  Notes,  4  t.  post  8td,  14a  H.  Bohn 1856 

Summary  of  Christian  Truth,  &e.,  from  Pearson  &  Hooker,  16mo,8a  6(2— n.e.,18mo,2ff  J.ff.<bJ.Parkeri^6i 

_ Historical  Facts,  12mo,  4a ffoulston    1840 

Summer  Day  Dream,  and  other  Poems,  by  Theta,  post  Svo,  8a  6(2 Saunders  d!  0.  1856 

^Days;  or,  the  Cousins,  a  Tale,  18mo,  la   Nelson  1854 

Bzcursions  in  the  County  of  Kent,  12mo,  8a  6(2 Orr    1847 

Neighbourhood  of  Banff;  post  8yo,  4a  Smiths  JSlder  1843 

in  Andalusia,  2  v.  Svo,  28a Bentleg 1839 

Lti"^,  a  Southern  Story,  by  a  Child  of  the  Sun,  12mo,  8a  6(2  New  York 1855 

Ramble  in  the  Himalayas,  edited  by  Mountaineer,  Svo,  15a Hurst  ^  B,   ...i860 

Rambles  and  Winter  Amusements,  12mo,  8a  6(2 Darton 1840 

^  Songs  for  Winter  Days,  sq.  or.  Svo,  2a  6(2,  i860;  cheap  edit.,  la Routledge 1862 

-  Tour  in  Spain,  1835,  post  8vo,>  5a  Smith  dsBldar  1836 

i860 


of  an  Invalid,  12rao,  8a  6(2 Saunders  d!  0, 


^  Trip  to  Weymouth  and  Dorchester,  post  8vo,  4a Simpkin 1842 

Snmmexfeldt  {ff,A.)  Naval  Architects'  Portfolio,  Svo,  plates  folio,  12a WeaU 1848 

Summerieigh  Manor ;  or.  Brothers  and  Sisters,  aTale,  12mo,  4a Masters 1857 

Summcriy  (Wmj).     &e  Cole  (iT.) 

Sumner  {Abp,)  Apostolical  Preaching  Conndered,  9th  edit.,  Svo,  10a  6(2 Haiehard 1850 

Charges  at  Chester,  1829-44,  Svo,  7a Hatehard 1844 

. '  Christian's  Dependence  upon  his  Redeemer,  12mo,  la    (7rooni5n(fye...i857 

Evidences  of  Christianity,  12mo,  8a;  Svo,  10a  6(2;  new  ed.,  p.  Svo,  5a  Haiehard 1861 

,  Lectures  on  the  New  Testament,  vis.  : — £ra<eAar(2..  1837-50 

Matthew,  1  v. ;  Mark,  1  v. ;  Luke,  1  v. ;  John,  1  v. ;  Acts  of  the  Apostles,  1  v.; 
Romans  and  I.  Corinthians,  1  v. ;  II.  Corinthians  to  Colossians,  1  v. ;  James, 
Peter,  John,  and  Jude,  1  v. ;  Thessalonians  to  Hebrews,  1  v. — each,  in  Svo, 
9a  ;  or  in  2  v.  12mo,  each  9a. 

Lectures,  Selection  by  Wilkinson,  12mn,  vis. : —    0,  Cox 1849-51 

Epistles,  4a  6(2.     Gospels,  8a  %d.    Miracles,  4a.     Parables,  4a  6(2. 

Reflections  on  Passages  of  the  New  Testament,  post  Svo,  5a  6(2 HaUhard 1850 

.. — Sermons  on  Christian  Charity,  12mo,  6a;  Svo,  9a Hatehard y8c 

Faith,  fro.,  12mo,  6a;  Svo,  10a  6(2  ...' Hatehard i8< 


( 


the  Festivals,  12mo,  6a  ;  Svo^  10a  6(2 Hatehard i8J 
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Sumner  (Ahp.)  Treatise  on  the  Becords  of  the  Cremtion,  6ih  edit.,  8to,  10«  6d.. ,:.....  Hatchard 1S50 

— {HQn.Cha.)  Barbarism  of  Slayery,  12mo,  1«  6<i Boston,  U,S,...\%bo 

Orations  and  Speeches,  2  v.  12mo,  16f    Boston,  ^7.5.  ...1851 

-^-^— Speeches  and  Addresses,  16mo,  U    •. Boston,  U,&...iisi 

Tnie  Grandear  of  Nations,  fcap.  8vo,  !• W,  Swtk 1846 

White  Slavery  in  the  Barbaiy  Stotes,  fcap.  8vo,  is  Sd  ;  12mo,  Is  Sd  Law  1855 

(Tho.ff.)  Nev  Method  of  Finding  a  Ship's  Position  at  Sea,  Sid  edit.,  8vo,  7s  6d  Boston,  T. &...«.  d. 

Sunbeam,  4to,  V.  1,  16»;  V.  2,  16<  iS9ii<A^a<e...  1839-40 

or,  the  Misused  Gift,  fcap.  8to,  6s  Miuters 1861 

■  Photography  from  Nature,  edit,  by  Delamotte,  4to,  6Zs Chapman  JtH.  185S 

. -Stories,  2  ▼.  fcap.  8yo,  each  5f— rod.  to  3«  6e2 Lodcwood  i860 

Sunbeams  for  all  Seasons  :  Counsels,  Cautions,  kn. ,  new  edition,  fcap.  Svo,  3<  6<f HoulsUm.    1861 

Little  Children  from  Genesis,  Poems,  12mo,  2« Jos.  BladoKo^il^^ 

Sunday  Afternoon  ;  or,  Scripture  Pictures,  Poems,  &c.,  12mo,  8f  6<i   Bagster 1834 

•  Afternoons  ;  or.  Short  Addresses  to  Toung  Women,  by  a  Lady,  fp.  8to^  2s  6d  WeriJiekn  1862 

in  the  Nursery,  16mo,  2s  6d Sedey 1853 

Alphabet,  by  G.  G.,  Illuminated  by  Owen  Jones,  obi.  16mo,  6s    Day  tkSon    ...1861 

of  Animals,  by  Aunt  Katie,  18mo,  2s  6d   New  Fork 1861 


•  and  Nursery  library  for  the  Toung,  9  y.  18mo,  each  Is HamiUon 1853 

>  at  Home,  1854  to  1862,  loy.  8yo,  V.  1,  U  6c2;  Y.  2to  9,  each  6<  Bel,Tr.Soc.  Anmad 

•  Book  for  the  Toung  i  or.  Patriarchal  Times  in  the  East,  16mo,  2s  6d  Van  Voorgt  ...1855 

•  Eyening  Book:  Short  Papers  for  Family  Reading,  roy.  32mo,  Is  Straham. 1862 

—  Instructions  on  the  Church  Catechism,  16mo,  Zs  %d Sedeif 1838 


•  Eyenings  ;  or,  an  Introduction  to  Beading  the  Bible,  12mo,  tsM  A.  SeoU 1837 

•Hours,  a  Book  for  Toung  People,  18mo,  1<  6e{ Rd.TraatSoc.  1851 

•  Lessons  from  the  Old  Testament,  12mo,  6s  M Longman  1S38 

■  Picture  Book,  16mo,4s  Chapman^ H.i%s^ 

•  Scrip.  History,  Manners,  &c.,ea.ls  ;  cold.,4«  ;  oomp.Stand  12«   SocP.C.K.  ...1862 


•  Prayer  Book,  selected  from  the  Book  of  Common  Prayer,  8yo,  3« Brooks  1841 

•  Queries,  2  Series,  with  Key,  18mo,  each  Is  6d   IlouUton   ...1853-5 

-Beading;  Twelye  Scripture  Prints,  4to,  oold.,  Ss  6d  Simpkin 1851 

•  Beadings,  taken  from  the  Epistles  and  Gospels,  2nd  edit.,  12mo,  3« HamiUon  1843 

•  School;  a  Poem,  in  Three  Cantos,  fcap.  8yo,  2s Hope 1851 

-  Conferences,  Report  of  the,  cr.  8vo,  sd.,  Is  id;  cl.,  2s   Su,n.Sdi,  Unumiifn 


'  Seryioes  at  Home  for  Children,  edit,  by  Lady  Ducie,  new  edit.,  12mo,  9s  6d  Simpkin 1863 

•  Sketches  for  Children,  by  a  Father,  18mo,  Zs  dd New  York 1858 

■  Sunshine  ;  Hymns  and  Poems  for  Touth,  12mo,  2s  6(2 NiiAet    1859 

-  Teachers'  Treasury,  1858-61,  ed.  Whittemore,  V.l,  cr.8yo,  6s;  Y.2  to  5,ea.4s  Wertkeim  ...Annml 
New  Series,  V.  1,  cr.  8yo,  4s  Wertheim 1S62 


The  Rest  of  Labour,  byaChristian,  post  8yo,  10s  6cJ Nrwby   1856 

Sundon  (Vtess.)  Memoirs  of,  by  Mrs.  Thomson,  2  y.  post8yo,  24« Colbum 1847 

Sunlight  in  the  Clouds,  a  Tale,  for  the  Use  of  the  Blind,  8vo,  8«  24,  Arundel  St.  1%'^"^ 

some  Proyidenoes  in  a  Life-Time,  8rd  edit.,  18mo,  2s Mosleg  1861 

—  through  the  Mist;  Lessons  from  Liyesof  Qood  Men,  new  edit.,  12mo,  Ss  6d    J.F.iihaw i860 

Sunlit  Clouds ;  or,  Sorrow  Brightened,  Poems,  by  E.  B.,  82mo,  2s  Qd  Binns 1851 

Sunny  Scenes:  Becollections  of  Continental  Rambles,  18mo,  Is Book  Swrietp ...iSbi 

South  ;  or,  the  Southerner  at  Home,  edit,  by  J.  H.  Ingraham,  cr.  8yo,  SsM  ...  Pkiiad€tpkia...ii(^ 

Sunset;  or,  the  Eyening  of  Life,  roy.  32mo,  ls6d * Snow 1845 

Sunshine  and  Showers ;  Stories  for  Children  of  England,  16mo,  2s  6€f Bean 1851 

• in  Sickness,  12mo,  2s  MozUy  1859 

the  Country,  a  Book  of  Rural  Poetry,  with  Phot^iraphs,  sq.  8yo,  21s Orijgin   i860 

,  Heart;  or.  Cheerful  Amy,  a  Book  for  Girls,  illust.,fcap.  8yo,  3s6<i...  Nelson  i860 

Supematuralism  of  New  Engknd,  12mo,  2s  6d WUey 1847 

Suppression  of  Monasteries,  Letters  rekting  to,  edited  by  Tho.  Wright,  4to Cctmd^n  Soe....i$^ 

Sure  Foundation,  Select  Texts  of  Scripture,  18mo,  2s Nisbet    1851 

Hope  of  Reconciliation,  12mo,  8«,  1847;  new  edit.,  Is /.  Darling    ...1848 

Surenne  {Gah.)  French  Dialogues,  5th  edit,  12mo,  2s Simpkin 1861 

^  Grammatology,  8  v.  16mo,  12s  Simpkin 1835 

■ :  Manual  and  Trayeller^s  Companion,  14th  edit,  12mo,  Ss6<2...  SimjMn 1861 

..^_ . , — ^Primer,  new  edit,  12mo,  Isdd Simpkin 1S61 

■ Pronouncing  Dictionary,  14th  edit,  12mo,  7s6rf  Simpkin i860 

-abridged,  4th  edit,  18mo,  3s  6d  ...  Simpkin i86t 


-  Beading  Ifastructor,  new  edit,  12mo,  4s   Simpkin i860 

Rhetorical  Grammar,   12mo,  5s Simpkin 1847 


Petit  Cours  de  Fran9ais,  12mo,  8s — Key  to.  Is  6d   Simpkin 1848 

■  (J,T.)  Dance  Music  of  SootLwd,  fol.,  15s,  1851 ;  2nd  edit,  roy.  8yo,  7s...  Simpkin, 1831 

-  Songs  of  Scotland,  without  Words,  roy.  8yo,  7s   Simpkin 1851 


Surin  (/./.)  Foundations  of  a  Spiritual  Life,  by  Dr.  Pusey,  12mo,  4s  6d    J.HikJ.Parkeriiis 

Surrey  (ifitiW)  Poema,  edited  by  R.  Bell,  12mo,  2s  6d ., Parker  AsSon  1854 

Surridge  {T.)  Notices  of  Roman  Inscriptions  in  Northumberknd,  4to,  5s Longman 1853 

Surtees(i2o&e.)  History  of  Durham,  4  y.  fol.,  18/  18s;  large  paper,  29/  8s  Nidiols 1840 

Memoir  and  Correspondence  of,  by  Taylor  and  Baine,  8yo,  16s Whdttaker 1851 

(5. i'.)  Sermons  for  the  People,  12mo,  5s BeUADaldy..A%^S 

Treatise  on  the  Ministry  of  the  Word,  12mo,  Is  6ci Hatchard 1847 

•: (W,E.)A\Ur',  or,  Miscellaneous  Poetry,  2nd  edit,  24mo,  2s6c{  Crofts 1S41 
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Sortees  VW,E,)  Sketch  of  the  Lires  of  Lords  Stovell  and  Eldon,'  8to,  U Chapmam  in  J7.1846 

Surtees  Society  (Darbam)  Pablicatioos.     Bee  Appendix. 

SurreTing  and  LerelliDg,  Present  Practice  of,  8vo,  10«  6(2  Aichley 1851 

Snrreyor,  Bngineer,  and  Architect's  Jonmal,  V.  1,  4to,  13<  6(2  ;  Y.  2, 18«   Bdl  A  Daldyi%^i-i 

SnireyozBof  the  Highvays'  Account  Book,  4to,  it Simpkin 1847 

Susan,  by  the  Author  of  Ooeanus,  &c.,  fcap.  Sto,  1«  6(2 Darton  186a 

Susan  Pindar's  Story  Book,  comprising  Fireside  Fairies,  &c.,  12mo,  6< New  York 2851 

Sussex  Archnological  Collections,  12  y.  Svo,  vis.: — /.  B.  SmUhiS^i-i^ 

V.  1,  lOt ;  V.  2,  15« ;  V.  8,  10»;  V.  4  to  12,  each  14«. 

GarUmd,  edited  by  Jas,  liylor,  Sro,  12f AutJior  1851 

SutcUffe  (Jo$.)  Commentary  on  the  Bible,  2  ▼.  8vo,  25<,'5o;  new  edit.,  1  y.  8yo,  16«  Mmqu  1854 

Original  Sermons  for  the  Present  Time,  8yo,  6«  Mason  1840 

Paternal  Gatecbism  of  Religion,  18mo,  Is    Hamilton  1847 

(/.^.)Note8of  Lectures  on  the  Apocalypse,  8vo,  10s  6d PaHridge 1854 

(CoI,T!)  Crusoniana;  or,  History  of  the  Island  of  Juan  Femandex,  Sfo,  10«  6(2  Antkor  1843 

(Tho.)  Besidenees  in  Chili  and  Peru,  1822-89,  8to,  21s P.Jackton 1841 

-  ((Fm.)  Family  Prayers,  ISmo,  St  Longman  1839 


Sutcliffe's  Plain  and  Ornamental  Penmanship,  4s Simpkin 1839 

Sutherland   (^.)  The  Bar,  its  Structure  and  Diseases,  d2mo.  Is Tyoi  1841 

(P.C.)  Voyage  in  Baffin's  Bay,  Barrow's  Straits,  &c., 1850-1,  2  v.p.8yo,27s  Longman  185a 

(Wm.)  Grainer,  Marbler,  and  Sign  Writer's  Assistant,  12mo,  2s  6(2 Simpkin 1854 

Sutherlands,  by  the  Author  of  Rutledge,  12mo,  7s  6(2 New  York i86a 

Sutro  {Sig.)  German  Ifineral  Waters,  for  Cure  of  Chronic  Diseases,  12mo,  7s  6d Parker  ds  Son,.  iSs^ 

Sutton  (il mot)  Orissa  and  its  Evangelization,  poet  8vo,  5s Hamilton  1851 

{A.O,)  Favourite  Flowers  ;  How  to  Cfrow  Them,  fcap.  8vo,  It  Jtoutledge  1859 

{Chr,)  Disoe  Mori  :  Learn  to  Die,  18mo,  8t,  1838  ;  cheap  edit.,  It J.HuLJ.Parkerii^o 

Viyere:  Learn  to  Live,  18mo,  8t  6(2,  Parker,  1847  ;  2t  6(2  ...  SocP.CK,  ...1859 

24mo,  It  6(2,  Pickering  ;  18mo,  It  6<2  J.H.ikJ.Parkerit^^ 

9 —  Meditations  on  the  Lord's  Supper,  18mo,  8t  6(2 — red.  to  2s ♦  J,H.d:J.ParkeriZ^^ 

(Edw.)  Hungary,  and  other  Poems,  12mo,  It  M Jos,  Blackwood  1% ^9 

(Hen,)  Evangel  of  Love  Interpreted,  post  8vo,  5t  BariUtt 1847 

(H.S,)  Quinquenergia  ;  Proposals  for  a  New  Practical  Theology,  8vo,  6t  6<2...  J.Ckapman  ...1854 

{Jno.)  Fall  of  Babylon,  ami  other  Poems,  12mo,  8t Bivington  1849 

(JJ^.)  Date  Book  of  Events  in  Nottingham,  1750  to  1850,  8vo,  lOt  6d Simpkin 185a 

■ (BoU.)  Correspondence  while  Minister  at  Vienna,  1694-98,  8vo,  14t   Murray 1850 

I  Directions  for  Duties  of  Churchwardens,  12mo,  2t Simpkin 1854 

(r.)  Calotype  Process,  2nd  edit.,  post  8vo,  2t  6(2  Low  1856 

^-  Collodion  Ptoceases,  Wet  and  Dry,  cr.  8yo,  St    Low    i86a 

Dictionary  of  Photography,  post  8vo,  7t  6(2    Low    1858 

Handbo(^  to  Photography  on  Paper,  poet  8vo,  2t  6d CundaU 1855 

Treatise  on  the  Positiye  Collodion  Process,  post  8vo,  2t Bland  Je  Long  1857 


Sutton  Coldfield,  History  of  the  Fovest  and  Chsse  of,  8vo,  5t Simpkin i860 

Suttor  {Qeo.)  Culture  of  Grape  Vine  and  Orange  in  Australia,  post  8vo,  ^  ..* Smith  ds  Elder  .1843 

Suwarow  {Qen.)  Sketch  of,  and  his  Last  Campaign,  by  Macready,  post  8vo,  lOt  Smith  ds  Elder  1851 

Swabey  {H,)  Instruction  preparatory  to  tlie  Holy  Communion,  6  Sermons,  12mo,  2t...  Sk^ngUm i860 

{M.C.)  Law  of  Divorce  and  Matrimonial  Causes,  new  edit.,  8vo,  lOt   ShawdsSons  ...1858 

Probate  and  Divorce  Reports,  V.  1,  2,  and  8  pts.  roy.  8vo,  52  16t6<2  ...  BvUerworikii%$%-^z 

. Reports,  Admiralty,  from  1855-59,  roy.  8to,  84t Bntterworthti^s^'^^ 

Swain  (Ci^.)  Cabinet  of  Poetiy  and  Romance,  4to,  21 1  Bogue    1844 

• Dramatic  Chapters,  Poems,  and  Songs,  8vo,  15t    Longfnan  1849 

English  Melodies,  12mo,  6t Longman 1849 

Letters  of  Laura  d'Auveme,  and  other  Poems,  12mo,  8t  6(2   Longman  1853 

Mind,  and  other  Poems,  Illustrated,  8vo,  21t ;  4to,  81t  6(2 Longman  1849 

(/no.)  Cottage  Carols,  and  other  Poems,  82mo,  It  6(2 Hamilton  1861 

Harp  of  the  Hills,  and  Notes  of  its  Echoes,  18mo,  2t Bartlett 1850 

(/o9.)  Redemption,  a  Poem,  48mo,  It  6(2— red.  to  It  HouhUm   1861 

Swaine  {E.)  Palestine  Lost,  Objections  to  Israel's  Restoration,  3rd  edit.,  18mo,  2t  6(2  Jacktond:  W,...ii6i 

Shield  of  Dissent,  12mo,  2t  6(2 Snow 1839 

(i2.5.)Gtenesea]ogy;  or,  Physiology  of  Woman,  12mo,  5t ^ Kent  1848 

Swainson  (C.il.)  Authority  of  the  New  Testament,  Lectures,  8vo,  12t Macmillan 1859 

Essay  on  the  History  of  Article  XXIX.,  8vo,  2t Mcicmillan 1856 

Examination  Questions  on  Pearson  on  the  Creed,  fcap.,  8t Parker d: Son... i2^^ 

Handbook  to  Butler's  Analogy,  12mo,  It  6(2 Macmillan 1856 

-  Hulseian  Lectures,  1857,  Creeds  and  Articles,  8vo,  9t  Macmillan 1S58 

•  and  Wratislaw  {A,H.)  Loci  Communes ;  Common  Places,  12mo,  St  6(2  Parker  d:  Son.  1 X48 


-  (J.H.)  Churchman's  Book  of  Family  Prayer,  new  edit^  18mo,  It Wertkeim 1X62 

•  (TTm.)  Animals  in  Menageries,  12mo,  6t— red.  to  St  6g^ Longman  1850 

Birds  ;  Fly  Catchers,  12mo,  cold.,  6t— red.  to  4t  6d H.  Bokn   1847 

of  Western  Africa,  2  v.  12mo,  cold.,  12t— red.  to  9t H.  Bokn   1846 


-  Discourse  on  Study  of  Natural  History,  12mo,  6t— red.  to  St  6(2 ...  Longman  1850 

-Exotic  Conchology,  roy.  4to,  cold.,  52  5t— red.  to  52t  6(2  H,  Bokn 1841 


-  Geography  and  Chtssification  of  Animals,  12mo,  6t— red.  to  St  6(2...  Longman  1850 

-  Habits  and  Instincts  of  Animals,  12mo,  6t — red.  to  St  6(2    Longman  1850 


-  History  and  Classification  of  Birds,  2  v.  12mo,  12t— red.  to  7t Longman  1850 

•  Fish, Reptiles,  2 v.  12mo,  12t-r.  to7t  Longman  1850 
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Svainion  {Wm.)  History  and  Claasification  of  Inaeets,  12mo,  0t— red.  io  9$  6d  Lonfpiutn  T850 

Quadrupeds,  12mo,  6s  —red.  toZ$6d    L<mgman  1850 

~^-^— New  Zealand  and  its  Coloniaation,  8tO)  li$ Smith  tk  Bldtr  i$S9 

the  War,  post  8vo,  5t    Smith  d:  Eider  i86a 


Obserrations  on  Climate  of  New  Zealand,  8yo,  84  SmiA  A  Elder  it^o 

»  Ornithology  of  Birds  of  Brazil,  roy.  8vo,  cold.,  78«  6rf— red.  to  45«...  H.  Bohn    1841 

Taxidermy,  and  Biography  of  Zoologists,  12mo,  6j — ^red.  to  3t  6e{...  Lcmgmam  1850 

Treatise  of  Shells  and  Shell  Fish,  12mo,  6s— red.  to  8«  6d   Longman  1840 

■  Zoological  Illustrations,  9  r.  roy.  8to,  16/  16s— red.  to  9/  9« M.  Bohn    1848 

Swallow  {O.C.)  Reports  of  the  Geological  Surrey  of  Missouri,  8vo,  21t....% Jtferwt^  City   1856 

Swan  (/ot.)  Comparatire  Anatomy  of  the  Nerrous  System,  4to,  52s  6d  Lonffmim  1841 

Demonstration  of  the  Nerres,  4to,  SU  6d  ;  folio,  14/  Longman  ......1835 

—— IMseases  and  Injuries  of  the  Nerves,  8to,  14« Lonffmmi  1835 

— Essay  on  Tetanus,  8to,  8«.: Longman  1836 

Inquiry  into  the  Action  of  Menmry  on  the  Body,  8yo,  2s  Longman  1847 

Method  of  Making  Dried  Anatomical  Preparations,  8to,  5s  Longftum  1835 

Nature  and  Faculties  of  the  Sympathetic  Nonre,  8vo,  2f  6d Longman  1847 

Origins  of  the  Visual  Powers  of  the  Optic  Nerre,  4to,  10s  6d  Longman 1856 

Physiology  of  the  Nerres  of  the  Uterus  and  its  Appendages,  8to,  Is   ...  Longman  1846 

Plates  of  the  Human  Brain,  4to,  21s   Longman  1853 

Principal  Offices  of  the  Brain  and  other  Centres,  8vo,  Is   Longman  1844 

The  Brain,  in  Relation  to  the  Mind,  8yo,  5«   Longman  1854 

(/.(?.)  Three  Years' Residence  in  Washington  Territory,  post  8to,  8s  6rf New  York 1857 

(T'Ao.)  Lectures  on  Bzistence  and  Attributes  of  the  Dirine  Being,  12mo,  8s  (ki  HotdtUm    1851 

\Wm,)  Friend  of  Sinners;  or,  Way  of  Salvation,  18mo,  Is  HamiUon  1855 

Letters  on  Missions,  2nd  edit.,  12mo,  4« ^  ^   Snow 1843 

Swan  Lake,  and  other  Poems  ;  Sacred  and  MiscelUneous,  fcap.  8to,  2$6d E.FaUhfiUl   ...1861 

Swanston  (Seij.P.)  Memoirs  of,  written  by  Himself,  8to,  5s  6d Coueini 1850 

Swanwick  (Aftss)  Selections  from  Gh)ethe  and  Schiller,  Svo,  8s,  1843  1  ^^^  edit.,  6s    J. Chapman  ...1846 

Swarbreck  {S»D.)  Sketohes  in  Scotland,  folio,  84s -red.  to  8»is Nattati 1845 

Swarts  (CF.)  Life  and  Correspondence,  by  Dean  Pearson,  2  y.  post  8to,  16s  Hatchard 1839 

of,  12mo,  2s  6d   S^^g 1855 

Swayne  ((?.C)  Prometheus  Chained  of  .fischylus,  transUted  into  Verse,  8to,  2s  6d...   Whittaier 1846 

Specimens  from  Schiller  and  Uhland,  12mo,  2s  6<2 Pickering  1848 

(J,0.)  Obstetric  Aphorisms  for  Students  in  Midwilery,  2  e.,  fcap.  8vo,  3s  6d  Churchili  1861 

Swedenboig  {E.)  Angelic  Wisdom  concerning  Dirine  Love  and  Wisdom,  8vq,  3s Longman  186 1 

Animal  Kingdom,  translated  by  Wilkinson,  2  v.  8vo,  38s Newbery    ...1843-4 

Apocalypse  Bxplained,  6  v.  8vo,  86s    AVwftery  ...1836-40 

Revealed,  2  r.  8vo,  12s  ;  roy.  8vo,  21s Newberg    1851 

'  Arcana  Ccelestia  ;  or,  Hearenly  Arcana,  with  Index,  18  y.  Svo,  78s  Neii^>ery  ...1840-51 

Biographical  Sketch,  by  E.  Rich,  12rao,  2s Rich  1849 

Biography  and  an  Exposition,  by  E.  P.  Hood,  12mo,  5s — ^red.  ^t^d  A.  HaU 1854 

of,  by  J.  G.  Wilkinson,  iiost  8yo,  5s  Newhcrg 1849 

Camena  Borea,  edited  by  Tafel,  8vo,  4s  6rf   Nev^berg 1843 

'  Glavis  Hieroglyphica  Arcanorum,  4to,  4^6rf  Newbery 1847 

Compendium  of  Spiritual  Writings,  roy.  8yo,  12s New  York 1853 

Doctrines,  &c.,  of  his  Writings,  by  Clissold,  Svo,  7s Newberg 1846 

Documents  respecting,  by  Tafel,  translated  bySraithson,  I2mo,  4s  Newberg 1849 

Economy  of  Animal  Kingdom,  transl.  by  Clissold,  2  y.  8yo,  81s  6d  Newberg 1845 

Essay  on  the  Credibility  of,  2nd  edit.,  l8mo,  Is Trimen 1842 

Bxplicationum  Geneseoe,  cap.  i.  ad  cap.  xxiv.,  8to,  10s  6d Newberg 1847 

_—  Future  Life,  2nd  edit.,  12mo,  Is  6rf    J.C^apman  ...1854 

Gems  from,  with  Memoir  by  0.  P.  Hiller,  *82mo,  3s  ffodwn 1852 

Generative  Oigana  considered,  transl.  by  J.  J.  Wilkinson,  8yo,  7s6(f  Newberg 1851 

. Heaven  and  its  Wonders,  and  of  Hell,  Svo,  5s   Longman  i860 

Described,  Svo,  5s  Nei^erg 1863 

Hieroglyphic  Key  to  Natural  and  Spiritual  Mysteries,  8yo,  2s  Newberg 1 847 

Infinite  and  Final  Cause  of  Creation,  transl.  by  Wilkinson,  8yo,  6$   Newberg 1847 

.        Itinerarium  ex  Operibus  Poethumis,  Pts.  1  and  2,  8yo,  4s  6d  Newberg 1840 

■  — Last  Judgment,  8yo,  Is Newberg 1839 

Leading  Doctrines  of  the  New  Church,  roy.  8yo,  6s  6d Newberg 1846 

life  of ,  for  Youth,  by  Sarah  Doughty,  32mo,  Is Hodton 1857 

Ludus  Heliconius,  recensuit  Tafel,  8yo,  2s  6rf NevAerg 1841 

New  Jerusalem  and  its  Heavenly  Doctrine,  Svo,  5s Lvngman  i860 

— — Observations  on  Physical  Sciences,  translated  by  Strutt,  8yo,  7s  6(f  Newberg 1847 

■  (Bconomia  Regni  Animalis,  edited  by  Wilkinson,  Svo,  10s Newberg 1847 

— ^— Opusculaqnndam  Argument!  PhiloBophici,ed.  by  Wilkinson,  8to,  5s  Newberg 1846 

■  Posthumous  Tracts,  translated  by  Wilkinson,  Svo,  5s Nevierg 1845 

—  Princiina;  First  Principles  of  Natural  Things,  2  y.  Svo,  80s  Nev^terg 1845-6 

_^  Principles  of  Chemistry,  transhited  by  Strutt^  Svo,  12s Nevierg 1847 

■  Regnum  Animale,  4  v.  Svo,  each  10s Newberg 1846-9 

Summary  of  Internal  Sense  of  Prophetic  Books,  &c.,  Syo,  Is  6ci..    Nevierg 1840 

■  Treatise  on  Conjugal  Love,  Svo,  5s  Nev^erg 1841 

— — —— Diyine  Love  and  Wisdom,  Svo,  2«  6d   Newberg 1843 

— : Providence,  Svo,  4s Newberg... ......iZ^ 
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Swedenborg  (F.>  Trae  Christiaa  Religion,  8th  edit.,  Sro,  10«  6<2    Newbery 1847 

Swedenborg,  a  Hermetic  PhiloBOpher,  a  Sequel  to  Remarks  on  Alchemy,  cr.Sro,  7«  M  New  York 1858 

and  his  Mission,  by  D.  G.  Goyder,  12mo,  \a  6d Pitman 1853 

Swedenborgian  Reader  and  Class- Book,  post  8yo,  it    Nodton 1846 

Swedish  and  Rnglish  Dictionazy,  18mo,  5<  WiUiamadeN,  1847 

Brothers,  a  Tale,  18mo,  U6d Masters 1845 

Sweet  (c?eo.)  Cases  on  a  Wife's  Separation,  8vo,  2t  6d Stoecl 1840 

Concise  Precedents  in  Conveyancing,  2nd  edit.,  roy.  8yo,  23< Sweei 1845 

Forms  of  Wills,  with  Statates  7  Wm.  IV.,  1  Victoria,  12mo,  6t Sweet 1838 

Limited  Liability  Act,  1855,  with  Notes,  12mo,  9«    Sweet 1855 

Statates  rdating  to  Conveyancing,  8  and  9  Vict.,  8vo,  8s Sweet 1845 

(Joi.)  Practice  of  the  County  Courts,  by  Writ  of  Justices,  8vo,  8f Wildy    1835 

{/,B')  Religious  Liberty  ;  or,  the  Church  in  Chains,  8vo,  2i  6(2  Cleaver  1847 

Speculum  Pftrochiale,  obi  8vo^  4t    » Cleaver 1858 

(/.D.)  Elements  of  Draughts,  fcap.  8vo,  2s  6<f New  York 1859 

' (J.M.)  Treatise  on  Diseases  of  the  Chest,  8vo,  15s New  York 1852 

(Robt.)  British  Warblers,  and  Bechstein's  Birds,  poet  8vo,  6s  ;  cold.,  7s  6d JI,  Bohn    185} 

Hortus  Britannicus,  by  Don,  8vo,  2l4,  Bidgway — red.  to  15s  H.Bokn 1839 

.  Hothouse  and  Greenhouse  Manual,  8vo,  16s,  Ridgway — ^red.  to  12i ff.Bokn 1839 

: Ornamental  Flower  Garden  and  Shrubbery,  4  ▼.  8vo,  SI  8s— red.  to  84s  Willis    1857 

Sweet  South;  or,  a  Month  at  Algiers,  12mo,  4s Bope 1854 

Story  of  Old,  IBmo,  2s  6<f  Rel,TractSoc  i860 

Sweetser  (If.)  Mental  Hygiene,  2nd  edit,  12mo,  7s,  Wiley,  184.3  ;  roy.  8vo,  Is  (id...  Simpkin 1844 

Swepetone  {WM.)  Christmas  Shadows,  a  Tale  of  the  Times,  12mo,  5s Newby   1849 

'      .  Two  Widows;  or,  Matrimonial  Jumbles,  8vo,  4s Neicby    1853 

Swete  (C.J.)  Handbook  of  Epsom,  with  Illustratioos,  cr.  8vo,  4s Simpkin 1861 

(^.iT)  Flora  Bristoliensis,  poet  8vo,  5s  JfamilUm  1854. 

(J.)  Family  Prayers,  12mo,  Ss,  AyloU,  i8$s  ;  new  edit,  2s  M JJouleton   1859 

Swift  (/on.)  Works,  edited  by  T.  Roscoe,  2  v.  med.  8vo,  Z28,  Washbownte,  '41  ;  24s    H.  Boht^    1848 

Closing  Tears  of  his  Life,  by  Wilde,  with  Poems,  2nd  edit,  8vo,  7s  6d    LongmoH  1849 

■  GulUvei's  Traveb^  18mo,  2s  Qd,  IfvgkeSj  1847;  cheap  edit,  Is Longman  i86a 

adapted  for  Youth,  12mo,  2s Bums 1854 

ed.  by  W.  C^Tbylor,  r.  8vo,  2ls,Heyward—T.  tol2s  If.  Bohn..  1841 

illustrated  by  Grandville,  roy.  8to,  21«,  '40—red.  12«  ff.  Bohn 184 1 

■ ' with  a  French  Translation,  by  Dr.  Pirscher,  12mo,  Ss  Simpkin   1859 

'■    Poems,  with  Memoir  by  Mitford,  8  v.  12mo,  15« Pickering  1835 

and  Prior,  Select  Poems,  by  C.  Bathurst,  12mo,  8s Parker  dsSon  .1853 

'  Richardson,  by  Lord  Jeffrey,  roy.  16mo,  Is Longman  1852 


{R.L.)  Chancery  Orders,  1828  to  1845,  with  Gsses,  12mo,  12s Stevens  1845 

{T.)  Almanac  for  2000  Tears,  from  the  Christian  Era,  roy.  82mo,  Is  M   Longnum  ......1856 


Swinbome's  BailiflTs  Aooount  Book,  new  edit,  folio,  6s  6d Simpkin 1844 

Farmer's  Account  Book,  folio,  9s Simpkin 1843 

I^eld  Register  Book  for  30  Fields,  folio,  5s ;  for  60  Fields,  7s6d  Sin^in 184a 

Swinburne  {A.C.)  The  Queen  Mother  and  Rosamond,  Two  PUya,  12mo,  5s Pickering  1861 

■"  {£fen.\  Courts  of  Europe  at  Close  of  Ust  Century,  2  v.  8to,  28s Colbum 1841 

{TKos.)  Letters  on  Philosophy  of  the  Law,  8vo,  6s  M Bntterworths  ...1840 

Swindell  (J.O.)  Rudimentary  Treatise  on  Well  Digging,  12mo»  Is '. Wtale    1849 

Swinfield  (Bp.Rich.)  Household  Roll  of  his  Expenses,  1289-90,  2  y.  4to Camden  Soe.  1854.5 

Swinhoe  (R.)  Narrative  of  the  North  China  Campaign  of  1860,  Svo^  12s Smith  d:  Elder  1861 

S winton  (A  rch. )  Decisions  in  Registration  Court,  Glasgow,  1 885-43,  8vo,  1 8s Benning 1 8  50 

(fT.)  Rambles  among  Words;  their  Poetry,  Histoiy,  &o.,  fcap.  8vo,  SsHd  Orifin 1861 

Swiss  Family  Robinson,  new  ed.,  plates,  12mo,  8s  6if,  Simpkm^^^z  ;  cheap  ed..  Is  6cf  C.  B,  Clarke.. .j9s€ 

18mo,  2s6<i;olothgilt,3s,'5i;  newed.,  12mo,illuBt.,  8s6<i  NsUtm   1853 

Pictures  from  Swiss  History,  fcap.  8vo,  5s Boston,  U,S....i%6o 

Swithenbank  (/.)  QuesUons  on  Ayckbourn's  Chancery  Praetioe,  12mo,  6s BuUer»orthM...i9$o 

Switzerland,  History  of,  new  edit,  12mo,  6s,  i849^red.  to  ^  6d Longmetn  1851 

Illustrated  by  Beattie  and  Bartlett,  2  V.  4to,  60s   ViHue    1836 

Practical  Guide  to,  by  an  Englishman  Abroad,  7th  edit,  12nio,  %s%d...  Simpkin i86s 

Sword  (The),  an  American  Tale,  18mo,  Is. Boulston    1840. 

'—  and  Gown,  by  the  A.  of  Guy  Livingstone,  fcap.  8vo,  7s  6d,  '59  ;  2nd  ed.,  4s  €d  Parker  A  Sen  .i860 

Sworde  (2%o.)  Apo^lical  Sketches,  12mo,  3s  6<2 Parker  ASon   1849 

Ezpontion  of  the  First  17  Articles  of  the  Church,  8vo,  7s Parker  A  Son    1847 

^  Sunday  Readings  on  the  First  Lessons,  12mo,  bs Rivington    1853 

Sybel  (H.wm)  History  and  Literature  of  Crusades,  tr.  by  Lady  D. Gordon, p.8vo,  10s  M  Chapman  A  B.\%^t  . 

Sybil  Lennard,  a  Novel,  3  v.  post  8vo,  31s  Qd,  Newby,  1846;  12mot  Is  6d T.Bodgson 1854 

Spell,  12mo,  Is  6d SimjMn 1846 

Sydenham  (Oeo.)  Notes  of  Lessons,  for  Elementary  Teachers,  new  edit,  12mo,  8s  ...  Longman  1857 

(Jno.)  Dissertation  on  the  Ancient  Colossal  Figure  atCeme,  Doiset,  8vo,  5s  Pickering 1841 

.  History  of  Poole,  Dorset,  by  Salter,  8vo,  12s Whittaker 1839 

■  (Lord)  Memoir  of,  ed.  by  his  Brother,  8vo,  18s^'43  ;  2fid  ed.,  p.  8vo,  9s  6d  Murray 1844 

(T.)  Opera  Omnia,  8vo Sydenham  Soc.  1844 

in  English,  2  v.  8vo  Sydenham  Soc.^2.so 


Medical  Notes  and  Observations,  18mo,  2s ChwrehiU  1845 

Sydenham  Sindbad  ;  his  Seven  Journeys  in  Wonder  Land,  sq.  8vo,  3s  6d J,  C.  Brown  ...1857 
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Sydenham  Society  PablicationB.     See  Appendix. 

Sydney  {H<m.A.)  Home  and  ite  Inflnenoe,  2nd  edit.,  3  r.  post  8to,  81<  M  Beniley  1847 

ULlg.)  Life  of,  by  Q.  Van  Santvooid,  12mo,  7f New  York 1851 

(Sir  Phil.)  Mifloellaneoiu  Works,  with  Life  and  Notes,  by  W.  Gray,  8?o,  14t...  BotUm,  U,  8, ...i860 

Sydney,  The  Stranger's  Guide  to,  12mo,  2i  6<2 Simpkin 1862 

'  liagarine  of  Seienoe  and  Art,  Y.  1  and  2,  roy.  8to,  each  30« Simpkin i860 

-^— *  Morcum,  a  Novell  2  r.  post  Sre,  21t   Afoaam  1844 

Sydow  <-l<io^)  Scottish  Chorch  Question,  8to,  7« Nighet 1845 

Sykes  (Joe.)  Historical  Sketch  of  Old  and  New  St.  Paul's  Cathedral,  18mo,  It WilloughJ^    • -1839 

Sylyan  Melodist ;  or,  Cabinet  of  British  Birds,  18mo^  2i6d DarUm  1835 

SylTan*s  Pictorial  Handbooks,  yia. :  —  «..  JoknMtone,..ii^&~s* 

Clyde,  2t  6d.     English  Lakes,  3»  6d,    Stafia,  2t  M.     Land  o'  Bums,  12mo,  Is  Odj 

Sylyanus;  or,  the  FrunitiTe  Christian,  aTale,  12ino,  8«6d LongvuM  1844 

Sylrester  (/.)  Garland  of  Christmas  Carols,  12mo,  it  6d BoUm    ...1861 

Sym  (/no.)  Discourses,  with  Memoir  by  Craig,  post  8to,  6<  (id  Grwmbridge  ...1856 

Symbolic  Anglo-German  Vocabulary,  edit,  by  P.  Lebahn,  8to,  6«  ^  Loeheood  1859 

Syme  (/m.)  Contributions  to  Pathology  and  Praoticaof  Suigeiy,  8ro^  10s  td  «...  Simpkin 1847 

■  Obeeryations  in  Clinical  Surgery,  2nd  edit.,  8to,  8«  6d ^ Hamilton  1861 

— Principles  of  Surgery,  8to,  12« Mwrra/ff 1856 

— ^^-^^  Stricture  of  the  Urethra  and  Fistula  in  Perineo,  8to,  4«  Oct  Simpkin 1855 

Treatise  on  Diseases  of  the  Rectum,  12mo,  it  fid Simpkin 1853 

— — ^ BzeiBiouof  Diseased  Joints,  8to,  Si..'. Simpkin 1851 

(J,B,)  Readings  for  Railways,  12mo,  Is Gilpin    1850 

Symington  (And.)  Lectures  <»  Slements  of  Dirine  Truth,  iKMt  8vo,  8t  6(2    ^Tke6bald    1854 

*-^-^—    (i./.)  Harebell  Chimes,  Poems,  2nd  edit.,  fcap.  8to,  bt Longman  1862 

■  Pen  and  Pencil  Sketches  of  Faroe  and  Iceland,  cr.  8vo,  lOt  6<i  ...  Longman  1862 

■  The  Beautiful  in  Nature,  Art,  and  Life,  2  ▼.  post  8to,  21t Longman  1857 

-(TTm.)  Atonement  and  Intercession  of  Jesus  Christy  8to,  6«  id  Longman  1835 

-  Messiah  the  Prince,  12mo,  Zttd Wkittaker 1840 


Symmers  (/as.)  Sol-Fa  Method  of  Singing  at  Sight,  8to,  2s  6c{— red.  to  Is  6d  Simpkin 1858 

Symn  (W.)  Blementsof  Perspectire  Drawing,  by  Couch,  4to,  3s />c«t 1848 

Symonds  (il re.)  Mechanics  of  Law  Making,  12mo,  9tM CkwrUm 1835 

*——'——  Lectures  on  Sleep  and  I>reams,8TO,2s 6<i,  Murray^* $\\  n.e«,cr.8yo,2s  Longman  1858 

"■    '       Principles  of  Beauty,  roy.  8vo,  6s  BtUADaldg.\%%j 

'  The  Esoorial,  a  Prise  Poem,  recited  in  the  Theatro,  Oxford,  12mo»  Is  6d  Whittaker i860 

(Rich.)  Journal  temp.  Charles  L,  edit,  by  C.  S.  Long,  4to   Camden  Soe,  ...ttSo 

(Sarah)  Bmmeline  Latimw,  a  Norel,  8  t.  post  8vo,  81s  6d  Newby    1857 

— — Heatherbrae,  a  Novel,  8  t.  post  8to,  81s  6d Ne^g    1858 

Soldier's  Pnig;ress,12mo,2s  6d  ;  cold., 3s 6d,  WiUoughdg^* s<^  l  ch.ed.,ls  Lea    i860 


^(Adm,SirW.)  Memoirs  of,  edited  by  J.  A.  Sharp,  8to,  21s Longman  1857 

(W.S,)  Geology  as  it  affects  a  Plurality  of  Worlds,  12mo,  2s Bogue 1856 

— ^— ^—  Old  Bones ;  or,  Notes  for  Tonng  Naturalists,  fcap.  8to,  2t  6d ffardwicke    . . .  1 86 1 

■  — —  Stones;  Notes  on  the  Rocks  near  Malrem,  12mo,  3s  6<i  Bogue 1855 

' Stones  of  the  Valley,  12mo,  5s   * BenOeg  1857 

Symoiis(f.Tr.)  Law  Relating  to  Merchant  Seamen,  new  edit.,  12mo»  $t  Longman  1855 

(0,J.)  British  Rainfall  oyer  the  British  Isles,  8to,  Is Stanford    x86a 

■'  1^<C,)  Arts  and  Artisans  at  Home  and  Abroad,  poet  8vo,  6s Simpkin 1839 

— ^—  Attorney  and  Solicitor's  Act,  6  and  7  Vict.,  12mo,  2s  6d  Swea 1843 

~^^ Bssay  on  the  Era  of  Wm.  Burke,  the  Author  of  Junius,  cr.  8to,  8s  6d  Smith  de  Elder  .1859 

■  Law  of  Parish  Settlement  and  Practice  of  Appeals,  12mo,  10s  6<l  ...   Benning 1845 

-  Railway  Liabilities,  8yo,  2s  6d    Btnnimg    1846 

'■  Milford,  Past,  Present,  and  Future,  8to,  Is    Pip€r 1857 

■'    ■  Papers  on  Reformation  of  Young  Offenders,  12mo»  Is  6d JRouiUdge  1855 

■  Rough  Types  of  English  Life,  post  Syo,  5t Jat,  Blackwood  liSo 

—  School  Economy:  Best  Modes  of  Establishing  Schools,  12mo,  8s  Parker  A  Son  .t9s* 

■  Sir  Robert  Peel  as  a  Type  of  Statesmanship,  8to,  fis Longman   1856 

•  Tactics  for  the  Times,  as  regards  the  Dangerous  Cla88es,.8vo,  7s  OUivier 1849 

Synge  (Af.^.)  Great  Britain  One  Empire,  12mo»  8s  6d   Parktrdc Son...it^i 

Synodalia;  Journal  of  Convocation,  edited  by  C.  Warren,  8to,  12s  6(1 /.  R^ttaJter  ...1853 

Synopsis  of  British  History,  edited  by  8.  NeU,  12mo,  2s    Qrifin    1861 

Coniferous  Plants  Grown  in  Ghreat  Britoun,  post  8to,  5s Longman  1850 

Geography  used  at  Sandhurst  College,  6th  edit.,  8vo,  4s WhiUaker  1847 

■  Grote's  Homeric  Theory,  12mo,  Is  6e{ Simphin 1848 

Italian  Verbs,  by  F.  M.,  12mo,  2s    Dulau    1840 

Various  Administrations,  1766-1842,  folio,  8s  6<f  Longman   184s 

Synoptical  Tables  of  the  Pktfta  of  Speech  of  the  French  Language,  roy.  4to,  Is  6<f  ...  Simpkin..  i860 

Syntax's  Three  Tours,  3  t.  roy.  8yo,  each  21s    red.  to  12i ;  or  3  t.,  81s  6c2  Nattali  1^55 

Syria  and  the  Modem  Syrians ;  or,  Natire  Society  of  Damascus,  &c,  post  8yo,  lOtUd  Longman    1844 

the  Holy  Land,  AsiaMinor,  &c,  illustrated  by  Bartlett,  8  v.  4to,  68s Pither  ' 1836 

Syriac  Miscellanies,  with  Notes  by  B.  H.  Cowper,  Syo,  8s  6d Williama  A  N.  1861 

Reading  Lessons ;  from  the  Peschito  of  Old  and  New  Testaments,  post  8to,  6s    Bagtter  1851 

Syrian  Noble;  or,  Believe  and  Be  Healed,  18mo,  8s    /.  if. /adboii.1849 

Syro-Bgyptian  Society  Publications.     See  Appendix. 

System  (The),  a  Tale  of  the  West  Indies,  8vo,  2s  6<i  BToultton   1855 
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SyBtemof  Practical  MathematieB,  Scottish  School,  12nio,  Bs  ;  Key  to,  U ffouUlon    1846 

Systematic  Arrangement  of  Scripture  for  Sunday  Schools,  18mo,  2» SeeUy 1848 

Szabad  {Emerie)  History  of  Hungary,  Past  and  Present,  poet  8to,  5«    Houlston    1854. 

State  Policy  of  Burope,  from  the  16th  Cent.,  2  r.  8vo,  28#— red.  12«  Longman  i860 

S«emery(iir,)  Hungary  from  1848-1860,  post  8to,  6» BentUy  i860 

Szeredy  (/.)  Asiatic  Chie&  :  Romance  of  Magyar  History,  2  y.  post  870,  28t Longman   1856 

Siyrma  {W.S,L,)  Poems  of  the  Day,  Franklin  and  Garibaldi,  ISmo,  U  WhUtaker  i860 

Taafb  (/.)  Histoiy  of  the  Order  of  St.  John  of  Jerusalem,  4  ▼.  8yo,  60« Bope 1853 

Tabernacle  in  the  Wilderness,  12mo,  Is Wo'tkeim  1849 

its  Literal  Uses  and  Spiritual  Application,  4to,  10$  6d Niibet    1852 

Vessels  and  Furniture  Displayed,  new  edit.,  oblong  folio,  35# Bag$ter ^...1850 

Table  Btiqaette,  Domestic  BooDomy,  and  Oonfectioneiy,  12mo,  2«  6<i    Orr    1855 

U  Costs  in  Bankruptcy,  New  Order,  1856,  3«  M D.  Wood 1855 

Bqualiied  Weights  and  Prices  of  Cattle,  24mo,  1<    Dean 1855 

-  Stamps  E3dgibM  in  Scotland,  12mo,  5<  Blackwood 1853 

Talker  ;  or,  Boays  on  Society  and  Literature,  2  v.  12mo,  12< Pickering 1840 

Turning  and  Table  Talking,  Beporta  of  Bxperiments,  12me,  U    Vitetelly    1853 

Wit,  and  After-Dinner  Anecdote,  18mo,  2»  6d  Bogue 1840 

Tiibles  for  Buying  uid  Selling  British  Stocks,  81^  to  105  per  Cent.,  12mo,  5a  6d    ...   Unwin  .........1847 

of  Disoount  from  24  to  474  ?^^  Cent.,  8vo,  4f Hamilton  1843 

« English  Silrer  and  Qold  Coins,  fr.  Norman  Conq.  to  Present  Time,  4to,  SOf  Ant,  Soe.  Lond.n.  d. 

Lo^uithms,  Common  and  Trigonometrical,  new  edit.,  12mo,  1*  6ci  Walton »-i853 

Prime  Cost,  Profit,  and  Rebate,  12mo,  5i Piper 1849 

Tabnlja  AnatomicsB,  edited  by  F.  Arnold,  Pts.  1,  2,  8,  ea.  d2« ;  Pt.4,  2^  divisions,  48«  Btaek  1838-42 

Tabular  View  of  the  Order  and  Leading  Families  of  Myriapoda,  &c,  4to,  6s Soc.  P,  C.  Jr...i86i 

Views  of  the  Orders  and  Families  of  the  MoUusca,  4to,  6a Soc.  P.  O.  K...i$6o 

Tadtua,  Opera,  i  Brotier,  cuia  Valpy,  4  r.  8to,  42t WMttaktr 1839 

Bnglish  Notes,  8  r.  post  8to,  24»    Longman  1835 

edidit  Carson,  8yo,  Q< WkiUaier 1843 

Bitter,  4  T.  8vo,  28«   Parker  di  Son  1848 

Oxford  Pocket  Classics,  2  v.  18mo,  61 J.H.ti:JJ*arker\%^9 

Woriu,  translated,  poet  8to,  each  6*  ;  V.  1.  Annals.    V.  2.  Qermania,  &e.    H.Bohn 1853-4 

Agricola,  12mo  (Classical  Texts),  1» Parker  d:  Stm'  1846 

Annales,  Lib.  1,  Waltfaer  s  Text,  English  Notes,  8yo,  5»  6d  BeUde  Daldy...i%^'^ 

^— — — 1-6,  Arnold's  Classics,  12mo,  6«  Rivington  185a 

11-16,  Arnold's  Classics,  12mo,  5#  Rivington  1853 

Excerpta,  edidit  Pillans,  12mo,  2«  6rf Parker  A  Son  1848 

ct  Hlstoria,  translated,  8yo,  16j,  Tatboy* — red.  to  10«  6d U.  Bohn    1839 

Annals,  Books  1  to  6,  by  R.  Mongan,  12mo,  3s  6d  ;  new  edit.,  2s  6<i Simpkin 186a 

■  Latin  Commentezy,  by  J.  Stock,  post  8to,  Sa  (Dublin  Classics)  Simpkin 186a 


Oermania,  12mo,  la  (Classical  Texte) Parkerik  Son  ,iS^6 

• Dissertations  and  Notes  by  Latham,  Sto,  12»  6rf WaUon 1851 

Walther's  Text,  Bnglish  Notes  by  Hickie,  post  8yo,  2« H.Bohn 1845 

Agricola,  et  Annales,  Lib.  1,  by  Smith,  12mo,  5s    WaUon 1855 


-  and  Histories,  by  J.  Stock,  post  8vo,  S«  (Dublin  Claasics)  Simpkin 186 


et  Agricola^  by  Frost,  fcap.  8ro,  8s  %d WhiUaker  1861 

White,  12mo,  4s  6d Longman  1850 

'  Latin  and  English,  by  Spillan,  1 2mo,  3s  6«(    Simpkin 1 848 


■     translated  by  Owgan,  new  edit.,  12mo,  2s    Simpkin i860 

Taffetas  (3fr$.)  Recollections  of,  by  her  (Granddaughter,  12mo,  Ss  6«{,  1857  ;  n.  e.,  2s  Knight  dt Son  .1858 

Tagart  (£.)  Looke's  Writings  and  Philosophy  Historically  considered,  8to,  128  6d   ...  Longman  1855 

Remarks  on  Demonstiatiye  Reasoning,  8to,  4s /.  Chapman  ...i^^y 

Sketobesof  the  Reformers  of  Sixteenth  Century,  8vo,  5s   /.  Cfiapman...i2^z 

Tahiti  and  ite  Missionaries,  Ice.,  12mo,  Is,  NeUw,  1846;  3s Rel.TractSoc...i9si 

TaiUefer  (Nugent)  British  CJavalry  Songs,  12mo,  2s  6d    A.  Hall 1854 

Tainah  (B.C.)  Schoolmaster'a  Function  in  Pretention  of  Misery,  12mo,  Is  Qd Hamilton  1858 

Tait  (J9p.)  Dangers  and  Safeguards  of  Modem  Theology,  new  edit,  8yo,  9s Hurray 1861 

Lessons  for 'School  Life,  Selection  from  his  Sermons,  12mo,  6»  6d   HamHion  1850 

-  {P.O.)  and  Steele,  Treatise  on  Dynamics  of  a  Particle,  post  8vo,  10s  ^d    MacmiUan  ...1856 

-  {Wm.)  Christian  Indeed,  Discourees  on  Lord's  Prayer,  12mo,  4s  6<2  Seeley 1847 

Magdaleneism  ;  or.  Prostitution  in  Edinburgh,  pofet  8vo,  6# Highley 184a 

Meditationes  HebraicaB,  2  r.  post  8vo,  17*,' 54  ;  new  edit.,  2  t.  12mo,  12s  Hamilton 1859 

Serpent  in  the  Wilderness,  18mo,  2«  Nisbet 1851 

Talbot  (Ca^A.)  Essays  and  Reflections,  32mo,  1«  6rf Bogue 1839 

{C.B.M.)  Newton's  Enumeration  of  lines  of  Third  Order,  kc.,  8to,  10s  6d   ...  H.  Bohn    1861 

(C.S.)  First  Principles  of  Religion,  in  Dialogues,  16mo,  2s  Van  Voorst  ...1839 

(f.i2.)  Experimental  Christianity,  12mo,  Is  6<i  Wertheim  1855 

Expository  Sketohes in  Qospel  Narratires,  12mo,  Is  6d  Wertheim  1855 

(JSr.^.)  Antiquity  of  the  Book  of  Genesis,  Illustrated,  8vo,  8s  Longman  1839 

English  Etymologies,  8vo,  12s Murray 1846 


— ^— Hermes  ;  or.  Classical  Researches,  8vo,  Pt.  1,  2s  6(2;  Pt.  2,  4s  6d Longman  ...1838-9 

Pencil  of  Nature,  4to,  Pt.  1,  12s  ;  Pt.  2,  21s  ;  Pts.  8  to  6,  ea.  7s  6rf   Longman  1846 

—  (Hon. Mrs.)  Parochial  Mission  Women,  their  Work  and  ito  Fruits,  12mo,  2s  Rivington  i86a 

(Comiii<M{ore/9.)l^of,12mo,  8i6fi{  New  York 1850 
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Tftlbot  and  Vernon,  a  NoTel,  8  t.  post  8to,  81<  (M RouUedgt  1850 

Tbde  lor  the  Pharieeea,  by  Author  of  Dir^i  and  Lasanu,  12mo,  4*,  *59— r.  to2$6d    Judd  <fc  Gian  .  1S60 

of  a  Tiger,  l8mo,  6  lUuetrationB,  1« Bognt 1842 

without  an  Bnd  :  an  Old  Friend  with  a  New  Face,  aqoars,  2f   CkapmemA  H.  1S47 

Nes  about  Walea,  bj  a  Lady,  edit,  by  Hall,  12mo,  U  6d,  WhiUaker,' z^  i  n.e.,  2«6d  BwtUUm    1853 

and  AdTentona,  by  J.  G.  F.,  post  8ro,  5f  , SaumdtnA  O.  1858 

Allegories,  selected  from  IVurochial  Tracts,  12mo,  Zidd J.H.JsJ.PoHsa-itso 

Legends  from  Histoiy,  12mo,  2i  6d BamM 1856 

•of  the  BngUsh  Lakes  and  Mountains,  12mo,  6f  6<i    LomgmoM  1852 


-Poetry,  by  Alpha,  12mo,  UM SimpkiM 1849 

-Sketches  for  Young  and  Old,  12mo,  1< HouUtom    1854 

. of  Christian  Life,  in  Different  Lands  and  Ages,  8rd  edit,  12mo,  5«  Nubei    i860 

•  Scottish  Life,  with  Poems,  by  Psstor,  18mo,  2f  Oroomkridge  ...it^s 


-  Stories  for  the  Young,  ISmo,  2i    Nelton   1849 

-Traditions  of  Tenby,  12mo,  U  M Piper 1858 

the  Netherlands,  12mo,  If  6d\  d.,  2f *....  Lambari 1855 


by  a  Barrister,  8  t.  poid  Bvo,  81«  6d,  1844 ;  new  edit.,  10»  6<i    Chapuum  A  J7.1847 

. ^lanatoryof  the  Sacnments,  2  t.  12mo,  lOt Ihlmam 1846 

for  a  Cosy  Nook,  by  A.  Glib.  12mo,  U RoutUdge  x86o 

■    Christmas  and  the  New  Year,  82mo,  U Simpkin 1854 

—i— Hy  Grandchildren,  18mo,  2s  BaUkard  1841 

the  British  People,  12mo,  dt  Ridgwa^    1834 

.  Christian  FestiTah,  82mo,  2f   Bmtiu    1849 

.  Christian's  Fireside,  8vo,  6  portndts,  8«  6ci    Pagti 1843 

■  Boad  and  Rail,  from  Chambers*  Miscellany,  5  v.  12mo;  each  2t  M Ckamhen  1855 

Times  :  the  Young  Protestant,  12mo,  2«  6(2   Sede^ 1848 

-^— — Young,  by  Nierits  and  others,  18mo,  St ^ JUawUUon  1854 

-. Men  and  Women  of  Bngland.     See  Appendix   JMJRj.Parktr 

■  TraTclleTS,  Selected  from  Chambers'  Papers,  2  r.  post  8to»  5« Ckamhen  1853 

from  Arabian  Nights'  Bntertainments,  by  Forster,  new  edit.,  16mo^  8t  6ci ^o^ice    1851 

. Bentley,  Y.  1  to  4,  feap.  870,  each  1«  6(2  ;  or,  in  2  t.,  6< Bentley i860 

. Blackwood,  12  t.  fcap.  Syo,  each  It  6(2;  6  ▼.,  hf. -morocco,  SOt  Blaehooodi   ...i860 

.  Boccaccio,  and  other  Poems,  fcap.  Svo^  6s  Benileff 1846 

Catland,  by  an  Old  Tabby,  new  edit.,  16mo,  2s  6(2 ;  cold.,  8«  fid Oramt  A  G.    ...1856 

Court  of  Oberon,  16mo,  3f  6(2  ;  cold.,  4t  6(2 OromtAQ 1848 

— •  German  History  for  Children,  18mo,  Is  6(2 JfanUlUm  1859 

Spenser's  Fairie  Queene,  sq.,  3f  6(2;  col.,  4«6<2,(7iMi(2a22-r.2t6(2;ooL8<6(2  B.  Bohn    1846 

. the  Eastern  Land  :  Eastern  Romance,  12mo,  V.  1,  7«  6(2;  V.  2,  6t Bughtt  1845 

»  German,  by  Ozenford  and  Foiling,  8to,  lis ChapmanS  17.1844 

Ulustrating  Ghnroh  Histoiy,  12mo,  each  5s J.B.^.Pmrhtrit^x 

Y.  1.  Early  Period.     Y.  2.  Media^al.     Y.  8.  America  and  Colonies. 
— ^  in  the  Cabin ;  or,  Nights  on  the  Ocean,  by  a  Ship^s  Surgeon,  fcap.  8to,  2s  WardJkLods...i96i 

-  of  Adyentures  by  Sea  and  Land,  12mo,  8t  6(2,  £i»ms->red.  to  2s  6(2  ffuffke$ 1849 

a  Lay  Brother  :  Neville's  Cross,  8  v.  post  Sro,  Sit  fid SawndmtS  O  .1844 

....—  London  Parish,  by  Author  of  Aunt  Atta,12mo,  5t,  '51  ;  n.  e.,18mo,2t  6(2  MaUtrg 1856 

Rambler,  poet  8to,  10$ 6d    Smith*  Elder  1836 

. Wintei^s  Night,  a  Poem,  12mo,  2t  6d Wkittaker 1839 

Boyhood  of  Great  Painten»  by  Lady  Jervis,  12mo,  St  6(2 Ndton   1853 

Chivalry,  iUustratod  by  Williams,  2t.  Sto,  lOt  6(2   Berger    1854 

Christian  Sacrifice,  by  E.  B.  G.,  12mo,  It;  d..  It  6(2 Bafm 185; 

College  Idle,  by  Cuthbert  Bede,  12mo,  It  CB.Cflarke  ...1856 

■  Duty  and  Affisotion,  12mo^  Is BunuAL 1858 

Early  Piety,  ISmo,  St    Halekard 1836 

^—  Enterprise,  for  Amusement  of  Youth,  IGmo,  2t  6<2   Bogue    1838 

■'  Female  Heroism,  12mo,  2t  6(2 Bunu    1846 

■  France,  Romantic,  Historical,  and  Domestic,  12mo,  2t  6<2 Lambert 1855 

Heroism,  4to,  U  fid  ..' Clarke   1848 

. Humour:  the  Court,  the  Highway,  and  Forest,  12mo,  2t  fid Lawtbert 1855 

Ireland,  post  8vo,  7t  6(2    Simpkm 1854 

— —  Kirkbeek,  by  An.  of  Aunt  Attn,  new  edit.,  16mo,  i$6d;  2nd  series,  7t  6(2...  Cleaver 1851 

Magic  and  Meaning,  by  Alf.  CrowquiU,  16mo,  St  6(2  ;  cold.,  4t  6(2 QraniAQ 1855 

— '- Mirth,  Original  and  Select,  18mo,  2t  6(2 J>ean 1835 

My  Childhood,  18mo,  It  6(2 Dean 1842 

— — —  Country,  post  8vo,  fit Simpkm 1836 

•  Paris,  Ancient  and  Modem,  12mo,2t6(2 Lambert 185; 

■  Shipwreck  and  Peril  at  Sea,  12mo,  It Bwrne    1851 

I  Shipwre(dcs  and  Adventures  at  Sea,  sm.  4to,  7t  6(2   W,M,Clark  ...1846 

— ^— •  Spring  Flowen  and  Summer  Blossoms,  12mo,  2t  6(2 Dean 1849 

Winds  and  the  Waves,  a  Chant  for  Christmas,  12mo,  fit AtdUeg 1848 

-  the  Camp  and  Cabinet,  2  T.  post  8vo,  21t  Nembg   1844 

■  Childhood  and  Youth  of  Celebrated  Men,  12mo,  Is  id Bums ^..1860 

City  and  the  Plain,  12mo,  lt6(2 LambeH 1855 

of  London,  2  t.  18mo,  fit « Cooke 1854 


Crusades,  12mo,  It  4(2  Bumn 1861 

^  English  Chuioh,  12mo,  S«  6(2    ^ ^,  J7oic2tto»  n.d. 
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Tales  Off  the  Pint  French  Rerolntion,  12ino^  1«  8imm$AM*I.  1849 

-Forest,  by  Snellius  Schickaidns,  8to,  7s  dd Madden 1853 

-Genii,  edited  by  Aichbishop  Whately,  2nd  edit.,  12mo,  fit  Parker^  Son,,.  1S61 

lUnstrated,  post  8to,  6t H.  Bohn  1851 

-Martyrs,  18mo,  4« JUivinffton  2844 

.  MonntainB,  12mo,8«^<2 Joi.Bladewoodi^si 

-or,  Sojourns  in  Bastera  Belgiom,  2  r.  fcap.  Svo,  12a Pickering  1851 


-  Bkiriarchs,  12mo,  1«  6d Batchard  1847 

-  Scottish  Wars,  4  t.  fcap.  Sto,  16$   ^ic/torton...  1849-51 

Tombs :  Anecdotes  of  the  Affections,  by  G.  M.,  post  Sto,  6$    Oroomhridge  ...1835 

-Trains,  16mo,  2»6d\  new  edit.,  12mo,  1«  6<i    Chapman  A  H.i%^$ 

Wars,  6v.  8yo,  each  fit fT.if.C^l;!  839-40 

Woods  and  Fields,  St.  post8TO,  81«  6<{ SaundenA  0.  1836 


Worth  Beading,  reprinted  from  Once  a  Month,  Svo,  1« Lea    1861 

written  daring  a  Wet  Summer,  24mo,  Is  (ki   Simpkin 1835 

Talfonxd  (jT.i^T.)  Atheniaii  Captire,  a  Tragedy,  8?o,  4« Moxon  1848 

Dramatic  Works,  8to,  6«,  1843;  new  edit.,  12mo,  6j Moxon  185a 

■  Glenooe  ;  or,  tiie  Fate  of  the  Maodonalds,  a  Tragedy,  8to,  4s Moxon  ..1840 

Greek  Idteratoie,  poet  8vo,  7«  6<i  Orifin    1850 

■ ■■  Ion,  a  Tragedy,  8to  (priyate drcnlation,  1885),  new  edit.,  U Moxon  1836 

• Memoir  of,  by  a  Member  of  the  Oxford  Circuit,  8to,  1j  BuUerwarihe  ...1854 

Memorials  of  Charles  Lamb,  new  edit,  2  t.  12mo,  12f Moxon 1849-50 

The  Oaatilian,  a  Tragedy,  new  edit.,  12mo,  4«  ..^ Moxon  '854 

Vacation  Rambles  and  Thoughts,  1841--4S,  8rd  edit.,  12mo,  6«  Moxon  1851 

'  Supplement  to,  12mo,  5«  Moxon  1854 


Talhaiam,  Works  of ,  in  Welsh  and  Bnglish,  12mo,  5«;  gilt,  6« Piper 185^ 

Talk  of  the  Boad,  12mo,  2» Weriheim  1854 

to  the  Young  Folk  about  the  Queen's  Voyages  and  Visits,  fcap.  8vo,  be  6d  Wright  1844 

Tallaek  (FTm.)  Friendly  Sketches  in  America,  cr.  8to,  69  Bennett 1861 

Malta  under  the  Phoenicians,  Knights,  and  Bnglish,  cr.  8vo,  7<  6cf ...  BenneU x86r 

Ttillant  (if tss)  Octeyia  Blphinstone,  a  Story,  2T.post8To,  2U Hatchard 1835 

Talleyrand  (PrifMw)  Life  of,  4  t.  8yo,  48« Churton  ...1834-35 

Bevelations  of  his  Life,  by  Colmache,  post  8vo,  10«  dd CoUmm 1850 

TalliB  {/no.)  History  and  Description  of  the  Bzhibition  of  1861,  8  ▼.  4to,  68f ToIUm 1851 

lUnstrated  Scripture  History,  2  v.  12mo,  26* TcUlia 185a 

'  Topf^raphical  Dictionary  of  Bngland  and  Wales,  roy.  8to,  46* Lea    i860 

(7*.)  Cathedral  Service,  by  Bimbaul^  imp.  8to,  8s  6d ;  4to,  10*  6d ;  folio,  16*  UAlmaine    ...1847 

Order  for  Morning  iSrayer  and  Litany  noted,  12mo,  1* Novello 1854 

of  Daily  Serrice  of  the  Church,  8yo,  6* Cocks 1844 


Talpa,  Bostachio,  and  Prerer,  Lires  of,  12mo,  4*  (Saints  and  Servants  of  Qod)  Richardson  ...1851 

Tiilvi  {T,A,)  Heloise  ;  or,  the  Unrevcaled  Secret,  post  Svo,  6* New  York 1853 

History  of  Colonisation  of  America,  edited  by  Hazlitt,  2  v.  post  8vo,21*  Newby  1851 

Languages  and  Literature  of  Slavic  Nations,  post  8vo,10*  6d — red.to  6*  H.  Bohn    2850 

Taming  of  the  Shrew,  lee.,  8vo  ShakspereSoc.  1844 

Tamlyn  (Jno.)  Treatise  on  Law  of  Bridence  in  Chancery  Court,  12mo,  12*  Benning    1845 

Tamplin  {R,  W.)  Lectures  on  Nature  and  Treatment  of  Deformities,  12mo,  7*  6c2    ...  Longman  1845 

Treatment  of  Lateral  Curvature  of  the  Spine,  8vo,  4*    Chvrchill  185* 

Tams  (0.)  Visit  to  Portuguese  Possessions  in  S.  W.  Africa,  2  r.  post  8vo,  21* Newhg    1845 

Tangletown  Letters,  cr.  8vo,  7*  6d Buffalo^  UJS...,i9s^ 

Tannahill  {Bobt.)  Poetical  Works,  with  Life  by  Bamsay,  12mo,  2*  6d  FullarUm  1851 

Tanner  (i7en.)  Cnltivatton  of  Dartmoor,  Svo,  Is  (kl Longman  1854 

{Re9,H.)  Memoirs  of,  by  Bobert  Hawker,  ISmo,  8*   Palmer 1836 

{H,S,)  American  IVaveller,  12mo,  7s  M Biggs 1840 

■  Canals  and  Bailroadsin  the  United  States,  post  Svo,  7*  6(i   Biggs 1840 

(/.)  Power,  snd  How  to  Use  It,  poet  Svo,  6*  6rf Seeleg 186a 

• (if r*.)  Passages  from  her  Life,  and  Last  Illness,  12mo,  2* Werikeim 1855 

\T.H.)  Manual  of  Clinical  Medicine  and  PhysioJ  Diagnosis,  ISmo,  8*  6df  ...  Benshaw    1855 

—  the  Practice  of  Medicine,  4th  edit.,  roy.  82mo,  7*  Benshaw    1861 


■■  Memoranda  on  Poisons,  2nd  edit.,  82mo,  2*     Benshaw    i86« 

——— Signs  and  Diseases  of  Pregnancy,  post  Svo,  12*  6d Benshaw    i860 

Treatise  on  Diseases  of  Infancy  and  Childhood,  cr.  Svo,  9*   Benshaw    1858 

Tanquerel  (L.)  Lead  Diseases,  transL  by  H.  L.  Daner,  r.Svo,  16sj Chapman— t.IOs  6d  ff,  Bohn   1848 

Tansweil  (/no.)  History  and  Antiquities  of  Lambeth,  Svo,  7*  6d  F.  PickUm 1858 

Tantwine  {Jno.)  Field  Practice  of  Laying  out  Curves  for  Bailrosds,  Svo,  6* Weale    1855 

Taperaoux  (P,JS.)  Bncyclopndical  Guide  to  the  French  Language,  &c,  fp.  Sto,  3*  6d  Bateman  1861 

Tapp  (TT./.)  Inquiry  into  the  Law  of  Maintenance  and  Cluumperty,  12mo,  4s  6d Stevens  1861 

Tappen  (^. P.)  Elements  of  Logic,  roy.  Svo,  7* New  York 1836 

'  Illustrious  Personages  of  the  Nineteenth  Century,  roy.  Sro,  26*  New  York n,  d, 

'  '  Step  from  the  New  World  to  the  Old  and  Back  Again,  2  v.  12mo,  10*  New  York i8^a 

Treatise  on  the  WOl,  new  edit.,  Svo,  12»  6d  Ward 1857 

University  Bducation,  Svo,  6*  New  York 1851 

T^pparelli  d'Azeglio  (M. )  Austrian  Assassinations  in  Lombardy,  edit  by  Prandi,  Svo,  2*  Neuby   1 848 

— Maid  of  Florence  ;  or,  Nicolo  de  Lapi,  3  v.  Svo,  81*6<2 BenUey 1853 

Tapping  (7%o.)  Bzposition  of  the  Statutes  on  Ore  Mines,  &c.,  12mo,  6* Stevens  1861 

• FaetoiyActs,  with  Notes,  12mo,  8t , Shaw  dt  Sons.,. iS$i 
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Tapping  (TTio.)  Law  of  Prerogatiye  Writ  of  Mandamus,  1848,  107.  8to,  21< Bemning    1S4S 

■  Readwin  Prize  Essay  ;  or,  Cost  Book  as  to  Mining,  roy.  8vo,  6s  Shaw  A  Sons...  1854 

■   Treatiu  on  Derbyshire  Mining  Customs'  Act,  1852,  12mo,  6s  Shato  A  Sfim».,.\%%'*- 

High  Peak  Mineral  Customs'  Act,  1851,  12mo,  U Shaw  A  5oiu...iSsi 

(TTfik.)  Copyhold  finfranchisement  Manual,  1852,  12mo,  81 Show  A  Son»...\%i^ 

Joint-Stock  Companies'  Act,  1856,  12mo,  S«  6{2 Minimg  J .Ogictxt^l 


Tarantas  (The) ;  Trayelling  Impressions  of  Toong  Russia,  12mo,  5< CAopmandE;  IT.  18 50 

Tarantini  (Lto)  Don  Carlos,  a  Lyric  Trsgedy,  12mo,  2i   Andram    184* 

Tarbottom  {Wm,.)  Bible,  and  its  Histoiy,  18mo,  U Smo» 1854 

Tarbuck  (E,L.)  Account  of  the  Styles  of  Architecture,  8yo,  2<  6e( Hugger 1855 

Builders^  Practical  Director,  4to,  38s;  Supplement,  4to,  17s  6c{ ......  Haggtr 1857 

Taidy  {Albi)  Pronouncing  French  Dictionary,  by  Tarrer,  12mo,  7<    lAmgman  1847 

Tarlton  (J2.)  Jesto  and  News  from  Purgatory,  edited  by  J.  0.  Halliwell,  8to ShtUctpert  Soc,  1844 

Tanrer  (//.)  First  Steps  in  Learning  French,  cr.  8vo,  Ss  6<i    Longman  i860 

Le  Contour;  or,  the  Story  Teller :  French  Reading  Book,  post  8to,  5s  6d  Longman 1858 

. Dhhtkt  dans  I'Etude  de  U  Tisngue  Fran^aiae,  12mo,  8«  6d Longman iS^o 

(/.C)  Choix  en  Prose  et  en  Vers,  12mo,  each  3t  6d  ;  1  r.,  7j  6d Longman  1858 

■  Eton  French  and  English  Dialogues,  12mo,  8«  6d    IhUau    1841 

French  Exercises,  12mo,  S$6d;  Key  to,  3t Longman  i8t» 

_ ■  Grammar,  12mo,  8<  Longman   1861 

w  Language  Simplified,  12mo,  it  E.  Wi'liawu  ...1835 

■         _^.^_  Phraseological  Dictionary,  2  r.  roy.  8yo,  each  25s  JhUan    1849 

' Phraseology,  12mo,  8s    Longman  i86x 

— Progressiye  Oral  Lessons,  12mQ,  Ss6(f;  Key  to,  Ss  Oct Jhtkut    1855 

■  -^  Pronunciation,  12mQ,  8s  W Dvlau    1835 

Tssker  (H^)  Territorial  Visitor's  Manual,  12mo,  Is  6<2 JoAnstoiie  1849 

Tasso  (7.)  Jerusalem  Deliyered,  Englished,  by  Hugh  Bent,  2  y.  12mo,  12s BeUJs  Daldg...i%f,^ 

>  — ItaUan,  Hamiltonian  System,  new  edit,  12me,  5s  M  AyloU i860 

■ Rampini,  12mo,  8*;  fine  paper,  4s6fi(    Simpkin 185* 

^ Zotti,  2y.  12mo,  12s   NuU  184a 

Translated  bj  Broadhead,  2  y.post  8to,  20s    £van$ 1837 

-^— Fairfax,  2  y.  ISmo,  8s   O.  Cox    1844 

edit,  by  Wilmott,  12mo,  5s  ...  Bontledge  1858 


Robertson,  8yo,  10s  6<f  Blackwoodt  ...1853 

-  -^—   Smith,  2  y.  12mo,  12s    Longman  1851 

^ — — Wiffen,  new  edit.,  post  8yo,  5s B,  Bokn    1854 

■  Life  of,  by  Milman,  2  y.  poet  8yo,  21s,  Colbumj  1850— red.  to  12s Hunt  Jt  B.    ...1853 

l^ite  ((Teo.)  Treatise  on  Hysterical  Affections,  12mo,  2s  6(2 ChurekiU  1858 

{Jos.)  First  Classical  Maps,  with  Tables,  r.  8yo,  6s6<£,  '45  ;  2e.,  imp.  8yo,  7<6<i  Bell  d:Daldg...  1947 

History  of  Life  and  Writings  of  St.  Paul,  8yo,  13s Longman   1840 

Richmond  Rules  to  form  the  Oridian  Distich,  new  edit,  8yo,  Is  6c(  BeUdf2>aldg...iS6i 

{J.R.)  Madeira  ;  er,  the  Spirit  of  Anti-Christ  in  1846,  8yo,  Is  dd    ^...  Nisbel     1847 

— — Treatise  on  Nayal  Book-Keeping,  roj.  8yo,  14s BivingUm  1840 

-—  <7%os.)  Algebra  Made  Easy,  12mo,  2s;  Key,  8s  6fi{ Longman  1862 

Dnwiog  Book  for  Little  Boys  and  Girls,  4to,  \»dd^ Longman  1862 

■ for  Schools,  4to,  5s  6c{ Longman  1854 

.     Elements  of  Mechanism,  12mo,  3s  6<2 Longman  1862 

• Exercises  in  Mechanics  and  Natural  Philosophy,  12mo,  2s ;  Key,  %»  6d...  Longman,  1862 

■  First  Principles  of  Arithmetic^  12mo,  Is  6c{  j  Companion,  12mo,  3s  6(1...  Lot^man  1862 

_ Three  Books  of  Euclid,  18mo,  W;  12mo,  Is  6<i Longmam  1862 

— • Higher  Rules  of  Arithmetic,  12mo,  Ss  6(i Longman    1862 

« Little  Philosopher,  4  pts.,  each  Is;  18mo,  complete,  3s  6<2    Longman  1862 

Mathematics  for  Practical  Men,  Pt.  1,  Arithmetic  and  Algebra,  12mo,  2s  Longman  1856 

Mental  Arithmetic,  Sro,  Is Longman  i860 

'■  Natural  and  Experimental  Philos.,n.e., 2  y.l8mo,5s6<{;  or  in  7  pts., ea.9(2  Longman  186s 

Mechanics  and  the  Steam  Engine.  Astronomy  and  the  Use  of  the  Globes. 
Light  and  Heat  Hydrostatics,  ^  Electricity  for  Beginners.  Mag- 
netism, Electro-Dynamics.     Experimental  Chemistry. 

— ~ Principles  of  Differential  and  Integral  Calculus,  12too,  4s  6d Longman  1862 

-— ^— — G^metry,  Mensuration,  &c.,  12 mo,  8s  6(f Lot^mam  i860 

■  Mechanical  Philosophy,  .8yo,  10s  6<i -.  Longman  1853 

Sermons  at  Edmonton,  12mo,  6s BeUdfBaldg  .1848 

. The  Philosophy  of  Education,  8rd  edit,  12mo,  6s  6d Longman  i860 

■  Treatiae  on  Factorial  Analysis,  8yo,  4s  BeUtk  IkM^.^ii^s 

Strength  of  Materials,  8yo,  5s  6d   Longman   1850 

(T.)  and  TiUeard  (/.)  The  Educational  Expantion,  8yo,  7<  6ii Longman   1854 

-  (Wm,)  Bankers' Clearances,  8yo,  2s6d S,  WiUon 1841 

Commercial  Arithmetic,  new  edit,  12mo,  2s  6<i  |rEey  to,  3s  6d E.  WiUon 1859 

'  Counting  House  Guide,  new  edit,  12mo,  7s  6d    E,  Wilson 1857 

— -  Epitome  of  Naval  Book-Keeping,  8yo,  5s Longman  1846 

Modem  Cambist ;  or.  Foreign  Exchanges,  12th  edit,  8yo,  10s  E.  Wilson 1862 


Tatham  (Edw.)  Bampton  Lectures,  1789,  Memoir  by  Grinfield,  2  y.  8vo,  21s  Pidxring  1840 

'  {Emma)  Dream  of  Pythagoras,  and  other  Poems,  12mo,  n,  e.,  5s,'58 — red.  4s    Hamilton  i860 

■  Memoir  of,  by  Gregory,  with  the  Angel's  Spell,  &c.,  12mo,  3s6<i  Hamilton  i860 

■  Memorial  of,  by  Maiy  A.  Westbrook,  12mo,  2s  64    Judd^Qkm  .1857 
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IWthuQ  {0,  H.)  The  Bnggr ;  or,  Mr.  TombuU's  Adventiires,  cr.  8vo,  5* Mair i860 

( H. )  Morning  and  Erening  Family  Prayers  for  Two  Weeks,  12mo,  2«  6<2...   ViHue    1862 

{Mary)  Memoirs  of,  by  Beaumont,  12mo,  6«   Simpkin 1838 

Tatlock  (ITm.)  Meditations  on  the  Sufferings  of  Christ,  18mo,  IsM SeeUy  1850 

Tattam  (J/v)  Apostolical  Constitutions  in  Coptic,  with  English  Translation,  8to,  10<  M  Allen  Sc  Co 1849 

Book  of  Job,  Coptic  Version,  with  Translations,  8to,  9»    Straktr  1847 

Defence  of  the  Church  against  Popery,  12mo,  3<6<i  Ifalchard  1843 

Helps  to  Devotion,  2nd  edit.,  12mo,  2a  dd Virtue 186a 

Lexicon  Elgyptiaco-Latinnra,  8to,  81«  6d J.H.dsJ.Paxheri%is 

ProphetsB  Majores  (iBgyptiacn),  cnm  Vers.  Lat,  2  ▼.  8to,  17< J.H^J.Parktr  i%s% 

Minoree  (.Sgyptiacaj),  8vo,  8«  6rf J.IlJ:J.Parkeri2s% 

Tattenall  {Oec)  Guide  to  Northern  Lakes  of  England,  poet  8to,  5s H»  JBokn    1837 

Pictorial  Qallery  of  English  Race  Horses,  roy.  8to,  21s  If.  JBohn    1851 

Sporting  Architecture :  Stud  Farm,  Stable,  &c.,  4to,  21*   If.  Bohn    1850 

and  Chambers  {J.)  Metropolitan  Building  Act,  12mo,  8«  W LunUey  1844 

TatteiahaU  {T.)  Sermons,  with  Memoir  by  T.  Byrth,  8tq,  U§   Hatchard  1848 

Tatting  Made  Ea^  ;  or,  How  to  Join  with  the  Shuttle,  oblong.  Is  6cl    GUpin    1851 

Tatlon  {Eliz.)  Memoir  :  the  Officer's  Daughter,  by  Oct.Winslow,  n.  e.,  fp.  8to,  2i6d  Ni$bet 1861 

(Wm.)  Churchyard  Musings,  and  other  Poems,  poflt8yo,  4s  6(2  Saundertds  0...i%s^ 

Edwin  and  Marguerite,  and  other  Poems,  fcap.  8?o,  St   Simpldn i860 

Tanbei's  Use  of  Field  Artillery  in  Seorioe,  translated,  12mo,  Is  6ii  Weale 1856 

Tanersehmidt  (£*.)  Ancestry  of  Prinoe  Albert,  12mo,  i$  6ef    Blade 1840 

T&uler  {Jno.)  Life  of,  with  Sermons,  tr.  by  Winkworth,  sm.  4to,  16s,  'sd'-red.  7j  M  Smith  ^  Elder  1857 

Tausenau  (C)  Lessons  in  Italian,  12mo,  3s  6<f Kent  1856 

Tantphoeus  (Barwen)  Cyrilla,  a  Tale,  S  r,  poet  8to,  Sis  6<£— red.  to  10s  M  Bentley 1853 

Quits,  a  Noyel,  8  t.,  81s  6d  ;  post  8vo,  6s— red.  to  3s6rf   ...  Bentley  i860 

The  Initials,  new  edit.,  8vo,  10s  6<2;  ch.  ed.,  2i;  new  edit.,  6s  Bentlqf 1858 

7\sTenier  (lUe.)  Poetils  on  the  Epistles  and  Gospels,  by  Cardwell,  8to,  10s   J. H.AJ. Parker i%^\ 

TaTemier  {Alp,)  Treatise  on  the  Spine,  translated  b^  Brewer,  8to,  5% Simpkin 184a 

Taxidermy  ;  or.  Bird  and  Animal  Stuffing  Made  Easy,  12mo,  Is  M Qardner 1858 

Taylder  {T.W.)  Mormonism  Tried  by  Reason  and  Serip.,  p.  8to,  8|6<2,'55;  n.e.,  2s6d  Partridge  1857 

IViyler  ijCluu.)  Introduction  to  Composing  Greek  Iambics,  12mo,  2s  id Walton 1838 

((7.^.)  Angel's  Song,  a  Christinas  Token,  12mo,  6s Zois    1850 

— ^ Child  of  the  Church  of  England,  new  edit.,  18mo,  Ss    Low    185a 

Cleiigyman^s  Parish  Book,  4to,  6s Hamilton  1840 

--^— Dora  Melder,  a  Tale,  by  Meta  Saonder,  edit,  by  C.  B.  Tayler,  12mo,  7s  Longman  184a 

Earnestness,  12mo,  7<,  1850;  new  edit.,  Ss  6d Loto    i86a 

*—• -^-^  Facts  in  a  Clergyman's  Life,  12mo,  7s,  SeeUyy  1849  ;  new  edit.,  3s  6<2  Low   1854 

Fireside  Book  for  Christmas,  12mo,  6s Smiths  Elder  1834 

■  Fools'  Pence,  and  other  Tra(^  12mo,  2s  6d    Low    1858 

Lady  Mary  ;  or.  Not  of  the  World,  12mo,  6s  6<i,  1846  ;  n.  e.,  2i6d    Beniley  i860 

Legends  and  Records,  new  edit.,  12mo,  As  6d Longman  i860 

Life  of  the  Rot.  C.  G.  Assmana,  roy.  18mo,  2s Bel.  Tract  Soc.   1838 

Margaret;  or,  the  Pearl,  12mo,  7s,  1844;  new  edit.,  6s   Longman  1845 

Mark  Wilton,the  Merchant's  Clerk,posi  8vo,9s,'48  ;  6s  ;  n.e.,12mo,2s  Simpkin  1858 

May  Ton  Like  It,  2  r.  18mo,  9s,  1834;  12mo,  7s  6<f    Bogue 1840 

Memorials  of  the  English  Martyrs,  8¥o,  14s SeeUy 1853 

Montague;  or.  Is  this  Religion  ?  12ino,  6s Smith  A:  Elder  1834 

Records  of  a  CKx>d  Man's  life,  7s,*34;  new  ed.,  69,  '50  ;  12mo,  S$6d  Low   i86a 

Responsibility  ;  or.  Gentleman  and  his  Steward,  post  8to,  2s   Longman  1844 

Sermons  for  AU  Seasons  on  Tractarianism,  12mo,  6s,  ZoM^man, '44  {  6s  Low   1851 

on  Christianity,  12mo,  6s Smiths  Elder  1833 

preached  at  Chester,  8vo,  8s Batchard 1839 

Social  EtiIs,  and  their  Remedy,  4  y.  12mo,  each  4s   Smith  As  Elder  '34-5 

Thankfuhiess,  12mo,  6s  6(i,  1848  ;  new  edit,  ]2me,  S»  6d  Low   i86a 

Tongue  of  the  Swearer,  a  Suffolk  Story,  18mo,  Is  Wertheim  1861 

Truth,  new  edit.,  12mo,  2s  6J Low    i86a 

-{Edm.)  Hints  on  Book-Keeping,  by  Double  Entry,  roy.  8to,  6s  Madden 1850 

—  {F.)  Sketch-Book,  Part  1  and  2,  roy.  4to,  each  10s  6(f  Gambari    1855 

-  {Oeo.)  Consolidation  Acts,  with  700  Decided  Cases,  toy,  Svo,  30s Crockford 1857 

Law  of  Exemption  from  Rates  of  Literary  Sodeties,  12mQ,  3s Crockford 1851 


•  {H.J.)  Eton  Greek  Grammar,  in  English,  new  edit,  12mo,  4s Simpkin i860 

-  (/./.)  Discourses  on  Christian  Aspects  of  Faith  and  Duty,  post  8to,  7s  dd...  Longman  1855 

Retrospect  of  the  Religious  Life  of  England,  p.  8vo,  10s  6d,'45 ;  7s  6d  J, Chapman  ...  1853 

(/.A'.)  Plans  for  the  Formation  of  Harbours,  4to,  7s « Longman  1841 

•  (TTm.)  History  of  the  Taxation  of  England,  8vo,  7s6c{ Bope 1853 
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Three  Months  at  Patna  ;  Insurrection  of  1867,  post  8to,  3s  ed Ni^>el    1858 

-(TT.A.)  Memoirs  of,  fcap.  8to,  Is  6<i. Ward 1846 

-{W.E.)  Ashley  Down,  Memorials  of  the  New  Orphan  Houses,  feap.  8to,  SeOd  J.  F.Shaw i860 

Geology:  its  Facts  and  Fictions,  12mo,  fit— red.  to  3s  6(2 Boultton    1855 

Hippolytus  and  the  Church  of  the  8rd  Century,  12mo,  Ss  M^r,  ls6d  A.  Ball 1863 


History  of  Temporal  Power  of  the  Popes,  12mo,  2s  M Wertheim  i860 

-  Mighty  through  God  ;  Account  of  Labours  of  G.  Miiller,  fp.  8to,  Is  6d  Wertheim  1861 

-  Popery,  its  Character  and  its  Crimes,  poet  8vo,  7s Partridge 1851 

>  The  End  not  Tet :  a  Reply  te  Dr.  Cummiog,  12fflo,  U^d Wertheim  i85f 
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Taylor(Bp./.)Lifeyf,by  O.L-  Duychinck,  fcap.  8to,  Si  W  New  Yi/rk ... 

Chrirt^  8  T.  12mo,  13»  6d   Piekenng  ... 

^— ^-^^— abridged,  new  edit.,  18mo,  It  6d Mnaleif   

— byBackley,  12mo,  UM   BonOedge  ... 

PhUip,  4to,  18«  Virlme     

Stebbing,  8  T.  12mo,  r»  W  A.BaU 


Marriage  Ring,  82mo,  l«6<iand  2«  6d,  Bai$ler,  1838  ;  U  GrifiM 

Prayen,  selected  from  bis  Works  by  Clapbam«  12nio,  is    BitingUm 

Preparation  for  the  Sacrament,  12mo,  i9  6d  Baickard 

Readings  for  Lent,  selected  by  Miss  Sewell,  12mo,  5s Lomgwutn 

Rererence  Doe  to  the  Altar,  by  Barrow,  post  4to,  2s  (ki   J.ffJkJ,Patier 

from  Original  MSS.,  4to,  10s  6d Longman 


Sermons  for  Sundays,  12mo,  Sf ^....   WaMwrnme 

Select,  Essay  by  Oatteimole,  12mo,  3t  6<2-red.  to  9i  (ki ^V^ 


Sick  Han's  Guide,  Sro,  3f RimngUm 

Warning  Voice,  18mo,  Is  6d Rhiugtom 


(Jno,)  Amalgamation  of  Unions  and  National  Bducation  in  Ireland,  8T0,Sfl  6d  Fokmtr.. 
Builder's  Price  Book,  cr.  8to,  4« TkHolsr  -^""f'i 

Gatecbiams  of  the  Currency  and  Bzchanges,  12mo,  4f Wado*  

Currency  Investigated,  a  Series  of  Essays,  new  edit.,  8w,  9s  8.  Cturhe   ... 

Emphatic  New  Testament,  8to,  12t  6rf    BagHer 

Oreat  Pyramid  :  Why  was  it  Builtl  ftc,  post  8to,  lOs  6d  Icmgman  .. 

Manual  of  Laconics,  18mo,  4s J.B.Tayi&r 

National  Establishments  of  Religion  Considered,  8to,  6s  6d Small^M  ... 

Rerised  Lituigy  of  1689,  prep,  in  1st  Year  of  Wm.  &  Mary,  8to,  6s  6<i  BagtUr 

What  is  the  Power  of  the  Greek  Article  ?  8to,  Ss  6d   WaiUm 


{J.B.)  and  Reeye  (H,)  Translations  from  the  German,  cr.  8to,  2s  M Mnrrag 

{I.E.)  Michael  Angelo  considered  as  a  Poet,  new  edit.,  poBt8To,  5s SwuuUn^  O. 

Mouse  and  her  Friends,  tranriated  and  adapted  for  Children,  fcap.»  Ss     Chapman  A  If. 

(J.O.)  Travels  in  United  States  and  Cuba,  1842-50,  post  8vo»  10s  6d BtnlUy  

{J.N.)  American  Law  of  Landlord  and  Tenant,  8to,  25s BotUm,  U.S.... 

(J.P.)  Treatise  on  Law  of  Eridettce,  new  edit.,  2  t.  roy.  8vo,  eSs Maxwell    

{Jo».)  Bible  Garden:  Trees  of  Scripture,  16mo,  4s6<i;  cold.,  5s  Dean 

Complete  Weather  Guide,  12mo,  6s J.Harding    ... 

Hindoostanee  and  English  Dictionary,  by  Smyth,  8to,  68s   SmUkAEider  . 

(J.S.)  Writings,  Selections  from,  with  Memoir,  8to,  12s GUp^    

-  {Mead.)  Confessions  of  a  Thug,  8  t.  poet  8yo,  81s  6<i,  1839  ;  12mo,  2s   B^iUg  

Tippoo  Sultaun,  a  Tale,  8  t.  post  870,  31s  6d BeniUg  

(ifrs.)  Correspondence  between  a  Mother  and  Daughter,  12mo,  8s  M Hmd&Um    

Family  Mansion,  a  Tale,  12mo,  8s  6«{ Houl$Um    

Schoolmistress,  18mo,-ls6d    B.  Y.darkg... 

Hints  on  the  Duties  of  a  Wife,  new  edit.,  12mo,  8s  6<f-^ed.  to  Is  6<f  .  ffouldon    

Maternal  Solicitude  for  a  Daughter,  new  edit.,  12mo,  8s  6<2 HwUUm    

Memoirs  of,  with  Essay  by  Dr.  Paterson,  12mo,  2s  M W.Cdlwu 

Misoellaneons  Class  Book,  12mo,  8s  6d  I>arUm 

Present  of  a  Mistress  to  a  Toung  Senrant,  18mo,  2s  6d    ffouhton 


-{M.A.)  Clouds  and  Sunshine  ;  or.  Truth  and  Error,  post  8to,  8s /.  F.  Sham.. 

-{M.J.)  Anglican  Chureh  Vindicated,  18mo,  2s    OUiwier 

Nineteen  Sermons,  12mo,  6s Nubel.. 


—  (M.W.)  Practical  Sermons,  8to,  9«    New  York  . 

(0.i4.)  Idfe  of  Jesus,  for  the  Toung,  12mo,  8s   W.Smuth   . 

{Ric.)  New  Zealand  and  its  Inhabitants,  8to,  16s  ;  cokl.,  21s  Wertheim  . 

{Bow.)  life  of,  from  Foxe,  by  Mrs.  Tonna,  16mo,  Is Seeleg 

{BC.)  Psgan  and  Popish  Priestcraft  exposed,  post  8to,  6s    ffalehard  . 

Statistiesof  Coal  by  Haldeman,  new  edit.,  roy.  8vo,  25s Trubner.... 

(SsM.)  System  of  Shorthand,  byCooke,  new  edit,  12mo,  8s    SimpHn.... 

edited  by  M.  Levy,  post  Syo,  Is  6d   TrUbner.. 


(SM.)  Classical  Study,  iUustrated  by  Questions,  12mo,  4s  6d BotUm,  U.8... 

{Tho.)  Buyer  and  Seller's  Calculator  :  Tables,  new  edit.,  8vo,  6s ViHne  

Misrionaiy,  a  Poem,  post  8to,  8s Nithet. 


'{Tom^)  Autobiognphical  Recollections  of  Cbas.  Rt.  Leslie,  2  t.  post  8yo,  18s...  Marrag.... 

— Autobiography  of  Haydon,  8  v.  cr.  8vo,  81s  6d,  Longman — red.  to  9s   H.  Bokn.... 

Biography  of  Thomaa  Clarkaon,  12mo,  8s  6d,  1839  ;  2nd  edit.,  8s A. Hall  .... 

Local  Goremmentand  Public  Health  Acts,  1858,  12mo,  9s C.Knighi  . 

Pictures  in  the  International  Exhibition  of  1862, 12mo,  Is    Bradburg  . 

'^     '  I  (C.)  Three  Dramas,  12mo,  5s    Bentleg  . 


-— «  (7*V.)  Enquiry  on  Operation  of  Streams  and  Tidal  Waters,  roy.  8to,  5f Longman  

{T.B.)  Memoir  and  Remains  of ,  by  Montgomery,  12mo,  4s  6<i JackmnA  W... 

"— (Hm.)  Dreaming  Girl,  and  otlie:  Poems,  poet  8yo,  6s    Simpkin 

— —  English  Synonyms  Discriminated,  12mo,  4s    Belldi  Daldg  . 

— History  and  Antiquities  of  Castle  Rising,  Norfolk,  imp.  8to,  12s Maaten 

Life  in  Uie  Ranks,  post  8^0,  10s  6(2    Newbg   

Memoire  by  Robberds,  2  r.  p.  8to,  80s,  Afurmy— red.  to  21s H.  Bokn    

Oriental  Hbtorioal  MSS.  (Timul),  2  t.  4to,  50s AllenSOo 


—  Pictorial  Qvidt  to  OMtle  Rimngy  fcap.  8yo,  Is  Mattcr$. 
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Tajlor(IFm.)Scene8  and  Adrentarea  in  A%liamstan,  poet  Sro,  9$ Newb^f 184.3 

The  Model  Preaclier  :  Letters  on  preaching  the  Gospel,  cr.  8vo,  6»  6d...  Cincinnati i860 

Treatment  of  Febrile  and  other  Diseaaes,  new  edit.,  post  Sto,  5« Churchill  i860 

(W,B.)  History  of  the  Fine  Arts,  2  v.p.  8vo,21j,  Whittaker—Ted.  U)7t6d    ...  H.  Bohn   1841 

University  of  Dublin,  8to,  20»— red.  to  7«  6rf H,  Bohn   1845 

Manual  of  Fresco  and  Encaustic  Painting,  post  8ro,  7<  6e{   Chapfnan  A  Ha^^I 


(W'.(7.)  Aooouatof  the  Blectro-Magnet  Engine,  12mo,  2»  Piper 2841 

Bible  Illustrations  from  Monuments  of  Egypt,  12mo,  6«  6rf Bogu/C    1838 

Bishop:  Letters  to  a  New  Prelate,  12mo,  7i  6d How  1841 

Factories  and  the  Factory  System,  8yo,  4s , How .1844 

Handbook,  Silk,  Cotton,  and  Woollen  Manufactures,  18mo,  1« Bentley 1851 

History  of  Christianity   12mo,  69  6d  Parifcer«fc -Son..  1844 

France  and  Normandy,  new  edit.,  12mo,  6s     WhiUaker 1844 

India,  byMackenna,  poet  8to,  IOj 6d,  1841 ;  4th  edit.,  7sQd  Houltton 1858 

— Mohammedanism  and  its  Sects,  new  edit,  12mo,  4*   Parker  A  iSKon..i85i 

Overthrow  of  the  Roman  Empire,  12mo,  6s  6d    WhiUaker 1836 

• Revolutions,  &c,  of  Europe,  2  v.  8vo,  28»  Bentley 1843 

Memoirs  of  the  House  of  Orleaus,  8  v.  8vo,  42«   Bentley 1849 

Modem  British  Plutarch,  12mo,  6s,  1846  ;  new  edit.,  4j  6d Grant  d:  0 1853 

— Natural  History  of  Society,  2  v.  poist  8vo,  21s   Longman 1840 

Notes  of  a  Visit  to  the  Model  School  in  Dublin,  8vo,  2» Parker  d:  -S(m  .1847 

f  Romantic  Biography  of  the  Age  of  Elizabeth,  2  v.  8vo,  28s Bentley 1842 

Student's  Manual  of  Ancient  History,  12mo,  10s  6d,  '36  ;  new  edit.,  6«  Parker  <£;  Son  1854 

'  Modem  History,  10s  6<f,  1835;  new  edit.,  6s Parker  tk  Son  1856 


— ~  Tour  in  the  Manufacturing  Districts  of  Lancashire,  i2mo,  5s   Dujican 184a 

and  Mackay  {C.)  Lifeof  Sir  R.  Peel,  8vo,  Y.  1  to  8,  ea.  10s  6i2 ;  V.  4, 14s  P.Jaeks&n  1846-50 


{W,P.)  Lent  Lectures  :  Man  of  Sin,  12mo,  2s    A.HaU 1853 

Prophet's  Lamp  on  the  Stream  of  Time,  8vo,  Is Hamilton  i860 

•  Seven  Churches  :  Disooursea  on  Revelation,  Ch.  ii.  and  iii.,  12mo,  Is  6d  Hamilton 1855 

Time  is  at  Hand  :  Advent  Sermons,  1861,  12mo,  Is Simpkin 1862 

—  {W.M.)  life  Traths  :  Discourses  on  Doctrine  and  Duty,  postSvo,  4s ;  2nded.,  8f  Hamilton i86a 

(Zach.)  Life  by  H.  Montgomery,  12mo,  6s  Auburn   1851 

Taxidermy;  or.  Bird  and  Animal  Stuffing,  2nd  edit ,  12mo,  Is  6(2  Gardner 1858 

Tchinovnicka:  Sketches  of  Provincial  Life,  translated  by  F.  Aston,  post  8vo,  78  6d...  Booth 1861 

Teacher  Taught ;  or,  Sunday  School  Instroctor,  18mo,  vis.: —  Nitbet  1850-61 

Doctrines  and  Duties,  2s.     Genesis,  2s.     Exodus,  Is  6c2.    Leviticus,  Is  4d.     Numbers,  Is  Sd, 

Teacher's  Farewell ;  a  Parting  Gift,  18mo,  2s Snow 1852 

Miacellany,  cr.  8vo,  7s  6^  Cincinnati 1856 

Offering,  18mo,  ls6d Ward Annual, 

Teachers  and  Taught,  18mo,  Is Soc.P.  C.K,  .1861 

Teal  (/no.)  A  Memoir,  fcap.  8vo,  Is  6d HouUUm    1854 

Teale  (2%o.P.)  Amputation  by  a  Rectangular  Flap,  8vo,  5s    Churchill 1858 

Plastic  Operations  for  the  Restoration  of  the  Lower  Lip,  8vo,  2s  6c2...  ChurchiU  1859 

• Practical  Treatise  on  Abdominal  Hernia,  8vo,  15s Longman  1846 

( FT. J7.)  Education  in  England  historically  Considered,  8vo,  2s  J.H.di:J.Parkeri%so 

' ■ Lives  of  Eminent  English  Divines,  12mo,  5s  Maaters 1846 

Laymen,  12mo,  4s  6c2 Bums    1842 


Tear  {^.  IT.)  Short  Short-Hand,  8vo,  2s  M  Whittaker 1852 

Teats  in  Heaven,  and  other  Poems^  fcap.  8vo,  5s Tyas  1839 

Technologist,  edited  by  P.  L.  Simmonds,  Y.  1  and  2,  8vo,  each  8s  6(2  ' £ent  1862 

TMsdale  Glossary  ;  or,  Provincial  Words  used  in  Teesdale,  post  8vo,  6s /.  B.  Smith  ...1852 

Te'esdale's  General  Atlas  of  the  World,  folio,  half-rassia,  84s ;  folio,  mssia,  5/  5s  ...  Simpkin 1854 

Teffib  (A^.)  Kossuth  and  Hungary,  12mo,  7s  6(f Philadelphia... i9s% 

Methodism,  and  the  Causes  of  its  Success,  12mo,  7s  6d New  York i860 

■ The  Shoulder  Knot,  12mo,  7s J.  Chapman... iS$o 

Tegetmeier  (IF.A)  First  Lines  of  Botany,  18mo,  2s  6(i  Darton  1861 

"- Manoal  of  Domestic  Economy,  5th  edit.,  12mo,  Is  6d  Choofnbridge  ...i860 

■ Profitable  Poultry,  new  edit.,  fcap.  8vo,  IsQd.. Darton 1854 

Tegg  (Tho.)  Dictionary  of  Chronology,  12mo,  6s,  1834;  post  8vo,  Os  Tegg  1853 

Handbook  for  Emigrants,  12mo,  4s Tegg  1839 

Present  for  an  Apprentice,  new  edit.,  16mo,  4s  6<i Tegg  ....; 1848 

■ Treasury  of  Wit  and  Anecdote,  82mo,  2s  6(2    Tegg  1842 

Tegner  (^softcu)  Axel,  a  Poem,  transited  by  Latham,  8vo,  2s  6d  Hookham  1837 

■ FrithiofsSaga,  8vo,  15s Black  1839 

___ translated  by  Baker,  8vo,  $s  6d  Bull  1840 

-^— Blackley,  12mo,  5s,  '57  ;  n.  ed.,  2s  6(2  Simpkin 1862 

Heckethora,  18mo,  8s6(f   TrUbner 1856 

— — — — — — Latham,  8vo,  6s Baily  1836 

; Strong,  8vo,  12s Waeey  1836 

Tegoborski  {L.)  Commentaries  on  Productive  Forces  of  Russia,  2  v.  8vo,  each  14s  ...  Longman  ...1855-6 

Teignmouth  {Lorcl)  Life  and  Correspondence  of,  by  his  Son,  2  v»  8vo,  24s  Hazard  1843 

Sketches  of  the  Coasts,  &c.,  of  Scotland,  2  v.  post  8vo,  21« Parker  <k  Son  .1836 

Teilo  (Llyfr)  Uher  Landavensis,  with  Notes  by  W.  J.  Bees,  8vo   Welsh  MS.Soc.  jS^o 

Tejedas's  Guide  to  London,  in  Spanish,  18mo,  5s Houlston  1841 

Telegraphic  Sign  that  the  End  is  Near,  by  a  Protestant  Catholic,  12mo,  2s  6d Wd>b  <fc  Af.   ...1853 

5  s 
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Taylor (Bp./.)  Life yf, by  O.L.  Dayehinck,  fcap.  8to,  ZbM  New  York i860 

Christy  8  T.  12mo,  1S«  6ci   Piduring  1849 

abridged,  new  edit.,  18mo,  1j  6d Modey   1854 

by  Buckley,  12mo,  4«  6<<   RmiUltdgt  1851 

Pbilip,  4to,  18«  ViHwt    «.  i 

Stebbing,  8  r.  12mo,  7*  6d  A,  HaU 1851 

Marriage  Ring,  82mo,  l«6c2and  2»  6d,  Baitler,  1838  ;  1# Grifin    1851 

^tiyera,  selected  from  his  Works  by  Glapham,  19mo,  4<    RitingUm 1855 

*-  Preparation  for  the  Saerament,  12mo,  AtM  HaUkard 1834 

— ^  Readings  for  Lent,  selected  by  Hiss  Sewell,  12mo,  bt Longman  1856 

Reverence  Due  to  the  Altar,  by  Barrow,  post  4to,  2«  6d    J.HA:J,Parkeri%^% 

from  Original  MSS.,  4to,  10«  6d Longman  1848 


Sermons  for  Sundays,  12mo,  8t WaMnrnme  ...li'^tf 

Select,  Essay  by  Gattermole,  12mo,  8»6d-red.  to  9t  6<{ VifiMe    1839 


Sick  Han's  Guide,  8to,  3t Rivington  1848 

Warning  Voice,  18mo,  1«  6d Riviugton  1843 

{Jno.)  Amalgamation  of  Unions  and  National  Education  in  Ireland,  8to,3«  6d  Faletmer 1857 

Builder's  Price  Book,  cr.  8to,  4s Tojfim- Annual 

—  Catechisms  of  the  Currency  and  Exchanges,  12mo,  4t WalUm  1836 

Currency  Inyestigated,  a  Series  of  Essays,  new  edit.,  8to,  As  S.  Clarke   1845 

Emphatic  New  Testament,  8to,  12#  6d    BagtUr 1854 

Great  Pyramid  :  Why  was  it  Built  1  Ac,  post  8to,  10«  6rf  Longman  1859 

Manual  of  Laconics,  18mo,  4t J.B.Tagior   ...1838 

National  Establishments  of  Religion  Considered,  8?o,  6f  6d Smal^dd 1839 

Revised  Litnigy  of  1689,  prep,  in  Ist  Year  of  Wm.  &  Mary,  8to,  6<  6d  Bagtter 1855 

What  is  the  Power  of  the  Greek  Article  ?  8ro,  8«  6<< W<Uton  1842 


—  (J.B.)  and  Reeve  (^.)  Translations  from  the  Gennan,  cr.  Sro,2aM Murray 1842 

{J.B.)  Michael  Angelo  considered  as  a  Poet,  new  edit.,  post8vo,  5« Satmderwdh  O.  185s 

»— —  Mouse  and  her  Friends,  translated  and  adapted  for  Children,  foap.»  8«     Chapman  4^  IT.  1854 

{J.O.)  Travels  in  United  States  and  Cuba,  1842-50,  post  8vo,  10«  6(i BenUey 1851 

\j.N.)  American  Law  of  Landlord  and  Tenant,  8vo,  25« Bodon,  U,  A. ..1853 

(J,P.)  Treatise  on  Law  of  Evidence,  new  edit.,  2  v.  roy.  8vo,  63* MaxwU    1858 

(Jot,)  Bible  Garden:  Trees  of  Scripture,  16mo,  4s6<i;  cold.,  St  Dean 1841 

^— —  Complete  Weather  Guide,  12mo,  6« J, Harding    ...1844 

Hindoostanee  and  English  Dictionary,  by  Smyth,  8vo,  68s   SmitkABIder  .1850 

(/.5.)  Writings,  Selections  from,  with  Memoir,  8vo,  12» GUpin    1843 

—  (Mead,)  Confessions  of  a  Thug,  3  v.  post  8vo,  31«  6<^  1839  ;  12mo,  2t   BenOey  1858 

Tippoo  Sultaun,  a  Tale,  8  v.  post  8vo,  81s  6<2 Bentley  1841 


•  ( Jfrt. )  Correspondence  between  a  Mother  and  Daughter,  12mo,  Zt^d IfonUUm    1855 

Family  Mansion,  a  Tale,  12mo,  8s  6<i HovdtUm    1855 

Schoolmistress,  18mo,  Is  6d    R.  7.  Ciarie...l^q 

Hints  on  the  Duties  of  a  Wife,  new  edit.,  12mo,  8f  6<f— red.  to  Is  6d  .  HonhUm    1848 

Maternal  Solicitude  for  a  Daughter,  new  edit.,  12mo,  8f  6<{ JfouUUm    1853 

Memoirs  of,  with  Essay  by  Dr.  Paterson,  12mo,  2s  6d W,Collins 1839 

Miscellaneous  Class  Book,  12mo,  St  6d  Darton 1850 

Present  of  a  Mistress  to  a  Toung  Servant,  18mo,  2s  6d HouUton    1851 


-(lf.il.)  Clouds  and  Sunshine  ;  or.  Truth  and  Error,  post  8vo,  8t /.  P.  Shaw 1854 

-(M,J.)  Anglican  Church  Vindicated,  18mo,  2«    OUivier 1841 

Nineteen  Sermons,  12mo,  6s Nitbet 1847 


—  (M.W.)  Practical  Sermons,  8vo,  9« New  York 1858 

(O.il.)  Life  of  Jesus,  for  the  Young,  12mo,  3»   W.Smith   1840 

(Rie.)  New  Zealand  and  its  Inhabitants,  8vo,  16s  ;  cold.,  21s  Wertkeim  1855 

(Row.)  Life  of,  from  Foxe,  by  Mrs.  Tonna,  16mo,  Is Seeleg 1858 

^—  (RC.)  Pagan  and  Popish  Priestcraft  exposed,  post  8vo,  fit   Haiduurd  1847 

^— Statisticsof  Coal  by  Haldeman,  new  edit.,  roy.  8vo,  25s Trvimer 1854 

(Sam.)  System  of  Shorthand,  by  Cooke,  new  edit,  12mo,  3f    Simpkin 1856 

edited  by  M.  Levy,  post  8vo,  Is  6c(   Tr&hner 1861 


•(S,H.)  Classical  Study,  illustrated  by  Questions,  12mo,  4«  M Bosfom,  ^.5....i86i 

-  (Tho,)  Bayer  and  Seller's  Calculator  :  Tables,  new  edit,  8vo,  6s Virtne  1858 

Missionary,  a  Poem,  post  8vo,  3s Nuibtt 1838 


-  (Tom.)  Autobiographical  Recollections  of  Chas.  Rt  Leslie,  2  v.  post  8vo,  18«...  Mwrray 1S60 

'  Autobiography  of  Haydon,  8  v.  cr.  8vo,  31«  6rf,  Longman — red.  to  9s   H.  Bohn 1853 

»  Biography  of  Thomas  Clarkaon,  12mo,  8s  6d,  1839  ;  2nd  edit,  Ss A. Hail 1847 

Local  Government  and  Public  Health  Acts,  1858,  12mo,  9s C.Knighi  1858 

■  Pictures  in  the  International  Exhibition  of  1862, 12mo»  Is    Bradbury i86s 

and  Reade  (C.)  Three  Dramas,  12mo,  5s    BenUey 1854 

-  (T,J,)  Enquiry  on  Operation  of  Streams  and  Tidal  Waters,  roy.  8vo,  5s ZiOngman  1851 

(T.R.)  Memoir  and  Remains  of,  by  Montgomery,  12mo,  it  6d Jadtton^  IK... 1840 

(Wm.)  Dreaming  Girl,  and  othe:  Poems,  poet  8vo,  6s    Simpkin 1841 

English  Synonyms  Disoriminated,  12mo,  4s    BeUtb  Daldy  .1856 

— ^ History  and  Antiquities  of  Castle  Rising,  Norfolk,  imp.  8vo,  12s MaMert 1850 

.......  Life  in  the  Banks,  post  8vo,  10s  6c2    Newby  1843 

Memoirs  by  Robberds,  2  v.  p.  8vq,  80s,  Mwrray — red.  to  21s H.  Bohn    1844 

Oriental  Historical  MSS.  (Tkmul),  2  v.  4to,  50s Allen  AQt 1836 

— ^ Pictorial  Guide  fee  Castle  Riling,  fcap.  8vo,  Is  Matters 1858 
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Tay!or(irm.)Sceiie8aiid  Adventaresin  A^hanistan,  post  8to,  9« Newby 1843 

■ The  Model  Preacher  :  Letters  on  preaching  the  CKoepel,  or.  8vo,  6<  6d...  Cincinnati i860 

— — —  Treatment  of  Febrile  and  other  Diaeases,  new  edit.,  post  8to,  5« Churchill  i860 

{W.B.)  History  of  the  Fine  Arts,  2  ▼.  p.  8vo,21»,  Whitiahei^'nA,  to7<6d    ...  H.  Bohn   1841 

Unlyersity  of  Dublin,  8 vo,  20#--red.  to  7s  6<2 H,  Bohn   1 845 

Manual  of  Fresoo  and  Encanstic  Painting,  post  8vo,  It  6d    Chapman  A  Ha^^Z 

(W,C,)  AoQoontof  the  Klectro-Magnet  Engine,  12mo,  2»  Piper.. 1841 

Bible  Illustrations  from  Monnments  of  Egypt,  12mo,  6«  6d Bogwt    1838 

Bishop:  Letters  to  a  New  Prelate,  12mo,  7»  6d How  1841 

Factories  and  the  Factory  System,  8to,  4s How  .1844 

Handbook,  Silk,  Cotton,  and  Woollen  Manufactures,  18mo,  1< Bentley 1851 

• History  of  Christianity   12mo,  6f  6d  Parker  ^  Son.,  1%^ 

France  and  Normandy,  new  edit.,  12mo,  6«     Whittdker 1844 

India,  byMackenna,  post  8vo,  10s  6<2,  1841 ;  4th  edit.,  7«6d  HouUton 1858 

■ Mohammedanism  and  its  Sects,  new  edit^,  12mo,  4s   Parker  is  iSKon..i85i 

Overthrow  of  the  Roman  Empire,  12mo,  6s  6d    Whittaker 1836 

Bevolutions,  &c,  of  Europe,  2  r.  8vo,  28s  Bentley 1843 

Memoirs  of  the  House  of  Orleans,  8  r.  8vo,  42s   Bentley 1849 

Modem  British  Plutarch,  12mo,  6s,  1846  ;  new  edit.,  4s  6d Grant  A  0 1853 

Natural  History  of  Society,  2  t.  post  8to,  21s  Longman 1840 

Notes  of  a  Visit  to  the  Model  School  in  Dublin,  8yo,  2s Parker  tk  Son  ,i%^7 

>  Bomaoiic  Biography  of  the  Age  of  Elizabeth,  2  v.  8vo,  28s Bentley 1842 

'■  Student's  Manual  of  Ancient  History,  12mo,  10s  6c2,  '36  ;  new  edit.,  Qb  Parker  <£;  Son  1854 

-  Modem  History,  10s  6«r,  1835;  new  edit.,  6s Parker  ds  Son  1856 


.—  Tour  in  the  Manufacturing  Districts  of  Lancashire,  i2mo,  5s   Duncan 184a 

and  Mackay  (C.)  Lifeof  Sir  R.  Peel,  Syo,  V.  1  to  3,  ea.  10s  6ii ;  V.  4,  14s  P.Jackt&n  1846-50 

(W.P,)  Lent  Lectures  :  Man  of  Sin,  12mo,  2s    A.HaU 1853 

Prophet's  Lamp  on  the  Stream  of  Time,  8to,  Is Hamilton  i860 

Seven  Churches  :  Discourses  on  Revelation,  Ch.  ii.  and  iii.,  12mo,  Is  6d  Hamilton 1855 

~ —  Time  is  at  Hand  :  Advent  Sermons,  1861,  12mo,  Is Simpkin i86a 

—  (W.JIf.)  lifeTraths:  Discourses  on  Doctrine  and  Duty,  post  8  vo,  4s;  2nded.,  8s  Hamilton i86a 

• {ZaeK)  Life  by  H.  Montgomery,  12mo,  6s  Auburn  1851 

Taxidermy  ;  or.  Bird  and  Animal  Stuffing,  2nd  edit ,  12mo,  Is  6d  Gardner 1858 

Tchinovnicks:  Sketches  of  Provincial  Life,  translated  by  F.  Aston,  post  8vo,  7s  6c{...  Booth 1861 

Teacher  Taught ;  or,  Sunday  School  Instractor,  18mo,  vis.: —  Nitbet  1850-61 

Doctrines  and  Duties,  2s.     Genesis,  2s.     Exodus,  Is  6c2.    Leviticus,  Is  id.     Numbers,  Is  SdL 

Teacher's  Farewell :  a  Parting  Gift,  l8mo,  2s  Snow 185a 

Miscellany,  cr.  8vo,  7s  6d  Cincinn€Ui 1856 

Offering,  18mo,  ls6d Ward Annual. 

Teachers  and  Taught,  18mo,  Is Soc.P.C.K,  .1861 

Teal  (/mo.)  A  Memoir,  foap.  8vo,  Is  6<i Houltton    1854 

Teale  {Tho.P.)  Amputation  by  a  Rectangular  Flap,  8vo,  5s    Churchill 1858 

■ Plastic  Operations  for  the  Restoration  of  the  Lower  lip,  8vo,  2s  6d...  Churchill  1859 

Practical  Treatise  on  Abdominal  Hernia,  8vo,  16s Longman  1846 

(W.H.)  Education  in  England  historically  Considered,  8vo,  2s  J.H.d:J.ParkeriSso 

' — ■ Lives  of  Eminent  English  Divines,  12mo,  6s  Matters 1846 

-  Laymen,  12mo,  4s  6c2 Bums    184a 


Tear  (^.  IT.)  Short  Short-Hand,  8vo,  2m  6d  IMiiUaker 185* 

Tears  in  Heaven,  and  other  Poems,  fcap.  8vo,  5s Tyas  1839 

Technologist,  edited  by  P.  L.  Simmonds,  Y.  1  and  2,  8vo,  each  Ss6d  ' £ent  186a 

Teesdale  Glossary ;  or.  Provincial  Words  used  in  Teesdale,  post  8vo,  6s /.  B.  Smith  ...185a 

Teeedale's  General  Atlas  of  the  World,  folio,  half-rassia,  84s  ;  folio,  russia,  52  5s  ...  Simpkin 1854 

Tefit  (A^.)  Kossuth  and  Hungary,  12mo,  7s  6d Philadelphia... iZs* 

— Methodism,  and  the  Causes  of  its  Success,  12mo,  7s  6d New  York i860 

The  Shoulder  Knot,  12mo,  7s J.  Chapman... iZso 

Tegetmeter  ( If. A)  First  Lines  of  Botany,  18mo,  2s  6<{  Darton  1861 

"- Manoal  of  Domestic  Economy,  5th  edit.,  12mo,  Is  6d  Groombridge  ...i860 

" Profitable  Poultry,  new  edit.,  fcap.  8vo,  ls6rf Darton 1854 

Tegg  (2%o.)  Dictionary  of  Chronology,  12mo,  6Sf  1834;  post  8vo,  Os  Tegg  1853 

■ Handbook  for  Emigrants,  12mo,  4s Tegg  1839 

>  Present  for  an  Apprentice,  new  edit.,  16mo,  4s  6d Tegg  .....' 1848 

-  Treasury  of  Wit  and  Anecdote,  82mo,  2s  6€{    Tegg  184a 


Tegner  (£:ia«as)  Axel,  a  Poem,  transhited  by  Latham,  8vo,  2s  6(2  Hookham  1837 

Frithiof'sSoga,  8vo,  15s Black  1839 

^__ — —  translated  by  Baker,  8vo,  8s  6d  BuU  1840 

Blackley,  12mo,  5s,  '57  ;  n.  ed.,  2s  M  Simpkin 1862 

Heckethora,  18mo,  8s  6<f   Triibner 1856 

■  — Latham,  8vo,  6s Baily  1836 

_ Strong,  8vo,  12s Wacey  1836 

Tegoborski  {L.)  Commentaries  on  Productive  Forces  of  Rusna,  2  v.  8vo,  each  14s  ...  Longman  ...1855-6 

Teignmouth  {Lord)  Life  and  Correspondence  of,  by  his  Son,  2  v.  8vo,  24s  Hatchard  1843 

Sketches  of  the  Coasts,  &c.,  of  Scotland,  2  v.  post  8vo,  21s Parker  tkSon  .1836 

Tejlo  {Llyfr)  Liber  Landavensis,  with  Notes  by  W.  J.  Rees,  8vo   Weith  MS.Soe.it^o 

Tejedas's  Guide  to  London,  in  Spanish,  18mo,  5s Houlston  1841 

Telegraphic  Sign  that  the  End  is  Near,  by  a  Protestant  Catholic,  12mo,  2s  ed Wd^  ds  Af.   ...1853 

5  s 
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Telford  {5araA)  Misoellwieoiw  Poems,  12mo,  2«  (W  Wkittakar 1849 

(Tko.)  Life  and  Works,  by  mckman,  4to,  61 5«  ;  with  AtUa,  8^  8«    Payne  1838 

Tell  Tale,  and  Girls  in  their  Teens,  16mo,  2t  6rf Dean i8h 

Tellett  (^.)  Twenty  Sermons  on  Yarions  Subjects,  8vo,  8« Longman  1845 

Tellkampf  (J.S.)  Essays  on  Law  Reform,  &c.,  in  Great  Britain  and  America,  8to,  6«  WUUamM S  N.  1859 

Temm^  {A.D.)  Anna  Hammer,  a  German  Tale,  translated,  8vo,  It  fid Low    1852 

Temper,  its  Use  and  Abase,  18mo,  8t  6d Seeley 1857 

Temperance  Pulpit ;  a  Series  of  Sermons,  12mo,  2f HouUtcn   1859 

Rhymes,  12mo,  2f  Simpkm 18^9 

Tales,  chiefly  founded  on  Pacts,  16mo,  %%M Tegg  183* 

Tracts,  V.  1  and  2,  12mo,  each  8«   ^"weedie 1849 

Tempest  and  Sunshine  ;  or.  Life  in  Kentucky,  12mo,  1«  6d  /«.Bfadbwood  1854 

Templar,  a  Novel,  by  the  Author  of  Hymensus,  post  8to,  2i  M    Mortimer  1845 

Temple  (D.)  Life  and  Letters,  by  his  Son,  post  8yo,  1b  6d New  York 1855 

(j?6e9».)  Christian's  Daily  Treasury,  12mo,  6i  6d Snow 1853 

Domestic  Altar  :  Prayers  for  Families,  12mo»  8t  (M— red.  to  2»  6d Snow 1849 

Sermons  on  Various  Subjects,  8to,  6t  Snow 1841 

(P.)  Sermons  preached  in  Rugby  Chapel  in  1858-60,  8vo^  10«  M MaemiUan    ...1861 

{G,T.)  Excursions  in  Mediterranean,  Algiers,  &c.,  2  ▼.  post  8to^  21<  Sawndtrt  S  O.  1835 

Trayels  in  Greece  and  Turkey,  2  v.  postSvo,  21« Saunders  dfO.  1836 

(J. A,)  English  and  French  Money  and  Measurement^  12mo,  Is    Temple  1861 

Hints  upon  Finance,  ISmo,  Is VempU  1861 

The  Buyer's  Order  Book,  18mo,  1*  TempU  1859 

Inyentor's,  Purchaser's,  and  Valuer's  Guide,  l2mo,  1*  Templ4  i860 

Weekly,  Daily,  and  Honriy  Scale  of  Wages,  18mo,  Is  TempU    1861 

(Z^o/.)  Common  Law  of  Attachment  of  Debts,  1856,2s Penning 1857 

(Mrs.)  Chit-chat,  a  Poem,  in  Twelve  Cantos,  post  8vo,  7«6<1 Keni 1849 

-  (NevUle)  and  Trevor  (E,)  (R.  B.LytCon)  Tannh&user,  a  Poem,Srd  ed.,^.8vQ,8s6<<  Chapman  A  H.  1S61 

<A)»f)  Ella,  the  Ballet  Girl,  a  Tale,  post  8vo,  6» Piper 1851 

Real  and  Ide^  a  Tale,  post  8vo,  10s  6<i,  Hope,  1853 ;  12mo,  Is  6d  ...  WardAs  Lodt..,\%s^ 

-*-—  (R.J.)  British  Shepherd,  and  other  Poems,  18mo,  2i Hope 1851 

-  (Str  »r.)  Memoirs  of,  by  Courtenay,  2  v.  8vo,  28s LcmgwMin  1836 

Temple  Bar,  monthly  Nos.,  Is;  V.  1  to  6,  8vo,  each  5s6c2 Office 1861 

the  City  Golgotha,  an  Historical  Narrative,  4to,  5t Bogne 1853 

Church  Effigies,  imp.  4to,  21s;  tinted,  83s  6(1  Longman  1843 

of  the  Living  God,  as  erected  by  the  Apoidles,  post  8vo,  4s  HamiUon  1840 

Templeton  (J.S.)  Guide  to  Oil  Pointing,  4th  edit.,  12mo,  Is  ;.cL,  Is  M Pawneg 1849 

(P.B.)  Key  to  Arithmetical  Rods,  8vo,  10s6d    SimjAin 1833 

(7.)  My  Cousin  Smooth,  12mo,  ls6d  WardALodt...tis7 

{W,)  Engineer's  Commonplace  Book,  18th  edit.,  12mo,  5f Simplnn i860 

Millwright's,  andMachini8t'sA88istant,2e.,18mo,  2s  6<2  Loekwood  1861 

Pocket  Book,  12mo,  6s    WeaU   Ann. 

Locomotive  Steam-Engine  Explained,  new  edit,  12mo,  4s Simpkin 1848 

Mathematical  Tables  for  Practical  Men,  12mo,  4s,  1841 ;  2s Simpkin 1850 

Millwright  and  Engineer's  Companion,  18th  edit.,  12mo,  5s  Simpkin 1861 

Operative  Mechanic's  Workshop  Companion,  12mo, 4s  6<f,  '45  ;  n.e.,5s  Lodnoood 1857 

Practical  Examinator  .on  Steam  and  Steam-Bngine,  12mo,  5s6ci  ...  Atehleg  1853 

Tempsky  (O.Pwm)  Mitla  :  Travels  in  Spanish  America,  1858-55,  8vo,  18s Longman  1858 

Temptation;  or,  a  Wife's  Perils,  St.  post  8vo,  81s  6ci  CoUmm 1839 

Temugin,  an  Historical  Romance,  8  v.  post  8vo,  81s  6d Spenee    1841 

Ten  Thousand  Wonderful  Things,  2  v.  post  8vo,  each  8s  6d;  1  v.  7s Worrf  A  Zoct*  59-60 

-  Tears  of  Imperialism  in  France,  by  a  <*  Flaneur,"  8vo,  9s BlaekwoodB    ...i86s 

Tenby,  Catalogue  of  Indigenous  Plants,  post  8vo,  2s   Longman  1848 

Pamphlets,  8vo,  2s  Longman  i86s 

Tales  and  Traditions,  2s Longnum  1858 

Tendale(^.)  Mental  Arithmetic,  18mo,  Is   Simpkin 1846 

Tender  and  True,  a  Colonial  Tale,  2  v.  post  8vo,  21s,  1856  ;  new  edit.,  Is  Smith  df  Elder  1861 

Tendrils,  Cherished;  or,  Home  Sketches,  by  B.  B.,  18mo,  2t6d  HoultUm    .....  184a 

in  Verse,  12mo,  5s Palmier 1856 

Tendring  Cottage,  a  Story  1^  Author  of  Sin  and  Sorrow,  8  v.  post  8vo,  81s  M 8aunder$  dk  0..i85a 

Tenison  {Ladg)  Castile  and  Andalusia,  Illustrated,  imp.  8vo,  42s,  '53  ;  new  ed.,  21s   Bentleg  1854 

Sketches  in  the  Bast,  fotio,  52  5s;  cold.,  lOnOs  2)»cKiis<wi 1846 

Tennant  (i^ex.)  Force  of  Imagination,  and  other  Poems,  12mo,  5s Chtuion 1837 

{Oka,)  State  of  Man,  a  Poem,  12mo,  10s  6<2;  new  edit.,  5f JUvington  1851 

(Prof.)  Treatise  on  Crystallography  and  Mineralogy,  post  8vo,  8s HouUUm   1857 

(iS./.)  Sermons  Pleached  at  Florence,  8vo,  16s PeUowa 1844 

(Wm,)  Hebrew  Dramas,  founded  on  Bible  History,  12mo,  5s  Bogne 1845 

Memoir  of  the  Life  and  Writings  of,  by  M.  F.  Conolly,  fcap.  8vo,  4s    /os.  Blackwood  1861 

Tennemann  {W,0,)  Manual  of  Philosophy,  hj  Johnson,  8vo,  16s,'33  ;  n.  e.,  p.  8vo,  5s  H  Bokn    185a 

Tennent  (SirJ,E,)  Account  of  the  Island  of  Ceylon,  5th  edit.,  2  v.  8vo,  50s  Longman   i860 

■ Copyright  of  Design  for  Printed  Fabrics,  post  8vo,  5s Smith  d;  Elder,  itj^i 

History  of  Modem  Greece,  2  v.  8vo,  82s  CoUmm 1848 

' Progress  of  Christianity  in  Ceylon,  8vo,  14s Murray 1850 

Sketches  of  the  Natural  History  of  Ceylon,  lUust.,  p.  8vo,  12s  6rf  Longman  1S61 

— —  Trarels  la  Belgium,  2  r.  post  8vo,  2l$f  BenOey,  1841— red.  to  7$    H,  B^kn  1841 
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rreiiiieiit(5»r/.^.)  WiBe^itsUfleandTaxaUon,  8vo,  7»  6d Madden 1855 

TennyBon  {Alf,)  Dora,  a  Poem,  illustrated  by  Mrs.  Mildmaj,  folio,  26f Verwm 1856 

Idylla  of  the  King,  a  Poem,  12mo,  7» Moxon  1859 

lUastrationi  to,  liy  BattB,  folio,  20f Day de  Son x86i 

■       InMemoiiam,  6f,  1850;  10th  edit.,  12mo,  6s Moxon  1861 

^— ^— ^ Index  to  In  Hemoriam,  12mo,  ed.,  1«  6cj;  cloth,  2« Moaoon  1862 

Lady  of  Shalott,  illiutiated  by  a  Lady,  oblong  4to,  lOt  KmU 1859 

— — —  Hand,  and  other  Poems,  12mo,  6i Moxtm  1855 

^ May  Qnee%  illnminated  by  Mis.  W.  H.  Hartley,  or.  4to,  21« DayASon i86x 

•  illustrated  by  B.  Y.  B.,  cr.  8to,  7<  6<2,*6o  ;  new  ed.«  fit  Low    i86x 


>  Miller's  Daughter,  a  Poem,  Illnstratod,  imp.  8to,  Idt— red.todt...  H,B6kn 1857 

-  Ode  on  the  Death  of  the  Duke  of  Wellington,  foap.  8to,  Is Moxon   185a 

Poems,  2t.  12mo,  12s,  184a;  new  edit.,  1  t.  9<    Moxon   i86a 

-  Illustrated,  roy.  8yo,  31<6(i,  1857;  new  edit.,  21s RouUedge  1859 


PrinoesB,  a  Medley,  12mo,  5s,  1847;  new  edit,  fia Moxon   1862 

Illustrated  edit.,  roy.  8yo,  10s,  '59— red.  lOiOd  Boutiedge  x86i 

•  Illustrations  to,  folio,  42s IHtkinoon 1850 


w  {Fre,)  Days  and  Houri,  Poems,  12mo,  ds Parker  A:  Son  1854 

Tenure  and  Peerage,  by  Barony,  an  Essay,  8to,  Is  6<i Stevens  '1853 

Terenee^  Adelphi,  oonstmed  by  Dr.  Giles,  18mo,  U  6d  ., Comieh 1858 

and  Hecyra,  Latin  and  English,  interpsged,  12mo,  2f  Simpkin 1840 

Andria,  from  Texts  of  Bentley  and  Yolbehr,  by  N.  Trarers,  12mo,  Ss  6d  ...   Walton 1858 

k  Beinhardt,  Notes  by  Fansaet,  12mo,  6s,  1859— red.  to  3«  6cj W.  Allen  1862 

Vi^pyi  12mo,  2s Longman  1858 

construed  by  Dr.  Gfiles,  18mo,  IsW Comtek  1858 

-  translated  by  Phillips,  8yo,  8s  Tegg  1836 


G<Hn(Bdige,  Bnnhardt,  Notes  by  Hickie,  new  edit.,  12mo,  9f  6d   Longman  i84<6 

Zeunius,  Latin  Notes  by  Giles,  8to,  16s— red.  to  8s Joe.  Bohn 1837 

English  Notes  by  Phillips,  8to,  12s— red.  to  4s  6d ff.JBohn 1846 

■  E.  St.  John  Parry,  8yo,  18s  WhiUaher 1857 


Translated  by  Ck>lman,  edited  by  Nuttall,  12mo,  7s MaekU  ;...i84i 

and  Phcdrus,  Plays,  transL  by  Biley,  post  8vo,  fia ff.  Bohn   1853 

Teresa  {S,)  Book  of  the  Foundations,  translated  by  Dalton,  post  8to,  4s  T.  Bichardeon  1853 

Interior  Castle  ;  or,  the  Mansions,  by  Dalton,  post  8to^  4s 7.  Jonee 185a 

Letters,  translated  by  Dalton,  post  8to,  4s  T.  Biehardeon  1853 

Life  of,  by  the  Bev.  John  Dalton,  12mo,  6s  6d Dolman 1851 

TeiminiU  Synchronism  of  DaniersTwo  Principal  Periods,  8to,  Ze6d J^PP' 1858 

Tenainalia ;  or.  Notes  on  the  Subject  of  Litters  Humaniores,   Nos.  1  &  2,  8to,  ea.  2s   Bell  de  Daldg  .1852 
Tenrsmoto ;  the  Earthquake  and  Eruption  ;  Sketohes  in  South.  Italy,  post  8to,  7s  6d  Saunders  <!;  0.  1859  • 
Tenington  {T,J,)  Christmas  at  the  Hall,  and  other  Poems,  post  8to,  6s,  1852  ;  6f...  Longman  1853 

Weltou  Dale,  a  Poem,  post  8to,  2<  6<i Longman  1852 

^— —  and  Wilderapin  (<8.)  Manual  for  Instruction  of  Children,  r.  8yo,  4s    Hamilton  1845 

Terrot  (Bp.)  Life  by  Neale,  8to    Masters 

(diT.)  Discourses  on  Christian  Humiliation,  8vo,  7s  Od Parker  A  Son  .1845 

(TT.if.)  Anthem  Book,  12mo,  2s  Masters 1856 

Terry  (CAa.)  New  Zealand,  ite  Advantages,  Ice.,  as  a  Colony,  8yo,  18s ^oone 1842 

Scenes  and  Thoughte  in  Foreign  Lands,  12mo,  6sM Pickering  1848 

{G,W.)  Alphabet  Annotated,  and  Hinte  upon  Slip-Slop^  roy.  4to,  14s  Ackermann   ...1853 

Tenteegen  (Cfer.)  life  and  Writings,  by  Jackson,  12mo,  6s W.Allen   1846 

Spiritual  Crumbs,  by  Jackson,  12mo^  6s /.  F.Shaw 1837 

Tertiary  Bntromostaca,  by  A.  Jones,  8vo  Palaontol.Soe.  n.  d, 

Tertullkn  <5.)  Apologeticus  adversus  Gentes,  Notes  by  Woodham,  8to,  %s6d RivingUm  1843 

• translated,  with  Notes  by  Beeyes,  12mo,  2s  M BeUADaidy,..i%^% 

■  Apologetical  Treatises,  Latin  and  English  Notes,  poet  8to,  7s  6d  Hamilton  1854 

translated,  by  Dodgson,  2nd  edit.,  8yo,  15s  ...  /.H.dfJ.ParkeriZs^ 


Teskereh  al  Yakiat ;  Memoirs  of  Emperor  Humayund,  4to,  lOs Ori.  Trans. Socn.  d, 

Te8ta(/.^.)StoriadeUaGnerradi  Federigo  I.,  poet  8yo,  7s Bolandi 1853 

Testsmenta  Eboracenria,  A.D.  1800  downwards,  2  ▼.  8to,  40s Surtees  Soc.  1836-55 

Testament,  New,  English  Chronological  Version,  new  edit.,  4to,  lOs  6d BkuJcader 1859 

Epitomised  by  a  Layman,  12mo,  2s  6d Whi^eld  1857 

French,  32mo,  Is,  Orr,  1850;  82mo,  Is  (id Simpkin 1851 

roy.  32mo,  2«  6<2,  Bryce;  12mo,  8t  6d Simj^kin n.d. 

"  Greek,  square,  12s;  large  paper,  16s Williams  dt  N.  iZ^9 

ex  Antiqutssimo  Codioe  Vaticano,  edidit  Mains,  8vo,  12s    ...  Nutt  i860 

■  from  Mais'  Vatican  Edition,  Notes, &c. , by Amsley,  p.  8to,  8s  6(i  Orifin    1 860 

— .—I Griesbach  k  Mill  et  Schols,  p.Syo,  3s  6d  j  with  Lexicon,  6«...  H.  Bohn    1857 

— 12mo,  6s,  Walton,  1837;  12mo,7s6(i WMttaker 1842 

Grinfield,  2  y.  8yo,  42s   Pi€icering  1843 

— Isjgetype,  8yo,  12s Sagster 1851 

■  '  ^  Libri  Historid,  k  Kuinoel,  8  y.  8yo,  27s  Booker  1835 

Lloyd,  new  edit.,  12mo,  8« J.H.d^.Pttrkeri9$6 

Mill,  12mo,  2t  6rf,  1851  ;  4to,  for  Notes,  ^s  6d  J.HJfJ.Parkeri%S9 

Notes  by  Alford,  V.l,8yo,  82s;  V.2,24s;  V.S,18s;  V.4,82»  iZtwn^fofi...  1857-62 

■ — — —  Bloomfield,  2  y.  8yo,  48f Longinan  1855 

— ^_^— ^_— ^_.  abridged,  7th  edit.,  12mo,  7s  6d Longman  186* 
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Testaxnent,  New,  Greek,  Noteeby  Burton,  6th  edit,  8to,  lOt  6d J.H,dJ.Parkari%hz 

TroUope,  postSvo,  12«,  8imphUi\  8vo,  9f Tegg  i860 

Vftlpy,  3t.  8to,  42« WhiUaker lUl 

Webster  and  Wilkinson,  2  ▼.  8to,  44« Parkcrd:  <So»*58-6i 

— — — — Wordsworth,  2  t.  roy.  8to,  80«  RwingUm 1862 

Schols,  &  Hacmichael,  new  edit,  12mo,  7»  W  WhiUaJcer 1861 

■  Stephani,  1660,  18mo,  8t  6d  •,  Seelty i8so 

Valpy,  12mo,  6«   Wkittaker 1845 


•  Greek  and  Englild^  Critical,  4to,  IOj  6d Bofftter iS^ 

by  Oardwell,  2  t.  p.  8vo,  1««,  1837— red.  to  9<    /.iW?/.i>arfari  857 

.- Giles,  2  T.  12mo,  20<  Ooniu4 1860-1 

'■ Scfaolefield,  12mo,  7f  6ci,  1850;  4to,  12i  ...  SeeUg 1859 

Qriesbach, translated  by  Sharpe,12mo,6«  M^Hodgwti^* sT*  n.e.,l«6<i  /.  R.  Smith  ..: 

-Taylor,  post  8to,  7<  6(2  Wkiifidd   1840 


-  in  Short-Hand,  by  Odell,  i2mo,  16« Groombridge  ...1843 

-  Irish,  in  the  Monster  Diafect,  sm.  4to,  2$  6d Bctgtier 1859 

•  Latin,  Beta,  82mo,  3«  6d,  Bagtter ;  12mo,  8s,  AUnujai\  Z»  6<2 Simpkin 1840 

•  Translated  by  Oampbeil,  with  Hymns,  12mo,  Zz  6d   HtmUUm  i8|s 

Cookesley,  Pt.  1,  Matthew,  16mo,  1j  (W Longman  1859 

T.  S.  Green,  Pt.  1,  Matthew  and  Bomans,  8yo,  2«  <W  BagOer 1857 

^— Wesley,  Sro,  18» ViHue    n.d. 

•  Wycliffe,  Uack  letter,  4to,  42«  Piekering 1848 


with  Qneetions  on  the  GKwpels  and  Acts,  by  Eres,  12mo,  2f  Bean 1854 

■  Old,  Compared  with  the  Bpistles,  2nd  edit.,  Z$  6d  iVuftrf 1857 

Septoagint  Version,  in  Bnglish,  by  Brenton,  2  v.  8to,  21j  BagUer 1844 

Gr.,  ex  Yersione  Septnaginta,  Oxfordy  8  v.  12mo,  14t JM.Aj^^arktr\%^% 

A  Field,  imp.  8vo,  2U Soe.  P.aK„..i$s9 


by  Tischendorf ,  2  t.  8to,  14s    WUliawu  Jb  N,  t$y> 

Testament.    Su  also  Bible  and  New  Testament 

Teste  {A,)  Animal  Magnetism,  Majinal  of,  translated  by  D.  Spillaa,  leap.  Sro,  dt    .  .  BaiUiire   1843 

Homoeopathic  Materia  Medica,  edited  by  C.  J.  Hempel,  8to,  12«  6ci  New  York 1855 

Testimony  of  Sceptics  to  the  Tmth  of  Christianity,  foap.  8to,  2s  6d Barton  1861 

■  the  World  ;  or.  Creation  Miraculous,  8to,  Is Longman    1861 

to  the  Tmth  of  Christianity,  4s  6(2,  1851  ;  4th  edit,  12mo,  S<   Smith  dt  Elder  185s 

Tetralogia  Liturgica,  Greek  and  Latin,  edidit  Neale,  8to,  10s  6d  LaUe 1849 

Teolet,  Histoire  de  TBcosae  au  16  Sidcle,  2  t.  4to    Bannatyne  €^,i$sz 

Texas  in  1840,  by  an  Emigrant,  12mo,  6s WiUg 1840 

its  Soil,  Climate,  and  Advantages,  with  2  Maps,  18mo,  li   £.  WiUon 1848 

Text  BodL  for  the  Sick  and  Afflicted,  by  a  Lady,  64mo,  Is /.  F.SJUm    ...1858 

to  Heresy,  f cap.  8to,  UM  Simpkin 1845 

Emblems,  a  Series  of  Designs,  with  Preface  by  J.  M.  Neale,  sq.  12mo,  2s Uajfes    1861 

Thackaberry  (Fosaey)  Life  and  Labours  of,  by  Hutson,  12mo,  8s    Maton   1853 

Thacker  (Tho,)  Courser's  Animal  Bemembrancer  and  Stud  Book,  2  t.  8to,  ea.  10s  6<2  Longman  1851 

«_ .  Companion  and  Breeder's  Ghiide,  2  y.  8to,  30j Ja».  Bohn 1835 

— —    Eules  for  the  Decision  of  Courses,  fcap.  8^0,  2t  6d Longman  1845 

Thackeray  (Capt.)  Lectures  on  Bifle-Firing,  8vo>  Is J,H^J.Parkeri%$i 

'  Soldier's  Manual  of  Eifle  Practice,  new  edit,  12mo,  2s Longman  1861 

( Prom. )  State  of  Ancient  Britain,  2  t.  870,  21s,  Longman — ^red.  to  lOs  6rf. . .  B,  Bohn    1 846 

{T.J.)  Military  Organisation  and  Administration  of  France,  2  t.  8vo,  21s  .  Neteby   1856 

(jr.lf.)  AdTenturesofPhiliponhisWaythrough  the World,8v.p.8To,81a6rf  Smith^EUer  i86a 

Book  of  Snobs,  12mo^  2s  Bradbnrg  1848 

Christmas  Books :  Mrs.  Perkins's  Ball,  &c.,  sm.  4to,  7s  6ii  Chapman  S  ff.it ^6 

— — Comic  Tales  and  Sketches,  2  v.  post  8vo,  21s Cunningham.., li^i 

■■  ^—  Dr.  Biroh  and  his  Toung  Friends,  16mo,  5« ;  coloured,  7j  6d  Chapman  A  ff.i$^ 

History  of  H.  Esmond,  8  t.  p.8to,81s  6d,'5a— r.l6s,'55 ;  p.8TO,6f  Smith  4k  Elder  1857 

Pendennis,  2  v.  8vo,  26s,  1850;  post  8vo,  7s Bradbnrg 1855 


Samuel  Titmarsh  and  the  Gr^t  Hoggarty  Diamond,  4s .  Bradburg 1851 

Irish  Sketch  Book,  2  t.  p.8T0,  21s,  '43— red.  to  14s,  '45  ;  p.8vo,6s  Chapman ^H.  i860 

Journey  from  Comhill  to  GtThiid  Cairo,  12mo,  6s    Chapman  ^  H,i$^6 

Kickleburys  on  the  Rhine,  12mo,  6s;  coloured,  7t(id  Smith  Jt Elder  1851 

Lectures  on  English  Humourists, p. 8to,  10s  6(2,*53;  n.e.,12mo»2s  6d  Smith  ds  Elder  1858 

-  Lorel  the  Widower,  post  8to,  6ff Smith  A  Elder  1861 

Miscellanies,  V.  1  to  4,  post  8yo,  each  6$    Bradburg  ...i855>7 

•  Mrs.  Perkins's  Ball,  sm.  4to,  78  6d;  coloured,  lOs  6d   Chapman  S  ff,i%^6 

Our  Street,  16mo,  58;  coloured,  7s  6(f Chapman  ds  ff.iZ^j 

Paris  Sketch  Book,  2  t.  post  8vo,  21s Cunningham...  1%^ 

•  Bebeocaand  Bowena,  sm.  4to,  6s;  coloured,  7s  6<i Chapmam^ff.iZ^^ 

'  Bose  and  the  Ring,  a  Christmas  Tale,  16mo,  6s— red.  to.2s6d SnUthdt  E.  t^^^sS 

Boundabout  Papers,  from  the  Comhill  Magasine,  post  8to,  7s  6<£ ...  Smiihd:  Elder  1861 

•  Second  Funeral  of  Napoleon,  square,  2s  6d Macrone    1840 

■  The  Four  Georges  :  Sketches  of  Manners,  Morals,  &c,  post  Sto,  58  Smith  dkMder  1861 

•  Newcomes,  2  t.  8vo,  26s,  1855— new  edit,  post  8yo,  7s  Bradbury 1859 


• Vanity  Fair,  8yo,  21s,    1848;  post  8yo,  68 Bradbury 1854 

Virginians,  2  y.  8vo,  26s,  1859— post  8yo,  7s Bradbury 1863 

ThackweU  {E,J.)  Narrative  of  the  Second  Sikh  War,  1848-9,  poet  8vo,  10s  6d  BentUy 1851 
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Tb&en  (A.D,)  Principles  of  Agriculture,  translated  by  Sbaw,  2t.  870,  25« Bidgway    1844 

Thslatta,  the  Great  Commoner,  a  Politiod  Romance,  post  8vo,  9s Parker  A  Son... i%b% 

Thaly  (Cot.)  Fortress  of  Komarom  daring  War  in  Hungary,  1848-9,  post  8to,  10s 6<2  Madden, iSsa 

Thane  (/no.)  Historical  Portraits  and  Autography,  4  r.roy.  8yo,  A2m  ;  Supplement,  4to,  1 5«  Daniell 1 8  54 

That's  It !  or,  Phun  Teaching,  by  Author  of  Enquire  Within,  n.  e.,  cr.  8to,  8<  6(2...  JlouUton   1861 

Thatcher  (fi.  A)  Indian  Biography,  2  t.  18mo,  8f   Wiley 1843 

Thaomaturgia;  or.  Elucidations  of  the  AUnrelloas,  12mo,  7s  6d  Churton 1835 

Thayer  (fP. if.)  Prom  Poor  House  to  Pulpit,  12mo,  6t BoatOHf  U.8....i^S9 

Poor  Girl  and  True  Woman,  fcap.  8vo,  6f Botkm,  U.8,...i$stj 

J^rinter  Boy ;  or,  how  Benjamin  Franklin  made  his  Mark,12mo,S«  6d  Hogg  ds  Son  ...  186 1 

Thelvall  {A.8.)  Exercises  in  Elocution,  Prose  and  Veise,  8to,  5«  6<2 Wertheim 1850 

Idolatry  of  the  Church  of  Rome,  18mo,  U    DalUm 1844 

Iniquities  of  the  Opium  Trade  with  China,  post  8to,  8f  6<f Alltn  <£?  Co,  ...1839 

Letter  on  Objections  to  the  Church  of  England,  12mo,  6«  6d Sedey 1835 

Thoughts  in  Affliction,  18mo,  Is,  Rtl.  Tr,  Soc.;  18mo,  2s  M Seeley 1845 

(/no.)  Life  of,  by  his  Widow,  8to,  12s  Maerone    1837 

(5.  Jf.)  Syllabic  Primer  and  Reading  Book,  12mo,  2s  6d Wertheim  1859 

Theobald;  or,  the  Triumph  of  Charity,  a  Corsican  Story,  12mo,  2s  6d Dolman i860 

Theobald <irm.)  Acts  of  the  Legislative  CouncU  of  India,  roy.  8to,  31s  6d Williamt  AN.  1844 

Imprisonment  for  Debt  Act,  1838,  12mo,  6s Sweet 1838 

• Poor  Law  Amendment  Act,  1884,  12mo,  ^  Stevens  1835 

Practice  of  Q.  B.,  C.  P.,  and  Exchequer,  for  Students,  12mo,  12s  ...  AfaxtoeU    1840 

Questions  and  Answers  on  Practice  of  Common  Law,  12mo,  6$ Sweet 1839 

• Treatise  on  the  Poor  Laws,  8vo,  30s :.... Sweety 1836 

Theocritus,  Gh-.,  Reoens.  et  emendavit  Ghr.  Wordsworth,  8to,  18s  6d  Parker  A  Son  .1844 

Bion,  et  Moschus,  Gr.,  Selects  i  Ringwood,  8vo,  9s  ;  new  edit.,  B$  Sitnpkin 186a 

-  Translated  by  Chapman,  8to,  12s    Fraser   1836 

^— ^— —  Moschus,  andTyrtneus,  translated  by  Banks,  po8t8vo,  6s.. Jff.  Bohn  1853 

Idyllia  Selecta,  Gr.,  English  Notes  by  Hickie,  post  8vo,  6s Longman  1839 

Theodore;  or,  Summer  at  Seymour  Hall,  12mo,  2s Simpkin z86a 

Theodoret  (Bp.)  Commentarius,  Gr.,  in  omnes  Pauli  Epistolas,  8to,  10s  6<2— red.  8s  J.H.dcJ.Parkeri%s^ 

Ecclesiastice  Historis,  reoensuit  GJairford,8vo,10s6d— -red.to  7s  6c<  J.B.d:J.Parkeri^s^ 

■■         Ecclesiastical  History,  translated,  8to,  7s Bagtter 184a 

Gnecarum  Affectionum  Coratio,  reoens.  Gaisford,  8yo,  14s — ^r.  7s  6<f  J.H.JcJ.Parkeri%i^ 

and  Ersgrius'  Ecclesiastical  Histories,  post  8to,  6s H.  Bohn  1854 

Theodosia  Ernest;  or,  the  Heroine  of  Faith,  foap.  8vo,  8s  6<2 Tretidder  i860 

Theogony  :  a  Genealogical  Mythology  of  Ancient  Gh-eeoe  and  Rome,  8to,  3s Whittaker 1844 

Tbeologia  Germanica,  transl.  from  Pfeififer,  by  Winkworth,  12mo,  5a  ;  illust,  4to,  21s  Longman  1854 

Theologian,  V.  1  and  2,  8vo,  each  16s,  Ollivier,  1845;  New  Series, V.l  to  3,each  12s  Cleaver 1846-7 

Theological  Critic,  edited  by  Rot.  T.  K.  Arnold,  V.  1  and  2,  8to,  each  16s  6d Rivington  ...1851-2 

Doubts,  by  a  Layman,  8to,  10s  /.  Chapman  ...il^i 

■  Essays,  reprinted  from  the  Princeton  Reriew,  2  t.  roy.  8vo,  each  16s Wiley 1844 

Tracts,  Notices  of  the  Authors,  by  Brown,  V.  1  to  3,  12mo,  each  Ss  6d...  Fullarton  1853 

Theophilns  (Ada.)  Legend  of,  in  Icelandic,  &c.,  by  Dasent,  8yo,  Bs Pickering  1845 

(Abp.)  Comment  on  St.  Matthew,  Gr.  et  Lat.,  i  Humphry,  8vo,  14s   ...  Parker  A  Son... li^^. 

— Libri  Tresad  Autolycum,  k  Homphry,  post  8yo,  6s   Seeley 1852 

-  Three  Books  to  Autolycus,  on  Christian  Religion,  tr.,  p.8T0,8s6<i  Masters i860 

(Monk)  Encydopedia  of  Fine  Arts  in  10th  Cent.,  tr.  by  Heudrie,8vo,21s...  Murray 1847 

{Proi.)  De  Corporis  Hnmani,  Gr.,  A  Greenhill,  8vo,16s,  184a— red.  to  8s  J.H tkJ.Parkeri%^j 

Theophrastus,  Charaet^res  Ethici,  Gr.,  Notes  by  Sheppard,  8vo,  10s  6d    Longman  185a 

Theory  of  Effect,  the  Contrast  of  Light  and  Shade  of  Colour  and  Harmony,  1 2mo,  2s  Qd  Delf  1851 

Human  Progression,  and  Probability  of  a  Reign  of  Justice,  8yo,  12s    Theobald  1850 

Money,  8yo,  6s    P.  Richardson. iZaa, 

Teaching,  8yo,  2s  6d  Wiley igTi 

the  Foreign  Exchanges,  8yo,  6s E.  Wilson t86i 

— Sun's  Orbit,  by  Anaxagoras,  4to,  5s   Rivington  ...*.'!.'i8*6 

TheoBophy,  an  Introduction  to  the  Science  Mystery  of  Christ,  12mo,  10s  6d Kendrick  ...     18 cc 

There  is  no  such  Thing  as  a  Trifle ;  or.  Old  Woman  and  her  Chicken,  sm.  4to,  3s Darton  .........i8«6 

Theremin  (^ra.)  Confessions  of  Adalbert,  translated  by  Jackson,  12mo,  4s  6(2 Wertheim  ..  ...i%\% 

' ^  Outlines  of  a  Systematic  Rhetoric,  translated  by  Shedd,  8yo,  4s  M  .  Andover,........i%cA 

Therese  {Marie)  de  Lamouroos,  a  Biography,  by  Miss  Tonge,  12mo,  Is  M  Parker  A  Son.  i%Xi 

They  are  only  Cousins,  a  Noyel,  3  y.  poet  8yo,  81s  6fi{ Newby    igje 

Thibaudin(if..4.)  Dictionary  of  French  Verbs,  roy.  8yo,  UM,  Simpkin...    .     i8ci 

Thieme(F.Tr.)  German  and  English  Dictionary,  3rd  edit.,  12mo,  7s Williams  AN  i%\i 

Thierry  {Aug.)  History  of  the  Tiers  Etat,  2  y.  8yo,  16s,  1854;  postSyo,  6s H.  Bohn *  i8eo 

(J.N.A.)  Historical  Works  (Popular  Library),  med.  8yo,  12s  6d   Whittaker 1844 

History  of  the  Norman  Conquest,  med.  8yo,  7s  Whittaker         1840 

by  HaiUtt,  2  y.  post  8yo,  7s Jff,  Bohn... '.'.'.'.[.19% 

Narratiyea  of  the  Meroringian  Era,  &c,  med.  8yo,  4s  6d  ...» Whittaker ..      x8co 

Thiers  (L.A.)  Consulate  and  the  Empire,  med.  8yo,  26s,  Whtttaker—nd.  to  10s ff,  Bohn   ..!i846-8 

by  Campbell,  20  v.  post  8yo,  84s Willis    i86a 

• Redhead,  roy.  8yo,  22s FuUarton 1845 

Stapleton,  roy.  8yo,  12s  6d ffoulston    1846 

— — French  Reyoltttion,  med.  8yo,  26s~red.  to  10s Whittaker  .       islc 
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Tfaien  (£.i.)  ^>>c^^^'^^^>^>^7^^^  2^-  '^^^Oj  1S<  ^^9 'M 

Redhead,  roj.  8to,  22i FnUarUm  1847 

— — — ~ Sfaoberl,  6v.  8to,  40f,  '46;  ii.e.,  Sy.p.Sro,  e&.6«  BetUtejf 1854 

Righto  of  Property,  l2mo,  2f , GroomMdg:..  1848 

Thiench  (iT.  TT.)  Christian  Punily  Life,  transl.  by  Qardiner,  new  edit,  12mo,  Z$  M  Botwofik  1858 

■  History  of  the  Ohristiui  Ghnroh,  by  Carlyle,  poet  8to,  6# Btmwmrtk   1851 

Thimm  (P,)  French,  German,  Italian,  and  Spaniah  Qelf-Tanght,  cr.  8to,  eadi  If Thimm  1861 

German  and  English  Dietienary,  8th  edit.,  ISmo,  7« Tkmm  i86a 

Copy  Book,  4to,  1»  W Thimm  1863 

. School  Dictionary,  18mo,  8f  6d  Thimm  1851 

Literatore  of  Geminny,^istoiically  developed,  ISmo,  6s6(i;  n.e«,  4i  <U  Thimm  1847 

— — —  Princess  Alexnndra  and  Royal  House  of  Denmnrk,  a  Genealogy,  12mo,  1<  Thimm  1863 

nings  New  and  Old  in  Religion,  Seience,  and  literatnre,  12mo,  5« Nitbtt    1857 

^—~  that  accompany  Salyation  :  Sermons,  post  8to,  6«  Nubet    iS$8 

to  Be  Thought  of,  by  Author  of  Little  Things,  18mo,  1« ffamHttm  1853 

-  Worth  Knowing  about  Hones,  by  Harry  Hieorer,  fp.  8to,  6s,  '59 — r.  to  &  M  Ntwbg    1861 

Thinking  and  Acting,  a  Tale  by  Author  of  Helen  Lindsay,  2  t.  postSvo,  21a  Hunt  SB,    ...1861 

Thinks  I  to  Myself,  new  edit.,  24mo,  2f  AUman 1858 

Thirlwall  (£p.)  History  of  Greece,  8  t.  leap.  8yo,  48t,  1844— red.  to  28« Lom^mai^  1850 

— -^— • 8t.  8to,  Wii^  1851  ;  new  edit.,  8  ▼.,  60»  Lmffmcm  1855 

— — ^——^ alwidged  by  Dr.  Schmits,  new  edit.,  12mo,  7«  6<{...  Lwngwutn  1856 

Thirteen  Months  in  the  Rebel  Army,  by  an  Impressed  New  Yorker,  12mo,  S«  M New  York 1861 

— —  IWma,  and  Bocleeiaates,  tr.  BngUsh  Yene,  in  Reign  of  Henry  Yin.,ed.  Bliss  Percy  Soc «.  d. 

Thirty  Brangvlical  Yillage  Sermons,  12mo,  i» Whittaktr 1843 

Sermons  on  Yaiions  Subjects,  by  litinff  Diyines,  8to,  12i  HwmiUom 184A 

Years  of  Foreign  Policy :  Aberdeen  and  Pabnerston,  8to,  12f Lomgmmm  1854 

Thirty-Nine  Articles  (The),  in  English  and  Latin,  18mo,  U^d Bimfikin 1846 

Thirty-Six  Nonconformist  Sonnets,  fcap.  8to,  1«  AylaU    1846 

Years  of  a  Seafaring  Life,  8to,  8i  6rf lAmgmi&M  1839 

Thistlethwaite  (Wm.)  Charity  School  Sermons,  with  Life,  12mo,  10« HtUchard 1838 

■  Memoirs  of,  by  his  Son,  8to,  10» HaitkoBtd 1838 

" Sermons  on  the  Pentateuch,  4  t.  12mo,  24* Hatekard 1838 

Thistlethwayte  (P,)  Memoirs  &  Correnondenoe  of  Dr. Bathunt,Bp. of  Norwich,  8to, 21s  BemU^ 1853 

Tholuck  (Dr,  Aug.)  Commentary  on  St.  John's  Gospel,  8to,  7s  td    HamUUm  i860 

■  Thoughte  for  Holy  Seasons,  from  the  Hours  of  Devotion,  18mo,  ls6d  Wertkeim 1 860 

(A,P.)  Commentary  on  the  Book  of  Paalms,  tr.  by  Mombert,  8to,  12s  M  Niihti    1856 

(P.A.)  Circle  <^  Human  Life,  translated  by  Menxies,  12mo,  2s  id SimpinH 1847 

Doctrine  of  Sin,  &o.,  translated  by  Ryland,  12mo,  5i  Ball  1836 

^— Exposition  of  BpisUe  to  the  Hebrews,  2  t.  12mo,  12s   ffamiiUm  1841 

-Romans,  2  t.  12mo,  12s    HamilUm  ...1834-6 


Sermon  on  Mount,  27. 12mo,12s;  n.e.,8to,  10s  64  HamiUmt  i860 

Hours  of  Christian  DeTotion,by  Bonar,12mo,8s  6<f;n.e.,18mo,2s  iWsM 1853 

Ught  from  theCroes  ;  Life  &  Passion  of  our  Lord,  2  e.,  12mo,  6s  J/amUkm 1859 

Sermons;  Life  and  Character  of  St.  Paul,  12mo,  6s ffamUUm  1859 

Unirenity,  translated  by  Lady  Manners,  12mo,  ds  ...  Seeley 1844. 


(P,A,D.)  Two  Students,  Guide  and  Julius,  new  edit.,  er.  8to,  Is  6d  /.  P.  iSSlaw  ...j86i 

Thorn  (<^clam)  Chronology  of  Prophecy,  post  8yo,  BiM Longman  1848 

{Alex,)  Naturo  and  Course  of  Storms  in  the  Indian  Ocean,  8to,  12s SmUhdeBider .  1^45 

■  (Dav,)  Calrinism  Identified  with  UniTersalism,  2  t.  8to,  21s  Simphim 1840 

^— Character  of  God  opposed  to  Character  of  Man,  8to,  10s  Simpkin 1841 

Collection  of  Prayers,  12mo,  8s    Simpkm 1838 

■  Dialogues  on  Uniyenfinl  Salvation,  12mo,  5s,  1838  ;  8s  6d M.  K.  luewu  ...1855 

Number  and  Name  of  the  Apocalyptic  Beast,  Pt  1,  8to,  12s  ff,  K,  Lewa  ...1848 

Questions  Concerning  Life  of  Adam,  &c.,  12roo,  2s  M ff,  K,  £e«ii...i849 

— ^~- Three  Grand  Exhibitions  of  Man's  Enmity  to  Cfod,  8to,  18s Simtpkim 1845 

— Questions  Proposed  and  Answered,  feap.,  2s  Oct ZetAis 1855 

— ■ {J.ff.)  Hymns,  Chants,  and  Anthems,  12mo,  4s Wki{/leld    1838 

Spirit  and  Significance  of  Epistles  to  Corinthians,  post  8vo,  7s    /.  Cfhapwum  ...1851 

The  ReyeUition  of  God  and  Man  (Six  Stormons),  12mo,  2s  6d  Whi^^Md  1859 

(/J.  fF.)  Cleon,  12mo,  it  6d    ffamUUm  1855 

Life's  Phases,  12mo,  4s  6d    BamilUm  1857 


(Wm.)  Infant  Baptism,  or  Divine  Obligation,  12mo,  7s  6d  Jads$on  <fr  W.  .i860 

•  Rhymes  and  Recollections  of  a  Hand-Loom  Weaver,  post  8vo,  4s SmWk  S  BUter  ,1^47 


Thorn's  Almanack  and  Official  Directory,  8vo,  15s   Lomgtmam Ann, 

British  Directoij,  with  County  and  Borough  Register,  8vo,  12s  Sd  &room6ri(^...i86a 

Thoman  (Pedor)  Theory  of  Compound  Interest  and  Annuities,  12mo,  5s Lockwood 1899 

Thomas  {Cha.  W,)  West  Coast  of  Africa  and  its  Islands,  er.  8vo,  7s  6d New  York i860 

— — — <Dav.)  Biblical  lituigy  for  Evangelical  Churches,  12mo,  4s  6d Ward    1858 

Core  of  Oneds ;  or,  St.  Peter's  Koys,  new  edit.,  12mo,  Is  M Ward    1853 

'  Crisis  of  Being  ;  Lectures  on  Religious  Decision,  n.  e.,  l2mo,  ^Bd  Ward    1854 

Progress  of  Being  ;  Lectures  to  Young  Men,  new  ed.,  12mo,  2s6d  Ward    1857 

— Resurrection,  Tbonghteon  Duty  and  Destiny  (Sermons),  8vo,  2s6<i  ATeii* i86s 

■  Memoir  and  Journal  of,  12mo,  1$M    Jadtum  A  W.  1849 

(Bliz.)  The  Georgian  ;  or.  Moor  of  Tripoli,  and  other  Poems,  8vo,  6s  ...  BarileU 1847 

{Mrt.Edw.)  Autumnal  Leaves,  and  other  Poems,  cr.  8vo,  6s  Walker i860 
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Thomas  (i/w.^d.)  Merohant's  Daughter  at  Toulon,  a  Play,  8vo,  2a  6d Laeey 1856 

Poems,  ISmo,  6* Hatchard 1846 

., Sir  Bedjnond,  aMeirioJ  Bomance,  fci^p.  8to,  5i Saundends  0.  1839 

Tranquil  Hours,  Poems,  12mo,  7i Saunders  4:  Q.  1838 

(Bdw.)  Ck)insof  the  Patau  3nltans  of  Hindostan,  8vo,  10« /.  R.  Smith  ...1848 

(P,8,)  Ancient  Exchequers  U  Bngland  and  Ireland,  8vo,  lOf Petheram  1848 

Handbook  to  the  Public  Becords,  roy.  8vo,  12*    Butterwortki  ...1853 

,    ■  HistorioU  Notes  on  History  of  Bngland,  1509-1714,  8  t.  r.  8to,  40«  Longman  1858 

Histoiyof  the  State-Paper  Office,  8vo,  is    Petheram  1848 

Fbychologist,  a  Poem,  8vo,  V)t' Darton  1844 


-{Oeo,)  Ministry  of  Holy  Angels  in  the  Church  Considered,  12mo,  2$6d,  HamUion  ......1847 

National  Duties  in  Connection  with  Beligion,  12nie,  3s Sedey9    1840 

ProTince  and  Country  oi  Pennsylvania,  12mo,  10s  6d New  York n.  d. 


-(O.P.)  Miobele  Orombello  ;  or,  the  Fatal  Secret,  a  Tragedy,  8to,  5s Thacker i83z 

Poems,  12mo,  6s Simpkin 1847 

Ybws  in  Simla,  folio,  84s  ;  cold.,  8/  8s    Dickinson 1846 


(ffen.)  Additions  to  the  Homcsopathic  Materia  Medica,  12mo,  2i6d Sanderson 1859 

■- Bztemal  Bemedies  for  Accidents,  4th  edit.,  32mo,  Is Sanderson i860 

Homoeopathic  Treatment  of  Diseases  of  Children,  18mo,  3s  Sanderson 1859 


'{Jos,)  Burlesque  Dramas,  12mo,  7s  6d Thomas 1838 

-(/./.)  American  Fruit  Culturist,  post  8vo,  7s  6d    /.  Chapnum  ...1849 

Farm  Implements,  new  edit.,  crown  8vo,  6s  6d  New  York 1861 

Bund  AffidiB,  post  8vo,  7s  6d AUmny,  £^.5... 1858 


— (J,W.)  Apology  for  Don  Juan,  a  Satirical  Poem,  12mo,  2s  6d Partridge 1850 

■^  (Lady)  Faithful  Hound  :  a  True  Tale,  2nd  ed.,  16mo,  2s  6d ;  cold.,  3s  6d  Griffith  d:  P.  ...i86a 

.  (LynJl)  Treatiae  on  Bifled  Ordnance,  roy.  8vo,  12s  6d  WeaU    1859 

•<-  (Robt,)  History  of  American  Wars,  8to,  10s Philadelphia,.. iS si 

Modem  Practice  <rf  Physic,  Uthe.,  2  7.  8to,  28s, '53— r.  tolOs6<i  ff,  Bohn  i860 

(St)  Yillanova,  and  St.  Solano,  Lives  of,  12mo,  4s  .*. T,  Richardton  1847 

—  (T.P.)  Lectures  on  the  Trinity,  12mo,  5s Mardom 1838 

—  (IFm.)  Designs  for  Monuments  and  Chimney-Heces,  imp.  8vo,  16s    WeaU    1843 

— ; Pre-Baphaditism  tested  by  the  Principles  of  Christianity,  8to,  Is  Wertheim  1861 

—  The  Pilgrim  :  a  Dialogue  on  Life  of  Hen.VIII.,byProude,8YO,6s  6d  Parker  df  Son  .  1861 


{W,ff.)  Interest  Tables,  One  to  Three  per  Cent.,  post  4to,  21s Lowgmon  ;.  ...1851 

Tinteme  and  its  Vicinity  Described,  12mo,  3s  Qd    Hamilton  1839 


.  (ir.Z.)  Theresa,  a  Tragedy,  8vo,  8s  6d  Watt 1843 

•  (WM.)  Pictures  in  a  Mirror,  post  8yo,  l^s\  cheap  edit.,  2s  6(2 GroomMdge  ...1861 

When  the  Snow  Falls,  2  y.  p.  8vo,  21s,  '59  ;  newed.,  cr.  8vo,  5s  Low  1861 


Tbomason  (^.)  Men  and  Things  in  America,  12mo,  7s Longman  1838 

(<StrJ?.)  Memoirs  during  Half -a-Century,  2  y.  8yo,  42s Longman  1845 

(O.r.)  Memories,  a  Poem,  sm.  4to,  7s  6d  BelldsDaldy   1855 

Thompaott  (A.C)  Believer's  Journey  and  Future  Home  in  Better  Land,  l-2mo,  Ss  6(2  Jos,  Blackwoodi2$s 

(\a.)  Digest  of  Qrand  Jury  Acts,  Ireland,  12mo,  7s  6d Sweet 1843 

(C.)  Sidereal  Tables  for  1845,  12mo,  2s Longman  1845 

-(D.P.)  Change  of  Beligious  Opinion  in  Dingle,  &c.,  post  8yo,  5s  6d  SeeUy 1844 

Qaut  hurley ;  or,  the  Tmppers  of  Ambagog,  post  8yo,  7s  6d Boston,  U,S,  ...1857 

■  {jyA,W,)  Ancient  Lmvos;  or.  Translations  and  Paraphrases,  12mo,  6s Hamilton  1862 

— . : —  {B.)  Doctrine  and  Worship  of  Catholic  Church,  18mo,  5s    Lumley 1850 

-  Lectures  on  Bogtish  and  Boman  Churches,  post  8yo,  ^  6d Hatchard 1845 


'  Bector  of  Auburn  ;  Beligious  Bssays,  2  y.  12mo,  12s  Qd SeeUy 1839 


-  Sermons  for  Families,  post  8yo,  10s6<2— red.  to  6s Hatchard 1838 

— on  Future  State  of  Happiness,  post8Yo,  6s  6(2  Hatchard 1844 

the  Seven  Churches  of  Asia,  8vo,  5f  6<2 Hatchard 1848 

preached  in  Critical  Times,  post  8vo,  6s  6d   Hatchard  1840 


Twelve  Sermons,  with  Notes,  12mo,  5s  6(2 Hatchard  183$ 

Xypes  and  Miracles  of  Prophecy,  8vo,  10s  6(2  ,...  Hatchard  1838 

(i?.^.)  Anglican  Theories  of  Unity,  8yo,  2s  6(2 Dolman 1846 

-  Unity  (KF  the  Bpisoopate  Considered,  12mo,  4s  6(2    T,  Richardson  ,\%^y 


•  {Edw.M,)  Life  of  M.  Olier,  Founder  of  S.  Sulpice,  12mo,  4s Burns    1861 

—   (E.P.)  Histoiy  of  the  Austrian  Bmpire,  post  8vo,  12s Smiths  Elder  .1848 

—  life  in  Bussia ;  or,  Discipline  of  Despotism,  post  8vo,  12s Smith  dt  Elder .  1 84S 

-  Note-Book  of  a  Naturalist,  post  8vo,  9s,  Smith  df  Elder^r.  is  M  H.  Bohn    1845 


{F.E,)  Lent  Lectures  at  Brentford,  1844-45,  12mo,  5s  Hatchard 1845 

{Oeo.)  Short  Sermons  for  Families,  ^,  12mo,  2s  6i2  Edwards    1840 

{0,A.)  Hand-Book  to  the  Pacific  and  California,  12mo,  Ss  Simpkin 1849 

{Hen,)  Concionalia ;  Outlines  of  Sermons,  2  v.  12mo,  12s,'53;  ^  ^>7«  6<I  Masters i86a 

^ Life  of  Hannah  More,  post  8vo,  12s,  Cadell,  1838— red.  to  6s  ...  H.  Bohn   1838 

Pathology  and  Treatment  of  Bnlarged  Prostate,  8vo,7s  6d ;  2  e.,10s  ChwchiU  1861 

Stricture  of  the  Urethra,  8vo,  10s  ...  ChwrchiU  1854 


{H.B.)  Laws  of  War  affecting  Commerce,  2nd  edit.,  8yo,  4s  6(2  Smith  de  Elder  ,1%^^ 

— (/.)  Law  and  Practice  of  Benefit  Building  Societies,  12mo^  7s  6(2  Crodrford 1850 

Betreats  :  Designs  for  Cottages,  Villas,  &c.,  4to,  24s;  cold.,  42s    Taylor  1854 


'{Jas.)  Bventsinthelafeof,  by  N.  Oliver,  12mo,  3s  6(2 Rivington  1836 

History  of  Leicester,  roy.  8vo,  21s Picking  1849 

-MenQrialsof  my  Ministry,  pcist  8voy  7s  6(2  .• HamiUw i86a 


i 
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Thompflon  (Jaa,)  Time's  Best  Bleflsiiig:  Easaj  on  the  Sabbath,  12ino,  UM  Poftridge 1S49 

(Jno,)  Common  Law  Procedare  Act,  1854,  12mo,  6f  6d Crodford 1854 

Ghiide  to  the  Study  of  the  Pentateuch,  12mo,  S«  6d BoulH^m    1S39 

Law  of  Freehold  Land  Societies,  12mo,  7»  6d  Crodiford 1851 

■  (/(EM.)  Considerations  on  Trade  with  China,  post  8to,  6» AUfmd:Oo 1840 

•  English  and  Oordoo  School  Dictionary,  12mo,  7« (ktell 1842 


—  (J.B.)  English  Qrammar  for  Beginners,  12mo,  It Simptin 1857 

— (/./.)  Stray  Meditations  ;  or,  Voices  of  the  Heart,  ke,^  12mo,  4$ New  Yvrk 1851 

(Jno.L.)  History  of  the  Wars  of  the  United  States,  loy.  8to,  14« PhHadeljAia...i%s^ 

—  (/.P.)  Geometry  without  Axioms,  8to,  2tM  E.  WiUom 1853 

•  Love  and  Penalty;  or.  Eternal  Punishment  Consistent,  12mo,  5»...  New  York i860 


-._.  Memoir  and  Remains  of  D.  Hale,  8vo,  9« New  York 1845 

Photograph  Views  of  Egypt;  Ptat  and  Present,  12mo,  2$    W.  CoUitu 1855 

— (/.  W,)  Treatise  on  Heat  for  Hot-houses,  &c,  8to,  2*  6d Oroombridge  ...1838 

—  IMrB,)  Qalley  Slave  and  his  Daughter,  a  Tale,  post  Syo,  6« BamUUm  1858 

—  (PiU.)  Remembrancer  for  BelioTers  in  Jesus,  new  edit,  18mo,  2t WkUtaker 1845 

(PisheyS  History  of  Boston,  and  Pturtsof  Lincoln, n.e.,r.8yo,91«6d;  l.p.,63«  Longnum  1856 

{It.)  Life  of  Napoleon  Bonaparte,  feap.  8vo,  80 Berger   1844 

—  (Rob.)  Qardeuer's  Assistant,  Practical,  &c.,  roy.  8to,  S1«  6d Blaetie 1859 

—  (i2.il.)  Christian  Theism:  Burnett  Prise  Treatise,  2  t.  8TO,2U—r.l08  6d  lUvingUm  1862 

-  Essays  on  Principles  of  Natural  Theology,  post  8vo,  it RiringUm  1857 


(Sam,)  Domestic  Medicine  and  Household  Surgeiy,  7th  edit,  post  8vo,  7<  Griffin    1857 

Essays  tending  to  proTe  Animal  Restoration,  12mo,  2«  6(i   Matom   1838 

Eridenoes  of  RcTealed  Religion,  4th  edit,  12mo,  Is  fid  Fox    1842 

-  Memoirs  of  Mn.  Ann  Broadbelt,  12mo,  itikl Maton  1838 

-  Scripture  Refutation  of  Unitarianism,  i2mo,  3«  Mason    1838 


(7%eo.)  Clinical  Lectures  on  Pulmonary  Consumption,  8vo,  7s  6(2    ChvrckUl  1853 

{Qen,T.P.)  Audi  Alteram  Partem,  12mo,  V.  1,  2«  W  ;  V.  2,  Is  W  BenneU 1858 

-  Political  and  other  Bxereisee,  6  ▼.  12mo,  16a    E,  WUton 184a 


Theory  of  Parallels,  new  edit,  8to,  Is  Simpkin 1844 

-  (TTm.)  English  Flower  Garden,  4to,  21« Simpkin 1855 

Gardening  Book  of  Annuals,  12mo,  2«  M  ;  sup.,  ls;compL,Ss  6<f  Simpkin... i860 

•  Inquiry  into  Distribution  of  Wealth,  by  Pare,  roy.  8to,  7s  6cI   ...  Orr    1850 

-  Natural  History  of  Birds  of  Ireland,  8yo,  i  y.  60s— red.  to  28«...  If.  Bokn  ...1849-56 


' Recollections  of  Mexico,  8yo,  10s  6d Wileg 1846 

{W.J>.)  Elementaiy  Grammar  of  Latin  Language,  post  8yo,  2s BamtUon  1859 

(W.T.)  Philosophy  of  the  Muhammadan  People,  8yo,  15s Allen  ^  Co.  ...1839 

Thorns  (QM.)  Treatise  on  Judicial  Factors,  Curators  Bonis,  &c.,  8yo,  16s    Sievent   1859 

(P'PJ)  Dissertation  on  the  Shang  Chinese  Vases,  loy.  8yo,  8s,  Tkoms^^si  ;  Is  Quariiek    1854 

(W.J.)  Book  of  the  Court,  8yo,  16s,  1838— red.  to  10s  6d  BenU^g  184a 

Collection  of  Early  English  Prose  Romances,  8  y.  post  8yo,  27s    NatlaH 1858 

Thomson  (il tfam)  Consolation  for  Christian  Mourners,  12mo,  5s 7...  A.  HaU    1845 

• ^— —  Outlines  for  the  Pulpit,  12mo,  5s HcanilUm  1843 

^ — Time  and  Time  Keepers,  12mo,  Bt  Boone 1841 

■  View  of  English  and  Scottish  Dissenters,  12mo,  i»M B.  L.  Oreen  ...1839 

(Alex.)  Punishment  and  PVeyention  as  to  Criminals,  post  8yo,  7s  6d   Nitbet    1857 

■  Question  concerning  the  Basis  of  Faith,  12mo,  Ss  6rf   WkiUaker 1857 

Social  Eyils,  their  Causes  and  their  Cure,  12mo,  2s  6d Nisbet    185a 


'(Allen)  Outlines  of  Physiology,  Pt.  1,  post  8yo,  8s6<i;  Pt.  2,  2s  6d  Simpkin 1849 

-(And.)  Great  Missionaries  :  a  Series  of  Biographies,  post  8yo,  8s  (id  NeUon  n.  d. 

Sketch  of  the  Secession  Church,  &c.,  12mo,  2s  6<i PuUarUm 1848 

Slayery  Condemned  by  Christianity,  12mo,  2s   Longman  1847 


-(A.D.)  Training  School  Song  Book,  16mo,  2s  6<2    Simpkin 1851 

-(i.5.)  Stoiy  of  New  Zealand,  2  y.  post  8yo,  24s   Murrof 1859 

'(A.T.)  Conspectus  of  the  Pharmacopoeias,  by  Birkett,  n.  e.,  18mo,  5s  6d  .  Longman  185a 

Domestic  Management  of  the  Sick  Room,  2nd  ed.,  post  8yo,  10s  6<i  Longman  1845 

-         Elements  of  Materia  Medica&  Therapeutics,  3e.,  8yo,Sl<6(i— r.  12s  //.  Bokn  1843 

London  Dispensatory,  by  Dr.  Gkirrod,  new  edit,  8yo,  21s Longman  185a 

TreatLse  on  Diseases  affecting  the  Skin,  8yo,  14s    Longman  1850 


-(Mrt.A.T.)  Lady  of  Milan,  8  y.  post  8vo,  81s6d Bentleg 1845 

(C.)  Autobiography  of  an  Artisan,  12mo,  6s /.  (?Aapma«...  1847 


'(Cockbum)  Mettray  and  Red-Hill  Reformatory  Schools,  post  8yo,  Is  6<i HamilUm  1856 

(Dav.)  Class  Book  of  Latin  Synonyms,  12mo,  Is  6<2 NeUen   1856 

Lunar  and  Horary  Tables,  roy.  Syo,  10s Allen  d:  Co,  ...1845 


'(D.P.)  Introduction  to  Meteorology,  8yo,  12s  6(2    Blackwoodi  ...1849 

(Eben.)  German  English  Analogies,  12mo,  28  6d WkitUMker 1841 

Vindication  of  Hymn  Te  Denm  Laudamus,  12mo,  Ss /.  R.  Smiik  ...1858 


'(Edw.)  Adyenturesof  a  Carpet  Bag,  12mo,  Is    Piper 1853 

Bamaby  Lee,  8yo,  5s   Tegg  185a 


•• Doctrine  and  Worship  of  Catholic  Church  in  England,  18mo,  5s  ...  Lumleg 1850 

-  (E.T.)  Passions  of  Animals,  post  8yo,  10s  6c2 — ^red.  to  5s     If.  Bokn   1851 

(F.B.)  Uniyeraal  Decorator,  illust.  by  Gibbs,  3  y.  4to,  each  7s  6d  Vicken 1858*9 

'(Hen.)  Addresses  to  Communicants,  12mo,  5s PuUarUm 1839 

•  (H.B.)  Administration  of  Militaiy  Forces,  &e.,  of  Great  Britun,  8yo,  15s  SmUkd:  Elder  1855 
Comparatiye  Reyiew  of  English  Professions,  poet  Syo,  7s  6d Chapman  dk  H,i% $7 
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Thomaai  (ff.B.)  Laws  of  War  as  to  Shipping  and  Oommeree,  new  edit,  8to,  it  6d  8p%ith  <ft  Eider  1854 

(/«.)  Arithmetic,  12mo,  8f  6d;  Key  to,  6t SimmtAM'L  1844 

■  Castle  of  Indolenee,  Text  to  Art- Union  Outlines,  folio,  4«  6(2  Simpkin 1845 

Differential  and  Integral  Calcolos,  12mo,  6t  6d Simm$dgM*L  1848 

Elementary  Treatise  on  Algebra,  12mo,  5t;  Key  to,  it  M   Longman 1844 

Blementi  of  Plane  and  Spherical  Trigonometry,  8to,  it   Simmt  A  M*I.  1845 

Bi^tionof  the  Acts  of  the  Apostles,  Svo,  lOt  ed A.  Hall 1854 

Qospelof  St.  Lake,  8  ▼.  Svo,  81«  W Longman  .1849-51 

Goldsmith  and  Qray,  Poetical  Works,  12mo,  itSd Neltan  1857 

r-  Incense  for  the  Christian  Altar,  18mo,  3s,  1850  ;  8rd  edit,  2s   ...  Partridge 1853 

Privato  Altar,  new  edit.,  18mo,  2s    Partridge 1853 


Poems  and  Hays  (Standard  Library),  8to,  5« W,  Smiik 1840 

Poetieal  Works,  by  Bell,  2  t.  12mo,  6a,  1855  ;  new  edit,  2  t.,  5s     Orifin   1861 

Gilfillan,  8vo,  it  Qd Nitbet 1853 

•  Life  hj  Murdoch,  Notes  by  Nichols,  7s— red.  to  5t  Tegg  i860 

.  Memoir  by  Nicolas^  2  v.  12mo,  10s,  ^47 ;  n.  e.,  10s  BeU  A  JkUdg  .i86s 


Seasons,  edited  by  Robert  Bell,  fcap.  8to,  Is  Oct   Orifin    1861 

ninstrated  by  Pickerqgill  k  others,  sm.  4to,  14*~r.  10s  M  Nitbet 1858 

-the  Etching  Club^  post  8to,  21s Longman  184a 


—  Notes  by  Cnnnii^ham,  pL  8?o,  12<^  Bogue,  1841 — ^red.  7s    ff,  Bohn 1859 

Gibson,  18mo,  2t&d;  hj  Thomson,  12mo^  7s  8cf    Longman  1847 


- -with  Plates  by  Westall,  new  edit,  18mo,  it JtinngUm 1840 

—  and  Outle  of  Inddenoe,  life  hj  Gilfillan,  rqy.  8vo,  18s  ...  Jot.  BlaekwoodiSsy 

82mo,2t,£o^iK,i84o;newed.,2s  A.  SeoU 1854 

12mo,  5t,Pickering,*^$i  12mo,  2s  Groombridge.,. i%ii 

-newedit,  12mo,  6s   Bell  d!  J)aldg.,.\^e% 


Value  and  Importance  of  the  Scottish  Fisheries,  12nMH  8s  6cj  Smitk  A  Elder  1849 

oJuiBeattie  {Jot,)  Poems,  illustrated  by  Foster,  12mo,  5s  Soutledge 1853 

Toung  lEdw.)  Poetical  Works,  Notes  by  Johnson,  8vo,  7s  M.,,  Orifin    1859 

Milton  and  Young,  Poetical  Works,  by  Cary,  8to,  18s  W.  Smiik 1839 

(/no.)  Interest  Tables,  8  to  6  per  Cent,  I2mo,  8s^  new  edit,  3s  (kl  Longwtan 1859 

Praotical  Dyer's  Assistant,  12mo,  7s  6cf— red.  to  5s Orifin   1850 

Progress  of  Helichrony ;  or.  Painting  in  Colours  by  Light,  12mo,  Is  Wood 185s 

UnWersal  Gaaetteer,  Svo,  18s,  i843^red.  to  12s  H.  Bokn  1851 


-{Kaih.)  Becollections  of  Literary  Characters,  4cc,  2  r.  poet  8to,  15s BeniUg 1854 

-(if.)  System  of  General  Nig^t  Signals,  sm.  4to,  2s O.  Mmr 1850 


(CapL  M.)  The  Story  of  Cawnpore,  poet  8to,  10s  M    Bentley 1859 

{Mrt,)  Anne  Boleyn,  3  t.  post  8to,  81s  6^,  Colbumt  1841 ;  U6d Modgmm    1857 

Celebrated  Friendships,  2  r.  post  8to,  21s ffogg 1861 

■  Cheralier,  8  ▼.  post  8to,  81s  6<I,  BeiUleg,  1844;  fcap.«  2s  Clarke  1861 

— ^-^^— -  Constance,  8  t.  post  8to,  81s  M,  BentUg,  185a  ;  12mo,  Is  M  ...  Bodgeon    1853 

Court  Seorets,  a  Norel,  8  t.  postdro,  81s  6<f HwretA  B,  ...1857 

■*  Faulta  on  Both  Sides,  a  Norel,  8  t.  post  8to,  81s  (kl Bnrti  ds  B,  ...1858 

— •  Heir  of  Sherborne,  8  t.  poet  8vo,  81s  M^BentUg^^s^i  l^rno^  IsW  BenUeg 1857 

■  —  Lady  Annabetta,  8  t.  post  8to,  81s  M  Sawndert  de  0,  1837 

Life  and  l^mes  of  Yillieiv,  D.  of  Buckingham,  8  t.  poet  8to,  81s  6d    Hwrti  A  B,  ...  i860 

Memoirs  of  Duchess  of  Marlborough,  2  t.  8?o,  28s— red.  to  10s  6d  ff.  Bohn  1839 

the  Jacobites  of  1715-45,  8  t.  8to,  42* Bentleg 1845-6 

Yisoonntees  Sundon,  2  ▼.  poet  8vo,  24s  Colbum 1847 


Bsgland  Castle,  8  t.  post  8vo,  81s  M BenUeg 1843 

.  BeooUecUons  of  Literary  Characters,  Ice,  2  v.  post  Sro,  15s  BenUeg  1854 

Bosabel ;  or.  Sixty  Tears  Ago,  8  ▼.  post  8to,  81s  6d;  12mo,  2s   ...  Clarke  1850 

Txa^ ;  or,  tJbe  Apparition,  8  t. post  8vo,  31s  6d,  1847  ;  12mo,  Is  6<f  Modgton    1858 

-— —  White  Mask,  8  r.  poet  8to,  81s  6(2,  BenUeg,  1844  ;  12mo,ls  6d.,.  BoSgmm    1857 

—  Widows  and  Widowers,  8  r.  post  8to,  81s  6(2,  184a  ;  12mo,  Is  Cd  Hodgaon    1856 

-{Murray)  Analytical  Tables  for  Studenta  of  PractiealOhemistiy,  8to,  2s    ...  Simpkin 1861 

(P.)  The  Soul :  ita  Nature  and  Destiny,  12mo,  4s  M    Snow 1850 

—  {Behi.)  lAWof  Bills  of  Exchange,  Svo,  24s    Longman  1837 

—  (R.D,)  Cydopndia  of  Chemistry,  post  8to,  12s  6<i,  '54  ;  new  edit,  8s  6(2  Orifin    i860 

i Experimental  Besearches  on  Food  (^  Animals,  12mo,  5s  Longman  1846 

Progrenof  Science,  1887-39,  8  r.  18mo,  each3s6(2 BaUUhre  1838 

School  Chemistry,  12mo,  7s,  1848  ;  new  edit,  6s  6(2 «.  ...  Longman  186a 


-  (R.S.)  Galisthenic  and  Hygienic  Exercises,  12mOy  3s  6d Orijfin    1854 

'{R.W.)  Amateur  Boesrium,  12mo,  2s  6(2 HamiUon  i86» 

Ben  Bhydding,  the  Asclepia  of  England :  ito  Beauties,  &c.,  18mo,  Is  Kent i86a 


-(Sum.)  Guide  to  Health  ;  or.  Botanic  Family  PhTsician,  12mo,  3s   ..« Simpiain 1849 

-^^pen.)  Dictionary  of  Domestic  Medidne,  8th  edit,  poet  8to^  7s Qtifin 1859 

Health  Besorte  of  Britain,  8to,  5s  TTard <f;  Zodb. i860 

Nature  and  Causes  of  Cholera  Considered,  poet  8yo,  it, CkwrtkiU   1848 

-  Structure  and  Functions  of  the  Eye,  post  8vo,  7s  id Oroombridge  ...1857 

'  Use  and  Abuse  of  Alcoholic  liquors,  post  8to,  2f6(2 ChurcKiU  1850 


Wild  Flowers,  12mo,  5s,  1854 ;  new  edit,  2s  ;  cold.,  8s  6(2  Boutledge 


1 850 
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-{Tho,)  Chemistry  of  Animal  Bodies',  8vo,  16s,  184a— red.  to  5s Longman  1846 

Organic  Bodies  (Yegetebles),  Svo,  24s,'38— red.  to  6s  BaiUiire   ......1851 


ComprehendTe  History  of  England,  4  r.,  each  20s    Bladne 1858-9 
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ThoroBon  ( I^. )  History  of  Scotland,  for  Schools,  12ino,  Zs6d   ffamilUm  iS^i. 

Joamey  (broagh  Moantiuns  of  North  India  in  1847-48,  8vo,  15«  .  Bceve 1851 

— — ■ Outlines  of  Heat  and  Electricity,  Svo,  15# Bailliire    1839 

Mineralogy,  Geology,  &c.,  2  v.  8vo,  82«  Baldwin    1856 


Treatises  on  Brewing  and  Distillation,  post  Svo,  7«  6(/ — red.  to  6<    Longman  1849 

{T.R,)  Brasilian  Slare  Trade,  and  ita  Remedy,  8to,  4« HouUton   185c 

{Abp.W,)  Atoning  Work  of  Christ;  Hampton  Lecture,  1853,  8vo,  S* Longman  18^3 

■« Outline  of  the  Necessary  Laws  of  Thought,  12mo,  7<  6(/;  5  e.,  6«  6d  Longman  i860 

—  Sermons  pi^eached  in  Lincoln*s  Inn  Chapel,  8to,  10«  6d Murray 1861 

(TTm.)  Explanations  of  the  Azimuth,  &c.,  imp.  8vo,  Za    McPkun    1859 

Journeys  through  Italy  and  Switzerland,  post  Svo,  10<  6<f Macrome     1856 

PraetioU  Treatise  on  tiie  Cultivation  of  the  Qrape  Vine,  2e.,  Svo,  St  Blackwood 1862 

Psalter  ;  containing  Psalms  in  Prose  Version ,  with  Pref . ,  1 8mo,  \iZd  NeUon  1 86 1 

Tradesmen's  Travels  in  the  United  States,  12mo,  2»  6d Simplcin 184.3 

Treatise  on  Diseases  of  the  Liver,  Svo,  %»  Wkittaher 1841 


(WM.)  The  Land  and  the  Book,  post  Svo,  7«  W,  Nelson ;  2  v.  p.  Svo,  21»  BoUon,  U.S.  ...i860 

-(W.T.)  Actuarial  Tables,  Carlisle,  8  per  Cents.,  4to,  42<   Layton 1853 

Pecuniary  Interests  of  Heirs  of  Entail,  Scotland,  Svo,  lOi  BladcwoocU    ...1849 


Thorban  ((?.)  Fifty  Tears*  Reminiscences  of  New  York,  Svo,  5< New  York 1845 

: Life  and  Writings,  post  Svo,  5s  6d   New  York 1852 

Men  and  Manners  of  Great  Britain,  1833-4,  ISmo,  2< WkiOaher 1835 

-»— —  (J,8.)  Elements  of  Bed-side  Medicine  and  Pathology,  Svo,  14«   Longman    1836 

— — _^    Clinical  Medicine,  Svo,  5<  6rf LoTigman  1838 

{Tho$.)  Diagrams  of  Agricultural  Statistics,  Crop  of  1854,  Svo,  21s E.WiUyn    1855 

Extent,  Population,  &c.,  of  India,  Svo,  12*  Partridge  1858 


Thorean  {H.D.)  A  Week  on  the  Concord  and  Merrimack  Rivers,  12mo,  8<  6(2  Button,  U.S.  ...1849 

Walden  ;  or.  Life  in  the  Woods,  12mo,  6s  Boston,  U.S.  ...1855 

Thorman  (it.)  Account  of  the  Taunus  Railway,  4to,  12s Weale 1846 

Thorn  {Arid)  Gitana,  a  Ballad  of  Spain,  and  other  Poems,  12mo,  5s   Kent  1859 

■  (i/.)  Children*s  Bible  Lessons ;  Type  and  Antitype,  ISmo,  Is  6d  Wertheim   1859 

{W.)  Tracts  on  the  Errors  and  Evils  of  the  Church  of  England,  12mo,  2s...  Jackstmd:  IT....  1844 

Thombeny  Abbey  ;  a  Tale  of  the  Established  Church,  12mo,  Ss  6(i Dolman 184J6 

Thomborrow  (M,)  Elementaiy  Latin  Chiss  Book,  new  edit.,  12mo,  \s  6d   Oroombridge  ...1851 

■  • Exercises,  new  edit.,  12mo,  Is  6d  Groomhridgt  ... 18*51 

Thombnry  (W.)  Art  and  Nature  at  Home  and  Abroad,  2  v.  poet  Svo,  21< Hur^  dr  B 1856 

British  Artists,  from  Hogarth  to  Turner,  2  v.  post  Svo,  21< Hwrd  ^  B,    ..  1861 

i^__  Crosscountry,  cr.  Svo,  5«    Low    1861 

"   ■  Eveiy  Man  his  own  Trumpeter,  S  v.  post  Svo,  Sis  6<f  Hunt  A  B.  ....1858 

. : Ice-bound,  8  v.  post  8vo,  Z\s  M Burstit  B.  ...1861 

■'  Lays  and  Legends  of  the  New  World,  post  Svo,  6j  6c?  Saunders  <!•  O.  1851 

■  life  in  Spain  :  Past  and  Present,  2  v.  post  Svo,  21s SmUA  tL- Elder.  1859 

■ of  J.  M.  W.  Turner,  2  v.  Svo,  80s  Burst  A-  B^    ...1861 

— ^— — ^^  Monarchs  of  the  Main,8  v.post  8vo,81«6d,/^ur»^«{rB.,'55;  12mo,5»  Boutledge   1857 

— ^— —  Shakspere*s  England  during  Reign  of  Elisabeth,  2  v.  post  Svo,  21 «    Longman  1856 

■  Songs  of  Cavaliers  and  Boundh^s,  p.  Svo,  10s  6<i,  '57 — ^red.  to  6«  Burst  4b  B.   ...1860 

Turkish  Life  and  Character, pllust.,  2  v.  p.  Svo,  21s,*6o;  n.  ed.,  6s  Smith  d:  Elder  1861 

■  Wandering  Jew,  translated,  folio,  21s Addty    1857 

Thomd^te  (JST.)  Theological  Works,  Svo,  6  v.  in  10  parts,  6^  1851— red.  to 50* J.H.ij.Parkeri^^t 

— — — Doctrine  of  the  Holy  Eucharist,  Preface  by  Chambers,  Svo,  2*  6(2...  Masters 1855 

(Government  of  Churches,  by  Lewis,  12mo,  4» — red.  to  2s  6c2 Stewart  1841 

^ Right  of  the  Church,  by  Brewer,  12mo,  8«  6d — red.  to  4< Clearer  1841 

Thome  {E.B.)  and  How  (W.W.)  Single  and  Double  Chants,  4to,  2s Morgan  1861 

■  (/as.)  Rambles  by  Rivers,  4  v.  18mo,  6« O.  Cox   1844-9 

(IFm.)  Builder's  Perpetual  Guide  to  Prices,  new  edit.,  Svo,  4s Simj^n 1S53 

Thomeycroft  ((7.B.)  Memoir  of,  by  J.  B.  Owen,  post  Svo,  5s Bamilton  1856 

Thomley  (Marg.)  Letieis  on  the  True  End  of  Education,  12mo,4s  6(/,*49 — r.to  2s  6d  Bamilton  i860 

'  —  Skeleton  Themes  to  Assist  in  Composition,  12mo,  3«    BamiUwn  1851 

Thomthwaite  (/.ii.)  Church  Tracts,  ISmo,  5s Qroombridgt  ...1840 

'  Companion  for  the  Sundays  of  the  Church,  ISmo,  2s  6<i Battings 1841 

(TT.JST.)  Guide  to  Photography,  new  edit.,  12mo,  Is  Tkomthwaite...  i%€o 

Thornton  (C)  Conyeis  Lea  ;  or,  Sketches  of  Character,  post  Svo,  10s  6(2 Saunders  A  O.  iS6a 

■  {Edw.)  Chapters  on  the  Modem  History  of  British  India,  Svo,  21s AUen  A-  Co.  ...1839 

— GasetteerofTerritoriesunderE.I.Company,4v.Svo,80»,54;n.e.,lv.,21s  AUen  A'  Co.   ...1857 

— — ^- the  Punjab,  Scinde,  &c.,  2  v.  Svo,  25« Allen  A:  Co.   ...1844 

— • -^ History  of  British  Empire  in  India,  2nd  edit.,  Svo,  16s,  '58— red.  12s  AUen  A  Co.  ...i86s 

-India,  6  v.,  ea.  16s,  1843-5— red.  to  4Ss AUenA:Co...i%si-% 


India,  iU  State  and  Proii)ecte,  Svo,  10s    AUenJkCo.    ...1835 

Education  of  the  Middle  Classes  in  England,  Svo,  Is  Smith  A  Elder  1862 

Family  Prayers  for  a  Month,  new  edit.,  12mo,  8s Batdkard 1S60 

«  Female  Ohaiaeten,  12mo,  8s B<Uehard  1846 

■  Lectures  on  the  Commandments,  12mo,  2s  6d Batchard  1841 

— = ■ Pentateuch,  Svo,  12s Baiehard  1843 

Sermon  on  the  Mount,  12mo,  8s Batchard 1855 

{B.J.)  Paul  FiUhenry  ;  or,  a  Few  Weeks  in  Paris,  Svo,  5s CkurcJuil  1846 

-—    (/iio.)  Bereaved  Parents  Consoled,  new  edit.,  ISmo,  Is  6c{ }Ve$ley  .   ..      18-9 
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TbonitoB(/iio.)  Companion  for  the  Sick  Chamber,  new  edit. ,  18mo,  Itdd Ward 1850 

FniitBof  the  Spirit,  new  edit.,  18mo,  It  ed    Rd.  Trad  Soe,  183S 

. Memoir  of,  new  edit.,  12mo,  is Ward 1843 

Treatise  on  Prayer,  new  edit.,  18mo,  Is  6d Rel.  Tract  3oe,  rt^* 

■ —  (/. )  Diaiy  of  Tour  through  Northern  States  of  Union  and  Canada,  1 2mo,  2s6d  Barber   1 8  50 

{J.y.)  Conyeyancing,  Testamentary,  and  Rej^istry  Laws,  Sro,  21« Boston^  U.S.  ...1854 

[J.W.)  Landing  at  Cape  Anne,  1624-8,  8vo,  7«  6rf Boston,  U.S.  ...1855 

{L.M.)  Poems  for  the  Domestic  Hearth,  32mo,  1< T.Richardson  1854 

(ifrt.)  Lady  Alice,  a  Tale,  12mo,  6«  Saunders  ilt  0.  184:1 

Marchioness,  a  Tale,  2  r.  post  8yo,  16« Simpkim 184s 

Truth  and  Falsehood,  a  Romance,  3  ▼.  post  8vo,  31a  6d Chapman  <i^  fT.  1 847 

{Spen.)  Memolrof,  by  Fremantle,  new  edit,  12mo,  5s Nisbet 1851 

{Tho.)  History  of  China  to  1842,  8vo,  16«  AUendbCo,    ...1844 

the  Punjab  and  the  Sikhs,  2  r.  post  8yo,  21« Allen  df  Co.  ,..1846 

(Wm.)  Householder's  Manual  of  Family  Prayer,  12mo,  2s Pickering  1853 

Treatise  on  Physiology  and  Diseases  of  the  Ear,  8vo,  8#   ChwrchiU  1837 

■ the  Teeth  and  Qums,  8to,  2s6d Longman  1836 

(W.T.)  Over  Popubition  and  its  Remedy,  8vo,  10s  6d Longman  1845 

Plea  for  Peasant  Proprietors,  post  8to,  7s  6rf    Murray 1848 

Zohrab,  and  other  Poems,  12mo,  4«  6<f Lomgman  18^ 

Thornton  Romances ;  Sir  Perceval,  Sir  Isumbras,  &c.,  edited  by  Halliwell,  4to   Ccmden  Soc.  1844-5 

Tbomwell  {Jas.ff.)  Discourse  on  Truth,  cr.  8vo,  is   New  York 183* 

Thorold  (Jfrv. )  Letters  from  Brussels,  1835,  post  8to,  lOs  6d Longman  1835 

Thorp   {Ann)  Aunt  Kate's  Story ;  or,  the  Vicar  and  his  Family,  12mo,  Is   Theobald   1853 

{Eliza)  A  Fortune  with  a  Wife  and  a  Fortune  in  a  Wife,  12mo,  2s  Hamilton  1857 

. Broken  Wreath,  and  Crown  of  Spring  Flowers,  12mo,  new  edit.,  2«  ...  Hamilton  1857 

Rector's  Grandchildren,  12mo,  2s HamilUm  1857 

{Wm.)  Causes  of  Explosions  in  Bamsley  or  Thick  Coal  of  Yorkshire,  8to»  2s  (id  Longman  ......  1857 

Lectures  on  Destinies  of  the  British  Empire,  12mo,  is  Ha%niUon  1839 

.»^— —  Plain  Truth  on  Important  Subjects,  poet  8to,  ZsM Seeley 1849 

>(W^.>  Martyrs  of  Conscience:  a  Bicentenary  Ode,  1*    Wa-nlJb  Lack  .x86a 

Thorpe  {Bcnj.)  Analecta  Anglo-Saxonica,  Prose  and  Verse,  p.  8yo,  12«,  *46— red.  to  6«  i7.  Bohn   1854 

Anglo-Saxon  Version  of  the  Fou r  Gospels,  post  8vo,  8«  Rivington  1 848 

' Story  of  ApolIoniuB,  8to,  6«    Taylor  d:  F.  ...1836 

. Codex  Bxoniensis,  a  Collection  of  Anglo-Saxon  Poetry,  roy.  8yo,  20s...  Pickering  184a 

. Laws  and  Institutes  of  the  Anglo-Saxon  Kings,  fol.,  40«;  2  y.  r.Syo,  80<  BtUtenMrths...it4o 

'  Libri  Paalmorum  Versio,  Lat.  et  Ang.-Sax.,  8yo,  2ls J.H.AJ.Parkerit^j 

■  Northern  Mythology,  3  y.  post  8vo,  24#    Lumley 185^ 


-  (Cha.)  British  Marine  Conchology,  illustrated,  12mo,  \0s  Lumley '^44 

-  ( F. )  Outlines  of  European  Literature,  for  Schools,  1 2mo,  2s  ^d Groombridge  ...1856 

-  (J.F.)  Poems  on  the  Subject  of  Christian  Friendship,  4to,  lOs  6d Juddd:  Glass    1857 

-  {Maj.)  Incidents  in  his  Early  Military  Life,  post  8yo,  5s Seeley 1854 

-(if./.)  Calendar  of  State  Papers,  Scotland,  1609-89,  2  y.  imp.  8yo,  ZOs    Longman  1858 

-  {T.)  Four  Sermons  before  the  Uniyersity  of  Cambridge,  1838,  8vo,  3i  6d...   Whutaker 1838 

-  {T.B.)  Hive  of  the  Bee  Hunter,  a  Repository  of  Sketches,  post  8yo,  7«  6<j  ...  New  York 1854 

Our  Army  on  the  Rio  Grande,  post  8yo,  6s  Wiley 1847 


Thought  and  Study  in  Europe,  from  Foundation  of  UniyeiBities,  12mo,  ts  M    Bell  dt Daldy...i%$j 

Thoughts  among  Flowers,  new  edit.,  18mo,  Is  id    Rel.  Tract  Soc.  ifi$^ 

. and  Affections  on  Passion  of  Jesus  Christ,  transl.  from  Italian,  18mo,  2i  6c{  T:  Richardson  1850 

. Apophthegms,  from  Abp.  Whately's  VTritings,  12mo,  9s Blaekader 1855 

. Meditations  in  Verse,  by  a  I^dy  of  Hebrew  Faith,  12mo,  is  6d   Pickering  184^ 

Opinions  of  a  Statesman,  2nd  edit.,  12mo,  3«  6d  (Small  Books)    Pi^ering  1850 

by  the  Sea ;  or,  Heaven  and  Earth,  and  Man's  Mystery,  18mo,  Is Groombridge  ...ti^6 

during  Sickness,  by  Author  of  Doctrine  of  the  Cross,  12mo,  2*  6(2   J.ff.drJ.ParkeriZ^^ 

' for  Quiet  Hours,  by  H.  K.  M.,  sq.  16mo,  Is  6d Hamilton  i860 

Saturday  and  Sunday,  18mo,  2s  M Hamilton  1853 

—  the  Day,  new  edit.,  18mo,  2s6d — 2nd  series,  18mo,  8«  Nisbet 1839 


from  the  Inner  Circle,  square,  1« Simpkin 185P 

-  in  Solitude,  post  8yo,  Zs  6d  Masters 1853 

the  Night :  a  Poem  written  in  Aoyergne,  8vo,  Is  M B.  L.  Green  ...1%^ 

~        '          '    '                     ^   .    ..      .-        .  ..              ^^g^ 


Verse  for  Christian  Children,  2nd  edit.,  18mo,  Is Hamilton 


. of  Peace  for  the  Christian  Sufferer,  d2mo,  2s Hamilton  1848 

. Sunshine  in  Sorrow,  and  Pilgrim  Thoughts,  12mo,  2s Nid>et    i86a 

on  Degradation  of  Science  in  England,  8yo,  Zs  6d  Rodvfdl 1847 

. . Duelling  and  the  Christian  Character,  8yo,  is Longman  1839 

.  Finance  and  Colonies,  by  Publius,  roy.  8yo,  is  6d Smtth  A  Elder  .i%^6 

. .  Gospel  of  Jesus  Christ,  by  a  Layman,  8yo,  10«  6rf Wertheim  1854 

.. .  Holy  Spirit  and  his  Work,  8yo,  5s  Qd Snow 1845 

-  Man,  with  Minor  Poems,  12mo,  4»6d  ..« Pickering  1854 

Men,  Manners,  &c.,  by  a  Grumbler,  post  8yo,  Zs6d Miller    1838 

. Mental  Functions,  12mo,  6s Simpkin 1843 

Natural  Theology,  8yo,  6«  6rf    Longman  1849 

Phrenology,  by  a  Barrister,  12mo,  Zs  Nisbet 1841 

,              Reason,  Revehition,  &c.,  by  a  Bengal  Civilian,  12mo,  is  6d ;..  Smith  ds  Elder  1848 

^Belationof  Man  to  the  External  World,  12mo,  S«  6(2 .'.  Bell  dk  Daldy^ii^^ 
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Tbovghtaon  Beligbn,  aPoem,  by  in  Undenradoaie,  Sro,  5t Lorn  iS}7 

SMnd  Sabjeetn,  Prose  uid  Vene,  l8mo,  2»(kl  Lomgrnan  1847 

Seriptonl  Expeotationi  of  the  Obriaii&n  Chorch,  12mo,  2$  M XuUt 1S40 

'  SeoBibility  of  the  ImAginAtion^  poakSTO,  5<    SimMm 1859 

Serenl  Sabjeete,  12mo,  2f  6d  O.  Cox  1851 

■  by  Author  of  Mem.  of  a  Working  Man,  IZmo^  2f  W  .  Hodmm 1851 

the  Pneent  State  and  Prospects  of  Legal  Discontent,  8to,  6  Nos.,  ea.  If  SUvemm i8$s-6i 

Union  to  Christ,  and  Abiding  in  Him,  bySosthenes,  12mo,  3f0c{    JxmgwuM  1851 


-  Prose  and  Verse,  12mo,  2«  6<i   C.H.  CZarl«..,i8s8 

-^^—  Soggested  by  BiUe  Texts,  addrsMed  to  my  Children,  16mo,  2s  6d LomgmoM  1859 

to  Help  and  to  Cheer,  12mo,  «f  6<2  ^ostois  TwS.  ...1855 

Thovsaad  and  One  Days:  Arabian  Tales  for  Tooth,  12mo,  8f  6d   Laif   1857 

Three  All  Saints'  Summers,  and  other  TeachiDgs  of  Natnra  ;  Poems,  12mo,  2f  M  ...  Mor^n 1861 

— — *  Bachelors,  a  Play  in  Poor  Acts,  by  E.  Benedix,  from  the  Qerman,  12mo,  3s  6<f  HamiUtm  1861 

<—  Barriers  ;  Notes  on  Mr.  Darwin's  Origin  of  Species,  cr.  8to,  4«   BUtkwoodM     ..1861 

Bean,  and  other  Stories,  16mo,  bt\  eolonred,  8f ;  nev  edit,  16mo,  2s Lotkwood  1853 

Chaaoellorf,  Lives  of  Wykeham,  Waynflete,  and  Sir  T.  More,  fcap.  8vo,  is  ...  Bwrnt    i860 

-—  Chaacea :  a  Novel,  by  Author  of  Fair  Oarow,  8  t.  post  8vo,  81«  6<i Smiths  Bldv.il^l 

<— CoUedioos  of  English  Poetry,  18th  Oentaiy,  4to    RtKOmrgke  CL   m.<<. 

— —  Covrseaand  a  Dessert,  illnst  by  Cmikshank,  p.  8to,  18f,  FtfeeeUsr— red.  to  fis  iT.  Bokn   1850 

« DaysaiTnrr^,  Beds.,  in  1847,  by  a  Clergyman's  Son,  12mo,  2s6<i   Sivmkin 1850 

Daya*  Tour  a  the  Coanty  of  Wicklov,  12mo,  2s    SmUkdeStm  ...1849 

-— —  fiarly  B^iglisk  Metrical  Bomanoes,  ed.  BobsoD Camiem  8oc...\t^ 

— 2—  Bn>e\^ents  of  Living,  82mo,  2s;  nevedit..  Is  Tegg  1861 

Pabl*  addressed  to  Three  Little  Boys,  16mo,  iitd  HamOUm  1849 

^—  Gem8^in  One  SeUing,  by  A.  L.  Bond,  the  Poet's  Song,  Tennyson,  Ice.,  fp.4to,15t  Kent i860 

Irish  aiossaries,  with  Preface  by  W.  a,  8vo,  10s  6<i TFUIiaflu  S  N.i%6% 

— - —  Kingdoms,  a  Book  for  the  Tonng,  12mo,  Ss    Snom 1846 

Little  Kittens  that  Lost  their  Mittens,  roy.  8vo,  2s    Dtam, i86a 

and  other  Tales,  by  Comas,  4to,  2f6(i,  1856;  new  edit..  Is NtUom  1858 

Months  nnder  the  Snow,  18mo,  Is  6(£ Rd,  TVocf  Sbe.  1851 

Months*  Best  at  Pan,  in  1859,  by  Wittittm-ley,  post  8vo,  7s  (kl    BeU^  DQidg...it6o 

Pkktriarohs:  Scripture  Stories,  by  Mazgaretta,  18mo,  2s LongwMn  1850 

Questions—What  am  If  Whence  came  I  f  Whither  am  I  going?  n.e.,18mo,ls6<i  Bd.  TradL  Soe,  1850 

— —  Wakings,  and  other  Hymns  and  Songs,  12mo,  3s  6d  Atsftef    1859 

-  Weeks  in  Palestine  and  Lebanon,  by  a  Cleigyman,  new  edit,  12mo,  2s   Parker^ Sam. ..it si 

WetSheeta  :  Diaiy  of  a  Visitor  to  BCalvem,  new  edit.,  12mo,  2s Hamilton,  1856 

Tears  with  the  Duke  of  Wellington  in  Private  Life,  post  8vo,  10s  6d Saunden^O.   1853 

Three-leaved  Manual  of  Fkmily  Prayer,  roy.  8vo,  2«    Mwnrag 184$ 

Thnlfall  {Wm.)  Memorials  of,  by  the  &ev.  S.  Broadbent,  18mo,  Is  9d Mattm   1857 

Threshold  of  Private  Devotion,  18mo,  2s Rivinfflon  i86a 

Thring  (Bdw,)  Chihl's  English  Grammar,  18mo,  Is MaeMiUan    ...1851 

Elements  of  Grammar,  Srd  edit.,  18mo,  2s MaemUlam    ...i860 

-  English  Construing  Book,  12mo,  2s  6<f MaemiUan    ..  1855 

-Sennonsat  Uppingham  School,  post  8vo,  5$ MaewuUoM    ...1S58 

•aacIBiocius  (/Tm)  School  Songs,  foL,  7s  6<f  Maemdllan    ...1858 


•  (J7sf».)  Joint  Stock  Companies' Acta,  1855-7,  12mo,  7s SUvms  1S57 

^^—  Law  and  Practice  of  Joint  Stock  Companies,  12mo,  10s  dd    Stefpen$  1S60 

Socoession  Duty  Act,  1853,  12mo,  5s  6<2 iS^ereiis  >353-4 

—  (T.)  Land  Drainage  Act,  1861,  12mo,  7s SUtent  i86a 

-  On  the  Criminal  Iaw  of  the  Navy,  12mo,  8s  6d Stevetu  1S61 


Through  the  Shadows,  a  Novel,  3  v.  post  8vo,  ^U  M HuntdtB 1S59 

Thrower  (Wm,)  Questions  on  Arithmetio,  new  edit.,  12mo,  2s  ;  Answers  to,  3s  M ...  Simpkin i860 

Thrupp  {Jno,)  Anglo-Saxon  Home  :  Customs  of  England,  8vo,  12s    Limgmem  i86a 

Historical  Law  Tracts,  12mo,  5f  6<f Stevens  1^43 

— — —  {J.F,)  History,  Topography,  &c.,  of  Ancient  Jerusalem,  8vo,  15s MacwUUan    ...1855 

— Introduction  to  the  Study  and  Use  of  the  Pkalms,  2  v.  8vo,  21s   JUaemiUan    ...i860 

Song  of  Songs;  a  Revised  Translation,  post  8vo,  7s  6<i MaemiUan    ...1861 


i 


Thrush  (2%o.)  Last  Thoughta  of  a  Naval  Officer  on  War,  ftc.,  l2mo,  4s    /.  Chapman  ...1841 

Memoir  of,  by  Rev.  C.  Wellbeloved,  8vo,  5s    Longman 1846 

Thrush,  Blackbird,  kc.;  How  to  Bear  and  Manage,  12mo,  Is Bieben i86a 

Thucydides,  Analysis,  Summary,  and  Table,  poet  8vo,  7s  6d Bell   1850 

with  Questions  by  P^ul,  12mo,  5s    WkUtaker 1848 

Historia,  Gr.,  2  v.  8vo,  12s WilUams  ^  N,  jt^t 

Arnold,  with  Indices,  new  edit.,  3  v.  8vo,  3(5s  J,H.^,Pat^i%CA 

(text  with  Indices)  8vo,  12s JM,AJJParker\%SA^ 

' Bloomfield,  2  v.  8vo,  38s,  Longman^  i843~red.  to  14s...  ff,  Bokn    1861 

Donaldson,  2  v.  18mo,  7s BellA:  l>aldg,..ttcq 

Oxford  Pocket  Clasrics,  2  r.  18mo,  5s JMJkJ,Pwrheri%^ 

■■ lib.  1,  Arnold's  ChuBics,  12mo,  5s  6«i    BimngUm  1851 

— --——————    by  H.  Young,  12mo,  Is Wtale    1856 

translated  by  Hemmings,  12mo,  Is  6<l    Tegg 184a 

— -^  2,  Arnold's  Classics,  12mo,  4s  6(2 BivingUm  1854 

6,  Notes  by  Froat,  8vo,  7s  6rf  BeU  d:  Daldg.^.iiZ, 

Translated  by  Hobbes,  8vo,  15s,  1841 ;  2  r.  8vo,  24s  Joe,  Bekn 1843 
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Thoeydideiy  History  of  the  Fhgae  of  Athens,  tmuUted  by  Collier,  12mo,  2f  6d  ...  Nutt  z8$7 

Literal  Yenloii  from  Arnold's  Text,  by  Dale,  2  ▼.  post  8ro,  each  Zi  6d...  H.  Bohn    1848 

Notes  on.  Books  1-2,  by  Sheppard  and  Bvans,  post  8ro,  8ff  ParkerASw^...i%S7 

Thndiehnm  (/.Z.)  Treatise  on  the  Fkthology  of  the  Urine,  8ro,  14« Churchill  1858 

Thugs  of  India,  their  History  and  Practices,  8to,  15« AUenACo,    ...1837 

Thoillier,  Histoires  Int^resaantes  de  Qnelques  Animaax,  square,  2»  M Harvey 1839 

Thnmb Bible;  or,  Yerbam  Sempitemum,  by  Isaac  Taylor,  64mo,  \tM  Longman  1849 

Tharsar(i.Zf.)  ^™«i<^n»mar,  post8To,  4«(M— red.  to8«6d W.Allan  1858 

(C.)    Anthologie  Fran^use,  2nd  edit.,  12mo,  5< Law   1840 

Thnrbv  (C.A.)  Scriptaral  Piety  :  an  Extract  from  Seal  Life,  18mo,  2$  Simpkin 1840 

(Sam.)  Land  Sonreyor's  Beady  Reckoner,  new  edit.,  16mo,  2$    Simpkin i86a 

Thomam  (/no.)  Oheerrations  and  Basays  on  Statistics  of  Insanity,  8yo,  14»— red.  5«  Simpkin 1850 

Thurston  {ff.J.)  Passionate  Pilgrim  ;  or,  Bros  and  Anteros,  poet  8to,  S»  6d    Chapman  dr  1^.1858 

{Wm,)  Guide  to  the  Gold  Regions  of  Upper  California,  12mo,  li Darling 1849 

Thwaites  [O.H.)  Enumeration  of  Ceylon  Plants,  Pu.  1  to  4,  Svo,  each  5s   Pamplin  ...1858-61 

(/no.)  Scenes  of  Death,  18mo,  2«  6d   HouMon    1840 

{Seij.)  Observations  on  the  Minnie  Rifle,  Svo,  2«  6d  Clowt$    1854 

Thynne  {Lad}/  Cha.)  Charlcote  Grange  :  a  Tale,  cr.  8to,  6f    Daffy 1861 

Bleanor  Morrison  ;  or.  Home  Duties,  a  Tale,  12mo,  U Qriffln    i860 

(WiUiam)    Theory  of  Algebraical  Equations,  8to,  6«  BeUADcddy...i%^^ 

Thynne's  Debate  between  Pride  and  Lowliness,  1570,  ed.  Collier,  8vo Shaktpeart  Sy.  1841 

Tiarks  (/.(?.)  Conjugation  of  the  Greek  Verb,  8to,  8« NvU  1856 

German  Exercises,  12mo,  8«— Keyto,  new  edit.,  2«  6ci NvU  1855 

Grammar,  new  edit,  12mo,  6f Nutt  1856 

Introductory,  new  edit,  12mo,  80  6(2 NuH  1853 

Progressiye  Reader,  12mo,  8f  6<f Nutt  1847 

Sacred  Poetry,  12mo,  2*  NuU  1838 

Tickell  {Oto,)  Month  of  the  Sacred  Heart  of  Jesus,  12mo,  2t RichanUon   ...1851 

Ticknor  (C7.)  Medical  Philosophy,  2nd  edit.,  12mo,  6f Delf  1839 

((7so.)  History  of  Spanish  Literature,  8  t.  8yo,'  42«,  1850;  new  ed.,8  ▼.8to,24«  Murray 1854 

Tidd  (Wm,)  Law  Ptactioe  in  Perwnal  Actions,  &c.,  roy.  8to,  80s  Benning 1837 

Practical  Forms,  Queen's  Bench,  Common  Pleas,  and  Bxdiequer,  8to,25s  Benning 1839 

l^de  Tables  for  England  and  Scotland,  18mo,  Ij  6<f BaU Ann, 

Tidemore  (/as.)  Treatise  on  Romanism  and  Dissent,  12mo,  4s  6(£ Parker  de  Son   1841 

^Rdswell  (it.  7*.)  Marriage  and  Divorce  Law,  12mo,  1< ffardwieke    ...1857 

— ^  anrf  Littler  (AD.  Af.)  Practice  in  Divorce  Cases,  12mo,7«  6d  Benning i860 

Tidy  (CW.)  Biographical  Sketch  of,  by  Mrs.  Ward,  12mo,  6s BeiUley 1849 

Tieck(X.)  Der  Blaubert  ein  MJlrehen,  Notes  by  Apel,  12mo,  8s NuU  1844 

__  with  Translation  by  Apel,  12mo,  5i  6d Simpkin n,d, 

■  Old  Man  of  the  Mountain,  and  other  Tales,  12mo,  Os,  Moxon  ;  2  e.,  2s  6d  Parker  A  Son  .  i860 

Rebellion  in  the  Cevennes,  a  Novel,  2  v.  12mo,  10i6rf NuU  1844 

Soman  Matron,  a  Novel,  8  V.  post  8vo,  27i   Newby  1845 

Tales  from  the  PhantMus,  &c.,  12mo,  is  Hd  Bums 1845 

Tiemey  (If.^.)  History  and  Antiquities  of  Arundel,  2  v.  roy.  8vo,  S2s Dolman 1839 

Tiesset  ((7.)  Tables  for  Conjugating  French  Verbs,  4to,  3f  Longman  1858 

{MIU.)  Little  French  Reader,  16mo,  2s  6d  Whittaker  1853 

Toung  Ladies'  French  Instructor,  12mo,  8s  6ii— Sequel,  2«  6d WhiUaker 1849 

ri£my(C7.)  Canton  Chinese,  12mo,  5s  ^oi^on,  UJ3,  ...1850 

{T.)  Daily  Comforter,  new  edit,  12mo,  2s Allman '...1851 

TiffiniflF.)  Handbook  to  Folkestone,  12mo,  IsM    Simpkin 1853 

Tighe  (if rs.)  Psyche,  new  edit,  24mo,  Is     Clarke  1843 

with  Apnleius,  post  Svo,  5s  If.  Bohn   1853 

{Ii,Ji.)  and  Davis  {/.£.)  Annals  of  Windsor,  Bton,  fcc.,  2  v.  r.8vo,  84s  -r.to  21i  /.  E.  Smith  ...1861 

Tiler  (TTm.)  Natural  History,  12mo,  5s  6d   Simpkin 1837. 

Tilke  {S.W,)  Autobiographical  Memoir,  Svo,  12s Simpkin 1840 

Reflections  on  Nature  and  Treatment  of  Disease,  Svo,  10s Simpkin 184a 

Till  {Wm,)  Description  of  Coronation  Medals,  Edward  VI.  to  Victoria,  12mo,  5s Longman  1838 

Essay  on  the  Roman  Denarius,  &c.,  12mo,  7s  6d  Htamt 1838 

Till  He  Come,  2nd  edit,  12mo,  2s  6(i   Houlston    i86a 

Tilleard  (/.)  Collection  of  Sacred  and  Secular  Music,  roy.  Svo,  each  Is  6d    Longman  1853 

IWey  ((?.)  Agricultural  Chemistry,  Pts.  1  to  6,  Svo,  8f  Lot^man  1843 

'{Hen,A,)  Japan,  the  Amoor,  and  the  Pacific,  Svo,  16f  Smith  A  Elder  a%Si 

^{H.M.)  Blossoms  of  Thought,  Poems,  ISmo,  8s  HouleUm    1851 

• —  {Jos.)  Arithmetical  Table  Book,  ^.,  12mo,  2s  6<i     Longman  1836 

TillotBDii  {Jno.)  Album  of  Scottish  Scenery,  with  Descriptions,  4to,  10s  6cl Allman i860 

Beauties  of  English  Scenery,  4to,  lOs  6d  Allman i860 

Welsh  Scenery,  4to,  10s6d Allman i860 

■ Ireland  and  its  Scenery,  4to,  lOi  6d  Allman i86a 

• Our  Untitled  Nobility,  with  Illustrations,  12mo,  8s  6d    Ifogg 186a 

Tales  about  Animals,  100  Engrarings,  post  Svo,  Ss  AUman 1858 

• Waverley  Album,  illustrated,  4to,  10«  6d  DarUm  1861 

Tilly  {B.)  Tailor's  Tutor  and  Cutting-Room  Companion,  post  Svo,  6« Appleyard 1847 

Tiltley  {Hugh)  Digest  of  the  SUmp  Acts,  12mo,  6s,  1850  ;  8th  edit,  Svo,  12s  iS^eiu  1861 

Stamp  Acts,  Supplement  to,  Svo,  2s  6(2    Stevens  1861 

^ Table  of  Stamp  Duties  in  Ireland,  12mo,  7s  6d Stevens  184a 


( 
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Tilftley  {Hugh)  TreatiM  on  Stamp  Laws,  new  edit.,  with  Supplement,  Sra,  81«6d  ...  Stevns  1854 

Tiii{B.J,)CiaLng6o{  Life  in  Health  and  Disease,  2nd  edit.,  8vo,  6< OhurehUl  1S56 

-~—  Elements  of  Health,  and  Principles  of  Hygiene,  poet  8to,  6«   Jf.  Bokn    1S51 

— —  Handbook  of  Uterine  Therapeutics,  12mo,  ^ Churehill  1861 

,.  Uterine  and  Ovarian  Inflammation,  Srd  edit.,  8to,  12# CkurckUl  1S62 

—  (/lOta)  Countess  Dowager,  Sequel  to  the  Old  Palace,  post  8vo,  lOi^d Booth \Uz 

■     Historical  Balladp,  12mo,  lOj  (W CkurUm 1S55 

Laura  Talbot;  or,  the  Realities  of  Life,  post  8to,  10<  6(1 CkuHon 1S55 

• May  Hamilton,  an  Autobiography,  post  8to,  10«  6<f  Dooih 1S57 

,  MilUcent  Neville,  a  Novel,  2  v.  poet  8vo,  21« Booth 1859 

Poems  and  Ballads,  12mo,  10s  6rf    Churton 1S47 

The  Old  Pklaoe,  a  Novel,  2  v.  poet  8vo,  21» Bmtity  18$! 


Tim  Bobbin's  Works  in  Prose  and  Verse,  with  Memoir  by  Corry,8vo,7<6cf;  r.8vo,10i6(i  Simptin i86a 

Human  Passions  Delineated,  fol.,  10<  6(< Kmt  1858 

Lancashire  Dialect,  with  Glossary  by  Bamford,  12mo,  Z»  6d /.  JL  Smith    ...1854 

Timbs  (./no.)  Anecdote  Biography,  1st  and  2nd  Series,  post  8vo,  each  6« Bmtl^ iS€o 

S  fc  4ser.,  Wits  &  Humour.,  2  v.  p.8vo,18»— r.l2*  BintUy i86x 

Curiosities  of  History,  fcap.  8vo,  8*  6d— red.  io2sed  Lockwood 1861 

■  London,  12mo,  14« Kent  1855 

Science,  Ist  and  2nd  series,  fp.  8vo,  8«6<<— r.  to  ea.  2t  6(i  Lockwood 1861 


Illustrated  Book  of  Wonders,  &c.,  fcap.  8vo,  3s  ed    Dean 1S61 

International  Exhibition  of  1862,  12mo,  6« Loekwood 1S62 

Popuhir  ETTors  Explaine<l,  fcap.  8vo,  6#,  *4.i  ;  8s  6(i,  ^58  — red.  to  2s  6^  Lockwood 1861 

School  Days  of  Eminent  Men,  2nd  edit.,  12mo,  5s Lockwood i86a 

Something  for  Everybody,  fcap.  8vo,  5s  Loekwood  1861 

Stories  of  Inventors,  &c.,  in  Science  and  Arts,  fp.  8vo,  6«,  '59— r.  to  5^    Lockwood iS6t 

Things  not  Generally  Known,  1  and  2  ser.,  fp.  8vo,  8j  6(2— r.  to  ea.  2j  6d  Lockwood 1S61 

Wellingtoniana,  12mo,  Is  6rf Cooke 1851 

Why  and  Because  ;  or,  Knowledge  for  the  People,  4  v.  18mo,  16j  Low   1833 

Year- Book  of  Facts  in  Science  and  Art,  1889-62,  fcsp.  8vo,  each  5s    ...  Lockwood Antt, 

(extra  vol.)  Exhibition,  1862,  12mo,  6s     Lockwood  i86s 


Time  and  Faith  :  Inquiry  into  Data  of  Ecclesiastical  History,  2  v.  8vo,  15s Groombridge  ...1857 

Truth  reconci'ing  the  World  to  Shakspeare,  12mo,  2s Kent  1854 

of  the  End,  and  other  Poems,  12mo,  8s   Matten 1S51 

notTet,  12mo,  6s  NxMhet    1849 

Time's  Treasure :  Devout  Thoughts  for  Every  Day,  post  8vo,  6» HamiU<m  iS6i 

Timely  Retreat ;  or,  a  Tear  in  Bengal,  by  Two  Sisters,  2  v.  post  8to^  21s Bentley 1858 

Times  of  Trouble  in  the  Church,  8vo,  2*    Hastlden  1845 

Timins  (C)  Testimony  of  Jesus,  post  8vo,  IsM  Weriheim i86a 

Timmis  (/.)  Country  Builder's  Price-Book,  2nd  edit.,  12mo,  2s  6<< JJaywatd  1844 

Timms  {Godwin)  Consumption,  its  Nature  and  Soocessful  Treatment,  pobt  8vo,  10s  ...  Ckurckiil 1S60 

Timon,  but  not  of  Athens,  2  v.  post  8vo,  21s  %..  SaundendrO.  1S40 

Timothy  {E.)  Banks,  their  Construction,  Purposes  and  EflRects,  12mo,  2s  6<f Fitch iSst 

Timperley{(J.J/.)  Dictionary  of  Printers  and  Printing,  roy.  8vo,  26«,  '39  ;  n.  e.,  16s  /T.  Bohn    184a 

Printer's  Manual,  roy.  8vo,  8s  6<i H.  Johnson  ...1839 

— — — —  Songs  of  the  Press,  new  edit.,  fcap.  8vo,  Ss P.Jadcton 1845 

Timpson  {Tho.)  Angels  of  Gk)d,  their  Nature,  Services,  &c.,  p.  8vo,  6s,  '37- r.  to  4s  AyloU    1849 

^ Bible  Triumphs  :  Memorial  for  the  Bible  Society,  post  8vo,  7s  6<i  ...  Partridge 1853 

. British  Ecclesiastical  History,  12mo,  6s,  j847*-red.  to  8s  Aylolt    1349 

•  Female  Biography  of  the  New  Testament,  new  edit. ,  12mo,  8s  A ylott    1855 


—  Church  History  of  Kent  to  1858,  12mo,  6s  Ward 1859 

—  Inquisition  Revealed  in  its  Origin,  Policy,  &c.,  12mo,  5« Aylott    1851 

—  Key  to  the  Words  in  the  Bible,  8vo,  14s,  Snow,  184; --red.  to  9s ...  N.  Bohn    1849 

—  Memoirs. of  Mrs.  Elisabeth  Fry,  12mo,  5s,  1846;  2nd  edit,  8s Aylott 1^49 

—  Sunday  School  Teachers,  18mo,  2s  6d    Snow 1849 


—  Mother  with  her  Family,  and  More's  Counsels,  18mo,  2s  6d   Snow 1841 

—  Scripture  Truths  Illustrated  by  Examples,  82mo,  2s Simpkin 1S51 

What  have  I  to  do  with  Missions  f  18mo,  Is Snow 1S41 


. Youth's  Key  to  the  Bible,  18mo,  2s,  Smithy  1845;  Is  6<i  Snow 1849 

^KnBoz,  a  Story  of  the  Last  Century,  poet  8vo,  10s  6d  Bradtwy i860 

Trumpet;  or,  Heads  and  Tales,  2  v.  post  8vo,  21s Whittaker 1836 

Tindal  (3frs.)  Lines  and  Leaves  :  Poems,  12mo,  6«  6<f ...  Chapman  ^  B.  iZ^q 

Tindall  (^«».)  Hottentot  Grammar  and  Vocabulary,  8vo,  5s  Longman  1858 

^^gry  (P.^.)  Yarnisher'sGuide,  new  edit,  12mo,  4s6<i    HouUton   1S49 

Tinkler  {/no.)  Scripture  and  Tradition  ;  Opinions  in  the  Church,  18mo,  Is  6(f Hamilton  1856 

Tinmouth  {Nic.)  Points  of  Seamanship,  8vo,  5s  6rf,  1844;  Appendix,  Is Matter* 1S53 

Tinsley  {Mn.)  Lays  for  the  Thoughtful,  12mo,  2s  6<j Longman  1847 

Priest  of  the  Nile,  a  Tale,  2  v.  12mo,  14«   Whittaker 1841 

Tints  of  Talent,  Original  Articles  in  Prose  and  Verse,  12mo,  5s Tftomas 1837 

'Tis  Friendship's  Gift,  by  Author  of  Affection* s  Keepsake,  S2mo,  8s  6<i    Simpkin 1 840 

Tischendorff  (C)  Novum  Testamentum,  with  Notes,  8vo,  9s  WilliamtdiN.  1849 

— Vetus  Testamentum,  2  v.  8vo,  14s   Willianud:N,  1850 

.... {L.P.)  Travels  in  the  East,  translated  by  Shuckard,  post  8vo,  6s  6<2 Longman  ...:..  1847 

Tislow  (&OT.)  Ptalms  and  Hymns,  12mo,  Is  6rf  Hamilton  1843 

Tiwington  {Silv,)  Epitaphs  on  Illustrious  FerBoni^  8vo,  8s Simpkin 1857 
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Tit  for  Tat,  aTale,  post  8vo,  6»,  1S54;  12mo,  2$ Clarke  i:  Cq,.,.\%sS 

Titcomb  (J.H.)  Bible  Btodies  as  to  Divine  Teaching,  post  8to,  8s  Qd    Parker  &  Son  .1857 

Tithe  (Bnglish)  Oommntadon  Act)  8rd  edit.,  12mo,  8«    Benning     1840 

Titles  of  Honoar,  BritiBh  and  Continental,  new  edit.,  cr.  Svo,  3«  6(2 Cunninylam.^.i^^l 

Titlow  {Sam.)  Method  of  Vulgar  and  Decimal  Fractions,  I2ino,  2s  6<2  ;  Key,  5« Jarrold 1844. 

Tittman  {C.C.)  Oommentary  on  the  Gospel  of  St.  John,  2  ▼.  12nio,  lOs   Hamilton  1844 

{J. A,)  B«marks  on  Bynonyms  <^  the  New  Testament,  2  r.  12mo,  125 Hamilton  ...1834-7 

Titos  before  Jerusalem,  and  other  Poems,  12mo,  5< Whiitaker 1851 

Tisard  (>F.Z.)  Brewer's  Journid,  8to,  lOs  6d   Author 1854 

Theoiy  and  Practice  of  Brewing,  new  edit^  Svo,  25« Author  1859 

Voice  from  the  Mash  Tan,  12mo,  5< Author  ...    ....1845 

To  Be  or  Not  to  Be,  by  Author  of  the  Triple  Judgment,  12mo,  5s Freeman    186a 

—  Love  and  to  Be  Loved,  by  Author  of  Fve  been  Thinking,  12mo,  Is  6(i Simpkin. 1855 

~  Next  of  Kin,  if  any,  oblong,  with  Illustrations,  Is Jas,  BlaekwoodA^s^ 

—  Those  about  to  Marry  ;  or,  Housekeeping,  oblong,  2s  6d  ;  cold.,  5s Dean 1851 ' 

Tobin  {C(ah.)  Land  of  Inheritance  :  Bible  Scenes  Revisited,  roy.  Svo,  80s   Quaritdk    1861 

■         —  Shadows  of  the  East ;  Sketches  in  Egypt,  &c.,  imp.  8vo,  25s Longman  1855 

Tod  {Dav.)  Disquisition  on  fkrts  and  Properties  of  the  Blood,  Svo,  10s  6d ChurchiU  1855 

Early  Gkaoe,  a  Memoir,  by  3.  C.  Baker,  18mo,  Is  6d Hamilton  1846 

{fa»,)  Travels  in  Western  India,  roy.  4to,  78s  6c2  Alien  ds  Co,  ...1839 

(fFm.)  Obligation  to  BsUblish  Religious  Knowledge,  12mo,  8s  SiMpkin 1836 

Todd  (J^.IT.)  Life  Assurance  Investigation  Tables,  roy.  Svo,  2 Is Theobald   .185a 

(CAo.)  Tables  of  the  Area  and  Circumference  of  Circles,  post  Svo,  6s Longman  1853 

\jno,)  Works,  12mo,  8s,  Qrifin^  1850;  new  edit.,  12mo,  5s   Tegg  x86o 

— — ^-  Angel  of  the  Iceberg,  &c.,  ISmo,  Is,  Knight^  1859  ;  12mo,  8s  6(2  Hogg i860 

Daughter  at  School,  12mo,  2s   Nelson    1854 

. Lectures  to  Children,  2  scr.  in  1  v.,  2s  6c/,  Knlgfa  ;    Is  6(1  Tegg  x86i 

—  ,     Questions  on  lives  of  the  Patriarchs,  by  Mackenzie,  d2mo,  Is Kntght4bSon...i%s^ 

Simple  Sketches,  82mo,  2s,  Tegg,  1840;  U  6d Nelson    1846 

—  '         Student's  Ouide,  revised  by  Dale,  5th  edit,  12mo,  Us    SeeUy 1853 

Preface  by  Binney,  12mo,  2s  6d  ;  32mo,  Is  6d Knightik  Son    1861 

82mo,  8s,  Simpkin,  1840  ;  2s Tegg  1851 

12mo,  ls6(2,  Washbourne,  1848;  Is^ /.Darling 1851 


'  Index  Rerum,  roy.  Svo,  5s  6(2;  4to,  Ss  6d  ;  Svo,  2s  6<2 Hamilton  1857 

post  4to,  5s  6(2;  demy  4to,  6s  Simpkin 1855 


.  Summer  Gleanings ;  or,  a  Pastor's  Vacation,  12mo,  2s   W.ColUns 1853 

•  Sunday-School  Ttecher,  82mo,  8s,  Tegg;  ISmo,  Is HouUton   1851 

12mo,  Is  6(2 Field 1859 

•12mo,  2s,  Fullarton,  1846;  12mo,  2s Oilpin    1849 


Truth  Made  Simple,  82mo,  2s,  Tegg,  1840  ;  ISmo,  Is  6(2 Washboume  ...1839 

—  (/.F.)  Commentaiy  on  Christ's  Sermon  on  th^  Mount,  12mo,  5s Longman  1856 

«—  Identity  of  True  Religion  in  all  Ages,  fcap.  4to,  Is  6(2   Hatchard  1849 

—  (/.iT.)  Discourses  on  Prophecies  of  Daniel,  Svo,  14s  Rivington  1839 

■ Prophecies  in  the  Apocalypse,  Svo,  10s  6(2    Rivington  1846 

Remsrks  on  Roman  Dogma  of  Infiftllibility,  Svo,  5s Petheram  1848 

■ Synoptical  Table  of  Dr.  Jackson's  Writings,  12mo,  2s Teag  1838 

Wars  of  the  Irish  and  Danes Celtic Arch,So€.\9 $9 

—  {R.B,)  Anatomy  of  the  Brain,  Spinal  Cord,  &c.,  post  Svo,  7s  Sherwood  1845 

•■  Clinical  Lectures  on  Certain  Acute  Diseases,  12mo,  Cs    Churchill  i860 

'  ' Practice  of  Physic,  by  Beale,  2nd  edit.,  Svo,  ISs Churchill  i860 

— *——  Cyclopedia  of  Anatomy  and  Physiology,  new  edit.,  6  v.,  62  6s  Xon^nan...  1839- 59 

•  Lectures  on  Paralysis  and  Brain  Diseases,  12mo,  6s Churchill  1856 

— Treatise  on  Gout  and  Rheumatism,  post  Svo,  7s  6(2 Parker  ^  Son  .1843 

■  and  Bowman  (W,)  Physiological  Anatomy,  2  v.  Svo,  40s Parker  <fc  Son  .1845 

—  (5.^.)  Young  Fanner's  Manual,  cr.  Svo,  Ss  6(2   New  York i860 

— (H^.67.)  Historical  Inquiry  into  the  Church  of  St.  Patrick,  12mo,  4s  Parker  da  Son  .1844 

' —  History  of  the  Ancient  Irish  Church,  12mo,  4s  6^ Bums    1845 

Todhnnter  (Isc)  Algebra  for  Beginner^  ISmo,  2s  6(2 Macmillan    ...1861 

: Colleges  and  Schools,  2nd  edit. ,  post  S vo,  7s  6<2 Macmillan    ...  1 860 

~ Conic  Sections,  8id  edit.,  cr.  Svo,  7s  6(2    Macmillan    ...1861 

■  Elementary  Treatise  on  the  Theoty  of  Equations,  cr.  Svo,  7s  6(2 Macmillan    ...1861 

Euclid,  for  Schools  and  Colleges,  12mo,  8s  6d  Macmillan    ...1861 

■  Examples  of  Analytical  Geometry,  post  Svo,' 4s    Macmillan    ...1858 

•■  History  of  Progress  of  Calculus  of  Variations  during  19  Cent. ,  Svo,  12s  Macmillan    . . .  1 86 1 

On  Inteptd  Cidculns  and  its  Applications,  2nd  edit.,  post  Svo,  10s  6<2  Macmillan    ...1857 


Phine  Trigonometry,  2nd  edit.,  revised,  cr.  Svo,  5s  Ma,emillan    ...i86t 

— — — Treatise  on  Analytiiial  Statics,  2nd  edit.,  post  Svo,  10s  6(2  Macmillan    ...1853 

' —  — — —  Differantial  Calculus,  8rd  edit. ,  post  Svo,  10s  6d  Macmillan    ...  1 860 

■  Plane  Geometry  and  Sections,  post  Svo,  10s  6(2;  n.e.,7s  6d  MaemilUm    ..  1858 

•' Spherical  Trigonometry,  post  Svo,  4s  6(2 Macmiilan    ...1859 

Token  of  Affection,  Friendship,  and  Remembrance,  8  v.  32mo,  each  Is  6(2   Bogue    1841 

Love  for  Little  Children,  12mo,  4s Ntsbet ...1845 

■ Regard,  and  Sympathy,  8  v.  82roo,  each  Is  6(2   Simj^n    184a 

Tolerance  in  Churdi  of  England,  and  Congregational  Churches,  12mo,  4s  6(2 Simpkin i86a 

Tolfrey  (/Ve.)  Sportsman  in  Canada,  2  V.  poet  Svo,  21s  Newby    1845 
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Tilftley  (Bugh)  Treatise  on  Stamp  Laws,  new  edit.,  with  Supplement,  8to,  9U6d  ...  Stevnu  

TUt(^./.)  Change  of  Life  in  Health  and  Disease,  2nd  edit,  8vo,  6» Churchill  ... 

Elements  of  Health,  and  Principles  of  Hygiene,  post  8vo,  6<   H.  Bohn    ... 

Handbook  of  Uterine  Therapeutics,  12mo,  6» ChurehiU  ... 

Uterine  and  Orarian  Inflammation,  3rd  edit.,  8vo,  12* Churchill  ... 


^ (Julia)  Countess  Dowager,  Sequel  to  the  Old  Palace,  post  Svo,  lOsQd Booth. 

■    .     Historical  BalladF,  12mo,  10»  6d ChwrUm.... 

— ^—  Laura  Talbot;  or,  the  Realities  of  Life,  post  Svo,  10«  6<l Chwrton 

u May  Hamilton,  an  Autobiography,  post  Svo,  10«  6d  ^oOi'A 

Milliccnt  Neville,  a  Novel,  2  v.  post  Svo,  2U Booth 

Poems  and  Ballads,  12mo,  10«  6rf    Churlon... 

The  Old  Palace,  a  Novel,  2  v.  poet  Svo,  21a BentUy 


Tim  Bobbin's  Works  in  Prose  and  VerBe,with  Memoir  by  Cony,  Svo,  7a  Cd;  r.8vo,10«6«f  SimpUn 

Human  Passions  Delineated,  fol.,  10a  6(/ Kent  

Lancashire  Dialect,  with  Glossary  by  Bamford,  12mo,  8a  6(/ J,  IL  Smith 

Timbs  yno.)  Anecdote  Biography,  Ist  and  2nd  Series,  post  Svo,  each  6a BewUe^ 

8  fc  4  ser.,  Wits  &  Humour.,  2  v.  p.  8vo,18a— r.  12a  Btntley 

: Curiosities  of  History,  fcap.  Svo,  Sa  6</— red.  to2a  6<i  Lockwood  ... 

^—  London,  12mo,  14a Kent  

Science,  Ist  and  2nd  series,  fp.  Svo,  8a  6d— r.  to  ea.  2a  6ii  Locheood  ... 


lUustrated  Book  of  Wonders,  Ac.,  fcap.  Svo,  3a  6d    I>ean  . 

International  Exhibition  of  1S62,  12mo,  6a Lockwood. 

Popular  ETTora  Explained,  fcap.  Svo,  6a,  *4i  ;  3a  6rf,  '58  — red.  to  2a  6ii  Lockwood  . 

School  Days  of  Eminent  Men,  2nd  edit.,  12mo,  5a Lockwood  . 

Something  for  Everybody,  fcap.  Svo,  5a Lockwood  . 

Stories  of  Inventors,  &c.,  in  Science  and  Arts,  fp.  Svo,  6a,  '59— r.  to  5a    Lockaood  . 
Things  not  Generally  Known,  1  and  2  ser.,  fp.  Svo,  8a  6(i— r.  to  ea.  2a  6(2  Lockwood  . 

Wellingtoniana,  12mo,  la  6rf Cooke 

Why  and  Because  ;  or.  Knowledge  for  the  People,  4  v.  ISmo,  36a  Low   

Tear* Book  of  Facts  in  Science  and  Art,  1889-62,  fcap.  Svo,  each  5a    ...  Lockwood.. 
(extra  vol.)  Exhibition,  1862,  12mo,  6a   Lcdrwood 


Time  and  Fwth  :  Inquiry  into  Data  of  Ecclesiastical  History,  2  v.  Svo,  15a Groombridge .. 

-  Truth  reconciling  the  World  to  Shakspeare,  12mo,  2a Keni 


-  of  the  End,  and  other  Poems,  12mo,  8«   IfaMert . 

not  Yet,  12mo,  6a  JVt«6e< 


Time's  Treasure :  Devout  Thoughts  for  Every  Day,  post  Svo,  6a Hamilton  

Timely  Retreat ;  or,  a  Tear  in  Bengal,  by  Two  Sisters,  2  v.  post  Svo,  21a BetUlcjf 

Times  of  Trouble  in  the  Church,  Svo,  2a    Ilaulden  

Timins  (C)  Testimony  of  Jesus,  post  Svo,  7a  6d  Wertheim 

Timlnis  (/.)  Country  Builder's  Price-Book,  2nd  edit.,  12mo,  2a  6rf Bayward  

Timms  {Godvoin)  Consumption,  its  Nature  and  Successful  Treatment,  pobt  Svo,  10a  ...  Churchill 

Timon,  but  not  of  Athens,  2  v.  post  Svo,  21a  *.-  SaundeniSBO. 

Timothy  (E.)  Banks,  their  Construction,  Purposes  and  Effects,  12mo,  2a  6d Fitch 

Timperley  (C/.J/.)  Dictionary  of  Printers  and  Printing,  roy.  Svo,  26a,  '39  ;  n.  e.,  16a  B.  Bohn    

Printer's  Manual,  roy.  Svo,  8a  6ci B.  Johmon  .. 

Songs  of  the  Press,  new  edit.,  fcap.  Svo,  8a P,Jack9on 

Timpson  {Tho.)  Angels  of  God,  their  Nature,  Services,  &c.,  p.  Svo,  6a,  '37-  r.  to  4a  AyloU    

Bible  Triumphs :  Memorial  for  the  Bible  Society,  post  Svo,  7a  6(i  ...  Partridge 


British  Eoelesiastical  History,  12mo,  Qt^  1847 — red.  to  8a  Aylott 

-  Female  Biography  of  the  New  Testament,  new  edit.,  12mo,  8a  Aylott 


Chuixh  History  of  Kent  to  1S6S,  12mo,  6a  Ward 

Inquisition  Revealed  in  its  Origin,  Policy,  &c.,  12mo,  5a Aylott    ,. 

Key  to  the  Words  in  the  Bible,  Svo,  14a,  Snow,  1845— red.  to  »• ...  B,  Bohn 

Memoirs  of  Mrs.  Elizabeth  Fry,  12mo,  5a,  1846;  2nd  edit,  St Aylott 

Sunday  School  Teachers,  ISmo,  2a  6(i    Snow 


•  Mother  with  her  Family,  and  More's  Counsels,  ISmo,  2a  6rf   Snow 

_  Scripture  Truths  Illustrated  by  Examples,  82mo,  2a Simpkin 

« What  have  I  to  do  with  Missions  ?  ISmo,  la Snow 

. - ToutVs  Key  to  the  Bible,  ISmo,  2a,  Smith,  1845;  la  6<i   Snow 

Tin  Box,  a  Story  of  the  Last  Century,  post  Svo,  10a  6rf  Bradbury 

—  Trumpet ;  or.  Heads  and  Tales,  2  v.  post  Svo,  21a WhiHaker 

Tindal  (Afra.)  Lines  and  Leaves  :  Poems,  12mo,  6a  6d Chapman  d:B. 

Tindall  (^<».)  Hottentot  Grammar  and  Vocabulary,  Svo,  6a  Longman  

Tingry  (P./'.)  Varnisher'sGuide,  new  edit,  12mo,  4a6rf    BouUton   

Tinkler  (/wo.)  Scripture  and  Tradition  ;  Opinions  in  the  Church,  ISmo,  la  6d BamiUon  

Tinmouth  (Vie.)  Points  of  Seamanship,  Svo,  5a  6rf,  1844;  Appendix,  la Mattert 

Tinslev  (Mrs.)  Lays  for  the  Thoughtful,  12mo,  2a  6<i Longman 


Priest  of  the  Nile,  a  Tale,  2  v.  12mo,  14a   Wiittakcr  . 


Tints  of  Talent,  Original  Articles  in  Prose  and  Verse,  12mo,  5a Thomat 

'Tis  Friendship's  Gift,  by  Author  of  Affection's  Keepsake,  32mo,  8a  6rf    Simpkin 

Tischendorff  ( C. )  Novum'  Testamentum,  with  Notes,  Svo,  9a  WilliamM  «fc  B. 

Vetus  Testamentum,  2  V.  Svo,  14a   WiUiamstkN, 


— ^-—  {L.F.)  Travels  in  the  East,  translated  by  Shuckard,  post  Svo,  6s  6d Longman 

Tialow  (i&w.)  Pfcalms  and  Hymns,  12mo,  la  6<i  Bamilion 

Tissington  {Silv.)  Epitaphs  on  Illustrious  Persons,  Svo,  8i Simpkin.., 
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Tit  for  Tat,  a  Tale,  port  8ro,  6«,  1854;  12mo,  2« Clarke  A  Co.... 

Titoomb  {J,H.)  Bible  Btadiea  as  to  Divine  Teaching,  post  Svo,  8<  6(2    Parker  ds  Son  . 

Tithe  (Bnglish)  Commntation  Act»  8rd  edit.,  12mo,  8«    Benning     

Titles  of  Honour,  BritiBh  and  Continental,  new  edit.,  cr.  Sro,  8«  6(2 Cunntnylam... 

Titlov  (Sam.)  Method  of  Vulgar  and  Decimal  Fractions,  12mo,  2«  6d  ;  Key,  6« Jarrold 

I^ttmaa  (CO.)  Commentary  on  the  Gospel  of  St.  John,  2  ▼.  12mo,  10«   HamiUon  


TitoB  before  Jerusalem,  and  other  Poems,  12mo,  5« Whittaker 

Tiani  <ir.Z.)  Brewer's  Joumid,  Sro,  10»  6<2   Atithor 

Theory  and  Practice  of  Brewing,  new  edit^  8to,  25« Author 

Voice  from  the  Mash  Tun,  12mo,  5« Author  ... 

To  Be  or  Not  to  Be,  by  Author  of  the  Triple  Judgment,  12mo,  58 Freeman    

—  Lore  mnd  to  Be  LoTsd,  by  Author  of  IVe  been  Thinking,  12mo,  1«  6d Simpkin 

—  Next  of  Kin,  if  any,  oblong,  with  lUurtrations,  Is Jot,  Blaekioood, 

—  TfaoM  about  to  Marry  ;  or.  Housekeeping,  oblong,  2t  6d  ;  cold.,  5s Dean 

Tobin  {CcUh.)  Land  of  Inheritance:  Bible  Scenes  Revisited,  roy.  8vo,  ZOs  Quariidi    

Shadows  of  the  East  ;  Sketches  in  Bgypt,  &c.,  imp.  8to,  25s Longman  

Tod  {I>ae.)  Disquisition  on  Piarts  and  Properties  of  the  Blood,  Svo,  10«  6(2 Churchill  

Early  Gkaoe,  a  Memoir,  by  8.  C.  Baker,  18mo,  1«  6<2 HamiUan  

{Job,)  Travels  in  Western  In(iia,  roy.  4to,  78<  6(2  Allen  4s  Co.  ... 

(IFm.)  Obligation  to  Establish  Religious  Knowledge,  12mo,  8«  Siliiphin 

Todd  {B.H,)  Life  Assurance  Inrerttgation  Tables,  roy.  Svo,  2is Theobald 

{Cha.)  Tables  of  the  Area  and  Circumference  of  Circles,  port  Svo,  6s Longman 

{Jno,)  Works,  12mo,  8«,  Orifin,  1850;  new  edit.,  12mo,  5s   Tegg  

— — ^-^  Angel  of  the  Iceberg,  &c.,  ISmo,  Ij,  Knight,  1859  ;  12mo,  Sa  6(2  ffoag 

' — Daughter  at  School,  12mo,  2j   Nelson    ... 

■  Lectures  to  Children,  2  ser.  in  1  v.,  2s  6(2,  KnigU  ;    Is  6(2  Tegg 


■  Quertions  (m  Lives  of  the  Patriarchs,  by  Mackenzie,  d2mo,  Is Knight d: Son., 

Simple  Sketches,  82mo,  2*,  Tegg,  1840 }  \s  6d Nelson    

Student's  Guide,  revised  by  Dide,  6th  edit,  12mo,  6«    Seeley 

Preface  by  Binney,  12mo,  2s  6d  ;  32mo,  Is  6d Knight  d:  Son 

82mo,  8«,  Sim^n,  1840  ;  2s Tegg  

12mo,  ls6(2,  Washbowne,  1848;  1«^ J.Darling 


•  Index  Rerum,  roy.  Svo,  5s  6(2 ;  4to,  Ss  6d  ;  Svo,  2s  6d Hamilton 

post  4to,  5«6(2;  demy  4to,  6«  Simpkin.. 


•  Summer  Gleanings ;  or,  a  Pastor's  Vacation,  12mo,  2s   W.Collins... 

'  Sunday-School  Ttecher,  82mo,  8«,  Tegg;  ISmo,  Is Houlston    ... 

12mo,  Is  6d Field .. 

-12mo,  2s,  Ffdlarton,  1S46;  12mo,  2s Qilpin 


' Truth  Made  Simple,  82mo,  2s,  Tegg^  1840  ;  ISmo,  Is  6(2 Waskboume  ... 

•^  (J.F.)  Commentary  on  Chrirt*s  Sermon  on  th6  Mount,  12nio,  6s Longman  

Identity  of  True  Religion  in  all  Ages,  fcap.  4to,  Is  6(2   Hatchard  

—  (/.IT.)  Discourses  on  Prophecies  of  Daniel,  Svo,  14s  Rivington  

Prophecies  in  the  Apocalypse,  Svo,  10s  6(2    Rivington  

Remarks  on  Roman  Dogma  of  Infallibility,  Sro,  5s Petheram  

Synoptical  Table  of  Dr.  Jackson's  Writings,  12mo,  2s Tegg  

Wars  of  the  Irish  and  Danes Cdtic  ArcKSoc. 

—  {R.B.)  Anatomy  of  the  Brain,  Spinal  Cord,  &c.,  post  Svo,  7s  Sherwood  

■  Clinical  Lectures  on  Certain  Acute  Diseases,  12mo,  6s    Churchill  

Practice  of  Physic,  by  Beale,  2nd  edit.,  Svo,  18s Churchill 


•  Cyclopsedia  of  Anatomy  and  Physiology,  new  edit.,  6  v.,  62  6s  Zon^/uin...  1839-59 

^  .  .   ,^  .  ^.     _-    .  ^   ....     g^g 
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—  Lectures  on  Paralysis  and  Brain  Diseases,  12mo,  6s Churchill 

—  Treatise  on  Gout  and  Rheumatism,  port  Svo,  7s  6(2 Parker  d:  Son  . 

'■      and  Bowman  (W,)  Physiological  Anatomy,  2  v.  Svo,  40s Parker  de  Son  . 

—  (5.  iT. )  Toung  Fanner's  Manual,  cr.  Svo,  Ss  6(2   New  York 

— {W.Q.)  Historical  Inquiry  into  the  Church  of  St.  Patrick,  12mo,  4s  Parker  dk  Son  . 

— History  of  the  Ancient  Irish  Church,  12mo,  4s  6<2 Bums    

Todhunter  {Ise.)  Algebra  for  Beginners,  ISmo,  2s  6(2 Macmillan    ... 

Colleges  and  Schools,  2nd  edit.,  port  Svo,  7s  6<2 Macmillan    ... 

Conic  Sections,  Sid  edit.,  cr.  Svo,  7s  6d    Macmillan    ... 

— — Elementary  Treatise  on  the  Theory  of  Equations,  cr.  Svo,  7«  6<2 Macmillan    ... 

Euclid,  for  Schools  and  Colleges,  12mo,  3s  6c2  Macmillan    ... 

— ^— Examples  of  Analytical  Geometry,  port  Svo,'  4s    Macmillan 

History  of  Progress  of  Calculus  of  Variations  during  19  Cent., Svo,  12s  Macmillan 

On  Integral  C^culus  and  its  Applications,  2nd  edit.,  port  Svo,  10s  dd  Macmillan 


"Plane  Trigonometry,  2nd  edit,  revised,  cr.  Svo,  5s  Macmillan 

-Treatise  on  Analyti(»J  Statics,  2nd  edit.,  port  Sro,  10s  6<2  Macmillan 

— —  Differential  Calculus,  8rd  edit.,  port  Svo,  10s  6<2   MacmiUan 

....^ Plane  Geometry  and  Sections,  port  Svo,  10s  Qd;  n.e.,7s  6c2  MaemilUm 

-«- Spherical  Trigonometry,  port  Svo,  4s  6c2 MaemiUan 


Token  of  Affection,  Friendship,  and  Remembrance,  8  v.  d2mo,  each  Is6c2   Bogue 

Love  for  Little  Children,  12mo,  4s NiAet 

^ Regard,  and  Sympathy,  8  v.  d2mo,  each  Is  6(2   Simpkin 

Tolenmoe  in  Church  of  England,  and  Congregational  Cb arches,  12mo,  4s  6<2 Simpk'in.. 

Tdfregr  (iVe.)  Sportsman  in  Canada,  2  v.  port  Svo,  21s  Newby    .. 
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Tolfm  (Pre,)  SportsmAii  In  Fnnoe,  2  r.  pott  8to,  21«  Colburm 1841 

TblhMiMu(i.)  Klopstock,  LsMOg,  andl^ielAnd,  Sto,  6« WiUia9ud:N,  iM 

...— ...-i-^^  Technological  French,  Bngliah,  and  Qerman  Dicttonarjr,  18mo,  ea.  7<    Avtkor  1856 

— — —  {Fra.)  Synopaia  of  Patent  Lawa  of  Variooa  Countriea,  post  8to,  Is TayUtrS  F.  ...1857 

Toller  {8am,)  Law  of  Bzeenton  and  Administrators,  by  Whitmarah,  8to,  18t Benming 1S3S 

(Tkot^N,)  Bzpositofy  DiaconrMS  on  BpisUe  to  Philippians,  12ino,  St  6d  Snotp 1S55 

- the  Book  of  Buth,  12mo,  If  W Stum iM 

Tolley  (/.(?.)  Scriptnre  Doctrine  of  the  Trinity,  8ro,  St Maxwell 1857 

Tolon  (M.T.)  Spaniah  Reader  and  Tranalator,  cr.  8to,  Za  6d New  York 1849 

Tolstoi  {CouMt  N,)  Childhood  and  Tenth,  a  Tale,  from  the  Rnasian,  post  8to^  8t  6d.,.  Bdl^Daldjf...i96% 

Tom  Brown  at  Oxford,  a  Norel,  2nd  edit.,  8  r.  cr.  8to,  S1«  6d  MaewUUam 1861 

Brown's  School  Daya,  a  Novel,  post  8to,  lOf  6di  1857  ;  new  edit,  5e  Macmiiian 1859 

^leaoope*s  Newtonian  System  of  Philosophy,  new  edit.,  16mo,  U Ttgg  1838 

Thornton  ;  or,  Last  Besonroes,  8  v.  poet  Syo,  8I1  9d Jot.  BlaekwoodiZ^ 

1h)mba  (/.  FT.)  Metaphysical  Analysis  ;  or,  Doctrine  of  Metaphysics,  8yo,  5«    SauMden  ^  O.  1846 

Pnenmatogony,  and  other  Poems,  8vo,  7s  M    SammdenA  O,  1845 

Tomes  {/no,)  Instmotions  in  the  Management  of  Artificial  Teeth,  12mo,  St  6d Parker  ^  Sam.  *5o-i 

Lectures  on  Mental  Phyaiology  and  Surgery,  8to,  12s  Parlxr  ^^m...  1848 

System  of  Dental  Surgery,  new  edit,  12mo,  \2mM CkwrthiU  1859 

{iIo6l.)  Americans  In  Japan,  12mo,  7i  M  Ntw  York 1859 

Panama  in  1855,  foap.,  isM Low   1855 


Tomkins  {E,)  Beauties  of  English  Poetry  for  Tonth,  18mo,  St,  1833  ;  new  edit,  3s6<l  H.  Bokm 1847 

.  (^.}  Building  Societies,  their  Formation,  fcc,  12mo,  Is  €d  Skaw  S  Soa  ...1845 

(5ai».)  Hulsean  Bmay  for  1850,  8vo,  7s  6ci FiwtgUm  1850 

(7*.)  Beauties  of  Penmanship,  4to,  81s  6(f  ;  new  edit,  21«  Forfy 1844 

Tomlin  {Jacob)  Missionary  Journals  and  Letters,  from  the  Best,  post  Syo,  7s    Niabet    1844 

{Wm.)  Practical  Treatise  on  Leuoorrfaoea,  12mo,  Is  6d   BaUUirg    1857 

!l^mline  {Bp,)  Ohristian  Theology,  by  Stebbing,  2t.  8to,  21«,  1833— red.  to  10$  6d   H,  Bok^    1843 

Introduction  to  the  Study  of  the  Bible,  12mo,  5«  6(^'35-^red.  toSaOd  ff.  Bok»   184^ 

-  (/.)  Help  to  Self-Educators,  8to,  2s  6d  Suuxf/^Co.  ...1851 

Tomllns(i^.<7.)  Brief  View  of  the  English  Drama,  12mo,  4«  C.MiUkell 1840 

1 Garda,  a  Tragedy,  12mo,  Is  W   C.MitekeU 1849 

_.^—  Geography,  iLadent  and  Modem,  16  Blaps,  roy.  8to,  21« /.  JZ.  Swaitk  ...1840 

.».«-.. History  of  England,  compiled  from  Tarions  Sources,  8  y.  roy.  8to»  80s  Deam 1856 

.-— ^—  (P.)  Tonbridge  School  Chapel  Stanaa,  sq.  16mo,  2s  M Maaten i860 

{Rich.)  Advent  Sermons,  12mo,  Is  6cf ;  2nd  series,  U  6d Madera 1850-a 

.._ Poems  on  Sacred  Subjects,  12mo,  8s    SinngUm 1844 

Sermons  for  the  Holy  Seasons,  new  edit,  12mo,  5s   Maatera 1851 


{T,E.)  Law  Dictionax7,  by  Granger,  2  v.  4to,  84»— red.  to  80j SUvenadtN,  ...1835 

Supplement  to,  by  Williama,  4to,  6s Skaw^Soma  ...1840 


.._ New  Bankruptcy  Act,  with  Analyses  and  Index,  12mo,  5s    ffodaond:8om  .1858 

„  Perambulation  of  Islington,  roy.  8to,  8s6<f;  4to,  12s  ffodeomdkSoa^  .1861 

■  Popular  Law  Dictionary,  post  8to,  18s— nd.  to  6s ff.  Bokm    1838 

Tomlittson  (Cftos.)  Amusements  in  Chess,  l2mo,  4s  6d Parl«r^Soia..i845 

I Chees  Player's  Annual  for  1856,  12mo    A,  ffaU 1856 

fjrlffrtiniia  v*  Useful  Arts,  2  ▼.  Imp.  8to,  45s  Viriue    1854 

Dew  Drop  and  the  Mist,  illust,  new  edit,  fcap.  8to,  Ss  6<f Soe.  P.  (7.  f  ...i860 

..^_ Frosen  Stream  :  Properties  of  loe,  12mo,  2s  6d Soe.  P,  (7.  JT.. ..i86a 

.,      ,    ■■ Illustrations  of  Trades,  med.  4to,  4« ^Soe.  P.  (7.  IT.... 1 860 

Useful  Arts,  Manufactures,  and  Trades,  4to^  8s  ...  Soe,  P.  C,  K.„  i860 


•  Introduction  to  Study  of  Natural  Philosophy,  12mo,  Is   Weale 1851 

•  Leasona  derived  from  the  Animal  Worid,  Animals  and  Birds,  Is  6<f  iSoc.  P.  C.  f  ...i86a 

-Insects,  2  t.  18mo,ls  id  Soe,  P.  C.  jr...i86a 


-  On  the  Goostruetion  of  Locks,  12mo,  Is  6(f    Virine  1853 

•  Pneumatics  for  the  Use  of  B^;innera,  12mo,  Is Weale 185a 

.  Rudimentary  Mechanics,  12mo,  Is WtaU    1S49 

-  Rudiments  of  Warming  and  Ventilation,  12mo^  2s  Weale    1850 

-  Student's  Manual  of  Natural  Philosophy,  poat  8ro,  10s  6d  Parker  ^  Som.,iti% 

-  Tempest,  an  Account  of  Origin,  &c.,  of  Wind,  fcap.  8vo,  8s  6(2 ...  iSoc  P.  C.  ir....i86i 

-  The  Thunderstorm,  12mo,  8s  6<i Soe.  P.  C.K.,.its9 

•  Useful  Arts  and  Manufactures,  new  edit,  2  ▼.  12mo,  10s   Soe  P.  C,  Jr...i86o 

-  Winter  in  the  Arctic  Regions,  new  edit,  16mo,  2s  6d Soe.  P.  0.  ir...i86o 


{Mra,C.)  Sketches  of  Rural  Affidrs,  18mo,  2s   Soe.  P.  C.K.,.it6x 

.  The  Sisters,  a  Tale,  12mo,  2s Soe.  P.  C.  Jr...i8s8 


(/.  If.)  Bride's  Melody,  Songs,  12mo,  8s Ifaiekard 1836 

My  Pocket  Ii]nw,  post  8ro,  4s  6<f Jadd 1856 

—  TheRoekof  Nice,  aPoem,  sm.  4to,  2s6c{ Satmdert^O.  1855 


■  (£ei0.)  Recreations  in  Astronomy,  12mo,  4s  6<f Porfeer^ANk.  184a 

{Walter)  Clouds  and  Light,  and  other  Poema,  12mo,  8s  6<f A.  Hall 1859 

Tompeon  ((7eo.)  Suggestions  to  Toong  Attorneys,  by  Groarea,  12ino,  12f  Slepena  1836 

Tonga  {T.)  Heraldic  Visitation  of  the  North  of  England,  8yo,  Ids SwieeaSocktg  i86a 

Tonna  (if rs.)  Alice  Benden  ;  or,  the  Bowed  Shilling,  ISmo,  2s  Seeley 1838 

_—  Bible  OhaFacteriatics,  new  edit,  18mo,  2s  Partridge 1851 

.  Chapters  on  Flowers,  12mo,  6s,  1836;  new  edit,  5s Seeleif i860 

— -.  Church  Visible  in  all  Ages,  16mo,  ZaM  Sedeg 1844 
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Tonna  (ITrx.)  Combination,  ISmo,  2» Oroombridge  ...iS^i 

Conformity,  12mo,  ^  6d  IkUton  1841 

Consiatency,  18m'o,  2«  6d Hatchard  1849 

— ■^— —  Dangera  and  Duties,  new  edit.,  18mo,  1»  6<i   Tegg  1861 

Deny,  a  Tale  of  the  RcTolution,  new  edit.,  12mo,  8j  6c2  Nuhet    1856 

Deserter,  new  edit.,  ISmo,  8d  6rf Groomhridge  ...\%\% 

BngUah  Martyrology,  abridged  from  Foxe,  2  ▼.  fcap.  8vo,  12i  Setley 1838 

• FalBihood  and  Truth,  new  edit.,  12mo,  Sa  6rf WkiUaJetr 1851 

Glimpaes  of  the  Past,  6«,  1139  ;  new  edit.,  l'2mo,  Ss   SeeUy 1856 

Happy  Mute  ;  or,  Dumb  Child's  Appeal,  18mo,  li SeeUy 1847 

Helen  Fleetwood,  a  Tale  of  the  Factories,  7a,  1841  ;  new  edit.,  12mo,  5«  Sedey 1856 

Izram,  a  Mexican  Tale,  and  other  Poems,  12mo,  5« Nititei 1848 

Judea  Capta:  Siege  of  Jerusalem,  12mo,  6<    Dalton  184$ 

Judab*8  Lion,  6«,  1843;  new^edit.,  12mo,  6< Seeley 1861 

JuTenile  Tales  for  Juvenile  Readers,  new  edit.,  IsSd    J^oyg 1861 

Kindness  to  Animals,  18mo,  U RtL  Tract  Soe,  1844 

Letters  from  Ireland,  1837,  postSvo,  8»6rf SeeUy 1838 

to  the  Young  on  the  Messiah,  18mo,  Is  64 AUtnan 1849 

Little  Tales  for  Little  Readers,  18mo,  U  Qd  HouUUm   1861 

-  Messiah  Prefigured  under  the  Old  Testament  Dispensation,  18mo  .!»  6d    Nitbei :..i85o 

Minor  Poems  for  Children,  18mo,  1< Hamilton  1848 

Museum,  4th  edit.,  18mo,  2»  6rf  ^roomiru^  ...184a 

Osric,  and  other  Poems,  12mo,  8a  6cf    NiAet    1841 

Passing  Thoughts,  8«  6d,  1838;  3rd  edit.,  12mo,  2j  6rf   HouUUm   185J 

Perseverance;  or,  Walter  and  his  School,  18mo,  2s    ^....  NUbei    1830 

Personal  Recollections,  12mo,  7«,  1841  ;  new  edit.,  5j Seeley 1856 

' Pbilipand  his  Garden,  with  other  Stories,  roy.  18mo,  2s  -^offff >86i 

Poems,  12mo,  5s ;..  Sedey 1847 

Principalities  and  Powers  in  Heavenly  Places,  new  edit.,  12mo,  5» SuUy 1847 

Rachel,  a  Tale,  18mo,  1«  6d  Ni^bti    183J 

Rockite,  an  Irish  Story,  new  edit,  12mo,  4s  Nubei    1846 

Sabbath  Question  Illustrated,  12mo,  8s  6d Sedey 1844 

— — —  Second  Causes,  12mo,  3s  6(2 (?room6ru^e...  1843 

Short  Stories  for  Children,  2  v.  18mo,  ea.  2s  6(£,  1838;  fp.  8vo,ls  W...  ffouUton 185a 

Stories  from  the  Bible,  fcap.  8vo,  2s Hogg 1861 

System,  a  Tale  of  the  West  ladies,  18mo,  8s  ffauUUm    183ft 

Tales  and  Illustrations  for  Youth,  new  edit.,  2  ▼.  12mo,  each  Zt6d Simpkin 1854. 

War  with  the  Saints,  12mo,  6« Seeley 184I 

What  Aunty  Saw  in  Scotland,  18mo,  Is  6d NiAet 1854 

Wrongs  of  Woman,  2  v.  18mo,  8s    DaUon  1843-4 

Zadoc,  the  Outcast  of  Israel,  new  edit,  12mo,  2s  6d AyloU 1846 

Toogood  (Jon.)  Reminiscences  of  a  Medical  Life,  8vo,  6s lAtngman  1853 

(Mr».)  Bllen  Lutwidge,  a  Tale,  12mo,  ls6d Ritingt(m  1855 

History  of  Greece,  from  Greek  Historians,  12mo,  5s— red.  to  2s  6d...  Ttgg  1856 

Religious  Lessons,  with  Questions,  18mo,  Is RixingUm  1844 

— — Selfishness;  or,  SeedTimeand  Harvest,  12mo,  8s  6<( lAm/giMm  1855 

Simple  Sketches  of  Church  History,  new  edit,  18mo,  Is  6d H^he» 1854 

Summer  Lake,  a  Collection  of  Poems,  12mo,  2s  64 Rxvingkm  1855 

Tooke  (C)  Metropolitan  Sewers  Act,  12mo,  8s Benning 1849 

-  {J.H.)  Diversions  of  Purley,  edit  by  R.  Taylor,  new  edit,  8vo,  10s  64 Tegg  i860 

-  (Tho9.)  History  of  Prices,  1798-1837,  2  v.  8vo,  86s,  1838  ;  1838-9,  8vo,  12s   ...  Lwiigman  1840 

; 1889-47,  8vo,  18s,  1848  ;  1848-56,  2  r.  8vo,  52s  64...  Longman  1857 

— Inquiry  into  the  Currency  Principle,  8vo,  4s Limgrnam  1844 

On  the  Bank  Charter  Act  of  1844,  8vo,  5s  64 Longman  1855 

-  {Wm.)  Rise,  Progress,  and  Fall  of  Monarchy  in  France,  8vo,  16s,i855;  n.e.,7s  6d  Low   1858 

Toovey  {A.D.)  Modem  Life  and  other  Poems,  12mo,  6s,  Kentd:  Co., '47  ;  newe(dit,ls  A.  HaU 184S 

Notices  of  British  Poets  of  the  Nineteenth  Century,  12m<^  b$ Kent 1848 

Topffer  {R.)  Parsonage,  a  Tale,  2s;  cloth,  8s SimnuAM.  ...i8s» 

Rosa  and  Gertrude,  12mo,  Is;  cloth.  Is  64 ^ SimmeAM.  ...1848 

Tales  and  Sketches,  12mo,  Is;  cloth.  Is  64 Simmtd:M.  ...1849 

Topbam  (E.C.)  Philosophy  of  the  Fall,  and  its  Remedy,  post  8yo,  8s  64 Botworth    1855 

(/ao.)  Account  of  St  Stephen's  Chapel,  Westminster,  AtUs  folio,  40s    Antiq.  Soe,    .,.n.d, 

Chemistry  Made  Easy  for  Agriculturists,  16mo,  2s Longman  1846 

Topics  of  1846  and  1847,  Political,  Literary  and  Artistic,  4to,  58 0.  Mitchell    1846-7 

Topiady  {Aug.M,)  Family  Prayers,  new  edit,  12mo,  ls64 Simptin 185* 

Hymns  and  Sacred  Poems,  12mo,  4s  64 BamiUon  1861 

TopHs  (/no.)  Observations  on  the  Weather,  post  8vo,  8s  64  .%  Longman  1849 

Topsail  Sheet  Blocks  or  the  Naval  Foundling,  new  edit,  8  v.  p.  8vo,  24s;  12mo,  2s  Routledgt  1859 

Torb&nehill  Mineral  Case,  the  whole  Scientific  Evidence,  4to,  5s... Longman i860 

Torr  {J.B,)  Uncle's  Legacy,  a  Novel,  8  v.  post  8vo,  31s  64 Nemty    1849 

< Hm. ) Breeder's  Register  of  Short  Horns,  8vo,  6s Longman  1851 

Torre  (iV.  L. )  Translation  of  Oxford  Latin  Prize  Poems,  new  series,  1 2mo,  5s    WkHtaher 1 84S 

Torreus  (A,  W.)  Familiar  Lectures  for  Use  of  Young  Milltazy  Officen,  12mo,  4s  64 ...  Parker  dt  Son    18^4 

Notes  on  the  French  Infantry,  8vo,  Ss   ,..  Parker  df  Son  ^* T %i 

(H,  W.)  Selections  from  the  Writings  0^  by  Hume,  2  v.  post  8vo,  24s le  Page 1854 

^  a 
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TomjM( Lt. Col )  Travel*  in  Udak,  T»rt»ry,  and  Kashmir,  8vo,  28«    SoMnden  ie  0.  i86» 

(7Zo6.)  Colunization  of  South  Australia,  8vo,  12»  Longmtui  iHs 

Commercial  and  Colonial  Policy,  8vo,  10s  6d • Smith  As  Elder  i&44 

External  Corn  Trade,  Bvo,  Ct Longman  1S53 

Letter  to  Senior  on  Fi«e  Trade,  8vo,  2i Smiik  d:  Elder  lU} 

Sir  R.  Peel  on  the  Condition  of  England,  8to,  2»  Grf Smiths  Elder  1845 

Political  Economy  k  Constitutional  Government  in  Australia,  8vo,  2f  Jtidf/vap   ii$» 

~  Principles  and  Opeiation  of  Peel's  Bank  Act,  1844,explained,8vo,12t  Longman  1S5S 

Speeches  on  Real  Property  law  Reform,  8vo,  2«    BtUterwrths .,.\^i 

Three  Letters  to  the  Marquis  of  Chan  !os  on  the  Com  Laws,  8vo,  2f     Lonffmau  1839 

Tracts  on  Finance  and  Trarle,  8vo,  2s Chapman  d:  H.ilii 


Torrente  (Don.M.)  Remarks  on  Slavery  in  the  Island  of  Cnba,  8vo,  U BaiUihx   iSS) 

Torrey  Jno.)  and  Gray  {Am)  Flora  of  N«rth  Ameriea,  &c.,  3  ▼.  8vo,  42i  6<i  New  York   1S3M2 

Torrington  (  Tu.)  Observations  on  Farm  Buildings,  &c.,  8vo,  5s Ridgwag   iM 

Torry  {^Bp.)  Life  and  Times  of,  edited  by  J.  M.  Neale,  8vo,  lis Matters 1S56 

Tory  Baronet  ;  or,  Tories,  Whigs,  and  Radicals,  8  v.  post  8vo,  81«  6rf BenOeg 1S41 

•Totten  {B.J.)  Naval  Text  Book  and  Dictionary,  U.  S.  Navy,  new  edit.,  12mo,  14»  ...  New  York 1861 

{JM,)  Essays  on  Hydraulic  and  Common  Mortars,  fcc.,  8vo,  7«  W New  York 1842 

Tottenham  {Edw.)  Remains  and  Memoir  o^  by  Magee,  post  8to,  Is  6d Uaichard 185$ 

Tottie  {C.)  Designs  for  Sepulchral  Monuments,  36a,  1843  ;  »«▼  edit.,  fol.,  ZOs  Atchleg 1861 

Toncbe  (F.)  Handbook  of  Initial  Letters  and  Borders,  cr.  8vo,  2<  Qd   Barnard  1861 

Toncbstone  applied  to  the  Age  ;  or.  Aspect  of  the  19th  Century,  12mo»  2s6d Simplin 1854 

Tough  Yams  to  Please  all  Hands,  12mo,  1#  6d RouiUdge  1858 

Tottlmin  {Abr.)  Causes,  Cure,  and  Prevention  of  Gout,  post  8vo,  is ffighleg 1850 

{S.S.)  Chanceij  Practice  and  Orders,  12mo,  10s  (id,  1847  ;  14* Sveei  ..     iHt 

Statutes,  and  Orders,  Chancery  Pleading,  8?o,  14<    Swed 1847 

Tour  (The),  a  Poem,  by  W.  P.  P,  12mo,  Sj LoMgm4m  i8s4 

inConnaught,  12mo,  7s  M  Boldmeorth  ...1839 

Teesdale,  including  Rokeby,  Ice.,  12mo,  2s Whittaker 1849 

of  the  River  Don,  2  y.  18mo,  7s Groombridge  ...il'il 

ontheMense,  Mosdle,  and  the  Rhine,  12mo,  4s    Newbg    1845 

to  KiHamey,  a  Narrative,  12mo,  Ss Simpkm 1839 

TouTghenief  (Iran)  Russian  Life  in  the  Interior,  12mo,  6s lAmgman  185$ 

Tourist  in  Wales  ;  Views  of  Picturesque  Scenery,  roy.  8vo,  12s Virlue   1851 

Tourist's  Guide  to  Southampton,  12mo,  8s    Simpkin 1841 

the  Watering  Places,  4to,  12s  ViriHt   »846 

lUustrated  Handbook  for  Irehmd,  cr.  8vo,  Ss  6d,  Cookeyiis3—rcd.  to  2s  6(2  Smith  dt-  iSm...i86i 

■  Yade  Mecam  for  France  ;  Conversations,  French  and  English,  18mo,  Is Lambert 18$^ 

Tournaments;  or,  the  Days  of  Chivalry,  16mo,  8s  6rf Strange 1839 

Touraay  {Stew.)  Law  of  Bills  of  Exchange  and  Notes,  post  8to,  4s    Groombridge  ...1851 

TourreiUAf.X.)  Panorama  desEnfams  12mo,  4s P.  Jackson    ...1838 

Toarrier  (/.)  Eighty  Consonants  of  the  French  Language,  18mo,  Is  TempUmam  ...1853 

French  as  it  is  Spoken,  with  Easy  Fr.  Lessons,  &c.,  Ss,*55  ;  n.  e.,iMi.,  2s  Simpkin i860 

in  Ten  Months,  10  pts.  12mo,  each  Is Simpkm...  1859-^ 

Guide  to  Paris,  new  edit.,  square,  8s;  cl.,  Ss  6(f   Simpkin 1851 

_— . Juvenile  French  Grammar,  new  edit.,  square  16mo,  2s  6d    Simpkin 1850 

Little  French  Model  Book,  4th  edit,  square,  Is  6d    Simpkin 1S49 

Model  Book  of  the  French  Language,  7th  edit.,  post  8vo,  6s  6d  Nuit  i86a 

__  Self -Teaching  French  Grammar,  new  edit.,  roy.  12mo,  5s NuU  1861 

Ten  Thousand  Useful  French  Words,  12mo,  2s  ed;  cloth,  Ss  NnU  1861 

Verbs,  Participles,  and  Adverbs  of  the  French  Language,  Svo,  2s  6d  ...  Simpkin i8$i 

TouBsaint  rOuverture,  Life  of ,  by  Dr.  Beard,  post  Svo,  2s  6rf Cooke 1853 

Tovey  (C^Acw.)  Wine  and  Wine  Countries,  12mo,  5s Hamilton  i86» 

Tower  (Z''.^.)  History  of  the  Croton  Aqueduct,  roy.  4to,  25s New  York 184J 

-  (i&arfy5.)  Viewsof  the  Scilly  Islands,  fol.,  10s  6d Dickinson 1848 

Tower  ChunAi  Sermons,  by  Monod,  Erommacher,  and  Binney,  12mo,  Zs  Qd Jackson  S  W.  1852 

of  London,  its  History,  Armouries,  and  Antiquities,  18mo,  2s  6(f  Spiers 1841 

Towcm  (/no.)  Domestic  Gardener's  Manual,  Svo,  18s Parker d: Son... lii^ 

•  Town  Bind  Forest,  by  the  Author  of  Mary  Powell,  post  8vo,  7s  6d Bentieg i860 

Life,  by  the  Author  of  Liverpool  Life,  12mo,  8s  6rf,  1857  ;  new  edit.,  Is  6d...  Tw«dte 1858 

Towndrow  (fAo.)  Guide  to  Short-hand  Writing,  12mo,  5s  Fletcher 1835 

Towneley  Mysteries,  8to,  15s ^ Snrtees  Sac.  ...1836 

Townend  {Wm.)  History  of  the  Descendants  of  the  Stu&rts,  Svo,  10s   Longman  1858 

Townley  ((7.^.)  Memorials  of,  by  Samuel  Martin,  12mo,  5s    Nisbet    1857 

{ffen,)  and  Holyoake,  Atheistic  Controversy,  1852,  12mo,  2s  6(f ;  newe.,  Is  Ward    1853 

(/.)  Diseases  of  the  Potatoe,  ftc.,  Svo,  2s   Green 1844 

(/as.)  Parturition  without  Pain,  2nd  edit,  post  Svo,  2s  6d Davies   i86s 

{Robt.)  Second  Advent  of  Jesus  Christ  a  Past  Event,  Svo,  5s    Simpkin 1845 

Townsend  {C.C.)  Oral  Teaching  not  Oral  Tradition,  ISmo,  Is Nisbet    1843 

(£.)  Acting  Proverbs;  or,  Drawing-Room  Theatricals,  12mo,  Is  Routltdge  1857 

■  -■       (Geo.)  Accusations  against  the  Church  of  Rome,  new  edit.,  ISmo,  4s Datton    1S45 

Comment  on  the  Pentateuch  and  Job,  2  v.  Svo,  46s— red.  to  8Ss...  Rivington  1849 

Ecclesiastical  and  Civil  History  Considered,  2  v.  Svo,  32s  Riringt^m  1847 

■ Flo  A  em  from  tbe  Garden  of  the  Church,  ISmo,  Is JM.di'J.ParkrriZsS 

'     ■ Jouruai  of  n  Tour  in  Italy,  isr«n,  post  Svo,  7s    Riiington  1*5* 
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Toimaead  (Geo.)  Life  and  Defence  of  Bishop  Bonner,  8vo,  10«  6<2,  Seeley^nd.Sa  6d  H.  Bohn    184s 

Neir  Testament,  Chronologically  Arranged,  new  edit.,  2  ▼.  8vo,  36«  RivingUn  1^38 

Old  Testament,  Chronologically  Arranged,  new  edit.,  2  r.  8vo,  86«  Rivinyton  ....:.  12^36 

and  New  Test.,  Chronologically  Arranged,  6th  e.,  2?.  r.  8ro,  42«  Rivington  i860 

— — ^— — with  short  Notes,  8vo,  15« Rivipgton  1835 

Sermons,  8vo,  12«  Rivington  1849 

((r.^.)  Christian  Pilgrimage  from  Cradle  to  the  Qrave,  12mo,  68 RivifUjton  1847 

-  Churchman's  Year,  2  v.  8vo,  18« Rivington  1847 

-  Sermons  Vindicating  the  Prondenoe  of  God,  12mo,  6«  Rivington  1854 


(ti'.F.)  Manoalof  Dates  and  Dictionary  of  Reference,  post  870,  128  6d  ...  Routiedge  186a 

{ff.)  Handel's  Visit  to  Dublin,  with  Notices  of  his  Life,  &c.,  p.  8?o,  d«6d   Orr 185a 

(y.^.)  Memorials  of  English  Martyrs,  18mo,  1» WhiUaker 1851 

— (/./.)  Treatise  on  the  Law  of  Salvage  in  Ireland,  12mo,  2w Stpeet 1840 

{J. P.)  Rambles  and  Observations  in  New  Soath  Wales,  post  8yo,  9s Chapman  A  H.  1849 

(Mn.)  Floral  Music-Book,  for  Young  Learners,  8to,  2j Gr\gin   1861 

-s — {Sam.)  Complete  Ready  Reckoner  for  Cotton  Warps,  8vo,  25<  Inrngman   i860 

—  KW.C.)  History  of  the  House  of  Commons,  2  ▼.  8vo,  28s,  1843— red.  to  12»  Colhiirn 1853 

Lives  of  Twelve  Eminent  Judges,  2  V.  8vo,  28«  Longman  1846 

-  Modern  State  Trials,  Revised  and  Illustrated,  2  v.  8vo,  30« Longman  1850 


{V,P.)  Amy  Deane,  and  other  T^es,  illust.,  12mo,  U^  Ntw  York iS6a 

Townshend  {C.H.)  Descriptive  Tour  in  Scotland,  8vo,  9«   Chapman  AJI.ii^S 

Facts  in  Mesmerism,  8vo,  9« BailUM^   1843 

Mesmerism  Proved  True,  poet  8vo,  6«  Bailliere    1855 

—^ Sermons  in  Sonnets,  with  other  Poems,  12mo,  7s  6d  Chapman  ds  J/.  1851 

Three  Gates,  in  Verse,  2nd  edit.,  post  8vo,  10«  W    Chapman  dc H.i%6t 

{J,K.)  Sporting  Excoirions  in  the  Rocky  Mountains,  2  v.  8vo,  18s Cotbum 1839 

TownsoB  (/.)  Gospel  Truths  in  Parochial  Sermons  for  the  Festivals,  fcap.  Svo,  2f  6d    BtUAlkUdy.,.iiit 

Toy nbee  (/of.)  Artificial  Membrana  Tympani  in  Cases  of  Deafness,  8vo,  U Churchill  1853 

The  Diseases  of  the  Ear,  new  edit.,  8vo,  15« CharckiU  i860 

Tracings  of  Maritime  Discovery,  16mo,  2s    />artofi  ...1841 

Tract  £)ciet/s  Monthly  Ydame,  each  ^d  ;  cloth,  1 0<i.     See  Appendix ReL  Trad  8oe. 

Tractarianiam  (so  called)  No  Novelty,  fcap.,  6<    Ma^er8 1854 

Tracts  by  the  English  Monthly  Tract  Society,  1888-58,  8  v.,  each  6s    /.  P.  Shaw  .1852-8 

for  Children  in  Streets,  Lanes,  &c,  32mo,  2s    Hate/utrd  1854 

-^— — ^  Churchmen,  12mo,  28  6d WerthHm  1846 

Cottagers,  18mo,  2s    J.H.<kJ.Park€ri%^% 

Englishmen,  new  edit.,  12mo,  3s  6(2   Mudqf    1854 

Parochial  Use,  7  v.  12mo,  28<-^red.  to  21s    J.UJsJ.Parhari%^% 

Priests  and  People,  by  various  Writers,  1st  and  2nd  series,  cr.  8vo,  ea.  8s    Ma€miUan..,i%6t'% 

the  Christian  Seasons,  4  v.  12mo,  18s-red.  to  12s ;  2nd  series,  4  v.,  10s   J.//,4:J.Parkeri$s^ 

LastDijs,  8vo,  9«  Painter 1844 

-  People,  Vindicating  Religious  and  Christian  Liberty,  12mo,  58  Stl E.  Wii8on  1840 

Times,  by  Members  of  Univ.  of  Oxford,  5  v.  8vo,with  Noe.  89,  90,40s  Rivington. ..iZ^%-^i 

^— — Index,  by  Croiy,  Svo,  Zs  ;  with  Dissertation,  8vo,  5«  Rivington  1841 

No.  90,  with  Notes,  by  Frew,  Svo,  2«  6d  Hope ^18*55 

Tribulation,  Parts  1  and  2,  8vo,  each  2s    Painter 1849 

Young,  18mo,  2s  6d HouUton    1841 

of  the  Anglican  Church,  4  v.  8vo,  86s  ^ Painter 184a 

on  Christian  Doctrine  and  Practice,  V.  1  to  5,  12mo,  each  3«  6c{    Motley  184a 

Hydraulics,  edit,  by  Tredgold,  2nd  edit.,  roy.  8vo,  6s    Spon  186a 

Liberty  of  Conscience  and  Persecution,  1615-61,  10s  6<f   Han8.Knol.Soe.i%^6 

Popery,  from  Bomet,  Wake,  Patrick,  and  Others,  8vo,  lis    JM,d:J.Parher\%i^ 

t^e  Piajer  Book  :  Selected  from  Tracts  for  Parochial  Use,  12mo,  8s J.  H,  A  J  Parker  1%^% 

relating  to  Ireland,  2  v.  8vo    IriAAreh,Soe.n.d. 

Tracy  (/os.)  History  of  Uie  American  Board  of  Foreign  Missions,  8vo,  14s  Wiley 184a 

Great  Awakening  in  the  Time  of  Whitfield,  8vo,  14s    ...  New  York 184a 

Three  Last  Things,  18mo,  2s    Wiley 1839 

-  (Se«pA«ii)  Mother  and  her  Ofipring,  post  8vo,  7«  6<< • New  York 1853 

Trades  Described,  18mo,  Is  6<£  Rd.  TractSoe.  1845 

Traditional  Fairy  Tales :  Home  Treasury,  16mo,  Ss  6c{-red.  to  2s  6(<  Chapman  dt  M.  1$^^ 

Ncraeiy  Songs  of  England,  16mo,  3<  6<2— red.  to  2s  6d  Chapman  dt  ^^.1846 

Traditions  of  Lincolnshire,  8vo,  5s • Simpkin 1841 

London,  by  Waters,  post  Svo,  5«,  Kent;  12mo,  Is  6d Routiedge 1859 

Traffoid  (P.O.)  City  and  Suburb,  2nd  edit.,  3  v.  post  Svo,  81s  6<2  ;  flew  ed.,  1  v.,  6f  Skeet 1861 

Moors  and  the  Fena,  8  v.  post  Svo,  81s  6rf Smith  d:  Elder  1858 

^— Too  Much  Alone,  a  Novel,  8  v.  poet  Svo,  81s  6ci,  '6c  ;  n.  e.,  1  v.,  5f  Skeei   x86i 

World  in  the  Church,  3  V.  post  Svo,  81s  6<f  Skeet i86a 

Tragic  Dramas  from  Scottish  History ;  Hesehig,  Wallace,  12ino,  5s  Hamilton 1859 

Traice  (IF. iT.)  Handbook  of  Mechanics' Institutions,  Svo,  2s Longman  1856 

TFail(IF«.}  Christiaii  Graces  :  Disconrses  on  Faith,  post  Svo,  5s Ni^t ...1859 

, Sermons  on  Christian  Doctrine  (Donnellan  Lectures),  Svo,  6s  Simpkin i860 

Unseen  Realities,  post  Svo,  5s Gri^n    i860 

Traill  (/,C.)  Parishes  Acts,  1843,  1844,  and  1866,  12mo,  .'is  6d   Maxwell    ......1857 

{Mr9.)  Canadian  Crusoea,  a  Tale,  edit,  by  A.  Strickland,  12mo,6s,'52— r.3s6d  A.  Hall i860 

•  —  Settler's  Guide,  12mo,5s Stanford    1857 


i 
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Trmi]](^ff.)  Laiy  Mary  and  Her  None ;  or,  aPeep  into  Caaadkn  Forest,  12mo,  Z»6d  A.  HaU 1856 

(T.S,)  Leetnree  on  MedieilJoriBpnidenoe,  post  8to,  5f Simpkin 1843 

— — .  Treatise  on  Physical  Geography,  post  8to,  6» Simpkin 1JI3X 

Zayda,  a  Tale  ;  Lady's  Dream,  and  other  Poems,  12mo,  5«  M Pickering  184S 

Train  (<7.jP.)  SprMd  Bagleiam,  poet  8to,  5«  Low   1860 

*— — ^^  Yonng  America  Ahroad  :  Letters,  2nd  edit.,  poet  Bto,  8«  6<I    Low    1857 

■ in  Wall  Street,  cr.  8to,  7*  W Low   1858 

— -  (/os.)  Bnchanites  from  Pint  to  Last,  12mOk  4« Bladneoodt  ...1846 

Historioal  Aooonnt  of  the  Isle  of  Man,  2  ▼.  8to,  1 8«,  i 845— led.  to  9«     Simpkin 1861 


Train,  8to,  V.  1  to  6,  each  7«  6(i  (rroom^ru^  1 856-8 

Training  Sohool  Song  Book,  with  Mnsie,  oblong,  Zm  6flE,  1851 — red.  to  2s  6d Simpkin 1854 

Traits  and  Anecdotes  of  Animals,  Illustrated,  fcap.  8to,  5«    Beniley i86x 

_  of  American  Humour,  edit,  by  Judge  Halibnrton,  3  t.  post  8yo,  81«  6<f Colburn 1851 

— ^— ^ Indian  Life,  by  a  Fur  Trader,  poet  8to,  7«  SmitkdsElder  1853 

■  ~  Character,  Twenty-fire  Tears'  Beoollection8,by  a  Contemponu7,2  T.p.8TO,21«  Hunt  A  B.    ...  i860 
Private  Life,  by  L.  A.,  8to,  8<  Bogwt ^...1844 


Timll  (iK.r.)  Encyelopse<Ua  of  Hydropathy,  2  ▼.  post  8to,  14« Ifcw  York 1856 

Hydropathic  Cook  Book,  12mo,  4«  6<f  NewYork  1855 

Tramp  (r.)  Tales  of  the  Trains,  new  edit..  Is  6(i Chapman^ S.  1857 

Tranaaetiotts  of  the  Leaned  and  Scientific  Societies.     Ste  Appendix. 

— ^— ^ New  York  Eodesiological  Society,  4to,  6« New  York 1857 

Transatlantic  Bambles  ;  or,  Trarel  in  U.S.,Cuba,and  Braiil,  by  a  Rugbean,12mo,2s6<i  Bdl  de  IkUtfy  .1851 

Transition,  a  Tale,  12mo,  8«  Ckurton 1837 

Translations  and  Sketches  of  Biography,  bya  Lady,  post  8ro,  7«  6<f SaitndertJk  O.  1839 

^— ^— — >  from  French  Poets,  poet  8to,  7«  6d SautnUrt^O.  1843 

'  the  German,  by  E.  Beeve  and  J.  B.  Taylor,  12mo,  2a  6d Murray 1842 

Transmutation  ;  or,  the  Lord  and  the  Loot,  a  Novel,  poet  8vo,  9« Chapman  A  JST.  1854 

Transport  Voyage  to  the  Mauritius  and  Back,  by  Author  of  Paddiana,  8to,  9s  6d    ...  Murray 1851 

^p  to  Catch  a  Sunbeam,  86th  edit,  12mo,  1«  Lockwood  i860 

Tranmer  (ircrtAa/%)  Stories  from  Dreamland,  12mo,  5s  A.  Mall 185a 

Traatwine  (/.C)  Circukr  Curree  for  Bailroads,  12mo,  7«  6d Philadelphia,.. iis4 

— ^— Bxcavations  and  Embankments,  8vo,  7s  6d Philadelphia... i%$i 

TrsTel  Pictures  ;  or,  Scenes  and  Adventures  in  Foreign  Lands,  by  B.  B.,  12mo,  2f  6<f  NeUon    i860 

Traveller;  or,  Description  of  Wonder)  of  Nature  and  Art,  18mo,  Is  6d  ReL  Tract  Socili^ 

Ttaveiler'a  Dream,  and  other  Poems,  oy  Henrietta,  12mo,  2s  6d    Simpkin 1858 

■  Handbook  on  the  Rhine,  18mo,  8s  6(2 Biyga 1840 

■ to  Copenhagen  and  its  Environs,  by  Anglicanus,  12mo,  8«  ......  /.  Jt.  SmUk    ...1853 

■■ Gibraltar,  fcap.  8vo,  4«  Cowie     1840 

— *— ^  Library,  complete,  26  V.  cloth,  6/ 5s   Longman  1856 

For  contents,  Pts.,  each  Is  ;  Kod  vols.,  each  2s  6<2,  see  Appendix. 

Tales  Re-Told,  by  Theta,  cr.  8vo,  3s6<2;  gilt,  5s   Thomson    1S60 

Thoughts  on  a  Tour  on  the  Continent,  post  8vo,  4«    Longman  1837 

Travellers  in  Seuieh  of  Truth,  12mo,  Is    Ward 1849 

Travelling  Opinions  and  Sketches  of  Russia  and  Poland,  post  8vo,  7s  6d  Macrone 1836 

•  Sketches  in  Egypt  and  Mount  Sinai,  l8mo,  8s  6(i  Parker  S  Son  ,i%i^ 

Travels  in  Bohemia,  Moravia,  Silesia,  Jtc.,  edit,  by  John  Foster,  2  v.  post  8vo,  21s...  Newby    1857 

-  Regions  of  the  Lower  Danube,  1850-61,  2  v.  8vo,  28s Bendey 1853 

Russia,  by  an  English  Lady,  2  v.  post  8vo,  21s  Hwnids  B 18*9 

of  an  Arab  Merchant  in  Soudan,  translated  by  St.  John,  post  8vo,  8s Chapman  ^2^.1854 

Travers  (Bety.)  Further  Observations  in  several  Parts  of  Surgery,  8vo,  6«  6c2  Longman  i860 

— Hunterian  Oration,  1888,  roy.  8vo,  2s  6<2  Longman   1838 

— — —   Inquiry  on  Constitutional  Irritation,  2  V.  8vo,  28s Longman   1835 

Observations  in  Sui^ry,  8vo,  7s  6rf Longman  1851 

— -^-—  PJiysiology  of  Inflammation  and  the  Healing  Process,  8vo,  7s  Mighley 1843 

■  Principlee  and  Practice  of  Ophthalmic  Surgery,  18mo,  6s Butler    183! 

(jP.)  Too  Late  for  the  Train  ;  or.  Autobiography  of  Beresford,  12mo,  6s...  Marlborough...  1%^ 

iTrays  (^eii.)  English  Grammar  for  the  Use  of  Schools,  12mo,  Is  6d Houltton    1855 

. —  Fall  of  Debir,  a  Poem,  poet  8vo,  6s HonUUm    1853 

Treachery,  a  Novel,  8  v.  poet  8vo,  81s  6<i Stwby    i%^i 

Treasure  Book  for  the  Man  of  Rank  and  Fortune,  4to,  10s  6(i  Webtter 1850 

Treasures  in  Song  and  Story,  12mo,  5s Boston^  ^.5  ...1853 

— —  of  Information  for  Cultivation  of  the  Mind,  I8100,  2s Partridge 1851 

Oxford  :  Poetical  Compositions,  Hebrew  and  English,  8vo,  5s Groombridge  ...1851 

Truth;  Sacred  and  Moi^  Prose,  82mo,  Is  6rf    Simpkin 1839 

Treasury  of  Animal  World,  new  ediL,  12mo,2s6(i Hamilton  1854 

_ Discovery,  Enterprise,  and  Adventure,  12mo,  2s  6(f HamiUon  i8s3 

—  History  and  Travel,  12mo,  8s  Bitkop    1851 

Light ;  Storehouse  of  Truths  by  John  Bull,  8vo,  12s  6ci   Sleventon  1858 

Nature,  Science,  and  Art,  12mo,  2s  M  Hamilton  1853 

■■  Pleasure  Books  for  Children,  sq.,  7s  6<f  ;  oold.,12«,*49;n.8er.,8s6<f;col.,6s  Oundall 1850 

■  new  edit.,  5s;  cold.,  7s  6(f Low   1^58 


Song  and  Sentiment,  1000  Songs,  24m'>,  Ss  6d  Davidson  1847 

Treatise  of  Equivocation,  from  a  MS.  in  Bodleian  Library,  12mo,  5$    Longman  1851 

on  ^roplenstic  Art,  16mo,  2s6rf Longman  1851 

■  Choice  and  Cookery  of  Fish,  by  Piscator,  12mo,  5$  ed Longman  ......1854 
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TreatiMOn  Dyeing  and  Calico  Printing,  roy.  8vo,  28* WiUjf 1849 

Eccentric  Taming,  by  an  Amateor,  poet  4to,  21« Biekardton    ...185a 

Management  of  Hones  and  Honnds,  by  Scrutator,  poet  Sto,  5i RouUedge  1855 

Masonry,  Joinery,  and  Carpentry,  4to,  S« Simpkin 18^9 

Mathematics,  by  Various  Contributors,  2  v.  8vo,  16»  (Lib.  U.K.) Baldwin 1848 

Method,  Logic,  and  Ehetoric,  by  Coleridge,  &c.,  post  8vo,  68  Griffin    1853 

Millennium,  12mo,  3»  Haichard  1835 

Perspective  (Thenot's  System),  Svo,  10»  6<i    Simpkin 1836 

Pianoforte  Bzpiession,  18mo,  2« Coclc» 1838 

Planting  Trees,  8to,  2<  6<j    Baldwin    1851 

Principles  of  Criminal  Law,  fcap.  8vo,  3»  6ci  (Small  Books)  RimeU  1846 

Pure  Mathematics  (Bncy.  Met.),  4to,  31«  6d  Griffin    1849 

Beal  Nature  of  the  Sin  of  Adam,  12nio,  8«  6(i Simpkin 1840 

Rifled  Ordnance,  with  Diagrams,  8to,  5i  Clowes    1856 

Saving  Faith,  by  Anderson,  Brskine,  and  Cud  worth,  12mo,  is Grwmhridge  ...iZ^^ 

Steam  Bngine,  by  the  Artizan  Club,  edited  by  Bourne,  4to,  27«;  n.e.,  42«  Longman  1861 

Suspensions,  liberstions,  and  Interdicts,  Scotland,  8to,  7<  6d Benning 1858 

Trebeck  (&.)  and  Moorcroft  (IF.)  Travels  in  the  Himalayan  Provinces,  2  v.  Svo,  ZOt    Murray 1841 

Tredgold  {Tho.)  Principles  of  Carpentry,  by  Barlow,  new  edit., 4to,  4 2f WeaU 1853 

Treatise  on  Steam  Engines,  3  v.  4to,  9/  19«  6(i— red.  to  94»  M,  viz. :  Virtue 185a 

Locomotive  and  Stationary,  6/  6«- red.  to  81«  6(i  ;  Marine,  2  v.,  73i6ci— red.  to  63t. 

Treatise  on  Warming  and  Ventilating,  by  Bramah,  Svo,  12* M.  Taylor 184a 

and  Hodgkinson  (E,)  On  Strength  of  Cast  Lron,  2nd  ed.,  Svo,  18«     Weale i860 


TreeBose;  its  Formation  and  Culture,  12mo,  3f  6d Gard.Chron,Of/47 

Tr«ea  and  their  Uses,  12mo,  1»  6d Wertheim  186s 

Trefdrmith  Churchwardens  v.  Dr.  Bowles,  1773  (Alignments  in  the  Cause  of)    Cambrian  Sac  n.d. 

Treflfry  (Jno.)  Infidel's  Own  Book,  12mo,  2»  6d Mown  1839 

Inquiry  into  the  Doctrine  of  the  Eternal  Sonship,  12mo,  6« Moion   1837 

(J2tc.)  Short  Discourses,  with  Memoir  by  SUmp,  12mo,  6«   Maton  1846 

Treatise  on  Christian  Perfection,  ISmo,  2»  6d Maaon  1838 

Sabbath,  12mo,  3s Mown  1838 


-  (/Z./r.)  Lectures  on  Evidences  of  Christianity,  ISmo,  1«  6d  Maeon  1851 

Letters  on  the  Atonement,  ISmo,  2» Mason  1839 

Memoirs  of  J.  B.  Trerise,  ISmo,  2» Maton  1837 

John  Smith,  new  edit.,  12mo,  3«  Mason  1850 

Joseph  Benson,  12mo,  5s  Mason  1840 


with  Remains,  by  B.  Treffry,  12mo,  5s  Mason   1854 

Treatise  on  Covetonsness,  ISmo,  Is  6rf;  fine  paper,  Ss  6d BeLTractSoc.,.iZi6 

Tregellea  (S.P.)  Account  of  the  Printed  Text  of  the  Greek  New  Test.,  Svo,  10s  M  Bagster  1854 

Book  of  Revelation,  Greek,  with  Bng.  Transl.(Eng.,2s),  Svo,  5s 6d  Bagster  1844 

— Defence  of  Authenticity  of  the  Book  of  Daniel,  12mo,  Is  6d Bagster  1852 

Heads  of  Hebrew  Grammar,  post  Svo,  4s  6<f Bagsier  185a 

— —  . Historic  Evidence  of  Authorship  of  New  Testament,  12mo,  3s  6d...  Bagster  1851 

Remarks  on  Prophetic  Visions  of  the  Book  of  Daniel,  12mo,  5s   ...  Bagster  185a 

Else,  Persecutions,  Ac.,  of  the  Jansenists,  post  Svo,  Ss  6d   Bagster  1851 

Trego  IC.B.)  Geography  and  History  of  Pennsylvania,  12mo,  5s  6d  Wiley 1843 

Tr«honnais  {F.R.dela)  Jersey  as  it  Is,  transited,  ISmo,  4s  6d Longman    1844 

Trelawney  (iinn)  Easter  Offering,  Poems,  square,  Is  /.  Hughes  1845 

'  (C.T.E.)  Peranzabuloe  :  the  Lost'Church  Found,  5th edit ,  cr.  Svo,  Ss  Rivington  184) 

-(Capf.)Adventure8  0f  a  Younger  Son,  12mo,  5s— r.  3s  6d,  49  ;  n.  e.,  2s...  Bodgson 1856 

—>(^./.)  Recollections  of  Shelley  and  Byron,  post  Svo,  9s Moxon    1858 

Tremenheere  {H.S.)  Constitution  of  U.S.  compared  with  England,  poet  Svo,  9s  6d  .  Murray 1854 

■ Notes  during  a  Tour  in  the  United  States,  post  Svo,  10s  6d  ...  Murray 185a 

Political  Experience  of  the  Ancients,  12mo,  2s  6d Murray 185a 

Trench  (^6p.)  Memoirs  of,  by  D'Arcy  Sirr,  Svo,  21«  Longman  1845 

. (fVt».)  Theological  Works,  8  v.  Svo,  21s Wertheim  1857 

Few  Notes  from  Past  Life,  post  Svo,  7s  Bd J.Jf,d:J.Parkerii6% 

. Job's  Testimony  to  Jesus,  and  Resurrection  of  the  Body,  ISmo,  ls6<i  Wertheim  1853 

' Life  and  Character  of  S.  John  the  Evangelist,  Svo,  Ss  M Longman  1850 

Notes  on  Scripture,  with  References,  Svo,  7s Simpkin 1836 

Portnut  of  Charity:  Exposition  of  1  Corinthians,  chap.xiii.,12mo,ds6fl{  Hatchard  1846 

Scotland,  its  Faith  and  Features,  2  v.  poet  Svo,  21s Bentley  1846 

Sermons  at  Beading,  Svo,  lOs  Qd Parker^  Son,.,  iZ^^ 

Travels  in  France  and  Spain,  2  v.  Svo,  2U Bentley  1845 

Walk  round  Mont  Blanc,  ftc,  post  Svo,  10s  6d Bentley  1848 

(/<M.)  Memoir  and  Remains,  by  And.  Thompson,  12mo,  2s  6d Theolild    1855 

>  (ifrs.)  Little  Richard;  or, Notes  on  the  Life  and  Death  of  a  Dear  Boy,Svo,2s6<f  Wertheim 1861 

-Thoughts  on  Education,  ISmo,  Is  6d   Parker  df  Son  ,iZ'^y 


-(jR.C.)  Alma,  and  other  Poems,  12mo,  Is Parker d: Son...  1%^$ 

Calderon*s  Life's  Dream,  with  Eesay  on  his  Life,  fcap.  Svo,  7s  6d PariperJkSon...iZ^6 


Commentary  on  the  Epistles  to  the  Seven  Churches  in  Aria,  Svo,  Ss  6(2  Macmillan i86a 

Poems,  12mo,  2sQd Parker JeSon...i%^Q 

English,  Past  and  Present^  Five  Lectures,  new  edit.,  12mo,  4s Parker  ds Son... i%i% 


—  Exposition  of  the  Sermon  on  the  Mount,  l^mo,  7s Parker d: Son...  iZ^i 

St.  Augustine's  Portion,  separate,  12mo,  3s  ed  Paarkerdt Son.., i%^t 


] 
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Trench  {R.C.)  Hulseui  Leetnna,  1845-6,  ^Smo,  each  5t ;  4th  edit,  1  t.,  5$ Parker ^S0m...ii $9 

— ^^ — JuBtin  Martyr,  and  other  Poems,  new  edit.,  12mo,  5*   Parker d- Son...  i $6 1 

Lectures  on  the  Leeaons  in  Proverbe,  12ino,  5th  edit.,  St Porter^ Son.,, iS6o 

■  Notea  on  the  Parables  and  Miracles,  new  e<lit.,  8to,  each  12m   Parker 4t:iS9m...i$bo 

^— T On  Revision  of  Authorised  Version  of  the  N.  Test..5«,*58;  n.e.,  8to,7«  Parker^  ^<m...i859 

Some  Deficiencies  in  our  English  Dictionaries,  2nd  edit.,  8to,  8«...  Parhrd:San...i9bo 


—  Poems  from  Eastern  Sources;  Genovera,  &c.,  2nd  edit.,  12mo,  59Cd...  Parker^  Som...i 9 ^y 

-— Sabbation,  and  other  Poems,  fcap.  8yo>  5t Moxon    183^ 

Sacred  Latin  Poetry,  12mo,  7« Parker  ^ Sam... lU^ 

Poems  for  Mourners,  12mo,  6tM   Rivin^toa  1846 


>  Select  aiossary  of  English  Words,  l2mo,  U   Parker  4t  Son. „i 96 1 

-  Sermons  at  Cambridge,  new  edit.,  8to,  2i6d '. Petrker^  Son...i$^7 

-  Preached  in  Westminster  Abbey,  2nd  edit.,  8to,  10«  M MaemiUam i£6i 


— Star  of  the  Wise  Men,  Commentary  on  Matthew,  chap,  ii.,  lr2mo,2«  M  Parker  ^  Sim...  18  50 

Study  of  Words,  10th  edit,  12mo,  4« MacmiUan 1S61 

— — ^ Subjection  of  the  Creature  to  Vanity,  12mo,  8« MaemiUan i86» 

— Synonyms  of  the  New  Testsment,  Pirts  1  and  2,  12mo,  each  5«  Parser  ^  Aw' 5 8-62 

-  (ifri.  it.)  Remains,  edited  by  R.  C.  Trench,  2nd  edit,  8vo,  15« Parker  A  Sim...  i%(t^ 

-  — (fr./eP.)BTidenoe  on  National  Education,  Ireland,  8to,  6«6<( Wertheim 18^5 

.^—(ITm.)  Selections  from  the  Hebrew  Bible,  12mo,  5s  Parker  A  Som...\%ii 

Trenchard(ir.f.)  Sermons,  8to,  10s  W  Rivht^m  1836 

Trend  (/.R)  Church  Service  Hymnal,  18mo,  Is  Sc? J^trin^m  iS6x 

Trendall  (E,W,)  Designs  for  Monuments,  Cenotaphs,  Tombs,  fcc.,  4to,  21«  AtckUf 1856 

Roofs,  of  Iron,  Stone,  and  Wood,  4to,  15«/46— r. to  7s  6<i  H.Bokn 1851 

■» Finishings  in  Italian,  Grecian,  &o..  Architecture,  folio,  18s J.WtUiami    ...1848 

Trenery  (Oerdon)  City  of  the  Crescent:  Manners  of  Turks  in  1854,  2  t.  p.  8to,  21s  Skeet 1855 

Trenhidle  (/no.)  Ocean,  and  other  Poems,  12mo,  7s   Xon^nuM  1837 

Poems  for  the  People,  18mo,  2s  W  Sim^^dm 1846 

Trent  Sunday  School  Manual,  12mo,  3s  Od RiringUm  1840 

Trery  {W.O,)  Student's  Engineering  Book,  Nos.  1  to  4,  foUo,  each  8s  Keni  1858 

Tress  {R.)  Designs,  kc,  for  Churches,  imp.  4to,  plates,  21s->fed.  to  7s  6d ^el^<fri>iad^...i84i 

Trevanion  (Ada)  Poems,  12mo,  5s    Smith  A  Elder  i8^S 

.■  {F.  W.)  National  Sunday  School :  Teacher's  Assistant,  12mo,  Is    Wertkefm 1846 

— ..—..^  Sermons  on  the  Book  of  Oenesis,  post  8yo,  5s    Werlkeim  1847 

Treranion,  a  Play,  by  W.  Marston  and  B.  Bernard,  8vo,  Is  Mitckeil 1849 

Trevanan  Court,  a  Tale,  by  E.  A.  B.,  12mo,  Stdd Mastert 1860 

Trevelyan  {SirC.E.)  Application  of  Roman  Letters  to  the  Languages  of  Asia,  8vo,  Is   Longman  1854 

-  —  ■  Irish  Crisis,  reprinted  from  the  Edinburgh  Review,  12mo,  Is  6d   Longman  1848 

— On  Education  of  the  People  of  India,  post  8vo,  (>* Lottgman  1838 

— Statement  of  Circumstances  connected  with  his  Recall,  Svo,  Is      Longman  i860 

(P.A.)  Quarr  Abbey  ;  the  Mistaken  CalUng,  4to,  Is  Qd ;  plates,  2s  6d     Rivingtan i86s 

Trevelyan  Papers  to  1558,  edited  by  Collier,  4to CamdenSoe.  ...1856 

Trerera  (Bp.)  Amicable  DiseosBton  on  the  Church  of  England,  2  t.  8vo,  2ls    Dolman 1853 

Trereti  (F.N.)  De  Ordine  Fratris  PnBdicatorum,  Svo,  12s. Bistorical  Soe,  184$ 

Trevilian  (M.C.)  Anti-Christian  Character  of  Freemasonry,  Svo,  6s  6d Whiiiaker 1849 

Dissertation  on  the  History  ot  the  Beast,  Svo,  12s Wertkeim i8>3 

Trevor  (CO.)  Taxes  on  Suooeesion,  a  Digest  of  Statutes,  2nd  edit,  roy.  12mo,  ISs  .  Stevens  i860 

I  (Oeo.)  History  of  the  Convocations  of  the  Two  Provinces^  poet  Svo,  5s Moaley  185a 

■  ■  India,  an  Historical  Sketch,  12mo,  8s    Rel.  Trad  Soe.i%s^ 

• — -  Lectures:  Christ  in  bis  Psssion,  12m0k  8s  6d  J.H.Jadteon.,.i%^-; 

—  Russia,  Ancient  and  Modem,  12mo,  4s Rel.  Tract  Soe.  i%b^ 

-  •    — Sermons  on  Doctrines  and  Means  of  Grace,  12mo,  6s BeUA:  Daldg...it$i 

(/.)  Plmoramaof  the  City  of  Chester,  ISmo,  2s6<£ Simpkin 1843 

(J.W.)  Catechism  on  Apostles' Creed,  12mOk  2$  6d Rivingtom  1859 

Trevor  Hastings,  3  v.  post  Svo,  ZU  6d SamndersAO,  184s 

or  the  New  St  Francis,  12mo,  6s Longman  1847 

Tresise  (/.^.)  Memoirs  of,  by  Richard  Treffiry,  ISmo,  2s   ^oson    1837 

Trial  and  Triumph,  by  A.  of  Blacksmith's  Daughter,  8  v.  Svo,  81s  6ci,  Newby^  '54;  2s  Darion  1859 

of  Duncan  Terig  and  Alexander  Bayne,  1754,  4to Bannatyne(^fA.n^d. 

*- Jennet  Preston,  1612,  for  Practising  Witchcraft,  poet  Svo,  Is  6<2 Bell  d:  Daldy...i%^t 

Manchester  Bards,  and  the  Bowdon  Coronation,  12mo,  2s  M  WhiUaker 1853 

_—  Skill;  or.  Which  is  the  Story  ?  new  edit,  Is  6(i   NeUon   1846 

Trials  and  ConfeasioDs  of  an  American  Housekeeper,  poet  Svo,  5s Pkiladd}ikia...\t$^ 

>  Leawnsof  life,  by  Author  of  Bertha's  Journal,  post  Svo,  6s  NiAet 1854 

— —  of  Faith  ;  or,  the  Pearl  of  Angrogna,  a  Tale,  12mo,  8s6<i Seeley 1858 

-  —  Taste,  a  Poem,  ISmo,  2s  6(i    Gilbert  :..i843 

or.  Life's  Lessons,  a  Series  of  Domestic  Tales,  by  C.  F.  R.,  fcap.,  8s  64    Ward* Lo€k...i%^$ 

Tribunal  of  Manners,  a  Satyrioon,  post  Svo,  50  Ridgwag 1836 

Tribute  of  Aifoction  to  the  Memory  of  a  Beloved  Sister,  ISmo,  2s  6d HwdtUm    1836 

-^   Gratitude  from  a  Humbled  Sinner,  ISmo,  2s  6d    Nithei    1837 

Tricks  of  Trade  in  the  Adulteration  of  Food  and  Physic,  12mo,  2«  6<2 Bogna i8ce 

Tricoupi  (S.)  History  of  the  Grsek  Revolution  (in  Modem  Greek),  4  v.  Svo,  4Ss    ...   H'ttft'ams  deN.\%\% 

Trifles  for  Leisure  Hours,  by  M.  A.  Z.,  12mo,  4s Simpkin 1S3S 

^~- from  my  Portfolio,  by  a  Staff  Surgeon,  2  v.  Svo,  20s    Bigkleg 1840 

« Historical  and  Poetical,  from  an  Idler's  Conunon-Place  Book,  12mo^  Is  6€f   ...  Longman  1857 
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Tiimen  {A,)  Church  and  Chapel  Architecture,  post  8to,  5«  ;  with  platee,  10«  M Longman   18^9 

(Jt,)  Catalogue  of  South  African  Butterflies,  Pt.  1,  8vo,  It  6d Triibner.. 1861 

Trimmer  {B.J.)  History  of  the  Old  Testament,  2  r.  12mo,  8« RivingUm  1851 

{Jot.)  Practical  Chemistry  for  Farmers,  &c.,  12mo,  6«    Parker  <k  Son  .1842 

. Geology  and  Mineralogy,  8vo,  129 Parker  d;  Son  ,ii^\  . 

(Kir.)  Conversations  on  the  Thirty-nine  Articles,  Idmo,  is;  new  ed.,  2a  6d  Bell  df  Daldy... li^ 

, Curate's  Manual  for  the  Sick  and  Dying,  2nd  edit.,  16mo,  2s  6d  ...  RivingUm  1855 

Register  of  the  Sick,  post  4to,  5«  6(i    Longman  1854 


•  (ifrs.)  Abridgment  of  the  New  Testament,  new  edit.,  12mo,  \»  id Rivlngton  1859 

Old  Testament,  12mo,  1«  6(2  Rivington  1859 


Ancient  History,  18mo,  2t  6d Rivington.  1851 

Easy  Intrdduction  to  the  Knowledge  of  Nature,  18mo,  U GriJiUid:  P.  ...1850 

fabulous  Histories,  new  edit.,  18mo,  Is  6d,  Ward^  1852;  \$   Gr{ffiihd:P,  ...i8s5 

Footsteps  to  the  New  Testament,  new  edit.,  18mo,  2s  6d Baldwin    1835  . 

Old  Testament,  new  edit.,  18mo,  2^     Baldwin    1835 


Help  to  the  Unlearned,  new  edit.,  2  y.  12mo,  10s Rivington  1850 

History  of  England,  revised  by  Mrs.  Milner,  12mo,  5« Griffith  it  P.  ...1849 

Instructive  Tides,  12mo,  8s  6d Rivington  1848 

-  Introduction  to  the  Knowledge  of  Nature,  18mo,  2«;  Sequel  to,2s  6d  Rivington 1X4^ 

French,  ISmo,  2s  6d Whittaker 1846 


Ladder  to  Learning,  16mo,  3s  6(2    GriffithJeP,  ...1856 

-  Lessons  on  the  New  Testament,  new  edit.,  18mo,  2«     Griffith de  P.  ...n.  d, 

-Old  Testament*  new  edit.,  18mo,  2s Griffithikp.  ...n.  d. 


Prayer?  and  Meditations,  new  edit.,  12mo,  Is  6d Rivington  i860. 

Boman  History,  new  edit.,  18mo,  2s  6<2    Rivington  1844 

•-  Sacred  History,  with  Annotations,  5  y-  12mo,  80s    Rivington  1840 

Scripture  Catechism,  2  pts.,  12mo,  each  3s  6<f,  1851  ;  n.  e.,  2  v.,  fis  Rivington  i860 . 

Teacher's  Assistant,  2  v.  I2mo,  5s Rivington  1849 

TrioAi  {T.)  Stndent,  Memoirs  of,  by  Thomas  T.  Lynch,  2nd  edit,  12mo,  6s    Longman  1853  - 

Trip  Home  ;  or,  Voyage  from  the  Indies,  post  8vo,  12s Saunders  de  0  1842 

to  Italy  during  the  Long  Vacation,  post  8vo,  6s  CMOehtU 1844. 

Mexico,  1849-50,  by  a  Barrister,  post  8vo,  9s Smith  ds  Elder  1851 

the  Trenches,  Febmary  and  March,  1855,  by  an  Amateur,  post  8vo,  7s  6d  ...  Saunders  de  0.  1S55 

Turkey,  and  Traveller's  Ghiide  to  the  Turkish  Capital,  18mo,  2s RoutUdge  1855 

Triplett  (C.)  Analytical  Digest  of  Pension  and  Bounty  Land  Laws,  8vo,  lis    Washington  ...1854 

Triplidtj  ;  Written  for  Combating  Anti-Trinitarianism,  2  v.  poet  8vo,  16s  Oct    Mamiltin 1840 

Tripp  (i/.)  Selections  from  Percy's  Reliques  and  Evans*  Ballads,  12mo,  is  Bellds  IkUdy...i%^ 

Tristan's  Poetical  Romance  in  French,  by  Michel,  3  v.  12mo,  80s Pickering 1835. 

Tristnun  (H.B.)  Great  Sahara,  with  Maps  and  Illustrations,  post  8vo,  15s Chapman  de  H.i%ii^ 

— Remembrances  of,  by  Hunter,  12mo,  4s Duncan 1838 

Triumph  ;  or,  Coming  Age  of  Christianity,  edited  by  Morgan,  12mo,  8s  6<i Longmam  1851 

Triumphs  of  Perseverance  and  Enterprise,  new  edit.,  12mo,  3s  6<£   Darton i860 

Steam  :  Stories  from  the  Lives  of  Watt,  &c.,  16mo,  Ss  6<2 Griffiithdk  P,  ...1858 

Talent ;  or,  Self-Advancement,  12mo,  4s  6d Whittaker 1838 

—  Truth;  or,  Henry  and  his  Sister,  18mo,  Is  6d Rel.  TraetSoe,  1847 

Trivetos  (M)  AnnalesSez  RegumAnglise,  8vo,  12s Petheram  1845 

Trivier  {C.L.)  Motives  for  Leaving  the  Church  of  Rome,  by  Bushby,  12mo,  3s  6<2  ...  Bosworth  1851 

TroUope  (Ant.)  Barchester  Towers,  a  Novel,  8  v.  post  8vo,  Sis  6d,  1857  ;  1  v.,  5s...  Longman 1858 

Bertrams,  a  Novel,  8  v.  poet  8vo,  31s  6<i,  1859  ;  i^ew  edit,  1  v.,  6s    Chapman  ds  H.il^ 

« ' Castle  Richmond,  a  Novel,  3  v.  post  8vo,  31s  6d,  i860;  n.e.,  1  v.,  5s  Chapman  ds H,i%6i 

— : Doctor  Thorne,  8  v.  poet  8vo,  81s  6d,  1858  ;  6th  edit.,  cr.  8vo,  5s  ...  Chapman  A  H,i%^i 

— — -^ Framley  Parsonage,  8  v.  post  8vo,  21s  ;  new  edit,  1  v.,  5s Smith dt  Elder. A%ti 

Kellys  and  the  O'Kellys,  post  8vo,  31s  6<i,  1848,  Colbum  ;  1  v.,  5s...  Chapman  dkJ£,i%$^ 

*,  La  Vend^,  an  Historical  Romance,-  8  v.  post  8vo,  31s  6d Colbum 1850 

.— — Maodermots  of  Ballycloran,  3  v.p.Svo,  31s  6(2,  Newby^  1847 ;  cr.8vo,  5s  Parker  db  &>»..  1861 

— North  America,  2  v.  8vo,  84s  Chapman  ^H.ilS% 

Orley  Farm,  2  v.  8vo,  22s    Chapman  de  H.i%h% 

.  Tales  of  all  Countries,  2  series,  post  8vo,  each  10s  M   Chapman  ^  H.1%61 

Three  Clerks,  a  Novel,  3  v.  post  8vo,  dls  6rf,  '57  ;  5«,  '59  ;  n.e.,  8s  6rf  BentUy  i860 

■  Warden,  a  Novel,  post  8vo,  10s  6d,  1855;  8s  6d  Longman  1859 

West  Indies  and  Spanish  Main,  8vo,  15s,  1859  ;  5th  edit,  8vo,  ^s..  Chapman  d:  AT.  1 86a 

■  (Edw.)  Captivity  of 'John,  King  of  France,  at  Somerset  Castle Line.  Arc.  Soc.  1857 

Illustrations  of  Ancient  Art,  from  Pompeii,  &c.,  4to,  25s    Belld! Daldy...ii$% 

• Introduction  of  Christianity  into  Lincolnshire  during  the  Saxon  Period  Line.  Are.  &e.  1857 

Manual  of  Sepulchral  Memorials,  sm.  4to,  5s Piper 1858 


(Jfrs.)  Abbess,  3  v.  poet  8vo,  31s  6d WhiUaker 1832 

Attractive  Man,  8  v.  post  8vo,  31s  6rf,  Colhum^  1845 ;  12mo,  2s  ...  Broum  1857 

Barnabys  in  America,  3  v.  post  8ro,  31s  6rf,  (7o/6ttrn,'43  ;  12mo,  2s   Ward  d:  Lock.  1858 

■  Belgium  and  Western  Germany,  in  1883,  2  v.  post8vo,  18s Murray 1833 

Blue  Belles  of  England,  8  v.  post  8vo,  31»  6d  Saunders  tk  0,  1841 

Charleu  Chesterfield,  3  v.  p<K»t  8vo,  31s  6rf,  Cufburn,*^i  ;  12ino,  2s  6d  Knight  18 58 

Domestic  Manners  of  Americans,  2  v.  p.  8vo,  21s  ;  12mo,  5s— r.  3s  6d  Htntley 1849 

Fashionable  Life  ;  or,  Paris  and  London,  8  v.  post  Svo,  31s  6d    Harst  d:  B.   ...1856 

Father  Eustace,  a  Tale  of  the  Jesuits,  3  v.  p.  8vo,  31*  6<2,  1846  ;  2s      C.  Jl.  Clarke...i%eo 

-  Gertrude;  or,  Family  Pride,  3  v.  post  Svo,  81s  6<f   Hursts  B,    ...1855 


i 
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Trollope  (ifri.)  Hargmye,  S  ▼.  pock  Sro,  81t  6d  CoBnam 184J 

Jevie  Philli|M,  2  t.  post  8vo,  31«6<i,  1S43  ;  8to,  12j CoUmm 1844 

. "  Lanrringtonsi  8  t.  post  8to,  S1«  6<2 LorngmiMM  1^4; 

Life  and  Adveotares  of  J.  J.  Whitlaw,  8  ▼.  p.Svo,  81«  6^/36;  12mo,2«  Ward  4s  LoA  1857 

■  a  CIoTer  Woman,  8  ▼.  port  8to,  31«  W :.  Bunt  A  B.    ..-1S54 

■  — —  Lottery  of  Marriage,  8  ▼.  post  8to,  Sit  6c?,  Colb^m^  1849  ;  12mo,  2«  Clarht  1857 

— ~ Michael  Armstrong,  8t.  p.  8vo,  25«,'4o;  med.  8TO,13t— red.  to  6«(><f  H.fiokn 1S44 

— ^-> Mrs.  Matthews;  or,  Family  Mysteries,  8  y.  post  8to,  31«  6cI  Calbttm 1S51 

Mother's  Manual,  aPoem,  roy.  8vo,  10« TreutUU 1834 

Old  World  and  the  New,  3  ▼.  poet  8vo,  SU  6d  Colbum 1S49 

I  One  Fault,  8  t.  port  8to,  8U  6d^  Bentley;  new  edit.,  24i,  1840  ;  2»  RotUledge  1858 

Paris  and  the  Parisians  in  1835,  2  ▼.  8vo,  2i«,  1839  ;  new  edit,  16«  Bentley 1842 

■  Petticoat  Qovemment,  8  ▼.  port  8to,  31«  (><£,  CoUmm^  '50  ;  12mo,  2s  Routledyt  1857 

■  Refugee  in  America,  8  t.  port  Bvo,  81a  6rf WkiUaher 1830 

I  Robertses  on  their  Travel8,8T.p.8TO,81s  6<i,C^o26ttrN,*46  ;  12mo,l«  td  Jat'Bladewoooditsi 

-»^— Bomanoe  of  Vienna,  8  r.  port  8 to,  24s  BetUUy 1^38 

■  Second  Love  ;  or,  Beauty  &  Intellect, St. p. 8vo,  81«6d,C7oAKrii,'5i;  2s  Lta    1S5S 

■  Three  Cousins,  3  v.  port  Bvo,  3 Is  6<£,  CoUtum,  1847  ;  12mo,  \»  Gd      Jas.  Blackwood  1S57 

. Town  and  Country,  3  ▼.  poet  8vo,  81«  6d,  ColburR^  1847  ;  12mo,  2s  Wardd!LotA...i9s'j 

»■  Travels  and  TraTellers,  2t.  port  8vo,  21s,  Colbum,  1846;  12mo,  2s  Knight  1859 

Tremordyn  Clif!;  8  t.  port  8vo,  81s  6d    BaUUy 1838 

Uncle  Walter,  3  ▼.  port  8to,  81s  6d    Colbam 1851 

Vicar  of  Wrexhill,  8  v.  p.8vo,  24s,  Benaey,*-^^;  12mo,  3s 6d;  n.e-,  2s  C.  H.  Clarke  ..i860 

■  Vienna  and  the  Austrians,  2  r.  Bvo,  32«,  1838  ;  new  edit.,  16s  BentUjf 183I 

■  Visit  to  Italy,  in  1841,  2  ▼.  8to,  28«,  BentUy—nd.  to  10s Ji,Bokn 1841 

Ward  of  Thorpe  Combe,  8  t.  port  Bvo,  81s  6<2,  BcntUy^  1842  ;  ls6(f  RouUedge  1857 

Widow  Bamaby,  8  v.  p.  Bvo,  81s  6d,  Bentley,  '38  ;  12mo,  8s  6<f  ;  2s    Ward  *  Lodt  .i860 

Married,  8  v.  p.  Bvo,  31s  6(2,  CoUmm,  '40;  12mo,  6s,*57;  2s  Ward  A  Lock,.  1%^ 


Young  Conntes  ;  or,  Love  &  Jealousy,  8  v.  p.  Bvo,  dls  6cf ;  12mo,  2s  C.  H.  6%avic...i86o 

Heiress,  8  v.  port  Bvo,  81s  6<i Hwnl  <fr  A    ...1853 

Love,  8v.  poet  Bvo,  31s  6rf CWfram 1844 


•  (7%eo.)  Social  Aspects  of  the  Italian  Revolution,  post  %yo,  Bs  6<2 ChapmysukA  H.1Z61 

-  (7*.^.)  Decade  of  Italian  Women,  2  v.  port  Bvo,  22s Chapman S  N.t 9^9 

Filippo  Strosri  :  Lart  Days  of  Old  Italian  Liberty,  port  Bvo,  12f Ckapuiand:  2^. i860 

Girlhood  of  Catherine  de  Medici,  a  Tale,  port  Bvo,  10s  6d   Chapmand:  if.1856 

-— Impressions  of  a  Wanderer  in  Italy,  post  Bvo,  10s  6(f,  '$0— red.  to  6s  Colbum 185a 

La  Reata,  a  Novel,  2nd  edit,  2  v.  fcap.  Bvo,  16s,'6i;  1  v.  p.  Bvo,  6s  Chapman^  J7.i86a 

— —  Lenten  Journey  in  Umbria  and  the  Marches,  port  Bvo,  10s  ChapmemA  i7.t86a 

Marirtta,  a  Novel,  2  v.  poat  Bvo,  21s ;  2nd  edit,  port  Bvo,  7t  6d  ...  Chapmau^b  B.t^S% 

Paiul  the  Pope  and  Paul  the  Friar,  port  Bvo,  12s Chapman^  J7.i86o 

Summer  in  Brittany,  2  v.  Bvo,  82s,  Colbum— red.  to  U //.  Bokn 1840 

Western  Prance,  2  v.  Bvo,  82mo,  Co26itrn— red.  to  9s   ...  H.  Bokn   1841 


Tuscany  in  1849  and  1859,  port  Bvo,  IO5  6<f CAopman  <fr  J/.  1X59 

(Wm.)  AnalecU  Theologica  :  Synopsis  Criticorum,  2  v.  Bvo,  32s— red.  to  12s  J/.  Bokn   184a 

Belgium  since  the  Revolution,  1830,  p.  Bvo,  10s  6d,  J7ow— r.  to  7s  6<i  A.  Hall 184a 

Commentary  on  Acts  of  Apostles,  by  Buckley,  12mo,  A»  6(f;  4th  ed.,  4s  Wkittaker i86o 

'St  Luke*8  Ooepel,  new  edit,  12mo,  4s WhiUaker 1856 


Death  of  Athalia,  a  Scriptural  Drama,  12mo,  5s  6(i Wix  1843 

Examination  Questions  on  the  Pentateuch,  fcap.  Bvo,  Is  WkiUaker 1861 

Bxoerpta  ex  Ovidio,  Euglish  Notes,  8rd  edit,  12mo,  8s  6(i  Bivinglon  1S48 

Greek  Grammar  to  the  New  Testament,  Bvo,  9s  6(f,  Wkittaker— r.  8s  H.  Bokn 1841 

-Liturgy  of  St  James,  with  TransUtion,  Bvo,  4s Bamilian  1851 


Iliad  of  Homer,  English  Notes,  8rd  ed.,  Bvo,18s,'47  ;  5th  ed., Bvo,  15s  Bivinffton 1847 

Lituigy  and  Ritual  of  the  Church  of  England,  cr.  Bvo,  5s  6(i   Wkiiiaker 1861 

New  Testament  in  Qnek,  English  Notes,  BrOf  21s,  Virtue, ' 3 7 ;  n. e.,  7s  Tegg  i860 

Questions  and  Answers  on  the  Lituigy,  18mo,  2t  6d,  1851  ;  2s   Wkittaker 1853 

-  39  Articles,  12mo,  3s,  1850  ;  2s  Qd...   Wkittaker 1854 


-  for  Examination  on  Acts  of  Apostles,  1 2mo,  4s  6d   Bell  dt  Daldg. . .  1 844 

■  Matthew's  Gospel,  12mo,  4s  6(2 BtllS  Daldy...i%^7 


■  S.  Justini  Philosopbi  et  Martyris  Apologia  Prima,  Bvo,  7s  6<<  Bell  A  Daldg.. .jt^$ 

>  Sallurt  and  Cicero,  with  English  Notes,  3rd  edit,  12mo,  8s  6d   Bivingtcn  1841 

— Three  Sermons  on  Famine,  12mo,  Is  6d Riringtan  1847 

Tronson  (/.iV.)  Narrative  of  Voyage  to  Japan,  Kamtschatka,  &c.,  Bvo,  IBs Smitk^Elder  1859 

Troppaneger  (il/5.)  German  Grammar  and  Exercises,  new  edit,  12mo,  6s   BaiUUrt   1854 

Trotter  (AUx,)  Oheervations  on  Finances  of  the  N.  American  States,  1840,  Bvo,  15s  Longman  1840 

■  (•^<u.)   Lessons  in  Arithmetic  for  Junior  Classes,  IBmo,  Is  8c/;  Key,  Is Simpkin 1861 

Manual  of  Logarithms  and  Mathematics,  12roo,  8s    Simjtkin 1847 

System  of  Arithmetic,  12mo,  8s;  Key  to,  4s  6<f   Simpkin 1S55 

-(Mare. )  Jackson's  Complete  Book-keeping,  port  Bvo,  Zs  6d Wkittaker 1 860 

■ —  Treatise  on  Commercial  Arithmetic,  IBmo,  Is  Sd Wkittaker 1859 

-(rAos.)  Travels  and  Adventures,  edited  by  Samuel  Goodrich,  12mo,  2s6<2  ...  Barton  1845 

Treatise  on  (Geology,  12mo,  4s  6rf Simpkin 1846 


(Wm.)  Rearing  and  Management  of  Poultry,  8vo,  Is  6d' Simpkin 185s 

(W.B.)  IJinrtrated  Topography  of  80  Miles  round  London,  roy,  Bvo,  16s Simpkin 1838 

Troublesome  Kitten  ;  or.  Never  IVesume^  obl.,  Is   Tegg    i860 
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Troabridge  {Ma^,)  Tabnkr  Amagement  of  Battalion  IXrill,  12ino,  7«  6c2,  1859  ;  fit  Parher  S  Som   iJi6t 

Troasbton  {R.Z,)  Nina  Sfona,  a  Tragedy,  8to,  U  td Saundends  0.  1840 

Troap  (tfeo.)  Art  and  Faith,  in  Fragments  from  Exhibition,  1851,  12mo,  2f   Partridge 185a 

• or,  Harmony  of  Science  and  Scripture,  12mo,4«6<I Jot. Blackwood  iiy% 

Screnoe and  Commerce  of  the  United  Kingdom  for  1851,  Bro,  Udd...  Saunden dCr  0..i85a 


TrouflMaa  (M,)  Preacriber'B  Handbook,  edited  by  Dr.  Nevina,  18mo,  6t  6d Baiiliirt   185a 

Troutfaeck  (A.)  Little  Steps  to  Gniat  Rrents,  6th  edit,  18mo,  2c Simpkin 1852 

Trower  {C.F.)  Anomalous  Condition  of  English  Jurisprudence,  SwOf  2a6d  Uatehard  .1848 

Hutspot:  a  Tale  of  the  19th  Century,  12mo,  7«  (M    Longman  185a 

Law  of  Debtor  and  Creditor,  roy.  8vo,  2fi< SUvem  18^ 

. Web  of  Love,  12mo,  2i Dtam 1856 

Fanner's  Weekly  Account  Book,  8to,  ds HouUUm    i860 

Sxpomtionof  the  Epistles,  12mo,  Ss SocP.C.K.  ...1847 

the  Gospels,  12mo,  2« 8oe.P.C.K.  ...1848 


-Sermons  on  Book  of  Exodus,  Ch.  i.  to  X7.,  8to,  9a  dd  Biafingtou 1843 


« Similitudes  used  in  Holy  Scripture,  Illust.,  new  edit.,  fcap.  8to,  2«  M  SocP.CK.  ...1861 

Trubner  {Nic)  Bibliogiaphical  Guide  to  American  Literature,  1817-57,  8to,  18i  ..    JWtftner 1859 

Bibltotheca  Glottica  :  American  Literature,  8ro,  lOaBd  Trii^er 1857 

— ^— ^-— Technica:  Schabarih's  Eepertorium,  roy.  8vo,  24«    Trubmer 1856 

English,  French,  Italian,  and  G^erman  Dictionary,  roy.  18mo,  7s  6d...  TrUhntr 1856 

Tma  Briton,  sm.  4U>,  Y.  I,2s6(2;  V.2,8«6e^i'afirK^e/52;  n.ser.,V.l,6t6<f;  V.2,5<  WtrUieim  ...1853-4 

Cborch,  an  Eaay,  by  a  lAyman,  12mo,  Ss  A.  Mall 1849 

Heroism,  and  other  Stories  (librsiy  for  the  Young),  18mo,  U  Chambers  1849 

liOTev.  Psshion;  also  Husband  v.  Wife,  12mo,  Is Ward^Look.„i%S9 

Politette8B;or,  Etiquette  for  Everybody,  Ft.  1,  Gentlemen;  Ft.  2;  Litdies,  sq.,ea.l«  DarUm  1844 

Stories  about  Animals,  for  Children,  sm.  4to,  Is  M  Lorn   1858 

■ by  an  Old  Woman,  post  8vo,  7« A,  HaU 1853 

for  Children,  from  Ancient  History,  16mo,  Is Tallant 1854. 

— ■  Young  Children,  by  Author  of  Chickseed,  new  edit.,16mo,  3a  M  ...  DaHon  1856 

___  imoL  Ancient  English  and  Modem  History,  new  edit.,  12mo,  esoh  5«  ...  Qramt  <£r  O,    ...i860 

— i^— ^ — ^or.  Interesting  Anecdotes  of  Children,  5th  edit,  18mo,  Is* Oilpin    1851 

Talesfor  Span  Hours,  new  edit,  18mo,  Is  ad   Niabei    185s 

of  the  Olden  Time,  from  Froissart,  illustrated,  sq.,  4a  6d W.  Smith  1840 


to  Nature,  a  Novel,  2  v.  post  8vo,  21« Nurat^'B 1857 

YiAe  and  the  Branches,  a  Poem,  18mo,  2s  CUaver 1839 

Tmefitt  (Oto.)  Architectural  Sketches  on  the  Continent,  4to,  10s  6d Maaiera 1847 

I  Designs  for  Country  Churches,  imp.  4to,  30s  Maatera 1850 

Tmefoot  (C.^.)  Guide  to  Happiness,  ISmo,  2s  6d Niabet    184a 

Troxnaa  (Z>r.)  Visit  to  Edinburgh,  by  A.  Walker,  12mo,  8s    HamilUm  1841 

{Bdm.)  Construction  of  Artificial  Teeth  with  Gutta  Feroha,  12mo,  2s  6<2 Highleif 1853 

(Joa,)  Great  Propitiation  ;  or,  Christ's  Satisfaction,  roy.  8vo,  Is  M Ward 1843 

— ^—  Poems,  12mo,  2atd Longman  1859 

-(Afat.)  Food  and  its  Influence  on  Health  and  Disease,  post  8vo,  7t  M  Murray 184a 


Tnuaball  (C0I.J.)  Autobic^grapby  and  Reminiscences,  8vo,  18f Wiletf 1841 

Trumpet,  leap.  8vo,  Is   JfamiUon  1850 

Truran  (Wm.)  Iron  Manufacture  of  Great  Britain,  4to,  42s,  1855  ;  2nd  edit,  70t...  Spoa i86a 

TrvsU  (J7^)  Last  Leaf  from  Snnnyside,  12mo,  Is C.  H.  Ciwr}M...\%%i 

—  Life  and  Writings  of,  post  8vo,  8s  6d  Q,  U  (Mrkt,..\%i^ 

■  Little  Mary;  or,  Talks  and  Tales,  8s fosfon,  V.9i....\%i\ 

Peep  at  Number  Five,  12mO|  Is C.  H,  Clark€...\%^^ 

Sunnyside;  or,  the  Country  Minister's  Wife,  2s  6<f PhiUadd'phika...\%i% 

Tell-Tsle  ;  or.  Domestic  Life  in  United  SUtes,  12mo,  Is    O.  U.  C7tofibs...i853 

Trustee,  hy  the  Author  of  The  Provost  of  Bruges,  8  v.  post  8vo,  81s  6(i (kXbwm 1841 

Truth  about  Borne,  Short  Treatise  on  Supremacy,  8to,  2s  6(i HoviMMk   185a 

the  Indian  Army  and  its  Officers,  8vo,  2s Simpkin 1861 

and  Smr;  or,  Union  of  Truth,  Destruction  of  Error,  12mo,  5s  Snow 1843 

-  Trust  (Library  for  the  Young),  18mo,  Is  Chambera  1848 

—  answen  Best,  by  Author  of  Moravian  Life,  12mo,  2a  6d Bentley 1859 

ia  E^iard  to  England  in  1817,  by  a  Frenchman,  8to,  8s P.Jaekaom 1848 

.-^- ita  Authority  and  Power,  by  Latimer,  12mo,  3a6d Sedey 1847 

Divested  of  Mystery,  by  Philalethes,  12mo,  6a  Hd   Mardon 1843 

Maintained  ;  or,  the  Enorsof  the  Unconverted  Examined,  18mo,  Is Rd.  TraH  Soe.  184a 

Mix«d  with  Fiction  :  Sundry  Ecclesiastical  Memoira,  12mo,  2s  Manwaring  ...1861 

of  God  Bgainst  the  Papacy,  12mo,  4s Johnakme 1851 

Testw;  Essays  on  Vegetarian  Doctrines,  roy.  8vo,  5s  HoraeU  1839 

Viadicated;  an  Appeal  to  the  Light  of  Christ,  12mo,  4s  6d   Pry    1836 

What  is  it!  and  Opinion,  What  is  it  not?  post  8vo,  8s  HamiUo/n,  1840 

Without  Prejudice,  by  Author  of  Early  Influences,  12mo,  8s  6«( BivingUm  185a 

Truthful  Stories  for  the  Young,  by  Author  of  Chickseed,  Jcc.,  er.  8vo,  2s  M  Jkurton  i860 

Truths  for  the  Lsst  Days  :  Lectures  on  the  Second  Advent,  18mo,  Is  M WerUuim  1849 

Illustrated  by  Great  Authors,  p.  8vo,  10s  6(i,  Whkty  185a  ;  llthe.,fp.8vo,as  Lockwood 1861 

Maintained,  by  Author  of  The  True  Church,  8vo,  I0a6d AyloU 1854. 

Try:  a  Book  for  Boys,  by  OUl  Jonathan,  new  edit,  16mo,  2s ColUngridge  ...1858 

Trye(aS.)Lifeof,  12mo,  Is JM.tkJ.ParkeriZ^i 

Tsehudi  {/^m/.  von)  Animal  Life  in  the  Alps,  Iflmo,  2|  6(i Ltmgmam 1856 

5h 
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IWhadi  {FrteL  wn)  tmrel  tii  Pern,  1888-42,  tmuUted  by  Bosb,  8to,  12t' Bogve   1S47 

Tnohmum  (L,M.)  Fnifetieftl  Qennaa  Qrammar,  2nd  edit.,  12ino,  S«6d Lodaeoad  ...  .  itbc 

Taok  (Hen.)  ICajiiialof  Book-keeping,  new  edit,  12mo,  U Bdld:Daldff..A%s^ 

\jno»)  PriTikte  Brewei'B  Guide,  new  edit.,  8yo,  5« Simpidn 1S35 

Tnoker  (^6rt>.)  I^t  of  Natnn  Panned,  Life  by  Mildmay,  2  t.  8to,  24«— red.to  I5t  H.  Bok»    iM 

{Geo.)  Hietoiy  of  the  United  States,  4  t.  48< PkUade[phia...its^ 

Idle  of  Preadent  Jeffenon,  2  T.  8to,  28j    Kni^  1S37 

■  ProgKH  of  the  United  States,  8vo,  9«    WiUjf    1844 

(J7.C.)  Historical  Explanation  of  Revelation  of  St.  John,  12mo,  2#  6d Niabet 1S61 

— -^(i7.3t(?.)  Memoinand  Conespondenoe,  by  Kaye,  8yo,  16»  BaUUg 1S54 

.^^— — -  Memorials  on  Indian  Qovenunent,  by  Kaye,  Svo,  16«   BaUiqf  1S53 

■  Tngediesof  Harold  and  Camoens,  8to,  5t6d  AUen^Oo, 1S35 

■  (/no.)  Sennons,  2t.  12mo,  9f Ni*bet    1835 

■  on  the  Doctrines  of  Christianity,  I2mo,  5« « Siwtpkin 1S40 

(/.If.)  Tales  of  the  Camp  and  Cabinet,  2  y.  post  6to,  21« Nmby    1S44 

■  (/.&}  Memoirs  of  the  Earl  St.  Vincent,  2  t.  Sto,  dO« Bentiey 1S44 

Naval  Financial  Befonn,  8to,  2s  6d BentUy 1849 

(J,T,)  Sinless  One  ;  or,  the  Life  Manifested,  12mo,  is6d    BoUom,  U,  SL  .185s 

\^^)  Abbeoknta  :  Origin,  &c.,  of  the  Yoruba  Mission,  newed.,  I2mo,S<  6d  Nubtt 1858 

.. -^—  Brier  and  Myrtle  ;  or.  Heathenism  and  Christianity,  n.e.,  12mo,2s6<f  Nitbet 185S 

_— —  Bainbowin  Uie  North:  Christianity,  Rupert's  Land,n.e.,  12mo,2«  6d  Nuba 1854 

.  South  Indian  Missionary  Sketches,  12mo,  6t NisbH 1848 

.   .     Southern  Gross,  Aeo.  ;  or,  Qospel  in  New  Zealand,  n.  e.,  12mo,  Zt  6d  Nubet ....1S58 

— — »  (7*.)  Report  on  Customs  and  Excise,  Scotland,  1656,  4to BannatyntCL  a.  d. 

(W.O,)  Sermons  on  Truth  of  Christianity,  12mo,  3«6(i SivingUm  ....!. 1844 

{W.ff.)  Psalms,  Church  of  Eng.  Version,  with  Notes,p.  8yo,8«,*40  ;  n.  e.,  fit    M<uten 1S51 

Scriptural  Studies,  8vo,  10s  6<2 Swithd:  £lder  ,1^1% 

Seimons  at  Brixton,  2  v.  12mo,  each6s Nitbet  1840-43 


-(TT.T*.)  English  and  Penrian  Pocket  Dictionaiy,  12mo,  7s   Madden 1850 


Tuckerman  {E.)  SynopsLs  of  the  Lichens  of  New  England,  Sto,  5s    Cavdmdgt^U.Si^^ 

(H.)  Artist  Life  ;  or,  Sketches  of  American  Paint^v,  12mo,  5s New  York 1847 

Biographical  and  Critical  Essays,  8vo,  10s  Botion^  £^.  &...1857 

Characteristics  of  Literature,-  2 series,  12mo,  each  5s PkHaddpkia  *49<5i 

__ Italian  Sketch  Book,  12mo,  6t Nae  York 1848 

—^-^ Mental  Portraits  ;  or,  Studies  of  Character,  post  8to,  8s  6d  BeniUy 1853 

— ^^ The  Optimist,  12mo,  5s Delf  1850 

.  Thoughts  on  the  Poets,  3rd  edit^  fcap.  8vo,  4s WUejf 1849 

Visits  to  England,  post  8yo,  6s BtnOey  1S53 

Tuckett(C%as.)  Speeimens  of  Bookbinding,  4  pts.,  roy.  4to,  each  6s    TuckeU 1846 

(iTea.)  Letter  on  the  India  Revenue  System,  8to,  7s  6(i  Smiih  ^  Eider  .t%^Q 

(J.D)  History  of  the  State  of  labouring  Population,  2  ▼.  Svo,  16s Longmam,  1S4.6 

'(P.D.)  Prise  Designs  for  CoTcred  Homesteads,  8vo,  5s WtaU iS6r 


Tuokey  (M,B,)  Great  Exemplar,  Jesus  Christ,  a  Poem,  32mo,  ls3<i Groombrid^  ...1S40 

Old  James,  the  Irish  Pedlar,  a  Tale,  16mo,  Is  6<2 Sedof 18^2 

Tuokfield  (if rs.)  Education  for  the  People,  12mo,  5s   WaUon,  i8'59 

— — — Evening  Readings :  Nat.  Hist. ,  Scrip.  Texts,  Proverbs,  1 2mo,  ea.  Is  6<2  Taylor    1 84 1 -3 

Letters  on  Bdacation  of  the  Lower  Orders,  12mo,  2<  60?,  1841 ;  Is  6d  WaUvn  1850 

Tudor  (Hen,\  Domeetic  Memoir  of  a  Christian  Family,  12s,  1847  ;  new  ed.,  12mo,  6s  Halchard  1851 

^— -(/no.)  On  the  PrimsBval  Language  of  Man,  cr.  Svo,  Is Boneortk   1S60 

(O.D.)  Chancery  Practice  and  Orders,  12mo,  8s  6d  Crorkford 185* 

Charitable  Trusts  Act,  1858,  post  Svo,  9s,  Bond,  1854;  new  edit,,  18s  BvUtenpoftht... tt6z 

. Law  of  Real  Property  and  Conveyancing,  roy.  Svo,  36s Butterworik8...i^^6 

'  Leading  Cases  of  Maritime  and  Mercantile  Law,  roy.  Svo,  34s  Mojcwdl    i860 


—  (Rich.)  The  Decalogue  viewed  as  the  Christian's  Law,  cr.  Svo,  10s  6<2 MacmUlan 1S60 

Tudor  Sisters,  a  Story  of  National  Sacrilege,  8  v.  post  Svo,  31s  6rf Newby    1846 

Tudors  and  Stuarts,  by  a  Descendant  of  Plantagenet,  post  Svo,  10s  6d   Mardwidbe 1858 

Tuflfnell  {JolUffe)  Remarks  on  the  Treatment  of  Aneurism  by  Compression,  Svo,  6s  .  Ckurrhill  1851 

Tugwell  ((?co.)  Hand-Book  to  North-Devon,  12mo,  4s  6d    Simpbin 1857 

^ Manual  of  Sea  Anemones,  on  Engli^  Coast,  post  Svo,  7s  6d    Van  FoonC   ...1856 

■    On  the  Mountun  ;  Welsh  Experiences,  post  Svo,  7s  6d BmUry  186a 

Woodleigh;  or,  Life  and  Death,  12mo,  2s  J,I£.d'J.PariseriS^^ 


Tuhfat-ul-Ahrar ;  the  Gift  of  the  Noble,  4to,  lOs  Orim.TexiSoc.iSii 

Tuite  (XcMiy)  Edwin  and  Mary,  a  Tale,  12mo,  8s  6c2  Simpkim 1838 

Rechdmed  Family,  a  Tale,  ISmo,  2a  6d Simpkin 1838 

Tuke  (J.ff-)  Visit  to  Connaugbt  in  1847,  2nd  edit.,  Svo,  Is Bidffway    1848 

Tul&t  ul  Mujahidin  ;  Mohammedans  in  Malabar,  Svo,  5s Orient,  Tr.  Pd.  n.d. 

Tuld  (Geo.)  Chromatography,  a  Treatise  on  Colours  and  Figments,  Svo,  14s Muskett ig4i 

Tttlk  (il.)  ami  Henfrey  (^.)  Anatomical  Manipulation,  12mo,  9s  Van  Voartl  ...1844 

Tullie  {T.)  Narrative  of  the  Siege  of  Carlisle  in  1644-5,  ed.  by  Jefferson,  p.  Svo,  2s  NitkoU 1840 

TuUoch  (6W.)  Crimean  Commission  and  Chelsea  Board,  Svo,  2s  6rf  Harrimm 1857 

(Z>.)  Gk)ld  Diggings  of  Victoria,  in  Five  Views,  oblong,  21s Parry    1S53 

(/no.)  Beginning  Life  :  Chapters  for  Young  Men,  12mo,  8s  6d Strahan 1S61 

'  English  Puritanism  &  its  Leaders,  Cromwell,  Milton,  &c.,  p.  Svo,  7s6c2  Blaekwooda  ...i86z 

— : Leaders  of  the  Reformation,  post  Svo,  5s,  '59  ;  2nd  ed.,  p.  Svo,  6a  6d  £!a^kwooda  ...i860 

Theism:  Burnett  Priise  Essay,  Svo,  10s  Cd  , Blackwooda  ...1855 


1886-1863]  TULLOCH TURNBULL  7M 

Talloch  (^opA.)  Anecdotes  Hlstoriqaea  x>oiir  lee  Enfants,  12ino,  5« Longtium  1853 

TnUoh  (Marg,)  Jolia  ;  or,  the  Neapolitan  Marriage,  post  8ro,  8« Hope 1856 

Tanstall  (/u.)  Bath  Waters:  their  Uses  and  Effects,  p.  Svo,  2«6<;,'53;  2nd  edit.,  5f  ChwrehiU  ...  ..1861 

Bambles  about  Bath,  and  its  Neighbourhood,  2nd  edit.,  12ino,  6«   ...  Simpkin 185X 

Tapper  (/l^.)  Chronicles  of  GasUe  Cornet^  Guernsey,  12mo,  4«   Simpkin 1851 

Life  and  Correspondence  of  Sir  Isaac  Brock,  fcap.  8to,  8«    Simpkin 1845 

(3/.^.)  Author's  Mind  :  Book  of  Title  Pages,  post  8vo,  10»  6d BeniUy  1841 

BaUads  for  the  Times,  and  other  Poems,  new  edit.,  12mo,  7*  6rf A,  Hall 185a 

Crock  of  Gold,  cr.  8vo,  IOj  6d,  BetUley,  1844 ;  new  edit.,  U  6rf A,  HaU 1859 

and  other  Tales,  post  8vo,  St  A.  HaU 1849 


•  Parley  Heath,  Record  of  its  Remains,  &o.,  12mo,  1«  6d  Hatckard 1851 

•  Geialdine,  and  other  Poems,  post  Svo,  7«  6d Haiehard  1838 

-  Hactenus  ;  a  Budget  of  Lyrics,  12mo,  2s  fid  HeUchard 1848 

Heart,  a  Tale,  12mo,  li  6d  A,  HaU 1853 

•  Hymn  for  all  Nations,  in  Thirty  Languages,  Sto,  3«  Haiehard  1851 

•  King  Alfred's  Poems  in  English  Metres,  12mo,  S«  A.  HaU 1850 

■Lyrics,  12mo,  8«6d  A.  HaU 1855 

-  Modem  Pyramid,  post  Svo,  7«  6rf Haiehard 1839 

•  Probabilities  ;  an  Aid  to  Faith,  new  edit.,  12mo,  4«  Halekard 1854 

-  ProTerbial  Philosophy, 2  v.  12mo,ea.  7s,'39-44;  n.e.,p.8vo,8<;  16mo,5«  Haiehard 1861 

^illustrated  edition,  4to,  81»  6d;  new  edit,  21«  Hatckard  1853 

-in  French,  12mo,  2a  6d    A.  HaU 1853 


Rides  and  Reyeries  of  Mr.  iBsop  Smith,  post  8to,  10«  6c2 — ^red.  to  6t  Hwrst  A  B,    ...1861 

Stephen  Langton,  2  V.  poet  Svo,  21«    HwnlAB.    ...1858 

Surrey  :  a  Rapid  Review  of  its  Principal  Persons  and  Places,  12mo,  2m  Andrews    1849 

Twins,  a  Tale,  2  t.  post  Svo,  16«,  Btnlley,  1841  ;   12mo,  U  Qd A,  HaU 1853 

300  Sonnets,  sm.  4to,  7»  6d A.  HaU i860 

and  Tudor  (/.)  Surrey  ;  St.  Martha's,  a  Poem,  &c.,  post  12mo,  l«6<f  Andrews    1851 


-  {W.O.)  Memorials  of,  with  Out  and  Home,  edit,  by  M.  P.  Tupper,  12mo,  6«   Bosworth  1856 

Sermons  in  Illustration  of  the  Creed,  12mo,  is J,H.4:J,Parkerii$^ 


■Tappy,  Autobiography  of  a  Donkey,  2nd  edit.,  sq.,  2t  6rf  ;  cold.,  3f  6rf Griffith  A  F,  ...1861 

TarberriUe  {T.C.)  Facts  Occurring  in  Worcestershire  from  1800,  post  Svo,  6t Longman  1853 

Torenne  {Marshal)  Life  of,  by  T.  0.  Cockayne,  16mo,  1»  (Traveller's  Libraiy)    Longman  1853 

Turk  {L.)  Clinical  Researches  on  Diseases  of  the  Larynx,  Svo,  3« WiUiamsdrN.  i86a 

Turk  and  the  Hebrew  ;  or,  Rule  of  the  Crescent,  a  Story,  post  Svo,  10s  6d Hope 1853 

Turk^  and  Christendom,  from  the  Edinburgh  Review,  16mo,  Is  (Traveller's  Library)  L<mgman  1853 

Italji  Character  and  Costume  of,  illust.  by  Allom,  4to,  6S»  P.  Jackson    .    1839 

Tuikiah  and  English  Words  and  Phrases,  for  the  Army  and  Navy,  12mo,  It    Clowes    1854 

Empire  (Annals  of  1591-1669),  edit,  by  Fraser,  4to,  81a  6rf  Orien,  Tr.  Fd.  n.  d, 

Turkiah-Russian-French  and  English  Vocabulary,  2nd  edit.,  2s  6d   7%imm  1857 

Turle  {J.)  Psalms  and  Hymns,  Anthems,  &c.,  oblong  sm.  folio,  4a    RivingUms 1848 

{Jos.)  and  Taylor  {E.)  Singing  Book,  Art  of  Singing  at  Sight,  16mo,  5a    Longman  1855 

Turmine  {H.T.A.)  Rambles  in  the  Isle  of  Sheppy,  Kent,  12mo,  2a  Ackermawn   ...1843 

Tumboll  (il^.)  Arithmetic  Made  Easy,  12mo,  5a Simpkin 1837 

— .^_-.  Medicinal  Properties  of  Ranunculaceas,  post  Svo,  Qs  Longman  1835 

Treatise  on  Painful  and  Nervous  Diseases,  Svo,  6? ChurehiU  1837 

Treatment  of  the  Eye  by  Prussic  Acid,  poti  Svo,  2a  6d ChurehiU 1843 

— ■  Use  of  Aconotine  in  Tic  Douloureux,  Svo,  8a  6d Longman  1835 

{Iktv.)  Cuba,  Porto  Rico,  and  the  Slave  Trade,  Svo,  16a,  Longman — ^r.to  6a  //.  A»A»    1840 

(/.)  Easy  and  Progressive  Exercises  in  Singing,  &c.,  Svo,  la  6d    Simpkin 1861 

Sketches  from  Real  Life,  12mo,  5a  Washbomme  ...1%$^ 

—  (J<ts.)  Inquiry  into  Cure  of  Consumption,  new  edit.,  Svo,  6a ChurehiU  1859 

TabuUr  View  of  Diseases  of  the  Lungs,  roy.  Svo,  5a ChurehiU  1846 

._ Treatise  on  Diaorden  of  the  Stomach,  Svo,  6s ChurehiU  1856 

— ^— -^  (Jos.)  Epistles  and  Revelations,  with  Dissertations,  Svo,  10a    Bagster 1858 

Seven  Epistles  translated  from  the  Greek,  Svo,  4a  M Bagster 1858 

(Law.)  Electro-Magnetic  Telegraph:  Rise,  Progress,  and  Condition,  Svo,14a  Philadelphia... i%$7l 

~  (Maj.)  Sketches  in  Delhi,  taken  during  the  Siege,  foL,  31a  6<2  McLean 1858 

(i/Maea)  American  Photographs,  2  v.  post  Svo,  21a  Newbg   1859 

(Mrs.)  Song  of  Azrael,  and  other  Poems,  12mo,  5a SmUhgate 1839 

(P.^.)  Travelain  Austaia,  2  v.  Svo,  24a Murray 1840 

(/2o6t)  Christ  in  History,  post  Svo,  7a  6rf   Low    1854 

Genius  of  Italy;  Sketches  of  Italian  Life,  &c.,  Svo,  6a Bogue 1849 

Pulpit  Orators  of  France  and  Switzerland,  12mo,  2a W.  Collins 1848 


(Wm.)  Compendium  of  Nautical  Astronomy,  Svo,  6a Murray 1853 

Elements  of  Spherical  Astronomy,  Svo,  5a   * Murray 184^ 

Essay  on  Air  Pump  and  Atmospheric  Railway,  12mo,  4a  /.  WiUiams  »,.i847 

Key  to  Exercises  in  Spherical  Astronomy,  Svo,  2a  6d Murray 1850 

(^estions  on  Navigation  and  Astronomy,  Svo,  8a  Murray 185a 


Mariner's  Daily  Assistant,  Svo,  6a   Murray^ 1854 

— —  Nautical  Examiner,  ISmo,  la  6rf Murray 1850 

Spherical  Trigonometry,  Svo,  7a  6d Murray 185a 

Trigonometrical  Surveying,  Svo,  5a  Murray 1849 

(W.B.)  British  American  Association  and  Nova  Scotia  Baronets,  Svo^  6s 6d  Sin^pkin..,,^^,..ii^S 
On  Stat^  of  the  Parochial  R^giAten  of  Scotland,  Svo,  6a  6d  ...««,«««  BemUwg iS^**^ 
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Turner  (Hex.)  Aoooant  of  the  Soofctish  Secession  of  1848,  poet  8to,  7«  M BamtUm  1859 

• {Btme)  Niobe,  aTkle  of  Seal  Life,  post  Svo,  10«  M Sammden^  O.  1857 

(Bram.)  BngUah  Gnmmar  and  Exereiaes,  12mo,  2s  6€f— led.  tolidd  A.SeeU 1854 

(i>ai0.)  Oixide  to  the  Verification,  Jtc.,  of  MSB.,  T07.  Bto,  6<6<f  WhiUaker 1S53 

Hlitorical  Sketch  of  Gaister  Outle,  8vo,  lOt mUttaier i?42 

Sepulchral  Seminiecenees  :  Tannouth,  870,  6i  Simpkin 1S4.3 

Treree  and  iti  Architectural  Remains,  8to,  8<  (ki,  Parfar  dt  &— r.  6$  H.BokM 1S39 

(D.  IT.)  Analysis  of  Bnglishand  French  History,  12mo,  2s Parhgr  Je  Satk  ^it^i^ 

>  Grecian  Hirtoiy,  12nK>,  2f  ;  Boman  History,  12mo,  2t  ...  Parker  4t  Stm  1853 


Notes  to  Herodotus,  8to,  12i,  1848 ;  post  8to,  U H.  Bokm    1852 

•{EdwA  Blementsof  Chemistry,  by  Uehig  and  Gregory,  8yo,  SOt WmUim  1847 

>  (JSIii.)  Blue  Bell :  Tales  and  Fables  in  Verse,  12mo,  8s  6d   Come 1838 

-  The  Crocus,  in  Verse,  18mo,  Is R.  T.  Cfarl«...i844 


-  (Bp.F,)  Brief  Memoirs  of  N.  Ferrar,  edit,  by  Macdonongfa,  2nd  ed.,  12mo,  4s  Niahet    1837 

-  (Cfto.)  Constitution,  Iec,  of  Wesieyan  Methodism,  12mO)  4s  M  Colder  1841 

— —  Pirine  Validity  of  Infant  Baptism,  18mo,  Is MoMon   1844 

—Jest  and  Bamest ;  or,  the  Ludlam  Papers,  fcap.  8to,  2s Keid  1861 

-^—  Nineteen  Tears  of  Mtsnonary  Life  in  Polynesia^  Illust,  8to,  12s jSsmmd i860 

-  (/os.)  Memoir  of  his  Own  Times,  1632-70,  4to £aiiiial|yMeCM  n.<i. 

-  Register  of  Experiments  on  Living  Animals,  post  8to,  3s  M    Lomgmam  1858 


(/no.)  Class  Singing-Book  for  Schools,  8to,  Pt.  1,  2s;  Pt  2,  4s Parker  A  &m  ,\%i^ 

Intellectual  English  Grammar,  ISmo^lsM OrwmAridge  ...it^i 

Manual  of  Instruction  of  Vocal  Music,  12mo,  4s   Parker  Jk  Som  .1%^ 


— Sehool  Chronologies,  post  8to,  each  Is Qriftn   1S53 

Roman  History.     Greek  and  Macedonian.     Scripture  and  Barly  Oriental. 

(/.if.  fF.)  Annual ;  or.  Picturesque  Tour,  1833-5,  each  21s  ;  1.  p.,  42s  Ltrngftum  ... 1833-5 

■  Examples  of,  by  Burnet,  life  by  Cunningham,  4to,  81s  6rf,  '52  ;  12s  A.HaU 1859 

Gallery,  edited  by  Womum,  10/ 10s    Virtme 1S59-61 

Harbours  of  Bn^bnd,  Text  by  J.  Ruskin,  imp.  4to,  42s    OambaH    1856 

'  liber  FluTiorum,  imp.  8vo,  24s,  1837,  Loftigman ;   new  edit,  31s  6d  H.  Bohm   1853 

— — Studiorum,  Photographs,  folio,  1st  ser.,  73$  6d;  2nd  ser.,  63s     CwrnlaU itti-s 

' life  of,  hy  Waher  Thombury,  2  t.  8to,  80s Hwr^AB.   ...i8«i 

— Views  in  Richmondshire,  folio,  6Ss  NickoU 184.3 

-on  the  Southern  Coast  of  Bn^^nd,  4to,  10/  10s— red.  to  68s...  NaUaU 1S49 


amd  Girtin*s  Picturesque  Views,  by  Miller,  imp.  8to,  21s Hogarth 1853 

-(if.a)  Saunter  through  Surrey,  12mo,  3a  Hd W.Waiker 1857 

-  (P.  C)  Memoirs  of  Miss  Sarah  Broster,  of  Chester,  18mo,  &   Colder  1S39 

Thomas  M.  Haswell,  18mo,  U6d Maeon  1844 


^{Bick.)  F^Mhionahle  Letter-Writer,  by  Lemming,  18mo,  2s  6c/  Tegg  1851 

-{RoU.)  Guide  to  Breaking  and  Training  the  Toung  Horse,  12mo,  2s  6<i   Parker  A  Som  .1851 

-  {S.ff,)  Companion  to  the  Book  of  Genesis,  8ro,  8s New  York 1846 

Epirtle  to  the  Ephesians,  Greek  and  Euglish,  8to,  10s  6<i     New  York 1856 

Galatians,  Greek  and  English,  8vo,  6s New  York 1856 

Hebrews,  Greek  and  English,  8vo,  7s New  York 185a 

Romans,  Greek  and  English,  8to,  10s  6c/  New  York 1853 


-  —  Gospels  according  to  the  Ammonian  Sections,  cr.  8vo,  7s  6c/ New  York 1861 

Mite  for  the  Treasury :  Religious  Letters,  2  pts.,  8to,  4s Palmer 184^ 

Sjiritual  Things  compared  with  Spiritual,  cr.  8to,  4s  6d  New  York 1860 

-(S^or.)  England :  Anglo-Saxons,  new  edit.,  3  t.  8to,  S6s Longman  ...... 185* 

Edward  VI.,  Mary  and  Elisabeth,  new  edit.,  2  v.  8to,  82s  .  Longmam  1854. 

— ^_-^_  Middle  Ages,  new  edit.,  4  t.  8to,  60s Loi^wum  1853 

Reign  of  Henry  VIIL,  new  edit,  2  t.  8vo,  ^6s LoM^fwum  1835 

Richard  the  Third,  a  Poem,  12mo,  7s  6</ /jongmam  1845 

Sscred  History  of  the  Worid,3  t.8v0,42s,*32-7;  n.e.,8T.p.8T0^31s  Hd  Longmam  1848 

-  {Tho,)  Counsel  to  Inventors  of  Improrements,  12mo,  2s  6d Ehrworik    1850 

L"d  Measurer's  Ready  Reckoner,  8ro,  ba  M WhiUaker 1850 

!-»▼  of  Patents  of  Invention  and  Design  in  Manufacture,  8vo,  7s  6d    Cmdeford 1851 

Metrical  Version  of  the  Psalms,  8to,  5s Rivmgkm  1859 

Treatise  on  Law  of  Copyright  in  Design,  8vo,  5s JSUwoHk    1849 

-{TM.)  OHd  Parker  {J.ff.)  Domestic  Architecture  in  England,  4  t.  8to,  72s  *  J. B.AJ, Parker i%^i 

-  (Tfm.)  life  of  Archbishop  Anselm,  cr.  8vo,  6s   RtvingUm  1850 


^  ---  1850 

Lives  of  Eminent  Unitarians,  2  y.  12mo,  each  10s /.Oftopaum  1840-3 

Sermons  and  Occasional  Addresses,  8to,  12s  SimjJnm 1899 

(TT.if.)  El  Khuds,  the  Holy,  8yo,  15s   Philadelpkia.  ,iUt 

Tumerelli  (^.P.)  Tales  of  the  Rhenish  Chivalry,  12mo,  6s    MarA    1835 

^— — •  (E.T,)  Historical  Sketches  of  Kaian,  in  Russia,  2  v.  post  8vo,  21s Bentleg 1854 

Peace:  a  Reminiscence  of  the  late  War,  12mo,  4s  6</   Booth 185C 

.  ■ What  I  Know  of  Emperor  Nicholas  and  his  Family,  post  8vo,  6s ...  Ckurtam ;..i855 

^Jumham  (Trev.)  Tracings ;  or,  FoUies  of  the  Day,  p.  8vo,  7s  6d,  1853  ;  new  ed.,  4s  Bope 1855 

Turning,  Concise  Treatise  on,  by  an  Amateur,  post  4to^  2s  61/    P.  J^dUmisen  185s 

Tumley  (Joi,)  Language  of  the  Eye,  Indicativeof  Character,  &c.,p.8vo,7s6</;  n.e.,ls  Ward  <fr  Lodt  .1857 

One  Thousand  Golden  Thoughts  or  Axioms  for  Every  Day,  32iiio,  Is...  Bolmee 1860 

Priest  and  Woman,  post  8vo,  Is    Ward  d:  Lodk  .i%si 

Spirit  of  Oie  Vatican,  8vo,  7s  6c2,  Cunningham^  1845  ;  new  edit,  12s  B.  Wile^ i8co 

— Voice  of  Beauty ;  or,  Woman*s  Life,  post  8vo,  Is   Ward  ^  Lock  .iis7 
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Tanioar  (O.)  IVaiuIatioii  of  tKe  MaluwsiiBO,  Fkdi  and  Bngliah,  4to,  81«  $d Allen  A  Co 1838 

Turqiaiid  {iir».P,J,)  Aererenoe  lor  tbe  Saaotnary,  with  Memoir,  18mo,  1« Traidder  ...... i86x 

Twreff  ((Tatm)  AntiqiiariMi  GleaningB  from  Aberdeenshire,  cr.  8to,  6$  6d  Hamilton 1859 

Toneil  (Cfta.)  Analogy  of  the  French  and  Bngliah  Langnagee,  12mo,  8«  Longmtm  1843 

■  {B.SL)  Le^ns  Fran^axaes  de  Litt6ratare  et  de  Morale,  Srd  edit.,  12mo,  5«  ...  Reife i860 

■ Oral  Bzereisea  in  French  Phraseology,  12mo,  4» Rdfe 1855 

TorretiBiis  (F.)  Institotto  Theologis  Blenticaa,  4  t.  Syo,  42t,  CoUifu—nd.  to  28«  ...  ff.Bohn 1847 

Tarton  (Jno.)  Anj^ei's  Manual ;  or,  Ply  Fisher's  Oraole,  12mo,  8s  M Oroombridge  ...1836 

(^.7.)  Natural  Theology  Considered,  post  8to,  8«   Parker  Jb  Son  1836 

— — —  Ohservations  on  Dr.  Wiseman's  Reply,  8vo,  4«  W  PaHterA  8oh   1839 

BeTiew  of  Dissenting  Colleges  in  England,  8vo,  4i  ..  ^ Parker  A  Son  1835 

Roman  Oaiholic  Doctrine  of  the  Bncharist,  post  Sro^  Sa  M Parker  Jb  Son   1837 


-<Yrm.)BiTalTe  Shells  of  the  British  Isles,  4to,  50« Beeve 1848 

Mannid  of  British  Shells,  hy  Gray,  new  edit.,  post  8to,  16« Longman  1857 


T1U011  {B.W.)  Britiah  Consol's  Mannal,  1856,  Sto,  16«,  Longman — ^red.  to  5f Or^    1856 

■     '   ■'   ■      Spinal  DeMlity ;  its  Prevention,  Pathology,  and  Cnre,  Sto,  5t  Daviei   i86x 

'  Stmetofe  and  Functions  of  the  Female  Breast,  8to,  10«  6d    Churekill  1846 

Treatment  of  Corratore  of  the  Spine,  8to,  10$  dd  ChnrckiU  1841 

(F.f.)  Family  and  Parochial  Sermons,  12mo,  7« Haiehard  1843 

Tnaaand  (Mad.)  Memoirs  and  Reminiscences  of,  byHerv6,  8to,  14s SaunderaA  0,  1838 

Toflser  (77U>.)  liMt  Will  and  Testament^  and  Autobiography,  4to,  Is /.  R.Smith  ...1846 

Some  of  the  Five  Hondred  Points  of  Uood  Husbandry,  18mo,  2s  6<f...  J.N.d:JJ*arkeri9^9 

Tate  (J.S.)  Chaminon  of  the  Croas,  an  Allegory,  12mo,  2s  6d    MaHen 1847 

Holy  Times  and  Scenes,  Poems,  2  t.  12mo^  each  8s Matten 1848 

Tathill  (/.  F.)  Songs  of  Past  Hoars,  12mo,  Os SawndendfO.  185a 

( JL.C)  History  of  Arehitectnre,  roy.  8to,  24s /.  C%apfiMHi...i848 

■■  Home  :  a  Book  for  Yoong  Ladies,  12mo,  2s  6(2  NeUon   1855 

— — -  Joy  and  Oare,  cr.  8to,  4«  New  York 1855 

■ Nnnery  Book  for  ToQBg  Mothers,  12mo,  2s  6(f  Rogue    1849 

■  Reality ;  or,  the  Millionaire's  Daughter,  12mo,  7s  M New  York 1836 

Socceas  in  laie ;  the  Merchant  and  the  Mechanic,  12rao,  10s New  York 1849 

Tutor  and  tiie  Student,  a  Tale,  post  Sto,  10s  M Longman  1858 

Tutor's  Assistant ;  or,  Oomic  Figures  of  Arithmetic,  12mo,  6s  Norwood  1843 

Ward,  a  NotcI,  by  the  Author  of  Wayfaring  Sketches,  2  t.  post  8to,  21«  ...  Oolbnm 1851 

Tattle  (BmUon)  Aroanaof  Nature;  or,  thelAwaof  Creation,  12mo,  S» BoUon,  U.S,...j%&o 

(Trm.)Iiife,  fcap.  8viOt  4s6<2 NewYork 185a 

TaTar(Zu)  Tales  and  Legends  of  the  English  Lakes,  fee,  12mo,  6s  6d Longman* 185a 

Twamley  (X..4.)  Autumn  RamUesontheWye,  Sto,  12s6d'-red.  to  10s  6<i  Bog^ 1839 

--— Flora's  Gems,  imp.  4to,  42s;  morocco,  52s  6c2 Bogne 1837 

■      ■  Our  Wild  Flowers  Described,  Sto,  21s,  1839  ;  sew  edit.,  \b$  Bogne 1843 

■ Poems,  with  Illustrations,  p«8t  Sto,  7s  M Bogwe 1835 

Romance  of  Nature,  new  edit,  roy.  Sto,  81r6(i   Bogne 1839 

Tweed  and  Don  ;  or.  Recollections  and  Reflections  of  an  Angler,  feap.  Sto,  8s 64  ...  Simpkin i860 

Tweed  (E.J.)  Economics  of  Brewing,  deduoed  from  Pkaetice,  fcap.  Sto,  2s  6(f Oroombridge  ...1861 

Tweedie  (A.)  Lectures  on  Continued  FoTors,  Sto,  12s  CkwrckiU  i86a 

Library  of  Practical  Medicine,  6  t.  post  Sto,  52s  M Whittaker 1840 

(fF.JT.)  Atonement  of  Christ  the  Hope  of  his  People,  new  edit,  ISmo,  Is  ...  Oroombridge  ...1856 

•^— Balm  from  Gilead,  ISmo^  Is    Neleon    1854 

CalTin  and  Senretus,  fcap.  Sto,  8i6<I Jokneione  1846 

Consolation  ;  or,  the  Mourner  Comforted,  ISmo,  1$  Nelton  18C7 

Daily  DoTOtion,  a  Book  of  Meditations,  fee.,  post  Sto,  5s Neleon  1861 

-  Duty  :  a  Book  for  Girb,  ISmo,  Is  6d    Neleon  1858 


Bariy  Choice;  a  Book  for  Daughters,  cr.  Sto,  2s  Sd  Neleon  1861 

Gfaid  Tidings;  or.  Gospel  of  Peace,  12mo,  2b  M   N^eon   1853 

Hand  of  God  in  War,  18mo,  Is Neleon 


.1854 
.1861 


•  Home,  a  Book  for  the  Family,  or.  Sto,  8s  M,  1858— adT.  to  6$  NeUon 

-  Jerusalem  and  its  BnTiroBS,  12mo,  2s  64 NeUon  1849 


•  Lamp  to  the  Patii,  fci^.  Sto,  2s,  1853— adT.  to  2s  6d  Neleon  1861 

•  Leasons  from  the  Book  of  Jonah,  12mo,  2s  6d Theobald  1850 

-  Life  of  the  Rot.  J.  Maodonald,  2nd  edit,  post  Sto,  Ss6<I John$tone 1849 

-  Lightsand  Shadows  in  the  Life  of  Faith,  12mo,  2s  6d;  185a;  8s6(f...  Ndeon  1858 

-  Man  and  his  Money ;  its  Use  and  Abuse,  poet  Sto,  8s6c{ Niebet 1855 

•ParaUesof  Our  Lord,  fcap.  Sto,  U  6d  Neleon  1861 

•  Pathwi^v  of  Many  Pilgrims,  5th  edit,  12mo,  5s    Neleon  ...1861 

-  Peace  of  God  in  the  Words  of  Jesus,  2nd  edit,  feap.  Sto,  8s  fid Niebet 1861 

'  RiT«rs-and  Lakes  of  Scripture,  lllust,  roy.  8to,  10s,  '56— red.  7s  6d  NeUon  1859 

•  Ruined  Cities  of  the  East,  12mo,  8s6<<  Neleon  1859 

•Sacrament of  Baptism,  18mo,  ls6d C?rooai5rM^...i844 


Satan  aa  rsTealed  in  Scripture,  12mo,  8s  6ii   JffamiUon 186a 

■ Seed  Time  and  HarTcst ;  Sow  Well  and  Reap  Well,  12mo,  2s  Neleon  185a 

Tweedy  (J7.)  Paralysis  and  Neuralgia,  with  ObserTutions  on  the  Skin,  2nd«.,  Sto^  Is  Weriheim  1857 

Tweib  (If.)  Poetry  for  Repetition,  4th  edit,  ISmo,  2e6d Longman  186a 

Twelre  Christmas  Carols,  am.  4to,  2s  6c2 Maeter$ 1851 

■  Churches;  or,  Tradngs  along  Watling Street,  imp.  Sto,  8s  Sd Rivington  1801 

— — ^-  Great  BatUea  ef  England,  or.  Sto,  2*6d ,  Low  1861 
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Twelre  Mcntbi  in  tlie  Britiali  Legion,  bj  an  Officer,  port  8ro,  10<  6<2 Maenme   ^....iSs^ 

Nighti^  Bntertainments ;  TlJes,  new  edit,  12mo,2« Hwufket lUS 

o'clock,  a  Christmas  Story,  cr.  8to,  10$  6d Bvrwt  d:  B,  ..,.i%Ui 

Yean  Ago,  a  Tale,  by  Author  of  Unknown  Friends,  12mo,  6s6d Longman  1^47 

Twemlow  (Geo.)  Considerations  on  Tactics  and  Stiutegy,  post  Syo,  6t,  '55  ;  newed.,  3f  SimpJbin 1S56 

Twenty  Eisays  on  God^s  ProvideDtial  Dispensations,  fcap.  8vo,  8<  6d    Sedejf iS^8 

Twenty-first  Day  of  October,  a  Poem,  by  Peter  Placid,  12mo,  St  6d Longman  iM 

Twenty  Tean'  Conflict  in  the  Chnrch  and  its  Remedy,  12mo,  It  M J.  Chapman  ...itss 

Twice  Married,  My  Own  Story,  by  a  Lady,  12mo,  U Wardit  Lodt  .1855 

Twickenham  Tales,  by  a  Society  of  Novelists,  2  v.  post  8vo,  21«  Hogg i860 

Twilight  Thoughts,  Faiiy  Stories,  by  M.  S.  C,  12mo,  3<,  184S  ;  new  edit.  Is  6d  ...  Chapman ^  B.itsA 

Twining  (Sliz!)  Illustrations  of  the  Natural  Orders  of  Plants,  2  t.  folio,  84s CundaU  ...1249-5$ 

Lectuies  on  Plants  for  Schools  and  Adult  Classes,  post  8to,  6i    Nntt  1858 

— ^^ Readings  for  Mothers' Meetings,  fcap.  8to,  2s  Wertheim  1861 

{Hen,)   On  Nature  and  Application  of  PerBpectiye,  &c.,  roy.  8to^  5t  Longman  1850 

Picturesque  Scenery  ;  Studies  in  Landsokpe,  r.  8to,  V.  1,10s;  V.  2, 8s  Chapman  A  IT.  1856 
Treatise  on  the  Philosophy  of  Painting,' imp.  8to,  21« Longman  1849 


-(Louua)  Symbols  of  Early  Christian  Art,  4to,  81s  6(2,  1852— red.  to  21s  Longman   i860 

—   Types  and  Figures  of  the  Bible,  or.  4to,  21i,  1855 — red.  to  15« Longman   i860 

-( W, )  Cretinism,  and  the  Institutions  for  its  Cure  at  the  Abenbexg,  12mo,  2s  Parker  A  Son  ,  1843 


Twins  and  their  Stepmother,  a  Tale,  fcap.  8to,  2t  6d RoutUdge  1861 

Twisden  (/./^.)  Blementary  Examples  in  Practical  Mechanics,  cr.  8to,  12s Longman  i860 

Treatise  on  Plane  and  Spherical  Trigonometry,  poet  8to,  Is  6d Orr    1856 

i— — ^^  Series  and  Logarithms,  post  8vo,  Is Orr    1855 

Twiss  (ffor.)  Life  of  Lord  Chancellor  Eldon,  3  r.  Syo,  42t,  '44;  n.  e.,  2t.  p.  8yo,  21«  Mwray 1846 

<7Va.)  Epitome  of  Niebuhr*s  History  of  Rome,  2  v.  8yo,  21«,  TaOMjft—T.  lOs  6<2  H.  Bohn    1837 

-  Law  of  Nations  Considered  88  Independent  Communities,  8vo,  12s  Longman  1861 

Lectures  on  Scienoe  of  International  Law,  8to,  4s Longman  1856 

»         Letter  on  Law  Studies,  8to,  Is  6<i Longman  1856 

.....  On  Certain  Tests  of  a  Thriying  Population,  8to,  6s  Longman  1845 

■  Oregon  Question  Examined  as  to  Iaw  of  Nations,  8to,  12s Longman  1846 

'  Relation  of  Schleswig  and  Holstein  to  Denmark,  &c.,  Svo,  6s  6d Longmam  184S 

'  The  Pope*s  Letters  Apostolic  Considered,  8vo,  9s Longman  1851 

View  of  Progress  of  Political  Economy  in  Europe,  8to,  10«  M   Longman  1S47 

Two  Books;  or,  Holy  Meditations,  82mo,  2s6<2  Hatchard 1848 

«.-  Brothers,  a  Narrative  on  Education,  12mo,  296d Groombridgt  ..1842 

■  Romance,  from  the  G^erman,  2  ▼.  post  8to,  21s ^ Bentleg 1850 

by  Author  of  Discipline  of  life,  8  t.  post  Syo,  3}s  6d  Ifnrtt  &  B.   ...1858 

— ^  Catherines  ;  or.  Which  is  the  Heroinel  2  y.  post  Svo,  21s Macmillan    ...i86a 

— -  Charts  of  UniYorsal  History  and  Explanatory  Guide,  12mo,  25s  Law  .-. 1841 

Cosmos,  aTaleof  Fifty  Tears  Ago,  2nd  edit.,  cr.  8yo,  IO9  6d  BamiUan  1861 

— -  Cousins,  and  other  Tales,  16mo,  2t  M ,...  ChapmanJt  J7.1837 

— -  Doves,  and  other  Tales,  16mo,  2s  6d  ;  cold.,  Ss  6<j CundaU 1845 

Essays  on  the  Post^Biblical  History  of  the  Jews,  fcap.  Svo,  5a  Wedey  185s 

—  Families  ;  an  Episode,  by  Author  of  Rose  Douglas,  2  v.  post  Svo,  21s Smiihd: Elder.  185a 

French  Artists  in  Spain,  trans,  by  Macfarlane,  12mo,  Is;  cloth.  Is  6cf    JUnUledge  1851 

— -  Friends,  by  Author  of  The  Patience  of  Hope,  12mo,  Ss  6d    Strahan i86s 

or.  Life  in  Earnest,  by  Marriott  Oldfield,  12mo,  Is  ;  doth,  U6d  SimmsAdPI,  i8$i 

—  Gold  Diggers,  a  Tale,  by  Martha  Careful,  12mo,  Is. Jhan 1854 

—  Guardians,  by  Author  of  The  Heir  of  Reddyffe,  fee,  4th  edit,  fcap.  8vo,  6i  ...  Matters 1861 

—  Homes,  a  Tale,  by  the  Author  of  Amy  Grant,  8rd  edit,  fcap.  8vo,  2s  6d   J.B.dsJ,Parkeri%Si 

— —  Kingdoms,  an  Allegory,  18mo,  2c Sedeg 1843 

—  Lights,  by  the  Author  of  Struggles  for  Life,  post  Svo,  6s  Catk 1856 

• —  Loves  and  a  Life,  by  Tom  Taylor  and  Charles  Reads,  12mo,  Is  6cl    Benileg 1854 

Mottoes,  a  Tale,  by  Author  of  Summerleigh  Manor,  12mo,  5$  Parker  d:  Son  .1858 

— —  Natures  of  a  Believer,  by  a  Layman,  12mo,  8s    Wertikeian  1854 

*—  Paths,  a  Tale  for  the  Times,  Preface  by  H.  M.  TiUiers,  12mo,  5$    Nitbet    1851 

*—  Princes,  a  Fairy  Tale,  by  E.  H.,  16mo,  It   Bardwiehe    ...1854 

*—  Sisters;  or.  Principle  and  Practice,  fcap.  Svo,  it  M  New  Tork 1845 

"-^  Sufierers  Contrasted  ;  or.  Fear  and  Anguish,  Joy  and  Hope,  12mo,  Zt  /.  B.  Jadaton   1848 

—..  Summers  in  Norway,  by  Author  of  Angler  in  Ireland,  2  v.  poet  Svo,  21s Saundert  4b  O,  1840 

-——  Thousand  Questions  on  the  Old  and  New  Testament,  ISmo,  2s  Jarrold 1861 

•—  Treatises  on  the  Church,  by  Dr.  Jackson  and  Bishop  Sanderson,  fcap.  Svo,  5s  ...  Batehard 1843 

— -  Vocations;  or.  Sisters  of  Mercy  at  Home,  aTale,  18mo,  &t  , NMei 1832 

Twofold  Concordance  to  Words  and  Subjects  of  the  Bible,  12ibo,  it  6d  Bktckie 1858 

Ministry,  Svo,  Is  6rf Nitbet 1851 

Twysden  {Sir  R.)  Certaine  ConsiderationB  upon  Government  of  England,  4to  Camden  Soe,,j^j't 

-^— Vindication  of  the  Church  as  to  Schism,  by  Corrie,  Svo,  7«  6rf    ...  Parker  ds  5oii..  1847 

Tyas  (^.)  Narrative  of  the  Battie  of  Wakefield,  1460,  Svo,  Is  6<i X,  BaU 1854 

•—  (A>&.)  Favourite  Field  Flowers  Described,  2  v.  12mo,  each  It  6(i   Boitldon  ...1843-51 

■  Flowers  and  Heraldry ;  Emblems  and  Heraldic  Figures,  12mo,  7s  6d—r.  5s  BonieUm    1854 

■  from  Foreign  Lands  Described,  12mo,  7s  M — red.  to  5s BoulMon    n.  d. 

■ Holy  Land  Described,  12roo,  7s  6d— red.  to  5s  Botdtton    n.  d. 

■  Natural  History  of  Beautiful  Birds,  3  v.  12mo,  each  7s  6<2;n.e.,ea.  3s6d  Boultton    ...1853-4 
*— Parochial  SermoDi^  post  Svo,  7t  6d , ,„„ BtUdt  Dald^  ,1853 


1835-1868.]  TYAS TYTIiEB  ^  78» 

Tjwi  {Rob.)  Popular  Flowen  Beseribed,  8  t.,  each  6t  6<i— red.  to  St H<ndH<m    ...1853-4 

Sentiment  of  Flowers;  or,  Language  of  Flora,  18mo,  6t— red.  to  5«  BouUtan    i86a 

Short  Lectures  in  Holy  Week,  1861,  post  8vo,  3«  Belldi  Daldy  ...iSsi 

'^^—'  Wild  Flowers  of  Bnglimd,  new  edit.,  post  Sto,  I69 HouUton    i860 

Woodland  Gleanings,  12mo,  6<,  A,  Seottf  1837;  new  edit.,  d«  6d  E.  Law  1859 

Tybome,  and  Who  Went  thither  in  the  Bays  of  Elizabeth,  12mo,  Zi    Dolman 1859 

Tyennan  (Daw.)  and  Bonnet's  Voyage  round  the  World,  new  edit.,  post  8to;  7« Snow 1840 

Tyl  Owlglaas,  BiTorting  and  Cunning  Bevices,  illost.,  2nd  edit.,  post  8to,  10«  dd  ...  TrUlmer i860 

Tyiee  (J.P.)  Obeerrations  on  Galyanism,  12mo,  1«  Cd SimpkiH 1848 

Tyler  {/.£,)  Bevotional  Bxerdses  on  Book  of  Common  Prayer,  2  t.  12mo,  16«  RivingUm  1849 

■  Father*B  Letters  to  his  Son  on  Confirmation,  12mo,  It  6d Rivington  1843 

Image  Worship  of  Church  of  Rome  Contrary  to  Scripture,  8vo,  9t  Rivington  .T....1847 

Memoirs  of  Heniy  of  Monmouth  (Henry  V.),  2  t.  8vo,  21» BenUey  1838 

PrimitiTe  Christian  Worship,  8to,  10«  6rf,  1840  ;  new  edit.,  6«  Soe,  P,C.K,  ...1847 

Worship  of  the  Virgin,  8to,  lOf  6<i,  1844;  new  edit.,  6« Soc.  P.CK,  ...1847 

-^— > Sermons  on  the  Burial  Serrioe,  post  8ro,  6s  6cf  ..'. Parker  A  Son.,. i%i% 

{0^.)  Bootrine  and  Practice  of  Christian  Life,  12mo,  Zt  6d Nitbet    1862 

{R.H.)  Bible  and  Social  Beform,  cr.  8yo,  6t  M Pkiladdphia... iZSi 

{S.)  Progress  of  Philosophy^n  the  Past  and  in  the  Future,  post  8yo,  ds   Philadelphia    1838 

(2*. )  Jehovah,  the  Redeemer  God,  cr.  8to,  2t  6d Ward 1861 


l^lor  (C%a.)  Historical  Tour  in  Franconia,  1852,  12mo,  Bt Longman  185s 

(B.B.)  Anahuac  ;  or,  Mexico  and  the  Mexicans,  Ancient  and  Modem,  8ro,  12«    Longman  1861 

TyiniDB(iS!tim.)  Account  of  St.  Mary's  Church,  Bury  St.  Edmunds,  4to,  15« Simpkin 1854 

Topography  of  England,  7  t.  12mo,  each  6«    Nichols   ...1832-43 

(W^.J?.)  Art  of  Illuminating,  with  Instructions,  by  Bigby  Wyatt,  imp.  8to,  70«  Day  i860 

fl*yndale  {Jno.)  Man  of  God;  Manual  for  the  Christian  Ministry,  12mo,  5«,5o;  n.e.,28  Ward 185a 

(/.  W,)  Account  of  the  Island  of  Sardinia,  3  v.  post  8to,  81«  6d BenOey 1848 

Burger  and  Brighton  Leonora,  oblong  4to,  7«  6d BenUey 1846 

(J,W*W,)  AdTcntures  of  South  Army  of  Austria,  post  8vo,  10«  6d   BenUey 1850 

(IT.)  (the  Martyr),  Worksof,  St.  8ro,  13i />arJ;er5oc.  1848-50 

Tyndale  Family,  Genealogy  of,  by  B.  W.  Greenfield,  folio  (private  circulation) Nicholt 1843 

Tyndall  (Jfio.)  Glaciers  of  the  Alps,  poet  8to,  lit  Murray i860 

• Mountaineering  in  1861:  a  Vacation  Tour,  8yo,  7<  6d  Longman  i86a 

-(/.  W.)  Austrian  Army  during  the  Hungarian  Campaign,  cr.  8to,  2t Ward  da  Zodb..  1857 


Q^ng  (A)  God  in  the  B welling  :  Religious  Training  of  a  Household,  12mo,  1« HamiUon  1859 

—  {8,H.)  Captive  Orphan,  Esther  the  Queen  of  Persia,  8vo,  6«  6<f New  York 1861 

. ^  Christ  is  All,  8vo,  10«6rf ..  New  York 1849 

. Christian  Titles  ;  a  Series  of  Practical  Meditations,  12mo,  2<  Rel.  TractSoe,  1853 

— Forty  Tears'  Experience  in  Sunday  Schools,  18mo,  Is  6d Low   i860 

Israel  of  God,  18mo,  1<  6<j  ReL  Trad  Soe,  iZ^S 

. —  Lectures  on  the  Gospel  in  Ruth,  12mo,  St,  Low,  1855;  Zt6d Orifin    1858 

—  Law  and  the  Gospel,  8vo,  lOt  6d  New  York 1848 

•  Recollections  of  England,  post  8vo,  5t  6d    Bagtter 1847 

Types  of  Womanhood,  in  Four  Stories,  12mo,  2t Low    ...1858 

Tyrol  Scenery,  after  Paintings  by  C.  1ht)nmel,  folio,  16<  French  1850 

Tyrolese  Patriots  of  1809,  by  Author  of  Bu  Gnesclin,  12mo,  it  Burnt    1859 

t9™W  {Bred,)  Treatment  of  Biseases  of  the  Eye,  2  v.  8vo,  S6t,Churchill~T.  to  21*  If.  Bohn    1840 

((?.)  Memoir  of ;  the  Teachiig  of  the  Spirit,  by  C.  S.  Bird,  fcap.  8vo,  2t  6d  Nitbet    1861 

{0,W.)  Essays  on  the  Church  Liturgy,  12mo,  6« ParkenkSon    1840 

FeUow  Travellers ;  or,  the  Married  Life,  16mo,  6t Rivington 1855 


— ^— •  (Jno.)  Treatise  on  Consumption,  8vo,  5t Renthaw 1835 

Tyrwhitt  {R.B.)  Sermons,  chiefly  Expository,  2  v.  8vo,  24t  Parker  ds  Son    1847 

^  (R.P.)  Snmmary  of  the  Law  of  Modem  Pleading,  1846,  12mo,  26« Sweet 1846 

(R,St.J.)  Clerical  Powers  and  Buties,  2t  6d J.lf.d:J.Parkeri96i 

Tyso  (Jot.)  Befenoe  of  the  Personal  Reign  of  Christ,  12mo,  3s  6d Jacktrm  <fr  FF...1841 

• Elucidations  of  the  Prophecies,  8vo,  7«  6<i /odbon  <fr  IF...  18 38 

Tyson  (A.O.)  Poetic  and  Musical  Customs  of  the  Ancients,  with  Poems,  12mo,  5<  ...  Hamilton  1853 

. Student's  Friend ;  or,  System  of  Shorthand,  12mo,  2t WhiUaker 1838 

(IF.)  Imputed  Righteousness  ;  or,  Scripture  Boctrine  of  Justification,  12mo, 69  Partridge 1859 

Tytler  (ilter./^.)  Ancient  History,  12mo,  3«    Simpkin J859 

General  History,  12mo,  5«6d,  '58  ;  12mo,  3f  6(i;n.  e.,  24mo,  St  6d  Simpkin 1862 

.- —    new  edit,  by  Nares  and  Burton,  8vo,  14«  Longman  1855 

Tomlins,  med.  8vo,  it  6d Whittaker 1853 


Questions  on,  8vo,  5t,  Whittaker,  1842  ;  by  Lenny,  2*  6d  ffughet  1858 

— — Modem  History,  12mo,  3s    Simpkin 1859 

(^ftNtfi^.)  Common  Sense  for  Housemaids,  new  edit.,  1« Satchard  1861 

Leila  at  Home,  new  edit,  12mo,  4f  6<i  Hatchard  ...  .  1859 

—  in  England,  new  edit.,  12mo,  4<  6d    Hatchard  1862 

-^ or,  the  Island,  new  edit.,  12mo,  it  6d Hatchard  1862 

. .^ Mary  and  Florence ;  or.  Grave  and  Ghiy,  new  edit.,  12mo,  4«  6<f  ...  Hatchard 1859 

at  Sixteen,  new  edit.,  12mo,  6« Hatchard 1856 


-  (C.E.)  View  of  the  Apocalypse,  Pt.  1,  8vo,  2«  ;  Pt.  2,  4« Theobald  1853 

-(M.F.)  Hymns  and  Sketches  In  Verse,  16mo,  4«  6(2;  new  edit.,  2«  6cf R.Y.  Clarke... iS^o 

Little  Fanny's  Journal  :  My  Own  Child's  Book,  16nio,  St Hamilton  1851 

My  Boy's  Fint  and  Second  Book,  16mo,  each  d«  6<i— red.  io2t  M  A.HaU 184.1 


{ 


7«a  TYTLEB UNDISCOVEKED  DBholim  GAiuMirs 

7ytl«r    (Jf.  ^.)  Tides  of  Good  and  Grett  Kinp,  -12mO)  5f,  1845  ;  new  edit,  3f  &d    L^mgwutm  1S61 

■ ICsnyUndB,  12mo,  7«  W  ;  nev  edit.,  5« CZorfce  1847 

-I the  Groftt  and  Brare,  8  ▼.  12mo,  eadi  6«;  n.ed.  Ir.,  ii6d  fftUekard i86f 

■  Wonder  Seeker,  new  edit,  Zb  M Blaehcood*    ...1859 

Wooden  Wall*  of  Old  England  ;  livei  of  AdminUf,  12mo,  5«   Jfatdiard 184.7 

{P.P,)  England  ander  Edward  YI.  and  Maiy,  2  ▼.  8yo,  S0«— red.  to  2U.,.  Bentley 1839 

Hiatoiy  of  Scotland,  7  t.  8vo,  84*- red.  to  62f  6(/;  Index,  5< Lomgmam 1845 

___ — —^ 9  T.  post  8to,  54«-rsd.  to  45« L<mgwuMM  1850 

-Abridged  by  Reid,  12mo,  8«  6d LottgwutM  184$ 

-Examined,  12mo,  Zs9d ffamUiom  1848 


Life  of  Henry  YIII.,  12mo,  Zt;  new  edit,  it  6d NtUou  1851 

Walter  Raleigh,  2m  M;  new  edition,  12mo,  i$  6d Ndwm    ......... 1851 


Lives  of  Scottish  Worthies^  St.  18mo,  16i,i839^red.  tol0«6<i...  Tegg  1849 

—  BCemoirof,  by  Ber.  J.  W.  Burgon,  post  8vo,  9s Murrap 1859 

■  Progress  of  Disooveiy  on  N.Coast  of  America,  12mo,  2«6<2,  Simpkin ;  5$  Ndtom. 1 849 

UniTonal  History,  6  v.  18mo,  80t— red.  to  21j Ttgg  ....1849 

(8,)  Papers  for  Thonghtfol  Qirls^  Srdedit,  12mo,  5s ^rokoM, 1862 

UBALDnn  (PelrKccio)  Descrittione  del  Regno  di  Scotia,  4to BamtuUgn^Cl,  i%%^ 

Ubicini  {M.A.)  Turkey  and  its  Inhabitants  Described,  2  y.  post  8to,  21« Murray 1856 

Cdall  (JTeii.)  Coonty  Courts  Debt  Act,  9  &  10  Victoria,  12mo,  4«,  1846;  8rd  edit,  8s  ^^tefou  1847 

Ude  (Lb,)  French  Cook,  new  edit,  post  8to,  12f Eben 1841 

Udny  (O,)  Rxeentory  Interests  of  the  Law  of  England,  8to,  Is  6(i    SteoenM  1857 

Harmony  of  Laws  of  Civilised  Nations,  I2mo,  Is  dd SUttn9  1857 

Ugo  Basn.  a  Poeticsl  Tsle,  by  Speransa,  4s Saumden  ^  O,  1857 

Uhden  (F.)  Anglican  Church,  19th  Century,  translated  by  Humphreys,  8to,  7s  6^...  ffatchard 1843 

Uhland  (/.JET.)  Herd-Boy,  a  Fairy  Tale,  in  English  Verse,  16mo,  Is BotUUdge  1856 

Poems  and  Memoir,  translated  by  Piatt,  I2mo,  8s  M   SteAel    1848 

Uhlemann  (Dr,)  Three  Days  in  Memphis,  8ro,  69   PkUade^fkim...iZ^t 

(i^)  Syriac  Grammar,  translated,  8to,  18s  Truhner 1855 

Uijvaladatto's  Commentuy  on  Unadi  Subrss,  edited  by  T.  Anfrecht,  roy.  8to,  10s...   Williium  <fr  iV.  1859 
UUathome  {Bp.)  Exposition  of  Immaculate  Conception  of  the  Virgin,  12mo,  3s6<i...  T.  BiekartUom  1855 

>  Holy  Mountain  of  La  Salette,  I2mo,  Is  6J T.  Bicharthtm  1855 

Sermons,  with  Pre^ces,  8vo,  4s  6ci DoUnan 184a 

UUmann  {Dr.C.)  Gregory  of  Nasiansnm,  the  Divine,  translated  by  Cox,  12mo,  6s  ...  Parktr  ^  Stm  1851 

Reformers  before  the  Reformation,  2  t.  8yo,  2Xs Hamilttm  ...1855-^ 

_........^  Sinlessness  of  Jesus,  an  Evidence  for  Christianity,  poet  8vo,  5t    ...  HanuUom  1858 

■  The  Essence  of  Christianity,  translated  by  BleasdeU,  cr.  8vo,  7s  M  Haichard i860 

■-  Worship  of  Genius,  transl.  by  Lucy  Sanford,  p.  8vo,  8<  6d — ^r.  to  2s  /.  CkapwuM^  ...1846 

Ulloa  {Pttro  O.)  Condition  of  the  Two  Sicilies,  8vo,  2s  Hardwieht    „A%h% 

Ullrich,  a  Tsle,  by  Ida  Countess  Hahn-Hahn,  24mo,  2s Clarlt  184s 

Ullsmere,  a  Poem,  post  8vo,  12s Hodgtin   ,,....1835 

Uhrici  {Dr.H,)  ShsJiespeare's  Dramatic  Art,  from  the  German,  8vo,  12s— red. to  7s  6<2  /.  Chapmcm  .,.1846 

Ultimate  Principle  of  Religious  Liberty,  the  Philosophical  Argument,  8vo,  7s  M Ward i860 

Umbreit  (D,F.)  Exposition  of  the  Book  of  Job,  2  ▼.  12mo,  12s— red.  to  8s HamiUon  ... 1836*7 

Umdat  Akidat  ahl  an  Sunnat ;  Pillar  of  the  Creed  of  the  Sunnites,  8vo,  5s    Oneni,  TV.  Ssc  1843 

Unclaimed  Daughter ;  a  Mystery  of  Our  Own  Day,  12mo,  Ss  M   Whittaker 1851 

Dividend  Book  of  the  Bank  of  England,  8vo,  20s Strange 1846 

Undo  Adam*s  Atlas  of  Natural  History,  4to,  4s  6<i Qnver 1858 

Bamaby,  18mo,  2s    Bd.TratAS9c.1Hl 

Jabes  ;  or,  the  Teachings  of  Adversity,  fcap.  8vo,  2s  6(1  Bd.  TradSoc  1861 

Jack,  the  Fault-Killer,  a  Story,  16mo,  2s  6<f SmitkdsEldar  1858 

-  John's  Book  of  the  United  Kingdom,  16mo,  7s  6<i Daricn  1^ 

^—  Oliver's  Travels,  Persia,  2  t.  18mo,  7»6<i,  C.  KnigU—rtA,  to  2s  6d ff.Bokn 1838 

Peregrine;  or.  Annals  of  Romantic  Adventure,  12mo,  Ss  6^   Niabet 1857 

Peter*s  Fairy  Tales  :  History  of  Little  Mary,  12mo,  5s  6d ^....  tongmam  1844 

z Philip's  Conversations  on  Whale  Fishery,  &c.,  16mo,  4s  6^— red.  to  8s  6d Tegg 1855 

Pippin's  Tales  for  Boys,  12mo,  fis    BrwAt  1844 

Ralph,  a  Tale,  by  the  Author  of  Dorothy, *&c.,  12mo»  4s  6(2....  Parker  dg  Son  ,iZsi 

Sam's  Peculiarities,  2  t.  post  8vo,  16s Mortimer 1844 

Thomas'  Picture  Magasine  for  Children,  16mo,  2s  6(2    KeiU  1851 

•— -  Tom's  Companions,  18mo,  Is  ., J, P, Edwards... i%%% 

Pictorial  Keepsake,  16mo,  2s  6(i Dean 185s 

William's  Kind  Words  for  his  Young  Friends,  18mo,  Is    Bd.  TradSoc  1843 

Under-currents  Overlooked,  2  t.  post  8vo,  21s Benttey i860 

Under  the  Microscope;  or,  '*  Thou  shalt  call  me  my  Father,"  fcap.  8vo,  Is  6(2    Nele^  1861 

SpeU,  by  Author  of  Grandmother's  Money,  &o.,  8  v.  post  8vo,  81s  6(|  ...  Bwr^^B ]86t 


Underbill  (B.B,)  West  Indies,  Social  and  Religions,  post  8vo,  8s  6(2 Jaekaon  ^  W,  186a 

Underwood  (C.W,)  Short  Manual  of  Arithmetic,  fcap.8T0,  2s  6d MaewMim    ...i860 

Views  of  Oxford  Perish  Burial  Ground  Chapels,  fol.,  15s    JM,AJ,Parheri%st> 

— : (/.TV.)  Introduction  to  Latin  Hexameters,  12mo,  2s  ^ — Key  to,  2s Law  1839 

•-  Medical  Appointment  Book,  18mo,  3s  6(2  ;  12mo,  6s  6(2  ;  8to,  9s  -4«lAor 1*51 

Student's  Guide  to  Transition  of  Prescriptions,  n.  e.,  18mo,  5s6d  AyloU    1861 


(Mich.)  Disessesof  Children,  by  Davies,  new  edit,  8vo,  15s  ChurddU  1846 

Undiwx>vered  Climes,  by  Waten^  l^Oy  2s  Ward  ^  Lock   i86a 
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Unger  {F.)  Botanical  Letters,  translated  by  Paal,  post  8to,  St,  i8s3~red.  to  2«  6<£...  Churt^ill  TS6f 

Ideal  Views  of  the  Primitire  World,  edited  by  S.  Higbley,  4to,  42« Bighley 1861 

Ungewitter  {F.B.)  Manual  of  the  Geography  and  Histoty  of  Europe,  p.  8vo,  10a  6d  Del/ 1850 

(G.O.)  Deaigaa  for  Tomhaiojmsjfolf  sued Triibner 1857 

Plans  and  Designs  of  Gothic  Fnmitare,  fol.,  dls  6d  Tr&bner 1857 

Unhi^py  Qneen ;  or,  Anne  Boleyn,  post  8vo,  1«  CcZ , Wardd:Lock   1856 

Unica,  a  Story  for  a  Sunday  Afternoon,  16mo,  2$6d Smith  <t  Elder  1859 

Uniform  and  Dress  of  the  Army  of  the  United  States,  4to,  8O9 PkHaddphia...i%si 

Navy  of  the  United  SUtes,  4to,  SOf Philadelphia... l%s^ 

Union  Litaixy ;  Forma  of  Prayer,  12mo,  4i Nubet    1837 

Pulpit*  a  Collection  of  Sermons  of  Different  Denominations,  8to,  16«   Waihington  ...x86o 

Vernon  of  the  Psalms,  82mo,  2« AyloU    1843 

Unitariaiiiam  Confuted ;  Lectures  at  lirerpool,  1889,  8vo,  14«— red.  to  10«    BamiUon  1839 

-  Defended;  Lectures  at  Lirerpool,  1889,  8to,  I5t J.  Chapman  ...li^^ 

Tried  by  Scripture  and  Experience,  12mo,  5«  Hamilton  1840 

United  States  and  Canada,  aa  seen  by  Two  Brothers  in  1858  and  1861,  cr.  8to,  4« ...  Stanford   1861 

in  1859,  8yo,  8# Baillitre    1859 

.  Annual  Digest  of  Dedsions  in  the  Courts,  roy.  8ro,  30« Boston^  U.S.. ..Ann. 

Exploring  Expedition,  1838-42,  16  t.  4to    New  York    1844-55 

5T.r.8vo,  fcAtlas,  8/8j,'45;  8vo,84f  ^»% 1848 

' abridged,  8vo,  I0$6d;2r.  p.  8to,  5$   Ingrain 1853 

Statutes  at  Laige,  11  t.  roy.  8vo,  16/ 15« Bostoriy  U.8,...i%$t 

Tariff  of  1861,  in  Alphabetical  Order,  8vo,  2t  6rf    New  York 1861 

Unity  aanA  its  Restoration,  addressed  to  all  Christians,  12mo,  7s  6d New  York i860 

of  Medicine,  its  Corruptions  and  Divisions,  by  a  F.E.C.S.,  8to,  7«    Baillitre    1858 

the  Faith  ;  Jesus  as  the  Manifestation  of  God  in  all  Ages,  12mo,  2$ Snow 1856 

Univalres  of  the  Crag,  by  S.  V.  Wood,  4to   Palasontol.  Soc.  n.d. 

Unireraal  Amanuensis,  18mo,  Z$   Churton 1841 

Grammar,  12mo,  Illustrated,  Ss   Whittaker 1835 

— : History,  Ancient  and  Modem,  5  t.  4to,  61  Sit  1848  ;  14  v.  post  8vo,  51 10s  Orifin    1854 

on  Scriptural  Principles,  6t.  12mo,  31a  6d ;  n.  e.,  7  r.,  12mo,  42s  Bof/tter i86a 

Kirk  of  Scotland,  Booke  of  and  Appendix,  1560-1618,  4to Maitinnd  ChAn.  d, 

Library,  7  t.  roy.  8vo,  each  6s,  Ingram — red.  to  ds  6rf Griffin    1853 

BBsaya,  1  t.     Fiction,  1  t.     Poetry,  4  t.     Voyages  and  Trarels,  1  t. 

Parallel  Chronology  from  the  Creation,  oblong  4to,  7s Hope 1854 

^  Picture  Gallery,  edited  by  G.  P.  Pardon,  4to,  7s  6<2  Willoughhy   ...1849 

■  Powers  of  Nature  Revealed  :  History  of  the  Earth,  &c.,  8to,  3s  6d Atkinson   1856 

Songster,  3  r.  8to,  18s  B:  Bohn    1847 


UniTersty  of  Bonn,  its  RIk,  Progress,  and  Present  State,  post  8vo,  lOs  6d Parker  ^  Son  .1844 

Unprotected  (The) ;  or,  Ptenges  in  the  Life  of  a  Dressmaker,  12mo,  5s   Low  1857 

Females  in  Norway  :  Travels,  new  edit.,  post  8vo,  7s  6rf   Routledge  1859 

Sicily,  Calabria,  and  Mount  Etna,  post  8vo,  7s  6<f  Routledge  1859 

Unaearchable  Riches  of  Christ,  with  Preface  by  Rev.  J.  Stevenson,  82mo,  Is  6<f SeeUy 1861 

Unapeakable  (The);  or,  Life  and  Adventures  of  a  Stammerer,  12mo,  7s  6(i,  1853;  Is  Clarke  1856 

Unton  Inventories,  Wadley  and  Farringdon,  1576-1620,  edited  by  NichoUs Ashmolean  Soc.i%^i 

Unton  (SirB.)  Correspondence,  1591-2,  edited  by  J.  Stevenson,  4to RoxburgheClnbii^j 

Unveiling  of  the  Everlasting  Gospel,  18mo,  2s BamiUon  1848 

Unwin  (IF./.)  Arithmetical  Cards,  3s   Longman  i86a 

< Blank  Projections  for  Map  Drawing,  folio,  2s  6d Longman  i86a 

Corresponding  Maps,  as  Copies,  NO0.  1,  2,  3,  folio,  each  is  6d Longman  i86i 

•  Elementary  Sounds  of  the  English  Language,  6s  6<< Longman  x86ii 

English  Grunmar,  12roo,  Is Longman  i86i 

Homerton  College  Atlas,  complete,  folio,  half -bound,  15s  Longman i86a 

Physical,  6s;  Political,  6s  :  1  v.,  10s  6d Longman  i86« 


Modem  G^eography,  Descriptive,  Political,  and  Physical,  12mo,  Is  6d    Longman  i86a 

Multiplication  Table,  canvas  and  roller,  8s;  Pftrt  2,  8s Longman  1862 

Parent  and  the  School ;  Hints  to  Parents,  in  packets,  Is  M Longman  i86i 

-^— Part  Song,  from  J.  R.  Weber,  12mo,  2s  iid Longman  i86i 

•  Primary  School,  First  Part^  Management,  post  8vo,  2s   Longman i86i 


Sinjgiag  Method,  12mo»  8s Longman  186a 

■  Training-Schoo]  Reader,  First  Book,  Is  6d;  Second  Book,  2s  Longman  '.x86i 


Unsa  and  Prochaski,  Nervous  System,  8vo   Sydenham  Soe.  1851 

Up  the  Red  Sea  and  Down  the  Nile  in  1839,  18mo,  2s  M Smith  tk  Elder  1841 

Upcher  {Era. )  (See  also  Cousens  {F,  U, )  All  for  the  Best ;  or,  Minnie's  Motto,  16mo,  8s  Parry    1 8  5a 

Edith  Templeton,  a  Tale,  16mo,  3s,  1851  ;  Is  6d Parry    1858 

-  Lays  of  the  Boudoir,  12mo,  6s  Sawiderf^  0..\%^'j 


^_  Stories  on  the  Commandments,  16mo,  8s,  Parry,  '51  ;  new  edit.  Is  dd  Simpkin 1858 

Upham  (T.C.)  Elements  of  Mental  Philosophy,  2  t.  12mo,  14s,  '41;  abrid.  12mo,  7s  WiUy 184a 

Letters  iSstiietic,  Sodal,  and  Moral,  8vo,  14s Philadelphia... i2'^% 

— life  and  Experience  of  MadameGuyon,  new  edit.,  cr.  8vo,  7s  M Low  i86x 

of  Faith,  12mo,  3s  6d BamiUon  1859 

< Principles  of  the  Interior  ;  or.  Hidden  Life,  new  edit.,  fp.  8vo,  3s  6d  Bamilton  i860 

• Treatise  on  Divine  Union,  12mo,  ZsM  BamiUon  1858 

-the  Will,  12mo,  7s  ed  New  York 1851 


Upjohn  (J2.)  Deagns  for  Rural  Architecture,  folio,  80s New  York 185a 

5  I 
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upper  Ten  Tbooaaini^  Sketelies  of  American  Society,  12mo,  5s    Parker  A  &m  .1851 

Upe  and  Downe  of  %  Public  School,  by  a  Wykehamist,  poet  8vo,  2« Ca»k 185^ 

Upton  (VFm.)  Qeometrim  Vindicata,  Antiquoramque  Problematum,  &c.,  8to,  7a  6<2  .  Siinpkim 1S47 

Urbino  ilhiku  of)  Memoin,  by  J.  Deniatoun,  8  r.  8to,  48<,  Longman—nA.  to  21«    B.  Hokn   1850 

Uroullu  (D./.)  Bngliah  Orammar  for  Spaniards,  8vo,  8< Atkermamm   ...1844 

Uie  iAUx.)  Compendium  of  Infantine  Materia  Medica,  18mo,  fi<  6d    Piper 1839 

(jtmf.)  Cotton  ICannfaetnie,  8  t.  p.  8to,  21<,C.  Kfdght^  '36  ;  n.e.,  2  t.,  each  U  H,  Sokm    1861 

— — —  I>ictionary of  Art8,lCanQfBctures,&c,2  ▼.8to,50s,'39;  Sap.l4«,*44;  Sr.SOt  Lemgman i860 

FhikMopby  of  ICannfactures,  p.  8to,  10«6d,  '35;  n.e.  by  Simmonds,  7s6<<  H,  Bohi^   1S61 

Urieoeeheft  {B,)  Mapotoca  Colombiana,  8to,  6# TriOmer i860 

Uriel,  and  other  Poems,  12mo,  2»  W   J.  ChapwMM...i%si 

Urling,  n  Novel,  8  t.  post  8to,  81«  6rf T.  Harrimm  ...il^i 

Uiting  iO.P.)  Vocal  Qymnastics ;  or,  Guide  for  Stammerers,  l2mo,  2t  6€l   dmrthiU 1857 

(i2.2>.)  Manual  of  the  Law  of  Office  of  Trustee,  1857,  12mo,  St  6<f Stere^ia  1857 

rR,W.)  Laws  of  Patents  in  Foreign  Countries,  8to,  8« Simpkin 1845 

Uiqnhart  (Iktv,)  OsMi  (A  M'Leod,  2nd  edit.,  8to,  2»  ed Longuum  i«4« 

.  Diplomatic  Transactions  in  Central  Asia,  1834-9,  4to,  15s   Longman  1840 

Bnrope  in  1847,  8to,  8s    Ottivier 1847 

_  Beflections  on  Thoughts  and  Things,  8to,  7<  M OUwier 1843 

..... Spirit  of  the  Bast :  Travels  through  Roumeli,  2  v.  8to,  28s Cotbwm 1839 

__^.^ Statesmen  of  France  and  English  Alliance,  roy.  8vo,  8« OUivier 1847 

^— — —  The  Lebanon  (Mount  Souria),  a  Histoiy  and  a  Diary,  2  v.  8vo,  28s  Netobjf   i860 

,  Travels  in  Spain  and  Morocco,  1848,  2  v.  8vo,  28«    BenUey 1849 

..^..—^  Turkey  and  its  Resonroes,  8vo^  9«  6<2 SanauierB^O.  1834 

Turkish  Bath,  8vo,  Is  Bryee 1856 

_— Wealth  and  Want :  Bwiy  on  Taxation,  8vo,  4s OlUvier 1845 

{H.J.)  Poems  Sacred  and  Clasrial,  8vo,  7«  6<i HamiUtm  1845 

{Wm.)  Sir  John  May  Mead,  the  London  Merchant,  a  Tale,  12mo,  6s    /.  Darixmg    ...1S48 

{W,H,)  Bssays  on  Subjects  in  Political  Economy,  8vo,  5s Blackweoda  ...1850 

(sirTkM.  of  ChMnatty)  Works  of ,  4to    MmOand  CSmb  n.  d, 

Urnno  of  Navarre,  Legend  of  King  Solomon  and  the  Hoopoos,  Fables,  12mo,  2s Wright  1852 

Uisu  and  Aguirre  Expedition  in  Souieh  of  El  Dorado,  8vo ffaikvifi  Soe....it6i 

Ursula  (SatiU)  Life  o^  4to RojAwgke  (X  ,i%i% 

Urwick  {Wm,)  Connection  between  Religion  and  the  State,  12mo,  Is  6d Groombridge  ...184$ 

■  ........  Ibsays  on  the  Second  Advent,  post  8vo,  6<  6<i  Simpkin 1839 

■  On  the  Ordinance  of  Baptism,  12mo,  Is  6<j    (?room&rK^...i845 

,.  Savioui^s  iUght  to  Divine  Worship,  post  8vo,  8«  6d  Simpkim 1839 

.  Triple  Crown  :  Power,  Course,  and  Doom  of  Papacy,  12mo,  5s Simpkin 1851 

Usborae  {T.H.)  Ooide  to  the  Levant :  Greece,  Egypt,  &c.,  12mo,  9s    Cradoek 1840 

.  Priest  of  Avignon  :  Popery  in  18th  Century,  2  v.  post  8vo,  10s Partridge 1851 

■  Bias,  Pktigress,  Doctrines,  &o.,  of  the  Jesuits,  18mo,  2s Partridge  i8$i 

■  Tales  of  the  Bragansa,  post  8vo,  6s  Partridge  1851 

Use  and  Abuse,  a  Tale,  by  Author  of  Way^ng  Sketches,  post  8vo,  10s  fid    Ximngton 1S49 

Useful  Arts  and  Manumetures  of  Great  Britain,  new  edit.,  2  v.  12mo,  each  6«  Soe.  P.  C,  K.   1852 

_ Employed  in  Construction  of  Dwelling-Houses,  12mo,  2s  M Porlaer  ^  So*  .1S44 

, Production  of  Clothing  and  Food,  12mo,  each  2s  Qd  Parker  A  Sm»  .1844 

.^— —  4to,  21t  (Bnc^dopndia  MetropoUtana) Qrifluk    184S 

—»- Hints  for  Labourers,  2  series,  18mo,  each  Is  6<i  Parker  4^  Saa  ,\%^ 

I  to  All;  or.  Helps  in  lAfe,  16mo,  Is  6c{  Ward  As  Leek  .\%i^ 

Teachers,  fcap.  8vo,  Is  6ci   NiJbtA 1843 

—^- Library,  fcap.  8vo.     Sm  Appendix   RauUedge  1857 

■  Metals  and  their  Alloys,  by  various  Authors,  post  8vo,  7s  td BouUton  r.  jr. 

-—«- Teacher:  English  Ghrunmar,  History,  and  Geography,  12mo,  Is HomLUon    1858 

Usell  (J^B.)  Sermons  in  St.  Giles'  Church,  Northampton,  12mo,  8s  6d     Seeleg..,: 1857 

Usher  (X6p.)  Works  and  Life,  by  Elrington,  16  v.  8vo,  9n2s  Wkittaher  ...\%\i-^ 

■  Answer  to  a  Jesuit,  with  Tracts  on  Popery,  by  Scholefield,  8vo»  13s  6<i    Parker  dr  &m  .1835 
.  Body  of  Divinity,  by  Robinson,  8vo,  12s  Seeteg 1841 

■  Immannel:  Mystery  of  the  Incarnation,  18mo^  2s   Painter 1844 

^ Sermons,  18mo,  Is  4(i,  1847;  2s    Bd,  Traet  Soe,  it^i 

Treatise  on  the  Sacrament,  12mo,  2s Sedof 1838 


(/as.)  Poems,  8vo,  8s  6rf SeUkA   r84s 

(R,)  Essays  on  the  Dwellings  of  the  Poor,  &c.,  8vo,  5s Lengmem  t86i 

{Thoe,)  Narrative  of  Events  connected  with  Napoleon,  8vo,  5s .*..  Nichmeon  ......1840 

Usill(/.^.)  Twelve  Sermons  Preached  at  Nottingham,  12mo,  8s  6(2 Sedege  1857 

Utterton  {P.  A,)  Biographical  Sketches  of  Emperors,  Kings,  &c.,  post  8vo,  6s  6<i    ...  Lemgm>9ik  1859 

Utting  (Bpoefte)  Guide  to  Great  Yarmouth,  12mo,  2»M   fVinpftm 1846 

Uwins  (Tho,)  Memoir  and  Comspondenoe,  by  Mrs.  Uwins,  2  v.  post  8vo,  18s    Lerngmcm  1858 

YAOinoir  Tourists  and  Notes  of  Travel  in  1860-1,  edited  by  Galton,  8vo,  each  14s .  MaemiUiam...\%bi'% 

Yaoher  {T,B,)  Pooket  Digest  of  Stamp  Duties,  5th  edit.,  fcap.  8vo,  5s Vaeker 1861 

Vade-Meeum,  containing  Thirty-six  Original  Charades  and  Enigmas,  aquare,  5s AdetrmmKn   ...1841 

—i- for  Tourists  in  France  and  Belgium,  32mo,  Is Simpkin 1861 

— — to  Study  of  the  History  of  England,  12mo,  2f Law 1851 

YieYietis:  Duty,  and  other  Poems,  8vo,  6s.. Smi^ds  Elder. it s^ 

VmI  (a.)  American  Eleetre-Magnetio  Telegraph,  3vo,  6s WiUg 1846 


18W-1862]  VAIZEY VANCE  798 

Vaizey  (J.8.)  Kotes  on  Lord  St.  Leonards'  Acton  Law  of  Property,  12mo,  ZaM WUdjf   x86o 

Valdei  {F.T.)  Six  Tears  of  a  Trayeller's  Life  in  Wefltern  Africa,  2  y.  8vo,  S0<   Burst  A  B,  ...i86x 

Vale  {Benj.)  Vnjw  Book,  8vo,  2a  6d    SimpHn 1857 

UniTeraal  History  explanatory  of  Fanages  of  Scripture,  8vo,  7» WhiUahtr 1850 

— : —  (Dr.)  Logic  and  Rhetoric  in  Miniature,  18mo,  each  1<    Qroombridge  .,.i%i% 

Vale  of  Giaimorgan  ;  Soenes  and  Tales  among  the  Welsh,  post  8yo,  10s  %d  SautidendsO.  1839 

Valency  (M.)  L*Bntente  Cordiale  ;  or,  Self-Interpreting  Ghiide  to  Fkuris,  12mo,  8s  6d  A, Hall  1855 

Valentin  {Dr,G.)  Text  Book  of  Physiology,  by  Dr.  Brinton,  8to,  25s    JUnihaw    1853 

Valentine  (D.T.)  History  of  New  York,  V.  1  and  2;  8vo,  each  12s  New  rorA... 1853-6 

(Jno.)  Blementaof  Practical  Harmony,  8vo,  5s Pormtel 1835 

{J.8.)  Assistant  Engineer,  for  Railways,  Bridges,  &c.,  8yo,  21s J,  niUiamt  ...1848 

{Mr8.R.)  Baby  Bianca ;  or,  the  Venetians,  fcap.  8yo,  4s  6d Parker  A  Sfm  .r86i 

Leighton  Bfanor;  or,  the  Orphan  Ck)asins,  18mo,  1b  %d Tegg  1862 

'  Reading  and  Teaching  at  Selby  Manor,  12mo,  Is  6<2 Tegg  1859 


(Mra,S,)  Beatrice:  Six  Yean  of  Childhood  and  Youth,  18mo,  Is  dd  Tegg  1859 

Valentine  Dnral,  an  Antobiography,  by  Author  of  Mary  Powell,  poet  8vo,  78  6d    ...  BentUy  i860 

Valeria,  a  Roman  Story,  12mo,  8s T  Arnold 1841 

Valeiy  (ii.  (7.)  Curiosities  and  Anecdotes,  Italian,  8ro,  9s Bogue    184a 

Guide  to  Italy,  translated  by  Clifton,  poet  8yo,  16s    Bog%e    1839 

Italy  and  its  Comforts,  12mo,  7s  6d..' Longman  1841 

Taletta,  a  NotoI,  by  Author  of  Denton  Hall,  8y.  post  8yo,  31s  6d  \  NoAg    1851 

Valle  (H.F.)  Autumnal  Leayes  :  Poems,  post  8yo,  7s  6d    Smith  ie  Elder  1837 

Yallejo  (Jo».J,)  Life  of  Joseph,  12mo,  2s Dufg 1858 

Vallet  {B,B.)  Synoptic  Table  of  French  Genders,  12mo,  Is    H.  Adama 1853 

Valley  of  a  Hundred  Fires,  8  y.  post  8yo,  Sis  6(/,  i860  ;  new  edit.,  1  y.,  5s Hwrat  A  B.   ...1861 

the  Closone,  a  T^ftle,  as  related  by  Comte  d'Andilli,  18mo,  2s  6(2 Simpkin 1840 

Talpy's  (Heero  BpistolsB,  12mo,  2s— with  English  Notes,  12mo,  3s Longman  1831 

Officiis,  with  English  Notes,  12mo,  ta6d Longman  1849 

Oiationee,  with  English  Notes,  post  8yo,  7s  6d    Lof^/man  1839 

. Course  of  Nature  uxged  on  Analogy,  12mo,  5s   ffatehard  1839 

Slegantiae  lAtinse,  12mo,  4s  6<i— Key  to,  2a  6d Longman  i86a 

Epitome  Sacr»  Historise,  with  English  Notes,  18mo,  2s Longman  i86s 

. Etymology  of  Words  of  Greek  Language,  sm.  4to,  4s Longman  i860 

Giadns  ad  Pamassum,  6th  Adit,  post  8vo,  7s  6d Whiitaker i860 

Greek  Deleetoa,  by  White,  12mo,  4s— Key  to,  28  M Longman  1862 

Second,  8yo,  9s  6d Longman  i860 

Third,  Syo;  15s  6<2 Longman  1831 


•  Bxereiaes,  12mo,  6s  6<2— Key  to,  3s  6<l Longman  1845 

-  Grammar,  8yo,  6s  6d Longman  1861 

-  Septuagint,  with  the^  Apocrypha,  8yo,  21s ;  new  edit.,  18s   BagaUr n.  d, 

-Testament,  7th  edit.,  12mo,  5s WkiUaker 1845 

-with  English  Notes,  new  edit.,  3  y.  Syo,  40s   WkiUaker 1843 


Homeri  Ilias,  Greek,  8yo,  Qa  6d— with  English  Notes,  8yo,  10a  6d Longman  1854 

Horace,  Lat.,  18mo,  Sa  6d,  1859  ;  with  English  Notes,  6s   Longman  i86a 

Juyenal  et  Persina,  12mo,  3s— with  English  Notes,  12mo,  5s  6d Longman  1844 

Latin  Delectus,  by  Monteith,  12mo,  2a6d  AUman 1858 

White,  12mo,  2s6<2— Key  to,  8s  6d Longman i86a 

Wright,  12mo,  2s  6d Tegg  i860 

-  Second,  Syo,  6s  Longman  i860 


Dialogues,  12mo,  2s  6d Longman  184a 

Exercises,  18mo,  Is  6<2 — Second,  12mo,  2s  6d Longman  1862 

Grammar,  12mo,  2a  M Longman  1862 

Vocabulary,  12mo,  2s Longman  1857 

Manual  of  Latin  Etymology,  post  4to,  7s Longman  1852 

Nepos,  12mo,  2s  6</— with  English  Notes,  12mo,  8s  6d Whittaker 1849 

by  Bradley,  12mo,  3s  6d Longman  1862 


Oyidii  Epistoln,  with  English  Notes,  12mo,  4s  6<i Longman  1862 

PhsBdms,  by  Bradley,  12mo,  2s  6d Longman  1862 

Plautus,  with  English  Notes,  12mo,  4s  6d  Longman  n.  <2, 

Poetical  Chronology  of  History,  12mo,  2s  6d Longman  1862 

Primitiye  and  Leading  Words  of  the  Greek  Language,  12mo,  6s Law   1853 

Sallust,  12mo,  2s  6<i— with  English  Notes  by  Hickie,  12mo,  4s  6(2 WkiUaker 1837 

Sophocles'  Ajax,  with  English  Notes,  post  Syo,  5s Longman  n.  d, 

-  Blectjra,  with  English  Notiss,  post  8yo,  5s  Longman  1838 


Tacitus,  with  English  Notes,  3  y.  post  8yo,  24s,  Longman — ^red.  to  7<  6(2  ...  H.Bokn n.  d, 

Terence,  12mo,  3s  6<2 WkiUaker 1842 

Andria,  12mo,  2s    Longman  1858 

Yirgil,  18mo,  3s  6c2— with  English  Notes,  18mo,  7s  6(2 Longman  i860 

improYed  by  Pycroft,  12mo,  3s  6<2 — with  EnglLsh  Notes,  7s  6<2 Longman  i860 


Yirgilian  Hours,  square,  6s  Longman  1850 

Xenophon's  Anabasis,  by  Balfour,  post  Syo,  8s  6(2 Lop^man  1853 

Vampire,  a  Tale,  rekted  by  Lord  Byron  to  Dr.  Polidori,  8yo,  2s  6(2  CoJJbwm 1852 

Vampyre,  a  Tale,  by  the  Wife  of  a  Medical  Man,  12mo,  Is Bennett 1858 

Van  Bntcbell  (S.J.)  On  Core  of  Fistula,  &c.,  8yo,  7«  6(2,  1849 ;  new  edit,  18mo,  Is  Simpkin 1859 

Vanoe  (ii^es.)  History  of  Little  Jehan  de  Saintre^  post  8yo,  10s  6(2 Okapman  A  S.it6% 
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Vanoa  (J2ex.)  Romantio  Bpiiodea  of  France,  post  8yo,  lOt  6d  Manwarimg  ...iS6i 

{R(At.)  Peelings  of  Man  from  State  of  Nature  to  Grace,  8ro,  U HarnUUm  1^44 

(H^./'.)  Sermons;  with  a  Voice  from  Mines  and  Pomaces,  8vo,  10«  Simpkin .1853 

Vandelenr  (Maj,A,)  Life  of,  by  Author  of  Memoriab  of  Capt.  Vicars,  12mo,  8j  (U  NiabH 1S61 

Vandenhoff  ((7fo.)  Art  of  Elocution,  with  Extracts,  8rd  edit.,  fcap.  8to,  5j Low  1S61 

— Clerical  Assistant ;  an  Elocutionary  Qoide,  12mo,  ZtM  Low   iS6z 

i^— — ^>-   Dramatic  Reminiscences,  e.  byOarleton,  p.  8to,  7<8cf;  12mo,  2<6d  HoUen   1S59 

lAdy's  Reader,  with  Rules  for  Reading  Aloud,  12mo,  6s Low  1862 

Van  der  Hoeven  (/.)  Handbook  of  Zoology,  V.  1  and  2,  8to,  each  80< LongmoM  ...1856-8 

Vanderkiste  (R,W.)  Dens  of  London,  a  Six  Years' Mission,  n.e.,12mo,  ls6(f ;  cL2s6<2  NitbH i860 

Van  de  Velde  {C,  W,)  Journey  through  Syriaand  Palestine,  1851-2,  2  ▼.  8to,  80s  ...  Blaekwoodt  ...1854 

Memoir  on  the  Holy  Land,  8yo,  8«  6<i— Map  to,  21«  WiUianaJkN.  1859 

Plan  of  Jerusalem,  4to,  10s  <W WilUanudrX.  1859 

Van  Dyck  (A.)  Pictorial  Notices  of  his  Life,  and  Catalogue  of  his  Etchings,  4to,  28« .  CarpemUr 1844 

Van  Hagen  (Mr8,J£.)  Evenings  in  the  Land  of  Ui,  12mo,  4«  6(f,  '43;  8rd  ed.,  5$  6d  Stdejf 1845 

Walks  and  Soenes  in  Galilee,  Judea,  &e.,  12mo,3s Sedqf 1836 

Vanherman  (T,H.)  Every  Man  His  Own  House  Psinter,  8yo,  6s,  '45 ;  n.  e.,  12mo,  2t  Ooodman  1859 

Van  Lennep  {Mr$,M.E,)  Memoir  of,  by  her  Mother,  .cr.  8yo,  6«  ^d  New  York 1861 

Mildert  (Bp.)  Sermons  and  Chs^ges,  with  Memoir  by  Ives,  8to,  12* RivingUm  1838 

at  Boyle's  Lecture,  1802  6,  new  edit.,  2  ▼.  8vo,  24« RivingUim  1839 

Oostersee  (/./.)  Commentary  on  St.  Luke,  by  lAuge,  tr.  by  S.  Taylor,  V.l,  8yo,  9«  HamiUtm  i86x 

Oven  (Bar.)  On  Decline  of  Health  in  Life  and  Disease,  8to,  10s  %d Churckill  1853 

Santvoord  (Geo.)  Chief  Justices  of  Supreme  Court  of  the  United  States,  8yo,  14s  New  Y&rk 1854 

Pleadings  in  Civil  Actions,  8vo,  82s   Alhany,  U.S...iZss 

Sommer  (/as.)  Fluctuations  in  Three  per  Cent.  Consols,  1789-1847,  4to,  21s  ...  Smtik  A  Elder  1848 

Vane  {fien^.)  Treatise  on  the  British  Nail  Trade,  oblong  4to,  21s  Namilton  184Z 

Vanity  Church,  2  ▼.  post  8to,  21s SaundertdrO.  1861 

Vara;  or,  the  Child  of  Adoption,  new  edit,  12mo,  2s  6(2,  iVis6se,  1854;  Is    Ward  A  Lock   1857 

Vardon's  Index  to  Public,  Losal,  and  Private  Aots,  1798-1889,  roy.  8vo,  10s Benning..: 1840 

Varese :  Folchetto  Malespina  ;  or,  the  Si^ge  of  Tortona,  translated,  poet  8yo,  10s  6d  Simpkin i860 

Varieties,  chiefly  in  Verse,  by  a  Wanderer,  12mo»  4s  J9ooU 1849 

Varium,  a  Novel,  post  8vo,  10s  6rf Booth 1858 

Varley  (/sa6.)  Ivy  Leaves,  a  Collection  of  Poems,  8vo,  8s  Simpkin 1845 

(Jfrt.)  Engineer's  Manual  of  Mineralogy  and  Geology,  12mo,  S$ Weale    1846 

—- Rudimentary  Mineralogy,  new  edit.,  12mo,  2s    .•  Virtue    1848 

Vana  (Owen)  Which  ?  or,  Eddies  round  the  Rectory,  2  v.  post  8vo,  16s   Groombridge  ...its^ 

Vartan  ;  History  of,  and  Battle  of  Armenians,  4to,  4s Or.TranM,Fd,  n,d. 

Varty  (3*1^.)  Early  Lessons  in  Geography,  folio,  2s  6d Varty 1855 

Vasari  iOeo,)  Lives  of  Painters,  Sculptors,  Iw.,  by  Foster,  6  v.  post  8vo,  17s  6d ff.  Boh*  ...1850-52 

Vssey  (Oeo.)  Knowledge  Made  Easy,  post  8vo,  2s PUmaH 1856 

Natural  History  of  Bulls,  Bisons,  &  Bufialoes,  8vo,  10s  6<2,'5i— r.  to  6s  /.  J^.  Smiih  ...1857 

(Rich.)  Raven  Hill ;  or,  Danish  Fort,  and  other  Poems,  12mo,  2s  6<i  Simpkin 185^ 

Vason  ((?eo.)  Narrative  of,  by  James  Orange,  12mo,  4s   Snow 1840 

Vassall  Morton,  a  Novel,  cr.  8vo,  7s  6d Bottom,  U.S.  .1836 

Vassar(/.(r.)  Twenty  Years  Around  the  World,  8vo,  18s New  York 186a 

Vates;  or,  the  Philosophy  of  Madness,  Illustrations  by  Landseer,  4to,  12s  Southgate  1840 

Vathek  ;  Castle  of  Otranto,  and  Bxavoof  Venice,  12mo,  6s— r.3s6d  (S^s  also  Beckford)  Bentley 1849 

Vattel's  Law  of  Nations,  with  Notes,  by  E.  D.  Ingraham,  8vo,  26s    PhaladeljAia...i%sA^ 

Vauban's  First  System  of  Fortification,  by  Thomas  Kimber,  8rd  edit.,  8vo,  6s Longmam  1861 

V8ughan(CJ.)  Epiphany,  Lent,  and  Easter  :  Sermons,  2nd  edit.,  cr.  8vo,  10s  6d  ...  Macmillam, 1861 

l^istle  to  the  Romans  (Gr.),  with  Notes,  7s  6<i,  '59  ;  2  e.,  cr.  8vo,  5»  MacmiUan 1861 

Four  Sermons  preached  before  University  of  Cambridge,  cr.  8vo,  4s  6d  MacmiUan 1861 

Harrow  Sermons,  8vo,  V.  1,  10s  6c2,  1847;  V.  2,  12s  Parker  A  Son...  \%^i 

■  Lectures  on  Philippians,  post  8vo,  7s  6<f MacmiUan i86a 

Lessons  of  Life  and  Godliness ;  Sermons  at  Doncaster,  fy.  8vo,  4s  6d  MacmiUan 1861 

■  Memorials  of  Harrow  Sundays;  Sermons,  8rd  edit.,  cr,  8vo,  10s  6<f  MacmiUan 1861 

■  Nine  Sermons  preached  at  Harrow  School  Chapel,  12mo,  5» Murray 1849 

■  Notes  for  Lectures  on  Confirmation,  with  Prayers,  8rd  ed.,  12mo,  Is  6d  MacmiUan 1859 

• Revision  of  the  Lituigy,  Five  Discourses,  2nd  edit.,  cr.  8vo,  4s  6rf  ...  MacmiUan i860 

— Sermons  at  Leicester,  2nd  edit.,  8vo,  12s  6d  Parker  A  Son  .1853 

on  Various  Occasions,  8vo,  12s  6e2 Murray 1846 

• Personality  of  the  Tempter,  &c.,  8vo,  7s  6d Parker  A  Son  .1851 

— The  Book  and  the  Life,  Sermons,  12mo,  8s  6d   MacmiUan 186s 

(2>./.)  Sermons  at  Leicester,  1866-66,  post  8vo,  6s6<i BeUA  Daldg...i%^i 

■  on  Sacrifice  and  ^pitiation,  fcap.  8vo,  2s  6d MacmiUan 1 861 

the  Atonement,  with  a  Preface,  12mo,  Is  6d MacmiUan 1859 

-^_  Resurrection,  fcap.  8vo,  8s MacmiUan i860 

(^.  7*. )  Expository  Sermons,  12mo,  7s  6<j Clarke  1843 

. Sermons  on  the  11th  Chapter  of  St.  Matthew,  8vo,  7s  6d Parker  A  Son  1840 

University  and  Parochial  Sermons,  fcap.  8vo,  6s Rivington  1850 


-  (Hen.)  Memoir  and  Remains,  post  8vo,  7s  6d SeeUy 1841 

Nine  Sermons  on  the  Fruits  of  the  Spirit,  8vo,  10s  6d  Hatchard 1S37 

Sacred  Poems  and  Ejaculations,  Mem.  byLyte,newedit.,  Ss;  Lp.,7s  6d  BeUdk  Daidg.,.i%tt 

-TSrr  Thoughts  on  the  Fruits  of  the  Spirit,  82mo,  Is  Wertheim  1847 

•(H.H.)  Lectures  on  Modem  History,  8vo,  2s  J. ff.d:J. Parker  1149 
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\a.x»ghui{E[,ff.)  Oxford  Reform  and  Oxford  Profeasors,  8vo,  3j Parker  A  Son,. 

{ffer.)  C&mbridge  Gruette,  a  Tale  of  Student  Life,  square  16mo,  6$    TinaUy  

(/(M.)  Sermons  preached  in  Ghriflt  Church,  Brighton,  12mo,  \iM Simpkin 

{RoU,)  Age  of  Great  Cities ;  or,  Modem  Ciyilisation,  post  8yo,  7s  6d Jackson  A  W. 

Christian  Warfare  lUoBtrated,  12mo,  10»  6d,  1833  ;  2« Rel,  Tract Soc. 

Congregationalism  and  Modem  Society,  post  8vo,  5s  Jackson  dg  W. 

Bnglish  Nonconformity,  8vo,  7«  W  Jackson^  W. 

Bsnys  on  History,  Philosophy,  and  Theology,  2  ▼.  12mo,  98,  1849  i  ^  Jackson  A  W, 

History  of  England,  1603  to  1688,  2  v.  8vo,  16«— red.  to  6s    II.  Bohn    

John  de  WyclifFe,  a  Monograph,  sm.  4to,  16i;  new  edit.,  12*  Seeley , 

Leetoree  on  Corraption  of  Christianity,  8vo,  10«  6d,  '34;  fp.  8yo,  5s  Jachon  A  W. 

the  Age  and  Christianity,  p.  8to,6«, '49;  2e.,  12mo,  2s6d  Jackson  A  W. 


Letter  and  Spirit ;  or,  Spiritualism  and  Christianity,  12mo,  2s  6d  ...  Jadcson  de  W, 

Memorials  of  the  Stuart  Dynasty,  2  ▼.  8yo,  24< HoUitworth    ,. 

Modem  Pulpit  Viewed  in  Belation  to  Society,  post  8to,  5s   Jackson  4:  W. 

Popular  Education  in  Bngland,  8vo,  \s Jackson  d:  W, 

Protectorate  of  Oliver  Cromwell,  2  y.  8yo,  82«   Colbum , 

Protestant  Nonconformity,  8yo,  Is  6d Jackson  ik  W. 

Religious  Parties  in  England,  12mo,  5s   JacksonA  W. 

Reyolutions  in  English  History,  8  y.  8yo,  each  \5s    Parker  A  Son^ $^-b% 

Sermon  on  Prophecy,  Svo,  2s6d  Holdsworth 


'  {R.A.)  Essays  and  Remains,  with  Memoir,  2  y.  poet  8yo,  14s  Parker  A  Son., 

Hours  with  the  Mystics,  2  y.  12mo,  14s,  1856  ;  2nd  edit.,  2  y.  12s...  Parker  A  Son,, 

Witch  of  Endor,  and  other  Poems,  12mo,  2f Jackson  A  W, 


(H'im.)  Tracts  on  Docks  and  Commerce,  8yo,  6f Smith  A  Elder 


Vaux  {€.)  Designs  for  Villas  and  Cottages,  8yo,  15s Low 

—  {P,W.)  Rambles  in  the  Pyrenees  and  Visits  to  San  Sebastian,  post  8yo,  10s  6ci  ...  Longman 

—  {J.E.)  Presence  of  the  whole  Congregation  at  the  Holy  Eucharist,  8yo,  Is Pcdmer  ... 

—  (rAo.)  System  of  Tilling  and  Fertilising  Land,  8vo,  6s  6d Longman 

—  {W.S.)  Hand- Book  to  Antiquities  in  the  British  Museum,  post  8yo,  7s  6<f Murray,., 

■  Nineyeh  and  Persepolis  Described,  new  edit.,  post  8yo,  8« — ^red.  to  3j  6tf  A.HaU  ... 

•  Sketch  of  Ancient  Assyria  and  Persia,  post  8yo,  8<    A.  Hail.. 


Vavasour  {Lady)  My  Last  Tour  and  First  Work,  8yo,  12s Cunningham.,. 

Veal  (Jno.)  Reoord  and  Writ  Practice  of  Chancery,  5  and  6  Victoria,  12mo,  5s Stevens 

Veale  {Wm.)  The  Chipped  Jewel ;  Prise  Essay  on  the  Sabbath,  12mo,  2s  6d WhiUaker 

Vecchy  (Col.)  Garibaldi  at  Caprera,  transited  by  Mrs.  Gaskell,  12mo,  8s  6d  MaemUlan 

Vectis  Directory  ;  or,  Gkneral  Guide  to  the  Isle  of  Wight,  12mo,  3s  6d Simpkin 

Vedder  (/)av.)  Pictorial  Gift  Book  of  Lays  and  Lithography,  4to,  15s   Orr 

Poems,  12mo,  6s Smith  A  Elder 

Vega  {Juan  tie)  Journal  of  a  Tour,  1828-9,  new  edit.,  12mo,  5s  Strange 

{Baron)  Logarithmic  Tables  of  Numbers,  kc,  by  Fischer,  8yo,  7s   Williams  A  N, 

Vegetable  Physiology,  roy.  8yo,  4s Hamilton  

Reportfon,  7s  6d   RoyalSoc, 

Vehse  {E.)  Memoirs  of  the  Court,  Aristocracy,  fcc,  of  Austria,  2  y.  post  8yo,  21s  ...  Longman  

of  Prassia,  translated  by  Demmler,  post  8yo,  6s6(i  Nelson  

Veiled  Hearts,  a  Novel,  by  Author  of  The  Wife's  Trials,  8  y.  post8yo,  31s  6d Hurst  A  B,    ... 

Veill6es  d*Hiyer ;  Simples  R^cits  et  Simples  Chants,  post  8yo,  14s   P.  Jackson    ... 

Veitch  (il.)  Collection  for  Junior  Classes,  12mo,  Is  6 j    Longman  

— —{Mrs.)  Tinsel  and  Gold  ;  or.  What  Girls  should  Leam,  sm.  post  8yo,  2s  6(2 Nelson   

-( iy».)  Greek  Verbs,  Irregular  and  Defective,  12mo,  6s Longman  


Veith  {J,E.)  Our  Father  :  Illustrations  of  the  Lord's  Prayer,  12mo,  2s  6d Bvams 

The  Seven  Words  spoken  by  our  Lord  on  the  Cross,  82mo,  Is  T,  Jones 

Words  of  the  Enemies  of  Christ,  translated  by  Cox,  fcap.,  Ss  6d Bums    .. 


{W,D,)  Journal  of  F.  M.  Flad,  and  Sketch  of  Abyssinian  Church,  12mo,  2s  6d    Nisbet. 

Velasques  (/>.-«.)  and  his  Works,  by  Wm.  Stirling,  f cap.,  5s Parker  ASon.. 

History  and  Pedigree  of  his  Portrait  of  Charles  I.,  8vo,  5s  Snare. 


-(if.)  Spanish  Dictionary,  12mo,  10s  6c2   New  York. 

—  and  Simonne  (T. )  Method  of  Learning  Spanish,  new  edit. ,  post  8yo,  6s  TrUlmer. . . . 


Velpeau  {A,L.)  Anatomy  of  Regions,  translated  by  Hancock,  8vo,  16s Longman  

Diseases  of  the  Breast,  8yo Sydenham  Soc, 

. . Elements  of  Midwifery,  translated  by  Meigs  and  Page,  8vo,  21s  Philadelphia... 

-  Opentive  Surgery,  by  Townsend,  8  v.  8vo,  Plates,  4to,90s  New  York 


-  Treatise  on  Cancer  of  the  Breast,  byMarsden,  8vo,  14s Renshaw 


Venables  {E.)  Annals  of  the  Church  of  St.  Mary  the  Great,  Cambridge,  8vo,  Is BeUA  JkUdy 

—  Castle  of  Hurstmonceux  and  its  Lord,  8vo,  sd.,  8s  ;  cl.,  4s /.  R,  Smith  .. 

-  Guide  to  the  Isle  of  Wight,  fcap.  8vo,  7s  6d  Stanford 


-{Roht.)  Elements  of  Urinary  Analysis,  12mo,  8s O.  Knight  .. 

Nature  and  Treatment  of  Asiatic  Cholera,  12mo,  2s  M H.  Hughes.. 


•  {RL.)  Domestic  Manners  of  the  Russians,  post  8vo,  9s  6(i,  '39  ;  new  ed.,  5s  Murray . 


Veneer  (/.)  The  Book  of  Common  Prayer,  new  edit.,  18mo,  5s Kelly 

Vendigaid  ;  a  Tale  of  Wales  in  the  18th  Century,  2  v.  post  8vo,  21s Saunders  A  0, 

Venedey  (/.)  Ireland  and  the  Irish,  1843,  tnnsUted  by  MacCabe,  12mo,  5s Dolman 

Venema  {Her,)  Institutes  of  Theology,  translated  by  Brown,  8vo,  8s  6d    Hamilton 

Veneroni  (/no.)  Italian  Master,  by  Rosteri,  new  edit.,  12mo,  6s  Longman  

Venice  and  Switiarland  Historically  Described,  18mo,  Is  6d Rel.  Tract  Soe. 
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Yenioe,  IlliuitraM  by  G.  Bunard,  folio^  84t  Madam 1843 

Venn  (iTcn.)  Daty  of  Man,  8ro,  St  Longnum  1836 

withBaiajbyDr.  Brown,  12mo,  is W.  ColUns i«49 

Biemoir,  12mo,  9t  6d,  Partridge;  12mo,  ^6d  ...  Jtd.  Tract  Soe.  1839 

— ~ Life  and  CorrespondeDce,  12mO|  8«,  1839;  new  edit.,  7t ffaiehard  1853 

— ^  {Jno.)  and  Waterworth  (/«.)  Religions  DiacuMion  at  Hereford,  8to,  8t SeeUjf 1844 

Yenning  (Jno.)  Hemoriala  of,  by  T.  S.  Henderson,  12mo,  6f KnighiA:  8<m,.ti6% 

Venoeto  (Fr.)  Raoeolto  di  Poesie  Itolienne,  for  Beginnen,  8to,  6$  Hd   NuU  1858 

Ventilation  of  Minei  of  South  Staffordshire,  Sto,  4«  Simpkm 1847 

Ventouillac  (L,T.)  Bonqnet Littiraire,  new  edit,  ISmo,  8f  6d Parker  d:&m...iiz9 

^— Frenoh  Poetty  lor  Children,  with  English  Notes,  new  ed.,18mo,  2t  Parker  A  Sam  ..1850 

Rndimenta,  new  edit,  by  Wattes,  12mo,  %•  6d  Parker d:8em.,.i%^^ 

— ^— ^ Livre  de  Classe,  with  English  Notes,  new  edit.,  12mo,  5s Parker  A  8<m,.. il^\ 

— — Morceaox  d'Hiatoire,  18mo,  8«  6d    Lew 1837 

Ventiy  Harbour,  Kerry,  Account  of  the  Battle  fought  there Otammc See.  ...n,d. 

Vera  {A.)  Inquiry  into  Speculative  and  Experimental  Science,  post  8vo,  St  M    Longman   1856 

Veracras  (C.8.)  Council  of  Constance  ;  Martyrs  of  15th  Century,  12mo^  Is  6d    B.  L.  Oreem  ...1848 

Verdicts,  post  8ro,  2f E.  WiUon 185a 

Vere  (CAo.)  Pocket  Cambist ;  or,  Foreign  Exchanges,  12mo,  5s Simpkin 1836 

Tables  of  Foreign  Monies,  12mo,  2s Simpkin 1836 

Verecker  (H,P.)  British  Shipmaster's  Hand  Book  to  Bio  Grande  do  Snl,  12mo,  5s...  £.  Wilfon i860 

Verey  (/os.)  Roland  the  Painter  :  a  Romance,  12mo,  Is Ward  d:  Lock   i86s 

. Tales  for  the  Twilight)  post  8ro,  5» Jat.Blaekwood  1858 

■  Tinsel  or  Gold  ;  a  Fireside  Story,  12mo,  8s  6d   JaM.Bla(iew>od  i860 

Up  in  the  Clouds,  fcap.  Svo,  2s Cir.CifaHbe...-i86i 

Vergani  (M.A,)  Italian  and  English  Grammar,  by  Guichet)  12mo,  5s — ^Kej  to,  8s  ...  DmJUmm   i860 

Raconti  Istorid,  da  Comelati,  12mo,  5s  6cf Dmkm   1849 

Vergil  {Polgdore)  English  History,  V.  1  to  the  Conquest,  edited  by  Ellis,  4to  Camden  Soe.  ...i%46 

■ Henry  VL  to  Richard  III.,  edited  by  EUis,  4to  ...  Camden  80c.. ..1^44 

Verioour  {L.X,de)  Historical  Analysis  of  Christian  CiTiliiation,  post  8yo,  10s  6d    ...  /.  Chapman  ...1S50 

—————  Modem  French  Literature  (PeopIe^s  edition),  roy.  8ro,  2s    Chambert  1 84a 

m Principles  of  History,  12mo,  ls6rf BaiUiire    1845 

Verity  {Robt.)  Changes  in  the  Neryous  System  by  Civilisation,  8yo,  4s,  1838  ;  n.e.,6s  Highly 1839 

VerlsAder  (^ai.)  Vestal  and  other  Poems,  8yo,  5s    Maerone    1837 

Vomer  (Joe.)  Syrian  Snare  and  European  Na^ons,  8to,  Is Weriheim  i860 

Vemey  {E.H.)  Naval  Brigade  of  the  Shannon  in  India,  1857-8,  roy.  8to,  7s  M Sanndende  O.  i86a 

(Zady)  Thoughts  on  Isaiah,  Chap.  1  to  40,  post  8yo,  5s NitbdL    1858 

*—  (Sir  R.)  Notes  of  Proceedings  in  the  Long  PSvliament,  edited  by  Brace,  4to  ...  Camden  S0C....1845 

Vemey  Family,  Letters  and  Papers  of ,  1689,  edited  by  Brace,  4to Camden  Soe... .1851 

Vernon  (BJ.)  Early  Recollections  of  Jamaica,  12mo,  6s WkUlaker 1848 

(E.J.)  Guide  to  the  Anglo-Saxon  Tongue,  5s  6^  1846 ;  2nd  edit,  12mo,  6s  /.  R.  SmiOi  ...i860 

■  (Joe.)  Letters  to  Doke  of  Shrowsbury,  edited  by  James,  8  y.  8yo,  42s CoUntm 1840 

— —  (/no.)  Godly  Sayings  of  the  Ancient  Fathers,  12mo,  5s   RivingUm  1846 

(/.JZ.)  Sermons  preached  in  Ihiblin,  8vo,  10s6d    RimmgUm  1837 

Vemon  Gallery  of  British  Art,  4  v.  fol.,  each  42s A.  Hall 1852-5 

Qrove  ;  or.  Hearts  as  They  Are,  a  Novel,  12mo,  7s New  York 1858 

Verrall  (CAa.)  Treatise  on  Curvatures  and  Diseases  of  the  Spine,  Svo,  6s ChwckiU  1851 

Verschoyle  (Ham.)  Bond  of  Perfectness  Explained  and  Illustrated,  12mo,  4s  Sedeg...:. 1849 

Sermons  on  Lord*s  Prayer  and  other  Subjects,  12mo,  5iM   Longman  1846 

Preached  in  Dublin,  12mo,  6s,  i843^red.  to  4s  6d   ...  Sedeg 186s 

Verschoyle,  a  Roman  Catholic  Tale  of  tiie  Nineteenth  Century,  12mo,  tfs HaUhard 1837 

Verse  Translations  from  the  German  of  Burger,  Schiller,  &e.,  8vo,  2s  M Murray.. 1847 

VerMS  and  Mitoellaneous  Poems,  by  S.  B.,  12mo,  Ss Cleaver 1851 

Translations,  by  C.  S.  C,  fcap.  8vo,  5s BeUd:  Daidg...jUt 

•—^  by  a  Poor  Man,  I2mo,  3s WkiiUdber 184s 

for  a  Christian  Child,  new  edit,  82mo,  Is DarUm  1840 

Lent  and  Easter  Tide,  12mo,  Is  6(2  JIamiUon  1861 

1851,  edited  by  Rev.  E.  Hawkins,  12mo,  2s Bell   1851 


Versicles  from  the  Portfolio  of  a  Sexagenarian,  12mo,  ZB6d  Longmem  186s 

Vertot  (Abb^)  History  of  Revolutions  of  Sweden,  by  Stopleton,  18mo,  2s  M    Simpkin 1857 

Very  Little  Tales  for  Very  Little  Children,  1st  and  2nd  series,  newed.  in  1  vol  16mo,  8s  Bell  A  Daldy...  i$bi 

Vesper  Book,  according  to  the  Roman  Breviary,  18mo,  3s  6d Bun^    1850 

— for  the  Laity,  18mo,  Is  6<£  T.Ridiardmm  .1850 

Vessels  and  Voyages,  a  Book  for  Boys,  by  Uncle  George,  new  edit,  16mo»  Is  M Groom^ridge...  i%6i 

Vestiarum  Scoticum ;  or,  Book  of  Tartans,  imp.  4to,  10/ 10s Simpkin n.d. 

Vestiges  of  Civilisation  ;  or,  Etiology  of  History,  post  8vo,  10s  6d  BaillUrt    1851 

— ^— ^—  Old  London,  Etchings,  witii  Descriptions,  roy.  4to,  42s    Bogme    1851 

>■  the  Gael  in  Gwynedd,  by  Rev.  W.  Basil  Jones,  8vo,  4s  M <7am5.j4fv.i4ss.  %.d. 

Natural  History  of  Creation,  post  8vo,  7s  6rf,  '44;  ^«i  '47;  12mo,  2s  6<i  CkwrtkiU  1851 

Illustrated,  8vo,  12s  6d,  '53;  n.  e.,  7s  6d  CkwekiU  i860 

Sequel  to,  post  8vo,  5s   CkwrckUl  1845 

Vestigia,  Prose  and  Verse,  by  One  of  the  Million,  12mo,  5s   SatmdereikO.  1856 

Veteh  ((?.^.)  The  Gong  ;  or.  Reminiscences  of  India,  12mo,  4s (7roofii5ru^...i85x 

(/.)  On  Navigation  between  the  Mediterranean  and  Red  Sea,  8vo>  2s P.  Ridkardeon  1843 

Plans  for  the  Sewenge  of  the  Metropolis,  Svo,  69 Wgld 185a 
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Veterinarian  (The),  V.  1  to  85,  8vo,  each'l8«   Longman  .„Annwd 

Veterinary  Directory  ;  or,  Annuid  Register  of  Veterinary  Surgeons,  cr.  Sto,  2«   Simptin    ...Annual 

Homoeopathy :  Domestic  Animals,  1 2mo,  8«, '  5 1 ;  new  ed. ,  58, '  5 7 ;  abr. ,  2»  6d  Sanderton 1859 

Vetromile  (i?.)  Indian  Good  Book,  12mo,  9« New  York 1858 

VetiiB  TeBtamentnm,  ex  Versione  Septoaginta,  editio  nora,  2  y.  roy.  82mo,  12s   Tegg  1843 

Gnwom,  oura  ei  stodio  J.  N.  Gager,  2  v.  imp.  Bvo,  86«    IHdot 184a 

VetvBta  Monnmenta,  6  y.  f oHo ArU.Soc.Lon,    1847 

Via  DoloroBa  ;  Catholic  Deyotion  of  the  Stations,  16mo,  4f  6d Longman  1848 

Yicarof  Lysnll,  a  Oleigyman's  Diary,  1729,  fcap.  8yo,  ii  6d   Saundert^O.  i860 

Yicar's  Fire-side  ;  Stories,  16mo,  St  6d Darton  1839 

Yicars  (Capi.H.)  Memorials  of,  by  A.  of  Victory  Won,  12mo,  8s  6<l,*55  ;  ch.ed.,  ItSd  Nuibei 1857 

(/no.)  Bngland's  Worthies,  12mo,  5s    J.  R.  Smith  ...1845 

Yicary  (M.)  Notes  of  a  Besidence  at  Rome,  1846,  post  8yo,  lOf  6<i,  1847  ;   n.  e.,  5s  Benilep  1849 

Pencillings  in  Poetry :  Poems,  post  8vo,  6«  A.  Ball 1857 

Vicat  {L.J,)  Treatise  on  Mortars  and  Cements,  translated  by  Smith,  8yo,  10«  6(2 Weale    1837 

Yidsriiades  of  Commeroe,  a  Tale  of  the  Cotton  Trade,  2  y.  post  8yo,  21s Saunden  A  0.  1851 

Yickera  (TTiik)  Bxplanation  of  the  Ten  Commandments,  12mo,  4« Rivingion  1847 

Ptoish  Sermons,  12mo,  5s Rivington  1853 

Victim,  aTaleof  the  Lake  of  the  Poor  Cantons,  post  8yo,  8«   Longman  1838 

of  the  Jeanits;  or,  Piqnillo  AUiaga,  8  y.  post  8yo,  31s  Qd Btntley 1848 

Victor  {H.H.)  PtoMshial  Minister's  Manual  for  Visiting  the  Sick,  12mo,  8s  6(i RivingUm  1839 

Yictoria  (Queen)  Anecdotal  Memoir  0^  18mo,  3j  6d Bennett 1839 

from  her  Birth  to  her  Bridal,  2  y.  post  870,  21« CoUntm 1840 

Visit  to  France  and  Belgium,  12mp,  5s  6d    Wright  1844 

Jersey,  1846,  folio,  5/ 5s Longman  1847 

Scotland,  4to,  21s  Mwrray 1844 

and  Albert,  Anecdotes  of,  8yo,  18s BenntU 1840 

Short  Biography  of,  16mo,  2si6d OrantdtO 1851 

Louis  Philippe's  Jhiyate  Coziespondence,  by  Judge,  12mo,  8s  ...  Strange 1848 

Victoria  Annual,  1844,  roy.  4to,  42s Longman  1843 

Regia,  edit  by  Adelaide  A.  Procter,  roy.  8yo,  21« , FaithfuU   1861 

Victoriad,  an  Rpic  and  lUustratiye  Poem,  5s Stevenson  18^1 

Victory  oyer  Death,  12mo,  Is  6d Whittaker 1841 

Won,  a  Memorial  of  the  Last  Days  of  G.  R.,  12mo,  Is  6d Nitbet  1855-56 

Yidal  (A.)  IVeatise  on  the  Venereal  Disesse,  trans,  by  Blackman,  roy.  8yo,  25s  Triilmer 1854 

{Bp.)  Parish  Sermons  at  Dicker,  Sussex,  12mo,  6s-red.  to  2s  6(2 /.  Darling    ...185a 

-  {Mn.)  Bengala ;  or.  Some  Time  Ago,  a  Tale,  2  y.  12mo,  10s  6d  Parker  is  Sofn   i860 

Cabramatta  and  Woodleigh  Farm,  Tftles,  12mo,  6s  6(2  Rivington  1849 

BUen  Raymond,  a  Noyel,  8  y.  post  8yo,  81s  6«2  Ai»«(A(l;i»<2sr.i859 

Bsther  Merle,  and  other  Tales,  ISmo,  2s  6<2    /.  Hugha 1847 

Florence  Templar  (Shilling  Series),  12mo,  Is Smilth  A EldtT .\%ii\ 

—  Home  Trials,  18mo,  8s MatHtre 1858 

Tales  of  the  Bush,  18mo,  h% Rivington 185a 

Winterton,  a  Tale,  12mo,  8s  6<i   Rivington  1846 

Yidooq  (iT./.)  Autobiography,  12mo,  4s  6d Chidley 1844 

(TT.)  Life  in  Paris;  or,  Adyentnres  of  a  Marquis,  roy.  8to,  plates,  5s Appleyard 1848 

Yiele  (JLX.)  Handbook  for  AetiyeSerrioe,cr.  8yo,  6s  6(2  NewYork 1861 

Yiener  (if f)  Career  of  a  Rising  Man,  a  Noyel,  8  y.  poet  8yo,  81s  6<2 Newby  1855 

Yieuflseox  {A.)  Buildings  and  Reyolutions  of  Paris,  new  edit.,  3  y.  ISmo,  4s  6(2    ...  O.  Cox  1848 

History  of  SwitzerUnd,  8yo  (Lib.  U.  K.),  7s  6(2   Baldwin    1840 

View  of  the  Scriptures  and  of  Natural  Knowledge,  8yo,  8s  Batehard 1838 

Views  and  Reriews  of  American  Literature,  History,  and  Fiction,  square  8yo,  8s  6(2  Wiley    1846 

in  the  County  Palatine  of  Chester,  4to,  5s BellADaldy   185a 

on  the  Nile,  from  Cairo  to  the  Second  Cataract)  folio,  84s  Graves  1843 

Yieyxs  {Ani.)  Portuguese  Dictionary,  new  edit.,  2  y.  8to,  86s,  1840  ;  18mo,  10s  6(2  Duloin    i86a 

Grammar,  8yo,  7s IhdaM    1847 

Yigilaatins  and  his  Times,  by  W.  S.  Gilly,  8yo,  12s  Seeley 1844 

Yigne  (0*T.)  Six  Months  in  America,  new  edit.,  2  y.  post  8yo,  20s WhiUaker 1840 

Trayels  in  Cashmir,  Ladak,  &c.,  2  y.  8yo,  28« — red.  to  15s    Colbwm.^ 1843 

Visit  to  Ghusni,  Kabul,  and  Afl^hanistan,  8yo,  21s Whittaher 1840 

Yignoles  {Ch.)  Obseryations  on  the  Eclipse  of  the  Sun,  July  18,  1860,  roy.  8yo,  10s  6(2  Longman  i860 

Yigny(.4(f.*(2e)  Cinq  Mars,  a  Romance,  post  8yo,  8s  M    Bogne    1846 

Viking  (The)  ;  an  Asa  Epic,  by  Zayaar,  12mo,  6(2  ChiarUm     1849 

Vikramoryasi,  a  Drama,  by  K&lid&sa,  edited  by  M.  Williams,  8yo,  10s  6(2  Madden 1850 

Village  Astronomer,  a  Tale,  translated  from  the  German,  12mo,  8s Wertheim  x85a 

ChnnA,  a  Poem,  by  Author  of  the  Phylactery,  post  8yo,  5s    Batehard 1843 

Deyelopment  based  on  Practical  Prindples,  12mo,  2s    G.  Cox  1854 

Doetor,  by  Countess  D'ArbouriUe,  translated  by  Lady  D.  Gordon,  12mo»  Is  Chapman  dsB,i9$^ 

Garland  :  Amusing  and  Instmctiye  Poems,  12mo,  3s  6<2 Simpkin 1848 

Magarine,  fcap.  8yo,  4s  6(2 Tya»  1839 

Missionaries :  a  Tale,  by  Author  of  Under  the  Microscope,  cr.  8yo,  3s  6(2 ...  NeUon   1861 

Poems,  by  R.  a  R.,  12mo,  2s  6(2    Partridge 1859 

Preacher;  or,  Short  Plun  Sermons,  5  y.  12mo^  each  5s    Rivington  ...1841-4 

Records:  Susan  GKbson,  16mo,  2s  6(2 Dalton  1856 

SoenM^  a  Poem  in  Two  Parts,  fcap.  8T0y  2s JohntUmedi  B,i%so 


( 
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Village  School  and  its  Scholan,  12mo,  USd  Jkam 1851 

Mutran's  ABBiatont)  18mo,  lOd   Hope 1852 

r- Roading  Book,  18mo,  !•  6d Hope i8s» 

Science;  or,  Lawaof  Natare  Explained,  18mo,  2« JUL  Tract  Soe.i%si 

Tales,  Moral  and  Religions,  by  Author  of  Jane  Brooks,  12mo,  It  6d  Wertkeim  1850 

Voices  on  Religious  Subjects,  in  Verse,  12mo,  2m    J.  Ckapwutm  ...1U9 

Voluntary,  a  Tale,  12mo,  4< HamiUim  184* 


ViUemain(Af.)Hi8toirede  Cromwell,  pour  les  Eooles,  12mo,  3«6c< BarikiM 1839 

Villeroi;  or,  Religion  founded  on  Principle,  &c.,  12mo,  6«    Lomgmam  185^ 

Villan  {Marq.  (2e;  Courd'Espagne  sous  leRdgnede  Charles  XII.,  1 678-82, sm.4to,28«  TriUmer 1861 

Villen  {Cha.)  Essay  on  the  Reformation  of  Luther,  12mo,  4s  6d hUdtworik    ...1836 

Villiers,  a  Tale  of  the  Last  Century,  8  v.  post  8vo,  80« Wkittater 183s 

yHWeTB  {Bp,B,M,)  Faanilj  ^njen,  new  edit,  12mo,  Zs  6d Aubet i860 

^— Principle  and  Practice  :  Lectures  on  Confirmation,  1 8mo,  Is  6d    Nitbet    1 8  5  $ 

Religion  no  Fiction,  2nd  edit.,  18mo,  1«  6d Nitbet     18+8 

, Sermons  at  St.  George*s,  Bloomsbuiy,  12mo,  St    Nitbet     1845 

on  Importance  of  the  Word  of  God,  12mo,  6s Nitbet    1849 


Toung  Professor  :  Lectures  on  Confirmation,  18mo,  2f Ni»b«t     1846 

Vinall  (/.)  Sennons,  8vo,  6s Nitbet 1861 

Vince  (<Sam.)  Obseryations  on  Deism,  8vo,  2« BivingUm  1845 

Vincent  (A.)  R^sum^  de  Grammaire  Franfaise,  8vo,  4s  6d    Wiiliawud:  N.  1861 

(StrF.)  Arundel,  a  Novel,  8  ▼.  post  8vo,  31s  6d    Sav^nden  de  O,   1840 

(Q.G,)  Eyidenoe  in  Human  Natureof  a  Future  State,  12mo,  8s  M Tweedie 1844 

■  Moral  System  ;  or.  Law  of  Human  Nature,  2  ▼.  8ro,  14«    Tweedie 1853 

. « Science  of  the  Moral  Nature  Considered,  8vo,  10s Tveedie 1855 

■  (/.)  Country  Cottages  :  Dwellings  for  Agricultural  Labourers,  n.  e.,  foL,  12s  Hardwicke 1861 

{Jno.)  The  Pretty  Plate,  a  Tale,  16mo,  2ted;  cold.,  3s  6d Addey    1855 

{J.P.)  Obeeryations  on  some  Parts  of  Surreal  Practice,  8^0,  12s    Longman  1847 

(rAo.)  Explanation  of  Assembly's  Shorter  Catechism,  18mo,  2s  Joknttome  1848 

Tinoent  de  Patul  (^^)  Life  of,  by  Henry  Bedford,  12mo,  2s  BwmM    1856 

Vinoentlus-Lirinensis  against  Hereby,  Latin  k  English,  18mo,  ea.  Is  6d  ;  1  t.,  8s  6€{  J.ffJ:J.Parberii^i 

Vindication  of  Protestant  Principles,  by  Piiileutherus  Anglicanus,  8vo,  6s   Parker  d:  Som  .1847 

VindicisB  AnglicsnsB :  England's  Right  against  Papal  Wrong,  Svo,  2s  6c(   SeeUy 1851 

Vine  (if.-W.)  Pleasant  Fruits,  18mo,  2s  6d SeeUjf 1857 

Vine:  its  Culture  and  BCanagement,  plates,  12mo,  2s  6d   Simpkin 1858 

Vine- Dresser's  (Grandchild,  a  Tale,  18mo,  Is Piper 1857 

Viner  {O.M.)  AvLut  Eliza's  Garret ;  or.  Scenes  in  the  Life  of  a  Needle,  8yo,  Is  EUioU   1854 

Vines  (Cha.)  Dictionary  Appendix  ;  Guide  to  Speaking,  &c.,  new  edit.,  fcap.  8vo,  5t  /.  F,  Shaw     .i860 
Thunderbolt  for  Rome,  12mo,  4s J,  P.  Shaw    ...18^7 

—  (W.R)  English-Latin  and  Latin-English  Dictionary,  new  edit.,  32mo,  4tM    ...  AUmaM i860 

Vinet  (ii2».)  Chrestomathie  Fran^aise,  par  Chaumont,  12mo,  Zt6d WhiUaker 1856 

Christian  Philosophy,  18mo,  Is  6d /W.  Tract  Soc.  1846 

■ Eyangelical  Meditations,  transl.  by  Masson,  post  8to,  Zt  6d Bamilion  i8$8 

Gospel  Studies,  12mo^  It  6d    W.Collina 1849 

History  of  French  Literature  in  the  18th  Century,  8ro,  9«,'54— r.  to  6t  HawtilUm  i860 

Homiletics;  or,  the  Theory  of  Preaching,  post  8vo,  9s HamilUm  1858 

— ^ Pastoral  Theology  :  Theory  of  tl^e  Gospel  Ministry,  post  8yo,  ZtM    ...  BamiUon  185s 

— —  Personal  Religious  Conviction,  by  Jones,  post  8vo,  9#,  1843    i^*  ^  ^  j€ukt<mJk  IT...  1849 

Sermons,  selected  from  his  Works,  12mo,  3»  6d Seeley 1849 

Studies  on  Pascal,  translated  by  Rev.  T.  Smith,  cr.  8vo,  5t HamilUm   1859 

ViUl  Christianity  :  Essays,  4c,  12mo,  Is  6d W,  CoUim 1851 

Viney  {Jotiah)  Prison  Opened  and  the  Captive  Loosed,  12mo,  Is  Snuw 1854 

Vining  ((7.)  Decimal  Coinage  and  Currency  without  Fractions,  8vo,  2s HamUUm  1855 

Vintner,  Brewer,  and  Spirit  Merchant's  Guide,  12mo,  7s  Piper 1838 

Vinton  {A.H.)  Sermons,  8vo,  6s    Philadelphia...  19^6 

Viola  the  Affianced,  &c.,  12mo,  10s  6<i Mbum 1839 

Violeniia,  a  Tragedy,  post  8vo,  3s  6(]f Parker  A  Som  .i9si 

Violet,  a  Tale  for  Easter-tide,  12mo,  Is  6d  Mastert 1859 

Bank  and  its  Inmates,  a  Novel,  8  v.  post  8vo,  81s  6<2 Hurttd:B.  ...1856 

or,  the  Danseuse,  2  v.  post  8vo,  21s,  Colbum,  1836  ;  new  edit.,  12mo,  Is  ...  Bomtledge  i860 

Violets  and  Jonquils,  a  Tale,  2  v.  12mo,  12s Saunden  d:  O.  1857 

VioUet-le-Duc  (E.)  On  the  Military  Architecture  of  the  Middle  Ages,  8vo,  20s    J.HJsX.PaiHeeritbo 

Vizchow  {Bikdolf)  Cellular  Pathology  as  baaed  upon  Histology,  translated,  8vo,  16s  ...  ChurMU  1860 

Viigil,  Opoa,  24mo,  8s  Waahbtmrme  ...1%^$ 

Aldine,  12mo,  6«,  Pickering,  1845  ;  2»  6<i  Ward  A  Lads  .1%  $7 

Bryoe,  12mo,  7s  6(f  ;  Notes  separate,  5s    Orijfia    1857 

■ with  Notes,  Illustrated,  post  8vo,  10s  6(2  OriJSa    1857 

— —  Chamben'  Educational  Course,  12mo,  4s,  1849  ;  >>•  o*>  ^  ^m  ^^^  ^•-  Chambert i860 

Conington,  8vo,  V.  1, 12s  ;  V.  2,  14s,  WhiUaker,* s^-^^i  18mo»  8s  M  BeUdfDtMg...i$$9 

■^— — Dolphin,  i  Duncan,  new  edit,  8vo,  lis Bivimgtim  1854 

Duncan,  new  edit.,  8vo,  10s   Wathbovnu  ...xt^i 

Dymock,  18mo,  3s  6(2 Simpkin 1857 

Edwards  and  Wheeler,  2nd  edit.,  12mo,  12s ffoultUm   184) 

Forbiger,  with  Notes  by  Hickie,  cr.  8vo,  6s  BeUd:  Daldg..,i%4'^ 

Freund,  12mo,  8s  6(2   Nelaon  1854 
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VirgU,  Opeim,  Q«lbnith,  ISnio,  df BwiMton   1841 

Heyne,  18inO|  S«  6d,  WkUtaker,  1855  ;  com  Index  Maittaire,  8to,  14i  Jtu.Bohn 1839 

Hunter,  ISmo,  Sidd;  llth  edit,  2t  6d  Simpkin 1861 

M'Dowall,  12m<s  3«    JSimpiin i86» 

■  Mongnn  and  Gampbel],  12mo,  d«   Simpkin i86a 

Oxfoitl  Pocket  Claasica,  18mo,  2i  6d JM^J, Parker i%S 5 

—    ■  Thompaon,  with  250  Illoatrations,  post  8to,  8«  Qd,  1854;  5t Orifin    .........1863 

— 2-r Valpy,  18nio,  3i  6<2 ;  with  Bngliah  Notes,  18ino,  7<  6d Longman  i860 

et^ycroft,  12mo»  8<6</;  with  English  Notes,  12mo»  7t6d Longman  i860 

Wagner,  2nd  edit.,  8vo,  5«  6d   WilliamiAN,  1849 

Yonge,  pottSTO,  9»  W—rwL  to  7»  W Benile^ 1861 

timnalated  bj  DaTidson,  l2mo,  8«  6ii,  1851;  2«  6(2 W.  Allan 1855 

-  Notes  by  Backley,  post  8vo,  3<  6d H.Bohn 1850 


Diyden,  24mo,  2b  M,  A,  Scott ;  12mo>  8«  M   WoMowmt  ...1851 

-  Owgan  and  Mongan,  12mo,  2a  M Simpkin 1861 

Singleton,  2  ▼.  post  8vo,  each  9s Bellas Daldgi%sS'^ 

Wheeler,  12mo^  8«  6d  Ttgg 1853 

into  Blank  Verse,  by  Kennedy,  cr.  8vo,  6f H.  Bokn 1861 

JSneid,  Anthon  et  Metcalfe,  12mo,  79  6d Whittaker  , 1846 

-Major,  12mo,  7«  6<{,  1845;  5m  Parker^  Son   1854 


Troliope,  12mo,  7t  dd—nd,  to  5a  ^ T^g  1847 

-  Dabner  et  Arnold,  12mo^  6a BivimgUm  1852 

-Edwardi^  12mo^  iadd;  with  Qnestions,  6« Cradock 1841 

-  Galbraith,  lab.  1-6,  with  Qnestions,  new  edit.,  12mo^  5a W.  AUan 1852 

7-12,  with  Questions,  new  edit.,  12m(>,  5a ;  1  y.,  9«...   W.  Allan 185a 


Lat.  k  Bng.  by  aUes,Bks.  l-4,18mo,  2a  6d,  1859  ;  Bks.  5-10,  2a  dd  .  Oomiah i860 

Notes  by  Biyee,  12mo,  7a  dd]  !f otes  sepan^,  5s  Orifin    .'. 1856 

Lib.  1-4,  Hamiltonian  System,  12mo,  5s  6d  AjfloU    i860 

1-3,  Kenny's  Notes,  12mo,  Is  M C.  H.  Law 1854 

1-6,  Arnold's  Classics,  8vo,  12«   ...  Ritfington  1845 

with  interpaged  Translation,  12mo,  6f  6d  WtUton 1839 


2,  Notes  by  Bradley,  l2mo^2a6d Longman  1857 

6,  Notes  and  TranslatioD  by  Hickie,  12mo,  5s WhaUaktr 1850 

■  tnnsL  by  King,  2  ▼.  12mo,.10s6<i Rivinglon  1847 

Moqgan,  Books  1-12,  feap.  8to,  2a  6d  Simpkin i860 


into  Scottish  Verse,  2  v.  4to BannatgneClnA  1$^^ 

Book  1-2,  in  Bngliah  Blank  Iambic,  8ro,  4s  M Walton 1845 

1-6,  7-12,  translated  by  Owgan,  12mo^  each  Is  dd Simpkin 1855 

Bneoliea  et  Geofgiea,  Anthon  et  Nichols,  12mo,  6s Tegg  1857 

Bryce,  ISmo,  8s  ;  Notes  separate,  2s Orifin   185; 

Keightley,  post  8to,  10s  6rf;  Notes  separate,  8vo,  9s  ...   Whittaker 1848 

Mongao,  12mo,  Is  6<i  Simpkin 1861 

Galbraith,  with  Qoastions,  12mo,  2s  6d Macktn 185a 

Oxford  Pocket  Olassics,  18mo,  Is  J.H.4: J.Parker i2ss 


—  Bocolicsaad  Qeoigici^  byMoag^n,  fcap.  8to,  Is  Qd    y Simpkin. i860 

-^ Bnahton  and  Yonge,  Pt.  1,  12mo,  Is  ;  Pt  2,  2s  ...  WeaU 1855 

-  rerised  by  S.  B.  Wheeler,  12mo,  5s ffouUton   1843 


—  Bckgnesand  QeoigicB,  with  Notes  by  C  Anthon,  new«dii.,  12mo,  6s  Tegg  1847 

—  Geoigic  I.,  Commentary  and  Notes  on,  12mo,  6s  Qd TheobtUd   1853 

—  Georgics,  Classical  Texts,  18mo,  ladd  Parker  d?  Son  .iZ  si 

Oxford  Pocket  Classics,  18mo,  2a  J.HjLjJ^arkeriZsi 

translated  by  Bathant,  12mo^  iaOd Walton  1849 

King,  12mo,  4s  6<2   Bivington  1843 

Sewell,  12mo,  2s  dd J.H,AJ.PaTkeri%sS 


..-.-..  Wagner's  Text,  Notes  by  Sheridan,  post  8yo,  6s  6(2 Macken 1856 

eiiSaeidin  Usam  Scholanim,  18mo,2s6<2.. JM^d^.Parkerii^ 

awl  other  Poems,  with  English  Notes,  18mo^  Is  J.HukJ.Parkeri%$4 

Pasionls,  Hexametrical  Bxperimento  in,  4to,  12s Pickering 1838 

Virgil  and  Oirid :  Extracts  for  King's  College  School,  12iiu>,  3s  6(2 ,.-  ^^li^fv>ea 1857 

Viigilis  Mnem,  toned  into  English  Meter,  by  Lord  Sozrey,  4to BoxbwrgheClnbiZi^ 

Virgin  Widow;  or.  Triumphs  of  Ooepel  Truth,  18mo,  2s    Snow 1857 

Vixginia,  Britannia,  History  of  Travule  into,  ed.  Major,  8to //aHu^^oc...  1849 

lUnstrated,  8vo,  14s Low   1857 

Virtoesof  the  Poor,  with  IlIostratiYe  Cases,  18mo,  2s    Snow 1853 

Vishnu  Pkrani,  from  the  Sanscrit,  ed.  Prof.  Wilson,  4to,  42s Orient.  Tr.  Fd.  nid. 

Pnrana;  System  of  Hindu  Mythology,  &c.,  by  Wilson,  4to,  42s;  lar.  pap.,  52s  6(2  Murray 1840 

Viaion  of  an  Orerseer ;  the  Fatal  Errors  of  the  Poor  Laws,  8to,^  3s  T.  Rid^rdaon. iZ$i 

. lauah  concerning  Jemsalein,  12mo,  2s  6(2    Simpkin 1844 

Rubeta,  a  Satirical  Poem,  roy.  8to,  12s    Wiley 1838 

Visoasof  a  Night;  or,  Qallery  of  Letters,  by  Peter  Lely,  8to,  2s  6(2  Sim^n 1848 

Vint  of  a  London  Bxqnimte  to  his  Maiden  Aunts,  foL,  21s    Kent :858 

' —  Fioun  Mae  Cnmhaill  to  Coum,  8to Oaaianie  Soe....n.  d. 

. to  a  Farm-honae,  18mo,  3s    Darton  1844 

Aostralia  and  the  Gk>ld  Bei^bns,  12mo,  2a  Sd Soe.  P.  0.  K.  1853 

■  BniySt  Edmund's,  18mo,  2a  6d Halcka/rd 1845 
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Wmi  to  OUiiiw  ;  or,  tU  BiboU  ei  Boreiige,  an  Irish  Stray,  by  H.  F.  D.,  18mo,  St...  SeOey t%4t 

—  London:  Dcaaription  of  ita  Onrioritiea,  18mo,  5U6d Jktrtom  1S41 

My  BiithplMe,  6tli  edit,  18mo,  U Hovtitdge  1S49 

Sherwood  Forest,  Newstesd  Abbey,  kc,  12nio,  2t6d   Longman  1S50 

I  the  Antipodes,  with  Beminisoenees  of  Anstimlis,  12mo,  Sa    Smith  d:  Eider  1S46 

<— British  Mnaenm,  12mo,  6« ChapmoM  A H.i%n 

^Ses-sid^  by  Author  of  Cousin  Bliabeth,  18mo,  2«  6<2  Wki^fidd  it^i 

Visits  of  FamiliAr  Instmetion  in  Seriptnre,  12mo,  4«  6(i NitUi    183S 

Vita  Qnomndam  Anglo-Ssnmom,  ed.  Qiles,  8to CaxUm  Soe,  ...n.  <(. 

Vit«  Boelesiie  Dunelmensis  Liber,  Srp,  lOt  SurUta  Soe.    ...1S41 

Vitalis  (Ord.)  BoolesisBtiesl  Histoiy,  tntnslsted  by  Porster,  4  t.  post  8^0,  each  5f  ...  B.  Bukn   ...1853-6 

Yitringa  (0am.)  Synagogue  and  the  Church,  tnnshtted  by  Bernard,  8ro^  7tf  6<l  FeUnteM 1842 

TiTian  ((?eo.)  Scenery  in  Portugal  and  Spain,  foL,  84«    Adcjrmamm,   ...1S38 

YiewB  from  the  Gardens  of  Borne  and  Albano,  fol.,  5/6f M*Ltan 1848 

(ITsi.)  Contemplation;  or,  a  Christian's  Wanderings,  8to,  fit Simpkin 1836 

Viaid  (/11a)  Commentaiy  on  Bxodns,  chap.  12,  y.  1  to  8,  12mo,  2f  6d  Blemham  1838 

Prineiples  in  Philosophy  and  Dirinity,  12mo,  5b   BUfukam  1836 

Visier  AUKhan  ;  or,  the  Masaaere  of  Benares,  leap.  8to,  Zttd   Murray 1844 

Ylieland  (/.i^.)  French  Chit-Chat,  8rd  edit,  12mo,  2a  M Jarrold i86z 

Ghfmmmar  and  Bxercises,  5th  edit.,  12mo,  5i ;  Key  to,  8f Jarrcld x86o 

— . in  Miniature,  12nio,  2s  M Jarrold 1849 

' Pkning  and  Dictation,  2nd  edit,  12mo,  2«  Jarrold 1849 

Boeder,  4th  edit,  12mo,  2aM  ...  Jarrold 1862 

^ Speaking  Teaeher,  12mo,  2i6d;  Key  to,  2iM  Jarrold 1847 

■  Olaneur  Francis,  new  edit,  12mo,  81 Jarrold 1841 

-  ItaJian  Qrammar,  12mo,  UM Jarrold 1851 

Beader,  First,  12ino,  2$6d Jarrold 1846 


...- Petit  Manuel  Franfais,  L6mo,  2t  6<i  Jarrold 1849 

Stepping  Stone  to  Conremtional  French,  12mo,  la  (id Jarrold n.d. 

Theory  and  Practice  of  German  Language,  12mo,  4a  M  Jarrold 1851 

Voeal  Companion  ;  Three  Hundred  Songs,  12mo,  5a    Tegg  183S 

Voelker  (CJka.)  Winkelried,  a  Tragedy,  translated  I7  M*Alister,  12mo,  5* SmOkd:  Elder  1837 

\ogan(RoU.)  AnM/UmyaokA'DwooamaiihoTBBth,  12mo,  6« Longman  1838 

-  {T,S,)  Lectures  on  Sacrament  of  the  Lord*s  Supper,  8to,  8f   J.H.diJ.Pm1ttri%^<^ 

Sermons  at  Bampton  Lecture,  1887,  8to,  12f EirmgUm  1838 

Vogel(-i.F.)On^uatioiis,  roy.  8vo,  2t WilUamtdsN.  1846 

(/«(i.)  Pathological  Anatomy  of  the  Human  Body,  by  Day,  Sto,  18t  BaiUiire    1846 

Vogts(aF.)  Letters  on  Chess,  transkted  byBwell,  12mo,  Aa Simpkin ....1848 

Yoioe  nom  a  Mask,  by  Domino,  post  8to,  7a   Waiter  i860 

■  America  to  Bngland,  by  an  American  Gkntleman,  8yo,  12f CoUmm 1839 

— — -  the  Cloud  of  Witnenes  :  Letters  of  Ute  Mrs.  Martin,  post  8to,  2f  6(i    ...  Nid)ti    1850 

Danube;  or,  Csse  of  Austria  and  Hungary,  post  8to,  7*  M BenUeg 1850 

Dormitory  :  Collection  of  Sacred  Poems,  12mo,  8f  M Smiths  Elder  1836 

Far  Interior  of  Australia,  by  a  Bushman,  12mo,  laM Smiths  Elder  1847 

Font,  12mo,  8s    Longman  1838 

Sanctuary  on  Miaionayy  Bnterpriae ;  Discourses,  8to^  9s  8<2 Jlamilion  1845 

-  in  the  Wilderness,  fcap.  8vo,  2s  6d Edmonda  1847 

of  Christian  Life  in  Song;  or,  Hymns  and  Hymn  Writers,  post  8vo,  6s Niabet    1858 

'  Devotion;  or.  Prayers  for  Six  Weeks,  S2mo,  2a  fid  BamUion  1854 

— ^  IsraeL  edited  by  B.  H.  Herwhell,  4to,  15s AgloU    1847 

— —  Our  Bziles  ;  or.  Stray  Leaves  from  a  Convict  Ship,  12mo,  8s  6d Orr    1854 

■  Thanlugiving :  a  Selection  of  Pasnges,  18mo,  Is  6<f Knight  1861 

-^— —  the  Church  ;  Selections  from  Dirines,  2  v.  roy.  8vo,  20s Buma    1841 

Nation,  2nd  edit,  12mo,  2a  5d Bovtledge  1844 


Voices  from  Auckland,  New  Zealand,  8vo,  Is   Bidgvag   1862 

■  the  Eariy  Church,  aSeriesof  Poems,  12mo,  7s  Buma    184$ 

-  Garden  ;  or.  Christian  Language  of  Flowers,  18mo,  Is  ;  doth,  2s  ...  Partridge 1851 

■  Grcenwoo  I :  Tales  from  the  German,byLady WaUaoe,  16mo,  5s  -  r.  2s  6<i  Bell  A  Ikddg. . .  1 859 

of  Spring  Flowet By  and  other  Tales,  18mo,  Is  (library  for  Young) Chambera  1861 

-  the  Nineteenth  Century,  post  8vo,  7s6cf  Saunderad:  0.  i86s 

Bocks:  a  Beply  to  Hugh  Miller,  12mo,  8s  M  Judd  A  Glaaa.,its7 

Seven  Thunders,  roy.  8vo>  2s Caak 1855 


Voii^t  (P.)  AtU»  of  Andent  Ge<^phy,  for  Schools  and  Colleges,  roy.  8vo,  5s  M ...  WiUiama  Ss  K.  1862 

Volant  {P.)  and  Warren  {0,B.)  Boonomy  of  Cookery,  fcap.  8vo,  Is  JHproeed:  B.    i860 

— — ^— Memoirs  of  A-  Soyer,  12mo,  2s    Kent  1859 

Volpe  (CHrolamo)  Home  and  the  Priest,  8  v.  post  8vo,  81s  M Newbg   i860 

■  Italian  Grammar,  for  Bton,  12mo,  4s  M     TrfUmer 1862 

■  Memoirs  of  an  Bx-Capuchin;  or,  Modem  Monastic  Life,  l&no,  5s    Partridge 1853 

Tragedie  Italienne,  8vo,  8s  6<<  Tkimm  1857 

Voltaire  (P.M,)  Cboix  dee  Tragedies,  par  Ventouillae,  2  v.  ISmo,  5a Tegg 1837 

— Henriade,  avec  Notes  par  Tarver,  18mo,  ^M Dutau    1856 

— -^— — par  Surenne,  18mo,  Is;  d..  Is  W  Simpkin 1856 

— — Histoire  de  Charies  MI.,  par  Catty,  12mo,  8s  Hd Simpkin 1857 

■  — ■ DelaVoye,  ISmo,  2s Parker  df  Seat  ,i%io 

— Dii^,  12mo,  8s  6rf BdlADMg.„its9 
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YolUire  (FM.)  E^ioire  de  Charles  ZII.,  par  Sureime,  ISmo,  It  6d   Sim]^ 1849 

traiulated,  mediam  8vo,  ad.,  If  lOd  W.  Smith 184* 

tr.  by  SmoUeti,  Mwedit,  82mo,  1«  6d...  Allnum i«6» 

with  Vocabulary  by  Bertrand,  12mo,  2f  (id  WiUiami diN.itsS 

Bk8.1-4,wiihUt.tr.byM«Miter,18mo,2i6d  Comiah 186  o 

rEmpirs  de  Baasie,  2t.  18mo,  2«;  1  ▼.  d.,  2<  M  Simpler 185 

-  Philoaophical  Dictionary,  2  t.  12mo,  6< Tnulove 185 

■ Pierre  le  Grand,  pa^DelaVoye,  18mo,  2t Parker  di  Son  ,i^si 

• Sarenne,  18mo,  2j  6<£  Simpkin   1856 

•  Wanostioeht,  12mo^  fit Simpkin  1851 


Voltaire  and  his  Timee,  by  Bangener,  post  Syo,  5s Mamiilon  1854 

Volume  of  Smoke  in  Two  Wbiib  :  Poems,  12mo,  fifl A.  Mall 1859 

VoIuDtary  Chnrcbee  of  England,  by  Consoientia,  8to,  If    Simpkin 1861 

Voluntaryism  in  England  and  Wales;  or,  Census  of  1861,  8ro,  2f  0d Cock^aw  1854 

Volunteer  Kifle  Corps,  by  a  Rifleman,  with  Exercises,  obkmg^  4f   Aekermaiim  ...185s 

Volunteer's  Book  of  Pacts,  edited  by  W.  H.  Blanch,  8to,  2f MiiekeU 186a 

Hand  Book,  12mo,  !• Dean  ^' Son  ...1859 

— ^  Scrap  Book,  by  Author  of  a  Cambridge  Scrap  Book,  oblong^  7f  Hd    MaemUUm i860 

VoQ  Oumpach  (/.)  Kgure  and  Dimensions  of  the  Earth,  2nd  edit.,  8yo,  12« Hardwieke i86a 

Kapff  (P.)  Directions  for  Prayer,  Introduction  by  Crowder,  12mo,  If  M .........  Simpkin 1862  ' 

Lagentrom  <^.)  Little  Paul  and  his  Moss-Wreaths,  12mo,  If  M Bogg  x86i 

Siebold  on  Intestinal  Worms,  2t.  8yo Sjfdenkam  Soe.  $6^7 

VouYed  the  Dane  :  Count  of  Elsinore,  2  ▼.  post  8yo,  21f   BenUey  1861 

Vores(7%o.)  Loving  Counsels  :  BeooUeotions  of  his  Sermons,  12mo,  4f  612,58;  3 e.,8f  Weriheim  .:.... i860 

Voss,  Louisa,  a  Tale,  translated  by  Coehrane,  post  8to,  4f JcknUone  1851 

Vox  Popnli  Vox  Dei :  a  Complaynt  of  the  Comons,  4to    RoaAurake  CL  184} 

Vojme  and  Venture ;  or,  Romance  of  Travel, -&c.,  12mo,  8f  6<i RouUedge  ...1852-1 

from  Trinidad  to  Southampton,  a  Poem,  12mo,  4f  .%..  BeUchMiUfen,.,i%Ai 
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of  the  Lady,  a  Novel,  2  t.  post  8ro,  21f  Hunltdt  B. 

Taeht  Mania  to  the  Faroe  Islands,  2nd  edit,  imp.  8to,  21f   Lonmnan 1855 

to  Immanuers  Land,  18mo,  2f  6<i Nuiet    1836 


-India;  or.  Three  Months  on  the  Ocean,  16mo,  8f  6d Bdrveg  184K 

— the  Fortunate  Islands,  an  Allegory,  18mo,  Is;  eloth,  If  fid Matiert 1855 

Voyage  d'Anacharsis,  par  Barthdiemy,  12mo»  6f  Simpkin 1856 

de  Polyolete,  par  M.  de  Bouillon,  dth  edit.,  12mo,  7f Law  1854 

Voyages  in  the  Black  Sea  to  the  Coast  of  Ciroassia,  8to,  10<6(i Murray 1838 

Round  the  Globe,  from  the  Death  of  Cook,  new  edit.,  12mo,  4f  6<f Ndwn   1853 

Vnie  (La)  Cronioque  d'Eaoooe  ;  Diploma  de  Jaoquea  Roi,  4to RoaAwrgkeCl.  1847 

Vyner  (iS.T.)  Treatise  on  Fox  Hunting,  roy.  8to,  15f Ackermanm  ...1847 

Vyae  (H.)  Operations  at  the  Pyramids  of  Giaeh,  1837,  3  t.  imp»  8t0|  78i  M  iV»dkMMM»...i84o-4s 

WAion((?.^.)  Account  of  the  Treasures  of  Art  in  Great  Britain,  8  r.  8to,  36f  Mwrray,. 1854 

Essay  on  Life  and  Genius  of  Rubens,  by  Noel,  post  8to,  9f Saundertds  0,  1840 

Handbook  of  Fainting  ;  German  and  Dutch,  2  t.  cr.  8to,  24t   Murray i860 

Visits  to  the  Galleries  of  Art  in  England,  1851-6,  8to,  18f Murray 1857 

Works  of  Art  and  Artists  in  England,  8  ▼.  post  8ro,  81t  M Murray 1838 

Waoe(ito6<.)  Chronicle  of  the  Norman  Conquest,  by  Taylor,  8to,  28f,  '37 — ^r.  tol6f  Pidbering 1854 

Conquest  of  England  from  the  Roman  de  Ron,  trans,  by  Malet,  4to,42f  BeUdtlialdy„.tt6o 

Waehsmnth  (Wm,)  Historical  Antiquities  of  the  Greeks,  2t.  8to,  30f Talboyi 1837 

Wackerbarth  {A,D,)  Beowulf,  an  Epic  Poem,  transLfrom  Angk>-Saxoii,fp.8?o,10f  6(i  Pidbering 1849 

{F.D,)  Music  of  the  Anglo-Saxons,  8to,  5f   Pideerxng 1837 

Waddell  (P.H,)  Sojourn  of  a  Sceptic  in  Land  of  Darkness,  post  8to,  4f  6(2 H,  K.  Lewie  ...1837 

(r/to.)  Offices  of  Prayer  from  Scripture,  8yo,  lOf  6^ .^on^aMm  1837 

Waddie  (/no.)  Maid  of  Norway,  a  Romantic  Comedy,  12mo,  2f  6d  Marlborough.,.i9st 

Waddilove  {A^f,)  Church  Patronage  in  Connexion  with  Simony,  post  8to,  6f  6<i  Longman  1854 

Bccleaiaatical  Law  Digest^  1849,  roy.  8to,  25f  Benning 1849 

Probate  Act^  with  Rules  and  Ordera,  8yo,  7f  6d Wildy    1858 

Court,  Rules  and  Orden,  1857,  8TO,4f Wildy    1858 

' {W.)  System  of  Discriminating  Duties,  4to,  8f Zon^raum  1847 

(TT./.)  Lamp  in  the  Wilderness,  8yo,  12f6<f  WhiUaker 1847 

Letters  of  the  Stewart  Missions  to  Canada,  l2mo,  7f ffaiekard 1838 


Waddin^m  (2*.)  Geometrical  Treatiae  on  Conic  Sectiona,  8to,  61 Longman    1857 

Waddington  ((7eo.)  Church  Hiatoxy;  Reformation,  3  v.  8yo,  31f  dd— red.  tolSf M,  0,CoUin$,.. li^i 

• to  the  Reformation,  8to,  30f-'red.  to  21f ff.  Bokn    1835 

. »  Condition  and  Proapectaof  the  Greek  Church,  12mo,  3f  fid  Murray 1854 

. History  of  the  Church  to  the  Rdormation,  8to,  9f  td  (lib.  U»K.)  Duncan 1841 

Three  Lecturea  on  National  Eduoation,  8yo,  2f  6d  Longman  1845 

— *>—  {/no.)  Bmmaus;  or.  Communion  with  the  SaYiour,  12mo^  4«   Snow 1840 

J.  Peniy,  the  Pilgrim  Martyr,  1569-93,  12mo,  SaM Cath 1854 

—  The  Hebrew  Martyn;  or,  the  Triumph  of  Principle,  ISmo,  If...  Snow 1844 

{Mim)  Janet ;  or,  Glanoea  at  Human  Nature,  3  ▼.  post  8yo,  31f  M Saundere  A  0.  1839 

' Misreprasentation ;  or.  Scenes  of  Real  Life,  3  t.  post  8yo,  31f  td  Saundere  4t  0,  1838 

Monk  and  the  Married  Man,  3  y.  post  8yo,  81f  M Saundere  4t  0,  1849 


Newstoke  Priory,  a  NoycI,  3  y.  post  8yo,  31f  M Bentley 184a 

Wade(ir€n.)HaU7on;  or«  RodFiahing^  with  Fly,  Minnow,  ko.,  poat  8yo^  7f  6d  ...  Bai4kDaldy,..iZ6i 
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Wad6(/(i#.i.)^^™'°'^<^°^S3^<'P*^"<'^  Natnnl  History,  fol.,  7« Xon^moti  1842 

Handbook  to  the  Pianoforte,  by  Barnett,  new  edit.,  4to,  6* Ingram i«5* 

History  of  St.  Mary's  Abbey,  Melrose,  cr.  8vo,  9«  (W    BawrUtam iWi 

{Jno.)  Baptism  of  the  Spirit,  2t.  12mo,  10*64    Simpkin 184a 

Chronology  of  British  History,  roy.  8vo,  SOt,  1839— red.  to  Ids ff.  Bokn   184? 

England's  (^reatnea :  its  Rise  and  Progress,  post  8to,  108  6d  lAmffmum  1856 

History  of  the  Middle  and  Working  Classes,  12nio,  8«  E.  H'iUam 184a 

Unrvformed  Abuses  in  Chnrch  and  State,  12nio,  2«  M ..«. E.  WiUtm 1849 

Women,  Ptet  and  Present,  post  8to»  10«6rf Skeet 1859 

(A>6.)  Strictut*  of  the  Urethra,  4th  edit.,  8to,  7«  6rf  CkwrckiU  i860 

(7^.)  Notes  on  St.  John's  Gospel,  as  translated  by  5  Clergymen,  roy.  8vo,  2t  J,a,^J*arteri%S7 

Poems  and  Sonnets,  12mo,  9s  MUUr  1835 

Prothanasia,  and  other  Poems,  2f MiUer    1839 

Songs  of  the  Unirerseand  of  the  Heart,  cr.  8to,  2«  6d    MUler    1846 

(fT./^.)  Observations  on  Diphiheritis,  8ro,  2«  6d CknrMU  1858 

Wadsworth  ((7eo.)  Factoids  Oaide  to  Valoe,  ftc,  of  Cast  Plate  aiass,  8n),  4f    Warrtn 1847 

Waghom  {Lieu*.)  Orerland  Ghiide  to  India,  by  Four  Routes,  12mo,  2s  6d SmiikArEkUr  .t9^ 

Wagner  {Dr,F.)  Schamyl  and  the  Circassians,  by  Mackensie,  12mo,  Is    BoutUdge  1854 

■ Wraxall,  16mo,  Is Lmngmam  1854 

Tricolor  on  the  Atlas,  from  the  German,  by  F.  Pulaiky,  cr.  8vo,  «»  Ntlmm  1854 

((?fo.)  Children's  Temptations,  18mo,  ls6<2 NiAd 1859 

■ Thoughts,  18mo,  IsiJd HamiUam 1856 

Wishes,  new  edit,  18mo,  2s,  1854  ;  new  edit..  Is  6d  ...  ffamilttm  1858 


MemMr  of,  by  Simpktnson,  post  8ro,  9s  ;  new  edit.,  12mo,  5s MaemiUan    ...185S 

Simons  on  the  Book  of  Job,  post  8vo,  5s Nitbet    ...i860 

to  Children,  new  edit, •183>o,  Is HamOUm  1858 


Wanderings  of  the  Children  of  Israel,  cr'.  8 to,  6s  i^is6rf 1861 

(Moriiz)  Travels  in  Persia,  Georgia,  and  Koofdistan,  8  t.  poet  6to^  31s  6d,..  Hmni  A  B,   ...1856 

-  {Bud.)  Comparative  Anatomy,  Vertebrate  Animals,  by  Talk,  8vd^  9«: Lomgmam  1845 

Lohengrin,  a  Roraantio  Opera,  from  the  German,  post  8vo,  2s; Hope...: .1858 


System  of  Physiology,  by  Willis  and  Todd,  8vo,  80s,  '40— r.  to  24s  Sherwood   -.1844 

Wagstaff  (ir.it.)  History  of  theSociety  of  Friends,  8vo,  12t WiUy 1S45 

— — On  Diseases  of  Mucous  Membrane  of  the  Throat,  post  8vo,  4s  6d ...  ChtrMU 1851 

Waif,  a  Collection  of  Poems,  fcap.  8vo,  4«6d  WUof 1845 

Waifs  and  Strays,  a  Collection  of  Poetry,  12mo,  ls6rf J,B.  SmUk,...i%^7 

from  the  Scrap-Book  of  B.  V.  B. :  12  Photographs,  fol.,  26t Cundall    1861 

15  Photographs,  roy.4to,  52s  M  OundtUi    1856 

Wailes  {B.L.C.)  Report  on  the  AgriouHure  and  Geology  of  the  Mississippi,  8vo,  SOs.  PkUadelpMia:..its4^ 

Wailingsof  the  Lyre,  by  E.  H.  W.,  12mo,  4s  HamilUm  i860 

Wainwright  (/no.)  English  Themes  and  Essays,  11th  edit,12BM>,  8t  6(2  Longman  1853 

Family  Prayers,  12mo,  5s    New  York 1851 

Land  of  Bondage,  a  Journal,  12mo,  2f W.CoUins 1854 

Muaioof  the  Church,  oblong  Svo,  7s  6d  New  York 185a 

Pathways  and  Abiding  Places  of  Our  Lord,  12mo,  3s  6d Ndoon   1853 

Sermons,  12mo,  3s  6<2 New  York 1850 

Women  of  the  Bible,  imp.  8vo,  42ii iV«p  lorir  .1....1853 

— (Sam.)  Yoioee  from  the  Sanctuary,  poet  8vov  Ss  6if PaHridge 1861 

— —    (Wm.)  Elements  of  Human  Happiness,  post  8vo,  Is  M' I^t^fington 1857 

Wait  (Dr.)  Selections  from  the  Hebrew  Psalms,  18mo,  Is  6<i Longman  1S4S 

Waite  (/./.)  ttnd  Gauntlett  {Dr.)  Devotional  Psalmody,  roy.  8vo,  2  pt8.,each  5s  ...  Snow 1851 

— ^  (S.C.)  Graceful  Riding,  a  Manual  for  Equestrians,  12mo,  2t  6d ffardwidbe 18^9 

Wake  (Bobi,)  Southwold  and  its  Vicinity  Described,  8vo,  10s  6d    Simpkin 1840 

{L€uitf)  Commentary  on  the  (Gospels,  new  edit,  4  v.  in  2,  post  8vo,  12s Seeleg 1S55 

(IT.)  Epiftles  of  Apostolic  Fathers,  8vo,  7s  6d,  Bagwter  ;  cr.  Svo,  5s   WkiUaker 1S60 

Wakefield (iSZ/sa)  Charades,  from  History,  &e.,  ISmo,  Is  6d,  '35  ;  2nd  series,  2s  6d    Matten 1836 

■  Mental  Exeroises  for  Juvenile  Minds,  18mo,  2s HamUUm  .1836 

(E.O.)  Adventure  in  New  Zealand,  1889>44,  2v.  8vo,  28s Murray 1S45 

Illustrations  of,  fol.,  6as  ;  cold.,  9i$6d  Swtiik  4s  JUer.i84S 


—  ■         England  and  America,  2  v.  poet  8vo,  18s   Bentleg ...1837 

View  of  the  Art  of  Colonisation,  8vo,  12s Parkerd^Son  .1S49 

—  (Pel.)  Plsii  of  Colonial  Surveying,  8vo,  8s Parker  4b Son  .it^^ 

—  (/.Jf.)  Historical  and  Scientific  (;h>Mtions,  12mo,  2s,  1846— red.  toledd   HamUUm  .  .  ..1S55 

—  (Pri^)  Family  Tour  through  the  British  Empire,  new  edit,  12mo^  6s Simpikin 1841 

— IntrofhicUQn  to  Botany,  12mo,  4s;  cold.,  8s Harveg  de  D.  .1841 

-^— Juvenile  Anecdotes,  new  edit,  18mo,  2s  6<f,  CAirlv— red.  to  Is  ...  A.  HaU 1847 

•  Travellers  in  Europe,  new  edit,  12mo,  6s   Harreg 184s 


Wakeley(/.S.)  Heroes  of  Methodism,  cr.  8vo,  6s  6<l New  York i860 

Wakeman  (/.)  Mysterious  Pwchment,  12mo,  Is /as.SlaehsD0i<i855 

(W.P.)  Archseologia  Hibemia,  fcap.  8vo,  5s Orr    1848 

Hand-Book  of  Irish  Antiquities,  new  edit,  12mo,  Ss  M Orr    1857 


Waking  Dreams,  a  Series  of  Irish  Tales,  by  C.  M.  J.,  post  8vo,  10s  Sd Saunder9d:0.  1839 

Wakley  {Th4>.)  Report  on  Use  of  Glycerine  in  Treatment  of  Deafness,  8vo^  3s Bigkkg 1854 

Walbey  (ilfrs.)  Daughter  of  the  South,  a  Novel,  8  v.  poet  8vo,  31s  6<l ^tirse  A  B 1854 

— ; Thoughts  in  Metre,  cr.  Svo,  5s ffunlAB i860 

Walbran  {O.J.)  Dictionary  of  Quotations  from  Shakspere,  post  8vo,  4s  M  Simpkin 1849 
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Walbrmtt  (J,R.)  Antiqnitici  of  Chdnfoid,  Ac.,  Dnriuun,  8to,  fit HiehoU 184* 

BxcaTaiiona  now  in  ProgretB  nt  Fonntains  Abbey,  8yo,  2s  /.  R,  Smith  ...1854 

Guide  to  Bipon,  Harrogate,  Fonntaina  Abbey,  12mo,  2«  6<^  '46  ;  5»  BeUA  Daldy  .1S49 

: Oath  taken  by  Members  of  the  Parliament  of  Scotland,  4to,  5i J,  R.  Smith  ...1854 

Viators' Guide  to  Bedcar,  12mo,  2«  Simpkin 1849 

and  Jones  (Iffii.)  Photographic  Tour  among  Abbeys  of  York.,  foL,  S$  BdlA  Daldjf. „iS6i 


Walcott  (M.E,C.)  Cathedrals  of  the  United  Kingdom,  12mo,  2b  6<j,i858;  new  ed.,6«  SlfMfwrd    1859 

Chnrch  and  ConTcntual  Arrangements,  with  Plans,  8«o,  15i AtehUy 1861 

~         1  Coast  Qnides,  12mo Stanford    1861 


Deron  and  Cornwall,  2»,  Darham  and  Northumberland,  2f.  Sast  Coast,  5s. 
Bssex  and  Suffolk,  2s.  Hants  and  Dorset,  2m.  Kent,  2s,  Lincoln  and 
Toik,  2s.    North-West  Coast,  Zs  M,    South  Coast,  7s.     Sussex,  2s. 

Hand-Book  for  St.  Jameses,  Westminster,  12mo,  2s  SktfingUm 1850 


History  of  St  Hargaret's  Chnrch,  Westminster,  8to,  TsM Rivinffttm  1847 

Validity,  fee.,  of  the  Bnglish  Ordinal,  post  8vo,  10«  td  ...  RivingUm  1851 


Memorials  of  Westminster,  8yo,  lis,  1849;  lOf  6cf Rivingtoi^  1851 

Minsters  and  Abbey  Buins,  12mo,  is Stanford    i860 

'. William  of  Wykeham  and  his  Colleges,  8vo,  14«  ;  roy.  8to^  2is...  NuU  185a 

WaldegiaTe  {Sam.)  Sermons  at  Bampton  Lecture,  1854,  8to,  lis BamilUm  1855 

Way  of  Peace,  Srd  edit.,  with  Two  other  Sermons,  cr.  8yo,  is  dd  Wertheim i86x 

Wsldgrvyre ;  or,  the  Fortunes  of  Bertram,  a  Tale  of  1748,  2  y.  post  8yo,  21*  Whittaher 1844 

Waldo  {Pet.)  Commentary  on  the  LituTgy,  abridged  by  Berens,  12mo,  is RivingUm  184a 

Wale  {B.B.)  The  Heart's  Memories  :  Bhymes  and  Ballads,  12mo,  8«  ed  AyloU    1849 

•-  (fas.)  Tables  for  Architects,  Engineers,  SnrYeyors,  &c.,  8?o,  6« Mosley  1851 

Waleby  (C^ora)  Daughter  of  the  South,  8  y.  post  8yo,  81*  6d  HmrttdiB 1854 

Wales  {Princes  of)  Chronicles,  edit  by  Williams  ab  Ithel,  roy.  8yo,  8f  6d LongwuM  i860 

Walfoid  {Edw.)  Baronetage,  Knightage,  Peerage,  House  of  Commons,  12mo,  each  It .  Nardwitke i860 

Classical  Cards,  each  1« Longman  1855 

Gnek  Accents.   .  Greek  Accidence.     Greek  Prosody.     Latin  Aosidence.     Latin 

Pnwody.    Latin  Syntax. 

County  Families  of  the  United  Kingdom,  roy.  8yo,  26s ffardwidse i860 

■      ■  I Exercises  in  Blegiac  Verse,  12mo,  2s  M;  2nd  series,  2s  6d Longman  1855 

Latin  Prose  Composition,  12m0)  29  6(i    Lot^man  1854 


■  Grammar  of  Latin  Poetry,  12mo,  Is   Xot^man  18^4 

^  Handbook  of  the  Greek  Drama,  12mo,  6s l^mgman  1856 

Handy  Book  of  Civil  Senrice,  12mo,  is  6d Longman i860 

-  Hints  on  Latin-Writing,  8yo,  Is  dd Longman  1854 

... Records  of  the  Great  and  Noble,  12mo,  2s Bardwicke 1857 

Shilling  Latin  Grammar,  12mo,  1« Longman  1857 

Titles  of  Courtesy,  12mo,  2f  6(i  ffardwieke 1859 

{Fred.)  Law  req>ectmg  Parties  to  Actions,  2y.  12mo,  80s .  Renning 1842 

Snmmaiyof  &e  Law  of  Bailways,  12mo,  18s BUnham  1846 

rT.(J'0.)  Laws  of  the  Customs,  8yo,  10<  6«I  Longman  1846 

■  (Wm.)  Autobiography,  edited  by  Stonghton,  12mo,  6s,  1851  ;  new  edit,  ds    Jackson  AW.  1854 

.  Cum  Boman»  :  Notes  on  Epistle  to  the  Romans,  12mo,  4s  6d Jackson  A  W,  1846 

-^— Manner  of  Prayer,  its  Duties,  fee,  12mo,  6s    Jat^esonie  W.  1836 

Trsashttion  of  the  Book  of  Pfealms,  with  Notes,  8yo,  15f— red.  7s  6d  Jackson  A  W.  1837 


Walk  thnmgh  the  Paris  Exhibition  of  1865,  12mo,  8s  6d Simpkin 1855 

Walker  (i4 fas.)  Analysis  of  Beauty  in  Women,  roy.  8yo,  31s  6(i,  i839~red.  to  21s...  ff.  R<An    1846 

Pathology  founded  on  Anatomy,  Physiology,  fcc.,  8to,  5<  fid ChurchiU  1841 

^  Physiognomy  founded  on  Physiology,  post  8yo,  14s— red.  to  5s  6d  ...  Smith  A  Elder  1841 

.-^— Popery  as  Opposed  to  Knowledge,  fcc.,  of  Mankind,  8yo,  5s Strange 1851 

«— Treatise  on  Intermaniage,  poet  8 Yo,  14s ChurchiU  1841 

the  Nervous  System,  8vo,  18s    Smith  A  Elder  .li^^ 

Woman  Physiologieally  Considered,  post  8vo^  Os Railg 1839 


(iiirae)  Sketch  of  Ancient  Geography,  12mo,  4s Varty    1837 

(i4 III.)  Memoirs  of  Lady  Warwick,  12mo,  8s  Rel.  Tract  Soe.  1Z4.7 

(C.^.)  History  of  the  Litany,  12mo,  Is  4<i Rivington  1847 

(C%a.)  Irene,  a  Poem,  12mo,  Is  6<i Saunders  A  0.  i9 si 

{O.P.)  Interest  and  Discount  Tables,  24mo,  2s  M Simpkin 1841 

{C.  V.)  Electric  Telegraph  Manipulation,  new  edit,  12mo»  Is  6d 0.  Knight 1850 

Electrotype  Manipulation,  12mo,  2s  6<2   0.  Knight 1837 


{Dav.)  Remarks  on  National  Education  and  its  Tendency,  J  2mo,  8s Groombridge  ...1853 

{Don.)  British  Manly  Exercises,  by  Craven,  new  ed.,  p.8vo,  6s  6(2,  Orr, '44 ;  5s  H.  Bohn    1 856 

Defensive  ^erases,  12mo,  8s,  1840  ;  new  edit,  4s B.  Bohn   1842 

. Games  and  Sports,  12mo,  9s;  new  edit.,  6s  Orr    184a 

-  {F.)  Memoirs,  by  F.  Pyne,  post  8vo,  7s  6d Nishet    1854 

(Fro.)  Insecta  Britanni»,  8  y.  8yo,  each  25f Reeve 185S-6 

Saundersiana,  8yo,  16s Van  Voorst  ..  1850 


-  Monogiaphia  Chalciditum,  8yo,  12s Author  1839 

—  ((?eo.)  Artof  Chess  Playing,  Treatise  on  Chess,  12mo,  2s  6d  Tegg  1855 

Chess  Made  Easy,  18mo,  8s  6€{— red.  to  2s  6d   Piper 1850 

-Studies  (1000  Games),  8yo,  10s  6d  Longman  1844 


Cribbage  PUyer's  Text  Book,  18mo,  Zs  6d Sherwood  1836 

•  Letters  on  the  Trinity  and  Atonement,  8yo,  5f   Oreen 1843 
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Walker  {Oeo,)  New  Traa^M  <m  ChaM,  12mo,  lOt  W Skerwomd  1846 

Treatise  on  Ghe«  ud  Ohea  Players,  12m<i,  6f  Sheet XS50 


tmd  YaleniiiM  (J.)  Blemeotaiy  Text-BocA  of  Voeal  Mome,  obL,  It  M  Tkeobaid  185$ 

{0,A.)  Condition  of  the  Metropolitan  Oravejirds,  2iideilii.»8Tnp  l«6d HigkUif 1S49 

Blementa  litargica  ;  or,  Oharcbman^a  Primer,  12iin>,  4*  6cf Lomgmmm  184$ 

-Stodyof  Oommon  Prayer,  12mo,  UM Lon^wtmrn  iM 


— —  Qaiheringi  from  ChmTe  Yarda,  8ro,  B«  M   Longmam  i«39 

Praetioal  Chart  on  Diaeaaeiof  the  Skin,  8yo,  8t    Lonffman  1S44 

Traatiae  on  Core  of  Uloen  by  Fumigation,  Sto,  «f Longmem  it4t 

Warm  Yaponr  Core,  8ro,  2i  6<i  Lomgmm*  it47 

(O.J.)  Eeeiy  and  Tnatiaee  on  Pbrtiona  of  Seriptnre,  12mo^  Ufid  WkitUtber 1(50 

Meditotiona  on  Song  of  Solomon,  18mo,  2f JVki4iaker 1857 

Hiniatiyof  Angela,  &c.,  18mo,  2t  M WkiUaktr 1859 

(O.U.)  Acooontof  Wedeyan  Methodism  in  Halifax,  12mo,  is SimpkU 1(36 

(H.)  PossU  Vertebrata,  8to,  7«  W    WiUiawta^N.  1S60 

(Ja$.)  Ethics  of  Labour:  Lectures  to  Working  Classes,  12mo,  2« Sin^kin 1S56 

..  Sermons  Preschod  in  the  Chapel  of  Harraid  Colleg^  limo»  Oe Bctttm,  U.S,...i96x 

{/no.)  Code  of  Signala for  the  Mercantile  Navy,  roy.  6vo,  18t AUmdeCo.    ...1S41 

. Bssay  on  the  Connection  of  the  Sool  with  the  Body,  l2mo,  \m  td    ...  Ritkeardmrn    ...iSst 

Basays  and  Correspondence  oa  Religion,  2  t.  8ro,  80t   Longman  1(37 

Key  to  Pronunciation  of  Proper  Names,  by  Trollope,  8to,  4«  -r.  2t  (ki  TalU* 1S5S 

Oculist's  Yade  Mecnm,  12mo,  10«  6<f,  Longman,  1843  ;  2f  M RmAaw    1S57 

Philosophy  of  the  Bye,  postSro,  lOs  W C.  Knight 1837 

.1  Pronouncing  Dictionary,  8to,  7«  ;  by  Smart,  new  edit.,  8yo,  12f Longman,  186a 

by  Davenport,  with  Key,  18mo,  4«  6d Ttgg  i860 

DnTis,  8vo,  4«0(f ;  Key,  5< Tegg  i860 


Nnttall,  12mo,  2« BonOedgt  i860 

. Sowerby,  8vo,  5t  MilnerJiS.  ...i86i 

Bpitomiaed  by  Smart,  12mo,  6f  Longman  i860 

Bhyming  Dietionaiy,  12mo,  6«  6c{   WilUi    1851 

SailingDlreetionsfor  Bn^ish  Channel,  8to,  with  Chart,  14s  AUtnAOo.  ...1844 

SufieringB  of  the  Cleigy  during  the  Great  Rebellion,  12mo,  5t J.HJbJJ^aHbcrtt6x 

Themes  and  Bsmys,  12mo,  8f  M ^ Longman  1853 

{J,B,)  God  Revealed  in  the  Process  of  Creation,  post  8to,  2f  6<f Nitbei    1856 

Philosophy  of  Scepticism  and  Ultraism,  12mo^  7s  NewYoHk 1857 

— _..^— the  Dirine  Operation  in  Redemption,  post  Sro,  4$ Ward    1861 

Plan  of  Salvation,  12mo,  4i  6<i  Bodon,  U.S....itsi 

Wsniorsof  Our  Wooden  Walls  and  their  Yietoriea,  12mo,  Is  AgloU    1853 


(J.J.)  Address  to  the  Methodist  Society  in  Ireland,  12mo»  4s  6<l Simptin 1839 

(/.if.)  Theory  of  Common  Law,  8to,  7s  6<< Boffait   1855 

(J.S.)  Arehitectural  Sketches  in  Woroestenhire,  4to,  Pts.  1  &  2,  ea.  7s  6<l .  Matttn 1862 

{Hrt.)  Cousin  Geoige,  and  other  Tales,  8  t.  post  8to,  81s  M  Naobg  1845 

(iZteA.)  Rules  for  Composition  of  Latin  Inscriptions,  12mo,  Is  M Wkittaker 185a 

{BoU.)  Physical  Constitution  of  the  Sun,  8vo,  St    Tayior  i860 

—  Text  Book  of  Meehanical  Philosophy,  Pt.  1,  12mo,  5s;  PL  2,  2s(kf...  J.H.AJ.Pwrktri%s^ 

(A /).)  Brother's  Gift  to  a  Sister,  fcap.  8to,  6s  HomUkm    1838 

.  {Sam.)  Christian  Armour,  18mo,  Is;  half-bound.  Is  6<f Rd,  TraeiSoe,  1841 

Practical  Sermons,  Basay  by  Simeon,  12mo,  3s   W.  CoUins 1841 


Lectures  on  the  Chutdi  Catechism,  8to,  12s  Bamilton  1836 

■  Life  and  Ministry,  1^  Sydney,  8to,  12s  Sedeg 1836 

,.  Sermons  on  the  Covenant  of  Grace,  12mo,  2s Seel^ 1847 

{SA.)  Authority  and  Aim  of  the  Popes,  12mo,  Is  6<i  ffamilUm  1856 

-~  Christian  Soldier  Ready,  12  Lectures,  cr.  8vo,  5s  Wertkeim  i860 

Chureh  of  Bngland  Missions  in  Sierra  Leone,  8vo,  12s Sedeg 1847 

_ Memoir  of,  by  his  Sister,  12mo,  4s  6<f ffamilton  1847 

■  Missions  in  Western  Africa,  8vo,  12s  Longman  1845 

..  .         Parable  of  the  Rich  Man  and  Laaams  Bxamiued,  12mo,  S»  IfamiUon  1850 

—  Things  New  and  Old,  Pftrts  1  and  2,  12mo,  each  2s  M Wertkeim 185a 


-  (rti».>  Introduction  to  American  Law,  4th  edit.,  8vo,  80s    Boston,  £715... .1861 

— <7Vb.)  The  Original;  Baiays,  8vo,  12s,  1836  ;  new  edit.,  post  8vo,  5s Renakam 1850 

~{TJf.)  Companion  for  the  Afflicted,  12mo,  5s BamiUon  1845 

Gems  of  Hety  in  Humble  Life,  12mo,  3s Maaon  1858 


Good  Servants,  Good  >^ves,  and  Happy  Homes,  post  8vo,  Is  M Partridge 1861 

Which  ii  Best  ?  or.  Cottage  Sketches  from  Real  Life,  12mo,  2s  M  ...  ifoson  1857 


-  (T.L.)  Hirtoiy  of  St.  Margarets  Chureh,  Stoke  Golding,  4to,  7f  M   WeaU    1844 

•  (Wm.)  Memoirs  of  Diitinguished  Men  of  Science,  1S07-8,  8vo,  It  (id Walker ...i86a 

Treatise  on  Magnetism  of  Ships  and  the  Compass,  l2mo,  5s Piper •i8$3 

Useful  Hints  on  Yentilation,  12mo,  3s Simpkin 1850 


-  (W.S.)  Critical  Bxamination  of  the  Text  of  Sliakespeare,  8  v.  12mo,  18s   ...  /.  R.  Smith  ...1859 

Bxplanation  of  Shakespeare's  Yersification,  12mo,  ^i    /.  R.  Smilh  ...1854 

Poetical  Remains,  with  Memoir,  by  Moultrie,  12mo,  6s Parlor^  Son  .1852 


Walkinghame  {Fra.)  Arithmetic,  by  Barker,  12mo,  2s;  Key  to,  8s Tegg  1861 

Birkin,  12mo,  2»  ;  Key  to,  8s  Mozleg   1861 

BUck,  18mo,  Is  ftrf,  Darton  ;  Key  to,  2s  6d   Darton  1854 

Butler,  12mo>  Is  W WeibdfM.    ...J851 
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Walkinshune   (/Vo.)   AxithmeUcy  by  Crosby,  12mo,  2« ;  Keyio,  ^6d Longman  i860 

Praacr,  12mo,  2f  ;  Key  to,  8j  WkiUaker i860 

Nicbolflon,  12mo,  U;  Key  to,  1« Simpkin 1858 

-r Taplin,  12ino,  2«  ;  Key  to,  5«  Law  i860 

r-^: Young,  12mo,  It  M  Routledgt  1861 

Walks  Abroad  and  ETenings  at  Home,  new  edit,  er,  Sto^  Z%  6(2  HouUton   1861 

and  Talks;  or,  Aunt  Ida's  Tales,  by  a  Udy,  16mo,  6*   Murray 1849 

^^—  Wanderings  in  the  World  of  Literature,  2  t.  post  8to,  21s SaunderzJg  O.  1849 

with  Mamma  ;  or,  Conyersations  on  Natural  History,  18mo,  2s Rd,  Tract  Soc.  1857 

"Wall  (A.)  Village  Tales  from  Alsatia,  transl.  by  Duff  Gordon,  sq.,  2s6<2  ^o^nte 1850 

^{A(f.ff.)  Manual  of  Artistic  Colouring  as  applied  to  Photographs,  cr.  8to,  6a  dd  ...  Piper i86f 

—  (Arth.)  ImproTement  of  Metals  by  Vo'.taic  Electricity,  8yo,  4t Palmer  1846 

—  (C%a.)  Orammatical  Spelling-Book,  new  edit.,  12mo,  ls6if,  1842;  new  edit..  Is  Orr    1853 

Orphan's  Isle,  a  Tale,  ]2mo,  4f6d Orr    1838 

PiBCtical  Logic,  ISmo,  Is  6<f Orr    1838 

— (C7.fr.)  Ancient  Orthography  of  the  Jews,  8  t.  8vo,  46s Wkittaher 1856 

Interpolation  of  Vowel  Letters  of  the  Hebrew  Bible,  roy.  8yo,  15s WhiUaker 1857 


—  {Oeo,ff,)  Emigrant's  Lost  Son  ;  or.  Life  alone  in  the  Forest,  12mo,  Is  6<f BoutUdgt  1855 

—  (FTm.)  History  of  Infant  Baptism,  by  Cotton,  4  t.  8to,  82s, '45  ;  n.  ed.,  2  t.,  21t  J.  JI,A' J. Parker jZ6% 

■ abridged  by  Spencer,  12mo,  4s Rivlngiim  1849 

—  {W.8J)  History  and  Description  of  a  New  Sperm  Whale,  8tO)  2< ;  plates,  5s Van  Voont  ...1851 

Wallace  (.4 2ex.)  Lectures  on  Bible  and  Working  Classes,  12mo,  2s  6(f,'53  ;  n.e..  Is  M  HamiUon  1862 

Poems  and  Sketches,  4to,  5s BamiUon  1862 

(A,JL)  Pahm  Trees  of  the  Amason  and  their  Uses,  post  8to,  10s  6d Van  Vooni  ...1853 

Travels  on  the  Amazon  and  Rio  Negro,  8ro,  18s    Reeve 1853 


-  (£dw,)  Last  Man,  and  Minor  Poem%  8vo,  6s  CunnMt^n»...i839 

-  (EUen)  Clandestine  ICarrUge,  and  the  Sisteis,  8  t.  post  8to,  81s  6d   BeniUy 1840 

Constance  D'Oyley,  a  Tale,  8  t.  post  8to^  81s  M  RetUley 1844 

Maigaret  Capel,  a  NoTel,  8  ▼.  post  8vo,  81s  6d BetUleif 1846 

•  (F,)  Happy  Family,  18mo,  Is Ward 1849 


—  (OraceM.)  Princess  Use,  a  L^end,  8to,  5s,  i856-i«d.  to2se<i    BeUADaidy  .i8< 

Voices  from  the  Qieenwood,  8to,  5s,  1857— red.  to  2s  (kf   BeUiBDaldy..,\%So 

WiU-o'.the-Wisp  ;  or.  Lights  and  Sprites,  8vo,  5s    BeUA  Daldy  .1862 

{H.B,)  Art,  Soenery,  and  Philosophy  in  Europe,  12mo,  7s  6d  Phiiadelpkia.,.i%s$ 

Literary  Criticisms,  and  other  Papers,  cr.  8to,  7s  6d PhUadelfkia,„i%s^ 


(/.A.)  Pastoral  Recollections,  new  edit.,  12mo,  2tM  ThecbaM   1854 

Seyen  Churches  of  Asia  considered,  12mo,  Z% Nuhet 1842 

Testimonies  in  Fayour  of  the  Free  Church,  new  edit.,  12mo,  2s NiAfi 1844 


-(if.il.)  Well,  Well,  a  Tale  founded  on  Fact,  8vo,  5s New  York 1856 

-(O.lf.)  Hulsean  Prise  Essay,  1856:  Monastic  InstituUons,  8^0,  8s BeUA  Daldy,„i%^7 

'(Robt.)  Anti-Trinitarian  Biography,  8  t.  8to,  42s Whitfield  1850 

Dissertation  on  the  True  Age  of  the  World,  8to,  12< Smitkds  Elder  1844 

Elementsof  Algebra,  8to,  2s  6rf Cide$ 1841 

— ^-^— Arithmetic,  post  8vo,  Is  6d CaueU  1852 

Ghiide  to  Modem  Geography,  82mo,  2s  6(2  ;  coloured,  5s  CoUe 1842 

— -  History  of  the  Steam  Engine,  12mo,  Is  6(f CSosseU  1859 

Outlines  of  DescriptiTe  Geography,  18mo>  Is J.  QiUberi  1856 

Pocket  Guides,  82mo,  each  Is,  yis.:-- A,  Ball 1850 


Book-keeping.     Calculator.     Engineer.    Mathematician.     Mechanic. 

(7%o.)  Devotional  Retirement,  cr.  8yo,  5s,  1857-red.  to3s6<2 Orijin    1861 

Guide  to  the  Christian  Ministry,  12mo,  4s  6(2 JadaonA  W,  .1849 

Hearenly  Home,  18mo,  Is  6<2  Ward 1852 

Obeerrations  on  Broogham^s  Natural  Theology,  1 2mo,  7s  6d    Ridgway 1835 

PenciUings  from  Our  Note  Book,  18mo,  Is Rameay 1856 


>(VF«.)  Geometrical  Theorems  and  Analytical  FormuliB,  8vo,  6s Longinan  1839 

-  Treatise  on  Conic  Sections,  8vo,  6s Longman  i8«o 


—  ■  Laws  regulating  the  Deposition  of  Lead  Ore  in  Veins,  8to^  25s  Stanford   1861 

— Memoiri  of,  8to,  10s  6d  Simf^n 1848 

Treatise  on  the  Venereal  Disease,  8to,  12s Renehaw 1838 

(Sir  W,)  and  his  Times,  by  J.  Platerson,  12mo,  8s  6(2  Simpkin 1^61 

Documents  illustratiye  of,  4to MaitlandClmbn.  d. 

Life  of,  by  Carrick,  roy.  8ro,  8«,  Whiitaker,  1840  ;  18mo»  Is  6d    ...  Orifm    1848 

or,  Scotland  500  Years  Ago,  12mo,  2s  M Kent 1859 

with  Engrarings,  med.  8yo,  1s6<2;  gilt,  2s    Qreen 1848 


The  ScoUish  Hero:  his  Life,  by  Rev.  J.  S.  Watson,  post  8yo,  lOs  dd  Saunden  A  0.  1861 

{W.C)  Treatise  on  the  Eye,  4th  edit.,  12mo,  2s WUey 1846 

Wallace ;  or,  the  Days  of  Scotland's  Thraldom,  a  Romance,  2  y.  post  8yo,  18s    L<mgman  1852 

WallbridjKe(iln.)Bisarre  Fables,  Eccentric  Historiettes,  12mo,  4s  6d  Orr 1842 

Council  of  Four,  a  Game  at  Definitions,  new  edit.,  18mo,  Is    ffarriton  1848 

Jest  and  Earnest,  a  Series  of  Sketches,  12mo,  8s  6<2,  1843  ;  2t  6<2  Orr 1848 

_..»  MisoeUanies,  12mo,  Is;  cloth.  Is  6(2  (Popular  Librazy) RonUedge 1851 

'  Sequential  System  of  Musical  Notation,  2nd  edit.,  4to,  2s  6<2  Simpkin 1844 

Two  Days  at  Torrington  Hall,  1844,  12mo,  2s  6c2  Bow  1845 

WaOen  (W.)  History  of  Maplestead  Church,  Essex,  8yo,  7s ;  n^.  8yo,  lOs  6(2    Weale 1836 

Wallenston  (i>iiifce}Iafeo^  by  Mitchell,  pott  8yo,12«^' 37;  10$  Mf*^oiww%A.f  5$  Ba$worth  1852 
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WftllciiaAeiii ;  or,  the  Swedes  in  Fft^e,  feap,  8to,  2«  (rireude  Libruy) Bwrmt    1845 

Wallef  (CAa.)  Pnwstical  Midwifery,  4th  edit.,  lamo,  4«  W ChttrekUl  J«5« 

Treatiee  on  DiaeMoi  of  the  Unlmpregnated  Womh,  8to,  9« CkwrtkiU  1S40 

{Sdm.)  Poeme,  edited  by  Robert  Bell,  12mo,  2f  (M PaHcer  4s  80m  .\Z^ 

and  DenhMD  (/.)  Poems,  Notes  by  Gilfillan,  8to,  4«  6d Niabei    1S57 


(^.)  Soldier's  DeeUny,  aTsle,  12mo,  U  GUpim 1850 

(/.£.)  Poem-,  12mo,6« Otr 1853 

(JM.)  MonamenUl  Brasses  in  BngUnd,  Pt.  1  to  10,  folio,  essh  6«  Pickering  ...1842-4 

{Ralph)  Remains  of,  edited  by  W.  Cooke,  12mo,  St  6d PaHridge 1850 

Dirine  MediUtions,  12mo,  4s HamUUm  1839 

WalUck((?fO.C.)  North  Atlantic  Sea  Bed,  4to,  Pt.  1,  \U  Van  Vooni  ...1862 

Wallinger</^.)  Apples  of  Gold  in  Pictures  of  Silrer,  32mo,  Is WhiUaker 1849 

Sermons,  8to,  10«  W    SimpUn 1846 

WaIIis(^m.)  Drawing  Book,  oblong,  8f  6<f Chapman  db H,\%s^ 

{JnoJ)  Cornwall  Register,  iU  Parishes,  &c.,  12mo,  6f  6(i WhiUaker 1848 

Eight  Letters  on  the  Trinity,  post  8to,  7s  6d    EivingUm 1841 

{R,P.)  Clotilde,  a  Metrical  Romance,  12mo,  2t  M  Orr    1856 

(S.T.)  aiimpeesof  Spain,  12mo,  7s  New  York 1849 

Spain,  her  Institutions,  Politics,  and  Public  Men,  post  8to,  7s  M Low    1853 

Walloons,  Resident  in  England  Time  of  James  I.,  4to Camden  8oe....ith% 

Walmsley  {H.M.)  Journal  of  a  Bashi-Basouk,  poBt8TO,  8s  M (rroosi6ru^e...i857 

Sketches  of  Algeria  during  Kabyle  War,  post  8to,  10«  M  Chapmam  4:  J7.1858 

Walne  (/>./7.)Traatmentof  Cases  of  Dropsical  Oraria,  8to,  3f  6<i  Longwtan  1843 

Wadpole  (Frt.)  Ansayrii,  or  Assaanns,  with  Trarels  in  Far-East,  8t.  8to,  42s   BenOeif 1851 

Pour  Years  in  the  Pkcific,  1844-48,  2  t.  8vo,  28s BenOeg    ...1849-51 

(Hw.)  Anecdotes  of  Panting,  &c.,  by  Wornum,  8  t.  8to,  42t— red.  to  27s.  B,  Bokn   1861 

...^^^ Castle  of  Otranto^  12mo,  2»  td  Longmam  1858 

Illustrated,  16mo,  8s  6ii   Grijfin  1859 

•  with  BraYO  of  Venice,&o.,12mo,  5s— red.  to  8«  6<f  BaiUeff 1840 


Last  Journals  of,  edited  by  Dr.  Doran,  2  y.  8to,  80c BentU^f 1859 

Letters,  CollectiTo  Edition,  by  Cunningham,  Y.  1  to  9,  ea.  10s6<i— r.9s  H,  Bohm   1861 

to  Countess  of  Oawry,  2  y.  8yo^  30s Bentley 1848 

•  Mann,  8  y.  p.  8ro,  81s  6d,  1834;  2nd  ser.,  4  y.  8yo,  Mt  BeniU$ 1843 


—  Montague,  8  y.  8yo,  86s   BenUeff 183$ 

Memoirs  of,  and  Contemporaries,  by  Warburton,  2  y.  8yo,28s— r.lds  Collmrn 1851 

the  Reign  of  George  II.,  8  y.  8yo,  88s  Cofbmm 1848 

III.,  4  Y.  8yo,  42s  Betiaeg 184^ 


and  Mason  (Vfm.)  Correspondence,  edit,  by  Mitford,  2  y.,  28t   BenOeg 1851 

(5. ff. )  Bxdusion  no  Intolerance,  Syo,  2t IfardwichB    ...1856 

Walsh  (B,)  Irish  Popular  Songs,  with  English  Metrical  Translation,  12mo,  Is Orr    1851 

(^sa.)  Commentary  on  the  Gospels,  in  Lectures,  post  8yo,  6t Seelejf 1847 

(5ir/.)  Chaptera  of  Contemporary  History,  8yo,  6s Mnrray 1836 

Practical  ResulU  of  the  Reform  Act  of  1832,  8yo,  5»  M  ATtcmiy i860 

(/.if.)  (^eoneAsN^e)  British  Rural  Sports,  fa^  Syo,  10s  6<j BouOedge i8((6 

Dog  in  Health  and  Disease^  8yo,  15s Longman  1859 

English  Cookery  Book,  new  edit,  12mo,  ZtOd BouUedge 1859 

Greyhound,  8vo,  21s  Longman 1853 

——-  Manual  of  Domestic  Economy,  illust,  new  adit.,  12mo,  10s  (Ul BowUtdge 1858 

Medicine  and  Surgery,  12mo,  10s  6<i BauUedge  1857 


Shot-Gun  and  Sporting  Rifle,  8yo,  10s  6d    Bontledge 1859 

,  The  English  Housekeeper's  Book,  new  edit.,  12mo,  %t  6d  BouUedgt  i860 

and  Lnpton  (/./.)  The  Horse,  in  Stable  and  Field,  8vo,  18s BoutUdge  .    ...1861 

(/./.)  Futtehgurh  Mission  and  her  Martyrs,  8yo.  10s  6d  Nithei    1859 

(/.P.)  PUradise  Lost  and  Regained,  Sermons,  12mo,  5s Simpkin 1842 

^-  (R.M.)  Elementary  Treatise  on  Metallic  Currency,  8yo,  4s  M    Orr    1853 

{R.V.)  Residence  At  Constantinople,  2  y.  8yo,  28s,  i836~red.  to  2ls  Brnttleg 1839 

(r.)  History  of  the  Irish  Hierarchy,  roy.  8yo»  1«s  Dolman     1854 

(W.P.)  Christian  Missions  ;  Donnelan  Lectures  for  1861,  post  8yo,  6f Hatchard 186a 

Walshe  (inl.)  Military  Catechism  and  Handbook  of  Orde^^  new  edit.,  8yo»  10s    ...  Thacker 1855 

^——(i^.i/.)  Elementary  Treatise  on  Metallic  Curreney,  8yo,  4s  M  Orr    1853 

{W.H.)  Diseases  of  the  Heart  and  Great  Vessels,  8rd  edit.,  post  8yo,  12s  6d  .   Walton i86a 

Nature  and  Treatment  of  Cancer,  8yo,  16s   Taylor  1846 

Practical  Treatise  on  the  Lungs,  5s  6<i,  '4a  ;  8rd  edit.,  p.  8yo,  12s  6d  WalUm i860 

Walsingham  {Fra,)  Search  into  Matten  of  Religion,  post  8yo,  8s ZMman 1843 

Walstan  {St.)  Life  of ,  by  P.  C.  Hnsenbeth,  Is T.  Jonee   1859 

Walter  (iStf v.)  Help  to  Profitable  Reading  of  the  Ptalms,  12mo,  4s  Sk^fingion 1854 

{Hen.)  History  of  England,  7  y.  p.  8yo,  68s  ;  7  y.  12mo,  52«,  '39- red.  to  21s  NaUaU 185a 

{Jat.)  Manual  of  the  Statutes  of  Limitation,  8yo,  2f Skate  d:  Sm....i86o 

{J.C.)  Genuineness  of  the  Book  of  Daniel,  8yo,  5s    Longman  1862 

(H^.)  Lectuws  on  St.  Pkul,  12mo,  8s  6<f Seeleg iSs6 

-  Rays  of  Gold  from  the  Sun  of  Ri^teouaness,  82mo,  Is  6d Siw^pkin ig6i 


Walter  and  the  Prise,  and  other  Stories,  18mo,  It Bel.  Traet  Soa  i86a 

Clayton,  by  Author  of  the  Goldbeater,  fcc,  8  y.  p.  8yo,  81s  M  Netebg   1S44 

. de  Hemingbuigh,  Gestis  Begum  Anglis,  2  y.  8yo,  21s  Pelheram 1848 

DsYereU,  aDomestioTale,  8  y.  postSYO^  SUM ^ SaundertJhO.  1838 
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Walter  Syelyn  ;  or,  the  Long  Minority,  8  t.  post  8yo,  12t BeiUUy 1843 

Hunt;  or,  Early  Struggles  at  the  Bar,  2  ▼.  post  8yo,  7«  JUndUdge  1854 

or,  a  Second  Peep  into  the  World  we  call  **Ours,'*  12mo,  7« J9oon«    1835 

the  Annourer;  or,  the  Interdict,  fcap.  8to,  1»  J.H.JeJ.Parheri%ii 

Wondennent'g  Wonderful  Treble  Changes,  roy.  8to,  2f Dean i860 

Walters  (/./.)  Natural  History  of  the  Bird^  of  Ireland,  12mo,  5« Orr    1853 

{W.)  Bays  of  Qold  from  the  Sun  of  Bighteousness,  d2mo,  1«  M  MUner  A  8,  ...1861 

Waltham  on  Sea  ;  or,  Conyeraations  in  our  Parish,  12mo,  4< Bums    184a 

Walther  {Dav.)  Beply  to  Newman*s  Phases  of  Faith,  post  8to,  2fl    Simpkin 1851 

Walthew  (S.J.)  Poetical  Bnigmas,  with  Key,  12mo,  It  6d Clarke   1855 

Walton  (ffM,)  Treatise  on  the  Surgical  Diseases  of  the  Eye,  I81,  '53;  2  ed.,  8yo,  14*  ChurdUU  1861 

{Isaac)  lares  of  Donne,  Wotton,  &e.,  new  edit,  cr.  Syo,  10s  6d Bell^  Daidf..tiBS9 

roy.  8to,  1«,  CwOee;  l2mo,  U Soe,  P,  C,K,  .1853 

— -  amd  Cotton  (C)  Angler,  new  edit.,  2  ▼.  82mo,  d« (?nH>m&rt<^e...i858 

with  Notes  and  86  Cuts,  12mo,  8»  (W Caudm 1853 

— ^— ^— ^_^_^—  by  Ephemera,  post  Svo,  2<  6d  Ingram 1851 

■  Jesse,  post  8vo,  5«  ;  eo^raTings,  7s  W ff,  Bokn    1850 

, Major,  12mo,  n.e.,  18s;  l.p.,  SOs— r.9«&16s  H.  Bohn    1853 

Nicholas,  2  v.  imp.  8to,  6/6«;  1.  p.  lOHOs  PUkering  1839 

(/.)  and  Henn  (/.)  System  of  Arithmetic,  12mo,  Is  ;  with  Key,  12mo,  8s  Longman  1848 

{Wm.)  Alpaca,  its  Naturalization,  A».,  in  Britain,  12mo,  4s  6<i   Blaekwoodi   ...1844 

'■ Calculator's  Sure  Guide,  orBeckoner,  8ro,  10s6d £,  Wilson 1835 

Problems  IIlustratiTe  of  Phue  Co-ordinate  Geometry,  8to,  16f    Simpkin 1851 

—  in  Hydrostatics  and  Hydrodynamics,  8to,  10s  6d  BeUdtDaldg    1848 

__ Theoretical  Mechanics,  8to,  18« BeUADaldg   1855 

on  Principles  of  Elementary  Mechanics,  8vo,  10s  W Bell  d:  Daldg    1858 

Berolutions  in  Spain,  1808  to  1886,  2  y.  8to,  SOs BenUeg  1835 

Spain  in  1834,  8vo,  5s    Baily 1835 

Treatise  on  the  Differential  Calculus,  8vo,  10s  M  TFAtMcOrer ......  1845 

and  Mackensie,  Solutions  of  Cambridge  Problems,  1864,  8ve,  10s  M   Bell  A  IkUdg    1854 

(W.L.)  Amateur's  Drawing  Book,  oblong  folio,  12s Longman  1844 

Walworth  (If.^.)  The  Mittion  of  Death,  a  Tale,  18mo,  8s  6d Dolman 1854 

Wamper'(J^.)  Instruotion  in  constructing  Models  for  Draping,  4 to,  61  6s    Boone    1853 

Wanderer,  and  Other  Poems,  by  the  Smith  of  Smithden,  pest  8to,  6s  6rf  Oroomhridge  ...1857 

Wanderings  in  the  Isle  of  Wight,  new  edit.,  16mo,  2s Rd,  Trad  Soe,  1853 

Land  of  Ham,  by  a  Daughter  of  Japhet,  post  8vo,  8s  M Longman  1858 

of  a  Pen  and  Pencil,  by  PkJmer  and  Crowquill,  imp.  8ro,  21s,  *46-— r.  10s  Orifin    1854 

■ Pilgrim  in  Searoh  of  the  Picturesque,  2t.  imp.  8to,  62s  6cI   PMiekardMon  .1850 

Persiles  and  Sigisraunda,  from  Spanish  of  Saavedra,  fcap.  8to^  10s  6(i  Zoto    1853 

•  oyer  Bible  Lands  and  €|eas,  12mo,  4s  6d   , Ndson  1861 


-through  the  KewConseryatories,  12mo,  2s  8d 80c  P.C  K..,i%s^ 

Wanostroeht  (iV.)  French  Ghwnmar  and  Exercises,  12mo,  4s — Key,  8s Simpkin i860 

Vocabulary,  12mo,  8s   Simpkin 1848 

— — and  English  Dialogues,  12mo,  2s....: ^ Simpkin 1836 

lALitnigie,  18mo,  Si  6d  Longmum  1853 

"  "■   *  •  "^ "  .1861 


Recueil  Ghoiai,  par  Delille,  12mo,  3s    Longman 

Voyage  d'Anacharsis,  12mo,  6s Simpkin 1853 

Wapahare  {Jot.)  Harmony  of  the  Word  of  Qod,  8ro,  lOs  6d,  Lewis^  1849  ;  2nd  edit.  Simpkin 1850 

War  and  Pease  :  Tale  ef  the  Retreat  from  Caubul,  by  A.  L.  a  B.,  12mo,  3s NeUon  186a 

or.  Voices  from  the  Banks,  12mo,  Is RouUedge 1855 

Scenes  and  other  Verses,  by  B.  C,  post  8yo»  ZsM BouOedge  186a 

Warbnrton(^c<.)  BoUo  and  his  Race  :  Footsteps  of  Normans,  2  y.  post  8yo^  21s  Bentleg 1848 

{Bp.W.)  Diyine  Legation  of  Moses,  by  Nichols,  3  y.  8yo,  27s Tegg  1846 

Literary  Bemains,  by  Kilyert,  8yo,  12s   Nichols  1841 

(C.)  Sunshine  and  Shaifow,  a  Noyel,  3  y,  post  8yo,  31s  6d Newbg   1856 

(Eliol)  Gresoeat  and  Cross,  2  y.  8yo,  26s,  1844 ;  post  8yo,  lOs  6<2,  1850  ;  6s  Hurst  A  B,  ....1859 

Darien  ;  the  Merduint  Prince,  3  y.  p.  8to,  31s  6d,  1851  ;  p.  8yo,  6s  CoUntm i860 

Prince  Bupert  and  the  Cayaliers,  3  y.  post  8yo,  42s   BentUy 1849 

Reginald  Hastings,  a  Bomanoe,  3  y.  post  8yo,  31s  6(2,  1850 ;  10s  6d  HwnA  dt  B 1851 


{Emma)  Mabel,  a  Novel,  8  y.  post  8yo,  31s  6d iVcw&y   1854 

(Geo,)  Conquest  of  Canada,  2  y.  8yo,  28s— red.  to  16s,  1849;  12mo,  2s.   BentUg 1857 

• Hochelega ;  or,  EngUnd  in  New  World,  p.8yo,  10s  6d ;  12mo,  Is  dd  BouUedge 1854 

4R.E.)  HuatingSongsandMisoellaneous  VerBe8,4to,21s, '46;  2e.,12mo,6s  Longman  i860 


Three  Hunting  Songs,  obi.  8yo,  4s    Chapman  dbB.i9$c 

-.-(T.J.)  Equity  Pleader's  Manual,  1860,  8yo,  14s Benning 1850 

Ward  (Car.)  lUustntions  of  Faith,  12mo,  2sQd  Smith  tk  Elder  iS^^ 

National  Proyerbs  in  Various  Languages,  18mo,  Ss  6d  Parker  «k  Son  184a 

{C.A.)  [Burghley  (Fdt,)]  England  Subsists  by  Miracle,  12mo,  3s  6d Jas.Bladcwood  1859 

Pleaching,  Prosing,  and  Puseyism,  post  8yo,  3s  M ...  Bope 1858 

Sir  Edwin  Ollderoy,  a  Ballad,  12mo,  8s  fid  /.  Chapman  ...1856 

•  Sonnets,  16mo,  4s  Longman  1855 


(Edw.)  Pastoral  Addresses  to  his  Parishionen,  18mo,  2s  6<2   Hamilton 1836 

\E,C.)  Lunar  Tables,  roy.  8yo,  9s New  York 1855 

(F,D.)  India  and  the  Hindoos,  12mo,  7s  6d,  1850;  new  edit..  Is  6<f  W,  Collins 1853 

{F^O.)  Outlines  of  Human  Orteokgy,  new  edit,  24mO|  6s   Renshaw    1858 
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Wud  (0.8.)  FiM  Book  ol  BaeUd  protod  Algebraically,  port  8to,  2f  9d J.ff.d:JJ'arktnt6% 

•iMn.0.0.)  Myrtariom  Iteriiige,  a  Norel,  12iiio,  1«  6d Lea 1857 

'^{Mn.H.)  Cape  and  the  Kaffin,  2  r.  poet  8to,  21i,  Co^»ni,  iM  ;  l^mOf  2f /T.  AiAji   1S51 

Bmigration;  or,  Book  of  the  Gape,  port  8to,  10«6rf Newbg 1849 

— ^— —  Five  YeaiB  in  Kaffirland,  2  ▼.  port  Sro,  21f    Colbwn^ it^ 

Haidy  and  Hunter,  a  Boy'a  Story,  12mo,  5$ RovOeige  1S5* 

Helen  Cha^teri^  a  Noyel,  8  ▼.  port  8to»  21i,  BtntU^,  1851  ;  1»  6<l BmOUdge    .,...i8s» 

-  Hester  Fleming  :  the  Good  Seed,  and  Certain  Fruit,  12mo,  3f  6d /.  M.  Jaekaom  1854 

Jaaper  Lyle,  aTaleof  Kaffir  Land,  12mo,  2«(W BoutUdge  185a 

Linie  Dorian,  the  Soldier*s  Wife^  a  Tale^  ISno^  U  M  /.  i7.  JoAtm  1854 

Beoollertions  of  an  Old  Soldier,  12mo,  6§    BtHtieg 1849 

Teleeoope  Teachings  :  a  Sketch  of  Astronomy,  fcap.  iio,  79  dd Grwmbridge  ...1859 

(/.)  FUa,  its  CnltiTation  and  Preparation,  12mo,  li Orr  1854 

Histoiy  of  Qold  aa  Commodity  and  Measure  of  Yalae,  12mo,  If  Orr 1852 

^—  (/as.)  Adolphe  Benooaid,  a  Tale  of  Buial  Life  in  France,  port  8vo,  2s  6d Ingram 185a 

Life  and  AdTentores  of,  as  Champion  and  Artist*  12mo,  Is JohnMom 1853 

Worid  in  its  Workshops  ;  or,  Bxhibition,  1851,  new  edit.,  12mo,  Is  td  ffcnltiom,    1854 

^(Ja».V.)  Kate  and  Tax  Oalonlator,  12mo,  5s  C.  Kmigki 1857 

(/iw.)  Diary,  1648-78,  edited  by  Dr.  Severn,  8TO,  12s   Cothurn 1839 

Histeiyof  Stoke-npon-Trent,  8to,  21s £.  WUmm 1843 

(J.ff,)  Blementacy  Inrtmction  on  Ordnance  and  Gonneiy,  8to,  10s    Ddf 1851 

—  On  Medical  Ertimate  of  Life  for  Life  Annranoe,  12mo,  2s    CAttrdUff 18^7 

Steam  for  the  Million,  new  edit^  870,  Ot New  Yvrk i860 


—  (Maria)  Husband  in  Uteh ;  or.  Scenes  among  the  Mormons,  12mo,  Is  Od     Jaa^BUutwood  1857 

(M.A.)  Queen  Bee ;  or,  a  Fdte  to  the  Blossoms,  16mo,  2t  6d Simpkim 1839 

—  (iVo«.)  Memoir  on  Strangulated  Hernia,  8to,  Is C^MutAUl 1854 

(N.B.)  Treatise  on  Growth  of  Flante  in  Olaaed  Gases,  new  edit,  post  8to,  6s...   Tim  Vocrtt    ...1854 

(Rich.)  Sermons  preached  at  Skipton,  12mo,  4s ittrin^fon  ......1843 

(R.A.)  Treatise  on  Law  of  InTertmenta,  1862,  2nd  edit,  8to,  10s  M E.  WiUom 1852 

(R,P,)  Chatsworth,  $▼.  port  8vo,  81s  6rf Coibian 1844 

-^  De  Clifford  ;  or,  the  ConsUnt  Man,  4  ▼.  port  8to,  42s  Colhvm 184.1 

—  De  Vers,  the  Man  of  Independence,  3  ▼.  port  8vo,  Sis  6c2,  'ly— r.  tel2s  CoBmrm 1841 

Human  life,  a  Novel,  8  ▼.  port  8to,  16s Colbam 1838 

Life  and  t)orrespondenoe,  by  Hon.  B.  Fhipps,  2  v.  8to,  28s Mwrrag 1850 

■  Pictures  of  the  World  at  Home  and  Abroad,  3  ▼.  port  8to,  31s  6d  ddbmrm 1839 

Tremaine,  a  NotcI,  3  ▼.  port  8to,  31s  6<i,  1815  ;  12mo,  6s— r.  to  3s  6d  Tegg 1835 

..^ True  Character  of  the  Bebellion,  1688,  2  ▼.  port  8to,  16s Mmrrag 1838 

(SJSr.)  Autobiography  of  a  Fugitire  Negro,  er.  8ro,  61  6c{ Ward 1855 

Medical  Brtimate  of  Life,  12mo,  2s CknrekiU 1857 

Natural  Histoiy  of  Man,  fcap.  8vo,  3« Soe.P.  C  -^...1850 

. Science  of  Health,  12mo,  3s  6d    Soe,  P.  C.  X...185S 

Treatise  on  Healthy  Respiration,  12mo,  Is  6d Van  Voont   ...1855 


(Tko. )  Brrato  of  Frotestent  Bible  (English  Translation)  Examined,  roy.  8to,  4s.  . .  Dt^ x  841 

(T,)  Willie's  Home  Bxercises,  2  parte,  12mo,  each  Is    Sim^ML 186s 

(T,W.)  The  Bedouin  and  other  Foems,  12mo,  6s Hope  .,,.': 1851 

(W,P')  Handbook  of  County  Courte,  12mo,  Is  6d  SkaxA  iSoiis...i86a 

\W,OJ)  Ideal  of  a  Christian  Church,  8to,  14s,  Toovey^  1S44— red.  to  6t  6<{    ...  B.Bokm, 1846 

—  Letters  on  the  Catholic  Church,  8to,  6s  , Bwme    1851 

Nature  and  Grace,  8to,  12s Rams     1850 

(W,P.)  Andent  Becords  of  the  Isle  of  Man,  12mo,  2s  6d RiringUm  1837 

— -  (W,T,)  Observations  on  Distortions  of  the  Spine,  8to,  7s   Reiuka»    1840 

Ward's  Illustrated  Qeograpby,  in  Question  and  Answer,  18mo,  Is Ward 1853 

Information  relative  to  New  Zealand,  18mo,  2s  p€u-kerde Son... i^^o 

Miscellany,  imp.  8vo,  10s  6d Ward 1838 

Warde  (J.ff.)  Catechism  of  Eqnitetion,  for  Cadete  at  Sandhunt  College,  12mo,  2»  6d  Longmam  1855 

WardeU  (/as.)  Antiquities  of  the  Borough  of  Leeds,  8vo,  7s  6d  ;  l.p  ,  12s /.  R.  SmUk  ...1854 

Warden  (/.)  Scripture  Exhibited  in  ito  Purity  and  Simplicity,  8rd  edit,  8vo,  12s ...  Tegg  1843 

Warder  (Jno,A,)  Hedges  and  Evergreens,  a  Manual  of  Cultivation,  cr.  8vo,  6s  New  Toirk 1858 

WardUw  ((7tZ6.)  Experimental  Bvidence  on  Christianity,  12mo,  6s    Jackoom  di  VT.  1849 

—  (iSo/pA)  Discourses  on  the  Sabbath,  12mo,  4s  6<l ffamilUm 1835 

■  IHssertetion  on  Inlant  Baptism,  new  edit,  12mo,  3s  M Jadaoa  de.  W,  1851 

■  ■  Basay  on  Miracles,  new  edit,  12mo,  4s PuUartom 1853 

— —  EsBays  on  Assurance  and  Faidon,  12mo,  6s    PuUarUm 1854 

■  Faith  and  Atonement,  new  edit,  12mo,  8s  6d - ffamilUm 1853 

■  Friendly  Letters  to  the  Society  of  Friends,  12mo,  69   WetUeg 1836 

■  Hymns  for  Public  Worship,  82mo,  2s;  24mo,  8s PuUartom 1841 

— ^^-~ Lertures  on  Christian  Bthics,  new  edit,  12mo,  6s Jadaondi  IF.  185s 

Chrirt's  Atonement,  newedit,  12mo,  3s  6«2 W,  AlUm 1844 

EedeeiaBtes,  newedit,  2  v.  12mo,  10s PttUarUm 1838 

Female  Prortitation,  new  edit,  12mo^  2f  6<l,  '43^  Is  M  Jackoom.  ic  W.  1851 

National  Church  Esteblishmento,  8to,  7s  6«I Jaekoom.  S  W,  1839 

tlie  Book  of  Proverfaa,  3  v.  cr.  8to,  ea.  5$,,.., PuUatiom 1861 

— ■ Epistle  of  Jamea,  12mo,  6s  Pnilarton 186a 

to  the  Romans,  3  v.  cr.  8vo,  each  5$  PuUarUm 1861 


.  Zechaiiab,  12mo,  6§ Puikuion 186a 
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WardUw  (fta/pA)  life  and  Correspondence,  by  Dr.  Alexander,  Sro,  12«   Lonffman  1856 

of  Joseph  and  Last  Years  of  Jacobi  now  edit.,  12mo,  it    Jadcton  <fc  W,  1851 

• On  Congregational  Independency,  &o.,  12n)o,  5«  6(i   Jackson  ds  W.  1848 

Systematic  Theology,  ed.  by  Campbell,  8  ▼.  8to,  86#,  1856— r.  21«    Longman  i860 

VTardleworth  {T.H.)  Essay  on  the  Fkvpertiea  of  Secale  Comotnm,  12mo,  Si  (kf Simpkin 1840 

'Wardrobe,  Aoconnt  of,  Edward  I.,  1800 Antiq.Soc,L<md,n,d. 

>Vardrop  (/as.)  Morbid  Anatomy  of  the  Human  Eye,  2  r.  8vo,  dO«  ChurchiU  1844 

On  Diseases  of  the  Heart,  new  edit.,  Svo,  18«   Adamton  i860 

Treatise  on  Blood-letting,  12mo,  it BaiUihre 1836 

Wardroper  (Wm.)  Treatise  on  the  Teeth  and  Gums,  8ro,  8t  BaiUi^t    1838 

'Wards  of  the  Crown,  a  Novel,  8  t.  post  8vo,  81«  6<2  Newby. 1845 

Ware  (£rc».)  Works,  4  ▼.  12mo,  2it Botion,  U.S.. ..iZ^6 

Inquiiyiato  Poandation,BTidenoes,  and  Truths  of  Religion,  2  T.  12mo,12t  Wileif — 1843 

Life,  by  John  Ware,  2  ▼.  12mo,  Tit   Bottany  U.S....ji^$ 

of  Christ,  18mo,  2* WhitJUid  1849 

On  the  Formation  of  the  Christian  Character,  new  edit.,  82mo,  It  M    J.  Chapman  ...1844 

Prose  Works,  edited  by  C.  Bobbins,  8vo,  7t  6<f— red.  to  it Simmt^M*!,  1849 

Scenes  and  Charaeten,  illustrating  Christian  Truth,  2  t.  ldmo^7s— r.fit  Simplnn.. 1837 

{/,R.)  Fortunes  of  the  House  of  Pennyl,  a  Romance,  12mo,  lt6d Jot.  BUiekwoodiZSo 

-(J/ary^.)  Memoir  of,  by  Edward  B.  Hall,  post  8ro,  7tM..  Botton.U.S,  ...1853 

{Art.)  Power  of  the  Pisssions,  and  other  Poems,  post  8to,  8f    Pickering  184a 

(8.N.)  Histoiy  of  Manchester  Cathedral,  4to,  81s  6d  ;  largepaper,  42t Ackermann   ...1848 

(IT.)  American  Unitarian  Biography,  2  t.  12mo,  12t Botton,  2/.^.. ..1850 

Fall  of  Palmyra,  12mo,U;  Rome  k  Early  Christians,  12mo,l«  ;  1  ▼.,  2«6<2  BoutUdge  1853 

Julian  ;  or,  Scenes  in  Jndaea,  12mo,  7s6rf,  New  Fori, '41 ;  n.e.,  18mo,  2t  Ohambert  i860 

Last  Days  of  Anrelian,  2  t.  post  8vo,  12«— red.  to  10s Bentley 1838 

Letters  from Pidmyra,  2r.p.  8TO,15f — ^red.  10«,B«}a/«y,'37;n.e.,18mo,2«  Chan£ert  i860 

Pictures  of  European  Capitals,  12mo,  Is;  doth,  Is  6<f,C7.  H.  Clarke ;  It   J.  Chapman  ...1851 

-  Rome  and  the  Early  Christians,  new  edit.,  18mo,  2f Chambert  i860 


Wareing  (IT.)  Plraetioe  of  Court  of  Common  Pleas  at  Lancaster,  8ro,  15s Longman  1837 

Warfm  and  Work  ;  or.  Life's  Progress,  a  Tale,  18mo,  2tM Nitbet 1858 

->  Wariiawk,  by  the  Author  of  the  Two  Midshipmen,  8  t.  poet  8vo,  81s  6d Newbjf    1855 

Waring  (i4.£.)  Hymns  and  Meditations,  18mo,  2t6d;  new  edit..  Is  BenneU  i860 

(CM.)  Annuals  and  Perennials  ;  or,  SeedTime  and  Harrest,  8to,  6t Mattert 1853 

<^./.)  Manual  of  Practical  Therapeutics,  12mo,  I2t6d    Smiihdf  Elder  1854 

((?to.)  Children's  Mission,  a  Tale,  12mo,  it6d Harvey  184a 

— — — Letters  from  Malta  and  Sicily,  12mo,  fit Harvey  1843 

Lighthouse,  and  other  Tales,  12mo,  8s    C.  U.  Clarke  .1848 

RMolleetions  of  G.Williams,  Bard  of  Glamorgan,  post  8to,  8t Gilpin ..1840 

Squirrels  and  other  Animals,  illustrated,  16mo,  8«  6cf  Clarke   1841 

{0.0.)  Elements  of  Agriculture,  12mo,  5t  New  York 1854 

{J.B.)  Architectural  Art  in  Italy  and  Spidn,  folio,  51  5t   Maclean 1850 

{J.B.)  Arts  and  Architecture,  18-15  CenturicJi,  fol.,62  8s ;  large  paper,  12/  12i  Brookt  1859 

-(5.)  Wild  Garland,  Prose  and  Yeiw,  new  edit.,  12mo,  4s  6d Fry 1843 


Warkworth  Castle,  a  Romance,  St.  poet  8to,  Zlt  6d Newby 1851 

Warkworth*s  Chronicle,  1461-74,  edited  by  Halliwell,  4to Camden  Soc.  ...1840 

Watlodc,  by  the  Author  of  Land  and  Sea  Tales,  12mo,  ItM    BwUledge  i860 

Wannington  ((r 00.)  Contrast,  a  Tale,  18mo,  2f  6(2    Longman  1844 

■  Fall  of  Leicester,  a  Dramatic  Poem,  8to,  8s    ..  Simpkin 184a 

Warminster  Common  ;  its  Moral  and  Social  Improvement,  12mo,  5s Simpkin 1850 

Wanidfoi^  {Lieut.)  Cruise  of  the  Blue  Jacket,  and  other  Sea  Stories,  fcap.  8vo,  If ...   Ward dt  Lock...  1Z61 

Tales  of  the  Coast  Guard,  12mo,  Is  6<f    J.  df  C  Brown  iZs6 

SlaTS  Squadron,  12mo,  2s C  H.  Clarke  .i860 

Warner  Arundel,  8  t.  poet  8to,  81s  6d SaundertdiO,  1838 

Wanier(^.^.)  Casper,  12mo,  Is  6rf  Nitbet    1856 

— ; Dollan  and  Cents,  12mo,  Is  M,  C.H.  Clarke;  18mo,  Is EginUm 1853 

.,.  Hymns  M  the  Church  Militant,  8to,  6s  Ni^t    1858 

Light  and  Darkness  ;  or,  the  Shadow  of  Fate,  post  8to,  2s    WiUoughhy   ...1855 

■  li^  Brother^s  Keeper,  12mo,  2s  6d  ;  post  8to,  5s    Nitbel 1855 

12mo,  Is,  BoHtledge;  12mo,ls6ci  Knights  Son  ,i%s!i 


—  {A.B.d:  S.)  CtMper,  a  Tale,  T8mo,  It  M,  Nitbet;  18mo,  Is  BoiUledge  1856 

Karl  Krinken :  his  Christmas  Stocking,  18mo,  Is  6<l,  Nitbet ;  18mo,ls  Boutledge  1857 

Mr.  Rutherford's  Children,  2  ▼.  18mo,  ea.  Is  6(2,  Ni*bet ;  2  ▼.,  ea.  Is   Boutledge  1856 

{Bid.)  Adrift;  or,  the  Fortunes  of  Connor  Blake,  cr.  8ro,  10s  6<l   Jat.  Blackwood  i860 

The  Coquette,  a  Norel,  post  8ro,  2s Piper 1858 


—  (£.)  Golden  Ladder,  12mo,  8s  6(2 Ni^tet i86a 

Hills  of  the  Shatemue,  post  8yo,  6t ;  12mo,  2s  6<2  and  Is  6d Low   1856 

-l&no.  Is  6(2,  Bonlledge;  It  C.  H.  Clarke.. .li^S 


•  Hymns  of  Church  Militant,  12mo,  6s,  Nitbet;  Is  6(2 Simpkin i86a 

>  Law  and  the  Testimony  ;  or.  Christian  Doctrine,  ke.,  Sto,  12s Nitbet 1853 

-  Queechy,  2v.p.8TO,12s-r.6s;  12mo,3s6(2,  Nitbet,*$%;  2t, Boutledge ;  2s  Simpkin 1857 

Say  and  Seal,  12roo,  2s  6(2  ;  post  8yo,  7s  6(2,^eii<2fy,'6o  ;  12mo,  Is  6d  C.H.Clarke  ...i860 

•  Wide,  Wide  World,  12mo,  Is,  Adamt ;  12mo,  2s,  C.H.Clarke  ;  8s  6d    Nelton    185a 

12mo,  2s6(2;  postSYO,  8s6(/;2t.  postSvo,  6s  ...  Nitbet 185a 

12bo,  8<  6(2 ;  lUustrated,  ^t^H.Bohn;  2s&8s6c2  Simpkin 1853 
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W«^ler(^ts.)Wid^  WUeWorM,  12iiio,  S« ;  DJutnted,  12mo»  8<6<< RomOedffe 1S53 

2  ▼.  p(Mt  8to,  12f    Low  1X51 

—  (£r.  W.)  LibertieB  of  America,  port  Sw<s  6t AwArf 1853 

(J.F.)  DictionArj  of  UnnmX  Ttrtm^  8ro,  U    WiUy iM 

(J,L.)  Utmm  Aogutiubene  do  PopBlo  Bonutno  Mornerii,  12ffl0,  1«  €d WkUtaker 1S61 

— ^—  (Jeidk.)  DboonrMo  on  ibo  Sjnnon  on  iho  Mount,  8ro,  4« Ltmgmam  1S40 

-  RxponUon  of  the  Book  of  Genosu,  12nio,  7f   Ltm^man  1841 

-<i2o6r.)  Select  OrehidMeontPUafts,  byWiilianu^  foL,  Pta.  lto6,  each  10t6d   JUae 1S&3 

-  (&il.)  Facta  and  Docnmenta  on  onr  National  Defencea,  8to,  1$  id Piper 1853 

NarratiTeof  his  Mode  of  National  Defence,  Sto,  6f    OUirier XS49 


Warnea  (Jno,)  TraataM  on  the  CnltiTation  of  Flax,  Ice.,  8to,  7«  6d  Rit^wMff    1S47 

Waninis;  translated  from  the  Gennan,  iqnare,  2$  M £.  Wiiam 1&41 

to  Wiree  ;  or,  the  Platonic  Lover,  8  ▼.  poet  8to,  81<  ed  Newby   XS47 

WaminKBof  Advent,  a  ConrM  of  Sermona,  8to,  69 MaMen 1S55 

Warr  (G.F.)  Dynamica,  Construction  of  Machinery,  Ice,  8to,  9t  6d Baldwin    1S51 

(^.  IT.)  Canada  as  It  la;  or,  the  Bmigrant's  Friend,  18mo,  2«   Paimier 1S47 

Warn  (CoL)  Illnstrations  of  the  Seat  of  War,  foL,  tinted,  25«~-coloured,  i2a JHttimmm 1S56 

Sketches  in  the  Oregon  Territory,  foL,  42«— coloured,  73f  6d  JHetimmm 1S4S 

{8.H.)  History  of  Manchester  Cathedral,  4to,  Zli6d AdterwuMmm    ...li^t 

Warran  {A,  H,)  Guide  to  Beginners  in  Ait  of  Illumination,  12mo,  2i  6d    Barmwrd    i8«i 

—-^ —  PrMnisas  of  Jesus  Christ,  Outlines  for  Illuminating,  packet,  6t6d...  Barnard    ii6i 

Illuminated,  sq.,  16«  ;  moroooo,  21s BellA:  Dald$...iiii 

(CAo.)  Journal  of  Conrocation,  8to,  9t  6<f   BimngUm  1S55 

-  Synopais  of  the  Genealogical  Descent  of  Q.  Victoria,  feap.  8yo,  lt6d  Lam   1S4.9 


>(/>. if.)  Physical  Geography,  4to,  6f    Lorn    i8;7 

{O.R,)  Bxploimtions  in  the  Daooto  Country,  8ro,  12«  WaahimgUm  ...XI5S 

)  Treatise  on  Fsinting  in  Water-Colours,  new  edit.,  12mo,  5«   Beeves    1857 


iO.B.)  ] 
'  {Hen,)  [ 


(/.p.)  Saddttoeeism  :  on  Final  Annihilation  of  the  Wicked,  18mOt  Is  6d...  BosUm,  L\S..,.ii6o 

■        Sisters,  a  Memoir,  fcap.  4s. BoeUm,  U.&.,.it€o 

(/.)  Biographical  Dictionary  of  Deceased  Musicians,  18mo,  2f   Codbs 1S4.5 

— — — <^^— —  Catechism  of  Class  Singing  for  the  Young,  2nd  edit.,  ISmo^  Is  6d...  Coeki 1854 

Chanter's  Hand  Guide,  4to,  fit  Coefa 1850 

■  Collection  of  Psalm  and  Hymn  Tunes,  4  t.,  each  2t    Coekg 1S50-X 

Hints  to  Young  Oomposeis,  18mo,  3s Codt 1S46 

Organists,  18mo,  8«  Codb 1&44 


Instructions  for  Harmonium,  folio,  4s   Coeka 1S5S 

-  Order  for  Morning  and  Srening  Prayer,  4to,  Is Codce 185s 

Selections  of  One  Hundred  Chants,  oblong,  8s  Coda .^...184$ 

(Dr.  J.)  Surgical  Observations  on  Tumonra,  roy.  8vo,  10s Ckmrekill  183S 

-  (/.C)  Life  of,  compiled  from  Antobiograpl^  and  Journals,  2  v.  8vo,  SOs ...   Boeton^  U.S,  ...1860 

—^— On  Phyncal  Education  and  Health,  12mo,  2s  WiUy 1846 

■«— ^  Para ;  or.  Scenes  and  Adventures  on  Banks  of  the  Amaaon^  12mo,  6s  New  York 1S51 

-  Skeleton  of  Mastodon  Gigantens  of  North  America,  4to,  42s  Boaton^  17,S.  ...1855 

•  Vagamundo;  or,  the  Attache  in  Spain,  12mo,  7f  id  New  York 1851 


(Ifrs.)  Bconomical  Cookery  Book,  12mo,  Is Ward  ^  Lock  ,i96i 

'  Timethrift :  Leisure  Hours  for  Ladies,  roy.  8vo,  Is  M    Ward4t  Loek.,.ii$4 

■  Treasures  in  Needlework^  p.  8vo,  6s,  1855  ;  new  edit.,  7s  6d Ward ^  Lock...  tibz 


-  (0,B,)  Orthographic  Ptojeetions  of  Descriptive  Geometiy,  8vo»  18s  Nae  York x86a 

»  (5am.)  Works,  6  t.  post  8vo,  24s Blackwood,..  19$^-$ 

Diary  of  alate  PhyBioian,8  v.l2mo,18t,'37;  n.e.,2  v., 12s  ;  lv.,6s  6<£  Blackwooda  ...1853 

Duties  of  Attomies  and  Solidtora,  12mo,  1848  ;  new  edit.,  9s Blaekwooda   ...1851 

Introduction  to  Iaw  Studies,  8vo,  12s,  '34;  n  e.,  28s, '45;  2  v.  02s  6«l  Maxwdl    186a 

Iaw  and  PraetioB  of  Bleotion  Committees,  poet  8vo,  15s ^ul«eneor<As...x857 

Iaws  and  Regulations  of  the  Wealeyan  Methodists,  12mo^  6s Stevem   1836 


Letter  to  the  Queen  on  a  late  Court  Martial,  8vo,  5s  Blaehwooda  ...1850 

-  Lily  and  the  Bee,  post  8vo,  fis,  1851;  12mo,  2s  Blackwooda  ...1854 

■in  Italian,  by  Yolpe,  12mo,  8«  6ci WiiiiamMd:  Ii.tii% 

...^.A^_  V1^..a:^_  T i:a      t.  a «r-  n..^ -t  _  - 


-  Manual  of  Parliamentary  Election  Iaw,  new  edit.,  post  8vo,  25s  ...  Buiterwortks ...  1857 
.  Miscellanies,  Critical,  Imaginative,  Ice., 2  v.  p.  8vo,  24s,  '54 ;  1  t.,5s  Blaekwooda  ...1856 
'  Moral  and  Intellectual  Development  of  the  Age,  p.  8vo,  2s  6<2  Ic  Is  6c{  Bladkwoodi  ...  x 854 
.NowandThen,po8t  8vo,  21s,'47;10s6d,'5o;6s,'53;4s6d,'55;2s6<i  Blaekwooda  ...1854 

-  Select  Bztiacts  from  Blackatone,  1857,  post  8vo,  18s MaxwtU 1857 

for  Schools,  12mo,  7s  Maxwell 1855 


TenThouaanda-Year,8v.p.8vo,31s6d,*4i;  8v.l2mo»18s/43;2v.9s  Blaekwooda  ...X854 

(/2e9. 5.)  Sermons  on  Practical  Subjects,  12mo,  6a  (id BUuAwooda  ...1848 

-(T.A.)  Poem  on  the  Church  at  Gaily  Hill,  4to,  2s  6</  Simpkin x84a 

{T.R,)  Wanderings  in  Mexico,  South  America,  China,  Ice.,  post  8vo,  7s  6d  Low   1859 


Warren*s  Farmer's  Aooount  Book,  4to,  5s;  fd.,  8s Wkitiaker  n.d, 

Warrington  (/os.)  Obstetric  Catechism,  12mo,  7s PkHadelpkia...iSs3 

{W.)  History  of  Andent  Stained  Glass,  folio,  61  6s ffeame 1848 

Warrington  in  1465,  edit,  by  Beaumont,  sm.  4to CheUkamSoe.,..ii4!^ 

Wars  of  the  English  in  France  temp.  Henry  VI. ,  ed.  by  Stevenson,  Y.  1,  roy.Svo^  10s  Longman  i86x 

Irish  and  Danes,  edit,  by  Todd IriahArdk,Soe,i9s^ 

Warter  (/.  FT.)  Extremes  Meet,  a  Fragment,  8vo,  Is    RivingUm i860 

\       ■■  ■  J*rt  <rf  Old  Squires  :  a  Sketch,  by  Oldacie,  2nd  edit,  fcap.  8vo,  4«  6d    Limgman  1861 
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Warter  {J,W,)  Parochial  Fragments  relating  to  West  lining,  Sussex,  Sro,  lOi  6d  ...  Hivingtcn 1853 

Plain  Christian's  Manual,  ISmo,  2$;  12mo,  Si  60! Rivington 1850 

Parochial  Sermons,  2  t.  8to,  26i Rivington 1844 

P>t>teatant*s  Manual,  18mo,  S<  ;  12mo,  5« Rivington 1851 

Sea-Board  and  the  Down,  2  ▼.  sm.  4to,  28s Rivington x86o 

Teaching  of  the  Prayer-Book,  8vo,  7s  6d Rivington 1845 

^^— ^^—  Wise  Saws  and  Modem  Instances :  Pithy  Sentences,  16mo,  bt    Saunden  ds  0.  1861 

Warton  (Jno.)  Death-Bed  Soenes,  8  t.  8to,  86s  ;  8  t.  fcap.  8yo,  12« Murray 1841 

■ 2nd  ser.,  8vo,  12#  ;  fcap.  8vo,  6s Calkin  1841 

(I7b.)  Collins  and  Goldsmith's  Poems,  by  Gilfillan,  8vo,  UM Niabet   1853 

-  Ghray,  Pamell,  &c.  Poems,  by  Willmott,  12mo,  6$ Routledge  1854 


History  of  Pnglish  Poetry,  8  ▼.  8to,  36s  Tegg 1840 

The  Hamlet,  an  Ode,  lUust.  by  Foster,  med.  8vo,  12«;  n.  e,,  cr.  8vo,  6s  Low  i860 

Warwick  (Arth.)  Spare  Minutes,  Meditations,  32mo,  U6d Bogue    1838 

(Eden)  Poet's  Fleasannoe,  a  Garden  of  Pleasant  Flowen,  sq.  8to,  80s-*r.  21f  Tegg  1849 

■ Nasology;  or,  Notes  on  Noses,  12mo,  2s  6d;  poet  8vo,  8s  6rf Bentleg 1848 

(Ctt$.)  Autobiography,  edit,  by  Croker,  post  8to Percy  Society,.. n.  d. 

Memoir  of,  with  her  Diary,  a.d.  1666-72,  12mo,  8s  Rd.  Tract  Soc  1847 


{W.A.)  House  of  Commons,  12mo,  4t  6(2  Benning    1841 

WasheaHerol  Roger  Millbrook's  Battle  in  Life,  18mo,  Is  Wertheim  i86a 

—  it  a  Dream?  and,  The  New  Churchyard,  fcap.  8to,  Is  6cI  Maaten 1849 

Wsshington  {Oeo.)  Life  and  Works,  by  Sparks,  12  t.  8to,  96s    New  York 1855 

'  by  Edmonds,  2  r.  18mo,  10s;  new  edit.,  7s Tegg  1839 

— _.^_ — «— Himself,  edited  by  Upham,  2  ▼.  12mo,  7«   Ingram 185a 

■  Sparks,  8vo,  10s;  abridged,  7s  6(i Boston^  U.S....iZs^ 

W.  Inring,  4  ▼.  post  8to,  14t;  6  ▼.  12mo,  each  2s  M  ...  If.  Bohn    ...1855-9 

with  Diaries,  &c.,  by  Jaied  Sparks,  2  ▼.  8ro,  28s CoUbwm 1836 

Memoir  of  the  Mother  and  Wife  of,  by  Conkling,  fcap.  8to,  4s /.  CAopnum...  1850 

par  M.  Guiaot,  fcap.  8vo,  5s,  NuU ;  tr.  by  H.  Reeve,  p.  8vo,  7s  6<i  Murray 1840 

Recollections  and  Private  Memoir  of,  by  J.  W.  Curtis,  8vo,  16s New  York i860 

True  Stories  of  the  Days  of,  12mo,  UQd  New  York i860 

Watch  and  Pray,  by  Cousin  Alice,  12mo,  5s Addey   1853 

Watchwfffdsof  Gospel  Truth,  with  Meditations,  12mo,  5s,  1843;  ^^^  edit.,  8s  Aylolt    1851 

Water  Cure  in  America,  with  220  Cases  of  Disease,  fcap.  8to,  6s Wiley 1848 

Fairy,  and  other  Tkles,  16mo^  2s  6(2  ;  cold.  8s  M Oundall 1846 

from  the  Well,  poet  8ro,  Is  6d    Hamilton  ., 1858 

Lily  on  the  Danube,  by  Author  of  Log  of  the  Water  Lily,  poet  8vo,  6s Parker  Jk  Son  .185a 

Waterbnzy  {J.B.)  Advice  to  a  Toung  Christian,  18mo,  Is Rel.  TraetSoe.  n.d. 

Book  for  the  Sabbath,  18mo,  Is  6d Rel.  Tract  Soc,  n,  d, 

Happy  Christian,  18mo,  Is Rel.  Tract  Soc,  n.  d, 

Waterhouae  (O.R.)  Natural  History  of  Mammalia,  2  v.  8vo,  ea.  29s ;  cokl.  ea.  84s  6d  BaiiUiire    ...1846-9 

(/os.)  Yah-Ta-Ah,  the  Feejean  Princess,  18mo,  2s HamilUm  1857 

Wateriand  (Dan.)  Works,  with  Life  by  Van  Mildert,  6  v.  8vo,  68s,  1844 ;  n.  e.,  51s  J.If.d:J.Parkeri9i,i 

Critical  List  of  Athanasian  Creed,  fcap.  8vo,  Is  6(i Soe,  P.  0,  K.  1850 

Waterman  {T.W,)  Digest  of  Reported  Decisions  of  Court  of  Error,  Ice.,  8vo,  42s New  York 1838 

Watermen,  Fsstoral  Work  among,  l2mo,  5s Matchard  1857 

Waters  (^.T.)  Anatomy  of  Human  Lung,  poet  8vo,  6s  6(2 Churchill  i860 

• Emphysema  of  the  Lungs,  and  its  Relations,  8vo,  5s Churchitt  i86a 

• (O.J.)  Address  to  Protestants  on  Papal  Aggression,  8vo,  8s  Simpkin 1851 

Waters  drawn  from  the  Well  of  Life,  byR.  U.,  12mo,  Is  Pickering  i86a 

from  the  Sanctuary,  18mo,  2s  6(2 Seeley i86a 

<»f  Comfort,  by  the  Author  of  Visiting  my  Relations,  12mo,  4s MacmiJUan    ...1856 

the  Earth,  16mo,  Is  6(2 ;  cold.  2s  6(2  Rel.  TractSoc.  1845 

WateiBton  (R.C.)  Thoughts  on  Moral  and  Spiritual  Culture,  12mo,  4s  6<2 Oreen 1843 

(Wm,)  Cydopndia  of  Commerce,  8vo,  24s,  1843  ;  lOi  6(2,1846  ;  n.  e.,  16s  If.  Bohn    i86a 

Manual  of  Commerce,  with  Forms,  5s,  '40  ;  new  edit.,  12mo,  8s  6(2  Simpkin i860 

Waterton  (Cka.)  Essay  on  Natural  History,  let  ser.,  fp.  8vo,  5th  e.,  8s, '44;  n.e.,  5s  6<2  Limgman  1851 

2nd  series,  fcap.  8vo,  6s,  1844  ;  4s  6(2  ...  Longman  1851 

'    ' 8rd  series,  fcap.  8vo,  6$  Longman  ......1857 

Wanderings  in  S.  America,  1812-25,  8vo,  10s  ;  new  edit.,  12mo,  5s  Fellowe$ 185* 

Waterworth  (Jos.)  Canons  and  Decrees  of  the  Council  of  Trent,  8vo,  10s  6(2  Dolman 1848 

Faith  of  Catholics,  8  v.  8vo,  each  10s  6(2 Dolman 1846 

(Wm.)  Origin  and  Development  of  Anglicanism,  post  8vo,  7s BurnM    1855 

-  Religious  Connection  of  Enghmd  and  Rome,  poet  8vo,  7s   ^iims    1854 

Wathen  (G.H.)  AifB,  Antiquities,  &c,  of  Ancient  Egypt,  roy.  8vo,  16s  Longman  1843 

The  Cblden  Colony;  or,  Victoria  in  1854,  sq.  8vo,  8s  M «.  Longmaai.  1855 

Watherston  {J.H.)  Gold  Valuer,  and  Art  of  Assaying,  post  8vo,  8s  6<2 Smith  dt  Elder  i%c% 

Watkin  (E.  W.)  Trip  to  the  United  States  and  Canada,  post  8vo,  2s  Smiih  An  Elder  1851 

Watkins  (CAa.)  Essay  on  the  Law  of  Descents,  by  WUliams,  8vo,  12s  Stevena  1837 

— — Principles  of  Conveyancing,  by  White,  8vo,  18s    ,»  J^fnm'n^... ......  1845 

(C.F.)  Causes  of  Pleasure  in  the  Human  Mind,  post  8vo,  5s    Pidcering  1841 

Human  Hand  ;  or.  Works  of  Art,  and  other  Poems,  12mo,  7s  6(2  ...  Pickering  185^ 

■  Twins  of  Fame  :  Wellington  and  Napoleon,  a  Poem,  12mo,  Sf »  Longman  1854 

(CR.)  Principles  and  RudimentB  of  Botany,  post  8vo,  2s  6(2  Partridge 1859 

•  (^nt.)  Electro  Magnetism,  12mo,  Is  6(2 Weak 1856 


( 


812  WATKINS ^WATSON  [Ekoubh  Caxalmsci 

WatkiiiB(/r.(?.)HiQtB  RefpeeUng  PenuUfi  Domestic  SerrMitB,  18mo,  2t Hatdtard 1847 

(/no.)  Biographical  DiciioDwy,  8ro,  25«    Longwna^  1840 

OliTcr  Cromwell,  a  Tragedy,  8vo,  2«6rf MkckHl 1&4I 

Rannymede;  or,  the  Magna  Charta,  a  Tragedy,  8vo,  li  6rf SimpkiM iM 

(R.)   UniTeraal  Intewat  Tablea,  Syo,  12»  6rf    Straltr  iS6f 

Watting  Street,  Memoir  and  Map  of   i4rc*«o/./M.i85o-x 

Watmoagh  (E.)  Poema,  12mo,  If  <W  ;  cloth,  2#   Wkktaker 1851 

Watmuff  {Hen.)  Gideon  ;  or,  the  Hamble  Christian,  2  v.  12mo,  12i Palwttr 1859 

WatKm  {Alex,)  Apology  on  Baptism,  in  Reply  to  Goode,  8to,  4s  ;  new  edit.,  2s Masten 1850 

Catechism  on  the  Book  of  Common  Pmayer,  Pi.  1,  Si ;  Pt.  2, 18mo,  2t  MaMen 1856 

x..^-^-. CbarchmaD*B  Sunday  Bvenings  at  Home,  8vo,  14«— red.  to  10«  6<{  ...  Maden 1851 

I  DeTont  Chun^hmaa  :  Daily  Meditations,  2  t.  post  8to,  eac&  lOt  6<l...  Matter* 1847-8 

.^_ Essays  on  Soigical  Pathology,  4to,  5f   Simpkm 1843 

First  Doctrines  and  EarW  Practice,  new  edit,  18mo,  2t  6d  MaMen 1850 

Jesns  the  Foigirer  and  Kolfiller  of  the  New  Law,  8to,  6$  6d—r.  St  6d  Matttn 1850 

,  Lectares  on  Confirmation,  18mo,  2i Jiirin^am  1844 

—  Letter  to  the  Laity  of  theChnrchof  England,  8ro,  6t  Bum*    184a 

«^-. Medico-Legal  Treatise  on  Homicide,  8to,  d« Simpkim 1837 

,  People,  Education,  and  the  Church,  8to,  2t  6ii— red.  to  Is  Matter* 1846 

Prayer  Book  a  Safe  Guide,  12mo,  4s  6<2  VUaver  1843 

...— Sermons  for  Sondays,  Festivals,  Ate,  5  v.  poet  8to,  each  7s  M Matter* 1846 

. the  Yonag,  ISmo,  2j  6d    Matter* 184a 

on  Church  latrine,  Discipiine,  &c.,  8to,  lOi  td Rimm^ftw*  1843 

the  Beatitudes,  8vo,  6s  6d .'. ifatCow 1850 

SeTcn  Sayings  on  the  Cross,  Sto,  6s— red.  to  Ss  6d  ...  Matter* 184^ 


(Bp.)  Apologies,  medium  8to,  It  id Waakbomme  ..-1839 

Body  of  Practical  Divinity,  new  edit,  12mo,  St  Sd    Sh^kim 1839 


-{B.L.)  Code  of  Signals  for  Veswls  at  Sea,  8to,  lOt  td  Camtim 184a 

~{Ckat.)  Help  to  Family  Pttiyer,  12mo,  Is  W    Longman  1851 

Pmyers  for  Families,  new  edit,  12mo,  8s  W ffamHtam  1859 


'(Eben,)  Memoinand  Correspondence,  by  his  Son,  8to,  10s  M  AVw  York 1856 

On  Topical  Medication  of  the  Luynx,  8vo,  5t    Ckurekili  1854 


(FJ.)  Illustrated  Vooabnlaiy  for  the  Deaf  and  Dumb,  4to,  2ls  Soe.P.CK.  ...1857 

{F.P.)  Short,  to  which  is  added  Long,  VThist,  byBumey,4thedit,  ISmo,  2s6<f  Boone 1846 

{Geo,)  Four  Diaooorses  written  between  the  Tears  1749  and  1756,  8vo^  8s...  JM Jb J. Parker t%6o 
Sermons  to  a  Country  Congreffhtion,  12mo,  6s HamiUom.  184a 


{0,B.C.)  Hints  for  Pedestrians,  Sid  edit,  12mo,  2ttd BeUds Dald9,..i%^*, 

{6.  W.)  Sermons,  12mo,  7» Longman  1855 

(H,C.)  Botanist's  Guide  to  the  Rarer  Plants  of  Britain,  12mo,  16s  6<f Longman  1837 

Camp  Fires  of  the  Revolution,  8vo,  10s  6<i Philadaphia...i%^\ 

Cybele  BriUnniea  ;  or,  British  Plants,  Y.  1  to  4,  8vo,  each  10s  6d  ..  Longmat^  ...1851-9 

Geography  of  British  Plants,  12mo,  6f  6c{  Longman  1836 

Nights  in  a  Block-House,  Sketches  of  Border  Life,  8vo,  8s  PkUadeipkia...i%^x 

■I  Statistioi  of  Phrenology,  12mo,  6s   Longman  1836 

(B,W,)  and  Ronth  {B.J.)  Senate  House  Problems  for  1860,  post  8vo,  7s  Sd...  MacmiUan    ...i860 

-»— ^  (/as.  I  Progieanve  Bnunples  in  Arithmetic,  fcap.  8vo,  2t6d ;  with  Answen,  8s  BeUdt  Daidf».  1861 

— —  {Jno.)  Angeb*  Theme,  a  Poem,  12mo,  2s  6d  Partridge 1849 

Bsther,  an  Epic  Poem,  12mo,  2s  6(2 Longman  184$ 

■  Medical  Profession  in  Ancient  Times,  8vo,  12s    New  York 185S 

Memoir  of,  by  W.  L.  Alexander,  12mo,  8«  6<l LongtMtn  1I45 


-{Jona.)  Propariag  for  Home,  Discourses,  12mo,  6s,  i860  ;  2nd  edit,  2s  td  ...  Nitbet 1861 

-(yosA.)  Memoir  oi,  edited  by  E.  Chnrton,  2  v.  post  8vo,  15s J,ff,SJ.Pairkeri$6i 

-  {J.F.)  Catalogue  of  the  Indian  Department  in  the  Exhibition,  1862,  8vo,  4s  iS^potttswoods  ...i86a 

-  (/.iS.)  Jacob  Chosen  ;  Lectures  on  Hosea,  12mo,  Is   BaUtn    1854 

-  (J,S,)  Geology,  a  Poem,  12mo,  6s    Pidxring  1844 

life  of  Geoige  Fox,  post  8vo,  lOf  6<i  .....\ Sounder*  A  O.  i860 

Richard  Ponon,  8vo,  14s Longman  1861 


Sons  of  Strength,  Wisdom,  and  Patience,  post  8vo,  7s  6d Longntan  1861 

{J.T.)  Dictionary  of  Poetical  Quotations,  12mo,  8s    Ddf  1850 

{J.W.)  Lasamsof  Bethany,  Lectures  on  St  John,  Chap.  xL,  8vo,  Ss  Hamilton  1844 

Ministerial  First  Fruits ;  Practical  Sermons,  8vo,  6s  Ifatekard 1840 


{Lieut.)  Lectures  on  Musketry  Instruction,  post  8vo,  3s  6<i MarUmron^..,iZS% 

"{Rich.)  Works  and  Life,  IS  v.  12mo,  69«— r.  46s  6<i  ;  18  t.  8vo,  6^  4s— r.  78s  Maton  1859 

Biblicsl  and  Theologica]  Dictionary,  n.  e.,  roy.  8vo»  18s — ^red.  12s  M  Maton  1861 

Comment  on  Matthew  &  Mark,n.  e. ,  12mo,  6s— r.  Ss  Sd ;  8vo,  8s— r.  6s  Ma*on  18  59 

Conversations  on  Scripture,  new  edit,  12mo,  Ss  6(2  Maton  i86t 

Life  of  John  Wesley,  n.  e.,  12mo,  6#  6d,  1834— red.  Ss  Sd  ;  8vo,  6s    Maton  1840 

Memoin  of,  by  T.  Jackson,  12mo,  6s— r.  Ss6<<  ;  8vo,  8s,  1834— r.  6s  Maton  1859 

Observations  on  Southey*s  Life  of  Wesley,  new  edit.,  12mo,  2m  Sd  ...  Maton  1834 

Sermons,  and  Sketches  of,  Sv.8vo,24s—r.l8s;  12mo,13t6d— r.lOs6<i  Maton  1855 

Theological  Institutes, n.e., 3  v. 8to, 24s -r.  I8s;  4  v.  12mo,18s— r.l4s  Maton  i86a 

Universal  Redemption  of  Mankind,  12mo,  2f  (ki    Maton  1846 


'{R6bt.)  Life  of  Philip  IL  and  Philip  IIL,  new  edit,  8vo»  each  8s Tegg  1839 

■  {Tho.)  Annals  of  Ancient  British  Church,  12mo^  5t  Werikeim j86a 

Body  of  Divinity,  12mo,  StSd Simpkin 1841 


1836-1862]  WATSON WAUGH  818 

'WatBon  {Tho,)  Body  of  Divinity,  with  SermonB  and  TreatiMs,  roy.  8to,  18« Fullartvn  n,d. 

Divine  Cordial,  &c.    Heaven  taken  by  Storm,  18mo,  each  1«    ReLTrad  Soc,  i86a 

— ^— Hill  of  Zion  ;  or,  Present  Dispensation,  12mo,  Za  6d Nid>et 1846 

Lectures  on  Principles  and  Practice  of  Physic,  4th  edit.,  2  v.  8vo,  84«  Parker^ Son...  i%S7 

Shiloh^s  Sceptre  ;  or.  Signs  of  the  Times,  12mo,  8f  Qd Kiabet    1843 

Spiritaal  Life  Delineated,  12mo,  Us Seeley 1838 

«»—    (WtUt.)  Cruise  in  the  JBgean,  with  Ascent  of  Mount  Etna,  poet  8vo,  10«  6d...  Harrimm  1853 

•i Dialing  Diagrams,  with  Explanations,  2nd  edit.,  12mo,  1$ Simpktn 1853 

•i General  Telegraphic  List  of  Ships'  Names,  18mo,  8f  6d Simpkin 1840 

Homewards  from  Constantinople,  GalHpoU,  kc,  poet  8vo,  ZaQd ffarrwm   1854 


'(Wm.)  Forester's  Manual,  12mo,  4f Simpkin 1838 

IntiDduction  to  Algebra,  12mo,  3«    Simpkin 1844 

Tutor^s  Assistant  in  Arithmetic,  12mo,  2f  ;  Key  to,  83 Simpkin 1846 


'{W.C.)  Men  and  Times  of  American  Revolution,  2nd  edit.,  8vo,  lOa  dd  Low   1857 

(W.D.)  Cache-Cache  :  a  Tale  in  Verse,  12mo,  U Smith  ik Elder. i%6i 

Lily  of  St.  PftuTs,  a  Romance,  3  v.  poet  8vo,  3U  6ci Smith  ^  Elder  .i^s* 

Treveihlan  ;  a  Cornish  Story,  8  v.  poet  8vo,  81«  6d  SmUhd:  Elder  ,i%^9 


(WM.)  History  of  the  Sunday  School  Union,  post  8vo,  8s S,  S,  Union  ...1853 

Traatise  on  Law  of  Arbitration  and  Awards,  8vo,  18s    Sweet 1846 

Office  of  Sheriff,  1848,  roy.  8vo,  24s  Sweet 1848 


Watson's  Woods ;  or,  Margaret  Huntington's  Experiment,  fcap.  8vo,  6s New  York i860 

Watt  (^2».)  Electro-Metallurgy,  12mo,  Is  6d  (Weale's  Series)  WeaU i860 

—{Capt.J.)  Memoirs  and  Letten,  by  J.  Smith,  12mo,  Is  6cl    Simpkin 185a 

(/as. )  Correspondence  on  Decomposition  of  Water,  4to,  24f ;  8vo,  10$  6d Murray 1 846 

life  and  Correspondence,  byMuirhead,  8  v.  8vo,  45s,  1855;  n.  e.,  18f...  Murray 1859 

of,  by  Ara^,  8vo,  8s  dd,  Murray  ;  fcap.  4s  W;  18mo,  8s Longman  1839 

: with  Memoir  on  Machinery,  18mo,  8f ^n>oai6rui^  ...1839 

Mechanical  Inventions,  Memoir  by  Mnirhead,  3  v.  4to,  84f  ;  8vo,  26f     Murray 1855 

(Mark)  Antidote  to  Atheism,  12mo,  2t    Johneton    1850 

{Mr$.)  Poems,  edited  by  J.  T.  B.  Landon,  12mo,  4s Whittaker 1853 

Watteau(il.)  Ornamental  Designs,  lithographed  by  Nichol,  folio,  80f  Longman  1841 

Watters  {R, )  Statutes  for  the  Amendment  of  Law  of  Property,  12mo,  14s    Davie i86a 

Wattes  {F.J,)  Colloquial  Exeroisea  on  French  Idioms,  12mo,  2«  6d Parker  ^  Son  ,ii^2 

English  Phraseology:  Exercises  for  tranalation  into  French,  12mo,  5s    Parker  A  Son  .1859 

Watton  (Tim.)  Biographical  Exeroises,  oblong,  8vo,  2s   Wkittaker 1858 

Watts  (A,A.)  Lyrics  of  the  Heart,  and  other  Poema,  poat  8vo,  81s  6d Longman  1850 

{Alex.)  Vital  Statistics  of  Glasgow,  8vo,  2s Hamilton  1846 

(H.L.)  Travels  in  JEther  ;  or.  Scenes  of  Life  in  other  Worlds,  8vo,  2«  6d   ...  J.Cook  1855 

— ^—  {leaae)  Christian  Theology  and  Ethics,  Life  by  Miles,  new  edit.,  12mo,  It ...  OhitUey 1839 

^—^ Divine  and  Moral  Songs,  12mo,  Is  ;  on  Unen,  Is  6d RotUledge  1857 

— ^— ■ coloured  plates,  12mo,  2s   Wardd: Loek...ii$9 

-  Illustrations  by  Cope,  8vo,  7s  6d    Van  Vooret  ...1847 

>  set  to  Music  by  Mrs.  Brent,  8vo,  3s  ffouldon    1848 


with  Anecdotes,  &c.,  by  Cobbin,  18mo,  Is  M  A,  Ball 1850 

Guide  to  Prayer,  32mo,  Is  6c;,  W.  CoHtne;  18mo,  2s  Sd AyloU    1846 

by  Forbes,  82mo,  U  6d    Ward 1849 


Life,  Times,  and  Correspondence,  by  Milner,  8vo,  16s Simpkin 1836 

Lyric  Poems,  Life  by  Southey,  12mo,  8s  6<<  Virtue    1837 

Psahns  and  Hymns,  24mo,  2s  ;  18mo,  3s  ;  12mo,  4s ffaddon n.  d, 

by  Burder,  roy.  32mo,  2s ;  18mo,  3s  ;  12mo,  4s     Ward ».  d. 

Conder,  82mo,  2s;  18mo,  3s Snow 1851 

Illustrated  edition,  8vo,  7»6d B.  Bohn    1846 


Scripture  History,  by  Tweedie,  12ino,  2s Simpkin    1857 

24mo,  Is;  12mo,  2s Routkdge  1856 

-l2mo,  2s,  Tegg\  12mo,  ZeM Longman  1861 


(J.O.)  Chhre,  the  Gold-Seeker,  and  other  Poems,  12mo,  2s  6<i Oroombridge  ...\%^% 

Fun,  Feeling,  and  Fancy  :  Lays  and  Lyrics,  fcap.  8vo,  8s  6d   Kent    i86x 

Tales  and  Songs,  Musically  arranged,  18mo,  Is  (Library  for  Young)  .  Chamhen  186a 


—(J.W.)  Christ  the  Consolation  of  His  People,  18mo,  Is Wertheim  1850 

(Louisa)  Pretty  Little  Hymns  for  Ghxxl  Little  Children,  2  v.  82mo,  each  Is  ...  AUman 1850 

—  (.Vrs.)  Birthday  Council,  12mo,  3s  6rf,  1855— red.  to  2s  Bamillon  1856 

Juvenile  Poetical  Library,  fcap.  8vo,  8s  Longman  1838 


'(Miu)  Lftdies*  Knitting  and  Netting  Book,  8  v.  12oio,  9s Miland 1841-3 

'(Peter)  Progress  and  Science  of  Life  Insurance,  8vo,  6s Smith  A  Elder  1837 


Theory  and  Practice  of  Joint-Stock  Banking,  8vo,  3s Smith  <k  Elder  1837 

{Wm.)  Remarks  on  Shooting,  in  Verse,  12mo,  5t  Baily 1839 

(WM.)  Private  Note  Book  :  Recollections  of  an  Old  Reporter,  post  8vo,  7s  fid  Tinaley  i86a 

Waachope  (A.)  Probable  Cause  and  Recent  Date  of  Boulder  Drift,  8vo,  Is    Longman  i86a 

Wand  (S.W.)  Algebraical  Geometry,  8vo,  5s  6el— red.  to  4s Baldwin 1836 

Waugh  (A.)  Commercial  Correspondence,  English  and  French,  12mo,  4«  6d Philadelphia...  i9s^ 

(£>./.)  British  Churoh,  and  other  Poems,  12mo,  SsM  Sedey 1843 

(Edw.)  Lancashire  Life  and  Localities,  post  8vo,  6$,  '55;  12mo,  2s,  '57  ;  Is...   WhiUaker 186a 

Poems  and  Lancashire  Songs,  2nd  edit.,  fcap.  8vo,  5s    Whittaker i860 

RMnbles  in  the  Lake  Country  and  its  Borders,  12mo,  5s   WhiUaker 186a 

(DrJ.)  Life  of,  by  Hay  and  Belfrage,  post  8vo,  7s NamiUon  1839 
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Wauffb  (J.ff.)  Bmstb  on  tlie  DifferontUl  and  Integrml  Oalcnliu,  Sto,  6i  TkeAald 

(J.S.)  Seieaoe  of  the  Carebro-^pinal  Fhenomena,*  12mo,  6« Higklqf . 


-  «3» 

Wanch*!  Aiuimlian  Alnuuiae,  cr.  8to,  & Stmphn    Ann. 


-  Stranger's  Chiide  to  Sydaej,  12mo,  2f  6<2  iSiik;%I»» 


WaTerl^  Aneodotea,  with  lUoatrationa,  12mo,  4«  i^a/y  n.d. 

NoTela.    Set  Soott 

Landaeape  Illnstrationa  to,  2  ▼.  8to,  42« P.  Jademm 


Way  (0*iM./.)  8«nnonaonP»ophocy,  8to,  2«  JStim^ecm 

(J>ipu)  Thonghta  on  Scriptural  Expectations  of  the  Chnreb,  12mo,  2s  6<2  ...  ViAd    .. 

Way  of  tlie  WUdemess,  and  other  Poems,  by  B.  C.  G.  B.,  12mo»  2s  6<i  Wtrikekm 

Wayfaring  Sketches  among  the  Gieeks  and  Tnrks,  post  Sto,  9« Ckojpmauki:  H, 

Wayland  (iVa.)  Blements  of  Moral  Sdenoe,  12mo,  8s  Od,  '50  ;  6  e.,  2s  6<2,  Ttgg ;  8s  BtLTmtdi  8oe. 
-Political  Beonomy,  new  edit,  18mo,  2s ComkU 


•  Limitations  of  Human  Besponsibility,  12mo,  3s  M Hodmn 

-  Sermons  for  the  Churches,  12nio^  5s  New  York ..  . 

•  Uniyenity  Sennona,  poet  8to,  8s  (kl  /.  Ckaptman 


Wayland  Smith,  a  Tradition,  tranaUted  from  the  French,  by  Singer,  12mo,  4s  M  ...  Piekermg  . 

Waylen  {Edw.)  Boclesiastical  Reminiscences  of  the  United  States,  8ro,  lis Straker 

(Jcu.)  Chronicles  of  the  BorDUgh  of  Deriies,  8to,  14s Longmuin  ... 

History  of  the  City  of  Marlborough,  8yo,  14s    /.  JL  StmUk 

Waymouth  (/as.)  Crucifixion,  and  other  Poems,  82mo,  2s  6ef BartUU 

Wayne  {ff.C.)  Swoid  Bxerdae  for  Military  Instruction,  12mo,  7s  6d    Watkinfftom 

Waynfiete  {Bp.)  Memorial  of,  by  Dr.  Heyiin,  edited  by  Bloxam CfaxUmSoc 

Ways  and  Bnds,  12mo,  Is  Werikeim  ... 

'  Means  to  afford  Cheap  Prorisiona,  fcap.  Sro,  8s ffodmm  . 


of  the  Line,  a  Monograph  on  Bxcavatora,  by  a  Lady,  12mo,  2s   IfamilUm  

Wayside  Fngmenta  ;  or,  Wonders  in  Common  Things,  18mo,  Is  6d JUL  Tract  Soe. 

■  Qatheringa,  by  B.  M.  J.,  edited  by  a  Lady,  12mo,  8s  M JUckardwmg  ... 


Wayte(5.a)  Bqueetrian's  Manual,  post  8to,  7i6d Skoberl 

Wayth  (C.)  Trout  Pishing ;  or,  the  Biyer  Darsnt,  a  Poem,  post  8yo,  4s   Siw^pkim.. 

We  Shall  Meet  Agun  :  Original  Pieces,  Prose  and  Verse,  82mo,  8s  6d   Smjikim.. 

Weale  {Jno. )  Architeetuial  and  Mechanical  Drawing  Book,  fol.  ,and  description  1 2mo,  1 6s  WeaU 

. Bnildera'  and  ContractoiB'  Price  Book,  1862,  by  Oeo.B.  Bumell,  12mo,  4s  Loekwood 

— — .  Collection  of  Old  Architectural  Ornaments,  &c.,  fol.,  2fis,  ^47  ;  n.  e.,  28s  Weale 

Designs  and  Bxamples  of  Cottages,  Villas,  and  Country  Houses,  4to,  21s  WeaU 

^-^— -  Dictionary  of  Terms  used  in  Architecture,  &c,  12mo,  5s  Weale 

— ..—^  Bngineer's  and  Contractor's  Pocket  Book,  12mo,  6s WeaU  Antu 

Bnsamplesof  Railway  Making,  8yo,  12s WeaU 1S43 

^— -^  Bxamples  for  Builders,  Carpenters,  and  Joiners,  4to,  21s  WeaU 1856 

Great  Britain  Atlantic  Steam  Ship,  folio,  2& WeaU 1847 

London  Exhibited  in  1851,  post  8yo,  9s,  WeaU  ;  new  edit.,  6e M.  Bokn    1851 

Nayal  Architect's  Portfolio,  folio,  12s  WeaU 1849 

— —  Pfcpers  on  Architecture,  4  V.  4to,  6f6s WeaU i844'5 

, Engineering,  6  y.  4to,  7/  7s  ;  half-morocco,  8/  8s   IFeo^ 1844-9 

Various  Series.     See  Appendix. 

Works  of  Early  Masters  in  Christian  Decoration,  2  y.  folio,  lOZlOs WeaU 1846 
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(W,H.)  Tourist's  Guide  to  Belgium,  Aix-la-Chapelle,  Iec.,  12mo,  5s  Daweoa 1859 

Wealth,  the  Name  and  Number  of  the  Beast  666,  12mo,  4s  M    Bagger 1844 

and  Labour,  a  Noyel,  by  Lord  B***»*»*,  8  y.  post  8yo,  81s  6(i iVeifty    185a 

—— without  Money  ;  or,  Deyelopment  of  Rcflouroes,  ^  6<i    Tkacker 1858 

Weare  {T.  W.)  Remarks  on  the  Church  of  Great  Haseley,  Oxfordshire,  8yo,  5s  6c{   ...  J.H.AJJ*arheri%4,% 

Wearg(5»V(7.)  Memoir  of,  by  G.  Duke,  12mo,  8s Eiekairde   1843 

Wearing  the  Willow,  by  Author  of  Nut  Brown  Maids,  er.  8yo,  9s  Parker  A  Soa  ,1%^ 

Wearmouth  Abbots,  a  Tale  of  Saxon  Christianity,  2nd  edit.,  12mo,  8s  6^    Freemasit    i86a 

Weatheriiead  (O.H.)  Cure  of  Gout  and  Rheumatism  by  Cold  Water,  2e.,  8yo,  2s  6d   Highleg 1843 

. -i—^  History  of  the  Venereal  Disease,  12mo,  6s Hi^Uy 1840 

: On  the  Principal  Diseases  of  the  Lungs,  8yo,  7s  M CkmrtkiU  1837 

>  Treatise  on  Headaches,  12mo,  4s   HigkUjf 1840 


Weatherley  (£'<2w.)  Guide  to  the  New  Probate  Court,  1857,  8yo,  12s HwrtideB,    ...1858 

Weayer  (Hea.)  Hints  on  Cottage  Architecture,  4to,  25s,  1849  ;  8rd  edit.,  15s   Pope 1854 

Village  Architecture,  4to,  25s Pope 1855 

(J,8.)  Aims  and  Aids  for  GKrls  and  Toung  Women,  12mo,  4s  M  Neva  York 1856 

-Ways  of  life,  12mo,  8s  6d New  York 1855 


(/ZtdL)  Life  of,  by  R.  C.  Morgan,  fcap.  8yo,  Is Morgan  d:  C.    1861 

-{Bobt.)  Character,  Causes,  Ice.,  of  Dissent,  ]2mo,  8s  6d Jackeondf  W.  1844 

Essay  on  Ancient  British  Monuments,  post  8yo,  6s  NickoU 1840 

-  Harmony  and  Glory  of  Dirine  Goyeroment,  8yo,  10s  JadevmA  W.    1841 

-  Lectures  on  Fulfilments  of  Prophecy,  12mo,  4s JaekeonAW.    1835 

-  Pagan  Altar  and  Jehoyah*s  Temple,  an  Essay,  12mo,  8s  ...  Ward 1840 

>  Popery  Calmly  and  Comprehensiyely  Considered,  post  8yo,  ItM  Partridge 185c 

■  View  of  Pnseyism,  post  8yo,  5s  Jackeondf  IT... 1843 


Weayei's  Family,  by  Author  of  Diyes  and  Lasarus,  12mo,  2s  6c<  Judd i860 

Pageant,  4to  Abbotrford  CL  1836 

Webb  (AUan)  Psthologia  Indica  :  Anatomy  of  Indian  Diseases,  roy.  8yo,  14s    AlUnd:  Co,   ...1848 

Ready  Rules  ior  Operations  in  Suiigery,  2nd  edit,  roy.  8yo,  10s  €d ChwrdUU  1861 
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Webb  (Benj.)  Sketcbea  of  Continental  Boelenologj,  Svo,  lf{«,  i848^red.  to  12« MaMen 1850 

{CcUeb)  Senaibility  of  Separate  Souls  Considered,  12mo,  2s  6d ffoulston    1852 

The  Cburch  Diatinjniished  ;  or,  the  Christian  Community,  12mo,  is  ...  HouUUm   1859 

(i?!  8.)  Our  Iron  Breakwaters  and  Piers,  4to,  2s  Lockwood  i86a 

{F. C. )  PrinctpleB  of  Electrical  Accumulation  and  Conduction,  Ft.  1,  p.  8to,  S<  6d  Span  1 86% 

{F.J.\  The  Garies  and  their  Friends,  a  Tale,  12mo,  Is  6d  ;  post  Svo,  8«  6ci...  RouUedge  1857 

{Oeo.)  Practical  Hints  to  Toung  Sportsmen,  12mo,  2j  Od Simpkin 1&57 

r—  (/eu.)  Farmer^s  GKiide  to  Diseases  of  Cattle,  12mo,  Ss6d Blackie 1835 

-  (Vf«./.^.)  Arthur  Merton,  a  Story  for  the  Young,  12mo,  3«6(i  A,  Hall 1862 

Autobiography  of  a  £5  Note,  a  Tale,  12mo,  Is  M Simpkin 1853 

Beloved  IHsciple  :  Reflections  on  the  Histoty  of  St.  John,  12mo,4«  6d  Halehard  ......1848 

_ Child's  Commentary  on  St.  Luke's  Gospel,  18mo,  new  edit.,  2s  6d  ...  Simpkin 1840 

' Helen  Mordaunt ;  or,  the  Standard  of  Life,  12mo,  6s    Routledge  x86o 

^-^-^— Idaline,  a  Story  of  tbe  Egyptian  Bondage,  12mo,  5s BenUey 1854 

Julamerk,  a  Tale,  12mo,  8  ▼.  Sl«6<2,  '48  ;  n.  e.,  5«  M,*sz ;  12mo,  2s  Simpkin 1854 

Julia*Amonf,  a  Tale  of  the  YaudoiB,  newedit.,  12mo,  Zs  6d Darton 1857 

Loyal  Charlie  Bentham,  Tbe  Children's  Island,  fcap.  8ro,  If  6d  ffogg 1861 

Marco  Qriffi,  the  Itafian  Patriot,  12mo,  6s  Bentley 1859 

Martyrs  of  Carthage,  2t.  12mo,  12s,  1850  ;  newedit.,  2s  6d BenUey i860 

Naomi ;  or,  the  Last  Days  of  Jerusalem,  new  edit.,  12mo,  7«  6d A. Hall x86i 

Pilgrims  of  New  England,  a  Tale,  new  edit.,  12mo,  It  W  and  8s  W...  Simpkin 1855 

.-I—  Reflections  on  the  Histoiy  of  Noah,  12mo,  8s,  1846;  new  edit., Is  M  Cornish 1850 

Tales  of  the  Vaudois,  12mo,  8s  6c{    Darton 1842 

Travels  and  Adrentures  of  Charles  Durand,  new  edit.,  16mo,  8s  6d  .  Darion 1859 

(J.H.)  Essay  on  the  Influence  of  Poetry  on  the  Mind,  Sto,  2s  6d Hastings    1839 

(If.)  Annotations  on  D*Aubign^s  Early  British  Church,  12mo,  8s  6d   Wertheim  ......1857 

(R. H.)  and  CoUmsji  {W.H.)  Flora  of  Hertfordshire,  8vo,  12s Pamplin  1849 

{S.H.)  Phietical  Farmer's  Yearly  Account  Book,  folio,  6« Jarrold 1845 


-  (T.f  .)  Essay  on  the  Intellectuaiism  of  Locke,  8to,  6s   Longman  1857 

(7*.  IT.)  Celestial  Objects  for  Common  Telescopes,  12mo,  7s Longman  1859 

Webbe  {Com.)  Glances  at  life  in  City  and  Suburb,  post  8to,  10s  M    Smith  4b  Elder. ii^6 

Man  about  Town,  2  ▼.  post  8to,  18s,  1838  ;  new  edit.,  12mo,  Is  (id  .  Jas.  BlaekvfoodiZsj 

Webber  (il2er.)  Shooting,  a  Poem,  poet  8to,  6s  R.  Adcermann  1841 

(air.)  Gold  Mines  of  the  GIUk  12mo,  5s New  York 1849 

Old  Hicks  ;  or,  Adyentures  in  Search  of  a  Gold  Mine,  12mo,  Is  6d    C.  H.  Clarke... iS^6 

Romance  of  Natural  History,  12mo,  8s  6c< Nelson   1852 

Shot  in  the  Eye,  and  Adrentures  with  Texan  Rifle  Rangers,  12mo,  Is  Vizetdly 1853 


-(D. 


J  Birds  and  Wild  Scenes,  roy.  8ro,  cold.,  2fis  Low   1853 

Tales  of  the  Southern  Border  (American),  8to,  7s  6d  Low   i^SS 

)  German  Dictionary,  new  edit,  square,  6s  WilUamsdf  JV.1844 

{Jas.)  Sermons  in  Aid  of  the  Infimt  School  at  Ripon,  12mo,  isM WhiUaker 1840 

Weber   {Geo.)  Outlines  of  Uniyeraal  History,  translated  by  Dr.  Behr,  Svo,  9s   WhiUaker 1851 

{Chd.)  Theory  of  Musical  Composition,  by  Bishop,  2  r.  imp.  8to,  31s  6d  ...  Coeks ...1851 

(iT.iT.)  Handbook  of  Auscultation  and  Percussion,  post  8ro,  6s Chwrchill  1854 

(/.)  Church  of  England  C!hoTal  Book,  roy.  8to,  8s Simpkin 1856 

{JJL)  Tnuning-Sehool  Pftrt-Songs,  ediiBd  by  Unwin,  post  8to,  2s  6d Longman  i86a 

-  Singing  Method,  from  the  German,  post  8to,  8s  Longman  i86a 


(M.T.)  Muscles  of  the  Human  Body,  square  folio,  12s Philadelpkia...iS4^ 

Webster  (ii.  IF.)  Treatise  on  the  Ear  and  on  Deafness,  8to,  5s   Simpkin 1836 

Principles  of  Sound,  Sto,  5s    Simpkin 1840 

{Ben.)  Acting  National  Drama,  Y.  1  to  17,  12mo,  each  7s Chapman  A  H.i^'fl 

' ((7.  <lr.^.)  Memoir  of,  by  Grace  Webster,  12mo,  6s    Simpkin 1853 

{Dan.)  Beauties  of,  l^  Rees,  18mo,  4s  6<f KenneU 1840 

Diplomatic  and  Official  Papers,  8vo,  10s NewTork 1848 

-^—^  Memorial  of,  from  the  City  of  Boston,  8vo,  lOs  dd BosUm^U.S.  ...1853 

Private  Correspondence,  edited  by  F.  Webster,  8  ▼.  8to,  28s  Boston,  U.S.  ...1837 

— — — — Life  of,  by  Lanman,  post  8yo,  7s  6d Longman  ......185a 

Speeches,  Arguments,  and  Diplomatic  Papers,  6  t.  Svo,  90s    Low  185a 

{E.)  Parliamentary  Costs  as  to  Private  Bills,  ko.,  1859,  12mo,  5s  Stevens   1859 

{Oeo.)  Notes  of  Lectures  on  the  New  Testament,  Svo,  6s Parker S  Son...  ii6o 

{Oraee)  Disputed  Inheritance,  a  Novel,  8  v.  post  Svo,  81s  6d   BeniUy  1845 

Ingliston,  a  Tale,  post  Svo^  10s  6d Simpkin 1840 

Last  Enemy,  12mo,  Is  6d Hamilton  1859 

Raymond  Revilloyd,  a  Romance,  2  v.  post  Svo,  21s Beniley  1850 


{Jno.)  Dramatic  Works,  by  Dyce,  roy.  Svo,  newedit,  10s  6rf RonUoige  i86c 

Haslitt,  4  V.  12mo,  20s  ;  4  r.  post  8vo,  80s /.  R.  Smith  ...1857 

(Jos.)  System  of  Stenography,  12mo,  2s  6rf   Longman  183^ 

— ~-(ifrs.)  Dancing  as  a  Means  of  Physical  Education,  post  4to,  5s Bogue 18(1 

{N.)  English  Dictionary,  by  Goodrich,  4to,  81s  6rf Bell  d:  Daldg... xZ6i 

imp.  Svo,  25s--red.  to  12s H.Bohn....:....r2^r 

^ roy.  Svo,  newedit.,  16s Routledge  1861 

■ .: Bq.,  Ss  6rf,  Dujfy  ;  ISmo,  IsSdkls  Routledge  i860 

: Svo,  7s6rf   Cassell   i860 

with  Walker's  Key,  7s  6d  Ward  Jk  Lock...  i%^% 

■■ 18mo,  Is  6dand  Is WardALoek...iZtB 

5ii 
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Wefaitor  ( N. )  Bagliih  DustioiiMy,  by  B4>l»oii,  107.  ISmo,  6s,  SeoU,  ^56;  IBno,  St  6d  Ward  ^  Xm1...iKo 

lUostnted  Spelling  and  Reading  Book,  8to,  1< Dtam^Stm     ..i«5« 

(A)  Hiirtoiyof  tbe  Preibyterian  Cboreh  in  America,  8to^  ISf PkUadelpkia  ...\ts7 

(Tko,)  BlemenUof  Phynca,  12mo,  9«    A,  SecU 183? 

SncyebpKdiA  of  Domestie  Booaomy,  8to^  ^'44 »  new  edit,  &1«  6d  Lomgwum   1861 

'■ Hiatoiy,  Objeota,  Ice.,  of  the  Patent  Law,  poatSvo,  2t6d    Ch^fmtamdr  B.i%s* 

of  the  Port  and  Docka  of  Birkenhead,  loy.  8to,  15t  CJu^mam  drB.iUi 


Iaw  of  Lettera  Patent  fw  Inrentiooa,  roy.  8vo,  9$,  1S40  ;  n.e.,  I2s  Blemkam   184* 

On  Property  in  Deaignaand  InveationB,  roy.  8to,  3c  6^  SUwortA 1S53 

Subject  Matter,  Title,  kc.,  of  Letfcera  FOent,  roy.  8to,  S«  6<i  ...  EUwwik it^i 

Patent  Law  of  Inventiona,  1864,  8to,*3«  EUwvrik 1853 

Principlee  of  Hydroatotioe,  poet  8to»  9a,  1845  ;  new  edit.,  7i  W   ...  PaHoer^Som  .1856 

Reporte  and  Notea  on  Caeea  of  Letten  Patent  roy.  8vo,  88i  W BUnbatm  1844 

Sacramental  Week,  2ndedit^  82mo,  1« &efcy 1839 

Theory  of  Bqnilibriam  and  the  Motion  of  Flaida,  8to,  9s Parkar4tSom...i%i6 

(FT.)  and  Wilkinaon  (W.P,)  Greek  Teatament»  8to,  V.  1,  20« ;  Y.  8,  24f    Par*w<l:5oi»' 55-61 

' ^-^'^  IreUmd  aa  a  Field  for  InTeatment  or  Reaidenoe,  12mo»  2i  6<<  Simpkim 1853 

(W.H.)  Periodic  System  of  the  Atmospheric  Actions,  8to,  lOs  M Siw^pldM 1857 

Webater'i  Royal  Red  Book,  12mo,  6«  WAtUr Ammmd 

Wedding  Belia,  an  Echo  of  the  Chimea,  12mo,  U  M AUmum 184S 

12mo,  1«  Jas.BladkmoodiZsS 


Weddle  (7.)  Treatiae  on  Solving  Nnmerical  Bqnationa,  4to,  6« HamUlon 1842 

Wedgwood  (//.)  Dictionary  of  Bngliah  Etymology,  Y.  1  and  2,  8to,  each  14« TriOm^r  ...1859-^2 

Geometry  of  the  Three  First  Booka  of  Badid,  12mo,  2s  6<i WalUm 1856 

On  Development  of  the  Understanding,  12mo,  8f  6<i   WcJUm 1848 

■         Principlee  of  Qeometrical  Demooatration,  l&no,  2« WoUon 1844 

(R.)  YiBBKf  on  Constitution  of  Decrees  of  the  Holy  AposUes,  lSmo»  8s  ...  Simpkim 1851 

Wedrs  Pisthological  Histiology,  8to  SydenkamSoc  1855 

Wedlock  ;  or.  Yesterday  and  To-daj,  a  Novel,  3  v.  post  8vo,  31s  6d    BeniUy  ^.1841 

Wednesbnry  (HLstoiy  oO,  with  an  Aooonnt  of  the  Goal  and  Iron  Trade,  8vOk  7«  6d...  MatUn 1854 

WeedaU(iroii«.)Lifeof,  by  F.  G.  Hosenbeth,  12mo,  7f  6<I  Lfmgwma  i860 

Weeding  (5.)  Wet  Sheet,  addreased  to  the  Medical  Men  of  England,  8vo,  2s  M, CkmirckiU 1843 

Weedon  {Tho.)  Practical  Grammar  of  the  English  Language,  12mo,  2s H.  0,  CSDUMS...1848 

Weeda  from  the  Isia :  Proae  and  Yerae,  by  a  Few  Oxonians,  12mo,  2f  6d Jat,Blaekmfod  1856 

Week  at  Paris  :  Yisit  in  Six  Days  of  the  Twelve  Arrondissementa,  18mo,  7< Gc^pd  1857 

of  Darkness ;  a  Mannal  for  Mourners,  by  Author  of  Mary  Powell,  18mo,  2t  (id  RivimgUm 1856 

Weekea  (/Teii.)  Prise  Bm^  on  Fine  Arts  Section  of  Exhibition,  1851,  12mo,  3s  M...   ViaeldUf    1853 

Weekly  Visitor,  edited  by  Rev.  B.  Bickersteth,  Y.  1  to  7,  8vo,  each  4s  6«I  Wtriktim  ...1851-^ 

WeA  \Wm,)  Observations  on  the  Science  and  Art  of  Medicine,  8vo,  8s   CkmrtkiU 1851 

Weidemann  ((7.S.)  Footsteps  of  Immanuel  on  the  Uke,  12mo,  4s  6df    Sedeg 185s 

— — — (/.C)  Papers  on  Education  and  other  Subjects,  12mo,  5s  Lomgmam  1850 

WeigeU  (O.iT.)  Guide  to  Animal  Drawing,  lor  Landscape  Pftinters,  12mo,  la  Bomuif 1862 

— — ^ Instructions  in  Drawing,  Figuro  Drawing,  Shadows,  12mo,  each  Is...  Winmr 1852-6 

(/.C.)  Chancery  Practice  and  Orders,  1852,  12mo,  6s SweA 1852 

Weil  {Omd,)  The  Bible,  Koran,  and  Talmud,  or  Biblical  Legends,  poet  8vo,  7s  6<i  ...  Longmam  1846 

Weill  (A.)  Yillage  Tales  from  Alsatia,  tnmalated  by  Sir  A.  D.  Gordon,  16mo,  2s  6«2...  Bogme ^.1847 

Weinland  {D.P.)  Human  Ceatoides  :  the  Tapeworms  of  Man,  8vo,  UCd Trubner 1859 

Weir  (If.)  Child'a  Indestructible  Book  of  Animals,  oblong,  8s  fid 2>af<o»  1862 

— — ^  Illustrations  of  Animals,  1st  and  2nd  series,  each  Is Dean 1857 

Sketch  Book  of  Animals,  4to,  10s  6d  ;  cold.,  25s Addey   1851 

-^(ff.F,)  Land-Meaauring  Tables,  12mo,  2s  6(i A.  HaU 1857 

-  {Ja»,)  Sharp  Bye;  or,  the  Scout's  Revenge,  12mo,  Is WardicLock  .1854 

-~  (/no.)  Irish  Revivals :  the  Ulster  Awakening,  post  8vo,  U A.  HaU 1859 

— ^—  Lectures  on  Romanism,  12mo,  8s 0)te 1851 

— <if.^.)  Patience  to  Work,  and  Patienoe  to  Wait,  12mo,  3s  (Wi NeUon  1859 

-  iWm,)  Highway  of  Holiness,  12mo,  2s  6<< HamiUtm 1851 

Weird  of  the  Wentworths,  by  Johannea  Sootua,  2  v.  post  8vo,  21s    Sammden  S  0. 1862 

Weisbach  (/.)  Meehanica  of  Machinery  and  Engineering,  Y.  1,  21s  ;  Y.  2,  18t    BaUUire   ...1847-8 

Weias  (BtHJ.)  A  Christian  Jew  on  the  Old  Teetament  Scripturea,  12mo,  5s  MamiUm  1850 

. Translation  and  Exposition  el  the  Book  ol  Eocleaiastea,  12mo,  4s NitbH 1856 

Psalma,  8vo,  10s  W HamUtom  1852 

• Song  of  Solomon,  12mo»  6s  Bamittom  1858 

(OAo.)  History  of  the  Fronoh  Protestant  Refugees,  8vo,  14s    iMocJhppo<is,...i854 

(brj,)  Handbook  of  Hydropathy,  8vo,  7$  6d    Madden 1843 

Weiae  (Dr,L,)  Lsttera  on  English  Edocation,  tranalated  by  Arnold,  12mo,  4s  M  ...  Longmam  1854 

(TM.)  German  Grammar,  new  edit.,  fcap.  8vo,  8s   WUUama^X,  i860 

Weitbreoht  (/./.)  Memoir  of,  from  his  Journal,  by  his  Widow,  new  ed.,  p.  8vo,  7s  6d  Niebel 1857 

■  Protestant  Missiona  in  Bengftl,  lUuatcated,  12mo»  5s J,  F.  Shaw  ...1844 

— — ^—  Sermons,  post  8vo,  5s  Niebei    1857 

(if ft.)  Lettero  on  Female  Missionaries  in  India,  18mo,  2s  Niebei    1S43 

Missionary  Sketohea  in  Northern  India,  12mo,  5s Niebet    1858 


Wekey  {Sig,)  Hungarian  Qnonmar  and  ExeroiBes,  poat  8vo,  5s  Stanford    185a 

Welby  (£ror.)  Mysteries  of  Life,  Death,  and  Futurity,  feap.  8vo,  5s   ..: Kent i860 

—  Predictions  Realised  in  Modem  Times,  12mo,  5s   Kent  1862 

Welch  (A.S,)  Object  Lessons,  for  Teachan  of  Primary  Schools,  16mo^  Ss Nm  York i86a 
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Welch  (/.)XiBtof  QaMn'sSeholan of  St.  Peter's,  Westminster,  fr.  1668,  r.8TO,85<     Ginger   1853 

iJ.A.)  Treatise  on  Ringworm,  8vo,  58 Orr    1857 

Welchman  (Edw.)  lllnstration  of  the  39  Articles, 8yo,2t,J2mn^on, '49;  n.e.,  12mo,  2s  Waahbimme  ...1855 

Welcome  Guest,  V.  1  to  4,  roy.  8yo,  each  5« HouUtan  ...Annual 

Words;  or,  €h«etingand  Farewell,  82mo,  Zi  ffamiUon 1844 

Weld  (C.R.)  Continental  Fragments,  roy.  8to,  6a OrovmMdge  ...j^^q 

History  of  the  Boyal  Society,  London,  2  y.  8to,  80» Parixr  d:  Sen  .it^i 

BamUe  in  Anreirgiie,  Piedmont,  and  Savoy,  post  8to,  8«  td Parber  A  Son  .  1850 

Search  for  Sir  John  Franklin,  poet  8to,  4«  9d BtnUey 1851 

Statistical  Companion  to  the  Pocket-Book,  82mo,  1843,  1«  ;  1844,  2f...  Parker  A  Son  '43-4 

Tonr  in  the  United  States  and  Canada^  1854,  poet  Sro,  10s  6c{ Longman  1856 

— ^— Travels  in  tiie  Pyrenees  from  East  to  West,  post  8TO,^12f  6d   Longman  1859 

Two  Months  in  the  Highlands,  Orcadia,  &c.,  post  8to*,  120  M Longman  i860 

Vacation  in  Brittany,  post  8to,  10$  6d    Chapman^  M,i9s6 

•  Tour  in  Ireland,  post  8to,  10$  6d Loiuman  1857 


Women  of  the  Scriptures,  plates,  8vo,  24s /.  Chapman,.. i^^i 

{O.  W.)  Haiael ;  or,  Treacheiy  of  the  Human  Heart,  12mo,  2« /.  F,  Shaw    ...1853 

(B.E.)  Dictionary  of  Sacred  Quotations,  12mo^  7s  6c; PkUaddphia... i9$i 

Welford  (ILO,)  Inflnenoe  of  the  Game  Laws,  8to,  8s  Oroon^ndge  ...1846 

Treatise  on  Bquity  Pleadings,  1842,  8to,  18s Sievena   184a 

Wellhelored  {Cha.)  A  Biographical  Memoir,  by  John  Kenrick,  8yo,  7s  6d  Wki^fUld   i860 

Ebnracnm,  or  York  under  the  Romans,  roy.  Svo,  12s Longman  1847 

Translation  of  the  Bible,  2  y.4to,  70s  ;  1.  p.,  516$ /.  Ch^fman  ...1838 

—.— ..  Smith,  and  Porter,  Scriptures  of  the  Old  Covenant,  8  v.  8vo,  24s  Longman  i86a 

(fforace)  London  lions  for  Conntty  Cousins,  8vo,  5s  6d Wright  1846 

Weller  (L.)  Calculations  of  Corresponding  Bqui^>^«nt8,  roy.  8vo,  14s   Richardaona  ...1858 

Welledey  {Hen.)  Anthologia  Folyfjotta,  Greek  et  Latin,  Svo,  16s Mnrray 1849 

{Marq.)  Despatches  from  India,  by  R.  M.  Martin,  5  v.  Svo,  OHOs AUen  A  Co.  ...1837 

-Spain,  l7R.M.Martin,8vo,  8s 6<i,  if vmx^u-j-. 8s  6(2  H.  Bohn   1838 


.  Fourth  Political  World,  Svo,  6s Ba$chard 184a 

-Fifth  Pblitical  World,  Svo,  5s /.  MUehM    ...1843 

-  Irish  Question  considered,  Svo,  12s  Longman  1844 

.  Memoirs  and  Correspondence,  byPearce,  8  v.  Svo,  42s  BerUleg 1837 


— «-  (Wm. )  France  Contemporaine  et  ses  Divisions  Hi^rarchiqaes,  Svo,  6s   £ailliire   1 849 

Wellford  {Oeo,)  Defence  of  the  Baptismal  Service  and  Catechism,  Svo,  8s  6d  Seeley 1853 

■ Discourses  on  the  Last  Scenes  of  Christ  upon  Ei^,  post  Svo,  6s   ...  Werthem  1857 

Wellington  (Duibe)  Anecdotes  of,  poet  Svo,  Is  Addeg   185a 

___  Biognphical  Memonmda  of,  post  Svo,  7s  6d T.  JIarriaon  ...1853 

'  Biography  of.  Illustrated,  post  Svo,  Is  Ingram 185* 

"  Career:  a  Military  and  Political  Summary,  by  Hamley,  fp,  Svo,  2s  Sladnoooda   ...i860 

Chaneteristics  of,  by  Earl  de  Grey,  Svo,  6s Boaworth  1853 

Despatches,  by  Gurwood,  12  v.  Svo,  ea.  20s,'38  ;  n.  e.,  8  v.,8/8s  Murray 185* 

-^_— Selections  from,  Svo,  25s,*5X  ;  n.  e.,  18s  Murray 1851 

—   Supplementaty,  V.  1  to  10,  Svo,  ea.  20s  Murray  ...i858-6a 

_--  From  a  French  Point  of  View,  by  Lemoxnne,  12mo,  Is   Parker  it  Son...  1^$% 

-  Lifeo^  by  Alexander,  2  V.  Svo,  2Ss  Cdbum 1839 

■  Brialmont,  tr.  by  Gleig,  4  v.  Svo,  54t,*59;  1  ▼•  ^^t  1^*  Longman  i86» 

Hscrwood,  12mo,  Is  Allman 185* 

Macfarlane,  12mo,  Is  and  2s  6d Boutledge  1851 

: Macgill,  Svo,  S» FuUarton     ....1850 

Maurel,  12mo,  la6d Murray 1851 

Maxwell,  8  v.  Svo,  86s,  1841 ;  new  edit.,  27s    ff.  Bohn   186a 

Montague,  12mo,  2s  6<2 Berger   185a 

Scott  and  Jackson,  2  v.  Svo,  80s Longman  1840 

Sherer  (Cabinet  Libmiy),  2  v.  fcap.,  10s    Longman  183a 

Soane,  2  v.  12mo,  10s  ChurUm 1839 

■ Stocqueler,  2  v.  Svo,  12s  Ingram 185* 

Wilson,  Illustrated,  2  v.  roy.  Svo,  86s    FuUarton  ...1853-5 


Wright,  4v.  Svo,  66s  P.Jaekaon  1839-^41 

Tonge,  2  y.  Svo,  40» Chapman  4t  H,i%io 

a  Popular  Author,  4to,  Is ^tra  1853 


—  an  Old  Soldier,  post  Svo,  5« B.  Bohn   185J1 

-for  Boys,  by  Kelly,  12mo,  2s  6<2    Addey    1853 

Toung  Persons,  12mo,  5s J.F.Shaw 1853 


from  The  Times,  12mo,  Is Longman  185a 

Maxims  and  Opinions  of,  by  Francis,  Svo,  12s CotSum 1845 

Military  Achievements  and  Political  Career,  12mo,  Is /.  Bladbwood...t9$% 

Contrasted  with  Others,  2  v.  post  Svo,  21s  Bone 1854 


— ^—  ffistoiy  of,  in  India,  8vo,  Is Attend:  Co,  ...185a 

—  Minutes  of  the  Resignation  of  Sir  Charles  Napier,  Svo,  2a  M Murray 1854 

—  Souvenir:  His  Life,  ko.,  printed  in  Gold,  12mo,  Is  6d BowleU 1851 

—  Speeches  in  Parliament,  2  v.  Svo,  42s   Murray 1854 

Three  Tears  with,  in  Private  Life,  post  Svo,  10s  6<f Saundera  dt  0.  1853 

Wisdom,  or  Maxims  of,  12mo,  Is Kent  185a 


Wellington  Hymn  Book  :  Selection  of  PeiUms  and  Hymns,  ISmo,  2s Simpkm 1857 
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WellingtonSanA  :  AneodotM,  Ifaximfl,  Opiniou,  &e.,  by  Timbs,  p.  8to,  1$  and  1«  fid  Ingram i^S^ 

Wells  {Alg.)  Normal  School,  and  Unwin's  Model  School,  12mo,  2«  6d Smow  1849 

(Chat.)  Ilm  Tedbiri  Milk ;  an  Knaay  on  Political  Boonomy,  fcap.  Sro,7§6d    WiUianu  <fr  N.  i«6o 

—  {Chriat,)  Rich  Man's  Duty  ;  and  Dowsing's  Joanud,  18mo,  2i  6ci    JMJ£j.PaHt€r  j%^ 

(Z>. -4.)  Annual  of  Scientific  Diaoorery,  cr.  8vo,  7«6<i A»to»,  U.S.. ..Ann. 

Familiar  Sdenoe,  8to,  9«  Pkiladelpkia  ...185^ 

Principles  of  Natural  and  Physical  Science  Explained,  Swo^  3t  6<£ CaaaM   1856 

^-^{D.H.)  Principles  and  Applications  of  Chemistry,  post  8vo,  6< New  York 1858 

{Edw.)  Esssy  upon  Cretinism  and  Qoitre,  8to,  2#  6d CkunkiU 1S45 

Historical  Geography  of  the  Old  and  New  Testaments,  8to,  10«  6d Tegg  1840 

(If.  X. )  Bankmpt^  and  Insolvency  Acts,  12mo,  2$ Simpkm 1844 

Imprisonment  for  Debt  Act,  12mo,  2$  (id    Simpkin 1844 

Inoome  Tax  Act,  1842,  12mo,  8» SimpHn 184a 

Insolvent  Debtors*  Act,  12mo,  sd.,  2<  ;  cL,  2«  6(i  SimpHn 1844 

Segistration  of  Voters  Act,  1848,  12mo,  2a  M  SimpHn 1843 

(J,S,)  Long,  Short,  and  Weak  Sight,  and  their  Treatment,  8to,  53 CkwrekiU  i86x 

(N.A.)  Picturesque  Antiquities  of  Spain,  roy.  8to,  21*~red.  to  St  M Bentleg 1846 

(Sam.)  State  of  the  National  Finances,  1842,  12mo,  6f Simpkm 184a 

(Step.)  Heiress  of  Morden,  a  Religions  Tale,  12mo,  2a  6d T,  Rickmrdaom  1S57 

(r. 5.)  Cancer  Cure  and  Cancer  Curers,  8to,  2a  CkwrekiU i860 

■  Obserrations  on  Qont  and  its  Complications,  8to,  5f CkwrtkiU 1854 

Scale  of  Medicines  for  the  Merchant  Senrice,  new  edit.,  fcap.  8to,  Sf  td  CkmrckiU 1861 


—  (ir.£f.)Gaaetteerof  the  Australian  Colonies,  8to,  21«    £.  Wilaon 185a 

...^^ Graded  Course  of  Instruction  for  Public  Schools,  fcap.  8vo,  6a New  York 186a 

—  (W.V,)  Explorations  and  AdTentures  in  Honduras,  Svo,  14«  New  York 1857 

Wells  of  Scripture,  illustrated  in  YerM,  12mo,  2«   Gilpin    1847 

Weilsted  (/.iS.)  Travels  in  Arabia,  Mount  Sinai,  &c,  2  v.  8vo,  24« JHwrrag 1837 

to  the  City  of  the  CaUphs,  2  v.  8vo.  2fi«— red.  to  12a H.Bokn 1840 

WeUby  (W.N.)  Lives  of  Eminent  EngUsh  Judges,  1846,  8vo,  14s Sweet 1846 

Welsford  {Hen,)  Lights  and  Shadows  of  Spiritual  life,  12mo,  6«  Snow 1855 

Mithridates  Minor ;  or,  an  Essay  on  Language,  8vo,  14s Lomgrn/OM  1848 

Origin  and  Ramifications  of  the  English  language,  Svo,  10s  6if Lamgwaan  1845 

Welsh  (/>ar.)  Elements  of  Church  History,  8vo»  12«   NamHUm  1844 

Sermons,  with  Memoir,  by  Dunlop,  8vo,  12f ffanUlton  1846 

(/.)   Treatise  on  Ringworm,  8vo,  fif  6<2  Orr    1837 

Welsh  Grammar  (18th  Cent.)  by  Edwin,  the  GoldenTongued,tr.WWiUiAms»8vo,21f  Ltmgfnan  1856 

MSS.,  Ancient,  oollected  by  E.  Williams,  roy.  8vo    WdahMSSJSocn,  d, 

Sketches,  8  series,  post  8vo,  each,  Is Darling 1851-4 

Welwood  (iifid)  Meditations  Representing  a  Glimpse  of  Glory,  18mo,  2f Mel.  Tract  Soe.  1839 

Wemyss  {Tho.)  History  of  Job  and  his  Times,  8vo,  9f Jackaon  S  W»   1839 

■  Key  to  Symbolical  Language  of  Scripture,  12mo,  7s  6ef HamiUon  1840 

Wendebom  (P.A.)  German  Grammar,  by  Hermann,  12mo,  6s  WhiUaker 1849 

Wendover,  Rogeride,  Chronica  and  Appendix,  ed.  Coxe,  6  v.  8vo,  60s HiMorieal  Soc  1844 

Wenger  {J.)  Scriptural  Doctrine  of  the  Church,  12mo,  3«  6c2 NiAet 1847 

Wenham  (/.)  Private  and  Family  Plrayers,  12mo,  2j  M HamHtan  1845 

Questions  on  the  Collects,  18mo,  Is    J.HJtJ.Parker\%^'^ 

Wenkstem  (Otto)  Histoxy  of  the  War  in  Hungary,  1848-9,  12mo,  6s  ParkerSSon  .1859 

Pmasia  and  the  Poles,  8vo,  2s Mawa    x86a 

Werborton  (R.B.)  The  Northumbrian  Abbots  :  a  Tale,  12mo,  6s   Sanndera^  O.   1859 

Werburgh  (/.)  Holy  Life  and  History  of,  edited  by  M.  Beaumont,  sm.  4to  Chetkaan  Soc....  1848 

Werdemann  (C.P.)  Pour  Papers  on  Miscellaneous  Subjects,  12mo,  5s Longman  1850 

Wem6  (Ferd.)  Expedition  to  the  Source  of  the  White  Nile,  2  v.  post  8vo,  21s BenOeg 1849 

■   Travels  in  Africa,  translated  by  Johnston,  12mo,  2s6<2   Longman  185a 

Werner  (F.L.Z.)  Twenty-fourth  of  February,  a  Tragedy  from  the  German,  12mO|  Is  6<f  Hmgkea 1844 

— ^—  ((?.  (7. )  Instruction  in  the  French  Language,  12mo,  4s  Longmam  1854 

Werner's  Memorial  Characters,  roy.  8vo,  10s  6<i  Wemenan  Soc  m.dL 

Weny  (Fra.P.)  Personal  Memoirs  and  Letters,  ed.  by  his  Daughter,  post  8vo,  8a  M.  Sked  i86x 

Wertheim  (if.)  Concise  German  Grammar,  12mo,  5s  Longaaam  184a 

Wesley  (Cha.)  Commentary  on  the  Church  Catechism,  l8mo,  2s ;  new  edit..  Is    Low  1841 

..  Journal  and  Correspondence,  edited  by  Jackson,  2  v.  12mo,  10s Maaom   1849 

I  Life  of,  by  Jackson,  2  V.  8vo,  21s  Maaon  1841 

-abridged,  12mO|  5s,  i848~t«d.  to  8«6<f   Maaon    t86a 


'^ Poetical  Version  of  the  Psalms,  by  Fish,  l2mo,  4s  6(2 HeyUn  18^4 

(/no.)  Works,  14  v.  12mo,  63s— red.  to  49s  ;  14  v.  8vo,  bl  12s— red.  to  84s   Maton  1857 

Appeal  to  Men  of  Reason  and  Religion,  l2mo,  8s  Maaon  1859 

Compendium  of  Logic,  by  Jackson,  18mo,  2s  6<i Tegg  1836 

Natural  Philosophy,  8  v.  18mo,  15s-red.  to  10s  td,  Tegg  1850 


Discourses  on  the  Sermon  on  the  Mount,  &c.,  24mo^  2s  64 Corniak  nji. 

Instructions  for  ChrisUansi  82mo,  Is    Maaom  1836 

Journals,  new  edit,  4  v.  12mo,  14s;  4  v.  8vo,  24s Maaon  1840 

8vo,  14s Beivnett 1839 


-  Life  of,  12mo,  2s  6d   Seeleg 1856 

by  Southey,  2  v.  8vo,  28s,  1846  ;  2  v.  post  8vo,12s  Longaaan  1858 

Watson,  12mo,  4s  6rf,  1851  ;  new  edit.,  Ss  6c{  Maaon  1861 

withObeervation8onSouthey'%8vo,8s,'35;n.e.,6s  if aso»   1855 
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Wesley  (/no.)  NurativQ  of  a  Bemazkable  Event  in  his  Early  Life,  8to,  2f  /.  R.  Smtih  ...184S 

^—1 Notes  on  the  New  Testament,  18mo,  83  6d;  12mo,  6a  6d ;  Sro,  Sa  ...  Maton  i86a 

— ^  Plain  Aocoont  of  Christian  Perfection,  18mo,  1$  M   Maaon  i860 

—  Presenratiye  for  Unsettled  Notions  in  Religion,  18mo,  2f  Maton  1839 

Primitire  Physic,  18mo,  la  6(2^with  Tissot's  Physician,  ia  Maaon  1858 

Select  Letters,  chiefly  on  Personal  Religion,  12mo,  8s Maaon  1837 

■  Sermons,  life  byBeecham,  8  t.  12mo,  8t ;  fine,  10s  6<2 ;  8  ▼.  8to,  18«  Maaon  x86a 

-Drew,  2t.  8to,  21f,/'./adkaoi»,'39;n.e.,2Y.10f6<<  Togg  i86a 


'  on  SoTeral  Occasions,  8TO,5f  6<<  ;  2nd  edit,  8s  ^ Simpkin 1847 

'(S.fjun.)  Poems  on  Seyeral  Occasions,  new  edit.,  18mo,  5a Simpkm 1861 

—  (5.i9.)  A  Few  Words  on  Cathedral  Mosie,  8to,  2aM Rivington  1849 

-  Ftelter,  arranged  for  Daily  Use,  roy.  8to,  14s  ;  4to,  18s ;  f p.  8to,  8s  6d  Rivington  1843 


Wesley  Family,  Biographical  History  of,  by  Dove,  new  edit.,  12mo,  8s  Rieharda   1840 

Wesleyan  Preacher,  4  ▼.  Sro,  40s    Sim^pkin 1838 

'-  Takings;  Sketches  of  Ministerial  Character,  new  edit,  12mo,  2s Simpkin 1850 

Wesaeley  (Dr.  W.)  Derotions  for  Use  of  Jewish  Women,  8to,  8s  dd    Simpkin 1851 

Weaaenberg  (J.B,)  Life  in  Athena  in  Time  of  Pericles,  post  8to,  6a  6d Painter 1837 

West  (^.A)Toathfnl  Echoes,  12mo,  8s  6cf  Wertkeim  1858 

{A.W,)  Discoorses  on  the  Spiritaal  Condition  of  the  Seven  Charches,  12mo^  6s  6d  Fellowea 1846 

{Oka.)  How  to  Nnrse  Sick  Children,  2nd  edit.,  12mo,  Is  6d  Longman  i860 

■■  Lecture  on  Importance  of  Ulceration  of  the  Os  Uteri,  8ro»  6s    Longman  1854 

-^— Lectares  on  Diseases  of  Infancy  and  Childhood,  new  edit.,  8to,  14s Longnum  1859 

Women,  8to,  Ids CkurckiU  1858 

(C7.il.)  Pltrish  Sermons,  in  the  Order  of  the  Christian  Tear,  12mo,  6s  BcU  A  Daidy  .1855 

(/>a«.)  life  and  Jonmals,  by  Rev.  T.  West,  12mo,  fis ffamilton  1857 

Scenes  in  the  Life  of  St  Peter,  fcap.  8to,  4s,  1854— red.  to  8s Ifeglin  1861 

(Bdw.)  Chronicles  of  the  Care-Worn,  roy.  8to,  8s    Ounningkam...iZ^$ 

■  Excellency  of  Man,  from  Reason  and  Rerelation,  Sro,  6s   Madden 1847 

-  On  Emigration  to  British  India,  8to,  6s   Allen  ds  Co,  ...1857 

-Records  of  1861  (Poems),  2nd  edit.,  12mo»]s Weat  t86a 


—  {ff.)  Singing  Preceptor,  oblong,  2s  6cf Davidaon 1846 

(/so.)  Mathematical  Treatises,  edited  by  Leslie,  8to,  10s  6d Simj^n 1838 

■  Remarks  on  Management  of  Woods  and  Plantations,  Svo,  6s Longman  184a 


-  (/./.)  and  Proaser  (Jaa.)  Psalms  and  Hymns,  18mo,  2j    Niabet 1854 

-  {J.R.)  On  the  Figures  and  Types  of  the  Old  Testament,  12mo,  It  6d    Maatera 1854 

-  Parish  Sennons  on  the  Chief  Articles  of  the  Christian  Faith,  fcap.Svo,  6s  MaMera 1861 


(JforeA)  Dingleby,  Old  and  New,  a  Sketch,  12mo,  Is  6<i   Caak 1857 

(Jfrs)  Memoir  of,  by  Rot.  J.  West,  8rd  edit.,  12mo,  4s  6d  SeeUy 1851 

Summer  Visit  to  Ireland,  1846,  poet  8to,  10s6<f Rentleg 1847 


(Jf./.)  Reporto  :  Equity  Appeals,  House  of  Lords,  1889-41,  Sto,  26s6<i ^esntn^ 184a 

(N.)  Complete  Analysis  of  the  Holy  Bible,  imp.  8to,  80s  Low   1854 


r  (i2.il.)  Sketchee  of  Wesleyan  Preachers,  12mo,  8s  Simpkin 1849 

(iZ.£^.)  Cranial  Suggestions,  Sro,2a6d Mackentie 1857 

Illustrations  of  Puerperal  Diseases,  8to,  8s  6d ;  2nd  edit.,  6s  C^urekUl i86a 

(Sie.)  Scripture  Doctrine  of  Atonement,  18mo,  Is  6<f Rel.  Tract  Soc.  n,d, 

(iS.(?.)  Daughters  of  Merrille,  poet  8ro,  10s  6(2  Newltg  x86o 

(The.)  Frescoes  and  Sketches  from  Memory,  8to,  10s  6d   J.MiicheU 1855 

(7%o.)  Treatise  on  the  Waterbrash,  8to,  6s Longman 1841 

-  ( IT. (foJ^.)  Easy  Latin  Syntax  and  Construing,  12mo,  Is  6(2 ^ow^sias  x86i 

Substitate  for  Nonsense  Latin  Verses,  12mo,  2s  M Longman  1861 

Westbrook  {M.A,)  Etchings  and  Pearls,  a  Memoir  of  E.  Tatham,  12mo,  2s  6d Juddd:Qlaaa,..i%sS 

WesUMte  (7%o.)  View  of  Devonshire,  1680,  sm.  4to,  21s    Limgman  1845 

Westoott  (B.P.)  Elements  of  tiie  Gospel  Harmony,  post  8vo,  6s  6d Macmillan    ...1851 

History  of  the  Canon  of  the  First  Four  Centuries,  poet  8vo,  12s  6d  MacmUlan    ...1855 

...i860 


• Introduction  to  the  Study  of  the  Gospels,  post  Svo,  10s  6(i  MaemiUan 

'  Sermons  :  Characteristics  of  Gospel  Miracles,  poet  8ro,  4s  6d  MaemiUan 1859 

Western  (T.O.)  Commentaries  on  the  Laws  of  England,  Bro,  21s Rickarda  1841 

Western  Border  Life,  12mo,  6a  6d New  York 1856 

Westerton  (Cka.)  Emily  Morton,  a  Tale,  12mo,  2s  6d Weaterton 1859 

Westerton,  a  Tale  for  Youth,  12mo,  2s Simpkin 1851 

Westfield  (T.C.)  Japanese  :  their  Manners  and  Customs,  4to,  7s  6d Phot.  JVeiMO/.i86a 

Westg^uih  {Wm,)  Australia  Felix  ;  or,  an  Account  of  Port  Philip,  post  8ro,  10s  6d  Simpkin 1847 

1  its  Rise,  Progress,  and  Present  Condition,  fp.  8to,  8s  6d  Longman  1861 

• ■  Victoria,  and  Australian  Gold  Mines,  1867,  post  8yo,  I0a6d...  Smith  ds  Elder, ti$y 

. History  of  Port  Philip,  New  South  Wales,  8to,  12s   ...  Simpkin 1855 

Westlake  {Jno.)  Treatise  on  Private  International  Law,  1868,  8to,  12s Maxwell    1858 

(N.H.J.)  Litany,  from  a  MS.,  14th  Century,  2  pta.,  4to,  10s  6d  BamiUon  1858 

(W.C.)  Sure  Foundation  ;  or,  the  Society  of  Friends,  post  8yo,  2s  6d  Bennett i860 

Weetmaoott  (/b'cA.)  Outlines  to  Fights  of  FreewiU,  folio,  21s  ;  India,  42s   Mitchell 1839 

Westman  (B.C.)  On  the  Spoon,  8to,  7s  6d Wileg 1845 

Weetminste^Abbey,  and  other  Poems,  by  Ottowell,  8yo,  2s  6e{  Miller    1843 

' by  A.  of  Whitefriars,  8  ▼.  p.  8to,  31s  6(2,  Mortimer^* s^;  12mo,  2s  Routledge  1859 

Sermons  for  the  Working  Classes,  12mo,  Is  6d,  1858 ;  2s Bell  ds  Daldp  .1859 

Chapel  Pulpit,  1st  and  2nd  series  in  1  ▼.,  fcap,  8vo,  2s  6d  Treaidder i860 

Westmoreland  and  Cumberland  Dialects,  poet  8to,  9s /.  R.  SmiUk   ...1839 
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Wetimorelaiid,  CumberUBd,  NorthnmlMrhDd,  Durluuii  Direetoiy,  post  8vo,  80« Kdijf itsS 

IUo8tr«ted  and  Dwcribed,  4to,  21f P.Jademm 1849 

Wcftobj  (fF.A.)lAwiof  Belgium  sffeetiDg  Britiah  Sabjeets,  8to,  7f  Baldoek 1S54 

'  Legal  Guide  for  Beaidenta  in  Fianoe,  1868,  ISmo,  U Xon^moM  1858 

Boles  for  Willi  of  Britiah  Snbj^ete  made  Abroad,  12mo,  & Lomgmmn  iS^S 

Wea(on(^.)Palpit  Aida:  SketeheaandSkeletonaofSermona,  6t.  12mo,flack2«M   ffotdtHm  ...iSsz-s 

(£noch)  Village  Qneen,  and  other  Foema,  12ido,  1«  M J.AUen  1S5S 

(aiF.)ProgreaBof  SUvwyintheUnitedStatea,  12mo,  5«  Wtukimgiom    ..1S57 

{JUck,}  Viait  to  the  United  Statea  and  Canada,  1838,  12mo,  69  6d  Simpkin 1S36 

WeaUw-aaper-Mare,  Yiattor'a  Gompanion  to^  foapi  8to,  2t  6<i Mamiiim Z84S 

Weatona  ;  or,  Soenea  in  the  Village,  16mo,  8< Parry  ' 185a 

Weatrop  (T,)  120  Selected  Short  Anthema,  with  Aooompanimenta,  dbbng^  4a  Mtu.Bomq.  Cy.1861 

Westropp  (ff.M,)  Bpocha  of  Fkinted  Vaaea,  a  Stndj,  am.  4to,  7«  6<l WaUom 1856 

— ^— *  (iir$.)  Sammer  Bxperienoea  of  Borne,  Perugia,  fcc,  poat  8to,  7«  M  St^btffttm 1856 

Weatward  for  Saaelta,  by  Kind  Kit,  1620,  edit,  by  HalliweU,  poat  6to Pereff  Soeutg    ik  d. 

Weatwood  (/.O.)  Arcana  Entomologica  :  BxoUe  Inaeela,  2  r.  4to,  eaeh  42a W,  Smkk 1845 

— ^-^ Britiah  Bntterfiiea  and  their  Tranaformatiena,  4to,  88a,  '41 ;  r.Sla  64  C^amben 1859 

I  Motha  and  their  Tranafonnationa,  2 t.  4to»  U  10a,  '4$;  r.  84«  Ckamhen  ^....1859 

«^_  BntteriBea  of  Gi.  Britain,  Ite.,  4to,  88a,  >!  ;  n.  e.,  imp.  8to,  15b   Ckamhen 1859 

•^— ~— -^^  Cabinet  of  Oriental  Bntomology,  4to,  52a  6<f-rad.  to  86a NcsUaU 1848 

Bntomologiat'a  Tart  Book,  12mo,  6t  6<f ;  eold.,  8a6<<;r.  5alc6a6<iOrr   1838 

'    I  lUominated  lUnatrationa  of  the  Bible,  new  edit,  roy.  8to,  Sla  6d   Dohnan 1849 

—  imp.  4to,  78»6cl  DoitMm 1849 


Modani  Claaaifioatuni  of  Inaeeta,  2  r.  8to,  47a,  1838— red.  to  18a  .  ^.  Bokm  1840 

PkdaBographia  Sacra  Fictoria,  4to,  90a,  1845— red.  to  70i  ff.Bokm 1849 


(£.  A)  Poetioal  Bamaina,  with  Life  by  Millard,  18mo^  2» Skmpkm 1850 

<— —  {Tko,)  Berriea  and  Bloaaoma  :  Poema  for  theTonng,  new  edit,  16mo,  3a6cl  Orijkk  A  F^  ...1859 

— —  Burden  of  the  Bell,  and  other  I^oa,  8to^  6a iMmUff 1850 

-^ FoxgbTo  Bella :  Sonneta,  12mQ,  2a  6(2 OiJBbeit  1856 

New  Bibliotheoa  Piacatoria :  Angling,  Literatnrea,  fcap.  8vo,  Sa  6(2  FiM  Qfiet    ...1861 

Poema,  post  8to,  6a   H^gha^ 1S40 


WetheKU(JSL)    £Sm  Warner  (if.) 

(/(sa.)  Brasil,  Stray  Notea  from  Bahia,  edited  by  W.  Hadiield,  8to,  6a Smakm i860 

Wetherill  (Dr.C.M,)  llannfactiire  of  Vinegar,  or.  8to,  7a  M    PkUaddfkia...iUo 

Wettenhall  (&fw.)  Greek  Grammar,  tranalated  by  Wheeler,  12mo,  3a Tegg  1853 

Wetton  ((?eo.)  Gnide  to  Northampton  and  ita  Vtdnity,  12mo»  6a  0,  Bokn    1849 

Wetaler  {Dr,L,)  On  Mineial  Springa  of  Aix-la-Chapelle,  Ice.,  post  8to^  2a  ikL CkMxkiU  184a 

Wey  (ffm.)  Itinerarina  to  Je^laale^^  1456,  and  Compoatella,  1462  RozhurgktCL  1859 

Weymonth  aa  a  Watering-Plaoe,  12mo,  2a  6(2  Simpkm 1857 

Whack  (^.)  Mjstery  of  Iniquity BeTealed,  12mo,  la  6(2 T.RkkanUvm  1849 

Whaling  and  Fiahing ;  Sequel  to  a  Boy'a  Vc^yagea,  12mo,  2a  6(2 Addejf    1856 

WhaUey  {O.M.)  BxtracU  from  Juatioe  of  the  Peace,  8  t.  8to,  each  12a Skamd:Sam9  ,..ti^ 

Tithe  Commntotion  Act,  with  Notes,  fp.  8to,  10a,  1838 ;  2  ed.,  12f  i8SU»«<fc Sana  ...1848 

-(JLC)  Memoir,  Letters  and  Sermona,  by  Harford,  12mo,  6f Niabei    1846 

Wharton  {Fro.)  Criminal  Law  of  the  United  States,  8to,  42a    Pkaadel^pkia..,t%si 

■  '    ■       Law  of  Homicide  in  the  United  Statea,  8roy  26a PhUade^kim...i%$^ 

MedicalJuriapmdence,  8vo,  86a PkUaddpkM^..,iS$$ 

'     Mental  Unaoundneaa,  8vo,  7a  6(2 i'iUlai2e2p&Mi...i855 

"«—  Preoedenta  of  Indictmenta  and  Pleaa,  roy.  8to,  42a PAilodcfpAtg... 1 857 

■       State  TriaUof  the  United  States,  8to,  80a    JUmgmam  1849 

(Cfrace)  Literature  of  Sodety,  2  t.  8to,  21a TVaaiey  i86a 

d:  Philip)  Queens  of  Society,  2  v.p.  8ro^  21a,  1840;  2nd  edit,  1  t.  9a  Hogg 1861 

■  Wita  and  Beaux  of  Society,  2  ▼.  p.  8vo,  21a,  '40;  **!»  ed.,  1  t.  9a    Hogg i86c 

(Job.)  Elemeataof  Algebim,  and  Theory  of  Equations,  12mo,  6a  6(2 Ltmgmtm  1848 

—  Plane  Trigonometry,  12mo,  4a  6(2 Law  1849 


Logical  Arithmetic,  la  6i2,  '58;  7th  ed.,  12mo,  2a  ;  with  Ana.,  2a  6(2  C.  F.  Budgaom  1861 

Prin(dpleaof  Arithmetic  and  Mensuration,  12mo,  4a  Ltmgman  1847 

Solmtiona  in  Alg(b^^  12mo,  6a  6(2 Loi^aa i86s 

•{J'S.)  Bxposition  of  Lawa  relating  to  Women  of  Bngland,  8tO|  16a Ltn^maa  1853 

>  Law  aa  to  Roman  Gatholica  in  England,  post  8to,  6a  ^«ttcrvorCAa...i85i 

-^^  Lexicon,  or  Dictionaiy,  roy.Syo,  88a,fittfeeri0or<Aa,*47;  n.e.,26a  ^Stevena  1859 


Manual  for  Articled  Olerk8,ftc.,12mo,10a  6(2, '47;  6  e.,12a  fid,*$o;  20a  £^MmrwoHk»  ...1858 

■      Principlea  of  CoDyeyasinng,  with  Forms,  1861,  8to,  21a Buiterwitrikt. ,.i^ei 

WhatisaTknthl  8to,  la  Sedeg 1857 

■       an  Egg  Worth?  or,  Blessings  of  Proridenoe,  aTnle,  16mo,  2a Virtite  1839 

Eyill-^What  u  Good  f-Aphorisms  from  Holy  Writ,  12mo,  each  la  IT.  WkUe  1857 

the  Church?  the  Problem  SolTed  ;  or,  the  Counter  Theory^  12mo,  6$ JM,^J*arkeritc\ 

Church  of  Christ?  bytheBer.  G.  Hill,  twp,  8to,  9$  9d  JUvmgiaa  1843 

One  True  Faith?  8to,  4a  Waakbowme  .,.tt^ 

Truth  ?  or,  ReTeiation  ita  own  Nemeaia,  poat  8to,  3a,  1854  ;  new  edit,  6a...  /.  Chapmtm  ...i8c6 

Not;  or,  Ladies'  Handy-Book,  8vo,  4a  Kent Anmwl 

the  Stan  Said  ;  a  Simple  Stoiy,  by  Aunt  Louisa,  sm.  4to,  la  6(2     Tegg  .  .  t8c8 

to  Oboerye  at  the  Bedside  and  after  Death  in  Medical  OsMByn.e.,12fflo,  4a  6<2  CfkarehiU 1854 
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Wbat  to  Read  and  How  to  Read  It :  Hints  to  Civil  Serrioe  Candidates,  p.  Sro,  28  ed   Stanford  1858 

Unde  Told  Ue,  lUustrated  bj  A.  Crowquill,  imp.  16ino,  3<  W   lea    i860 

Was  Said  in  the  Woods,  translated  from  the  Qerman,  16mo,  2$M Longman  1851 

the  Fall  ?  a  Brief  Statement  of  the  First  and  Second  Death,  8to,  Is  6(£...  Jackton  de  W.  1845 

We  Are  to  Believe,  Cabinet  Swies,  18mo,  laW   Bwmt    1845 

Yon  Will:  an  Imiular  Romance,  post  Svo,  b$ Parker  A  Son   1858 

Whtttely  {Al^)  Bacon's  Banya,  with  Annotations,  new  edit.,  8to»  10«  6<i    Parker  A  Son .  i86a 

— — —  Cautions  for  the  Times,  new  edit.,  8to,  7s Parker  d:  Son  ,iS6i 

.  Charges,*and  other  Tracts,  8to,  12f ParkerASoH  .1836 

Easy  Lessons  on  British  Constitntion,  6<2.     Christian  Bridences,  (M. 

Mind,  2f.    Money  Matters,  la.   Morals,  Is  M,    Beasoning,  Is  6cl.    Religions 
Wonhifs  3s  6d.    St.  Paol's  Bpistles,  9c{. 

Emaya  on  Dangers  to  Christian  Faith,  new  edit.,  8to,  7«(k2 Parher  A  Son  ,\%i7 

Diffienlties  in  the  Writings  of  St.  Paul,  new  edit.,  8vo,  8«   Parker  A  Son  .1861 

. .^— . «»    Brrorsof  Romanism,  new  edit.,  8to,  7s  6e2 Parker  A  Son  ,iS $6 

Kingdom  of  Christ,  new  edit.,  8to,  8s Parker  A  Son  ,i96o 

Peculiarities  of  Christian  Religion,  new  edit,  8to,  7s  6d...  Parker  A  Son  .1850 


Bxplanationa  of  the  Bible  and  the  Prayer  Book,  12mo,  Ss..^ Parker  A  Son  .1858 

Historic  Donbta  Relatiye  to  Napoleon,  new  edit.,  8vo,  2s PturkerA  Son  ,iis$ 

Iiectnrea  on  Politiod  Bconomy,  newedil,  8to,  8s Parker  A  Son  .1^$$ 

Prayer,  by  a  Countiy  Pastor,  12mo,  8t  6<< Parker  A  Son. i96o 

Some  of  thePaiables,  12mo,  U  Parker  A  Son  .i9 $9 

the  Characters  of  Our  Lord's  Apostles,  n.  e.,  12mo,8s  (id  Parker  dnSon  .  1853 


Logic,  newed.,12mo,8«,Parl»r<lr&m,'6a;p.8TO,4s6(i;  8To,10t  6d  Chrifin    n,d, 

Abridged  by  Hinds,  12mo,  U  JAmley 1848 


Questions  on,  by  Forsyth,  12mo,  Is     SimpHn 1849 

Miscellaneous  Lectures  and  Reriews,  8to,  8s Parker  A  Son  ,i96i 

PtaishPkstor,  12mo»  6s Parker  A  Son  .j96o 

Party  Feeling  in  Religion  (Bampton  Lectore,'22),  12<;  4  e.,  8to,  10s6cf  Parker  A  S(m  .  1859 

Principles  of  Elocution,  new  edit.,  12mo,  ls6dE    Simpkin 1854 

Remarks  on  Transportation,  8to,  8s   t Parker  A  Son  .jZ%4, 

Rhetoric,  12mo,  3f  6<i»  Or^fin^  n,  d,  ;  n.  e.,  p.  8vo,  4s  (Ui ;  8vo,  10s(k2  Parker  A  Son  .iSlSa 

>  Scripture  Doctrine  conoeming  the  Saomments,  12ino,  2s  6d Parker  A  Son  .1857 

Revelations  as  to  Good  k  Evil  Angels,  new  edit.,  12nio,  8s  6d  Parker  A  Son  .1851 

of  a  Future  State,  12mo,  5s Parker  A  Son  ,j^$^ 


Selection  of  English  Synonyms,  new  edit.,  12mo,  8s Parker  A  Son  .1861 

Selections  from  Writings  of,  12mo,  5s BentUy 1855 

Sermons  on  the  PrinciiMd  Christian  F«Btivals,8TO,12s,*47  ;  8  e.,8s  6<£  Parker  ASon.1%^ 

Tales  of  the  Genii,  Selected,  fcap.  8to,  5s Parker  A  Son  .i%Si 

Thoughts  and  Apophthegms,  from  his  Works,  12mo,  8s    Blackader 1854 

on  Seoondary  Punishments,  8to,  7s FMowet 1833 


(Mre,)  Reverses;  or,  Memoirs  of  the  Fairfax  Family,  12mo,  8s  a...  Parker  A  Son  .i9  ^6 

'  {Tho,)  Remarks  on  Some  Chancters  in  Shakspeare,  12mo,  4s FtllaweM 1839 

'(W,)  God's  Husbandry,  Sermons  on  St.  John,  oh.  zr.,  12mo,  8s  HamiUon  1846 


WheaUsy  \B,Ji)  Catalogue  of  the  Royal  Medical  Society  of  London,  8to,  10s Adlard 1856 

Index  to  Catalogue  of  Royal  Medioal  Society  of  London,  8vo,  7s6<2  Adlard  1856 

Wheat  and  Tarea,  a  Tale,  poat  8vo,  10s  a<i  SaundenA  0.  1861 

Wbeatley  {Cka.)  Bidding  of  Prayerr,  8to,  2s Leaiie 1845 

— Illustration  of  Common  Prayer,  8vo,  5f ,  Parker;  8s,  Tegg;  p.  8to,  8s  fid  H,  Bokn    1 848 

_ edited  by  Dr.  Corrie,  8to,  12s  M  ...  ffamiUon 1858 

{Ben,B,)  Anagrams,  a  Monograph  relating  to  their  History,  12mo,  6s WUlianu  A  N.  i86a 

(/Tsisett)  Treatise  on  the  Rod  and  Line,  12mo,  10s  6<2  Longman  1849 


Wheaton  (Hen.)  Elements  of  International  Law,  6th  e.,  r.  8vo,  81«  6ci,  '56;n.e.,  85s  Low   186a 

History  of  the  Law  of  Nations,  roy.  8to,  81s  6<i iVsio  York 1845 

(i2.)  Memoir  of,  with  Selection  from  his  Writings,  12mo,  6s BoeUm^  V,S,    .1854 

Wbeatsheaf ;  a  Suggestive  Reader,  12mo,  7s  Low   1853 

Whedon  (D,J),\  Commentary  on  the  Gospels  of  Matthew  and  Mark,  12mo,  69  dd  ...  New  York i860 

Wheeler  {Datn,}  Memoirs  of  his  Life  and  Gospel  Labours,  new  edit.,  12mo,  8s  6cl  ...  OUpin   185a 

. {F.W.)  Life  and  lAboun,  by  Rev.  R.  Ferguson,  12mo,  8s  Longman  1857 

(0.)  Homes  for  the  People  in  Suburb  and  Country,  12mo,  7s  M New  York 1855 

. ■  Eural  Homes:  Houses  for  Country  Life,  12mo,  7s  6(2    New  York 1851 

(^.(?.)  History  of  the  American  Congress,  2  v.  roy.  8vo,  82f  Wiley 1849 

(B.M,)  Hebrew  for  Adults  and  Self-Instructors,  8vo,  8s  6<i Simpkin 1850 

. Outlines  of  Chronology,  8rd  edit.,  12mo,  Is Simpkin 1850 

,.  Popular  Harmony  of  the  Bible,  12mo,  5s  Longman  1855 

— — (Ja»,)  Sermons  on  the  Gospels  for  Every  Sunday,  new  edit.,  2  v.  8vo,  12s  .  Dolman 1847 

(/no.)  Appimiser  and  Housebroker^s  Assistant,  82mo,  2i6d    Lockwood i86a 

Political,  Social,  and  Coounenaal  Hist,  of  Mancheator,  n^e.,  12mo,  4s  Simpkin 184a 


(J.A.)  Handbook  of  Anatomy  for  Artists,  12mo»  2s  6<i    ChureMU 1850 

-{/,H.)  Historical  Sketches  of  North  Carolina,  8vo,  14s    Philadelphia... i^^i 

'{J.T,)  Abridgment  of  Old  and  New  Testament  History,  n.  e.,  18mo,  ea.  2s  il.  HaU 1861 

Analysis  and  Summaiy  of  NewTeatament  History,  n.  e.,  12mo,  6aikl  A,  Ball t86a 

Old  Testament  History,  n.  e.,  12mo,5«  6d  A.  HaU i86a 


Geography  of  Herodotus,  8vo,  8s    Nattali 1861 

'. 01daBdN«wTe8tam«nt,2ndedit.,  4to^7s6<2  A.  HaU i8f 
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Wheeler  (/.T*.)  Life  and  TntTelsof  Herodotiu,  2  t.  Svo,  2Iff,  Longman  '55— r.  ds6<f  Nattali iS6i 

(Wm.)  Sermons  Preached  at  Skorehftm,  8to,  10f6<2 tUtingUm  1S47 

Wbelan  (PetJ)  Nnmumatic  Dictionary  ;  or,  Names  of  ail  Coins,  12mo,  2s  AvAhor  1855 

Whellan  (Wm.)  History  and  Gaaetteer  of  Northamptonshire,  8to,  20f WkiUaker 1849 

. Topography  of  Cumberland  and  Westmorehmd,  4to,  40«  WkiUaker 1S60 

■  Topography,  and  Directoiy  of  Durham,  8vo,  20< WhiUaktr 1856 

Northumberland,  8to,  20s   ...   Whittaker 1855 


Where  Is  It?    A  Dictionary  of  Quotations,  12mo,  2s  6<<    SawtdenA  0. 1855 

Shall  We  Go  f  a  Guide  to  the  British  Watering  PhMses,  2nd  edit.,  16mo,2s  M  Blade 1861 

>  to  Stop  and  Why,  a  Treatise  on  Punctuation,  12mo,  2s   Longman 1S48 

Whewell  (ITw.)  Analytical  Statics,  8to,  7s  (W Wkittater 1834 

-.^^-»—  Architectural  Notes  on  German  Churches,  8to,  I2s  Parker  de  Sam  .1%^ 

Astronomy  It  Physics,  Bridgewater  Treatise,  8to,  9s6(f;n.e.,  12mo,  5s  Pickering 1847 

■ post  8to,  3s  (M H.  Bokn  185* 

^— ^~ Doctrine  of  limits,  with  its  Applications,  8to,  9s    Parker  A  8cm  .ttil 

Conic  Sections,  8rd  edit.,  8to,  2s  M Parker  ^  Son  .1856 


Dynamics,  Trsatise  on;  Part  2,Construned  Motion  of  Points, 8vo,12sed  WkiUaker 1 834 

Blements  of  Morality,  2  ▼.  8?o,  24s,  1845  ;  2  r.  post  8to»  15s  Parker  Jc  Sim  .i%s^ 

History  of  Inductive  Sdenoes,  S  ▼.  8ro,  42s,  '37;  ilc.,  8  r.  p.  8to,  24s  Parker  dt  Sam  .1857 
—  SdentiBc  Ideas,  8rd  edit.,  2  r.  post  8vo,  14s   Parker  4k  Son  .  1858 


Indications  of  the  Creator,  post  8to,  5s  6<i   Paaker  ^  Scm  ,\%^ 

Lectorea  on  History  and  Moral  Philosophy  in  Bngiand,  8to,  8s    Parker  it  Son  .1853 

Systematic  Morality,  8^0,  7s  6<2 Pairkerdt  Son  .1846 


Mechanical  Bnelid,  6th  edit,  12mo,  5s Podler  ^  Sns  .  1 843 

Mechanics  of  Engineering,  8to,  9s Parker  4:  Son  .1S41 

NoTum  Oxganon  BenOTatnm,  post  8to,  7s Parker  dt  Son  .1858 

Of  a  Liberal  Education,  and  with  particular  reference  to  Cambridge,  9s  Parker  4:  Son  .1845 
-  in  General,  Part  2,  12mo,  8s  6<i   Parker  A  Son.  1850 


Philosophy  of  DiBOorery,  Historical  and  Critical,  post  8to,  9s Parker  A  Son  .1S60 

Indnctire  Sciences,  2  t.  8to,  80s Parker  A  Son  .\%^i 

PUtonic  Diakgues,  new  e.,  12mo,  Y.  1,  7s  6c{ ;  V.  2,  8s  M\  Y.  3,  7s  6d  MaemiUan    ...  i860 
Principles  of  English  UniTersity  Education,  12mo,  5s,  1837  ;  6s    ...  Parker  it  Son  .1838 

Remarks  on  Libval  Education,  12mo,  8  P^rts,  10s  Parker di 8oni%$i>-'% 

Sermons  at  Trinity  College,  Cambridge,  8to,  10s  6d Parker  de  Son  .j%^7 

.  on  the  Foundation  of  Morals,  8to,  3s6<i Porter  «lr<So».  1837 


Treatise  on  Dynamics,  Intr.  4s6<2;  Pt.  1,  8to,  10s6<f;  Pt.  2,8to,12s6<2  WkiUaker  ...1834-6 
nica,8TO,9s Wkktaker 1847 


Which  is  Best!  Stories  about  the  Fiye  Senses,  and  the  Globe,  12mo,  2s  6d Dean 1849 

the  Bight  or  the  Left  ?  cr.  8vo,  7s  6<i   New  York 1855 

Wins,  Lots  or  Money,  by  L.  Ulbach,  fcap.  8to,  Is Wardd:  £odb.]86i 

Whichcord  {Jno.)  All  SainW  Church,  Maidstone,  4to,  10s  6d  ;  India  paper,  18s Weait    1845 

Wbichelo  (U,M,)  Student's  Guide  to  Drawing  in  Penpective,  oblong,  7s  6d    SmUk  dt  Elder  .i%^i 

Whilden  (J^K,)  Memoranda  on  the  Strength  of  Materials,  12mo,  8s  6<i   Tr^imer x86o 

Whimper  {E.)  Youth's  Bible  Cyclopndia,  12mo>  Is  M Ward    1845 

Whipple  (/?.P.)  EsBsys  and  BeTiews,  2nd  edit,  2  r.  12mo,  14s Bdf 1851 

Lectures  on  Literature  and  Life,  Srdedit.,  twg,  8to,  4s Ddf 1849 

Literature  and  Life,  poet  8to,  Is    /.  C%ap«a«  ...1851 

Whirlwinds  and  Dust  Storms  of  India,  8vo,  8s;  with  Diagrams,  4to»  8s  6d Beli  db  Daldjf  .i860 

Whish  (C.J,)  Prise  Essay  on  tiie  Exhibition,  1851,  12mo,  2s  M  ;  new  edit.,  Is  Longman  1851 

(/.(7.)  Paraphrase  of  the  Book  of  the  Prophet  Isaiah,  12mo,  8s  td Sedeg 186a 

Treatise  on  the  Being  and  Attributes  of  God,  8vo,  10s  6cf   Seeleg 1855 

Whishaw  (/Va.)  Analysis  of  Bailways,  8to,  18s  6<i    Wealt 1837 

Bailways  of  Britain  and  Ireland  Described,  4to,  81s  M Weak 184a 

^/os.)  SynopsiB  of  Members  of  the  English  Bar,  12mo,  9s SUioen^  1836 

Whisper  (A)  to  a  Newly-Married  P&ir,  edited  by  Mrs.  Balfour,  8th  edit.,  12fflo,  8s  6ci  HouUUm,    1850 

Whisper  for  the  Nursery  ;  a  Word  for  the  Schoolroom,  new  edit.,  12mo,  2s  fid    Ward 1851 

Whispering  Yoices  of  the  Yule,  fcap.  8to,  5s  6ef SatmdertA  O.  i860 

Whispers  from  the  Hearth,  fcap.  8vo,  8s6<i J.F.Skam    ...1861 

Whist,  its  History  and  Practice  ;  Illustrations  by  Meadows,  new  edit.,  12mo,  4s Bogw    1844 

*— -  Laws  and  Practice  of,  by  Ccelebs,  6th  edit.,  square  16mo,  2s  6c{    Hardwieke    ...1862 

Principles  of,  Stated  and  Bxpluned  by  Cavendish,  square  16mo,  2s  6<i  Baneka  .1862 

Whist-Player,  Iaws  &  Practice  of  Short  Whist,  by  Lt  Col.  B  *  *  *,  n.  e.,  16mo,  5s  Ckapman  ds  H,\%^% 

Whistle  Binkie,  a  Collection  of  Songs,  new  edit.,  82mo,  3s Simpkin 1853 

Whistlecraft  (C.)  Remarks  on  the  Climate  of  England,  8to,  9s Longman  1841 

Whiston  (/Zo6l.)  Cathedral  Trusts  and  their  Fulfilment,  8to,  8s  6d   OUirier 1850 

Whitaker  (Hen.)  Cabinet  Maker  and  Upholsterer^s  Designs,  4to,  30s    PJaekaon 1849 

House  Furnisher  and  Decorator's  AssisAant,  4to,  21s P.Jadeaon 1847 

Materials  for  a  New  Style  of  Ornamentation,  folio,  80s Weah 1849 

{T.H.)  Diagrams  of  Chemical  Decompositions,  8to,  4s  6d BuUer  1839 

Whitburn  (Wm.)  Tables  for  the  Use  of  Persons  Employed  in  Mines,  12mo,  6s BartleU 1852 

Whitby  (Dan.)  Last  Thoughts  on  the  Trinity,  8ro,  8s /.  Chapman  ...1841 

and  Lowman  {A.)  Commentary  on  the  New  Testament,  imp.  8to,  25s  Tegg 1843 

(J/r».)  Manual  for  Bearing  Silk  Worms,  12mo,  U  6d Parl^<^Soii...i848 

White  (Adam)  Instructiye  Pictnre-Book,  Natural  History,  4th  edit,  fol.,  10s  6d BamHUm  t86o 

Popuhtf  History  of  Birds,  roy.  16mo,  10s  6<^  JZww,  »55— led.  to  7«  64  EomOedgt  1859 
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White  {Adam)  Popular  Hutory  of  Brituh  Cnutaeea,  sq.  8to,  10s My  *57->r. U>7i6d  H&utUdge iS6o 

_ Mammalia,  sq.  12mo,  10a 6d,Reevey* so—t.to  7a  M  BimtUdge i860 

{Alex,)  Gonfatation  of  Cbnioh  of  Englandism,  byO'Mahoney,  8to,  laM DUman 1841 

(iind)  Treatise  OB  the  Plague  and  Quanntinti,  8to,  10«6<i  Ckurekill  1846 

((7Aa.)  Belgic  ReTolation  of  1880,  2  t.  pt»t  8vo,  24$ Whittaker 1835 

-^-— ^ CaMhmere  Shawl,  an  Eaatern  Fiction,  8  t.  post  8to,  S1«  6d Colbum 1840 

BBsays  on  Literature  and  Ethics,  8yo,  8# BoaUm,  U.S....iSsi 

— -^^ First  Instructions  in  Qreek,  new  edit.,  12mo,  2$    Jtdfe 1861 

— _  Married  Unmarried,  a  Novel,  S  ▼.  post  8vo,  Sl<  6d   Saunderadk  0,  1837 

^— — — —  Three  Tears  in  Constantinople,  8  t.  p.  8?o,  81«  6<l,  '45 — ^red.  to  21s   Colbum 1848 

((7./.)  Genius  of  Christianity,  2nd  edit.,  8to,  12s JDolman 1857 

(ZT'Jtt^.)  Madaron;  or,  the  Artisan  of  Nismes,  8  ▼.  post  8to,  81s  6d Caah  1857 

(i5!tfai.£r.)  Athelstan,  a  Tragedy,  and  other  Poems,  12mo,  8s /Strange 1847 

Claims  of  the  Prince  of  Oude,  8vo,  10s Jlstrange 1843 

Evils  of  the  Quarantine  Laws,  8to,  8s E.WiUon  1837 

Genius  of  the  Blind,  a  Poem,  12mo,  2a  dd Martin  1858 

— ^-^— ^  Letter  to  Lord  Melbourne,  8to,  6a    , Strange 1838 

-  Plebeian  and  other  Tales,  l2mo,  3a  6d Strange 1848 

■  Police  Spy,  8to,  8s Strange 1838 


-  (A^.)  Life  in  Christ :  Diaeounes  on  Immortality,  8to,  7aM  Jackaond!  W.  1846 

•  Theoiyof  Missions,  post  8to,  2s B.L,Oreen 1855 


.  (fitfw.^.)  Maltster's  Guide,  12mo,  Sa&d Loftua   i860 

—  {B.  Y)  Sermons  for  Panion  Week,  Easter  Day,  &e.,  12mo,  5s Hatehard  1839 

—  {Fra.)  Directory  of  Hull,  8to,  7s  6d  ;  Sheffield,  17s  6<i  ...  Author  1861 

History  and  Gasetteer  of  Cheshire,  8vo,  28s  M ;  Derbyshire,  22s6d  .  Avthwr  i860 

Norfolk,  17s  ;  Notts.,  12s;  Warwickshire, 21s  AtAhwr  1S60 


-  (i^.(?.)  Sermons  :  True  Nature  of  the  Church,  12mo,2s BMds  Daldy.,.i%$f 

'  {F.T,)  and  Tudor  {0.  D.)  Leading  Cases  in  Equity,  2nd  e.,  2  ▼.  roy.  8vo,  68s  Maxwell 1858 

'  ((Tso.)  Historical  Collections  of  Georgia,  roy.  8vo,  18s New  York 1854 

•  Treatise  on  Weaving  by  Hand  and  Power  Loom,  8vo,  lis,  '46;  10s  6<2  Simpkm ...1851 


((7t2&sr<)  Natural  History  of  Selbome,  new^edit.,  cr.  8vo,  5s  Soe.  P,  CiT.. .1860 

18mo>  8s;  cloth,  8s  6c{ BeaADaldig...iU% 

—  by  Bennett,  8vo,  18s L<mgman  1838 

" Blyth,  12mo,  5s   Orr    1850 

Brown,  new  edit.,  18mo,  8s   /«.  BMBWoodi%$j 

■■■ Jenyns,  12mo,  7s  Oc^ Van  Voamf^  ...184* 

Jesse  and  Jardine,  p.  8vo,  fis  &  7s  8<l  B,Bokn 1851 

-  Wood,  p.  8vo,  5s  ;  new  edit.,  8s  6d    RouUeige. 1854 


>  ((^.P.)  Tour  through  Connamara,  12mo,  2a  6d Smith  d:  S(n^...i%^^ 

'{Ben,)  Elementsof  Universal  History,  2nde.,  12mo,  3 Pts.,  2a6d  ea.  ;  1  v.  7s  Sinndein 1848 

Guide  to  Civil  Service  as  to  Appointments,  new  edit.,  poet  8vo,  2s  6d   P. S. King 1859 

— History  of  England,  new  edit.,  12mo,  Is  6<i Simphin i860 

■  France,  12mo,  8s  6<l   Simpkin 1850 

— _  Great  Britain  and  Ireland,  12mo,  8s Simpkin 1849 

Scotland,  12mo,  8s  M  ;  Outlines,  12mo,  Is  M   Simpkin 1854 

Outlines  of  the  History  of  Bome,  2nd  edit.,  12mo,  Is  6rf Simpkin i860 

Universal  History,  12mo,  2s Simpkin 1853 


Sacred  History,  12mo,  la  6d Simpkin 1851 

-(i7.jr.)iifeof,  12mo,  2s   SeeUy 1856 

Poems,  Illustrated  by  Foster,  12mo,  5s;  and  Za  6d  Routledge  1858 

Memoir  by  Nicolas,  12mo  (Aldine  Poets),  5s Pickering 1837 


Remains,  fcap.  8vo,  4s  6d  ;  Lp.,  7s  6d  WaahJbimme  ...1841 

aiMi  Campbell  (Ti&o.)  Poems,  12mo,  iaM  NeU<m   1853 

Grahams  (/.)  Poetical  Works,  edited  by  GKlfiUan,  8to,  4s  M   ...  Niabet 1856 


»{HngKi  Gospel  Promotive  of  True  Happineas,  new  edit.,  12mo,  8s    Longman  1850 

_ Invalid's  Hymn  Book,  new  edit,  2s  6if  Simpkin 1859 

-  Meditations  and  Addresses,  chiefly  on  Prayer,  new  edit.,  12mo,  6a   ...  Longman  1850 

Profession  and  Practice,  new  edit.,  12mo,  5s  6<i Longman  1840 

-  Reflections  on  the  Second  Advent,  new  edit.,  12mo,  6a  6d Longman  1846 

>  Twenty  Sermons,  12mo,  7s  6rf Longman  184a 


(/as.)  Compendium  of  Cattle  Medicine,  by  Spooner,  8vo,  9s   Longman  1841 

Earl  of  Gowrie,  a  Tragedy,  8vo,  5s Newby   1846 

— ^— -  Eighteen  Christian  Centuries,  new  edit.,  post  8vo,  7s  6d Blackwooda  ...1859 

-■  Farriery ;  or.  Veterinary  Art,  by  Spooner,  19th  edit.,  8vo,  14s    Longman  1861 

Hirtory  of  England  from  Earliest  Times  to  Tear  1858,  post  8vo,  7s  6el  Boutledge i860 

France  from  Earliest  Times  to  1848,  2nd  edit.,  post  8vo,  9s  Blackwooda  ...i860 


-  John  Saville  of  Haystead,  a  Play,  8vo,  2a  6d Nevbg   1847 

<  Landmarks  of  English  History,  new  edit.,  12mo,  Is  M BouUedge 1857 

— History  of  Greece,  12mo,  la  6d  .* Boutledge  1856 


>  Robert  Bums  and  Walter  Scott,  12mo,  Is  6<j Boutledge  1858 

•  Veterinary  Dictionary,  new  edit,  12mo,  iadd  Longman  1843 

•Vikings,  12mo,  la  6d Whittaker 1861 


(/cr.)  Restoration  of  all  Things,  edited  by  Thom,  12mo,  8s  6<l  B.K,Lewia    ...1851  m 

(/mo.)  Abstract  of  General  Geography,  new  ed.,  18mo.  Is  :  with  Maps,  Is  2d  Simpkin t86x  B 


f  Abstract  of  General  Geo^phy,  new  ed.,  18mo,  Is  ;  with  Maps,  Is  9d  Simfiein t$^t 

•  Bmbj  on  Pomation  of  Harbours  of  Refuge,  8vo,  5s Weale 18/ 

5    H 
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WUte   {Jnok)  Pbpolar  Laetuw  on  Man,  12mo^  01  Jkariam  ,^ it4i 

,,  Band  Arohiteetnre  :  Dorigns  for  Cottages  and  YiUas,  folio,  48«    Hebtrt   1S45 

..  Syttem  of  Bogliah  Qnminv  and  Composition,  16mo,  la  6cf Simptm itfa 

.    Mental  Arithmetie,  new  edit.,  12mo,  S$  dd  Simpkin 1S56 

■ Modern  Geography,  n.  e.,  12mo,  2s  M;  with  Maps,  2s  9d  Siw^JM 1S44 

Tutor's  AansUnt,  12mo,2s;  Key  to,  U6d Simpkm 1S55 

^-^  (/.S.)  Memoiis  of,  by  Himself,  edited  by  Thom,  8  t.  post  8vo,  24« J,Ckapma»  ...ii4$ 

Obserrations  on  Hereey  and  Orthodoxy,  12mo,  Si  Mardtm 1839 


►  (/.if.)  Oop^old  Act,  12mo,8f FelloweM iS^ 

p  Tithe-Commatation  Aeti,  new  edit,  12mo,  i$  6d   FeUowet 184S 


(/.r.)  liOin  Aocidenoe,  12mo,  Is;  Seoond  Orammar,  Is  M Longmam 1853 

Orammar,  Bton,  complete,  12mo,2s6d Lai^fmtm  185a 

Suffixes,  postSvo,  5s  Lomgrnam 1858 

ProgressiTe  Latin  Reader,  12mo,  8s  6d   Lon^mam 1861 

•  and  Riddle  (J.£.)  Latin-Bnglish  Dictionary,  roy.  Svo,  42s  Longwum  — •..i86a 


(MaH,)  Sailing  Directions  for  the  English  Channel,  2  ▼.  6to,  each  5s    BaU  1850 

{Rick,)  AdTioe  on  the  Management  of  the  Teeth,  12mo,  8s  6d  CkmnhiU 1844. 

iRoU,)  History,  Climate,  fcc.,  of  Madeira,  by  Johnson,  2  ed.,  post  Sto,  7s  M  LongmoM 1857 

of  the  Battle  of  Otterbom,  1888,  poet  8to,  8s /.  R.  SmUk  .-1857 

— (Jt-D.)  Catechism  on  the  Marine  Steam  Bngine,  post  8to,  2s Simpkim 1859 

^—  ilLO.)  National  Hymns  :  a  Lyric  for  the  Times,  Sfo,  5s6<I  New  York 1861 

.  Shakspeare's  Scholar,  8vo,  15s TiUbmer 1854 


^  (5.)  Apologia  pro  Hibemia  adversus  Cambri  Cslumnios,  8to,  ds  J.R.Smiik  ...1851 

•  (The,)  CharlM  Ruidom  ;  or,  Lunatics  at  Large,  8  ▼.  post  8to,  31s  6d LimgmaM 1855 

■  Disoounes  on  Truth,  12mo,  2s  6d Bftm$    it^i 

Besay  on  Doctrines  of  Lore  of  Qod  and  Neighbour,  8to,  4s  Parker  A  8mk  .1854. 

>  Sermons,  arranged  by  Dr.  Lingsid,  new  edit,  8vo,  8s  0c{  Jklmm^ 185a 


Theory  and  Prsetice  of  Ship-Building,  8to,  plates  folio,  Ids Wtalt   1851 

.  (T,0.)  Treatise  on  Proceedings  in  Bquity,  8to,  12s SUttmA  1843 

-  (7*.^.)  Frsgmenta  of  Italy  and  the  Bhineland,  12mo,  7s  6«l Piefeertajf 1841 

.  Marigold  Window  ;  or,  Hctures  of  Thought,  12mo,  7s  (U Xon^ma*  1849 


Pilgrim's  Reliquary,  12mo,  7s  <W Fukenmg x%^ 

-(Ifatt.)  A  Month's  Tour  in  Yorkshire,  p.  Svo,  9s,  1858  ;  4th  edit,  fp.  8to,  4j  Ckofmam,  S  H.xM^i 

AU  Bound  the  Wr«kin,  post  8to,  9s Chapmam, ^  H,\\f» 

-  Guide  to  Mont  Blanc  and  Back,  12mo,  Is RomiUdge  1854 

Journey  on  Foot  through  Tyrol,  1855,  post  8to,  9s Chapmam  A  B, it s^ 

July  Holiday  in  Ssxony,  Bohemia,  and  Silesia,  post  8yo,  9s  Ckapmam^ff.ilsi 

Travel  in  Northumberland  and  the  Border,  post  8to,  10s  Hd Cke^pmaM^ff.iZs^ 

■  Walk  to  Land's  End,  and  Visits  to  Seilly  Islea,p.8yo,9s,*55 ;  n.e.,fp.,4j  Cluqimam  AH,  1861 


•  (TTm.)  Guide  to  the  Mystery  and  Management  of  Bees,  12mo,  2s Simptim 185a 

.  History,  Qasetteer,  ko,,  DoTonshire,  12mo,  12s 6c<.  Essex,  8to,  12s  6d  Bimpkm.^ «.  y. 


Hampdiira,  12mo,  17s  M,    Leeds,  8s  6<f.     Leioeetershire,  Botland,  &&,  12s. 
Manchester,  15s  6d.   Staffordshire,  12s  6d.    Suffolk,  12s  ed, 

ProTidence,  Prophecy,  Popery  :  Daniel,  Ch.  1  to  7,  12mo,  8s  M ffawiiUom  1S45 

-  Theory  and  Practice  of  Billiards,  12mo,  2s  6<i Autkor  1858 


White  and  Black;  a  Story  of  the  Southern  States,  8  v.  post  8to,  81s  6<i HmrwtSB,  ....iS6c 

Cat,  lUustrated  by  J.  W.,  4to,  5s Rlaekwoodt  ...1847 

Chateau,  a  Tragedy,  8vo,  2s  W  Pittering  i8sa 

.  Lsdy,  a  Tale,  by  Woltmann  ;  and  Undine,  by  Fouqu^,  12mo,  7s    Piekerimg  1844 

other  Tales,  12mo,  8s Buna    1845 

Mom  Rose,  and  Sequel,  18mo,  Is   Soe.  P.  C.  Jr...x86a 

Rose  of  Chaykigh,  a  Novel,  8  r.  post  8to,  81s  6<f  HwntSB.  ...iS6s 

—  Shroud,  and  other  Poems,  12mo,  Is  6d Hotddom   1S54 

Shire  i  or,  the  Russian  Peasant  Girl,  8  t.  post  Svo,  81s  6d    Codurw ^.1845 

WhiteeroM  (/no-)  Anecdotes  illustratiTe  of  the  New  Testament,  ISmo,  2s  ed  HamiUom 1858 

■I Old  Testament,  new  edit,  18mo,  2s  6<i  ffawUlUm  1858 

on  Doctrines  and  Duties  of  Religion,  18mo,  la6d;2i(id  BouUUm    1844 


-  Biographical  Varieties:  Rous  Men,  ISmo,  2s  M,  1839  ;  Is  ed    ...  HamUUm 1854 

^ —  Mo^  and  Religioua  Anecdotes,  12mo,  2s  6<i  TktAald    185a 

_— - —  Sabbath-BTening  Lessons  for  Families,  18mo,  2s6<i  LumgrnaiH  1847 

(J.W.)  Natural  History  of  Human  Intellects,  8to,  14s  SammdenAO,  1S53 

Whitefield  (^eo.)  A  Biography,  by  J.  Belcher,  12mo,  4s  ed    New  York i860 

__ lafe  and  Times  of,  by  Philip,  8yo,  12s Tegg  1837 

-of,18mo,lsW  HamiUom  1853 


-Seleetiona  from  his  Works,  by  Smith,  82mo,  Is  (U Simpkim 1850 

■ Sermons  on  Important  Subjects,  new  edit,  8ro,  8s Tegg  1861 

Whitefriars;  or,  Days  of  Charles  the  Second,  8  t.  p.  8?o,Sls6<f,'43  ;  15s;  12mo,2s6<{  BtmtUdgt  1851 

Whitehall ;  or.  Days  of  Charles  L,  8  t.  post  8to,  81s  6c2,'45— nd-  to  ^^h'A^i  2s  ed  Romiledge  185a 

Whitehead  {A^f.)  Guide  to  the  Isle  of  Wight,  ISmo,  2s  ed Clarke   1844 

■ Usurper,  a  Tragedy,  and  other  Poems,  8?o,  5s Pideering 1836 

-^ (J H.)  Treatise  on  Practical  Colonial  Surreying,  8to,  8s Lomgmam  1848 

— (Cha.)  Barl  of  Bsaex,  a  Romance,  8  ▼.  post  8yo,  81s  ed Benileg 1843 

Lives  of  Highwaymen,  &c.,  2  r,  21s,  183a  ;  12mo,  8s  WaakStrnme  .,.1836 

* —  Memoir  of  Joseph  Grimaldi,  2  t.  p.  8to,  15s,  '58  ;  n.  e,,  12mo,  2s  BoMiUdge  i860 

7 Richard  SaTBge,  a  Novel,  8  t.  p..8vo^  SU ed,  Bc$Ul^,'4* ;  12mo^2f  Brgee 1856 
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Whiiahead  (Ch.)  Smiles  and  Tears  ;  or,  Bomasce  of  Life,  8  r.  post  8to,  81«  M JBentleff 1847 

Solitary,  and  other  Poems,  poet  Svo,  10«  6d,  1X49-— red.  to  8f  W...  Tegg  1851 

(Jtfv.)  Sabbath  Verses,  12mo,  4«  Smith  ds  Elder  1838 

Sketch  of  the  Established  Church  in  India,  12mo,  4f BimngUm  1848 


{Emma)  Pierce  Falcon,  the  Outcast,  8  t.  post  8to,  31*  6<i Bentley 1835 

Bomance  of  the  City  ;  or,  Legends  of  London,  poet  Sro,  10s Author  1854 


(ZTm.)  Sermons  :  The  Church  and  the  People,  12mo,  4« Skeffingtan 1856 

(H.dkT,0,)  and  Drirer  {A.)  Lectures  on  Literary  Institutes,  fcap.  8to,  8ff  d<i  ...  Bo9worth   i860 

(Ja§.)  On  Transmission  of  Disease  from  Parent  toOflspring,  n.  e.  ,8t0|  I0$6d  ChurehUl  1857 

Treatment  of  Abortion  and  Sterility,  Sto,  12f Churehill  1847 

(/no.)  Guazanteed  Securities,  their  Merits,  kc,  8to,  2j  6d  E,  WiUon 1858 

-  Indian  Railways  Described,  It  6d Whitehead i86a 


(T.C.)  Village  Sketches,  descriptiTe  of  FestiTals,  fcc.,  fp. 8to,  2«6rf ;  2e.,ls  Boaworth  1869 

(Wm.)  Short-hand  Improved,  18mo,  U Simpkm 1835 

{W,A,)  Index  to  Colonial  Documents  of  New  Jersey,  by  Stevens,  8to,  21s...  New  T<fHt 1858 

Wbitelaw  (AUx,)  Book  of  Scottish  Balhids  and  Songs,  16mo,  each  6f  6d Blackie 1843 

(/.)    Description  of  Pktent  Water  Mill,  2nd  edit.,  8to,  2i6d   Longmam  1843 

Whiteley  {Edw,)  Macaiiodos ;  or,  Hi^py  Way  of  Life,  Sermons,  post  8to,  4t  M HamiUen  1853 

Whitelocke  {Sir  J.)  Liber  Famelicus,  edit,  by  Bruce,  4to  CawuUm8oc..,ttsj 

{Lord)  Bmbaasy  to  Sweden,  1658-4,  by  Beeve,  2  r.  8to,  24s,  '55— r.  12#  If.  Bohn  i860 

■  Memoirs,  Biographical  and  Historical,  8to,  12i Boutledge i860 

Memorials  of  English  Affiidrs,  Charles  I.,  IL,  4  r.  8to,  80s J,H,AeJ,Pairheri%$% 

■  — (R,HJ)  Description  of  Baden-Baden,  12mo,  6s   Bogve 1840 

Manual  of  English  and  German  Conversation,  12mo,  8ff Bogut 1840 


Whiteside  {Joe.)  Italy  in  the  19th  Century,  8  t.  p.  8to,  S6s— red.21s,*49 ;  n.e.,12c6<i  Longman  i860 

Vidssitndes  of  the  Eternal  City,  post  8to,  12f BenUeg 1849 

Whitfield  {Edw.)  Amy  and  her  Mother ;  or,  a  Picture  of  Life,  12mo,  2j  6(f Whi^ftdd  1855 

Lectures  on  Chri«tian  Doctrine,  12mo,  4s Whitfeld  1838 

Jesus  Christ,  in  His  Mission,  &o.,  post  8to,  5s    Whi^fUld  1858 

^— —  Questions  on  the  Gospels,  18mo,  Is SmaHfidd 1839 

TheWebsters,  a  Domestic  Story,  12mo,  2# Whitfield  1853 

•  Voices  from  the  Valley  Testifying  of  Jesus,  er.  8to,  5s  ;  2  e.,  8«  6d  J.  X  Shaw  ...1861 


(ff.J.)  Rambles  in  Deronshire,  with  Tales  and  Poetry,  8to,  5s Simptin 1854 

Sdlly  and  its  Legends,  post  8vo,  4s Simpkin 185a 


Whitgift  U&p.)  Works,  8  T.  8vo  Parker  Soe.  ...1851 

Whiting  {Sgd.)  Affection,  its  Flowers  and  Fruits,  a  Tale,  8  r.  poet  8vo,  81f  6d  Newby   1848 

— — —  Heliond6  ;  or,  Adventures  in  the  Sun,  a  Story,  poet  8yo,  10$  dd Chapman  ^  ir.t855 

— — Literuy  Milsnge  ;  Proee  and  Verse,  post  8to,  15s,  1846— red.  to  5s.  OUivier 185* 

Memoirs  of  a  Stomach,  de  6d,  1853  ;  new  edit.,  12mo*,  Is  Cftapman^  JET.  1854 

(Wm.)  Rural  Thoughts  and  Scenes,  with  other  Poems,  12mo,  68 iiatten 1851 

Whitley  (/no.)  Doctrine  of  Atonement  and  Sacrifice,  8to,  10s  6d Duncan 1836 

— ^-^-— ^—  Life  Srerlasting:  Holy  Intermediate  and  Eternal  life,  8vo,  12s ffamiUon  1851 

(Nitk.)  Application  of  Geology  to  Agriculture,  8to,  *!»6d Longman  1843 

Whitling  {ff.J.)  Pictures  of  Nuremberg  and  Fnuconia,  2  t.  post  8vo,  21s  Bentley 1850 

Whitman  (/.)  Sermons,  with  a  Sketch  of  his  Life,  12mo,  8s  6d /.  C%apmaii...i849 

(If.)  Leaves  of  Grass,  imp.  8vo,  7s  6d  New  York 1855 

WhitmazBh(YF.i9.)DeTotiotial  Sonnets,  18mo,  2t6d Seeleg 1851 

Family  Phiyets,  adapted  to  the  Pentateuch,  8vo,  4s  6rf Ward 1850 

Whitmore  {J.)  Medical  Student  and  Dispenser's  Manual,  82mo,  2s  6d Pritehard 1840 

^^—  {Wm,)  Gilbert  Marlowe,  and  other  Poems,  12mo,  8s  &d MacmiUan    ...1859 

Whitmore-Jones  (Vr.)  Poems,  12mo,  4s  6<{  Longmnn  1856 

Whitney  {Harry)  Legends  of  Mount  Leinster,  Tales  and  Sketches,  12mo,  2s,  '54;  ls6(i  Lambert 1855 

(J.D.)  Metallic  Wealth  of  the  United  States,  8vo,  16s TrObner 185A 

(T.R.)  Defence  of  the  American  Policy,  cr.  8to,  7s  fid iVeis  York 1850 

Whitsed  (/.)  The  World's  Slippery  Turns,  a  PUy,  8vo,  2s  6rf SaundenttO.  184c 

WhitK>n  {Jno.)  Aged  Christian's  Final  Farewell  to  the  World,  12mo,  Is  6d Oroombridgt  ...1858 

Whittaker  ((Teo.)  Florileginm  Poetionm,  new  edit.,  18mo,  8s Whittaker 1845 

Latin  Exercises,  new  edit.,  12mo,  8s;  Key  to,  2s Whittaker 1853 

{Hen.)  Practice  and  Pleading  under  Codes  of  New  York,  loy.  8to,  21s   ...  Bniterworth9.,.i%s* 

"'  Village  Lyre  :  Poems,  fcap.  8vo,  5s HeatombSon  .1858 

Lectures  on  the  Church  of  Christ,  12mo,  4s  Longman  184a 

Letters  on  Manners  and  Customs  of  the  English,  12mo,  2s    Eben 1849 

(T.ffJ)  Chemical  Diagrams  of  the  London  Pharmacopoeia,  8vo,  4s  6c(.  Butter   1839 

Whittemore  {Wm.)  Sunday  Teacher's  Treasury,  V.  1  to  6,  p.  8vo,  4s;  V.  1,  n.  8er.,4s  Wertheim,.,Aninmal 

Whittier  {J.G,)  Chapel  of  the  Hermits,  and  other  Poems,  12mo,  5s Low   1853 

Home  Ballads  and  Poems,  cr.  8to,  5s    Boston,  U,S.,..it6o 

Leayea  from  Maigaret  Smith's  Journal,  12mo,  5s Boston^  2715.. ..1849 

Old  Portraits  and  Modem  Sketches,  12mo,  6s Boeton,  U.S.  ...i$$o 

Poems,  8vo,  15s  Boeton,  U.S.„.i9$^ 

Poetical  Works,  24mo,  2s   Boutledge  i860 

■ Songs  of  Labour,  and  other  Poems,  fcap.,  4s Botton,  ^.5.. ..1851 

Whittingham  IB,)  Notes  on  Expedition  to  Russian  Poesessions  in  Siberia, p. 8to, lOsM  Longman  1 856 

{Maj,)  Ten  Months'  Residence  in  Berlin,  8vo,  10s  6d,  1846— red.  to  6s    OUivier 1848 

Whittington  (Z>teJ;)  life  and  Times,  8to,  12s Cunningham,.. i9 

{R,J,)  International  ETidenoe  of  Inspiration,  Old  Testament,  8to,  i$6d  Biffington 


(J'W,) 

{Mre.) 
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WilbetfoiM  (if.  /.)  Doetrine  of  tlie  Incarnation,  8to,  12s,  1848  ;  12mo,  6#    Murraf xSp 

■     ■' fiTO  BmiMTea  :  CompoidiQm of  Ancient  Histoiy,  n.e.,12mo^S«  fid  Lmmley 185^ 

— ^~ Hiatoryof  Brastianiam,  peat  8to,  8a  Mnrrmf 1851 

— ^— — -^  Inqnirj  into  Principlee  of  Church  Aathoritj,  8to,  5a Longmam  1854 

^— ^— — —  Rntilioa;  or,  Storiea  of  the  Third  A^,  12nio,  2#   Bvtm    1841 

__«_ Sermona  and  Ohai|^  on  the  Holy  Communion,  12mo,  8f  MosUtf  1854 

— — on  the  New  Birth  of  Man*B  Nature,  12mo,  3a Modeif  1854 

(Wm,)  Correepondenoe,  2  v.  poat  8to,  20« Mwrrvg 1840 

— — — — ^—  Familiar  Sketch  of,  hj  Z.  J.  Chimej,  18mo,  la Bail  1840 

— — <— — ^*  Family  Prayera,  poat  8yo,  2s  8<2,  1834;  new  edit,  12mo,  la  6d  Hokkard 1854 

■         Memoin  of,  by  hia  Sona,  5  t.  poet  8to,  45a,  1838— red.  to  21#...  H.  Bokm  1838 

abridged,  12mo,  8a Sedejf 1843 


View  of  Chriatiamty,  12mo,  2«  6(£,  Johngtone,' s^ ;  22d  ed.,4f  6d  Loi^mtm 1857 

18mo,  2a,  A,  ScoU  ;  18mo,  la  M    JUL  TraetSoc  n.± 

by  Price,  18mo,  Sabred,  to  2a  6<2  JSf.  JBohu  1845 

Baaay  by  Biahop  Wilaon,  newed.,  12mo»  4a  W.  CotUrnM 1856 


Wllberforoe*B  Doetrine  of  the  Bucharist  ahown  to  be  Ineonaiatent,  12mo,  8a  6d Zon^aum  1854 

Wilbrahmm((7.P.)I>eacriptionaof  Canaan,  12mo,  Is JM.ieJ.Parberitsi 

■  The  dergyman'a  Reminder,  12mo,  la   WhiUaker 1855 

Worahip  in  Solitude  :  FriTate  Derotiona,  S2mo,  la Whittaker 1857 

(F,M,)  Cheahire  Pilgrima ;  Cruaading  life  in  the  13th  Gentuiy,  12mo,  8s  Morgam i86a 

— ^— For  and  Agunat ;  or,  Queen  Maigaret'a  Badge,  2  t.  12mo,  10a  6d  Parier  A  Son  1858 

Hiatoi^  of  the  Kingdom  of  Judah,  18mo,  Is  8d  Matten 1859 

Young  Breton  Volunteer,  a  Tale  of  1815,  18mo,  la Mosiey  i860 


■  {Biek.)  Tra?ela  in  Georgia,  Gaucaaua,  &c,  8to,  18s Mwrroy 1839 

Wilby  (P.)  Infant-School  Spelling  Book  and  Pictorial  Dictionaiy,  2nd  edit.,  12mo,  la  Berger  1849 

<^  (if.  J.)  Cry  from  the  Oppreat,  and  other  Foema,  12mo,  5s   lAmgmam  1838 

Wilooekaon  (MaryP.)  Bxporition  of  the  Pentateuch,  18mo,  la  M    Simpkm 1848 

Wilcox  (C.if.)  Riflea  and  Rifle  Pkaetioe,  12mo,  lOs  6d    New  York i860 

(/no.)  Suooeaafnl  Rle-Climber,  Memoir  of,  by  Hackhouae,  poat  8to,  2a  6d ...  NiabH    1859 

(Tko.)  Chriat  ia  All,  with  Additiona  by  H.  Bonar,  82mo,  Is    Niwbei    1855 

Wild  {Cka.)  Architecture  of  Belgium,  Germany,  and  France,  roy.  4to,  24s  ff.  Bokn    1837 

</.)  Bnglaad  aa  It  la,  aa  It  Might  Be,  and  Ought  To  Be,  8to,  2s Thaeher 1851 

Wild  AdTonturee  Deacribed  and  Uluatrated,  folio,  9$  6d NeUon  1856 

— ^Animala,  lBtand2ndBeriea,  12mo,  each  ls6<i;  1  ▼.,  2s  88 SocP.C.K.    i86a 

-  Flower,  a  Novel,  by  the  Author  of  Houae  of  Blmore,  8  t.  post  8to,  81s  6d Hwni  A  B,   ...1859 

»— Flowen  and  other  Poema,  12mo,  3s  6<i   Hai/dtard 1841 

thdr  Teachinga,  2nd  edit.,  8to,  21a    Binm 1851 

■  by  Alice  T.,  18mo,  Is  DoirUm 1861 

——— from  the  Qlena,  by  B.  L.  L.,  8to,  10s  8<I  Cleaver 1844 

— *^^—  Gathered  :  Orif^nal  Pieeea  In  Proae  and  Rhyme,  32mo,  la  td ;  ailk,  2s  Simpkvn 1840 

of  the  Alphabet,  a  Poem,  lUuatrated,  am.  4to,  7s  ed   Ackermamn   ...1858 

■  Showing  Where  to  Gather  Them,  How  to  Presenre  Them,  &&,  fp.8T0,ls  Ward  dt  LoA  .1861 

<—- Soenea  among  the  Celta,  fcap.  8to^  Is  (Hiatorical  Tales) J.J5f.JkJ,Parktril$^ 

-  Thyme  Gathered  on  the  Mountains  of  larael :  Poems,  12mO)  2s  Yapp 1857 

Wilde  (A.^.)  ReaeareheaconcsmingTaaw),  2  t.  12mo,  14a    fFi^ 184a 

{W.B.)  Antiquitieain  the  Muaeum  of  Iriah  Academy,  2 pta.,  8to,  18s  fid WUHamM  A  2V.i86x 

Aural  Suigeiy,  and  Treatment  of  Diaeases  of  the  Bar,  8to,  12s  6<l CkftrdM  1853 

Austria  :  its  Literary  and  Scientific  Institutiona,  post  Svo,  9s  6<i  Xoii^ma»  1843 

-— — —  Beauties  of  the  Boyne  and  Blackwater,  post  8to,  9s  6d^  *49~red.  to  5s  Orr    185a 

Closing  Years  in  Dean  Swift's  life,  8to,  7s  6<i Lamgmam,  1849 

Irish  Popular  Supetstitions,  12mo,  la Orr    185a 

.  Malformations  and  Diseases  of  the  Oigans  of  Sight,  8to,  7s  6<f  CknrdM  186a 

Voyage  to  Madeira,  TeneriSe,  Iec,1844,  2t.,28s;  2e.,18s— r.tol0s6d  Longman  1844 

WUden  (/.O.)  Commercial  Referee  and  UniTensal  Cambist,  12mo,  4s    OauaUm 1858 

Wildenhahn  {C,A.)  Ptator  and  Prince,  a  Sequel  to  Pftul  Gerhardt,  new  edit.,  2s Knit^t  A  Son    1861 

. Pikul  Gerhardt ;  a  Tale  of  the  Lutherans,  by  MrB.S.Carr,  12mo,  2s  Kwgki  dfc  Son    1 861 

-^— :—  Pilgrimage,  tranaL  from  the  German,  by  Mrs.  S.  Carr,  12mo,  7s  6d  Sin^tkin 1847 

Wilder  (Jt.(?.)Misidon  Schools  in  India,  cr.  6to,  6s  6d    New  Tofk 1861 

Wilderness  Records ;  a  Memoir  of  H.  H.,  of  Cherisey,  18mo,  2s  NMet    1847 

Wilderspin  (Sam.)  Baily  Discipline  Illustrated,  12mo,  5a  Bodaon 1840 

— — —  In&nt  System  of  Education,  new  edit.,  12mo,  5s   Hodwn 185a 

■  System  of  Bduoation  for  the  Toung,  12mo,  7s6<l ffodson 1840 

■  and  Terrington  {P.J.)  Manual  for  Instruction  of  Children,  2s  6d  ffamilion  185a 

]B7ildman  {Biek.)  Guide  for  Nayal  Officers  as  to  Law  of  Search,  &c.,  8to,  5s   Benmng 1854 

^ Institutes  of  International  Law,  Y.  1,  8vo,  7a  M,  1849 ;  ^*  ^  ^^'  Benmng 1850 

Wildon  {B.C.)  Tong  on  a  Summer's  Day,  and  other  Poems,  8to,  5s  Longman  1851 

Wiley  {0,ff.)  AdTsntures  of  Old  Dan  Tucker  and  his  Son,  a  Tale,  12mo^  Ss  ed WiUongkbg  ...1851 

■  Utopia:  an  Early  Picture  of  Life  at  the  South,  post  8to,  2s  8c{ Lea    185a 

Wilford  {OoLE.C.)  Three  Letteis  upon  the  Rifle,  2nd  edit,  12mo,  2s  i/ar2&oroi^A...x86o 

—(^.)  Maiden  of  Our  Own  Day,  12mo,  8s  Mastert 186a 

Master  of  Churchill  Abbotts  and  hia  Little  Frienda,  a  Tale,12mo,8s  6cf  Maakre 1858 

Play  and  Earnest,  a  Tale,  12mo,  5s  Mattere 1860 


Wilfred  de  Lisle,  a  Tale  of  Modem  Life,  post  8to,  lOa  6d Sope 1853 

WUfrid  and  Mary;  or.  Father  and  Daughter,  by  Theodore  St.  Bo',  fbap.  8vo,  2«  6d  Sim^ 1861 
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WUfal  Ward,  »  NoTel,  by  Author  of  Lady  Gniiard*8 Nieces,  3  ▼.  post  8vt>,  31«  M .„,Newbjf    1853 

WilfnlneaB  of  Woman,  by  Aathorof  History  of  a  Flirt,  3  v.  post  870,  81f  6<2 Colbum 1844 

Wiihelm's  Method  of  Teaching  Singing,  by  Hollah,  roy.  8to,  5t   Parker  JIb  Son  ,1^4.1 

Wiihelmi  Conqaestoris  Scriptores  Eerum  Ghstaram,  ed.  Giles,  8to    CaadUm  Soe,  ...n.  ci. 

Newbnrgenais  Chronicon,  2  ▼.  8to,  2U Peihtram  1856 

Wilkes  ((7.)  Theory  of  the  Winds,  8yo,  %iM,  1856;  2nd  edit.,  6<    Tr^lmer 1859 

Voyage  round  the  World,  8yo,  15«  BotUm^  U,8,.,,i%s^ 

-((?.)  Europe  in  a  Hurry,  12mo,  6« '.....  Low   185s 


< (jr.)  Ancient  History,  abridged  from  Bollin,  ISmo,  8<  M   Cundall 1850 

Wilkey  ( J^w.)  ^^i^  ^'^'^^  ^®  ^^'^^^^  ^^°*  ^' WiUan  1854 

Wanderings  in  Germany,  &c.,  S^o,  8# BaU  1839 

Wilkie  {Sir  J),)  Gallery;  with  Biographical  and  Critical  Notices,  folio,  50i  ViHus 1848-50 

Life  0^  by  Allan  Onnningham,  3  t.  Svo,  42* Murray 1843 

. Sketches  in  Turkey,  Syria,  &c.,  foL,  84s    Grave*    1843 

— — Spanish  and  Oriental,  folio,  84s  Graves    1847 

{Dav,)  Treatise  on  Heritable  and  Moveable  Rights,  Scotland,  post  8to,  68...  HamUUm  1851 

{Geo.)  Bemarks  on  Mann&cture  of  Iron  in  Great  Britain,  8to,  10« Fullarion  1857 

Wilkins  {Geo.)  Addresses  on  Efforts  of  the  Romanists,  12mo,  3s  6d  Rivington 1842 

Pericles,  Prince  of  Tyre,  a  Novel  (printed  in  1608),  8yo,  5i  /.  R.  Smiih  ...1857* 

Threescore  Years  and  Ten,  fcap.  8to,  Ss  6<i,  1856— red.  to  2s  6d Afaeters i860 

(H.M.)  Exercises  in  Greek  Prose  Composition,  post  8to,  4f  M Parker  A  Son  .1859 

. Chreek  Delectus,  12mo,  4f Longman  1859 

Manual  of  Greek  Prose  Composition,  post  8to,  7s  6d ;  Key  to,  2s  6<i  .  Parker  de  Son  .1858 

-Latin  Prose  Composition,  new  edit.,  12mo,  6$;  Key,  2s6d  Parker df  Son  .1859 


-  Notes  for  Latin  Lyrics,  new  edit.,  12mo,  it  fid  Longman  1854 

Progressive  Gkeek  AnUiology  for  Schools,  12mo,  5s Longman  .1861 

Tnmslation  of  the  Olynthiaes  of  Demosthenes,  post  8to,  itM Parker di Son  .J 860 

-  (ifrs.)  The  Slave  Son,  a  Tale,  post  Svo,  9s  C^iapman  di  ff,iSs^ 

^{Peier)  Life  and  Adventures  (Universal  Library),  roy.  Svo,  Is    Cooke 1854 

-  (^./.)  Bible  Acrostics,  12mo,  S»6d HouUion  1839 

{W.N,)  Art  Impressions  of  Dresden,  Berlin,  and  Antwerp,  &o.,  p.  Svo,  8s  dd    Bentley  i860 

>  IietterB  on  ConnoisBeurship  ;  or,  the  Anatomy  of  a  Picture,  Svo,  10s...  Chapman  de  JSr.1857 


'{W.  WJ)  Political  Ballads  of  17th  and  18th  Centuries,  annot.,2  v.  p.  Svo,  ISs  .  Lonjgman  i860 


Wilkinson  {Geo.)  Practical  Geology  and  Architecture  of  Ireland,  Svo,  2Ss Murray 1845 

-— *-  {G.B.)  Advantages  and  Resources  of  South  Australia,  post  Svo,  10s  6d  ...  Murray 1848 

Working  Man's  Handbook  to  South  Australia,  12mo^  Is  6d  Murray 1849 

~~ (JSTen.)  History  of  Engines  of  War,  Svo,  9s... Longman  1841 

•  Sketches  of  Scenery  in  the  Basque  Provinces,  4to,  42s  ;  oold.,  68s  •  Atkermanm   ...1838 


'  (IT.  IT.)  Selection  of  Ptolms  and  Hymns,  new  edit.,  ISmo,  2s Longman  1853 

Sermons,  Svo,  6s    Longman  1854 

{J.B.)  Remarkson  Prophecy,  12mo,  Is TweedU 1861 

{JaM.J.E.)  The  Human  Body,  its  Connection  with  Man,  p. Svo,  14s, '58;  2  e.,6s  Chapman  ds  H.itho 

(/onef)  Hands,  not  Hearts,  a  Novel,  S  v.  poet  Svo,  31s  6<i Beniley  1849 

•  Sketches,  Legends,  &c,  of  North  Wales,  Svo,  7s ^ooiis 1840 


(/.)  Analysis  of  Butler's  Analogy,  Svo,  5s  J.H.^.Parkeri$49 

Scripture  Maps,  4to,  coloured,  7s HamiUon 1839 


(/.(?.)  Appeal  on  War,  Cholera,  and  Ministry  of  Health,  post  Svo,  8s  M  .  Theobald   1854 

Egyptians  in  Time  oi  the  Pharaohs,  post  Svo,  7s  6d  Bradlmry 1857 

Handbook  of  Egypt,  Thebes,  Sinai,  &c.,  new  edit.,  12mo,  16s  Murray 185S 


History  of  Ancient  Egyptians,  3  v.  Svo,  63s ;  2nd  series,  3  v.,  63s   Murray 1844 

new  edit.,  5  v.  Svo,  S4s Murray 1847 

abridged,  2  v.  post  Svo,  12s  Murray 1853 


— — — — — ^—  Architecture  of  Ancient  Egypt,  folio,  31s  6d;  cold.,  68s  Murra/y 185a 

' Dalmatia  and  Montenegro,  2  v.  Svo,  42s  Murray 1848 

Modem  Egypt  and  Thebes,  2  v.  Svo,  42s  «. Murray 1844 

Remarks  on  Swedenboig's  Economy  of  the  Animal  Kingdom,  Svo,  4 2s  MUeheU 1846 

Sketch  of  Swedenboig's  Philosophical  Works,  12mo,  2t     Newberry  1847 

Treatise  on  Colour  and  Diffusion  of  Taste,  Svo,  18s Murray 1858 

and  Rawlinson  {W.)  Herodotus,  translated,  new  edit.,  4  v.  Svo,4Ss  Murray i86a 

—  {Jno.)  History  of  Parish  of  Broughton  Gifford,  Wilts,  Svo,  8s  fid   /.  R.Smitk    ...1859 

{J.J.G.)  Public  Medicine  and  Medical  Freedom,  Svo,  3s  6d Headland 1857 

—  (/./.)  Law  of  Shipping  as  to  Building,  Sale,  &o.,  Svo,  15s  Blenkam  1843 

relating  to  the  Public  Funds,  12mo,  12s Benning 1839 

— (Xcuiy)  Weeds  and  Wild  Flowers,  their  Uses,  &o.,  poet  Svo,  10s  6d  Van  VoorU  ...1858 

(if.)  Indian  Blossoms,  32mo,  Is  6<l  Seeley 1844 

•  Memorials  of,  by  Rev.  R.  Whytehead,  12mo,  4s  6d Wertheim  1859 

-  School  Sermons  at  Marlborough  College,  Svo,  9s Murray 185ft 

Sketches  of  Christianity  in  North  India,  12mo,  6s Seeley 1844 

-  (5.  J.)  British  Tortriees,  Svo,  25s Van  Voorti  ...1859 

^{Watte)  Memolis  and  Correspondence,  by  his  Son,  Svo,  10s  6d  Seeley 1841 

— — Sermons,  Christ  the  Alpha  and  Omega,  12mo,  it  6d Bennett  1843 

—  {Wm.)  Outlines  of  Physiology,  Anatomy,  &o.,  for  Students,  ISmo,  5s Simpkin 1851 

'  {W,J.)  Local  Etymology,  fcap.  Svo,  2«  fid Longman  1850 

-(TT.^.)  Articles  of  the  Church  in  English  and  lAtin,  2nded.,  18mo^  Is  6ci   Parker  dtSot^,..i%^Q 
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Wilkfaunn  (W.F.)  Citaoluim  of  Chaidi  Hirtoiy,  12mo,  0f,  LongmanfiZ^6;  12mo,  8f  ff,  Bokn    iS6z 

— »— Christian  Gospel :  Sermons  at  Cambridge,  1846,  12mo,  2j  6d HaUkard iM 

-^— Bdueaiion,  Rlementaiy  and  Liberal,  12mo,  Sf^red.  to  2f 8edtg iS6a 

I  Farisb  Bescued  ;  or,  Laymen's  Duties,  12mo,  8f  %d  ffaichard 1S4S 

-  Beetor  in  Search  of  a  Curate  :  BsBajs,  post  8to,  9f   Hakkard 1843 


{W,M,)  Spirit  Drawings  :  a  Personal  NarratiTe,  post  8to,  5f Chapmam  SH.i%s% 

'  The  BeTiyal  in  its  Physical  Aspeete,  7<,  '$9;  2nd  edit.,  p.  8vo,  8f  M  Chapman  di  H,  1861 


iniks  {Q.A,)  History  of  the  Popes,  from  Linus  to  Pius  IX.,  8vo,  9«  6<i   Bimnglmk 1S51 

*-»—  (ilf.)  Tahiti,  a  Berieir  of  the  Proceedings  of  the  French,  transL,  8to,  Is  6cf  Smaw 1844 

(&Mii.^  Lectures  on  Pisthological  Anatomy,  8to,  10s  6d longwunn  1859 

■  (W.)  Bdwaid  Irring,  an  Ecclesiastical  and  Literary  Biography,  n.  ed.,  fp.,2«  Ooddard    i860 

-^^- Palmenrton  in  Three  Bpoebs,  8to,  1b Freeman    1854 

{Watik.)  History  of  the  Half  Century,  1800-50,  post  8vo,  4f Coik 1853 

-  {W.dBM.)  Three  Archbishops  :  Lanfrane,  Anselm,  A'Becfcett,  post  8to,  lOt  (kf  ...  BamOt 1858 

Will  {C)  Dictionary  of  the  German  and  English  Languages,  new  edit,  sq.  12mo,  8«    WUliama  dsN,  1844 

—(iTai.)  Outlines  of  a  Course  of  QualiUtive  Analysis,  6s Taylor  Jk  IF.. ..1846 

Will  My  Beaders  Go  to  Spain  f  or,  Days  in  the  Peninsula,  post  Sto,  6ff  M  ffamOtom  1854 

(The) ;  or,  the  Half* Brothers,  a  Romance,  S-t.  poet  Sro,  81s  6<f   Bentley 1S46 

WiU-o*-the-Wisps ;  or,  Lights  and  Sprites,  from  the  German,  square  16mo,  6t BeUJk  Daidy. ..i96% 

Willan  (Robt.)  Narratire  of  Joumeyings  in  the  Land  of  Israel,  12mo,  2s  6d HoultUm    1849 

•—  (it.  iir.)  Country  Scenes  and  SuMeots,  12mo,  8ff  6<i   Orr    1847 

■     Flower  Girl,  and  other  Poems,  12mo,  7s  6<i T.  Miller  1843 

{Wm.)  Christ  Our  Life,  82mo,  2s  Mastm   1853 

Willard  (B.)  Astronomical  Geography,  with  Use  of  the  Globes,  8to,  2s Cosseff 1856 

— — ^—  Chronographer  of  Ancient  History,  7«  6rf New  York 1851 

History  of  the  United  States,  Svo,  9s  WiUif 1845 

— — 8to,  7s  6rf ;  abridged,  8s  6<l    New  Tori 1855 

— •^-— »  Last  Leares  of  American  History,  12mo,  5s   v ^'  CAapMa»...i849 

— ^» Map  of  Time,  and  Historic  Guide,  2  r.,  7s  6d New  York 1853 

On  the  Circulation  of  the  Blood,  post  8to,  5t WiUy 1846 

■  —  UnirerMd  Histoiyin  PerspectiTe,  2nd  edit.,  fcap.  8vo,  9s Wiley 184$ 

{NA,)  Essay  on  the  Music  of  Hindostan,  8to,  7s  AUemSOo,    ..1836 

WUlat  (Tko.)  Florist's  CultiTator,  12mo,  7s  M,  1835  ;  new  edit.,  6s  Ridgway    1847 

Willeolkes  (Dr,)  Arithmetical  Calculations,  new  edit  by  Fiyer,  12mo,  5s Modey  1855 

WilUment(^.)  Oatechiam  of  Familiar  Things,  new  edit,  12mo,  2s  6(f A,  Hail 1854 

-  (jr.  ^.)  Birds  and  Animals  :  ConTcraations,  newedit,  12mo,  2s  A,  If  all 1858 

__ —  Little  Herbert's  Midsummer  Holidays,  12mo,  2s    Simnkin 1850 

■  ■       (Tko.)  Account  of  Bestoration  of  St  George's  Chapiel,  Windsor,  4to,  20s  ...  Pidterimg 1844 

If^let  (And.)  Synopsis  Papismi,  edited  by  Dr.  Cumming,  10  t.  post  8to,  60s /.  Miller  185a 

William  and  James  ;  or,  the  Berolution  of  1688,  a  Tale,  12mo,  8s  6<f,*58— red.  to  2f  Simpkin i860 

the  Wer  Wolf,  4to  Boxburyke  CL  n,  d. 

II.)  Life  and  Times  of ,  by  Lord  Dungannon,  2  v.  8vo,  24s Longman  1836 

lY.)  Life  and  Beign  of,  by  Wright  and  Watkin,  8vo,  18s— red.  to  12s  6d...  P.  Jaekaon    ...1844 

of  Malmesbniy,  Chronicle  of  Kings  of  England,  post  8vo,  5s  It.  Bokn    1847 

Gesta  Begum  Anglorum,  2.v.  870,  21s Petkeram  1840 


=8 


-Wykeham,  Xdfe  of,  by  Chandler,  18mo,  2s    Bume    1842 

and  his  Colleges,  by  Walcott,  8to,  14s  ;  laige  paper,  24s  .' Wkittaker 185a 


— —  Limon,  a  Tale,  and  other  Poems,  12mo,  5s TwetOe 1859 

Tell,  l^Florian,  and  Hofer  the  Tyrolese,  new  edit,  ISmo,  8s Orifilk^P.  ...1847 

Williams  (Alberi)  Facts  for  Philosophers  :  Pamphiets  on  Com  Laws,  dro^  ^ Ollivier 1848 

(Alf.)  Christian  Examples :  Sermons,  new  edit,  12mo,  5s Ker^ 185a 

-i —  Home  Sermons,  each  Six  Minutes  Long,  4th  edit,  12mO)  5s Kerby 1861 

»  Bomanism  in  the  Protestant  Church,  8vo,  8s BivingUm  184a 

■  Sermons,  chiefly  Practical,  new  edit,  4  t.  8to,  each  12s  BivingUm  185a 

■     (Artk.)  Claudia  and  Pudens,  8to,  2s  6(1    Longman  1850 

— ——   {B.)    Henrid  Quinti,  Anglia  Begis,  notisque  illustravit,  8to,  10s  6(2 Petkeram  1850 

(B.P.)  Manual  of  Writing  and  Paintbg  Characters,  4to,  12s    Weale    «.  d. 

(B.S.)  Hints  on  ColtiTStion  of  British  and  Exotic  Ferns,  post  8to,  8s  6c(    Chapman  A  H.i%s^ 

Orohid  Grower's  Manual ;  or,  Orohidaoeous  Plants,  post  8to,  5s  ...  Ckapman  Jt  H,\%^% 


-(CalA)  Ohsenrations  on  Criminal  Besponsibility  of  the  Insane,  8to,  2s  6d  CkwrtkiU  1856 

-(CaeA.)  Alice  Bussell,  and  other  Tales,  post  8to,  10s  6<f Bull  1841 

-(C%a.)  Adventures  of  Trayellers  in  Africa,  12mo,  5s WarddsLoek    1859 

A8rial  Sights  and  Sounds,  18mo,  8s Ward 1836 

Alp^  Switserland,  and  North  Italy,  8to,  5t ComU  1854 

-^— -  Art  in  Naturo  and  Science  Anticipated,  18mo,  2s  M  S.  8.  Union  ...1840 

Enquiry  into  Fact  and  Doctrine  of  Atonement,  12mo,  5s    Simtikin 1853 

Facts  not  Fables,  18mo,  Is  6<i S.  S.  Union  ...1840 

~  George  Moggridge,  his  Life  and  Writings,  12mo,  5s Ward  4f  Lock    1856 

Pickings  on  the  Sea  Shoro ;  or,  Cliflb,  Sands,  kc.,  12mo,  2s  6<f JwidJkOlat$...iZsy 

Praise  and  Blame,  18mo,  U  6d S.  S.  Union  ...1840 

Scenery  of  the  Alps,  Switserland,  Savoy,  fcc.,  roy.  8to,  12s  6d Cauell  18^4 

SefenAgesof  England,  12mo,  8s Ward 1836 

SiWer  Shell;  or,  Adyenturesof  an  O^ter,  12mo,  2s  6d Juddd:Glat9it$$-'; 

Visible  Geography,  England,  12mo,  8s  S,S.  Union  ..,1835 

History,  England,  12mo,  5s   S.S.Union  ...1835 
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VillUma  {Cha,)  World  of  Wirtew,  18mo,  2«  6d S.  8.  Union    ..1840 

{CO,)  HMidbookof  Chemical  Manipulation,  port  8vo,  li5«  Van  YoorU  ...X857 

Manual  of  Chemical  Analjaia  for  Schools,  12mo,  8«  Svmplan 185S 

(CfT.)  SeBortris;  or,  the  Friert  and  the  King,  a  Tragedy,  Svo,  2<  6d  Hope 1853 

((7./.)  Rithology  and  Diagnoeifl  of  Diaeases  of  the  Chesty  8to,  10«  6<i Churchill  1840 

(CJ.B,)  Prindplesof  Medicine,  12<,  1843  ;  Srd  edit.,  Sro,  15f Churchill  18^6 

(CM,)  AUoe  BusseU,  and  other  Tales,  port  Sto,  lOf  (k^ JBvU    1841 

{C  W.)  Bmbj  on  Prevention  of  Smoke  Nuisance,  new  edit.,  roy.  8to,  2a  M  WeaU * 1857 

_^— —  On  Combustion  of  Coal  and  Frerention  of  Smoke,  newed.,  12mo,  Ss  WeaU 1858 

—  Heat  in  its  Eehitions  to  Water  and  Steam,  2nd  edit.,  8to,  7s  M  Lcngman  1861 


•  {Dai9,)  Bible,  Teetotaiism,  and  Br.  Lees,  a  Narratire,  Sto,  2f A,  Ball 1S59 

Composition  Simplified,  new  edit.,  12mo,  Z$  6d Piper 1850 

Fuent*8  Catechism,  new  edit.,  ISmo,  2$ Simpkin 1849 

.  Preceptor's  Assistant,  new  edit,  12mo,  5$ Simpkin 1861 

Sdenoe  Simplified,  2  pis.,  12mo,  each  2«    Piper 1850-1 

Sermons  Preached  before  the  tTniyersity  of  Oxford,  8to,  lOs  6d  ...  J.IfJfJ.Parkeri26% 

—  (E.)  life  of  Te-ho-ra-gwa-ne-gen,  alias  Thomas  Willianis,  roy.  8to,  6$..,  Albany ,  N.  T,  i860 
Statesman's  Manual,  2  t.  8to,  50f /.  Chapman  ..A%^ 


-(Kw.)  Christian  Preacher,  by  Jackson,  12mo,  8t6d  Tegg  1843 

■     ■   Essay  on  the  Tongue  as  regards  the  Stomach,  new  edit.,  7s  6d Sim^pkin.„„.,„i%^ 

BecoUections  and  Anecdotes  of,  by  Waring,  port  8n>^  6t  GUpin   1850 


(EIL)  Horn  DiranianK  ;  Selection  of  150  Games  at  Chea,  6s  AfOhcr  185a 

(E.A.)  Cruiseof  the  Pearl,  1857-9,  port  Svo,  10s  6ii    BewOey 1859 

{B.  F.)  Law  of  Bxeeuton  and  Adminirtrators,  1856,  2  r.  roy.  8to,  78«  6(i  Stevem  1856 

{B.S  W.)  Prise  Poems,  1840,  in  Welsh,  12mo,  2s  Simpkin 1851 

{P.)  German-English  and  Bnglish-Qeiman  Dictionary,  18mo,  8« BouUedge  1856 

{Polk,)  Luttrells;  or,  the  Two  Marriages,  8  t.  port  8to^  81f  M Colbum 1850 

-i Maids  of  Honour,  8  t.  port  8to,  31s  6d,  1845;  n.  e.,  fcap.,  2s6<i   Kent  1861 

•  Secret  Passion,  8  r.  port  8to,  81s  6<i CoWum 1844 

Shakspeare  and  his  Friends,  8  t.  port  8to,  Sls6d 5...  Oolbum 1838 

Sir  Boger  de  Corerley,  8  t.  port  Svo,  81s  M Colbwm 1846 

Strawberry  Hill,  8  y.  port  8to,  81s  6<i  Collmm 1847 

Youth  of  Shakqieare,  St.  port  8to,  81s  6(2  Colhwm 1839 


{Prt,8.)  Bicentenary  Nonconfonnirt  Memorial,  12mo,  It Jackson  A  W.  t86a 

Chanceiy  Prartice  and  Orders,  1858,  8to,  25s    Sweet 1853 

Histoiy,  Construrtion,  &c.,of  our  Iron  Beads,  8to,  6s Ingram 1%$% 

Statute  of  Jurisdiction  of  Equity,  1852,  12mo,  8s  6d SweH 185a 

Wonders  of  the  Heayens,  with  Diagrams,  12mo,  Is  and  ls6<i Catedl   1^59 


'  (Otum.)  The  Happy  Isles,  Poems,  port  8yo,  5i Saundersd:  0,  1858 

-  (Geo,)  HistorioJ  Memoir  on  the  Town  of  Jerusalem,  8fo,  9s  Parker  A  Son  1849 

'      History  of  the  Holy  City;  ffotices  of  Jerusalem,  Svo,  18s  Parker  d:  Son  1845 

—  Holy  City ;  and  Arahitecture  of  Holy  Sepalchre,  2  y.  8yo,  45s  ...  Parker  d:  Son  1849 
Sermons  Preached  at  Jerusalem,  1842-8,  8yo,  10s  6d  Parker^  Son  1846 

Tables  of  Money,  Weights,  and  Messures,  12mo,  la  Od Belfe 1853 


(Hen,)  Principles  and  Constitutions  of  the  Church  of  Christ,  12mo,  Is  4d  Ward 1843 

Yooabniarium  Bpithrticum,  12mo,  ladd Simpkin 1843 


-  (ST.  B.)  Sermons  before  Oxford  Uniyersity,  8yo,  da Bivington 1849 

-  (ir./>.)  Twenty-one  Chapters  to  the  Jews,  ISmo,  Is  lOd   Whittaher 1849 

Yoices  from  the  Silent  Land,  12mo,  6s  6<2 BoaUm,  U.S,  ...1853 


(H,  W,)  History  of  the  Life  and  Minirtry  of  the  Bedeemer,  port  8yo^  4s  ...  Maaon   1853 

Treatise  on  English  Composition,  12mo,  2s Simpkin 1843 

Union  with  Christ,  12mo,  la  fid  ffeylin  1857 


■  {laaae)  Apocalypse,  12mo,  8s  6d  Bivington  1851 

■    Baptistery,  a  Poem,  new  edit.,  82mo,  8s  ad  ;  8yo,  15s J,If.d!j,ParkeriS$9 

—— ^—  Beginning  of  the  Book  of  Genesis,  with  Notes,  frc.,  fp.  8yo,.7s6c(  Bivington  1861 

-— ^-^  Cathedral,  a  Poem,  new  edit.,  32mo,  4a  6d;  12mo,  7s  6<i  J,H.Jk.J,Parkeri9s7 

— *  Christian  Scholar,  fcap.  8yo,10s6(l;  32mo^  4s6<j.. J,HJtJ.P<urkeri%$^ 

i^— —  Female  Characters  of  Holy  Scripture,  Sermons,  2  ed.,  12mo,  6s  M  Bivington  i86a 

Gospel  Narratiye  of  our  lK>rd*s  Ministry,  2nd  Tesr,  12mo,  8s Bivington 1848 

—  8rd  Year,  12mo,  8s  6<i...  Bivington 1849 


— ,  Passion  Harmonised,  5  e.,  fp.8yo,8s  Bivington 1861 

Harmony  of  the  Four  GhMpels,  new  edit.,  12mo,  8s  6d Bivington 1850 

Holy  Week,  12mo,  8s  6d Bivington  1849 

Hymns  on  the  Catechism,  18mo,  2s ;  Is  6(i   Bwma    1843 

Meditations  and  Prayers,  translated  from  the  Latin,  8yo,  10s /.i7.(lr/.Parik€r  1845 

in  Yem,  on  Great  Christian  Sacrifice,  12mo,  6s Maatera 1849 


Natiyity,  12mo,  new  edit,  8s  6<i Bivington  1851 

Besurreetion,  12mo,  8s Bivington  185$ 

Sacred  Yeraes,  with  Pirtures,  4to,  12s~red.  to  6s Buma    1846 

Seimons  on  the  Oateehiaan,  complete,  8yo,  18s Bivington  1851 

'  Characters  of  the  Old  Testament,  2  e.,  12mo,  5s  6d  Bivington ig6o 

Epistles  and  Gospels,  8  v.  12mo,  each  5s  6d  Bivington  1855 


'  Latter  Part  of  Church  Catechism,  8yo,  6a  M Bivington  1851 

Seyen  Days  ;  or,  the  Old  and  New  Creation,  12mo,  10s  M  J.H,d'J,Parkentco 

Thoughts  in  Part  Years}  Poems,  new  edit.,  82mo,  4s  M    J.H,SJJ^arkeri9Ko 
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WilluuiiB  (Ts€uie)  Thoaghte  on  the  Stody  of  the  Qoq;ielay  new  edit,  12mo,  8f RivinffUm  iSs3 

{Ja$.)  South  Vindicated,  8to,  10<  6d Lomgman  1861 

(Jno.)  AocoQDt  of  Sobwayi  in  the  British  Metropolis,  8to,  12i   Carpemier 1S45 

Analysis  of  the  Langoage  of  the  Ancient  Cymry,  8vo,  4f  dd H.Hugku 1S54 

— Ancient  and  Modern  Denbigh,  12mo^  b» Gte 1S56 

Christian  Cycle ;  Texts  for  Ereiy  Day,  post  8to,  2«  M C^taver  1853 

— — —  Church  of  England  Independent  of  Church  of  Rome,  18mo,  2i  ...  Painter 1851 

Discourses  and  Essays  on  Unity  of  God's  Will,  8to,  lOt  6d RinngUm 185S 

Druidic  Stones,  8to,  Is Pidtering 185I 

'  Boclesiastical  Antiquities  of  the  Cymry,  8to,  lis CUaver  1844 

Baaays  on  Philological,  Philosophical,  and  other  Subjects,  8to^  l(St  /.  JL  Smitk  ...1858 

• Memoirs  of,  by  Pxout,  roy.  8vo,  8«  ;  8vo,  12«   Snow 1844 

— ^— Missionary  Enterprises,  South  Sea  Islands,  p.8T0,  8«  ;  r.8T0,  2t  (id  Snow 1847 

"  Missionary's  Farewell,  18mo,  2$  Snow 1838 

■  Prize  Essay  on  the  Bardic  Alphabet,  in  Welsh,  2a  6d    Longman  1840 

■'  Traditionary  Annahiof  the  Cymry,  8vo,  10s Tenhg 186a 

and  Calvert  {Geo.)  Fiji  and  the  Fijians,  2nd  ed.,  2t.  post  8vo,  12s  Heylm  i86o 

— —  (Jon.)  History  of  Radnorshire,  8vo,  b$ Maton  1858 

-  (/ot.)  Anatomy,  Physiology,  and  Pathology  of  the  Ear,  8yo,  10$  dd Chur^iU  1840 

■  Causes,  Prevention,  and  Cure  of  Insanity,  post  8vo,  10s  6d CfkurekiU  185a 

■  Essay  on  the  Use  of  Narcotics,  post  8vo,  2s   CkmrekiU  1845 

■ Life  and  Writings  of ,  by  Hanbury,  12mo,  6s Snow 1853 

■  Lunacy  Question  ;  the  Lunatic  Benefited  and  Protected,  Sro,  Is  6<f  Simplan 185a 

On  Use  of  Narcotics  in  Treatment  of  Insanity,  post  8vo,  U ChurckiU  1845 


(Joth,)  Essay  on  Real  Assets,  8vo,  es   Sweet t86i 

— -^^-^  Principles  of  Law  of  Personal  Property,  8vo,  14s,  '49  ;  n.  e..  Ids  Sweet i860 

Real  Property,  8vo,  14s,  1844  ;  6th  edit.,  20s  Sweet i86a 


(Bp.J.)  Exposition  of  the  Church  Catechism,  by  Home,  12mo,  2s  6<l Cadell   1841 

(/.)  Letters  on  Anglican  Orders  and  other  Matters,  12mo,  8s  6d T,  Jonei 1859 

-^  to  John  Bull  on  Law  Reform,  12mo,  8s Sweet 1857 


— — Welsh  Qrammar,  8vo,  21s Longman  1857 

— ^  (Ven,Jno,)  Claudia,  mentioned  by  St.  Paul,  a  British  Princess,  8vo,  2$  6d Longnum 1848 

■  Homems,  8vo,  10s  6 J  Mnrrajf 184a 

—      ■        Life  of  Alexander  the  Great,  5s  (Pam.  Lib.);  Srdedit.,  18mo,  8s  6(2  Tegg  i860 

— Julius  CiBsar,  fcap.,  5s Routledge  1854 

(SirJ.B,)  Heniy  Family  Memorialised,  18mo,  It  M  Bel.  Tract Soe.  1S49 

■  {J'B,)  Instructions  in  Drawing  from  Models  for  Schools,  8vo,  8t Parker  ^  Som,.i%^^ 

— — Letters  on  Puritanism  and  Nonconformity,  2  v.  12mo,  8s Jadteon^  IT....  184.6 

■  Manual  of  Model  Drawing  and  Practical  Perspective,  Svo^  I5s Parker  A  Sm»..i843 

Practical  Geodesy,  Srdedit.,  8vo,  8s  6(1 Parker  A  Som  .1%$$ 


•  (J.C)  Observations  on  Palpitation  of  the  Heart,  8vo,  6s  ChurekiU  185a 

•  (/.Z>.)  Bar  Institute,  and  Articled  Clerk's  Guide,  12mo,  6s Wildg   1849 

Cleik's  Guide  to  the  Study  and  Prsetice  of  the  Law,  12mo,  6s Wil^   1849 

Supplement  to  Blaokstone,  8vo,  12s WUdg    1848 


•  (Jane)  Literary  Women  of  Enghmd,  with  Extracts  from  their  Works,  8vo,  18s  Saundere  dfc  O.  1 861 

Origin,  fee,  of  the  Paper  People,  for  Little  Friends,  16mo,  8s  M,..  Or{ffitk  d:  P,  ...1856 

-  (J.H.)  Considerations  on- Unsoundness  of  Mind,  8vo,  7s  6d CknrekiU  1856 

~(J.J.)  Isthmus  of  the  Tehuantepec,  2  v.  8vo,  21s New  York 185a 

•  (J,K.)  Basis  of  the  Evangelical  Alliance  Unfolded,  12mo,  8s  M  Snvw 1847 

Mutual  Christianity,  18mo,  ItM;  cloth,  2s Snow 1845 


-  (Mr$.J.K,)  Minister's  Wife  and  My  Own:  a  Memorial,  12mo,  3s  6d Caak  1856 

(J.L,)  Every  Boy's  Book,  12mo,  8s Pean 1841 

Historic  Reliqnes ;  Arms,  ftc.,  imp.  8vo,  2s6(l;  1.  p.,  5s Little 1850 

'  (J,S.)  History  of  the  Invasion  and  Capture  of  Washington,  post  8vo,  6s  6d  New  York 1857 

(/.  W,)  Glossary  of  Terms  of  British  Dress  and  Armour,  8vo,  9$6d;  2iikt  J.  IL  Smitk  ...1851 

(Jfiss)  Secret  Marriage ;  or.  Contrasts  in  Life,  3  v.  poet  8vo,  31s  6d Hwrat  dt  B.    ...1855 

Seymour  and  his  Friends,  a  Novel,  3  v.  poet  8vo,  31s  6<:l .  ffwnt  de  B.    ..  1857 


-  (Mon^  Application  of  Roman  Alphabet  to  Indisji  Languages,  8vo,  12s Lomgman  1859 

Bagh-o-Bahar,  in  Roman  type,  8vo,  6s  6c( Lomgman  1859 

.. Hindustani  Ghrammar;  Accidence  in  Roman  Type,  by  Mather,12mo,5s  XoMjPinais  186s 

■Primer,  12mo,  Is  8<2 Longman  1860 


Practical  Sanscrit  Grammar  for  English  Students,  8to,  13s  6<i J.ff,AJ^arieri%s7 

Sanscrit  and  English  Dictionary,  4to,  55s   AUen^Oo,  ...1S56 

•Manual,  12mo,  5s  6(2 Allen  A  Co,   ...i86a 


Study  of  Sanscrit,  in  ReUtion  to  Missionaiy  Work,  8vo,  2s WUHame  dt  N.  1861 

and  Mather  (C.)  Introduction  to  Study  of  Hindustani,  12mo,2s  6d  Longman  igjS 

(Mrt.)  Syllabic  Spelling,  revised  by  Lady  Leighton,  12mo,  it6d WhUtaker X85S 

(ofBrynhrae)  Trial  for  Forgery,  8vo,  10s  6(i Simphn 183S 

(Pen.)  Recollections  of  Malta,  Sicily,  &o.,  12mo,  8s  6(/   Orr    1I47 

(Rick.)  Memoir  of,  by  Rev.  Jas.  Hamilton,  post  8vo,  5s,'53 ;  new'ed.,  8s  6(2  NiAet    1S57 

(RobL)  Biographical  Dictionary  of  Eminent  Welshmen,  8vo,  16s Shnpkm 185a 

Elements  of  Medicine  :  Morbid  Fbisons,  2  v.  8vo,  28s  M    BaUUhre   1841 

(Roger)  Bloody  Tenet ;  or,  Persecution  Discussed,  8vo  iratis.Jrii.5oe.  1847 

Life  of,  by  Dr.  Elton,  12mo,  2s   Coehikam  1851 

(Row.)  Christian  Freedom  in  the  Coundl  of  Jerusalem,  8vo,  2s  M, BeUdt  JkUtfy   185! 


1835-186a]  WILLIAMS WILLIS  838 

WiUiAms  (Bow.)  Ghrutianity  and  Hinduism  Oompftred,  8to,  12« BeUtt  Ddldy   1856 

Defence  of,  in  the  Arches  Coort,  by  J.  F.  Stephen,  post  8to,  10«6d  SmitkitBlder.ii^z 

Penecntion  for  the  Word,  8vo,  1#  6d  Longman.  186a 

Rational  Godliness  after  the  Mind  of  Christ,  8vo>  lOt&d BellA  Daldy    1855 

— (R,F<dk)  Lives  of  the  Princes  of  Wales,  post  8to,  lOi  W Colbvm 1843 

Lattrells  ;  or,  the  Two  Marriages,  St.  post  8to,  SU  6d  Colbum 1850 

Maidsof  Honoor;  or  Court  of  Qeorge  I. ,  8  v.  p.  8vo,  31«  6d,  '45 ;  1 2mo,  2t  Kent  ...  1861 

(R.F.)  Sketch  of  the  Art  of  Sculpture  in  Wood,  8vo,  5s  /.  WilUam$  ...1835 

{ILW.)  Miscellanies^  roy.  8to,  12i    ..  Ddf  1851 

BeUgions  Progress  and  Lectures  on  Lord's  Prayer,  12mo,  2# W,  CoUint 185a 


-(iSam.)  Boys'  Tressury  of  Sports,  Pastimes,  and  Recreations,  12mo,  8f  6d    Kent 1844 

-  (5.)  Memoirs,  by  the  Rer.  W.  Rees,  12mo,  8f  6<i 8n<m 1846 

-  (S.F.)  Chancery  Acts  and  Orders,  1852,  12mo,  8«  6<i  Sweet 185a 

Blements  of  Mechanics  and  Hydrostatics,  post  8to,  5f Whitiaker 1854 

Essays,  Critical,  Biographical,  and  MiscelUneons,  post  8to,  7«  6d...  Freeman    i86a 

Statute  of  Jurisdiction  of  Equity,  1852,  12mo,  9e  M  Sweet 185a 


(S.dfff,)  First  Note  of  the  Lyre,  post  8to,  5f OUivUr 1845 

—  (8.W,)  Chinese  Commercial  Guide,  4th  edit.,  8yo,  18f Trubner 1859 

The  Middle  Kingdom,  a  Survey  of  China,  2  y.  post  8yo,  21f    Wiley 1848 


>  (Tho.)  Cottage  Bible  and  Family  Expositor,  8  y.  8yo,  40«,  1843— r.  to  24<  Teyg  185a 

•  Daily  Bread ;  or.  Meditations,  Practical  &  Experimental,  1 2mo, 7s  6(C  Simphin 1835 

Epitome  of  Rel^ion  and  Politics,  8yo,  2s  6d Ward     1851 

Geographical  Distribution  of  English  Race,  8yo,  Is   Simphin 1859 

Modem  German  and  English  Dialogues,  8yo,  3«  6d    WHUam»4fN,  1856 

Relation  between  the  Three  Kingdoms  of  Nature,  8yo,  2s  6<j   Longman  1845 

and  Cruse  (C)  German  and  English  Correspondence,  12mo,  4s  6<<    WilliamtAN,  186*- 

Lafont  (/.)  French  k  EnglUh  Correspondence,  12mo,  4s  6(f...   WiUiamadsN,  186a 


(T.S.)  German  and  English  Dialogues,  by  Cruier,  new  edit.,  12mo,  8s  6d  Williama  A  N,  1856 
and  Bouchoff  (/>.)  Dutch  and  English  Dialogues,  12mo,  8s  WilUamt  4f  N.  1851 


(W.)  Art  of  Transparency  Painting  on  linen,  12mo,  Is Wintor 185s 

Compass  Deviation  Recorder,  for  Iron  Ships,  folio,  7<  M  Dunrford  1859 

Medical  Expedition  up  the  Niger,  8yo,  10s if  *fn/^'ams  ...1843 

Welsh  Grammar,  foap.  8yo,  2s  6d    Hughet  1851 


-  (fTof.)  Practice  of  Pleading  in  Civil  Actions,  1856,  8vo,  12s    BuOerworlht  ..1856 

-{Wm.)  Commentary  on  the  Book  of  Isaiah,  8vo,  7i  6d Niibet    1857 

Grammar  and  Dictionary  of  New  Zealand  Language,  8vo,  8s WiUiame  ie  N,  185a 

— Hosannah  to  the  Son  of  David,  by  Rev.  Edw.  Morgan,  n.  e.,  12mo,  4s  Hamilton  1 861 

Hymns  of  Praise  for  our  Glorious  Redemption,  12mo,  4s  Hamilton  1859 

Memoirs  of,  ^  W.  Rees,  12mo,  Zt  dd Snow 1846 

Ministerial  Record  of,  by  &  Morgan,  12mo,  2s  Ifaghet  1847 


-(W.F.)  Historical  and  Statistical  Account  of  the  Bermudas,  8yo,  12s  Newbg    1848 

—  (W.J.)  Steam  Manual  for  the  British  Navy,  12mo,  2s  6<f  Lonaman  1843 

-(TK.Z.)  First  Lessons  in  the  Maori  Language,  sq.  16mo,  8s  6d   ...  Trilbner i86a 

(ir.if.)  Through  Norway  with  a  Knapsack,  post  8vo,  12s Smith  df  Elder  1859 

-(T^.R)  Lectures  on  the  Lord's  Prayer,  12mo,  6s Delf  1851 


Williams's  Commercial  Dictionary  of  Newcastle,  Gateshead,  &c,  8vo,  lZa6d  Simphin 1844 

Monastic  Treasures,  4to AbboUford  CL  1836 

Williamson  ((?.)  Notes  on  the  Wounded  from  Mutiny  in  India,  8vo,  12s    ChurcniU  1859 

Practice  of  Cookery  and  Pastry,  12mOk  8s  6<i ConttabU  i86a 

— —  Ship's  Career,  and  other  Poems,  12mo,  2s  dd  Freeman    i860 

(ff.)  Method  of  Learning  to  Read  by  Sound,  12mo,  2s  6d  Thompson 185a 

(/.)  InkndSeasof  North  America,  8vo,  Is  6<i Triibner 1854 

(J.VA  Fallen  Heroes  of  the  Indian  War,  a  Poem,  12mo,  2s  6{f Lindley 1858 

{Walt.)  HomcBopathic  Treatment  of  Female  Diseases,  18mo,  2s  6d,  1857;  2s  Sanderson 1859 

•  On  Diseases  of  Infants  and  Children,  32mo,  Is  dd  Piper 1858 


. (W.A.)  Names  and  Places  in  British  Isles  Explained,  12mo,  2s  6d Longman  1850 

(YF.iS.)  Miscellanies,  8vo,  12s  J.  Chapman  ...i9so 

WUliAmson's  British  Foraminifera,  imp.  4to,  81s  6(1   Ray  Society  ...n.  d. 

• Hints  to  Mercantile  Men,  12mo,  Is Simphin 1841 

WiUidi(C.lf.)  Income  Tax  Table,  1858-^0,  roy.  8vo,  2s    Longman  1853 

Interest  Commutation  Tables,  5  per  Cent.,  Svo,  ls,'57  ;  new  edit.,  2s  Longman 1859 

— — — — ^  Letters  on  Finance,  from  the  Times,  8yo,  2s  6d Longman  185a 

—'——•—»—  New  Succession  and  Legacy  Duty  Tables,  post  8vo,  Is    Longman  1854 

• ■  Popular  Tables  for  Ascertaining  Value  of  Property,  5th  e.,  or.  8vo,  10s  Longman  186 1 

■  Supplement  to  the  Tithe  Commutation  Tables,  roy.  8vo,  \s  Longman  Ann, 

'  Tables  for  Valuing  Advowsons,  Ace.,  roy.  8vo>  2s  6ci  Longman  1846 

.     ,  ■    .  Valuation  Tables  of  lifehold  and  other  Property,  post  8yo,  9s Longman  1853- 

Willie's  Birthday,  a  Story,  by  Author  of  Round  the  Fire,  16mo,  2s  6d Smith  A  Elder  1858 

First  Drawing  Ticssonii,  Illustrated  by  Delamotte,  new  edit.,  16mo,  2s Nelson   1857 

Rest,  a  Sunday  Story,  16mo,  2s  6d Smiths  Elder  1858 

Williment  {Emil,Eliz.)  Conversations  of  Uttie  Herbert  and  his  Mother,  12mo,  2s  ...  Simphin 185a 

Willis  (^ni.)  ^^'^^■'^  0^  ^^1^^  ^^"^8^°^^''^  P<^  S^^'f  ^' Longman  1843 

'~      '  Methods  Pratique  d'enseigner  U  Langue  Fran^aise,  12mo,  2s    Bean i86a 

Canadian  Scenery,  2  v.  4to,  68s   Virtue   184a 

Convalesoent^  aTale,  post  8vo,  I0s6d;  12mo,  ls6d ..;..  ff.Bohn 1859 


(Fa!) 

(iV.P.) 
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Willis(iV:i>.)  Dashes  at  Life  with  a  Free  Peneil,  8  ▼.  post  8to,  81«  M  Longwtam  1S45 

— — Famoas  Penons  and  Famous  Plaoes,  12ino,  U6d  Wmrdde  Lock   1854 

■  Health  Trip  to  the  Tropics,  post  870,  10$  6d  Low   .185} 

^^ Hoiry-Graphs  :  Sketches  of  Scenery,  Society,  Jcc,  post  8to,  Utkt M.  Bokm    1851 

Inklings  of  Adventure,  8  ▼.  post  8to,  8U  6<f Savnden^  O.  1836 

— — —  Laoghs  I  hare  pnt  a  Fen  to  :  Fan  Jottings,  12mo,  Is WardA  Lodk    1S54 

»— ->—  Letters  from  under  a  Bridge,  and  Poems,  post  4to,  20t Virtue   1840 

life  Here  and  There,  post  8to,  U6d  M,  Bohn   1850 

— Loiteringsof  Trarel,  3  v.  post  8to,  Zlt  6d Lomgman  1840 

■  Ifelanie,  Lord  Iron  and  his  Daoghter,  &c,  12mo,  7s SawuUnd!  O.  1835 

■  Paul  Fane  ;  or.  Fragments  of  a  Life,  post  8to,  7s  6d,  Low,  '56 ;   l$6d  C,  H,  C72afie...i857 

— ^— Pencillings  by  the  Way«3  T.p.8T0,dl«  6<i,'36;  12mo,8s,  yvriM^\x\  2s64l  H.  Bokm^ 1859 

People  I  have  Met :  Sketches  of  Society,  post  8to,  lOs  M;  12mo,  Is  6<f  ff.Bokm i860 

Poetical  Works,  18mo,  Is;  new  edit.,  24mo,  2s HowUed^e  i860 

— Summer  Cruise  in  the  Mediterranean,  12mo,  2s,  NeUon ;  ImM Boiwortk  1853 

• Two  Ways  of  Dying  for  a  Husband,  8vo,  8s    (7imitui^Aafla...i839 

— (iZo^t.)  Apparatus  for  Use  of  Lectures  in  Mechanical  Philosophy,  4to,  &....«....   WeaU    1831 

Architectural  History  of  Canterbury  Cathedral,  8to,  10s  (ki JMAJ^Parktr  1^4$ 

— — the  Holy  Sepulchre,  8vo,  9s Parker^ 80m,  .1849 

Winchester  Cathedral,  8to,  5$ J.SAJ.Farko'i^s 

York  Cathedral,  8to,  2s  6<f J.ff.dJ.Parkeri^ 

■ NomencUture  of  the  Middle  Ages,  7s  , Cam,  AnL  Soe.1849 

^— *—  Architecture  of  the  Middle  Ages  and  Italy,  8vo,  10s  d<i    Paritr  4:  Sam..itjs 

Description  of  the  Scotry  Bam  at  BIy  lately  demolished,  Ss Cam,  Anl,  iSBe.1849 

Principles  of  Mechanism  for  Use  of  Students,  8to»  16s Parker  S  8cm  .1841 

—  (Dr.R,)  Illustrations  of  Cutaneous  Disease,  foL,  %l BaiUUre    1841 

Medical  Treatment  of  Stone  in  the  Bladder,  8to,  6t BaiUihre   184a 

Urinary  Diseases,  8to,  12s  Sherwood  1838 

Willis,  Petit,  and Sharpe,  Architectural  Histoiy  of  Chichester  Cathedxal,  Ac,  4to^  80s  BeUd!lkU4fy,..it6% 
Willis  the  Pilot :  Sequel  to  Swiss  Family  Robinson,  12mo,  8s  fUL;  cheap  edit,  2f  «..  C  M,  C2aric...i857 

Willis's  New  Set  of  Tunes  for  Churches  and  Sunday  Schools,  oblong,  5»    IfouUlam   1838 

Willison  (/no.)  Afflicted  Man's  Companion,  with  Memoir,  new  edit,  18mo,  2s  lid  ...  Loitgmem  1845 

Practical  Works,  by  Hetherington,  roy.  8to,  21s Bladde n.d, 

Banotification  of  the  Lord's  Day,  ISmo,  Is iVfs6e«    186a 

Willm  (/.)  Education  of  the  People,  with  Dissertation  by  Nichol,  post  8to,  ^  M Siw^pkm.,, 1847 

Willmer  (Oeo.)  Dimper  in  Australia  ;  a  Namtive  of  8  Tears'  Adyenture,  12mo,  2s  6d  Freeaum    1856 

Willmore  ((?.)  and  Beedell  (£.)  Mercantile  and  Maritime  Quide,  new  edit,  8vo,  26s   Chrifin    1858 

Willmott  ((?so.)  Amateur  Florist  Assistant,  16mo,  2s  6<i Beil  1840 

■  {JLA.)  Biography  of  Jeremy  Taylor,  his  PredeoesBOra,  ftc,  12mo,  6$  PariBerd:  SotL.„ifi4i 

English  Sacred  Poetry  of  the  16th  to  19th  Cent,  illust,  sq.  8to,  21s   BouOedge  i86t 

Letters  of  Eminent  Persons,  selected,  post  8yo,  7s  6<i>-red.  to  4s   ...  i7.  Boitn  1846 

LiTssof  English  Sacred  Poets,  2  ▼.  12mo,  9s Porte- ^Sois.  1838 

— — —  Pictures  of  Christian  Life,  12mo,  8s   ffatekard  1841 

■  "  Pleasures,  Objects,  and  Advanteges  of  Literature,  12mo»2s  6d;  n.e.,6s  Bell  dg  Doldy  .i860 

Poems,  new  edit,  12mo,  4s ^onporCA   1848 

— "— —  Precious  Stones:  Aids  to  Reflection,  new  edit,  12mo,  2s  M Boeworth  1854 

—  Summer  Time  in  the  Country,  12mo,  5s,  '49  ;  n.  e.,  illust.,  10s  td    BouUedge  1861 

{W,B.)  Glycerine  and  Cod  lirer  Oil,  &o.,  12mo,  8s  6d BailHire   i860 

WiUoQghby  (Lady)  Diary,  1635-1648,  2t.  sm.  4to,  ea.  18s,  '44-5  ;  n.e.,12mo,ea.  8s  Lomgmum  1848 

— (Xonf)  Memoir  of ,  8vo,  8s  6cf Mfwrra^ 1839 

Bemarks  on  Ploughing  by  Steam,  8vo,  2s  (id  ,....  Bidgwt^    1850 

Willow  (Jiio.)  Edinburgh  Tourist  and  Itinerary,  16mo,  5s  Highle^ 1847 

— — Glasgow  Tourist  and  Itinerary,  12mo,  2s  6ci Bighky 1850 

Wills  and  Inventories,  Northern  Counties,  8to,  16s Swieet  8oe 1835 

■  Tork,  Westmoreland,  and  Ismcaster,  from  Bichmond,  8to,14s  SwieeeSoe  ...    1853 

—  from  Doctors'  Commons,  4to Camdem  Soe,  ,..i%6x 

"Begistry  of  Durham,  ed.  Greenwell,  8vo,  12s  Smrteee  Soe 186a 

York,  Parti,  8to,  15*,  1835;  Ptart  2,  26s   Whiitaker 185$ 

Wills  (Alf.)  The  Ease's  Nest  in  the  Valley  of  Sizt,  2nd  edit,  post  8yo,  12s  6d  Longman  i860 

— — Vestryman's  Ecclesiastical  Guide,  12mo,  4s  6d    Maxwell    1855 

■  — Wanderings  among  the  High  Alps,  new  edit,  post  8to,  8s  6d   BenHeg  1858 

^—  (/as.)  Biographical  History  of  Ireland,  6  ▼.  8to,  66s   PnUariom 1841 

Donellan  Lectures  for  1858,  8vo,  6s Simphm i860 

Dramatic  Sketches,  and  other  Poems,  post  8to,  10$  id  Longman  .!!!!!  1845 

■     Letters  on  the  Philosophy  of  Unbelief,  8to,  7s Fellowee 1835 

•^— (i^WA)  Lays  of  Lowly  Life,  2nd  edit,  16mo,  2s  6d 8impkim,,...[,..i96t 

—  (5.)  Christian  Ordinances,  post  8vo,  8s  6^  iSiaois !..*., 1854 

— — — Scriptural  Expositions;  or.  Daily  Meditations,  4  t.  8to^  eacJi  4s  6d  Snow !!.!!!  1854 

— ^— Seyen  Churches  of  Asia,  with  Engrayings,  8to,  6s Snow !..  ..1854 

(5.J8.)  AflEaction's  Tribute;  or.  Voice  of  the  Old  Year,  12mo,  Is  6<i Sed^ ."....185a 

(Wm,)  Essay  on  the  Principles  of  Circumstantial  Eridenoe,  new  edit.,  8to^  9s  .  BuUerworthe,. ,itsc 

Old  Times,  8to,  in  Parts,  each  Is  and  Is  6rf  Saunden  S  0.  18(6 

{W.O,)  Life's  Foreshadowings,  a  Novel,  8  t.  post  8to,  81s  6d   HnrUd:  B        iSco 

-—-Notice  to  Quit,  8  t.  poet  8vo,  31s  6rf Hwttd:B    "' i%V\ 

{W,H,)  Old  Leares  Gathered  from  Household  Words,  post  8vo,  6s    Cka^mam,iH  1%^ 


1836-18621  WILLSHIRE WILSON  88& 

Willahire  (TT. J7.)  Prineiplet  of  Botany,  12mo,  «# ffighle^ XS39 

Willfon  (H,)  Punitive  Sketches  in  Rome,  &c.,  imp.  folio,  52i  6d    Mom 183S 

On  the  Uae  of  a  Box  of  Colours,  imp.  8to,  24j Bogue 184s 

—  Treatise  on  Composition,  lights  Shade,  fcc,  imp.  Sfo,  18«   Bogue 1851 

Willjams  (Jane)  Chillon:  Protestants  of  the  16th  Centary,  new  edit.,  2  r.  p.  Sto^IOs  Hatchtund  1851 

History  of  the  Waldensian  Choreh,  Piedmont,  post  8to,  6i Niahet    1855 

Wilme  (B,P.)  Handbook  for  Mapping,  Engineering,  Jco.,  4to,  24«  ;  cold.,  40« WtaU 1849 

Manual  of  Writing  and  Painting  Charsoters,  4to,  12t WtaU 1845 

Wilmot  (A.P.)  Dictionary  of  Boat  Signals,  Srd  edit,  12mcs  7« CUmver  1857 

'■ Midshipman's  Friend :  Hints  for  the  Cockpit,  12mo,  8« CUaver 1845 

System  of  Manning  the  Nayy,  12mo,  8«  W Cleaver 1849 

(F.S.)  Records  of  the  Royal  MUitary  Academy,  1741-1840,  4to,  20«  JM.WJ^arberits* 

l/.£,)  Digest  of  the  Iisw  of  BurgUry,  8ro,  lOs Beiming    1851 

Lord  Broagbam*s  Acts  and  Bills  from  1811,  roy.  8to,  21f Longman  1857 

■  Reminiscences  of  Thomas  Assheton  Smith,  Sro,  16$  ;  post  8to,  2s  6d  BotUUdge i860 

Tribute  to  Hydropathy,  12mo,  Is Lomgman  1855 

{9,0,)  Treatise  on  Strietore  of  the  Urethra,  post  8to,  5«  6d « Longmtm  i8$8 

Wihnahnrst  (Ann)  BiUe  BxerciMS ;  or,  Seriptnre  Bieferenoes,  Srd  edit,  4to,  Is  Aglott 1861 
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WikoB  (Tko.)  PoeiM,  and  OorrBBpondence,  edited  by  Raines,  mi.  4to CkdkamSot.    its? 

■       llemarkB  on  Bngland'a  Foreign  FoKey,  Sro,  5f    £.  Wiittm i»5« 

(T.B.)  Nanative  of  a  Vejage  wmnd  the  World,  Sro,  12f  Shenntd  i«3$ 

\t,L.)  Skelchea  of  Upminater,  Bnez,  post  8to,  8«  (M  ;  am.  4to,  6f    BeUSDQU9...\li^ 

\Wm.)  Attribntea  of  Qod,  from  Charaock  and  othera,  ISmo,  5a   Sedtg i»3< 

Bible  Stndent'a  Hebnw  Qnide  to  the  Old  Testament,  4ks  42i Wertkdm 1850 

^— — .*-^—  Bo<^  of  Pftalma,  with  an  Exposition,  2  ▼.  8to,  Idc Nitibet    i9€e 

.— i.^—  Church  of  laiael :  a  Study  in  Prophecy,  post  8to,  7a  M HamiUam, 1S61 

Pietionaryof  Maaie,  12mo,  7a  6dl    Hrngkei 1835 

_.»•._  B«sy  on  Self-Bxamination,  18mo,  8«  6<{ Ritin^ttm  183S 

...._^—  Bzpositionof  the  Kingdom  of  Christ,  post  8to,  7«  6<I  HamSttim  tSs9 

■■  Qathered  Together,  Poema,  foap.  8to,  U lAmgmem  i8«o 

HeaTenward  Path,  2nd  edit,  post  8vo,  Sa  6(2 ^^^pkim iSfc 

lUoatiation  of  the  New  Teatament^  by  Turton,  8to,  8f Pfuker  A  Sam  1S3S 

Thirty-nine  Articlea,  8fo^  7a Whittater it^o 


Little  Earnest  Book  npon  a  Qreat  Old  Subject,  12mo,5f,*5i'-Ted.2«(M  Iktriim 1857 

LiTSa  of  Popular  Preachers  of  the  Ancient  Church,  12mo,  8f  6d    Rogg  A  5nw...  1859 

Sermona  at  St.  Pancraa,  London,  8vo,  7a Bitwgitm 184* 

-.^—^  on  Geneaia,  for  Children,  18mo,  3a  Dattom  1839 


the  Sacrmmenta,  12mo,  5f DaWm  i84« 

The  Madeira  PenMCotiona,  12mo,  It  6d ReLTrtUtSoc.  it^ 

'(W.C.)  Child*8  FirrtTalea,  2  seriea,  82mo,  each  If ;  1  r.,  la  W  HamOUm i860 

Christ  Rerealed,  new  edit.,  18mo,  la  BmakUm   1S49 

>  Correspondence  with  a  Jesuit,  12mo,  la  M Sedtg 1S56 

—  Plana,  te,  for  Building  Churches  aiid  Schoola,  8to,  6f Seehg 184^ 

>  ,  Pbpery  and  Proteatantiam,  12mo,  8e    Stdtg 1856 

Sermona,  12mo,  Oc ffatchard i&fa 


— (Tr.2>.)  Church  Identified  in  the  United  Sutea,  12mo»  8a Ddf iS$i 

Blementa  of  Logic,  cr.  8to,  7a  W NewTark 1856 

(fF./.iP.)  Anatomiat'a  Vade  Mecum,  new  edit.,  12»  (W ChmrtkiU 1S61 

Diaeasea  of  the  Skin,  8to,  18c;  coloured  pUtea,  84a C^mrdiiU  i86a 

— ^-..-  Eastern,  or  Tnricish  Bath,  ita  BeriTal  in  Britain,  feap.  8to,  Sa CkmrtkOl  1861 

~  Healthy  Skin,  new  edit.,  12mo,  lOt  M,  1849;  ^^  ^^f  ^  ^ ChmduU 1859 

— ^ Portraitaof  Diaeaaeaof  theSkin,  folio,  18/  Ckmr<^iU...tt47-so 

Practical  Surgical  Anatomy,  12mo,  10c  6d UmgrnoM  1838 

■      Ringworm,  its  Ganaea,  Pathology,  and  Treatment,  12mo»  5a CkurdiiU 1S47 

Syphilia,  Conatitutional  and  Hereditary,  8to,  Idc  Chmrddll 185a 

Three  Weeka*  Scamper  through  the  Spaa  of  Germany,  post  8vo,  8t0d  Chw^uU  1858 


(WJ*.)  Treatise  on  Dynamica,  8to,  9a  6<i BtUSDaidg   1850 

-{WJL)  Beeorda  of  a  Route  through  Trance  and  Italy,  8vo,  17a Lomgrnaim  1835 

--  Tnvola  in  the  Holy  Land,  Egypt,  Ice.,  2t.  8to,  25$    Lotu/nluin  1847 


Wilaon'a  Amsiioaa  Ornithology,  er.  8to,  48*;  coloured,  122  NewYoHt 1852 

■ ..„^_.-.  edited  by  Jardine  and  Brewer,  8to,  16a  NemYoHt 185a 

Guide  to  Rothaay  and  Isle  of  Bute,  post  8to,  8a  €k>Uuu  1S4S 

Wilton (XonKTrvyo/)  Serricsaand  Charges,  ed.  Bgerton,  4to Camdm8oc...it^7 

(J.ff,)  First  Crime  ;  or,  True  Friendahip,  a  Romance,  12mo,  6a    Piper 1854 

'Wiltsoh  (J.B.)  Geography  and  Statiatica  of  the  Churoh,  Y.  1,  er»  8to,  10a  6d Botworik  185^ 

Wily  (ITsi.)  Law  of  Dilapidationa,  Ireland,  Sro,  7a    Sweet 1850 

Eodeaiastical  Reaidencea  in  Ireland,  8to^  8c  Simpkim 1856 

Wimbla  (if ocec)  Hlatory  of  a  Prose  Epic,  post  8to,  7c  6(2  Skeei 1858 

Wimbome  Minster,  an  Historical  and  Descriptive  Guide,  12mo»  8c  ;  d.,  Sc  M Lomffmatt  1855 

Witt  and  Wear,  12mo,  6c    New  York t86i 

Winchelsea  (iSM)  Poem  of  the  Book  of  Job  done  into  Bngliah  Yerae,  8to^  10a    Smith  it  Elder  i860 

Wincheater,  Arohcdology  of,  8to,  20c Arekaol,  Inat.  1845 

Winckehnann  (/so.)  History  of  Ancient  Art  among  the  Greeks,  8yo,  12c,  1850 — ^r.8c  /.  Chapman  ...185a 

Windele  (/.)  Handbook  to  KiUaraey,  12mo,  2c  6<j  Lemgrnan  1849 

—  Hiatoricaland  Descriptire  Account  of  Cork,  fcap.  8to»  7a Lemj/mMk  1839 

Winder  (Jtfii.)  Toung  King,  a  If odem  Poem,  12mo,  2c  IWenite 1853 

Windham  (W.Q.)  Notes  on  North  Africa,  new  edit.,  pest  8to,  6c TTanf  <frIodfc...i86a 

.  Up  among  the  Areba  in  1860,  12mo,  la    Ifar(idtloofe...i86o 

Windle  (Af./^  Legend  of  the  Waldenaes,  and  other  Tales,  8rd  edit.,  6c  Ddf 1851 

Windaor  (AM)  Bthioa  ;  or,  CharacteriatioB  of  Men,  Morals,  fto.,  8to,  12c Smith  S Elder  i860 

(i9.S.)  Sermons  for  Soldiers,  12mo,  8c  6<i MaaUre 1859 

Windsor  OmAIs  and  its  Environs,  by  Ritchie,  n.  ed.  by  Jene,  r.  8to,  21c,  *40— -r.  16c  JST.  Bohn    1847 

lUustrated  by  Wyatrille,  ed.  by  Aahton,  fol.,  8i  8c ;  India  pap.,  16/16c  WeaU    1841 

Windua  (Tho.)  Elucidation  of  Subjecta  on  the  Portland  Yaae,  4to,  40c NiAoUM 1845 

Windyoote  HiOl,  a  Tkle,  12mo,  la J,H.4tJ,Peuiheri%ih 

Wine,  a  Brief  Discourse  on,  drawn  from  the  Beet  Authorities,  foap.  8to^  8c Detmam 1861 

Winer  ((?.B.)Ohaldee  Grammar,  tnnalated  by  E.  B.  Hackett^  roy.  8to,  7c WUeg 1845 

Grammar  of  New  Testament  Diction,  8to,  14c  6(2,  '59 ;  8nd  edit.,  12c  HamUUm  i860 

Wing  (CSUk)  Brila  of  the  Fketoiy  System,  roy.  8 yo,  21c Saumder^SO.  1837 

Wingard  (C,F,)  Remarkaon  the  State  of  the  Chnreh  of  Christy  12mo,  ^  M  Bivingttm  1845 

Wingate  (Z>.)  Poems  and  Songs,  12mo^  6c Blaekwoode  ...186a 

Winged  Thoughts,  by  M.  A.  Bacon,  Illuminated  by  Owen  Jonea,  imp.  8to,  81c  6<f...  Loi^man  1850 

WoniaybyA.  H^roy.  18mo^  2c6<f MaaUr% .1861 
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'Winded  Words  on  Chantrej'B  Woodooeks  :  PooniB,  aq.  8to,  10«  dd Mwrray  T857 

ITVini^d  {Q,A,)  Solitude,  a  Poem,  poet  870,  8« Saundends  0,  1842 

(fF.-F.)  Tour  in  Dalmatia,  Albania,  fcc.,  poet  Sto,  10*  W  BatiUy 1859 

(W,W,)  Pooltoy  Book,  with  22  Pictu«»,  by  H.  Weir,  roy.  8to,  21i   Orr    1853 

VTings  and  Stingi,  a  Tale,  by  A.  L.  0.  R,  18mo,  1»    Ndum   1856 

VTinlcleB  (B.)  English  Cathedrals,  3  ▼.  imp.  8vo,  63f,  183S— red.  to  48s  Bogut    1851 

French  Cathedrals,  imp.  8^  80j  ;  21»,  1839— red.  to  18s 8pon i860 

Manchester  Cathedral,  imp.  8vo,  2s  6<f— roy.  4to,  5s  ...  Bogwt 1851 

ITVinkB  (/.X)  British  Beading-Book,  18mo,  Is Simphin 1847 

School-Book,  18mo,  Is  6rf Simphin 1847 

— — ^— —  Children's  Msgasine,  Y.  1  to  26,  16mo,  each  2s    Simpkin Ann. 

Little  Child's  Picture  Magnsine,  Y.  1  to  9,  82mo,  each  Is   Simpkin Ann, 

' Sacced  Sketch  Book,  18mo^  Is  6d Simpkin 1847 

-Speaker,  18mo,  If Simpkin 1847 


Tracts  on  Infant  Baptism,  12mo»  Is  , Simpkin 1844 

Wi]mard(/.ilf.)  Fanny  and  Arthur,  12mo,  2s  6<i    I>e(in 1862 

little  Maggie  and  her  Brother,  12mo,  2s  6<i BeUdf  Daldy.., i%6i 

'Wiimie  and  I,  cr.  8vo,  6s   Zois    1856 

Winning  (IF. S.)  Manual  of  ComparatiTe  Philology,  8to,  9s  RtvingUm  1838 

Winsoom  (J.A.)  Dear  Old  England  ;  a  Deecription  of  our  Fatherland,  cr.  8to,  6s  ...  Sedey 1861 

■  Onward  ;  or,  the  Mountain  Clamberers,  4th  edit,  fckp.  8to,  Ss Sedey x86x 

■  Our  Father  in  HeaTen  ;  or,  Lord's  Prayer  Explained,  2  e.,  18mo,  Is  SeeUif i860 

■  Best  and  Besnrreetion,  2nd  edit,  12mo,  Is  6<i Sedey i860 

— ^^— Yineyard-Labourere,  a  Tale,  8th  edit,  fcap.  8vo,  6s  SeeUy 1861 

Winner  {C.)  Alberto  della  Seak,  an  Historical  Tragedy,  4s Rodwdl 1839 

Winalow  {B.D.)  Life,  Sermons,  and  Bemains,  by  Bidiop  Doane,  12mo,  4s Bivington  1846 

\C.F.)  Cosmography;  or,  Philosophical  Yiewsof  the  UniTorse,  18mo^  3s  6«{  BoHon^  U.S,.„i$s3 

(Farhet)  Act  for  the  Care  and  Treatment  of  Lunatics,  post  8vo,  6s Bauhav    1845 

Anatomy  of  Suicide,  8to,  14s— red.  io  10$  6d    Benshaw    1840 

Lettaomian  Lectures  on  Insanity,  8to,  6t Churchill  ......1854 

Obscure  Diseases  of  Brain  and  Disorders  of  Mind,  2nd  ed.,  8vo,  16s  /.  W.  2>asies...i86i 

Plea  of  Insanity,  in  Criminal  Cases,  12mo,  ^6d  Benahaw    1843 

Plreserration  of  the  Health  of  Body  and  Mind,  8vo,  7s  M Benshaw    1842 

Students  Pocket  Guide  to  the  College  of  Surgeons^  S2mo,  Is Owe   1837 

-(&.£)  Israel  in  the  Apocalypse,  12mo,  5$  Partridge 1857 

.  Our  Covenant  God,  cr.  8vo,  6e Wertheim  i860 


•    {ff.)  Christian  Doctrines,  post  870,  7s  6d Wiley 1844 

{J,8.)  Theseus  and  the  Minotaur,  a  Metrical  Legend,  12mo,  2iM Saunders  <ft  0.  1859 

(J.W/)  Hidden  life:  Memorial  by  his  Father,  4th  edit,  12mo,  3s  6d /.  F,Shaw i860 

Tonng  Man's  Aid  to  Knowledge,  &e.,  18mo»  2s  6d Tegg  1838 


-(ifrt.if.)  Memoir  0^  by  J.  H.  Erans,  12mo,  8s  6d Nisbd 1837 

M.  Winalow,  ISmo,  8s  6d;  new  edit,  8s   Bd,  Tract  See,  1839 


'{Mrs.M.)  Memoir  of ;  life  in  Jesus,  by  0.  Winalow,  p.  8to,  10f,'55;  n.e.,  6s  /.  F.  Shaw i860 

—  (Od.)  Atonement,  viewed  Experimentally,  8th edit,  fcap.  8to,  Ss6d  /.  F.  Shav 1861 

Christ  the  Theme  of  the  Missionaiy,  12mo,  2s    J,F,Shav 1840 

Dirine  Realities,  18mo,  ZsQd  J.F.Shaw i860 

Eminent  Holiness  Essential  to  Efficient  Ministry,  12mOk  2s  6d  ffoulston   1843 

Evening  Thoughts,  new  edit,  ISmo,  2  v.,  each  3s J.F.Shaw i860 

Gathered  Flowers  from  a  Bible  Class,  6th  edit,  18mo,  IsM    A'isbet i860 

Glimpses  of  the  Truth  as  it  is  in  Jesus,  12mo,  6s   J.F.Shaw i860 

Glory  of  the  Bedeemer  in  his  Person  and  Work,  7th  edit,  12mo,  7s  /.  F.  Shaw 1859 


Graoe  and  Truth,  new  edit,  12mo,  4s  6d    /.  F.  Shaw 1859 

-  Help  Heavenward,  Words  of  Strength  to  Zion'sTravellers,  1 8mo,  2t  6d  Nishet    1 860 

-  Honouring  God  :  Lesson  from  Life  of  Gen.  Havelock,  18mo,  Is  ...  J.  F,  Shaw 1858 

-  Iimer  Life,  its  Nature,  Relapse,  and  Recovery,  new  edit,  l2mo,is6d  J.  F.  Shaw......i9^Z 

-  Is  the  Spirit  of  the  Lord  Straitened  t  12mo,  Is  J.F.Shaw 1858 

-  Midnight  Harmonies,  new  edit,  18mo,  2s  6d J.F.Shaw 1859 

-  Morning  Thoughts  for  Every  Day,  new  edit ,  2  v.  1 8mo,  each  2s  6d    J.  F.  Shaw 1859 

-  No  Condemnation  in  Christ  Jesus,  n.  ed.,  p.  8vo,  7s;  6th  edit,  7s  J.  F.  Sh<ns i860 

-  Officer'sDaughter;  Memoir  of  E.Tatton,82mo,lf  6c{;n.e.,12mo,2s6d  Nisbet i86a 

-  Fistriarchal  Shadows  of  Christ,  12mo,  5s J.F.Shaw 1862 

•  Personal  Declension,  and  BeviiniU  of  Religion  in  the  Soul,  6th ed.,  6f  /.  F.  Shaw 1853 

-  Precious  Things  of  God,  12mo,  6s,  1859  '»  ^^  ^^9  ^P*  ^^^'  ^     Nisbet    1861 

-  Select  Heoes,  4  v.  32mo,  each  Is /.  F.  Shaw 1861 

Silver  Trumpet ;  or,  the  Church  Guide,  &c.,  18mo,  Is  /.  F.  Shaw 184a 

-  Sympathy  of  Christ  with  Man,  2nd  edit,  12mo,  6t   Nisbet    i86a 


Tracts,  Practical  and  Experimental,  packet  Is J.F.Shaw 18^9 

Work  of  tlie  Holy  Spirit^  8th  edit,  fcap.  8vo,  6s    /.  F.Shaw i86x 

Winsor  and  Newton's  Hand-Books  on  Art,  8  v.  poet  8vo,  21«.  For  list,  fee  Appendix  Winsor 1858 

Wioslanley  {Edm.)  Outline  of  Ecclesiastical  and  Civil  History,  2  v.  8vo,  21t T.  Jones    1846 

(/.  TT.)  Chancery  Practice,  Uncashire  Court,  1866,  Svo,  14s Author  1856 

{Mrs.)  Shifting  Scenes  in  Theatrical  Life,  12mo,  Is  6d   Boulledge  1859 

Wioston  (CAo.)  Inquiry  into  Styles  of  Ancient  Painted  Glass,  2  v.  8vo,  30s    J. M, dt J.Parker iZ^y 

. Introduction  to  the  Study  of  Painted  Glass,  8vo,  2s  M  J.H.JbJ.Parkeri^o 

WinttfC^ina*)  IficbMlo  and  the  Twins,  a  Tale,  16mo,  4s  6d— cold.,  6«  6(2 BinnsJcO.    ...1851 

6  P 
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Winter  (CAr.)  Bendenoe  in  Britadi  Bunnah,  1867,  pott  8to,  10$  M  BmUey 1S5I 

{Com.)  Memoin  and  Leiten  of,  by  Jay,  n.  e.,  post  Syo,  7f  6<2,  '44— red.  to  5<  BartleU 1S56 

— ^— (/.  If.)  Treatiie  on  the  HoFM  in  Health  and  Diseaae,  8to,  10*  ed Longman  iM 

— •  (Jfory)  Icebound  Ship,  Bleeping  Beauty,  and  other  Poema,  12]flD,  At  6d  B<mPortk  1S60 

— ^^— —  FrxaeBook:  Inatniction  for  Toath,  12ni6,  8« Jones 1844 

-{Sani.ff,)  Elementaiy  Geometrieal  Drawing,  Pt.1,  poet  8yo,  Z$6d;  Ft.  %69  6d  Longman  1S61 

— (5.  IF.)  Popery:  ita  Alliance  with  Bigausm,  12mo,8«  Whittakar 1851 


Winter  Brening  Storiea,  new  edit,  lSmo,i»6d DarUm  1844 

——— in  the  Wert  Indies  and  Florida,  by  an  Invalid,  12mo,  5«  WU^ 1840 

■  LeaTca,  a  Collection  of  Poema,  12ino,  4f Lonffman  1836 

Winter's  Tale  and  Little  Bertram*!  Dream,  16mo,  2$  M Bumi    1841 

Wreath  of  IllaatratiTe  Talea,  edited  by  Udy  0.  Law,  fcap.  8yo,  If  6d Bogg 1861 

Winthrop  (Jno.)  Hiatoiy  of  New  Bngiand,  edited  by  J.  Savage,  2  v.  8vo,  28< BotUm,U.  &  ...1853 

-   (B.O,)  Addrmea  and  Speeohea  on  Various  Occasions,  roy.  8vo,  16« BoaUm,U.  8,  ...185s 

-  (r.)  Cedl  Dreeme,  12mo,  e# BotiUm^  U.S.  ...i%6i 

-^^— John  Brent,  12mo,  6t Bodon^  UM.  ...i%6i 

Wintle  (Tho,)  Translation  of  the  Book  of  Daniel,  with  Notes,  8vo,  S$ Tegg  1841 

Wintser  (Alb.)  Firrt  German  Book  for  Beginners,  12mo,  6<,  1856;  2nd  edit.,  Zt  6d  Longman  i860 

Winset's  Trsctatis,  4to   Maiiland  Omb  n.iL 

Wiigmaa  (7%o. )  Qrammar  of  the  Five  Senses,  post  8vo,  0#  DarUm  1839 

Wisdom  and  Poetry  of  the  Ancient  Hebrews,  poet  8vo,  7»6d Hoigoake  1855 

for  the  Age,  being  the  Experience  of  Msgns,  18mo,  Is StieU 1847 

of  Solomon,  from  the  Book  of  Ph)verbs,  Illnminated,  cr.  8vo,  14« GriJUkAF.  ...1861 

tiie  Rambler,  Adventurer,  and  Idler,  12mo,  7f Longman  1848 

■" Son  of  David,  an  Exposition  of  the  Proverbs,  12mo,  5f   Beil  A  JkUdf  .i860 

Wise  (Z)an.)  Path  of  Life,  a  Help  for  Tonng  Christians,  fcap.  8vo,  U New  Tort i860 

Tonng  Man's  Ooonsellor,  12mo,  l$6d WM  A  M. 186a 

-  (^10.)  Bankmpt  Law  Consolidation  Act,  12mo^  8<  6dt  Oroekford^  1849  !  ^^'   ^^^^ '^51 

Common  Law  Procednre  Aet,  1852, 12mo,  10s  M Svoei 1852 

Law  relating  to  Biota,  12mo,  2t  6d Shaw  ^  8onM...\%^ 

LosQringos,  12mo,  &f Beniieg  1850 

; and  Bvans  (D.T,)  Law  Digest,  1848-62  (2  pts.  yearly),  8vo,eaoh  St  Hd  Crodford Ann. 

(ffen.)  Analysis  of  One  Hundred  Voysges  to  and  from  India,  roy.  8vo,  14s   ...  Alien  A  Oo.  ...1839 

(H,A.)  Captain  Brsnde  of  the  Centipede,  aPirate  of  Eminence,  cr.  8vo,  6s Triibmer i860 

(/.)  Shakspeare  Beauties,  a  Lecture,  8vo,  Is WhiUdhtr 1857 

— System  of  Aeronautics,  8  pts.,  8vo,  18« Jklf 1850 

{J,R.)  Cousins'  Courtship,  2  v.  port  8vo,  21s ,....  Smith  A  Elder  i860 

■'  —  New  Forest,  its  Histoiy  and  ita  Soeneiy,  roy.  8vo,  21s Smiths  Elder,  itei 

Shakspearo's  Birthplace  and  its  Neighbourhood,  cr.8vo,7f6<i;  12mo,2s6(i  Smith  A  Elder.  1^61 


'(LL)  Inside  View  of  Mexico  and  California,  port  8vo,  5s  BentUg 1849 

Tales  for  the  Marines,  12mo,  It  M WardA  Lods...i9s5 


-(T.A.)  Eaaay  on  the  Blood  and  ita  containing  Yessels,  8vo,  7s  6ii Longman  1858 

Thonghta  on  Education  in  India,  8vo,  2s SmUhASlder  1854 


— —  {T.B.)  Commentary  on  the  Hindu  System  of  Medicine, 8vo,  12s, '46 ;  n.e.,7s  6d  TrUbner i860 

Wiseman  {Card.)  Essays  on  Various  Subjects,  8  v.  8vo,  42s— red.  to  SOs Dolman 1853 

Fabiola,  a  Tale  of  the  Catacombs,  fcap.,  8s ;  cL,  S«  dd B%umt    1855 

—..-.  Lectures  on  Catholic  Doctrine,  2  v.  12mo,  8s  6d  ;  new  edit.,  Ss  6d   Dolman 1836 

_^_  Concordats,  8vo,  Is   Bwnu    1856 

■  ■  Offices  and  Ceremonies  of  the  Holy  Week,  8vo,  St6d...  Dolman 1839 

_-^_  Science  and  Religion,  2v.  8vo,  24s,  1836;  12mo,  8s.  Dolman 1851 

the  Catholic  Churoh,  Srd  edit.,  2  v.  in  1,  12mo,  6s  6^  Dolman 1844 

Points  of  Contrsrt  between  Science  and  Alt,  8vo,  5s HurttAB.    ...1861 

■  Beal  Presence  of  Chrirt  in  th^  Eucharist,  8vo,  8s  M\  12mo,  4s 6d  Dolman 1851 

Becollections  of  the  lart  Four  Popes,  8vo,  21s,  18.58  ;  port  8vo,  5s  Hw$t  db  B 1859 

— ^~—  Beply  to  Turton  on  the  Eucharist,  12mo,  6s— red.  toitdd Dolman 1839 

Sermons^  Lectures,  and  Speeches  in  Ireland,  1858,  port  8vo,  7s  6d  A.  Hall 1859 


(L.ff.)  Chrirt  in  the  Wilderness,  port  8vo,  8s  6d Mattm    1857 

(Wm.)  Stories  about  Birds,  16mo,  8s  6(2 Orr   1836 

Wianer  (IF.)  Incidents  in  the  Life  of  a  Pastor,  12mo,  6s  6(<  Ddf 1851 

Wissenden  (Wm.)  Ma^  and  the  Star ;  or.  Wise  Men  Seeking  Christ,  12mo,  Is Simpkm 1853 

Wit  and  Humour  ;  Jokes,  Conundrums,  &c.,  port  8vo,  2s WardALoek...ii6Q 

— — — -  Selection  by  the  Editon  of  the  Critic,  12mo,  4s  M    CVod^ord 1854 

Witch  of  Melton  Hill,  a  Tale,  by  Author  of  Mount  St.  Lawrenoe,  12mo,  3s  6d  Burnt    1855 

(The);  a  Pirture  of  the  Court  of  Borne,  12mo,  8s  6d Partridge  1851 

Witches  and  Witchcraft,  a  Dialogue,  1608,  port  8vo PeregSoe. n.d. 

With  (^.)  Causes  of  Baibnoad  Accidents,  12mo,  7s Boston,  U.S  ...1856 

Wither  (Oto.)  Hallelujah  ;  or,  Britain's  Sacred  Eemembranoer,  12mo,  6s  /.  R.  Smith  ...1857 

'  Hymns  and  Songs  of  the  Chureh,  by  Farr,  12mo,  5s /.  R.  SnUth  ...1856 

■  Havergal,  18mo,  2s  6<2 /. H.AJJRarieri  846 

Withering  {Wm.)  Arrangement  of  British  Plants,  by  Mac^ivray,  n.e.,12mo,10s  6d  A.  SeoU t8c8 

Witherow  {Tho.)  Apostolic  Church  :  Which  is  It?  18mo,  2s BamUtan  i8c6 

Withers  (A)  Who  is  the  Coming  Man  ?  roy.  8vo,  Is  6rf Watson  ..    iglg 

(Wm.)  On  the  Growth,  Uses,  &c.,  of  the  Acacia  Tree,  8vo,  20s Zoa^siaii  ...     igH 

Witherspoon  {Jna.)  Treatise  on  Justification,  Essay  by  Wilberforce,  12mo,  2s  M W.  ColUns  ..!    isio 

' BegenerstionandJustification,  12mo,  ls2d..... IfasA&Mms  ...1839 


1835-1863]  WITHINGTON WOMAN  841 

Withington  (ffiram)  Memoir  of,  fcap.  8to,  U BoiUn,  U,8,.,.i949 

(Z€0. )8olomon*B  Song  Tnofilated  and  Explained,  12mo,  6t BoaUmy  U,8,..,iS6t 

WitneoB  ;  or,  a  Voice  from  the  Church,  8to,  U  M Simpkin —  ...1840 

WitneaeeB  for  the  Truth  in  the  Church  of  Scotland,  4to,  5f   NMet 1843 

in  Sackcloth  :  Attack  on  Reformed  Churches  of  France,  12mo,  ii  Ward 185a 

Witsius  (^er.)  Dissertations  on  the  Lord*s  Prayer,  12mo>,  7f Hamilton  1839 

Bconomy  of  Coyenants  between  God  and  Man,  2  y.  8yo,  24«    Tegg  1840 

Bxercitation  on  the  Efficacy  of  Baptism,  by  Marshall,  12mo,  5» HamiUon  1851 

Witt  (J.O.)  Influence  of  Christian  ]>oetrine  and  School  of  Alexandria,  p.  8yo,  2f  6c{  MacmiUcm i86a 

Wittieh  {Wm.)  Curiosities  of  Physical  Geography,  12mo,  2«,  Cox,  1846  ;  2m  6d Orifin    1854 

— — German  Grammar,  new  edit,  12mo,  6t  6d   Nult  1859 

for  Beginners,  new  edit.,  12mo,  5«— Key  to,  7s..    Nuii  1845 

Tales  for  Beginners  :  l&Lereisee,  12mo,  6t   NtUt    185.7 

Lexicon  to  Homer,  for  the  Use  of  Schools,  12mo,  3f  6d  /.  A,  Smith  ...184s 

Visit  to  the  West  Coast  of  Norway,  18mo,  U  6d  0.  Cox 1847 

Witts  (Bp.)  Willy  Reynolds,  the  Trumpeter  Boy,  &c.,  18mo,  1$ Werthdm  i860 

Witt6tein(&.a)  Practical  Pharmaceutical  Chemistry,  by  Darby,  18mo,  6«  Churchill  1853 

Witochel  (A,)  Athenian  Stage  ;  a  Handbook  for  Students,  by  Arnold,  12mo,  4s Mivingtcn  1850 

Wix  {£dw.)  Newfoundland  Missionary's  Journal,  poet  8yo,  4«  6d Smith  <k  Elder  1835 

{Sam,)  Form  of  Solemnization  of  Matrimony,  illustrated,  18mo,  Is  6{2 JUvinffUm  1854 

Wizard  of  Windshaw,  a  Tale  of  the  ScTenteenth  Century,  8  y.  post  8to,  31f  6d SouthgaU 1839 

Wodderspoon  (/no.)  Guide  to  Ipswich,  12mo,  Zb  M  J.  B,  Smith  ...184a 

Historic  Sites,  &c.,  of  Suffolk,  post  8yo,  6f  6d /.  B,Smith  ...1841 

«•  Memorials  of  Ipswich,  roy.  8yo,  21f  6d  ;  imp.  8yo,  84s  6d ^on^rmoii...  1846-51 

Wodefaonse  ((7.  J.)  Wliat  is  the  Meaning  of  Subscription!  8yo,  8s Xoi^man  1841 

Wodnm  {Bobt.)  Analecta  :  History  of  Remarkable  Froridenoes,  4  y.  4to MaitlandCl.iS^%'t 

Biographical  CollecUons,  V.  1  and  2,  4to Maitland  Club  n,i 

*-  Col&ctions,  layes  of  Reformers,  Church  of  Scotland,  2  y,  4to  Maitland  Club  n,d, 

His  Correspondence,  edited  by  T.  M*Crie,  8  y.  8yo Wodrov  4806.1842-3 

History  and  Destiny  of  Israel,  Essay  by  Lorimer,  12mo,  8s  M  Blackie 1844 

Miscellany,  8yo,  7f  6(i Wodrow  Soc  .  1844 

Sufferings  of  the  Church  of  Scotland,  4  y.  8yo,  8dt Blackie 1839 


Wogan  (Wm.)  Essay  on  the  Proper  Lessons,  with  Life,  new  edit.,  2  y.  8yo,  16s  Mozley  1853 

Wohler  (Fried.)  Analytical  Chemist's  Assistant,  fcap.  8yo,  6f  6d Philadelphia...! 9$% 

Handbook  of  Inorganic  Analysis,  post  8yo,  6«  CW,  '53  ;  n.  e.,  8s  6d  Walton i860 

Wolf  (/os.)  Zoological  Sketches,  edited,  with  Notes,  by  Mitchell,  folio,  12212s   Orava   i86a 

(J.B.)  Practical  Hebrew  Grammar,  with  Exercises,  postSyo,  6s Bagster 185a 

Wolfe  (AH.)  Hymns  for  Priyate  Use,  Selected  and  Arranged,  18mo,  2s  and  Is  MaemUlan 1861 

Public  Worship,  18mo,  2s;  cheap  edit.,  ^2mo,  Is Macmillan i860 

150  Original  Psalm  and  Hymn  Tunes,  oblong,  10s  6d    MaemUkm i860 

(Cha.)  Remains  and  Memoirs,  by  Archdeacon  Russell,  12mo,  6s HamiUon  1846 

Sermons  to  a  Rural  Congr^tion,  12mo,  2s  6d  Hatchard 1854 


(J.diE,)  Memorials  of ,  by  Rey.  J.  Steyenaon,  12mo,  2s  6d J.H.Jaekeon  1849 

(J.B.)  Messiah,  as  Predicted  in  the  Psalms  and  Pentateuch,  8yo»  10s  6d   Orifin    1854 

Wolfensbeiger  (H.J).)  [See  also  Buidon  (H.D.)'\  Seymour  of  Sudley,8  y.p.8yo,81s  6(2  BenUey 1836 

Woiferstan  (ifrs.)  Golden  Rules  in  Verse,  12mo,  2s  6d  Hattinge   1841 

Poems,  new  edit.,  8yo,  7s  6d  Hattings   1839 

^— Remarks  on  Eariy  Education,  X2mo,  Is  6<{ Hcutingi   1839 

Wolff  (H.D.)  Madrilenia  ;  or,  Pictures  of  Spanish  life,  post  8yo,  10s  6d Bentlejf 1851 

-  (/OS.)  Journal  of  his  Missionary  Labours,  1827-88,  8yo,  12s Bums    1839 

"  ""         '      '       '  '      '  -        -  _-««..        .  .  j 


-  Mission  to  Bokhara,  2  y.  8yo,  25s,  Parker  <t  Son,  1845;  post  8yo,  10s    Blachooode   ...1848 

—  Researches  and  Missionary  Labours,  8yo,  12f Niabet 1836 

•  Trayels  and  Adyentures,  V.  1  ft  2,  8yo,  each  18s  ;  new  ed.  in  1  y.,  12s  SaundertA  O...1861 


'(Jul.)  Use  of  Auscultation  and  Percussion  in  Disease,  8yo,  6s  Highly 1837 

'(J.F.)  Manual  of  Hebrew  Grammar,  with  Points,  8yo,  2s  6d,'3p;  n.  e..  Is  M  Comuh 1850 

'(P.)  Baptism  ;  the  Coyenant  and  the  Family,  from  the  French,  12mo,  12s    Boiton,  U.S.  ...i86a 


Wolfingbam  ;  The  Church  in  Australia,  fcap.  8yo,  Is  (Historical  Tales)   J. H Jg J. Parker liSo 

Wolfram  (Xtui.)  German  Echo ;  Eyeryday  Conyersation,  12mo,  8s    Trilbner i856» 

Mirror  of  German  Conyersation,  bySkelton,  12mo,  8s TrUhner 1856 

WoUaston  (Acs.)  Sonnets  and  Life  of  Petrarch,  fcap.  8yo,  10s  6<f Bull  1841 

(2*.  V.)  Account  of  Insects  in  Islands  of  Madeira,  4to,  42s Van  Voont  ,..1854 


'  Ou  Variation  of  Species,  with  reference  to  Insects,  post  8yo,  5s Van  Voont 


Wolseley  (Lt,ColO.J.)  Narratiye  of  the  War  with  China  in  1860,  8yo,  10s  6d    Longman  1861 

Wolsey  (Car.)  life  of,  by  John  Gait,  new  edit.,  post  8yo,  8s  6d Bogue    1846 

Lord  Wm.  Cayendi8h,.new  edit.,  post  4to,  12s BivimgUm 185a 


Wolski  (P'^')  French  Extracts,  for  Beginners,  new  edit.,  roy.  18mo,  2s  M Simji^n 1851 

" Grammar,  with  Exercises,  12mo,  8s  6d Simpkin 1845 

Woltmann  (C.wn)  White  Lady,  a  Tale,  translated,  12mo,  8s Bwmi    1844 

Woman  an  Enigma  ;  or,  life  and  its  Reyealings,  18mo,  8s  6d   Wiley 1843 

^  As  She  Is,  and  As  She  Ought  To  Be,  2  y.  post  8yo,  21s Cochrane  1835 

^  Virgin,  Wife,  and  Mother,  18mo,  U  6d C.  Mitchell    ...1838 

of  Sinrit,  a  Noyel,  2  y.  post  8yo,  21s  Newbg   186a 

the  World,  a  Noyel,  3  y.  post  8yo,  8I1  ed Colbum 1838 

irith  the  Yellow  Hsir,  &c.,  from  Household  Words,  post  8yo,  10s  6(2 Saunden  A  0.  i86a 

Woman's  Deyotion,  a  Noyel,  8  y.  post  8yo,  81s  6d  HuraiJt  B.   ...1855 


84Q  WOMAN WOOD  [BiiauM  Gaiaiocci 

Womra's  Educational  Misnon  ;  or,  Frobera  SjBtem  Bzplaiaed,  now  od.,  r.  8to,  8f  M  Dartom iSss 

History,  by  Gertrude,  12ino,  8a HamilUm  iM 

Love,  by  the  Hon.  B.  Phippa,  2nd  edit.,  2  y.  poet  Svo,  Idt ;....  CoUiiwn 1840 

Miasion,  new  edit,  12mo,  2«  6d Parker  ^  Som  1857 

Bighte  and  Dntiea  Conaidered,  by  a  Woman,  2  t.  post  Sto,  lU Parker  A  Sd»  1840 

Temptation,  a  Not«1,  edited  by  Mra.  Balpb  Dntton,  8  y.  post  8to,  81«  6d...  iSTtcnf  A  B,    ...1S60 

-  Wbima,  from  the  Rrenoh  of  Saintaine,  12mo^  2t  6<i J.Ckapmtm  ...1850 

Work,  and  a  Chapter  of  Accidents,  1  t.  18mo,  Is  OrijfUk^F.  ...1860 

Worth:  Hinta  to  Raise  the  Female  Character,  2nd  edit.,  12mo,  U  6d  Stevene  184S 

Women  as  They  Are,  by  Aathor  of  Majgaret^  2  y.  12mo,  12«,  BenOeif^  '54 ;  12mo,  2i  Ward  S  Lwk  .  i860 
' of  the  Bible  :  18  Portraits,  fcap.  foHo^  21s  ;  coloured,  42f So^ae    1849 

Worth,  a  Book  for  Gills,  12mo,  8#  (W Hogg  A  SomM...\%Yi 

Wuoder  Book  of  Nature's  Transformation,  cold.,  imp.  8yo,  2t  Ward,  S  Latk  .1861 

Wonderful  Book  :  Arabian  Tales,  edited  by  Belinda  Maocabe,  18mo,  2t   R.  T.  Clafh§...i%^ 

Ship  that  was  Planned  by  Brunei,  roy.  8yo,  Is  6<I;  cold.,  2s  6d i>eaji i860 

Things  of  all  Nations,  new  edit.,  2  y.  post  8yo,  6$   HouhUm  1859 

Wondera  Displayed  by  the  Human  Body  in  its  Endurance  of  Injury,  8yo^  2i  6<f Rentkofw    1848 

of  Home,  by  Grandfather  Grey,  18th  edit.,  16mo,  2f  6(i GriftkAF.  ..  i860 

-^^— — —  Human  Frame,  Anatomically  Considered,  12mo^  ls6{2    Pa/rtridgeA  0. 1851 

Nature,  12mo,  fit  Tegg  184s 

— ^— -  light  and  Shadow,  square.  If  6rf  An;.  P.  CX.... 1851 

Nature  and  Art,  16mo,  2t,  Tegg,  1850;  new  edit.,  8s    Kenikaw   185s 

-^— ^—  TraYel ;  or,  Bomanoe  of  AdYentures,  12mo,  Z$M ^osnce 1853 

the  Animal  Woiid  :  Birds,  16mo,  8s  8d;  1848  ;  Mammalia,  8s  id    Soe,  P.  C.  K....ifij 

Microseope,  16mo,  8s6{2 Dairkm 1839 

Waters,  16mo,l«6<2;  coloured,  2s  6(i RA.  TVoeCiSsc.  1853 


Wood  (Alex,)  Homoeopathy  Unmasked,  with  Sequel,  4f  6d-Sequel,  Is  6<i Simpkin 1851 

(Alph,)  Class-Book  of  Botany,  new  edit.,  8yo,  12t New  Tork 1861 

(^.  J.)  life  of,  edited  by  Bliss BoeLffieLSoe.  184S 

{A,  J,)  Acts  for  the  Use  of  the  Metropolitan  Police,  Syo,  6$ Egre  A  S. i86a 

'  (B.)  Port  Lafayette  :  Loyc  and  Secession,  post  Syo,  6s New  York i86a 

SCAr.)  Beminisoences  of  ¥^nehester:  Poems,  4to,  10s  6d Siwtpkin 1854 
C.T.)  Ornithologist's  Guide,  post  8yo,  5s  Wkittaier 1837 

{Mr$.B.)  Metrical  History  of  England  for  Youth,  12mo,  8s  M Darkm  1857 

(B.J.)  Boyalist's  Daughter,  a  Poem,  12mo,  4s Sosio9rC&  1856 

'   {Fre.)  Attorneys'  and  Solicitors'  Book-keeping,  8yo,  4s  M   Beaming. 1850 

((?.)  Future  life :  or,  Scenes  in  Another  World,  cr.  8yo,  6s New  York 1859 

(O.B.)  Practice  of  Medicine,  6th  edit.,  2  y.  loy.  Syo,  86s  (Philadelphia) Low   1858 

Therapeutics  and  PhanntfBology,  2  y.  S?o,  42s TriOmer 1856 

and  Bache  {P.)  Dispensatory  of  the  U.  S.  of  America,  Syo,  82s Ddf  1851 


(O.H.)  Poems,  with  Critiques  on  Metapliysical  Subjects,  Syo,  fis  Simfkin 1853 

(£r.)  Songs  in  the  Night,  12mo,  2s  6<2  HamiUtm  1857 

(iffs.Ar.)ChanningB,  8  y.  poet  Syo,  81s  6d;  1  y.,  6s BeiUUg  i86a 

■  Danesbuiy  House,  fcap.  Syo,  Is;  cL,  2s JTouisOm   i860 

Bast  Lynne,  8  y.  post  Syo,  81s  Sd,  1861  ;  5th  edit.,  post  Syo,  6s BeidUg i86a 

Foggy  Night  at  Ofibrd,  post  Syo,  8s  M NiAdt i86a 

Mrs.  Haliburton's  Troubles,  8  y.  post  S?o,  81s  M  \  I  y.,  6s Beniieg  i86s 

{Hd.)  ConYcraations  in  English  Grammar,  9th  edit.,  12mo,  2s  6(2  Simpkin. 1859 

{Hen.)  Description  of  the  Fossil  Skull  of  an  Ox,  roy.  4to,  7s     J.ffughe$ 1839 

Designs  for  Furniture  and  Decoration,  obL,  60s  ;  coloured,  61 Aekermamn  ...1845 

Mounting  Berlin  Needle-Work,  fol.,  20s  ;  coloured,  85s...  Jdber»UM»...  1846 

-  (Jot.)  Elements  of  Algebra,  by  Lund,  new  edit.,  Syo,  12s  M  ;  Key,  12mo,  7s  Lomgman  1861 

— ^ Mechanics,  by  Snowball,  new  edit.,  Syo,  Ss  6d  Fdhwes 1841 

Outlines  of  l^glish  and  Anglo-Saxon  Grammar,  ISmo,  Is  W  W.  AUam  1858 

•  TwelYc  Months  in  Wellington  and  Port  Nicholson,  12mo,  Is  6d Biekardaon  ...1843 


Views  in  London,  roy.  Syo,  15s Orr   1838 

(Jno.)  Edinburgh  Sessional  School,  Account  of,  6th  edit,  12mo,  5s Simpkim 1854 

^ -^  Collection,  new  edit,  12mo,  2s  M  Sia^km 1853 

Etymology,  6th  edit,  ISmo,  2s  6(i Simpkim 1847 

First  Book,  18mo,  2d;  2nd  Book,  Is  ...  Simpkim 1859 

InstmctiYO  Extracts,  6th  edit,  12mo,  Ss  Sia^pkin 1846 

Sacred  History,  7  y.  ISmo,  14s Sia^pkin 1847 

'  Elementary  Treatise  on  Sketching  from  Nature,  roy.  Syo,  6s  6d   WkiUaker 1850 

Journey  to  the  Source  of  the  RiYer  Oxus,  Syo,  14s Murrag 1841 

-—-Manual  of  PerspectiYe,  roy.  Syo,  5s WhiUaker  1849 

•  (J.F.)  Songs  of  Scotland,  with  Munc  arranged  by  Graham,  8  y.  r.  Syo,  ea.  7s  Simpkin 1848-9 

and  Sutton  (i4.(?.)  Midland  Florist,  y.  ItolO,  &n.B6r.,y.l  to4,ea.4s  Simpkin  ...1847-60 

-  iJ.G.)  Athletic  Sports  and  Reoreations for  Boya,  new  edit,  12mo,  2s BonUedge  i86a 

Boy's  Own  Book  of  Natural  History,  illust.,  fcap.  Syo,  8s  6d  Bontledge  i860 

Common  Objects  of  the  Country,  new  edit,  12mo,  Is  ;  oold.,  8s  M...  Bo/uiledge  1859 

Microscope,  illust, fcap. Syo,  Is;  oold.,  8s 64  BonUedge  1861 

. Sea  Shore,  new  edit,  12mo,  Is  ;  cold.,  8s6d  Bimiledge  1859 

Illustrated  Natural  History,  8  y.  roy.  Syo,  each  ISs   Boviled^fe  i860 

Law  of  Libel,  Church  Courts,  ScotUnd,  12mo,  8s  %d Btnning 1851 

My  Feathered  Friends  :  Anecdotes  of  Bird  Life,  12mo,  8s  6d RtmOedge  1857 
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Wood   (/.  O.)  Natural  History,  illnskrated  by  HaiT«y,  new  edit.,  12mo,  6$    '  RonOedge  iS6a 

Fietnre  Book  ;   Mammalia,  Birds,  BeptUes,  Sr.  16mo,  each  5f  BouiUdge  iS6o 

-  Sketches  and  Anecdotes  of  Animal  Life,  2  t.  12mo,  each  8<  6el  BouiUdge  1859 

•  Treatise  on  Bees,  16mo,  If   Boutledge 1853 


{J.H,)  History  of  the  Baptists  of  the  New  Connexion,  12mo^  & Simpkin 1847 

(/.Z.)  Sketches  in  Normandy,  foL,  52a  6el Aekermann  ...1838 

>  (/.IF.)  Bedooin,  and  other  Poems,  post  Bvo,  5« Bope 1851 

{JIf.A.E.)  Letters  of  Boyal  and  lUnstrioos  Ladies,  3  y.  p.  Syo,  81s  6d-Hr.  to  15s  CoUnum 185a 

(Iftss)  Anxioos  Researcher,  2nd  edit.,  18mo,  2s  6d Painter  1850 

■  IMalognes  between  a  GoTemess  and  her  Papil,  18mo,  2«  (id Painter 1850 

Idfe's  Lesmns,  a  Domestic  Tale,  12mo,  4s   £ogue 1843 

' Meetings  for  Amnsing  Knowledge,  12mo,  5«  dd  ;  ooloored,  6t  6d £.  WiUon 1836 

-Teat  of  l^e,  a  Story  of  Social  Life,  12mo^  2t  6d /.  Chapman .„iS^2 

•  Truth  npon  Tmth  :  Flowers  of  Knowledge,  12mo,  UM DarUm  1843 


-{N.)  Brief  View  of  Homceopathy,  roy.  12mo,  2tM  Leaih 1846 


n: 

(Nev.)  British  Song  Birds  Described,  12mo,  7s  Parker^  Son   1836 

•  Ornithologist's  Text  Book,  12mo,  4j  6ii  ParkerdtSon  1836 


-(iVMA.)  Treatise  on  Baihroads,  Syo,  81s  6el  Longman  1838 

-(PAtZ.)  Treatise  on  a  Complete  System  of  Theology,  Sto,  6t Simpkin 1849 

-  (Sam.)  Bible  Stories,  Old  Testament,  18mo,  1«  ;  New  Testament,  U6d ff^t^ee^...  1839-51 

Seriptnre  Geography  for  Tenth,  12mo,  2< ;  Atlas  to,  sm.  foL,  7f  6d..,  Laurie  184a 

•  Tests  of  Time,  a  Story  of  Social  Life,  foap.  8yo,  5s  Oreen 1843 


'-(Sar.)  Children  of  other  Lands,  Playtime  Tales,  sq.  16mo,  8s  M Oroomiridge  ...i860 

—  (7*.)  Observations  on  Pnlmonary  Consumption,  870^  8s  id AyloU 1847 

'  {T,C.)  Flying  Visit  from  London  to  the  Vatican,  18mo,  Is   Satchard 1861 

-  (TTm.)  Catalogue  of  Lepidopteroos  Insects,  roy.SYo,  cold.,  8<2s6(i  ;  n.e.,  84s  Willit 1856 

Shells,  by  Hanley,  new  edit.,  roy.  8yo,  73s  M Willie 1855-6 


•  History  and  Antiquities  of  Byam,  12mo,  2<  6<2,  1848  ;  8rd  edit.,  Ss  6d  Bell  A  Daldg  .1859 

-  Last  lliingB,  Doctrine  of  the  Besurrection,  post  8yo,  7f  6d  NiAei    1851 

•  Lectures  on  Book  of  Daniel,  Ch.  1-7,  12mo,  5s Cleaver 1847 

-  Missionazy  Enterprise,  18mo,  IsM Orr    1838 


— — ^ Bemarks  on  the  Flea  of  Innuiity,  and  Criminal  Lnnatici^  8yo,  8s    ...  Longman  185a 

(TT.B.)  Personal  Becollections  of  the  Sta^,  12mo,  6s  ^ TrUbner 1854 

(W,ff.B.)  Digest  of  the  Laws  of  California,  8yo,  38s  .....*. San  Francisco.  i962 

(IF. if.)  Fankwei,  post  8yo,  8s  6(i New  York 1859 

-  (iStr  IF.  P.)  Vindication  of  the  Marriage  Law,  8yo,  Is  Bivington  1861 

Wood  Notes  for  all  Seasons :  Songs  and  Poems,  12mo^  8s  6d Orr   184a 

Spirit,  aNoYcl,  2  y.  post  8yo,  21«  Boone    1841 

Woodbridge(Tr.C.)BadimentBof  Geography,  18mo,  U  (id  Whitiaher 1843 

Woodbum  ;  or,  litUe  Faults,  a  Story,  by  a  Lady,  12mo,  ZiM Binns    1854 

Woodbury  (Z>.P.)  Rlementsof  Stability  in  the  Well-proportioned  Arch,  8yo,  15s   ...  New  York 2858 

Papers  on  Pnctioal  Bngineering,  8yo,  8s  6ci Washington  ...1854 

(TT.JSr.)  Bclectic  German  Beader,  12mo,  2s6d    Cassell  1853 

Woodcock  (ff.J.)  Laws  of  British  Colonies  in  West  Indies,  8yo,  8< Swale 1838 

lW,J.)  Scripture  Lands ;  Scenes  of  the  Bible,  p.  8yo,  10s  6<2,'49— red.4i  6d  Nattali 1853 

Wooderoft  {Ben.)  Origin  and  Progress  of  Steam  Navigation,  sm.  4to,  12f Walton 1849 

■  Pneumatics  of  Hereof  Alexandria,  4to,  14s Walton 1851 

Wooderoft  and  its  Elder  Daughters,  by  One  of  Themselves,  12mo,  5s     /.  F,  Shaw i860 

Woodcutter  of  Lebanon,  new  edit.,  12mo,  2s  6el Nisbet 1859 

Woodd  (.fidsil)  Memoirs  of,  and  his  Family,  12mo,  4s Ni^et 184a 

Woodfall  {Cha.)  Sabbath  Book  ;  Beligious  Extracts,  Ice,  12mo^  5s    BtUl  1839 

(YFm.)  Law  of  Landlord  and  Tenant,  by  Horn,  1855,  r.8Y0,  dlf6{<;  n.e.,85s  Sweet i86a 

Woodford  (MissAM,)  Book  of  Sonnets,  post  8vo,  10s  6d Saunders  <k  0,  184a 

(Edw,)  Ceesar's  Commentaries,  Epitome  Part,  4th  edit,  ]8mO|  2i Simpkin i860 

EelogB  HoratianiB,  18mo,  8s,  1849;  new  edit.,  2s  6d  Simpkin 1855 

Elements  of  Latin  Language,  12mo,  2s,  1854  ;  new  edit,  Is  bd ...  Simpkin 186a 

Tables  of  Latin  Verbs,  new  edit,  sheets,  ls6d Simpkin i86a 

— • (/.i2.)  Holy  Week  Lectures,  8yo,  2a Masters 1856 

— Occasional  Sermons,  8yo,  V.  1  and  2,  each  7f  M  Masters 1856.9 

— Ordination  Lectures,  fcap.  8yo,  Is J.ff,d^,Parkeri96i 

Sermons  Preached  in  various  Churches  of  Bristol,  2iid  ed.,  8yo,  7s  6d  Masters i860 

Six  Lectures  on  the  Creed,  8yo,  2s  Masters 1855 

The  Church,  Past  and  IVesent,  8yo,  Is  6el  Masters 185a 


'  (T.)  Demoniacal  Poewssion,  an  Esny,  8yo,  2s    Masters 1856 

Woodgate  {ff.A.)  Anomalies  in  the  Church  no  Grounds  for  Seoeding,  12mo,  2sM  ,.,  J.ffJ:J,Parkeri%$7 

Eaaays  and  Beviews  Considered,  8yo,  Ss Saunders  dt  0,  1861 

....._  Sermons  at  Bampton  Lecture,  1888,  8vo,  10s Bivington 1839 

— — on  Sunday  Historical  LesMus,  2  y.  post  8vo,  15s  Saunders  Jt  0.'54-5 

Woodham  {H.A.)  Application  of  Heraldry  to  the  Illustration  of  Collegiate  Antiquities  Oamb.Ant,Soe.i%^ 

Woodhead  ((Teo.)  Atmosphere;  a Philoi^phical  Work,  12mo,  8s 6d  BaiUiire    185a 

Woodhouse  (a  IF.)  Hulsean  Ba«y,  1841,  8vo,  4s Parker  d:  Son  184a 

{F,C.)  St  John's  College  Chapel,  Cambridge,  its  History,  &c.,  8yo,  Is...  Masters 1848 

((?.  H^.)  Careless  Christian  reminded  of  his  Privileges,  12mo,  S« Bivington  1841 

Parochial  Sermons,  8vo,  12s Bivington 1844 

— Phictical  Sermons,  2  y.  12mo,  12s    JZtvt's^on...  18 39-47 
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WoodhooM  (S.8.)  Syttem  of  Short  Hand,  on  the  Basis  of  Taylor,  post  8to,  S«  6d, ...  Newmam    iM 

Woodland  Gleanings,  12mo,  6#,  iSss—red.  to  8f  6d   K  Law it6o 

— -  Rambles:  Conversations  on  Timber  Trees,  16mo,8>6<i,  7^00/39;  n.e.,8f6<2  A.SaM iM 

Sketches:  Portraits  of  Trees,  imp.  4to,  21#  ;  coloured,  42i Tjfoa  1839 

Woodleigh,  a  Noyel,  by  the  Author  of  One-aod-Twenty,  8  t.  post  8yo,  81s  M Hwnt  A  B.  ...1S59 

House;  or,  Happy  Holidays,  ISmo,  2«  6d NeUou  1851 

Woodley's  Progressiye  Drawing  Book,  oblong,  2f  6d Woodley    1852 

Woodman  (/./.)  Hospital  Steward's  Manoal,  12mo,  7<  €d Phaadelpkia...i$^ 

(If.)  Is  the  Bible  a  Divine  Bevelation  ?  12mo,  12f  Sodmm iS6» 

Nature,  Object^  Neeessity,  and  Uses  of  Baptism,  12mo,  2t Bodtom XS52 

Singing  at  Sight  Hade  ^tsy,  post  8to,  61,  i860 ;  new  edit.,  if Partridge 1862 

Woodrere  Kanor,  a  Tale  of  American  life,  by  A.  H.  Drury,  12mo,  Is;  doth,  Is  6<f .  MouiUdge  1853 

Woodroffe  {Awu)  €k>ttage  Dialogues,  new  edit.,  12mo,  4f  M BtUde  DaUbf,..i%^ 

First  Prayer,  in  Verse,  fcap.,  Is B€ll^J)(Udy...j%ss 

History  of  Michael  Kemp,  new  edit.,  12mo,  4f £eU^JkJdf...iis7 

Michael,  the  Bfarried  Mao,  new  edit.,  12mo,  6s  6<i   BeUd:  Daidif...iisS 

Shades  of  Oharaeter ;  or.  Infant  Pilgrims,  new  ed^  2t.  12mo,  12t  BeU  A  DiUdf...itss 

{Soph,)  Dramatic  Poems,  edited  by  Faber,  12mo,  5s  SeeUg 1846 

Lethe,  and  other  Poems,  edited  by  Faber,  12mo,  fit  Sedejf 1844 

Stories  of  the  Primitive  and  Early  Church,  16mo,  8s  6d  Sedeg 1845 


Woods  (i4fiN«)  Waking  Moments :  Poeins,  12mo,  Is;  okrth,  2s  Aylott    1862 

((7ec.^.)  Spring  Flowers  of  the  Mind,  16mo,  fis  Jwy  1848 

(/>.  A)  Sixteen  Months  at  the  Gold  Diggings,  12mo,  isM Low  185s 

{/.)  Geological  Observations  in  South  Australia,  8vo,  lis  Longman  i86s 

Letters  to  an  Architect  from  France,  Italy,  and  Greece,  2  v.  ito,  Sis...  RovUedge 1851 

{Joi.)  Elements  and  Influence  of  the  Weather,  ke,,  8vo,  lOs Hodmn  A  So»  1861 

(/no.)  System  for  Cutting  Trousers,  8vo,  fit Kent  A  Co,    ...1848 

(Joa/)  Tourist's  Flora:  Flowering  Plantoand  Ferns,  8vo^  18t iSetse 1850 

(Xss.)  Works,  fi  V.  8vo,  Sit  BotUm^  U,S...,iSst 

Lectures  on  Chnxtsh  Government,  12mo,  U   Wiley 1844 

the  Inspiration  of  the  Scriptures,  12mo,  2t  FuUarton  1838 


(N.A.)  Campaign  in  Russia  to  the  Fall  of  Sebastopol,  2  t.  poet  8vo,  21t   Longman  1855 

The  Prince  of  Wales  in  Canad^and  the  United  States,  post  Svo,  10t6<2  BradJtmry 1861 

T.)  Existence  of  the  Deity  Bridenced  by  Creation,  12mo,  It  6d    BenUeg  1S60 


Woodsoirei;  or.  Leaves  from  a  Betiied  Home,  by  J.  T.,  ISmo,  8t Nuha 1856 

Woodward  (B,B,)  First  Lesmns  on  the  Bngliah  Beformation,  2nd  edit.,  ISmo,  It  ...   Ward  A  Loek  i860 

History  of  Wales  to  its  Incorporation  with  Enghuid,  2  v.  r.  Svo,  2fit  Ftrftit   1853 

Natural  History  of  the  Tear,  ISmo,  It Word    \%s^ 

(C%a.)  Introduction  to  the  Study  of  Polarised  Light,  8rd  edit.,  Svo,  8s  ...   Tan  VoorM   ...1S61 

{F,B.)  Sermons  Preached  at  Rome,  ISfiO  and  1S52,  12mo,  6t  M  BivingUm 185s 

in  Dublin,  2  t.  12mo,  each  7t6<f Bivmgtcn  ..  ..  185a 


-  (iTim.)  Eaaays,  Thoughts,  and  Reflections,  2t.  12mo,  lit   Longman  1844 

Future  of  Our  Redeemer  and  of  the  World,  post  Svo,  fit PigoU    1855 

'  Glory  in  its  Fulness,  or.  Svo,  fit PigoU    i8ss 


-  Lectures  on  the  Shunammite,  2  t.  12mo,  12t    Longman  1840 

.  My  Poetic  Sketch  Book,  12mo,  It  6d WkiUaker 1848 

>  On  Preaching  against  Amusements  of  the  World,  12mo,  8t  6<f Longman  1841 

•Sermons,  Svo,  lOt  6rf  Duncan 1838 


-  Short  Readings  for  Family  Prayers,  Sermons,  ^.,  Svo,  12t Batekard 1847 

-  Thoughts  on  Character  and  History  of  Nehemiah,  12mo,  3t  M Batekard 1849 

-  Toung  Men  Warned  ;  or,  life  k  Death  of  Geo.  Gabriel,  ISmo,  It  9d  DiutecMn 184s 

{B,W,)  Arithmetician's  Guide,  new  edit,  12mo,  2t ;  Key  to,  fit Frana'M 1851 

-(iSom.)  History  and  Antiquities  of  Norwich  Castle,  ito,  21t Ni<AoU 1847 

-  Norfolk  Topographer's  Manual,  by  Swing,  r.  Svo,  21t Nicholf 184s 


-  (S,P.)  Manual  of  Mollusca ;  or,  Recent  and  Fossil  Sheik,  12mo,  6t  M  ...   Weale    1856 

—  (7*.)  Demoniacal  PoaBession,  an  Essay,  Svo,  2t  Matter$ 1849 

-(T.^.)  Factor's  Guide  to  Superficial  Measurement,  Svo,  fis  AtUkor 1839 


Woodworth(^.C.)  Uncle  Frank's  Home  Stories,  ISmo,  It BotUUdge  1854 

(Sam,)  Poetical  Works  of,  edited  by  his  Son,  2  v.  ISmo,  2t   .'. New  Tork 1861 

Woolborough  Market-Place,  ISmo,  It   8oe.P,C.K.  ...1859 

Wooloombe  (7*.)  Commutation  of  Tithe  Tables,  It  6d Knighi  1837 

Woder  (/on.)  Every  Man  his  Own  Attorney,  Svo,  21t    Virtue   1845 

(fF.lf.)  On  the  Philosophy  of  Temperance,  Svo,  Zi6d Simpkki 1840 

■ Physiology  of  Education,  post  Svo,  6t Simf^n 1859 

Woolgar  (/.  IF.)  On  Friendly  Societies'  Security,  Svo,  2t WhUtaker 1844 

Woolhouae  (W.S.)  Chart  of  the  Apparent  Path  of  the  Planets,  post  ito,  8t Schlou 1837 

Elements  of  Differential  Calculus,  12mo,  It  (Weale's  Series)  Weale i8^a 

— Eaaay  on  Musical  Intervals  and  ^urmonies,  12mo,  fit  Law  1835 

Treatise  on  Measures,  Weights,  frc.,  of  all  Nations,  12mo,  It  6d     Weale 1856 

Woolley  {Jat.)  Elements  of  Descriptive  Geometry,  Syo  ;  Plates,  ito,,  21t Parker  A  Son  .1850 

ijno.)  Introduction  to  Logic  for  Students,  12mo,  it,  i840~red.  to  2t  6<i..    Bxmni^tan  1846 

Sermons  in  Rossall  College  Chapel,  Fleetwood,  Svo,  lOt  W  Bivington  1847 

Woolnoth  (T.H.)  Facts  and  Faces  :  Mental  and  Linear  Portraiture,  roy.  Svo,  Ifit    ...   WilUt    1853 

Woolnough  (C.  W.)  Art  of  Marbling  Book-edges  and  Paper,  12mo,  lOt  6rf,'53;  18mo,fit  Beglin  1854 

Wooliych  {H.  W.)  Criminal  Acts,  7  Wm.  IV.,  1  Victoria,  12mo,  6$  Ma^rwell    1837 
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Wooliych  (jr.  TT.)  Criminal  Lav  Stotvtea  of  1861,  8vo,  28«  ShawASan  ...i86a 

Highway  Act,  5-6  Wm.  IV.,  with  Notes,  12mo,  6g  Benning 1836 

IncloBnre  Act,  8-9  Victoria,  with  Notes,  8to,  6«   Benning 1846 

Metropolitan  BaildingB  Aot,  1855,  12mo,  5< SUsvena  1S56 

Public  Health  and  Nuiflancefi  Act,  11  k  12  Victoria,  12mo,  6t Benning 1848 

TreatiBeof  Legal  Time,  with  its  Computations,  8vo,  7»M  Benning 1851 

onGameLawB,  1858,  12mo,  7a  6d    Sieveni  1858 

— -  Law  of  Misdemeanors,  12mo,  lit    Shato  dt Sam  ...iS^i 

Party  Walls  and  Fences,  Syo^  12«   Benning 1844 

Waters  and  Sewers,  8vo,  10»,  1849  ;  n.  e.,  18«  Benning 1851 

Ways,  Highways,  &c.,  8vo,  21« Benning 1847 

— — Rights  of  Common,  8yo,  16« Benning 1830 

Woolaey  (T.J>.)  Ruripides  Alcestis,^  with  Notes,  12mo,  Si  6d Low   1853 

Woolstenholme  (/.)  Brief  Memoir  of,  18mo,  Itdd Simpkin 1846 

Woolton's  Christian  Manual,  8to   Pariser  Society,  1%$% 

WooUon  (Ann)  History  of  England,  in  Conreraations,  12mo,  U    Painter 1840 

Worboiae  {B.J.)  Amy  Wilton  :  Lights  and  Shades  of  Christian  Life,  12mo,  8<  6d ...  BotUledge  1855 

'  G^raoe  Hamilton's  School  Days,  12mo,  5f,  Hamilion^  1856  ;  Z$  6d  Marlborough  ...1% $7 

Helen  Buiy,  12mo,  At  6rf,  1850  ;  new  edit.,  2a  6d Simphin i860 

— ^~— —  Kingsdown  Lodge;  or,  Seedtime  and  Harvest,  12mo,  5m Marlborough ...i 9$^ 

■  Life  of  Thomas  Arnold,  post  8to,  Z$  6d  Hamilton i86a 

' Millioent  Kendrick  ;  or,  the  Search  after  Happiness,  12mo,  4f Cording 186a 

Wife's  Trials,  a  Tile,  12mo,  If  6<i    Thid^troom  ...1858 

Woroeater  (/.i?.)  Comprehensive  English  Dictionary,  Syo,  6f  Low   1861 

— ^— Dictionaiy  of  the  English  Language,  4to,  81«  6d;  hf.-ru8sia,  42f...  Low    i860 

(iVooA)  Essay  on  the  Atoning  Sacrifice,  12mo,  2f Mardon 1839 

Word  in  Season  ;  or,  How  to  Grow  Wheat,  16th  edit.,  12mo,  U   Ridgwag    1838 

or  Two  on  Port  Wine,  8vo,  1#   iSicAar&OfW  ...1844 

to  the  Win  on  the  Use  of  Tobacco  and  Snuff,  12mo,  1« Hovltton    1854 

Worden  (7%o.)  l^rpes  Unveiled,  abridged,  18mo,  2a ReL  TradSocil^o 

Worda  and  Principles,  by  the  Author  of  Glen  Tilloch,  12mo,  2a OlUvier 1847 

Works  of  Our  Blessed  Lord,  2  v.  fcap.  8vo,  9a  Parker  di  Son  .1^60 

for  the  Little  Ones  :  Lessons  on  Ocepel  Truth,  16mo,  2a  Seeley 1858 

from  a  Teacher,  12mo,  2a  6<2   HamUUm  1841 

of  Comfort  for  Parents  bereaved  of  Little  Children,  ed.  by  Logan,  fp.  8vo,  8a  6d  NiAet 1861 

-  in  Sickness,  by  an  Invalid,  18mo,  la   Rel,  Tract  Soe,  1859 


-  Life's  Last  Years,  from  Foreign  Writers,  12mo,  8a JacktonA  W,  i86a 

-Our  Lord,  extracted  from  the  Four  Evangelists,  18mo,  2a  6<j Simpkin 1859 

.  the  Enemies  of  Christ,  12mo,  4a Keating 1838 

'  Truth  and  Wisdom,  Illuminated,  16mo,  5a    CwndaU 1847 

-  Warning,  8vo,  la Qroombridge  ...1845 

-  Wisdom  for  my  Child  :  Texts  for  every  Day,  18mo,  2a    Hatchard  1839 

the  Sons  of  Toil,  S2mo,  la HouUion    1861 


to  Win  Souls  :  Sermons  by  Church  Divines,  ▲.n.  1650,  post  8vo,  6a    NiAet 1851 

Wordsworth  {Bp,  ChaJ)  Catechesis  ;  or,  Christian  Instruction,  p.8vo,5a6<f;  8e.,8a6d  Bitington  1857 

Catechetical  Questions,  2nd  edit.,  cr.  8vo,  3a  6c{   Rivingion  1844 

-i— Christian  Boyhood  :  Sermons,  Lectures,  &o.,  2  v.  8vo,  24a  RivingUm  1846 

— ^— —— — Communion  in  Prayer,  12mo,  da Burnt 1843 

Greek  Grammar,  12mo,  4a   J.  H. A  J.  Parker  ilhi 

Questions  on,  by  Engledew,  12mo,  2a  6<i...  Murray 1841 


•  History  of  the  College  of  St.  Mary,  Winton,  4to,  21a JM.AJ.Park€ri%^% 

-  Minor  Greek  Grammar,n.e.,12mo,Pt.l,2a  ;  Pt2,Syntax,2a  Murray 1845 

•  Sermons  on  Evangelical  Bepentance,  8vo,  2a  6d J,  ff.  A  J,  Parker  iZ$i 

Appendix  to,  8vo,4a6d  J.H.d:J,Parkeri%Si 


United  Church  of  Scotland,  E.  ,and  I.  advocated,  p.  8vo,  da  6d  Hamilton  1861 

-{Chr.f  Sen,)  Christian  Institutes :  Discourses  and  Tracts,  4  v.  8vo,  68a .  RivingUm  184a 

— Church  Extension,  18mo,  la Rivington  2843 

Ecclesiastical  Biography,  4  v.  8vo,  54a Rivington  1853 


>  Who  Wrote  Icon  Basilikel  Answered,  8vo,  10a6c2 Murray n.d, 

'  (Ckr,)  Ancient  Writings  on  Walla, frc., of  Pompeii,  8 vo,  5a  ;n.e., 2a  6<i  Murray 1837 

—  — -  Apocalypse,  Gr. ,  with  Trans,  and  Notes,  8vo,  12a ;  n.e.,  10a  6d  Rivington  1849 

Athens  and  Attica,  8vo,  12a,  1836  ;,  n.  e.,  post  8vo,  8a  6d    Murray 1855 

Correspondence  of  B.  Bentley,  with  Notes,  2  v.  8vo,  42a  ...  Murray 184a 

' — '  Defence  of  the  Queen's  Supremacy,  post  8vo,  8a  6d  Rivington  1846 

Diary  on  Educa.  and  the  Church  in  France,  n.e.,  p.  8vo,  5a  ikl  Rivington  1846 

DiMonrses  on  Public  Education,  post  8vo,  9a  M Rivington  1844 

— —  Elements  of  Instruction  on  the  Church,  post  8vo,  2a Rivington  i860 

Epistles  of  Si  Paul,  Gr.  Text,  imp.  8vo,  5a  6d Rivington  1859 

'  Essay  on  the  Babylon  of  the  Apocalypse,  12mo,  3a  and  la...  Rivington  1856 

— -^ Greece,  Pictorial,  &c.,  imp.  8vo,  31a  dd,  Orr,  '44;  n.e.,  28a    Murray 1858 

-  Greek  Testament,  2  v.  imp.  8vo,  80a  Rivington  1861 

Index  to,  by  Bev.  J.  Twycross,  4a Rivington  i86a 


Text  of  the  Apocalypse,  8vo,  lOtOd Rivington 1849 

'Harmony  of  the  Apocalypse,  2nd  edit.,  4to,  5a Rivington  185a 

•  Holy  Year,  new  edit.,  fcap.  8vo,  4a  6<i;  ch.  edit»  2a  6d  ...  Rivington  i86a 
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Wordsworth  (Chr.)  HuImau  Leetiire,  1847,  Canon  of  Beriptnre,  n.  ed.,  Svo,  9i RinMgion  1S51 

-^^-^ 1848/ Apocalypee,  new  edit.,  8to,  lOi  M JUv%mgt4m    1853 

'  Inapinttion  of  the  Bible,  FiTe  LeiBtmee,  p.  8to,  8«6d;  ch.  ed,  U  BivmgUm  i86i 

-^-^-— King  Bdwardthe  Cth'a  Pint  Latin  Book,  new  edit.,  12mo,  2«  tfcf  Mwrrwf j86i 

Latin  Grammar,  new  ed.,  12mo,  8s  6<f...  Mwra/g 1S61 


-  Leetnree  on  Doctrine  of  the  Miilenninm,  8to,  S<  M  Rimm^^  1853 

Interpretation  of  the  Bible,  poet  8to,  Sf  M  RwingUm  1861 


Letter  on  a  Fropoeed  SubdiTiaion  of  Diooeeei,  If  RiviikgUm  1861 

Letlera  to  Gondon  on  the  Choroh  of  Borne,  poet  8to,  Ittd RifsingUm  1848 

Sequel  to,  post  8to,  Utd  RhiMgiom,  1848 


•  ICannalof  Faith,  fto.,  before  and  after  Confirmation,  12mo^  1$  ...  RivimgUm  1859 


Memoinof  W.  Wordsworth,  2  ▼.  8to,  80« Moxom  1851 

>  Notes  at  Paris,  12mo,  4s  ^ RivingUm  1854 

Occasional  Sennons,  V.  1  to  8,  and  6,  Sto,  each  7f    RitingUm  1857 

y.  4  and  5,  8vo,  each  8« ;  V.  7,  6* RivingUm  1859 


>  On  the  Inspiration  of  Holy  Scripture,  8to,  10s  tf<2 RivingUm  1851 

•  Prajers  for  the  Use  of  Harrow  School,  12mo,  2t    RvoingUm  1843 

•  Bemarks  on  Hippolytos,  8to,  2s  8c2 RivingUm  1855 

-  St.  Hippolytns  and  Chnreh  of  Borne,  8rd  Cent,  8ro,  8s  6cl Ravingtom  1853 

•  Sermons  Plreaohed  at  Harrow  School,  8yo,  8s  6<{    RivingUm 1841 


-Theocritns,  with  Notes,  8to,  ISs  6<2    Parser <ifcSo».  1844 

•  Theophilns  Anglieanus,  post  8to,  8s6<2;  new  edit.,  6s RivingUm  186a 

•  Fr.,  tradoitpar  Godfray.cr.  8to,  6s J.HAJ.PwrhtT 


Tovr  in  Italy,  2nd  edit.,  2  ?.  post  8to,  16s RivimgUm  i86a 

Also,  many  Pamphlets  and  Sii^e  Sermons. 

-  (CP.)  Joint  Stock  Company  Law,  8th  edit.,  8yo,  6s Skaw  4e  Sam*  ...i%6o 

■  Law  and  Practice  of  Biectioas,  post  8to,  24s Maxwell 1847 

of  Patents  and  Bxtension  of  Patents,  1853,  8to,  4« Rewmmg 1853 

_— .  Bailway,  Canal,  Kc,  Companies,  new  edit.,  8to,  81s  6cf...  Renmng 1851 

-  Begistration  of  Votm,  new  edit.,  8to,  6f Rmning 1845 


Limited  Liability  Act,  1866,  8ro,  Is  6d Renning 1855 

.  Merchant  Seaman's  Act,  6  fc  6  Wm.  lY.,  12mo,  4s  6d RuUerwortha  ...it^s 


Boles  of  Conrt,  1880-89,  12mo,  18s;  Snppi  Sen.,  6s    MuxweU 1839 

(TToAer)  Brery  One's  Book,  82mo,  Is   Sjpien 1857 

—  (Wm.)  Poetical  Works,  6  y.  18mo,  21s  ;  1  ▼.  roy.  Swo,  20s  AfosDo*    1850 

with  life,  12mo,  8s  (kit  ffomltUm,  1857  ;  8s8c{ .  NeUon   x86i 

-by  WiUmott,  with  Life,  12mo,  6s  and  8s  M RonOedge 1858 


A  Biography,  by  B.  P.  Hood,  post  8vo,  8s  6d Catk 1856 

Cambridge  Installation  Ode,  illaminated,  4to,  8s  6d  Rell  d;  J)aldg  .1147 

'  I>eserted  Cottage,  illnstrated,  sm.  4to,  7s  6<i— red.  to  5$ RouUedge  1858 

>  Barlier  Poems,  Notes  by  Wm.  Johnston,  12mo,  6s  Moxon  1857 

•  Bxcnrsion,  a  Poem,  new  edit,  12mo,  6s  Moxon  1857 

with  Topographical  Notes,  fcap.  8yo,  Is   Whittaker i860 


Etchings  by  Fraser,  obi.  foL,  21s ;  India  proofs,  81s  (id  Colnagki  1859 

Quids  to  the  Lakes,  by  Hudson,  new  edit.,  12mo,  6s  Whittaker 1853 

•  Law  of  Mining,  Banking,  ftc,  6th  edit.,  8yo,  16s Remiimg 1854 

•Memoinof,  byChr.  Wordsworth,  2  r.  8to,  SiOs Moaoom  1851 

-  Pastoral  Poems,  illnst.,  p.  8to,  7s  6<i,  1857  ;  new  edit.,  6s  Xow    1860 

-Poems  fortheToung,  lUustrmtions,  sq.  16mo,  6s   Strakam 1861 

of  Barly  and  Late  Tears,  12mo,  6s  Moxon  1846 

-  selected  by  B.  A.  Willmott,  illustrated,  sm.  4to,  21s  RoutUdge  ...1858-^ 


-  Poetiy  of,  a  Critical  Essay,  12mo,  Is    WhitUiker 1853 

-  Prelude  ;  or.  Growth  of  a  Poet*s  Mind,  8to,  14s,  1850  ;  12mo,  6s  Moxom  1851 

•  Select  Pieces  from,  12mo,  7s  6<i^  Burnt,  1843;  new  edit.,  6s  ...  Moxon 1861 

-Poems,  with  life  of  the  Author,  82mo,  U6d  Simpkin i86x 


Sonnets,  12mo,  9s  6d— red.  to  6s Moxtm  1838 

—White  Doe  of  Bylstone,  illustrated,  8to,  18s  LongmoM  1858 

«— — — Yarrow  Bevisited,  and  other  Poems,  12mo,  6s    Moxon  1835 

Worgan  (0.)  Gems  of  Sacred  Melody,  roy.  8yo,  12s Low   1841 

—  (J.B.)  Speculum  Boclesise  AnglicansB,  8to,  lOs  6<2 Pariber  ^18011.1843 

Worge  (J2.ii.)  life  of,  byG.  Duke^  8to,  8s  6d Parker  A  Sa»   1844 

Work  Table  and  Embroidery  Prune  Companion,  48mo,  8s MUehdl 1843 

Working  and  Waiting,  a  Tale,  18mo,  U6d UaMer% i860 

Boy's  Sunday  ImproTed,  illust,  18mo,  Is  6d   RA,  Traxi8oe.\%^ 

——- Man's  Wife,  18mo,  Is  jR«l.  7Vact.iSbe.1844 

Workman's  Testimony  to  the  Sabbath,  12mo,  Is JoMUAoin€  1851 

Works  of  Barly  Masters  in  Christian  Decoration,  2  r.  imp.  folio,  10^  10s WtaU 1846 

Bmxnent  Blasters  in  Painting,  Sculpture,  &e.,  imp.  8to,  18s Condi  1855 

Workwoman's  Bay,  by  Author  of  The  Mother's  Mission,  18mo,  Is Rd,  TraA  Soc  1859 

— — Guide,  byalAdy,  new  edit.,  4to^  21s  jStstpKw 1840 

World  and  the  Child,  an  Interlude,  4to RoaAw^ClMhn^d, 

■  Church,  2nd  edit.,  12mo,  Is iS»mp£tn 1846 

at  Home:  Selection  of  Tales,  Sketches,  fcc.,  post  8to,  2s Hogg  4s  S«m  ^..\%il 

in  Which  I  lire,  and  My  Place  in  It,  edit  by  Bev.  J.  H.  Broome,  12mo,  7s  6d  Werthoim  1857 

— the  Year  1840,  8to,  4s    Nicki$mm  1^41 
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'World  of  Fiumtoins,  a  Poem,  12mo,  Z$6d Hardmcke 186I 

•  Wooden  Kerealed  by  the  Mierosoope,  by  Hon.  Mrs.  W.,  16mo,  Z$  6<i  Oroombridge  ...1858 

on  the  Thamee,  by  Rnsticas,  12mo,  la  6(i MozUy  1855 

W^orld's  Album ;  of,  Qift  Book  of  Art,  4to,  21«  Clarke  Jb  Co,... 1%$^ 

Fair;  or,  Children's  Priie  Gift,  12mo,  2«  6cl Ltan 1851 

Fandtnre,  a  NotcI,  3  v.  post  8vo,  81«  M   SkeH  i860 

— —  Highway,  reprinted  from  the  Calcutta  Beview,  8vo,  2«  M WeaU 1856 

Verdict,  3  y.  post  8to,  31f  tf<i  Hurst  A  B,   ...i860 

'Worley  (^.T.)  Boi^,  aTrsgedy,  8vo,  3«  6d  SaundenAO.  1843 

W^ormeley  {Mary)  Amabel ;  or,  Victory  of  Love,  3  y.  post  8yo,  SU  6d Smith  A  Elder  .1%$^ 

-  Our  Coasin  Veronica,  cr.  8yo,  6i New  York 1855 

Worms  (IT.)  Barth  and  its  Mechanism,  8yo,  lOf  6d Longman  i86s 

Worn-oat  Neology,  Strictures  upon  Essays  and  Beyiews,  8yo,  It Weriheim  1861 

Womum  (iZ.iV.)  Analysis  of  Ornament,  Characteristics  of  Styles,  2nd  ed.,  roy.  8yo,  8«  Chapman  A  fT.  1861 

Sketch  of  History  of  Painting,  2  y.  18mo,8»,'45  ;  fp.  8yo,  di,'59  ;  U  Grijfin    1861 

Worrell  (/.  R)  Edwy,  an  Historical  Poem,  12mo,  3f  aef  ffouUton    1841 

Woraaae  (/.ii.)  Account  of  the  Danes  and  Northmen,  post  8yo,  \0t  6d Murray 185a 

Primayal  Antiquities  of  England  and  Denmark,  10a  6d — ^red.  to  6a...  J.H.AJ,Parker\%^^ 

Worsihip  from  the  Word  :  Flsssiiges  from  Scripture  set  to  Music,  12mo,  la  M   M*Phun    1857 

of  God,  and  Fellowship  among  Men,  Sermons,  12mo,  8a  6e{ BellA  Daldy  .1858 

Woraley  {Fro.)  Qasella,  a  Poetic  Bomance,  12mo,  7a SaundertAO,  1839 

Last  Thane,  12mo,  2a WardALodc  .i86a 

(ITca.)  Life  of  Martin  Lather,  2  y.  8yo,  24a Bell  A  Daldy...  i%6o 

■  • — Prize  Essay  on  Juyenile  Depravity,  poet  8yo,  0a  Gilpin    1849 

{That,)  Proyinoe  of  the  Intellect  in  Religion,  V.  1,  8yo,  8a  ;  V.  2,  7a  6d  ...  Parker  A  S<m.,iSso 

• — V.  3,  7a  ;  V.  4,  8a ;  V.  5  &  6,  ea.  7a  6rf  Parker  A  iS<m..i850 

{Wm.)  Diseonrses  on  the  Principles  of  Unitarianism,  12mo,  3a Simpkin 1845 

Woraley's  New  Drawing  Book,  28  plates,  oblong,  7a  6d  Dean 1853 

Wortabet  (<?.if.)  Syria  and  the  Syrians,  2  y.  post  8yo,  21a Madden 1856 

{Jno.)  Bieligion  in  the  East,  Denominations  of  Syria,  post  8yo,  7tiid Nitbet i860 

Worthington  {Oto.)  Precedents  for  Wills,  with  Notes,  1852,  12mo,  16a Sweet 185a 

{H.)  Church  Catechism,  with  Explanations  and  Proofs^  12mo,  la   Longman  186a 

{Dr.  Jno.)  Diary,  Letters  of ,  V.  1  and  2,  4to ChethamSoc:^S-*ss 

{Maj.)  Military  and  Sporting  Adyentures,  2  y.  in  1,  post  8yo,  5t    Longman  1857 

Wortley  (.£<Kfy)  Alphonso  Alganres,  a  Play,  8yo,  6t How  1841 

-  Angiolina  d^*  Albano,  a  Kay,  8yo,  6a    How  1834 

-Etcetera,  post  8yo,  10a  6d Botworih  1853 

•  Bya  ;  or,  the  Error,  a  Play,  8yo,  5a Riekeriy    1840 

•  Fragments  and  Fancies,  post  8yo,  7tM SaundertAO.  1837 

-  Honour  to  Labour,  a  Lay  of  1851,  8yo,  5a..... W.  N.  Wrigkt.i%$i 

-  Hoars  at  Naples,  and  other  Poems,  post  8yo,  10a  6d Saunders  A  0,  1837 

-  Impreauons  of  Italy,  and  other  Poems,  post  8yo,  10a  6d Saunders  A  0.  1837 

>Jaiiah,  and  other  Poems,  post8yo,  7a Rickerby    1840 

'  Knight  and  the  Enchantress,  &c.,  Poems,  post  8yo,  6a  6d    Longman  1835 

-  Lays  of  Leisure  Hours,  2  y.  post  8yo,  21a Hookham 1838 

-  LiUa  Bisnca,  a  Tale  of  Italy,  12mo,  4a How  1841 

-Maiden  of  Moscow,  a  Poem,  8yo,  10a How  1841 

Narratiye  of  Trayel  in  United  States,  &c.,  185Q,  8  y.  post  8yo,  Sla  6d  Bentley 1851 

« Queen  Berengaria's  Courtesy,  &c..  Poems,  3  y.  poet  8yo,  81a  M JUekerby 1838 

Slaye,  and  other  Poems,  En^ish  and  Spanish,  8yo,  2a  M Bosworth  1853 

■ Sonnets,  post  8vo,  8a Bickerhy    1839 

Trayelling  Sketchea  in  Rhyme,  post  8yo,  5a  6<i Longman  1835 

— — Vilhge  Churchyard,  and  other  Poems,  post  8yo,  8a  6d Longman  1835 

-— Visionary,  a  Fragment,  and  other  Poems,  post  8yo,  7s  dd Longman  1837 

■  Canto  8,  poet  8yo,  7a Rickerby   1839 

Visit  to  Portugal  and  Madeira,  poet  8yo,  10a  6d Chapman  AH. ifiS4' 

Wotton(5ir  J.)  Poems,  edit,  by  Dyoe,  poet  8yo    Percy  Soe ».rf. 

{SirH.)  Letters  and  Dispatches  to  James  I.,  1617-20,  4to Roxburghe  CI,  1850 

and  Raleigh  {Sir  W.)  Poems,  edited  by  Hannah,  12mo,  5a Pickering 1845 

Wiaogall  (^.mm)  Expedition  to  the  Polar  Sea,  1820-23,  12mo,  18a  Madden 1840 

2nd  edit.,  12mo,  6a— red.  to  4a  6d  H.  Bohn   1844 

Wratialaw  {A.H)  Analytical  Ontlinee  of  Latin  Syntax,  kc,  fp.  8yo,  2a  6d;  n.e.,  Ia6<l  Simpkin 1862 

..  Barabbas  the  Scape  Qoat,  Sermons,  12mo,  Zs  dd Parker  A  Son  ,iZ$^ 

EUisian  Greek  Exercises,  12mo,  8a % Parker  A  S<m  ,iSss 

■ Lyra  Caecho-Slayoiiian,  Bohemian  Poems,  translated,  f cap.  8yo,  4a  Parker  A  Son  .  1 849 

I   Queen's  Court  Manuscript,  with  Bohemian  Poems,  12mo,  4a  BellA  Daldy... i%^% 

(IF.)  Adyentures  in  Constantinople,  a.d.  1699,  post  8to,  6a  6(2   Bell  A  Daldy... i96% 

Wiaxall  {Lose,)  Armies  of  Austria,  Prussia,  France,  Russia,  k  England,  p.  8yo,  10a  6d  Allen  A  Co.    ...  1859 

Camp  Life:  Passages  from  the  Story  of  a  Contingent,  p.  8yo,  10a  6d  Skeet  i860 

— * Criminal  Celebrities:  a  Collection  of  Memorable  Trials,  feap.  8yo,  2a  Keni  1861 

Life  in  the  Sea,  cr.  8yo,  3a6(f    Houltton    i860 

Married  in  Haste:  a  Story  of  Every-day  life,  3  y.  post  8yo,  Sla  6d   Skeet  i86a 

■  Nayal  and  Military  Resources  of  European  Nations,  post  8yo,  4a    ...   Chambers  1856 

Only  a  Woman,  8  y.  po6t'8yo,  31a  6<2,  i860 ;  new  ed.,  fcap.  8yo,  2a  WardA  Loek...tH6i 

■  Visit  to  the  Seat  of  War  in  the  North,  fitm  the  German,  12mo,  la...  Chapman  A  H.  1854 

5  Q 
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WraxaU  (Zoic.)  Wild  Oate,  a  Tnle,  12mo,  2#   J,AC.Brow»  \%s% 

afid  Wehrhan  (A)  Memoini  of  Qaeen  Hortense,  2  v.  post  8vo,  2U...  HunA  AB 1861 

{N.  W.)  Historical  Mema.  of  Hia  Own  Time,  n.e,,  4  v.  8to,  62«  6rf,  '36— r.  2is    Bentieif  1839 

■ PoBthnmous  Mcmoini  of  His  Own  Time,  3  t.  8vo,  i2» — red.  to  24«...  Mtntley 1839 

Wray  {Eliza)  Child's  Help  to  Scripture  History,  18mo,  2» Hardwicke    ...i8bi 

— —  (^eo.)  Sermons  on  Character  and  Pretensions,  &c.,  of  Cnrist,  8to,  10s  6<i  ...  Longman  1838 

(Leo«) Practical  Sugar  Planter,  8vo,  21*  Smiths  Elder  1848 

•^ — (r.)  Poems  on  Various  Subjects,  24mo,  Is  6rf  Simpkiit ^..1844 

Poetical  Remarks  on  Neale'a  Songs  and  Ballads  for  the  People,  12mo,ls  Sintpkin 1844 

Wreath  from  the  Woods  of  Carolina,  sm.  4to,  18i  New  York 1859 

of  Friendship,  12mo,  3s PaHridge 1851 

— — ^  Laurels,  commemorating  many  famous  Johns,  square.  Is  WhiUakar 1851 

Lilies,  a  Gift  for  the  Young,  18mo,  4*,  JSums,  1847  ;  3*  6d  MaaUn 1853 

I  Peace,  a  Souvenir  of  1861,  folio,  15«  Coeki 1851 

• ;  or,  Thoughts,  Foreign  and  Indigenous,  12mo,  Is  6<2 WkiUaker 1855 

out  of  the  Roses  of  Loretto  ;  or,  Rhymes  to  Our  Lady,  18mo,  Is  6d   T.  EichooxUom  1847 

Wreck  Ashore,  a  Tale  founded  on  Facts,  12mo,  U  6d Hodgttm    i860 

Wreckers,  a  Novel,  by  Author  of  Fabian's  Tower,  &c.,  3  v.  post  Svo,  31s  ^  »  Newby  1857 

Wren  (iKr  0  and  his  Times,  by  James  Elmes,  8yo,  14s Chapmamde  JB.i%$^ 

Wren;  or,  thePaiiyof  the  Greenhouse,  sq.  18mo,  Is Bwm$    1843 

Wroneh  {F.)  Brief  Account  of  the  Parish  of  Stowtinx,  8yo,  2s  ^d /.  ft.  Swiitk    ...1845 

— (MiuM.)  Charcoal  Burners,  new  edit.,  18mo,  Is  M   Matten 1855 

Cottage  by  the  Lake  ;  or,  the  Wilmer  Family,  12mo,  2s    Werihtim  1853 

— — Visits  to  Female  Prisoners  at  Home  and  Abroad,  12mo,  5s    Werih^w^  185a 

Wrenfordsley  (Hen.)  Conversion  of  Leases  for  Lives  Renewable  for  Ever,  12mo,  4s...  Benning 1855 

Wriggleses  on  the  Rhine  ;  or,  Awkward  Family,  12mo,  Is Clarke   1854 

Wright  [Adam)  Congregational  Tune-Book,  oblong,  3s  6d Ndatm   1860 

(And.)  Court  Hand  Restored  ;  or,  Student's  Assistant,  sm.  4to,  26s— r.  15s  H,  Bokn    1846 

(B,W,)  Berlin  Revolution,  as  to  University  and  School,  12rao,  2s  6d SeeUy 1853 

■ Sketches  of  Modem  Irreligion  and  Infidelity,  12mo,  2s  6d Seeley 1851 

((7.^.)  Genesis  in  Hebrew,  8vo,  7»  (kl Tf t//tams dt  iV.  1859 

Modem  Irish  Grammar,  for  Dublin  University,  8vo,  2s  6<i    WiUiamsAN^  i860 


■  (E.C.)  Lichen  Tufts  from  the  Alleghanies,  12mo,  6«  Gd New  York i860 

.  (0,P.)  Exercises  in  Elementary  Algebra,  12mo,  3s  6d    BeUde  Ikddg...i%$7 

What  is  Music?  8vo,  Is Adidown    i860 


.  ((?.iV.)  Chinese  Empire  Illustrated,  2  v.  4to,  60s    Xon.P«i6.(7oui8s8>9 

Cream  of  Scientific  Knowledge,  18mo,  3s    Tegg  1847 

Eton  Greek  and  English  Grammar,  new  edit.,  12mo,  4s Joy    1854 

France  Illustrated,  4  v.  4to,  63s  Fuiher    1845-7 

G^eek  and  English  Lexicon,  18mo,  7s,  1835  ;  new  edit.,  4s  6ci Tegg  1861 

Landscape  Illustrations  of  Scotland  k  Waverley  Novels,  2  v.  4to,42s  Fi^er   1836-8 


Life  and  Campaigns  of  the  Duke  of  Wellington,  4  v.  8vo,  56s Fiaher   1S4.1 

Times  of  Louis  Philippe,  8vo,  16s P.Ja^kkm 1850 


New  and  Comprehensive  Gazetteer,  5  v.  8vo,  U  16s  KeUy 1838 

Selection  of  Greek  Sentences,  new  edit,  18mo,  2s Tcgg  1856 

•  Shores  and  Islands  of  the  Mediterranean,  2  v.  4to,  42s P.  Jadaon    ...1841 

(B.C.)  A  Kiss  for  a  Blow,  roy.  16mo,  4s  6d,  1851— red.  to  Is  6<i   Partridge  i86x 

Defensive  War  :  a  Denial  of  Christianity,  12mo,  2s  Gilpin    1846 

•  Illustration  of  Human  Life,  18mo,  7s  6«i    /.  Chapman  ...1849 


Six  Months  at  Grsfenberg  on  the  Water  Cure,  post  8vo,  5s  M Cash  - 1849 

'(H.O.)  Headaches,  their  Causes  and  their  Cure,  3rd  edit.,  fcap.  8vo,  2s  M  Churchill  i860 

-(H.P.)  Recollections  of  a  Crimean  Chaplain,  &o.,  post  8vo,  Is Ward  A  Lod:  .1857 

-  (/as.)  A  Pew  Words  alM>ut  Eden,  demySvo,  2s Piper 1854 

Britain's  Last  Struggle  ;  Lectures  on  Two  Witnesses,  12mo,  4s  6d    Niabet 1851 

Europe's  Crisis,  12mo,  5s  Nitbet 1856 

Letters  to  Sir  Charles  Bell,  on  Stuttering,  8vo,  Ss  6d :...  WhiUaker 1839 

Plea  of  Humanity,  8vo,  3s  6d Sherwood  1845 

-  (Jno.)  Christianity  and  Commerce  the  Results  of  Railways,  8vo,  2iQd Dolmmi 1851 

Genius  of  Wordsworth  Harmonized  with  Reviewers,  8vo,  5s Longman  1853 

-^ Last  of  the  Corbes,  an  Irish  Legend  of  1641,  post  8vo,  10s  6d Macrone    1835 

Poetry,  Sacred  and  Profane,  8vo,  10s  Lorkgman  1851 

Popularlntroductionto  the  Bible,  2nd  edit,  fcap.  8vo,  2s    Whitfield  i86x 

Religious  Tmths  and  Duties,  12mo,  2s Wh^ifield  1855 

— ^— —  Sermons  on  Freedom  and  Bondage,  8vo,  2s  6(i    GuiUaume 1851 

•  Papal  Aggression,  8vo,  2s GuiUanme 1851 


Third  Work  of  Original  Poems,  designated  Comfort,  12mo,  5s  6<2...  Richardton   ...\%^x 

(Jo$.)  David  King  of  Israel,  Readings  for  the  Young, r.l6mo, 5s  ;  n.e.,3s6fi{  Macmillan 1861 

—  ■■  Hellenica  ;  or,  History  of  Greece,  in  Greek,  12mo,  3s  6d MacmiUan 1857 

Help  to  Latin  Grammar,  post  8vo,  4s  6d Macmillan 1855 

Natural  Capabilities  of  Man  Considered,  8vo,  2s    Piper 1854 

Seven  Kings  of  Rome,  fcap.,  3s   Macmillan 1856 

■  Vocabulary  and  Exercises,  fcap.  8vo,  each  2s  6d;  together,  5t Macmillan 1858 

(J.B.)  Manual  of  Universal  History,  on  Basis  of  Ethnography,  12mo,  3s  6d  WhiUaker  i8<i 

(/.iT.)  Breakfast-Table  Science,  18mo,  2s  6d Tegg    ,.!i84o 

— , Ooean  Work  ;  or,  Evenings  on  Sea  and  Land,  18mo,  2s  6d— r.ls  M  Tegg  ....!. !!.!!•!  1845 
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Wzight  {J.M.F.)  Solutionaof  the  Cambridge  Problems,  1800-20,  2t.  8yo,  6S«-r.l8f  Belldi  Daldy.^tS^^ 

"  (if aria)  Anchor  of  Hope;  or,  New  Testameot  LecBons,  18mo,  ls6d  JtouUedge  1859 

'  Bov  of  Faith  ;  Old  Testament  LeasonB  for  Children,  12mo,  U  6d     Routledge  1859 


(Mn,)  Onr  World  :  its  Rocks  and  Fossils,  12mo,  2a    Jarrold 1859 

The  Globe  Prepared  for  Man,  2nd  edit.,  12mo,  Ss  6d W,  J.  AdafM    185$ 

>  What  is  a  Bird  !  its  Form,  Instinct,  and  Use,  new  ed.,  18mo,  2«  6d  Jarrold 1F61 


-  (P. I.)  Rtndy  of  the  Creation,  and  other  Subjects,  8rd  edit,  16mo,  2f Partridge 184.^ 

-(i2.ir.)  Elementaxy  Algebra,  12mo,  2»  6d Bell  diDaldjf...  1^40 

Arithmetic,  12mo,  lt6d;  Key,  2t  Bean 185a 


(T%o.)  Aneodota  Literaria,  8yo,  7t  M J,  R.  Smith    ...1844. 

Anglo-Norman  Metrical  Chronicle  of  Geoffrey  Ghtiner,  8vo,  12«    ...  J.  R,  Smith   ...1850 

— ^—  Biographia  Britannica  Literaria,  Anglo-Norman  Period,  Syo,  12«...  Parker de Son... 19^6 

Saxon  Period,  Syo,  12« Parker  A  Son...  1$^% 


•  Celt,  Roman,  and  the  Saxon,  a  History,  p.  8YO,8t,'sa  ;  2nd  ed.,12ff  A.  Hall 1861 

•  Dictionary  of  Obsolete  and  Provincial  Words,  2  y.  post  8yo,  10s  ...  ff.  Bohn    1857 

•  Domestic  Manners  and  Sentiments  in  England,  sq.  8ro,  21< Chapman  Js  IT.  1 861 

-  Early  Christianity  in  Arabia,  8vo,  6«,  1855— red.  to  it  6d  Wiuiama  ds  N.  1856 

.—«#- English  Poetry,  4  y.  16mo,  20«  Pickering  1838 

Mysteries,  and  other  Latin  Poems,  8yo,  9f    NichoU  1838 

I^Yols  in  Palestine,  post  8yo,  6f   H.  Bohn   1848 

•  England  under  the  House  61  HanoYer,  2  y.  8yo,  32« Bentleg  1848 

-  Es»ys  on  Archeological  Subjects,  &c.,  2  y.  post  8yo,  16f /.  R.  Smith  ...1861 

literature,  &c..  Middle  Ages,  2  y.  post  8yo,  16s  /.  R.  Smith  ...1846 


•  Genius  of  Chaucer,  a  Prise  Essay,  8vo,  2s  Whiitaker 1861 

>  Guide  to  Urioonium,  12mo,  It  ^    Kent  1850 

•  History  and  Topography  of  Essex,  2  y.  4to,  84f Virtue    n.  d, 

of  Ireland,  8  y.  roy.  8yo,  45s  Tallit  1848-52 

•■ — Ludlow,  8yo,  16t6d;  roy.  8yo,  25s J.  R.  Smith  ...185a 

-Scotland,  12mo,  10s Virtue    n,d. 


Manual  of  Conduct ;  or.  Christian  Principles,  12mo,  7s  6cl  Longman  1837 


Narratiyes  of  Magic  and  Soreery,  2  y.  post  8yo,  21s BentUy 1851 

-  Poems,  English,  Latin,  &o..  Thirteenth  Century,  Syo,  5s J.  R.  Smith  ...1838 

-  Politi(»I  Poems  and  Songs,  Y.  1,  roy.  Syo,  10s,  i860  ;  V.  2j  10s  ...  Longman  1861 

■  Queen  Elizabeth  and  Her  Times,  2  Y.  Syo,  82s    Colbwm 1838 

Romance  of  Seven  Sages,  post  Syo   Percy  Soe. n.d. 

Scrape  from  Ancient  MSS.,  2  y.  8yo,  40s— red  to  24s   /.  K  Smith  ...1845 

•  St.  Patrick's  Puigatory,  an  Essay,  post  Syo,  fs  /.  R,  Smith  ...1843 

■  Yision  &  Creed  of  Piers  Ploughman,  2v.p.  Syo,  21s, '42;  n.6.,2v.fp.,10s  Pickering 1856 

•  Wandering  on  the  Traces  of  Romans  in  Britain,  post  Syo,  8s   Nieholt 1854 

•  and  Evans  {R,H.)  Gillray  and  his  Caricatures,  Svo,  15s    ff.Bohn 1851 


(T.O.)  Reports  on  Cholera  in  W.  Torksbiro  Lunatic  Asylum,  8yo,  7s  6(2...  Longman  1850 

{T,P.)  Reasons  for  Reviving  Synodical  Fuuctions  of  the  Churoh,  Svo,  3s  6d  Rivington  2849 

{T.  W.)  Consideratiotts  on  Sacred  History  of  the  Old  World,  Svo,  8s  6d Longman  1849 

(W.)  Deafness  and  Diseases  of  the  Ear,  poot  Svo,  10«  6(i    Netoby   i860 

— —  Fishes  and  Fishing  :  Artificial  Breeding  of  Fish,  Ice,  12mo,  6t  ...  Newbg   1858 

'  Opuscula  Arabica,  from  MSS.  at  Leyden,  Svo,  4s    WiUiamt  AN.  1859 

Racing  Record  ;  or.  Guide  to  the  Turf,  12mo,  2s  6d  Wright AnnwU 


Slavery  at  the  Cape  of  Good  Hope,  8vo,  4s    Longman  1838 

( fT./r.)  Treatise  on  Mortars,  fcap.  Svo,  9s    Wiley    1845 

(H^. if.)  Sermons  on  the  Book  of  Revelatton,  12mo,  8s  6d  Longman  1844 

Wright*B  Exposure  of  Quackery  and  Imposture  in  Medicine,  post  Svo,  7s  6d    J.  S.  Hodtwii...i%'i% 

Supplement  to  the  Peerage  of  1S45,  1S46,  1847,  1S48,  each  5s    Wright  1846-9 

Wrightson  (A. )  Introductory  Treatise  on  Sanscrit  Hagiogmpha,  12mo,  5s WhiUaker 1 8 59 

(A  ^.)  History  of  Modem  Italy  to  1S50,  post  Svo,  10s  6d  BewtUy  1855 

{Tho.)  Essay  on  the  Punishment  of  Death,  poet  Svo,  3s  M Hearne 1857 

Wrigley  (A.)  Arithmetic  for  the  Use  of  Schools  and  Colleges,  12mo,  Ss  6<f   BeUd:  Ddldy...i%6% 

Examples  and  Problems  in  Mathematics,  new  edit.,  Svo,  Ss  6d Longman  i86a 

— Companion  to,  by  Platts  and  Wrigley,  Syo,  15s     Bell  A  Daldy...i  861 

Writer's  and  Student*s  Assistant,  English  Synonymes,  new  edit.,  12mo,  Ss  Whittaker 184a 

English  Grammar,  12mo,  Ss Whiitaker 1838 

Writere  of  the  First  Three  Centuries,  cr.  Svo,  3s BeUSe  J)aldy...i%^y 

Written  Caricatures  from  Charivari,  Illustrations  by  Leech,  ISmo,  2s  6d Chapman  da  IT.  1 841 

Wrongs  of  the  Caffre  Nation,  by  Justus,  12mo,  5s    Duncan 1837 

Wioth  (H.T.)  Hulsean  Essay,  1848  :  Mohammedanism,  Svo,  8s    Parker d: Son... il^^ 

{W.R.)  Five  Sermons  on  Old  Testament  Types  of  Baptism,  poet  Svo,  8s Mattert i860 

Wrottesley  {Lord)  Thoughts  on  Government  and  Legislation,  post  Sro,  7tid   Murray 1 859 

Wyand's  Educational  Course,  12mo,  vis.:— Wyand  1858 

Ganltier^s  Lectures  Gradu6es,  Select,  Is  6d.  Junior  English  Grammar,  12mo,  Is. 
Mythological  Primer,  in  Rhyme,  12mo,  6d.  Noel  et  Chapsal,  Exereices 
Fianfais,  12mo,  Is  6d.  Noel  et  Chapsal,  Grammaire  Franfaise,  12mo,  Is  6d, 
Orthographical  English  Rxereises,  Is.  Outlines  of  History,  Pt.  1,  Ancient,  2s. 
Pellieo,  le  mie  ^gioni,  12mo,  Is  6d.  Selection  of  French  Poetxy,  Is  6d. 
Virgil,  .Sneid,  Lib.  1-6,  Is  erf. 

WynU  (O.P.) 'Poems,  Original  and  Translated,  X2mo,  6s Frcaer  1837 

_.-^(^o.)  LachrymsBEocletise,  12mo,  ds6d  CUaver 1848 
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WjAtt  i/cu.)  History  of  the  Harper  Bedford  Schools  and  Charities,  new  edit,  8to,  St  Lomffmam  1I56 

{M,J),)  Art  Treasares  of  the  United  Kingdom,  2  t.  folio,  16/  16$    Day  it  Stm    ...1S57 

Industrial  Arte  of  the  Nineteenth  Century,  2  ▼.  folio,  17/  17a Ikty  A  S<m    ...1S53 

Metal  Work,  and  its  Artistic  Design,  folio,  6/  6# Day  A  Son    ...1851 

Notices  of  Sculpture  on  Ivory,  4to,  3«  ;  with  Oldfield's  Notices,  U  6d  Arundel  Aw....  1856 

■  Report  on  French  Exposition  of  Products  of  Industry,  folio,  2t  6d    CumdaU 1S49 

Specimens  of  Geometrical  Mosaics  of  the  Middle  Ages,  folio,  62<  6(i  ...  Day  A  80m    ...184S 

Views  of  the  Crystal  Palace  and  Park,  folio,  31*  Qd Day  A  S(m    ...1854 

What  lUuminating  Was,  cr.  8vo,  1<  6(/.     Should  Be,  1«  6<i.     \  ^.^  h$ ,  Day  A  S/an    ...1S61 


(5irr.)  Poetical  Works,  by  Bell,  12mo,  2«  6c/ Gr%Si^    1854 

Qilfillan,  8vo,  4«  6d .V«6e«    1858 

(T.)  Beauties  of  Sacred  Literature,  %^o^  20s Boston,  U,S....\%^ 

•  Commanders  in  the  American  Army  during  the  ReToluUon,  roy.  870, 24«  /.  Cha^gimttM  ...1848 


Wyatrille  (SirJ.)  Illustrations  of  Windsor  CasUe,  folio,  8/  8a  ;  India,  14/  14« WtaU    1841 

Wybrow  {Pre.)  Memoirof,  18mo,  Is  6</ NitkdL    1856 

Wycherley  (H'm.)  Congreve,  Yanhrugh,  and  Farquhar's  Works,  r.  8yo,  20«^r.  to  12«  HoutUd^ 186a 

WycliflPe  (/«o.)    See  Wicliffe. 

Wyeth  {W.U,)  ^farble  Mason's  Assistant :  Tables,  32mo,  Is Simphm 1853 

Timber  Merchant  and  Builder's  Assistant,  16mo,  Is  Simpkin x8$4 

Wyld  (/oa.)  Guide  to  the  Gold  Regions  of  Califomia,  8to,  2a  6d  Strange 1850 

Notes  on  the  Distribution  of  Gold  throughout  the  World,  8vo,  2t6d  ...  Wyld 185a 

Treatise  on  Use  of  the  Globes,  12mo,  3a Wyld 1859 

(J.W,)  Sketches  of  Religious  Communities,  Denominations,  kc.,  16mo,  4a  Forty 1850 

{R.S.)  Philosophy  of  the  Senses,  12mo,  7a  6</— red.  to  8a  6c/ Simfkin 1856 

Wylde  {/(u,)  Magic  of  Science,  a  Mainual  of  Easy  Experiments,  illust,  cr.  Syo,  5a...  Grijuk    1S60 

Wylie  (il n(i.)  Tables  of  luTestment,  Interest,  and  Commission,  post  8to,  5$ LetU  1856 

(J.  A,)  Duty  and  Privilege  of  Supporting  the  Gkispel  Miniiitzy,  12mo,  la  6d  ...  Nubel     1857 

Great  Exodus  ;  or,  the  Time  of  the  End,  post  8vo,  6a  6</ Nitbet    i86a 

History,  Dogmas,  &c,  of  the  Papacy,  8vo,  Ss  6d ffamilUm  1851 

Modem  Judea  compared  with  Ancient  Prophecy,  12mo,  7a6c/,  '51  ;  5<  Orifin  1858 

On  Unfulfilled  Prophecy,  18mo,  la  6c/    Oroombndffc.ii^S 

Pilgrimage  from  the  Alps  to  the  Tiber,  post  8vo,  7a  6d HamUUm  ^ 1855 

Scenes  from  the  Bible,  12mo,  5a,  1844;  with  plates,  7a  6<i,  1849 »  S'--  G^J^    1858 

Seventh  Vial :  Exposition  of  the  ApoeaJypse,  post  8vo,  7a  6</ Theobald   1855 

Tercentenary  of  the  Scottish  Reformation,  post  8vo,  4a  6c/  HemilUm i860 

Wanderings  in  the  Valleysof  the  WaIden8es,p.8vo,5a,'58,i\rta6e/;  r.2a  6</  GriJjfM.  1861 

(MadJ)  Commerce,  Resources,  and  Prospects  of  India,  8vo,  2a DtUtot^ 1857 

English  Captives  in  Oudh,  8vo,  2a Dalten.  1858 

(ifra.4f.)  Story  of  the  Gospel  in  Barmah,  12mo,  5a  DaUum  1859 

(R,  W.\  Chanter's  Manual  for  Exeter  Cathedral,  8vo,  8a  6d  MaiUrt 1858 

{W.H.)  Old  and  New  Nottingham,  poet  8vo,  5a  6c/ Longnum  1853 

(IF.if.)  Bengal  as  a  Field  of  Missions,  8vo,  10a  Daltom  1855 

Fairford  Graves ;  or,  Anglo-Saxon  Burial  Phice  at  Fairford,  4to,  10a  6d  J,H.4bJJ^arkeriis^ 

Wylkes  (J.ff.)  Curiosities  of  the  Microscope,  12mo,  6a  Od PkUadelpkia,.. i%si 

Wylson  (Jcu.)  Mechanical  Inventor's  Guide,  12mo,  3a  6c/   Simpkm 1859 

Wyman  (if.)  Treatise  on  Ventilstion,  post  8vo,  9a  IFiYcy 1846 

Wyn  {Eliit)  The  Sleeping  Bard,  translated  by  Borrow,  post  8vo,  5a   Murrag 1861 

Wyndham  (FraM.)  Wild  life  on  the  Fields  of  Norway,  post  8vo»  10a  6c/  L<mgmam  1861 

Wynn  {ff.W.)  Ravencourt,  a  Dramatic  Legend,  8vo,  2a  6d SimpkiH 1843 

(L.C.)  Truths  of  the  Catholic  Religion,  transl.  from  the  French,  12mo,  la  6d  T.  Rkkardtcn  1847 

((/u^ffi)  Ties  of  Kindred;  or.  Rest  at  Eventide,  12mo,  la  6</  RouUedge  1858 

Wynne  (Jat.)  Lives  of  Literary  and  Scientific  Men  of  America,  post  8vo,  7a  /.  Chapman  ...1851 

Private  Libraries  of  New  York,  8vo,  25a  ;  large  paper  edit.,  63a New  York i860 

(Too.)  Three  Original  Plays,  post  8 vo,  5a Botworih   1853 

Wynnes  ;  or,  Many  Men,  Many  Minds,  a  Tale,  fcap.  8vo,  5a MagUn ...1861 

Wynpersse  {Dion)  On  the  Divinity  of  Christ,  by  Alexander,  18mo,  2a  6c/    WkiUaker 1834 

Wynter  (/I n</.)  Curiosities  of  Civilization,  post  8vo,  6a  ffardwieke i860 

Our  Social  Bees,  Pictures  of  Town  and  Country  Life,  cr.  8vo,  ^ Hardwieke 1861 

{Dr.)  Derangement  of  the  Stomach,  square  16mo,  la Dolmam 184a 

Wynville  ;  or,  Clubs  and  Coteries,  a  Novel,  3  v.  post  8vo,  81a  6c/ Sheet  185a 

Wynyard  (if M^.)  Sermons  on  Christian  Duties,  8vo,  12a RmmgUm  1834 

Wyon  {P,  W.)  Edwin  and  Bthelburga,  a  Drama,  fcap.  8vo,  4a Smiths  Elder  i860 

Poems,  12mo,  6$ SmiUkdt  Elder  1859 

Wyrley  (Wm.)  True  Use  of  Arms  (Heraldry).  Reprint  of  1592,  post  8vo,4a  6</;  4to,9a  /.  R.  Smith  ...1853 
WyBe(jPni.)  America,  its  Realities  and  Resources,  8v.  8vo,  42a   Newby' 1846 

(/.)  Manual  of  the  Confraternity  of  LaSalette,  fcap.,  la  6d   RidianUom  ...1855 

(2%o.)  Treatise  on  Education  Reform,  8vo,  16a  Zongmam  1837 

Wythes  {J.H.)  Microacopist;  a  Complete  Manual,  12mo,  6a De// 1851 

Wyttenbach  {J.  H.)  Guide  to  the  Antiquities  of  Treves,  transL  by  Turner,  8vo,  8a  6c/  Parker  S  Son  1839 
WyviU  (i?.^.)  Pansies :  Poems,  12mo,  5a BeUSDaldg  .1861 

Xavisr  {SlP,)  Life  of,  by  Bartoli  and  Mafiei,  translated  by  Dr.  Faber,  8vo,  6a T,  Jone» 1858 

Missionary  Life  and  Labours  of,  by  Venn,  post  8vo,  7a  6c/   Lomgman  i86a 

Xenophon,  Whole  Works,  translated  by  Spelman  and  others,  8vo,  10a H.  B(An    1849 

Agesilaus,  translated  by  Watson,  with  Notes,  post  8vo,  2a  6c/ M.JBohn 1857 
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Xendphon,  ADAbuia,  Or.,  Anthon  et  Doran,  12mo,  7t  6c{ Tegff  185a 

Balfour,  post  8to,  8i  M    Xoi^rmai*  1853 

Hardy  and  Adams,  12mo,  4f  6d   WalUm 1854 

Long,  12mo,  6*  Dulau   1848 

: Macmichael,  12mo,  6#,  1851  ;  18mo,  2«  6d WhiUaker 186a 

Negris,  12mo,  U6d;  with  Notes,  12mo,  2s    Hamilton  1836 

WEite,  12mo,  7s  W  Longman  1848 

Lib.  1,  Interlinear  TranalatioB  by  Hardy,  12mo,  8s  W  ...   WalUm 1838 

1_2,  Notes  by  Hickie,  8to,  3»ed    Parser  <fe  5tm..  183^ 

Vocabulary  by  Fergusson,  12ino,  2s  W  Simpkin 1848 

1-8,  by  Philips,  12mo,  6s WhiUaker 1839 

—  Stanford,  8vo,  8s Simpkin 1841 


1-7,  Arnold's  Claancs,  12mo,  6s  6<i JUvingtan  1853 

-- Weale's  Classics,  12mo,  2s  WeaJe 1854 


Greek  and  Bnglish,  Books  1  and  2,  by  Giles,  18mo,  2s  6d  Comiah 1859 

Translated,  12nio,  3s  WhiUaker 1840 

by  Spelman,  12mo,  it  H  Simpkin,  1849;  8vo,  8s  B.  Bohn 1849 

Wheeler,  12mo,  4s  6rf    W,  Allan  1850 


and  Memorabilia,  translated  by  Watson,  post  8yo,  fit   If.  Bohn    1854 

Books  1-8,  tnmsl.  by  Allpress,  12mo,  4s Baldwin    1845 


•Cyropssdia,   Gr.,  Barker,  poet  Syo,  9s  6d Longman  1836 

Dindorf,  8vo,  10s  6d JJI. Jb J, Parker  1%$^ 

Eng.  Notes  by  Gorham,  12mo,  6s Whittaker 1856 


Bxoerpta  &  Major,  12mo,  8s  6d ParkenkSon,..i%si 

Oxford  Glaancs,  18mo,  2s J, H. A  J. Parker  1%  $7 

SelectsB  &  Arnold,  12mo,  8s  6<i Bivington  1853 

Lib.  1-8,  Geoghegan,  12mo,  69 Whittaker 1839 

Translated  by  Ashley,  12mo,  8s Whittaker 1841 

and  Hellenics,  translated  by  Watson,  Jus.,  post  8vo,  6s    If, Bohn    1854 

—  Greek  Sentences  and  Extracts,  Ft.  1,  12mo,  Ss Whittaker 1840 

—  Hiatoria  Gneca,  Gr.,  Dindorf,  8to,  lOs  6d J.HukJ.Parkeriisi 

—  History  of  Greece,  Book  1,  with  Notes  by  Hickie,  cr.  Syo,  4s  6d  Whittaker 184s 

—  Institatio  Gyri,  8vo,  10s  6d J,ff.deJ.ParkeriZs7 

—  Memorabilia,  Gr.,  Dindorf,  8vo,  7s  6<i J,H.deJ. Parker i%^i 

'    Hamiltonian  System,  new  edit.,  12mo,  ^ Aylott i860 

Hickie,  post  8to,  8s  6(f   Longman  1849 

Oxford  Focket  Classics,  l8mo,  Is  4d J.HJsJ.Parkerit^'^ 

Translated  by  Brine,  12mo,  8«6rf  WhiUaker 1841 

-  Wheeler,  new  edit.,  12mo,  8s  6<2    W,AUan  i86a 


Minor  Works,  translated  by  Watson,  post  8vo,  (^ H,  Bohn    1857 

Xenoa  (S,T,)  Devil  in  Turkey,  translated  by  Crosse,  8  t.  post  8to,  81s  6i<   E,  Wilson 1851 

TAOHTSAiLoa:  Practical  Tachtmanahip,  by  Yanderdeeken,  post  8to,  7s  6(i Hunt x86a 

Voyage  to  Iceland  in  1858,  post  8yo,  Is  6c2  A.HaU 1854 

Yad  Namub,  a  Chapter  of  Oriental  Life,  post  8ro,  10s  6<i,  1850  ;  new  edit.,  5s  Hatchard 185a 

Yakknn  Nattannawa,  a  Cingalese  Poem,  8to,  8s  Orient,  Tr.Fd.  n,d. 

Yankee  Cram;  wr.  Slick  Sketches,  by  Uncle  Sam,  12mo,  Is  Clarke   1853 

—^— Humour  and  Uncle  Sam's  Fun,  new  edit.,  12mo,  Is  Ward  di  Loth  ,1%^ 

Yapp  {G.  W.)  Art  Education  at  Home  and  Abroad,  12mo,  2«  (id ChapmanAH,  1853 

Tariflf  of  Duties  on  Imports  into  France,  1856,  8vo,  6s    Stanford  1855 

Yard  (Tho.)  Sermons  on  the  Trinity  and  the  Church  of  God,  12mo,  2s J. H, d: J.Parker i^s^ 

Yarmouth,  Foundaeion  and  Antiquitye  of,  edited  by  Palmer,  4to,  7s6i2 Whittaker 1848 

Yarrell  (TT.)  C^wth  of  the  Salmon  in  Fresh  Water,  fol.,  12s Van  VoorU  ...1839 

History  of  British  Birds,  8  v.  r.  8to,  90s;  1.  p.,  9/,  '43  ;  n.  e.,  94s  6d   Van  Vooni  ...1856 

Suppt.  to,  8vo,  2s  6d  ;  roy.,  6s  ;  imp.,  7s  6d  Van  Voorat  ...1845 

Fishes,  2  v.  8vo,  '36  ;  8  ed.,  63s,  r.,  96s  ;  imp.,  71 U  Van  Voortt  ...1859 

Yarwood  Papers,  8vo,  Is Cfroombridge...t9sS 

Yate  (ITm.)  Account  of  New  Zealand,  post  8vo,  10s  6d Seeleg 1835 

Yates  (J# rf.il.)  Letters  during  a  Journey  to  Switzerland,  2  t.  cr.  8ro,  16s— r.to  10s  M  Duncan ..1843 

Winter  Journey  in  Italy  in  1842,  2  T.  post  8vo,  21s   CoUntm 1844 

(Edm.)  After  Office  Hours,  12mo,  2s,  1861  ;  new  edit..  Is    Ward  tk  Zodb  .186a 

(Bdw.)  Elementary  Treatise  on  Strategy,  12mo,  10s  ^ooits 1855 

Elements  of  Science  of  Grammar  and  Turkish  Grammar,  post  8to,  5s  Attend  Co.    ...1857 


Treatise  on  Blilitary  Tactics  and  Strategy,  new  edit.,  2  pts.  8vo,  ea.6s  Boone 1856 

(if.ir.)  and  Brough  (A  A)  Our  MisoelUiny,  12mo,ls;  cL,  Is  6d EoutUdge 1856 

~ (^.  TT.)  My  Haunts,  and  their  Frequenters,  12mo,  Is Bogue 1854 

(/as.)  Art  of  Weaving  among  the  Ancients,  8vo,  24s   WaUon  1843 

What  is  the  Best  Unit  of  Length!  8vo,  2s ^BeUd!j>aldy...i%so 

(/./.)  Genealogical  Tables  of  Royal  Family,  sheet,  8s  6<i  BeUdiIkMy...\%^i 

(R.)  Abbey  of  St  Edmund's  Bury,  2nd  edit.,  toy.  4to,  42s;  L  p.^  84s NichoU 1844 

The  Additions  separately,  21s  ;  lar.  pap.,  42s 


(TTm.)  Memoir  of,  by  Pearce  and  Hoby,  8vo,  10s  6<;{ HouUUm  1847 

( W.H.)  History  and  Condition  of  Bsrpt,  2  v.  8to,  84s,i9iiuiAdt^.— red.  to  12s  H.  Bohn 184a 

Yasar-Veda,  the  White,  Sanscrit,  edited  by  Weber,  Books  1  and  2,  4to,  each  21s WiUiamt  d&  N.  1849 

Year  1800  ;  or,  Sayings  and  Doin^i  of  our  Fathers  and  Mothers,  sup.  roy.  8to,  Is  6ci   Sanderwom i860 


8&a  YEAR YOXGE  [BwanH  CAZAUcn 

T«tf  AflcrTear,ftTmle,  hj  Author  ci  fkal  Pcrrol],  |mt  8ra»  lOt  M Saimdtn  ^  O.  itst 

Bookol  CoantryUle:  Ec^Luh  Seacry.  Pmk  And  Ycne,  ISmi^  2i  M HcmlMam    1SC5 

of  Country  Life  ;  or,  Tout^  Xatoz^list't  Cbronicie,  ^ew  edh.,  feapu  8t«,  2«  6d  SocP.  C.  K.,.\%tQ 

TeardUr  t/wo.)  Memoir  mud  Dutry  of,  eJiud  by  Clnries  Tkylar,  Sto,  &i .fioMtt 1S59 

tj.^  J/.»  KartemOnstoms,  l-2roo,  3#  W    Dartom   «y. 

Tearaley  ^Jaa  )  iKr^'n-sas  Pra^ii-alJT  lUicvmud.  12mo,  7s,  1S44  ;  new  edit.,  8t«,  6t     CkmrekSi  iSco 

Trvatue  on  EnUr7tr<l  ToxL«iI  and  Roognted  Cmia,  7th  edit.,  8to,  5«  ...  CkmrckUl  1S61 

^— ^— — ^ Tkrcat  I>e&fn<9i,  nev  Q^il.,  8to,  Is  &< CkmrtkiU  185X 

IM-^A^es.  Bevedit.,  8to,  5«  C'A«rdUtf  1S56 

Ttttei  (7^o.^  He>*ew  Grammar,  by  BUi:  •>l^tzki,  roy.  Sto,  5s Simpkin 1846 

Yeatman(//.F.)  Bntnt  Knoil.  aPoem,  Vliax  Z$ Lomgwrnam 1859 

Teidbam  K^t,)  Hom^wp^iiiy  in  Venereal  Ihieaaea,  Sto,  2s  &/ Tmrmer iS6x 

Treatment  by  Homoropathy  in  Aeutre  IHiP— w,  8to,  6s  6(f BmU*€re   i?-:9 


TelTcrton  {H<m.Mrt.)  Martyr*  to  Cirmmsiaaee,  fcap.  8tov  5s BtmtUy iSfci 

Yeo  iff.)  a«tf  Billings,  jr.  JjPrartHW  of  Pleas  Side  of  Eich«|«€r,  Ireland,  SvfS  SOs...  Sutau   1843 

Y'euaMa  \T.H.)  *>n  Cunnimpuoa  of  the  Lon^  or  Decline,  12bo,  2s l^m    xt+i 

Treatment  of  Irritaliuty  in  SfienutorTbea,  12bo,  2s E.WiUom    1S54 

Yeomanry  Resnlations.  1S52,  Sto,  8s  6<i Paritr  J:  Sam    1S5J 

Yeowell  i/osw)  Cbrooicle*  of  tbe  Ancient  Britiab  Chnrc^  mv  cdik,  4to,  5s WtrOam  i«49 

Yea  aad  Xo,  a  Ta'e  for  the  Yoong,  l^mo.  Is Greem, 18^9 

or.  Glimpses  of  the  Great  Ccnii.-t,  3  r.  port  Sto,  Sis  ^ MaemiUaM is6o 

Yesterday;  or,  MaWl's  Story,  pert  !»ro,  H»s  Cd  Saumdert ^  O.  1S5I 

Yews  (The>,  by  Author  of  How  to  See  tJhe  En^iUh  lakes,  ISmo,  Is RtL  TmH  Soe.  1S59 

Yoakum  {H.iHiswrj  of  Texas  from  16^5  to  IMd,  4  r.  Sto,  2Ss Aew  Ycrk 1856 

YoUand  .,Col.)  Astronomical  OhservaUvns  :  t>pinance  Sorrey,  4to,  42s Lomgwum  1853 

1 Measnrement  of  Loazh  Fojle,  Ireland,  4to,  tU Lomgmam 184S 

Yonge  (CD.)   Arc-.lence;  or.  First  Kadi  menu  of  t^  lAtia  Tongwe,  12ao^  Is     WtUiams  185a 

Enzlish-Greek  Lexicon,  new  e«iit..  poet  4t4^  21s Lomgu^u 1856 

Exempla  Majora  Gneca,  12mo,  Z$  6d  Williams  1851 

Minora  Utina,  12ma,  2s WUIiamu  1851 

Exercises  for  Latin  Veraes  oat  of  On  Sense,  12mo,  4s  6d Lomffmam  184S 

^— in  Gre>?k  Prose  Ccmputuiioa,  12ino,  5s6<^  ;  Key,  Is Lompaam  1850 

Latin  Pivse  C:>niF<«itioB,  12mo,  5s  6i<;  Key,  12mo,  Is  ...  Lompaam  1850 


Gradns  ad  Punassum.  with  Dictiooaiy  of  Epithets;,  a.  ed.,  pL  8toi,12s  Lvmgmam   1836 

Separate,  Grados,  ds  ;  Epithets,  Ss  6<f 

History  of  England  to  Peare  of  Piris,  ISJ',  post  Sto,  12s Xma^etNt  1857 

Introduction  to  the  Latin  Ton^e,  12mo,  2s    WiiliaemM    1S51 

Latin  I>electas,  Appeihiix,  3s Lomgmmm  1856 

lite  of  the  Duke  of  Weiuajrtan,  2  r.  8to,  4C*s  CkApmmm,  de  H.i%6o 

Parallel  Lires  of  Ancient  and  Modern  Hertzes,  12mo«  4s  6d Ckapwaam  deH.  1858 

,  Phraseolcvical  Dictionary,  Latin  and  Ea^li^  new  edit.,  coapfate,  15s  BtmtUf i^S^y 

Srf-tiu^ite,  Latin -English,  7s  6J;  EiuIiaii-LAtin.  W6<< 

•  (C.JT.)  Abbey  CLur?h  ;  or.  Self  Control  and  Self -Conceit,  12mo,  4s  <mI    Jfoc^ i&H 

Ben  Sylvesters  Wctd,  ISmo,  Is    :.  Moxlef  1856 

Bi<-<TaVh':€a  of  Good  Women,  12mo,  ds    iiadey  i86a 

Oa>tle  Builder*;  or.  Deferred  CoDdrmatlcn,  fcap.,  3s  6^   iiod€f  1859 

Cn..s*?n  Ptoi.'.e  :  Sacred  and  Church  Hi&tory,  ISmo,  Is  Mt&ey  i86x 

. Christmas  Slummers,  ISmo,  Is Moslef  1858 

Conremttv^ns  00  the  Catecbismi,  3  r.  fcap^  Svo,  lis    Muzlry 1159-62 

Countess  Kate,  iMao,  3s  6J M%idey   186a 

Duisy  Chain,  new  «^iit.,  cr.  8to,  6s  MarmiUam 1S60 

Drneror  Terrace,  new  edit.,  cr.  Stoi,  6*    JUacmillam 1858 

Friarswood  Poest  C-t.-e,  3nl  ediu,  12mo,  2i  6d    Modty  1861 

Heart's  Ease,  new  e-iiu,  cr.  8to,  6s MaewuUan i86a 

Heir  of  RcdclTtTt:.  p^w  edit.,  cr.  8to,  6s MmemiUam 186a 

Henrietta's  \V":«h,  12 mo,  5s   JfasTcrs 1850 

Herb  of  the  Field,  fcap.  Sto,  3s  6<f MozUw  1S53 

History  of  Christijji  Namea,  2  r.  cr.  8to,  21# MmcmilUm i86a 

Sir  Thomas  Thumb,  square,  7s  6J,  1855  ;  nev  edit.,  2s...  Hamiltom 1S59 


Hopes  and  Fears,  new  edit.,  cr.  fevo.  6s  MmemilUu i860 

InstructiTe  Picture  Book,  Veeetabie  Worid,  4to,  lOs  6<f Eumilicm  1857 

Kenneth  ;  or,  the  Rear  Guard  of  the  Grand  Army,  12bo,  5s    J.HJtJJ^mrktrit^^ 

Kings  of  England,  7  ed.,  fp.  Sto,  Ss;  ahr.,  Is ;  Vith  QaestioM,  Is  2rf  Mn^zlef   i86a 

lAncesof  Lin  wood,  new  edit.,  ISmo,  3s MmewaUmm. 1S57 

Landmarks  of  History,  Ancient,  new  edit.,  fcap.  8to,  2s  6rf ITodlcy  i860 

Middle  A««,  m-ed.,  fcap.,  3s;  Moder«,  5s  6«f  Mczlty  i86a 

L&nirley  School,  ISmo,  2s  6d M^Iew i860 

Memoiiof  Marie  Thcrcse  de  lAmourons,  12mo,  Is  wf MucmiUam 1858 

Pizeon  Pie,  2nd  edit.,  ISmo,  Is    JTasicy  i86x 

Scenes  and  Characters,  new  edit.,  fcap.  Sto,  3s  6<i Mosief  1857 

Sir  Splcenwort,  and  other  Stories.  ISmo,  Is    GrMmbnd^  ...i86a 

. Stokesley  Secret,  2nd  edit.,  ISmo,  3s  6<i MasUf  it6a 

Two  Guardians  ;  or.  Home  in  this  Worid,  new  edit.,  12B0i,  6s Mm^en   1861 

Ware  of  Wapsbunrh,  ISmo,  5s gn— inrfyt  ...i86a 


Harriet  and  her  Sii»ter,  ISmo,  tkf.      Leonard  the  lim  Hearty  lSaM»,  6dL       Loadss 
Guide,  ISmo^  Sd.     Midsammer  Day,  ISmo,  3dL     Railway  GhiidiCB,  ISiM^  6dL 


1835—1862]  YOXGE YOUNG  853 

Tonge  (CM.)  Toang  Stepmotlier,  cr.  8to,  10<  6<2  Macmillan 1861 

{Jaa.)  Sennona,  new  edit.,  S  series,  Svp,  eacb  St  (id Rivington    1846-51 

(J.E.)  Scriptores  Qrasci :  Selections  from  Greek  Prose  Writers,  8vo,  lOt Williams  i86i 

(N.B.)  Falmam  qui  memit  ferat,  a  Poem,  8vo,  If Sauntlerttk  0.   1857 

— ^— Shadow  of  the  Yew,  and  other  Poems,  poet  Bvo,  6«  W , Saunders  ds  0.  1856 

-  Still  Small  Voice,  8yo,  6«  6rf Saunders  JtO.  i860 


(WaU.)  jyiBiry  of,  1604-28,  edited  by  Roberts,  4to  Canuien  jSoc...  1847 

Tool  [O.  V.)  Essay  on  Waste,  Nuisance,  and  Trespass,  8to,  lOs  6d    Maxwell    i86a 

Torke  (Brjfan)  The  Mother,  and  other  Poems,  8vo,  3« Saunders  A  0.  1858 

(Cy.)  Cain  and  Abel,  a  Poem,  12mo,  4«    Blenkam  1836 

Church  of  Christ  Pourtrayed,  12mo,  4s Nisbet    1843 

Ordinances  of  Christ  Considered,  18mo,  IsM   Nisbet    184a 

Original  Researches  in  the  Word  of  God,  12mo,  6s Batchard 1856 

Poems  from  a  Note-Book,  12mo,  3s  6d    Seele^ 1850 

Reflections  on  Duties  of  Life,  12mo,  6s  Hatchard 1845 

Verses  for  Pilgrims,  12ipo,  3s  6d Blenkam  184a 

•{0,M,)  Churches  of  England  and  Rome  Contrasted,  12mo,  2<  6<< Rivington  2851 

'(AT.)  Cottage  Homes ;  or,  Tales  of  the  Ten  Commandments,  18mo,  2< Masters i860 


Yorkshire  Directory,  roy.  8vo,  86« Kelly 1857 

Tales  and  Legends  ;  a  Ramble  to  Bolton  Abbey,  &c.,  12mo,  2« Hall  i86a 

Yonatt  (Miss)  Blind  Man  and  his  Guide,  a  NoTel,  8  y.  post  8to,  31«  ^d Newby    1844 

'■ Price  of  Fame,  a  Novel,  3  v.  post  8ro,  31s  6<;{ Boone.:. 184a 

(Wm.)  Complete  Grazier,  new  edit.,  8yo,  18s,  Cradoch^  1851  ;  10th  ed.,  12s  Lodcwood  i86a 

Extent  and  Obligation  of  Humanity  to  Brutes,  8yo,  6f   Longman  1840 

— — —  Treatise  on  Cattle,  new  edit.,  8yo,  8s Law  1854 

Sheep,  new  edit.,  8yo,  Ss Law  1851 

the  Dog,  new  edit.,  8vo,  6s Longman  1851 

Horse,  new  edit.,  8yo,  lOt  6£i  Longman  1859 

■ with  Cecil's  Ob8erYations,12mo, 3s 6c{,*n.e. 2s 6£{  Routledge  i860 

Spooner's  Supplement,  8yo,  8s Baldwin    1849 


Pig,  8yo,  6s  6d,  1847  ;  new  edit.,  by  Sidney,  p.  8yo,  6s  Routledge  i860 

Yoamans  (E.L.)  Handbook  of  Household  Science,  12mo,  7s  6<i New  York 1857 

Tomig  (ii  Ux.)  Chronicle  of  the  Pilgrim  Fathers  of  the  Colony  of  New  Plymouth,  8yo,  13s  /.  Chapman  . . .  1844 

Chronicles  of  Massachosetts,  2  y.  8yo,  28s  Boston,  U.S.  ...t%^6 

State  of  the  Departed,  and  Time  of  Reward  of  Glory,  12mo^  2s Hamilton  1851 

(And.)  Angler  and  Tourist's  Guide,  North  of  Scotland,  18mo,  2s  Longman  1857 

Natural  History  and  Habits  of  the  Salmon,  new  edit.,  12mo,  8s Seeleg 1854 

(Anna)  Beyond  the  Shadow  :  Poems,  sm.  4to,  4s A.Hall 1858 

(Art.)  Farmer's  Calendar,  21st  edit.,  by  J.  C.  Mortoui  8yo,  lOs  6d  Routledge  1861 

Guide  to  Life  Assurance,  12mo,  Is (/room^ricfys...  1844. 

and  Brisbane  (/.)  Nautical  Dictionary,  post  8yo,  10s  6d Hamilton  1846 

(A.W.)  Gitizen*s  Manual  of  GoYemment  and  Law,  cr.  8yo,  6s  6d  New  York 1838 

(Charl.)  World's  Complaint,  and  other  Poems,  12mo,  3s OrantAO.   ...1847 

(C.B.)  Short  Argument  about  the  Millennium,  12mo,  3s Houlston   1854 

(C.G.)  Notes  on  Shores  of  the  LeYant  and  Valley  of  the  Nile,  12mo,  6s  6d Hamilton  1848 

(Edw.)  Works,  with  Life  by  Doran,  new  edit.,  2  y.  12mo,  8s Tegg  1853 

Night  Thoughts,  32mo,  Is,  Tegg;  24mo,  2*6ci;  32mo,  2s  6d  Groombridge...iS^a 

byGilfiUan,  8vo,  is  M  Nisbet    1853 

with  Life  by  Doran,  and  Plates,  12mo,  4s Tegg  i860 


Poems,  with  Memoir  by  Mitford,  2  y.  12mo,  lOs Pickering  185a 

and  Thomson  (Jas.)  Poetical  Works,  by  Johnson,  8yo,  7s  6d Grijin    1859 

•^  (E.)  Art,  its  Constitution  and  Capacities,  8yo,  U6d  Hamilton  1854 

Harp  of  God  :  Lectures  on  Liturgical  Music,  post  8yo,  3s  6d Nisbet    1861 

Pre-Raflfttelitism,  post  8yo,  7s  6c<    Longman  ,....!i857 

(F.R.)  Facts  and  Fancies;  or.  Sketches  of  Men,  Women,  &c.,n.e.,18mo.  Is  3d  Simpkin ^'1853 

•(Geo.)  Prize  Essay  on  the  History  of  Greek  Literature  in  England,  8yo,  2s  ...  Macmillan    ...18 6a 

Scriptural  Geology,  8vo,  8s Simpkin 1840 


(G.P.)  Discourses  and  Expositions  of  Scripture,  post  8yo,  5s Theobald  1854 

—  (H.)  New  Greek  and  Latin  Delectus,  12mo,  each  Is Weale    1854 

■(H.G.)  Frank  Merryweather,  a  Novel,  2  y.  post  8yo,  21s"  Nev^  1853 

■  (Jas.)  Apocalypse  Unveiled,  12mo,  6s  M Longman  1851 

Motives  to  the  Cultivation  of  Piety,  18mo,  Is  6d B.  L.  Green  ..,1848 


(Jno.)  Christ  of  History;  an  Argument,  3rd  edit.,  cr.  8yo,  4s6cI W.  Allan  r86i 

Dangers  and  Doings  in  a  Soldier's  Life,  12mo,  3s  6d  Darton 1846 

Evil  and  Ch)d:  the  Mystery,  2nd  edit.,  post8vo,5s W.Allan rS6i 

Jairus;  or,  the  Home  Missionary,  12mo,  8s  6<2   Houlston   1837 

Lectures  on  Roman  Catholic  Controversy,  8yo,  3s Ward 1851 

Liteniy  Recreations,  12mo,  4s,  Whittaker — red.  to  2s "  Darton 1857 

Omnipotence  of  the  Deity,  a  Poem,  poet  8yo,  2s6d Hodson !,i84o 

Perils  of  Paul  Percival,  16mo,  3s  6d Clarke  .!i84a 

Plants  of  Paradise;  or.  Record  of  a  Sabbath  School,  18mo,  2s  Baisler  ...1838 

Priceless  Pearls  for  all  Christians,  new  edit.,  8vo,  3s  6d Willoughby  .!.i858 

Providence  of  Gk)d  Displayed,  12mo,  6s  ^d  Houlston    ....!. 1844 

Province  of  Reason,  a  Criticism  on  Mansel,  post  8vo,  6s Smithtk  Elder..i^6o 

Scriptoie  Natural  History,  new  edit.,  12mo,  2s  6d Dean ,1851 
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Toang(/tio.)  Tales  of  my  Faiber,  18roo,  2«  W  Dafio% 1839 

Trees  and  Flowers,  Frnit  and  Gems,  18mo,  U Oreen 1848 

— — Triumphs  and  Trials  ;  or,  AdTentores  of  F.  Hamilton,  12mo,  Ss Gnte 1849 

Widow  and  Orphans;  or,  Changes  of  Life,  12mo,  1«  Jhan 1849 

■  (Jos.)  Demonology;  or,  the  Scripture  Doctrine  of  Devils,  12mo,  it  6d  HovdaUm    1856 

-*^-  (J,R.)  Analysis  of  Gnbio  and  Biquadratic  Equations,  12mo,  6« Longman  1842 

Analytical  Oeometry,  Pt.  1,  12rao,  6«  6d.;  Pt.  2,  12mo,  7s  W  Longman  1838 

Course  of  Elementary  Mathematics,  8vo,  12»  AUenACo,    ...1861 

-Mathematics;  Algebra  and  Plane  Trigonometry,  12mo,  2«...  RoHtledge  185$ 


Dynamics,  Hydrostatics,  Hydronamic^,  Pneumatics,  &e.,  p.  8to,  Is  M  ffomldon  1857 

Elementary  Treatise  on  Algebra,  12mo,  6s;  Key  to,  6«  Longman  1844 

Elements  of  Euclid,  2nd  edit.,  18mo,  5s  Longman  1840 

Plane  and  Spherical  Trigonometry,  new  edit.,  12mo,  6s...  Longman  1841 


Introduction  to  Algebra,  12mo,  8s;  Key  to,  12mo,  4s Modey  1854 

Introductory  Treatise  on  Mensuration,  12mo,  3s  MwUy  1853 

Lectures  on  Mathematical  Study,  12mo,  2*M Longman  1846 

Mathematical  DissertatioBS,  8vo,  9s  6cl Longman  1840 

Tables  of  Logarithms,  12mo,  6s  6<f    Longman 1841 


'-  Mosaic  Cosmogony  not  AdTerse  to  Modem  Science,  8to,  Is Alien  dt  Co.  ...1S61 

—  Rudimentary  Algebra,  12mo,  ls6cl;  Solutions,  Is Wealt    1856 

—-  Budimentsof  Arithmetic,  I2mo,  ls6<f ;  Key  to,  Is  6<< Weale 1852 

-^  Theory  and  Solution  of  AJgebraic  Equations,  8to,  15s Longman  184a 

—  Treatise  on  NaTigation  and  Nautical  Astronomy,  post  8to,  2s Wtale    1858 

— — — Plane  Geometiy,  post  8to,  new  edit.,  Is ;  cloth.  Is  6(i llouUUm    1855 

'  Simple  Arithmetic  and  its  Applications,  new  edit.,  Is HonUton   1855 


-  (Mrt)  The  Moslem  Noble,  his  Land  and  People,  8vo,  12s  Saw^denJtO,  1857 

See  also  Postans  (Jfrs.). 

-  {M,)  Life  and  Times  of  A.  Paleario,  2  r.  Syo,  82s Bdl 4:  Daldy,., i$6o 

-  (M.F.)  Amigon  House;  or,  the  Banker's  Son,  12mo,  8s  6d Dufy i86a 

-{ifarid\  Beflections  on  Prayer,  Ice.,  12mo,  2s  Longman  1839 

-  {Peier)  Daily  Readings  on  the  Life  of  Our  Lord,  2nd  edit.,  2  t.  8to,  21s Bdl  d:  Daldg,,,i%6o 

'  {lUuh.)  The  Decree,  in  Three  Cantos,  and  other  Poems,  8to,  3s  M A.  HaU 1861 

-  {Robi,)  Chaldee  of  Daniel  &  Eira,  Syriac,  Greek,  k  Hebrew  Versions,  16mo,  os  FnUarUm .i86a 

Cbristology  of  tbeTargums,  in  Hebrew,  Chaldee,  &  English,  12mo,  2s6(f  FuUarton i86a 

Ethics  of  the  Fathers  (from  theTidmud),  Hebrew  &  English,  12mo,  28  6d  FuUarton 186a 

Genesis  I-V.,  in  Six  Oriental  Languages,  ioterlinear,  8yd,  7s  6d    FnUarUm 18 6s 

— Gujarati  Grammar  and  Exercises,  12mo,  10s;  Key  to,  2s FuUaHon 186a 

—  Version  of  Ghronidea,  8yo,  2t  dd FuUarion 1861 


Hebrew  MisceUanies,  12mo,  5s   Fullarton i86a 

Verb,  illustrated,  4to,  Is   FuUarton 186a 


Israelitish  Gleaner,  a  Monthly  Periodical  in  Hebrew  Language,  12mo,  5f  FuUarton i86a 

Maimonides'  Book  of  the  Precepts  in  Hebrew  and  English,  12mo,  2s  M  FuUarion 1862 

New  Translation  of  the  Holy  Bible,  cr.  8vo,  lis   FuUarion 1862 

Roots  of  Hebrew,  Chaldee,  Samaritan,  Syriac,  Greek,  k  Latin,  1 2mo,  1  Os  6<f  FuUarion 1 86s 

Showers  of  Blessing;  or,  Reviyalsof  Religion,  12mo,  3s  6<f  Mason  1853 

'■  Southern  World:  Wesleyan  Deputation  to^ Australia,  post  8to,  69  M..,  HamiUon  1855 

Suggestions  for  the  Convereion  of  the  World,  18mo,  Is Maaon  1845 

■  Tables  of  the  Semitic  Languages,  Noe.  1  and  2,  folio,  each  Is  M    Longman  1852 

Westminster  Assembly's  Shorter  Catechism,  in  12  Languages,  12mo,  21s  FuUarion i86s 

■(i^ain.)  Missionary  Narrative  of  Triumphs  of  Grace,  18mo,  Is  9^  Mown  184s 

System  of  Practical  Arithmetic,  12mo,  4s,  1854;  Key,  Is  6d    Modey  1854 


—  {Dr,T.)  Lectures  on  Natural  Philosophy,  by  Kelland,  2  y.  8vo,  24s WaUon 1845 

Life  of,  by  Peacock,  8vo,  15s Murray 1855 

■  Miscellaneous  Works,  by  Peacock,  8  y.  8yo,  45s  Murray 1855 

(Tho,)  Residence  on  the  Mosquito  Shore,  1839-41,  12mo,  is^d    Smith  d: Elder  1846 

—  {Town.)  Outlines  of  a  Histoiy  of  Ireland  for  Schools,  18mo,  2»  dd  Simpkin 1848 

'  Pronouncing  and  Etymological  Spelling-Book,  new  edit.,  12mo,  Is  6d  .   VF.  Allan  1862 

(T.U,)  Teacher's  Manual  for  Infant  Schools,  12mo,  8s ^room^rtc^  ...1852 

(Wm.)  Key  to  the  Metropolitan  Building  Act,  1855,  12mo,  U6d Svfeti i8c6 

(W,C.)  English  in  China,  12mo,  8s  6d  SnntkAElder  .1^40 

<—  {W,T.)  Art  of  Questioning  in  Methods  of  Instruction,  18mo,  Is Simpkin 1853 

Young  Angler,  Naturalist,  &e.,  new  edit.,  12rao,  2s   Jtoutledge  r86s 

"  Artists  :  the  Sculptor,  Engrayer,  Musician,  and  Painter,  12mo,  2s  6d RouUedge 1858 

Baronet,  8  y.  poet  8yo,  81s  6d  Newby   1845 

Botanist,  18mo,  Is Rel.  Tract Soct^j 

Christian's  Book,  18mo,  Is  6(2  HouUton    184s 

___^  Companion  to  Scripture  Knowledge,  18mo,  8s  6d Aylott 1843 

_^ Exemplar:  Scripture  Examples,  12mo,  2s  6d    Simpkin 1836 

-^ Sunday  Mornings,  2  y.  12mo,  6s Seeley 1843 

—-Communicants,  by  the  Author  of  Geraldine,  18mo,  2s JMman 1844 

Cook's  Assistant,  by  a  Cler^man's  Daughter,  new  edit,  18mo,  Is Groomhridge  ...i8<6 

Curate;  or,  Quicksands  of  Life,  5s,  1859;  cheap  edit.,  12mo,  2s JUnaledge  1861 

Doctor,  by  Author  of  Lady  Granaid's  Nieces,  8  y.  post  8vo,  81s  6d Nevlty    1851 

^—  DuelUsts,  a  Tale,  12mo,  6s;  coloured,  6s  6d SimMn...     .    1837 

Emigrants,  18mo»  Is  Soe,  P.  C.  i.  t^So 
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Toung  Bnghnd,  toy.  8to,  2i6d    : Twetdie    Ann, 

England's  Little  Library  ;  Tales,  16mo,  8«  6d  ;  oold.,  12<^  Orr^  '43— red.  6«  6<i  //.  Bohn  1844 

English  Churchman's  Common-plaoe  Book,  12ino,  2f    Longman  1S46 

Folks  of  the  Factory  :  Friendly  Hinto  on  their  Dnties,  18mo»  2« JUL  Tract  Soc,  1840 

Qentlemen  of  the  Nineteenth  Centary,  16mo,  S« Limgman  1839 

QoYemess's  Friend,  by  a  Lady,  18mo,  S«  6<i Simpkin 1847 

Hearts,  a  Novel,  8  ▼.  poet  8vo,  80«   Saundtrtdc  0.  1854 

Hooaekeeper's  Aid  to  Duties  of  her  Maid  Senrants,  12mo,  2j Dean 185a 

Humphrey's  Keepsake,  fcap.  8to,  2«  6<£   /.  P.  S/iaw    ...1857 

Instructed  in  Gospel  Narratiye,  Preface  by  Drew,  18mo,  4«   Simpkin 1846 

Islanders,  new  edit,  fcap.  8to,  7« Bogae 1843 

Jewess  and  her  Christian  Schoolfellows,  16mo,  U    OriJUh  dr  F.  ...1847 

Ladies'  Faithful  Remembrancer,  fcap.  8to,  U  6d PickweU    1848 

Lady's  Book  :  Manual  of  Becreation,  p.  8to,  21s,  18A9  ;  n.  ed.,  7«  td  and  9<  H.  Bohn   1859 

^— ^— of  Botany,  16mo,  7«  6a Tya»  ...1840 

SouTenirof  Friendship,  12mo,  U^d RovUUdgt  1851 


— Friend;  Advice  by  a  I^dy,  12mo,  2»  6d    Parker  ds  Son  ,!%$% 

-  New  English  Grammar,  byal^dy,  12mo,  1<  6d    Madden 1847 

•* Oracle:  Fireside  Amusements,  16mo,  2j6<2,  1850;  new  edit.,  Is   Kent  1856 

Work-T^ble  and  Embroidery  Frame  Manual,  82mo,  2tQd    H,  Q,  Clarke. . .  1 843 

—  Man's  Aid  to  Improvement,  Success,  and  True  Happiness,  ISmo,  la  6<i    HamilUm  1848 

Book  of  Piety,  82mo,  8s WhUtaker 1838 

Pocket  Guide  to  Practical  Wisdom,  ISmo,  la iiacpKun  1845 


-  Minister's  Companion  ;  Discourses,  18mo,  4i,  1835;  2f  6d  Simpkin 1840 

■Manual,  new  edit.,  18mo,  2a  6(i  Simpkin 1840 


-  Mother ;  Affectionate  Advice  to  a  Married  Daughter,  18mo,  la  Qd    Rel,  Tract  Soc,  1850 

•  Musicians,  2a;  Painters,  8a  ;  in  1  vol.,  6a   Jiooth 1861 

-  Naturalist's  Book  of  Birds,  16mo,  8a  6d  Harvey 1843 

Rambles  through  many  Lands,  16mo,  8a  6d TyoM  1841 


.  Pilgrim,  a  Tale,  by  A.  L.  0.  B.,  12mo,  8a  td Nelton    1857 

•  Poet's  Assistant  in  Composition,  12mo,  2a    Saundends  0,  1854 

-Protestant,  a  Tale,  by  a  Clergyman,  12mo,  8a  6<{ Suley 1848 

-Queen,  a  Romance,  8  v.  post  8vo,  81a  6(2 Cochrane  1848 

-  Reporter  :  A  Practical  Guide  to  Shorthand  Writing,  post  8vo,  1   t BeeUm    1861 

-  Scholtf's  Companion  to  Latin  Accidenee»  12mo,  2a  •  HouUton   1853 

Ghiide  to  Festivals  and  Pasts,  cr.  8vo,  2a  6<i • Rivington 1858 


Singer's  Book  of  Songs,  2nd  edit.,  cr.  4to,  8a  6(2  ;  fine,  6a Longman  185a 

Sportsman's  Manual,  2nd  edit.,  post  8vo,  7a  6(2 C%(^>ifian  dr  J7. 1 S49 

Stepmother,  by  Author  of  Heir  of  Reddyffe,  cr.  8vo,  8a  6d   Longman  1861 

Trsdesman,  18mo,  la  6(2 Bd,  Tract  Soc,  1845 

Traveller's  Journal  of  a  Tour  in  America,  1850,  12mo,  6a Bonoorth    ...     1855 

-—  Troublesome  ;  or,  Master  Jacky's  Holidays,  obi.  4to,  5a  6(2  ;  cold.,  7a  6(2 Bradbury 1849 

Widow,  a  Novel,  by  the  Author  of  The  Scottish  Heiress,  8  v.  post  8vo,  81a  6(2  Newby ...1844 

Wife,  and  her  Sanitary  Duties,  18mo,  2a  6(2 Sumfield 1850 

Wife  ;  or,  Hints  to  Married  Daughten,  by  a  Mother,  18mo,  la  6(2  Soc,  P.  C,  K,  .1850 

Toooge  (A.  B,  de)  Joy  ;  or.  New  Dramatic  Chaiades,  sq.  16mo,  8a  6(2 /da.  BUukwoodii6o 

{£,)  and  Collyer  (/.)  Reports  of  Cases  in  Chancery,  '41-8,  2  v.  r.  8vo,  78a  6(2  Sweei 1841-4 

Exchequer,  1 884-40,  4  v. r.8vo, 72  4a  Sweet    1 836-46 

Younger  (/no.)  light  of  the  Week ;  Prise  Essay  on  the  Sabbath,  12mo,  8a PaHridge 1849 

River  Angling  for  Salmon  and  Trout,  18mo,  8a  6(2    Blackwood 1861 

Yonnghushand  {Cha,  IT.)  Handbook  for  Field  Service,  8vo,  5a  6(2    ParkerdiSon  .1857 

Youngman  (W,)  Truth  of  Christian  Revelation  Demonstrated,  12mo,  8a ;  18mo,  la  .  BamUton  1855 

Your  life,  by  the  Author  of  My  Life,  12mo,  7a  BotwortK   1841 

Youth  and  Womanhood  of  fielen  Tyirel,  post  8vo,  6a Parker  A  Son,,  \%^'^ 

Youth's  Bible  Cyclopaedia,  with  Illustrations,  16mo,  2a  6(2 Ward  1845-51 

Biblical  Cabinet,  12mo,  2a    Simpkin 1843 

Encyclopaedia  of  Health  and  Sports,  8vo,  10a  6<2  Emant  1839 

Excitement :  Reading  for  the  Young,  16mO|  8a Waihboume  ...1848 

Gift  Book:  Original  Tales,  12mo,  2a  6(2 J.F.Shaw 1856 

Hand  Book  of  Entertaining  Knowledge,  2  v.  12mo,  6a H,  Bohn    1844 

Holiday  Book,  12mo,  2a    Darton  1X51 

Keepsake,  18mo,  la  6(2 Darton  1840 

■  Magudne  ;  or,  Evangelical  Miscellany,  12mo,  2a  6(2 HouUton  Ann, 

■  Manual  of  Literary  Study,  Commercial  Correspondence,  &c.,  12mo,  2a   Cradock 1848 

— — — —  Moral  and  Literary  Study,  12mo,  2a Cradock 1848 

Youthful  Consecration;  Memoir  of  Roselinda  Phipson,  18mo,  2a6(2    Houlston   1844 

Echoes  ;  Cheerfulness,  and  other  Poems,  by  A.  8.  W.,  12mo,  8a  6(2 Wertheim  1858 

' Entertainer  in  Prose  and  Poetry,  fcap.  8?o,  2a  6(2  J.F.Shaw 1857 

m       Female  Missionary,  2nd  edit.,  12mo,  2a  6(2 Wighiman 1840 

Piety  :  Memoirs  of  Children  of  Wesleyan  Ministers,  18mo,  la  6(2 M<uon  n.d, 

Pilgrims:  Memorials  of  Touth  of  Soc.  of  Friends,  1 8mo, 8a  6d,' 54 ;n.e., 2a  6d  Cash 1856 

Sketches,  12mo,  4a  6(2 Harveg 1836 

Yriarte  (Tko.)  litmry  Fables,  translated  by  Andrews,  8vo,  5a  6(2 Smith  <k  Elder  1835 

■ Rockliff,  12mo,  5a Longman  1854 

Yule  (i (2am)  Perils  by  Sea  and  Land,  12mo,  la  6(2 Hamilton  iSac 
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Tula  (Ak»,)  Spftde  Husbaodiy  and  lUaiuJ  lAbow,  12mo,  1« Bladkw9odi   ...1S50 

(Em,)  Braakwaten  tnd  BvpTB  of  Ycriioal  Floata,  Sto^  If ITeole iSfo 

— — Foriificalioii  for  the  Um  of  OifioefB  and  Stadanti^  naw  ed.,  8to»  lOf  6d  £laekwood»    ..1(54 

Narrative  of  the  Wmitm  to  Coort  of  At%  1856»  4to,  52i  dci Aut&<&  JUor  .185! 

Tula  Log  (The),  12mo,  6f  Aaefty   iM 

Tale-Tide  Storiee  ;  SeandinaTian  TUee  and  Tradition^  poat  Sro,  fit ^.Bdbi. 1(51 

Tvan  (2>r.)  Innde  Oanton:  Chineae  Mannen,  Coatoma»  Im.,  12mo,  It  fid  Viatieify 1^51 

m  Bomaneeof  Travei :  Bnat  to  Bourbon,  Braiil,  Aeo.,  12ibo,  Ufid Jai.Blaekwooditi^ 

— ^^^—  Six  Moniha  among  the  llalaj%  and  Year  in  China,  12mOy  8t  6d JoLBiaetwood  itj^ 

Zaba  (N.F,)  Featnrea  of  the  Hiatoiy  and  literatoie  of  Poland,  12mo,  8t   ffamUiom  tts^ 

Zaoehary  Cobble,  a  Rigmarole  in  Bhjme,  poet  8ro,  6t Bull  1X41 

Zadkiel*B  Aatronomioal  Bphemeria,  1M2-4,  12mo,  2t ^ Berger   iMi 

-  Qrammarof  Astrology,  12mo,  fit;  TaUeeto,  ISmo,  2t  CohuA ^  1S49 

Hand  Book  Aatrologjr,  V.  1,  12mo,  8t  « ^tfyer    iS6a 

Zamba,  an  African  Negro  King,  Life  of,  bj  Himaelf,  post  8to,  7t  <kl SmUk^  Bider,iUl 

Zana ;  or,  the  Heiress  of  Clair  Hall,  8rd  edik,  ISmo,  2t    Wurd^LoA.,.iUo 

Zaranai,  a  Poem,  12mo,  2t6<i  J&ert 1835 

Zareefa,  a  TUe,  and  oilier  Poems,  foap.  8to,  dt Piekerimff 1S44 

Zarfartman  ( A)  Bnnish  Pilot,  8to,  4t  M  Potter    1853 

ZedliU  (/.C)  Poems,  timnslated  ly  Lavinia  Diek,  12nio,  fit Ommumgkam,..it4i 

Zenobia ;  or.  Fall  of  Palmyra,  new  edit.,  2  t.  24mo,  4t,  CZari«,'44 ;  1  t.  12mo,  Is  M  ffedgmm    1850 

Ziegler  {S.)  Boyftl  Lodges  of  Windsor  Pnrk,  fol..  Sit  6d ;  eoloored,  6St   Aehermuum  ...1839 

Zillwood(/.0.)Bookof  Pinlms  arranged  in  PnraUeliams,  2  t.  8to,  209 Simpkim 1S55 

Zimmerman  (Ood,)  Anfcobiography  of,  post  8to,  fie    JhtHmeker 1851 

Zinoke  (P.B.)  Thoaghit  about  the  School  of  the  Fntvre,  post  8?o,  7t  Lomgwum 1851 

Zinsendorf  ((;<.)  Life  of,  by  Spangenbeig,  post  8to,  lOt  6<i Hddtworih  ...1838 

Zippel  U.O,)  World's  Crisii,  and  Beetitntion  of  all  Things,  post  8to,  8t  M  Bimm    1854 


Ziska  (£«tp.)  Hand  Book  of  the  Four  Elementi  of  YocaUn^ion,  roy.  8ro,  4s Simpkim 1850 

Zoist  (The),  V.  1-9,  8to,  each  lit BaiUiir*  ...1S43-50 

Zoologieal  Garden,  16  Plates,  by  Canton,  4to,  8a Jompkds  Co.    1859 

Gaidena,  18mo,  St  6<I,  1838;  2nd  edit..  It  6<i  lyot  1841 

•<— ——  Notes  and  Aneodotea,  by  Holt,  post  8to,  lOt  (ki,  1851;  new  edit.,  fit  Betitkjf 1855 

Zoology  and  Botany,  Beporta  on,  1844, '4fi,*47,  each  7t6<<  Bag  aoeAOg  ...v.  y. 

(Bdoeational  Cenree),  foap.  8to,  4t,  1849  ;  new  edit.,  2t  6<i Cabasifiare i860 

of  Voyage  of  H.M.8.  Samarang,  by  Gray,  Biehardson,  Im.,  roy.  4to,  70t  ...  Jtetpc 1850 

Zomlin  {Miu)  Bible  Narrati^  Chronolo<(^caIly  Atiaaged,  12mo,  7t,  184a;  a.  ed.,  fit  /'odbo*«§fibi»...i855 

■  ■      ■  ■■  Catbolio  Chapel ;  or,  Lindenhnrst  Ptaiah,  a  Tale,  ISmo,  2t  6<i Patf1on'ds89m...i%n 

Beereationa  in  Geology,  new  edit,  12mo,  4t6el /'adber«§Am...i84f 

_— Hydrokigy;  or.  World  of  Waters,  12mo,  4s6<< Parhmr^a(m...t%s^ 

PhysioalGeography,n.a.,  12mo, dt ;  Outlines,  18mo^  KM  Pairketdgam,..t%^ 


,  What  is  a  Comet  f  16mo,  It Parker^ Smt.,.t9^s 

-Voltaic Battery?  18mo,  2$M Partar4tS<m...iZi% 


Zotti  (Jt.)  Fronch  and  Italian  Grammar,  with  Bzereises,  12nMS  fit ;  K^  te,  8t    Dmlam   i8fo 

Italian,  French,  and  BngUah  Vocabnlaiy,  12mo,  4t Ihdau  1838 

ZMhokke(/.ir.)  Autobiography,  8to,  8t  C^^apmtm^  ff.i$4j 

Goldmakei^s  ViUage,  a  Tale,  12nMS  4t(W  Bmma    1845 

— -^— ^—  Handbook  of  Family  Devotion,  from  the  German,  8to,  8t Simpkin t86s 

«._ Hours  of  Meditation  and  Befleotion,  12mo,  7t,  1843  S  new  edit,  fit...  t?%af»»a«  «§  IT.  1846 

^— *  Labour  Stands  on  Golden  Feet,  a  Story,  new  edit,  18mo,  2i   (7rooaifirid^...i85$ 

LoTor's  Stratagem,  and  other  Talea,  8vo,  fit /.  D.  Dmr&mg  1S48 

Select  Esmys  from,  by  Flower,  8vo,  4t Simpkim 1845 

Veronica,  12mo,  2t;  eloth,  2<6d Orr    1847 

Vier  BrriUklnngen,  8to,  7« 7%imm  1857 

Znmpt  (CO,)  Annales  Vetenun  BegnMum  et  Popniorun,  4  Arnold,  12mo,  U Bimmgiom 1843 

Latin  Grammar,  by  Kearick,  fith  edit,  8ro,  10a  fid PdUmm 1839 

abridged,  12mo,  %a PeUowm 1853 

Schmits,  8to,  14t  Lomgrnm^  184$ 

for  Schools,  12mo^  4s Langmiam  1846 

Znndel  (/m.)  Melodeon  Instnictor,  4to,  lOt  fi<<  Batiom,  2719.  ...1853 

ZuichLettem:  Beign  of  Blisabeih,  8to,  lOt  fi<l C,  J.  Skwmrt...ii4€ 

Zoriel*s  Lectures  on  Celestial  Philosophy,  8to,  4t  fid Skanaoad   1835 

Zwingle  (U.)  Life  and  Times  of,  by  Christoffel,  8ro,  lOt  fid,  185S— «sd.  to  fit JETomOton i860 

T.  C.  Porter,  postSTO,  fit ffatriabmrg    ...1856 

Story  of  the  Befoimation,  12mo,  fit J.P,SSkam i86a 


and  (Scolampad  (/J  lares  of,  18mo,  Is  6<i   JToaMllan  1855 

Zymd;  or,  How  it  Works,  by  J.  S.  H.  P.,  post  8to,  lOtfid  , Mopa 1859 


THE     ENGLISH     CATALOGUE. 


APPENDIX    A,    1868. 


LEABHED  SOCIETIES,  PBIKnNQ  CLUBS,  AKP  OTHEB,  LITEBART  ASSOdATIOKSi 

WITH  A  OOMPLKa  LIST  OT  THIIB  9VVLtQA.TlOV% 


ABBOTSFORD  CLUB.   Fomdad  1894.   BeoasM  doraunl  |   dnttguaHan 


in  1848.    Works  teutd  toy  the  Soctoty,  aU  in  «o 

Aactent  MystttiM,  tnm  the  Digbf  MS..  1886 

The  Weeven*  PaMant,  1886 

Conapou  DomaiSca,  1873-1468. 1886 

Ancient  Metrical  Ronaneet.  1886 

WiUianuTe  Monartie  TtMHurei,  1886 

Meaaoinof  Lord  Hcrrief,  1886 

RawMdi  of  the  PietUttet let  of  Flft  and  Cupar,  1887 

Rcooids  of  the  Synod  of  Fyfb.  1887 

The  Melroe  Papen,  S  ▼ob.'lSS? 

Mind.  WUl,  and  Undentaodinff.  a  Molality,  1887 

The  Abhotafoid  MiMellany,  UB7 

Anhoor  and  Merlin,  18S8 

Motrkal  Ryme^  Lettan  and  State  Papen.  raiga    of 

Jnnea  Iftl  1838 
Inventaixn  Chronoloslqae  dea  Docnmcnta  pour  IHiatoire 

d'Eome,  1838 
T>e  FamlliA  HumiA  Weddeitranienai,  18S0 
Reomli  of  the  Pitriiytery  of  Lanark,  J840 
JaeoMte  CorreapondcMe  of  the  Atboll  FamOy,  1840 
Sir  Gay  of  Wanriek,  1840 
Le  Roman  dee  Aventune  de  FnsJus,  1840 
LMBDdof  St.  Kethertoeof  Alesandrta,  1641 
UStr  ConventOe  S.  Katherinji  Senenda,  18U 
Uhvi  de  Betanerinaeh  eC  Llndorle,  1841 
Extcaeta  e  Variis  Cranieli  Scotia.  1846 
Mcaaoin  of  Sir  Swan  Cameran  of  LochicU,  1846 
Liber  OIBcialia  Sancti  Andra«,  1846 
-     '      '  "     '       '-  •-    "M  Flouraa.  1840  ^ 


the  18th 

Mcnaofaa'of  the  Ittmrrection  hi  Scotland  in  1716,  hy  John 
Mestar  of  Sinclair,  with  Notea  by  Sir  Walter  Scott.  18S8 

ABERNETHIAN  SOCIETY.    Eitablbhed  1789.    St.  Bar- 


t  Hoepital, 
pnbliihinf 


St    Jai 


ACTUARIES'   INSTITUTE,   It, 
E.  T«  Scasclll.  Eaq.,  Jmitt.  8m» 
Joaival,8To,Y.l  to  6,  eaeh  11a  6d  t  Y.  6  to  10,  ea.  ISi  6d 

^LFRIC  SOCIETY.   1648.   Ste.,  W.  J.  Thoma.  Worki 


Homiliea  of  the  Angflo-Snoa  Chuveh.  Y.  1  and  t,  edited 
by  B.  Thorpe,  Esq. 


Po^ry  of  the  Codex  Yereellenaia.  ed.  by  J.  M.  Kdnble. 
Ani^  Saxon  Dialofnei  of  Salomon  and  Satnmus.  Adrian 
and  Rithens.  with  Introduction  and  Notat,  edited  by 


J.  M.  Kemble. 

AGRICULTURE.  TmnaetSoM  of  HighUmd  and  Affri- 
cntauai  Society.  Scottand.  81  voia^Svo.  18»^1643,  price 
8L8B.    New  Seriea  quarterly.  Annual  anlncription,  181 

AGRICULTURE— TRANSACTIONS  OF  THE  LONDON 
ASSOCIATION,  or  Royal  Society  of  Aftricultuie  of  Eng- 
landj  hi  8to  vola.,  1880^ 

I,10i  9,18B  I7.80i 

9,l8a0d  10,aOi  I8.i0i 

8,0i6d  11,801  10,901 

4.  lOi  19,  901  80, 90a 

6,101  18.901  91,90i 

«,10i  14,901  99,90i 

7.11a  16, 901  98,  IH 

6,Ui  16.90b  94.1ti 

ANGLIA-CHRISTUNA  SOCIETY.    Ftended  1647.    For 
the  publication  of  LiTct,  Letten,  and  Documenta,  per* 
tahibg  to  our  early  eeekeiaatical  hiatory 
ChiouToon  Monastcrii  de  Bello,  1846 
Glialdna  Canbrenato  de  Inatructione  Prlndpam.  1646 
--    —    -.v.i 


ANTIQUARIAN  ETCHING  CLUB.    Founded  1646.  libn. 

8«e.,  H.  W.  Ring,  Cottage  Grove,  Bow  Road.    Now  dia- 

aoHed.   PulKaicna:      _     ^        _^^  ^ 

BteUaca  contributed  by  Mcnbcif ,  with  lettarpieaa,  4tn. 
yTTm pletea,  104&Oi6dt to,  67 Platea,  1850,101 1  8,71 
plataa.  laKl,  loTil  67  platea«  1857  lQi|  6,  68  piataa. 


10b 

ANTIQUARIAN  SOCIETY  (CAMBRIDGE).    Otoe..  Rer. 
John  Rtgg,  St  John's  CoU.    PubUcntionB,  4to 
VoL  1  (1840-1040).   A  Catafc«ua  oC  the  Origtaial  Ubnry 


of  St  CathnXiaPB  iH[aU7by  Praf.  Cmie,  la  6d,  184a 
AbbieTiaU  Cranica  ab  Anno  1877,  ucque  ad  Annum 
1480.  edited  by  J.  J.  Smith.  9B6d;  184a  Conaecntion 
of  Arehbiahop  Parker,  edited  J.  Goodwin,  8b  6d,  1841. 
An  Application  of  Heraldry  to  the  Illustmtion  of  CoIImo 
Antiqultiea,  by  H.  A.  Woodham,  Part  L, 8a i  PartlL, 
4a  6d.  1041-9.  Catakigue  of  the  ManuBcripta  and  Scarce 
Books  in  the  Ubrary  of  St  Jehn'B  College,  ' 
by  M.  Cowie.  Part  I..  4s  6d|  Part  " 


r,  by  Pto2  WllHt, 


Descriptionof  theSextry  Bam,  atElyi_, 

8b,  1643.    Arehitectunl  Nomenctotuie  of  the  Middle 
Plot:  WUlis,  7s,  1844.    Rooum  and  Roman- 
Lamahw  at  ShcAiid,  by  Sir  H.  Dryden,  6b  «d. 
Spedmena  of  Conage  Plate,  by  Rev.  J.J.  Smith. 
»B,i64&    Roman-BrltiBliRflDBakia,  ^y  Prof:  Henatow, 
4a,  1646 
YoLIL  - 


oL  IL  Evanfelia  AuguMinl  Grfgoriana,  by  J. 
90b,  1647.    If  isceUaneous  CommunkatlonB,  F 


Goodwin, 

.    . ,  Part  1.,  16b, 

1847.   An  Hlstoricai  Inquiry  touching  St  Cathattaieor 
Alexandria,  by  C.  Hardwkk,  198. 1840 

6to  Serica.--I.  Audo^Saxon  Lemda  of  St  Andiew  and 
St  Yeropica,  te6d,  1881.  9.GnB00  Egyptian  Fragment 
on  Magic,  as  6d,  1888.  8.  Ancient  Cambridgcah^,  by 
BabingtonjjaOd,  18SS.  4.  History  of  WatSbeach,  by 
CUyTBs,  1880.  8.  Diary  of  Edward  Ruat,  1700-1790,  by 
Luard.  tB  6d,  1880.  6.  Hiatory  of  SandhaM^h,  by  Clay, 
4a  od,  1861 

Report  and  Communicatkma  made  to  the  Soolety,  Noa.  1, 
S^  8. 4,  each  Is ;  6  to  19,  each  la  6d  I  1851^ 
ANTIQUARIAN  SOCIETY  OF  LONDON.     Scnerwt 

Houae.    Members  are  elected  by  ballot  Annual  aubBcrlp- 

tlon,  payable  in  adTanoe    on  the  let  of  January,  42b. 

Admisakm  fee,  £6  8b.   Members  may  compound  for  their 

autaaeriptfc>n  by  a  payment  of  £96  oa.  and  the  admiaaion 

fccb   See.,  J.  Y.  Akerman,  Eaq. 

YetufiU  MonumenU,  V.  1^,  with  Index,  £6  6k 

Vol.  4,  Varioua  Papers,  TOs.    VoL  A.  Ditto,  ditto,  60a 

Vol.  6,  The  Tapcatry  at  Bayeux,  coloured,  OQs  t  plain,  80b. 
The  Lottterel  Psalter,  Ma.  The  Painted  Chamber  at 
Waatminater,  40s 

Tabica  of  English  Coina  fkom  the  Ndrauui  Conquest* 
4to.80BBheeU  ^ 

Free  Dissertations,  4to,  7s 

ArchaolQgla*  or  MisoeUaneoua  Tiaota  t 


YoLI,7» 

YoL16,90b 

YbL90.80B 

9,10b 

16.98a 

80.8Ua 

8. 

%£ 

81,101 

4. 

a9,49B 

6, 

10,90B 

SS,9la 

6,16a 

90,a0a 

84,91a 

i 

!l'!S 

36,91a 

99,90b 

8B,pt931s6d 

.•• 

98,aOB 

68.81s6d 

"•    -. 

94.4tB 

86.  pt  8, 91a 

Il,198  6d 

96.4tB 

5.pti;9la 
87,pt9r91a 

19,98a 

M»48a 

}^i^ 

„  ,  -/••*• 

68^ptl.31s6d 

14,90b 

86,  pt  9, 96a 

Yol.80,ptl,9iB 

Index  to  first  18  toIb.,  10a.    Second  16  toIb.,  18a 
Accounts  of  the  Comptroller  of  the  Wardrobe,  Reeeipta 
and  Expenses  of  Edward  1, 98th  year,  180O,  8a 


Colleetkm  of  Ordinances  for  the  Royal  Household,  8a 

quities  of  the  Rosnana  In  Britain,  byM^or- 


MilitaryAnl 


Some  Account  of  the  Collegiate  Chapel  of  St  Stephen, 

Westminster,  by  J.  Topham.  Eaq*  Additloaal  Mates. 

bTSirH.C.Englefleld740a  '^^ 

Cathedral  Church  of  Exeter.  80b 
Abbey  Church  at  Bath.  30b 
Cathedral  Church  at  Durham.  40s 
Cathedral  Church  of  Oloueeater.  50| 
Abbey  Church  at  St  Alban's,  OOs 
Norman  RoUa,  ad.  by  T.  Stapleton,  Baq.,  8tol  9  vols. 

1640^,  18a 
AvoMhSAXoif  PuBUCATTOwa.  Paraphraae  of  Parts  of  the 

Holy  Scriptures,  by  Cssdmon  i  edited  by  B..Tborpe, 

•^  ^ifty  EngravhigB  ftnm  the  MS.  of  Cadmon's  Para- 
phrase, wHh  deacriptlYe  Noticea  by  Sir  H.  Ellis,  fia 

- —  Codex  BKonieuia,  a  Collection  of  Anglo-SaxoB 
Poetry,  edited  by  B.  Thorpe,  Oro,  1649, 8» 
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LITERABT  SOCIETIBS, 


[Armsfx  JL 


An**q»annn  Roritlif  of  fuNwfoti— ccmtinued. 
Anglo-Saxon  Puri.ications.    ConybMre*!  Ilhittntiaiis 

of  An^lo-Saxnn  Poettj,  Svo.  IfOA.  m 
— —  lfM7.    Layamoiu  Brat*  or  Chionicto  of  Brltate*  bj 

Sir  F.  Madden.  48i 
Proceeding*  of  the  j^odety  ot  Antioutriet  of  London,  8to, 

London.  1840  to  1856,  yoU  1  to87 
Circular  on  Rcitocmtioo,  4Co,  1885,  gratia 
P  RIM Ta.    Le  Champ  de  Drap  d'Or,  lASO,  SAi 
^—  Pranda  I.'a  attempt  to  invade  England,  1545, 12a  Od 
. The  Embarkation  of  King  Henry  VIII.  at  Dover, 

May  31. 1580. 15i 
^—  PrnCTMion  of  Ring  Edward  YI.  tnm  the  Tower 

to  Weatminater;  the  Departure  of  King  Henry  VI H. 

ttom  Calais,  July  Sft,  ]&44i  the  Encampment  of  Ktaig 

Henry  VIH.  at  Marquiion.  July.  1544 1  theSic«eor  Sou- 

lo^e  by  King  Henry  VIIL,  1544-90B.    Tothr     " 

Five  Hiatorlcal  DiiMTtationa 


ANTIQUARIAN  SOCIETY  (NEWCASTLE). 

I81.\   Annual  aubfcrtption  one  gumea.  a§e$,,  E.  Charlton, 

M  D  t  J.  C.  Bruce,  D.D. 

Archcokigia  Aliana,  4  vols.  4to.    1888-55 

The  IMpe  Roils,  or  SherilTa  Annual  Aeeounts  of  the  Re- 
venues  of  the  Crown  for  the  Counties  of  Cumberland, 
Westmoreland,  and  Durham,  during  the  Reigns  of 
Henry  II..  Richard  I.,  and  John,  1847 


A  Catalogue  of  the  Maauaerlpts,  Books,  Roman  and  other 

Antiquities  belonging  to  the  Sodetv,  Snd  edit.,  8vo.  1864 

A  Catalogue  of   Uie  Inscribed  and  Sculptured  Roman 


Stones  in  the 
tlcms.  8vo,  pp.  50,  Is 
Chorographia,  or  a  Survey  of  Newcastle,  1649,  folio,  18l3i 

Archseologia  Aliana,  New  Series,  8vo,  5  vols.  18S640 


History  of  Roman  and  Saxon  Northumberland  (beinjt  the 
supplement 
18A7,4Ss 


ntary  vol.  to  Hodgaon*k  Hiatery),  1  voL  4to, 


ANTIQUARIES  OF  SCOTLAND  (SOCIETY  OF).  In- 
stituted 1780.  For  promoting  archsralogy,  more  especially 
ai  connected  with  the  antiquities  and  hutorical  literature 
of  Scotland.  Annual  subscription  one  guinea,  or  15  gui- 
neas a  life  subscription.  &c«.,  John  Stuart,  Esq.,  and 
J.  A.  Smith,  M.D.  Sodety's  rooms.  Royal  InatituUon, 
Edinburgh 

Archaeologia  Sootioa,  4  volt.  4to 
Proceedings  of  the  Sodetv  of  Antiquariea.  vols.  1  to  4 

inclusive,  small  4to     (distributed  frm    to    members 

only) 

ARCHAOLOOIA    CAMRRRNSIS,   the  Journal  ot  the 

Cambrian    Archaeological    Association.    Founded    1840. 

PuUUher,  Mr.  R.  Majion,  Tenby.    Works  published: 

Arrh«!oic^ia  Cambrensis,  first  series  in  4  vols.  45b  t  se- 
cond series  in  6  v.,  63s ;  third  series,  5  v.,  £7. 

Camrrian  Journal,  the  organ  of  the  Cambrian  In- 
stitute.   Founded  1853.    Works  published : 

Cambrian  Journal,  complete  in  9  v.  8vo,  90si  to  aubicrib- 
ing  members  of  lOa  annually 

The  History  and  Antiquities  of  St.  David's,  by  the  Rev. 
W.  B.  Jones  and  E.  A.  Freeman,  Esq.,  4to.  40s 

Remarks  on  the  Architecture  of  Llandaff  Cathedral,  by 
E.  A.  Freeman,  M.A..8vo,  5s 

History  and  Description  of  Kidwelly  and  Caerphilly  Cas- 
tles, and  Castell  Coch,  ^y  O.  T.  Clark.  Esq.,  8  vo,  5s 

Yestiges  of  the  Gael  in  Owynedd,  by  the  Rev.  W.  Basil 
Jones,  8vo,  4s  fid 

A  Glossary  of  Terms  used  for  Articles  of  British  Diesa 
and  Armour,  by  the  Rev.  J.  Williams,  8vo,  Ss  6d 

History  of  Radnorshire,  by  J.  Williams,  8vo,  ISs  6d 

The  History  of  Wales.  First  Series.  Traditionair 
Annals  of  the  Cymry  by  J.  WUUama,  ab  Ithel, 
8vo,  10s 

Gwynne^s,  Mrs.,  The  Tenby  Souvenir,  Illustrated  with 
84  Photographic  Yiewi  of  the  Scenery  and  Antiquities 
of  the  Neighbourhood,  imo.  Rvo,  81s 

O Wynne's.  Mrs.,  Sketches  of  Tenby  and  ita  Ndithbour- 
hood,8ndedlt.,  2s6d 

HalPs,  Mr.  and  Mrs.  S.  C,  Tenby :  Its  History,  An- 
tiquitles.  Scenery.  Traditions,  and  Customs.  Illtts- 
trated  with  50  Woodcuts  and  a  Map,  ai  6d 

Mason's.  R.,  Guide  to  Tenby,  5th  edit.,  with  a  Map  and 
50Illustnitions,8s6d 

ARCHAfiOLOGICAL    AND     ARCHITECTURAL     SO- 
CIETY OF  BEDFORDSHIRE.    Rev.  J.  W.  Haddock, 
Hon.  Sac,  Bedford.    Instituted  1847.  Annual  subscription, 
10s  6d 
Reports  and  Papers  (published  in  cor^unction  with  the 

Northampton,  York,  and  Lincoln  Societies)  for  1850  to 

18«t8.  7  vols.  8vo 
Notes  of  the  Bedfordshire  Arclueological  and  Architectural 

Society,  Nos.  1  to  18, 8vo,  published  half-yearly 

ARCHiEOLOGICAL      AND      NATURAL     HISTORY 
SOCIETY   OF  SOMERSETSHIRE.     Founded  1849. 
Subscription,  lOs  annual.     CuratuTt  Wm.  Bidgood,  Esq. 
M  useum ,  Taunton. 
Proceedings,  1848-1860, 10  v.  8vo,  sewed,  Os  6d  |  doth,  8i 

eadi  vol. 
Yol.  11. 1861-8,  sewed,  10s  6di  doth,  Iti 

AHCHiBOLOGICAL,  ARCHITECTURAL  AND  HIS- 
TORIC SOCIETY  FOR  CHESTER  AND  CHESHIRE. 
Journal,  vol.  1, 1850-1855 1  vol.  8, 1837-02 


ARCHAOLOGICAL  ASSOCIVTION  (BRITISH). 
Founded  1843.  Meet  on  alternate  Wedneaday  evcamfli  at 
38,  Sackville-atrect,  PiceadiUy.  at  half-paat  eight  i/doA. 
Earl  of  Albemarle,  Pmes.,  J.  R.  Planch^,  H.  Syer  Cnming, 
and  Wm.  Beattie,  M.D..  Sees.  Subaeription  one  guinea 
annual ,  ten  guineas  for  Ufc  The  volumea  of  ihe  Journal 
are  pubHshed  annually  at  Sis  6d  each.  The  vote.  Cor 
Winchcater  and  Gloucester  Congreaa  are  aoe  andw  far 
Canterbury  and  Worcester  81s  eadfi 
CoUectaoea  Archaologica,  voL  1. 4to,  889,  voL  S.  pt.  1. 15a 

ARCHA0L06ICAL   INSTITUTE    OF    GREAT  BRI- 
TAIN.     Founded  1843,    to    investigate,   f 
illustrate,  all  andent  monuments  €ii  history,  c 
5ec.,  especially  relating  to  Great  Britain, 
scription  one  gtiinea,  life  subscfiption  £19,     See.,  T. : 
nell,  Esq. .  1 ,  Buritngton  Gardens.    Works  piaUiahed : 
The  Archaotogical  Journal,  Vols.  1  to  19.  ea^  SOs:  to 

members,  15s  6d 
Transactions  at  Mcetinga— 
Winchester.  1845,  90b.     Yoik.  1846.  S9s.     Norwidi,  1917, 

9Ua.    Lincoln,  1848.  31s  6d.    Salisbury,  1949.  Sis.     Ok. 

ford.  I8S0.  SSa.    Briatol,  1851, 91s.   Neweaatle,  ltt8L  49s, 

9  vols.  8vo. 
Report    of  the  Proceedhigs  at  Chicbester,  ItSS.    with 

Catalogue  of  the  Museum.  lOsSd 
Catalogue  of  the  Museum  formed  at  Edinbuixh  Meet- 
ing, 18S6,  to  subscribers,  "s  6d 
AFoHo  Map  and  Memoir  of  the  Watlfaig  Street,  f^on  a 

Survey  made  In  the  Years  1850  and  1851,  19b  6d 
A  Map  of  British  and   Roman  Yorkshire,  canapiled  by 

Charles  Newton,  Esq..  M.A..  7«  6d  in  a  case 
Table  of  the  Annual  Assay  Offlce  Letters,  by  Oetavina 

Morgan,  Esq..  Is  6d 
Memoir  on  Sculpture  in  Lincoln  Cathedral.  9s  6d 
Memoir  on  Lichfield  Cathedral,  bv  Willis.  9a  fid 
Memoir  oil  Colouring  Statues,  by  Westmaeott,9fefd 
Memoir  on  Royal  and  Blenheim  Gems,  3s  fid 

ARCHAOLOOICAL  IRISH  AND   CELTIC  SOCIETY. 

The  Irish  Society  founded  1840,  the  Celtic  1845,  now 

united.    The  books  are  published  for  the  u«  of  menben 

only.     Payments  j^  on  admission,  and  9Qs  peranavaL 

Associates    nay  SOs  per  annum   without   entrasee  feei 

Payment  of  £'13  constitutes  a  life  member.    Htm.  9ee.» 

Dr.  J.  H.  Todd.  35.  Trinity  College,  Dublin.  PnbUtatwns 

of  the  Irish  Archcoiogical  Society  :— 

1841.  TVacU  relating  to  Ireland,  vol.   I.— The  Clicalt  of 

Ireland,  by  Muirdieartach  Mac  Ndll,  ed.  by  J.  aDono- 

van.— A   Brief  Description  of  Ireland,    1599,   by   R. 

Payne:  Preface  by  A.  Smith. 

Annals  of  Ireland,  by  J.  Grace,  of  Kilkenny  t  edited  by 

the  Rev.  R.  Butler.  8s. 
1849.  The  Battle  of  Magh  Rath  (Moira),ed.  by  J.  O'Dono. 

van, lOs 
TracU  Relating  to  IreUnd,  Yol.  9.>^A  Treatiae  of  Irdand, 
by  J.  Dymmok ;  edited  by  the  Rev.  R.  Butler.  The 
Annals  of  Muitifeman,  edited  by  A.  Smith.— A  Statute 
passed  at  Kilkenny,  ▲.».  1367 :  edited  by  J.  Hardlman. 
Esq.— lOs 

1843.  An  Account  of  the  Tribes  and  Cuatona  of  the  Dia> 
trict  of  Hy-Many.  with  Notes,  by  J.  O'Donovan,  19a 

Book  of  Obita  and  Martyrokigy  of   the  Holy   Trinity, 
Dublin  t  ed.  by  Rev.  J.  C.  Crasthwaite,  19b 

1844.  Registrum  Ecclesic   Omnium    Sanctorum    jnxta 
Dublin,  ed.  by  Rev.  R.  Butter,  7s 

Account  ot  the  Tribes  and   Customs  of  the  District  ot 
Hy  Fiacrach,  edited  by  J.  O'Dooovan.  15a 

1845.  A  Deacrlption  of  West,  or  H-Iar  Comuuwht.  by 
R.  O'Plaherty.  with  Notes,  by  J.  Hantboan,  15a 

1846.  The  Miscellany  of  the  Society.  V^l»ai 

1847.  The  Irish  Yexifcm  of  the  Hiatdfia  BiitoDan  ot 
Nennlus.  edhed  by  J.  H.  Todd.  Jia 

1848.  The  Latin  AnnallsU  of  Irebad,  by  Richard  Bntler, 
D.D.,  8s 

1849^50.  Macariae  Exoidlum,  thto  Deatnictkm  of  Cypruw 

eittted  bv  J.  C.  O'Callaghan.  9H 
18S1.  Acts  of  Arch.  Oolton,  1397.  ecfited  by  Williain  Rcevea 
1858.  Sir  WillUm  Pettv's  Narrative  of  his  Procecdinga  in 

the  Survey  of  Irdand,  ed.  by  T.  A.  Laroom,  15a 
1853.  Cambren»la  E  versus,  or  Refotation  of  the  Authority 

of  Gtraldus  Cambrensis  on  the  History  of  Ireland  by 

Dr.  John  Lynch  (1669),  9  v<ria.  8na 

PDBLfCATioira  or  tbb  csLnc  aociarr. 
1847.  The  Book  of  Rights,  edited  by  J.  O'Donovan.  99i   i 
184fi.50L^l-59.  Cambrensis  Eversua,    by  Dr.  J.   Lyn^ 

( ie68t  I  edited  by  Rev.  M .  Kdly .  8  vob. ,  SQb 

1849.  Miscellany  of  the  Celtic  Society.  90s 

1853.  Cath  Muighe  Lena,  an  ancient  historic  Tale,edltc4 
by  E.  Currie.  Esq  ,  SOs 

1854.  Liber  Hymnorum :  The  Book  of  Hymns  of  Cbt 
Ancient  Church  of  Ireland,  ed.  by  J.  H.  Todd,  D.D. 

1856  and  1836.    The  Life  of  St.  Columba.   by  AC 

Y.  R( 


Ninth  Abbot  of  Hy  (or  lona).  bv  Rev.  W 

1857.  Liber  Hymnorum ;  The  Book  of  Hymns  of  the  Aa- 

eient  Church  of  Ireland,  ed.  by  J.  H.  Todd.  D.D.,  nrt  9 
1658.  The  Wars  of  the  Irish  and  Danes,  edited  by  J.  U. 

Todd,  D.D.,  aasisied  by  J.  O'Oonovan  and  E.  Curry 

NBW  BBniBa. 
Irish  Glosses;  a  Medi«val  Tract  on  Latin  Dedenahm. 

with   Examples  explained  in    Irish,  edited  by    W. 

Stokes,  A.B.  ' 

Three  Fragments  of  Ancient  Irish  Annals,  hUhoto  un- 

pubUshed,  edited  by  J.  O'Donovan.  LL.D. 
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ARCHilSOLOGICAL  JOURNAL.  ULSTER.  8to,v.  1  to9. 
•MhlSik    Contlnaed  quwrtarly,  at.  1851-tt 

ARCHJBOUMSICAL    SOCIETY     (KILKENNY)   AND 
SOUTH-EAST  OP  IRELAND.    Instituted  IIMO.     An- 
nual  Subicriptioa,6lk    Hon.  Bee  Jamet  Oravei,  A.B. 
TIm  Tmrnctknu  tor  1840.  5<Kftl»  in  1  v.  loy.  8to 
Vob.  8  and  8,  eaeh  18« 
YoL  I,  New  Series.  lRfiM7.  ISs 

ARCHJSOLOGICAL     SOCIETY      (NORFOLK      AND 
NORWICH).  Oriirhial  Papers.  Vols.  1,  8.  3, 4. 5, 6 
Yiews  of  the  Gates  of  Norwich,  made  In  the  years  1708^ 
hr  the  late  John  Minham.    With  an  Historical  Intro- 
duction, 4kc,  hy  Robert  Fitch,  F.S.A..  F.6.S..  4fcc 

ARCHAOLOOICAL  SOCIETY  (SURREY).  Estahlbhcd 
in  May.  IBM,  havbig  for  its  objects  "the  investicatioo  of 
aubJecU  connected  with  the  history  and  antiquities  of  the 
county  of  Surrey."  Hms.  Ssc,  H.  W.  Sass.  7.  MUdied-B 
Court.  Poultry. 

ARCHAEOLOGY,  STATISTICS.  AND  NATURAL  HIS- 
TORY (SUFFOLK  INSTITUTE  OF».  Established 
J84&  Sse.,  S.  Tymmt.  F.S.A.,  Hlgh-«tieet.  Lowestoft. 
Proeeedinga 

ARCHITECTS  OF  IRELAND  (ROYAL  INSTITUTE 
OP).  Esubtlshed  1109.  The  Custom  House.  Dublin. 
Members  are  elected  by  Payments.    See.  James  H.  Owen 

ARCHITECTS  (ROYAL  INSTITUTE  OF  BRITISH). 
Founded  1834.     9.  Conduit-street.     Honorary  members 

Esy  SS  guineas.    Fellows  pay  84s  yearly.  Associates  42s. , 
ontributtng  Tisitors.  428  yearly.    Studento'  class  one 
guinea  on  admisdon  and  one  guinea  annually.  Prttident^ 


SS 


De  Grey;  Hon.  Ssm. 


rs*' 


C.  Nelson  and  M.  D. 


Wyattt    Hon.  fbrvign  S«e„  T.  L.   Donaldson.  Esq.  i 

Z.Ar«riMt.  Thos.  S.  Godwin.  Esq. 
Transactions  and  Sessional  Papers,  annually,  in  4to 
Reports  on  Public  Competitions 
How  to  observe  Architecture 
Report  on  Dilapidations 
Report  on  Palladio's  Drawings  at  Chiswidt 

ARCHITECTURAL    XND     ARCHAOLOGICAL    SO 
CIETY  OF  BUCKINGHAMSHIRE.   EsUblished  1847. 
Aylesbury.    Pajment  of  members.  As.    Publications: 
The  Records  of  BuclLinghamshire,  twice  a  year,  to  mem- 
bers gratis;  to  non-members,  8s.  Published  by  J.  Pick- 
bum,  Aylesbury;  J.  H.  Parlier,  London  and  Oxford 

ARCHITECTURAL  AND  ARCHAOLOOICAL  SO- 
CIETY  OP  LIVERPOOL.  Founded  1848.  8ee».,  W. 
Stubba  and  W.  H.  Picton,  Royal  Institution.    Publiea- 


Anelent  Liverpool  In  its  Ardiitecture  and  Buildings,  by 

J.  H.  Picton.  1849 
Proceedings,  Vol.  1, 4to,  1858;  Vol.  S,  4to.  1857 
Report  on  Liverpool  Improvemenu.  pamphlet,  8vo.  18S8 

ARCHITECTURAL    AND   ARCHiBOLOOICAL    SO- 

CIETY  (ST.  ALBAN'5).   Sec,  Rev.  John  O.  Hale.  A.M.. 

St.  Alban*s.  TYmumrtr,  George  Laing.  Esq.,  Abbey  Gate. 

St.  Albsn  's.    List  of  Publications : 

The  Two  Langleys  (Abbots  Langley  and  King's  Langley. 
HerU) ,  read  at  a  meeting  of  the  Society  by  Rev.  Richard 
Gee,  M.A.,  Vicar  of  AbboU  i^angley 

On  some  Roman  Sepulchral  Remains  discovered  in  St. 
~  *ken's  Churchyard,  near  St.  Albsn's.  by  Matt.  Hol- 
t  Bloxam,  read  at  a  meeting  of  the  Society 

A  Guide  to  St.  Albnn's  Abbey,  bylUv.H.J.B.  Nicholson. 
D.D.,  Rector 

A  Description  of  the  R<unan  Theatre  of  Verulam.  read 
at  a  meeting  ot  the  Society  by  R.  Grove  Lowe,  Esq. 

Two  Papers  read  at  a  meeting  of  the  Society  i  1.  On  the 
Relies  of  St.  Alban  at  Cologne.  2.  On  a  Bone  Seal 
found  in  St.  Alban'i  Abbey  .by  the  Rev.  H.  J.  B.  Nichol- 
son. D.D.,  F.R.A.S..  F.S.A. 

An  Account  of  some  rare  and  unpublished  ancient  British 
C(>ins.  by  John  Evans,  Esq.,  P.S.A.  (not  published  hf 
the  St.  Alban's  Society) 

Bridu  and  Brick  Buildings,  a  paper  read  at  a  meeting  of 
the  St.  Alban's  Architectural  and  Archaological  Society, 
AprU  11, 18S6,  by  R.  Gee,  M.A.,  member  of  the  Society 

ARCHITECTURAL  DIOCESAN  SOCIETY  (EXE- 
TER). EsUblidied  1814.  Hon.  8Ms..  LL-Col.  W.  Hard- 
ing, F.J.S.,  10.  Upper  Mount.  Radford  Terrace,  Exeter; 
and  Rev.  J.  L.  Tulford,  Woodbury,  near  Exmoutb, 
Devon 
TnnsaetionB.  VoL  1  to  5,  and  Part  I  of  VoL  8. 1857 

ARCHITECTURAL       PUBLICATION        SOCIETY. 
Founded  1848.    Han.  See.,  A.  Cotes.  Esq.,  7a.  WhitehaU- 
yard.    Annual  subscription  one  guinea.    Publications  i 
Essays  and  Illustrations.  1849-58 
Detached  Essays  and  Illustrations,  4to,  31s  fid 
Dictionary  of  Architecture.  Paru  1  to  14.  imp.  4to.  Issued 
annually 

ARCHITECTURAL  SOCIETY  OF  OXFORD.  For 
Promoting  the  Study  of  Gothic  Architecture.  Founded 
1839.  Annual  Subscription.  Residents.  10s;  Non-residents, 
5s.  Place  of  Meeting,  Oxford.  See*.,  Rev.  p.  G.  Medd, 
M.  A. ;  Mr.  James  Parker.    Publications  of  the  Society : 


Reports  of  Proceedings  Issued  three  timet  a-year.  gratia 

to  members 
Open  Seats.     1.  Headington.     I.  Hasdey.     3.  Steeple 

Aston.  4.  Stanton  Haroourt,  Ensham.  and  Great  Staii- 

fleid.    5.  Littlemore 
Patterns  of  Bench  Ends.   6.  Steeple  Aston,  sheet  l;  7* 

Ditto,  sheet  9 
Oak  Stalls.  &  Beauchamp  ChapeL  9.  Talland.  Beverley, 

Wakefield,  and  Flnial  ^m  Postling 
Fonts,     la  HeckingtoD  (Decorated).     11.  Newendea 

(Norman) 
Reredos.    IS.  St.  Mtehael'k,  Oxford 
Window  Tracery.    13.  Specimens  tnm  Sketches  by  the 

hte  Mr.  Hickman,  sheet  1.    14.  Ditto,  sheet  S 
Pulpits.    15.  Wolvercot  (Perpendicular).     16-  Beanlieu 

(Decorated).    17.  St.  Giles',  Oxford  (Decorated) i  with 

Coombe  (Perpendicular) 
Screens.    18.  Dorchester  and  Stanton  Hareourt 
Grave-stones.  19.  Ancient  Exaroplea.  sheet  1.  M.  Dittos 

sheet  S.    One  shilling  per  sheet 

ARCHITECTURAL     SOCIETY    OF      THE     ARCH- 
DEACONRY   OF    NORTHAMPTON.      EsUblished 
1844.    Annual  Subscription.    10s.    Hen.  See.,  Rev.   T. 
James,  Thcddingworth.  Rugby 
Report  of  the  Papers  read  at  the  Stamford  Meetlog,  with 

Account  of  the  Excursions,  1850 
Annual  Heporu  and  Papers,  1844-1857 
Architectural  Notices  of  the  Churches  of  Northamptoo* 

I  of  Northamptonshire,  in  parts.  18ai 

ARCHITECTURAL  SOCIETY  OF  THE  COUNTY  OF 
YORK.  EsUblished  1848.  Annual  Subscrlptkm.  lOs. 
Hon.  Sees..  Rev.  George  Rowe.  York;  Rev.  J.  Sharp. 
Horbury,  Wakefield.  Artht.,  George  Fowler  Jones.  Esq. 
A  Paper  on  Ceruln  Sepuldiral  Effigies  in  South  York- 

shire,  by  M.  H.  Bloxam,  I8S0 
Annual  Volume  of  ReporU  and  Papers 

ARCHITECTURAL  SOCIETY  OF  THE  DIOCESE  OF 
LINCOLN.    Founded  1844.    Annual  subscription  10s ed. 
Hon.  See..  Rev.  E.  Trollope.  F.S.A.,  Prebend  of  Lincoln. 
An  Annual  Volume  i«  Issued  conUining  Papers  bv  Mem- 
bers relating  to  the  Architecture.  History  .and  Archaology 
of  the  Diocese,  with  Illustrations.  The  voLfor  1862  eon- 
tains  Papers  on— Hereward.  the  Saxon,  by   Rev.  E. 
Trollope t  Croy land  Abbey,  by  Rev.  E.  Moore;  Anne 

Askee«.ther  "    ~    '       ' 

Roman 

Notes  on 

Trollope, 

of  Church  Restorations,  Ac,  Ac 

ARTS  (ROYAL  SCOTTISH   SOCIETY  OF). 
1891.    Hall,  117,  George-street,  Edinburgh.  PaymenUone 
ffttlnea  at  entrance  and  one  guinea  annual 
Transactions,  vols.  1  to  5 

ARTS  (SOCIETY  OF).  John-street.  AdelnhL  Founded 
1753.  Members  psy  9  guineas  annually,  or  90  guineas  lifls. 
See.,  P.  U  Neve  Foster;  C.  Critchett,  AuUUint See,  Pub- 
lications : 

Transactions,  vols.  1  to  87»  in  8vo 
Ditto,  new  series,  4to 
Lectures  on  the  Great  Exhibition,  f  vols. 
Weekly  Journal,  price  3d 

ARUNDEL  SOCIETY.  Instituted  1848.  Office  94.  Old 
Bond-street.  Subscriptions  one  guinea  annual.  Ssc..  John 
Norton,  Esq.    List  of  publlcationB : 

Price  to 
Members.  Strangva. 
£  s.  d.    £  Zd. 
htnm  EifORATTifea. 

I.  Oiotto.— *'  Entombment  of  Christ* 
From  a  Aresoo  la  the  Arena  Chapel, 
Padua 0  10   0     0  15   0 

9.  Fra  Angelico.— "  S.  Stephen  before  the 
CoundL"  From  the  Chapel  of  Nicholas 
v..  In  the  Vatican    .    . 0 10    0     0  18   0 

A  Fra  Angelioo.— "  8.  Laurence  Dis- 
tributing Alms.** 0  10   0     0  15    0 

4i  FraAn|^co.—"S.  Laurence  before  the 

Emperor  Declus.*' 0  10   0     0  15    0 

A  Fra  Angelico.— "  S.  Stephen  Distri- 
butUig  Alms." 0  10   0     0  15    0 

A  FraAngelico.— ••  S.  Matthew.'*  ...   0   5   0     0    7    • 

7.  Fra  Angelico.— **S.Buonavcntura*     .050     07* 

Wood  ENoaATtNOa. 
GiottOb— "  The  LIvesof  the  Virgin  and  our 
Lord.  **  A  series  of  38  sul^ecU,  from  the 
Arena  Chapel,  Padua.  In  one  volume  .440     550 
Each  stit4«ct  separately 096     OSf 

LiranARY  WoBKs. 

1.  •'  Giotto  and  his  Works  in  Padua."  In 

three  parts.    By  John  Ruskin      ...    0  10   0     0  15   0 
(N.B.— Each  part  is  also  sold  separately) 
9.  '*  OtUviano  Nelli.  and  hto  Fresco  at 

Gubbic''    By  A.  H.  Layard.  M.P.  ..016     096 

8.  "  Domenieo  Ghirlandaio,  and  his  Fresco 
oftheDeathof  S.  Franeis."   ByA.  H. 

Layard.  M.P.  ...  0   30     046 


MO 


LITSBABT  80GIBTIBS, 


^ , Price  to 

LiTRRART  Worm   ctwKwimJL       Mtnton.  Stnagen, 
4.  "Gloranni  flaario,  and  his  Prcnott  £  ■.  d.  £  s.  d. 

CrngH.-    By  A.  H.  Layard.  M.P.  ...    0   S   0     030 
$.  Pictro  PBrnciMK  A  notice  of  hb  Aweo 

at  Panleale.  Sj  A.  H.  Layazd.  M.P.     .010     016 
0.  ••  PiDturiccfafo,  and  hb  FieMsoei  at 

Spello/'    By  A.  H.  Uyaid.  M.P.     ..010     0   t   « 
7.  "NotieMo#.Seuljpture  In  Ivory  ."being 

a  Lcecure  on  tlie  HlMory.Methodf.and 

Production!  of  tlie  Art,  liy  M.  Difby 


^yatt;  and  a  Cataloipie  of  Spectaocna 
or  iTory  Carvinct  in  ▼arlouacolleetioiia 
leaiti  of  whieh  are  told  Ivy  the  SoeleCy)r 
hf  Edmund  Uidlleid    ....... 

The  Lecture  separately    . 
The  Catalonne  teparately 


0  8  0  0  4  0 
0  9  0  0  3  0 
0  10  0  16 
_  With  an  annual  iasue  at  ChromoUthoeTapht  from  early 
Italian  fVewoet,  uMially  four  or  more  fii  number,  beddea 
occaaional  worlu 

ASHMOLBAN  80CIBTY  OP   BERKSHIRE.    Pounded 
1840.  ■  Annual  rabMriptloni  flli.     PubHcationi  oi  the 
Society: 
Oriainal  Letters,  etc.  rriathw  to  the  Bcneftctions  of  Arch- 

Mthop  Laud,  edited  by  J.  Bruce.  1841 
The  Unton  luTentories  relating  to  Wadley  and  Parrlagdoii 

in  IMB  and  IfllO.  edited  by  John  Oough  Nichols.  IMl 
Chronicle  of  the  Monastery  of  Abingdon,  1910-1304,  edited 

by  J.  O.  HalliweU.  I8U 
ASHMOLBAN  SOCIETY   (OXFORD).    Instituted  lOIS- 
For  the  purpose  of  ntomoting  in  the  Untrersity  a  taste  ftir 
Natural  History,  Experimental  Philosophy.  Antiquarian 
and  other  branches  of  raseirch.    Admission  fee.  91s,  and 
91s  annual  subscription  while  resident  in  the  University 
P^wsirfsnf.  J.  Phiinns.  F.R.S.;  S0r.,|H.  J.  Smith,  mIa.| 
TVMnimr.  R.  Walker,  M.A.    Publintions: 
Annual  Report  of  Proeeedings 
Occasional  Papers  of  Transactions 

ASIATIC  SOCIETY  OF  GREAT  BRITAIN  AND  IRE- 
LAND (ROYAL).  F6unded  1893.  5,  New  Burlington- 
street.    JPrst.  — ■  '*' — '     ■' — '    "    "'    ""* "-       ■■ 

Norris,  Esq. 

3  guineas  aoL . 

Transactions,  4to,  3  vob.  £B 

Journal,  Sra    Yob.  1  to  7il9«eMh;  voL  8,  18s;  vol.  9, 

14s  I  voL  10, 15s|  n  to  90. 19s  each  (eontfaiued  yeariy) 
Bengal  Journal,  30  vols.  8vo  •* 

ASTRONOMICAL  SOCIETY  (ROYAL).    Founded  IRiOi 
'     ersst  House.     Members  are  balloted  for,  admb 
9  guineas  and  9  guineas  annual,  or  OOgulneas  for 
,  W.  De  La  Rue.  and  R.   C.   Carrington.  Esq 


.  and  Direct,  Prof.  H.  H.  Wibont  SseT, 
Meroben  elected  by  ballot  Subsertptioo 


fee.  9 

3m*«. 


Rm|. 

Transactions,  18  vota,  4ta. 


life. 


(not  foe  sale) 


BANNATYNE  CLUB.    Founded  by  Sir  W.  Soott,  1823 1 
discontinued.    Payment  was  5  guineas  annually.   Works 
issued  I 
VltB  DunkddeniAs  BedeslsB  Epbooponim  ab  Aleicandio 

Myln.  1893-1831 
Pnems  by  Sir  David  Murray  of  Oorthy.  1893 
The  Duke  of  the  Howlat,  by  Holland'  1883 
Teares  for  the  Death  of  Alexander,  Earle  of  Dumforme- 

ling.  1883 
Bobcne  and  kUkyne^  end  the  Testanent  of  Crmseid,  by 

Robert  Henryson.  1894 
DisooursPartlculierd-Eeoese,  par  Jacques  MakgU  et  Jean 

Bellenden,  lAJO.  1894  ^^ 

Poems  of  George  Bannatyne.  1894 
Report,  by  Thomas  Tucker,  upon  the  Settlement  of  the 

Revenues  of  Excise  and  Customs  in  Scotland,  a.p. 

16fi6.  1895 
Auld  Robin  Gray,  a  Ballad,  by  Lady  Ann  Bamrnd.  1899 
B^t  de  I'Bxplditkm  en  Eeosse  I'An  1646,  et  de  la  Bat- 

Uile  de  Musclebufgh,  par  le  Slew  BertevUle,  au  Roy 

Edouafd  VI.  188S 
As  Apology  for  Sir  James  Dabymple  of  Stair,  Presideiit 

of  the  S»ioo.  Inr  Himself.  1895 
The  Hbtorie  and  Life  of  King  James  the  Scxt,  edited  by 

Thomas  ThomMm.  Esq.  ISw 
Hectoris  Boethii  Murthlaoenslumet  Aberdonenalttm  Epie- 
I  VitsB.  1805 


Etchings,  chiefly  of  Views  of  Scotland,  by  John  Clerk. 

Esq. .  of  Eldin,  1773-1 770,  foHo.  1825 
The  Disooverie  and  Historic  of  the  OoM  Mynes  In  Seol- 

land,  by  Stephen  Atkinson,  written  in  1810.  1895 
Bxcerpto  e  Libris  Domicilii  Jac.  V.  1885-1833 
De  Viua  Mofte  Roberti  Rollok.  Academise  Edlnburgm^ 

Primarii.  Nanratlones;  Auetoribus  Geo.  Robertson  et 

Hen.  Chaiteris,  edited  by  Dr.  Lee.  1896 
Letters  of  John  Grahame  of  Claverhouse,  Yisoount  of 

Dundee,  1678-1680.  1898 
The  Palace  of  Honour,  by  Gawyn  Douglas,  Bbhop  of 

Dunkeld.  1887 
Memoirs  of  hb  Own  Life,  by  Star  James  MeiviHe,  of  Hal- 
hill,  edited  by  Thomas  Thompson,  Esq.  180 
Chronloon  Comobli  Sanctse  Crucb  Edtnburgcnsb,  1898 
Extracts  ftrom  the  Despetehes  of  M.  Courceiles.  French 

Ambassador  at  the  Court  of  Scotland,  edited  by  Robert 

Bell,  Esq.  18S8 
Papers  relailvfl  to  the  Marriage  of  King  James  the  Sixth    | 

uf  Sootland.  wkh  the  Princess  Anna  of  Denmark,  1880 1    I 


CAnsaMZ  jL 

Bmmmahma  OPHO— oonUauod. 

and  the  Form  and  Manner  of  Her  Mahal  w'l  Cmmum 

at  Holyrood  House.  IMO.  1898 
Siege  of  the  Castle  of  Edinburgh,  ISBB.  I8M 
Letters  fkvm  Lady  Margaret  Kennedy  (nfterwrnds  Bunstj 

to  John  Duke  of  Leaderdale.  1898 
A  Diary  of  the  Pnesedings  in  the  ParUamant  aad  Pmr 

CouncU  of  SooUand,  1700-1707.    By  Sir  HairiA  Hamt, 
_of  Crassfig.  1898 
The  Hbtory  of  the  TnMJbles  and  Megaomble  Trai— mew 

in  Sootfamd  and  England  fkom  16B4  tol645b    ByJeka 

Spaldine,  9  vob.,  edited  by  James  Skene,  Esq.  1«8 
Thonus  Dempsteri  Histoiia  Ecdasinr^^--  T^IT^  m^^ 

nnn,  9  vob.  1899 
Dcscrittfcme  del  R««no  dl  Seotia.  4i  ] 


Les  AliUres  du  Comte  de  Boduel,  I'An  1S6B,  1 

The  Dbrv  of  Mr.  James  MelviU«,  Minister  of  I 

1556.16t>l.  1890 

Memoriab  of  GeorRO  Barniatyne.  1546-1600;  edited  by  Sir 
,  Walter  Scott.  Bart.,  and  D.  Latog.  Eaq.  law 
Letters  ftom  Archibald  Earl  of  Aigyle.  to  Jobn  Duke  sf 

Lauderdale.  1898 
History  of  the  House  of  Seytonn.    By  Sir  RIdtard  Msit. 

land,  with  continuation  by  the  Yiseonnt  Kingston.  lO 
Memoirs  of  hb  Own  Life  and  Timee.    By  Sir  Janes  Tki^ 

— ,  1689-1670.  edited  by  '"'^ '~  — 


Pepen  relaUvc  to  the  RegelU  of  l 

Eitcht  Bannatyne  Garlands,  1  voL 

Criminal  Triab  and  other  Prooeedlqes.  before  the  Hick 
Court  of  Justidarr  in  Scotland,  tkan  Id68-I6M,  7  v^ 


^edited  bv  Robert  Pitcalm.  Esq.  1890-1838 
-  •     —  -       rSeodand. 


By  DsrU  Moyrie. 
Gra- 


the  AflUvBsof  the 
to  July*  1688.  By 

By  Jolm  Lesley 


Memoirs  of  the  Allkirs  of 

1577-1608L  1830 
The  Anatomie  of  Humois  and 

heme.  1604-1600.  1830 
R^ion  of  Proceedings 

Kirk  of  Sootbuid,  ftom  August, 

John  Earl  of  Rothea.  1890 
The  Hbtory  of  Scotland  ftom  I436-1561. 
_  Bishop  of  Ross.  1830 
The  Bulk  of  the  Most  Noble  and  Vailaaand  Cmqmaar, 

Alexander  tlie  Greet.  1881  ^ 

Trial  of  Duncan  Teng  alias  Clerk,  and  .Alexander  Bne 
^^MaedonaM,  for  the  Murder  of  Arthur  Dttvia,  1754. 18H 
Hymns  and  Sacred  Songs.    By  Alcsander  Hwme.  1839 
^^j^i*?  /^  Ancient  SootOsh  PiDptedes.  edited  by 

^DavMLalng.  Esq.  1833  ' 

Diurnal^of  Remarkable  Oocunents  that  *— rrii  li  since 

tlUthe  yesr 


the  Death  of  King  Jai 


Fkmrtli 


168^1601. 
The  Ragman 


PhUotus,  a  Comedy.  1835 
Letters  and  Pspers  reiaUng  to 
1584-1608.  1885 


MD.LZXT.,  edited  by  Thomas  Thomson,  Esq.  isra 
Memoirs  of  the  War  carried  on  In  Sootlaadaod  Ireiand. 
By  Major^enerat  Hugh  Maekay.  1883 
noils.  1991'1986.  1834 

Patrick  Maatar  of  Gray, 

ChrraicedeM^lroe.  169S 

*'S?^f*^*»'  Tmnsaetmns  In  Sootlaiid,  1860.1873.  By 
Richard  Bannathie.  183il 

Dbury  of  PuMk  Transactkms,  1650-1667.  By  Johtt  NIeolb, 
edftedbvDavklLaing.  Esq.  1836  y«»««i'«»— . 

John  Maekay's  Life  of  Ueutenant-Geiierai  Hugh  Maekay. 
1836 

David  Buchananns  de  Scriptortbus  Seotis,  edited  by  Dr. 
Irving.  1837 

Fountafnhairt  Hbtorieal  Observes,  1680-1686.  1837 

Registnim  Eplsoopatus  Momvienais.  1687 

The  Seven  Sages  in  .S»ttbh  Metre.    By  J.  RoUmid.  1837 

Liber  S.  Marie  de  Melros.  9  vols.  1837 

AwBient  Scottbh  Melodies  ftam  the  Skene  MS.  By  Wil- 
liam Dauney,  Esq.  1838 

CatokMue  of  the  Ubraiy  at  Abbotsford.  1638 

Reeuejl  des  D«p6ches,  ftappoites,  etc,  des  Anbeeeadeus 
de  Franoe  en  Anjleterre  et  en  Boosse,  enblids  sous  la 
Direction  de  M.  Cooper,  7  roU.    Par  A.  Teulet.    Paris. 


The  Booke  of  the  Univeraall  Rlrk  of  Scotland.  1560.1618i 

3  vob.,  edited  by  Thomas  Thomson,  Esq.  1630-1840 
Syr  Gawane,  a  Collection  of  Ancient  Romenee  Ftema. 
.  edited  by  Sir  Frederic  Madden,  K.H. 
Joannes  Naperus  MerchistonU  Bato  de  An*  Logisdca. 

JoennesFemriiHbtmiaAbbatumdeKynkM.   1830 
The  iBneid  of  Vir^l.  translated  into  Scottbh  Yene.    By 

Gawvn  Douglas.  Bishop  of  Dunkeid,  9  vols.  1830 
Chronloon  de  Lanereost,  19r»1.1346.  1839 
^??^  *J  **  ManeUne.    Par  PhUlppe  de  Reimca,  edited 

by  M.  F.  Michel,  at  Paris.  1840 
Liber  Cartarum  Sancte  Crucis  de  Edwinesbarg.  1640 
The  Chamberlain  Rolls :  or,  Accounts  of  the  Gent  Cham- 

beriains  of  Scotland,  (torn  1396-1453,  edited  by  Thomai 

Thomson.  Esq.,  3  vols.  1841 
Balearres*  Memoirs  touchfaw  toe  Revolutkm  In  Seotlaad 
Liber  Caitamm  Prioratus^ncH  Andree.  1841 
Letters  and  Journals  of  Robert  Baillie,  3  vola.,  edited  by 

David  Laing,  Ita.  1841 
The  Jervbwood  Correspondence.  ITOt-lTW.  IMl 
Registrum  de  Dunfermdyn.  1849 
Liber  Ecdcsie  de  Scone.  1843 
Diary  of  Sir  Thomas  Hope,  Bart.,  16S3-164&.  1643 
Registrum  Episcopatus  Glasguensb,  9  vob.  edited  br 

Cosmo  Innes,  Esq.  1843 
The  Leven  and  Melville  PtpuB,  1680-1601.  184S 
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Horn  ec  Rimenhild,  tditod  by  Fnnenmie1Clflliel,«t  Pwii. 

1845 
RcKtatrurD  Ctttaroro  de  Kelao,  t  Tola.  IMS 
n  •muuyiw  Club  AoconnU.  t.  t. 
The  Woriu  of  John  Knos»edH«d  by  D.  Labkg,  Bi«.,  tvoli. 

Utow  1848-1848 
Liber  S.  Maria  do  Dryburfb.  tditcd  by  J.  Spottiiwoode, 

Em|.  1847 
Caito  MonlaHum  d«  Noitbbanriek,  Piiontiu  Cntorele,  C. 

Inoo*.  Eaq.  1847 
Liber  Inniie  MImuviii  Abfaoeie.  Can.  Rck.  B.  V.  et  S.  J. 

de  Incbairery^^^llitnim  vetin.  1847 
Spociewood— History  o#  Um  Cburcb  of  Seodaad.  S  Tola. 

1847-1881 
Tvo  Aneient  Reeordf  of  the  Bishopric  o#  Caithness.  1848 
HIstoilcal  Notes  of  Seottlth  Aflbbs.  from  MSS.  of  Sir  J. 

Lauder,  1881-1688,  edited  by  D.  Laine.  Etq.,  1  Tola.  1848 
Re«isKniin  S.  Maria  do  Neubotle,  Abbado  Clatereie,  C. 

iDiies,  Esq.  1849 
Dariea  Pfepeis,  1889-1700,  edited  by  J.  H.  Buitoo.  1848 
AntiquitlBs  of  the  Pailslies  of  Scotland,  C.  Innes.  Esq.. 

V^  1.  1850 
Dcflcrivtive  CaftakMnw  of  Impressloos  tnm  Ancient  Scot- 
tish seals,  DTLahw,  Eiq.  1890 
A  Coiieotion  of  OrlninalUUers  wlatiTe  to  the Eecleshtt- 

tical  AflUrs  of  Scotland,  chiefly  written  by,  or  addrsssed 

to,  James  VL  8  toIs.  1891 
Seulptursd  Monumeots  in  Angusiblrs,  by  P.  Chalmers,  fol. 
n  d*Btat  inddita  relatlft  k  rHistohe  de  I'Boosseau 


KVI.  Sitele.  par  Tenlet.  8  toIs.  1888 
Bieriaiiom  Absrdooenae,  S  vols.  1898 
Rales  of  the  BennatyM  Chib  and  Catalogues,  t.  t. 

BATH  AND  WEST  OF  ENGLAND  SOCIETY.  Bath. 

Publicatiaiis  t   Journal ,  half-yearly 
BERWICKSHIRE    NATURALISTS'   CLUB.     Founded 

1831.    Members  are  balloted  fbr.    Subscription  Toluntary. 

sec..  Robert  EmMecoo.  SuiKeon,  Beadiasl     Publioations  x 

PkoeeedinflfcvoLltoi 
BOTANIC  SOCIETY  OF  LONDON  (ROYAL).  Rscmrs- 

park.    Founded  1839i    8se.,  J.  De  Carll  Sowerby,  Esq.  i 

1i«M48«r,  C  F.  Walllt.    Members  balloted  Ibr.    Admission 

Ve  5  fuineaSf  annual  subscription  S  guineas,  or  90  gulnsas 

Air  IIA 
BOTANICAL  SOCIETY  OF  EDINBURGH.    InstUuted 

1838.    Members  balloCed  for.    Payment  for  non-resident 

members,  9  guineas;  rsstdant  18s  8d  entrance  and  ISsOd 

■annaL    Sec.  Dr.  George  Lawion.    PuMicatloos  : 

Traneactions.  Prooeedhigs,  and  Annual  Reports 

Catalogue  of  British  Planti.  Directions  for  drying  Planta. 
BRITISH  ASSOCIATION.  Instituted  at  York,  1831.  The 

aiuraal  mattings  an  held  altstnatelj  in  one  of  the  larger 

MOfiucial  towns.  Payments  90s  admission  and  iOs  annual. 

m  lifb£l&    OsN.8te.,  Lt.-Col.  Sabine,  Woolwiehs  AuUt. 

John  PbilUpe.  YoAs  Gsn.  Trmtn^,  J.  Taykir,  Bsq«  6. 

Quetiiu  sticist  filBfa.  E.C. 

Reports.    Vol  1  to  30.  8ss  CabUogut,  p.  99 

DoYc^s  Isothermal  Lines 

Laeaillers  Catalogues  of  Stars.     LalandaTs  Catalogue  of 
Stan 

Uthnpaph  Slgnatums  of  the  membem  who  net  at  Cam* 

CALVIN  TRANSLATION  SOCIETY.     Instituted  1848. 
Annual  subscription  IOs.    Ofltoe.  0.  Northumberland^ 
street,  Edinburgh. 
Books  issued  for  the  flrst  year  (1848)— Romans  lOM  Eng- 

liah  Verskm)  i  Tracts.  Vol.  1 1  Acts  of  the  Apoetles 

(OM  Ba«llsh  Verskm),  Vols.  1  and  9 
Seomd  year  (18U)— Instltulas.  Vol.  1 1  Harmony  of  the 

Evngsllscs. VoL  1 1  InsUtutes,  Vol. 9:  Psalms.  Vol.  1 
Third  year  (1840)— Hermooy  of  the  Branetiists,  Vols. 

9 and  3;  Instltates,  VoL  3}  Psalms.  VoL  9 
Fourth  Year  (1846)— Twelve  Minor  PropheU.  Vols.  1 

and  8  t  John's  Gospel,  VoU  1 1  Psalms,  VoL  3 
Fifth   yoer  (1847)  —  Twetve   Minor  Prophets,  VoLSt 

Gene^.  Vol.  1 ;  Psalms,  VoL  4;  John's  Gospel,  Vol.  9 
Sixth  year  (1848)— Twdve    Minor    Prophets.  VoL  4| 

Corinthians,  Vol.  1 1  Psalms.  VoL  1 1  Eaekiel,  VoL  1 
Seventh  year  (1840)— Twelve  Mfaior  PropheU,  VoL  5| 

Corinthians,  Vol.  9}    Romans   (New  Translatkmji 

Tracts,  Vol.  9 
Eighth  year  (18B0)-IaBlah.  VoL  1 1  Basklel,  VoL  8 ;  Jero- 

4niah.  Vd.  1 ;  Genesis,  Vol.  8  ^^, 

Nfaithyfor  (1851)— Tracts,  Vol.  8;  Phflipplans. 

-  ~ ,j  jBrmnlah.Vol.8|lialah. 

y  of  the  Pentateuch,  ^ 
VoL  3  s  Daniel.  Vol  1 


Ttath  year  (1888)— Harmony  of  the  Pentateuch,  VoL  1 1 

Isaiah,  Vol.  3|  Jeiemlah,  VoL  3s  Daniel.  VoL  1 
KleTenthyear  (1893)— Daniel,  VpL  9  {Harmony  of  the 


PenUteuch.  Vol.  9:  Isaiah,  VoL  4t  Hebrews 
TwelfUi  year  (1854)— Harmony  of  the  Pentateueh,  Vol. 

S|    JsieiPiah.  VoL  4|    Gatotians    and   Epheslansi 

Joshua,  Ac. 
Thirteenth  year  (1855)— Harmony  of  the  Pentateuch, 

VoL  4s  Jeremiah,  VoL  5,  and  Lamentations  i  Thnothy. 

TUus.  and  Phllemont  Peter,  John,  James,  and  Jude 

CAMBRIAN  (ROYAL),  or  Cymmiodoiionlastilutk)*.  Bi- 
tabllshed  1781.    Puhlieations: 

i^rrurv^^  In  the  Cause  of  the  Churehwaidens  of  Titf- 
^baith  versnsJDr.  Bowles,  1773 
Transactions,  8  vols.  8ro 

poeticBl  Works  of  Uwls  Glyn  Co:hi,  temp.  Henry  VI., 
Ed^  IV.,  Rtehaid  IIL,  and  Henry  VU..  1837 


CAMBRIDGE  PHILOSOPHICAL  SOCIBTT.   Pnbllen. 

tioos  :  Transactions,  10  vols.  4to 

CAMDEN  SOCIETY.  Founded  1838.  Membem  pay  an 
annual  subscriptkm  of  ans.  or  a  eomposltloa  life  peyment 
of  £10.  Communkations  to  be  addiwsad  to  the  8sc..  Wil- 
liam John  Thorns,  at  Messrs.  Nichols'.  85.  Pacliament- 
street.    Works  issued  by  the  Society  i 

1.  Restontton  of  King  Edward  IV. 

8.  Kyng  Johan.  by  B&hop  Bale 

8.  Deposition  of  Riehard  IL 

4.  Plumpton  Correspondenea 

5.  Anerdotes  and  Tradltioos 
8.  Politioat  Songs 

7.  Hay  ward's  Annals  of  Eliaabeth 

8.  Ecdesiastical  Documents 

8l  Norden*s  Deecriptkm  of  Essex 
la  Warkworth's  Chnmkte 
11.  Kemp's  Nine  Dales  Wonder 
19.  The  Egerton  Pspers 
13.  Chronla  JoeeUnl  do  Brakelonda 
14  Irish  Narratives,  I6il  and  1880 
15.  Rlshangei's  Chronicle. 
18.  Poems  of  Walter  Manes 

17.  Tmvels  of  Nkander  Nudus 

18.  Three  Metrical  Romanoes 

19.  Diary  of  Dr.  John  Dee 
aa  Apokigy  for  the  Lollards. 
91.  Rutland  Papers 
99.  Diary  of  Bishop  Cariwright 


83:  Lett«sof  Emiiiisnt  Llteivy  Msn 
against  Alios  Kytder 


tm  Parvulorum,  torn.  I. 

96.  Supprsision  of  the  Mooaslerim 

97.  Leyeester  Conespondeooe 

98.  French  Chronicle  of  London 

99.  Polydore  VergU 

30.  The  Thornton  Romanoss 

31.  Vemey's  Notes  of  Long  F 

39.  Autobiography  of  Sir  J.  L 

88.  Carrsspoodenee  of  Duke  of  Perth 

84.  UberdeAntiquis  Lsgibus 

85.  The  Chronicle  of  Caleb 

38.  Polydoie  Vsavll'*  History.  voL  1. 
37.  Italian  Relation  of  England 

88.  Church  of  Hiddlehem 

89.  The  Camden  Misoellany.  VOL  1. 
4a  Life  of  Lord  Grey  of  Wilton 
41.  Diary  of  Wetter  Yonge,  Esq. 

49.  Diary  of  Henry  MaSyn 

43.  VIsitatkm  of  Huntingdonshlft 

44.  Obituary  of  Richard  Smyth 

45.  Twysden  on  the  Government  of  Bngind 
48.  Letters  of  Eliadieth  and  Jamas  VL 

47.  Chvonioon  Potioburgense 

48.  Oueen  Jane  and  Queen  Macy 
48b  Bury  Wills  end  Inventories 

50.  Mapss  dn  Nugls  Curialium 

51.  Pilgrimage  ofSIr  R.  Guylford 

58.  SeoctSerrioes of  Chartes IL and  Jsoms  IL 

53.  Chronicle  of  Gioy  Friars  of  liondon 

54.  Promptorium  Parvulorum,  toes.  8 

55.  The  Cemden  MtoceUany.  voL  9 
58.  Vsmey  Papers  to  1888 

57*  The  Anersn  Rlwie 

58.  Letters  of  Ledy  B.  HaHey 

59.  Roll  of  Bbhop  SwinfleM,  voL  1 

80.  GranU,  etc.,  from  the  Crown  during  the  nlgn  of 

Edward  the  Fifth 
61.  The  Cemden  Miseelleny,  voL  8 


8IL  Roll  of  Bbhop  Swfaifleld,  voL  8 
'  iLfaiie        "         — 


63.  Charles  L  fan  l84&    OriglMl  Letten. 
84.  Chronideof  the"*  ' 


Bd.byi.Bi 

[M  of  Rlehaid  IL  to  Heiuy  VL 


84.  Chronlde  of  the  Reigns  or  Rlehaid  IL  to  H 
60.  Knights  Hosplulleis In  England  i  a.d.  1838 
88.  Diaryof John  Rous,  Ineuaabent of  Saoton  1 
67.  The  Trevelyan  r 
83;  Journal  of  Row] 


1  Papers,  part  I. 


Downham 
Edited  by  J.  P.  Collier 


wlMd  Davies,  Daenof  Roes.  18B8-18M 
88.  Domesday  of  St.Paul'st  Manors  of  tho  Church.  1888 

70.  Liber  Femilieus.  by  Sir  J.  Whitefoek 

71.  Savile  Corrsspondrace.  temn.  Chas.  8nd 
79.  Romance  of  Btonde  of  Oxford  and  JehaM 
n.  Camden  Mboellany.    Vol.  4 

74.  Joumab  of  Richard  Symonds  teesp.  Charles  1st. 

75.  Original  Papers  illustrative  of  Mllum 

78.  Letienof  O.  Caiew,  Bvl  of  Totam  and  Maehaa 
n.  Narrative  of  the  Days  of  the  Rsfotmetkm.flmmFomo 

78.  Correspondence  between  James  8th  and  Sb  R.  Cocil 

79.  Letters  of  Chamberlain  to  Sir  D.  Carietoa 

80.  Surrender  Papers 

8L  Parhamantary  Debatas.  IflO 

CAVENDISH  SOCIETY.    Instituted  1846L    SubserlptloD, 
one  guinea  annuaL    ate.,  T.  Redwood,  IB.   Montaguo* 
street.  Russdl-square.    Puhlieations:  93  vOb.,  8vo 
Chemkal  Reporu  and  Memoirs.    Ed.  by  Graham,  18S1 
Life  and  Works  of  Honbb.  H.  Cavcndbh,  by  Dr.  Wiboa, 

Life  and  Reseerehss  of  John  Dalton,  by  Dr.  Henry,  1854 
Bbchop*s  Elements  of  Chemical  and  Phyeleal  Geology.  8 


Lehman's  Physfoh«ieal  Chcmbtry,  8  vob..  aDd4te  plates, 

1851*4 
Lauesnt's  Chemical  Method,  Ike.,  18B5 
Omelin's  Handbook  of  Chemistry,  18  vob..  I848J8 


i 
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CAZtON  SOCIBTY. 
Smith.  Soho-«qiur«. 


LITEBART  80CIBTIBS, 


fAmiMX  i. 


Instituted  1840.    PtM'ithm',  J.  R. 


Memben  purchu*  one  copy  of  all  bodki  publifh«d 

ChroBleoa  Hcnricl  d«  SilipraTe.  by  C.  Hpok 

OAlnicr't  (Owfty)  Anglo  Norman  Mefrical  Chronicle  of 

Um  AnclO'SaxoD  Kings,  with  the  Lay  of  Havelock  the 

Dane.lc 
La  Rerolte  du  Comte  da  Warwick  contze  Edouard  IV.  Rol 
Walter!  Abbatis  Dervensto  EpiitoUe.  by  C.  Mcwiter 
Bcnedlctus  de  ViU  eC  Miraculto  St.  Thome  Canttiar. 
GalMdl  le  Baker  de  Swhabroke.  Chron.temp.  Cd.  li.et  IIL 
EpUtolc  Herbert!  de  Loelnga.  prim!  Eplaoopi  Norwicenaie 
Aneodou  Bed*.  Lanftanci.  et  Alloram,  inedlted  Trectt 
Radulphl  NIgr!  Chronloo  Duo;  by  Coi.  Anitruther 
Memorial  of  lllahop  Waynfleie.  by  Dr.  Peter  Heylyn 
Robert  GroMteto'i "  Chasteau  d* Amour.'*  Ae. 
Oalftedi  Monumetenaii  Hietoria  Britonum  MSS.  oollatis 
Alanl  Prioria  Cantuarlentla  acrlpt*  extant 
Chronleon  AnglUe  PetrlburgensU  iterum  pott  Sparkinm 
Vita  Quorundum  Anglo>Saxonum.  edited  by  J.  A.  Oilei 
Seriptoret  Rerum  Geetarum  Wllhelmi  Cooqucetoria 

CELTIC  SOCIETY,  fee  AmcHmoLOoicaL  Irish,  he. 
CHEMICAL  SOCIETY  OF  LONDON.     InsUtuted  1841. 
Members  elected  by  ballot.     Payments  40i  annual  as  re- 


sident 


nbcr, 


Payment 

■locM  tuamvTKf  mm  w  nwa-nsldent  {  life,  10  years'  snb- 

■criptions.  Burlington  House.  Piceadilly.  MhruUmt,  Lyoo 

PlayCslr.  F.R.S-i   See*^  T.  Redwood,  and  W.  Oddling. 

Esq.    Quarterly  Journal,  15  vols.,  1850-88,  each  15s;  now 

MrathTy.  la.  Ballllere. 
CHEMICO-A6RICULTURAL  SOCIETY  OF  ULSTER. 

Instituted  1845.    Subscription  91s.    Parmingjocieties.  40a. 

Tenant  fkrmers,  5s.   Sac.,  W.  B.  Ritchie.  Esq..  BelflMC 

Publications : 

The  Journal  published  bi-monthly 
CHEMISTRY  (ROYAL  COLLEGE  OP).    1845.    315.  Ox- 

ftml-eticet.    Apply  at  the  Muieum  of  Practical  Geology. 

Jermyn-strset.    Reports  and  Researches  conducted  in  tlie 

Laboratories 
CHETH  AM  SOCIETY.   Instituted  1843.  Members  limited 

to3S0.    Subacription.  90s  annual}  life  lOL  Pn§,J,  Cioas- 

ley  I   fipti.  8se..  W.  Langton.    Works.  4to : 

VoLl.  Brcfeton*a  TrmTela.  edited  by  E.  Hawktaa.  184S 
f.  CiTil  War  Tracta,  by  Dr.  Ormerod,  1844 
3L  Cheater's  Triumph,  edited  by  Rev.  T.  Coraer,  1844 

4.  Adam  Martinda*e,  ed.  by  Canon  Parkinaon,  1845 

5.  Lancaahire  during  ye  Rebellion  of  1715 

&  Pott'k  DlacoTcry  of  Witches,  by  J.  CroMley.  1845 

7.  Iter  Laneastrenae.  ed.  by  Rev.  T.  Croaaley.  1840 

8.  Oaateli'a  Notltia  Ceatriensts.  F.  R.  Raines.  1848 

9.  The  Norris  Papers,  edited  T.  Hey  wood,  1848 
10. 11.  Coucher  Book  of  Cohully  Abbey,  1847 

19.  The  Moon  Rental,  edited  by  Mr.  Hey  wood,  1847 

13.  Worthlngton  DUry,  Vol.  l.by  Crossley,  1847 

14.  Journal  of  Nicholas  Asahrton,  F.  R.  Raines.  1848 

15.  How  Lyfe  and  History  of  St.  Werbuigfa,  by  Hawkins, 

18.  Coucher  Book  of  Cohulley  Abbey.  yoL  3, 1848 

17.  Warrington  in  1485,  ediied  by  Mr.  Beaumont,  1849 

18.  Neweome's  Diary,  edited  by  Mr.  Hey  wood 

19.  Gastieira  Notltia  Lancaster,  part  1  of  9od  volume 
90.  Coueher  Book  of  Whaliey  Abbey.  Vol.  4 

91. 99.  Gastreirs  Notitia  Cestriensis,  VoL  9  (oontinued) 

93.  The  Goulden  Mirrour 

94.  Chetbam  MiKellanies,  VoK  1 

95.  Cardinal  Allen's  Defenoeof  Stanley's  Surrender  of 

Derenter 
98. 97.  Autobiography  of  Henry  Newoome,  Vols.  1  and  9 

98.  The  Jsooblte  Trials  at  Manchester  in  1084 

99.  The  Stanley  Papers,  Part  1.     Earia  of  Derby  and 

Vene  Writers  18th  and  17th  Centuries  . 

30.  Documents  relating  to  the  Priory  of  Penwortham 

31.  Stanley  Papers.  Part  9.    Derby  Houaehold  Books 
tt.  Private  Journal  and  Remains  of  John  Byrom,  V.  I, 

83.  Lancashire  and  Cheshire  Wills.    The  First  PortkNi 

34.  Byiom's  Private  Journal  and  Remidns,  V.  I,  Part  9 

35.  House  and  Farm  Aooounte  of  the  Shuttkworths 

ofGawthorpeHall 
38.  Worthlngton  Diary  and  Correspondence,  V.  9.  Pt.  1 

37.  Chetham  MisoelUnies,  Vol.  9 

38.  Notices  of  the  Church  Libraries  of  Turton  and 

Gorton 
391  The  Farington  Papers,  edited  by  Mlaa  Pfarineton 
4a  Byrom'a  Private  Journal  and  Remaina.  V.  9.  Part  t 
41.  Houae  and  Farm  Aceounto  of  the  Shnttleworths, 

P*rt9  ,_ 

49.  HIatory  of  the  Chapela  of  DIdabury  and  Chorlton 

43.  Houae  and  Farm  AcoonnUof  theShuUleworths.Pt.3 

44.  Byrom'a  Private  Journal  and  Remains,  V.  9.  Part  9{ 

45.  Mlaeellanies  of  T.  Wllaon.  B.D..  of  Clitheroe 

40.  Houae  and  Farm  Accounte  of  the  Shuttlewortbs, 

47.  HUtory  of  the  Chapel  of  Bireh.  Mancheater 

4&  Catalogue  of  Tracta  for  and  againat  Popery,  temp. 

James  II..  In  the  Chetham  Library 
49, 50.  The  Lancaahire  Lieutenancy  under  the  Tudon 

and  Stuarta.    Parte  1  and  9 
81.  Lancaahire  and  Cheshire  WUls.  Second  Portfc» 
59.  Collectanea  Anglo- Poetiea:  Parti 
5.^  Mameoestre,  iu  Eariy  Recorded  Hiatory.  Vol.  1 
54.  Lancashire  and  Cheshire  Wills.    Third  Portion 
55w  CoUeetanea  Anglo-Poetleaa  Part  i 


as,  Mamacestre,  VoL  9 

57.  Chetham  MiseeUaniea.  VoL  8 

58.  Msmeceatre.  Vol.  3  (Condusioa) 

50,  00.  Chantries  withhi  the  County  of  Lancaslcn  Be- 
porte  of  the  Commissionen  of  Hearr  ^UL,  9  voh. 
•L  Index  to  VoL  1  to  30 
CHRONOLOGICAL  INSTITUTE.    TrmanetkiDS,  voL  1. 
lOaOd.  1848.  and  parte  I  to  4.  voL  9.  each  ai6d,  imP-S 

CUVIERIAN  SOCIETY  (CORK).    Instituted  IS3BL   Caa. 

didates  are  balloted  for.  and  pay  lOs  annaallT.    Mccti^ 

at  the  Royal  Cork  Instiiutkm.  Hen.  Ste..  F.  ML   — 

F.G.S. ;  AMi^t.  Sec,  John  Humphries,  Esq. 

The  Fauna  and  Flora  of  Cork.  1845 
DEVON  AND  EXETER  INSTITUTION  for 

Science,  Litcnture,  and   Art.    1013.     i 

annually  40a.    Cathedral  Yard,  Exeter. 

Bamea,  Baq. 
ECCLESIASTICAL  HISTORY  SOCIBTY. 

Field's  (R.)  Church  History.  4  vols. 

Strype'a  Meroorisla  of  Cranmer.  3  vols. 

Wood  (A.  A.)  Life  of.  edited  by  Bliss.  v<d.  1, 1948 

Heylyn  Ecclesia  Restaurata.  ed.  C.  Robeitaon.  I90 

Book  of  Common  Prayer  twm  MS.  Rolls  OAoe.  Dnblla. 
3  vols. 

the  Sealed  Books,  by  Stephens,  3  v. 

ECCLES10L0G1C\L   (Ute    CAMBRIDGE    CAMDEN) 
SOCIETY.    Founded  183Bi    Subeeripcions,  tis 
Reporte  of  the  Society,  commencing  1840 
Tranaactkms  of  the  Cambrfcige  Caotdea  Sodety,  3 
Handbook  of  Enrliah  Ecdmokigy 
A  Few  WordatoChurchwardsBaoB  ChordMa  aad  Chuck 

Onuunenta.  9  Noa. 
A  Few  Words  to  Pariah  Clerka  and  Sextoos 
Advice  to  Workmen  emploved  in  building  a  Clmreh 
Chureh  Enlargement  and  Church  Anangement 
History  and  Statistica  of  Pewa,  with  Supnicncot 
Twenty-four  Reasons  for  getting  rid  of  Cnurch  Pews 
Argument  for  the  Greek  Origin  of  tho  Manociwn  LH.S. 
History  of  Christian  Altars 
Church  Schemes 
The  OrientiUor 

Working  Dmwings  of  the  Chancel  of  All  SaSote,  HawtMi 
The  Church  of  tfie  Holy  Sepulchre 
Exterior  of  ditto  ditto 
Intenor  of  ditto  ditto 

Lithograph  of  Font  in  Chureh  of  St.  Edward,  Cambridge 
Stalls  and  Screen  work  In  St.  Mary's,  Lancaster 
Churches  of  Cambridgeshire.  8vo,  1843.  Ac 
Illuatretiona  of  Monumental  Brasaes,  8  parte 
Inntrumenta  Ecciesiastiea.  4to,  1847, 5kc    9nd  a 


,3parts 


The  Hymnal  noted.  18S1 
The  Words  of  the  Hymnal  noted,  1851 
Accompanying  Harmonies  to  the  Hymnal  noCod,  1 
Ecdesiokigiat,  Old  Series.  3  vols.  I7s  6ds  New  a 
vols..  £11,  and  continued  bi-monthly 
EDINBURGH  ROYAL  PHYSICAL  SOCIBTY.  8.  York- 
place.    Instituted  1/71     Members  are  elected  by  ballot. 
Pees,  9Ss  on  admission,  and  one  guinea  for  two  terms.  Sac., 
J.  A.  Smith,  M.D.    Publications: 
Proceedings  of  the  Royal  Physical  Society,  In  8vo  parte 

EDINBURGH  (ROYAL  SOCIBTY  OF).  ITSBl  iMOtpo- 
rated  1783.  Admiaaion  by  balloC  Paymente,  5  guinass 
admiaaion,  3  guineas  annually  fbr  10  years,  wiad  9  guioces 
for  15  years  looser;  non-resident  memben*  50  guinea. 
Gan.  8ar..  ProC  Forbes.  Publiestioos : 
Transactions  in  4to,  and  Proceedings  in  8vo 
Prises  or  Medals  i  the  Keith,  theBrkbano  and  the  Neffl 
Prises  for  papers  on  various  suldeote 

BNGINBERS  (CORPS  OF  ROYAL). 


London  DIstvict, 

Capt.  J.  M.  Grant,  11,  James-street,  BucUngham-gate. 
Profeaaional  Papen,  10  vola.  4to.  Vol.  1,  lOs:  toIsl  faad 
8,  ea.95s  I  voL  4, 9ea  t  vola.  5,  6.  and  9,each  38i  s  vols.  7, 
8,  and  10.  each  30a.  Weale,  1838-40 
Aide  Mdmoire  to  the  Military  Sdenees,  I84S.S7.  in  6  parts, 
96b:  or  in  3  vols.,  cloth.  9Qa 

ENGINEERS   (INSTITUTE  OF   CIVIL).     Eatabiished 
1818,  95,  George^trcet,  Westminster.    Raaklettt  merabeis 

ey  4  guineas  annual  i  noo-iesldent,  3  gulaeaa.    Sar..  C. 
anby.  Esq. 
Transactions,  3  vols.  4to,  £5 10a  New  Series,  3  vols. 
Proceedings.  II  vols.,  3  vols,  ^t  lOi  6d  per  voL*  the  raaC 
distributed  to  membera  at  intervala 

ENGINEERS    (THE    SMBATONIAN    SOCIETY    OF 
CIVIL).    177L    Placeof  meeting,  FretmaaoDs*  Tavern. 
Reporte  of  the  late  John  Smeaton,  3  vols.  4to,  1818 
Miaoellaneous  Papers,  4to,  1814 

ENTOMOLOGICAL  SOCIETY  OF  LONDON.  Founded 
1833.    Membera  admitted  by  ballot.    Fee.  two  gutaeaa; 
annual  payment,  one  gulnee.    19,   Bcdferd-row.     8Scs., 
E.  Shepherd,  Eaq.t  B.  W.  Janaon,  Esq. 
Transsctiona.    1st  aeriea,  voL  I  to  5, 9nd  seriee,  rvL  1  to  5, 
1850-61,  3rd  series  voL  1.  1838-89  (coothiued  qnarterty) 
Prise  Essay  on  Athalia  Centifolia,  of  the  Turmp 
Priae  Eaaay  on  the  Duration  of  Life  in  the  Honey-Bee 

BPIDEMIOLOGICAL  SOCIBTY.    Batabliahed  I890L    V 
Soho-square.    Sac,  Dr.  J.  O.  MeWlllian.  49,  Trinity. 

aquare.  Tower-hill 
Annual   Addreaa.     Procaedhigs,  published    hi  mute  b) 
J.  W.  Daviea 


1835-62] 


PEINTINQ   CLUBS,    BTO. 


863 


ETHNOLOGICAL  SOCIETY  OF  LONDON.  IM3.    Frf- 
lowt  admitted  by  ballot.    Annual  subscription.  40ii ;  life, 
;t.'20s  Membn*  iti  mile*  from  London.  21ft  annually.    Hm. 
Ser.,  T.  WriKht.  E«q..  23.  Newman-street 
Journal  of  the  Ethnoloi^ical  Soi*iety,  4  volt  8vo 
Transaction*,  vol.  1,  Kit  6d ;  vol.  2.  12*.    Murray 

GEOGRAPHICAL  (ROYAL)  SOCIETY    OF  LONDON. 
1 8311.    Members  elected  by  ballot.     Feea.  fins  entrstnce. 
and  4fK  annually,  or  £25  for  life.    See..  Dr.  N.  Shaw.  15, 
Whitehall-place.    Publlcationa : 
Journal,  31  voIsl  8vo  :  Prooeedingf.  6  volt.  8to.    Annual 

AddreM  of  the  President 
Catalogue  of  the  Library 

GEOLOGICAL  AND   POLYTECHNIC  SOCIETY   OF 
THE    WEST    RIDING  OF   YORKSHIRE.    Knnnded 
1838.    Subscription.  10s   per  annum  and  2s  Gd  for  the 
Traaaactions,  which  are   published   occasionally.    See 
Rev.  WUIUm  Thorp,  Mlsson  Vicarage,  Bawtry 

GEOLOGICAL    (ROYAL)  SOCIETY  OF  CORNWALL. 
1814.    Peniance.     Membrrs  ballnfd  for.    Subscription, 
CMDC  iniinea  annual,  or  ten  guinean  for  life.  Prea.,  A.  Smith. 
E»<|.,  M.P.    Sec,  R.  Q.  Couch.  Esn. 
Transactions.  6  vols.  4to.    Annual  Report 

GROLOGICAI.  SOCIETY  OF  DUBLIN.    Founded  183S. 
Trinltv  CoUege  Sees.,  J.  B.  Jukes.  E.  P.  Wright,  MB. 
Publications:  .         .         .        ^ 

Journal,  of  which  7  vols,  have  been  Issued  to  membent 

now  published  in  the  Natural  History  Review. 
Addresses 

GEOLOGICAL  SOCIETY  OF  EDINBURGH.  1834. 
Elected  by  ballot.  Payments  2s  6d.  adminion.  4s  annually. 
No.  1,  Drummond  Street.    Ssc.,  A.  Rose.  Esq. 

GEOLOGICAL  SOCIETY  OF  LONDON.  Instituted 
1807.  Members  elected  by  ballot.  Resident  fellows  pay  6 
Kuineas  and  3  guineas  annual,  or  3D  guineas  life.  Non- 
residents pay  10  guineas.  Rooms,  Somerset  Hmise.  A«r«.. 
T.  Davidsdn.  Sad  W.  W.  Smith.  fVr.  See.,  W.  J. 
Hamilton,  Esq.    XMlsr.  Slse..  T.  R.  Jones 


Transactions  of  the  Society.    V.  1.  out  of  print. 
VoL  9,  part  1.  30st  p«rt  2,  Us  t  put  3, 4s ;  Supplement,  1 
^3.  part  I.  lost  part2,6s9ds  part3,3s6d 


~  4.  part  1. 3i  6d ;  part  2.  lis  3d 
—  5. part  I.  Hit  parts,  5s3d:  part3. 11s8d 
_  6,pMt  1. 7s ;  part  2,  Us  3d 
.  7.  part  1,  2s  3d;  part  2.  2s ;  part  3, 5s;  part  4,  10s 
Proceedings  of  the  Society  from  1826  to  1845,  4  vols.,  at 

Ouarteriy  Journal  of  the  Society,  each  annuM  vol.  1 7s  (Id 
Caulogue  of  the  Books  and  Maps  in  the  Library 

In  connexion  to  the  OEOLOr.ICAL  SURVEY  OF  THE 
BRITISH   ISLES.    Offlce  at  the  Muj-eura  of  Practical 
GcokMcy.  Jermyn  Street.    Publications: 
Genlogieal  Reports  of  Devon  and  Cornwall,  by  Sir  H. 

Londonderry  and  Tyrone,  by  Cant.  Porllock. 

On  the  Fossils  of  Devon,  by  J.  Phillips.  Esq 
Memoirs  of  the  Geological  Survey,  2  vols. 
Geological  Maps  and  Sections 
British  Organic  Remains,  decades  I  to  II 
Map  of  Ireland.    Records  of  the  School  of  Mines 
Forties  on  Isle  of  Wight.  8ro.  58 
Hunt's  Mineral  Statistics.  1853  to  1862 
Record  of  School  of  Mines,  4  partt,  roy.  8vo 
Geology  of  Trinidad,  8vo.  I2s 
GUY'S  HOSPITAL  PHYSICAL  SOCIETY.   EnUbJUhed 
1772.    Annual  Volume  of  Reports  .      ,,  , 
1st  and  2nd  Series,  15  vols.    3rd  Series.  Y.  1  to  8 

H4KLUYT   SOCIETY.     Instituted   1846.    Annual  8ub- 
sJript&n,  erne  guinea.  AgenU  Mr.  T.  Richards.  37,  Great 
qISJi  siWet.  tineoln-s  /nn  Fields.    Pub  Icstton. : . 
1  The  Observations  of  Sir  Richard  Hawkins.  Knt..  m  his 

VoTa«e  into  the  South  Sea  In  1599 1  edited  by  Capt. 

C.  ftTDrinkwater  Bethune,  R.N..  CB    1847 
fl  Select  Letters  of  Cohimbus  s  translated  and  edited  by 

R.  H.  M<0«>'.  E«l-  »W7    „      .        ,  „  ,         ^     .,. 
a  The  Discoverie  of  the  Empire  of  Guiana,  by  Sir 

Walter  Raleigh.Knt  j  ed.by  Sfr  R.  H.  Schomburgk.1818 
4  Sir  Francis  Drake  his  Voyage,  1595.  by  Thomas  May- 


I  sir  rrancis  wthhc  "'■ 'V/"V»  "S^  "/•/« 
nardet  edited  by  W.  D.  CJooley.  Esq..  1849 

ft  Narratives  of  Early  Voyages  underUken  for  the  DIs- 
ooverv  of  a  Passage  to  ('athala  and  India,  now  first 
publi*hed  1  by  Thomas  Rundall.  Esq..  1849 

6  Yhe  Historic  of  Travalle  Into  Virgink  Britannia  by 
William  Strachey.  Gent.,  the  First  Secretary  of  the 
Colony ;  now  fiwt  edited  by  R.  H.  M^Jor.  Esq. 

7  Diveri  Voyages  touching  the  Discovery  of  America. 
^  indXlslinaTaiyacent;  edited,  with  Notee  andan 

Introduction,  bv  John  Winter  Jones.  Esq.. 1850 

8  A  Collection  of  Documents  on  Japan;  with  a  Com- 
mentary, by  Thomas  Rundall.  Esq.  _, .     ^    ^      „ 

Q  The  iiismvery  and  Conquest  of  Florida,  by  Don  Fer- 

dioSiktod? Sto I  edited>  W.  B.  Rye. Esq..  1851 
10,11  Notes  upon  kuuia.  being  •  Translation  from  the 
EarliestAceountof  that  Country;  translated  and  edited 

IS  TT»rOeo«raphy  ofTludson's  Bay.  being  the  Remarks 
yCapSffiWVtoaU.  1727 «»<»  1751 ;  witli  an  Appendix 


HmkluMt  SmrledK— continued. 

from  the  Ix)gof  Capt.  Middleton,  in  1741-S;  edited  by 
John  Barrow,  Esq.,  1852 
13  lliree  Voyages  by  the  North-East,  by  the  Dutch.  15.94. 
IS95,  and  1596;  by  Gerrit  de  Veer;  edited  by  Charles 
T.  Beke.  Esq. 
14.  15  The  History  of  the  Great  and  Mighty  Kingdom  of 
China  and  the  Situation  thereof,  by  the  Padre  Juan 
Gonsalea  de  Mendosa;  edited  by  Sir  Georfte  T.  Staun- 
ton. Bart. ;  with  an  Introduction  by  R.  H.  M^or,  Esq., 

2  vols. 

16  The  Historv  of  the  Tartar  Conquerors  who  subdued 
China  From  the  French  of  the  P^re  D'Orltons.  1»18. 
Translated  and  edited  by  the  Earl  of  Ellestnere ;  with 
an  introduction  by  R.  H.  M^or,  Esq. 

17  The  World  Encompa«aed  by  Sir  Fiancis  Dr^ke;  with 
Appendices  and  Introduction,  by  W.  Vaux.  Esq 

18  A  Collection  of  Early  Documents  on  Spitsbergen  and 
Greenland:  edited,  with  Notea.  by  Adam  While.  Esq. 

10  The  Voyage  of  Sir  Henry  Middl»ton  to  Bantam  and 
the  Maluco  Islands ;  edited  by  Bolton  Comey,  Esq. 

20  Russia  at  the  Close  of  the  Sisteenth  Centurv :  edited 
by  E.  A.  Bond,  Esq. 

21  The  Travels  of  Girolamo  Benaonl.  In  America,  In 
1  .U*2-5tl ;  translated  and  edited  by  Admiral  W.  H.  Smyth 

22  India  in  the  Fifteenth  Century ;  from  Latin,  Persian, 
Ruwiau.  iind  Italian  Sources;  edited,  with  an  Intro- 
duction, by  R.  H.  HtioT,  Esq 

83  Narrative  of  a  Voyage  to  the  West  Indies  and  Mexico, 
in  (he  years  1599-lGlHS.  with  Maps  and  Illustimtions. 
By  Samuel  Champlain,  1858 

84  Expeditions  Into  the  Valley  of  the  Amasons  durhig  the 
Sixteenth  and  Seventeenth  Centuries  :  containing  the 
Journey  of  Gonzalo  Pixarro,  from  the  Royal  Com- 
mentaries of  Garcllasso  Inca  de  la  Vega;  the  Voyage 
of  Francisco  de  Orellana.  from  the  General  History  of 
Herrera;  and  the  Voyage  of  Kristoval  de  .\cuna,  from 
an  exceedingly  scarce  narrative  written  by  himself  in 
1641.  Edited  and  translated  by  ClemenU  R.  Markham. 
Esq..  1850 

S5  Early  Indications  of  Australia.  A  Collection  of  Docu- 
menu  shewing  the  Early  Discoveries.  Edited  by 
R.  H.  M^or,  &q..  1890 

26  The  Embassy  of  Ruy  Goniales  de  Clavijn  to  the 
Court  of  Timnur.  1403^.  Translated,  for  the  flrkt 
time,  with  Notes,  a  Preface,  and  an  Introductory  Life 
of  TImour  Beg.  By  Clemenu  R.  Markham,  Esq., 
F.R.O.S..  18GU 

27  Henry  Hudson  the  Navigator.  The  Original  Doeu- 
menis  in  whidi  his  career  is  recorded.  Collected,  partly 
Translated  and  Annotated,  with  an  IntioduGtion,  by 
George  Asher,  Esq.,  LL.D.,  I860 

28  The  Expedition  of  Ursua  and  Aguirre.  In  Search  of  El 
Dorado  and  Omagua.  a.u,  156iMll.  translated  from  the 
*'  Sexta  Notida  Htotorlal  "  of  Fray  Pedro  Simon,  by 
W.  Bollaert.  Esq..  with  an  Introduction  by  C.  R. 
Markham.  Esq.,  1861 

29  The  Life  and  Acts  of  Don  Alonso  Enrlaues  de  Gus- 
roan.  translated  from  a  Manuscript  In  the  National 
Library  at  Madrid,  and  edited  with  Notes  and  an  Intro- 
duction, by  Clemenu  R.  Markham,  Esq.,  1862 

30  Discoveries  of  the  World  by  Oalvano,  from  their  first 
or  ginal  unto  the  year  of  uur  Lord  1555.  Reprinted 
with  the  original  Portuguese  text,  and  edited,  by  Vlce- 
Adiniral  Bethune,  C. B..  I8ri2 

31  Marvels  described  by  Friar  Jordanus.  of  the  Order  of 
Preachers,  native  of  Severac,  and  Bishop  of  Colum. 
bum ;  from  a  parchment  manuscript  of  the  Fourteenth 
Century,  in  Latin,  the  text  of  which  has  recently  been 
translated  and  e<llted  by  Col.  H.  Yule.  lIMtS 

32  The  Travels  of  Ludovico  di  Varthema  in  Syria.  Arabia, 
Persia,    India,  etc..  during   the   Sixteenth  Century. 

'  Translated  by  J.  Winter  Jones,  Esn.,F.S.A.,  and  edited, 
with  Notes  and  an  Introduction,  by  the  Rev.  Gconre 
Percy  Badger.  1863  ^ 

HANDEL   SOCIETY  (THE)      Established  I fl44.     See., 
W.  Chappell.  Esq.    Annual  Subscription  of  sis 
The  Works  of  Handel,  in  flill  score.    With  Org^n  and 

Pianoforte  Adaptatk>ns,  Historical  Prefiices,  and  th 

Books  of  Words 

1.  Anthems  for  the  Coronation  of  King  George  II..  com- 
posed  in  the  year  1727.    Edited  by  W*.  Crotch 

2.  L'Allegto.  11  PenKcroso,  ed  11  Mnderato,  composed  in 
the  yea?  1740.    Edited  by  L  Moscheles  *^ 

8.  Esther,  an  Oratorio,  composed  In  the  yesrl720.  Edited 

by  Charles  Lucas 
4  Ode  for  St.  Cecilia's  Day.  composed  in  the  year  173B 

Edited  by  T.  M.  Mudie  '^' 

5.  Israel  in  Egypt,  an  Oratorio,  composed  in  the  vear 
1738.    Edited  by  P.  MendelsBohn-Bartholdy  ' 

6.  Dettingen  Te  Deum,  ooroposed  in  the  year  1748. 
Edited  By  Sir  George  Smart 

7.  Acto  and  Galatea,  a  Masque.  Edited  by  William  Stem 
dale  Bennett 

8,9.  Belshaxsar.  an  Oratorio,  composed  in  theyear  17.{4. 

3  parts.    Edited  by  G.  A.  Macfaren  ' 

10. 11.  The  Messiah,  an  Oratorio,  composed  in  the  year 

1741.    First  part.    Edited  by  Edward  F.  Kimbauit 
18.  Chamber  DueU.    Edited  by  H.  Smart 

13.  Samson.    Edited  by  Dr.  Rimbault 

14.  Judas  MaccabKUs.    Edited  by  Mr.  Macfkrren 

15.  .SauL    Edited  by  Dr.  Rimbault 

16.  Jephlha.    Edited  by  Mr.  Macfarren 
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LITFRARr    SOCIETIES, 


HANSERD  KNOLLYS  SOCIETY.  Founded  1845w  Sub- 
•crlptlon.  Hh..  «d.   Sne.,  Rev.  O.  W.  Fwhbourne.  BapUst 
Mitslon  House,  Moor^ace  Street.    Publicationc  : 
.S.T^S^  on  Liberty  of  C'onacienre  and  Persecution. 
I«l5.l«l;  with  an  HUtirical  Introductioa,  by  K.  B. 
Underbill,  E^q. 
The  Droadmead  Record*,  I640-I68B.  with  Introduction 
IMJ.  Bunyan'«  Pilgrim'*  Progrew,  ftvim  the  Orrginal 
Text  of  the  first  edition.  1678.16(«:  with  Coliations 
and  Introduction,  by  George  OITor,  Raq. 
'*9fi*''  William's  Bloudy  Tenet  of  Persecution  Discussed. 
.J.?**.*  r''*»  *"  Introduction  by  E.  B.  Underhill,  Esq. 
IBVL  John  (!anne  on  Necessltie  of  Separation  fr»*m  the 
Church  of  England.  &&.  1644;  with  Introduction  by 
the  Rev.  C.  Stovel 
The  Dutch  Martvroloiry  j  or.  Bloody  Mirror  of  Martyta 
of  the  Btptlied  Churches,  tnnslated  from  the  Dutch. 
.oTU*^.  "*  •"K^vinKs.  edited  by  E.  B.  Underbill,  Esq. 
18W.  r)  I  Veils  Exposition  of  the  AcU  of  the  Apostles; 
edited  by  the  Rev.  F.  A.  Cox,  D.D..  with  Introduction 
Th#.  Dutch  Martyrology.  vol.  2,  ed.  by  E.  B.  Underbill, 

E«q. 
IHMi   Records  of  the  Churchee  at  FensUnton  and  War- 
boys,  Hants;    and  of  the  Church  at  Hexham.  Nor- 
thumberland. 1G441«NI 
Confesaions  of  Faith  and  other  Public  DoeumenU  re- 
latire  to  the  Baptist  Churches  of  England.  16ll-ie90 
HISTORIC     SOCIETY     OF      LANCASHIRE    AND 
CIIKSHIRE.     Founded  1ft48|    extended  m%4;   united 
with  the  Liverpool  Photographic  Society,  1838.    Meets 
1.1  »«t.  Georxe's  Hall,  Liverpool.     Entrance  fee.  half  a 
giimea;  annual  subscription,  a  Ruinea  to  resident  members 
and  half  a  guinea  to  non-resident.     Sec.,  Rev.  A.  Hume. 
p.C.L.    Proceedings  and  Papers.  Vols.  1  to  «.  J.    H. 
Parker.  Strand.    Transnctlons  (annual  vol. )  7  to  10.  J.  H. 
Parker.  Strand;   11  to  18.  and  1  and  8.  n.  s..  A.  Holden, 
Liverpool 

HISTORIC  SOCIETY  OF  SCIENCE. 
Collection  of  Letters   illustrative  of  the  Piogrev  of 

Science  in  England,  from  Time  of  Queen  Eliaabeth 

to  Charles  IL;  edited  by  J.  O.  Halliwell.  1841 
Popular  Treatises  on  Sciences,  In  An^lo-Saxon.  Anglo- 
Norman,  and  English  ;  edited  by  T.  Wright.  1841 
HISTORICAL  SOCIETY  (ENGLISH).    PublicaUons* 
Bed«  VenerabllU  Historia  Ecclesiastics  Gentis  Anglorum, 

edidtt  Josephus  Stevenson,  lit.  Itm 
Glide  Sapientis  Opus  de  Excidio  BriUnnlv.  ad  FIdem 

Cailcum  MSS.  recensult  Jos.  Stevenson,  7s  6ci,  I81H 
Ricardi  Divlstensis  Chronleon  de  RebtisGestIa  Ricadi  I. 

nunc  primum  Typis  mandatum.curante  Jos.  Steven- 

i0D,7«8d,  1838 
Nennii  Historia  Brftonum  ad  fldem  Codd.  MSS.  rerrn- 

suit  Joi.  Stevenson,  7s  8d.  1838 
Willelmi  Malmesburlensis  Monachi  Getta  Regrrm  Anelo- 

rum,  ataue  Historia  Novdia.  recensutt  T.  D.  Hardy. 

S  vols.,  91s.  1840  ' 

Venerabilis  Beds  Opera  HUtoriea  Minora,  recensutt  Jo. 

Stevenson.  \(H  8d,  1841 
Roger!  de  Wendover  Chronica,  sive  Ftores  Htstoriarum. 

edidit  H.  O.  Coxe.  4  vols.  8vo,  4As.  1841-2 
Appendix  ad  Roger  de  Wendover  Flores  Hlstoriarum, 

F.  Nichoial  Trlveti.de  Ordini  Fratris  Prseiicatorum,  An- 

nales  Sex  Regum.  Ao.  1136-13ii7t  recensuit  Thomas 

Hog,  ISs.  1H45  ^^ 

Codex  Diplomaticus  iBvl  Saxonld.  opera  J.  M.  Remble. 

«  vols..  12..  each,  1«4*.48  ^  ■vemow. 

Ad.imi  MurlmuthensisChronicastilTemporifl,  I3«l3-1A4i;, 

cum  eorundem  Conttnuatione.  a.d.  13W>.  recensuit  T 

Hogg,  10s  6d,  1846 
Oesla  StephanI,  Regis  Anglorum  et  Normanonira,  Incerto 

auctore  sed  eontemporaneo.  recensuit  IL  C.  Sewell. 

D.C.L.,  6s.  1846 
Chronique  de  la  Tralson  et  Mort  de  RIehart  Deux.  Rot 

d'Angleterre,  par  B.  Williams.  8vo.  19s,  1846 
Florentii  Wigomiensis  Monachi,  Chronleon  ex  Chrontds, 

ad  fldem  Codd.  MS.  edldlt  B.  Thorne.  9  vols.  91s,  1846 
Chronleon  Walter!  de  Hemingburgh  de  Gestis  Revum 

Anglic,  ad  fldem  Codd.  MS.  recensuit  H.  C.  Hamilton. 

9  vols.  91s,  1848-9  ' 

Henrlvi  Quinti.  Anglic   Rqris   Gesta;    eun  Chronica 

Neustric,  Gallic^,  ab  anno  1414  ad  1499;  ad  fldem  MS 

recenstiit,  Chronicam  transduxit,  Notisque  lUustravit' 

Benj.  Williams,  S.A  S.  10s  6d,  1860 
Wilhelmi  Novoburgi  Historia  recens.  Hamilton,  9  vols. 

1856 

HOMOEOPATHY  (ANNALS  OF).  Quarterly  parts,  Sft  6d 
each 

HORTICULTUR\L  SOCIETY  OF  LONDON.  Estab- 
lished  18114.  Society's  office.  91 .  Regent  Street;  Gardens, 
Chis wick  and  Brompton.  Candidates  balloted  for  An- 
nual nibscrlpt  ion,  9  guinms  or  4  guineas;  life  subsrrip- 
tion.  SO  guineas  or  40  guineas.  8ee.,  Professor  Lindiev. 
yf«m>/.  S^c,  W.  B.  Booth.  Em\.  ' 

Transactions,  10  vols.  4to.  Quarterly  Journal,  9  vols.Rvo 

lONA  CLUB.  Instituted  IH33.  Edinburgh.  Sen.,  WiDUm 
Forbes  Skene,  Esq.  Memb«>rR  are  elected  by  ballot  One 
guinea  admission  and  one  guinea  annual.  Publicaiiona  • 
Collectanea  de  Rebus  Aibfnicis.  «-upHcations  . 


[Arrcsvix  A. 

IRI^H  (ROYAL)  ACADEMY.  Instituted  I78S.  ISi  Daw. 
s<in»treet.  Dublin.  Member*  arc  balloted  for,  and  pay 
an  entrance  fee  of  5  guineas  and  an  annujU  subscrintioB 
9.'*5*"*y**»  0^28  guineas  life  compoMtton.     " 


W.  R.  Wilde,  Esq.;  </<*•  AeademM,  Rev.  Charles  Gr:.ve>: 

ClibU.S*E  '''       "•  ''*'"'*^     '"'^  **••  ^"^ 

Transactions,  Vols.  1  to  94.  from  Kis  to  32«  each  voL 
Proceedings,  8vo.  Vols.  1  to  6,  IM  each 
Catalogue  of  Museum.  8vo 

JURIDICAL$OClETY(I^DINBUROHMn-Utut^^i773. 
Members  are¥iected  by  bail(.t  Pavmf>Qii.  .igu  tiea<  oa 
admission.  1  guinea  aimuiU.  &«...lohn  Dove  Wilson. 
Ksq.    Publications : 

A  Complete  ."iystera  of  Conveytncmg.  adapted  to  the 
present  praetlce  of  Scotland,  4th  editson.  1839 

LAW  (INCORPORATED)  SOCIETY,  lestitnted  1827. 
The  Society's  Hall,  Chancery-lane.  Members  ^  sTS^ 
admission;  town  members.  4Qs  annual;  Gonntrv  «~i»>i»fTT_ 

ais  annual.    See..  R.  Maugham,  Esq.  ^^ 

Annual  Reports 

Chart.**.  Bye-Laws,  and  Grant  Arms  of  SoeieCr 
Statutes  relating  to  Attorneys  and  Solicitors 
Rules  and  Orders  of  the  Su;ierior  Courta 

LINN'EAN  SOCIETY.  Founded  1788;  chattered  1802. 
Burlington  Hause.  Piccadilly,  piee.,  I^dSoTSu 
T,ettM„  Frauds  Booth.  .V.D. ;  »c.  J.  J.  Benmul  S  • 
r/«der  iSuoUSer,.  G.  Busk,  Em^.  tuL/^^^^i^^ 
E»  ery  candidate  proposeil  by  three  or  more  FeOows.lS: 
missi.in  fee  «/,  or  a  annually.  BeJdea  lu  ST  TraSi 
acUons,  Proceedings,  AbstracU.  *c,  8vo.  of  aU  napax 
read.  &c. ;  but  theae  are  not  to  be  puiehaaed         '"^"^ 

\'  iSJ    J    J    J  parts.  1«S8    1    I    0 

i*  iSi   I    I   n  Pwt9.l«9    I    1    0 

7  22    9    9    0  pait.1.l»«    9    2   0 

«  iSJ    }         !  ,^P'n«4.1IMI     lift    0 

^'•SSl-JSf  ,M  2        K«3;iS;  I  i  S 

part  9,  1811  1  11  6  part  4.  lHt5  2    O  o 

II,  part  1.1813  1     I  0  90,p.rtl    JS  Flo  u 

part  9.  1815  1  II  6  part  9.  1P47  i  im  a 

19.  parti,  1817  1  11  «  plrtS    2{  J 

parti.  1819  9    9  0  9l.p.vll    iSi         I  o 

13,  part  I.  I89I  9  10  0  part  9  liS  i  lo  o 

14.  part  1.  1823    1     I    0  pvt4,  IfISS    I    4    a 

17.  part  1,  1814    1    I    0  I  W   « 

Quarterly  Journals  of  Proceedings,  8vo 
LITERARY  AND  PHILOSOPHICAL  SOCIETV  nr 
LIVERPOOI.  Pojindedi8l9.  Uni£d  with  tIS  nLu?^ 
Hifctorv  SoeietV  of  Liverpool  183&  MeaibersTay  iSS 
admission,  and  91s  annually.  H,m,  Ser„  Cuthbert  CdU 
I'nf'^ood.  M.B..  F.L.S.,  IS.'oxford-at^Vt. 
Pro«^ings  and  Papers,  first  published  1844^.  an  ear. 
„n«I  down  to  present  date.  8vo  *         ^ 

Hall's  Flora  of  l.iverpool  1838.  or.  8vo 
Dr^DuocanontheHigh  MoiUiity  of  LIveipool.  |843, 

^s{Set'S[i,fdlo^''*"*''****"™    Footstep.  di«»vefed  at 
Plates  of  Fossil  FucoidsE.  folio 

Dr.  Dickinson'!!  Flora  of  Liverpool,  and  ^nnnlement  Ava 
Mr^Byerier.  Fauna  of  Liver7HX>l  «id  NSJhSSh;^? 

LITERARY  AND  PHILOSOPHICAL  SOCIETV  ns- 
J*.!!^  ;  K.  C.  Christie.  M.A.  Members  are  elected  hv  h»il 
lot.  Pajin«nts,42sadmlsslonand9innnSL  KSkiZ^ 
Memoirs  of  theSociety,  Vol.  1.  1789.  to  Vol  4  old^SS 
Second  Series,  commenced  I8(tt,  v?J Ji  to  22*'  l«9^^ 

mjJM'^"'*^  ^^^  ART  (GUILD  OF)  TmtiH.teH 
IS'- J"S*'^ir.^J^  Artof  Parliament.  Igii  ^2? 
Sar.,  W.  H.Wills,  E«|..  16.  Wellin.non-rti^NorS 

LITERATURE  (ROYAL  SOCIETY  OFI  OP  tup 
UNITED  KINGDOM.  Founded  IH^.*^'  igf  /^^ 
Martiij's-ptoce.  Trafklgar-aquare.  Members  VS  Jw^ 
by  ballot.  F«»?gulnea.ll.  admlmi,m.  MdTJSSS 
annual,  or  »  guineas  as  a  life  eompositton.     HJr"2!f 

ff;^*!;j*  o?!?******«l?«-  TranswstlonarthepSS;  f^A 
before  the  Society  at  their  meetinn  l*P«"  tmd 

1st  series,  3  vols.  4to:  9nd  series.  7  vols.  8vo 

MAITLAND  CLUB,  Olaneow.     Instituted  1891.     ir««. 


Transactions    of  the  Club,  Vol.  1    and   9,  edited   bv    1        IH^^.^f.u^zs  -'  * 

DonaldOregoryandWilUam  Forbes  Skei5.Eil{S   ^^    \       '  ili'Jf**'' *»'"»*"«»•*«' Seytoo.  by  Sit  Rlchart  H^. 
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MaUland  CMt  (G/oigwio)— continued. 
X.  Bcaiuuep  Hlatoiie  de  1a  Giiem  c 
fay  W  Uliam  Smith,  Esq.,  of  Giirbi 
Z.  moyste'A  Memoira  of  beotland,  ] 


..«..«'  d'EeoMe.    Presented 
uu  oiBiinf  luq.,  of  Giirbreth  Guthrie 
lb  jtfoyne'A  Memoirs  of  beotland,  1677-I(ili3.    Presented 
by  James  Dcnnistoun.  of  Dennistoun,  Esq. 

4.  Poems,  by  Sir  Richard  Maitland  of  Lethlngton,  Knt 
Prioted  at  the  expense  of  the  c  lub 

A.  Register  of  Ministers- and  their  stipends,  ISffJ,    Pre- 

tented  by  Alexander  MacdonaM,  E.Nq. 
e.  Chronicle  of  Perth,  1210  to  IHWi.    Presented  by  James 

Maidment.  Esq..  Advocate,  Edinbur|>h 
7.  Babel,  a  Satirical  Poem,  1098.     Presented  by  James 

Ritchie  Kinloch,  Esq..  EUlnbinrgh         •; 
&  Lamoot's  Diary,  1649-71.    Pnnted  at  the  expense  of 

the  Club 

5.  Chronicle  of  the  Kings  of  Scotland.  Presented  by 
John  WhltefoordMackenaie,  Esq.,  Edinburgh 

la  The  Romance  of  Clariodus.  Presented  by  Edward 
Piper,  Esq.,  Edinbui^th 

11.  RMistnim  MeteUanum  I.  Printed  at  the  expense  of 
the  Ciub 

12.  Hamilton's  Description  of  the  Shires  of  Lanark  and 
Renfrew.   Printed  at  the  expense  of  the  Club 

13L  Inventory  of  the  Ornaments.  Ac,  of  Glasgow  Cathe- 
dnS.Pm4nted  by  the  late  John  Dillon,  E«i..  SherilT 
Substitute  of  Lanarkshire 

14  Notices,  Ac.  of  the  Literary  History  of  Glasgow. 
Presented  by  the  late  Richard  Duncan,  Esq..  Glasgow 

15.    Henrysfltfs  Moral  Fables.     Presented  by  Duncan 

1&  B^Hrah  R^ords  of  OIsmow,  1571-81.  Presar.tcd  by 
the  Ute  John  Smith,  LL.D.,  of  Crutheriand,  Esq. 

17.  Registrom  Monasterii  de  Passelet,  ll<»-i529.  Pre- 
•ented  by  the  late  Earl  of  Glai^gow 

18.  Drummondof  Hawthomden'sPoems,  Presented  by 
the  late  William  Macdowall,  of  Oarthland,  Esq. 

laTAndentCriminalTrlalsin Scotland. loparts.  Printed 

«x'Vi5d?5?Hufm^of %^e  Trouble,  ta  Scotland.  « 
TolaTPrtoted  at  the  expense  of  the  Club 

2i:  Mnnoifsof  Sir  JamesT^eWille  of  Halhill.  Printed 
ai  the  expense  of  Kifty  Members  of  the  Club 

92  Hackav^  Memoirs  of  the  Wars  fai  Scotland  and  Ir^ 
inndVllSUl.     Presented  by  P.  F.  TyUer,  Esq.,  Ad- 

«:'Si5iStf^2ss.S2s?srsJSaLiV7^^^  prated 

24rV%u^fSr5f  Uv^'i.    Presented  by  Alexander 

25fffiJ25lli»??f'thJ5SiSdClub.p.rUland2^ 

S  "luSnSSbs  of  the  Reigns  of  Queen  Mary  and  James 
VI.    SSrntedbY  Andre\M«r6eorge,  Esq..  Gljigow 

27.  Records  of  the  Burgh  of  Prestwlck,  frjni  Jj!* 
FiftSith  to  the  Eighteenth  Century.  Presented  by  the 
latejSin  SmUh. of  Swindiidgemufi-,  Eaq. 

«L  Iliu^rations  of  Scottish  History  ftom  the  Twelfth  to 
the  sSltSS  Century.  Presented  by  Moses  Steven,  of 
Sohnadieand  Bellshooston.  K«t^^^^.    .  .      ..     .  ^ 

3l!^o^f  Mary  Queen  of  Scou.     Presented  by  the 

J%^^t  B?^phSil  Collections,  Vols.  1  and  2  ^ 
S  WmStV-m^ff  Presentwl  by  John  Black  Grade, 

54^ffi^^oVlu?ffi^f  Various  Parishes  in  Scotland 
iwTpIw^ted by  the  late  Alexander  Macgrigor,  of 

a5*LSSS!i't^*higJ«n«VL    Presented  by  the  tate  Sir 

,i^:^^^i."l'iS^'^-?-^  O^  of  Scottish  Ar. 
diV?^  France.    PresenUKf  by  James  Duntop.  Esq.. 

Sw'rhi^J&hTane  Correspondence  reading  the  AflWrs 
^if  GlasiSwri7«-1746.    Pmented  by  James  Smith. 

a8%5^ii?*S'"thL  works  printed  for  the  Maitland 

A^^^SiJSSSvLX^l^^^ot  the  History  of  Scotland,1542. 

B-C.     Printed  at  the  expense  of  the  Club 
ii^e  RoSi«B«  of  Sir  Kvis  of  Hampton.    Presented 
*Ww  BTurnbuU,  Esq..  Advocate,  Edmburgh 
45^cl!i&^^^"  LibSir  at  Abbotsford.    Presented 

J^^i^'^SI^V^^^x:^'^^  Pre^mtedbythe 
^^..^iXl^C^fma    Blythewood,  Esq. 

^-  StlP*S!,tu\M*«r\S  Romance  of  Lancelot  du  Lak. 
S'  tKc  ISfff  Vlhe%niversal  Kirk  of  Scotland.  16W,. 

fin^tit'erVto  the  Argyle  Family.  Presented  by  the  Ute 
Duke  of  Argyle 


MaUUmd  Oub  ((»eif«i»u^>-continued. 
61.  Miscellany  of  the  Maitland  Club,  vol.  2.  parts  I  and  2 

63.  Rob  Stene's  Dream  _ 

-53.  Maxwell's  Narrative  of  Prince  Charles*  Expedition. 
174A.    Presented  by  W.  Buchanan,  of  Shandon.  Esq. 

64.  Docuncents  illustrative  of  Sir  William  Wallace.  Pre- 
sented by  Robert  Rodger,  Esq.,  Glasgow 

65.  Rowe's  Historie  of  the  Kirk  of  Scotland.  2  vols. 
Presented  by  B.  Botfleld.  of  Norton  Hall,  Eisq.,  M.P. 

66.  Notices  of  Original  Unprtnted  Documents  iliustr*. 
tlve  of  the  History  of  Scotland 

67.  MisceUany  of  the  Malibmd  Club.  vol.  3,  parts  1  and  2 

68.  The  Coltness  Collections,  MOCTifi-iincccxL.  Pre- 
sented by  James  Bogle,  Esq.,  Glasgow 

6a  Memoirs  of  Sir  Ewan  Cameron  of  I.iochiel.  Presented 
by  W  illiam  Crawford,  of  Cartsdyke,  Esq.,  and  Robert 
Pitcftlm,  Esq.,  W.S.,  Edinburgh 

00.  Wodrow's  AnalecU.  4  vols.  Presented  by  the  late 
Earl  of  Glasgow 

61.  Registrum  Episconatus  Glasguensls,  2  vols.  Pr». 
sented  by  the  late  J.  Ewlng,  LL.D.,  of  Levenside.  Esq. 

62.  Liber  Ecclesie  de  Scon.  Presented  by  William 
Smythe,  Esq.,  Advocate,  Edfaiburgh 

63.  The  Booke  of  the  Universal  Kirk  of  Scotland,  con- 
Uining  Acts  and  Proceedings  of  the  General  Assemblys 
of  the  Kirk  of  Scotland,  fhmi  the  year  m.d.lx.    Col- 


lected frma  authentic  Manuscripu.  part  3, 1503-1618 

\L  Collections  upon  the  Lives  of  the  Reformers  and 

most  eminent  Ministers  of  the  Church  of  Scotland,  by 


R.  Wodrow,  Minuter  of  the  Gospel,  vol.  2,  parti 

66.  Miscellany  of  the  Maitland  Club,  vol.  3.  part  2 
m.  Rejistrum  Episcopatus  Aberdonensu,  8  vols. 

67.  Appendix  to  the  Booke  of  the  Unnersal  Kirk  of 
Scotland,  conuining  Historical  Illustrations  of  the 
Proceedings  of  the  Church  from  the  years  1597-16U3 

68.  Papers  Illustrative  of  the  Politteal  Condition  of  the 
Highlands  of  Scotland  ftom  the  years  1686-96.  Px»- 
sented  by  J.  Gordon,  Esq..  of  Aikenhead 

69.  Liber  Collegii  Nostri  Domini,  m.d.xux.  Fixtrum 
Predicatorum  de  Glasgu,  1864-1519.  Presented  by  the 
Marquis  of  Bute 

70.  Miscellany  of  the  Maitland  Hub,  voL  4,  part  1 

71.  Collections  upon  the  Lives  of  the  Reformers  and 
most  Eminent  Ministers  of  the  Church,  by  Robert 
Wodrow.  Minister  of  the  Gospel,  toL  3,  part  8 

72.  Memorials  of  Montrose  and  his  Times,  8  vols. 

73.  Deeds  Instituting  Bursaries,  Scholarships,  and  other 
Foundations  In  the  College  and  University  of  Glasgow 

74.  Descriptive  CaUlogue  of  Impressions  Arom  Andent 
Scottish  Seals,  Royal,  BaroiUai.  Ecclesiastical,  and 
Municipal,  embracing  a  Period  from  1049  to  the  Com- 
monwealth, by  Henry  Laing,  Edinburgh 

76.  Breviarum  Aberdonense,  9  vols. 

7&  Notices  fh>m  the  Local  Records  of  DysarL  Pre- 
sented by  Wm.  Euing,  Esq.,  of  Glasgow 

77.  Selectiuns  from  the  Family  Papen  presenred  at 
Caldwell,  8  vols.  4to.  Presented  by  Col.  Mure,  of 
Caldwell 

78.  MunimenU  Almae  Unlversitatis  Glasguensls,  1450- 
1727,  4  vols.    Printed  at  the  expense  of  the  Club 

79.  Oppressions  of  the  16th  Century  In  the  Islands  of 
Orkney  and  Zetland,  from  Original  DoeumenU 

80.  Topographical  Account  of  the  District  of  Cnnning- 
ham,  Ayrshire.    Compiled  about  a.d.  1600  by  T.  Pont 

MEDICAL  AND  CHIRURGICAL  (ROYAL)  SOCIETY 
OF  LONDON,  53.  Bemers-street.  Instituted  18I& 
Members  elected  by  ballot.  Fee  6  guhieas.  and  3 
guineas  annuaL  fise*..  A.  W.  Barclayi  M.D. ;  and  S. 
Smith,  Esq. 

Transactions,  vols.  1  to  46 
Proceedings,  vols.  1  and  8.    Catalogue  of  the  Library 

MEDICAL  ASSOCIATION  (BRITISH),  late  •'  Pitwin. 
ctal  Medical  and  Surgical  Associatton."  Instituted  1832. 
Subscription,  one  guinea.  Trm*urer,  SlrC.  Hastings, 
Worcester;  Gsn.  Sec..  P.  H.  Williams.  M.D.,  Worcester. 
Publlcfitions:  Transactions,  8  series  In  8vo:  Weekly 
Journal :  Richards ,  37.  Great  Queen-street 

MEDICAL  (BORDER)  SOCIETY.  Instituted  1838.  Pay- 
ments 5s  annually.  Sec.,  Dr.  AflBeck.  Kelso.  Publica- 
tions ;  Papers  read  at  the  meetings  and  Transactions. 

MEDICAL  SOCIETY  OF  LONDON.    Instituted  1773. 
Member's  entrance  fee  one  guinea,  and  one  guinea  an- 
nual.   Sen,,  C.  H.  R.  Harrison,  Esq.  t  and  J.  S.  Stocker, 
M.D.,  38a,   George-street,  Hanover-square 
Transactions.  6  vols..  1797  to  1805 ;  181U,  1  vol.;  1817,  1 

vol.;  1846,  New  Series,  vol.  1.  7»  6d:  8  parts  at  6d. 

1847-68 

MICROSCOPIC  SOCIETY,  81,  Regent-street.  Esta- 
blished 1839.  Admission  fee  one  guinea,  and  sub- 
scription.  one  guinea  annual.  Sect.,  J.  Quekett.  Esq., 
and  O.  E.  Blenkins,  Esq.  Journal  published  quarterly.  4s 

MINING  ENGINEER'S  INSTITUTE  (North  of  Eng. 
land).    Transacttons:  vols.  1  to  H.  each  81s 

MOTETT  SOCIETY.  For  the  Publication  of  the  Ancient 
Choral  Music  of  the  Church.    Subscr lotion  one  guinea 
per  annum.    At  Messrs.  Chappeirs.  50.  New  Bond-street. 
JBrfilor,    Edward   F.  Rimbault.    PubUcations: 
Anthems.  Services.  5kc.  in 6  parU 
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LITEBART   SOCIETIES, 


[ArrEXDtx  A,. 


MUSICAL  ANTIQUARIAN  SOC'IETV.    rorthcpublU 
cation  of  Scarce*  Works  by  the  Early  Rn/ltoh  CompoMr*. 
Sec,  Rd.   F.  RlmbiulL    LUt  of  works: 
].  A  Ma«s  for  five  voices,  by  WlUiain  Byrd.    Edited  by 
E.  F.  Rmbault 

5.  The  First  Set  of  English  Madrifuls,  to  thi«c,  four, 
five,  and  six  voices,  by  John  WQbye.  130B.  Edited 
by  J.  Turle 

3.  Dido  and  Anea«,  an  Opera  composed  by  Henry  Pnr- 
cell.    Edited  by  O.  A.  Marfarren  ^ 

4.  The  First  Set  of  Madrigals  of  five  parts,  etc..  by 
Orlando  Gibbons.    1618.    Edited  by  Sir  Geor,{c  Smart* 

A.  The  First  Book  of  Balleto  to  Five  Voices,  by  Thomas 
Morley.    ISOft.    Edited  by  Edward  F.  RimbauU 

6.  Cantiones  SacTM,  by  William  Byrd.  Edited  by  W. 
Honley 

7.  Bonduca.  an  Opera  by  Henry  Purcell.  Edited  by 
E.  F.  Rimbault 

&  The  First  Set  of  Madrija*s.  for  three,  four,  five,  and 
six  voices,  by  Thomas  Weeikes,  1597.  Edited  by  E.  J. 
Hopkins 

9.  Fanta&ies  of  Three  Parts  for  Violas,  by  Orlando  Gib- 
bons.   Edited  by  Edward  F.  Rimbauit 

10.  King  Arthur,  an  Oiiera  composed  by  Henry  PuicelL 
Edited  by  Edward  Taylor 

11.  The  First  Set  of  Songs  In  Four  Parts,  by  John  Dow- 
Und,  I0Q9.    Edited  by  William  C  hupppll 

19.  The  Whole  Booke  of  Psalms,  with  the  tunes  in  Four 
Paru,  ISSfi.  Edited  by  Edward  F.  Rimbault 

13.  Ayres  or  Fa  Las,  for  three  voices,  by  John  Hilton. 
16:7.    Edited  by  Joseph  Warien 

14.  Madrigals  to  Four  Voices,  by  John  Bennett.  109. 
Edited  by  E.  J.  Hopkins 

lA.  A  Collection  of  Anthems,  by  composen  of  the  Madri- 
galian  Era.    Edited  by  Edward  F.  Rimbault 

16.  Batewn's  Madrigals.    16ii9.    Edited  by  Dr.  RImbauH 

17.  Wilbye's  Second  Set  of  Madrigals.  Edited  by  O.  W. 
Budd 

la  Parthen1a,or  the  First  Music  fbr  the  Virginals.  Edited 

by  Dr.  Rimbault 
19.  PuroeH's  Ode  for  St.  Cecilia's  Day,  1699.    Edited  by 

Dr.  Rimbault 

NATIONAL  ASSOCIATION  FOR  PROMOTION  OF 
SOCIAL  SCIENCE: 

Transactions,  8vo,  1857.  1ft*.  t  1858,  16b.  t  1859.  I6s.t 
18(iO-S,  ea.  12s. 

NATURAL  HISTORY  AND  ANTIQUARIAN  SO- 
(  IKTY(PE\ZANCE).  Town  Hall,  Penaance.  Esta- 
blished IN3R.  Subscription  10:*  annual.  Sea,ttndCuratt0ra, 
Dr.  J.  B.  Montgomery*  Thomas  Coralah.  Publicatk>na: 
Transactions  annually 

NATURAL  HISTORY  AND  ANTIQUARIAN  SO- 
CIETY (SHROPSHIRE  AND  NOkrH  WALES. 
Instituted  1835.    The  Museu  n.  Shrewsbury.    Memben 

Biy  one  guinea  annual,  or  10  guineas  for  life.  Hotu  See., 
r.  Henry  Johnson.    Do  not  issue  any  publication* 

NATURAL  HISTORY  AND    PHILOSOPHICAL  SO- 
CIE  rv  (BELF.AST).  College-square.  F.stablished  1821. 
Subtcription  one  guinea.  Ssct.,  James  McAdara,  F.G.S. ; 
A.  O.  D.  Taylor.    Publications: 
The  Ulster  Journal  of  Archseology,  published  quarterly, 

•mall  4to,  with  numerous  lithognphs.    Subscription 

li  shilling  per  annum 

NUMISMATIC  SOCIETY,  13,  Gate  street,  Llncohi's-inn. 
fields.  Founded  1836.  Admission  fee  one  guinea,  and 
subscription  30s.  annual.  Sec^.^  James  Cove  Jones,  and 
W.  S.  W.  Vaux.  Esqn.  Publications : 
Qu4rterly  Chronicle,  edited  by  J.  Y.  Akcrman,  Esq. 
S3  V.    New  series.   Noe.  1  to  9,  ea.  5s. 

OBSTETRICAL  SOCIETY  (Tyler  Smith,  M.D.,  Pie- 
sldent),  53,  Bemers-strei't 
Transactions,  Vol.  1  to  4, 8vo,  ea.  15s. 

ODONTOLOGICAL  SOCIETY  OF  LONDON,  32a 
George-street,  Hanover-square.  Established  1831.  Se^m,, 
S.  Cartwright,  John  Jones,  T.  A.  Rogers ;  Pretident,  J. 
Parkmstm,  Esq.  Members  elected  by  ballot.  Annual 
subscription  4is.  Publications: 
Transactions.  Vol.  1 ,  8s.  6d.    Published  by  Churchill 

OPHTHALMIC  HOSPITAL  REPORTS.  VoL  1  to  3, 
ea.  10s.  6d. 

ORIENTAL  TEXTS  (SOCIETY  FOR  THE  PUB- 
LICATION OF}.  Founded  IB41.  Members  pay  2 guineas 
annually.  The  publications  are  sold  at  an  average  of 
li's.  6d.  per  vol.  at  5,  New  Burlington-etreet.  Now  dis- 
continued 

1.  Theophania,  or  Divine  Manifestations  of  our  Lord 
and  S  v-our.  bv  Ruspbius,  Bishop  oi  Ctetarea.  Syriac, 
edited  by  Professor  S.  Lee.    Hvo,  1842.    15^. 

2.  Athanaijus*  Festal  Letters,  discovered  iu  an  ancient 
Syriac  version.  Edited  by  the  Rev.  W.-  Cureton.  8vo, 
1848.     Us. 

3.  Sharistani ;  Book  of  Religious  and  Philosophies  1 
Sects  1 1  Arabic.    2  parts,  ilvo.    IHii,    3HU. 

4.  Kitab  Tahziual  Aiima:  Yahya  Al-Nawawi's  BUwra- 
phii-al  Dictionary  of  Illustrious  Men  of  Islamtsm. 
Edited  in  Arabic  by  Dr.  F.  Wustenfleld.  8vo.  1845. 
67s.  Ud. 


Orlemtal  Terta  (Sneietp)  -cootinucd. 
f.  Umdat  Akidat  ahl  al  buonatwaal  Tamaat :  Pillar 
of  the  Creed  of  Suouites.    Edited  in  Arabic  bf  the 
Rev.  W.  Curctoa.    8vo.    1843.    5s. 

6.  History  of  the  Almohades.    Edited  ia  Acabic  by  Dr. 
R  P.  A.  Dosy.    8VO.    1847.    10!«.6d. 

7.  Sama  Veda.  ISdired  In  Sanskrit  by  the  Rrr.  G.  Steven- 
son.   8vo.    1843.    ISs. 

8.  Dasa  Kumara  Charita.    Edited  in  Sanskrit  bv  Pro- 
fca«ir  H.  H.  Wil:«D.    8vo.    1846.    15s. 

9   Maha  Vira  Charita,  or  a  History  of  Rama.  A  Sanskri 


P.ay.    E>ilied  by  F.  H.  Trithen.    Svo.    1S4H. 
Ilk.  Makhsvi  ul  A«ar:   the  Treasury 
Ntasml.    edited  in  Ptoniaa  by  N.  Bl 


of  Scents,  by 


l«s.6d. 

11.  Salaman-u-Ubsal,  a  Romance  of  Jam!  (D-hamli. 
Edited  in  Persian  by  F.  Falconer.    4to.    1843.    ICK 

12.  Mirkhond's  Histf»ry  of  the  Atabeks.  Edited  in  Fa- 
nan  by  W.  H   Morley.    8vn.    185(*.     12b. 

13.  Tuhfat-ulAhrar :  the  Gift  of  the  Noble:  a  Poen 
by  Jami  (Dshami).  Edited  in  Persian  by  F.  Fatooner. 
4to.    1843.    Ks. 

ORIENTAL  TRANSL.ATIONFUND.  EstaUiabed  18& 
Annu<&l  subscription  10  guineas  for  lane  paper  ea|«ie»  of 
the  publications,  and  5  guineas  for  small  paper.  Ssr..the 
Rev.  Jss.  Reynolds,  5,  New  Burlington  St.  iMbbeatioos: 

I.  The  Travels  of  Ibn  Batuta.  from  Anbie  Manuacript. 
with  Notes.    By  the  Rev.  S.  Lee,  D.D..  4to.  SQs 

9.  Memoirs  of  the  Emperor  Jahaagtaeir.  translated  froea 
a  Persian  Manuacript.    By  M^for  David  Price,  4lo,  12a 

3.  The  Travels  of  Macanue,  Patriarch  of  Aatioch. 
TransUted  from  Arabic  by  F.  C.  Belfour,  UJl.  la 
two  vols.  4to,  80s 

4.  Han  Koong  Tsew;  or.  The  Sorows  of  Uaa:  a 
Chinese  Tragedy.    Translated  by  J.  F.  Davis,  4to.  5s 

5.  History  of  the  A(i|hans.  Translated  from  the  Penian 
of  Neamet  Ullah.  by  BemhanI  Dora.  Ph.D.,  4to,  ak 

6.  The  Fortunate  Union.  A  Romance,  tranalated  ftom 
the  Chinese  by  John  Francis  Davis,  9  vols.  9ro,  i6e 

7.  Yakkun  Nattannawa;  a  Cingalese  Poem,  etc  Tnaa- 
lated  by  John  Callaway,  8vo,  8s 

8.  The  Adventures  of  Hatim  Tai ;  tnm  tbe  Pensaa.  bw 
Duncan  Forbes,  M.A  .  4to.  16s 

9.  The  Life  of  Sheik  Mohammed  All  Haain.  Fran  two 
Persisn  MaauscripU.  by  F.  C.  Belfour.  M.A.,  8vo, 
10s  6d 

10.  Mrmoin  of  a  Malayan  Family,  written  by  Theo^ 
selves  I  ftom  the  Original.   By  W.  Marsden.  8vo,  9i»  fid 

II.  History  of  the  War  in  Bosnia,  during  the  years 
1737-3».    From  the  Turkish,  by  C.  Fraser,  8vo,  4b 

12.  The  MuIfuiatTimury ;  or.  Memoirs  of  the  Moghal 
Emperor  Timur.  Translated  by  Mijor  C  iituait.  4to. 
12s 

13.  The  History  of  Vartan.  and  of  the  battle  of  the 
Armenians;  from  the  Armenian,  by  C.  F.  Neumazm. 
4to,  4s  * 

14.  The  Life  of  Hafia  Ul  Mulk.  Hafia  Rehmut  Khaa. 
From  the  Penian,  by  C.  Elliott.  Esq..  8vo,  5a 

16.  The  Life  of  Sheik  Mahommed  All  Haaia.  Edited  br 
F.  C.  Belfour,  M.A.,  Svo,  Ills  6d  ' 

16.  Miscell>meous  lYansliUloDs  from  Oriental  i 
Voliune  the  First,  8vo,  8s 

17.  The  History  of  the  Maritime  Wars  of  the  Turks: 
ttam  the  Turkish  of  Hi^i  KhaUfeh.by  Jamea  Mucfaclll 
Part  I.,  4to.  7* 

18.  Trenslations  tnan  the  Chinese  and  Armeataa.  bv 
Charles  F.  Neumann,  8vo,  12s 

19.  The  Algebra  of  Mohammed  Ben  Musa.  Arabic  and 
English.  Edited  and  Uanslated  by  Frederick  Rosea. 
8vo,  ita 

90  and  21.  The  Geographical  Works  of  Sddik  IsfahAni  ; 
and  a  Critical  Eisay  on  various  Manuscript  Works. 
Arabic  and  Persian ;  from  Original  Peisiaa  MSS.  Svo, 

92.  The  Shah  Nameh  of  the  Persian  Poet  Firdausl ;  with 
Notes  and  Illustratiooa.     By  James  Atkinaoo.  b>m 
8vo,  15a  ^^' 

93.  The  Teskereh  al  Vaklat ;  or,  Private  Memoirs  ofthc 
Moghul  Emperor  Humayun.  Translated  by  Malor 
Charies  Stuart,  4to,  10s  '       ^^ 

94.  The  Siyar.UI-Mutakherin ;  a  History  of  the  Mabom- 
medan  Power  In  India,  during  the  Ust  Ceotuiy  bv 
Mir  Gholam  Hussein-Khan.    Revised  by  John  Brigga. 

95.  Hoe  Lan  Kit  or,  L'HistoIre  du  Cerde de  Crae.  fte 
StanisIssJulicn.8vo.7« 

96.  San  Knkf  Tsou  Ran  To  Sets ;  ou,  Apercu  Gfedral 
des  trots  Royaumet.     Traduit  iiar  M.  J.  Klaproth, 

27.  Annals  of  the  I'urkish  Empire  from  1591  to  I6B  of 
the  Christian  Era;  from  the  1  urki»h.  Bv  C.  Fca-cr 
Vol.  1.4to,3ls6d  '       'w-er, 

98.  Raghuvansa,K4lidAsK  Carmen.  Sanskrits etLatlne. 
Edidlt  Adolphus  Fridericus  Steiialer.  4to.  21s 

SO.  Customs  and  Manners  of  the  Women  of  Persia  and 
their  Domestic  Superstitions ;  from  the  Persian.'  8v 
James  Atkinson,  E$q.,  Svo,  5b  ' 

th-  first  of  the  Pe^hdidlan  Dynasty,  to  the  ConnucS 
of  Irin  by  Alexander  the  Great,  l-'rom  the  Periiu^ 
by  David  Shea.  8vo,  lOs  «••«. 

31.  The  Tuhfat-Ul-Mujahiddin ;  a  HI  tory  of  the  Firrt 
Settlement  of  the  Mahommedans  in  Mai  .bar  i-w 
the  Arabic,  by  Lieut.  M.  Rowlandsoo,  «vo,  S^     '  "^ 
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Oriental  TnuuMm  FWiwr-eontlnned. 
32.  Alflyya;  ou,   Lft  Qulnilnewenee  de  la  Granmmire 

Antw.    Par  la  Baron  Silvettre  da  Saeyt  Paris,  Svo.  »■ 
SS.  Nanative  <^  Travek  In  Europe.  Asia,  and  Africa,  by 

ETUyaEfendl.  From  the  Turkidi.  Ivy  the  RitterJoMph 

Von  Hammer,  Parti  I  and  II 
34.  A  Deteription  of  the  Burmese  Empire;  by  the  Rev. 

Father  Sangermano.    Translated  by  William  Tandy, 

D.D.,  Rome,  4to,  16b 
SSl  Eiuay  on  the  Architecture  of  the  Hindus.    By  Rim 

RAa.    Royal  4to,  31s  0d 

36.  AnnAies  des  Empereurs  du  Japon ;  Traduites  par  M. 
Isaac  TiUingh.    Par  M.  J.  KUproth,  4to,  30i 

37.  Haiivansa;  Traduit  sur  TOriginal  Sanscrit,  parM. 
A.  Lanelois.    Deux  Tomes,  4to,  86* 

as.  Miscellaneous  Translations  fhnn  Oriental  Languagft. 

Volume  the  Second,  7i 
SBl  The  DidascalU  t  or.  Apostolical  Constitutioos  of  the 

Abyssinian  Church.    From  the  Ethiopic,  by  Thomas 

P.  Piatt.  Esq  ,  M.A..  4to.  lAs 

40.  t.cs  Aventures  de  Kamrup,  par  Tachin>uddtn ;  tra- 
duites de  rHindoustanl  par  M.  Oardn  de  Tassy,  Paris, 
8vo 

41.  The  Chronicles  of  Rabbi  Joeeph  Ben  Joshua  Ben 
Meir,  the  Sphardi.  From  the  Hebrew,  by  C.  H.  F. 
Blalloblotiky.    In  two  vol*.,  8vo,  24s 

48L  The  Political  and  Statistical  History  of  Gujerat. 
From  the  Persian,  by  -lames  Bird,  Esq.,  8to 

43.  Le  LiTre  des  Rerompen«es  et  des  Peincs.  Tradutt  da 
Chinols,  iMT  Stanislas  Jnlien,  Paris,  8vo,  81s 

44.  Hidi  Khalfse  Lealctm  Encyclopsedicuro  et  Biblio- 
invpnieum.  Edidit  Gustarus  FluegeU  Tom.  1,  II, 
III.  IV,  V.and  VI.  Leipsig,  4lo 

45.  Chrooique  d'Abou-Djafsr  Mohammed  Tabari.  Tra- 
duit snr  la  Penane,  par  Louis  Dubeus.  Pn-midte 
LiTTsison.  Paris 

46.  Laili  and  Malnto.  A  Poem.  From  the  original 
Persian  of  Naiauil.  By  James  Atkiuon,  Esq.,  Lon- 
don. 8to,  5s  6d 

47.  The  History  of  the  Temple  of  Jerusalem.  Tnms- 
Uted  from  the  Arabic  of  the  Imam  Jalal-addin  alSi^ti. 


By  the  Rev.  James  Reynolds,  B.A..  London,  8to,  lAs 

48.  The  SAnkhya  Kariea :  or.  Memorial  Verses  on  the 

Staikhya  Philoa(>ph)[t  nam  the  Sanskrit,  by  H.  T. 


Colebronke,  Esq.    Also,  The  Bahshya.    Transited  by 

H.  H.  WilsonVEsq.,  Oxford.  4to.  10s  6d 
40.  HiatolTe  des  Sultans  Marolouks  de  I'Egypte  t  Tra- 

duite  en  Fnnfsis.  par  M.  Quatrem*.    Tome  I  and  II. 

Paris 
£a  Riff  Veda  SanhiU  {    Sanskrit*  et  Latin*.     Kdldit 

Fieoericfc  Augustus  Rosen,  Ph.D.,  4to,  81s 

51.  Kumirft  Sarobbavat  Sanskrit*  et  Latin*.  Edidit 
Adolphus  F.  Steniler,  4to.  lOs  dd 

52.  Practical  Philoscphy  of  the  Muhammadan  People* 
from  the  Persian  of  Fakir  Jany  Mahammad  Asaad  ; 
by  W.  F.  Thompson,  8vo.  15s 

53.  Hiistoire  de  U  Litt^ture  Hindoo i  et  Hindoustani. 
Par  M.  Garcin  de  Tassy.    Tomes  1  et  11,  Paris,  8vo 

54.  The  Vbhnu  PutiaA,  from  the  ariginal  Sanscrit,  by 
Profeeeor  Wilson.    4to,48s 

55.  The  History  of  the  Mohammedan  Drnastles  in 
Spain  :  Arom  the  Text  of  Al-Makkarit  by  Pascual  de 
Gyan^os.    In  8  toIs.  4to.  84s 


S6.  fe}-Ma<udi's  Historical   Encyclopedia,    fhmi     the 

AraWc  by  Aloys  Sprenger.  M.D.    Vol.  1,  Ihro.  Ids 
57.'  TransUtion  of  the  Sanhiti  of  the  Sama  V*da.  By  the 

Rer.  J.  Stevensrm,  D.D.    Rvo 
58.  Specimens  of  the  Popular  Ilistonr  of  Persia.    Onlly 

Couccted  and  Translated  by  A.  Chedakoodxko,  Ekq. 

8vo.  Ids 
Kk  Ibn  Khallikan's  Biographical  Dictionary.    From  the 

Arabic  by  Baron  Mac  Guckin  de  Slane.    Vols.  1  and 8, 

and  vol.  .1,  part  t ,  4tu 
di).  History  of  Hyder  Naik.    Written  by  Meer  Hussein 

All    Khan   Kirmani.      Translated  from  an  Original 

Peraian  MS.  by  Colonel  W   Iklilet.    8vo.  Ids 
dl.  The  Dsbi'^an:  or.  School  of  Manners.    From  the 

Persian,  with  Notes.   &c.    By  David  Shea  and  A. 


Troyer.    3  vols.  8vo.  Sis  M 
m.  Hifttory  of  the  Rei| 


he  Reign  or  Tlpu  Suiun ;  being  a  Con-> 
the  Neshani  Hyduri  t  written  by  Mir 
Chan  Kirmani.    Translated  by  Col.  W. 


I  of  Tli>u  Sultan ;  being  a  Con» 

tlnuation  of  the  I" 

Hussein  All  Khan 

Miles.    Svo,  liisHd 
63.  Biographical  Notices  of  Persian  Poets.    By  Sir  Gore 

Ouseley,  Bart. ;  and  a  Memoir  of  the  Anihor,  by  the 

Rev.  James  Reynolds.    8vo,  Ids 
d4.  The  Kalpa  Sutra,  and  Nnva  Tatva.     Two  works 

iUttstntive   of    the    JaIu  Religj<m  and  Philosophy. 

From  the  Maghadi.    By  the  Rev.  J.  Stevenson,  D.D., 

8vo,  7s  dd 
85.  The  Apostolic  Constitutions :  or,   Canons  of  the 

Apoatles,  in  Coptic :  with  an  English  Translation,  by 

Henry Tattam.  LLD..  D.D.    8vo. 
88.  Makaroat ;  or.  Rhetorical  Anecdotes  of  Abu'I  Kasem 

al  Hariri,  of  Basra;  iransdated.  with  Annoutions,  by 

the  Rev.  T.  Preston,  M.A.    Hvo  ^     ^  ,,^ 

C7.  The  Birth  of  the  Wargod  i  a  Pom  bv  Kalidasa. 

From  the  Sanscrit.    By  R.T.  H.  Griffith,  Bl.A.    8vo 
68.  The  Poems  of  the  Huiailist  in  Arabic,  tnnslated, 

with  Annotxtions.  by  Professor  J.  G.  L.  Rosegarten, 

Vol.  1.  conulning  the  First  Part  of  the  Arabic  Text 
Gft.  Splcilegium     Syriacum ;    Itrmains    of    Bardesan, 

Meliton.  Ambrase.  and  Marr  Bar  Serapion;  Transla- 

tion  ar.d  Noteit.    By  the  llev.  W.  Cureloo,  M.A.  8vo 


OfUntal  Traiulalhn  FMfKf— continued. 

70.  M*moirrs  sur  les  Contr4es  Occ  dentales,  par  Htooea 
Thsang,  traduit  du  Chinois,  par  M.  St.  Jullen.  Paris, 
1857.    8vo 

71.  KlUb-I*Yimini ;  Memoirs  of  Early  Conquerors  of 
Hindostan.  From  the  Persian.  By  J.  Reynolds,  B.  A., 
ISsdd.  1858 

72.  Cronique  de  Matthleu  d'Edisse ;  f^om  the  Armenian. 
By  M.  Dulaurier,  81s.  1858 

OSSIANIC  SOCIETY.  Founded  on  St.  Patrick's  Day, 
1853,  for  the  Preservation  and  Publication  of  Man-jscrinta 
in  the  Irish  Language,  illustrative  of  the  Fenian  Pertod 
of  Irish  History,  ^c,  with  Literal  Translations  and 
Notes.  Books  printed  by  the  Society ! 
1.  The  Prose  and  Poetical  Account  of  the  Battle  of 

Gabhra  (Oarristown),  bi  the  county  of  Unblin,  fought 

A.n.  883 
9.  The  FestlvitlM  at  the  House  of  Conan  of  Ceum 

Sleibhe 

3.  An  Account  of  the  Pursuit  of  Diarmid  O'Duibhneand 
Grace,  the  Daughter  of  Cormach  Mae  Airt,  Monarch 
of  Ireland 

4.  Fenian  Poems.    Edited  by  John  O'Daly 

5.  The  Proceedings  of  the  Great  Bardic  Instltutkm 

d.  Fenian  Poems,  Second  Series.  Edited  by  John  O'Daly 

PALiEONTOGRAPHICAL  SOCIETY.    InsUtuted  1847. 
.Subscription,  one  guinea  annually.     Sec.,  T.  WUlahin, 
F.G.S. ,  Bread-streethill.    Publications : 
Monographs,  with  many  Illustrations,  4to 
Tertiary,  Cretaceous,  0«»litic,  Devonian,  and  Silurian 

Corals,  by  M  M.  Milne-Edwards  and  J.  Halme 
Tertiary  Echinodermau,  by  Prof.  Forbes 
OoliUc  Echinodermata,  by  Dr.  Wright.    VoL  1. 

Si VoL  8 

Fossil  Cirrifiedes,  by  Mr.  C.  Darwin  * 

Tertia  Rntomostraca.  by  Mr.  Rupert  Jonei 
Cretaceous  Entomontraca,  by  Mr.  Rupert  Jones 
Fossil  E<theriae.  by  Mr.  Rupert  Jones 
*MalacostracousC:rustacea  (comprising  those  of  London 

Clay,  Gauit,  and  Grecnsands).  by  Prof.T.  Bell 
Polysoa  of  the  Crag,  by  Mr.  O.  Busk 
Fossil  Brachiopoda.  vol.  1.  Tertiary  iCretaeeotts,Oolitie, 

and  Liasic  Brachiopoda,  hy  Mr.  T.  Davidson 
—  Vol.  8.    Permian  and  Carboniferous  Brachiopoda 
Mollusca  of  the  Crag,  by  Mr.  S.  V.  Wood  :— 

Vol.  1  (Univalvcsi  i  Vol  8  iRIvalvesi 
4*Eocene  Mollusca,  Cephalopoda  and  Univalves,  by  Mr. 

F.  E.  Edwards 
*Eocene  Moltusca.  Bivalves,  by  Mr.  S.  V.  Wood 
Great  Oolite  Mollusca.  by  Prof  Morris  and  Mr.  J.  Lyc«tt 

— — — Supplement,  by  Dr.  I.ycett 

Cietaccou*  Cephalopoda,  by  Mr.  D.  Snarpe 
Fonsilsof  the  Pcrmeian  Formation,  by  Prof.  King 
Reptilia  of  the  London  Clay  [and  of  the  Brarkieshans 

and  other  Tertiary  Beds],  by  Proft.  Owen  and  Bell 
Reptilia  of  the  (!retaceous  Formations,  by  Prof.  Owen 
Repiilia  of  the  Creuceous,  Wealden,  and  Purbeck  Fi»> 

mat  ions,  by  Pruf.  Owen 
*Reptilla  of  the  Oolitic  Fovmatinns,  by  Profl  Owen 
Marked  •  not  complete 

PARKER  SOCIETY.    Instituted  1840.  Annual  subeerip- 


tion  one  guinea.    Publications  now  discontinued: 
1841.  The  Works  of  BUhop  Ridley 

The  Sermons  and  other  Pieces  of  Archbishop  Sandys 

The  Works  of  Bishop  Pilkington 

The  Works  of  lloger  Hutchinson 
1848.  The  Examination  andWritings  of  Archdeacon  Phllpoi 

Christian  Prayers  and  Meditations 

Letters  of  Bishop  Jewel,  and  others,  translated  fhxn  tha 
Originals  in  the  Archives  of  Zurich  (1st  series) 

The  Writings  of  Archbishop  Grindal 

Early  Writings  of  the  Rev.  T.  Becon,  Chaplain  to  Arch- 
bi«nop  Cranmer,  and  Prebendary  of  Cantt-rbury 

1843.  Fulke's  Defence  of  the  English  Translation  of  the 
Bible 

Eirly  Writings  of  Bishop  Hooper 

Wriunjss  of  Archbishop  ('ranmer  on  the  Lord's  Supper 

The  Catechism  and  other  Pieces  of  Becon 

1844.  The  Liturgies.  Primer,  and  Catechism  of  the  Reign 
of  Edward  VI. 

Writings  of  Bishop  Coverdale 

Sermons  of  Bishop  Latimer 

The  Flower  of  Godly  Prayers,  and  other  Pieces  of  Beeon 

1845.  Second  Series  of  Letters  from  the  Archives  of  Zurich 
Remains  of  Bishop  Latimer 

Writings  of  Bishop  Jewel,  flnt  portion 

DevoUonal  Poetry  of  the  Reign  of  Elisabeth.  8  vols. 
1848.  Remaining  Portion  of  Bishop  Coverdale's  Wriiinga 

Original  Letters  relative  to  the  Refonnation,  1st  vol. 

Remains  of  Archbishop  Cranmer 

Calfhill's  Answer  to  MartialFs  Treatise  on  the  Cross 
1847.  A  further  Portion  of  Bishop  Jewel't  Works,  includ- 
ing part  of  his  Answer  to  Harding,  Ms  Exposition  on 
the  Thessalonians,  and  other  Pieces 

Liturgies  and  Occasional  .services  of  Reign  of  Elisabeth 

Original  Letters  relative  to  the  Reformation,  VoL  8 

Norden's  Progress  of  Piety 
18411.  A  third  Portion  of  Bishop  Jewel's  Works,  containing 
his  Apology  and  the  1st  part  of  the  Defence 

The  first  portion  of  Bradford 

A  Volume  of  Tyndale 

Fulke's  Answer  to  Martiall  and  SUpleton 
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LITKRABY  SOCIETIES, 


[ArrsxMx  JL 


PvJtm^  S»r<efy-^contlnuefl. 

lilW.  Whltakrr'aDUimutionon  Holy  Scripture 

BtiHinger's  lit  and  2nd  Decades,  forming  ihe  lat  vdi, 

BUhop  Bale's  Sel.^t  Wriangs 

Tyndale,  Snd  portion 
lavu  Tyndale,  3rd  and  la<t  Tolume 

Bullinger,  iii  Decade,  ftmnlog  the  tad  roluroe 

Jewel.  4th  and  last  volume 

Answer  to  the  Apolo^nr  of  Private  Mam.  by  Bp.  Cooper 
1851.  Bullinffer*s  iv  Decade,  forminctheSrff  vol 

Private  Pravers  of  Queen  Elisnbetn 

A  volume  of  Archbishop  Whitxift*s  Works 

Woolton's  Christian  Manual 
in.'>i.  Hooper,  Snd  volume 

BMlJinxer,  ▼  Decade, foimlog  the  4th  volums 

W  h  itff i ft.  Snd  volume 

ArchMtthop  Parker's  Correspondence 
1(15-1.  Whitglft.  3rd  and  last  volume 

llradford,  :hid  and  last  portion 

lloi^ers  on  the  Arti^es 

Nowel's  Catechisms 

PATHOLOGICAL  SOCIETY.  Established  IIMA  S3. 
Hr-riiets-strcet.  lfo».  ffeca.,  J.  W.  0}(lr,  M.D.,  IS,  Upper 
Hmok-«treett  Mitchell  Henry.  Em]  .  5.  Harlcy -street. 
Admission  one  guinea,  and  one  Rutnea  annually.  Pub- 
lications: Tnnsactiona.  Vol.  I  to  14,  ]R4(i-IB 
Proceedings.    Exhibitions  and  discussions  on  specimens 

PEaCY  SOCIETY.  Pounded  184a  DiMolvcd  IftM.  Sub. 
script  ion  £1  annually.  Sec.,  Thomas  Wright.  Esq..  37, 
G-eat  Queen-streei .  Lineoln's-lnn.  Publlrations.  post  Rvo: 
1.  Collection  of  Ballads  anterior  to  the  reign  of  Charles  I. 

Edited  by  J.  Payne  Collier.  Esq. 
S,  A  Seardi  for  Money ;  or.  the  larocniiible  Complaint  fbr 

the  Lhsse  of  the  Waadring  Knight.  Monsieur  rAigHnt. 

Edited  by  J.  P.  Collier,  Esq. 

3.  The  Psyne  and  Sorowe  of  Evyll  Maryagc,  in  Verse. 
Edited  bv  J.  P.  Collier,  Esq. 

4.  A  Selcctfcm  from  Ihe  Minor  Poems  of  Dan  John  Lyd- 
tAto.    Edited  by  J.  O.  Halllwell.  Esq. 

5.  The  King  and  a  Poore  Northeme  Mao.  1040.  Edited 
hy  J.  Payne  Collier.  Esq. 

&  The  Revolution  In  Iivland  of  1688.  Edited  by  T. 
(!rofton  Croker,  Esq. 

7.  Song«  of  the  London  Prentices  and  Trades  during  the 
Reigns  of  Henry  VIII.,  EUsabeth.  and  James  1.  Edited 
l«y  C.  Macksy,  Esq. 

8.  I  he  Early  Naval  dallada  of  EngUnd.  Edited  by  J.  O. 
Haliiwcll.  Esq. 

9.  Ilobln  Good-Fellow;  his  Mad  Pranks  and  Merry  Jrsts. 
In  prose  and  verse.  1628.  With  an  Introduction,  by 
J.  P.  Collier.  Esq. 

]n.  <trange  Histories,  or  Snngs  and  Sonets  of  Kings,  etc. 
Edited  by  J.  Payne  Collier.  Esq. 

1 1 .  Political  Ballads  pnMUhpd  during  the  Commonwealth. 
Rdited  by  Thomas  Wright,  Kso. 

12.  The  Pleasant  History  of  the  Two  Angry  Women  of 
Abingdon.    Edited  by  the  Rev.  A.  Dyce 

13.  The  Boke  of  Curtasye:  Poem  illuiitrative  of  the 
Domestic  Manners  of  the  Fifteenth  Century.  Edited  by 
J.  O.  Halllwell.  Esq. 

14.  Kind-Hart's  Dream.    Fditfd  by  E.  P.  Rimbault.  E^q. 
13.  The  Meeting  of  Gallants  nt  an  Ordinarie.     Or  the 

Waikcs  in  Powles.    I0U4.    Edited  by  J.O.  Halllwell, 
B«q. 
18.  Old  Christmas  Carols,  chiefly  taken  from  manuscript 
sources.    Edited  by  Thomss  Wright.  E«q. 

17.  The  Nursery  Rhymes  of  England.  Edited  by  J.  O. 
Halllwell.  Esq. 

18.  The  Pleasant  and  Sweet  History  of  Patient  Grissell. 
In  prose  and  verse.    Edited  by  J.  Payne  Collier 

lA.  Lyric  Poetrv  written  in  England  during  the  Reign  of 

Edward  I.    Edited  by  T.  Yfhiht,  E^m). 
80.  A  Marriage  Triumpne.  An  Epithalamium  in  meirorie 

of  the  Nuptials  betwixt  the  f'onnt  Palatine  and  the 

I.ady   Elisabeth.     Written   by  T.    Hey  wood.     1613. 

Edited  by  J.  Payne  Collier,  E^q. 
SI.  A  Knight's  Conjuring,  Done  in  Eamcxt.    Discovered 

In  Jest.    By  Thomas  Dekker,  10)7.    Edited  by  E.  F. 

Rlmhault,  Esq. 
89.  Paraphrase  on  the  Seven   Penitential   Psalms,  pre* 

sumed  to  be  the  production  of  a  Lollard.    Edlteu  by 

W  H   Black   Esq. 
83.  The  Crowne^ariand  of  Goulden  Roses.    A  roreetfcm 

of  .<<ongs  and  Ballads.    Edited  by  W.  (  hnvprll,  Em). 
94.  \  Dialogue  of  Witches  and  witchcraft.    By  Geoige 

Gifford,  lOO.    Edited  by  T.  Wright.  Esq. 
S^.  Follie's  Anatomic;  or,  Satyres  and  Satyricall  Epigrams, 

by  Henrv  Hutton,  of  Durfism,  1619 
»i,  Jaik  of  Dover.    A  Collection  of  Tales,  and  •*  The 

Penniless  Parliament  of  Thread-bare  Pcets,  or  all 

Mirth  and  Wittle  Conceit ps."  1804 
97.  Five  Poetical  Tractsof  the  Sixteenth  Century.  Fmra 

unique  copies,  via.  •«  The  Doctrynall  of  Good  Ser- 

vminte*."  ••  The  Boke  of  Mayd  Kmlyn."  ••  1  he  New 

Nniborune  Mayd  **     **  A   Complahit  of  a  Dolorous 

Lover  upon    Siigred  Wordes  and    Fayned    Counter 

nance."    And  "Love's  Leprosle."    Edited  by  E.  F. 

Riinbault,  Esq. 
S8.  A  Collection  of  Latin  Stnrimi.  Illustrative  of  the  His- 
tory of  Fiction  (luring  the  Middle  A g«^.    From  MSS. 

of  the  13th  and  14th  centuries.  Fd.  by  T.  Wright.  F>q. 
S!).  The  Harmonieof  the  Church,  by  Michael  Drayton. 

Edited  by  the  Rev.  Alexander  Dyce 


P*Trp  S'«cief|r>-cnntir>ned. 
31).  Cock  Loreir*  Hote.  A  Satirical  Poem  fkom  an  luiqoe 

copy  printed  by  Wynkyn  de  Worde 
31.  Pfiems  by  Sir  Henry  WoCton.    Edited  by  the  Rev. 

Alexander  Dyce 
39.  The  Harmony  of   Birds.    A   Poem  f^roin  the  only 

known  copy  prmtert  in  the  middle  ot  the  18th  oetttury. 

Edited  by  J.  P.  Collier.  Etq. 


33.  A  Kerry  PaAtnral. 
Virgil.  .   _^ 

34.  1  he  Four  Knaves.    A  Series  of  Satineal  Tracts,  in 


of  Vi 


An  imitalinn  of  the  First  Eck^ite 
Edited  by  T.  Crofton  Croker.  Esn. 


verse,  by  Samuel  Rowlands 

35.  A  Poem  to  the  Memorie  of  Conmro,  by  James 
Thomton.    Edited  by  Peter  Cunningham,  Esiq. 

36.  The  Pleasant  Concrltes  of  Old  Hobaoo,  the  Mcny 
lx>ndoner.    IO117.    Edited  by  J.  O.  Halllwell,  Esq. 

37'  Maroccus   Exuticust    or,  Bankes*  Bay   Horse  in  a 

Trance.    I&17.    Edited  by  Edward  F.  Rimbaalt.  Eiq 
38.  l.ord  Mayor's  Pagrant*.  I*ait  I :  being  CollectJons  to. 

wards  a  History  of  these  annual  oelebfations.    By 

F  W.  Fairholt.  E>«. 
39:  The  Owl  and  the  Nichthiga.*e.  an  early  Bngliah  POem. 

Fdlted  by  Thomas  Wright,  Esq. 

40.  Thirteen  pMslms  and  the  First  Chapter  of  Ecdesi- 
astes.  translated  Into  English  verse  In  the  Reign  of 
Henry  VI 1 1     Edited  by  the  Rev.  P.  Bllaa 

41.  .An  Historiall  ExpostuhitkNt  against  the  Beastlyc 
Abusers,  both  of  Chyrurgetie  and  Physyke.  In  oure 
tyme.  By  John  Halle.  IteSw  Edited  by  T.  J.  Petti- 
grew,  E>q. 

49.  old  Ballads  Illustraling  the  Great  Fmst  of  lfiR3-4 
And  the  Fair  00  the  Hiver  Thames.  Edited  by  E.  F. 
Rimbault.  Esq. 

43.  Lord  Mavor^  Pageants,  part  8.  Edited  by  F.  W 
Fairholt.  E«q. 

44.  The  Honestie  of  thU  Age.  By  Baraaby  RIdi,  imi. 
Edited  bv  Peter  Cunningham,  E-q. 

45.  Reynard  the  Fox,  from  Caxton*»  Edition.  Edited  by 
W.  J.  Thorns.  Esq. 

48.  The  Keen  of  the  South  of  Ireland,  as  lllaatrative  of 
*  Irish  Political  and  Domeatic  History.    Collected  by 
T.  C'rofkon  Croker.  Bcq. 

47.  The  Poems  of  John  Audelay.  A  sporimen  of  the 
Shrop>.hire  Dialect  in  the  Fifteenth  Century.  Edited 
by'J  O.  Halllwell,  Esq. 

48.  St.  Brandan.  a  Medievsl  Legend  of  the  Sea.  In  Eng- 
lish Vene  and  Prose.  Edited  by  Thomas  Wright,  E>q. 

49.  The  Romance  of  the  Emperor  Octavian.    Now  First 

Bbllshed  fhmi   MSS.    at   Unooln  and  Cambridge, 
ited  by  J.  O.  Halllwell,  Esq. 

50.  Six  Ballads  with  Burdens :  from  MSS.  In  the  Library 
of  Corpus  Christi  College,  Cambridge.  Edited  by  J. 
Goodwin,  B.D. 

51.  Lyrical  Poems,  from  Mnsical  Puldicatkais  bdwen 
the  Years  15K9  and  1600.     Edited  by  J.  P.  Collier 

59.  Filar  Bakon's  Prophrsle :  a  Satire  on  the  Dcgeoeiaci 
of  thj  Times,  a.d.  lGii4.    Ed.  by  J.  O.  Halliwell.  Esq. 

53.  Ihe  Seven  Sages.    In  English  Verse.    By  T.  Wright 

54.  Popular  Songs,  illuMrative  of  the  French  Invasiona  of 
Ireland.    Edited  by  T.  Crofton  Cioker,  Esq. 

55.  Poetical  Miseellanie*.  From  a  Manuscript  of  tha 
Time  of  Junes  I.    Edited  by  J.  O.  Halliwell,  Esq. 

56.  The  Crown  Garland  of  Golden  Ilosca.  Part  9.  From 
the  Edition  of  ItiSQ 

57.  Barnfield's  Alftctkmate  Shepherd.  Reprinted  tnmn 
the  almost  unique  copy  in  Sioo  College  Library.  By 
J.  O.  Halliwell.  Esq. 

58.  .(Scottish  Traditional  Vcrrions  of  Andcnt  Ballads. 
Edited  by  James  H.  Dixon.  Esq. 

50.  Life  and  Martyrdom  of  Thnmaa  Beckct.  Archb.  of 
Canterbury.    Edited  by  William  Htnry  Black.  Esq. 

60.  The  Pastime  of  Pleasure.  An  Allegorical  POem.  By 
Steven  Hawea 

81.  The  Civic  Garland.  A  Collection  of  Songs  from  Lan« 
don  Pageanu.    Edited  by  F.  W.  Fairholt.  Esq. 

68.  Old  Poems.  Ballads,  and  Songs  of  the  Peasantry  of 
England.    Edited  by  J.  H.  Dixon,  E»q. 

63.  The  Romance  of  Syr  l*ryamoure.  Edited  by  J.  O. 
HalUweil 

64.  The  Introductory  Essay  on  the  Romance  of  the  Seven 
Sages.    By  Thomas  Wright.  Esq. 

65.  A  Dialocue  of  Wit  and  Folly.  Bv  John  Heywood. 
To  which  IS  prvflxed  an  Account  of  that  Author,  and 
his  Dramatic  Works,  by  F.  W.  Fairholt,  Ei>q. 

66.  A  Collection  of  Proverbs  and  IN^pular  Sayinr«.  re> 
latlng  to  the  Season,  the  Weather,  and  Agncultunl 
PursulU.    ByM.  A.Denham 

67.  Popular  Soi^.  Illustrative  of  the  Fccndi  Invaskms  ol 
IrHand,  part  9.    Kditrd  by  T.  Cri»ftcn  Croker,  Esq. 

68.  Thr  Canteibury  Tales  of  GeoffVy  Chaucer.  A  new 
Trxt,  with  Illustrative  Notes,  V.  1.  Ed.  by  T.  Wrfght 

69.  1  he  Most  Pleasant  hong  of  Lady  Beasy.  and  how  she 
Married  King  Henry  the  Seventh  of  the  House  of  Lan- 
caster.   Edited  by  J.  O.  Halliwell.  Esq. 

70.  French  Invasions  of  Ireland.  Ed.  by  T.  Crofton  Croker 

71.  The  Cyteaen  and  Uplondysbroan.  By  Alexander 
Parciay.    Edited  by  F.  W.  Fairholt,  Esq. 

79.  1  he  Canterbury  Tales  of  Chaucer.  V.9. 

73.  Sengs  and  (  arols  of  the  Fifteenth  Century.  Printed 
for  the  first  timr.    Edited  by  T.  Wright.  E«q. 

74.  An  Interlude  of  the  Four  Elemenu.  Edited  by  J.  O. 
Halliwell,  E>q. 

75.  Interiude  of  the  Disobedient  Child.  Edited  by  J.  O. 
Halliwell,  Esq.  ' 
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76.  The  Autobiography  of  M  iry.  Counter  of  Warwick. 
Edited  by  T.  C.  CroVer,  Krq. 

77.  Festive  Songs  of  the  Sixteenth  and  Seventeenth  Cen- 
turies.   Edited  by  W.  Sandys,  Esq. 

78.  Westward  for  Smelts.  Written  by  KInde  Kit  of  King 
stone.  lOiii.    Edite'i  by  J.  O.  Halliwell.  Em. 

79-  Popular  EnglUh  Htstories.    Edited  by  J.  O.  Halliwell, 

80.  BHecre  ai  you  List,  a  lost  play,  by  Massinger.  Edited 
from  the  ongiual  manuscript  by  T.  Crofcun  Crokcr, 
Esq. 

Rl.  Satirical  Songs  and  Poems  on  C'^stume.  fmm  the  1.1th 
to  the  I9th  Century.    Edited  by  F.  W.  Fairholt,  Esq. 

82.  A  I'oem  on  the  Times  of  Edward  II.  From  a  MS. 
prpsenred  In  the  Librarv  of  SL  Peter's  College,  Cam- 
bridi;^    Edited  by  the  llev.  C.  Hardwicke.  M.A. 

83.  Notices  of  Fugitive  Tractt  and  Chap-Books  printed  at 
Aldermary  f Church vard.  Bow  Churchyard,  etc.  By 
J.  O.  Hainwell.  Esq'. 

84.  The  Man  in  the  Moone  i  or.  the  English  Fortune 
Teller.    Edited  by  J.  O.  Halliwell.  Esq. 

85.  The  Religious  Poems  of  William  de  Shoreham,  Vicar 
of  Chart-Sutton.  in  Kent.    Edited  by  T.  Wright.  Esq. 

88.  The  Interlude  of  the  Trial  of  Trcaiure.  Edited  by 
J.  O.  HalliweU.  Esq. 

87.  A  Manifest  Detection  of  the  Most  Vyleand  DetesUble 
Use  of  Dice  PUy.    Edited  T     *  '     ' " 

88.  An  AngkKSaxon  Passion  c 


Use  of  Dice  PUy.    Edited  by  J.  O.  Halliwell,  Esq. 

L  An  AngkKSaxon  Passion  of  St.  George.    From  a  \ 

in  the  Camb.  Univ.  Library.    Ed.  Rev.  C.  Hardwick 


89.  The  Loyal  Garland :  a  Collection  of  Songs  of  the  Se- 
venteenth Century.    Edited  by  J.  O.  Halliwell.  Esq. 

90.  Poems  and  Songs  relating  to  George  Vlllieni.  Duke  of 
Buckingham;  and  his  Assassination  by  John  Felton. 
Kdited  by  F.  W.  Fairholt 

91.  The  Canterbury  Tales  of  GeolAry  Chaucer,  Vol.  3 

92.  The  Garland  of  Good-WiU,  by  Thomas  Deloney. 
Edited  by  J.  H.  Dixon.  Eaq. 

9S.  Britannia's  PastonOs:  a  Third  Book.  Now  first  edited 
from  the  original  MS.  preserved  in  the  Library  of 
Salisbory  Cathedral.    By  T.  C.  Croker.  Esq. 

94.  John  Bon  and  Mast  Penon :  a  Dialogue  in  Verae. 
Edited  by  W.  H.  Blaek,  Esq. 

PHARMACEUTICAL  SOCIETY  OF  GREAT  BRITAIN 
17*  Bloomsbury  Square.  Instituted  11141 .  IncorpoimUd 
by  Royal  Charter  1843 1  confirmed  by  Act  of  Parliament 
15  and  16  V ict.  cap.  M.  ISfiS.  Sac,,  Ellas  Bremridge,  Esq. 
Examination  fees,  ten  guineas.  Lecture  and  School  fees, 
terras  on  application  to  the  Secretary.  Publicationx : 
The  Pharmaceutical  Journal  and  TnnaactkMis,  SO  vols, 
each  128  6d,  and  (monthly)  Is  , 

PHILOLOGICAL  SOCIETY,  Royal  Astronomical  So- 
ciety's Rooms,  Somerket  Houie.  Instituted  1842.  Mem- 
bers pay  I  guinea  on  admission,  and  1  guinea  annually, 
or  lit  guineas  for  life.  Hon,  Seea.,  Prof.  Key,  F.  J.  Fur- 
nivall.    Publications: 

Proceedings  of  the  Society.  1849  to  18&3.  6  vols. 
TmisMAkms,  1854  to  ISfti,  8  vols. 

PHILOSOPHICAL  SOCIETY  (CAMBRIDGE).    Insti- 
tuted 1819.   Members  admitted  by  ballot.   Paymento  one 
guinea  admission  and  one  guinea  annual,  or  ten  guineas 
for  lifp.    See.,  C.  C.  Babington,  M.A.,  St.  John's 
Transactions,  9  vcds.  4to 

PHILOSOPHICAL  SOCIETY  (DUBLIN  UNIVER- 
SITY). Founded  in  1842.  Candidntes  admitted  by 
ballot.  Payment,  10s  annual. '  Meetings  are  held  at  No. 
27.  Trinity  College,  Dublin.  Sec..  John  Henderson, 
Trinit^ollege.  Dublin.  Publications: 
Tiansactions,  1843  to  1854.  0  vols. 

PHILOSOPHICAL  SOCIETY  OF  GLASGOW.  Founded 
IMS.     Payments.  91s  on  admission,  and  15s   annual. 
&«>..  Alex.  Uastie.  Esq.,  and  William  Keddie.    PubU- 
cations: 
Proceedings  of  the  Society 

PHILOSOPHICAL  SOCIETY  (YORKSHIRE).  Founded 
18^  York.  Members  admitted  by  ballot,  paying  i'3  on 
admhsioB  and  £i  annually.  Hon.  5«r.,  T.  S.  Noble. 
Papers  relating  to  the  Antiquities  and  Natural  Hbtory  of 
Yorkshire  read  before  the  Members 

PHOTOGRAPHIC  .<iOClETY  OF  LONDON. 
Journal.  V.  1,6k;    y.2,ils6d}   V.3.8s4d;   y.4,ai6d| 
V.5.9BS  V.6.7«8d;  V.7.8s8dt  V.8,Us6d 

PHYSICIANS  lASSOriATIONOFTHE  «•  FELLOWS 
AND  LICENTIATES"  OF  THE  KING  AND 
QUEEN'S  COLLEGE  OF),  Ireland.  Instituted  1818. 
Meetings  of  the  AssocUtion  held  in  College  Hall.  Sir 
Patrick  Dun's  Hospital.  Sec  .  Dr.  B.  G.  Guinness 
TrsnsacCions.  published  in  Dublin  quarterly 
Journal  ot  Medical  Sdence,  etc. 

PSYCHOLOGICAL  JOURNAL,  lit  series,  8  vols.,  Snd 
series,  5  vols.,  3rd  series.  3  vols,  each  Lis 

RAY  SOCIETY.    Instituted  1844.  for  the  promotion  of 
Natural  Hutory.  Subscription  one  guinea  annually.  See., 
E.  Lankester.  M.D.,  8»  Savile  Row,  London 
Publications: 

1  tor  4.  Reports  on  the  Progress  ot  Zoology,  Botany,  &e. 
1844  to  1849, 30s 


Rav  S*d<fjy— continued. 
A.  Memorials  of  John  Ray,  7s  6d 
8.  Meyen's  Geography  of  PlanU,  10a  8d 

7.  Burmeinter  on  Trilobites,  I5s 

8.  Alder  and  Hancock's  NudibranchUte  Mollusca.com. 
pl-te  hi  7  parts.  M  12s 

9.  Okcn's  Elements  of  Physio-Phikjsophy,  10s  6d 
1«.  Forbes  on  Mpdtiiw.  21s 

11.  Bibliographia  Zoologiae  et  Geologias.  By  Professor 
Agassis.  4  vols,,  bOi  -•  * 

12.  Letters  of  John  Rav,  7i  <ld 

13.  Baird's  British  Entomostraca,  21s 

14.  Uighton's  British  Angiocarpous  Lichens,  10a  6d 

15.  Darwin's  Monograph  on  the  Clrripedia.  9  vols.,  42s 
ia  Braun  on  Rejuvenescence  of  Nature.  19s 

17.  Allman's  British  Fresh-water  Polyioa.  31s  fid 

18.  >^  illiamson's  British  Foraminifera,  31s  fid 

19.  Huxley's  Oceanic  Hydrnsoa.  31s  fid 

20.  Black  wall's  British  Spiders.  3)s  Gd 

91.  Carpenter'ii  Introduction  to  the  Study  of  the  Fonunl- 
nifera.  Sis  fid 

92.  Hofmeister  on  the  Higher  Cryptogama ,  translated  bv 
Kuriiey,  25s  fid  ' 

ROXBURGHG  CLUB.  Instituted  1819.  Members  now 
reiitricted  to  forty.  Annual  subscription  five  guineas. 
The  Vice-President  or  Treasurer  acU  as  SecretaiY.  List 
of  Works  issued  by  the  Club:  ' 

1.  CerUin  Rokcs  of  Virgiles  Aenaeis,  turned  into  EnjAsh 
Meter.  By  the  Right  Honorable  Lorde,  Henry  Earte 
of  Surrey.    1814 

2.  Caitha  Poetarumi  or,  the  Bumble  Bee.  By  T.  Cut- 
wode,  Esq.    1816 

3.  The  First  Three  Books  of  Ovid  de  Tristibua.  Tiaai- 
lated  into  EnglUh  by  Thomas  Churchyarde.    1816 

4.  Poems,  by  Richard  Bamfleld.    1816 

5.  Dolarny's  Primerose,  or  the  First  Part  of  the  Paasioao 
•te  Hermit.    1816  ^^ 

OL  La  Contenance  de  U  Table.    1818 

7.  Newes  from  Scotland,  declaring  the  Damnable  Lifb 
of  Doctor  Flan,  a  noUble  Sorcerer,  who  was  burned  at 
Edinburgh  In  lanuarie  1501.    1818  ™«at 

8.  A  Proper  new  Interlude  of  th»  World  and  the  Child, 
otherwise  called  Munduset  Infans.    1817 

9.  Hagthorpe  Revived  t  or.  Select  Spcctmena  of  a  For- 
gotten Poet.    1817  ••«■*« 

10.  istorianovellamenterltrovata  di  due  noblli  Amaatl 
&c.,  da  Luigi  Porto.    1817 

11.  The  Funeralles  of  King  Edward  the  Slzt.    1817 

12.  A  Roxburghe  Garland,  ISmo.    1817 
IS.  Cork  Loreil's  Boat.    1817 

14.  Le  Livre  du  Fauoon.    I8I7 

15.  The  Glutton's  Feaver.    By  Thomas  Bancroft.    1817 

18.  TheChorleandtheBlrde.    1818      """^^    *"'' 
17.  Dalphantus.    By  Antony  Scoloker.    1818 

1&  The  Complaint  of  a  Lover's  Life :  Controverar  bs. 
tweenaLoverandaJay.    1818  ' 

19.  Ballads  and  other  Poems.    By  John  Gower.    1818 

20.  Diana:  the  excellent  conoeltful  SonneU  of  H.  C.  sun- 
posed  to  have  been  printed  either  In  1502  or  l.VM.   1818 

21.  Chester  Mysteries.  *^De  Deluvio  No  .  De  O^onW 
Innocentiura.  1818  vrccisione 

82.  Ceremonial  at  the  Marriage  of  Va  Queen  of  Sttits 
with  the  Dauphin  of  France.  1818 

23.  The  Solemnities  and  Triumphes  dx»  and  made  at 
the  Spousells  and  Marriage  of  the  King's  Daughter  the 
Ladye  Marye  to  the  Prynce  of  CastilJ,  ArchSuSe^ 
Austrlge.    1818 

24.  The  Life  of  St.  Ursula.  Oulscard  and  Slgismund.  1818 
85w  Le  Mnrte  Arthur.    The  Adventures  of  Sir  Launeelot 

du  Lake.    1819  -»«iw«o» 

96.  Six  Bookes  of  Metamorphoseos  In  wbych  ben  eon. 
teyned  the  Fables  of  Ovyde.  Translated  by  Wm.  Out- 
ton.    1819  ^^ 

27.  Cheulere  Asaigne.    1820 

28.  Two  interludes:  Jack  Jugler  and  Thersvtes.     iftfo 

29.  The  New  Notborune  MayiL    18^    "*"'*•■•     *»«» 
."».  The  Book  of  Life.    182U 

31.  Magnyfyccnce:  an  Interlude.    By  John  Skelton.  1821 

32.  Judicium  :  a  Pageant.    1822 

S3.  An  Eleffianl  Poein,  on  the  Death  of  Thomas  Lord 
Grey,  of  Wilton.    By  Robert  Marston.    1822 

34.  Selections  flrom  the  Works  of  Thomas  Ravenserof  ti  a 
Musical  Composer  of  the  time  of  King  James  I.    Imm 

35.  Lelii  Peregrinl  Oratlo  In  Obitum  Torauati  Ta? 
Edltk>secunda.    1822.  "«i»«i   xnn. 

36.  The  Hon,  the  Shepe,  and  the  Ghooa.    1829 

S7;  Metrical  Lite  of  St.  Robert  of  Knaresborough.  1824 
38.  Informacdn  for  Pylgrymc*  unto  the  Holv  LoodOL  llBi 
80.  The  Cuck-Queanis^id  Cuckolds    ErianSJ  ot  tbo 

Bearing  down   the  Inne,  a  Comcdie.     "rhe  Faerv 

Pastorall,  or  Forrest  of  Elues.    By  W.  P..  Esa   Ifl^i 
4a  The  Garden  Plot,  an  Allegorical  Poem,  ilc^  to 

Queen  Elisabeth.    By  Heii^  GoldlngSSi.    iS 
4L  La  RottadeFranodosi  aTerroana  novamente  ikcta. 

La  RotUdeScooesL    1825  -"ww  lacia. 

49.  Nouvelle  Edition    d'une  Poemesur  la  Joum4t  de 

43.  Zul^roa.  par  C.  Pichler,  12mo.    1825 

44.  Poems  (£>  gli«h),  by  Charles  Duke  of  Orleans.  fln»i«i« 
his  Captivity  In  Kngland  after  the  UtUeSiSlnSSrjJ 

48.  Pro«*dingiin  the  Court  MartW  held  nii?!Sh? 
Master  of  Sinclair,  Captain-LleutenSit  ^A^": 
Regiment,  for  the  Murdir  of  rns<gnsSiw^u32SI 
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Regiment,  an4  Cii|itain  Schaw.  of  the  RoytU,  October 
17.  IJMi  with  Correapooilence  refprcting  ihat  Traiu- 
■etk».    iHfll 
4A,  The  Andeot  EnRllih  RoiiMnee  of  Hsvelok  the  Dane* 
By  Kredericli  M^den,  Esq.    1838 

47.  GaufridiArthurii  MonemuthensisArchidiaconl.poatea 
Tero  Eitiacopt  AMphentis.  de  Vita,  et  Vatielo.U  Mer- 
Uni  Calidonii,  Carmen  Heroicum.    1831) 

48.  The  Aoclent  Engtuh  Romance  of  William  and  the 
.    Werwolf.    By  Frederick  Ma.ldcn,  Eftq.    183i  . 

4a  The  Private  Diary  of  William.  Ant  Bari  Cowper. 
Lord  Chancellor  (tf  England.    1833 

00.  The  Lyvys  of  Seyntwi  translated  Into  Englye  be  a 
Doetour  of  Dyuynlte  clepyd  Oibern  BokenMi,  fier 
Auktyn  of  the  Convent  of  Stnekciareb    1835 

51.  A  Little  Boke  of  BaHidt.    1838 

flA.  The  Love  of  Wales  to  their  Soueraigne  Prinee.  ex- 

Cresicd  in  a  true  Relation  of  the  Solemnity  held  at 
udlow,  upon  the  4th  of  November  last  past.  Anno 
Domini  Itfltt.    1837 

U.  iiidnetana.  being  a  collection  of  Fragments  relative  to 
Sir  Philip  Sidney,  Kt.,  and  his  immediate  Connenloos. 
1837 

M.  The  Owl  and  the  Nightingale,  a  Poem  of  the  Twelfth 
Century.    Edited  by  Josephus  Stevenson.  Esq.    1838 

A5.  The  Old  Engllth  VetNion  of  the  Geeta  Romanorumi 
jtMi  an  Introduction  and  Notes  by  Sir  Frederick  Mad- 
^n.    1831 

ML  Illustrations  of  Ancient  SUte  and  Chivalry.    1840 

87.  Manners  and  Household  Expenses  of  Ciwlaad  in  the 
Thirteenth  and  Fifteenth  Centuries.    1841 

08.  The  Black  Prince,  an  Historical  Poem,  written  in 
French,  by  ChandoH  Herald ;  with  a  Tramlatkm  and 
Notes,  by  the  Rev.  Henry  OcUvtus  Coxe.  ILA.    1824 

00.  The  Dedlne  of  the  Last  StuaiU.    1843 

•k  Vox  Populi  Vox  Dei,  A  CompUynt  of  the  Comooa 
against  Taxes.    1843 

6L  llousehold  Books  of  John  Duke  of  Norfolk,  and 
Thomas  Eari  of  Surrey  t  temp.  1481.14911.  Edited  by 
J.  Payne  Collier.  Eso.    1844 

es.  Three  Collections  of  Englbh  Poetry  of  the  latter  part 
of  the  Sixteenth  Century.    1840 

63.  Historical  Papers.  Part  i.  Contaming,  1.  Castirn 
Rnia.  a  Treatise  on  the  Succession  to  the  Crown  of 
EngUnd.  By  Roger  Edwards,  E«q..  1068.  2.  Novisslma 
Slraffordll.  an  Account  of  the  Proceedings  against,  and 
Demeanour  of,  Thomas  Wentworth,  Karl  of  Strafford, 
at  his  Trial  and  Execution;  written  in  Latin  by 
Abraham^Wrlght.^  S.  The  same  in  English,  by  James 

Unton,  Knt.,  Ambne- 
Henry  IV.  Klne  of 
1 Edlied 


Wright,  Esq.    1846 
k  Correspondence  of  Sir  Henry  U 
sadnr  from  Queen  Elixabeth  to 
France,  In  the  years  MDXCl.  an 
by  J.  Stephenson,  M.A.    1847  .... 

OS.  U  Vraie  Chronlque  d'Escoce.  Pretensions  des  Anglols 
k  la  Couronnede  France.  Diplome  de  Jacques  VL, 
Rol  de  U  Grande  BreUgne.    1847 

66.  The  Sheriey  Brothers:  Lives  of  Sirs  Thoin«s,  An- 
thony, and  Robert  Sheriey.  Knts.  Edited  by  E.  P. 
Shirley.    1848  ^     .         ^        «.^.    ^  w_ 

67.  The  Alliterative  Romance  of  Alexander.  Edited  by 
J.  Stephenson,  M.A.    1849 

68.  Letters  and  Despatches  from  Sir  Henry  Wotton  to 
James  the  Fir»t.MDCXVll-XX.    1850 

60l  Poema  quod  didtur  Vox  Claroantis.  neenon  Chronica 
Tripartiu,auctoreJoh«nneGower.    18SU 

70.  Five  Old  Playos.  Edited  from  copies,  either  unique 
or  of  great  rarity,  by  J.  P.  Collier.    IMl 

71.  The  Romaunceof  the  Sowdone  of  Babylone  and  of 
Ferumbraa  hU  Sone  who  oonquerede  Rome.    1854 

78.  The  Ayenbite  of  Inwvt.  From  the  MS.  in  the  British 
Museum.    Edited  by  J.  Stevenson.    1850 

73.  John  de  Oarlande,  de  Triumphis  Eodeslse  Llbn  Oeto. 
A  Latin  Poem  of  the  13lh  Century.  Edited  by  T. 
Wright    1856  ..    -    „    .      ^ 

74.  Po«ns  by  Michael  Drayton.  From  the  Eartleet  and 
Rarest  Bditloas.    Edited  by  J.  P.  Collier.    1856,    _ 

70.  Literary  Remains  of  KingEdward  the  Sixth.  In  Two 
Volumes.    1657 

76.  The  Itineraries  of  William  Wey.  Fellow  of  Eton,  to 
Jerusalem,  and  to  St  James  of  Compostella,  ▲.!». 
1456^.    1857 

77.  TheBokeofNobleese:  Addressed  to  King  Edward  the 

78.  Song^  and  BaUads,  chiefly  of  the  Reign  of  PhiUp  and 

79.  DViRegimlne  Prineipum,  a  Poem  written  in  the 
Reign  1^  Henry  IV.    186W         ,    .    _  ^.  ^  „ 

80.  The  HUtory  of  the  Holy  Graal;  in  English  Verse  and 
French  Prose.    Ed  te «  by  F.  J.  FumivalL    1H81 

81.  Roberd  of  Brunne's  Handlyne  Synne,  written  am, 
18U3.    Edited  by  F.  J.  FuraivaU.    1862. 

ROVAL  INSTITUTION.  Incorporated  1800.  91.  Albe- 
marle-stieet  Memberselected  by  ballot  Annual  sub- 
scription five  guineas.  Rev.  J.  Barlow,  8ee.|  B.  Vincent, 
AM9ut.  See.    Publications; 

Proceedings  and  AbstracU  of  Dhoourset  delivered  at  the 
WeeklyJEvening  Meetings.    Iksued  to  the  Memben  In 
Numbers.      Sold  occasionally,  not  published 
New  Classified  Catalogue  of    the  Library,  8vo,  1807i 
Price  to  members,  lus ;  non-members,  10a 


ROYAL  SOCIETY  OF  EDINBURGH. 
4to.    Vol.  1  to  23,  at  various  prices,  voL  1  to  11^ 
11,  not  sold  separate 

ROYAL  SOCIETY   OP   LONDON  (THE).    

109U.  Members  or  Fellows  are  elected  by  the  whole  body. 
Payments  ten  pounds  on  admission  and  fdar  poaods  an- 
nual.   Burlington  House.    PrmtUnU,  Lord  Wrottcsley ; 
ArnUt.  See.,  C.  R.  Weld,  Esq. ;  CteHt,  W.  White 
The  Philosophical  Transactloos  (half-yearly) 
The  Proceedings  of  the  Society  (monthly) 
Abstract   of  PhlkMophical  Transactions,  180O-16n,  10 
vols.8vo 

SHAKE<3PEARE  SOCIETY.    Founded  1840.     Publica- 
tkms  now  completed : 
1.  Collier's  (J.  Payne)  MemobsofEdw.  Aneyn,  Foonder 

of  Dulwleh  College.    1841 
9.  G«tsson*s  (Stephen)  Srhool  of  Abuses,  containing  a 

Pleasant    Invective  against   Poeu,   I'lpers.   Playex*. 

Jetters,  etc   1579 
8.  Hey  wood's  Apology  for  Actor«.    Ed.  Collier.    1841. 
4.  Coventry  Mysicrtes,  with  Introduction  and  Notes,  by 

J.  O.  HalliwelL    1841 
0.  Thynn  s  Debate  between   Pride  and  Lowliness,  in 

Vene.  107O.    Edited  by  Collier.    1841 

6.  Patient  Grbael,  a  Comedy,  by  H.  Chettle.  De^er,  and 
Haughton.    lOiS.    1841 

7.  Extracts  ftom  the  Account  of  the  Revels  at  Covrt, 
temp.  Ella,  and  James  1.    1841 

8.  Ben    Jonson's    Conversations  with   Dnimmond  of 
Hawthomden.    1842 

9.  Merry  Wives  of  Windsor.  First  Ske'ch  of  the  Kovels 
on  which  it  is  founded.    1842 

10.  Aecountof  Fools  and  Jesters;  with  Armln*s  Nest  of 
Ninnies.    Edited  by  Collier.    1842 

11.  Old  Play  of  Timon.    Edited  by  Dyce;    1842 

12.  Nash*s  (  rhos.)  Pierce  Pennilene,  his  Supplkation  to 
the  Devil.    Edited  by  Collier.    1842 

13.  Hey  wood's  Edward  IV.,  2  plates.    1842 

14.  Northbrook*s  (T.)  Treatise  againit  Dicing.  Plays,  and 
Imeriudea.    1577.    1843 

10.  The  First  Sketches  of  the  Second  and  Third  Pints  of 
Henry  VL    1842 

16.  Oberon's  Vision,  lllostrated  by  the  Rer.  A.  J.  Hatpin. 
184.1 

17.  The  Chester  Whiisun  Plays.    Part  1.    Ed.  Wright 
1&  The  Alleyn  Paper*,  illustrative  of  the  Early  EogIi«h 

Stage,  by  Collier.    1843 

19.  Tracts  by  Forde  the  Dramatist,  with  Introdiietan. 
By  J.  P.  Collier.    1843 

90.  Tarleton's  Jesu  and  News  Out  of  Pvigatory.    Life. 
&c,byHalUwell,  1844 

91.  True  Tnundle  of  Richard  the  Thirds  wkh  RIeantna 
Tertius.  a  Latin  Play.  1844 

22.  The  Ghost  of  Richard  III ,  a  Poem,  1844 
93.  Shakspeare  Society's  Papns,  vol.  1.  1844 
24.  Sir  Thomas  More.    A  Play,  edited  by  Dyee.  1844 

20.  The  Taming  of  a  Shrew,  with  the  Woman  lapped  in 
Morel  Skin,  1844 

98.  Fairy  Mythokigy  of  Shakspeare,  by  Halllwcll.  1845 
27.  Henry  IV.,  part  1,  from  a  Contempoeary  MS.,  edited 

by  Hailiwell.  1845 
2&  Diary  and  Account  Book  of  PhOlp  Hcmlowc,  pre- 
served at  Dulwleh  College,  edited,  with  Notta  and  11- 
lustrations,  by  Collier.  1845 

29.  Shakspeare  .«<octety*s  Papers,  vol.  2. 1815 

301  The  l^r  Maid  of  the   Exchange:   a  Comady,  by 
Heywood.  1848 

31.  Marriage  of  Wit  and  Wisdom,  an  Interinde.  1846 

32.  Memoirs  of  Principal  Actor«  in  ShakspesMT  PUys. 
by  Collier.  1846 

33.  Rich's  Farewell  to  the  Military  Profasaloo.  1081. 1846 

34.  Ralph  Roister  Doyster,  a  Comedy,  and  Oorbcrduc.  a 
Tragedy,  edited  by  Cooper,  1847 

30.  Chester  Whitsun  Pbiys,  part  2. 1847 
38.  Shakspeare  Society  Papers,  vol.  3,  1847 

37.  The  Moral   Ptey  of   Wit  and  Science,  and  Earty 
Poetical  Miscellaalea,  1848 

38.  Extracts  from  the  Rwiaten  of  the  Stationers'  Com- 


pany, of  Works  entered  for  puUiearion  between  15^ 
and  107<l,  wUh  Notes,  4ic,  by  J.  P.  Collier.  1848 


30.  Inigo  Jones's  Original  Designs  for  Masques  at  Court. 

edited  by  Collier  and  Planch4,  and  Life  by  P.Cnnnang- 

ham,  portrait,  plates.  &c..  1848 
4fi.  Shakspeare  Society  Papers,  voL  4. 1849 

41.  Extracts  (torn  the  Reglsten  of  the  Stationef^  Com- 
pany. 1070.1087,  with  Notes  and  Ulustrathina  by  J.  P. 
Collier.  1849 

Extractt  ftom  SUtlonen*  Company,  voL  S,  1849 
An  Engre Vina  of  the  Chandos  Fortnit 

42.  Fair  Maid  of  the  West,  a  Girt  worth  G61d.  edited  by 
Collier.  1850 

43.  Remarks  on  the  Ploto  of  Shakspeare's-  PlaT*.  by 
Somervllle  "^  J-      r 

44.  Royal  King  and  Loval  SuUect.  and  a  Woman  Killed 
with  Kindness,  by  Heywood.  1850 

40.  Two  Plays  of  the  Life  and  Reign  of  Elisabeth  (If 
▼ou  know  not  Me  you  know  Nobody),  by  Heywood. 

46.  The  Golden  Age.  1611,  and  the  Silver  Aae,  16Z3.  by 
Heywood.  1851  ^^    ^^ 

47.  John  k  Kent  and  Jchn  a  Cumber,  dte.,  by  If  undav, 
edited  by  (oilier 

48.  Defence  of  Foctry,  Uuaic,  and  the  Stage,  by  Lodge 


1885-«2] 


PBIOTING  CLUBS,   ETC. 


£71 


SPALDING  CLUB,  AberdMB.  iDftltuted  1830.  9ee., 
John  Stuart,  Em).  SubMriptioo  om  guinea  annually. 
PuUieatioos :  

I.  HistoiTof  SeotsAflUn  from  lfi37  to  1641 .  by  Jamei 
Gordon,  Panon  of  Rothlemay,  vol.  1.  Edlccd  by 
Jot^ph  Robmaon,  E*q.,  and  George  Grub,  Em.,  IfMO 

S.  If  iMeliany  of  the  Spalding  Club,  toL   1.    Edited  by 

John  Smart,  Esq.,  Advocate,  Secretary.  1841 
S.  History  of  ScoU  Aflkiis,  voL  V.    Edited  by  Mean. 

RoberttoQ  and  Grub,  1841 
4.  Deicrlption  of  bothe  Touns  of  Aberdeen,  by  James 

Gordon,  Parwia  of  Rothiemay,  Ifkil.  Edited  by  Coemo 

Innee,  Eaq..  Sheriff  of  Moray,  IMS 

8.  History  of  S«oU  AOUra,  vol.  3.  Edited  by  Mains. 
RobertMn  and  Grub,  1849 

«.  Misoeilany  of  the  Spaldfaig  Club,  vol.  S.    Edited  by 

John  Stuart,  Esq.,  Advocate,  1842 
7.  Extracu  from  the  Presbytery  Book  of  Strathbogie, 

AD.  1631-lfiM.  Edited  by  John  Stuart,  Esq.,  Advocate, 

1843 
&  A  Fragment  of  a  Memoir  of  Field  Mareschal  James 

Keith/written  by  himttlf ,  1? 1 4-1 734.    Presented  to  the 

Club  by  Thtti.  ConsUble.  Em  ,  1843 

9.  Collections  for  a  History  of  the  Shires  of  Aberdeen  and 
Banff,  1  vol.  Ed.  by  J.  Rubrrtson,  Esq.  Presented 
to  the  Club  by  the  Earl  of  Aberdeen,  1843 

IOl  An  Abridgement  of  Brltane's  Dtotemper  from  1639  to 
1649.  by  Patrick  Gordon,  of  Ruthven.  Edited  by  John 
Dunn.  Esq..  Advocate,  1844 

II.  A  BrieA  Narration  of  the  Services  done  to  Three 
Noble  Ladies  by  Gilbert  Blackhal,  Priest  of  the  ScoU 
Mission  in  France,  in  the  Low  Countries,  andiu  Scot- 
land, 1631-1649.  Edited  by  John  Stuart,  Esq.,  Advo. 
mfX"   1844 

19.  ExtiacU  from  the  Council  Register  of  the  Bur^rti  of 
Aberdeen.  1308-1570.  Edited  by  John  Stuart.  Esq.. 
Advocate,  1844 

IS.  RMistmm  Epboopatus  Aberdoncnsb  Ecelesle  Cathe- 
dralis  Aberdonensb.  RecesU  quse  extant.  In  unum 
eolWcta.    {vols.    Edited  Dy  Cosmo  Innee,  Esq.,  Sheriff 

14.  Selections  from  the  Reeords  of  the  Kirk  Session, 
Presbytery,  and  Synod  of  Aberdeen  t  1568-16R1 , 1  vol. 
Prreentcd  to  the  Club  by  the  F.arl  of  Ellesmere. 
Bdltedby  John  Stuart,  Esq.,  Advocate.  1846 

15.  Mbcellany  of  the  Spalding  Club,  vol.  3.  Edited  by 
John  Stuatt,  Esg.,  Advocate,  1W6       ^   .     ,     .  , 

16.  Illustrations  of  the  Topography  and  Antiquities  of 
the  Shires  of  Aberdeen  and  Banff,  voL  2.  Edited  by 
Joseph  Robertson.  Esq..  1847.      ,„  .  „,,         . 

17.  The  Hbtory  of  the  Family  of  Rose  of  Kilravock, 
written  In  the  end  of  the  17tn  century,  and  now  first 
printed  from  the  Original  Manuscript,  with  many 
barters  and  original  documenu  from  the  charter-room 
at  KUvarock.    Edited  by  Cosmo  Innes,  Em|.,  1848 

18.  Kxtractt  from  the  Council  Register  of  the  Burgh  of 
Aberdeen.  1570-1685,  voL  S.  Edited  by  John  Stuart. 
Esq..  Advocate,  1848 

19riflsceUany  of  the  Club.  voL  4.  Edited  by  John 
Stnart,  Esq..  Advocate 

90.  MeroorUlls  of  the  Trubles  in  Scotland  and  In  EngUnd 
from  the  year  of  God  1624  to  the  year  of  God  1645.  By 
John  Spalding.  Clerk  of  the  Court  of  the  Commissary 
of  Aberdeen.  Printed  from  a  Manuscript  believed  to 
be  an  Original,  with  collations  of  other  Menuscrlpte 
and  many  notes  and  illustrations  from  original  sources. 
By  Joseiib  Robertson.  E^.  _ .     .    „      .     ^     ^ 

91.  Uttersillustrative  of  Public  AflUrs  hi  Scotland,  ad- 
dreased  to  George,  Earl  of  Abcrdera,  Lord  High  Chan- 
cellor of  Scotland,  by  contemporary  statesmen,  1681-4. 
Edited  by  John  Dunn,  Esq..  Advocate 

92.  Memorlalls  of  the  Trubles  in  Scotland.  a.t>.  1694- 
1645.  vol.  9.    Edited  by  John  Stuart.  Esq.,  Advocate 

93.  Miscellany  of  the  Club,  voL  5.  Editedby  John  Stuart, 
Esq.,  Advocate 

94rThe  Civil  and  Ecclesiastical  History  of  Scotland,  by 
Thomas  Innes,  a.d.  80O-1317.  Edited  by  George  Grub, 
Esq.,  Advocate  ^  .     .       ^       .^    „      _j      # 

SsrFasU  Aberdonenscs  t  Selections  from  the  Records  of 
the  University  and  King's  Col>cge.  of  Aberdeen,  from 
jk.D.  1494  to  A.D.  ld54.  Edited  by  Cosmo  Innes,  Esq. 

96.  Sculptured  Stonesof  Scotland.  Edited  by  John  btuart. 
Esq.,  Advocate  .  _ 

97.  The  Bros.    Edited  by  Cosmo  Innes,  Esq. 

98.  Illustrations  of  the  Topography  and  AnUquitles  of 
the  Shires  of  Aberdeen  and  Banlf,  voL  3.  Edited  by 
Joeeph  Robertson,  Esq.     ^    ^         ^  .^     ^ 

99    Historical  Papers,  tttm  the  Charter  Room  at  Cawdor 

Caale.    Edited  by  C.  Innes.  Esq.      ,  „  ^_,  ^  ^     . 
30.  Passsges  fkom  the  Diary  of  General  Patrick  Gordon, 

of  Auefikoehries,  A.n.  1635-1090 
^l.  Topography  and  Antiquities  of  the  Shires  of  Aber- 
deen a^  Banff,  Vol.  4.     Ed.  by  J.  Robertson.  Kiq. 
as.  Extractt  from  the  Diaries  of  Alexander  Brodle,  of 
Biodie.  and  of  his  Son,  James  Brodie,  of  Brodie,  a.o. 
IflSt-lfiW.    Edited  by  D.  Lalng,  Esq. 
SroTTlSWOODB  SOCIETY,  59,  George-street,  Edhi- 
burgh.    Instituted   1843.      Subscription  20i.  aanuaUy. 
See.,  O.  Attldjo  Jamicson,  Esq.    The  Society  ceased 
1849.    Works  publUhed  in  8vo;  ^  ,  ^  ,^^_ 

Spottbwoode  biscelteny.  Vol.  1, 1844;  Vol.  2, 1845 
Bishop  Keith's  Hist<  ry  of  the  Afhirs  of  Church  and 
State  hi  Scotland  fhmi  the  RefonnaUon  to  1566.  VoL  1* 
1844 1  Y.  2, 1845 }  Vol.  3. 1890 


Spettinpoode  5pc<f>(y— otmtinurd.  ^ 

BiUiop  Sage's  Woikk,  Vol.  1, 1844 1  VoL  2. 1846-7t  VoL3. 

Funeral  Sermons,   Orations.  &c.,  on  Bishop  Patrick 
Forbes,  of  Aberdeen,  1845 
•    Archbishop  Spottiswoode's  History.  Vol.  1, 1849t  VoL  2 

and  VoL  3. 1851 
STATISTICAL  SOCIETY  OF   LONDON.     Founded 

J834.  12,  St.  James's-square.   Members  elected  by  ballot. 

pay  two_guineas  annually,  or  2t)  guineas  for  life.     Hon. 

Sect,.  W.  Newmarch.  Dr.   Guy.  and  W.  G.  Lumley; 

^«»M.  Sse..  E.  T.  Scargill.    Publications: 

Transactions,  4to.    Journals,  Vols.  1  io95.  lOs  to  14e 
each.    Stanford. 
STATISTICAL  SOCIETY  OF  ULSTER.     Established 

IPaS.    50C.,  Edmund  Getty,  Esq.,  Belfkst. 
SURTEES  SOCIETY  (DURHAM).  Founded  1834.  Mem- 

hers  pay  one  guinea  annuaUy,  3te.,  Rev.  James  Ralne, 

Jun.,  Durham.    Publications :       ..... 

I.  Reginaldi  Monachl  Dunelmensls  Libellus  de  Adml- 
randls  Beati  Cuihberti  Virtutibus,  15s 

9.  Wills  and  Inventories,  illustrative  of  the  History. 
Manners,  Language,  Statistics.  &c.,  of  the  Northern 
Counties  of  England,  from  the  Eleventh  Century 
downwards  (chiefly  tram  the  Registry  at  Durham). 
15s.  Now  30s 

3.  The  Townley  Mysteries.  Ifie    ^^    ^^  ,         ^    ^ 

4.  Testamente  Eboracenslai  Wills  illustrative  of  the 
History,  Manners,  Language,  Statistics,  ice,  of  (he 
Province  of  York,  from  \9w  downwards,  15s.  Now  3()a 

8.  Sanctuarium  Dunelmense  et  Sanctuanura  Beverla- 
cense  i  or  Registers  of  the  Sanctuaries  of  Durham  and 
Beverley.  15s  ... 

&  The  Charters  of  Endowment,  Inventories,  and  Ac- 
count Rolls  of  the  Priory  of  Finchale,  in  the  County 
of  Durham.  15s 

7.  Caialogi  Veteres  Librorum  Ecciesi*  Cathedralis  Dup- 
elm.  Catalogues  ofthe  Library  of  Durham  Cathedral, 
at  various  periods,  from  the  (!or.quests  to  the  Dissolu- 
tion, Including  Catelogues  of  the  Library  of  the  Abbey 
of  Hulne,  and  of  the  MSS.  preserved  in  the  Library 
of  BUhopCosin,  at  Durham,  10s    ^  ^  _,      „. 

8.  Miscellanea  Blographica.  Lives  of  Oswin,  Ring  of 
Northumberland ;  Two  Lives  of  Cuthbert,  Bishop  of 
Lindisfame}  and  a  Life  of  Eata,  Bishop  of  Hexham,  10s 

9.  Historic  Dunelmensis  Scriptores  Tres.  Gaufridus  de 
Coldingham,  Robertus  de  Graystancs,  et  Wlllielmus 
de  Chambre.  with  the  omissions  end  miatekes  in 
Wharton's  Edition  supplied  and  corrected,  and  an 
Appendix  of  665  original  Documents,  in  illustration 

lOu  RituaTe  Ecdeste  Dunelmensis  i  a  Latin  Ritual  of  the 

Ninth  Century,  with  an   Interlinear  Northumbro- 

Saxon  Translation,  15s 
11  Jordan  Fantosme's  Anglo-Norman  Chronicle  of  the 
'war  between  the  EnglUh  and  the  ScoU  in  1173 and 

1174,  with  a  Translation,  Notes,  lec.  by  Frandsque 

Michel,  F.S.A.    Lond.  and  Edin.,  15s 
12.  Correspondence.  Inventories,  Account  Rolls,  and  Law 

Proceedings  of  the  Priory  of  Coldingham.  I5s 
18.  Liber  Vitse  Ecdcsl*  Dunelmensis  i  nee  non  Obltuaria 

duo  eJusdem  Ecdesise,  !«■.___  ,  .  ,.     „ 

14.  The  Correspondence  of  Robert  Bowes,  of  Aske,  Esq., 
Ambassador  of  Queen  Eliiabeth  lo  the  Court  of  Scot- 
land, 15s 

15.  A  Description,  or  Briefe  Declaration  of  all  the  Ancient 
Monuments,  Rites,  and  Customs,  belonging  to,  or 
being  within,  the  Monasrical  Church  of  Durham,  be- 
fore the  Suppresskm.    Wrteten  in  1503,  Ids 

16.  Anglo-Saxon  and  Eariy  English  Pkaller.  n<  w  first  pub- 
lished from  MSS.  in  the  Brftlsh  Museum,  Vol.  1,  15» 

17.  The  Correspondence  of  Dr.  Matthew  Hutton.  Arch- 
bishop of  York.  With  a  Selection  from  the  Letters  of 
Sir  Timothy  Hutton,  Knt.,  his  Son,  and  Matthew 
Hutton,  Esq.,  his  Grandson,  15s 

IB.  The  Durham  Household  Booki  or,  the  Acoounte  of 
the  Bursar  of  the  Monastery  of  Durham  fh>m  1530  to 
1534, 15s 
19.  Anglo-Saxon  and  Early  English  Psalter,  vol.  2, 15s 
Libellus  de  Vita  et  Miraculls  S.  Godrk-I,  Heremitse  de 
Finchale,  auctore  Reginaldo  Monacho  Dunelmensi.  15s 

II.  Depositions  respecting  the  Rebellion  of  1560,  Witch- 
craft, and  other  Ecclesiastical  Proceedings,  from  the 
Court  of  Durham,  extending  fkt>m  1311  to  the  Reign  of 
Elisabeth.  15s  ^    .    .  ^    .  «^       .. 

92.  The  Inlunctions  and  other  Eccleslastiral  Proceeding 
of  Richard  Barnes,  Bbhop  of  Durham  (1577-1587).  25s 

23.  The  Anglo-Saxcm  Hymi.arium,ftom  MSS.  of  the  lllh 
Century,  in  Durham,  the  British  Museum,  etc..  25s 

24.  The  Memoir  of  Mr.  Surtees.  by  the  late  George 
Taylor,  Esq.  Reprinted  from  the  4th  vol.  of  the  His- 
tory of  Durham,  with  additional  Notes  and  Illustra- 
tions, together  with  an  Appendix,  comprising  some  of 
Mr.  Surtees'  Correspondence,  Poetry,  &c,  IGs.  Now 30s 

25.  The  Boldon  Book,  or  Survey  of  Durham  in  1183, 10s. 

26.  Wills  and  Inventoria,  illustrative  of  the  History. 
Manners,  Language,  Stetlstirs,  etc.,  of  the  Counties 
of  York,  Westmoreland,  and  Lartcaster,  from  the 
14th  Century  downwards  (fh:m  the  Rrglstry  at  Rich- 
mond), 14s 

27.  The  Pontifical  of  Egbert,  Archbishop  of  York  (731- 
767) I  from  a  .MS.  of  the  9th  or  lOth  Century  In  the 
National  Library  In  Paris,  lis 
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Byrteu  SoeUl^  (DurAani)— «oiitlniMiL 
n.  The  OiMpel  of  St.  If  aUhcw,  from  the  Northumbrisn 

Interlinear  Giou  to  the  OotpeU,  oontelned  In  the  MS. 

Nero  D.  X»  oommonly  known  as  the  Llndlftfarne  Goe- 

pels,  collated  with  the  Rushworth  MS. 
n.  The  Inventories  and  Account  Rolls  of  the  Monasteries 

of  Monkwearmouth  and  Jarrow,  from  their  commence- 
ment in  1909  till  the  Dissolutfcm 
10.  Testaroenu  Eboraccnsia.    Vol.  II.    85s 
91.  The  Bede  Roll  of  John  Bumahy,  Prior  of  Durham 

(1458-1464),  with  IllustratlTe  DoeumenU.  ISs 
9L  The  Surrey  of  the  Palatinate  of  Durham,  compiled 

during  the  Episcopate  of  Thomas  Hatfldd  (194A-198S), 

I5« 
S9.  The  rarmiiw  Book  of  Henry  Best  of  Elmswell,  ISs 
•4.  The  Proceedings  of  the  High  Court  of  Commissloti 

for  the  Diocese  of  Durham,  14s 
S5.  The  Fabric  RolU  of  York  Minster,  SSs.    1858 
m.  The  Heraldic  VUlUUon  of  Yorkshire,  by  Sir  WUUam 

Dttgdale,  in  I6«5.    90s  (now  4Ss).    1850 
t7*  A  Volume  of  Miscellanea,  comprising  the  Letters  of 

Dean  Granville,  the  Account  of  the  Siege  of  Ponte- 

ftract,  by  Nathan  Drake,  and  EztracUfrom  the  Rokeby 

Coticspondeoce,  ISs.    1860 
ML  A  Volume  of  Wllb  ftom  the  Registry  at  Durham;  a 

continuation  of  No.  8, 12i.    1800 
m.  The  Gospel  of  St  Mark,  from  the  Northumbrian 

Interlinear  Gloss  (Lindisfame  Gospels) »  a  oontinuatioii 

of  No.  88,  lOs.    1861 
40l  a  Selection  from  the  Depositions  In  Criminal  Cases 

taken  before  the  Northern  Magistrate*.    See.  XVII., 

15s  (now  80s).    1861 
41.  The  Heraldic  VUitatlon  of  the  North  of  England, 

made  in  1533,  by  Thomas  Tonge,  18s.    1809 
48.  Memorials  of  FounUlns  Abbey,  Vol.  I.,  comprising 

the  Foundation  of  the  House,  by  Hugh  de  Kirkstall: 

the  Chronicle  of  Abbots,  etc..  86s  (now  48i) 

SWEDBNBORG  SOCIETY.  Founded  1810.  The  Swe- 
denborg  publications  may  be  had  of  Mr.  White*  96, 
Bkxnnsbury-street,  W.C. 

SYDENHAM   SOCIETY.    Instituted  1849.    45.  Fritlu 

street,  Soho.    Subscription  one  gutaiea  annually.  Sae., 

Dr.  J.  R.  Bennett,  84,  Finsbury-plaGe.  Now  discontinued. 

Publications : 
1843-4.  Hecker's  Epidemics  of  the  Middle  Ages.  I.toI.Sto 

Louis  on  Phthisis,  I  vol.  8vo 

Th.  Sydenham  Opera  Omnia,  1  vol.  8vo 
18444.  The  Seven  Books  of  Paulus  iBgineta,  vol.  I 

Observations  on  Aneurism,  1  vol.  8vo 

Simon's  Animal  Chemistry,  vol.  1, 8vo 
1845-6.  Simon's  Animal  Chemistry,  vol*  8, 8vo 

Paulus  iBgineta,  vol.  8, 8vo 

Hesse's  PatholoRy,  8vo 
1846-7.  The  Works  of  W.  Hewson,  In  I  vol.  8vo 

Dupuytrto's  Leetuxcs  on  Diseases  and  Injuries  on  Bonce, 
1  vol.  8vo 

The  Works  of  W.  Harvey.  M.D.,  complete  in  1  vol.  8vo 
lf«7-8.  Paulus  iBgineto.  vol.  3 

Feuchtersleben's  Medical  Pkychology 

Mieroecoptcal  Researches  of  Schwann  and  Schleiden 

Memoirs  of  the  French  Aewlemy  of  Surgery 
18484).  Rhaies  on  the  Small-Pox  and  Measles.  8vo 

The  Works  of  Hippocrates,  from  the  Greek,  vol.  1,  9ro 

The  Works  of  Sydenham,  ftom  the  Latin,  vol.  1, 8vo 

Rokitansky*s  Pathological  Anatomy,  vol.  8, 8vo 
184(»-50.  The  Works  of  Hippocrates,  vol.  8 

Essays  on  the  Puerperal  Fever,  and  other  Diseoes, 
8vo 

The  Worksof  Sydenham,  from  the  Latin,  vol.  8 
1850-1.  Rokltansky'sPathokigical  Anatomy,  vol.  9, 8vo      ^ 

Hunter  on  the  Gravid  Uterus.  1  vol.  foUo,  34  plates,  with 
descriptive  letter-press 
1851-8.  Unaer  and  Prochaska  on  the  Nervous  System,  1  vol. 

Annals  of  Influenia,  1  vol. 

Rokitansky's  Pathological  Anatomy,  vol.  4 
1858-9.  Romberg  on  Diseases  of  the  Nervous  System,  8  voU. 

KOlliker's  Manual  of  Human  Histology,  vol.  1 
1858-4.  KOllikei's  Manual  of  Human  Histology,  vol.  8 

Rokiunsky's  Pathological  Anatomy.    Vol.  1, 8  platea 

Dupuytrtoi  on  Lesions  of  the  Blood- Vessels,  etc.    1  vol. 
1854-5.  Wedl's  Pathological  Histology.    1  voL,  woodcuU 

Oesterlen's  Medical  Logic.    I  vol. 
1855^  Velpeau  on  Diseases  of  the  Breast.    1  vol. 

The  Works  of  Aretseus,  Greek  and  English.    1  vol. 
1856-7.  Von   Siebold  and    Kuchenmeister  on   Intesthial 
Worms  and  other  Parasites.     Two  vols.  8vo,  with 
numerous  illustrations,  plain  and  coloured 

SYRO-EGYPTIAN  SOCIETY.  Founded  1844.  71,  Mor- 
timer  Street.  Members  pay  one  guinea  annually.  Sec, 
W.  F.  Ainsworth,  Esq.,  New  Road,  Hammersmith. 
Publications : 

I.  Original  Papers  read  before  the  Society 

Part  I.  Containing;  I.  Mr.  Culllmore  on  the  Dynastic 
Changes  in  the  Ancient  Egyptian  Government.  8.  Dr. 

'  Holt  Yates  on  the  ObelUks  of  Ancient  Egypt.  9.  Mr. 
Ainsworth  on  the  Emperor  Tn^en's  Campaign,  &c 

Part  8.— I.  Mr.  Sharpe  on  the  Return  of  the  Phcenix,  and 
the  Sothic  Period.  8.  Mr.  Ainsworth  on  the  Topo- 
graphy of  Nineveh.    9.  Mr.  Nash  on  the  Antiquity  of 


%re-Em}>Hafi  Soriefr— continued. 

II.  No.  1  of  "A  Series  of  Lithographed  Hieroglvpbk 
Inscriptions,  accurately  copied  from  OrUcteal  Montt- 
ments."  under  the  superlnteadenoe  of  the  Council, 
folio,  10s  6d 

in.  Nos.  I,  8. 9,  4,  and  5.  of  Oriental  Cylinders  $  a  Series 
of  Plates,  TableU.  and  Inseriptioos.  chiefly  BabyhMiiaa, 
by  Isaac  CuUimore,  Esq.,  M.R.S.L.,  and  Mis.  Culll- 
more, 8s  eadi  number 

IT.  Report  of  the  Council  and  Auditors  for  the  SesBoa 
of  1844  and  1845 

V.  Reports  of  the  Correspondence  and  Papers  read  at  the 
General  Meetings.  SesMon  of  1845  and  1846  and  1847 ; 
Session  of  1847  and  1848;  Session  of  1848  and  1819: 
Session  of  1849  and  1850:  Session  of  1850  and  1851: 
Session  of  IH51  and  1852;  Seaskm  of  1858  and  1853:  nd 
Session  of  1853  and  1854 

TOPOGRAPHICAL        SOCIETY         (WILTSHIREi. 

Founded  1840 

Hutory  of  the  Parish  of  GrittlcCon.  WilU.  by  the  Rev. 
J.  E.  Jackson,  with  Essay  oo  Topographical  Litera- 
ture. National  and  Social  Reoorda,  Ifcc,  by  J.  Biit- 
tOQ.    1643 

Memoir  of  John  Aubrey,  embradnghis  AutoWomphkal 
Sketches,  Account  of  his  Works,  Extracts  rnn  his 
Correspondence,  Anecdotes  of  his  Cootemponiics, 
&c.,by  J.  Britton.    1845 

Natural  History  of  W  iluhire.  by  John  Aulnvy.  Edited, 
with  Notes,  by  J.  Britton.    1847 

VBRULAM  SOCIETY.    1846.    Publkatioiis  t 
Law  Reports 

WARTON  CLUB,  for  the  pnblScatkm  of  Works,  cob- 
nected  with  the  Old  Literature,  History,  and  Antiquincs 
of  the  Country.  Established  1855.  Dissolved  1896.  jtetal. 
Mr.  Richards.  37.  Gt.  Queen  Street.    Works  iMued : 
1.  The  Hbtory  of  Fulke  FiU  Warine.an  outlawed  Baron 

to  the  rdgn  of  King  John.    Edited  by  T.  Wright,  Esq. 
S.  Early  English  Miscellanies,  in  Prose  and  Vene;  from 

an   Inedited  Manuicript  of  the  Fifterath  Century. 

Edited  bv  J.  O.  Halliwell 
S.  Latin  Themes  by  Mary  Stuart,  Queen  of  SooCs;  trcm 

the  original  Manuscript  in  her  own  handwriting,  now 

B reserved  in  the  Impeiial  Library,  Paria.    Edited  by 
r.  Anatole  de  MonUiglon 
4.  The  Old  English  Songs  and  Carols  of  the  Sloane  MS. 
No.  SS03.  complete.     Edited  with  Notes,  by  Thcs. 
Wright  ^^ 

WELSH  MSS.  SOCIETY,  fbr  publishing  Bardic  and  His. 
turical  Remains  of  Wales  with  English  Translations. 
Publications: 

Liber  Landavensis,  translated  by  W.  J.  Rees,  royal  8vo 
Miscellaneous  Collection  of  Ancient   Welsh   MSS.  in 

Prose  and  Poetry,  ftom  Originals,  coUeeted  by  the  late 

Edward  Williams,  royal  8vo 
Heraldic  Visitation  of  Wales,  by  Lewis  Dvnm,  c£ted  by 

Sir  Samuel  Rush  Meyrick,  8  vcds.  imp.  4to 
Lives  of  the  Cambro-BritUh  Saints  tmm  Ancient  MSS. 

In  the  British  Museum,  edited  by  the  Rev.  W.  J.  Rees, 

royal  8vo 
SupplemenUry  Notes  to  the  Liber  LandaTeDsaa,  by  T> 

Wakeman,  royal  8vo 

WERNER  I  AN  CLUB.  Established  1844.  Memben  mr 
10s  6d  annually.    Publications: 

Ray's  Evidence  of  God  in  Creation,  ray.  8vo,  1  voL  IQs  61 
Pliny's  Natural  History,  to  be  completed  in  7  vols,  royal 

8vo.  10s  6d  per  vol. 
Schwammerdam*s  History  of  Insects,  to  be  complelad  in 

9  vols,  royal  8vo,  plates  lOs  6d  per  voL 
An  Essay  on  the  Natural  System,  1  voL  roy.  8vo,  ptites, 

5s 
Ray's  Miscellany.  1  vol.  royal  8vo.  7s  6d 
Werner's  Muieral  Characters,  1  vol.  royal  8vo,  ICeSd 

WODROW  SOCIETY.   Established  1841.   Annual  aub- 

scrlption  one  guinea.    Publications  in  8vo  : 

Wodrow  Correspondence,  3  voU.  8U 

Rowers  Hbtorle,7«6d 

Melville's  Diary.  15s 

Bruee^s  Sermons,  15s 

Calderwood's  Hutory  of  the  Choreh,  8  vols.  8ta 

Rollok's  Works.  8  vols.  50b 

Wodrow's  Miscellany,  7*  6d 

Select  Biographies.  8  vols.  15e 

Scott's  Narratives,  7s 

Knoa's  Works.  1  and  8, 15s  |  3. 8s  6d 

Bull's  Life.  7s  6d 

Ferme's  Commentary,  by  Dr.  Alciander,  7s  6d 
ZOOLOGICAL  SOCIETY.  Instituted  1886.  11,  Hanover 

Square  and  Regent's  Paik.    Candiilates  are  balloted  for, 

5Sf!.P*yt*,.**^^"i"'*~'"*'**»""»"^y*    ««v,  David 
WUUam  Mitchell.  Esq. 

Transactions.    Vol.  I,  50 plates,  881  {  roL  8,  71  nlatea. 

£5  6s  6d ;  vol.  S.  63 plates,  91s:  vol.  4,  part  1.  8  tSiUni 

!*•,?**.  ^•"f;  >7P»««»'«*»  T»rt3,5plateB,8»;  pait 
4, 18  fiUtes,  84s  j  each  volume  6s  "^ 

Pt.6, 


4, 18  nU 
Procecdin 


lings  ftum  1830  to  1868,  V.  4,  pL  ft.  S 
84s ;  pt.^.  a4s:  V.  5,  pt  1, 84s  '»  **    *^ 

Proceedings,  with  Illustrations.  1849,  87s  6d:  1850.  aSs* 
1851,  81s:  1858.  81s;  1853.  84s$  1854,  »st  l^/sSl 
1856,  27*  6d:  1857.  87s6dt  1868, 42s»  ISSB.^iml 

48st  1861,47s:  1868, 47e  »    —.^-i  iwew 
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COLLECTIONS,    LIBBABIBS,    8EBIBS,    BTC. 


ALDINB  POETS.    B3  volf.  fcap.  8to,  each  &i.  Pickartaig. 
Now  in  ooune  of  republicAtion  by  BeU  and  Daldy  : 
Akenaide:  Beattie  ;   Burnt,  3  voli.-,    Butler.  ivoU.; 
Chauc«r.6vo]a.;   Churchill.  3  vol*. ;   ColHna;  Cow- 

S»r.  3  vols. ;  Drydan,  5  volt. ;  Falconer  t  Goldsmith  ; 
rays  Kirke  White;  Milton, 3  vol*.   P«meU ;  Pope,  3 

▼oU.  1  Prior,  2  vob. ;    Shakipeare  ;  Spenaer.  3  vob.  i 

Suirey  ;  Swift,  3  vola.;  Thomaon,  i  vol*.;   Wyattj 

Young.  8  vols. 
ARNOLD'S   HANDBOOKS   FOR   THE    CLASSICAL 

STUDENT: 

Ancient  History  and  Gepmphv  JSroo.  fc  «d 1853 

Gr«ci«i  Antiquities,  8nd  edit. .  l«ino,  3s  M  ^ IMJ 

Greek  Synonynie*{fh)mPUkm»,l2mo, ft  ed   ....    18W 

Hebrew  Antiquities,  1 2mo,  4*  . . . . . . . . . .  - . . .  - . . .    18M 

Latin  Synonymea  (ftom  DOderlein).  Snd  edit, 

ISmo,  4s •  *  ■    *^°^ 

Mediaeval  Hiatory  and  GeoRraphy,  l^o,  4a  8d ....    1849 

Modern  History  and  Oeographv,  ISmo ,  fia  6d 1850 

Roman  Antiquitiea.  3nd  edit.,  ISmo,  3a  fid 1858 

The  Athenian  Stage,  18mo,  4a 1850 

ARNOLD'S  SCHOOL  CLASSICS,  with  Not«,&c.: 

iEschinea.  The  Speech  agatosiCteaiphon,! too,  4a  1851 

AristopS^,  PMt  L.The  Clcmda.  l5mo.  3a  6d  ....  IBM 

*^           pnrt  I  L.The  Birds,  18mo,  Ss  fid   ....  1858 

Cicero,  Pt  L.Sclect  Oratk>ns,  8nd  edit.  18mo.  4a. .  1858 

--—^Ptll-.  Select  EpUtles.  ISroo.  fia   1849 

_            Pt  I II- 1  Tusculan  Disputatlons,12mo,  fia  fid  1851 

, Pt.  IV.,  De  Fhiibus.  ISmo,  fia  fid 1853 

Ft  V.  De  Senectute,  12roo,  2b  fid 18M 

ComeHus  Nepos.  Part  1.  4th  edit.,  ISmo,  4a  ... ...  1880 

Demoathenea.^he01ynthiacOiationa,12mo.8©1.3a  1858 

. ^The  Oration  on  the  Crown,  Snd  edit, 

iamo.4afid   .••  ••••  ***' 

Thf  Philippic  Orationa.  Snd  edit., 

ISmo  4a                1800 

Bclogae'HCTilditeaB.  Pt  I.,  ISmo.  8a fid.  •.•..-••  •  1»« 

^^  Horatianse,  Para  I.,  Carmina,  Snd  edit,  ^^ 

-if!!l^'ovidiani^'PtVCEl^'tai:P^^^  ^^ 

12mo,Sa  fid -^'•.•^'^■'^'^'T*^^^-i«"»'^  JS" 

Euripidea.  The  Hecuba.  lSmoj3a 18M 

■      .- The  Hyppolytus,  ISmo,  Sa 1853 

TheBaochae,lSmo,3a 1853 

The  Medea,  lSmo,3B...-..^..... 1853 

__  The  Iphigenia  in  Tauria,  ISmo,  3b  ... .  1854 

__—  The  Five  Plays  in  One  Volume,  ISa   . .  1857 

Homer  for  Beginners  (Iliad  I.-II1.),  Snd  edit.  ^^ 

Z!^-_.*ptn.,PhUoctetes.l8mo.3B....  .....  IWl 

, ^_  Pt  IlL,  (Edipua  Tyrannut,  ISrao,  4a  . .  185S 

Pt,  IV.,  (Edipua  Coloneus,  ISmo,  4s  . .  1858 

-^.— Pt  v.,  Antigone,  ISmo,  4s 1853 

-  xhe  Five  Plays  in  One  Volume,  16s   . ,  1857 

Tacitus.  Part  I.  (Annales  I.— VU.  ISmo,  fis 1858 

i!^'  SSlI.  (Annales  Xl^ivL),  ISmo,  5.  - .  1»3 

Xhnevdidea.  Book  I.,  ISmo,  5a8d 1851 

lil^riZ.*  Book  II!,  ISmo,  4s  fid 1854 

virffim  jBneidos,  libri  I.— Vl.,  8vo,  ISa   1845 

vffi  ^Srw?Jj>mplete.with  En«.  Notea.lSmo.  0b  1858 

Xeoophon'tAnabaais,  ISmo.  fis  fid 1853 

BAOSTER  AND  SON'S  BIBLES  AND  BIBLICAL 
WORKS.  The  prices  quoted  are  In  cloth,  unless  other- 
wise rtated.  T&  Bibiea  are  kept  in  every  variety  of 
WndingTiind  may  be  had  generally  with  the  Scotch 
Paalroi,  CrudetfaConcordance,  Apocrypha,  and  Common 

Prayer.  qharto  Bfiii.sB:  , 

Comprehensive  FamUy,PulDlt,  and  Study  Bible,  com- 
^te  mi  VOL  crown  4to.  S4a;  demy  4to,  8Sa;   royal 

Th^iltaiaiure  Quarto  Bible,  Sis  fid.  With  the  Scotch 
Psabna,  Ss;  Cruden's  Concordance,  6a  extra 

TbeCommenUgr  Wholly  BibUcali  an  Expoaition  ofthe 
Old  S  New  testamenu,  in  the  very  Words  of  Scrip- 
ture.   Three  vols.  4to.  63a.^  In  every  style  pf  binding 

The  Large-Print  Paragraph  Bible,  in  separate  books,  or 
complete  in  4  vols,  small  8vo,  4Ss 

QUA»TO  SIBI.»a    WITH  WIDB    «A«aiW8  FOR  MB.  WOTE*: 

iV  Margins  4  inchea  wide,  imperial  4to,  60s 
8   M^a  3  inchea  wide,  royal  4tp.  Ma 
Z.  S^tea  8  inches  wide,  demy  4to,  38a 


Bag'f*^  fl'M'  9on*»  fTorfta— continued.  ^^ 

4.  The  Treaaury,  or  ParaUel  Referenee  Bible,  308.  The 
paper  of  this  edition  contains  watermark  lines,  for  con- 
venience of  writing  (pocket  aiie,  SOs) 

5.  The  Blank-paged  Bible,  in  1  convenient  vol.  8vo,  Sfia 
Biahop  Coverdale's  First  English  Bible,  4to,  30a 

■  royal  4to  paper,  for  preaentation 

BAOBTsa'a  Pulyolot  Biblsb,  with  referencea  and 
coloured  maps.  The  prices  named  are  plain  morocco, 
flexible  backs.  They  are  also  kept  hi  every  variety  of 
bindings,  prices  varyingaccordingly. 
English  Version  of  thelsible,  mSilature  siae,  ISs  6d| 
fcap.  or  middle  siae,  Ifis  6d|  8vo,  large  print  or  fac- 
simile. Sis  ^  .  ^ 
Either  of  the  above  three  editions  may  be  bound  with 
any  of  the  following  at  the  additkmal  nricea  annexed : 

Common  Prayer miniat  Sa  fid,  mid.  Ss  fid,  la.  3a 

Alphabetical  Index   la  Is  Is  fid 

ScotchPsaImB fid  fid la 

Watts'sHymna Sa   ai  ^   ^ 

Greek  and  Eng.  New  Teat  ..8b   fia  fia  Oi 

Greek  and  English  Lexicon  .  .4a  fid 3a 

Cruden'a  Concordance   4a 4a 

Apocrypha 8a    aa 

Greek  Concordance fia 

The  Facahnile  Polyglot  Bible,  on  extra  atout  paner, 

wide  margin.  In  cloth.  Sis  fid  s  Turkey  morocco,  4Sa 
Engliah  ana  Hebrew  Old  Teatament.  85a 

■  and  Eng.  and  Greek  New  Teat,  35a 
»———.—  Grc^  BlUes.  2m 

'  Latin,  or  German,  or  French,  or  Italian,  or 


Spanish,  or  Portuguese,  each  Sis 
Treasury  of  Parallels,  hiterpaged  with  the  English  Ver- 
sion. 4to,  SOs.     Cruden's  Concordance  is  adapted  to 

bind  up,  4s  extra  

Hebrew  Bible  with  PoinU,  pocket  edition.  I8b.     The 
Hebrew  Text  may  be  bound  up  with  the  Greek  New 
Testament,  the  Hebrew  New  Testament,  a  Greek- 
English  Lexicon,  a  Hebrew-English  Lexicon 
Hebrew   Old  Testament,  with  the  Greek  New  Teata- 
ment. S3a 
Hebrrw.Engliah  Scriptures,  interpaged,  with  maps,  Sfia 
Hebrew-EnglUh  Old  Tesument,  with  the  New  Teata- 
ment in  Greek  and  English,  with  Maps,  35s 
Hebrew  and  Greek  Scriptures,  interpaged,  30s 
Hebrew  and  Greek  Old  Teatament,  with  the  Greek  New 

Teatament.  34a 
Hebrew  and  Latin  Scriptures,  interpaged,  S4a 
Hebrew  and  Latin  Old  and  New  TeaUment,38a    , 
Hebrew  and  Latin  Old  Testament,  with  the  Greek  and 

Latin  New  Testament.  38s 
Hebrew  and  German  Old  Testament  Scriptures,  hiter- 
paged, I  Pocket  vol.,  or  French,  or  lUlian,  or  Spanish, 
or  Portuguese,  each  84a.  The  Hebrew  New  Teatament, 
added  to  any  of  the  foregoing,  5s  extra 
Hebrew  Bible  without  the  Points,  fcap.  8vo,  Ifia.     Thtf 

edition  binds  up  with  all  the  other  languages,  dsc 
Hebrew  Student's  Manual,  half-bound,  Ifis 
Hebrew  New  Testament.  8vo.  bu-ge  type,  8s 
Uexapla:  Psalter,  the  six  verstona  in  parallel  oolumaa, 

4to.  15s 
Hebrew  and  Engliah  Interlinear  Psalter,  ISmo,  cloth,  8b 

Psalms,  columns,  large  type,  ISmo, 

cloth,  fia 
■  interpaged,  ISmo,  cloth,  4a 

Analytical  Hebrew  and  Chaldee  Lexicon,  aecond  edition, 

by  B.  Davidson,  4to,  488 
Pocket  Greek  Septuagint  Version,  with  Varioua  Read- 
ings, ISs 
Pocket  Greek  Septuagint,  with  Greek  New  Teatament, 
with  varioua  Readhiga  to  both  Old  and  New  TeaU- 
ments,  Ifis 
Greek  and  Hebrew  Old  Testament  Scriptures  in  one 
pocket  vol.,  30a.    The  Greek  and  Hebrew  Old  Teata- 
ment Scripturea,  with  the  Greek  New  Teatament  Scrip- 
turea,  in  one  pocket  voL,  34a 
Greek  and  English  Old  Testament   Scripturea,  hiter- 
paged, one  pocket  vol.,  I9a.    The  Greek  and  Engliah 
Old  and  New  Testament  Scriptures,  with  maps,  one 
pocket  vol.,   S8s.     A   Greek-EngUah    Lexicon,    and 
Schmidt's  Greek  Concordance,  and  Cruden's  Concor- 
dance, will  bind  up  with  this  edition 
Pocket  Greek  and  Latin  Scripturea,  interpaged,  S5a 
Pocket  Greek  and  French  Scripturea.  interpaged,  Sfia 
Pocket  Greek  and  German  Scriptures,  interpaged,  8fia 
Pocket  Greek  and  Spanish  Scriptures,  interpaged,  Sfia 
Pocket  Greek  and  Italian  Scriptures,  interpaged.  Sfia 
Pocket  Greek  and  Portuguese  Sctiptures,  Interpaged,  Sfia 
Greek  Septuagint  Version  of  the  Old  Teatament,  8vo,  18a 
Greek  Septuagint  Version  with  the  Greek  New  Teafiainent 
Scripturea,  demy  8vo,  8  vola,  33b 
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Btfg9ttt 


„  and  B»n*$  Wor*0   contlaued. 

^j(lith  HexapU,  extra  demy  4tOt  ttt.    Kept  bound  In 

calf  and  Turkey  morooeo  and  RumIc  flexible  styles 
royal  4to  edition,  (dik    In   <*  Bagstei't 

flexible"  Turkey  morocoo  or  ruMla,£2 
Greek  New  Tettament.  laxge  print*  Svo,  \»*\  calf,  17* 
Pocket    Critical    Greek   and    Enalidi   Tettament.   In 

parallel  eoluront,  10mo,  8t  i  Turkey  moroecn,  tooled, 

14s.  A  Greek  English  Lexicon  may  be  added,  4a  0d  extra 
Greek  and  En^^ish  Testament,  with  Lexicon  and  Encttsh 

Concordance,  pocket  siae,  flexible  morocco,  81s 
Greek  and  Bntsltsh  Testament,  with  wide  margtm*  Iter 

MS.  notes,  small  4to,  im  tfd 
Polymicrian  Greek  New  Testament,  S9mo,  8« 
Creek  New  Testament,  for  thenocket.  5s i   in  limp 

morocco,  quite  flexible.  8s.      Tlib  Edition  may  be 


procured  interpaged  with  any  other  lansuage.  or  bound 
up  with  a  Lexicon,  9b  extra;  or  a  Concordance,  fis 
extra.  Interpaged  with  Hebrew,  ini  in  doth*,  with 
English,  or  Latin,  or  Italian,  or  Oeimaa,  or  Spanish* 

.    or  French,  8s  6d  cloth 

Greek  and  Latin  New  Teetament  Scripttiree,  lnterp..8B8d 

-  German  New  Testament  Scriptures,  interp..  H  6d 

■  Italian  New  Testament  Scriptures.  Interp.,  8s  6d 

-  Spanish  New  Testament  Scriptures,  interp.,  8s  6d 
>  French  New  Tettament  Scriptures,  interp.,  Ms  6d 
»  Hortttgucte New  Test.  Scriptures,  interp.,  8a  6d 

-  Hebrew  New  Tettament  Scriptures.  Inteip.,  lOs 
Greek  Version  of  the  Book  of  Common  Prayer,  elotn, 

8s  6d ;  In  limp  morocco,  6s  6d  t  small  pocket  editico*  in 
neat  cloth,  Ss  8d;  In  plain  morocco,  A 

Modem  Greek  or  Romaic  Vendon  of  the  Book  of  Com- 
mon Prayer,  thin  nocket  edition.  In  neat  cloth.  3i  8d ; 
in  limp  morocco,  Akdd;  small  pocket  edition,  in  neat 
cloth,  ss  6d  t  in  jplain  morocoo,  8s 

Pocket  Psaltets  in  Greek,  Latin,  French,  German, 
Italian,  Spanish,  English,  and  English  with  Reftienees, 
each  in  embossed  roan,  with  gilt  edgea,  la  0d.  Kept 
variously  bound 

•  The«'  Narrow"  Greek  Testament,  with  Tarlooa  Read- 

ings. In  good  type,  and  very  portable  form*  Priee  4t  6d 
Greek  Student's  Manual,  half-bound.  15s 

•  ■  Analytical  Lexicon.  4to.  cloth,  2Ss 

■  Lexicon  to  the  Greek  New  Testament,  cloth,  4a 8d, 
by  Rev.  T.  S.  Green 

. Lexfcson  to  the  Greek  New  Tcatament,  by  Gieea- 

fiekl.  ISmo.  sewed,  As;  38mo,  dothr  8s  6d 
The  Septuagint  in  En*tish,  8  vols.  8vo.  cloth,  SOs 
Codex  Zacynthius,  by  S.  P.  TregeUes,  LL.D..  fbllo, 

half-bound.  81s 
Evangel  la  Triglotta;    slv»y  Grcd  Textus  ArehetypU 

Versionis    SyriacsB,    et   Versiools    Latins   Vulgkts. 

Synopsis}  cul  accedunt  Subsidia  Critios  Varla.    4tO. 

price  14s 

LATf*  TSKtroira: 

Latin  Tulgate  Version,  a  pocket  edition.  Us 
Pocket  Latin  and  Hebrew  old  TeeUment  Scriptures,  in- 
terpaged.  84s.   The  Laifai  and  Hebrew  Old  Testament 
Scnptureswith  the  New  Testament  in  Latin  and  Greek. 
<me  vol.,  S8s 
Pocket  Latin  and  Greek  Old  Testament  Scriptures,  inter- 
paged.  IHs.    The  Latin  and  Greek  Old  and  New  Tes- 
tament Scriptures,  one  vol.,  85s 
Pocket  Latin  and  English  Scriptures,  interpaged,  81s 
pocket  Latin  and  German  Scriptures,  interpaged,  18b 
Pocket  Latin  and  French  Scriptures,  interpaged,  18s 
pocket  Latin  and  Italian  Scriptures,  interpaged,  18s 
Pocket  Latin  and  Spanish  Scriptures,  interpa^i^,  IBs 
Pocket  Latin  and  Portuguese  Scriptures.  Interpaged,  18s 
The  Latin  New  Testament.-^esu  Chrlsti.Domini  nostrl. 
Novum  Testamentum  Latinum :  interprete  Theodoro 
Bexa.  38mo,  3s  6d 
Novum  Jesu  Chrlstl  Testamentum,  Vulgatse  editionis, 
Sixti  V.  et  Clementis  VlII.Jussu  recognita atque edita. 
Eilitio  nova,  fcap.  Rvo,  .Is  Od 
Latin  Version  of  the  Book  of  Common  Prayer,  thin 
pocket  cd.,  a«  6d ;  limp  morocco,  6s  6d  i  sm  3Jmo,3s  6d 
Psatterium  Davidis :  the  Bible  Psalms  from  the  Vulgate, 
Is  6d  in  embossed  roan 

MoDBRN  CoNTtNBifTaL  LANOViioBs:  German,  French, 
Spanish,   lulian,  and   Portuguese  Versions    of  the 
Scriptures.  Book  of  Common  Prayer,  Psalters,  dse. 
German  and  Hebrew  Old  TesUment,  84s 

German  and  Greek  New  Test,  S2s 

and  Greek  Bible,  85e 

Luther's  German  Version,  a  pocket  edition,  the  small- 
est on  sale,  printed  from  the  best  authorities,  9b 
Pocket  German  and  English  Scriptures,  Interpiiged,  81s 
Pocket  («erman  and  Latin  Scriptures,  interpaged,  IflB 
Pocket  German  and  French  Scriptures,  interpiiged,  18s 
Pocket  German  and  Italian  Scriptures,  interpaged,  18b 
Pocket  German  and  Spanish  Scriptures,  interpaged,  I8b 

-  Pocket  German  and  Portugtiese  Scriptures.fnterp.,  I8b 
German  New  Tcsuments,  of  various  sises,  9b  6d.  Also 

interleaved  with  Greek,  Latin,  and  other  languages 
German  Version  of  the  Book  of  Common  Prayer, 

Ss  6d  in  different  sites 
The  Psalms  in  German,  38mo,  Is 
Ostervald's  French  Bible,  a  pocket  edition,  9» 
French  and  Hebrew  Old  TesUment,  84s 
— -  French  and  Greek  New  Test.,  Sta 

•  .1.  I  ■■■  and  Greek  Bible,  8ge  ' 


BagtUr  wid  9m**  fTerib— ooDtiaued. 

The  Mmlature   French  Scrlptorea.  with   Mi^*  »< 

Parallel  References,  9b  « 

Pocket  French  and  English  Scriptures,  iBterpwed.  Sis 
Pocket  French  and  Laun  Scriptures,  tnterpacrd.  18s 
Pocket  Frendiand  German  Scriptures. intcfpaged.  ISs 
Podtet  French  and  Italian  Scriptures,  interp^^*  '^ 
Pocket  Freneli  and  Spanish  Scriptures,  InterfMced.  lis 
Pocket  French  and  Portuguese  Scriptures,  intc^,  I8i 
Miniature  French  and  Engliah  Scriptoies,  interpaged. 

with  References  and  Slaps,  18s 
French  New  Testament,  in  diflerent  siaea,  Js  4Sd 
French  Version  of  the  Book  of  CommoBi  Prayer,  in 

diflHient  siaes.  3s  6d 
A  large-print  French  Venkm  of  the  Book  of  Coo^ 

Prayer,  8vo.  ?• 
The  Bible  Psalms  in  French.  Is 
Italian  and  Hebrew  Old  Testament,  84t 
-  Italian  and  Omek  New 


and  Greek  Bible,  83c 

Diodati's  Italian  Bible.  9b 

Pocket  Italian  and  English  Seriptttm.  iotevpaged.  Sis 
Pocket  Italian  and  Latin  Scriptures,  interpaged.  las 
Poeket  Italian  and  German  Scriptures.  intetfiaKecl.  lii 
Pocket  lUlian  and  French  Scriptures,  interpaged,  Ue 
Pocket  Itidlaa  and  Spanish  Scriptnres.  Interpaged.  Ifls 
Pocket  Italian  and  Portiignese  Scriptures,  inteTpaig.,llls 
Italian  Veisioa  of  the  Book,  of  Commoo  Pikycr.  in 

dUrerentslasa.ased 
Portuguese  and  Hebrew  Old  Tettament,  94« 

• Portuguese  &  Greek  N.T..  SB 

and  Greek  Bible.  iSs 

Portuguese  Bible,  a  pocket  edition,  9b 
Pocket  Portuguese  and  Latin  Scriptutea,  interpag.,  lii 
Pocket  Portuguese  and  German  Scriptoics.  interpw.  1% 
Pocket  Portuguese  and  French  Scriptures,  nsterfc^  ins 
Pocket  Poriugueseand  Italian  Scriptures,  interp^-.  IBs 
Pocket  Portuguese  and  Spanish  Scriptures,  intcspL,  I8s 


Spanish  and  Hebrew  Old  Testament;  Ms 

^— ^^-^—  Spanish  and  Greek  New  T*st  ,sn 

and  Greek  Bible,  8Sa 

Spealah  Bible,  a  pocket  edit.,  tnax  the  best  aatbor..  It 
Pocket  Spanish  and  English  Scriptures.  Interpafed.  81s 
Pocket  Spanish  and  Latin  Scripturea,  interpn^.  I8B 
Poeket  Spanish  and  German  Scriptures,  interpaged,  18b 
Pocket  Spanish  and  Fren^  Scriptures,  intcrp^ped,  las 
Pocket  Spanish  and  Italian  Scriptnres.  intetmged.  Ilk 
Pocket  Spanish  and  Portuguese  5!cripturet.  Interp.,  nt 
Book  of  Common  Prayer  in  Spanish,  diflbr.  siaes,  Si  6d 
Liturgla  Britannfea.— The  Polyglot  Book  of  Common 
Prayer,  ta  eight    Languages  at   one  view:   Latin 
English,  German,  Italian.  Spaaidi.  French,  Greek. 
Modem  Greek.    One  i«eket  voL.  13b.    The  Tartoos 
Versions  of  tlie  Polyglot  Book  at  CommoBi  Pknyer 
may  be  puichaaed  Beparately ,  &t  6d  each 
Thb     PoLyMicBiAM    Skriks    of    Ncw    Tettanieuts, 
Common  Prayers,  and   Psalters.    This  Is  a  aeeies  et 
small  volumes  adapted  for  the  pocket,  and  for  tnvel- 
ling  purposes  ;— 

Poiymicriaa  Greek  Testaments,  with  varloas  rrediqgs. 
Keferenoes,  Mads,  and  Roots,  St 

Engibh  Testament,  with  NotK,  Maps. 

and  References,  4s 
Series  of  Polymicrian  Psalters,  Is  each 
Polymicrian  cruden's  Concordance  to  the  Ntfir  Tetta- 
ment only,  Is4d 
The  Narrow  .Psalms,  price  Is  8d 
The  Narrow  Gospels,  price  8s  6d 
The  Narrow  Bpbtles.  price  8s  6d 
The  Narrow  New  Testament,  complete,  moioew.  St 
— ^  Latin.  French,  Spanish.  German,  and  Italian 
Testaments,  and  Books  of  Commou  Prayer,  en.  3b  6d 
■'  Cruden's  Cooeordanee.  4a 

i^—  Greek  Lexicon.  SB  (>d 
I  Index  to  the  Bible.  Is 

— — — ^  Greek  Concordance  to  the  New  Testnnent.  fis 

English  Proverbs.  6d  ' 

ENOLtaH  TBAiraLATiowa  or  ths  ScRrrnmaa.  ftc.:~ 
Bishop  Coverdale^  Vtrsion  of  1535,  4to,  ant;  Lp  .  tft 
A  CoIfartioD  of  the  New  Testament  Scripturca,  I  v. 

4to,  handsomely  printed  In  parallel  eoiumns,  lat 
The  Genevan   Tettament.  an  exact  reprint  of  the 
famoos  Genevan  Testament  of  1567,  with  aH  the 
Notes  and  Introductions,  sm.  8vo.  hl-monxco,  fit 
The  Holy  Vessels  and  Furniture  of  the  Tabernacle  of 

Israel,  obi.  4to.  hf.-bd.  morocco,  gilt  leave*.  SOt 
The  Greek  Ecclesiastical  Historians:  The  Historiaof 
Euseblus,  Sosomen,  Soeratee,  Bvagrius,  and  Theo- 
doret.  ti  V.  Svo.  each  7s ;  or  complete,  42s 
The  Bible  of  every  Land,  a  Descriptive  Hlstary  of  the 
Scriptures  in  all  the  Languages  of  the  Kaith,  %n, 

BAILLIERE>8  LIBRARY  OF  ILLUSTRATED  STAN- 
DARD SCIENTIFIC  WORKS,  eommaneed  In  1817,  and 


pubUshed  ooesBionaUy  in  8vot 

V.  1.  MQller*s  Principles  of  Phj ^ 

S  &  A.  WeUbachl  Mechanies  of  Machinery  aad^ 


neering,  8  vob.  Sis 
3,  4. 10.    Knanp's  Technology,  or  Chemlatry  applied  to 
the  Arts,  vol.  1,  new  ed.  in8 vols,3ait  vols.  9 and S. 4k 

6.  Queckett*s  Use  of  the  Microeeope,  3rd  edition.  tU 

7.  Fau*s  Anatomy  of  the  External  Fonm  of  Man.  with 
an  atlas  of  plates,  94st  ootonnd,  Ut  ^^ 


1895-62] 


SBSIBS,   BTC. 


875^ 


8.  Oraluun's  Elmnents  of  ChemMry,  9  ▼.»  Mb 

9.  Nichol'sArchirecture  of  the  HeftTent,  9th  edition,  14t 

11.  Mitchell's  (J.)  Manual  of  Practical  EMMylnc,  SU 

12.  Berkeley  (J.)  Cryptogunlc  Botany,  ITfo,  9te 

13.  Anatomy  of  Externa  Form  of  the  Hone.  8to,  and 
plates  fi»Do,  pL  I,  £l  lit  6d }  pt.  8.  Ifit 

BEADLE'S  AMERICAN  SIXPENNY  LIBRARY. 
1.  Scth  Jones  811.  Hunter's  Cabin 

9.  Alice  Wilde  SI.  The  Block  Houat 

a.  Frontier  Angd  ».  The  Aliens 

4.  Mslaeska  S8.  Esther 

&  Uncle  Esckiel  14.  Ruth  Maigeria 

6.  Masaasnit's  Daughter  95.  Oonomoo 

7.  Bill  Biddon,  Trapper  M.  Gold-Hunters 

8.  Backwoods  Bride  S7.  Two  Guards 

9.  Nat  Todd  28.  .Single- Bye 

la  Myrai  Child  of  Adop-  S9.  Mabel  Meredith 

tion  90.  Ahmo's  Plot 

II.  The  Golden  Belt  SI.  The  Scout 

18.  Svbil  Chase  82.  King'*  Man 

IS.  Monotirano,  the  Spy  SX  Kent,  tlie  Ranger 

14.  Brethren  of  the  Coast  34.   Ihe  Peim  Prince 

1.1.  KmgBamaby  SS.  Iruna 

18.  Forest  Spy  3li.  Laughing  Eyes 

17.  Far  We^t  37.  Mahaska 

18.  Rifleti:e'i  of  the  Miami  se.  The  Slave  Scttlptor 
lik  AJkla  Newoombe 

Biographies.  Tales. 

Lift  of  Garibaldi  The  Hunted  Life 

Life  of  Colonel  Crockett  Madge  Hylde 

.Life  of  Daniel  Boone  Thayen-da-ne-gea 

Kit  CarMm  Hunting  Adventurea  in  the 
Pontiac,  the  Conspirator  Northern  Wilds 

Fremont  Florida 

Life  of  Tecumseh  LMends  of  the  Missouri  and 
II  ississlppi.  Parts  1, 8,  S 

BELL  (R.)  ANNOTATED  EDITION  OP  THE  ENG- 
LISH POETS.  Fcap.  8to,  8s  6d  per  vol.  Griffin. 
Ballads  of  the  Peasantry}  Butler, 3  v.t  Chaucer,  8  ▼.{ 
Cowper,  S  ▼.;  Dryden.  3  ▼.:  Early  Ballads  i  Greene 
and  Marlowe ;  Jonson  (B.) ;  Oldham,  1  v.;  Shakxpeie, 
1  V.  i  Songs  of  the  DnmatltU.  1  v.  i  Surrey,  Minor 
Poets.  ancT  Lord  Buckhumt,  1  ▼.}  Thomson,  8  v.f 
Waller.  I  ▼. ;  Wyatt  (Sir  Thomas),  1  v. 

BENTLEY'S  MONTHLY  VOLUMES. 
■  Vola.  1.  8, 3,  JesseTs  Court  of  England  under  the  Stuartt, 
3  vola.,  18s 

BENTLEY'S  PARLOUR  BOOKCASE. 

Barham's  Life  of  Theodore  MaxweU's  Ctar,  his  Court 

Hook,fia  and  People,  Sadd;  WIM 

BraesTs    Manners    of  the       Sports  of  the  West.  3s  6d 

Germans,  0s  Mrs.   Trollope's   Domestic 
Capt.  Marryat's   Monsieur       Manners  of  the  Ametl- 

Violet,  3s  6d  i   OIU  Pod^       cans.  9s  6d 

rida,  ai  6d  Paddiana.  Ss  6d 

Chalmeriana,  8s6d  Radcliflk's  Fiends,  Ghosts, 
Chamben's  History  of  Scot-       and  Sprites.  9s  6d 

land,  .Is  fid  Salad  for  the  Solitary.  3b  6d 

Cunynghame's   Service  In  Sam  SUck,  the  Clockmaker, 

China,  As  ds }  The  Attach^.  3s 

Dr.  Ooran's  Table  Traits,  fls  Sam  Slick's  Letter-Bag  of 
Fairholt's  Eccentric  Charao*       the  Great  Western,  8s  fid 

ten.  Si  fid  SInnett's  Byeways  of  Hls- 
Hlstory  of  China,  fis  tory.  ds 

Mrs.     Norton's     Undying  Smith's  Streets  of  London, 

One,8s6d  3s  fid 

BENTLEY'S  RAILWAY  LIBRARY. 

Is  vols.  Nighu  at  Sea 

Comic  English  Grammar     Notes  on  Noses 
Creasy's  Waterloo  Rubber  of  Life 

Turf  Characten  Sinclair's  Harcourts 

Is  fid  vols.  Smith's  Comic  Talcs 

Broad  Grins  from  China      Pictures  of  Lift 

Carlen's  Brilliant  Marriage  Two  Brothers 
Cooper's  Ned  Myers  8b  vols. 

Cunynghame's  America       Basil 
Gore's  English  Character    John  Drayton 
Maxweirs  Border  Tales-      Merrimce's  Charies  IX. 
Merrimee's  Colombia  Sunley  Thorn 

Morier's  Martin  Toutrond  Stella  and  Vanessa 

BENTLEY'S   STANDARD   LIBRARY.    Published  at 
fis  each  vol.,  reduced  to  3b. 

L  MaawcU'sWUd  Sports  of  4.  Trollope's     Domestic 
the  West  Mannersof  the  Americans 

5.  Washington  IrvlBgl  Aa-   A.  Chamier's    Life    of    a 
toria  Sailor 

8L  Gldg'sChelaeaColI«e      &  Beekford's  Italy 

BENTLEY'S     STANDARD     NOVELS     AND     RO- 
MANCES. 
.  AtaMWortb— 00.  Rookwood,  Si  fid 
Andenen,  Hans  C.— 110.  The  ImprovlBatore,  3b  fid 
Austen,  Miss>-S9.  Sense  and  Sensibility ;  89.  En 

8D.  Pride  and   Pr^udice}   87.    Mansfield  Parki    88. 

Northanger  Abbey,  and  Persuaaion,  8s  fid  each 
Banim— 89.  The  Smuggler,  Ss  fid 
Beckford— 41.    Vathek-Horace    Waipole^s    Caatle   of 

otranto,  and  Mr.  G.  Lewis*  Bravo  of  Venice,  1  voL, 

Ssfid 


Benflsy'aSraiMlanI  Neeels-contliliicd. 
Brdekden  Brown— 10.   Edgar  Huntley,  and  SdiUtai's 

GhoalSeer,  lvoL,8s8d 
Brunton,  Mrs.— 19.  Self.Contiol  i  Ifi.  Dladpllne,  Ss  fid 

each 
Bulwer,  Sir  B.  Lytton,  Bt— 34.  Eugene  Aram  i  47*  Paul 

Clifford;  72.  The  Last  Days  of  Pi.mpeii,  fis  each 
Chamier,  Caoutai— 77.  Ben  Braee,  8s  fid  i  180.  Life  of  a 

Sailor.  3s  « 
Chateaubriand— (Sm  Irving.) 
Cooper— 1.  The  Pilot;    3.  The  Spyi  8.  Last  of  the 

Mohicans  I  14.  The  Pioneers  i  17.  The  Prairie  1  80. 
Lionel  Lincoln }  SS.  The  Borderers;  38.  Water  Witeh; 
3&  The  Bravo t  40.  Red  Rover;  50.  The  Headsman: 
99.    Heidenmauer;    74.  Precaution  t    88.   Homeward 

Bound;  90.  The   Pathfinder t   91    The  Dcerslayer; 

89.  TheTwo  Admirals;  f«.  Jack o'Lantem;  184.  Afloat 

and  Ashore;  129.  Lucy  Hardtogei   126.  Wyandotte, 

8s  fid  each 
Costelk),  Miss— lis.  Catherine de  Medieis.  9s  fid 
Dacre.  Lady— 114.  Recollections  of  a  Chaperoae;  U7. 

Peerage  and  Peasantry.  Ss  fid  each 
Edpeworth.  Miiia-71.  Helen.  3b  fid 
rerrier-83.  Marriage,  Ss  fid.     84.  Inheritance,  3b  fid. 

89.  OesUny,  3s  fid 
Galt-81.  Uwrie  Todd.  8s  fid 
Gleig<-48.  Country  Curate,  2s  fid 
Godwin— 2.  Caleb  Williams;  9.  St  Leon;  88.  Fleetwood, 

8s  fid  each 
Gore.  Mrs.— 37-  Mothenand  Dauehten;  82.  The  Soldier 

of  Lyons ;  87«  Cecil;  119.  The  Hamiltons,  Ss  fid  each 
Grattan— 39.  I'he  Heiress  of  Brusca;  92.  Jacqueline  of 

Holland  :  108.  Agnes  de  Mansfelt;  I  Ifi.  Legends  of  the 

Rhine.  Si  fid  each  _ 

Hall.  Mrs.  S.  C— 79.  The  Buccaneer;  109.  TheOntlaW, 

3*  fid  rach 
Hood,  Thomas-80.  Tylney  Hall.  3i  fid 
Hook,  Theodore— 4fi.  The  Parson's  Daughter;  39.  Max- 
well;  79.  Jack  Brag;  96.  Gilbert  Guroey;  87.  The 

Widow, and  The  Marquess;  88.  All  In  the  Wrong, 

3b  fid  each 
Hope— 91,  fit.  Anastashis,  8  vols,  fie 
Hugo,  Victor— 38.  The  Hunchback  of  Notre  Dame,  8l9d 
Incnbald.  Mrs.— a&  Simple  Story,  and  Nature  and  Ait. 

1  vol.  8s.  fid 
Iflgoldsby,  Thomaa— 190.  My  Cou^m  Nicholas,  3b  fid 
Irving,  Waahfaigton— 49.  TheAlhambra— Horace  Smith's 

Involuntary   Prophet,  and   Chateaubriand's  Last  of 

the  Abenccrages,  1  vol.  8b  fid  . 

James,  G.   P.   R — 93.  Damley;   fifi.  De   I'Orme;   61. 

Henry  Masterton;  90.  Philip  Augustiu;  88.  Man-at- 

Arms,  Sn  fid  each 
Landon,  Misa  L.  E.— 111.  Romance  and  Reality,  Ss  fid 
Lee,  Misses— 18.  \X  Canterbury  Tales,  9  vole.  9s 
Lewis,  M.G-(Ses  Beckford) 
Lover— 76.  Roiv  O'More,  Ss  fid 
ManionI— 43.  The  Betrothed,  8s  fid 
Marryat,  Captain— fi2.  Peter  Simple;  6S.  Jacob  FalthfMt 

64.  Japhet  in  Search  of  a  Father;  fi9.  King's  Own; 

OP.    Mr.    Midshipman    Easy:   97.   Newton   Fonter; 

fin.  The  Pacha  of  Many  Tales:  fi9.  Rattlln  the  Reefer; 

104.  The  Poacher;  106.  The  Phantom  bhlp;  I07.  Dog 

Fiend;  113.  Percival  Kecne.  3s  fid  each 
Mazirell— 31.  Stories  of  Waterloo;  ?<>•  Captain  Blake  1 

or.  My  Life:  73.  The  Bivouac;    hi9.  Hector  O  Hal- 

loran,  Ss  fid  each 
Mitford,  Miss— Iii2.  Belford  Regis.  Ss  6d 
Morier— 44.   Hi^Ji   Baba  in  Ispahan:  49.  Hajjl  Baba  in 

England ;  94.  Zohrab ;  KM).  Aye^ha.  .Is  fid  each 
Murray,  Hon.  C.  A —08.  The  Prairie  Bird,  9s  fid 
Peso  ck— 67-  Headlong  Hall-Nighimare  Abbty— Maid 

Marian— Crotchet  Castle.  1  vol.  3s  fid 
Port«r,  Miss  A.  M.— II.  Hungarian  Brothers,  2s  fid 
Porter,    Miss   Jane— 4.    Thaddeus  of  Warsaw,  8s  fid; 

7. 8.  The  Scottish  Chiefs,  8  vola.  98 ;  18-19.  The  Pastor's 
'  Fircaide,  8  vols,  fis 

Schiller— 10~(8e9  Mrs.  Shelley  and  Brockden  Brown) 
Shelley.  Mrs.— 0.  Frankenstein,  and  Schiller's  Ghost  Seer, 

1  vol.  8s  fid 
Smith,  Albert— 101.  The  Marchioness  of  BrinvilUerst 

128.  ScatterROod  Family:  108.  Mr.  Ledbury.  3s  fid  each 
Smith,  Horace— (8m  Irving) 
Stael,  Madame  de— 24.  Corinne,  8s  fid 
Stowe,  H.  B.-I81.  Uncle  Tom's  Cabin 
Trelawney,  Capuhi— 4&  The  Younger  Son,  Ss  fid 
Trollope,  Mrs.-7B.  The  Widow  Bamaby ;  81.  The  Viear 

of  Wreahill.3sfideach 
Walpole,  Horace— (See  Beckford) 
Whitehead-9fi.  Richard  Savage,  Ss  fid 
98.  Trevf  lyan,  Ss  fid 
94.  Two  Old  Men's  Tales.  8s  fid 
1 19.  Esperienccs  of  a  Gaol  Chaplain,  Si  fid 
183.  Leyceiten.  The 

BIBLICAL  CABINET.  49  vola.  ISmo,  HamUton.  1838-44. 
Complete,  reduced  to  £10. 
]  &  4.         Emestl's  Institutes,  9  vols.  19b 
8. 9,  &  37.  Philological  Tracts,  &c.,  3  vols.  I8s 
S  dk  18.        Tittmai.'s  S>  nunymes  of  New  Test.,  8  v.  Its 
9.  Tholuck  on  the  Romans,  Vol.  1 ,  fis 

fi  &  80.        Tholuck's  Sermons  en  the  Mount,  8  vols.  18b 
7.  Planck 's  Sacred  Philology,  fis 

8  ds  89.       Pareau's  Principles  of  Interpretation  of 
Old  Testament,  S  vola.  8i 
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Btblieal  CUM^gl    contluufd, 

10.  8taut  on  the  Sjrntaz  of  the  New  Teit.,  8i 

11  4117.  Rotenroulier's  Sacred  Oeography,  S  vols,  fto 

li.  Tholuck  OQ  the  Romans,  Vol.  S,  9$ 

15  *  14.  Steicer  on  St.  Peter.  9  vob.  18i 
15.  Lucke  on  SL  John's  Epbtlea.  6s 

16  dE  19.  Umbreit  on  Job,  8  vob.  8s 

91  dt  8S.     Bilroth  on  Epistles  to  CorlnthUms,  8  vols.  8i 

tS.  Kiummachei's  Cornelius  and  St  John,  4a 

94.  Witsius  on  the  Lord's  Prayer,  48 

96.  Wemytf's  Symbolical  Key.  As 

97t  Rosenroullei  on  Botany  of  the  Bible,  4i 

98.  Tholuek's  Life.  4tc..  of  St.  Paul.  6s 

99.  Lisco  on  the  Parables,  by  Fairbum,  fis 

80.  Calvin  on  the  Galatians  and  EphesUns,  4a 
31.  Gess  on  the  Revelation  of  Goa,  by  Brown,  4s 
89.  Rosmmuller  on  the  Messianic  Psalms,  6» 

as.  Couard's  Sermons  on  Church  History,  by 

Bemays,  4s 

81.  Rosenmuller's  Biblical  Geography,  Vol.  8,  U 
S5  &  88.     Neander's  HUtory  of  the  Plantlnir.  &&,  of 

the  Christian  Church,  by  Ryland,9v.,  14a 
88  *  89.     Tholuck  on  the  Hebrews,  9  vols..  19s 
40.  Calvin  and  Stor  on  the  PhiUppians  and  Coloa- 

sians,4s 
41  *  49.     Semisch's  Justin  Martyr,  by  Ryland,  10s 
43.  Rohr's    Historioo-Geographical   Account   of 

PalesUne.  by  Esdaile.  4s 
44  *  4ft.     TIttman  on  St.  John.  9  vols..  10s 
BIBLIOTHECA  CLASSICA. 


COLLBCnONS,   LIBRARIES, 


[AmsiiGL  B. 


jBschylus,  by  F.  A.  Paley.  18s 
Cicero's  Orations,  by  G.  Long. 

V.  3,  l«ii  V.  4,  191 


4v.    V.l,I6li;  V.  9.14st 


DniKvUitiiM,  hy  R.  VThjston.  V.  1. 16s;  V.  9,  preparing 
EurL^tde:^,  by  F  A,  pAicv,  3  v.,  each  16s 
H(,T?idrtttJii  by  J.  W    KUHesley*  9  v.  aSs 
Heiiod.  by  FA.  Psiey.  lOs  6d 
HorMC.  bv  A.  J.  Mst-lejiiie,  18s 
JuvKul  and  Penin*.  by  A.J.  Maeleane.  14s 
PlMii.t*r  W,  H   ThompAJin.  V.  1. 
Sai>i>'>pl«,bv  t\  II  niiivles,  V.  1, 18s;  V.  9,  preparing 
TerfKiw,  by'r.  Sr  J.  Psr^,  18s 
Virgil,  by  J   f    -:ir_:  .      y.  1. 19i;  V.  9.  preparing 
BIBLIOTHECA  PATRUM.    J.  H.  Parker.  1859. 
I.  S.  Augustiui  Confcsslones  (Latin  text),  fts— red.  to  ?• 
9, 3, 4.  S.  Chrysostomi  Homili*  in  Matthcum  (Greek 

text),  cum  notis  edit.  F.  Field,  3  vols.  4is 
ft.  S.  Chrysostomi  HomiU«  in  S.  Pauli  Epist.  I.  ad  Corin- 

thios  (the  Greek  text) .  14i— red.  to  10s  6d 

6. hi  Epbt.  II.  ad  Cor.,  10s  6d— red.  to  8b 

7. Ad  Romanos,  Homilise  xxxiii.,  19s— red.  to  Sa 

8.  Thradoreti  Cororoentsrius,  Pars  I.,  10s  6d— red.  to  8b 

9.  S.  Chrysostomi  in  S.  Pauli  Epist.,  VoL  4-7,  red.  34s  6d 

BLACKWOOD'S    STANDARD     NOVELS.     6s    each. 
1849-3.    New  Cheap  Editionn,  fcap.  8vo.  cloth : 
Adam  Blair  and  Matthew    Mansie  Wauch,  by  Molr,  3s 

Wald,  4s  Nixhu  at  Mess,  3s 

Cruise  of  the  Midge,  4s  Pen  Owen,  4s 

Cyril  Thornton,  4s  Peninsular  Scenes,  8b 

Gait's  Annals  of  the  Parish.    Reginald  Dalton ,  4s 
4s  Subaltern,  3s 

The  EnUil ,  4s  The  Forresters,  Ss 

The  Provost.  4s  Tom  Cringle's  Log,  4s 

Sir  Andrew  Wylie,  4s  Trials  of    Margaret   Lind- 

Life  in  the  Far  West.  4s  say.  38 

Lights    and    Shadows   of   Valerius.  Ss 
Scottish  Life,  3b 

BLIND  (EMBOSSED  BOOKS  FOR  THE),  by  J.  H. 

Frere.    Walton  and  Maberly. 

Old  Testament.  Genesis,  8s;  Exodus,  7s;  Proverbs, 
fts  6d ;  Isaiah,  7"  6d ;  Daniel.  Esther,  and  Ruth,  ds  6d ; 
Psalms,  part  1 .  6s  6d;  part  8.  5«  6d 

Ne4-  Testament,  in  8  v.  Matthew,  6s;  Mark,  fts  6d ; 
Luke,  7s ;  John,  fts  6d ;  AcU,  7s :  Romans  to  Corin- 
thians, 6s ;  Galatians  to  Philemon,  fts  6d ;  Hebrews 
to  Revelations.  7* 

Olney  Hymns.  9s 

Five  Addresses  to  those  who  wish  to  go  to  Heaven, 
l8  6d 
BOHN'S  ANTIQUARIAN  LIBRARY,  fts  per  volume. 

Bede's  Ecclesiastical  History  and  the  Anglo-Saxon  Chro- 
nicle 


Brand's  Popular  Antkiuitles,  3  v. 
Browne's  (Sir  Thos.)  Works,  edited  by  Simon  Wilkin, 
Sv.    V.  1.  Vulgar  Errors;  V.  8    Rellgto  Medici,  and 


Garden  of  Cyrus;  V.  3,  UmBurial,  Tracts  and  Cor- 
respondence 

Chronicles  of  the  Crusaders;  Richard  of  Devises.  Geof- 
frey de  Vinsauf,  Lord  de  Joinville 

Chronicles  of  the  Tombs:  a  Collection  of  EplUphs 

Early  Travels  in  Palestine 

Ellis's  Early  English  Metrical  RomanccB 

Florence  of  Worcester's  Chronicle 

Oiraldus  Cambrensis.  Historical  Works 

Handbook  of  Proverbs 

Henry  of  Huntingdon's  History  of  the  English 

-       ••^•-Chronicl- -'**•-  *v.»^„ -»#  r.-^..K.«^ 
r*8  Fairy  1 


ingulph's  Chronicle  of  the  Abbey  of  CroyUmd 
Lamb's  Snecimens  of  English  Dramatic  Poets 


Lepsius's  Letters  from  Egypt,  Ethiopia,  and  Sinai 
Mallet's  Northern  Antiquities,  by  Bishop  Percy 
Mareo  Polo's  Travels,  translated  by  Marsden 


Jl*IHl**  ^  We8tininster*s  Fkiwers  of  ITMtory 
Matthew  I^s-s  Chronicle,  ft  V.    First  Section.  1 

Wendoyer's  Ftowers  of  English  History.     S 

Uon.  Hirtory  of  England  from  1935  to  1873 
OrdOTcus  Viulis.  EoSesiastical  History.  4  t. 
^uU's  Life  of  Alfred  the  Great  and  Orosius 
Polyglot  of  Foreign  Proverbs 

^  to  A  ?Ts»  *°'*  ^°"^  ^  EngllBh  History,  ftasa 
Six  Old  EMiish  Chronidca,  vis.,  Asser-B  Life  of  Alfted. 

•ad  the  Chnmides  of  Ethdwerd,  GiUUul  Nenaiia, 
^rftf'^Sf  M«»»«o«th.  and  Rkhard  of  caicneesteT 
V  .  *^.?^  *'»*"*«*"'T'»  Chnmides  of  Kings  of  EngWnd 
Yule-Tide  Stories.  Sctndinavian  Talcs  and  Tr^doos. 

•dited  by  Thorpe 
BOHN'S  BRITISH  CLASSICS.  3s  6d  per  volame. 
Aden's  Works,  with  the  Notes  of  Bi^p  Hard.  6  v. 
Burke's  Works  and  Speeches.  6  V.  *^ 

^Specches^  on    the   Irnpeachment    of    Warren 


„  _^,     .—---    —    — e   Impeacha  .   .       _     

Hastings,  and  Letters.  8  v.  fV.  7  and  8  of  the  works) 
r-;— -- Life  by  Prior,  new  edition,  revised  by  the  Aatfaor 
D^oCs  Works,  edited  by  Sir  Walter  Scott :— 
V.  1.  Capt.  Singleton  arid  Colonel  Jack 
V.9.  Memoirs  of  a  Cavalier;  Adventures  of  CanCaiB 
Carleton  "^^ 

7/  ?•  y*  <*'  ***>*'  Flanders,  and  History  of  the  Dere 
V.  4.  Roxana ;  or,  the  Fortunate  Mistress ;  and  Lsfe  id 

Mrs.  C.  Davies 
Y.  ft.  History  of  the  Great  Plague  of  LoBdoo.  IfiB.  to 

which  b  a^ded  the  Fire  of  iSft,  &c.^^ 
V.  6.  Life    and    Adventures   of   Duncan    Camid»IL 
Voysge  Round  the  World.  &c  ^—tpoeu. 

V  7.  Robinson  Crusoe 
Gibbon's  Roman  Empire,  7  vols. 
BOHN'S  CHEAP  SERIES. 
Berber  (The) ;  or.  The  Mountaineer  of  the  Atlas,  by  W. 

S.  Mayo,  Is  6d  ' 

Bosweirs  Life  of  Johnson,  8  v.,  each  8s 
Johnsoniana;  a  Sequd  to  the  preceding,  fbnninff  V.  9 
and  10. 8  v..  each  8s  ^^^ 

Cape  and  the  Kaffirs,  by  H.  Ward 

^%Pr,^ii°''  ^-  ?•'  ^^y^^^  <»f  Temperance  and 
Total  Abstmence.  Is ;  or.  fine  paper,  doth.  Ss  6d 

Christmas  (H.)  Preachers  and  Preachinx.  fcap  8vo.  Is  M 
.  Cioq-Mars:  or.  a  Conspiracy  under  l:x>uis  XIIL.  by 
Count  Alfred  de  Vlgny.  post  8vo.  8s 

Emerson's  Orations  and  Lectures.  Is 

Representative  Men,  Is 

Franklin  (Beiijamfai)  Genuine  Autobiography.  Is 

Gerard  (J.)  Lion  Huntingftc  Sporting  Life  in  AUeeria.Ued 

Gervinus's  H  istory  of  the  19th  Century  .It 

Guis  It's  Life  of  Monk.  Is  6d 

■  Monk's  Contemporaries,  Is  6d 

Hawthorne's  House  of  Seven  Gables,  a  Romaace,  la 

Scarlet  Letter.  Is 

Snow  Ima^e,  and  other  Tales.  Is 

-  .     .    ,^^  Twice  Told  Tales,  8nd  series,  en.  Is 
Irving  8  Abbotsford  and  Newstead.  Is 

Adventures  of  Captain  BcmneviDe,  Is  fid 

Astoria,  with  fine  portrait  of  the  Author,  9i 

•^—  Bracebridge  Hall,  la  6d 

Companions  of  Columbus,  Is  6d 

Conquest  of  Florida,  ls6d 

Conouests  of  Granada  and  Spain.  9  v.,  en.  Is  Cd 

Knickerbocker's  New  York,  Is  6d 

Life  and  Letters,  by  his  nephew,  in  4  v.,  each  9s 

of  Columbus.  8  v..  eadi  Is  fid 

Goldsmith,  Is  fid 

Mohammed,  with  fine  portrait.  Is  fid 

Washington  (uniform  with  the  Wocks). 

ft  parts,  post  8vo,  each  9s  fid 

-  Salmagundi,  Is  fid 
Sketch  Book,  Is  fid 

Successors  of  Mohammed.  Is  fid 

Tales  of  a  Travdler,  Is  fid 

Tales  of  the  Alhsmbrs.  Is  fid 

-  Tour  on  the  Prairies,  Is 

Wolfert's  Roost,  and   other  Tales,   fcap.  tvo, 

bds.  Is;  or,  on  fine  paper,  post  8vo  (uniform  with 
Irvine's  Works),  Is.  «d 

(For  Wa&hington  Irving's  Works,  collectively,  in  14  ▼.. 
tee  Uniforms) 
Lamanine's  Odn^vieve;   or.  tlie  History  of  a  Servant 

Girl.  Is  fid 

Stonemason  of  Saintpoint.  a  Village  Tale,  Is  fid 

Three  Months  in  Power:    Histtny  of  his    Political 
Career.  9s 
Mayhew's  Image  of  his  Father;  or.  One  Boy  ta  man 

Trouble  than  a  Dosen  Girls,  8b 
Modem  Novel IsU  of  France,  9s 
Munchausen  (Baron)  Life  and  Adventures.  Is 
-  Redding  (C  )  London  and  its  EnviroiM.9s 
Sandfora  and  Merton,  post  8vo,  9s 
Taylor's  EI  Dorado;  or,  Pictures  of  the  Gold  Reckn. 

8  v.,  each  Is  ~»      • 

Unde  Tom's  Cabin;  or.  Life  among  the  Lowly 
White  Slave :  a  New  Picture  of  American  Slave  Life 
Willis  (N.  P.)  People  I  have  Met;  Pictures  of  Sodcty.ls fid 

Convalescent,  or  Rambles  and  Adventures,  o.  8vo  la  M 

Hurry-Graphs,  or  Sketches.  Is  fid  *^     «. " » 

Life  Hera  snd  There,  Is  fid 

Pendllings  by  the  Way.  4  fine  plates,  9b  fid 
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BOHN*S   CLASSICAL  LIBRARY,  6t  per  Toluine  (ex- 
cepting  those  marked  othenrbe). 

^■chylut,  litexally  translated  into  EngUdi  Proce,  diSd 
Appendix  to  the  New  Readings  in  Hermann.  3i  6d 
Ammianus  Marcellinus,  History  of  Rome,  7i  6d 
Apuleius,  the  Golden  Ah  ;  Death  of  Socrates 
Aristophanes'  Comedies,  by  W.  J.  Uickle 
Aristotle's  Ethics 
Histoiy  of  Animala 
MetaphyslGS 

Ornnon:  or.  Logical  Treatises,  S  ▼.,each 3s 0d 
Polities  and  Economics 
Rhetoric  and  Poetic 
Athencas:    the  Dcipnosophistsi   or.  Banquet  of  the 

Learned,  3  v. 
Cssar.  with  the  Alexandrian.  African,  and  Spanish  Wan 
Catullus,  Tibulhis,  and  the  VlgU  of  Venus 
Cicero's  Orations.  4  t. 
V.  1.  The  Orations  against  Verres,  dfce.    Portrait 
v.  9.  C4itiline,  Archies,  Agrarian  Law,  die, 
V.  3.  Orations  for  his  House,  Plandus.  Sextius,  &e. 
V.  4.  Miscellaneous  Oration,  and  Rhetorical  Works 
On  Oratory  and  Oreton 
On  tlie  Nature  of  the  Gods,  Divination,  dec. 
Academics.De  Finibus,and  Tusculan  Questions.Offlcea, 
Old  Age,  Friendship,  &c.,  3s  6d 

Demosthenes*  Orations        

V.  I.  The  Olynthiacs.  Philippics,  dtc.  3s  8d 
y,  i.  On  the  Crown  and  on  the  Embassy 
V.  3.  Against  Leptines,  Midas.  Androtlon,  Ace. 
Y.  4.  Private  and  other  Orations 
Y.  A.  Miscellaneous  Orations 
Dictionary  of  Latin  and  Greek  Quotations 

Index  Verborum,  1st  or  bound  with  the  Dictionary, 6s 
Diogenes.  Laertlus.  Litcs  of  the  Philosophers 
Kunpides,  2  v. 

Greek  Anthology,  translated  mto  literal  English  Prose 
Greek  Romances  of  Heliodorus,  Longus.  and  Achillea 

Tatius 
Herodotus  t  Literal  Translation,  by  Rev.  H.  Cary,  M.A. 
Hesiod:  Callimachus  and  Theognls 
Homer's  Iliad,  in  English  Prose,  by  an  Oxonian 

Odyssey:  Hymns.  *c.  _  «  «^ 

Horace,  literally  translated  by  Smart,  3s  6d 
Justhi.  Cornelius  Nepos,  and  Eutropius 
Juvenal,  Pershu,  Suinicia.  and  Lualius 
Livy,  literal  Translation,  4  V.  ^     „  «   „     ^ 

V.  1.  Books  1  to 8.    V.  8.  Books9  to  96.    Y.  3.  Books 
97to  36.    V.  4.  Books  37  to  the  end 
I^ucan's  Pharsalia,  by  H.  T.  Riley 
Lucretius 
Martial's  Epigrams 

Ovid's  Works,  literally  translated  into  English  Prote,  in 
3t. 

Y.  1.  Fasti.  Tristia,  Epistles,  he.     Y.  9.  Metamor- 
phoses.   V.  3.  Heroides.  Ainoun,  &c. 
Pindar,  literally  translated  into  Prose  by  Dawson  W* 

Turner 
Plato's  Works,  translated  by  Cary  and  others,  6  t. 
V.  1.  ApolMy  of  Socrates,  Crito,  Phsedo,  Ac. 
Y.  9.  The  iCroublic,  Timcus,  and  Critias 
Y.  3^Meno,  Euthydemus,  the  Sophist,  Statesman,  he, 
Y.  47Philebus.  Charmides,  Laches,  he, 
Y.6.  The  Laws  ..  .  „    . 

Y.  6.  Containing  the  DoubtfUl  Works 
Plautus's  Comedies,  9  ▼. 
Pliny's  Natural  History.  6  r. 
Pzopertius,  Petronius,  and  Johannes  Secundus 
Quintilian's  Institutes  of  Oratory 
Sallust,  Florus.  and  Velleius  Paterculus 
Sophocles,  the  Oxford  Translation  revised 
Standard  Library  Atlas  of  Classical  Geography,  fanp. 
8vo,  7s  6d 

Suetonius.  Lives  of  theTwelTeCsesars,  and  other  Works 
Tacitus,  literally  translated,  9  ▼. 

V.l.  The  Annals.  ... 

Y.  9.  The  History,  Germanw,  AgricoU,  he 
Terence  and  Phsedrus 
Theocritus,  Blon.  Moechus,  and  Tyrtmis 
Thucydides,  literally  translated  by  Dale,  9  v.,  each  3b  6d 
Yirgil,  literally  IransUted  by  Davidson,  3s  6d 
Xenopbon's  Worlcs,  3  v. 

Y.  1.  The  Anabasis  and  Memorabilia 

Y.  2.  CyropaNlia  and  Hellenics 

Y.  3.  Minor  Works 
BOHN'S   ECCLESIASTICAL   LIBRARY,  price  6s  per 

volume. 
Eusebius*  Ecclesiastical  History 
Philo  Judaeus,  Works  of,  the  contemporary  of  Josephus, 

in4v. 
SocraUs'  Ecclesiastical  History,  in  continuation  of  Eu- 
sebius' 
Sosomen's  Ecclesiastical  Hbtory  from  a.d.  394--446 
Thecdoret  and  Evagrius;  Ecclesiastical  Histories 

BOHN'S  ENGLISH  GENTLEMAN'S  LIBRARY,  8vo, 
9s  per  vol.  H.  Bohn. 

Muc well's  Life  of  the  Duke  of  Wellington,  3  vols. 
Montagu  (Lady  Wortley)  Letters  and  Works,  edited  by 

Lord  WiuimcHfre,  2  vols 
Walpole  (Horace)  Entire  Correspondence,  in  9  vols. 
Walpol^s  Anecdotes  of  Painting  in  England,  by  Ralph 
N.  Woroum,  Esq.,  3  vols. 


BOHN*S  EXTRA  YOLUMES.    3s  6d  per  volume. 
Boccaccio's  Decameron 
Cervantes'  Exemplary  Novels 
Orammont  (Count)  Court  of  Charles  the  Second 
Hamilton  (Count)  Fairy  Tales 
Heptameron.  by  Margaiet  of  Navarre 
Rabelais'  Works,  9  v. 

BOHN'S  HISTORICAL  LIBRARY,  fis  per  volume^ 
Evelyn's  Diary  and  Correspondence,  4  v. 
Jessrs  Court  of  England  during  tlie  Stuarts,  3  ▼. 
Memoirs  of  the  Pretenders  and  their  Adherents 
Nugent  (Lord)  Memorials  of  Hampden 
Pepys'  Diary  and  Correspondence.  4  v. 

BOHN'S   HISTORY  OF   FRENCH  MEMOIRS,  3s  6d 

Eir  volume 
emoirs  of  Philip  de  Commines,  4  v. 
Memoirvof  the  Duke  of  Sully,  4  v. 

BOHN'S  ILLUSTRATED   LIBRARY,  3s  per  volume 
(excepting  those  marked  otherwise). 
Allen's  Battles  of  the  British  Navy,  9  v. 
Andersen's  Danbh  Legends  and  Fairy  Talcs 
Ariotto^s  Orlando  Furtoso,  9  v. 
Bechstein's  Cage  and  Chamber  Birds,  5s  s  or,  with  ths 

plates  coloured.  7s  6d 
Bonomi's  Nineveh  and  its  Palacea 
Butler's  Hudibras, 5s  i  or,  further  illustrated  with 69  out- 
line Portnuu,  9  v.,  10s 
Cattermole's  Evenings  at  Haddon  Hall 
China:  Pictorial,  Descriptive,  and  Historical 
Cruikshank's  Three  Courses  and  a  Dessert 
Dante,  translated  into  English  Yerse  by  I.  C.  Wright 
Didron's  Christian  Iconography,  a  History  of  Chrislian 

Art 
Gil  Bias,  the  Adventures  of,  with  94  engravinn,  6s 
Grimm's  Gammer  Grethel ;  or.  German  Fairy  Tales,  3s6d 
Holbein's  Dance  of  Death,  and  Bible  Cute,  9  v.  in  1, 7a 6d 
Howttt  (Mary)  Pictorial  Calendar  of  the  Seasons 
Howitt  (Mary  h  W.)  Stories  of  English  and  Foreign  LUb 
Hunt  (Leigh)  Book  for  a  Comer 
India :  Pictorial,  Descriptive,  and  Historical 
Jesse's  Anecdotes  of  Dogs,  fis ;  with  34  engravings,  7s  6d 
Kitto's  Scripture  Lands  and  Biblical  Atlas,  5s  i  with  the 

Maps  coloured,  7s  6d 
Krummacher's  Parables 

-     "'  •  *"  Edom,  and  Holy  Land 

Personages  of  Great 


Lindsay  (Lord)  Letters  on  Egypt. 
Lodge's  Portraits  of  Illustrious 


Bntain,  8  v. 
Longfellow's  Poetical  Works,  complete 

Prose  Works,  complete 
Marryat's  Masterman  Ready 

Mission  i  or.  Scenes  In  Axncs 

Pirate  and  Three  Cutters 

Privateer's-man  One  Hundred  Yean  Ago 

Settlers  in  Canada 
Maxwell's  Victories  of  Wellington  and  the  British  Armies 
Michael  Angek>  and  Raphael ;  their  Lives  and  Works 
Miller's  History  of  the  Angk>^axonB 
Milton's  Poetical  Works,  m  9  v. 

V.  1.  Paradise  Lost 

Y.  9.  Paradise  Regahied,  and  other  Poems 
Mudie's  British  Birds,  2  v.  i  or,  with  the  plates  coloured* 

each  7s  fid 
Naval  and  Military  Heroes  of  Great  Britain,  6s 
NIcolini's  History  of  the  JesuiU 
Norway  and  its  Scenery :    Price's  Journal,  with  large 

Additions 
Paris  and  its  Environs,  including  Yersailles.  he, 
Petrarch's  Sonneu,  and  other  Poems,  English  Yerse 
Pickering's  Hi»tnry  of  the  Races  of  Mant  or,  with  ths 

plates  coloured,  7s  fid 
Pictorial  Handbook  of  London 
Pictorial  Handbook  of  Modern- Geography,  by  H.  O. 

Bohn,  6s :  or,  with  the  Maps  coloured,  7s  6d 
Pope's  Poetlral  Works,  edited  by  Camiihers,  9  v. 

-  Hornet's  Iliad,  with  FUxroan's  Designs 
— »  Homer's  Odyssey,  with  Flaxman's  Desiiins 

—  Life,  including  many  of  his  Letters,  by  Camithen 
Pottery  and  Porcelain,  a  Guide  to  the  Knowledge  of,  5s  $ 

coloured,  10s  6d 
Prout  (Father)  Reliques,  9  v.  In  1, 7s  6d 
Recreations  in  Shooting,  by  Craven 
Redding's  History  and  Description  of  Wbies 
Robinson  Crusoe,  with  Illustrattons  by  Stothsr    and 

Harvey 
Rome  in  the  19th  Century,  5th  edit..  9  v. 
Southey's  Lifb  of  Nelson,  64  engravings 
Starling  (Miss)  Noble  Deeds  of  Woman 
Stuart  and  Revett's  Antiquities  of  Athens 
Tales  of  the  Genii 
Tasao's  Jerusalem  Delivered 
Walker's  Manly  Exercises 
Walton's  Complete  Angler,  edited  by  Jesse  i  or.  with  ths 

further  addition  of  96  engravings  on  steel,  7s  6d 
Wellington.  Life  of.  by  an  Old  Soldier 
White's  Natural  Hbtory  of  Selbomei  or,  with  the  plate 

coloured.  7s  6d 
Young  Lady's  Book;  a  Manual  of  Elegant  Reeres- 

tioas,  7s  6d;  or.  dolh  gilt,  gilt  edges,  9s 

BOHN'S    PHILOLOGICAL    AND   PHILOSOPHICAL 
LIBRARY.    5s  per  volume. 
Hegel's  Lectures  on  the  Pbiloaophy  of  History 
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COLLECnOKS,    LIBRARIES. 


Bokm't  PhiMoqiwi  mttd  PkComphiml  liBiWf    cuiiliBued. 
Kant's  Critiaij«  of  Pun  Reuno 
Loire  \  or,  the  Scieocr  of  Inferanoe.  bj  J.  Derey 
Lowndes'  Bibliognipher's  Manual  of  EoclUi  Liieiataie. 

Parts  I.  to  X.,  <«ch  as  fkl 
Tenneroann's  Manual  of  the  H  {story  of  Philoaophy 
Turnef  (Dawson  W.)  Notes  to  Herodotus 
Wherler't  AnatysU  aod  Sumowry  of  HerodoCiu 

Analysis  of  Thucydides 
Wriffhc  (TlwMBaa)  Dieiioury  of  Otoolete  aad  Provincial 

Bnglish,9T. 

BOHN*S  ROYAL  ILLUSTRATED  SSRIBS.   H.  Bdhn. 
Bartlett's  fW.  U.)  Footsteps  of  Our  Loid  and  his  Apoa- 

tics.  7s  fid 
■  Forty  Days  In  the  De«ert.  7«  M 

Thf'  NileRoat  t  Glimpses  of  Egypt.  »ro,  ?■  M  * 

jMBeiTs  (G.P.R.)  Book  of  the  Passioas.  cr.  8vo.  7*  6d 

Marryat's  Poor  Jaak.  9$ 

Roscoe's  North  and  South  Wales,  9  vols.,  each  Ilk  6d 

BOHN'S  SCHOOL  AND  COLLEGE  SERIES. 

The  New  Tcatament.  in  Greek,  Griesbach's  text.  doth. 
as6d2  oc.  with  a  eompleie  Greek  and  English  Lexi- 
con, fit 

BOHN*8  SCICNTIPIC  LIBRARY,    te  per  Tolaine  (ex- 
cepting those  marked  otherwlaet. 
Agassis  and  Gaukfs  Cnmparxrive  Phyviolofry 
Bacon's  Novum  Organum  and  Advancement  of  Lenraing 
Blair's  Chronokigicsi  Tables.    Double  volume,  10s 

Index  of  Dates.    Doubie  volume.  His 
B«illey*s  Manual  of  Tcchnicni  Analysis 
Brldgewater  Treatites  :— 
Chalreers*  Moral  and  Intelleetval  ConsUtution  nf  Man 
Kidd  on  tlie  Adaptation  of  External  Nature  to  Man, 

as6d 
Kirby  on  Habits  and  Instincts  of  Animals 
Prout's   Treatise  on   Chemtotry,    Meteorolocy,   and 

Digettion 
Whewell's  Astronomy  and  General  Physiea,  Ss  6d 
Carpenter's  Animal  Phyfciology.  6s 
Mechanical  Philosophy,  Astronomy,  and  Horol<^ 
Vegetable  Physioloay  and  Systematic  Botany,  6s 
Zoology,  S  v..  each  6s 
ChevreuT  on  Colour.  As ;  or,  with  an  additional  Scries  of 

16  Plates  in  eolours.  7«  9A 
Comte's  Philosophy  of  the  Sdenees 
Ennemoser's  Hlstoiy  of  Majclc.  9  v. 
Handbook  of  Domestic  Medicine,  by  Dr.  H.  Daviai 
Handbook  of  Games,  by  various  Amateun 
Hind's  Introduction  to  Astronomy 
Hogg  (Jabei)  ElemenU  of  Expaimental  aad  Natonl 

Pliilosophy 
Humboldt's  Cosmos,  V.  1  to  4,  eaeh  3s  6d  i  V.  5. 6s 
Personal  Narrative  of  his  Travels  In  Americaa  3  T. 
Views  of  Nature 
Humphrey's  Coin  Colleotor'k  Manual,  9  v. 
Hunt's  Elementary  Physios 

Poetry  of  Science 
Index  of  Dates.— <Sw  Blair's  Chronological  Tables) 
.    Joyce's  Scientific  Dialogues 

Jussieu's  (De)  Elements  of  Botany.  6s 
Lectures  on  Panting,  by  the  Royal  Acadonicians 
Mantell  iDr.)  GeologicsJ  Excunionst  Isle  of  Wight  and 
Dorsetshire 

Medals  of  Creation ;  First  Lessons  in  Oeolocy,  9  v.,  16s 
Petri fnctions  and  their  Teachings,  6s 
Wonders  of  Geology  1 8  v..  each  7s  6d 
Morphy*s  Games  of  Chess 
Oersted's  Soul  in  Nature.  Jcc. 

Rfchardnon's  Geology,  Mineralogy  and  Palssontology 
Sehouw's  Earth,  Planu.  and  Man.  and  KobeU's  Mineral 

Kingdom 
Smith  (Pye)  Geology  and  Scripture 
Stanley's  Principal  Painters  of  the  Dutch  and  Flcmbh 

Schools 
SUunton's  Chess-Player's  Companion 
Ghsas-Player's  Handbook 
Chess  Praxis,  a  Supplement  to  the  Handbook,  6s 
Chess  Tournament  of  1S51 
Stockhard's  Agricultural  Chemistry 

Principles  of  Chemistry 
Ure  (Dr.- A.)  Cotton  Manufacture  of  Great  Britain.  9  v. 
Philosophy  of  Manufactures,  double  volume,  7i6d 

BOHN'S   STANDARD    LIBRARY.     Post  8vo.  doth, 

as  6d  each  Vol.    H.  Bohn,  now  BeU  *  Daldy. 

Bacon's  Essays,  Ac* 

Beaumont  and  Fletcher,  Selections  fhnn,  by  Leigh  Hunt 

Beckmann's  History  of  Inventions  and  Discoveries,  9  v. 

Bremer  (Miss)  Works,  translated  by  Mary  Howitt,  4  v. 
V.  1,  The  Neighbours.  &c. ;  V.  9.  President's  0>«ugh. 
ter  t  V.  3,  Home,  and  Strife  aad  Peace;  V.  4,  A  Diary, 
the  H Family,  Ac  ' 

Butler's  Anak»v.  and  Semons 

Carafts  of  Madaaloni,  and  Naples 

CarrrPs  History  of  the  Counter  Revolution  England,  Ac. 

Cellini  (Benvenuto)  Memoirs  of 

Condi's  Dominion  of  the  Arabs  in  Spain,  3  v. 

Cowper's  Complete  Wotks.  by  Southey.  8  v.    V.  1  to  4, 
Memoir  and  Correspondence;     V.   5  and  6.  Poetical    I 
Works;  V.  7*  Homer's  Uiad ;  V.  8,  Homer's  Odyssey       | 


Batumi  Stamditr*  U&rwy-eontfnned. 

Coxe^s  Memoirs  of  the  Duke  of  Marlbovooc^,  3  v.; 
Atlas.  4CO.  Ids  6d 

Coxe's  Hiitory  of  the  House  of  Austria,  4  ▼. 

De  Lolrae  on  the  Constitution  Kii  England 

Foster  (John)  Critical  Essays.  9  ▼. 
Essays  on  Decision  of  Cliaractcr.  ftci 
Essays  on  the  Evils  of  Popular  iKnoeance 
Fosteriana :  Thoughts,  Reflections,  *c,  5a 
Lectures,  9  v. 
Lifo  and  CMranondence.  9  v. 

Fuller  (Andrew)  Principal  Works 

Goethe's  Works.  5  v.  V.  1  and  9,  AntobluginpiiT  and 
Travels;  V.  3.  Faost.  Iphigcnia.  &c.;  V.  4.  No«eb 
and  Tales;  V.  6.  Wilhehn  ifeister's  Appicntnaliip 

Oregory  (Dr.)  Letters  on  the  Evidences 

OuiaoC^s  Hi 


History  of  Representative  Govt 

History  of  the  English  Revolntion  of  1640 
History  bf  avilixatkm.  3  v. 
Hall  (Robert)  Miseellaneous  Works  aad  ResDaioB 
Heine's  Poems.  In  the  onginal  Metxea 
Hungary :  iu  Htstonr  and  Revolntioas 
Hutchinson  (Colonel)  Memoirs  of.  by  hb  Widov,  Lncy 
James  (G.  P.  R.)  Ufe  of  Richard  Cte^r  de  Lion.  9  v. 

History  of  the  Life  of  Louis  XIV..  9  v. 
Junius*s  Letters.  Woodfall's  edition,  and  ft4*«TlfflM.  9  v. 
Lamartlne^s  HIstorv  of  the  Girtmdisu.  8  v. 

History  of  Restoratkm  of  Monarchy  in  Praneeb  4  v. 

History  of  the  French  Revolution  ti  1848 
Lanal*is  History  of  Painting,  by  Roseoc.  3  t. 
Locke's  PhUosophical  Woiis,  i  v. 

Life  and  Letters,  by  Lord  King 
Luther's  Table  Talk,  by  W.  HuUtt 
Machlavelli's  History  of  Florence,  and  other  Woehs 
MenaeTs  History  of  Germany,  3  v. 
Michdet's  Life  of  Luther,  by  W.  Haxlitt 

History  of  the  Roman  Republic,  by  HuHtt 

History  ai  the  French  Revolution 
Mignefs  History  of  the  French  RevolnUon 
Vilton's  Prose  Works,  6  v. 
Mitford  (Miss)  Our  Village,  9  v. 
Neander's  Church  History.  10  v. 

Life  of  Christ 

First  Pbmtingof  Christianity.  4re.,  9  ▼. 

History  of  CImstian  Dcvpnaa.  9  v. 

Christian  Life  in  the  Early  and  MMdlc  Ages  * 
Oekley 's  History  of  the  Saracens 
Ranke's  History  of  the  Popes.  transL  by  E.  Foster,  3  v. 

HUtory  of  Servia  and  the  Servian  Revnltttloo 
Reynolds  (Sir  Josh.)  Litersry  Works,  with  McaaBir,9  v. 
Roscoe's  Life  and  Pontificate  of  Leo  X.,  9  ▼. 

Life  of  Lorenao  de  Medid 
Russia.  History  of,  by  Walter  K.  Kelly,  9  ▼. 
Schiller's  Works,  4  v.    V.   I.  History  of  the   Thirty 

Yean'  War;  V.  9.  Revolt  of  the  Netherlands.  &c  ; 

y.3.  Don  Carlos.  Mary  Stuart.  4m.  ;  V.  4.  Robbers, 

Sehlegel's  iBsthetlc  and  Miscellaneous  Works 

Lectures  on  Dramatic  LIcenturo 

Lectures  on  Modem  History 

Lectures  on  the  History  of  Literatttre 

Lectures  on  the  Philosophy  of  History        ^ 

Philosophy  of  Life  aodLangvage  ^ 

Sheridan's  Dramatic  Works  andLife 
Si^nondl's  History  of  the  Literature  of  the  Sonth  of 

Europe.  9  v. 
Smith  (Adam)  Theory  of  Moral  Scntimenta 
Smyth's  L,ectures  on  Modem  History,  new  edit.,  9  v. 

Lecture  on  the  History  of  the  French  RevolotioB.  9t. 
Sturm's  Morahig  Communings  with  (3od 
Tavlor  (Jeremy)  Holy  Living  and  Dying 
Thierry's  History  of  the  Conquest  ofbigland  hy  the 

Normans.  9  v. 

Historv  of  the  Tiers  Etat,  9  v.  in  1, 6s 
Vssari's  Lives  of  the  Painters,  5  r. 
Wheatley  on  the  Common  Prayer 

UNIFORM  WITH  STANDARD  LIBRARY. 
British   Poets,  ttcm  Milton  to  Kirke  White,  Cahineft 
EdiUon,  in  4  v..  eM^h  3s  fid  ^^ 

Carv's  Translation  of  Dante.  Tk  fid 
Chlllingworth's  Religion  of  Protestants,  3k  fid 
ClassicTales,  Cabinet  Edition. 3s fid 
Demosthenes  and  Aschines,  translated  by  Lcland.  3fe 
Dickson  and  Mowbray  on  Poultry,  edited  by    Mrs. 

Loudon,  5s 
Henry  (Matthew)  Conmentaiy  on  the  Pmhos,  4s  fid 
Hofland's  British  Anglerls  Manual,  bv  Ed.  Jesse.  7s  fid 
Horace^s  Odes  and  Episodes,  tr.  by  W.  SeweU.  3s6d 
Inrlng's  (Washtagton)  Woiks,  10  v..  sSs,  or  3s  fid  per  voL 
V.T  Salmagundi  aad  Knickerbocker  "  -■  «» I"  ^w- 
V.  9.  Sketch  Book  and  Life  of  Goldsmith 
V.  3  Bncebridge  HaU  and  Abbot<ford  and  Newitettd 
V.  4.  Tales  of  a  Traveller  and  the  Alhambn     ^^ 
V.  6.  Conquest  of  Granada  and  Conquest  of  Spnia 
V.  6  and  7.  Life  of  Columbus  and  Companions  of  Co- 

lumlnis 
V.  8.  Astoria  and  Tour  on  the  Prairies 
V.  9.  Mahomet  and  his  Successors 
V.  10.  Conquest  of  Florida  and  Adventures  of  Ccntoin 
Bonneville  -r*«i« 

Irvine's    Life  of  Washington.  Sequel  to  Washhuttow 
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Vnifigjn  mak  Bok»'*  Shmdard  Ubrwrf    contlaqed. 
Irving  (WtfhiDctob)  Life  and  Letters,  by  his  Nephtw, 

Pictre  E.  Irvunc.  2  v.,  each  Ss  6d 
Joyce's  lotrodMCtlon  to  the  Arts  and  Selenees,  as  6d 
Lawreaoe's  Leeturct  on  ComparatiTe  Anatomy,  te 
Lilly's  Introduction  to  Astrology,  by  Zadkiel.  M 
MUlcr's  PhUosophy  of  History  .In  4  t..  each  3s  6d 
Parkes*  Elementary  Chcmbtiy.Sied 
Shakspeare^s  Plays  and  Poems,  diamond  type,  3s  6d| 

with  40  outline  steel  engravings,  cloth,  gilt  edges,  5s 
The  Political  CyclopsedU.  in  4  ▼..each  3s 6d}  also  fat 

a  ▼.,  leather  back,  cloth  sides,  15s 
The  Wide,  Wide  World,  by  Elisabeth  WetheieU,  3s  6d 
Unde  Toln*s  Cabin,  with  8  lUnstraUoDS,  Ss  6d 

BOHN*S  VARIOUS  LIBRARIES. 
Antiquarian  Library,  4A  v.,  £IQ 
Brittoh  Classics, »  ▼.,  £5  Is  0d 
Cheap  Series.  74  v.,  £i  19b  6d 

Oaaslcal  LIbnrr  (indudfaig  the  Atlas).  80  ▼.,  £81  18s  6d 
Eedesiastlcal  Library.  8  v.,  40i 
Extra  Volumes,  7  v.,  24s  6d 
Historical  Library,  13  v..  0Sa 
Illustrated  Library,  76  v..  £19  its 
Library  of  Prench  Memoirs,  6  ▼.,  21s 
PhHokwical  Library,  19  v..  8ns 
ScicntiSe  Library,  (0  v.,  £16  4s 
Standard  Library  (Including  the  Atlas  to  Cose's  Mail- 

boroogh).  10Ov.,£8615s 
XJnifonn  with  the  Standard  Library,  43  ▼.,  £83s  6d 

BURNS*S  CABINET  LIBRARY  FOR  YOUTH,  18mo, 
1847.        , 
Andersen  (H.  C.)  Tales  for  the  Young,  3s 
Book  of  Fables  and  Allegory,  2s  6d 
Book  of  Poetry,  2nd  edHkm,  2s 
GulUver's  TmveU,  2s  6d 
Maberley's  Stories  from  Herodotus,  Si 
Flower's  Classical  Tales  and  Lefen^*  SiM 
Schmidts  HUtorlcal  Tales,  3s 

BVRNS'S   ENGLISHMAN'S  LIBRARY.     Roy.    18mo, 
oomnenoed  in  1810,  subsequently  reproduoed  in  FiicsMe 
Library,  at  reduced  prices. 
1.  Clement  Walton,  by  W.  Gresley.  M.A.,  Ss 
&  Scriptural  History  (O. Test),  bw  Dean  of  LiehfleM,  3s 

3.  Bishop  Patrick's  Pllgrfan,  and  Memoir,  2s  6d 

4.  Help  to  Knowledge,  by  T.  Chamberlain,  Is  3d 

5.  CompcndkMs  EceL  History,  by  W.  Palmer.  4s  8d 
&  Divine  Love,  by  Bishop  Ken.  2s 

7.  Lord's  Prayer,  ny  Robert  Anderson,  2b 

8.  Early  Bngnsh  Church,  by  E.  Churton,  4s  6d 
8L  Tales  of  the  Village,  by  F.  E.  Paget.  3s 

10.  Christian  Morals,  by  W.  Sewell,  &i 

U.  Publk  Worship,  by  Sherlock,  3s 

19.  Five  Empires,  l^  R.  I.  Wilberforoe,  3s  6d 

23.  Siege  of  Lichfield,  by  W.  Giesley,  4s 

14.  Sacred  HUtory  (N.  Test.),  by  Dean  of  Lichfield,  3s 


15.  Charles  Lever,  by  W.  Gresley,  3b  fid 

16L  Tales  of  the  VUlage,  by  F.  if.  Paget,  Part  2,  as  fid 

17.  Art  of  Contentment,  by  Lady  Paklngtoo,  3b 


18.  Tales  of  the  Village,  by  F.  E.  Paget.  Part  3,  Ss  fid 

19.  Forest  of  Arden,  by  W.  Gresley,  4s 

99.  Rutilius,  Stories  of  3rd  Age.  by  Wilberforoe,  4s 
n.  Massingberd's  English  Reformation,  5s 

29.  Teal^s  Lives  of  Eminent  Laymen,  1842, 4a  fid 
231  Selected  Letters,  by  Chamberlain,  4s 

94b  Orsaley's  Church  Clavering,  1843. 4s 

95w  Formby's  Visit  to  the  East,  7* 

98L  Pridden's  Present  State  of  Australia,  1848,  5s 

97.  Wilberforce's  (Bp.)  Episcopal  Church  of  Americt 

9&  English  Monachism.  by  S.  Fox.  Ss 

99.  Wilson's  Martyr  of  Carthage,  fcap.,  4s  fid 

30.  Todd's  History  of  Ancient  Irish  Church,  feap..  4sfid 

31.  Conlston  Hall,  by  W.  Gresley,  4s  fid 

39.  Lives  of  English  Divines,  by  W.  H.  Teale,  fisap.,  6s 

BURNS'S  FIRESIDE  LIBRARY,  with  Illustrations,  con- 
rocnoed  1845  (the  prices  marked  are  Mr.  Bums's  reduced 
prices),  1845^  Bums.  _ 

Evenbigs    with   the    Old    Churton's  (E.)  Early  Eng- 
Story-Tellers.  Is  fid  Ush  Church  J>art  2,  Is  4d 

The  Siege  of  Lichfield,  Is  8d    WUberforce^s  RutiHus  and 
Lucius.  2s 
Portrait  of  the  Emperor.  Is 
Caravan,  and  other  Tales, 

Is  3d 
Northern  Mhistrelsy,  2b 
Quentln  Matsysv  fid 
Wallenstein,  28 
Lives  of  Alfred  Moore  and 

Evelyn,  Is 
Select    raralar    Tales  of 

MusKus,  Is  9d 
LlesII,  and  Hetairieh  and 

Blanca,  fid 
Lays  and  Ballads,  English 


The  Siege  of  Lichfield,  is  Bd 
Ba]bds4l  Metrteal  Tales,2s 
Frank's  First  Trip  to  the 

Conttaient,  3b 
The  Five  Empires,  Is  fid 
Churdies,  their  Structure, 

Ac.,  Is4d 
FnUes  and  Sketdies,  9d 
Undhie,  by  Fouqu^,  9d 
LWes  of  fioglishmen,  three 

series.  esTlOd 
Peter  Schlemll.  fid 
Chureh  Clavering,  9b 
Fables  and  Par^M,9d 


and 


Loupouloir, 

Other  Talcs,  fid 
Fo<iqn4's  Magic  Ring,  el.,  5s 
Schiller's  (F.  von)  filaid  of 

Orleans,  Is  fid 
.*  William  Tell,  Is  fid 

Oroesi'S  (F.  von)  Maroo  Vis- 

eonti,  ck>th,  5s 
Churton's  (E.)  Early  Eng* 

Ush  Ghureh,  Part  1,  Is  Id 


[istory.  2s  fid 
German  Ballads,Songs,5ic., 

The  White  Lady.  9d 

Twelve  Nighu'^  Entertain- 
ments, 2s 

The  Sheik  of  Alexandria,  Is 

Lives  of  Cdebnted  Gieeka* 
ls9d 


Bumi»  FiretUe  LArsfy->continued. 

The    Physician    of    Mar-  Stories  and  Sketches  of  Lei- 

sellles,  fte.,  Is  fid  sure  Moments.  Is 

Household  Tales  and  Tn-  Fables  from  Dodsley,  Cxos- 

dltlottB,  2B  aU,  dEC,  9d 

Pagefs  Tales  of  the  VlUage  Lives  of   Cdehrated    Ro- 

PBit  1,  ls4d }  Pt.  9,  Is  fid  t  mans,  Is  9d 

Part  3.  Is  fid  Gresley 's  Forest  of  Arden^s 

—  Rich  and  Poor,  Pt  1,  Neale^s  Hierologus,  Part  1, 

Is  4d}  Part  9,1s  4d  Is  fid. ;  Part  9,  9s  8d 

Gresley's  (W.)  Clement  of  Oresley's   Charles    LietlBr, 

Walton,  Is  Od  ls8d 

BURNS'S  SELECT  LIBRARY  for  all  readers,  popular 
books  for  boys,  bound  and  Illustrated,  published  ooea- 
slonally,  commenced  1847. 

1.  Robinson  Crusoe,  4s  fid 

9.  Don  Quixote,  fis 

3.  Life  of  Dr.  S.  Johnson,  4s  Oi 

4  Tales  of  Adventure  by  Sea  and  Land,  3Bfid 

5.  History  of  the  French  Revohatlon,  fis 

7^8.  Ar.tbian  NighU,  selected  and  revised,  9  nds.,  12B 
10.  Beauties  of  German  Literature,  5s 
11  &  12.  Fvolssarf  s  Chranicles  of  England,  France,  and 
Spain.  9  vols.  8b 


r,  feap.  8vo 


CABINET  CLASSICS, pub.  by  . ^ 

Bums,  fis.  Cowper,  fis.  EUnbeth,  Is  fid.  Goldsmith's 
Poems  and  Essays;  2s.  Lamb's  Ulynes,  Is  fid.  Lady  of 
the  Lake,  Is  fid.  Lay  of  Last  Minstrel,  Is  fid.  LewiB's 
Romantk:  Tales,  2s.  Rokeby,  Is  fid.  Marmion,  Is  fid. 
Milton,  5s.  Paul  and  Virginia  and  Indian  Cottage, 
Is  fid.    Thomson's  Seasons,  2b.  Vksar  of  Wakefield,  9i 

CAMBRIDGE  GREEK  AND  LATIN  TBlTS,  Ifikno, 

Bell  and  DaMy. 
iBschylus,  cd.  Psley,  Ss 
Csnar  de  Bdio  Galiloo.  ed.  Long,  9b 
Cicero  de  Senectute  et  AmtcltiA.  ed.  LoBg ,  ItM 
Euripides,  ed.  Paley.  3  v.,  each  3b  fid 
Herodotus,  ed.  BlakeBley,  9  v..  7s 
Horatlus,  ed.  Maeleane,  9s  fid 
Lucrethu,  ed.  Munro,  9b  fid 
Novum  Testamentum  Grccum  Stephanki,  1560,  4r  fid, 

on  4to  writing  paper,  ftir  notes,  half-bound,  I9t 
Sallusti  Catiline  et  Jugurtha,  ed.  Long,  Is  fid 
Thucydides,  ed.  Donaldson,  2  v.,  7b 
Viiglllus,  ed.  Conington,  3b  Od 
Xenophontis  AnabaslB,  ed.  Maemkfaael,  2b  fid 

CAMBRIDGE     SCHOOL    AND     COLLEGE     TKZT 
BOOKS,  fcap.  8vo,  Bell  and  Daldy. 
Besant  (W.  H.)  Elementary  Hydrostatics,  4s 
Goodwin  (H.)  Elementary  DynaroScs,  3b 

Statics,  3b 

Hudson  (J.  P.)  Elementary  Trigonometry,  3b  Oi 
Wrigley  (A.)  Arithmetic,  &  Od 

CASSELL'S  LIBRARY,  12mo.  dodu 
Ferguson's  History  of  England,  Ss 
Footprints  of  Travellers,  is  fid 
Greatness  of  the  Britbh  Empire,  Is  fid 
History  of  France.  2b  3d 

Ireland,  2s  3d 

^—^  Scotland,  Is  fid 

the  Steam  Engine,  Is  Od 

Natural  History  of  Man,  Is  Od 
People's  Biographical  Dictionary,  3b 
Sailings  over  the  Gk>be.  IB  Od 
Wonders  of  the  Heavens,  Is  Od 

CATHOLIC  POPULAR  LIBRARY,  feap.  8to,  Bunit. 

1.  FaUola,  by  Cardinal  Wiseman,  3b  Od 

2.  Heroines  of  Charity,  Ss 

&  Life  of  St.  Frances  of  Rome,  by  Lady  Fullertno,  9b 

4.  CathoUc  LmndB  and  Stories,  9b Od 

5.  Witch  of  Melton  HiU,  9i  fid 

Ob  Pictures  of  Christian  Heroism,  as 

7.  Story  of  the  War  in  La  Vend^,  by  HIU,  4b 

8.  Tales  and  Legends  from  History,  as 

9.  Popular  Ancient  History,  by  Bridges,  3b 


10.  Popular  Modem  Hi^ry,  by  Bridges,  4s 

11.  Missions  in  Japan  and  Paraguay,  by  Miss  Caddell,  3B 

12.  Callista:  a  Tale  of  the  3rd  (>ntury,  by  Newman,  3s  Od 


13.  Life  of  St.  Vinoent  de  Paul,  by  Bedford,  3s 

14.  Alice  Sherwin :  a  Tale  of  the  Days  of  Henry  VIII., 

9s  Od 

15.  Life  of  St.  Fnmcis  of  Sales,  by  Omsby,  Si 

ancoiin  bsiiibs. 

1.  St.  Dominie  and  the  Dominicans,  as  Oi 

2.  Bonneval:  a  Tale  of  Paris,  2s  Od 

3.  Life  of  St.  Charies  Borromeo.  3s  Od 

4.  The  Knights  of  St.  John.  3b  Od 

5.  The  Patriots  of  the  Tyrol,  4s 

0.  Three  Chancellors:  wykeham,Waynfletc,  Ac  More,4B 
7.  Life  of  M.  Oiler,  by  Thompeon,48 

CHAMBERS'S  (W.  &  R.)  EDUCATIONAL  COURSE. 
DiRKCTORf  sa.  Infant  Treatment  under  2  Years  of  Age,  It 

Infant  Education  from  Two  to  Six  Years,  Is  Od 
Enoubh.  IstBookof  Reading,  under  0  Years  of  Age,  1H 
Second  Book  of  Reading,  more  advanced  pupils,  3d  • 
Simple  Lessons  in  Reading.  8d 
Lcason  Book  of  Common  Things,  8d 
Moral  ClaSB-Books,  advanced  Rcad&vc  Lcesons,  Is  8i 

5  V 
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COUECnONS,  TJBRARTR8, 


CkamUnfnW,S^R.)EdtumtUm0l 

Enf  lUh  Compodtlon,  lutroducClon  to,  6d 
btroductlon  to  EnglMi  Orammar,  new  edidon,  6d 
English  Grammar  and  Compodtion,  new  edition,  Is  9d 
Etymolofnr.  ExerdM*  on,  with  appropriate  Bxamplaa 

and  Exerciic*),  9» 
Elocution,  Principles  of,  as 
English  Language  and  Utentuie,  History  of,  Ss 
WRiTiifo.    In  1ft  Progmsire  Copy-Books,  each  6d i  in 
"""    '^         1i  3d  t  and  10  books,  each  Sd 


10 

DaAwriif«.    First  Drawing-Book*  Is 
Second  Drawing- Book,  Is 

Drawinc-Books,  PrograHiTe  Ussons.  18  bks..  ciu  Is  0d 
Mechanical  Drawing,  in  3  books,  each  Is  8d 
Architectural  Drawing,  In  3  books,  each  Ss 
laomccrical  Drawing,  in  9  books 

GaooaaraT.    Primer  Atlas,  9  4to  mane,  Ss  6d 
School  Atlas,  34  4lo  B»aps,  lOs  6d 
Large  Schoolroom  Maps,  ftft8in.by4ft.6in.  eadi 

l&i  ▼amished,  cachTu 
OtMraphteal  Primer,  6d 
.  .     England.  Geographical  Text-Book  of.  9d 
Seotlaad,  Geographical  Text-Book  of,  lOd 
Geography .  General  Treatise  on.  by  A.  F.  Fortcr,  8i 
HiaroaY.    Ancient  History.  Si  6d 
Greeee,  History  of.  Si  fld 
Rome.  Hlctory  of.  Si  6d 
British  Empire,  History  of  the.  9» 
Biography,  Exemplary  and  InstnictiTe,  9i 
A&iTaMBTic   AND   MATaiMATica.      Introdoctkai   to 
Arithmetic,  new  and  extended  edition.  Is 
Arithmetic.  Theoretical  and  Prutical,  te 
Key  to  Arithmetic,  a  Sequel,  Ss 

^.^..■*"*^  '**P-  *•»!»«   "^^^  «*»«>•  Kn*^. 

?  dookc,  is  3d 

Piiiii,  Ad^ptH  lo  DciuUi?  EntfTp  $  t>o4ks.  Is9d 

AlifLhrn.    T  N  vnfUL-al  »»"(  i'tACU^t  US 

K  '  '  I,  ft  SpVJLirL  ii  Fyd 

r  )\  Fi]>c  Sit  DodLa  of  Euclid,  8i 

»      K.I  UcotuHry,  ^ 

^;Ik1  Aiui  SjjMciicsl  r:«<ari,ctj-y  mnA  Conic Seetlons. Is 6d 

I*riii'Uc-.fi  1  MkUinti^tkiit  ntw  edicEun^-iiM 

Key  to  Pf^fftr^l  M,1■^1^t.^^itics,  old  o^rlii^n,  3B6d 

ScisNCB.    RndlraenU  of  Knowledge,  lOd 
.    Sciences,  Introduction  to  the.  Is 

Natural  PhikMophy :  1.  MaUer  and  Modon,  Laws  of, 
lOdt  S.  Mechanics,  1st  3.  Hydrostatics,  Ac,  lOdt 
4.  Acourtics,  1st  ft.  Optici,  1st  6.  Astronomy,  1st 
7.  Electricity,  Is  i  8.  Meteorology,  Is.  Illustrated  by 
wood  engravfaigs  t  or  in  2  v..  each  3s 

Chemistry,  illustrated  by  wood  engraTtaigs,  31 

Geology,  Illustrated  by  wood  engravings.  Si 

Zoology,  new  editkm,  850  wood  engratlnch  Ss  6d 

Anfanal  PhysiokHry,  Is  6d  ^^ 

Veeetable  Physiology,  Is  6d 

Political  Economy,  is  fid 
Lattn.    English  Notes  and  Prefisees : 

Ruddiman^s  RudlmenU  of  the  Latin  ToiMue,  lOd 

Latin  Grammar,  ElemenUry.  Is  fid 

Latin  Grammar,  Advanced,  3s 

Latin  Exercises,  ElemenUry,  Is  fid 

Latin  Exercises,  Advanced.  8s  fid 

Key  to  Advanced  Lathi  Exercises,  ii 

Phsedrus's  Fables,  Is  fid 

Nepos,  as  Qufaitus  Curtiui,  fii 

CsBsar  Ovid,  3s 

Sallust.  Is  fid  Horace,  3i 

V^*Jj«J«>Won,  V.  I,  Buoollos  and  Firat  Six  Books 

with  Index,  ai  *     ' 

J-^V'  2f.  Cicero,  9s 

Latin  Dictionary.  Latin  and  English,  bound.  9t 
Latin-English  Part,  new  edition,  fts 
English-Latbi  Pan,  4s  fid 
OaaMAN.  Edited  by  Dr.  Aue,  High  School,  Edlnborsh : 
First  German  Reading-Book,  Is  fid 
Second  German  Reading-Book,  8s  fid 
German  Grammar,  Elementary,  Is  fid 
German  Grammar,  Advanced,  ai 
German  Phrase-Book.  English-German,  Is  fid 
German  Synonyms,  Dictionary  of.  Is  fid 
German    Dictionary,    Part  1.  German-English.  4ii 
Parts,  English.Gennan,  4i.    1  voTt* ed/*^' 

•  ^j  _.  '''"O*  EpocATioiiAL  CoumtA, 
Introduction  to  Reading.  Ud  ^^ 

Reading  Lessons,  I^ 
Arithmetical  Primer,  1  Ad.    Key.  Id 
Grammatical  Primer,  lid 
Outlines  of  Geognmhy,  Ud 
-  HUtory,lJd 

Or  the  whole.  In  1  v.  Is 

^BPAaiD  TO  MB  IT  TRK  RBQUrEBMBHTa  OF  TBI 
•    --.«..       .  «>  .     R«V««D  COOB.- 

Inftat  School  Primer,  Ijd.    Standarf,  Na  1 .  4d.   No.«, 
«d.    No.  3,  ad.    No.  4.  Is.   No.  6,  is  3d.    No.  0.  Is  0d 


CHAMBERS'S   INSTRUCTIVE  AMD  ENTERTAIN. 

ING  LIBRARY,  ftap  8vo.  ctoth  lettered. 
American  Uterature,  3s  fid 
British  Museum,  4s fid 
Bums  (Ufe  and  Works  ofs  4  ▼.,  ISi 
Butlei^s  Anatogy  of  Rdlgioo.  and  Sdect  Sceinona.  8i  « 
French  Uterature,  by  Mrs.  A.  F.  Foster.  SB  «^ 
--— ■  Revoluttons.  tern  1789  to  1849b  by  T.  W.  Bed- 

kead.3v..7tfid 
German  Literature,  by  J.  GosCiek.  9s  fid 
Ouiiot's  History  of  Civilisation  hi  Europe,  with.  Tnmm 

on  DeaUi  Punishmenu,  and  Memoir,  bfid 
Hofner,  FrancU  (Memoirs  of),  2i  fid 
Italian  Literature,  by  Mn.  A.  F.  Foater.  SsBA 
Lamartinc's  Travels  in  the  East.  9  ▼.,  S§ 
Pkleys  Mccal  PhikMophy,  9»  fid 
— — ■  Natural  TheoKogy.  8s  fid 

Political  and  Social  Economy,  by  Jolm  Rfll  Buxtos.  9i  fid 
Sanitary  Economy,  8s  fid  ««-«.» wi 

Spanish  Literature,  by  A.  F.  Foeter.  3164 
Storica  of  the  Irish  Peasantry,  by  Mrs.  S.  C  HaB,  ft  fid 

CHAMBERS'S  LIBRARY  FOR-VOUNO  PEOPLE  in 
,  90  v.,  18mo.  doth  lettered,  each  Is.  ' 

1.  Alfred  hi  India  11.  Orlandino,  a  TUe 

9.  Clever  Boys  18.  Poems  for  Yoong  Pemde 

A  2S7  ^?„A?^****»-.  *^  Scotland  (History  ST^ 
4.  England  (History  oO  14.  Self-Denial,  Jaoopo.  *e 
ft.  Fireside  Amusements        Iftw  Stedfittt  Gabridi^ 

i 8.  France  (History  of)  Ifi.  Swans*  Egn 

Grandmamnu's  PockeU   17.  Tnie  Hooism 
Little  Robinson  la  Truth  end  Tnat 

,^  M.*?^  Courage  19.  Unde  Sam's  Mcaer-BeK 

10.  Old  England,  by  Miller    90.  Whisperar     """^  "" 


1.  Alice  Errol 

9.  Mkburomer  at  Hay  Lodge 
8.  My  Birthday  Book         "^ 
4^  Voiees  of  Spring  Flowen 
A.  Tales.  Songs,  and  Musie 

^^^Jf^^^JfOPLirs  EDITIONS.  roy.tvo.aew^i 
*itel?*^^**.*  new  edltfcms.  18mo.  clotiu  •^•"■~» 
Addison's  Mccal  and  Hunumras  Esttva.  3b  Sd 
Brydone^  Tour  through  SicUy  and  Malta,  la  M 
Burns*s  Poetical  Works.  9i  «."wi 

Proee  Works.  Is  fid 

Butler's  Anak«y  of  Reltekm,  Is  9d 
Caleb  Williaros.lOd  «~"*""" 
Chambers's  (W.)  Toar  hi  Holland  In  1838,  Is  fid 

Clark^TraveUin  RussufYSJ^JS  tI^^Hu 
Complete  English  Tradesman,  by  Defoe,  U™ 
?£l25f2J?r  PS!!?*™*«'  by  Mra.  E,  lUmUton.  la 
Crabbrt  Parish  Register,  and  other  Poems,  6d 
rSf"f2**  (Roberti,  the  Poetkal  Works  of.  9d 
♦Franklin's  Life  and  Miscellaneous  Wrltin«^«4d 
Grahame's  Sabbatii,  and  other  Poems,  ftd^ 
Ouixot's  HistoiT  of  CivOiaation  hi  Europe.  Is  4d 
History  of  the  Rebellion  in  Scodand.  Wh  A!r« 
Hogg's  Queen's  Wake,  a  Poem.fid  ^^ 

Hutton's  Court  of  RequesU,  Is 

i^*^*!?*"'*  Treat,  on  Agriculture  &  Dairy  Hnsbaadrr.  9i8d 
♦Julian,  or  Scenes  hi  Judea,  by  Ptoo.  i    r"""^'  "*■ 

\^^  2L^.*  Sf^',*^,_S*'  ^•"w  Scott.  9d 
Lunartine's  Travels  In  the  East,  3s  9d 

ffl  ^i  ^*J-^  MhMtrel,  by  Sir  Walter  Scott.  7d 
Life  of  Robert  Burns,  ls9d  ^^*  '" 

♦Locke'i  Conduct,  and  Bacon's  Essays,  Is  4d 
Mackenrie's  (Sir  Geoiw)  Travels  hi  Iceland,  la  4d 
Maloohn's  Travels  hi  Hhidustan  and  China,  Is  fid 

— —-- the  Burman  Empire,  la  6d 

♦Maritime  Discovery,  Is 

Mannion.  by  Sw  Walter  Scott,  lOd 

MiMelUny  of  Popular  Smttish  Poems.  8d 
Paley 's  Natural  Theokigy.  is  fid  ^^ 
♦Palinynt  Lettcn  ftom  Palmyra,  by  Plso. te 
♦Park  (Mungo),  Life  and  TravWofflsW 
Svl^n*'  Journey  beyond  the  Rocky  Mouataiaa.  Is  4d 
Popufatf  Rhymes  of  Scodand,  Is  9d     "•""~™-  "  «* 
Stephens's  Inddento  of  Travd  in  Egypt,  4te..9i 

Quetelefs  Treatise  on  Man,  3i      °"**'  ^'  ^  '^ 
♦Ramsay's  Sdeet  Poems  and  Gentle  Shephetd.  U 
Reynolds's  DiscourMs  on  tiie  Fine  Arts,  is 
Robtttson's  History  of  Scotbmd,  3s  fid 
♦RobinsonCrusoe,  Adventures  of,  by  Daniel  Ddbe  te 
♦Rome  and  tiie  Early  Christiana,  by  naoOte  "•*"••  " 
♦Sea  and  Shipwrecks;  Is    """^"y""-* 

SS'«"9**^!'  •  ''<>^«*»  ^y  **"•  BruBton.  9»  9d 
♦SUvto  PeUico,  Imprisonments  of.  Is 
Tennant's  Anster  Fair,  and  other  Poems.  8d 
The  Adventures  of  Roderick  Random.  Is  fid 
Vasa  (Gustevus),  History  of ,  Is  fid 
Vdricour's  Modem  French  Literature.  9i 
iy*?f  of  WakefieM.  Goldsroltii's.  U 
Wade's  History  of  tiie  WorUng  Claama.  aa3d 

CHAPMAN  AND  HALL'S  MONTHLY  SERIK  «# 
Oxlgtoal  Works  of  FIctton.  Bio«i^y.  ^*^SL2 
Literature.    Originally  issued  at^pervoKTadvSS: 

1,9.  Mount  Sorel,  9  Tols 


1885-«2] 


SBEIES^   BTC. 


8d] 


9. 

11. 

IS. 
IS. 
14. 
15. 
1«. 
18. 
SO. 
SI. 


oiMl  H«r«  MmlU^  Btri€»-<emtinwA, 

4.  The  Whiteboy.  by  Mn.  S.  C.  HaU,  S  nda. 
The  Life  of  Moart,  by  Hohnce 
Young  Ireland,  the  Faleon  FamUy,  1840 
Long  EngagenienU 
Life  ofGnning.  by  R.  BeU 
1&  Father  Darcy 
Camp  and  Barrack  Room*  1847 
Livet  of  Lovat  and  Diinean  Forbw«  by  J.  H.  Buitoii 
Ranthorpe,  by  E.  H.  Lewet 
Wayfkring  Sketches  among  Qraeka  and  Turka 
Bachelor  of  the  Albany.  184B      ^ 
17.  The  Half-SuUn.  by  Miat  O.  t.  Jewibury,  9  vola. 
19.  Mary  Barton,  8  Tola. 

Robespierre  (Ufe  of  Ifaximilian).  by  H.  O.  Leww 
Townsend's  (J.  P.)  New  South  Waka 
SS.  Fanny  Harvey,  9  vols. 
SL  John's  (B.l  LeTantine  Family 
28.  M orley's  Life  of  Bernard  Palissy ,  9  vols. 
88.  Barton's  Criminal  Trials  in  Scotland,  9  vola. 
Diary  of  Martha  Belhem  Baliol 
Jerome  Carden,  by  Author  of  Palisty 
Steve  Son  (The),  by  Mrs.  W.  S\  Wflkins 
Tiantmutatiou;  or,  the  Lord  and  the  Lout 
Walk  to  the  Land's  End 


SS, 
S7, 
S9. 
9V. 
31. 
38. 
33. 

CHAPMAN   AND   HALL'S    READING    FOR   TRA- 
YELLERS.     A  New  Library  of  RaUway  Liteiatuie, 
eommenoed  in  18S9,  feap.  8vo : 
Bums,  by  T.  Carlyle,  Is 
Charles  Oie  Second,  by  C.  Barker,  Is 
Floiian  and  Creseena,  by  Auerbadi,  Is 
Franklin's  Footsteps  thy  C.  R.  Markham,  ls8d 
Hungarian  Emigration  into  Turkey,  la 
Magicaad  Witchcraft.  Is 
MoDtencero,  by  KmsinskI,  Is  0d 
Old  Roads  and  New  Roads,  Is 
Pictures  fkom  the  Bast,  by  J.  Capper,  Is  0d 
Samuel  Johnson,  by  T.  Carlyle,  is 
Sir  P.  Sidney  and  uie  Areadb,  by  J.  Cioidey,  la 
Village  Doctor  (The),  la 
▼iBlt  to  Belgrade,  Is 

CHAPMAN  AND  HALL'S  SELECT  LIBRARY  OF 
FICTION.  RepriBU  of  Poputer  Novete,  at  Si  each. 
Bachelor  of  the  Albany ;  Bilthedale  Romance,  by  N. 
Hawthomet  Cranfordi  Half-Sisters,  Inr  Mtas  Jews- 
bury}  Head  of  the  Family;  LIsaie  Leigh,  and  other 
Tales :  Mary  Barton;  My  Uncle  the  Curate ;  Ogllvies; 
Olive  I  Ruth;  The  Falcon  Family  i  The  Wluteboy, 
by  Mra.S.  C.Hall 

Price  If  each  Novel. 
Custaee  Conyers,  by  Hannay ;  Maretimo,  by  B.  St.  John  i 
MdHnoourt;   The  Falcon  Family;  Two  Yaara' Rasi- 
denoe  in  a  Levantine  Family,  by  B.  St.  John 

CHAPMAN  AND   HALL'S   STANDARD  EDITIONS 
OF  POPULAR  AUTHORS,  crown  8vo.  As  each. 
Ainawortb  (W.  H.)  Constable  of  the  Tower 
prurylAnna)  Misrepresentation 
GMkell  (Mrs.)  North  and  South 
Houdln  (R.)  Memoirs:  Ambassador,  and  Cot^luror 
JcnAeson  (C.)  OHve  Blake's  Good  Work 
Market  Harborough;  and  Inside  the  Bar 
Muloch  (D.  M.)  Head  of  the  Family 
Sale  (G.  A.)  Gaslight  and  Daylight 
Smith  (AUk)  WUd  Oats  and  Dead  Leaves 
Thackeray  (W.  M.)  Irish  Sketch-Book,  Illustrated 
Tilbury  Nofo,  by  the  Author  of  Digby  Grand 
Trollope(A.)  Bertrams 
■  Castle  Richmond 

■  Doctor  Thome 
KellysandtheO'KellyB 


>  Maodermottt  of  Ballycloraa 
(SpanisI 
TroUope  (T.  A.)  La  Beata ;  and  A  Romeo  and  Juliet 


.  West  ladte  and  the  Spanish  Mala 


WiUa  (W.  U.)  Old  Leaves  f^om  Household  Worda 

CHARTERHOUSE  SCHOOL  BOOKS. 

Eztracufhnn  Greek  Authors,  19mo,  4s  (M;  LaUn,  6s  9A 
Greek  Rudiments,  19mo,  3s 

Homeri  Illas.  Ub.  1, 9,  with  Vocabulary,  19mo,  4a  6d 
Latin  Exercises,  19mo,  4s ;  Latin  Rudiments,  ISmo,  8f 
Lynm  Orathmes,  H  Taciti,  Vlu  Agrlcolc,  I9mo,aB  8d 
Manual  of  Definitions,  4kc,  Eudid,  19mo.  9s 
Srieetkm  of  English  Prose,  post  8vo,  lOs  8d 
Seleetkms  Atom  the  Spectator,  Ac.,  19rao,  fis  8d 

_ in  Prose  flmr  Translating,  19mo,  4s 

from  Cloen>(  for  TrMsiating,  94mo,  9i 


•Xenophon  for  TranslaUng,  19mo,  9i 
of  English  Poetry,  19mo,  Ssld 
r  of  Words  (Four  Gospels),  Greek,  18mo,  4s 


CHEAP  LIBRARY.    Simpkin.  1861-9 
Sinclair (Cath.)  Beatriee,  Is;  Country  Hoapitallty,  Is; 
Holida^ouse,  ls6d;  Jane  Bouverie,  Is;  Journcnr  of 


Life,  ls6d;  Modem  Acooropllihmcnts,  1s6dt  Mod* 


Flirtatioos,  lat   Modem  Sodet 
Mairian,  ls«d;  Soothmdand 
aadw9sh,ls6d 


Walei 


CHRISTIAN  LITERATURE,  a  Series  of  Standard  Ttx* 
Books  OB  Chrlatian  Faith  and  Practice,  in  royal  8vo* 
double  colunma  (in  detached  portions^   H.  O.  Bohn. 


CkrUHm  Ltteraliira-coBtlnued. 
Boston's  Crook  In  the  Lot:  or,  the  Sovrrrignty  and 

Wisdom  of  God  to  the  Afflictions  of  Men,  9a 
Campbell's  Dissertation  on  Miracles,  is 
Chandler's  Ptein  Reasons  for  being  a  Christian,  4d 
Guild's  Moses  Unveiled,  Is 
Hopkhtf's  DIseourscs,  9s  9d 
— —  Discourses  on  Regenentlon,  Ss  6d 
■  Vanity  of  the  World,  and  Exposition  on  the 

Lord's  Prayer,  9s 

The  Almost  Christian  Discovered,  9b  Od 

—  Exposition  upon  the  Ten  Commandments,  3s 
Miscellaneous  Sermons,  3s 


Jenyns*s(S.)  Internal  Evidence  of  the  Christian  Re* 

ligion,9d 
Leslie's  Short  and  Easy  Method  with  the  Deist,  M 
«  Short  and  Easy  Method  with  the  Jews.  Is 

Truth  of  Christiaolty  Demonstrated,  6d 

Lcss's  (Prof.)  AuthenUdty  of  the  New  Testament.  Is  6d 
Magee's  Dissertations  on  the  Atonement  and  Sacrifice,  0a 
Paley  s  View  of  the  Evidences  of  Christianity,  9s  6d 

Hor»  Pauline.  Is  fid 

Stuart**  (Prof.)  Letters  on  the  Divinity  of  Christ,  Is  3d 
Sherlock^s  iBp.)  Trial  of  the  Witnesses,  Is  9d 
South's  Sermons, complete  in  8  parts,  each  Ss  6d 
Taylor's  (Jeremy)   Course  of  Sermons  for  Sundays. 

Partl,3s;  9.9i0d;  3.9s6d  ' 

■  Rule  and  Exercises  of  Holy  Living,  9i 

Dying,  is  8d 

—  Sermons,  parts  1 , 9,  and  3,  with  the  Holy  Living 

and  Holy  Dyii^{,  in  1  vol.  roy.  8vo,  cloth,  10s 6d 
Watson's  iBp.)  Apok>gy  fur  Christianity  &  the  Bible,  Is  4d 
West  (Gilbert)  on  the  Resurrection  of  Jesus  Christ,  Isfid 
Witherspoon's  Prsctical  Treatise  on  Regeneration,  la  9d 

CHRISTIAN'S  (THE)   FAMILY   LIBRARY.     Edited 
by  the  Rev.  E.  Bickersteth.    Commenced  to  1837. 
Luther  and    the    Reformatkm,  by  Rev.  John  Seott. 

9  vols.,  19s 
Life  of  Rev.  E.  Payion,  D.D.,  fis 
Harmony  of  the  Gospels,  by  Rev.  B.  Bickenleth,  ta 
Calvin  and  his  Times,  by  Rev.  John  Scott,  6s 
Selections  Ihmi  the  Works  of  Ambrose  Serle,  fit . 
Life  of  Rev.  Legh  Richmond.  6s 
Private  Thoughu  nt  Pascal  and  Adams,  fis 
Pictefs  Christian  Theokwy.  9$ 
Domestic  Portraiture,  wiUi  engravings,  6i 
Memoirs  of  Rev.  Claudius  Buchanan,  D.D.«  6s 
Mitoei's  History  of  the  Church,  Flnt  Six  Centuries,  6b 
Life  of  Rev.  DavU  Bralnerd,  fis 
Attributes  of  God,  from  Chamock,  he,  by  Wilson,  fis 
A  Scripture  Help,  by  Rev.  E.  Bickersteth,  fis 
Memoin  of  Rev.  John  Newton,  with  engravtogi,  fis 
Testimony  of  the  Reformers,  6i 
A  Treatise  on  Prayer,  by  Rev.  E.  Bickersteth,  fit 
Life  of  Rev.  Thomas  Scott,  fis 
Prophetical  InterpreUtlon,  by  J.  W.  Brooks,  6s 
Life  of  Augustus  Herman  Franke,  fis 
English  Martyrology,  by  Mrs.  Tonna,  9  vols.,  19s 
Luther's  Manual  or  the  Book  of  Psalms,  fis 
The  Christian  Fathers  of  the  First  Two  Centuries,  fia 
Memoirs  of  Mrs.  Hannah  Moore.  6s 
Christian  Truth,  by  Rev.  E.  Bickersteth,  9§ 
Treatise  on  Baptism,  by  Rev.  E.  Bickersteth,  fis 
Memoirs  of  Miss  Graham,  by  Rev.  C.  Bridges,  6a 
The  Christian  Mourner,  by  Mrs.  Drummond,  fis 
History  of  the  Hebrew  Nation,  by  Rev.  J.  W.  Brooks.  6k 
£?P!ly  KfV"  ^  •  Weeks,  by  Rev.  E.  Blekenteth,  fia 
Principalities  and  Powers,  by  Tonna,  fis 
Promised  Glory  of  the  Church,  by  Rev.  E.  Bickersteth,  fis 
The  Holy  Land,  with  Engravings,  6s 
Life  of  Isaac  Milner,  D.D.,  byhis  Niece,  6s 
Life  of  Rev.  Rowland  HIU,  \n  Rev.  E.  Sidney,  fis 
Life  of  Rev.  Henry  Martyn,  by  Rev.  J.  Sargent.  6s 
Letters  of  Rev.  Henry  Martyn,  with  engravings.  6r 
The  Chuieh  in  the  Middle  Ages.  6i  "^ 

The  Two  Last  Visions  of  Daniel,  by  Rev.  T.  R.  Birks,6i 
A  Key  to  the  Pmyer-book,  by  Rev.  R.  Why  teheed,  6s 
Evidences  of  Christianity,  bylBlshcp  Mcllvaine,  fis 
Gospel  of  the  Old  Testament,  from  Cotton  Mather,  fis 
Memoir  of  the  Rev.  W.  B.  Johnson,  fia 

CHRONICLES      AND    MEMORIALS     OF    GREAT 
BRITAIN  AND  IRELAND  DURING  THE  MIDDLE 
AGES.    Royal  8vo, price  lOs  each  volume. 
1.  'I'he  Chronicle  of  England,  by  John  Capgrave 
9.  Chronicon  Monasterfi  de  Abingdon,  vols.  1  and  9 

3.  Lives  of  Edward  the  Confessor 

4.  Monumenta  Frandscana 

fi.  Fasciculi  ZliaiUomm  Magistrl  Johaonis  Wydif  cum 
Tritico 
&  The  Bulk  of  the  ChfonleHs  of  Scotland 

7.  Johannis  Capgrave  Liber  de  Illustilbus  Henrlda 

8.  Historla  Monasteril  S.  Aujfusttoi  Cantuaricnsls 

9.  Eulogiuro  Chronicon  ab  Orbe  oondito  usque  ad  An* 
num  Domtal  1306  (Malmsbirioisus)  vote.  1  and  9 

10.  Memorials  of  King  Henry  the  Seventh 

11.  Memorials  of  Henry  the  Fifth 

19.  MunimenU  Gildhallse  Londoniensis.  VoL  1.  Liber 
Albus.  VoL  9.  (in  two  parts)  Liber  Custumarunu 
VoL  3.  Translation  of  Passages  in  Liber  Albus,  Ac. 

13L  Chronica  Johannte  de  Oxenedes,  edited  by  Sir  H. 
Elite,  K.H. 

14.  PoUtical  Pocns I  Edward  III.  to  Henzy  VII L,  vols.  1 
•■d9j 


i 


SK 
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15.  Optu  Tsrtium  and  Opiu  Minus  of  Rof  er  Baeoa 

16.  BwtholonMri  de  Cotton,  Monaehl  NotwIoomU,  HIs- 
Coria  AnffHcana  (A.D.  44»-l«B) 

17.  The  Brut  jr  Ty wyngkm ;  or,  the  Cfarooide  of  the 
Prlnecflof  WalM 

1&  A  CoUcctlon  of  Roysl  and  HbtoriMl  Lettcn  duriof 

th«  Reign  of  Henry  IV.,toU  1 
19.  The  ReprcHor  of  over  much  Blaming  of  the  Cler|ry« 

br  R^lDiUd  Peoock.  Bp.  of  Chichester.  yroU.  1  and  S 
SO.  The  Annalea  Cambri« 

91.  The  Works  of  Oiraldus  Cambrensis,  rols.  1 . 8,  and  S 
tt.  Wars  of  the  English  In  Vranee  during  the  Ridgn  of 

Henry  the  Sixth,  vol.  1 
n.  The  Anglo-Saxon  Chronlde.  accordinir  to  the  Original 

Authorities.    Vol.  I.  Texts.    Vol.  9.  Translation 
94.  Letters  and  Papen  UlustntlTe  of  the  Reigns  of 

Richard  111.  and  Henry  VII..  toL  1 
•ft.  Letters  and  Treatises  of  Bishop  Orosstete.  lUustim- 
1  of  his ' 


thre  of  the  Social  Condition  c 


I  Time 


98.  Dceeriptive  Catalogue  of  ManuscripU  relatfaig  to  the 
Early  History  of  Great  Britafai,  edited  by  T.  DuflUs 
Uaniy.  Emu.  vol.  1.  hi  9  pts..  lOseach 

97.  Letters  lOttstiative  of  the  Reign  of  Henry  III.,  vol. 
1. 1916^ 

98.  St.  Alban's  Chronidea.  vol.  1. 1979-1381 

99.  Chronichron  AbbaUs  Bvashamensis,  1913-1418 

90.  Richard  of  Cirrocettcr,  de  Oestis  Rerum  Anglis.vol.  1 

31.  Year  Book  of  King  Edward  I..  447-1006 

98.  Narratives  of  the  Expulsion  of  the  E^gliah  ttam 

Normandy.  1447-W 
93.  History  and  Cartulary  of  St.  Peter's  Monastery* 

Gloaocstar 

CLARK'S  FOREIGN  LIBRARY.    First  aerie*.  39  vols. 
9vo.  the  whole  together  £8  8s.  or  separately,  as  priced: 
Baumgarten's  Apostolic  History,  3  vols..  97s 
HeagaSenbtr]^  Christology  of  the  Old  Test.,  V.  1, 10s  id 
itier  00  the  Words  of  Christ.  Vol.  1. 10s  6d 
tTllman's  Relbrmers  before  the  Relbrmation.  Vol.  1.  IQsSd 
Hengsteoberg^  Commentary  on  the  Psalms.  3  vols.,  SSs 
Hagenbach**  History  of  Doctrines,  9  vols.,  9Is 
Oieaeler'B  Ecclesiastical  History.  5  vols.,  tti  6d 
Olshausen's  Commentary  on  Gospels  and  Acts.  4  v.  49s  1 
Romans.  lOs  6dt  Corinthians.  9b  {  Oalatians,  Ephe- 
aians,  Coloaslans.  and  Theasalonlans.  10s  Od;  Philip- 
plana,  Titus,  and  1st  Timothy.  10s  8d 
Oubausen  and  Ebrard  on  Hebrews,  IQs  8d 
Neander's  General  Church  History,  9  vols.,  4as  6d 
Havemick's  IntitMhiction  to  the  Old  Testament,  10s  M 

— Introduction  to  the  Pentateuch.  10s  6d 

Hcngstenberg  on  the  Apocalypse.  9  vols.,  9Is 
Mulkr  on  the  Christian  Doctrine  of  Sin,  9  vols.,  91s 

•sooiTD  an  IBS. 
Hel^pteBberf's  Christology  of  the  Old  Test,  4  vols.,  49i 
Ullman's  Reformers  before  the  Reformatian,  9  voU.,  91s 
ReU  on  Joshua,  I  voL.  10s  8d 
— —  Kings  and  Chronicles,  9  vols..  91s 
Baumgarten's  Apostolic  History.  3  vols..  97> 
Stier  on  the  Words  of  the  Lord  Jesus.  8  vols.,  84s 

raiRD  SB  Rise. 
Kuril's  History  of  the  Old  Covenant.  3  vols.,  31s  8d 
Stier  on  the  Words  of  the  Risen  Saviour,  10s  6d 
Tholuck  on  the  Gospel  of  St.  John.  9s 
Hcngstenberg  on  Ecdeslastes,  Ac..  9s 
Ebrard's  Commentary  on  the  Epistles  of  St.  John,  lOs  8d 
Lange's  Commentary  on  Matthew  and  Mark.  3  v. ,  dls  6d 
Domer's  Development  of  the  Doctrine  of  the  Person  of 

Christ.  Diviskm  I.,  9  vols.,  and  Division  11.,  Vol.  1 

and  2,  10s  6d  each 
Van  Oosteraae^s  Commentary  on  the  Gospel  of  St.  Luke, 

Vol  1, 91 

CLASSICAL   TEXTS,  csrsAUIy  levlsed  fltom  the  best 

Horatii  Ars  Poetiea.  6d 
Carraina,  Is  8d 

• Satine.  Is 

Ovidii  FasU.  Is6d 
Platonis  MenexenvB 

. Phcdo.9s 

Plauti  Miles  Gloriosus,  la 

Trinummua.  Is 

Plutardi's  Lives  of  Solon, 

Pericles,    and  Philop*- 

men.  9b 
Sophodes  (Edipus  Tyran- 

nus.  with  Notes.  98  6d 
— —  Philoctetes,  Is 
Taoiti  Agricpla.  Is 
AnnalibusExccrpta, 

98  6d 

Germania,  Is 

TerenUi  Adelphi,  Is 

Andria,  Is 

VirgiIliGeorgica,ls6d 

COLBURN'S  MODERN  NOVELISTS,  foap.  8vo,  8s  per 
voU— red.  to  3s  6d.    Colburn  and  Tegg. 
Angela,  by  Author  of  Emi-    Tremaiue^Ward 

lia  Wyndhara  Frank  Mildmay— Marryat 

Mrs.  Armytafe— Mrs.  Gora    Brambletye  House— Smith 
Emilia  WyncOiam  O'Donndl— Lady  Morgan' 


Editions.  18mo.  J.  W.  Parker,  ifr 
JEsdiyli  Eumenldes.  Is 
■  Prometheus  Vlne- 

tus.  Is 
Arrian*!  Anabasis,  9s  6d 
Cnaar  de  BcUo  Gallico,  1 

to4,]s6d 
Cicero  de  AmlcitiA  et  Se- 

ncctute, Is 
de  Offldis.  9b 

—  Or.PhiUppica,  1  &  9, 
ca.ls 

pro  Mard  TuUii.  9i 

—  pro  Milone.  Is 

—  pro  MuraenA,  Is 

—  pro  Plando.  Is 
Demosthenis  Orationes  Se- 

lectK,  Is  6d 

Lepthwm,  Is 

Buripidis  Baoeh«,  Is 
Excerpta  ex  Luciano,  9B6d 


Read's  Hand  of  (iod  in  History 
Mitchell's  Planetary  and  Stellar  Worlda 
Wylie's  Modem  Judea 


CbOMm'f  MMsm  NeedMs-^oonthiaed. 

Florence  Macarthy— Lady  Chelsea  Penetosigm    Gl^' 

Morgan  Granby— Lister 

Wild  Irish  Girl— DUto  Lake  of   KiUazney  —  Urn 
lUdielieu  —James  Porter 

Sayinn  and  I>oing»— Hook  Gumey  Married— T.  Hook 

3  series.  3  vols.  Mordaunt  Hall 
ZUIah— Smith 

COLLINS'S  CHEAP   SERIES,  doth  lettered. 
Griffln  and  Co. 

1-4.  D'AuUgn^s  Reformation.  4  vols. 
5  Cheevers  Lecture*  00  Banyan 
9.  D'Aubign^'s  Essays  and  Disoooraea 
7, 9.  Dick's  Christian  Phiioaopher.  9  v. 
9.  VineCs  Vital  Christianity 

10.  Soring 's  ObUgations  to  Oie  Bible 

11.  WylicPs  Scenes  fh>m  the  Bible 
19.  Cheever's  Wanderings  of  a  Pilgrim 

13.  Bunyan's  Pilgrim.  Scott's  Essay  and  Notca 

14.  Dick's  Philosophy  of  Rdigion 

15.  BainTs  luly  and  the  Waldensea 
18.  Spring's  the  Bible  not  of  Man 

17.  Dick's  Philosophy  of  a  Future  Stale 

18.  Sprague's  Christianity  and  other  Syatona 

19.  TumbuII'Si  Pulpit  Orators 
9a  Vinet's  Gospel  Studies 

99,93.  Lectures  to  Young  Men 

94.  Dick's  Improvement  ot  Society 

95.  Cheever's  Windings  of  the  River  of  Life 

98.  r    

99. 

3a  Wylie's  Modem  J 

31*  Popery :  a  Course  of  Lectures 

39.  Pascal's  Provincial  Letters 

33.  Cheever's  Island  World  of  the  Padfic 

34.  Hitchcock's  Religion  of  Geology 

35.  Dickinson's  Sacred  Oracles 

36.  Leybura's  Soldier  of  the  Cross 

37.  Cheever's  Christian  Life 

38.  Wflliams'  Rdigkius  Progress 
90.  Ward's  India  and  the  Hindoos 

40.  Butler's  Analogy  of  Rdigion 

41.  Cowpcs's  Poems,  new  edition 

49.  Anderson's  Wanderings  in  the  Land  of  Innl 
43.  Cheever's  Voices  of  Nature  in  the  Soul 
4&  Missionary  Memorial 
46   D'Aubignl^s  Reforroatlon.  vol.  5.  3a 

47.  Cheevers  Powers  of  the  World  to  Come 

48.  Tay kit's  Indications  of  the  Creator 

49.  Olmstcad's  Noah  and  his  Times 

50.  Light  on  the  Dark  River 

51.  Andersoo'k  Bible  Light 

59.  M'Donaki's  Heaven  of  the  Bible 

53.  Thomson's  Egypt.  Past  and  Present 

54.  Hitchcock's  Rdjoious  Truth 

55.  Beecher's  Life  Thoughu 

57.  Pahu»  of  the  Great  Ring,  by  Dr.  Read 

CONSTABLE'S  EDUCATIONAL  SERIES  z^ 
First  English  Readtaig  Book.  Pt.l,9d:  PL9,4d;  FtJ.6d 
Second  Ditto.  Odrrhlrd.  Is  3d;  Fourth,  la  9ds  Fifth, 

9s  8d;  Sixth.  9s 
Advanced  Readins  Book.  Pt.  1. 9s  6ds  PL  9,  Is  fid 
PoeUcal  Reading  Book,  9s  6d 
Lesson  Sheets.  Is  6d 
BeUeme  (A.)  FictitEi  t^^  -  -  -  ^.  ^ 

—.^ Cfr^iniAf.  ^:  *ith  EX.|3fe9d 

Clyde  (J.)  ElementKry  GeoRni|tKy,  |i  tkl 
.  School  (iL'tiersphf  f  I2rua,  *s 

Corkran  (J.  F-?  tiiistnin  ti>4t^>ry.  in  ICpochs,  9s9d 
Currie  (Jas.)  lafant  HcbooL  l::fiuc*tinii,  4i 
Elements  of  Hu4.Lrdl  AtiAUiti,  Ai  m 
Gordon  (M.  M  f  liuuu^old  ti^norriT,  9s 
Lemmi  (E.)  ItsiiAn  (innmiar.  St 
Maclean  (J.)  Book  Iti^^mi; ,  ^  5d;  K«7,  4s 

Rulfxl  liouki  for  auto,  g&  ikt 

Moiell  (J.  DO  Kii(!lUh  Onmnur,  Sv  «Uh  Ex.,  9b  fid 
I                          ISsifDtlsll  of  ECtiffU^h  GrAtnmiJ-.  8d 
_— —  Tables  for  Wall  Li«e,  i  sml  S.  n.  58 
Thompson  (D.W-h  Ldtin  Gratiiimai*  ii 
. -Syiiti&>  L* 

CONSTABLE'S  MISCELLANY  OF  FOREIGN  JLITE- 
RATURE.  cr.  8vo.  doth.  Hamilton.  1854-5 
About  (M.)  Greece  and  the  Greeks,  ix.,  9s  6d 
Consdenee,  Tales  of  Flemish  Life,  iii.,  9B  6d 
Gregoriovlus'  Wanderings  in  Corsica,  9  raia.,  v«.tL,  7s 
Hettner,  Athens  and  the  Peloponnese,  ii.,  SsCd 
Irving  (W)  Wolfert's  Roost,  dec.,  iv.,  3s  6d 
JokaC  Hungarian  Sketches.  L.  3s  6d 
Recollections  of  RussU.  viU.,  3s  6d 
Souvestre,  Brittany  and  La  Vend6e,  vii.,  81 8d 

DARTON*S  BOY*S  OWN  LIBRARY,  doth  gflt,  9s  9d 
each. 

1.  Famous  Boys,  and  How  they  became  Grsnt  Men 
9.  Triumphs  of  Perseverance  and  Enierpriae  • 

3.  Boy  Princes,  by  J.  G.  Edgar 

4.  Chimney -Comer  Stories,  by  Wm.  Martin 

5.  Our  Boyish  pays,  by  Peter  Parley     ^ 

8.  Stories  and  Studies,  by  Mrs.  S.  C.  Hall 
7.  Holiday  Tales,  by  William  Marthi 

9.  Modem  Travd  and  Adventure,  by  Meredith  Johnaa 
A  Clever  Boys,  and  bow  they  became  Famous  Men 

10.  Adventures  of  a  Sailor  Boy 
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8BBIBS,   BTC. 


SM 


and  H«tit*t  SaM  iv 


DARTON*S  SCHOOL  LIBRARY*  cditad  hj  tb«  Her.  B. 

0.  J^has,  Iftmo 

1.  Elements  of  Geography,  It 
9.  History  of  En^^nd.  U 

S.  Pint  Reading  Book  for  Junior  ClaiiM.U 

4.  POatkal  School  Book  for  Joakw  CImmi.  It 

5.  Easy  and  Practical  Intxoduotioo  to  French,  It  M 

8.  -.^___^__  Second  Couiaa«  It  01 

7«  Ddaroyc^t  French  Word*Book,  It 
8.  Motiteith*!  LaUn  Grammar,  U  6d 
B. Key.lttfd 

10.  Elementa  of  Gcocnpbyi  It  6d 

DOCTRINAL  PURITANS  AND  DIVINES  OP  THE 
ITTH  CENTUR V,  It  4d  per  vol.,  llM7-«.    ReL  Tr.  Soc. 
1.  Howe  on  the  Outpouring  of  the  Holy  Spirit,  and  the 
Redeemer's  Domuiion 

I.  Bishop  Hall's  Select  Derotional  Workt 

a.  Cbamock  on  Christ  Crudfled.and  Weak  Grace  VU^ 
torlons 

4.  Bishop  Hopkina  on  the  Lonft  Prayer  and  the  Two 

5.  Thomat  Wataon't  A  Ditiae  Cordial,  Salsfa  Spiritual 
Delight.  Ac. 

e.  Bishop  Rcynoldt  on  lorael't  Prayer,  and  the  LiHt  of 
Christ  in  a  Believer 

7.  Dr.  Oven  on  Indwelling  and  Mortification  of  Sin 

8.  FlaTd  on  Dlrine  ProTidence,  and  A  Saint  Indeed 

9.  ArehUsliop  Ushers  Semoos 

la  Goodwin  on  Christ  aet  forth  in  his  Death,  4M. 

11.  Chamockon  Christ's  Death,  Exaltation,  and  Inter* 

19.  On  SoUtude  ImproTed  hy  Divine  Meditation 

13.  Dean  Abbadle  on  the  Deity  of  ChrUt 

14.  AUehie,  Heaven  Opened 

15.  Brookst  Preciout   Remediet,  and  Heait't  ] 
Heart  Trouble 

16.  Bishop  BeveridgePt  Select  Serroont 

17.  Dr.  Bates  on  Spiritual  Perfcction 

18.  Shaw's  Welcome  lo  Affliction  and  Immanuel 

DUFFY'S  LIBRARY  OF  IRELAND,  poblithed  mondily, 
l8mo.  It  per  vol.  Simpkln.  1846-7. 
1.  MacNevfai's  History  oi  11.  Davis's  (T.)  Poems 

the  Voluntcen  of  1789       19.  MaeNevin's  Confiscation 
t.  Duffy's  Ballad  Poetry  of  Ukter 

9.  Carlelon't     Rody     the  IS.  Doheny's  American  Re- 
Rover  volution 
4.  MitcheUt  Lift  of  Aodh  14.  Meehan's  Confederation 

O'Nem  of  Kilkenny 

6b  Carleton's  Parra  Saatha     15.  Curran's  Lift 
6L  Barry's  Sonp  of  Ireland   16.  Irish  Ballads 

7.  Davb-s(T.)  Literary  and  17,  18.  French't  Hittorical 
Historical  Essays  Tracts.  9  vols. 

8.  ITAm  M*Oc^s  Gallery  19.  CarletooTs    (W.)   Art 
of  Irish  Writers  Uagulre 

9.  Casket  of  Irish  Pearls       90.  O^Daly't  Oenklinet,  by 
la  Poeu  and  DramatisU  of       Meehan 

Irelaiid,  vol.  1 

EDINBURGH  ACADEMY  CLASS  BOOKS.    Simpkia. 

Ancient  Geography,  Ss  Latin  Rudiments,  9s 

Cicero  ScleeU,  3t  6d  Latin  Delectus . .% 

Grammatical  Exerdset,  9i  Introductory  ditto,  9a 

Key,  Is  6d  Modem  Geography,  9s  6d 

Greek  RudimenU,  3s  fid  Selects  POeUt  Latinis,  St 
Greek  ExtraeU,  Ss  fid 

EDINBURGH  CABINET  LIBRARY,  SB  volt.  fcap.Svo, 
5a  per  vol.    Simpkin.    Reduced  by  Nelson. 

1.  Discovery  and  Adventure  in  tlie  Polar  Seat,  by  Letlie, 
Jameton,  and  Murray 

9. Africa,  by  Murray.  Jameton,  and  Wilton 

3.  Ancient  and  Modem  Egypt,  by  Bp.  Russell 

4.  Palestine,  or  the  Holy  Land,  by  Bp.  Russell 

5.  Lives  and  Voyages  of  Drake,  Cavendish,  and  Dampier 

6.  7.  8,  Britith  India,  3  vols. 

9i  Tytlsr't  North  Coasts  of  America 

10.  Humboldt's  Travels,  by  MaqitUlvray 

II.  Raleigh  (Sir  W.)  Lift,  by  TyUer 

19.  Nubia  and  Abyssfaiia,  by  Bp.  RusaeU 
13. 14.  Crichton*s  History  of  Arabia,  9  volt. 

15.  Praaer't  History  of  Persia 

16.  Lives  of  EmiMut  Zooioglstt.  by  MaagiUivray 

17.  Barbery,  by  Bp.  Rnsteil 

18, 19. 90.  China,  by  Hturii  Murraj,  3  volt. 

91.  Cireumnavi^ttioo  of  the  Globe 

92.  Life  of  Ktog  Henry  the  Eighth,  by  P.  F.  Tytler 
23. 94.  Scaniinavia,  Ancient  and  Modmi,  9  vob. 
85.  9S.  97.  Brithh  America,  by  Hugh  Murray,  3  vol& 

98.  Iceland,  Greenland,  and  the  Faroe  Itlandt 

99,  30,  31.  Italy  and  ItaUan  Itlandt,  by  Spalding,  8  volt. 
32.  Mceopotamla  and  Attyria,  bv  J.  B.  Frater 

83.  Polynetia  and  New  Zealand,  by  Bp.  Russell 
34.  Voyages  round  the  World,  tram  CapUin  Cook 
35. 36, 87.  Murmy's  History  of  the  United  States,  3  volt. 
SBl  Tmvdt  of  iBrco  Polo,  Notes  by  H.  Murray 

ENCYCLOPEDIA  BRITANNICA.    Separate  Treatitet. 
Simpkln; 
Brewster's  Treatiae  on  Magnetitm,  poet  8vo,  6a 
— ^— -  Treatise  on  the  aiicroacope,  pott  Bvo,  fit 
Cleghovn't  Syttem  of  Agriculture,  4to,  Oa 
Craigie's  Elemenu  of  Anatomy,  4to,  198 
CreuasTt  Txcatitoon  Naval  Arehitecture,  4to,  Ui 


e  on  Geology,  post  8vo,  fit 

!,  and  Rhetoric,  post  8vo,  6s 

ogy  and  Phrenology,  9  v.  pott  8vo,  I9i 

and  Steam  Navinaoo,  post  8vo,  9t 


Asaw/opAdta  flytfanaltfa   eontlnoeA. 
Dick's  Manual  of  Veterhiary  Science,  poet  8vo,  St 
Fleming's  MoUuscoua  Animals,  post  8vo,  6t 
Galloway  on  Probability,  pott  8vo,  6t 
GiUy  *t  Valdentet,  nott  8vo.  sewed,  9s  6d 
Graham  on  Musical  Composition,  4to,  9s 
Hansard  on  Printing  and  Type  Founding,  pott  8vo.  fit 
Haydon  and  Haslitt  on  Painung  and  Fine  Arts,  p.  8vo,  fit 
Hetherington's  History  of  Rome,  post  8vo.  fis 
Horse  tnd  the  Hound,  by  Nimiod,  post  8vo,  19s 
Hoskhis's  System  of  Architecture,  4to,  Ifit 
Irving's  Uves  of  Scottish  Writers,  9  v.  post  8vo.  I9i 
Jameson's  Elements  of  Mineralogy,  post  8vo.  fit 
Lecount's  Treatise  on  Railways,  pott  8vo.  9i 
Letlie  on  Natural  and  Chemical  PhiloMnhy,  pott  8vo,  fit 
Macklntoth's  Ethical  Philosophy,  8vo,  fiT 
Nelll't  Fmit.  Flower,  and  Kitchen  Garden.  19mo,  fit 
Phillipe't  Treatiae  on  Geology,  post  8vo,  fit 
Poetry,  Romance,  am*  -"^  -  ^         .  ~       - 
Roget  on  Phytiology  s 

Rutseli  on  Steam  and -_ , 

Russell 't  Treatise  on  the  Steam- Engine,  post  8vo,  9b 

Shootei's  Handbook,  post  8vo,  fis 

Traill's  Outlines  of  Medical  Jurisprudenee,  pott  8vo,  fie 

—  Physical  Geography,  pott  8vo,  fit 

Treatite  on  Masonry.  Joinery .  and  Carpentry,  4to.  at 

Wilton's  Natural  History  of  Birds.  4to,  19i 

-^— -  Natural  History  of  Fishes,  4to,  9b 

■  Natural  History  of  Quadrupeds,  4lo,  19b 

■  The  Rod  and  the  Gun,  five,  Ifit  fid 

■  Treatise  on  Insects,  4to,  Ut 

■NCYCLOPJBDIA  METROPOLITANA.  CaUaeC  Bdi- 
tion,  postfivo,  Griffln. 
1.  Coleridn's  Dissertation  on  the  Sdenco  of  Method, 

fith  edition,  Xs 
9.  Stoddart's  Universal  Grammar,  Srd  edition,  5a 
a.  Whately't  Logic,  with  Synoptit  and  Index,  8s 

4. Rhetoric,  with  Synopsis  and  Indea,  St  fid 

5.  Hhadt't  HUtory  of  the  Christian  Church  in  tiM  Flm 
Century,  Srd  edition,  revlwd,  6i 

8.  Senior's  PoUtical  Economy.  Srd  editkm,  U 

7.  Hale't  Hittory  of  the  Jewt,  ▲.«.  Sfifift,  ax.  4Q9to  A.p^ 

70t  4th edition. 2s 6d 
a.  Cox's  Sacred  Hittory  and  Bk^raphy,  A.il.  1  to  a«ik. 

8607,  B.C.  997*  fit 

9.  Talfourd'a  Hbtory  of  Greek  LUerature,  t»  6d 

10.  Maurkse't  Moral  and  Metephytioal  Phikiaophy  befim 
Chritt,5t 

11.  Stoddart's  Introductioo  to  UniverBal  History,  5t 
'  ^   "       ay 't  Roman  Antk|uities,  Srd  edition,  ft  6d 


I  edition, Sa6d 


19.  Ramsay's  Roman  Antiquities,  Srd  edi 
la.  Balfour's  Botany,  Srd  editkm,  10s  6d 

14.  Napier's  Electro-MeUllurgy,  9nd  edii 

15.  Pococke^s  History  of  Oveeee,  9t     ^ 

16.  Hunt's  Photography ,  4th  edition,  6b 

17.  Spoonet*!  Veterinary  Art.  Ss 

18.  Eadie's  Early  Oriental  History.  81 

19.  Arnold's  History  of  the  Roman  KepubUe,  81 6d 
90L  Cox't  Biblical  Antlqultiet  and  Geography.  7t  fid 
91.  Phillip's  MetaUurgy,9nd  editlon7l9s  6d 

SS.  Jeremle's  History  of  the  Christian  Church,  4t 

93.  Lyall  and  Renouard't  History  of  Greece  and  Maoa- 


>  Arnold's  History  of  Roman  Literature,  IDs  6d 
Histonr  of  the  Roman  Empire,  lOs  6d 


81. 
89. 
33. 
84. 


History  of  the  Decline  and  Fall  of  the  Roman  Power, 

10s  6d 

History  of  Greek  *  Roman  Philosophy  &  Science,  6t 

Maurice't  Moral  and  Meuphytlcal  Phfloeophy,  Fuat 

Six  Centuriet,  Ss  6d 

History  of  the  Ottoman  Empire,  ?•  9d 

Airy's  Trigonometry,  2s  fid 

History  or  the  Occult  Sciences,  fk 

Phillips's  Geology.  Practical  and  Theoretical,  19i  fid 

History  of  Christian  Church,  4th  to  19th  Century,  5a 

Chronological  Tablcei  First  Division,  to  the  End  of 

the  Fifteoith  Century,  fit 
85.  Chronological  Tables  {   Second  Division,  fhn  the 

Sixteenth  Century,  fit 
36.  Maurice  (F.  D.)  Moral  and  MeUphytical  Phlloaophy 

.— Medlavid,  8a 
87*  Altkent  Sdenoe  and  Practice  of  Medidne.  15t 
38.  Stoddart  (Sir  J.)  Glotsology;  or,  Relatlootof  Laa- 

801  fimlSe  (W.  J.)  Applied  Mechanka,  Ifit  6d 

40.  HUtory  of  the  Chrlatian  Church  ftom  the  Thirteenth 
Century,  7t  6d 

41.  Polton  (A.)  Princlplet  of  Law  of  Natlont.  Ate.,  9t  6d 
49.  Rankine  (W.  J.)  Manual  of  the  Steam-Engine,  19b 6d 
43. Manual  of  CivU  Engineering,  IGs 

44.  Maurice's  (F.  D.)  Moral  and  Metaphyslml  PhUo. 
sophy.  Fourteenth  Century,  10s  6d 

45.  Craik  (G.  L.)  Manual  of  English  Literature,  7»  6d 


ENGLISH  CATHOLIC  LIBRARY,  8vOt 
Walsingham's  Search,  V.  1, 8s 
Huddleston'B  Short  and  Plain  Way.    Talliet't 

sewed  V  9  Ss 
Sir  T.  l^oie't'Dialogneof  Comfort,  lfiS4.  V.  3, 5i 

ENGLISHWOMAN'S  FAMILY  LIBRARY,  Ifimo,  4 
fis,  P.  Jscluon  I  now  Ss  each,  OrllBn. 
Came's  Eminent  Mlssiooaries 
RUia  (Mft.|  Daughieia  of  Bnghoid 


9H 


COLLBCnONS^  TJBRARTTW, 


Ellis  {tin,)  FunUy  Seo«U.  3  ▼. 
.  H«rtiUHlHoaM».ST. 

MoUMnoTEaflBacI 

— 'x— —  PfCTentioto  Better  chaa  Cw* 

— ~— —  Sumrotr  and  Wiatit  to  the  Pyfmt 

— ^—  Tcmpar  and  TempcranMDt,  f  ▼• 

•  Women  of  1 


■OH  VT  iinwK  m  iJiv  r 

and  TempcranMDt,  I 

of  EnglaMl 


— (W.)  Polyaeriaa  ilBwrehii,  4  t. 
Moatgomery't  Saoed  IfediuUoae 

rrON  COLLEGE  SCHOOL  BOOE8.    WiUUma. 
Abnhmi's  Aoddenee*  8i 

AoeideBce,  or  rint  Rudhaentf  of  Letto,  ISmo.  6d 
CatuUl  Crnnina,  EaffUah  Notes  by  Cookealey. 

Caseris  CommeBtaril  deBcUoOidUco,  UDM>,Ss6dt  NoCae 

bjrCookesley.aBtfd 
Clearaois  Opuaaila.  ISoio,  Ss  9d 

Oratioaes  Select*,  with  Eng.  Notes.  Iftno.  4s  M 


Cornem  Nepotis  Ezcellcnthiin  Impetatonim  Vitc,  Textu 

Doroe  ad  Ed.  J.  F.  FUcfaeri  expre       "  ' 

Bkeu  es  Ovidii  MeCamDn»hoskNi. 


.  Fiicfaeri  exprssso,  1Srio«  3s  8d 

sCaoion»hoskNi,  Unw,  4i}  Notes  hy 

Marriott.  4s6d 
Eleeu  ex  Ortdlo  et  TIbullo,  ISno.  9»  9A 
Kutropii  Historia  aomaBse.  with  English  Notes.  Itrao.  ts 
. ^^  Exearpu  ex  Novo  ^estamento.  ISmo* 


*1S!S^ 


BxeerpU  ex  Marttale  Epimmi 
Bxemple  M^|on  Lettea.Riiio.  8i 
Exemple  Minora  Latina.  ISmo.  Si 

. «.  Satira  Expurpstar.  by  "" 

ar»  Prosody  and  Cc 


Notts 


ioostnaing.ai 
revised  by  C.  D.  Yonge.Ss 
Questions  to,  fid 


Nomeoclatuni.  Is  fid 

OvMii  Epistolc  qiuedam  Selects.  48  \  feap.,  ts  fid 

Pnpertu  Carmfaia  qusdani  Selecta.  ISmo.  8s  fid 

Scriptorss  Ronsanl.  Bvo.  7*  fid 

Seleela  e  Phcdri  Fabulis  at  Veteri  Testamento,  Is  fid 

SeieeU'e  Veteri  Testamento  Historic,  ISmo,  Sa 

TufseUlBl  RooMBi  Hlstorianun  Epitaaut,  8s  fid 

ORBBK : 

iBsopI  Fabuhe.  Or.  et  Let.,  cum  Botb.  18mo,  3i  i  Graek 

oBly,  Ss  fid ;  Lathi  only.  Is  fid 
BnttmaBB*s  LexUogus  bdtomlied,  llvo.  Is 
Kplgrammate  GrMB  et  IHwBBBU,  enm  vers.  Lat.et  node, 

ifino,  3s  fid 
Eton  Greek  Gfanmiar.  by  Dr.  Rontledge,  ISmo.  4s 
Orssos  Orammatkes  Radhnenta.  I8mo.  4s 
^—  GnunnuUiea  Rudimenta.    Pan  1,  Minora  i  Pan 

S,  Syntaxls.  ISmo,  each  Ss 


Orsek  Exercise 


Mhilme,  ISmo,  Is  Oi 

•  Appendix  to,  by  Dr.  Jrif,  ISmo,  8b 

Book.  Kjcempta  M^on  Orvea,  by  C.  D. 


PtoAMfcarreinB  Qussdam  aeleete.  Ss  fid     .      ^     .    ^ 
■  English  Notes  by  Cookealey.  t  Toia.  8to. 

Sfisi  Pars  I,  Od«  Olympicis,  >  fid t  8,  Od«  Pythiss. 

7s  fid  t  3,  Ode  Nem  et  Isthmis,  7t  fia  I  4,  FrsgmenU 

et  Index,  7s  fid 
Poetss  Grscl.  Pars  1.  fivo,  4at  Pars  S,  firo.  8b 
Scriptoies  OnBd.  8to.  10a 

MxacBUJkirBOoai 
A  List  of  Eton,  fid 

A  Simple  Prosody,  ISmo.  3d  _^^  .  ^       ,,^     - 

Cookaeley  *s  Map  of  Ancient  Rome,  with  Index ,  ISmo,  Be 

^ ^ — Athena,  with  Index,  18nu>,  «s 

^—^  Outline  Map  of  each  City,  fid 

Ftenlly  Prayers  eompllsd  ftom  the  Lltuify ,  ISmo,  Is  fid 

Greek  and  Latin  Derlvatkm  Papers 

Lessons  on  the  Chuivh  Catechism,  by  Arehdeaeea  Abrn- 

ham,  ISmo,  Is  fid 
Manual  for  CcmfinmatloB.  ISmo.  Ss 
Map  of  PlatM,  Syracuse  and  Sicily.  Cyri  Anabasle.  ea.  fid 
0«itUnce  of  Lecturss  on  Ancient  and  Modem  History,  by 

ArehdeaeoB  Abraham.  8vo,  fis 

RutaolNUc3?5dtopMc  Metre,  each 

Six  Maps  UlustratlTc  of  Scripture  History,  firo,  3B 
TarveiVTeacMBg  and  Study  of  the  French  iJingiiagB 

Sbnplifled.  ISmo,  4s  .    .w.  ,^  »      • 

Tables  of  Comparative  Chronology,  by  the  late  Rev.  E. 

H.  Pickering,  4to,  5e 

•boobapbical: 
ComparaUve  Atlas,  by  Arrowsmith,  63  mape,  4to,  S3i 
Ancient  Atlas  of  85  Maps,  Ifia 
Modem  Atlas,  34  Maps,  81s 
Skeleton  Outlines  to  OieAtlaa,  fis 
Compendium  of  Ancient  and  Modem  Geography,  with 

Diagrams,  8vo,  18s  fid 

EXCELSIOR  LIBRARY.  J.  H.  Shaw. 
I.  Morris  (A.  J.)  The  BIblei  What  Is  It  ?  Whence  caaie 

It  ?  ls{  doth,  Ss 
$,  Reed  (H.)  English  Literatuie,  fkom  Chaueer  to  Ten- 


nyson, «doUk,  3b 
3.  Tholuck  (A.  D.)  Two 


J  Guido  and  Julius, 

Is  fid ;  doth,  Ss  fid 
4.  Reed  (H.)  Lectures  on  English  History  and  Tragic 

Poetry,  9i  I  doth,  3s 
3.  Reed  (H.)  Lectures  on  the  British  Poets,  3s;  doth,  4s 
i.  Christianity  in  the  Bmlneai  of  UNi  Four  LcetHrss. 

is  I  doth.  SB 


FAMILY  LIRRARY  (Miimylit,  fii  p«  woLt 
lo3sfid.   Tgg. 
1.8.  LIfbof  Napokon  BooBapario 

3,  Life  of  Alexander  the  Orset.  by  WIlBaflse 

4,  10,  13.  19.  87,  38.  Uvesof  Brittoh  FUntcrB 

5,  «,  9.  History  of  the  Jews,  by  MUmaa 
7,  51.  NatuiBl  History  of  loaecU 

8L  Court  and  Camp  of  Buonaparte 
II.  Inring'sLifeorColnmbas 
IS.  Southef  s  Life  of  Nelson 
14.  Uves  of  British  Phystcians 
lS.48tofiQL  Olelg's  History  of  BiMsh  India 
18.  ScoU  (Sir  W.)  Demoookigy  and  Witcbcnll 
17-  Heed's  Life  of  Bruce 
18.  Irvlng'S  Companloas  of  Colttmbu 
SO.  3L  Sketdies  horn  Venetlaa  History 

81.  Palgnve's  History  (Ando-S 

8S,  34737.  Tytlcr's  Lives  of  Soo 


83.  Famuy  Tout  through 

84.  Brewster'h  Life  ofNe 

85.  BaiTOw's  Mutiny  of  the  Bounty 
86L  BluBt's  Refoimatlon  In  England 
SB.  89.  Landeili  Adventures  in  the  Niger 
30.  Salmagundi,  by  Washington  Irving 
SI.  Trial  of  Charles  the  First,  4ie. 
33.  Brewster  (D.)  Natural  Magic 
3Bw  Bairow*s  Llfsof  Petei  theGrsaC 
38.  CoierUgcTs  West  Indies 
38,  40.  Irvtogrs  Sketdi  Book 
41  to 48.  TytSsr's  Unhrersal  History 
47.  Fairy  Legends,  &c.  by  Croker 

58.  De  Foe's  History  of  the  Plague 
53,  54.  Edflsond's  life  of  Wad&gtaa 
55.  Knickerbocker's  New  York 
58  to  58.  Wesley's  Natural  PhUosonhy 

59,  00.  S4gur'B  Campugns  in  Rusda 
61.  Davenporf  s  Life  of  All  Paiha 
88.  Lives  of  Banditti  and  Robben 
83.  Sketches  of  Imposture  end  CrsdnlitY 
64.  Davenporfk  History  of  the  Baatilo 
».  HdUog's  Life  of  Gustovus  Adolphas 
8&  Chronicles  of  London  Bridge 

87.  Bucke's  Life  of  Marlborough 

88.  Rosco^s  Life  of  Cervantes 
801  HoUiog's  Life  of  Ooero 
70. 71.  Bucket  Ruins  of  aties 
78.  Ay  toun's  Life  and  Times  of  Richaid  L 

73.  LOe  of  Mahomet,  by  Rev.  S.  Green 

74,  75.  Davenport's  Peril  and  Suflferin^ 
70  to  78.  Eustace's  CbMskal  Tour 

aDavenpoft's  Lives  of  Eminent  Men 
Mutiny  of  the  Nore  end  Spithead.  &e. 

FATOURITE  LIBRARY,  IBmo,  18  vols.,  le  i 
bound  8  to  1, 8s  6d  each.    Giant  and  GriAth. 
1.  Stoddarf  s  Eskdde  Herd^Boy 
8.  Lamb's  Mrs.  Leicester's  School 

3.  Trimmer's  History  of  the  Robins 

4.  Memoirs  of  Bob  the  Terrier 
A.  Keeper's  Travels  In  Search  of  his  Maatar 
8.  Stoddarfs  Scottish  Orphans 

7.  Never  Wrong 

8.  Life  and  Perambulations  of  a  Monae 

9.  Trimmer's  IntnductiOB  to  Nature 
IQi  Rightand  Wrong 
11.  Harry's  Holidays 
IS.  Poems  and  Hymns  for  Chndxen 

FINCHLEY  MANUALS  OF  INDUSTRY. 

1.  Cooking ;  or.  Practical  Tratoing  for  Sereauia,  lOd 
8.  Gardening ;  or.  Training  for  Boys  as  Oaideneie.  lOd 
Z,  Household  Work  $  or,  the  Duties  of  Femato  ServMrts> 

lOd 
4.  Pbdn  Needlework  to  dl  Ito  branches,  8d 
&  Poultry  and  Domestic  Anfanals ;  thdr  Mam^ement,  18d 


FIRST  STEPS  IN  GENERAL  KNOWLEDGE,  I 
Society  of  Christian  Kaowledge.    1849 
Animal  Kingdom,  9s  Surface  of  the  Earth,  Is  4d 

Minerd  Ktogdom.  Is  4d        Vegetable  Kingdom,  la  44 
Starry  Heavena,  Is 

FOREIGN  LIBRARY,  published  to  Parta  and  VolB.t 
prices  various.    Chapman  and  Hall.  1843-7- 
Autobtography  of  Zschokkc,  8b 
Blanc,  Historv  of  Ten  Years,  vol.  1,  13bi  voL  t,  1» 
Dumas,  Cdeorsted  Crimes,  lOs 
France,  History  of,  by  Michdet,  voL  1,  l3Bt  vol.  «,  Us 
Germany,  History  of,  by  Kohlrausch,  14s 
King  of  Saxony's  Journey  throudi  England,  lis 
KdO'e  History  of  Austria.  1  Is 

.  ^England,  Ireland,  and  Scotland.  lU 

— — RuaBia,19B 

Mexico,  Lifo  in.  11a 

Schloeser's  History  of  the  18th  Century,  vnla.  1  to  «.  s;^ 

Tales  ftom  the  German,  lis 

OALBRAITH     AND    HOUGHTON'S     SCIENTIFIC 
MANUALS.    Longman  4c  Co. 

Gdbrdths  Manuals  of  Astronomy,  Eudid,  t  v.,  Hydro- 
statics. Optics.  Plane  Trigonometry,  18uo»  aa.  9a 
Apjohn  (J.)  Metdldds,  ISmo,  7s  fid 
Greene  (J.R.)  CdentraU.  ISmo,  5e 
-Protoaoa,  ISntp,  H 


1885-08]  8BBIBS,  BTO. 

OIUILLATTS  BRITISH  POETS,  Ubiwn  Sdltfc 
6  ▼.  damy  8to,  averagtng  360pagM  each,  dcBwed 
subMribenof  9lt  per  annum  i  sold  to "^ — '"^ 


SS6 


Addison  and  Gay  t  Akanaida  i  Aimitronf,  Dyar ,  Oraan  t 
Baattle,  Blair,  Fakonar;  Bowlat,  9  t.i  Buni,  9  ▼.{ 
Butler,  9  ▼.{  Chaucer*  3  V.I  Churchill}  Cowpar,9T.i 
Cnuhaw  and  Ouarlatt  Drydan,  Sv.;  Goldsmith,  Col- 
Una,  Warton;  Harbcrti  JcmumoOi  Pftraell,  Grayi  Leu 
Known  Poets,  3  v. ;  Milton,  S  ▼. i  Percy's  Reliques,  3  ▼.  i 
Fope»2  V. * J^'fSL*  ^'"^^^'PS'* *"*'  Surry t  SneiuAona t 


aT.f 


GLEIO'S  SCHOOL  SCRICS. 
Algebra,  hy  Reynolds,  Iteao,  9d 
-  Answers  to,  ISmo,  3d 


iWyatti 


Arithinctle,  by  M'Leod,  ISmo,  9d 

Astronomy  and  Use  of  the  Globes,  by  Tate,  18mo,  IM 

Atlas :  M*Lcod*s  Hand  Atlas  for  Clasi  Teaching,  9s  0d 

Class  Atlas  of  Physical  Oeoaraphy.  9i  8d 
Physical  Atlas  of   Great  Britain  and 


Ireland,  fcap.  4to.  7s  6d 
Book-kee|rfng,  bY  Isblstcr.  ISmo.  fld 

'  Forms  for  ditto,  1  to  8|  each  6d 

Book  of  Health,  by  Msnn.  ISmo,  is 
■  Biography,  ISmo,  Od 

British  Colonies.  ISmo,  9d 

—  India.  ISmo.  9d 

Chomistry.  Bxperimental,  bjr  TatCf  18mOi  9d 

Domestic  Economy,  ISmo*  9d 

Electricity,  by  Tate,  ISmo,  9d 

England,  History  of.  ISmo,  ParU  I  and  9,  eadi  9d 

In  1  vol.  9s 

English  Language,  by  Edwards,  ISmo,  9d 
— — .  Onunmar,  Ixplanatory.  by  M*Leod.  l8nio»  M 
Euclid.  First  Three  Books,  by  Tale,  ISmo,  IM 
Franee,  History  of,  ISmo*  M 
Gaogmphy,  Chihfs  First  Book,  by  Hughes.  ISmo,  9d 
General,  by  HuRhes,  ISmo,  9d 

of  British  Empire,  by  Hughes,  ISmo,  9d 

Grecee,  History  of.  by  Brown.  ISmo,  M 

HUtorical  Questions.  Part  1,  ISmo.  IM 

HTdrostatioB,  Hydraulics,  and  PnanmalieB,   by  Tttta* 

light  and  Heat,  by  Tate.  ISmo,  9d 
Lc^iaritluns,  by  Rer.  John  Hunter.  ISmo,  Is 

Key,9d 

Magnetism.  Voltaic  Electricity.  &&•  by  Tate.  ISmo.  td 
Mcdianlcs  and  the  Steam  Eneine,by  Tate.  ISmo,  9d 
ev.JohnHr ' 

,  JSmo.  M 
M>k,  by  M'l 

—  Second  School  Book,  by  M*Leod,  ISmo,  9d 
Natiaxal  History  for  Beginners,  by  J.  Owen,  9  parts,  M 

ai  1  vol.,  9s 

Plane  Trignoometry,  Elements  of,  by  Hunter,  ISmo,  la 

Key.  9d 

Practical  Geometry,  by  Tate.  ISmo,  Is 
Rome.  History  of,  by  Browne.  ISmo.  9d 
Sacred  History.  ISmo,  Parte  1  and  9, 9d 

-3 iTOl.  9s 

Simple  Truths  in  Easy  Lessons,  ISmo,  0d 

GOLDEN    TREASURY   SERIES,   ISmo.   aaeh  4a  Sd. 
Macmilkn 
1.  Golden  Treasury  of  Songs,  edited  by  T.  Pa)gra?t 
9.  Children's  Garland  from  the  Best  Poeto 

3.  Bunyaa'B  Pilgrim's  Pr<^pess 

4.  Baaon's  EsMm,  edited  by  Wright 

5.  Book  of  Prabe.  edited  by  R.  Palmar 
«.  Fairy  Book 

GOMBERTS  FRENCH    DRAMA,  with  Notes.  Ae., 
ISmo,  Is  sawed  i  Is  6d  half-bound.    BM  and  Daldy. 
coMsnixa  by  ttouunu : 


,  by  Rev.  John  Hunter.  ISmo,  9d 
—  Key,  JSmo.  M 
My  First  School  Book,  by  M*Lcod.  ISmo,  6d 


1.  Le  Misanthrope 
9.  L'Arare 

3.  Le  Bourgeois  GcntU> 

homme 

4.  Le  Tartu  A 

5.  Le  Mslade  Imaginaira 
e.  Las  Fessmee  Savantes 


7.  Lcs  Fourberles  de  Scapin 
S.  Les  Prteientes  Ridicules 
9.  L'R^le  des  Femmcs 

10.  L'Ecole  des  Maris 

11.  Le  M^dccin  ma\gr4  Lul 
19.  M.  de  Porcesugnac 

13.  Amphitryon 


TiuoBnisn,  Ac,  bt  nAcinn : 

I .  La  Th^balde,  ou  Fr^res  7.  Bajaaet 

Ennemis  8.  Muhridate 

9.  AlcaumdraleGrand  9.  Ephigteia 

3.  Andromaque  10.  Phddia 

4.  Les  Plaideurs  (Com.>  11.  Esther 

5.  Britannicns  19.  Athalle 

6.  BMnlee 


1.  Lead 
9.  Hotaea 

S.  CIntta 


9.  Zaire 

3.  Alaire   . 

4.  Orestes 


BT  p.  ooMrnifAB: 

4.  Poiyeucta 
Ob  Pompde 

BT  T.  OOmiTBILLBt 

TOLTATKB : 

5.  Le  Fanatlsma 
8.  M«rr>pe 

tLa  Mort  de  C«sar 
Staiitenis 


GORDON'S  SCHOOL  AND  HOME  SERIES,  lAano. 
1.  Child's  Story  Book,  Is 
9.  The  Robins,  by  Mrs.  Trimmer,  6d 

3.  Lame  Jerras.  by  Miss  Edgeworth,  4d 

4.  To-morrow,  by  Miss  Edgeworth.  4d 

5.  Gulliver's  Travels,  8d 

8.  Robinson  Crusoe,  unabridged,  Sd 
7.  LamVs  Tales  ftom  Shakspeara.  Is 

GRAMMAR  SCHOOL  CLASSICS,  fcap.  Sto.    Bell  and 
Daldy. 
Cesar  de  Bello  GaUico,  Long.  5s  6d 

Bks.  )  to  .%  Long.  telM 

Cicero.  Csto  Maior.  Long,  4s  Sd 

Horace.  Opera,  Maclean,  Ss  6d 

Juvenal,  Sathm,  Prior,  4s  Od 

New  TesUment  (Greek),  Macmtehael,  7*  Sd 

Ovid.FasU,  Paley,fis 

Sallust,  Catlllna  and  Jugurtha,  Long,  fis 

Tacitus,  Oermaniaet  Anloola,  Frost,  3s  6d 

Zenophoo,  Anaba^,  Macmlchael,  fis 

— —  Cyropedia,  Gorham,  Ss 

GREEN  (B.  L.)  JUVENILE  LIBRARY,  ISmo,  each  Is. 
Blind  Alice  Fkirence  Arnott 

Charles  Hamilton  Grace  and  Clan 

Egerton  Rosooe  Herbert  Lee 

EUen  Leslie  Jessie  Graham 

Flora  Mortimer 

GREEN'S  SUNDAY  SCHOOL  LIBRARY,  ISmo,  Is,  18491 
Addresses  to  Children 
Gray's  Sunday-School  Addresses 
Hall's  Essays  on  Senior  Classes 
Lessons  for  Infknt  Schools 
Letten  to  Parente  of  Sunday  Scholars 
Martin's  Youthftal  Christianity 
Sabbaths  with  My  Class 

GRIFFIN'S  SCHOOL  AND  COLLEGE  CLASSICS. 

Text 
Text.         Notes. 

HoratUCaimitts             .   0   0  10  0   9   0  0   30 

—  Sattrea .  •       .00  10  090  030 

—  Opera   .  .       .010  040  080 
VirgiUi    ¥uoollcs     and 

GeoKics     .       .       .00  10       090       038 

—  iBneld.  I.— VI.    .00  10      090       030 
^        .  VII.— XIL   .00  10       018       098 

—  —complete      .018      038      050 

—  Open  .093       030      07S 

JVNIOB  CLAsaica. 
Extraeto  firom   Csesar's  Commantaiisa,  by  J.  Cuvria, 

ISmo.  Is  6d 
Extracte  from  Ovid's  Metamorphoses,  by  I.  M'Burney* 
18mo.cloth,  ls8d 

LAaoa  ttfb  ri  leefrii  xszTa. 
Hontll  Opera,  Text  of  Orellius.  fcap.  8vo,  Is  9d 
Ylrgilil  Open,  Text  of  Heyne  and  Wagner,  feap.  8m, 
9s  3d 

OMtvnaaiTT  aitwotatxo  cLAaarci. 
VlrgflU  Opera,  by  A.  H.  Bryoe,  B.A.,  fcap.  Svo,  7t  8d 
HoratU  Open,  by  J.  Currle,  fcap.  Svo,  8s 

iLLcarnATBo  CLAsaica. 
Hontii  Opera,  900  lUustratUms,  by  H.  Tbompsoa,  M.  A.« 

cr.  Svo,  7s  8d 
— — -^—  with  CurricTs  Notes,  Us 
VirgUii  Opera,  300  IIlustrBtions,by  H.  Thompeon,  M.A., 

cr.  Svo,  8s  8d 
■  with  Bryoc's  Notes,  lOs  8d 

HAMILTONIAN  AND  JACOTOT  SYSTEM.    Aykttt 
and  Son. 

PRBNCH  Ant>  nirouBn. 
Edgeworth's  Fnnk,  Is  8d      Petit  Jack.  3s  8d 
BHsabeth,  fis  Hecueil  ChoM,  fis  8d 

Florian's  Fables,  Ss  T  Atoaque.  fie  8d 

Gospel  of  St.  John,  4s  Verbs,  9s 

Perrin's  Fables,  4s  Od 

•■aMAW  AWO  BKOLiaB. 

Edward  In  Scotland,  4s  6d  Robinson  der  Jnngere,  9  v. 

Gospel  of  St  John ,  4s  lOs 

oannK  and  BKOLian. 

^sqp's  Fables,  Oi  Gospel  of  St.  John,  8i 

AnalecU  Grace  Minora,  6s  Gospel  of  St  Matthew,  8b 

Aphorisms  of  Hippocrates,  Homer's  Iliad,  8s  6d 

7s  Xenophon's  MemonbIL,  8i 

ITALIAN  AKD  BNOLiaH. 

Gospel  Of  St  John.  4s  SUvio  Pellloo,4e 

NottI  Romane,  6s  6d  Taeso's    Jerusalem    Dell- 

Novdle  Morali,  4s  vered.  As  6d 

Raccolu  dl  Favole,  fis  8d  Verbs,  9i 

X.ATIV  Airo  BifouaB. 

^sop's  Fables,  4s  Gregory's  Conspeet.3  T.lOe 

Aurallus  Victor,  4s  Lstfn  Verbs,  fli 

Cssar's  Comments.,  7b  6d  Medical  Student's  Guide, 

Cebus  de  Medidnfi,  9  v.  l€e  fis  8d 

Cicero  In  CatUinam ,  4s  Ovid's  MeUmorphos.,  7t  Od 

Cornelius  Nepos,  6s  Od  Phiwirus*  Fables,  4s 

Epitome  HbtoriwSacrsi,  4a  Sallust,  7t6d 

Rutroplus,  4s  Feleetse  h  ProMtoU,  9  ▼.  lOi 

.     GospeTof  St.  John,  4a  Yirgirs  Aneld,  fis  8d 


ftM 


COLLECTIONS,  LIBEARIBS, 


CAfrnal 


ftPAVIM  AMD  BMOUSa. 

Ootpd  of  St.  John,  4a 

HlOTORT  or  THS  HAMILTOVIAII  SYtTCIt,  M 

HARROW  SCHOOL  BOOKS.    Nona  now  printed  for 
speeialuM. 

HISTORICAL  RKCORDS  OF  THB  BRITISH  ARMY. 
Clowoi. 

nnoiMKvn  or  catalby. 


Life  Ouanli.  ISt 

RoMl  Hont  OtiAidf  (BkM) 

1st.    or    Ring^ 

OQanb,8i 
Snd,    or    Quea 

(Bay*) » Hi 
3rd,  or   Princa  of  Wala'S 

Ditto,  ai 
4th  (Ro^  Irish)  Ditto,  Hi 


5th  DngooDS  ilato  Royal 

Irish),  ft.. 
6th  (InDbkUknl,  Hi 
7tb  (the  Quean's  Own  Hua- 
•ars).  Us 
Ditto    8th,  Kins**  Royal  Irish,  8b 
9th,  Queen's  Royal  I 


loth.    Prinee    of  Wales's 
Own  Royal  Hussars,  6s 


ith,  orPrhieess  Charlotte    Ilth  (Prince  Albert's  Own 


•).t- 
18th  (the  Prince  of  Walea*B) 

Royal  Lanoers,  6s 
13th  Llfht  Draffoons.  (k 
14th,  the  King's  Ditto,  Da 
15th,  the  King's  Hussars.  8b 


ard,  or  King's  Own  Light    16th.  Queen's  Lanoers.  Bi 

iL  ■•       17th  Lancers.  l«s^^ 

Cape  Mounted  RUI«md«4s 


of  Wales's  Ditto.  81 
8th  Ditto  (CamMnoers),  8b 
7th.  or  the  Princess  RoyaTa 

Ditto.  8i 
Irt.  or  Royal  Dragoons,  8b 
Sod  (Seoa  Greys),  8s 
'rd,  or  King^ 

4th  (Queen's  Own)  Ditto,  1 

nnoiMSHTB  ov  iwrAimiY. 
lit,  the  Royal  Regiment,    90th  Foot,  8s 

indedit.,i9s  99th  Ditto,  8s 

9nd,  the  Queen's  Royal,  8b   30th  Ditto,  8s 
Srd,  the  Buflb.  t9s  31st^  Ditto,  8b 

4Ch.  die  King's  Own,  8b        3ted  Ditto,  fls 
0th,  Notthumberfauid  Ftt-   SSrd  DlttD«  8s 

silleis,  81  S4th  Ditto,  81 

tth,Roy.lacWanricksh.Bi  48nd.Royal  Highlanders,  ISs 


a  Royal  Fusillen,8i 
,ttie  King's,  8s 
9th  Foot,  8s 
lOlh  Ditto,  8a 
nth  Ditto,  8b 
l«h  Ditto,  8s 
13Kh  (Pr.  Albertik  Oini),8i 
14th  Foot,  6b 
IMh  Ditto,  8s 
16lhDltto»8a 
17th  Ditto.  8i 
18th,  the  RoyallrWi.8i 
19th  Foot,  8b 

HISTORICAL  TALES,  each 
Agnes  Mart  hi 
AHceof  FobbiM 
AileluU  Battle 
Aubrey  de  L'Ome 
Black  Danes 
BrMe  of  Ramcuttah 
Catechumens  of  the  Coro- 

mandel  Coast 
.Cave  in  the  Hills 
ChieTs  Daughter 
CouTcrsion  of  St.  Vladimir 
Convert  of  MassachuaetU 
Cross  in  Sweden 
Daughters  of  Pola 
Dove  of  Tabenna  t  and  the 

Re«cue 
BzUesof  theCebenna 

HOOK*S    (DR.)    DEVOTIONAL    LIBRARY.      Com- 
menced  in  1846 1  designed  for  Parochial  Distribution. 
Bell  &  Daldy.  ^      ,         ,    ^^ 
Companion  to  the  Altar,  d.,  6d 
«  Dire^ions  fbr  Spending  One  Day  WeU,  |d 

*  Helps  to  Self-Bxamination,  id 

*  Prayers  for  a  Week,  8d 

Elaculatory  Prayers,  Sd  ^„      t       ^ 

Short  Reflections  for  Morning  and  GTening.  9d 

*  Pastoral  Addicsses  to  a  Young  Communicant,  |d 
Prayew  for  the  Young.  Id 

RulesfortheConductof  Human  Life.  Id    ,_  „^   , 
(The  above  together,  as  •*  Aids  to  a  Holy  Llfl»,"  V.  1, 

cL.ls6d) 
Holy  Thouriits  and  Prayers,  Sd 
Penitential  Reflections  for  Lent,  6d 
The  Cruelfled  Jesus,  3d 
The  Retired  Christten,  3d 

The  Sick  Man  Visited,  3d  „,,«*...«« 

(The  above  together,  as  "Aids  to  a  Holy  Lifo,"  V.  9, 

cl.,9s) 
Aphorisms,  by  Bishop  HaU,  cL,  9d 
Family  Prayers,  d.,  6d 

Litanies  for  Domestic  Use,  9d    .       ^     ^         .»   tt     .. 
(The  above  together,  as  '*  Devotions  for.Domestio  Use," 

9S) 

*  The  Sum  of  Christianity,  Id  ^  ..  ,      ^ 
.(Those  marked  *  may  be  had  together  aa  «' Helps  to 

Dally  Devotion,"  d.,  8d) 


ASrd  Foot,  8b 

Mth  (PomMdoan),8i 

61st  Foot,  6s 

70th  Ditto,  8b 

71st  Ditto,  8s 

79nd,  Duke  of  Ymk'i  High- 

hinders,  8s 
TSrd  Foot.  81 

88th,  Royal  County  Down,8B 
87th  Foot.  8b 

8Hth,  Connaught  Rangers,  9t 
98nd  Highlanders,  8  b 
ScoU  Brigade,  8s 

Is.   J.H.&J.Fark«r 

Forsaken 

I,ara<*he 

Laiar^House  of  Leto 

LUy  of  Tiflis 

Lucia's  Marriage 

Northern  Light 

Quay  of  the . 

Rivals 

Rose  and  Minnie 

SeaTigeis 

Walter  the  Armourer 

Wild  Sceoea  amongst  the 

Cdts 
Wolflngham 

Or  in  Volumes : 
America  and  our  Coloales.fe 
England,  V.  1  &  9,  ea.  8a 


Bset'e  (Dt.)  DiMUmm  I  t»m  §    rt  Willi  no 
Church  Sehocrt  Hynnbook,  cL,  8d 
Devout  Musings  on  the  Psafana.  9  v. 


,  8s;   cr. 


Short  McdRations  for  Every  Day  in  the  Yev.  9  v.,  A. 

8b  t  or,  tile  Seasons,  Advent,  Jfcc,  sepantdy 
The  Christian  Tanght  by  the  Choxch  SCTVices^  cU9k  6d 

ILLUSTRATED  FAMILY  NOVELIST.    Cr.8«o,9i«d 
qaeh.    Cooke* 

Alain  Family^  by  A.  Karr     Cas1en*sMaite  Looim 
Aubrey  Cooyers  Life  in  Che  Caueaawi 

Blanche  the  Hugi 
Caleb  Stukdey 

ILLUSTRATED  LONDON  LIBRARY.  8vo,8aea.CeokB. 
Barker's  Lares  and  Penalas    Engliah  Forest  Trees 
Capper's  Three  Prestdeo-    Life  of  WeUingtoa 
dcs  of  India  Mor^Fft  Algeria 

INDUSTRIAL  LIBRARY,  19mo.  Originally  pnbBibcd 
as  Knight's  Guides  to  Snrlee  and  Gnides  to  Tzado, 
1841.  Houlaton  and  Stoncman. 
Baker,  Is 

Baakefk  Clerk,  9s  6d 
Beerkeeper,  Is 
Butler,  Is 

Carver  and  Gilder,  Is 
Chemist  and  Druggist,  li 
Clerk,  Is  6d 
Confectiaoer,Is6d 
Cuok,3s 

Tocher,  cL,  80 
Cooper,  Is 
Cowherd,  Is 
Dairy-maid.  Is 
Farm  Bailiff,  Is  ftl 
Fanner,  9s 
Farrier,  le 
Footman,  Is 

Gardener,  Is  6d  Tdlor,  Is 

Governess,  3s  6d 
Groom  and  Coodunan,  9b 

IRVINO'S  CATECHISMS,  nei 
aewed,  or  Is  bound.    J.  Souter. 
1.  History  of  England  18. 

9.  Geography  of  England    K 
and  Walea  I7. 

8.  History  of  Ireland  18. 

4.  Geography  of  Irdaiid     19. 
8.  History  of  Scotland  90i 


Hooaentaida  Is 

Joiner  and  CabteeCBsaker. 

la 
Lady's-niaid.  la 
Laundry-maid.  8d 
Haid-of-an-woik,  Is 
Miller.  Is 

Miliinerand  Diesamakff.ls 
Nurse.  Is 
Nnrscry-nkmd,  la 
PIou|riiinjui,  la 
Phunber,  Pnialer, 

Bier,  Is 
Poultiy-maid«  to 
~  Is 

la 


General  Gcoginby 

Jewish  An1ii(uiCies 


6.  Geography  of  Scotland   91. 

7.  Hbtory  of  France  99. 


8.  Geogmphy  of  France 

9l  History  of  Greece  91. 

lOi  Antiquities  of  Gveeee  8S 

11.  History  of  Rome  96. 

19.  Antiquities  of  Rome  97. 

13.  SMred  History  98. 

14.  Univenal  History  99L 

JARDINE  (Sir  Wm.)  NATURALIST'S  LIBRARY.  41 
vols.  ISmo,  181;  morocco,  9Ht  Highley.  Reproduted  by 
H.  G.  Bohn,  1848,  40  vols.,  doth,  7':  mocoeoo,  14V;  sepa- 
mtdyat4s6d. 


Botany 

British  Corwmntfan 
English  Onmmar 
French  Grammar 
Italian  Grammar 
General  Knowledge 
CaCechiam  of  Chemiitiy 
Music 

Natural  rvBaacphy 


1-4.  British  Birds,  4  vols.  11-19.  Bfada     of     Wi 

8.  Sun  Birds  Africa,  9 1   ' 

6-7.  Humming-birds,  9  ▼.        13.  Ply.< 

8.  GameBiids  14.  r 

9.  Pigeons 
10.  Parrots 

▲VXMAXA 


18.  Introduction 

16.  Lions,  Tigers 

17.  British  Quadrupeds 
18,  la  Dogs.  9  vols. 

90.  Horses 

91.  Ruminating  Animals, 
vol.  1  tDeer,  Antdopes) 


99.  Ruminating  Anfanols, 
V.9.  (Geats,Sheep,OaMa) 

93.  Elephants,  dkc 

94.  Mareupialia 
98.  Scab,  &C. 

96.  Whales.  &e. 

97.  Monkeys 


98.  Introduction  to  Ento. 
mology 

99.  BriUsh  Butterflies 
30.  British  Moths,  8te 


31.  Foreign  Butterflies 
39.  FoTdjpii  Motha 
S3.  Beetles 
34.  Bees 
wuKwm* 
35.  Introduction,    and  38.  Perdi 

Foreign  Fishes  39,40.  Fishee  of  Guiaoa. 

96, 37.  British  Fishes,  9  vols  8tc ,  9  vols. 

JUVENILE  ENGLISHMAN'S  LIBRARY,  18mo,  Mas- 
ters, via.  :— 

Andersen's  Swedish  Brothers,  Is  6d 
Churton's  Lays  of  Fdth  and  Loydty,  Si 
Cranbome's  History  of  France,  9s  6d 
Dunster's  Stories  fkom  the  Chros 
Early  Friendship,  Is  6d 
Flowei's  Htetory  of  Seothwd.  Is  8d  and  9s  6d 
Fox's  History  or  Rome,  9b  and  3b 
Greeley's  Coiton  Green,  a  Tale,  is 

Henri  de  Clermont,  9s 

Haskoli-s  History  of  France,  9s  6d 

Heygate's  Godfray  Davenant,  9s 

_i^ 1 at  College,  9B6d 


9  ChrooiclerB  (Fiuisaiat),  9s 


1835- e2] 


SSaiSS,  KTC. 


w 


Jmmutit  SngHakmaiet  LOrwy-cootlnucd. 
Histfiry  of  Ireland,  edited  by  T.  K.  Arnold,  If  6d  and  Si 
H«)|»«ood's  Modern  Oeaf{xm|ihT.  8a  6d 
Johns'  Hlrtory  of  Spain.  It  8d  and  Si  6d 
ManMf  at  the  Holy  Nl|rht,  Si 
Naale'a  Snglnh  Hittory  for  Children.  If  8d  and  Si  ed 

■  Hif£avyorOr«ece,9fand9i 

Portucal.  1»  8d  and  St  «d 

-^—  Storiet  ftom  Hcathtn  Mytholqnr.  St 
-~—  Talcs  of  Christian  Endunnoe,  St 

Heroitm,  It  4d  and  St 

Pngct't  Hope  of  the  Katnkopfii.  St  6d 

■  Lnke  Sharp*  It  6d  and  St  6d 

Talet  of  the  Village  Children,  1  &  8  ftr..  an.  Sf  ed 

Popular  Talet  fttm  the  German.  It 6d 
Poyning't  Talc*  of  the  RevoluUon,  1688,  St  «d 
The  Charcoal  Bumait,  It  and  It  8d 

KRLLVS  LITERAL  TRANSLATIONS,  SimpUn. 
C«<ar't  OalUe  War,  Booka  1  to  4,  by  J.  B.  Owgan.  It  6d 
eoroplete,  by  Owgan  and  Batenum,  St6d 
Cieeio*t  Oflloet,  by  Henry  Owgan,  Si 


-  Old  Age  and  Prlendthip,  by  Wm.  Lewers,  It  6d 
AJvnicMthenet  and  iBtchinet  on  the  Crown,  by  Mongan,  St 
Dcmotthmet*  Phillppict  and  Orationt,  by  H.  Owgan.  St 


Fatheft,  Hbtoriant.  and  Writert  of  the  Church,  7t  dd 
r't  Iliad.  Booka  I  to  3,  by  C.  W.  Bateman.  la 

Bookt  1  to  8,  by  C.  W.  Batenan,  St 

— — — -  Bookt  9  and  18,  by  C,  W.  Bateman,  la 
Horace,  omnplete.  by  Owgan  and  Mongan,  St  8d 

■   Odes,  Epodes.  and  Carmen  Seculare,  It  Bd 

Satires  and  Kpittlcs,  by  Owgan  dt  Mongan,  li  8d 

MATf,  Bookt  I  to  S,  by  Henry  Owgan,  It  6d 

— Bookt  4  and  5,  by  Lewert  and  M'Deritt.  8t  6d 

Book  89.  by  Roacoe  Mongan,  St  6d 

Rerohitions  of  Sweden,  St  6d 

Pallaaet  HUtnriet.  by  Henry  Owgan.  St 

TadUis,  AnnaU,  Booka  1  to  6.  by  R.  Moofan.  St  «d 

Germany  and  Agrlcola,by  Henry  Owgan, 91 

Vlrgil'f  Whole  Workt,  by  Owgan  and  Mongan,  St  Gd 

JBneid,  Bookt  I  to  7*  oy  H.  Owgan,  It  6d 

Bookt  7  to  18,  by  R.  Mongan,  It  At 


BuooUcf  and  Geoiglct,  by  R.  Mongan,  It  6d 

KNIGHTS  CLASSICS,  tquare  ISmo,  1840. 
Baenni  Ettaya,  4t 
Ooldamith't  Cltiaen,  4a 

KNIOHT*S  JOURNEY  BOOKS  OF  ENGLAND,  tquwe 
l«mo.  Bohn,  1841. 

Bcrkthlre.  reduced  to  It  6d|  Deibythiie,  Is  Mi  Hamtt. 
ahlxe,lt0di  Kent,8t6d 

KNIGHT'S  LIBRARY   TOR  THE  TIMES,  tq.  ISme, 
1844. 
Maefkriane^t  French  Rerolution,  4  irols.,  S8t 
— —  Our  Indian  Empire,  S  Tolt.,  14a 

KNIGHT'S  MONTHLY  YOLUMRS.  commenced  in  1844, 
■fleiwarda  continued  iii  weekly  iroiumea,  18mo,  It  each, 
in  paper  oovcn,  or  It  6H.  cloth  . 

1.  Popular  Cnttomt,  Sportt,  &&,  of  the  South  of  Italy, 
bv  C.  MaeFarlane 

9.  The  Rngliahwoman  In  Egypt  In  1845,  by  Mrt.  Poole 

8.  Lord  Biougham't  Ditoounet  on  Science 

4.  The  Spanwi  Drama 

A.  The  Billow  and  the  Roek.  by  Harriet  Maitineau 

&  Moll^re,  by  Madame  Blaae  de  Bury 

7, 8, 9. 141.  PhOoaophy  of  Health,  4  yaU. 
11.  RamMcs  by  Rlvert 
IS,  IS.  Settlert  and  ConrleU 
14, I&  Puranii of  Knowledge:  Female Rxamplea 

18.  The  Field,  the  Garden,  and  Woodland 
17, 18.  Hittory  of  Pnintiag 

19,  90.  FomMil 

91.  Popular  Tumnitt 
88,  sa.  British  Costume 
94,96w  Bird  Mlieellanlef 


KNIGHT'S  STORE  OF  KNOWLEDGE,  eommenced  by 
Mr.  Knight  in  1841.    Reduced  hi  price  by  Mr.  Bohn. 
ImperiaTPtrUament,  by  T.    Aiia,  by  Carl  Rltter.  &c. 
C.  May  Commercial     Interoourte 

Taautkm  and  Taaua  with  China 

'  Post  Ofltoe  Schools,    and     Gnmnar 

Europe  Schoolt 

The  Horse,  by  Youatt  The  Mineral  Kingdom 

Dairy,  with  eutt 

KNIGHT'S  WEEKLY  YOLUME,  18no,  eadi  it ;  eloth. 
It  6d.  oommenoed  in  1844. 
-1.  WlUlam  Caxton 

9.  Mind  amongst  the  Spindles 

i,  19.  Englishwoman  in  Egypt,  9  Tola. 

4, 7*  Tales  ftom  Shakspeare,  8  vols. 

i^  9. 13.88.  DsTlirsChtaMse,  4  volt 

8.  MartfaMBu's  Feata  on  the  Fiord 
10, 14.  Fairfini's  Tatao.  8  vola. 
11.  Rennle't  Bird  Avehltectun  } 
U.  The  Elephant 
16. 48.  Ramblct  by  RiTen,  8  volt. 
17. 18,  t1, 37, 49.  BO.  Craik't  Literature  of  Bnglaad,6 Tote. 


19.  Brou^ism's  Dialogues  oi 
90.84.  88.  Histonr  of  Brkiflll 
91.  VoluiMof  Taiktiea 


1, 3  vols. 


KmtghC*  Weeklif  Fsfuwie    conthined. 
88, 83.  Camp  of  Refttge,  8  toIsl 
5. 88. 38. 61 .  70. 8D.  Dodd't  British  Manufoctuxcs,  6  toU. 
87. 86,  88.  Civil  Wart  of  Rome.  8  Tola. 
88. 81.  SS.  Ltfl»  of  Sir  Thomas  Gresham 
89, 31. 33.  Pursuit  of  Knowledge  under  Diffleulties,  3  ▼. 

30.  Cabinet  Pictures  of  English  Life— Chauoer 
34.  Memoirs  of  a  Working  Man 
38.TheCfcl 

30,40.  Insect  Architecture,  8  vols. 
41.  Kitto't  Lott  Sentes— Dsafness 
49, 96.  Curiosities  of  Physical  Geography,  9  Tola. 

43.  The  Dutch  in  the  Medway 

44.  History  of  the  Dog 

43, 46. 88. 90.  Lewes't  History  of  Philosophy,  4  ▼. 
47-  Lane's  Arabian  Talcs 

31.  Kitto's  Lost  Senses-BHndnets 

38.  A3, 63, 6ft,  74, 78.  Brougham's  Skelcbca  of  Statesmen, 

6  vols. 
34.  39.  64.  flP.  78. 84, 98. 108.  107,  109. 110,  119.  Cabinet 

Portrait  Gallery  of  British  Worthies,  IS  vols. 
66.  Racine  and  the  French  Clasdcal  Drama 
37*  Memoirs  of  Early  Italian  Painters,  S  vols. 
W,  68. 71*  Spenter  and  his  Ptietry,  3  vols. 
tt.  Legend  of  Reading  Abbey 
67*  Capital  and  Labour 
68.  History  of  the  Horse 

78. 73. 77. 79.  Paley*s  Theology,  by  Lord  Braogham,  4  v» 
73. 113.  Chaucer's  Canterbury  Talca,  8  vols. 
81,  111*  Romance  of  Travel,  8  vols. 
8S,  86, 87.  Historical  Parallels,  3  vols. 
8H.  The  Oregon.  Tenritory 
91. 108.  Pood  of  Man.  8  vols. 

94.  Induttry  of  the  flbine 

95.  Butler  t  Hublbrat 

97. 108.  Bacon  and  hit  Writlngi,  9  volt. 
96, 09.  Lord  Nugent't  Landt  Clattical,  9  v. 
100.  Flowert  and  their  Assodationa 
101*  Backwoods  of  Canada 
lOS.  104,  lOB.  Lane's  Modem  Bgyptiana 

LaRD^ER'S  cabinet   CYCLOPjBDIA  oi  History, 
Biography,  Literature,  3tc.    Commetksed  In  1890,  Oitm- 
pleted  In  J846.  at  6s  per  vol.    Reduced  hi  1851  to  8s  6d 
per  vol.    Seu  in  138  vols.,  £19 19s.    Loofman. 
Bell's  History  of  RustU.  3  vols..  10s  6d 

-: Lives  of  British  Poets,  8  vols.,  7t 

Brewster's  Optict,  1  vol.,  3s  fid 

Cooley's  Maritime  and  Inland  Discovery,  3  v.,  10a  6d 

Crow's  History  of  France, 3  vols.,  10s  6a 

De  Morgan  on  Probabilities,  I  vol.,  3s  fid 

De  SIsmondl's  History  of  Italian  Republies,  9s  fid 

., Fall  or  the  Roman  Empire,  8  volt.,  7k 

Donovan's  Chemistry,  1  vol..  aadd 

Domestic  Economy.  8  volt.,  7s 

Dunham's  British  Dralnatisis,  8  vols.,  7s 

■  Europe  during  the  Middle  Ages,  4  v.,  ]4f 
'        Germanic  Empire,  3  vols..  lOt  6a 

— — >  Hittory  (rf  Denmark,  Sweden,  and  Norway, 
3  volt.,  lot  6d 

■  History  of  Poland,  1  voL,  3t  6d 
LIvet  of  Early  Writert  of  Great  Britain, 


1vol.,  3s6d 

.  Spain  and  Portugal,  3  vols.,  17s  fid 


Fernii't  History  of  the  United  States.  8  vols.,  7s 
Fosbroke's  Greek  and  Roman  Antiquities,  8  vols..  7s 
Forster's  Lives  of  the  Stateamen  of  the  Commoa- 

wealth,  Avols.,17a6d 
Gleig's  Lives  of  British  Military  Commaadeis,  3 volt.. 

Ills  fid 
Orattan's  History  of. the  Netherlands,  1  voL,  8s  6d 
HrnsloWt  Botany.  1  voL,3s  fid 
Herschers  Astronomy,  1  vol..  as  6d 

^T Discourwon  Natutal  Phlloaophy,lv.as6d 

History  of  Rome.  8  tols.,  7s 
History  of  Switterland,  1  voL,  9s  fid 
Hblland's  Manufactures  in  Metal,  3  vols.,  lOs  fid 
James's  Lives  of  Foreign  Stateimen,3  vols.,  17t  6d 
Kater  and  Lardner't  Mechanlot,  1  vol.,  3t  6d 
Keightley't  Outllnet  of  Hittory.  1  voL,  3t  6d 
Lardner't  Anthnietk,  1  voL,  9i  fid 
Geometry,  1  vol.,  3i  fid 

Heat.  1  vol.,9i  fid 

^^ Hydrostatics  and  Pneumatics,  1  vol.,  9s  fid 

Lardnerand  Walker's  Electricity  and  Magnetism,  8 

vols.,  7s 
MM;kintosh,  Forster,  and    Cburtanay's  Livea   of 

Britbh  Statesmen.  7  vols..  9^  fid 
Mackintosh.  Wallace,  and  Bell't  History  of  England. 

10vols,35s  .  ■        • 

Montgomery  and  Shelley's  Eminent  Italian,  Spanish, 

and  Portuguese  Authors.  3  vols.,  lus  fid 
Moore's  History  of  Irehmd,  4  vols.,  14s 
Nlcolas's  Chronology  of  History,  1  toL,  9s  fid 
PhilHpa's  Treatise  on  Geology,  8  vols.,  7s 
Porter's  Manufactures  of  Porcelatai  and  Glass,  9s  fid 

T< Treatise  on  Manuliseturv  of  Silk,  1  vol. ,  3s  fid 

PowelTs  Histonr  of  Neural  Philoaophy,  1  voL,  3s  fid 
Rosrae's  British  Lawyers,  1  vol. .  3s  fid 
Scott's  History  of  Scotland,  8  vols.,  7s 
Shdley*s  Lives  of  Eminent  French  Authors,  8  v.,  7t 
Shuckard  and  Swalnton't  Inieett.  1  vol.,  3t  fid 
Southofa  uvci  of  British  Admlxab,  3  volt.,  I7t  fid 
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COLLBOnONS,  UBRABIBS; 


Chvrah  History.  S  toIi..  7s 

HbtonrorcheRtromiaiioB.f  \«^, 

Swalasoa'sDiMouneoo  Natund  Hlstofy.  1  vol., 

—-  NatunI  Historr  ana  ClassUtottkm  ol 


XMU 


7i 

as«d 

oTABi- 

HaMtajrinstiacCsof  Animals.  1  voL.aaAl 

BMs,  %  vols..  7» 

^— —  Fish,  Repinn.  &e.,  S toIs.,  7i 

Quadrupeds.  1  wL,  ai  6d 

.  — — ^  Shdls  aod  Shall-fl«li,  I  vol.,  Ii64 
— -^  Animals  In  MensMrfcs,  1  wl.. .%  Cd 

Tyddermy,  and  Blognphy  of  Zoologists, 

Thlrtwail's  History  of  Graeee,  8  vols.,  Sti 

LARDIfKR'S  CABIN BT  LIBRARY, 
MMrvQl.    LoQfmaa. 
1.  S.  Shaw^  Uf^of  Wellingtaa,  S  Tc»h. 
t.  ft.  8.  Lifc  and  Rein  of  Gcorm  I Y.,  3  rols. 
S.  4.  RccrosiMct  of  Pabik  AflUn  of  1831.  t  rols. 
dL  7.  Mamoirs  of  tha  Hoasa  of  Bouiboo.  S  vols. 

LIBRARY  POR  THE  TIMES.  Itao.   CoeUhaw.  18SI-S^ 
Ctraichof  BBfflanduBdarChaStiiaitt,9i6d.-f«d  tolsdd 

r- — .    .^  . — : Tudon.8s0d~red.toUtid 

Claaieal  Salactloo.  Bnalisli  Prose  Writers.  9«  6d-«.2s6d 
C«mstsntlnc^s  Life,  by  J.  riecehcr,  cL.  Is  fid— red.  to  Is 
Cooper's  <B.  H.)  FrcaCharchof  Andent  Cluistendom, 

gs    red.  to  2s 
Oliailaa's  (G.)  Martyrs,  Heroes,  and  Bacds  of  the  Seottkh 

Covenant,  Ss6d 
HintoB*s  tJ.  H.)  Test  of  Experience,  el..  Is  6d-rcd.to  Is 
Lawrenee^s  (H.)  Treasare-Seeker'f  Dai^*cr.8s6d— r.lsfid 
Miall's  (J.  G.)  Footsteps  of  our  Forefathers.  5s 
SllH*'  •  B*of?phy.  *»y  C.  R.  Edmonds.  Ss  fid— r.io  ls6d 
WiUiams'  (RJ  Life,  by  R.  Elton.  Ss-rcd.  to  Is 

LIBRARY     OF    ANGLO-CATHOLIC     THEOLOGY, 
eommencad  in  1841.    Oxfiord :  J.  H.  Parker. 
Aadfews  (Bp.)  Mfaior.  Works,  with  Memoir.  ISs— r.  to  6ii 
■  Opttscnla  Posthuma  and  Index,  6s 

Patterns  of  Catoehlstlad  Doetrine.  lAi 

■             Praces  Privatse.  Or.  eC  Lat.,  lAi  fid— red.  to  5s 
•^—  Respoosio  ad  Card.  BeUanninI,  ISs— red.  to  6s 
'——  Sermons.  5  vols.,  56ft— red.  to  35s 
^—  Tortana  Tortl.  tte-red.  to  6b 
BeverMge^  (Bp.)  Codex  Canonum.  vols.  I  and  S.  14s 
.^    ^  ..  ^ — J^^J^^^  Works.  18  V.  £5  §i-red.  to  701 
BnmhaU  «Bp.t  Works.  5  vols..  6Sb  fid 
Bull  (Bp.)  Defeneeof  the  NiceneCreed.Sv..  flOs-r.  lOs 
Harmony  of  St  Paul  and  St.  James.  8  v.,  18ft— 

raLtolAi 
Cosin  (Bp.)  Works,  4  vols..  41s— red.  to  30i 
Crakanthorpe  (Rev.)  Defensto  Eodesic  Anellcanc.  I4s~ 

red.  to  7i 
Forbes  (Bp.)  Considerationes  Modestc,  t  vols.,  18s 
Frank  fMark)  Sermons,  t  vols.,  lOs 
Gunnlnc  ( Bp.)  On  the  Pascal,  or  Lent  Fast.  9»— red.  to  6b 
Hammond  <Hen.)  Miaeellaneous  TheoloKical  Works,  IQs 

—red.  to  5s 

-^- — Practical  Catechism.  10s  6d— red,  to  5a 

ficimoas.  2  vols.,  16s— red.  to  lAs 
Hlekai  (G.)  Treatism  on  Christian  Priesthood,  3  vols.. 

S8i  fid— red.  to  15s 
Johnson  ( J.i  Canons  of  the  EogUsh  Church,  8  vols..  S4s 

— md.tol8s 
■  Works,  8  vols.,  21s— red.  to  10s 

Laud  (Archbishop)  Works.  7  vols..  A7s 
L'Estranffe  (Hamon)  Allianee  of  Divine  OfBces.  ISs-r.  6b 
Marshall  (Nath.)  Penitential  Discipline,  fift— red.  to  ^ 
Nicholson  (Bp.)  Exposition  of  the  Cateehlsm.  6s 
Overall  (Bp.)  Convoeatioo  Book,  Oft— red.  to  5a 
PMrson  (Bp.)  Vlndicta  Eptotolarum  P.  Ignatil,  2  v.,  18b 

—red.  to  10s 
Thomdike  (Herb.)  Works,  5  v..  10  parU.  89s— red.  to  50a 
Wilson  (Bp.)  Works,  ft  vols.,  10  parte,  84s 

LIBRARY  OF  CHRISTIAN  BIOGRAPHY,  fcap.  8vo» 
8s  fid  per  vol.    Scdeys,  1854-5. 
TTflHa     


L  William  Cowper 
t.  Felix  Neff 
&  JohnBradfbrd 


4.  John  Newton 

ft.  Martin  Boos 

6.  Christian  Thoa.  Sehwartx 


LIBRARY    OF    ENTERTAINING     KNOWLEDGE, 
oommeneed  by  the  Society  for  the  DiffUsioa  of  Useftil 
Knowledge  in  1830.  in  pa^  at  8s  each,  and  vols.,  cL, 
I  cadi,  43  -  •       '"^"    -'    "    ■'-•  "      "  - 


4s  fid 


vols..  £9  Lis  fid.  C. 


itlT  (11149)  reduced  to  84s  for  the  43 
roL    Nattall. 


Arehitactuie  of  Birds 
Backwoods  of  Canada 
Bioeraphles    of 

Men,  4  vols. 
British  Costume 
Criminal  Trials,  8  vols, 
■nrptiaa  Andquities.  9 
vols. 

Klfin  Marbles.  8  vols. 
Faculties  of  Birds 
Habits  of  Birds 
Historical  Parallels.  9  rob. 
Insect  Architecture 
Insect  MIsccUanles 
Insect  Transfrirmations 


Knight.     Subse- 
vols.,  and  8s  3d 


Manncn  and  Customs  of 
the  Egyptians,  by  Lane. 
8  vols. 

Mciuigerics,  4  vcfls. 

Paris  and  Its  Scenes,  8  vols. 

Pompeii,  9  vols. 

Pursuit  of  Knowledge  under 
Difficulties.  8  vols. 

Seeret  Societies  of  the  Mid- 
dle Ages 

The  Chinese,  bv  Davis,  8  t. 

The  Hindoos,  2  vols. 

The  New  Zealanden 

Townlev  Marbles,  8  vols. 

Y^getable  Substancea,  3  v. 


(AfTOBIxB. 

"iSaUr^JPJSia:?^*'  Dr.T«e-i..o.. 

i^wt  E^!S^ """"»••  5vols.,as6d 
6.  Dr.  Rigb^s  Sy«em  of  Midwifery.  lOs  0d 
7. 8.  Cravelhier-s  Anatomy,  8  vols.  36b 

'•'JSi^iy  ®r  ^^^  AUTHORS,  fop.  9m.  J.  R.Smith. 
The  Dnmacie  and  Pteticnl  WorkTof  Jolm  m.SS^ 
^•fitod  by  J.  O.  HaniweO.  3  vola..  15s  ««««. 

^iLla^^^CwAct  Fim  Plowghami,  edited  bv 
Thomas  Wright.  8  vols.,  1<«  *  *  ^^  ^ 

Mather's  Remwkable  ProvidoioHof  the  GarBer  Dnsef 
American  Cokmiation.  by  Georae  Oftw.  5b^  "■!»« 
^IS^a^l'it  T-n^««^^W.  Sir*.  5.; 
TffKgcU  Worksof  W.  Dtu«-o«l.edi« 
Qnarles'  Enchiridion,  3s 
■-ri?Is  •?.**•*  hy  E.  F.  Rhnbault,  5e 

Wlther's  Halle'ujah;     or.   BriCain*ft   Seeond    Ronea. 
braneer.  by  Edward  Farr.di  *»«««    nam 

'^^.  rL^u^^"^  "^  "•  ^^^^  -^  •^ 

The  Miscellanies  of  John  Anbsey.  4s 

The  IHadi  of  Homer.  Prhm  of  Poeti 

any  Lan*uag».  truly  transbied.  with  .  ^ ™^  ^ 

•J^  W^w'jgw^.by  G.Chapcaan  and  R^  eI 

Tl»  Odyweys  of  Homer,  trsnslatea  br  Geone  Chapman. 
Notes  by  Rev.  R.  Hooper.  8  vohu.  iS      *   ^— pn-n. 

"ir;i5i?.?f5?5;*'5-*^- «y"«  «-  ep%«». 


^c.  translated 


homvomachia. 
byG.  Chapma 


Chapman.     No 


R.  Hooper.  6s 
Dramktic  Works  of  John  Webster,  edited  by  Wm.  Baa- 


^litt.  4  vols.,  80ft  i  Urn  pap^, 
Dramatic  Works  of  John  Lilly. 


Life  I 


_  VT.  Falrholt,  8  vols..  10ft;  larxe  paper,  li 
Poetical  Works  of  R.  Crashai^eCSby 


No 


sbyF. 


bull.5a  * ^  "'   "•  ■•  ''"'"^ 

^^X^S^^^'^^^'^,^^'^-  Malory.  Knt.,  edited  bv 

Sackvilie  (Lord  Buckhnrat)  Works,  4s 
Mather's  Wooden  of  the  Invisible  World,  fts 
Lovelace's  Lucasta.  edited  by  Haslttt.  5s :  L  p..  :^  6d 
Early  Popular  Poetry  of  Ki4iand.3a^s  la^mi^.^id 

LIBRARY  OF  ORIGINAL   ROMANCE,  U  vofa^at8i 

rrvoL    Smith.  Elder,  and  Ca  .  «  "«^«m 

OhoBt  .hunter  and    his   7-  The  Khaa*a  TWe.  bv  J. 
Family,  by  Banun  B.  FrasCT         *"*•  "^  "*' 

8.  SditoderhannestheRob.   8L  Waldemar 

4.  Stoton  Child,  by  Gait       11.  i^^T^ 
ftb  Bondman^  Storr  of  tha  19:  TheJesait 

Thnes  of  Wat  Tyler  13.  Sic«i 

6.  Slave  King,  by   Victor  14.  fS& 

Hugo  14.  r 


LIBRARY  OP  SPIRITUAL  SONGS.    Hamilton  &  Co. 
*W?¥K  <''«»S)SpW5«*J Songs.  16B3;  Penite^ CrS 

i72\"'SlJ^«™*^  *i**»°?'»  to  the  Son  of  David, 
cS?riiS*Krce£^i5!.'fc.«5?^  ^«-^  *771; 
»•  Toplady  (A.  M.) 

4s  fid 


Bxcebis,  1778, 18mo,  4s  ' 

Tl.)  Hymns  and  Saoed  Pteott,  17881 


V«!SS,fc°**"*  "^"*  **  Chriattaa  Wonhip, 
ft.Gngg(Joaeph)  Hymns  on  Divine  SuMects.  with 

Serious  Poems,  1756, 12mo,  Ss  •«v«»»  wim 

«.  Oliver  CThomas)  Hymns.  ISmo,  Is  fid 

ITTT^Sro  6d*™***^  Original  Hymns  and  Poems. 

8.  Stocker  (John)  and  Hopton  (Job)  Hymns  and  Snlii. 
tnal  Poems,  1778-1801, 18mo.  9f  fid    ^^  "^ 

^Sedgwick  (Oanid)  Names  of  Original  Antfaora  and 
Trandaton  of  Psalms  and  Hymns,T880.  Hmofld 
JOjGrant^  (James)  Original  SySS  «5' fSS^fi^w. 

Cromman**  Saered  Poems.  6d 

Ken's  Hymns,  I8mo,  Is 

Sedirwick's  Comprehensive  Index,  19mo.  Is 

Steele's  Hymns.  ISmo,  5s 

^"»^\Y  0"«"ATHERS,  184a  J.  H.  *  J.  Parker. 
i*  S-  i!!SJf*?*«^  Confcsskms.  atd  edit..  8ft-.«nd.  to  ST 
S"  fl-  Sy^"-**"™*  **  edit..  lOft  6d-r«dIto8ft 
JV*';  ?:  CZP«<«>*»  Treatises,  8  vols., 8as M-reS:  to  17ft 
* i^JL^^^y******  "» *  Corinthians.  8  ▼.  in  i,  I8ftl! 
red*  to  I3s  fid 

e. onOalatiansandBphesian8,1lls6d— iod.tD8i 

2-.rTrT^°"'^?™»*^>^»-^»«>-tolOft6d 
8  «  18.  St.  Athanasius  against  the  Arians.  8  t.  tSa  fid 
red.  to  I5s 

9.  St.  Chrysostom.Homlliea  on  the  Staines  Its  md  i^ 
la  Tertullfan's  Works,  15s-red,  to  1  Is  '  l*-wd.  8b 
11.  15,  ik  34.  Chrysostom,  HomiUes  on  Matthew,  3  ▼.  3te 

— recL  tos/s 
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U&rsFyo/a«|iViM«r«-€ontiDtted. 

12.  ChrvKwtom,  HomUic*  oa  1  &  S  Timothy,  Titui,  and 
PhitomoDtian-mLtoai  ^       ^       ^ 

13.  St.  Athanttlui^t  Hutoriod  Tiacts,  lOi  8d~red.  to  8i 

14.  St.  Chryfoctom,  Homiltei  on  PhiUppiant,  ^c  lito— 
rad.tollt3d  ^      .w^       ^  .   «, 

16  &  »».  St.  Auguitine^  Sennoni,  9  r..  S8iH-red.  to  «U 
18,  SI,  83,  &  3l7st.  Orccory  the  Great,  Moials  on  the 
Book  of  Job.  At.,  55*  M        ^       ^^         ^  .    .«. 

53.  St.  Aucuatine't  Short  Treathe*.  16^rjBd.  to  Ift 

54.  S5, 30,  3S,  &  37.  AugMtine  on  the  P»Imi,  6  v.,  7«»- 
red  to41t 

Se   Ik  S9.  Augustine  on  St  John,  S  v. ,  308— red.  to  99»  M 

57.  St.  Chryioatom  on  S  Corinthiani, !«»  «—'«»•  to  fli 

S8   fc  38.-1 onSt.John,ST.,S4«6d-radtol8i6d 

33   ^  U, Homilies  nn  the  Acts,  Sis— red.  to  i<ii 

58.  St.  Athanasiuafs  FesUl  EpUtles.  fis— red.  to  4s  6d 
LIBRARY  OF  USEFUL  KNOWLEDGjK.    Coromeiieed 

bT  the  Society  established  for  the  Dimision  of  Uicfel 

Knowledge,  issued  to  parts  at  6d  each.    Baldwin. 

Bacon's  Novum  Oiiganum,4s 

Bell's  Animal  Mcehaniei,  Is 

Booth's  Art  of  Brewing,  Is 

Bushe's  Brttish  Husbandry.  V.  1.  S,  and  3,  ead)  8a 

Busk's  Snain  and  Portugal,  fie 

Daniel's  Treatise  on  Chcmbtrr,  Is  8d 

De  Morgan's  Differential  and  Integral  Calculus,  lOs 

Johnson's  Agricultural  Improvemenu,  8vo,  Ss 

Jones's  Value  of  Annuities.  *c.  8  v.,  l«s-adv.  to  30i. 

Lindley's  Treatise  on  BoUny.  8vo,  3s 

MQlleKs  History  of  Greek  Literature.  Svp,  ?•  6d 

Natural  Philosophy,  V.  1. 6s  j  V.  8.  to;  V.  3,  Tss  V.  4,  ?• 

Rham's  Outlines  of  Agriculture  in  Flanders,  8vo.  » 

Vaughan's  England  under  the  Stuarts,  8  t.  8vo,  16s ;  new 

edition,  18s 
Yteusseux .  History  of  Switttrland,  ?•  9d 
Yooatt's  CatUe,  8b.    Sheep,  8s 
LITTLE  LIBRARY,  souare  16mo.    Grant  and  Grimth». 
Btble  lUnsiratioos,  3s  6d        Mine  jThe),  3s  6d 
British  Story  and  English    Ocean  (Thel.  3s  6d 

SnMdiAtt^es,aa6d     Public  Buildings  of  Umdon 
Cb£les  Lew,  the  Young       «»<*  Weslmlnrter,  3s  6d 

Mechanic,  4t  Ship  iThei.  3i  6d 

Far«|The).4a  Shoberrs  BlriU.  38  6d 

Fiench      History     briefly    —-—— Quadrupeds,  4s  6d 

Told.^  The  Forest,  4s 

Little  Botanist,  8  t.,  Ss  The  Garden,  386d ;  6s,  cold. 

LIVES  OF  SAINTS  AND  SERVANTS  OF  COD. 
Edited  by  Dr.  Faber,  post  8?o,  4s  per  vol.  SeU  complete 
UP  to  present  time,  48  v.,  £9  8b. 

B:S!S!Sd,*Sr  Port  Maurice,  ^  B.Nichola.  Fattore.  1  r. 

B.  Paul  of  the  Cross.  3  v. 

B.  Sebastian  of  Apparialo.  It.  .  ^  .    ... 

SmSSof  Lellii.^.  Louis  da  Ponte.  &  F.  La  Nuia,  S  t. 

Catherine  of  Ricei,  1  v. 

Companions  of  St.  Alplu>nso.lv. 

F.  AnchieU,  Alvera  Von  Virmundt,  V.  John  Berch- 

mans,  I  v. 
F.  ClaTer.  Cardinal  OdescalchI,  It.  ,^    «    *i 

Fiftew  of  the  Oratory.  B.  SebasUan  Valfre,  De  Santl, 

Matteuoei,  I  v. 

Talna,  Eustachio,  and  PreTcr.  1  ▼•„__,.  , 

V.  Kibrisio.  Dall'  Aste,  V.  Mariano  Soatini,  1  ▼. 

Fathen  Segneri,  Pinamonti,  and  V.  John  de  Bntto,  1  r. 

FrancisdeSales,  !▼. 

Francis  of  Awai,  St. 

lenatius,  8  t. 

jaoe  Frances  de  Cbantal.  S  t. 

Joseph  Calasanctlus,  B.  IppuUto  Oalantini,  1  t. 

MaxT  Macdalene of  Paati,  It.  .     ^ 

PetS  of  AlcanUra,  and  Father  Ignatius  AaeTcdo,  8  t. 


Philip  Neri.  8  T. 

Phnip  Neri.  Companions  of.  1  t.  i„iu». 

Rose  of  Lima,  B.  Colomba  of  Rieti,  and  St.  Juliana 

TiSJSm  !y*VuiioTa.  and  St.  Francis  Solano,  I  t. 

I  SS^VmSSJ^S!'*  slcatherineof  Bologna,ST. 

LIVES  OF  THE  ENGLISH  SAINTS,  «lil«J  ^T  the 

Re^J.  H.  Newman  and  others,  14  t.  iamo,48s.TooTey , 

reduced  to  81s,  H.  G.  Bohn,  1844-ft. 

L  S.  Stephen,  Ss  6d  9.  S.  Germain,  part  1,  Si  6d 

S   8.  RSiard.  Ac.  8s  6d       10.  S.  Stephen  Langton^Si 


9   8  KicnarQ.  esc.  *m  ou  tu.  sj.  »»»^|'».»'»«  •«w.^ww.-j^— 

al  s'  Aueustine.  part  1.  Se  1 1.  S.  Germain,  part  8.  Se 

t  HwXsatoU.  5  18.  S.  Augustine,  part  8.  8e 

5.  £TiJu5n  MdS.  Wil-  13.  S.  Aelredand^talan. 


6!'s!*P?«lhins,*c.8B6d     ^^^^^^^1^?^^^' 

7.  S.  GUbert,  8s  "»<*  S.  Robert,  Ss  6d 

8.  S.WUMd,8s6d 

I^OCKE'S  SYSTEM  OF  CLASSICAL  INSTRUCTION. 
IntCTlii^r  -mMlatlons.  ISmo.    Walton  and  Maberly. 
ABKxplanjtorj^^JjW 

FrnKWCH.  SUmondl.  the  Battlea  of  Cressy  and  Polotim 
GsRMAiv.  stories  ftom  German  Writen 
GMJiiLl.  Lueian's  Dialogues.    Selections 

^ S.  The  Odes  of  Anacreon 

. .  Sb  Homer's  Iliad,  book  1 

. 4.  Parsing  Lessons  to  Homer 

6.  ZcnoF&on  's  MemorablUa,  book  1 


Grhk.  6.  Herodotus's  Htotories.    SdecUoni 
Latin.  1.  Phadnis's  Fables  of  .fisop 

S.  OTld's  Metamorphoses,  book  1 

3.  Virgirs  iEneld,  book  1 

4.  Parsing  Lessons  to  VlrgO 

6.  Cesar's  InTaslon  of  Britain 

Hanniw.  The  Book  of  Gencais.  by  Greenfield,  with 
.  Hebrew  Text,  6s  tfd,  cloth  ^  ^     ^  ^  ^ 

Also,  to  accompany  the  LaUn  and  Greek  Series: 
The  London  Latin  Grammar,  ISmo,  Is  6d 
The  London  Greek  Grammar,  l8mo.  Is  6d 

LONDON  THEOLOGICAL  LIBRARY,  post  8vo.  8s  6d 

rjrTol.    Chadwick.  1847.      ^      ^  ... 
to  4.  Miloer  and  Hamel's  Church  History 
8.  I^owth's  Lectures  on  the  Poetry  of  the  Hebrews 
6  ft  7.   Lardner's  Credibility  of  the  Gospels,  V.  1  and  S 

MASTERS'S  CHRISTIAN  BIOGRAPHY,  ft>.  8to,  IMS. 
1.  Ferrar  (Dougbu),  8s  6d      4.  Rusdan  PreTates.  Ss  6d 
S.  Bonner  (James) ,  8s  6d        ff.  Laud  ( Archbisbop) .  as  6d 
3.  S.  Boniface,  8s  6d 

MILITARY  REGULATION  BOOKS,  Parker.  FuniTalI« 
and  Parker,  and  Messrs.  Clowce. 

roa  TBI  ARMY  IK  •■NaRAI. 

Addenda  to  the  Uoyal  Warrant  and  Reaulatioos.    3a 
Exercises  for  the  RMulation  Clubs.    3d 
Field  Exercise  and  ETolutions  of  the  Army ,  6s 
GymnasUc  ExeKlsca.    By  Archibald  Madaten.    Is  6d 
InAmtry  Manual.  Is  6d 

— Sword  Exercise,  Ss 

Instructloijs  for  RegimenUl  Schools.  .6d 

Manual  and  Platoon  Exer.  for  Percussion  Carbines*  Is  oa 

Medical  Regulations  for  the  Army.    Is8d 

Military  Train  Manual.    Is 

Mutiny  Act  and  Articles  of  War-    4s  ,„«»     .  ^ 

Queen's  Regulations  and  Orders  for  the  Army  ,1890.    8i  6d 

Pocket  Edition  of  the  aboTe.    Is 
,.  Warrant  and  Abstract  of  Foreign  Barnusk  Reftt- 

lations.    6s 
Regulattons  for  conducting  Musketry  Instruction.    Is 

EncampmenUi  Quartermaster-Geneau'a 


Oflloe,  Si  6d 


the  CaTalry,  8s 

—  Dress  of  Officers  of  the  Army. 
■  the  Army,  ls6d 


Management  of  Army  Hospitals,  Is 
of  the  Purveyor's  Department  of  the  Army.  81 
Army  Semces,  with  Index,  lUs 


Report  on  the  Schoofof  Musketrr  at  Hylhe.    18®..,  8 
"       ' i  Regulations,  Army  Sciences.  3i  6d 


Addenda,  3b 


Royal  Warrant  and  I 

Special    Instructions   for   the  Officers  of  the  Quarter* 

master-General's  Department,  8s  6d 
Text  Book  for  Officers  at  Schools  of  MusketrT.    Ss 
The  Carbine,  the  Pistol,  and  the  Lance  ExerciseSf  Sa 

CaTalry  Sword  Exercise.  8s 

Squad  Book.    New  EdiUon.    8s 

ron  THn  catalrt. 
Regutetions  for  the  Instruction,  Furmatkn,  and  More- 

menu  of  the  CaTalry.    1888.   3s 

Regulations  for  the  Movemenu  and  Formations  of  a 

Division  or  Brigade  of  Cavalry.    3s    „,   ,    ^  ,       „   ^ 

Outpoeu,  PatrolsV&c.   By  Malor-Gen.  Sir  L.  B.  Lovell.  88 

Cavalry  Manual.  By  Colonel  AinsUe,  14th  Light  Dragoons. 

Plates.    8s6d  ^  ^      «    «  ,      ,  «  

Field-Days  of  the  Snd  Life  Guards.   Bt  Cokmel  Oeovgt 

Greenwood.    Fcap.  folio. ^Plates.    7a 6d 
Cavalry  Sword  Exercise.    By  Col.  G.  Greenwood.    Ss  6d 
Regulations  applicable  to  Yeomanry  Cavalry.    6d 
DrUl  for  Mounted  Rifle  Volunteers.    Is  6d 

FOR  TBn  iirrAifTBr. 
Field  Exercise  and  Evolutions.    4a 
Pocket  Edition  of  the  above,   la 
Infantry  Sword  Exercise.    6d 
Rifle  and  Light  Infantry  Exercise.    «»    .^     ,  ^_, 
ReguUtioits  for  the  Volunteer  Force.    1863.    Is  6d 
Drill  and  Rifle  Instruction  for  Volunteers.    6d 
Extension  Motions  with  the  Firelock.  Paper,  6d. »  card,  li 
Instructkms  in  Brigade  Drill  or  Skeleton  Drill.    Plates.  6a 
Battalion  Diagrams.    By  Colonel  Lysons,  C.B.    As  8d 

TBB  ROYAL  ARTfXJ.CRY,  AND  WORKR  OK  UMQIVMMVM9 
AND  roRTiriCATIOJV. 

Manual  of  Field  Artillery  Exercises.    1861.    fts 

Pocket  Edition  of  theabove.    Is6d 

Manual  of  Artillery  Exercises.    I860.   Ss  4d 

Pocket  Edition  of  the  above.    Is 

Dress  Regulations  of  the  Royal  Artillery.   6d    ^     ^.      , 

DuUes  of  Officers  and  Soldiers  at  a  Siege.    By  Colond 

J  ebb.    Plates,    fis 
Manual  of  Drills  for  HeaTy  Guns,  for  Volunteer  Artillery. 

nlndbook  for  Field  Senrlce.    By  Colonel  Lefroy.   7s  6d 
The  Reconstruction  of  the  Artillery.    By  MaJoi^General 

Chesney.    Is 
The  Royal  ArUllery.    la 

CATXCRI8M8  AND  MAMVALB. 

Manual  of  Musketry  InstrucUon.  By  Captain  Saunders.  81 
Manual  of  Company  Accounts.    By  Andrew  Jackson.    Ss 
Company  DrilLnSrMiOorSnell.    8s  M 
BamdionDrill:aSeaueL    By  MiOor  Snell.   7t 
-  Drill.   ByCaptalnD. Jones.   Platee,   4s 
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COLLECTIONS,  UBEA&IES, 


[AmsMx  B. 


itT  Of  PkijurU.  tu  CoL  Fftaelarcoea.  St 
•  6rHl.  Hf  r^r<ttih.  W.  D.  Malton.  SiM 
nff-SrHlnntt  in  i  Miapviy  and  Bsttalloa 


Coropaaiy  ttanoNiTrait  or.  HttcMUoitt  for  ConiiMny  DxUL 


D  W.  D.  MaltoB.    IftB.    It 
the  BmployiDCOt  of  Llcht  Traopt  on  Acta. 
By  ColoiMl  C.  Lnlie.  ILH..  Unattached.    M 
Itflle  Volinitaart.    Is  ;  pott  f^ae.  It  «d 


MOUmnf  nmnOmilm 

riald  ibcidaa  and  Kvohitiant  of  tha  Amy.    By  M itfor  R. 

Fanwick.    4t 
ComptDdtum  of  Racruit,  Oonmny,  and  Battalion  Drill. 

By  Caputai  Miliar.    St  6d 
Hinta  to  Aiplr&nti  iT^l  Ytj^nt  O^^ert  on  AppotetmaDt. 

By  Ua^ct  i    k .  PuT^int-iiH    i*fh\ 
ThaOfloir  4  X^nuAL:  jktUJiArv  it^iliiii  of_Napoleon. 
Mamolrori  th«  Iiut; 
Manual  of  Drigjule 
Dutlat  of  <  r>i^erin((.Srr|i>anif  in  i  Mnipwy 

Drill.    Bh  i^^^um  ^.  [}.  M&Unn      18^    lt6d 
A  B  Cof  siLtmUhhiniF     UgM  lufAiTiry  Movemantt  of  a 

Compaaj.    0>  Cmiitim  W.  D.  Wjillon.    180S 
Company  Ma 

By  Captain  W.  D.  Malton.  Td(B.    It 
Treatiaa  on  the  T — 

Serrioa.    By 
Manual  for  Rifle  Voluntaart.    Is  ;  poat  f 
Standing  Orders  of  the  East  Middlatex  Militia.    St 
Raroarlu  on  National  De«mea.    By  Sir  Duncan  Maodon- 

faU.    Safid 
Tabular  AnanfiOMM  of  Light  InlSntry  DrilL   By  T. 

Metcalfe.    lOt 
MUltary  Bkxkt,  UhntraUve  of  the  Fldd  Bxerciae.    By 

Cape  L.  Flower.    10a  8d  _     ^ 

MarcMiw  Out  t  a  Manual  of  Sunreytngand  Field  Sketeb- 

Ing.    By  Capt.  L.  Flower.    St 
Advlee  toSchoolmatter-Seijeanit.   Sd 
Ragulattoot  relating  to  the  Conveyaneeof  H.M.  Foreaa.  Si 

MILITAaT  LAW. 

Clarket  Forma  of  Courta-Maitial.    la 

MINIATURB  CLASSICAL  LIBRARY,  48rao.  la  U  per 
y/oLt  cloth,  gilt  cdgaa.  Bugue,  subsequently  by  Orr  and 
Co..  now  Groombrldge.  Thoae  to  which  the  ttar  it 
preAxed  are  6d  per  toL.  extra 

Baomrs  Essays  •Hamilton  t    Cottagen    pf 

Bcattie't  Minstrel  Olenbumle 

Cbanntaig*s  Essays,  S  Tola.    »  —  LettenonEda- 

Chapone^s  Lettets  on  the       cation,  8  volt. 

Mind  «Inriug-s  Essays  &  Sketobea 

Coleridgc^s    Andent    Ma>   Johnson's  Rasselaa 

riner,  Ac  Lamb's  Tales  ftom  Sbake- 

•Cowper's  Poems,  S  volt.  tpeare.  8  Tolt. 

Kliaabethi    or,    Kxllea  of  —^— Rosamund  Gray 
Siberia  Lewis's  Talcs  of  Wonder 

Falconer's  Shipwreck  Mason  on  Self-  Knowledge 

FAntion's  Reflectiona  Milton's  Paradise  Lost,S  ▼. 

*Geros  of  Anecdote  *More't  Coelebs,  8  volt. 

«• British  Poata,  4  ▼.    Practical  Piety,  S  ▼. 

1st    series.    Chaucer    to    Paul  and  Virginia 

Goldsmith  •Pious  Minstrel 

tnd  series,  Fakoner  to    Pure  Gold  from  RIfen  of 

Campbell  Wisdom 

Srd  series,  Llvhig  Authors  *Sacrrd  Harp 
4th  series,  Sacred  Authors    Scott's  Balbult,  &c. 

• Wit  and  Humour    Lay  of  Last  MInstiel 

•Gems  tnm  American  Poets  • Lady  of  the  Lake 

»  Shakespeare       • Marmion 

*Goldamitb*s  Essays  • Rokeby 

— _-.i>— -  PoeticalWorka  •Shakespeare's  Works,  8  t. 
Vicar  of  Wake-    Talbot's  Reflectioos.  &e. 
fleld  •Thomson's  Sciisons 

Gray's  Poetical  Worka  Walton's  Angler,  8  Tola. 

GR»ory*s  Legacy  Warwick's  Spare  Minutes 

Guide  to  Domestic  Happi-    Youna's  Night  Thougfata, 
ncaa  Svols. 

MODERN  TRAVELLER,  edited  by  Conder.  at  58.  or 

KrU  8s  6d .  Duncan ;  subsequently  at  fis  per  vol.   T^gg, 
,  81 .  82.  Africa,  S  vob.         1.  Palestine 

4.  Arabia  18.  IS.  Perslaand  China,  S  v. 
11.  Birmah,  Slam.  &e.           88.  Peru 

89. 30.  Braail.  &e.,  8  vols.      17*  Russia 

87.  Colombia  18. 19.  Spain  and  Portugal. 

ff , 6. Egypt,  Nubia,  Ac, St.       8  vols. 

lA,  16.  Greece,  8  vols.  S,  S.  Syria  and  AsU  Minor, 

7, 8. 9, 10.  India,  4  volt.  8  vols. 

91,32,33.  Italy,  S  volt.  14.  Turkey 

SS,  86.  Mexico.  8  volt.        S8. 84.  United  Statce.  &c,  8  ▼. 

MONKISH    HISTORIANS    OF    GREAT    BRITAIN, 

edited  by  Gilea.    JametBohn. 

1.  Rede's  Church  History,  18t        ,      .  .  .  ^  „. 

5.  GildasT  Hittorioal  Workt  and  Ntoniut*  Britiah  Hlt- 

tory.Bs 

5.  Robert  of  Deviact*  Chronicle,  Bs 

4.  GeoAey  of  Monmouth's  Bridsh  History,  lOi 
A.  Rede's  Historical  Works,  Vol.  8,  lOsSd 

6.  Chioolde  of  the  White  Rose  of  York,  ISt 

MURRAY'S    BRITISH   CLASSICS,   Library  BditUm, 

8vo,  7s  6d  per  vol.    Murray,  1854 

Gibbon's  Roman  Empire,  edited  by  Dr.  Smith,  8  volt. 

Goldsmith's  Works,  edited  by  P.  Cunningham,  4  volt. 

Johnson's  Lives  of  the  PoeU.  ed.  Cunnhigham,  S  volt. 

Byion't  Works,  6  volt. 
MURRAY*S  HOME  AND  COLONIAL  LIBRARY,  poet 

8vo, 74 ptt.,  each  2t  8d— red.  to  Si;  37  volt.,  eaoh  oa- 
red, to  is  8d,  Murray.  1861 

Abbott  (J .)  Philip  Musgrave,  8s 

Acland  (C.)  Manners  and  Customs  of  India,  Bi 

Alexis  (Ct.)  FaU  of  the  Jetuitt.  Si 


Mmrm^t  Heme  end  CMsniaf  Ubmy    coatfcnuwl 
Borrow  (Geo.)  Bible  in  Spahi,  Ss  6d 

GlpaSea  of  Spain.  Ss  fid 

Buxton  iT.  F.)  Memoira.  by  his  Son.  as  6d 
Campbell  (Tho.)  Uvea  of  Poets.  3s  «d 
n  (Lord)  Poftu(nl  and  Gamcia.aa6d 


OrlBBa^Bi 
Waicrloo.Bs<d 


Clive  (Lord)  Life,  by  G.  R.  Gleig.  9s  «d 

Cond4  (Princei  Life,  by  Lord  llahoa.  9s  6d 

CromwellJOUv.)  and  Bunyan  (J.)  Uvea,  by  Soathey.ti 

Darwin  (Cna.)  Voyage  round  the  World.  Ss 

Drake  (Sir  F.)  Life  and  Voyages,  by  J.  Banow.  Bs 

Drinkwater  (Jnoi)  Siege  of  Glbmltar.Ss 

Edwards  (W.  H.)  Voy^te  up  the  Amaaosk.  Bs 

Ellesmere  (Earl)  Sieges  of  Vienna.  Sa 

Ford  ( Ric)  Gatherings  ftom  Spain.  3s  6d 

French  in  Algiers.  transL  by  Lady  Gordon,  Sa 

Qleig  (G.  R.)  CampaLms.  Washlnfton  and  N. 

Story  of  the  Battle  of  Waicrloo, 

Goldaaalth  (Oliv.)  Ufe.  by  W.  Irving.  St 
Hay  (J.  D.)  Western  Barbery.  Ss 
Haygarth  (H.  W.|  Bush  Ufein  Anatralia.  Bs 
Head  (F.  B.)  Journeys  Acvossthe  Pampaa,  ft 
Stokers  and  Pokers,  Sa 

Heber  (Bp.)  Traveb  throoj^  India,  S  v.,  7a 

Irby  (C»L)  and  Mangles,  Travels  In  Holy  Lead.  fteu.  Si 

IrviagTwash.)  Braeebridge  Hall.  3s  0d 

Tales  of  a  Traveller,  at  Bd 

Letters  ftom  Madxaa.  by  a  Lady,  Sa 

Shoiesof  theBalt1c.b7aLady.SB 

Lewis  (M.  G.)  West  Indiaa.  Bi 

Livonian  Tales,  by  Au.  of  Letters  fhrna  the  BalUc,8t 
Mahon  <Loid)  Hiatorlcal  Easays.  9i 6d 
Malcolm  (Sir  J.)  Sketeheaof  FMa.  3a  6d 
Meinhold  ( Wm.)  Amber  Witch,  tr.  by  Lady  GaedoB,  ti 
Melville  (Her.)  Omoo.  3s  6d 

Typee,  3s  6d 

Meredith  (Mn.)  Residence  in  N.  South  Walea.  183B44.BI 

Milman  (Mrs.)  Wayside  Cioes,  a  Tale,  Ss 

Mumo  (Sir  T.)  Lift,  by  G.  R.  Gldg.  9b  ed 

Rcddcnoe  at  Siem  Leone,  by  a  L2y,  3b  Bd 

Ripe  (Father)  Residence  at  the  Court  of  Pekiqg.  Bt 

Ruxton  (G.  F.)  Adventures  In  Mexico,  3a  «d 

St.  John  (Bay.)  Adventures  in  the  LyMaa  Deaest.  Sa 

(Cha.)WildSparUof  theHighlaada.aaBd 

Sale's  (Sir  R.)  Brigade  in  Afliihanistan.  by  0.a.  Gleig»  Ss 
Sketches  of  Germaq  Life.  tranaL  by  Lady  Gosdon.  as  8d 
Steflbns  (Hen.)  Adventuredon  the  Road  to  Paila^  iai3'14, 
Ss 

MURRAY'S  RAILWAY  READING.  ISmo,  Momy. 
JEsop'sFabIca,  by  James,  SsBd.    18S9 
Art  of  Dining,  ls6d.   I8S3 
Beauties  of  Byron,  Proae  and  Yerae.  9b.  1BB9 
Byron  t  ChOde  Harold,  It.    18» 
Campbeirs  Life  of  Lord  Bacon,  St  Bd.    1BS3 
Croker's  History  of  the  GulUotiae,  la.    18S3 
Ellesmere'*  Sketch  of  Wellington,  6d 
Essays  fkom  *'  The  Times,"  8  series,  each  4t 
Flower  Garden,  Essay  on.  Is.    18M 
Giflhzd*B  Deads  of  Naval  Daring,  8  series,  ea.BiBd.  IBS4 
Hallam's  Literary  Essays  and  Charaetcrs,  Sa 
Head's  Emigrant.  Bi  6d.    18S3 
HoUway's  Month  In  Norway,  Bs.    18S3 
Honey  Bee,  Essay  on,  la 
Layard's  Popular  Account  of  Ninevdi,5e 
Life  of  Theodore  Hook,  Is 
Lockhart's  Ancient  SpaBiahBa]kdt,Bi6d.    I8SS 
Lucas  on  History,  6d 
Mahont  History  of  the  Forty-flve,  Sa 
-— ^—  Story  of  Joan  of  Arc,  Is.   IBSS 
Maulers  Life  of  WeUington,  Is  Bd.    18i3 
Milman*s  Fall  of  Jenmkm,  Is.    18S3 
Music  and  Dress,  by  a  Lady,  Is 
Nimrod  on  the  Chsise,  Road,  and  Turf,  each  la 
Oliphant's  Visit  to  Nepaul,  8s  6d 
Penn's  Maxims,  and  Hinu  on  AngUng,  Cheat,  la.    MSB 
Smith's  Rdected  Addresses,  Is 
Stanhope  (Ear) )  Addresses  on  Science,  la.    IBSB 
Taylor's  Notes  feom  Life,  Ss 
Washington's  Life,  by  W.  Irving,  1  ▼.,  Ss  6d 
WUkinson's  Ancient  Egyptian^  8  v.,  18s 

NATIONAL  ILLUSTRATED  LIBRARY,  poat  Bvo. 
cloth  gilt,  SB6d  per  voL  I  giltcdges  extra, 9s  B4i  BMiaooeo. 
7s  6d.  Ingram.  1851. 


7s 6d,  Ingram.    

Book  of  English  Songs 
'  French  Songt 
-  Scottish  Songs 


Mnief*tSketehesofLoBdaB 

MitchentOrbtof  Heaven 

Mormont,   or    Lattcr^Dey 


Bunyan's  PUgrira  's  Prugiest       Saints 

Burke's  Life,  by  P.  Burke  Muston's  Israel  of  the  Alpe 

CUies  of  Early  N ineveh  Neal*s  Residence  in  Slam 

Dumas's  Tnvelt  in  South  PfeilTei's  Visit  to  Icetand 

France  ^—  Visit  to  the  Holy 
Gaultierli  Travela  In  Spain       Land 

Homer's  Iliad  and  Odyssey,  .^—  Yoyagc  Round  the 

3  vols.  World 

Hue's  Travels  In  Tartary,  Pope's  Poetical  Woiks«  4  v. 

^c,  8  vols.  Rabbet  History  of  Ruada, 

Johnson's  Ufa,  by  Boawell,       8  vols.  ^^ 

4  vols.  Raleigh's  Life  by  WhitaiKad 
Lives     of     the  RusaeiraExtraordbarvMca 

Poets,  4  vols.  Waltont  Angler 

TourtoHcbridca  Whitens  History  of  Selbone 

Mackay's    Popular    Ddu-  WOkesTt  ExpUatiBg  Exp«d|. 

tloBs.8vols.  tioB,SvolaI        •■*-*— ^ 


NAVAL  AND  MILITARY  LIBRARY,  MWh  St. 
J.  The  Prlrateer  CapUln,  tj  Watcn 


8BRIBS»  BTC. 
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S.  SioriMof  ToiTW  Vednt,  br  Dr.  MilUnjico 

3.  Jack  Adams  t  or,  tha  Mutiny  of   tba  Boi 
Captain  Cbamlcr,  R.N. 

4.  CavcndMii  or.  tba  Patrician  at  Sea,  by  J.  Naato 


of  tba  Bounty*  by 


ft.  The  Port  Admiral,  by  ditto 
6.  The  Naval  Surgeon,  by  ditto 


7.  The  Huaar,  by  O.  R.  Gltig 

a  The  Two  Midshipmen,  by  capC  Amitrong 

9.  Frank  Bemlbrdt  or.  Life  In  the  Army,  by  Curliaf 

lu.  The  War  Hawk,  by  Capt.  Armttronc 

11.  Maurice  Tiemey  i  or,  the  Soldier  of 'Fortune,  by  the 
Author  of  Con  Ctegan 

18.  Leonard  Lyndsay,  the  r^ 


Buckinghamthlre  ..6   6 
!ambriageahire 


Caidlgamhlre 
Cannaithenshlre, 
CaniarvoiMhiie  . 

Chethire , 

CknnwaU   


Deriiy. 
Devonshire 
Dortetshire 
Durham.... 


9  6 

10  0 

10  6 

7  6 
6  0 

16  0 

6  0 

8  6 


Uneolttshira .  . 

Merionethshire . 

Middlesex 

lonmouthi 


:i 

,  5 

.  6 

.  4 

.  H 

:,'. 

.  11 
.  10 
.  4 
.  2 
.  9 
.  » 
.  9 
.  10 
.  8 
.  19 
.  9 
16 
.    8 


IflCHOL'S  STANDARD  DIVINES.  PURITAN  PB- 
RIOD  I  supplied  only  to  subscribers  of  Sis  per  •nnum. 
In  advance,  which  entitles  to  tf  v.  demy  8vo,  cloth 

Issue  for  1861-9  Goodwin  (T.)  Works,  V.  4-6 

Goodwia  (T. )  Works,  V.  1  -S  Issue  for  1863-4 

Adams  (T.)  Works.  V.  1^      Sibbcs  ( R.i  Works,  V.  4-6 

Issue  for  UKtt-.l  Goodwin  (T.)  Works,  V.  7-8 

Sibbes  (R.)  Works,  V.  1-S      Clarkson  (D.)  Works.  V.  i 

ORDNANCB  GBOLOOICAL  MAPS  AND  SECTIONS' 
These  Maps  consist  of  the  Maps  of  the  Ordnanoa  purvey 
gcoloiieslly  surveyed  and  coloured. 

ORDNANCB  MAPS.  EwnLAws  Ann  Walcol 
aianle  One  Inch  to  a  Mile.  List  of  Counties  now  ready, 
i  the  price  in  sheets.  They  are  also  kept  in  ones, 
ranted,  and  on  roUerss  any  sheet  may  be  purduMed 
separately.  Index  lisu  with  ftiU  particulars  ars  to  be 
had  thiDuah  any  bookseller,  or  of  the  pubUshcrs,  Long- 
man and  Co.  s.  d.  s.  d. 

Bedfordshire 4   0""*"  " 

Berkshire 10   6 

Bracknocfcshln  ....    8   0    ^ 

Monmouthshfie 
Montgomeryshire. 

Norfolk  

Northamptonshirs 
Nottinghamshire  . 

Oxfordshire   

Pembrokeshire . . . 

Radnorshire  

Rutlandshire 

18   0   Shropshirs  ...... 

,  IS    0   Somenetahire 

.    6   0    Staflbrdshire 

,    8    0    Suffolk 

Flintshire S   6    Surrey 

Glamorganshire....    9   0    Suuex 

OkMiesstCfshire  ....  10  0    Warwickshb« 

Hampshire   16   0    Wlluhire 

Herefordshire 6   0    Woicestershire  ... 

Hertfordshire  6   0    Yorkshire  86 

Huniingdonshtae....    ff   6    Ule of  Wight 9 

Kent 11    0    North  Wales 16 

Lancashire    10   6   South  Wales 94 

Ldcestcnhlre 8   0    Walee-complete ...    37 

The  River  Thames  f^om  Oxford  to  Margate  (siae,  140  by 

4Vln.),  taisheeu.l6s 
Maps  of  England  and  Wales.    Scal»-Six  Inches  to  a 
MUo  iSiuto  sheets,  8s  and  8s  6d  each).     Durham, 
i:i8I9r6d{  Lancashire.  £94  8s  6dj  Yorkshire.  £60  lOs 
Two  Plates  sliowing  the  Inlantion  of  the  different  descrip- 
tiona  of  Writing  and  Boundaries  used  in  this  Survey, 
6d  endl 
The  principal  cities  and  towns  of  England  may  alio  be  had 

on  the  scales  of  5  feet  and  10  feet.  &c.,  to  the  mile 
Parish  Maps  (on  the  scale  of  95  Inches  to  the  Mile)  are 

now  In  progreis 
Skeleton  Map  of  London  fan  the  scale  of  Five  Fret  to  a 
Mile)  engraved  for  the  Commissioners  of  Sewers,  819 
sheeta*  at  Is  each 

(on  scale  of  19  Inches  to  a  Mile} 

comprising  44  sheets.  Is  each 
Map  of  London,  6  Inch  scale  in  15  sheaU,  I9i  6d 

MAra  or  Sooti.and.    (Sesle  6  Inches  to  a  MUat : 

Ayr £14  19   6    Kircudbright £ll  15   0 

Berwick 5  17   6    Linlithgow 9   0    0 

Dumfries 18  19   6    Peebles 5    9   6 

Edtaiburgh    ....      5    0   0    Ross 9  19    6 

FlffeandlKinnM     8   5   6    Wigton 7   8   0 

Haddington....      4   9   6 

Towns  (on  the  scale  of  5  Feet.  10  Feet,  &c.,  to  a  Mile) 

Parishes  (on  the  scale  of  86  Feet  to  the  Mile) 

MApa  or  lasLAHD : 

Gcnoal  Map  of  Ireland  on  the  scale  of  Four  Miles  to  the 
Inch,  to  illustrate  the  Report  of  the  Irish  Railway 
Commisskmers,  nsd  a  Duplicate  of  this  Map,  fchowing 
the  Boundaries  of  the  Poor  Law  Districts.  Price  for 
each,  hi  6  sheeU,  plahi,  Ms 

Map  of  IieUnd.  to  lUusuate  Report  of  the  Land  Tenure 
cSaninlsshmersu  Scale,  10  Miles  to  an  Inch,  in  1  ihL  9s  tid 

Six  Inches  to  a  Mile: 

Antrim  . .shts.  68  £18  9   6   Cavan....shts.44  £8  17  8 

Armagh 39      5  15   0   Clare 75  15   7  6 

Cariow 86      4  17   «   Cork 138  84   5  o 


Donegai.Bhta.U0£91  17  6 

Down 57  11    0  0 

DuMIn 88  5  10  0 

Fermanagh  ..43  8   9  6 

Galway 137  89  19  6 

Kerry Ill  93   5  0 

Kttdare 40  8   5  0 

Kilkenny  ....  47  9  17  6 

King'sdo.    ..47  9   5  0 

Leitrim 38  7    7  6 

Limerl^  ....  60  19  10  0 

LonduDdcrry    49  9 17  6 

Longford...    97  5    0  0 
Any  sheet  may  be 


Louth 

Mayo  

Meath 

Monaghan  . 
Queen's  Co. 
Roscommon 

Sligo 

Tipperary  . 

Tyrone 

Waterford  . 


•hts.  98 
....  183 


Wexford  , 
Wicklow 


54 


86    0 

10  17 

tl 

11  17 
9   9 

90  0 
13  15 
8  15 

8  10 
11  19 

9  11 


-     -  ^  .  ^        9  17    6 

rirchased  separately,  8s  6d  or  5s  eadi 
to  the  MUei  at  6d  eech 
Town  Maps  on  the  scale  of  5  Feet,  lo  Feet,  &e.,  to  tba 

M}ie 
Map  of  the  Island  of  Ouamsay,  In  8  sheets.    Scale  ■ 

Six  Inches  to  a  Mile,  7i 
Map  of  the  Island  of  Jersey,  In  4  sheets.     Scala-SU 
InchestoaMUe,  8i 

ORR*S  CIRCLE  OF  THE  SCIENCES.  9  vols.,  originally 
published  by  Orr  and  Co.,  1854-^,  now  by  Oriffln.  Stfpa- 
imte  treatises,  cloth. 

1   Ansted's  Osology  md  Physleal  Geography,  9i  6d 
9.  Brsen's  Practical  Astronomy,  8s  6d 
3.  Bronner  and  Sooflbm's  Chemistry  of  Food,  Is  6d 

iBushnan's  Physiology  of  Animal  Life,  ls6d 
GorcTs  Theory  Ae  Practiceof  Klectro-Depodtioii,  U  6d 

6.  Imrays  Practical  Mechsnics,  8s  6d 

7.  Imray  on  the  Steam-Ettgine,  8i 

8.  Jardiae's  Practical  Oeoroelry,  Is 

9.  Latham*s  Varieties  of  the  Human  Spades.  Is  6d 

10  Martin's  Phocoaraphle  Art :  Theory  and  Practice,  8s6d 
11.  MIteheUand  Tennant's  CrystaUography  and  MhM- 

18.  MltSeil's  Properties  of  Matter  and  Statics,  Is  6d 

13.  Owen*s  Principal  Forms  of  the  Skeletoo.  Is  6d 

14.  Primary  Atlas  of  Mcxi.  St  Anc.Oeography,9s  6d  i  eol.34 

16.  Soolftm's  Chemistry  of  Light.  Heat,  Ac.,  3s 

17.  — —  the  Inorganic  Bodies,  Si 
la. ArtiAcUlLlgbt,  ls6d 

19.  Scoifem  and  Lowe's  Practical  Meteorology.  Is6d 

8Ui  Smith's  lucroductkm  to  Botany,  Structural  and 

Syiteroatlc.Ss 
91.  Twiiden's  Plane  and  Spherkal  Trigonometry,  Is  6d 
99.  Twiiden  on'Seriesand  Logarithms.  Is 
9&  Young's  Ekmenu  of  Algebra,  is 
94b  •^— ^  Solutkms  of  9ubtions  In  Algebra,  Is 

85. Navigation  and  Nautical  Astronomy,  9s  6d 

8&  ■  Plftnc  Geometry,  Is 

87. Sltaple  Arlthmetk  and  Its  AppHeattoni,  Is 

88.  -^— -~  Elementary  Dypamles,  Is  6a 

OXFORD  CLASSICS.  ISmo,  doth.   J.  H.  ft  J.  Parker. 
GaaxK  Poara. 
JSsehyhis,  8b  flomeri  lUas,  3i  6d 

Aristophanes,  8  vols.,  61         -^—  OdVMea,  Ss 
Buriptdes,  3  vols. ,  6s  6d  Sopho^,  3s 

1 the6Piays3t6d  " 

GnaxK  Paoan  Wnmaa. 
ArlstoteUs  Ethica,  8s  Thucydides.  8  vols.,  8s 

Demosthenes    de   CinronA   Xenophootia  Anabasto,  Si 
at  iBichines   Ctesiphon-    — ^-^.-.  McaBonriuUa. 
tem.St  ls4d 

Herodotus,  8  yols.,  6s 

^TJir  PoxTf. 
HoraUus,  Ss  Lucretius,  Si 

Juvenalii  et  Pctaeus,  Is  6d    Phcdrus,  ls4d 
Lucanus,  Ss  6d  Vir|{ilius,  Ss  6d 

LATiir  Paoaa  WniTama. 
Cvsar'sConmentaries.SsOd    Cornelius  Nepos,  Is  4d 
Cinor de  Belto  Galileo,  ls6d    Llvlus,  4  vols.,  6S ;  1  voL  4a 
Ckero  (select  portions)  de    Sallustius.  8s 

Oflells,  Ss  Tadtus,  8  vols.,  5s 

— Tuse.  Disputationes,8s 

NoTica. 
JBschlnes  In  Cteslphontem,    Euripides,  Orestes,  Is 
8s  ...... 

JBsdiylus  PrometheusYlne- 

tus.  Is 
■  Septem  Contra 

Thebes,  Is 

-  Perssr,  Is 
•  Agamemnon,  Is 
>  ChoephorsB,  Is 

-  Eumenidcs,  Is 

-  Suppiiees,  Is 
-Notes    only,    1 


J  li 

-  HIppolytus,  is 
-Alcestls,  Is  I 


vol..  3s  6d 
Csuar  de  Bdlo  Galileo, 

Bks.  I  to  3.  Is 
Cicero,  In  Catilinam.  Is 
Pro  Lege  ManUla 

et  ArchU,  Is 

Pro  Mllone,  Is 

——  De  Seneetute  and 

De  Amlcitia,  Is 
Cornelius  Nepos,  Is  6d 
Demosthenes.  De  CorooA, 

Ss 
Euripides,  Hecuba,  Is 

Medea,  It 


Notes  only,  1  vol.,  3i 
Horace,  Odes  and  Epode*, 

Ss 
-■  ■  —I-  Satires,  Is 
'  EpIsUes,  Is  I  Notes 

ooly.Ss 
Livy,  Bks.  81.94, 4s 
Phadrus,  Fables,  Is 
ballust,  Jngurtha.  Is  6d 

CatilinK,  Is 

Sophocles.  A>x.  Is 
— -^  Blcetra,  Is 

GEuipus  Rat,  It 

(Edipus    CokH 


»ls 


Antigone,  is 
Philoctetas,  Is 
TrschlnlK  | 


; 


Notes  only.  1  voL,  3a 
YlrgU,  the  llucolics.  is 
—  iEneid,  1  to'3.  Is 
.— *  the  Georgics,  Ss 


99% 


OOLLBCnONS,  UBSLASJW, 


[Apnnniin& 


PARKBR*8  COLLECTION  OF  TALES  FOR  THE 
VOUNO  MEN  AND  YOUNO  WOMKN  OF  ENO- 
LAND,  J.  H.  and  J.  Park«r. 

1.  llodMroMlSon.U  11.  Tcnanta    at    Tbilui^ 

S.  TKe  R«crult,  It  End.  U 

S.  The  Strike,  it  IS.  Wlndvcoto  Hall,  la 

4.  Jamet  Bricht,  the  Shop-    14.  Fabe  Honour,  It 

man,  It  15.  Old  Jarvlt*t  Mile,  It 

B.  Jooa*  Clhit.  It  )«.  The  Two  CottMert,  tt 

8.  The  Siaten.  It  17.  Squlteh,  It 

7.  Sertrant**  inflaenee,  la      1&  PoUtidan.  li 
8L  Caroline  Elton,  it  1&  Two  to  One.  It 

•l  RnUway  Aoetdcol.  la        ID4S.  Hob«m't  Choice,  M 
Mil  Wanted,  a  Wife,  la  Suaan.  Ac  Mary  Tbo- 


11.  irreroGable,  It 


maB.eaeh4d 


PARKER'S  COLLECTIONS  IN  POPULAR  LITERA- 
TURE, f  cap.  «iro.    J.  W.  Parker,  1S44. 
Chronlclet  of  the  Scaaoot.  Norah  Toole.  St 

4Tol«.,eachai6d  Wrtuag  Detk  and  lU  Co»- 

Napoleo«*t      InvailoB     of  tenit.  tt 

Huatia.  fli  6d  Llnnaut  and  Joialeu.  9t 

Rcyuard  the  Fox.  8a  Smeaton  4c  Ughthouaei*  te 

Uteful  Aru  in  Pioductkm  Utcful  Arts  in  the  Produe- 

or  Food.  Si  6d  tion  of  Clothing,  Sa  6d 

Life  of  Peter  Wilklnt,  3t  Uteful  ArU    in    Buildli^ 

Van-U,  the  Chlneae  Magie-  Uoutet.  St  6d 

trate,  St  Cuvier  and  hit  Workt,  Si 

LordandtheVattal,St  Merchant  and  the  Friar,  9i 

Fianeh  Revolution,  3t  6d  Sir  Joaeph  Banka,  St 


PARLOUR  LIBRARY,  e 


in  1S47  hjr  SImma  and 


Maelntvre,  aubaequently  publiahed  by  Hodnoo,  prioe  It 
•adv  ▼ol.  in  boardt :  volt,  marked  thut  f,  pxlue  laid  {  or* 
ckHh  gilt.  6d  extra. 

»,  lU.  la   Meinour*  [*r  a  KhjiicLan,  by  Duiaaa»  9  T.,  Sa 

4^  ^  CnOKUviup  by  GcorjtF  hiaU,  3  v.,  Sm 

81  i'olkvuint,  by  G.  Griina 

7«  17.  KijfhwAyi  ami  B|wAyt,  by  Grmttiui^S  v..  Sa 

I.  QUI  Ct^nwrftu  of  Fw\Mi  by  MacUiae  Reybaud 

9.  Mihan.  tiy  Mr«.  ^.  C.  HiJL 

]».  Rive  tii^  GMiru4e,  &d  by  TiLipt«r 

13.  Schtn4rrhjmnir(>.  by  Ltiifh  HUchie 
tL4.  Km  I L  La  W^mlKum.  by  A.  nf  Two  Old  Men*t  Talea 

U.   r&kn  of  ihv  N^lunttef  Kt4(jvAlf,  by  GwaJd  Orlffln 

l4L  alt*U»  by  iJiilv  tjpiii 

Ifl,  ?*».   PArtoi^ii^t  bj-  Trapfl^r 

SL  Furclriruu^b^  the  Hit*T,bf  Vf.  Culmm 

a,  dmivititMii  of  an  ICIderly  h*Ay.  by  JiletiimtOll 

t3.  Family  l'ic(u.r«.  bv  La  Kontaia* 

84,  Tithe  Pnwior.  by  W.  Carl*lap 

WX  V-mm^t  ^y  ilui  Auticfi 
fML  Lady  Elvrlyh,  bv  Auiliorof  Emilia  Wjbdham 

«?.  TaJe*  and  sjiterirhei.  by  Tnpflef 

Sit  Father  ConPcll.  by  tlw  O'lUra  Family 

^,  ^L  sitiotnit.  the  Sorccrciu,  by  M^^in^iqld 

3*,  Andrew  the  Savoyjirrt,  by  Faui  de  kotk 

33-  Travelf  af  Mom.  Viciet,  by  M*fryat 
t34.  r*{}iay»by  Jamei 

aft.  OnetnaThoutand.by  Jamet 

38.  Talca  of  Wooda  and  Fielda.  by  Author  of  Emilia 
Wyndham 

37.  Robber,  by  Janica 

98.  Mary  of  Burgundy,  by  Jamca 

SB.  Country  Storiea.  by  Miat  Mitford 
fM.  Morley  Ematein.  by  Jamea 

41.  .Sketch  Book,  by  W.  Irring 

4S.  Talca  of  a  TraTellcr,  by  W.  Inring 

4S.  Two  Old  Man*a  Talea,  by  Au.  of  EmiUa 

44.  Caatelneau,  by  Janet 

4ft.  Picturat  of  Firtt  French  Revolution*  by  Lamartiiie 
t48.  D:iTr*^-T,  by  JsTTirs 

47.  NnntiWer  Abbev,  by  Mitt  A 

48.  KHftn  iT*lr,  by  *''«*« 
t49L  8iiiutfirl«r>  by  Jvfm 

80.  Z*-.iobla,  by  U^ir.  W*  W«* 

81.  Bi.'Ha,  (dkted  by  Au.  of  EmlUii  Wyndham 
fftS.  Bri^ATx).  by  J  Bine* 

83.  G<i?kiCvleve,  by  Laroarttae 

84.  Sir  E'hilip  MFtheciii)£t04i,  by  Lady  L^nt 
8ft.  WanH«rt'r  «nd  hti  Wanit,  by  A.  Laauitine 

fJS.  PMNEh  AueuuuA*  by  Jj^mt* 

87.  Hi^ir  of  WAfti  V^'a^ljuiiU  by  \firy  Hoivltt 

68.  Gime  at  Life,  by  Lcaich  micltk 
♦39.  GoBfri*'.  hy  Jime* 

80.  MajuIIcUI  PaA«  by  Miu  Aiiit#o 
f61.  H^^ry  MniecrEon^  by  Jsedh 

6i.  Rii  ilJt  by  Gemlil  Grmvt 
{63.  Jolin  Evf^rtton  I1all<  by  iamri 

84.  Count  en  uf  Hudi>U(adt.  by  ritfOFjre  Sand 

65.  EiiiigTJiiit  in  ^ejjch.  of  a  Coibay,  by  C!.  RowCKOft 
166.  ConvtiTt,  by  JatnH 

67.  Two  Fiiendi.  by  Marriatt  ArdtteJd 


Km^'i  liJKhway,  by  Jamiu 
\9fk  Aj^n^  de  Miin»[vlt,  by  G  rat  tan 
70.  OJiiOct  Hunter^  by  thtr  O'Hara  Family 

»:r ' 


,  Sluvt  King-  by  Victtjr  Hti^o 
,  Charlrt  TyrrelL  by  Jamci 


_.  Dlicipbne.  by  Mr*.  Sruptott 
t'/4.  M^£«rft  Catch poI«4  by  C^bbald 


V 

i 


7ft.  Picturea  of  Life,  by  Stifter 
'78.  Agineouit.  by  Jamet 
77.  Scalp-Huntert.  by  Reld 
^78.  Forett  Daya,  by  Jamca 
-78.  Wilmingiona,  by  A.  of  EmIHa  Wyndham 
Jamea 


>8Q.  Heiddlierg,  by 

81.  Gentleman  of  the  Old  School,  by  Jamca 
m.  Cagot't  Hut,  by  Grattan 
fSS.  Jacquerie,  by  Jamca 

84.  Unde  Tom*«  Cabin,  by  Mrt.  Stowe 

85.  Simple  Story,  by  Mrm.  Inehbold 

86.  Monthly  Nunc,  by  Mra.  Downing 
tV7.  Whim  and  ita  Coueqoencet.  by  Jamea 

88.  John  Doe.  by  the  O^Aara  Family 

89.  George  the  Planter,  by  Dumaa 

f9a  Stuart  of  Dunleath,  by  the  Hon.  Mra.  Norton 

fSl.  Huguenot,  by  Jamea 
8S.  MiQer  of  Angibault,  by  G.  Sand 
DO.  Nowlanda,  by  the  O'Han  Family 

194.  Arrah  Neil,  by  lamea 
95.  Magician,  by  Ritchie 

f98.  Time  the  Avenger,  by  the  Au.  of  Emilia  Wyndham 

t97.  Sir  Theodore  Broughton,  by  Jamea 

t«.  Rifle  Rangers,  by  M.  Reid 

tS9.  Forgery,  by  Jamea 

100.  Lover  upon  Trial,  by  Lady  Lyona 
«101.  Falac  Heir,  by  Jamea 
flOS.  Mordaunt  Hakl.  by  A.  of  Emilia  Wyndham 
flia  ArabellaStuart.l^  Jamca 

104.  Scottlth  Heircat.  by  R.  M.  Daniela 
flOS.  Henry  of  Guiae,  by  Jamea 
f  106L  Tenant  of  WUdfdl  Hall,  by  Acton  BeU 
f  107.  Beauchamp ;  or,  Uie  Error,  by  Jamca 

108.  Roaa ;  or.  tlie  Black  TuUp,  by  Dumaa 
flOO.  CardhuTt  Daughter,  by  R.  M.  Danida 
41 10.  Engliah  Envoy,  by  Mlm  Comer 
{ill.  A^ia,  by  Jamea 

lis.  Hero  of  Our  Dayt,  by  Lermontoff 

113.  Dark  Ladyof  Doooa,  by  Maxwell 

114.  Sybil  Lennard,  by  Mrs.  Grey 

lift  Counteaaof  .St.  Alban,  by  Elackliender 

116.  Sea  Lloni :  or,  Ih*  Loil  Scalers,  by  J.  F.  Cooper 

117.  Mark*  Ki'cf^  at.  the  frtter,  by  J.  F.  Cwi« 
11&  Ru.Vi.i^^)J.  bv  Jamu 

119.  MAu^ic(^  llertuy.  by  A-  of  Sit  Jasper  Cartv,|k 
flSO.  HuNtrn    Vtra^t,  by  M.  tlaid 
tlSl.  Step  Mi>tlier.  by  Jiitnw 
flSS.  CajLle  AvoD,  by  Emiba  Wyndhani 

1S3.  Sir  jAiper  LUrew,  by  Au-  of  Maurice  TlcniaT,Si 
flS4.  The  c'Astle  ut  Knreni^tein^  by  J&fne« 
flSft.  Mar^«r«^i  M^iiUod,  by  Au.  of  HerkUTtd 

lS6b  Ani^ela^by  All.  of  tiimilia  Wvodhajn.  it 

1S7.  Evji  St.  L'Uir.  itc.  b¥  a.  P,  H.  Jj 

188.  Broth  era  Etuiet.  by  VI  its  Camt>r 
flfiS.  MerklAncl.  bv  Ai^.  of  Mar«ari»t  Majtlajad 
flSO.  Norfn&n'i  Urldf^^  by  Au.  of  ^rniilu  WyodbsB 

138.  Qiircirs  N'c^VlaA;,  by  Dumaa,  M 

133.  mAji]bl£{ye  Hauur.  by  Hmkh.Sa 

134.  M'nini  SureL  by  Ai».  of  iCmiiia  Wy 

ilSft.  Inherituice,  bv  h  furrier 
137.  MAmagrH  by  terrier 
138.  Outlaw,  by  ft.  C,  K^dl 
14a  Jack  Tier,  by  Cooper 
141.  Younger  Son,  by  Treiawney,  Sa 
..^   «.. «__, •—Orant.Sa 

St 


14S.  Phantom  Regiment,  by  Grant 

143.  Heireaa  of  Bruget,  by  Grattan 

144.  Frankenatein,  by  Shelley,  la 


tl48.  Lettioe  Arnold,  by  Author  of  EmUia  Wyndham 

tl47.  Hungarian  Brothera,  by  Porter 
148.  Cardinal  Masarin,  by  Dumaa,  Si 
IftO.  Father  Darey,  by  Author  of  Emilia  Wyndham,  Sa 
IftL  Hunchback  of  Notre-Dame,  by  Hogo.Sa 

ilfiS.  Nanon  i  or,  Woman*t  War.  by  Dumaa 
IftS.  WMowt  and  Widowert.  by  Thomaon 
184.  Chevalier  D'Harroental,  by  Dumaa 
15ft.  Aubrey,  by  Author  of  Emilia  Wyndham.  Bi 

187.  Edgar  Huntly,  by  Brown 
Iftfl.  Chainbearer,  by  Cooper 
1561  Anne  Boleyn,  by  Thomton 

168.  Jacqueline  of  Holland,  by  Grattan 
161.  Two  Dianaa,  by  Dumas 
16X  Forfeit  Hand,  by  GratUn,  la 
164.  Buccaneer,  by  S.  C.  Hall,  Sa 

188.  Curae  of  the  Bteck  Lady,  by  Onttan.  la 
166.  Huaiar,  by  Gleig.  Sa 

tI67.  White  Maak.  by  Thomaon 

168.  Hiatory  of  a  Flirt,  St 
flTO.  Ethel  Churchill,  by  Landon 
fiyi.  Harry  Hamilton,  by  Stewart 

178.  Dayt  of  the  Regency,  by  TroUope,  Si 

173.  Chicot  the  Jetter.  by  Dumaa,  St 

iI74.  Carew  Ralegh,  by  Thomton 
17ft.  Young  Widow,  by  Daniela 
176.  Lady  Anne  Granard,  by  Landon 
177.  Greville.  by  Gore 
178.  Forty-flve  Guardamen.  by  Dumaa,  Sa 
tl79.  Katherine  Randolph,  by  Gleig 
180.  Heireaa  of  Haughton.  by  Au.  of  Em.  Wyndham*  9i 
f  181.  Traeey.  the  Apparition,  by  Thomauo 
flSS.  The  Regent's  Daughter,  by  Dumaa 

183.  Cauth  Malony,  by  Power,  St 

184.  Arlington,  by  Litter,  St 

18ft.  Confettiont  of  an  Etonian,  by  RowcroU,  Bi 
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Pmrimur  lihiy   coBtimied. 
IM.  BrBKh  of  Promise,  bj  Author  of  The  Jllt>  ti 

187.  Dlsflpnoe  to  the  Family,  by  Jerrold.  8> 

188.  Capbia  Paul,  by  Dumai,  it 

180.  The  Refuffeet  or  Martinlqiiei  by  Sue,  Sa 
190.  Tales  of  the  Peerage,  by  Dacre*  8s 

181.  Hand  and  Glove,  by  Edwaida,  8s 
192.  Ben  Bradshaw,  Ss 

198.  De  Cliflbrds,  by  Sherwood.  8s 
tJ94,  tl96w  The  Bastfie.  by  Dumas,  V.  1  &  8 
198.  Trial  and  Triumph,  9s 

197.  Handy  Andy,  by  Lover,  Si 

198.  White  Chief,  by  Held,  8s 

199.  Moneyed  Han,  by  Smith,  9s 

90O.  Marryinft  Man,  by  Author  of  The  JHt,  Si 
801.  Elstey,  1:^  Erans,  9s 
MS.  Marmaduke  Wyril,  8i 

903.  Lottery  of  Life,  by  Blessiagton,  Si 

904.  Outward  Bound,  Si 

90ft.  The  Red  Hand,  by  Kelly,  9i 

908.  Stories  of  the  Peolnsuhu  War,  by  MaxweU.  Si 

S07.  Fathers  and  Sons,  by  Hook.  9s 

908.  Reiralations  of  a  Catholic  Priest,  by  Maurioe,  Si 

909L  Lore  and  Jealousy,  by  Trollope,  Ss 

810.  Ben  Brace,  by  Chamler,  9s 

811.  Say  and  Seal,  by  Author  of  Wide.  Wide  World,  Si 
SIS:  TweWe  Months  of  MaUfanony,  Si 

S13.  The  Courtier,  by  Gore.  Ss 
914.  Dau(riiier  of  Night,  by  Fullom,  Si 
81A.  The  Widow  Bamaby,  by  Trollope,  Si 
tl8.  YIear  of  WrexhlU,  by  Trollope.  Ss 

917.  Tales  of  the  Slare  Squadron,  by  Wameford,  Si 
91&  Mary  Roeh.  by  B.  St.  John,  Ss 

918.  Cavendish  i  or,  the  Patrician  at  Sea.  Ss 

980.  Conftusions  of  a  Prstty  Woman,  by  Pardoe,  Ss 

991.  Warning  to  Wives.  Ss 

999.  A  Skeleton  in  every  House*  by  Waters*  Ss 

993.  The  Open  Singer's  Wife,  by  Grey,  Ss 

984.  Frank  Beresford,  by  Curling.  Ss 

986L  Mr  Pretty  Cousin,  by  Author  of  The  Jilt,  Si 

997.  Tne  Young  Husband,  by  Grey,  9s 

99&  Ruth.byGaskeU.9s 

9S0.  Roroanee  of  Common  Life,  by  Waters,  Si 

930.  Half  Sisters,  by  Jewsbury*  Si 

931.  The  Countess  Miranda,  by  P.  B.  St  John,  Ss 
938.  Head  of  the  Family,  by  Au.  of  John  Hallfhz.  Ss 

933.  The  Daughters,  by  Grey,  Ss 

934.  Experiences  of  a  Frendi  Detective  Oflleer,  Ss 
931  Agatha's  Husbnid,  by  Au.  of  John  Halilkx.  8i 

936.  The  Chevalier,  a  Romance,  by  Thomson,  Ss 

937.  Mary  Barton,  by  Gaskell,  Ss 
93&  Lady  Jane  Grey,  by  T.  Miller,  Si 
930L  The  Half  Blood,  by  M.  Reid,  9i 
94a  Amy  Mom,  by  P.  B.  St.  John,  Ss 
941.  The  Woodrangers,  by  M.  Reid.  Ss 
949.  Alice  Leslie,  by  P.  B.  St.  John,  Ss 

943.  Legends  and  Stories  of  IreUind,  by  Lover,  Si 

944.  The  Jealous  Wife,  by  Pardoe,  Ss 
845.  The  Madman  of  SL  James's,  Ss 

948.  The  White  Wolf  of  Brittany,  by  Favd,  Si 

947.  Eble  Yenner,  by  Hofanes.  8s 

948.  The  Queen's  Dwarf,  lyy  Berwick,  Ss 
940.  Olive,  by  Author  of  John  Halifax,  Ss 
990.  Ogilvies,  by  Author  of  John  Halllia,  Si 
961 .  Rachel  the  Jewm,  by  Sicwd.  Si 

99S.  The  Gambler's  Wife,  by  Grey,  Ss 

953.  Cousin  William,  by  Hook,  Ss 

954.  Rival  Beauties,  by  Pardoe,  Ss 

955.  Peep  o'Day,  by  Banim,  Ss 

896L  Roman  Maiden,  by  Rowcroft,  Si 
997.  Parson's  Daughter,  by  Hook,  Ss 

958.  Gideon  Giles,  the  Roper,  by  Miller,  Si 

959.  PrecepU  and  Praetioe.  by  Hook,  Ss 
900.  The  Bushranger,  by  Rowcroft,  Ss 
961.  Romance  of  the  Seas,  by  Waters,  Ss 
989.  The  Woman  of  the  World,  by  Gore,  Ss 
963.  Gervaae  Skinner,  by  Hook.  9s 

984.  Passion  and  Principle,  by  Hook,  9s 

965.  Captain  Fanoourt,  by  Cuiilne,  Ss 

906.  BrUx  Elect,  by  Author  of  The  Jilt,  8i 

987.  Courtship  and  Wedkwk,  by  Author  of  The  Jilt,  Si 

98B.  Miser  Lord,  by  Curlfaig,  Ss 

989.  The  Jilt,  by  Author  of  The  Flirt,  Ss 

STHl  The  Lottery  of  Marriage,  by  Trollope,  Si 

971.  Tiger  Hunter,  by  Mayne  Reid,  Ss 

979.  The  Soldier  Monk,  by  Berkeley,  Ss 

973.  Fair  Rosamond,  by  T.  Miller,  Ss 

974.  He  would  be  a  Gentleman,  by  Lover,  Si 

975.  Jack  Brag,  by  Hook,  Ss 
978.  Handy  Andy,  by  Lover,  Si 

PARLOUR  NOYBLIST,18M,eMfi8it  cloth.  Si 6d.  Orr. 

1, 7. 11.  Tales  by  the  O'Hara  Family,  Pts.  1,  9,  and  3 

9.  The  Commander  of  Malta, bv  Eugene  Sue 

8.  The  Chiteeu  d'lf,  by  A.  Dumas 

4.  Mansfield  Park,  by  Miss  Austen 

8.  The  Ua^MMn,  by  LelCdi  Rltdiie 

&  Ctarmice,  by  Miss  Sedgwick 

8, 8.  Count  or  Monte  Chrlato,  by  A.  Dumai 
10.  The  Dark  Lady  of  Doona.  by  W.  H.  Maxwell 
19.  Talcs  of  the  Woods  and  Fields,  by  Mrs.  Matitt 
18.  George  the  Planter  of  the  Isie  of  France,  by  A« 

Dumas 
14 


PICKERING'S   CHRISTIAN  CLASSICS,  94mo.    Ro- 
prints  of  the  most  popular  Treatises  of  the  Old  Divines* 
Is  6d  per  vol.   Pickering,  1848l 
1.  A  Discourse  ooncerning  Pnyer,  by  Simon  Patrick, 

D.D.,  Lord  Bishop  of  Ely 
9.  The  Heart's  Ease,  or  a  Remedy  against  all  Troublei, 

by  ditto 
X  Advice  to  a  Friend,  by  ditto 
4  and  5.  Pathway  to  Piety,  by  Robert  HIU,  D.D  ,  9  t. 

8.  The  Penitent  Pilgrim.    Printed  in  the  year  1641 

7.  Sparkles  of  Glory  1  or.  Some  Beams  of  the  Momiag 
Star,  by  John  Saltmanh 

9.  The  Old  Religion,  demonstrated  In  lu  Prlneiplea  and 
described  in  the  Life  and  Practice  thereof,  by  John 
Goodman,  D.D. 

8.  Learn  to  Live,  »  Treatise  of  Learning  to  Live,  by 
Chriatopher  Sutton,  D.D. 

10.  Learn  to  Dim,  a  Discourse  moving  every  Christian  to 
enter  Into  •  serious  Remembrance  of  his  End,  by 
ditto 

11.  Godly  Meditations  upon  the  most  Holy  Sacrament  of 


the  Lord's  Supper,  by  ditto 

Mystery  of  Go 
D.D.,  Lord  Bbnop  of  Norwich 


19.  The  Great  Mystery  of  Godliness,  by  Joseph  HaU, 


PICKERING'S  DIAMOND  CLASSICS,  48mo.  Pickering. 
-.  .     Horallu«.4s 

Terentius,  4s 


Shakespeare,  9  v.  30i 
Milton's  Paradise  Lott,  4e 


Walton's  Angler,  4s 

Lives. 4s 

Greek  TeiUment,  8s 

Homer,  9  v.  9s 

■  9  v.,  1.  p.,  39mo,  ISl 

PINNOCK'S  CATECHISMS, 

IS  V.  cloth,  TSi    Whlttaker. 

Agriculture 

Algebra,  8  parti 

Anatomy 

Ancient  Geography 

— —  History 

Arithmetic 

Architecture 

Astronomy 

Bible  and  Gospel 

Botany 

British  Biography 
■        Geogniphy,Bngland 
and  Wales 

-^— --^-— —  Scotland 
— — ■         Ireland 

Asia,  Afri- 
ca, and  AustrallA 

Chemistry 

Chess 

Christian  Religion 

Chronoloey 

Classical  Biography 

Conchology 

Drawing 

BngUsh  Grammar 

—r Law 

Evidences  of  Christianity 

First  Catechism 

French  Grammar 

General  Knowledge 

Geography,  improved  edit. 

.—  orig.  edit.,  corrected 

Geology 

Geometry 

German  Gi 

Greek  Grammar,  part  Ij 


Catullus.  &&,  4s 
Cicero  de  Offlciis,  Ac,  4i 
Dante,S  vols.,  8s 
Tasso,  8  vols.,  8s 


&C.,  I8mo,  Od  each,  or  hi 

History  of  England 

France 

— —  Greece 


•  Rome 


Scotland 
— — -  <—  the  Jews 
Horticultura 
Hydrodynamics 
Intellectual  Philosophy 
Itmlian  Grammmr 
Land  Surveying 
Latin  Grammar 
Liturgy  of  the  Church 
Logic 
Mechanic! 
Medicine 
Modem  History 
Moral  and  Social  Dutice 
Musie 


Mythology 
Natural  Hii 


-  PhikMophy 

-  Theology 


^— — ^—  part  8, 
Syntax  and  Praeody 

Hebrew  Grammar 

Henkfary 

History  of  America  (the 
two  parts  in  one) 


Navigation 

Optics 

Painting  in  Ofl 

Peispeetive 

Pneumatics 

Rhetorle 

Sacied  Geography 

Scripture  History 

Spanish  Grammar 

Trade  and  Commerce 

Vnirefial  History 

Use  of  the  Globes 

Zookigy,  part  l,MammiU8 

parts.  Birds 

part  3.  Fishes 

part  4,  Reptiles 

part  5,  Insects 

— —  part  6,  Mollusca 

part  7.  Crustacea 


PRACTICAL  CHRISTIAN'S  LIBRARY,  18mo.  Mastera 
and  Parker. 

Andrewca*  Parochial  Sermons,  Ss 

Brechin's  Commentary  on  the  Seven  Penitential  PMlae. 
Od  sewed.  Is  cloth 

Compankm  to  the  Prayer-Book,  li 

Cosln's  Private  Devotions,  Is 

Fallow's  Selection  of  Hymna,  Is  6d  t  Si 

Hombeck's  Daily  Exercises,  9d 

Johns'  Fourteen  MediuUons  of  John  Gerhard,  8d 

Jones  on  Figurative  Language  of  Scripture,  Is  6d 

Jonei's  Essay  on  the  Church,  and  other  Tiacti,  Is  8d 

Keble's  Selection  ftrom  HocAer,  Is  6d 

Kempis's  Imitation  of  Christ,  Is 

Ken's  Manual  of  Prayers  for  the  Young,  6d 

>  Practice  of  Divine  Love,  9d 

KettleweU's  Compankm  for  the  Penitent,  8d 

Lift  of  Ambroee  Bonwicke,  Is 

Hanual  of  the  Young  Churchman,  la 

Neison's  Life  of  Bishop  BuU,  Is  6d 

Nicholson  on  the  Catetfiism,  Is  6d 

Pascal's  Thoughts  on  Religion,  Is  8d 

Sanderson's  Christian  Man,  Od 
'  ScttdamofVi  Stupe  to  the  Akar,  Is 


tn 


COLLBCnONS,  LIBRARIES, 


[Amaivis  D. 


frmtHeml  ChrUUan**  LOvw^   continued, 
tftMrktck's  Practical  Chrtotten,  9  pts^  Si  «ich  t  I  voL,  4s 

.  Bvimkmft  PriTat*  Dcrotkms,  It  6d 
Si  Aofiutlna's  CoafeMlons,  Sa 
fiockling't  Maauml  of  Derotkn.  6d 
Sutton's  Dbce  Mori,  Learn  to  Die,  Is 
— — ^  Yivere,  Laani  to  Live,  Is  (td 
Taylor*i  Death,  Jud|{ment»  Heaireo,  Hell,  8d 
^— •  Oddcn  Grove,  (M 

.  Holy  Uvlnff,  Is  6d  t  Holy  Dying,  Is  Ad{  1  t.  ti  6d 
Life  and  Death  of  Jesus  Christ,  Is  6d 


READABLE  BOOKS.  ISmo,  each  Is  |  ci.,ls6d. 

1.  Poe's  Tales.    Vol.  1 

2.  Philosophers  and  Actresses 
S.  Peter  Plynilpy*s  Rssavs 

4.  Curtis  (O.)  Hill  Notes 

5.  Hcadley  (J.  T.)  Old  Guard 
II.  WellhiRton's  Life,  hy  Cooke 
7.  Ware's  European  Capitals 

a  Reveries  of  a  Bachekw 
S.  Poe's  Tales.    Vol  S 

10.  Cavaliers  of  England.    Herbert 

11.  Headly  (J.T.)  Adirondack 

19.  Guards,  or  Househoid  Troops 
IS.  D*Arbouvine.    3  Tales 
14.  Southey's  Life  of  Nelson 

RECORD  WORKS,  printed  under  the  dirrctfon  of  the 
Oommbslonecs  on  the  Public  Records  of  the  Kingdom. 
Longman  ^  Co. 
Taxatio  Rcclesiastica  Angllss  et  Wallic,  auetoritate  P. 

Nleholal  IV..  cinm  1991,  folio.  1809 
Calendarium    Rotulorum  Patientium  in  Turri  Load., 
-     fblio,  lans 
A  Catakigue  of  the  ManuscripU  In  the   Cottnnlan  Li- 
brary, deposited  in  the  British  Museum,  folio 
Calendarium  Rotulorum  Chartanun  at  Inquisitionam 

ad  quod  damnum,  folio,  IfNQ 
Rotulorum  Originalium  in  Curia  Seaecaril  Abhraviatio, 

Hen  Ili:-Edw.  III..  9  vols,  folio,  9iSs.  bds.  180S-10 
Calendarium  Inquisitlooum  post  Mortem  sive  Escetarum. 

Hen.  III..Rich.  111.,  4  vids.  folio.  87s,  bds. ;  or  Vols. 

1,9,  and  3,  separately,  91s  each,  bds.,  and  the  4th 

vol.,  94s,  bds.,  1806-8. 1891-8 
Inqubitlooes  Nooarum,  temp.    Edw.  III.,  fblio,  ISs, 

bds.,  1807 
Testa  de  NevDl  shra  Liber  Feodorum  In  Curia  Scaooarll, 

temp.  Hen.  IIL  and  Edw.  I..  folk>.  1807 
Llbronim  Manuseriplorum  BIbliothccs  Harlelanie  Cata- 

kwus.  4  vols,  folio ;  Vols.  1,  3,  and  4,  together,  AOs, 

b£.,  Ifi08>19  . 

Abbreviatio  Placttorum,  Ric  L-Edw.  it,  fot.,  18l*bdi, 

1811 
Domesday  Book,  sea  Liber  Censualls  Wilhehni  Primi 

Regis  Angli*.  inter  Archivos  Regni  in  Domo  Capltu- 

larl  Westroonasterii  asservatus,  vols.   1  and  9,  large 

folio.  18S3 
LIbri  Censualls  vocati  Domesday  Book,  Indicss,  small 

folio,  ris  bds.,  1816 
LIbri  Censualls  vocaH  DomridH?,  Aj^lU^iTTienta  ex  Codlc 

Antiquis,  small  folio,  91 «,  bd<  .  miri 
Statutes  of  the  Realm,  in  rrny  large  folio t  It  vols.,  in- 
cluding 9  vols,  of  Indiort.  moM.    Tl^c  Alphabetiral 

and  Chronological  Indicn  mnT  be  Ha^  tepaxately;  the 

prices  of  each  respectlvi  (>  ^fi^  '•^'^  bdi. 
Valor  Eeclasiaatieus,  temp  1  if-n, V HI  ,^ tictoritate RMria 

institutus,  6  vols,  folio,  ii*  <w:h.  bda  .  tftlO.  Ac.  The 

Introduction  is  also  sepjntely  publUhcd  In  8vo,  9s 6d, 

RotuH  Hundredorum,  Hen.  lit.  and  Edw.  1.,  to  t'urr. 
Lond.,et  in  Curia  Reoeptss  ScaccarU  Wastm.  asservalli 
9  vols.,  folio.  1819  ,      1       ; 

A  Catalogue  of  the  lansdowne  Manuscripts  in  the  British 
Museum,  in  9  vols.,  or  parts,  folio,  1818-19.  The  first 
part  being  a  Catalogue  to  the  Burldch  Papers  i  the 
second  part  conuininc  the  CsBsar  and  Kennet  Papers, 
with  the  remainder  of  the  oollectioo 

Rotuli  Scotise  in  Turri  Londinensi  et  in  Domo  Capltu- 
UrI  Westmonastericnsi  aseervatl.  19  Edw.  I.-Ueo. 
VII  I..  S  vols.  foUo,  49s.  bds.,  1819-14 

F«den.  Conventlones.  Litters,  &c.  or  Rymers  Podrra, 

A.D  lOie-l.'Wl.  new  edition,  9  vols,  in  6  paru,  foUb, 

49s  each  voL,  1816^0 

'    Pladta  de  Quo  Warranto,  temp.  Edw.  I.,  11..  III.,  in 

Curia  Recepts  Scacearii  Wcstm.  asservata,  folio,  1818 

Ducatus  Lancastrlse  Calendarium  Inquisltlonum  post 
Mortem,  Ac,  in  4  parts,  or  3  vols,  folio,  1893-34.  Ptrts 
1.  Edw.  I.-Car.  I.  9.  Ducatus  Lancastri»i  Calendar 
Co  the  Pleadings,  Ac  tlen.VIl.-Ph.  and  M.  %  Calendar 
to  Pleading*.  1-13  Ellnbeth.    4.  Ditto  . 

Calendars  of  the  Proceedings  In  Chancery  in  the  Reign 
of  Queen  Elliabeth,  to  whMi  are  oreflted  examples  of 
MrlW  proceedings  in  that  Court  from  Richard  11.  to 
Elisabeth,  from  the  originals  in  the  Tower,  9  vols, 
folio,  91s  eadi  vol.,bds,  1897-99^ 


tentary  Writs  and  WriU  of  Military  Siunmons, 
together  witn  the  Records  and  Munhnents  relating  to 
the  Suit  and  Service  due  and  Performed  to  the  Kmg's 
High  Court  of  Partiament,  and  the  Councils  of  the 
Realm.  Edw.  I. and  fl.,  9  vols..  In  4  parts, folio,  1897-94. 
Together,  pricf  £6  6s.  bds.  The  volumes  and  parts 
may  be  also  had  Separately.  Vol.  1,  42s,  bds. ;  vol. 
9.  parts  1  and  9  togeths^,  4th  bdi.;  voL  9,  p«rt  9> 


49S,bds. 


i  psr- 
Fund«  with   Phm, 

trodttcthm  to  Domesday  Book,  aooompanled 
.  Ac  by  Sir  Henry  ElHs,  9  vols.  8vo.  1833 
srum  Oausarum  in  Turri  Londmensi  aater- 


Asssvtf  fl^sffts  '^ontlnBH* 
An  Account  of  the  most  Importsnt  Reeords  at  Orest 

Britain,  and  the  Publications  of  the  Record  Coramift. 

rinners,  togethar  with  other  MisceHaoeous.  Historicm*. 

and  Antiquarian  InformatSoo,  9  v<^  8vo  it^  C.  P. 

Coopers  1839 
A  Proposal  for  the  Erection  of  a  Geocral  Record  OAee. 

Judges'  Hall,  and  Chambers,  and  other  Buildings  oa 

the  Site  of  tha  Rolls  EstaU.  together  with  some  r 

ticulars  respecting  tha  Suitors*   ""      "       •"     - 

8vo,  1839 
A  General  Introductloii  to  1 

bv  Indexes, 
Rotuli  Litterarum  ( 

vati,  9  yols.  folio,  1839-44.     The  first  vol.  commeoon 

A.O,  I90i  to  1994.  Theseeond  vol.  1294-1997.  Together 

81s.  cloth  ;  "^r  ph,  \  thadseparataiy,  vdL 

1,(Bb,  diith  ;  Yul^2,  V-lA^  rk-Kfi 
Rotulus Cu*-i''\ Laril , vr]  A n i l^mph i ira Ma^ni Rotoli Pips, 

de  tertio  ann-n  regni  ttg^^  /ohannk,  roy.  8vo.  IISS 
Magnum  nr>ruliimS«fifaiikVe^  ^a^^nam  RotuIumPipc, 

4k..  31  Hen.  I.,  pny.  fvow  IftXi 
The  Great  Rollnnf  the  Ftpc  of  th«?  Secmd,  Thhd,  and 

Fourth  Wart  of  the  Ttc^jrn  of  K^nr  Henry  the  Second, 

Ilfi6-M,  ro\.  iivo,:ii  rni,  Soih,  1^44 
The  Great  OolJ  nf  Llir  Ptw  f^r  lilt  First  Tear  cif  the 

Reign  of  Kian  TUauud  Um  Fixbi,  I18M6.  royal  8vo, 
.  4s  6d.  cloth,  1844 
Rotuli  Selectiad  Res  Anglieas  et  Hlbernleaa  spertantn 

ex  Archivis  in  Domo  Can.  "" * 

8vo.  1834 


Cap.  WestmoQ.  depiauj|ici»  ny. 


An  Essayupon  tha  Authority  of  the  Ktaigls  CoandU 


Proceedings  and  Ordinances  of  tha 


Connea  of 


EnglanT,  commencing  10  Richard  It.  to  93  Henry  VI IL 

Lvols.  roy.  8vo,  98s,  doth;  or  any  of  the  vok.  aaay  be 
ul  separately.  Us  each,  doth,  1834-37 

Rotuli  Litterarum  Patentium  in  Turri  Loodfneari  aascr- 
vati,  A.o.  1201  to  1216.  folio.  31s  «d,  cinth,  MSS 

The  Introdnetlon  to  the  work  is  likewise  published  sepa- 
ratdy.  roy.  8vo,  9s,  doth 

Rotuli  Curie  Regis.  Rol^s  snd  Records  of  the  Covn 
held  before  the  Klt^s  Justiciars  or  Jniticca.  6  Rie.  L. 
1  John.    9  vols.  roy.  8vo.  98s,  doth.  1835 

Rotuli  Normannlc  in  Turri  Londinensi  sisiiistj.  a  n. 
1900-05.  Also  from  1417  to  1418,  roy.  Svo»  lis  6d. 
doth.  .1835 , 

Rotuli  de  Oblatis  et  FInibus  in  Turri  Loodiacsii  asKi^ 
tati,  tempore  Regis  Johannis,  roy.  8to.  18s,  dolh.  ItSS 

Exoerpta  e  Rotulls  Fhiium  in  Tuni  Londinensi  aaser- 
vatis.  Hen.  IIL  1916.72.  9  vols.  roy.  8vo,  a2s» doth : 
or  the  volumes  may  be  had  separatdy,  vol.  1, 14s :  tqL 
9, 18s,  doth.  181536 

Fines  sive  Pedes  Finium  sive  Finales  roncovdic  in  curia 
Domhii  IU«is.  7  Ric.  L-16  John  (1195-1914).  In  Coun- 
ties, 9  vols.  roy.  8vo.  together,  1  Is,  doch ;  or  the  vols, 
wparately,  vol.  1, 8i6d;  voL  9.  9s  6d,  cloth.  1835^4 

The  Ancient  Kalendars  and  Inventories  of  the  Treasury 
of  His  MsJestys  Exchequer  i  together  with  other  doca- 
ments,  llhistrsting  the  History  of  that  asposUocy,  3 
vols.  roy.  8vo,  42s,  doth,  1836 

Documents  and  Records,  lIlustiatiagtlieHiBfeacy  of  Scot- 
land, and  the  Transiictions  between  the  Crowns  of 
Sootlandand  England;  preserted  in  the  Ticasnrv  «i 
Her  Malesty's  Exchequer,  I  vol.  ray.8vo,  IBs,  eloCh,  1837 

Rotuli  Chartarum  in  Tunri  Londinensi  aaaervati,  A.n. 
,119^1916,  1  vol.  foUo,  308.  doth.  1817 

Regi>ter  vulgariter  nuncupatum  The  Reeotd  of  Caer- 
narvon h  codlce  MS.  Harleiano,  696,  daadiatum.  1  voL 
folio.  31s  fid,  cloth,  1838 

Ancient  Laws  and  Institutes  of  Bnghmd,  rranpiisii^ 
Laws  enacted  under  the  Anglo-Suum  Kings,  froa 
JSthalbfarht  to  Cnut,  with  an  English  tnmlation  of  the 
Saxon :  also  Monumenta  Ecdesuietlea  Analieana,  ftum 
ant  Latin  wt 


7th  to  the  lOUi  century;  and  UieAndentL 

of  the  Anglo-Saxon  Laws,  with  a  compendious  Glositfy 
4tc.,  1  vol.  folio,  40s,  doth ;  also  fat  9  volk  ray.Svob 
3ps,  eiqtii.  1840 

Ancient  Laws  snd  Institutes  of  Wales,  compilaii^  Lass 
supposed  to  be  enacted  by  Howd  the  Good  s  modifiei 
by  subsequent  Regulations,  under  tha  ikativa  Ptumbs 
prior  to  the  Conquest  by  Edward  I. ;  with  sn  Eagfadi 
Translation  of  the  Welsh  Text.  To  which  are  «Med  s 
few  Latin  Transcripts,  containing  Digests  of  tha  Wchh 
Laws,  principally  of  tha  Dlroetian,  with  Indiaes  and 
Glosssry,  1  voL  folio,  44s,  cloth;  alao  in  9  vok. ray. 
8vo.  3fls,  doth,  1841 

Rotuli  de  Liberate  ac  de  Misis  et  Pmtitis.  rov.  Sro,  6s 
doth,  18U 

Documents  ilhistmtive  of  English  History  In  the  IKh 
and  14th  centuries,  selected  ftom  the  Rceotda  te  tte 
Exchequer,  1  vol.  fcap.  foMo,  45e  fid,  doch.  1844 

Modus  tenendi  Parilamentmn.  An  andent  Treatise  ea 
the  mode  of  holding  tha  Parliament  In  EMlaod.gvsk 

^  fl  6d,  cloth,  1846 


Ileports  of  the  Proceedhunof  the  Raeard  rpniniiMiimrn. 
1800  to  1819. 1831  to  in7»  8  vols.  to«Btliar,  jES  I9s.h4s. 

Liber  Munerum  Publlcorum  Hibemia  ab aa.  lis nsavt 
ad  1897.  or  the  EstabHshraents  of  Ireland  f^em  the 
19th  of  Kmg  Steplien  to  the  7th  of  GeorRe  IV.,  widi 
introductory  obeervations  by  F.  S.  Thasnas.  Bm^ 
9  vols,  folio,  49s 

Notes  of  Materials  for  the  History  of  Public  Depen- 
inenu,  by  F.  S.  Thomai,  Esq.;  datity  ffilio,  M^  IMS 


18S5-^] 


8BBIBS,  BTC. 


89^ 


HaadlKxA  to  the  PttMie  UtBOi&M,hf  F.  8.  Thonat,  Biq., 

Tojr*  9WO,  111,  ISfiS 
$tate  Papcn  durinx  the  rrign  of  Henry  YIII.,  II  rob.. 

'"    '--•-'•    miy  ^qi  Qu^y  59  purdiased  Mpwratdy, 


4to.£Slte6d 
10«6d 
Hooumcnta  Historic^  Britannlofti  vol 


»  OLtendiiig  to 


the  Normal  Cooqueiti  prepared  and  illuatfatfld  with 
NoCea  hy  the  late  Henry  Petrie.  Esq.,  P.S^.  {  with  an 
Introduction  hy  Thomas  DulAis  Hardy,  Em.,  fblio.^St 
Hbtorical  Notes  rehitlve  to  the  History  of  Englimd.  fttim 
the  Accession  of  Kbiic  Henry  VIII.  to  the  Death  of 
Queen  Anne,  hiduslve  (1M9  to  1714),  by  F.  S.  Thomas, 
Keq..  3  Tob.  8vo 

nnconna  or  eooTLAirD. 

Inqniaitionuni  ad  Capellam  0omlnl  R^^ls  Retomatanim 
qva»  In  Publicis  ArcMvls  Sootic  adhuc  serrantur,  Ab- 
bieviatio.  to  the  end  of  1 7th  century,  3  irols.  folio,  and 
a  Sapptemept,  TSi  8d.  boards,  1811-16 

Regbtrmn  Magni  Siglill  Regum  ScoConim  In  Archiyls 
Fubliebaaenratam,  a.d.  1306-1 4S4,  foHo.  1814 

Acta  of  Parliament,  Scotland.  11  Tola,  folio,  1814-1844 

The  Acts  of  the  Lords  Auditors  of  Causes  and  Com- 
plaints. A.n.  1466-1484,  fotio,  lAs,  half-bd.,  1839 

Tne  Aeto  of  the  Lords  of  Council  In  Clril  Causes,  A.D. 
1478^4M,  folio,  Sfift,  half-bd.,  1838 

FSLL  nXTBACTS. 

lasoeRoll  of  Thomas  de  Brantineham,  Bbhon  of  Bxeter, 

IxMd  High  Treasurer  of  Engbnd,  4to,  3Ss,  d. ;  roy. 

8to,  88s.  cloth,  1896 
Issues  of  the  Exchequer,  contdnlne  rimllar  matter  to  the 

above.  4to^  3Qe.  d<ith  i  also  roy.  8to,  Sis,  doth,  1836 
Xjsucs  of  the  Bxdiequer,  contdnlng  like  matter  to  the 

idMnre,  Hen.  IIL  to  Hen.  YL  indusite*  4to.  40if  doth ; 

abo  In  roT.  8to,  30s,  doth.  1837 
<Tbese  works  were  not  puubhed  under  the  directioa  of 

the  Record  Commissioners) 

CALBimAna  or  statb  fapmb.     t 
Imperial  8to,  price  lAs  each  Tolumok 
Calendar  of  SUte  Papers,  Reigns  of  Edward  VI.,  Mary, 
EUiabeth,  1547-80, 1  vol.,  1U6 

—  Rdgn  or  James  L.  4  vob.,  1897-M 

—  Rdgn  of  Charles  I.,  S.toIs.,  1866«t 

■  Reign  of  Charles  II.,  3  toIs..  ]M»-8 

■  relating  to  Scotland,IW9-87.  f  vob.,  I8S8.  V6L 1  .the 
Scottbh  Serbs,  of  the  Rdgns  of  Henry  VIIL,  Edward 
YI..  Mary,  Elisabeth,  IfM&SB.  Vol.  S.  the  Scottish 
Series,  of  the  Rdgn  of  Queen  Elisabeth,  1589-1603} 
mi  Appandfai  to  the  Scottish  Series.  1543-9St  and  the 
Sute  Papers  idating  lo  Mary  Queen  of  Scots  during 
her  Detention  fai  England,  1569^ 

*  rdatfaig  to  Ireland,  vol.  1, 1509-73, 1800 

—  Colonbl  Series.  1800,  vol.  1, 1574-1660 

Foreign  Series,  of  the  Reign  of  Edward  VT.,  IflCl 

Foffdgn  Serbs,  of  the  Reign  of  Mary,  1  vol.,  1861 

Calendar  of  Letten  and  Papers,  Foreign  and  Domestic, 


of  the  Rdgn  of  Henry  Vi 


'apers, 

fin.,} 


v(^,  186 


RBLIOIOUS   TRACT  SOCIETY'S   MONTHLY   YO- 
LUME,  foney  cover,  eadi  6d:  cloth.  lOd 


1.  Lllb  of  Julius  Ca 

S.  GlfanpsM  of  the  Dark 

*  wild 
Year 


Flowers  of  the 


Free 

A.  Our  Song  Birds,  by  W. 

MartbT 
«.  Solar SyMam.pCLDbk 

ICowpefsTrnk 
SketdMs  of  the  WaK 

9.  Solar  System,  Part  IL 
IOl  The  Life  of  Luther 
11.  BHghts  of  the  Wheat, 

Sidney 
IS.  Ancient  Jenualem, 

Kitto 
IS.  Philosophy  of  the  Plan 

oi  Sdvatfon 

14.  Man   in   hb  Physbal 
and  Monl  Relations 

15.  Modem  Jerusabm, 
KItto 

16.  Life  of  Cyrus 

17.  Ganlen  Flowers 

18w  Dawn  of  CivlHsatlmi 
19.  LIfoof  Lady  Russell 
80.  Our  Domestic  Fowb, 

Martin 
n.  Cowper's  Truth 
ft.  Lift  of  Mohammed 
S3.  Frendi  Revolution 
M.  Caves  of  the  Earth 
SS.  Bmfaicnt  Medied  Men 
98.  Lift  of  Maitin  Booa 
97.  Self-Improvement 
88.  Structure  In  AnImab, 

Maitia 


S9.  Protestantism  InFnnce, 
PartL 

30.  Magic.  Mlrades.  &c. 

31.  The  Atmosphere,  Dick 
as.  Schools  of  Andeot  Phl- 

loaophy 
S.  Life  of   Aichbbhop 

Cranmer 
94.  Origin  and  Progress  of 

35.  Our  SoSbh  Bibb 

36.  The  Tahtar  Tribes, 
Kitto 

87*  Life  of  Napoleon  Buo- 
naparte 

38.  Protestantism  la  Fnmct 
Part  II. 

39.  The  Arctic  Regions, 
Scoiesby 

40.  The  Court  of  Penla, 
Kilto 

41.  Northern  Whab  Fbh- 
ervi  scoresby 

45.  The  Crusades 

43.  Ute  of  Lavater 

44.  Lifb*s  Last  Hours 

4&  The  People  of  PersU. 

46.  Lifeof  Alfred  the  Great 

47.  Pbnts  and  Trees  of 
Scripture 

46.  Characters  of  Reform*, 
tkm,  PartL 

49.  British  Fbh  and  Fbh- 
eries 

5a  Characters  of  the  Re- 
formation, Part  II. 

51.  The  Senses  and  the 
Mind 

58.  Geography  of  PlanU 


BsUgknu  Tma  fbds^'s  MonOUv  reTiMi^-eootlniied. 


of  Organic 


5)3.  EminentAnglo-Saxons,    79i 

Part  I. 
54b  Lifeof  Leo  Z.  80. 

65.  Jordan  and  the  Dead 

Sea  81. 

56.  Good  Health 

57.  loiia,  by  Alexander  82. 

58.  Eminent      Angk>-Sax-    83l 
ons.  Part  IL  61. 

59.  Andent  Egypt 
do.  London  In  the  Olden    85. 

Time 
61.  Idunuea  86. 

69.  Babylon  and  the   Eu-    87* 

nhrates 
03.  Nineveh  and  the  Tigris    88. 

64.  Lives    of  the    Popes, 
Parti.  89. 

65.  London    In  Modem       90. 
Times 

66.  Mines  and  Mining  91. 
67*  Tdescope  and  Hlero-    99. 

scope 
6B.TheJesuiU  03. 

69;  LlfeofSir  Isaac  Newton    94. 

tThe  Britbh  Nation  95. 

Life  of  Wydilfe 
Remarkable  Dduxlons    96. 
Lives  ofthePoprs,  Part 
II.  97. 

74.  Volcanoes  96. 

75.  James  Watt  and   the 
Steam  Engine  99. 

76.  Ancient  Britbh  Churdi 
77*  The  Pdm  Tribes  100. 
76.  LUb  of  Charlemagne 

i>ovu.n  T0X.0M sa.  Is  6d  each  t  gilt,  Ss. 

KItto's  Jerusalem  Bible  in  many   Tongues, 

^ .  __j  « — .-  _-  ^jjj  jjy^  English  Bibb 

Fbld  and  Fold,  BUghu  of 
Wheat 

Plants  and  Trees  of  Scrip- 
ture, &c. 

Caves  and  Mines  of  the 
Earth 

Andent   Britbh   Church,/ 
and  lona 

Magb  and  Remarkabb  Do- 
luntons 

Crusades,  and  Gredc 
Churches 

Schoob  of  Philosophy  and 
Sir  Isaac  Newton 

Lives  of  Eminent  Anglo- 
Saxons 

— — ^  Wycliflband  Craa- 

— ^  the  Popes,  9  vob. 

Caxtoo  and  Watt 

-Caesar  and  Alex- 

-  Lavater  and  Boos 
-AlftedandCharle- 


Wonders 

Life 

Tyre,  iu  Rise  and  De- 
solation 

Lives  of  the  Popes,  Part 
IU. 
Dubltai 

Caxlon  and  Printing 
Money;   Its  Nature, 
Uhs,  ^. 
Lives  of   the  Popes. 

Part  IV. 
Old  Edinburgh 
Greek  and  Eastern 
Churdics 

Venice,  Past  and  Pre- 
sent 

The  Inquisition 
Remarkable   Escape^ 
from  Peril 
Switaerbnd 
The   Bibb  in  Many 
Tongues 

Austrdb;  its  Scenery 
Alexander  the  Great 
AttstraUaand  lu  Settle- 
ments 

Successful  Men  of  Mo« 
dem  Times 
Modem  Edinburgh 
The  Fiddand  the  Fold, 
by  Rev.  E.  Sidney 
Paris,  Andent  and  MOf 
dem 
Lifeof  Calvfai 


Court  and  Peopb  of 


Dick's  Solar  System 
Domestic  Fowls  and  Song 

Birds 
Garden  and  Wild  Flowers 
Dark  Ages  and  Dawn  of 

CIvllbatbn 
Cowper's  Task,  &c 
Arctic  Regions  and  Whab 

Fbhcry 
Austrdb  i  Its  Scenery 
Yenioe  and  Switaerbnd 
Babykm  and  Nineveh 
Ancient  Egypt  and  Tyre 
The  Jordan  and  Idumses 
London  In  Ancient  and  Mo- 
dem Times 
Old  and  Modem  Edinburgh 
Dublin  and  Paris 
French   Rcvdutlon  and 

Buonaparte 
Protestantism  tai  France 
Inquisition  and  the  Jesuits 
Characters,  5cc.,  of  the  Re- 
formation 
Atmosphere  and  Tdescope 


magna 
.  Luther  and  Cdvin 


ROUTLBDGB'S  AMERICAN  POETS,  S4mo.  each  9s. 


1.  Bryant 
S.  Longfdhnr 

5.  Whlttler 

6.  Lowell 

7.  LongfeUow*s  Outre  Mer 


8.  Longfdtow's  Hyperion  A 

Kavanagh 

9.  CampbdT.Gmy.dtColllns 

10.  Hobnes 

11.  Longfellow's  Golden  Le- 

gend 
IS.  Carpentei's  Songs 


ROUTLBDGE'S  BOOKS  FOR  THE  COUNTRY,  fcap. 
8vo.,  Is  each,  unless  spcdfled. 
1.  Angling,  and  Where  to  Go,  by  R.  Blakey 
S.  Pigeons  and  Rabbits,  by  E.  Delamer 

3.  Shooting,  by  Blakey  .    .   .    «. 

4.  The  Sheep,  our  Domestb  Breeds,  and  thdr  Treat- 
ment, by  W.  C.  L.  Martin 

5.  Fbx  and  Hemp,  its  Culture  and  Manipulation,  by 
E.  S.  Ddamer 

6.  The  Poultry  Yard,  by  E.  WatU 

7.  The  Pigx  how  to  Choose,  Breed,  &c..  by  Sidney 

8  and  9.  Cattb  t  their  History  and  Breeds,  Management. 

Ac  by  W.  C.  L.  Marthi,  Is  6d 
la  The  Horw,  by  Cedl  and  Youatt 
11.  Beea :  thdr  Habits.  Management,  by  J.  G.  Wood. 
IS.  Cage  and  Singing  Birds,  by  H.  G.  Adams 

13.  Srodl  Farms,  and  how  to  be  Managed,  by  M.  Doyle 

14.  The  Kltohen  Garden,  by  E.  S.  Ddamer 

15.  The  Flower  Garden,  by  E.  S.  Ddamer 

16.  Rurd  Economy,  by  M.Doyle     ^  _ 

17.  Farm  and  Garden  Produce,  by  M,  Doyb 

18.  The  Common  OUecU  of  the  Sea  Shore 

19.  The  Common  Olqects  of  the  Country 

90.  Agriculturd  Chembtq[,  by  Sibion  &  Vodcker,  \^  6d 

6  T 


COLUECnOIQ);  LXBftABIB^ 


S: 

fltl 
so. 

SI. 

m. 

M. 


SI.  WoodUadi,  li«uli»,  sad  Hedges,  by  W.  S.  Col*- 

BUUI 

tt.  Brttlth  FMiu.br  T.  Moor* 

S3L  Favourite  Flowcn,  by  A.  O.  Sutton 

54.  Britbh  ButtOTfliet.  by  ColenMn 

55.  The  Rat.  with  Aoeodotei.  by  Unde  Jamei.  It 8d 

**  5%*  J**^'  Manescsnent  to  Health  and  DbeaM,  by 
B.MaThew,  lt«d 
Hints  for  Fanoen.  by  R.  8.  Bum 
!!:f^*^il'^'%[P»<l  Nests,  by  Atkfaison 
Brttbh  TimberTVees.  by  J.  Blenluro.  Is  6d 
Wild  Fkmen!  Where  to  Piod  and  How  to  Know 
them,  by  S.  Thompaoo.  Ss 
Uf»  of  a  Nag  Horse,  by  F.  Taylor,  ftap.  8to 
A  Field  Full  of  Wonders,  by  C.  S.  Cheitnam 
Haunts  of  the  Wild  Flowers,  by  A.  Pratt 
Sdmtiflc  Farmlqg  Made  Easy,  by  T.  C.  Fletcher, 

SB.  Food,  r\Bediii«,  and  Manure,  by  A.  Sibson 
Floe  etfitlMi.  fop.  8vo.  9s6d  and  4s,  gilt. 
1.  Wood's  Oonunon  OUects  of  the  Sea  Shore 
S.  Wood's  Common  OUects  of  the  Country 

3.  Cplaman*s  Woodlands.  Heaths,  and  Hedgea 

4.  Moored  British  Ferns  and  Allied  Planes 

5.  Coteman's  Biitiah  Butterflies 

&  Atkinson's  British  Birds*  Egfs  and  Nerts 
7.  Thomson's  (&)  Wild  Flowen 
S.  Woods  Common  Ol^ccu  of  the  Mkxosoope 
Si  Haunts  of  the  Wild  Ftowers.  by  A.  Pntt 

BOUTLBDOrs  BRITISH  PORTS,  each  5s|  of  those 
marked  •  an  edition  also  at  Ss  ftL 

I.  Spenser'h  Faerte  Queeoe    17-  TassoPs  Jcmsalem  Do- 
•t.  ChaucefS     Canterbory        liverad.  fte. 
^T^    «rv.^  18.  Percy's Rdiques 

*S.  Kirke  White  ♦!».  Scott 

•4.  Soutteyli  Joanof  Afc.&ft  SO.  Mackay's  Ballads,  he 
Ik  Dryden  **l.  Wordsworth 

•f  £»p«  ♦«.  Crabbe 

2-  !!i''**       -       .  «•  Mackay% 

•S.  Thomson.  Seattle  u.  Elias  C 

•SL  Goldsmith,  Johnson,  fcc.  *SA.  Moote 

10.  Herbert's  Poems  &  Prose  *m,  Byron 
Jl-  2"y»  PimeU,&CoUtaa  •t7.  Leigh  Hunt 

tJt  f<»'^„_  « ♦«.  Rogers  (Samuel) 

•IS.  LongfUloWs  Poeem  ».  Bennett  (C.  H.) 

•16.  Bums  ».  Bloomfleld*sPoems,&c. 

liouTLi:nGi:s  cheap  KieRiB^j 

I.  I'rwtllfyaTi  iiUmty,  It 

H  ncitvrtiook,  by  Cvpy.  Is 

Sl  Specnlatloti^  by  LrrthTop.  ii  ^ 

f  Ifl!?!s.^'^  ^'^'^^  ^?  Wrthefdi,  is  an 

S.  Ui*  of  MeUon.  by  AlfeD^  1* 

I  Ufe  of  Wfilin^on,  by  HurfnrlaQt,  li 

I  tJiicle  TcmnCabiD,  by  Mn.  Stowe,  1* 
ft  P*Pr»**Wifp,  J, 
la  Vicu^or  Wfchefldd.  Ijy  CoM*iiiiiTi,  If 

It.  Ur*  of  .Sir  Robert  Pwl.  li  ' 

II.  Life  of  Fno  tdln,  by  £?iiDiindafU,  li  m 
14.  Ouaechy,  by  Wethcifll,  St 

W.  Hay  Plawer.  by  Mn,  Sujwe»  It 
Iff.  (TirUtopher  Ttdpote.  by  SmUb,  Si 
17r  VnJfiitlntf  Vol,  by  trockton,  is 
If).  India,  by  Sf.Dc^url'dr.  U 
»K  Hi^hlAni»,  by  MB&irdN  U  flcl 
IL  Ltrtiri  froti  Pulmyra,  by  V^mn,  ti 
t3^   Rumf'ind  PjirlvChri*iiiUM,  by  Wjit*   it 
EJ.  Gold  tV»lQT>tn  of  Aiittrsilit,  by  eW.  La 
S4.  Npw  ZtalAiHl.  by  Ktrp.  If  ' 

ai*  Whit  w*.  Oklh  AujtralLtf  It 
SK.  KTunr  Fadh'*  W4%!kitT]^.  4e„  ii(jd 
J7,  Party  Fiffht^  Jtc,  bv  Carlelon,  Li  ft  L 
59*  PbU  PuffclK  ^c-,  by  rftrkHon,  \m  tUi 
SB*  Pr^TtT  iH-holut  &c.,  by  Cajleroti^  Uti^ 
jn.  PhfrUm  fl'Trjnle'jfCourUbip,  ItOd 
^1.  0uo4tleofrri3wi}uinitli 
a»,  C^l^rlitm^  Day,  by  L*  Roi.  U 
3X  llobbi  and  Dijbb^,  by  Crayon,  Ji 
a*.  T»fci  Veatt  bctori?  the  Ma«r,  H  ©J 
3i*  R(^|l1¥s^otAt1vt^  \len»  by  Emf^rton,^  1a 
ati,  37.  Twict?  toM  TAlfti.  :f  T.p  bv  lUwLliornc.Ss 
38-  Monk  mid  Wa»liinijti>Ti,  by  (^u^mt.  [i 
•      **.  Ityp^Hc^,  by  Uitijirplkjw,  N 
4iK  HemloLtf^nc^of  a  rhy^icioiii  It 
%t.  Sir  HrhUoii  Anhton,  by  Lady  Lobji,  it 
it.  OHv^r  Goldiiriith,  by  fr^Joj?,  U 
41  Life  fjf  MthornoE,  by  Irriiijy,  |» 
«,  StjccMwri  of  Maliomet,  by  Irvmf ,  Js 
4S.  Mi<1ibir>mAn»  by  Maot*  U 
4(5,  rnUdtflLty,  iti  t  auM.%  b>  Nelmn,  U 
47.  RuAdiav  it  Is,  by  Vlorell,  la 
4fl,  Wa«tti  ftjid  Labour,  bv  M'("ul]och»  [| 
BO.  Turltt-VK  l'*st  and  Prt^rtt.  by  MorelLll 
6\,  Mont  Ol^wicand  Back,  by  Whiitt  |j 
fii.  AiJ^i  AsliQcwmjt  by  Kelly,  it 
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AS.  bchamyland  Circaada.  by  Mnekeniie,  Is 

it  !5**»«nr.of  United  States,  by  Whitworth.  * 

M.  WeareaU  Low  People  there,  U 

«7.  Roving  englishman.  Is 

«.  Crystal  Palace  and  Park.  le 

«.  Crystal  Palace,  Courts  of.  Is 

«.  City  of  the  Sultan,  by  Pardoe;.  Is  Cd 

61    Fun,  wi^  plates  by  6owqulU,  la 

€B.  Lamplighter,  Is 

S"  S**f**"?V«S  ^y  Warburton,  la  6d 

M.  KalooUh,  by  Mayo.  Is  6d 

Cft.  &inny  Memories,  by  Stowe,  ls6d 

68.  Fashion  aod  Famine,  by  Stercna,  la  fid 

67.  Sea  Lions,  by  Cooper,  Is  6d 

m,  Hcnthootes,  by  Cooper.  Is6d 

6U.  Lofty  and  Lowly,  by  M'lntodi.  Ie6d 

K-  £!*^?*nL'*"  ***«  People,  by  Soyer.  la 

7I»  78-  Ferdinand  and  Isabella,  2  V..  U 

73*  Deetalayer,  by  Cooper.  ls«d 

74.  Oak  Openings,  by  6>oper.  Is  6d 

75.  Pathfinder.  Ly  Cooper,  Is  6d 

76.  Bravo,  by  Cooper,  Is  6d 
n.  Salmagundi,  by  Irving.  U 

n.  Tales  and  Sketches,  by  Poe,  Is 
^.  Captain  Canot.  by  Mayer,  Is  fid 

80.  Homevard  Bound,  by  t'ooper.  Is  fid 

81.  Headaman,  by  Cooper,  Is  ed 

8S.  81  "— ""Tst  of  MesiM,  2  v,,  4e 

84.  Kl  ..  ^,'    .  N,„    S\.;lt,  U 

85.  B6-  ^.-.^1,4  ,■.  -    .  i    '■   ■■  .  :  v.,4i 

87.  WaurU!  r,l*6d 

88.  Two  A. 111. I L..,.,  .•■,  N     ^^..r,  Is6d 

80.  Miik<«  Uailjrjtintru,  bv  i^^ocfwr.  Is  fid 

86.  B*rt*r,by  Mtyo,  It' 

91.  C(»iii.Eii.nl  iif  fCfui,  by  Luua^  Is 

92.  BiifiEiLh  Aiid  UurmeVp  by  M'Kenme,  la 

93.  Charide»,  by  i&h%  Bowman,  Is 

94.  Piji'fiidTi  af]d  fie*,  by  Cotue,  la 

95.  Tht^  Wif,  with  Illu^lrailLini,  Is 

96.  PlL'^fturc*  (if  Lfieriitnjre,  It 

97.  Critkvti  ICinfiT^,  by  Pn?*ctjtt,  is 

98.  Educational  Lvctuf  i^t  Is  ad 

99.  Prairie,  by  Cooper,  Is  6d 

100.  Roving  Englishman  in  Turkey,  Sa 

101.  TransatlanQe  Wanderlmn.  Is 
lOS.  Ruth  Hall,  by  Fanny  Fern,  Is 

105.  Our  Heroes  in  the  Crimea,  la 
1W4.  The  Crimea,  by  Kotch,  Is 

lOA.  Artisu  tn  Spain,  by  Macftrlanc,  la 

106.  Stonecutter  of  St.  Point.  Is 

107.  Stonr  of  My  Life,  by  Andersen,  la 

108.  Wolfert's  Roost,  *c.  by  Inrins.  la 

109.  America  and  Americans,  Is  6d 
IKL  Red  Rover,  by  Cooper.  Is  6d 

1 18.  Legion  of  Honour,  by  Jenold,  le 
Hi.  Israel  Potter,  by  MelvtUe,  Is 
114.  Great  Highway,  by  PuUom,  2$ 

116.  Eve  Effingham,  by  Cooper,  Is  fid 

117.  Female  Life  among  the  Mormooa,  la 

118.  Watchman,  bv  Harland.  IsGd 
lia  H 

150.  S«  :--.,■. f....    ..J     K.rL,.S^Ui,    L. 

151.  Hjiiw:tibpit  by  Lonfft'ciJow,  u 

128.  Rjibitvirfin  OujKw,  £y  Dcfov,  l*6d 
183.  Ckment  l.or]mp±,  by  {{eapbt  Is6d 
124.  Ri^3)cLltrt,  by  ¥em.  U 

12s.  Pir«ie4,)f  th*^Mi*^s»iprl.  brGerstae(^er.ls6d 

126.  Afloat  and  AAhnnri?,  by  1  mtper^  it  fid 

127.  S*irnia4ti[K:t  by  Cif  ^rfnrr,  1 1  Ga 
198.  WyiJidotUj  byCoc^per,  Ut^ 

129.  HtidentnautFj  by  CoopcF,  Utid 
130,131.  \(l»K  Pf»mtE«  Philip,  a  vols, esttfa 9b 

132.  SoUtary  Kunter,  by  P(Ult*cf,  ls6d 

133.  Di  I  *it  o^  W  aiher,  J 1. 

134.  Eimui,  by  Edgeirorth 

135.  Ab^iMiEi:*«,  by  Kd^r worthy  It 

136.  PfittltLon  Li»j;aL-y,  by  :?rf]itbp^ 

137.  Wbuin  to  klarfy.by  Mayhsw,  U6d 

138.  MaiKrurriiijF,  by  Edge  (Tort  h,  ta 

139.  VUURj  by  KdpwurLh^  ii 

140.  Lifiht  and  Djrkncss,  by  Crowe,  la  fid 

141.  Auttrian  Duua-ods,  ]  a 

142.  King  Dubbs,  Is 

143.  Wlkf  Sporto  in  the  Far  West,  by  Gcntneekcr, 

144.  Drafts  for  Aceeptanoe.  by  Raymond,  la  fid 
146.  Twenty  Yeai»Aftcr. by  DuSSftT 

146.  Enxlish  Tiaits,  by  Emerson,  Is 

147.  Our  Misoell^y.  by  Yates.  Is 

148.  HUU  of  the^hatemuc.  by  Miss  Warner,  la  fid 

149.  First  Lieutenant's  Story,  by  Lomr.  8a     ' 
160.  Marjtuerite  de  Vakib,  by  DumMr2i 

151.  Joan  of  Are,  Is 

152.  Violet,  by  Marryat,  Is  6d 

153.  Sam  Slick  in  Texas,  by  Slick,  la 
164.  Home  and  the  World,  Is  6d 

155.  Shakespeare  not  an  I  mpostor,by  an  EnffUeh  Critle.  la 

156.  Mark's^Sef.  by  Coop».  is  M        *■«"«  ^«»«» " 

157.  Precaution,  by  Cooper,  is  6d 

158.  Eastern  King,  by  Knighton,  9s 

159.  Flood  and  Field,  by  Maxwell,  Is  fid 

160. 161.  PieM^U's  Charles  V.,  Vols.  I  and  8.  en.  b 
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one.  VoU.  1  and  9,  m.  Si  ed 


ly  Kingsley, 
.    /Webb.  Is  6d 
168.  Lucky  Penny,  by  Hall.  Si 
167.  MoM^ide.  by  Harland,  !• 
IflS.  Mabel  Vaughas,  by  CummiiUa  l»6d 
16B.  Mutiny  inTDdia,U6d 

170.  Parthenla.  by  Lee.  U0d 

171.  Aetfaig  Prorerba.  by  Harwood.  It 

ITS.  Gicatesi  PlaflHe  of  Ufe.  by  Mayhew,  ti 

173.  Bunia  aod  Scott,  by  White.  !•  «d 

174.  Royal  PrincesM.  by  Hall,  2i 
17&  BilCrts  and  BWouaes,  U  6d 
17&  Kanaas,2i 

177*  Prophet  of  the  Caocaaua»  Si 
ITS-  Aldeiahott,  St 

179.  Sepoy  ReroU,  St 
lai.  wllifFlowen.  ti 

181.  ETanadine.  by  Lomgfelloir.  Is 
188:  Rats,  by  Rowcioft,  Si 
181.  Bridle  Roads.  Si 

184.  Poresi  Ufe  in  Norway  and  SwedflD.  by  Newhmd*  ll 

185.  Tough  Yamt,  by  an  Old  Sailor.  Is  fid 
las.  Life  In  a  Steamer.  U  Hd 

187.  Sam  Slick  in  England.  Si 

188.  Law  and  Lawyere.  la 

180.  Marveb  of  Saence.  by  Pu]]om»  li 
isn.  British  CohimbU.  Is  tfd 

191.  Chinese  Pirates  in  the  Chinese  SeM.  by  Edwaidi»  U 

198:  Patchwork,  by  Paul.  Is 

1991  The  Derby  Ministry,  by  Rochester.  Is  6d 

191.  Miles  StandJsh.  aod  other  Poems,  by  LongfiBUow,  Is 

195w  Emfaient  Men  and  Popular  Books,  it 

197.  Bums's  Works,  Ss 

198.  Chadwick's  Poems,  Is 
ISa  Ballads,  by  Ainsworth.  Ss 

SUO-SM.  Bancroft's  United  Statn.  Vols.  1  to  5,  ea.  fi 
MS.  A  Sailor's  Adventurss.  by  Gentaecker.  Is 
906.  What's  in  a  Name?  by  Nicbol  Nichols.  U 
207.  The  Pilgrim's  Progress,  by  Bunyan.  li 
£08.  Eugteie  Orandet.  by  Balaac,  Is 
91OL  How  to  Make  Money.  Is 
Sia  How  to  Farm  Prpflubly.  3i 

911.  Lalla  Rookh.  by  Thos.  Moore,  li 

912.  Aurtrian  Dungeons  In  Italy,  by  Orslnl.  U 

913.  Rifle  Yolunteeis,  by  Hans  BuUi,  Is  fid 
tl4.  Masimuros  of  Muggins,  by  C.  Selby ,  Si 
915.  Russell  oa  Rifle  Clubs.  3s  fid 

910.  Balthanr;  or.  Science  and  Love,  by  Balxae.  is 

917.  Mounted  Troopei's  Adyentures,  by  Burrows,  Is  fid 

918.  Shifting  Scenes,  Is  fid 

919.  Comic  Sketch  Book,  by  J.  Poole,  Si 

990.  Dottings  of  a  Lounger,  by  F.  Fowler,  Is 

991.  Hamlet, with  Notes,  Glossarial,  Ac.  by  Shakspeare,  Is 

992.  The  Vicissitudes  of  Italy,  by  Gretton,  9s 
923.  Friendly  Societies,  by  C.  Hardwicke,  9b  fid 

224.  Echoes  ttam  the  Backwoods,  by  Levioge,  Is  fid 

225,  Riddles  and  Jokes,  by  Routledge.  Is 
296.  The  Christmas  Hamper,  by  Lemon,  Is 
227.  Orimaldi,  by  Dickens,  9- 

298.  The  Dinner  Question,  by  Tlckletooth,  Is 
999.  Hints  to  Thinken.  Is  fid 
930.  ~ 
231. 

239.  ComrNook ^ 

233.  Catherine,  by  Jules  Saodeau,  Is 

234.  Garibaldi,  an  Autobiography,  by  Dumas,  9i 
23ft.  Wild  Sports  of  the  West,  by  Maxwell,  is  fid 

236.  Land  and  Sea  Tales,  by  an  Old  SaUor,  Is  fid 

237.  War  Lock,  The,  by  an  Old  Sailor.  Is  fid 

238.  ThaUba  the  Destroyer,  by  .Southey,  Is 
2391  The  Fortune  Teller,  bv  Lawford,  Is 

240.  The  Conduct  of  Life,  oy  Eroenon.  Is     / 

241.  The  Garlbaldians  in  Sicily,  by  Dumas,  Is 

242.  Up  among  the  Pan  dies,  by  Magendie,  9i  fid 
943.  Cotnmbus'  Life  and  Voyages,  by  W.  Irving,  Si 

244.  Eble  Venner,  2s 

245.  Half  Hours  with  Foreign  Authors,  by  O.  L.,  Is 
24fi.  Sporting  Adventurers  in  the  World,  by  J.  D'B#ei.  Si 

247.  The  Medical  Student,  by  Albert  Smith.  Is 

248.  Monarchs  of  the  Main,  oy  Thorabury.  Ss 
240.  The  Tommiebeg  Shootings,  by  Jeans,  Si  fid 
astk  Wanderings inhidia. 2s 

251.  Lord  Georae  Bentinck,  by  D'Israell,  9i 

252.  -Riddles  and  Jokes,  2nd  series,  by  Routledge,  li 

253.  Life  of  the  Prince  Consort,  Is 

254.  Horses  and  Hounds,  Ss 

255.  China  and  Lower  Bengal,  Ss  fid 
258.  LifbinChina.Ss 

257.  Embassies  and  Foreign  Courts,  Si 

258.  Sporting  in  South  AMca,  Ss 
250.  Love  Tales,  Is 

Sno.  Cariboo,  Is 

901.  Guide  to  the  Exhibition.  Is 

909.  Bkmdin's  Life,  is 

983.  Mathew's  Life,  9s  fid 

964.  Hodge  Podge,  by  Routledge,  li 

965.  Riddles  and  Jokes,  3rd  series.  Is 

968.  Advertise:  How  ?    When  ?    Where?  by  Smith,  li 
9^.  Adventures  of  a  Sporting  Dog.  Is 
£68.  Mrs.  Jones's  Evening  Party,  Ti 
960.  My  Brother's  Keeper,  Is 


».  nmu  10  1  ninaen,  is  oa 
D.  Bfc>aaphT  and  Criticism  from  "  The  Times.** 9i 
a.  Jottlna  from  My  Journal,  by  Eliia  Cook,  Si 
B.  Comr  Nook  Tales,  by  Mr.  Glib.  Is 
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1.  The  Pilot,  by  Cooper.  Is 

2.  Jane  Sinclair,  by  Carleton,  Is 

3.  Last  of  the  Mohicans,  by  Coq 

4.  The  Pioneers,  by  Cooper,  li 
ft.  Prairie,  by  Cooper,  li 

6.  Red  Rover,  by  Cooper,  la 

7.  The  Spy,  1^  Cooper,  li 

&  Sense  and  Sensibility,  by  Austan«  li 
A  Waterwitch,  by  Cooper,  la  ^^ 
IOl  Pride  and  Pteludlee,  by  Austen 
II.  Charms  and  Counter  Cnarms,  U 
IS.  Lionel  LInooln.  by  Cooper,  la 

13.  Puritan's  Dauiniter,  Is 

14.  Clarionet,  by  Carieton,  U 

15.  Blanche  Montaigne,  Is 
on.DyOni 


Ifl.  Light  Diagoon,b] 
17.  Longbeai9.1sOd 


OranttU 


1&  Hope  Leslie,  Is 

19L  Lily  Dawson,  Is  fid 

Sa  Dark  Scenes,  by  James.  li  fid 

91,  29.  Romanee  or  War,  by  Grant,  li 

83.  Cinq  Mars,  by  De  Vigny,  Is 

94.  Little  Wife,  by  Grey.  Is  fid 

95.  Louisa  de  Bourg.  by  Dupuy,  li 

96.  S7.  Alde>de-Camp.  by  Grsnt,  Ss 

58.  90.  Whitefriais.  Ss 

30.  Scarlet  Leuer.  by  Hawthorne.  Is  fid 

31.  House  of  Seven  Gables,  by  Hawthome«  Is  fid 

89.  Knight  of  St.  John,  Is  fid 
33.  34.  Jasper  Lyte.  9s 

35.  Adelaide  Lindsay,  Is 
36, 37.  Scottish  Cavalier,  by  Grant.  Si 
38.  Grsoe  and  Isabel,  by  M 'Intosh,  la 
30.  Reduse  of  Norway,  by  Porter,  Is  fid 

40.  Liilas  Davenant,  Is 

41.  Jew  of  Denmark,  by  Goldsehmidt*  Is 

42.  Discipline,  by  Brunton,  Is 

43.  Self-Control.  by  Brunton,  Is  fid 

44, 45.  Night  Side  of  Nature,  1^  Un.  Crove.8i 

47.  VaterS.  by  Marryat,  la 

4&  Martin  Beck,  by  Harris,  la  fid 

49.  Soldier  of  Fortune,  Is 

50.  Susan  Hopley,  by  Crowe,  Ss 
5L  Viola,  by  GoUSichmidt,  li 
53,  54.  Whitehall,  2s 

55.  Polish  Lancer,  by  Reelstab,  Is  fid 

56.  Passion  and  Principle^  by  Grey.  Is 

57.  Compulsory  Marriage,  1^  MailUida  la 
68.  Woodgrove  Manor,  by  DorMj,  Is 

59.  Henpecked  Husband,  by  Lady  Soott* Is  fid 
flO.  Three  Muskeeten,  by  Dumas,  Si 

61.  Albatross,  by  Khigston,  la  fid 
09.  Windsor  Castle,  by  AiMworth.  Is 
fiSL  Clan  Albyn,  by  Johnstone,  Ss 
64.  Rookwood,  by  Ainsworth.  Is  0d 
85.  Caleb  WUllams,  by  Godwin,  le 

06.  Saint  James,  by  Ainsworth,  Is 

fi7.  Cesar  Borgia,  by  An.  of  Whiteftrten,  Ss 
6a.  Scottish  Chiefs.  liT  Jane  Porter.  Si 
fiO.  Rockingham,  by  Au.  of  Electra,  li  fid 

70.  Thaddeus  of  Warsaw,  by  Porter,  la  fid 

71.  Pelham,bvBttlwer.Ss 

72.  Crichton,  by  Ainsworth,  Is  fid 

73.  Paul  Ciiilbrd,  by  Bulwer,  9s 

74.  Money  Lcnder,by  Mrs.  Gore,  lifid 

75.  Eugene  Aram,  by  Bulwer,  Si 

76.  Singleton  Fontenoy ,  by  Hannay,  li  fid 

77.  Last  Days  of  Pompeii,  by  Bulwer.  Si 

78.  Lanca&hue  Witches,  by  Ainsworth,  Ss 

79.  Riensi,  by  Bulwer.  9s 

oa  Young  Prima  Donna,  bv  Mrs.  Giey.  Is  8d 
81.  Pilgrims  of  the  Rhine,  by  Bulwer,  U 
tt.  Pin  Money,  by  Gore.  Is  ftl 

83.  Last  of  the  Barons,  by  Bulwer,  Si 

84.  Dowager,  by  Mrs.  Gore,  Is  fid 

85.  Ernest  Maltraven,  by  Bulwer.  Si 

86.  James  the  Second,  by  Ainsworth,  Is 
'87.  Alice,  by  Bulwer.  Ss 

88.  Night  and  Morning,  by  Bolwrer.Ss 

80.  Fortunes  of  Torloch  O'Brien,  Is  fid 

90.  Godolphln.  by  Bulwer,  Is  fid 

91.  Heir  of  Selwood.  by  Mrs.  Gore.  Is  fid 
09.  Tower  of  London,  by  Ainsworth,  Ss 
99.  The  Disowned,  by  Bulwer,  9s 

04.  Electra,  by  the  Au.  of  Rockingham,  Is  fid 

95.  Devereux,  by  Bulwer,  2i 

96.  The  Hour  and  the  Man,  by  Martlaetu,  Is  fid 

07.  Leila,  by  Bulwer.  Is 

9&  The  Caxtons.  by  Bulwer.  9s 

90.  Flitch  of  Bactm,  by  Ainsworth.  Si 
100. 101.  My  Novel,  by  Bulwer.  9  v.,  48 
109.  Old  Commodore,  by  Au.  of  RattUnthe  Reefer,  Is  fid 

103.  Miser's  Daughter,  by  Ainsworth,  Is  fid 

104.  Lucretia,  by  Bulwer.  Ss 

105.  Harold,  by  Bulwer.  Ss 
Iflfi.  The  Duke,  by  Grey.  Is  fid 
107.  Zanoni.  by  Bulwer.  Is  fid 
ine.SeIf.byGoft.1s6d 

109.  Pastor's  Fireside,  by  Porter,  Si 

110.  Peter  Simple,  by  Marryat.  Is 

111.  Stories  of  Waterloo,  by  Maxwell,  li 
lis.  The  Klng'i  Own,  by  Marryat,  la 
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lis.  MarehioMM  of  Brlnvlllfen,  by  SaiHh,^f6d 

114.  Mldahipmiui  Bmt,  bv  Marryat,  li 

llA.  Lore  anil  Ambitkm,  II 

116.  RaUlin  the  Reefcr.  by  Marryat,  la 

1  in.  Arthur  O'Leary,  by  Lever,  li 

119.  A<-  ^L   Mr.  [AUlKirv,  by  SrnHh.  Si 

150.  P|,i!iri-.i      tJuMT     i«lt-»,   NV    Vtjir    VAt,   1« 

121.  Lufk  U  Evrrythluff,  bf  Mn^wtU.i* 

18S.  Ni  K'ton  Fnrttrr,  by  Wiittii,  It 

in.  My  fouihi  Nicholai,  by  tfiialiSiby,  1i*l 

194.  Jit^fib  FaHhfiiU  by  Mmrrrct,  Is 

123.  Boibwdl.  by  rrncii ,  2* 

lis.  Scaitttgftnd  ramtlv,  by  Smith,  fm 

127.  Th*  TXig  FtfTnt.  bv  Mmrryal,  It 

128.  Tvlnr?  lUlU  bv  Hnorfp  iN 

129.  JaFih«t  in  Seari^  of  a  F^th^*  by  Muryat,  If 
130t  The  WaRl /by  Trollop.  It  Od 

131.  The  PoAcHer .  by  Marrvrnt*  tt 

ISi.  Owen  Turtctr,  by  Au.  of  WbitrMui,Sa 

133L  PhnntrnTi!  Ship,  !»y  Harryat,  It 

134  Js^:ir  Si  iHjn.  hv  Grant,  i% 

laS.  PNiiin  Uolki  Jiy  Ofjinl.  Sa 

13flL  Pi  r.   .  ii  Kecnc,  by  Manyat,  1i 

137.  M       '  I    I  P4rk.  by  Au«t«n,  It  (Id 

138.  E  .  Vv  Vti^ten.  U  &1 

139.  N     I'    i^L;[f>r  AbbpyaiKl  Ptrfuailon.bfy  AotUBfliM 

140.  Fao'diiroiiAfta.  by  rarletmi.  U  6d 

141.  EmIgTinti,  by  (.'arlf-toTi ,  U  fid 

142.  TheTithsPrrc  or/by  CarlrtrtipliBd 
243.  Prrkin  Warbnk,  by  Sbeltcy,  fi 

144.  V*ilcrk%  hv  MiTTyat,  li 

145.  OvliieFi  VctPTani.  by  OJeigi  ll  8il 

146.  S(  '       trhanni?*.  !■  Sd 

147.  C  ri4.  bv  Grimn,  U 

148.  M....^i.T  te*tUa]&,  liffd 

149.  Rival*,  U6d 

IM.  Guy  Fawkes,  by  Ahitworth,  It  6d 

151.  Peregrine  Bunce.  by  Hook,  lt6d 

152.  Con  Creean,  by  Lever,  2i 

15.1.  Old  St.  Paul't.  by  Ainiworth,  St 

154.  Violet,  by  Marryat.  It 

155.  The  Prairie  Bird,  by  Murray,  It 
1:^6.  Linny  Lockwood,  by  Crowe.  9t 

157.  Petticoat  Govemmefit.  by  TrolkMM.  9i 

156.  Capuln  Blake,  by  Maxwell,  2t 

15a  The  Spendthrift,  by  Ainaworth,  Itftl 
)«).  The  Bivouac,  by  Maxwell,  2i 

161.  Miirria«e  In  Hi«h  Life^by  Soott.  It6d 

162.  The  Ladder  of  Gold,  by  R.  Bell,  2a 

163.  Maid  of  Orleant,  2t 

164.  The  MlUiotialie.  by  D.  Cottello,Si 

165.  The  Gold  Worahippert ,  by  Aa.  of  Whitcfrlan,  1 1 6d 
1196.  Dkoree.  by  Lady  C.  Bury,  li 

167.  Colin  riink.  b^  Ylr*itonKf5 

16a.  H*HFior  tJ'tlalhiT»nH,  bv  Mamveir,  !■ 

169.  FrAnk  Mililmas'.  by  Mjuryit,  ti 

170.  Ccimiry  f.'iirnif'.  by  frk-ig^  ia, 

171.  LtNjflrtra  d'<  ^rpot  tiy  Jitn»,  tt 

172.  Ol)r  KaiiU.  by  Tmllopp,  a* 
17s.  Rirti^puin.  \iv  riflftPT^  Ii6d 

174.  Sahirhirt  bv  Cml>\  Si 

175.  ClcK'kLn«k^r,  h\  Sam  v|ick.  giSd 

176.  Rt'Tj  ^y^^t^Ti^.  bv  Lmcr,ihi 

i;7>  Capr^m  4 1  "^^iiiivjin.  by  Maxw^lU  ItM 

178.  Ola  nntninioi>,  by  JiLin^,  £« 

179.  MintriivriiiM  MnnthfTH.  by  .\u.of  TheFUrt,ti 

180.  Hall  Umthi<ri.  by  numai,  £« 

181.  M^^tilf  rfiTl^tn,  by  Duman,  9i  tid 

182.  T!h-  T«i^  Kn^.itet^p  by  Cupplpi.  2i 

184.  T(<F«H^ii1  ^fn-vi  Bloiki.  bv  an  Old  Sailor,  fc 

183.  Fniii;  Ik. in  1,1  Vr  Wm  Vai  La4y,byCoateUo,1t6d 
106.  Pliim"A>.  g^ilil.h'.  by  E^noJe.  2s 

187.  Wc^tiiiinhtt-r  Ahl^j,  by  Au.  of  WhltefHan.lt 

188.  Clu'viliPT  de  Mi^iM^n  floufrtfn  by  Dumat.  Ig0d 

189.  Tri«  Only  nau^jhlcr,  bv  (i\t\g,  U  0d 

190.  SolttJtr  nT  r.von-s,  by  Mr*  Gon,  ^ 

191.  Ccuiin  Gitiftrv,  by  T.  Flook,  in 

192.  Mervyn  Chlhritw,  by  \ih!i*n>rth,  3t 

198.  Lr^etidiof  thr  Dlafk  Warcb,  by  Grant.  Si 
194.  Old  Country  ito;)w<  by  tirt-y*  Is  M 

196.  The  l^katp  of  the  MetfiteTranpftti,  by  KingitoOa  ti 
1^6.  Littlr  PfHitlncroD,  by  John  Prtoie.  litfd 

197.  Matbi'Ti  Bnti  HsiuK^'tcf*!  '^l  ^ffTt,  3§ 
196. -Th?  (t>u4[IrrHin,  by  Mivne  Hcld/^t 
190.  Th(<  War  Trail,  by  Miyue  Rciil,  iH 

200.  Lfwt  Sbsp.  ?* 

201.  Love,  by  Hurv,  Is 

202.  The  Srarl*i;  Letter,  by  HHwtbonie.  1t0d 

203.  H0HIC  or  the  Sf'vcn  Gubiei.  by  Hawthotnc,  la6d 

204.  Tlic  SqmiTp,  by  ^hm  Pkkennff,  A 

205.  Mnry  nf  I^rirraine.  by  GnnU  :^4 
2PS.  Dfx-lor  Ba*iliui,  bv  A.  DuiriiiHit  St 
207,  Life  \'f  a  Saili^tp  by  CTiJirnkTh  ts 

.  208.  The  Unlnveil  One.  bv  Mr»H  tldflalld.  Si 
209.  MaJtwfll.  by  Thp<Hlnrt  Hstokt  2( 
210  Gilbert  Ciumey^  bv  Hook.  S\ 

211.  Wife  rn  ardifT,  by  G«rstacck«r,  2i 

212.  Ceti],  by  Gore,  i% 

213.  Mlri.niTi  ME^y.by  Anon.,  tiCd 

214.  Trtvelvnn^by  Scoii.  9i 

215.  Star  Chrimbef,  by  Atntwoiih,  ItOd 

216.  CatJiarine  Blum,  by  Dumati  U 


217.  The  DAmtante,  bf  Mia.  Gova,  St 

218.  She  would  be  a  Gofcmeat,  la  6d 
tt».  CoUeen  Bawa.  by  GrfAa.  la 

920.  Oliver  ElUt.  by  Grant,  2t 

921.  Ovincdcan  Giuft.  by  Ainawotth,  1 
222.  ThePrideof  Ltfb.by  Lady  Scott,! 
883.  Fanny,  the  MUliner.  2a 
224.  Lucy  Ardeo.  bv  Gnmt,  98 


92S.  Waltham.  by  Glei|r,  2t 
— .  Who  it  to  Have  It?  toy 


AiMm..ti 


227.  CapCain't  Wife,  by  Au.  of  Caveadiili,  2i 

228.  Fraacetca  Carreia,  by  L.  B.  L..  8t 

229.  Baahfnl  Iriahman.  by  Anon.,  laM 

230.  Frank  Hilton,  by  Grant.  Si 
-     -----  Wife.ltr' 


231.  MyBiothe 

232.  Adrien.byAu.of  Zii«n.U« 
t3&  The  Yellow  Fzifcata.  by  Gmt.  St 
234.  Harry  OgUvie.  by  Gtant,  2i 

535.  Lad&of  Ufejatd 

236.  The  Two  Convtata,  byGanCaadcer.  2i 

237.  Dcada,  not  Worda,  by  BaU.  28 

536.  Ttie  Feathcrad  Arrow,  by  Gcntneckcr,  t 

239.  The  Secret  of  a  Uf;  by  BeU«  2a 

240.  Loyal  Heart.  Is  6d 

241.  Arthur  Blanc,  by  Grant.  2t 

242.  Laura  ETcringham,  by  Grant,  98 

243.  Chiaf  of  theDncM.  it 

944.  City  Banker,  by  An.  of  Wlntcfrian,  9i 
245.  Caleb  Stnkaley.  by  PhUBpa,  8t 
946.  Captain  of  the  Guard,  by  Gnant.  9i 
247.  Longwoods  of  the  Grange,  M 

948.  NanDaneU.byAn.or^^Sqniie.  U6d 

949.  Curate  and  the  R«lor.  by  Stmtt,  28 
850.  The  Dark  Lady,  by  Maxwell,  la 
251.  TIei  of  Kindred.  It  6d 

298.  Murder  will  Out,  la  6d 
'^  X***  ^^^  ^°i^'  ^  Claifce.aa 
854.  Percy  BAnrimak,  by  Cock  ton,  9i 
955.  Violet,  the  Danteuae,  la 

256.  Henrietta  Tempie,  by  Dlmali.  «i 

257.  Sybil,  by  Dinaeli.  It 
258L  Conto^,  by  DiarwU,  la 
8S8L  Young  Duke,  by  DittaeU,  Is 
280.  Tancied.  by  DiaraeH,  U 
961.  Ixioa.  by  DiaiaeU,  U 

262.  Coatarini  Flemiag,  by  Diaradi,  la 

263.  VenetU.  toy  Diataeli.  la 

964.  Bach  for  Himaelf.  by  Geratatcker,  9b 

985.  The  Royal  Favonrita,  by  Goea.  It 

98S.  Kiridne«9  tn  Womc«.  by  Baylry,  la 

W7.  Aliv»y,  bv  l>iji<rarli,  j< 

MiJI.  The  Glimi  Hunnr.  by  Batiim^  la 

Wa,  Vivian  firey.  by  Diirvlj.  Ji 

fTTK  Chnatnpher  Tadpok,  by  Wraith.  M 

3?7I.  Valentint^  Vm.  by  C^^kioa,  itt 

£7$.  Sir  Roland  Ajhton^by  Lon^,^ 

573.  The  rni?r5l*yer*  by  C^Kkpef,  la 

274*  The  PathfliiHlcr,  by  CotHwr,  J  a 

J7i.  The  Hravfj,  by  Cooper,  ff 

276.  The  Wttterwiteh*  by  Coopsr,  li 

WH'  The  Two  Ac|Enirq|if»  bv  Cooper^  |« 

f/n.  The  Fled  Ho¥er.  by  CoofMTj  li 

279.  Tbe  Piratefl  of  the  Miulmppi,  by  Ger^aecker,  If 

imt  Sariinatrie.  by  Cooper,  li 

3SI.  The  i^oUletf^  LeKacy#  by  Smith,  2% 

2IW.  Wham  to  ^ifry.  hy  May  hew*  li  Gd 

2Hi  Twenty  Ve*r*  After*  by  Uumaa,  im 

S8t  Ma^rffuerite  dt  VailDU,  by  Dyrrai.  ^ 

3ft5,  ^16.  Vicomte  de  Rra^elonne.  b^  Diimta,  9  ▼.,  5i 

BUT'  Th<>iifeiitt^[  Plague  of  Life^by  Mafhew,88 

3KR.  Life  in  a  Sltainer,bv  Saui  Sbck.  l»l^ 

fm.  S,im  sliflt  in  F:j:i|::lj[ind.  by  Sam  ii^lick,^ 

^.H\.  Afloat  11 14  Ashore,  by  CtJoprr,  Lt 

293.  The  Arnba^uu^ot'*  Wife*  by  Core,  It 

2P^.  Wyandotte,  by  Cao{>er,  Ji 

KG.  The  Yautis/i  Curate,  it 

S^,  Old  Cnmmoiiore,  by  Au.  of  RaitUn  iht  Recte.U 

:£fUi.  William  Ihe  Ceitifjueror,  by  ^'apiier    ^ 

29(5.  Eve  Effinithafii,  by  Cooper,  li 

S97'  The  Bn^flnd,  by  Jaine»,  li 

Sne.  ^liUi  \Vanin^frird,  by  Cooper,  la 

X99i  Morley  f'^fn«tein,  by  jaine«.  t» 

StVi.  Letty  Hyde'a  Laverru  by  Ciiant,  ft 

ai'il.  Winderinps  of  a  Boautvi  by  Mra.  iC  , 

3fi3,  The  Grwn  Hanii,  by  Ueotfte  Cvpt^'r  U 

303.  The  1  leadiimaii ,  by  Coi jpef  j,  la 

»i4,  namlev,  by  Jafne*,  la 

3115.  The  Albatr^n^i,  by  Kinntcm*  li 

3116;,  MmiiU'vrrer'i  Dimrce,  by  An.  of  WblttfMBa,2l 

3117.  Tlie  l*Tajrie,  by  Cckipot,  li 

3111B.  Rivhelieu.  by  Jitneit.  ]« 

M^.  Mairimnnial  Shipwret^ka,  by  IfalUflbd.la 

310.  Hajji  aaba  of  lipahan,  by  Moriet^  2a 

311,  TheGipiiy,by  Jame*,  U 

3\9*  Homt-iwAm  Bound t  by  Coo|ierT  !■ 

3I.1»  Arabella  Stii^rt,  by  Jame^,  la 

3H*  The  Uordereri,  or  hTtsithcoiet,  by  CfOpaTali 

31.^.   AHiT^rilyr-:  nr  :i  Mf.iii^y,  by  Crrjwe^  2b, 

51  fl.  Ttie  ^Vi.x"Mlman,  by  Jnmett  li 

317*  The  Sea  Lions,  by  Cooper,  la 

318.  Lowell  PaaUirea,  by  Kettle,  2i 

319.  PrecattUon,  by  Cooper,  la 
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3M.  Agincourt,  by  Jamet,  U 
981.  Cm4|  Man.  by  Oe  Vlfny.  li 
ass.  Oak  Oneninn,  by  Cooper,  la 
9B23L  RuMeli.  by  JaniM,  It 


aS4.  Zlnm  the  Oipcy.  by  Maillaid,  !• 
325.  Mark's  Reef,  by  Cooper,  U 
as&  Tlie  Kinfft  Highway,  by  Jamea,  U 
aB7.  Zohrab  tSa  Hostage,  by  Morier,  9b 

ROUTLRDGE«S   STANDARD    NOVELS,    fcnft.  SrOt 
each  8s  6d. 

1.  Romanea  of  War,  by  OraDt 

2.  Peter  Simple,  by  Marryat 

S.  Adventures  of  an  Aide^le-Camp,  by  Grant 

4.  Whiteflrian,  by  Author  of  WhttehiiU 

Ob  Stories  of  Waterloo,  by  Maxwell 

&  Jasper  Lyle.  by  Mn.  Ward 

7*  Motherland  Daughters,  by  Mrs.  Gon 

8.  Sooitish  CavalierTby  Grant 

fll  Country  Curate, "    ""  ' 


Max  wen 


^  __rate,  by  OMg 

IfK.  Trerelyan,  by  Lady  Seott 

n.  Captain  Blake;  or.  My  Life,  by 

IS.  Night  Side  of  Nature,  by  Ciowe 

13.  Tymey  Hall,  by  T.  Hood 

14.  WhitefuUl.  by  Author  of  WhUeMan 
Ifi.  Clan  Albyn.  by  Crowe 

18.  Caiar  Boigia.by  Author  of  WhltefHaiB 
17.  The  SeotAh  Chleft,  by  Miss  Porter 
]&  Lancashire  Witches,  by  Ainsworth 

15.  Tower  of  London,  by  Alosworth 
Sa  Family  Feud,  by  AtaMworth 

91.  Prank  Hilton  t  or,  the  Queen's  Own,  by  Grant 
99.  The  Velkm  Frigate,  by  Grant 

93.  Susan  Hopley,  by  Crowe 

94.  The  Three  Musketeers,  by  A.  Dumas 

95.  The  BlTouac.  by  Maxwell 

98.  Soldier  of  Lyons,  by  Wn.  Gore 

97.  AdTcnturcaof  Mr.  Ledbury,  by  A.  Smith 

98.  Jacob  Falthftil.  by  Marryai 

99L  Japhec  to  Search  of  a  Father,  by  Manyat 

30.  The  King's  Own,  by  Marryat 

31.  Mr.  Midshipman  Eam[.  by  Mar^at 
39.  Newton  Forster.  by  Manyat 

33.  The  Paehaof  Many  Ta  es,  by  Marryat 

34.  RatUin  the  Reefer,  liy  Marrya 
39.  The  Poeeber.  by  Marryat 

38.  The  Phantom  Ship,  by  Marryat 

37.  The  Dm  Fiend,  by  Marryat 

38.  PercivaTKeeoe,  by  Marryat 
30.  Hector  O'HaUoran.  by  Maxwell 
4a  The  Poctleton  Legacy*  by  A.  Smith 
41.  The  Pastor's  Flrcside,  by  Miss  Porter 
49.  My  Cousfai  Nicholas,  by  Ingoldsby 

43.  Harry  OgilYle.  by  Grant 

44.  Arthur  &LcMry,  by  Lerer 

45.  Scattergood  Family,  by  A.  Smith 
48.  Lurk  U  Everything,  by  MazweU 

47.  BothweU.  by  Gnnt 

48.  Christoper  Tadpole,  by  A.  Smith 
48.  Valentine  Vox.  l>y  Coekton 

BO.  Sir  Roland  Ashton.  by  Lady  C.  Long 
51.  Twenty  Veers  After,  Vy  A.  Dumas 
88.  FInt  Lieutenant's  Story,  by  Mrs.  Gore 

83.  Maisuerite  de  Valols,  liy  A.  Dumas 

84.  Owen  Tudor,  by  Author  of  WhlteMars 

88.  Jane  Seton,  by  Grant 

86.  Philip  Rollo,  by  Grant 

87-  Perfcm  Warbecfc,  by  Author  of  Frankenstete 
8a  The  Two  Convlets,  by  Gerstaecker 
M.  Deeds,  not  Words,  by  Bell 

80.  Feathered  Arrow,  by  Geistaeckcr 

81.  Con  Crcoan,  by  Lever 

89.  Old  St.  Paul's,  Vy  Atawwoith 

83.  Pnlrie  Bird,  by  Hon.  C.  A.  Murray 

84.  Petticoat  Government,  by  TroUope 

85.  Ladder  of  Gold,  by  Bell 
88.  Maid  of  Orleans,  by  Bell 

87.  Graatest  Plague  of  Life,  by  Mayhew 

88.  MillionalreTby  Costello 

89.  CoUn  Clink,  by  Hodton 
70.  Brigand,  by  James 

71-  Convict,  by  James 
79.  Damley.  by  James 

73.  Gowrie.  by  James 

74.  Morky Bmstein.by  James 
78.  RicbeAeu.  by  James 

78.  Henry  Masterton.  by  James 
77<  Henry  of  Guise,  by  James 
^,  Huguenot,  by  James 

.  John  Marston  Hall,  bv  James 
ou.  Philip  AuguMus.  by  James 

81.  Smuggler,  by  James 

82.  WooKum,  by  James 

83.  Gipsy,  by  James 

84.  Henrletu  Temple,  by  Disraeli 

85.  Vivian  Grey,  by  Disraeli 

8&  Will  He  Marry  Her  >  by  Lang 

87.  Leonom  d'Oroo.  by  James 

88.  One  Fault,  by  Troitope 
8B.  Rory  O*  More,  by  Lover 
9(1.  Sakthiel.  by  Cioly 

91.  Secret  of  a  Life,  by  Bell 

89.  Old  Dominion,  by  James 


s: 


BmOMjrt't  Stemianl  MNMis-eoi 
n,  Mamsuvring  Mother,  by 


94.  Half  Brothers,  by  Dumas 

18.  Ex.Wlfe.  by  Lang 

98.  Two  Frigates,  by  Cupplea 

S7.  Black  Eagle,  by  James 

98.  Monte  Cristo,  by  Duonas.  3s 

88.  Topsail  Sheet  Blocks,  by  Barker 

100.  Laura  Everingham,  by  Grant 

101.  Arthur  Blane,  by  Gnnt 

109.  Vieomte  de  Bn^ekmne,  Vol.  1.  by  Dumas,  3s 
103.  — r— • — Vol.  9,  by  Dumas,  3s 


104.  Eaeh  for  Himself,  by  C 

105.  Phinces  Quiddy,  by  Gerstaecker 

107.  Chief  of  the  Uncaa,  by  Aimard 

108.  Cousin  GcoS^,  by  Hook 

109.  Mervyn  Clltheroe,  by  Alnsworth  * 

110.  Comic  Sketch  Book,  by  Poole 

111.  Legends  of  the  Black  WaUh,  by  Grant 
119.  Pirate  of  the  Mediterranean,  by  Kingston 

113.  Lost  Ship.  Inr  Kingston 

114.  Squire,  m  Pickering 

115.  Mary  of  Lorraine,  by  Grant 
118.  Doctor  BaslHus.  by  Dumas 

117.  Unloved  One,  by  Hofland 

118.  Maxwell,  by  Hook 

119.  Gilbert  Oumey.  by  Hook 

180.  A  Wife  to  Order,  by  Gerstaecker 

191.  Cecil,  by  Mrs.  Gore 

199.  Lifeof  aSailor.byChamler 

193.  Debutante,  by  Chamler 

124.  Oliver  Ellis,  by  Grant 

195.  Ovingdean  Orange,  by  Alnsworth 

1»{.  Pride  of  Life,  by  Scott 

197.  Lucy  Ardent  or,  Holywood  Hall,  by  Grant 

188.  Queechy.  by  Wetherell 

189.  The  Lamplighter,  by  Cummins 

130.  The  Captain  of  the  Guard,  by  Grant 

131.  Caleb  Stukeley,  by  Scott 

139.  City  Banker,  by  Author  of  Whitefriaxs 
133.  Frank  Mildmay.  by  Marryat 
131.  Letty  Hyde's  Loven,  by  Grant 

ROUTLEDGE'S  USEFUL  LIBRARY,  ftsap.  8vo. 
1.  A  Ladles' and  Gentlemen's  Letter  Writer,  Is 
9.  Household  Economy,  by  Anne  Bowman,  Is 
&  Landmarks  of  the  Hist,  of  Eng..  by  White,  ls8d 
4.  Landmarks  of  the  Hist,  of  Greece,  bv  Whiu.  ]s6d 
8.  Common  Things  of  Every- Day  Life,  oy  0.  wman,  is 

8.  Martin  DoyleVThlngs  Worth  Knowing.  Is 

7.  Landtord  and  Tenant  Law  ef ).  by  HoMsworth*  Is 
8L  GoodServanu,  la 

9.  History  of  France  to  18S8,  by  Edwards,  Is 

lOi  Wills.  Executon,  and  Adnunlstratois  (The  Law  ef>. 

by  W.  A.  Holdsworth.  Is 
II.  RundeU's  Domestic  Cookery,  unabridged,  la 
19.  The  Tricks  of  Trade,  by  Dr.  NutUll.  Is 

13.  Notes  on  Health,  by  W.  T.  Coleman.  Is 

14.  Novelties,  Inventions.  &c.,  by  G.  Dodd,  Is  8d 

15.  Common  Objecta  of  Micrr«oope,  by  Wood,  la 
18.  Bankruptey  (New  Law  of ).  by  Holdsworth,  Is 

17.  One  Thousand  Hints  for  the  Table,  la 

18.  How  to  Make  Money,  by  E.  T.  Freedley,  Is 

19.  Household  Law.  by  A.  Fonbhuique.  9s 

90.  Household  Manager,  by  C.  Pierce,  fcap.  8vo,  Si 

91.  County  CourtOuide, by  W.  A.  Hoklswo.th,  la 

RUN  AND  READ  LIBRARY,  fcap. 8vo. 
1.  I've  Been  Thinking,  by  A.  S.  Roe,  U8d 
9.  The  £5  Note,  by  the  Author  of  Naomi.  Is  8d 

3.  The  Con«essor,  by  Miss  Hardy,  ed.  by  C.  B.  Taylcr, 
Is  6d 

4.  Jane  Rutherford,  the  Miner's  Daughter,  by    Miss 
Mayne,  Is  6d 

8.  The  Mysterious  Msrriage.  by  Cath.  Sinclair,  Is  8d 
8.  Mary  Ann  Wellington,  by  Cobbold.  Is  6d 

7.  The  Lamplighter,  by  Miss  Cumroing.  Is  6d 

8.  Modem  FlirUtiuns,  liy  Catherine  Sinclair,  Is  8d 

9.  Juiamerk,  by  the  Author  of  Naomi.  9s 

10.  Zenon  the  Roman  Mariyr.  by  Cobbold.  Is  8d 

11.  To  Love  and  to  be  Loved,  by  A.  S.  Rne,  Is  8d 

19.  Beatrice;  or,  the  Unknown  Relative,  by  C.Sinclair,  9s 

13.  The  Pilgrims  of  New    England,  by  the  Author  of 
Naomi.  Is  6d 

14.  A  Long  Look  Ahead,  by  A.  S.  Roe.  Is  8d 
lit.  Jsne  Bouverie,  by  Catiierine  Sinclair.  Is  8d 

18.  The  Wide.  Wide  World,  by  Miss  Wetherell.  Preface 
by  C.B.  Tayier,9s 

17*  The  Monk  of  ClrolesL  by  Mrs.  Sherwood,  9s 
*  la  Freston  Tower,  a  Tale,  by  Cobbold,  is8d 

19.  Holiday  House,  by  Catherine  sincUtr,  9s 

90.  Modem  Accomplishments,  by  Cath.  Sinclair.  9s 

91.  Adon^ah.  a  Tale  of  the  Jewish  Oispeislon.  by  Jaaa 

M.  Strickland.  Is  8d  .    »    —• 

99.  Modem  Society,  by  Csth.  Sinclair,  9s 

93.  Country  HospUalities,  by  Cath.  SincUlr,  Is  6d 

94.  Real  Happiness,  by  Mrs.  Elton.  Is  (id 

95.  The  SUr  and  the  Ck>ud,  by  A.  S.  Roe,  Is  6d 

96.  The  Flower  of  the  Family.  Is  8d 

97.  The  Convent,  by  Miss  M'Crindell,  ls8d 

98.  Queechy.  by  Author  of  the  Wide,  Wide  World.  9s 8d 

99.  Rufusand  Wlnthroo}  or.  HillsortheShatemuc.lsSd 

30.  Nellie  of  Truro,  a  Tale  fhnn  Life,  Is  Od 

31.  Hidden  Path,  by  the  Author  of  Alone.  Is  8d 


900- 

Run 
38. 
Si. 
34. 
35. 
36. 
37. 


COLLECnOKS^  LIBRARIES, 


[Amn^ix  B. 


and  Rmi  tJbrtttif   conHaucd. 
Ida  May,  a  Storr  of  Thlngi  Actaal  aod  PDnIUe,  1t6d 
AloM,  a  Tale  of  Life,  Is  ltd 

~  ,lsed 


Ellen  ;  or,  Tralninfby  Trial*,  by  Amy 

The  WeUh  Family  Crueoes,  8b 

Torchetter  Abbey,  by  Catherine  Sinclair,  ]»4kl 

Adeline t  or,  the  Myeteriei,  Ac,  of  Jewfak  LU!»,  by 

the  Author  of  Leila  Ada,  Is  6d 
38.  Uncle  Tom's  Cabin,  by  Mrs.  Stowe,  Is  8d 
SB.  Home  is  Home,  by  Prances  M.  SibChorp,  Is  8d 

40.  Mark  WUton;  a  Book  for  Young  Men,  by  C.  B. 

41.  N^htshade.  by  W.  Johnstone,  M.A.,  lt6d 

4S.  The  Younc  Maroooars,  a  Book  for  Boyt,  by  F.  ft. 
GouldinfTls  fid 

43.  l*he  Enflidi  Govemess.  by  M*Crindell,  It  «d 

44.  Emma  (to  Lissau,  by  Author  of  Sophia  de  LUiaa«fB 
4A.  The  Chancdkn's  Chaplain,  by  Erskine  NealB»  M.A.. 

Is6d 
48.  True  to  the  Laat,  by  A.  8.  Roe.  Is  8d 

47.  Margaret  Catchpole,  by  R.  Cobbold,  is 

48.  The  JulU,  by  the  Author  of  Nellie  of  Truro.  Is  M 

49.  John  H.  Stenrall,  a  Memoir,  by  Cobbold,  Ss 
fiO.  T«M  School  Girl  in  France,  by  M'Crindell.  Is  «d 

61.  The  Orphans  of  LissaUf  by  the  Author  of  Emma  de 

Lissau,  Is  6d 
M.  Sketches  and  Stories  of  .Scotland  and  the  Scotch,  by 

Catherine  Sinclair,  Is  6d 
AS.  The  Martyrs  in  the  Indian  Rebellioa,  by  tiM  Auther 

of  the  Life  of  HavekMrk,  Is  0d 
M.  The  Young  Islanders,  by  Jefteys  Taykw,  1b 
5A.  Time  and  Tide,  by  A.  S.  Roe,  Is  dd 
M.  The  Nun,  a  Nanative,  by  Mrs.  Sherwood.  ItOd 
67.  How  could  He  Help  It  ^  by  A.  s.  Roe,  Is  6d 
M.  Katherine  Douglas;    or,  Prlndpto  Deirelopcd,  by  8. 

Coppard,  ls6d 
W.  Ellen  Seyroourt  or,  the  Bad  and  the  Flower,  by 

Mrs.  Shepherd.  Is  6d 
OOi  Rachel  Cohen,    the   UturefB  Daughter,  by    Mn. 

Kemp,  Is  8d 
81.  Helen  Bury  t  or,  the  Errors  of  my  Early  Life,  by 

Emma  J.  Worboise.  Is  fid . 
^   Havekiek.  the  Good  Soldier,  by  Owen,  Is  6d 

Journey  of  Life,  bv  C.  Sinclair.  Si 
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Wales  and  the  Welsh,  by  C.  Sinclair, 
Mary  Bunyan,  by  S.  R.  Ford,  Is  8d 


88.  NemealB,  by  Miss  Harlaod.  te 


SMALL  BOOKS  ON  GREAT  SUBJECTS,  fcap.  Sro. 
Commenced  1841.  Originally  Pickering,  nowj.  W. 
Parker. 

1.  PhikMophicsal  Theories  and  Bnerience.  SAled. .  Si  6d 
8.  Connexton  bKween  Physiology  and  Intellectual 
Science,  2nd  edit..  3s  fid 

Sl  On  Man's  Power  over  Hhnsdf  to  Prevent  or  Control 
Insanity,  3rd  edit.,  3»  fid 
4.  Introduction  to  Practical  Organic  Chemittry,  9i  fid 

6.  View  of  Greek  Philosophy  to  Perici<*!i.  »nd  ed.,  9i  8d 
6. .  Greek  Philosophy,  Socrates  to  Christ.  9  e..  Si  fid 

7.  Christhm  Doctrhaeand  Practice  in  theSnd  Cent.,  Ss8d 

8.  Exposition  of  Vulgar  ft  Common  Errors,  8nde.,Ss  8d 
0.  Introduction  to  Vreetable  Physiology.  Si  fid 

10.  Principles  of  Criminal  Law,  3s  fid 

11.  Christian  Sects  in  Nineteeith  Century,  ted  ed.,  Ss  fid 
IS.  General  Principles  of  Grammar,  Si  fid 

13.  Sketches  of  Geology,  3s  fid 

14.  Sute  of  Man  before  Christianity,  Si  fid 

15.  Thoughts  and  Opinions  of  a  Statesman,  Ss  8d 

16.  Respcmsibilities  or  Employers.  3s  ^'d 

17.  Christian  Doctrineand  Practice  in  the  IStfa  CenL^i  8d 

18.  Philosophy  of  Ragged  Schools.  SB  fid 

19.  90.  91.  99.  State  of  Man  subsequent  to  Christianity, 
paru  1  to  4. 4s  fid  each 

SMITH.    ELDER,  h   CO.'S   SHILLING  SERIES  OF 
STANDARD  WORKS  OF  FICTION,  ea.  Is;  cL.  Isfid. 
1.  Confidences,  by  the  Author  of  Carr  of  Carrlyon 
i.  Eriesmere;  or.  Contrastsof  Character,  by  L.  S.  Lavenn 

5.  Nanette  and  her  Lovers,  by  T.Gwynne 

4.  Life  and  Death  of  Silas  Bamstarke.  by  T.Gwynne 

6.  Rose  Douglas 

8.  Tender  and  True,  by  the  Author  of  Clara  Morlson 

7.  Gilbert  Ma^senger.  by  H.  Let 

8.  Thomley  Hall,  by  H.  Lee 

9.  My  Lady,  a  Tale  of  Modern  Life 
10.  The  Cruellest  Wrong  of  All 

11.. Lost  and  Won.  bt  G.  M.  Cralk 

19.  HawksTiew.  by  H.  Lee  * 

13.  Cousin  Stella;  or.  Conflict 

14.  Florence  Templar,  by  Mrs.  F.  VIdal 
lA.  Highland  Lassies,  by  E.  Mackenxle 
18.  Wheat  and  Tares 

17.  Amberhill,  by  A.  J.  BarrowcIiflTe 

18.  Young  Singleton,  by  T.  Gwynu* 
10.  A  Lost  Love,  by  A.  Owen 

80  My  First  Season,  by  the  Author  of  Charles  Auchester 
91.  The  White  House  by  the  Sea.  by  M.  B.  Edwards 
ftl.  The  Eve  of  St.  Mark,  by  T.  Doubleday 
83.  Arrows  in  the  Dark,  by  the  Author  of  Said  and  Done 

94.  Adrian  L'Kstrange 

95.  The  Cotton  Lord,  by  H.  Glyn 


THEOLOGICAL  LIBRARY,  19BM,cndi  8s,  RWington. 

I.  Lebas'  Life  of  Wldlf 

9.  Shuttlewoffth's  Conslatency  of  Revelation 

3.  fi.  8.  Smedlev's  Reformed  Religion  in  Fvaaot 

4,  A.  Lebas'  Lim  of  Cranmer 

7, 19.  Evans'B  Scripture  Bkigraphy 
8, 10.  RuBseU*s  Church  of  Scotland 

II.  Lebaa' Life  of  Biahop  Jewel 

13.  — — —  Aichbisbop  Laud 

14,  lA.  EvanB'B  Biography  of  the  Eariy  Church 

TRAVELLER'S  LIBRARY,  sq.,  Longman.    Each  la. 
1.  Maoaulay's  Warren  Haattngt 
9. Lord  CUve 

5.  London,  by  J.  R.  M'CuUoch 
4.  Sir  Roger  de  Coverley 

6.  Wniiam  Pitt,  Earl  of  Chatham 
8, 7*  Laing's  Re^dence  in  Norway 

8.  Macaulay's  Esaays  on  Ranke  and  GladaloBt 
9, 10.  LadyS  Voyage  Round  the  Worid 

13.  MacauUy'sAdSaooandWalpole 

14, 13.  Hue's  Traveb  in  Tartary.  Thibet,  and  Chfaia 

18. 17.  Hokroft's  Memoirs,  by  Himself 

18.  Lectura  and  Addresses,  by  the  Earl  of  Carllste 

19,90.  Weme's  African  Wanderings 

91,  9^.  Jiiin«^>ti'i  Sk^tch^*  in  Canada 

83.  Briunnv  ai\A  ihe  l^iLik.  b^  iU>-^vi 

84.  NnEum]  iij>tary  nt  \ht  CT«ation.  by  Kemp 
SS.  MiKAkildV'i  l.mrA  U»con 

96,  Bki^trkity  3i\d  IC^ifcti if  Tflffmpht  by  W1U«1I 

97,  9tl    Jerminn  »  Pktuni*  fmra  M*  PefHitnireb 
99,  3t',  Uli  Iff'*  r,i"!p»ii:  liiinp^tgn 

31.  Mcmou  u»f  Wvkihig^tcn 

39.  33i.  Huehn'i  Australian  CnlofilH 
34, 3^-  Sir  fc<l»ard  SeawMil"^  ?C*rraiiTf 
Sfi.  I^jfd  JefTrey^t  Ehb^oq  Swifl  aoJ  RicJ 
37.  Hstike'*  Ftrdiuutti  and  MdJciniiHan 
38. 3&.   DumAn"  Mcmnln  of  a  Malirt  it 'A  mm 

40.  M^-jtuluf'i  \.A^tA  By  rati  abd  ihtr  Cowik  Di^ 

41.  Llfi-ijf  ManhA]  Turenne.  by  rodtaynr 
49. 48;,   c>ur  H'Cxal  Fields,  aod  smt  €m^  Pitt 
44.  Bar  row  ^j  Tamron  the  C^mtErt«iii 

4A.  SwiM  Mi?n  AUfl  Swuii  Mtmiitoiu*,  by  FetguiMV 
4fiL  Twi-ntj^  Vea/I  in  Ihv  Philip pific* 

47.  Tnrh^r'y  uricL  Ctimttadcjim 

48.  Conft^aioTift  nf  4  ^Vojrltiag  Man 

49.  C^dJiieiTi  Rriuniiy.  by  Hm^ 

30.  A  Love  SUH7  frwn  the  DiKtor,  by  Soilth^ 
61.  Thv  Aitic  Pfi(lc)-^iph«  in  Taris 

33.  Bioolu^t  RuMUOis  of  the  Suuih 

64.  Ki'm].i'i  lnditAtiani  of  IiftUnct 

66,  ae.   "^nlviniurr-  ui  VVi;»i»  <if  Nurib  Acnerica 

67,68.  ^<i.   pe  I'ustme't  Kuuia 

80.  Pr  t-.cn  t  St-Uf-  nf  TiIcirocM.  try  Dttrriefi 

61,  68    Hyiliirv  Sniiih>  SeiectioAn,  J^vu  I  an^  9 

63.  Sc  hiijiiyi,  ihe  l  hipfUiJn  of  th*  Cjucaaws 

84.  Ru»Mi  and  Tutkcy,  byJ.  K,  %1'Ciillocli 

65,  fifi.   I^ain^  i  N r« t>*  T^f  m  T r s v c(  1  tr 

fi7.  Mnni^tiiTsUtii,  ffom  the  Edmbut^h  Rerieif 
fi8,fiB    Rjmbin  in  Ict-Utidp  by  PUny  Mllfi 

70.  CriP*terfltfM  Aiitl  i^elwvT>,  f>r  lUywafid 

71,  79.  Sydnty  Smith.'?  ^flcftiuntni  PsTtf  laod  A 
73.  Ttu'^  Ardir  llFKiiinw,  bjf  f .  Mayoe 

74, 7.V  Com w alt,  it>  Mmes^  Viiierin  and  Sminy 
7fi.  77   n*  f'o*  ft^iJ  ChuTthUl,  by  Jfjlin  bv^^tf 
78.  AuEobiQffniphy  of  Frandi  Arag'i 
T9t90,yi\r  Grri^tmv-iiii^  CfimcBi  by  Maitin«4U 

89.  Pr  in  ling,  by  A  (Lam  Starit 

83, 84.  UCe  with  thp  Ziilut  of  ^%i^,  by  Cp.  H.  Mann 

85.  Frcil^rV-  the  f?Trt3il,  by  Mat-iuljiy 
86,87.  KDrester*  K»niblei  in  NorwaT 

88.  Ba»ih»'  VUit  ta  the  Vaudal«  of  Pipdnmcii 
80.  Railway  Morals  and  Railway  Policy 

90.  Pictures  fVom  Cuba,  by  W.  H.  Hurlbut 

91.  99.  Hutchinson's  Narratire 

99,  94.  WilberfoTce's  Braail  through  a  Naval  Glia 
95.  Macaulay  on  Hallaro's  History 
96. 97.  Sketches  of  Nature  In  the  Alps 

98,  99.  Macaulay's  Johnson,  and  Pioisi't  Anecdotes 

100.  Auldio's  Mont  BUne 

101.  U>9.  Essay  on  Thomas  Puller,  by  Henry  Rosen 

Vols,  each  9s  fid. 
1.  Maeaulay's  Warren  Hastings,  and  Lord  CIIto 
9. Chatham.  Ranke,  and  Gladstone 

3.  Laing's  Residence  in  Norwaf 

4.  Lady's  Voyage  Round  the  Worid 

8.  HucS  Travels  in  Tartary.  Thibet,  and  China 

7.  Holcroft's  Memoirs,  by  Himself 

8.  Weme's  African  Wandermgs 

9.  Jameson's  Sketches  in  Canada 

10.  Macaulay's  Addison,  W  alpole,  and  Bacon 

11.  Jermaim's  Pictures  ttom  St.  Petersburg 
19.  Gleig's  Leipsic  Campaign 

13.  Humes'  Australian  Colonies 

14.  Sir  Edward  Seaward*s  Narrative 

15.  Dumas'  Memoir  of  a  Maltrc  d'Armca 

18.  Our  Coal  Fields  and  our  Coal  Piu 
17.  London,  and  Oironiere's  Philippines 

111.  Sir  Roger  de  Coverley,  and  Southey*s  Love  Story 

19.  Carlisle's  Lectures,  and  Swift  and  Richardson 
91).  Britanny  and  the  Bible,  and  Chase  in  Britanny 


1835-42] 

Trwfdlm^§Ubmr]f   'eootmoed. 
SI.  Kemp's  Cfwtioo.  and  WU«m*i  Rlflctrieity 
9S.  LItm  of  WsUincton  and  Turanne 
S3.  Turkey  and  Chrutendmn.  and  Ranke'i  Ferdinand  I. 
94.  Barrow's  Tour,  and  Swin  Men  and  Mountains 
8S.  ConfeMlona  of  a  Working  Man.  &  Atttc  Philosopher 

98.  Maeaulay's  Byron,  &«.,  and  Speeche* on  Reform 
97>  Ruasians  of  the  South,  and  Indications  of  Instinct 
88.  Adventuraa  hi  the  WUds  of  North  Amerloi 

99.  De  Custine's  Runsia,  Si  6d 

ao.  Sydney  Smith's  Selectkms,  Vol.  I 
SI.  Sdiamyl,  and  Rusaia  and  Turkey 
ai  Lahiff's  Notes  of  a  Traveller 

83.  Durneu's  Morocco,  and  Mormnnlsm 

84.  Ramblcatai  Iceland,  by  PlinT  Miles 

85.  Sydney  Smith's  Sctoctions,  Vol.  9 

8IL  Chesterfleld  and  Selfmi.mnd  the  Aretic  R^lona 
87*  Cornwall,  its  Mines.  Miners,  and  Scenery 

88.  De  Foe  and  ChurcliiU,  by  John  Forrter 

89.  OfCRorovius*  Corsica,  by  Martineau,  3s  6d 
4Qb  An«o*s  AntdMography,  and  SUrk's  Printing 
41.  Life  with  the  ZiHua  of  Natal,  by  O.  H.  Masoa 
49.  Forester"*  Rambles  hi  Norway 

43.  Vaudob  of  Piedmont,  and  Railway  Morals 

44.  Hutchtaison's  Narmtlve 

46.  Wttberfoice's  Bxaall  throu|rii  a  Naval  Glass 
4&  MacsQhiy^  Frederic,  and  Rallam's  History 

47.  Sketches  of  Nature  fai  the  Alps 

48.  Maoaulay's  Johnson,  and  Pkw si's  Anecdotes 

49.  PietufWRom  Cuba,  and  Auldjo^s  Mont  Blano 
Ml  Easay  on  Thomas  Fuller,  by  Henry  Roftrs 

UNIVERSAL  LIBRARY  of  the  Best  Works  of  the  Best 
Authors,  royal  8to.  limp  doth.    Oriffln. 
1.  RoMn  ifood.  edited  by  Ritson,  Is  Cd 
9.  Anson's  Voyage  Round  the  World,  Is  4M 
8.  Bums*s  Poetical  Works,  with  Life.  Is  M 

4.  Sterae^s  Tristram  Shandy,  9s 

5.  Young's  Complete  Poetical  Works,  Si  6d 

flL  Stephen's  Travels  in  Turkey  and  Greece,  Is  M 

7.  Goldsmith's  Miscellaneous  Eswys,  Is  «d 

8.  Thomson's  Complete  Poetical  Works.  9s  6d 

9.  Ooklsmith's  Vicar  of  Wakefield,  and  Rassefatt,  Is 

10.  Chaucer's  Canterbury  Tales,  8s  8d 

11.  Plcctola.  a  Tale,  by  Saintaine.  Is 

19.  Schina's  Tragedies,  translated  by  S.  T.  Coleridge,  U 
)&  Oolctoiith's  Pwm%  and  Plays,  Is  6d 
14.  Kosmpfer's  Account  of  Japan.  Is  8d 

16.  Milton's  Complete  Poetical  Works,  9i 
18.  Goldsmith's  Citiaen  of  the  World.  Is  6d 

17.  Locke  on  the  Reasonableness  of  Christianity,  Is 

18.  Sir  Walter  Scott's  Poetical  Works,  Is  6d 

19.  Goethe's  Faust,  translated  by  Lewis  Filmoie,  It 

90.  Lord  Bacon's  Essays.  Is 

91.  Benvenuto  Cdltail's  Life.  9i 
99.  Dobson's  Life  of  Petrareh.  9b 

AIM  in  vols,  8i  6d  each : 
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Poetry,  4t« 
Flettan,lT. 


Voyages  and  Ti»vela>  I  ▼. 
Easayst  1  v. 


WARD'S  LIBRARY   OF  STANDARD  DIVINITY, 
9  virfs.  medium  8vo,  £8  8si  or  separate— 
I'  Notca  on  Acts  of  the  Apostles,  3i8d 


l^lstles  to  the  Corinthians,  6s 
Bates'  Harmony  orthe  Divine  Attributes, Sa 
Baxtei's  Reformed  Pastor,  as  6d 
Bellamy's  Nature  and  Glory  of  the  Gospel  of  Christ,  l»8d 

1— True  ReUgion  Delineated.  8i  <M 

Brookes's  UnscaichabU  Riches  of  Chris^  8s  lOd 

Bunyan's  Doctrinal  Diaeoursas,  8i 

Burroughs'  Rare  Jewel,  8s 

Bush's  Notes  on  Gencsto,  10s  8d 

— ^— ^-— >  Joshua  and  Judges,  5s  6d 

Cliamoek  on  Divine  Providence.  Is  8d 

Reeondliation  with  God,  9s  4d 

Coleman's  Antiquities  of  the  Christian  Church,  5a  6d 

— ^—  Chureh  without  a  Prelate,  Si  Od 

De  Courvy*s  Christ  Crucified.  9s  9d 

DIckson'sExplanation  of  Epistle  to  the  Hebrews,  Is  8d 

Essays  on  the  Christian  Mhiistry.  As 

Feiguson's  Exposition  of  the  EpistIca— Oalatlans-'Thea- 

sa]onians.l0s6d 
PuUei's  Calvlnlstle  and  Soclnian  Systems  Comnand,  9s 
Goodwta's  Christ  Set  Forth,  *e.,  9s  6d 
Oriflln's  Lectures  on  Important  Doctrines,  Is  8d 
Guiacffe  Doctrine  of  the  GodhcMi  of  the  Holy  Spirit,  Is  8d 
Hall's  Help  to  Zkm's  Travellers,  Is  9d 

^Treatise  on  Christian  Moderation.  Is 

Howe's  Redeemei*s  Tears  Wept  over  Lost  Souls,  8d 

Huteheson's  Exposition  of  St.  John,  Os 

Jahn's  BIblieal  Antiquities,  by  Upham.  (Is 

■  Hebrew  Commonwealth,  by  Stowe,  fls  fid 

Knapp^s  Lectures  on  Christian  Theology,  19s 

Leighton's  Theological  Lectures.  Is  4d 

Maoton's  Exposition  of  the  Lord's  Prayer,  as 

MayheWs  Death  of  Death  in  the  Death  of  Christ,  Is  8d 

Memoir  of  the  Rev.  E.  Payson.  by  Cummtngs,  Si  fid 

Pearse^s  Best  Match;  or,  the  Soul's  Espousal  to  Christ,  ls4d 

Polhill's  Works,  8i  fid 

Porter's  Lectures  on  Homiletics.  Preaching  &  Hearing,  ai 

Skinner's  Aids  to  Preaching  and  Hearing,  Is  4d 

Storr  and  Flatt's  Course  of  Biblical  Theola^y,  fis 

Truman's  Treatise  on  the  Great  Propitiation,  is  fid 


WEALE'S  EDUCATIONAL  SBRIRS.  dolh  Umi».  Virtue. 
1,  9,  S.4.  Hbtory  of  England,  by  W.  D.  Hamilton,  4s 
5.  fib  History  of  Greece,  by  W.  D.  Hamilton.  9  v.  9s  fid 
7,8.  History  of  Rome,  by  W.  D.  Hamilton,  9  v.  9s  fid 
9, 10.  Chronology,  9  v.  9s  fid 

II.  Grammar  of  English  Language,  by  H.  Clarke.  Is 
1 1*.  Handbook  of  ComparatlvePhllology,  by  H.  Clarke,  Is 
19,  IS.  English  Dictionary,  S  v  in! .  3s  M 

■  with  the  Gnmmar,  fis  fid 

14.  Greek  Grammar,  by  H.  C.  Hamilton,  Is 

15,  Ifi.  Greek  and  English  Dkrtionary,  by  H.  R.  Hamilton, 
9v.ini,  9s 

17, 18.  English  and  Greek  Dictionary,  by  H.  R.  HamUton, 
9  v.in  1, 9s 

Greek  and  Eng.,  and  Eng.  and  Gr.  Dicty.,  4  v.in  1 ,  fis 
——————  with  the  Greek  Grammar,  fiH 

19.  Latin  Grammar,  by  Rev.  T.  Goodwhi.  Is 
90,  91.  Latin  and  English  Dictionary,  by  Goodwfai.  V.  1. 9s 
99, 93.  EnglUh  and  Latin  Dictionary,  by  Rev.  T.  Goodwin, 
V.  9,  Is  fid 

Lat  and  Eng.  and  Eng.  h  Lat.  Diet..  9  v.  hi  1,  Si  fid 
with  Latin  Grammar,  fis  fid 

94.  French  Grammar 

95.  FR*M.4iand  English  Dictionary,  by  A.  Elwea,  V.  1,  la 
S6. V.  9,  Is  fid 

French  and  Eng.,  and  Eng.  M  t  Fr.  Diet.,  9  v.  in  I, 
9sfid 

with  French  Gnmmar,  4s  fid 


97.  Italian  Gnmmar,  by  A.  Elwes.  Is 

98.  99.  lUl.,  Eng..  and  Fr.  Diet.,  by  A.  BIwca.a  ▼.  ea.  9s 
ao.  31.  Eng..  Itid.,  and  Fr.  Diet.,  tiy  A.  Elwes,  9s 

88,  33.  Fr.,  Ital.,  and  Eng.  Diet.,  by  A.  Elwes,  9s 

Ital.,  Eng.,  and  Fr.  Diet..  3  v.  In  1, 7s fid 
■     ■  with  Italian  Grammar,  8i  fid" 
84.  Spanish  Gnmmar,  by  A.  Elwes,  Is 
85, 80. 37. 3ft  Span,  and  Eng.  Dict.,by  A.  Elwes,  4  v.  In  1 ,  48 
with  Spanish  Grammar,  fis 

89.  German  Grammarr  Is 

4U.  Claadcal  German  Reader,  by  A.  Elwes. 
41,  48.  43.  Eng..  Ger.  and  Fr.  Diet.,  by  N. 


3  v.,  81 


A.  Elwes.  Is 

E.  Hamilton, 

with  German  Grammar,  fis 
44.  45.  Heb.  and  Eng.    Diet,    by  Dr.  Bressbm,  with 

Grammar,  7* 
4fi.  English  and  Hebrew  Diet.,  V.  3,  by  A.  Elwes.  8i 

«_  __— — ^___^_  with  Grammar,  9  ▼.  19b 
46*.  Grammar  of  the  Hebrew  Languai^e,  Is 
47*  French  and  En^jlish  Phrase  Book,  Is 

WKALE'S  LATIN  AND  GREEK  SERIES  >- 

LATIIf. 

I.  New  Latin  Delectus,  Is 

9.  Cesar's  CommenUries  on  the  Gallic  War,  Sli 

8.  Cornelius  Nepos.  Is 

4.  VirgiU    The  Georgics,  BucnUca,  ^kc.  Is 

0.  ViigU.    The  iBneVd,  9s 

fi.  Horace.    Odes  and  Epodes,  Is 

7.  Horace.    Satires  and  Rptatlea,  Is  fid 

ft  Sallust.  Conspiracy  of  CatiUne.Jugurthfaie  War.  Isfid 

9.  Terence.    Andrea  and  Heautontimorumenos,  is  fid 
1ft  Terence.  Phormlo.  Adelphi.and  Hecyra,  9s 

14.  Cicero.  DeAmicitlA,  deSencctute,  and  Brutus,  9i 

1ft  Livy.    Books  i.  to  v.  in  two  parts,  8b 

17.  LIvy.    Books  xxl.  and  xxIL,  Is 

19.  Selections  fkom  TibuUus,  Ovid,  and  Propertius,  98 

9ft  Selections  fkom  Suetonius  and  later  Latin  Writera,  9i 

OUBBK. 

1.  Introductory  Greek  Reader,  Is 

ft  Xenophon :  Anabasis,  1.  IL  ill..  Is 

ft  Xenophon:  Anabasis,  Iv.  v.  vi.  vil.,  la 

4.  Ludan :  Select  Dialoguee,  Is 

ft  Homer:  Iliad,  i.  to  vi..  is  fid 

ft  Homer:  Iliad,  vli.  to  xil.,  Is  fid 

7.  Homer:  Iliad,  xili.  to  xvlii..  Is  fid 

ft  Homer:  Iliad,  xlx.  to  xxiv..  Is  fid 

ft  Homer:  Odyssey,  L  to  vL.  Is  fid 
Ift  Homer:  Odyssey,  vil.  to  xii..  Is  fid 
U.  Homer:  Odyssey,  xiii.  to  xviii.,  is  fid 
19.  Homer:  Odyisey,  xix.  to  xxiv. ;  and  Hymns,  9i 

13.  Plato:  Apology,  Crito,  and  Phcdo,  fis 

14.  Herodotus,  I.  11.,  Is  fid 

15.  Herodotus,  ill.  Iv.,  Is  fid 

]ft  Herodotus,  v.  vL  and  part  of  vil.  Is  fid 

17.  Herodotus,  Remainder  of  vii.  vlii.  and  Ix.,  Is  fid 

1ft  Sophodes:  (Edipus  Rex,  Is 

90.  Sophocles:  Antigone,  9s 

93,  94.  Euripides :  Hecuba  and  Medea,  U  fid 

9ft  Euripldca:  Alcestis.  Is 

^Sft  iBscnylus:  Prometheus  VInctus,  Is 

4a  Aristophanes :  AdMrnians,  Is  fid 

41.  Thucydides,  Is 

WEALE'S  RUDIMENTARY  SERIES,  printed  to  pocket 
slae,  amply  illustrated,  in  neat  limn  doth. 
1.  Chemistry,  by  Prof.  Fownes,  Is 
ft  Natural  Philoeophy ,  by  Charles  Tomttnson,  Is 
ft  Geology,  by  Mafor-Gmeral  Portlock,  Is  fid 
4, 5.  MtnenkMy,  9  vols,  in  1 ,  9s 
ft  Mechanics,  oy  Charles  Tomiinson,  Is 
7.  Electrldty,  by  Sir  W.  S.  Harris,  Is  fid 
7*.  On  Galvanism  and  Eledridty,  by  Harris.  Is  fid 
8, 9, 10.  Magnetism,  by  Harris.  3  vols.  In  1, 3s  fid 
11,  \\^.  Electric  Telemph,  by  E.  Highton,  fis 
Ift  Pneumatics,  by  Coatlea  Tomiinson,  la 


i 
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COLLECTIONS.  LIBRARIES, 


[AFnjDtx  B» 


13»  14, 15, 1A«.  dlril  EnffincOTiiiit.  In  1  toI..  «•  6d 
J6.  Architecture.  Ordcn  €»t,  by  W.  H.  Leeds.  U 
17-  Arehlteetura.  Styles  of,  by  T.  Bury,  U  6d 
18, 19.  Architecture,  Principles  of  Dcaign  in»  by  E.  L. 
Garbctt,  S  ToU.  in  1,8s 


90. 91.  PerspeedTe,  by  O.  Pyne.  9  toU.  in  1,  9s 

99.  BuUdhif .  Art  of,  by  E.  Dobson.  Is 

»,  94.  Brick  end  Tile  Meklns.  ftc,  by  B.  Dobion,  9 


vols,  in  1, 9s 
V,  ta.  MMoary  md  SldU  Cutting,  by  B.  Dobsoo.  9 

vrtiii.  m  I ,  it 
S7,  ?ii  I'lUiUne.  An  nr  hy  G.  Fivhi.  'j  vols,  in  1,  Ai 

ly.  fifiJriintf  i.ifMit.  1.^  Si  'ii.  rv'jTiftt'y^  is 

iti  Dfnikin,^  ,,r  iM.M  !.i.,,i.  i»Y  (i,  IK  I irmpscy, Is 6d 

II.   W.'ll  ^iTikh,.:    I...  o    TL  UKnipll.  Is 

m.  L'.i  '     '^     '       ■'.  <  j'l  i;nMrumm'.i,byHeather,  Is 

a.V  m*,:.,,^  ,.™  v-^^^i^ki^il'  ^"i  ^^|  ^  *'  Burgoyne,  Is6d 
V»  ^7«  .\J,  .^    J^iitfiwuwry  of  tertTi*  uncd  bv  Architects, 

liuiWpn.  K»|tiwm,  4r.,  4  vah.  m  I,  4s 
4I>   fn*m  "^UinMi  ^T  Dr.  M^  k.  Hn^rt.  U 
41,  r^T>llik4t  vn  (*!*«,  by  ^  D.  InHobcif.  U 
4?4  cmtwn  liiitl^Uni^t  I* 

44.  foun^lAiJutu.  &t',by  k.  T>dfi<fnnH  U 

4A,  LMmn*  Miirtsi**  ^c  .  by  a.  R.  Burun.  Is 

4r»,  rani4rurtin|t  tinddt,  by  ^ir  J^  P.  flur<oyne.  Is  6d 

47, 4ii,  *y.  t:c*.trurtion  *if  Li^fhiJiotiiei^  by  A.  Stephen- 

HJtt^  S  viiIIh  I'll  J  4.  34 

Ki,  L«»  of  CufltTMTl*,  by  D.  Olbbi^*,  Is 

bi,  M,  Aa.  N'lv&l  Arehii^rtiirp.  hv  l*«Ak,  S  ▼.  in1,9i 

S.1*.  rricikral  i^innjTuctiiitj  of  shjpH,  ^umroerreldt.  Is 

K!»*.  Ailu^of  L";  Pij,tM  to  ■^h^ti*.  ;i  ivrf 

£4.  M4»tlndst)d  Rri^^nffAf  «^hip>,  by  R.  Kippine.lsM 

ifi**  Jion  ^nLn  BuI^iIhir:,  by  Jatin  U  r«mltAm,  8s  od 

&!*•    Al\*9  (it  M  t'lmt«»  to  Irwn  S]ii|>biiii*tinf , 891 6d 

M,  3f^  >7tt^  l^Ation.  Treat  ne  ofa ,  ^ 

»7,  m.  W«rtninji  snd  VeotlUtian,  b^  C,  Tomllnsoo,  9 

YciK  Id  I,  Si 
fid  Sit!«Jii  BiiHfn.  bj  ft,  ArmttToni;,  1« 
A\  GL  Lctid  SurvFyfnK^  b^  T.  fisk^r,  i  tdIs.  In  1.  98 
Al*^  lt«4d^  Ui^lcjiiier  i^tt  VlttAUTcmcnKai  Lend,  by  A. 

AnfiAfii  Lifi^l 
93L  ElrtflftiUry  PtincHplpifif  n^itwayiitiM 
e^'*.  H  mil  way  Work  in  d.  I» 
03,  &4»  iVi.  AiniculiyraJ  BulMingit  by  O,  H.  Andrewi,  9 

yot\^  tn  J,  3d 
4^  CUy  E,4(idi  sud  Lotfny  Sriita,  by  nqneldson.  Is 
a;;  (kk  Ch>e\  \  Wntih  \tNtLbjr,t»T  Dv»i  Lton.  9  ▼.  in  1.  ai6d 
R^  ^tK  Mu*k »  Trcafl**  rKi,  fc>  S(H-nt*T,  S  v.  in  1,  9s 
7i.  PlATuifciirU'.  lnurrurlion.  t^y  <-.  ^     ^pfocer*  Is 
7^*  7^*  7K  7h5,  75*.  TJewnt  Kr.v.il  Hhcll^.  br  S.  P.  Wood- 

Wiuil,  4  tola,  in  1,  and  buppJefne»t,  M  6d 
78, 77.  Descriptive  Geometry,  by  J.  F.  HesUier.  9  Tole. 

inl.Ss 
7«.  Economy  of  Fuel,  by  T.  8.  Pridesuz.  Is 
'",  79.  Stcnm  as  applied  to  General  Purposes,  by  '• 

Sewdl,  9Tols.Inl.9s 
78*.  Locomotive  Encine,  by  G.  D.  Dempecy,  IsOd 
79*.  Atlas  of  Plates  to  the  above,  4s  0d 
79**.  Photography,  by  Dr.  H.  Halleur.  Is 
8U,81.  Marine  Engines,  and  On  the  Screw,  ttc,  by  R. 

Murray.  9  Tob.  Inl,9s6d 
00*.  81*.  Bmbai^king  Lands  tnna  the  Sea.  by  John 

Wiggins.  3  volsVln  1,9s 
99,  88*.  Power  of  Water  in  Mills.  Ac.  by  J.  Glynn,  9s 
8S.  Book-keeping,  by  James  Haddon,  Is 
88**,  83*,  83  (M#).    Coal  Gas.  by  S.  Hughes.  9s 
8i***.  Water  Works,  by  Samuel  Hughes.  Ss 
83**.  Construction  of  Locks,  Is  6d 
83  (Mf ).  Ships  and  BoaU.  by  W.  Bland,  of  HartUp,  U 

84.  Arithmetic,  by  Prof.  J.  R.  Young.  Ii6d 
84*.  Key  to  the  above,  by  the  same,  Is  6d 

85.  l^uatkmal  Arithmetie.  ftc  by  W.  Hipsley,  U 
85*.  Supplement  to  ditto,  by  W.  Hipsley,  Is 

86, 87*  Algebra,  by  James  Haddon,  9  vols,  in  1,  9s 
86*,  87*.  Algebra,  Key  to,  by  Pruf.  Young.  Is  6d 
88.  89.  Geometry,  by  Henrv  Law, 8  vols,  in  1. 9s 

00.  Geometry,  Analytical,  by  Prof.  James  Hann.  Is 

01,  09.  Plane  and  Spherical  Trigonomeuy,  by  Prof. 

James  Hann,  9  vols.  In  1,  9s 
9B.  Mensuration,  by  T.  Baker,  Is 
•4.  95w  Logarithmic  Tables,  by  Law.  9  Tob.  in  1,  9s  M 

06.  Astronomy,  by  th«  Rev.  Robert  Main.  Is 

07.  Statics  ana  Dynamics,  by  T.  Baker,  Is 

08. 98*.  Mechanism  and  Construction  of  Machines,  by 

T.  Baker.  C.E.,  and  James  Nssmyth,  9s  6d 
90.100.  Nautical  Astronomy  and  Navigation,  by  Prof. 

Young,  9  vols,  in  1,  9s 
100*.  Navigatkm  Tables,  for  use  with  the  above.  Is  0d 
101.  Diflbrratial  Calculus,  by  Mr.  Woolhoose,  Is 
101*.  WelgbU  and  MeMurss  of  All  Natiooa.  by  do..  Is  0d 
108.  Inti^Tal  Calculus,  by  H.  Cox,  Is 

103.  Integral  Calculus,  by  Prof.  Hann,  Is 

104.  Diflbrentiai  Calculus,  bv  J.  Haddon.  Is 

lOfti  Algebra,  Geometry,  and  Trigonom^ry,  by  T.  Kirk- 
man,  ls0d 

106.  Ships'  Anchors,  by  Mr.  George  CotaeU.  Is  6d 

107.  Metropolitan  Buildings  Act.  9s  «d 
]a&  Metropolitan  Local  Management  Acts,  Is  6d 
..  . — .   w leiil  Amendment  Act, 


K) 


too*.  MecropollB  I^ocal   Managemeiil 
I8681  with  Notes  and  Index,  a 


fr««l/e  I 

lt«.  Nnisaaces  Removal  and  Disease  Prercntloa  Act.  li 

lia  Recent  Legislative  Enactments,  Is 

111.  Arches.  Piers,  and  Buttresses,  by  W.  Bland*  Is8d 

119.  Domestic  Medicine,  by  M.  Rasiail.  Is  6d 

lis.  Use  of  Field  Artillery,  by  LtCol  Maxwell.  1s6d 

113*.  Memoir  on  Swords.  Ac.  by  the  sAme,  Is 

114  Machinery,  Cooatraction  of.  by  C.  D.  Abel,  Is  Cd 

11 A  Plates  of  serenl  khids  of  Machines,  large  4tt>.  7»  «l 

lie.  Aooustios,  by  J.  Rogers  Smith,  Architeec.  Is  6d 

117.  Subterraneous  Surveying.  Ac,  by  T.  Fenwiek  and 

T.  Baker.  8a  6d 

118,  119.  CivU  Engineeriac  in  North  America,  by  D. 

Stevenson,  8  vols,  in  1.  as 
190.  Hydrantte  Engineering,  by  BvmeU.  9  v.inl.ai 
191. 198.  Riven ud  Torrents,  by  P.  Friai.  with  MaiM.aad 

Riven  that  carry  Sand  and  Mud,  9  v.  inl,  6  fid 

193.  Carpentry  and  Joinery.  Is  6d 
193*.  Allaa  of  Plates  to  <Utto.  4s  6d 

194.  Roofs  for  Public  and  Private  BuOdioffs.  Is  M 
194*.  Reeent  Iron  RooA.  Atlas  of  Plaica.  4s  6d 

195.  196.  Combustion  of  Coal  and  Prrventioa  of  Smoke, 

by  W.  Williams,  9  vols,  fai  I,  as 

197.  Art  of  AKhitectural  ModelBng.  Is  6d 

198,  199.  Yitruvius  on  Architecture,  trans,  by  J.  Gvflt, 

with  Plates  to  ditto,  by  J.  Owilt  and  J.  Gandy,  5s 
190.  Grecian  Architecture,  by  the  Eari  of  Aberdeen,  U 
131.  Miller's  Merchant's  &  Farmer's  Rendy  Redumer.  Is 
198.  Eraetkm  of  Dwellhig  Houses.  Ac.  by  Brooks,  8s  9d 
1S3L  Metallurgy  of  Copper,  by  Dr.  R.  H.  Lamboin.  Sk 
134.  Metallurgy  of  Silver  udLcad.  by  Dr.  Laabon.  9i 
1S&  Electro-MetaUurgy.  by  Alex.  WaU.  Isfd 

136.  Rudimentary  Anihmetic,  by  James  Hjddao«  widi 

Additions  by  A.  Arman.  Is  8d 

137.  Key  to  the  Above,  by  A.  Arman.  Is  6d 

138.  Handbook  of  the  TeWraph.  by  R.  Bond,  Is 
130.  Theory  of  the  Steam  Engine,  by  T.  Baker.  Is 

140.  OutUnes  of  Modem  Farmfaig.  VoL  1.  Soils,  Maaum. 

and  Crops,  by  R.  S.  Bum,  8)s 

141.  Outiines  of  Modem  Farming.     Yoi.  9.  Histerioal 

Outlines,  Farming  Economy,  by  R.  S.  Bam.  3b 

143.  Experimental  Essays  on  the  Motions  of  Camphor. 

and  Modem  Theory  of  Dew.  by  Charles  Tosala- 
aon.  Is 

144.  Composition,  by  Justin  Brenaa.  la 

WESTMINSTER  SCHOOL  BOORS.    Gtager. 
iBsopi  Fabularum  Delectus,  18mo,  9s  6d 
Eclectt.  Greek,  ]2mo,  9s  6d 

Epigrammatum  Gneoomm  Delectus,  post  8vo»  9s  id 
Kunuchus  Palltatus,  8vo,  9s 
Expositkm  of  the  Church  Catechism,  Uhno,  la 
Greek  Grammar.  8vo.  5s 
— ^  Syntax  for  Upper  Forms.  8vo.  9s  8d 
Hebraiea  Grammatkes  Rudimenta,  8vo.  9s 
Historioa  Gneca ;  Portkns  of  Herodotus.  4te ,  8«o.  8l8d 
Introduction  to  the  Greek  Theatre,  8vo.  Is 
Latin  Grammar.  8vo.  9S  6d 
Ovidii  Fasti.  Editio  Expurnta.  19mo.  4s  M 
—  Metamorphoseon.  ucerpta  ex.  19mo.9s9d 
Paley's  Evidences.  Questions  00, 94nM>,  Is 
Sacred  Exercises,  18mo.  9S  6d 

Terentii  Adelphi,  Andru.  Eunuchns,  eC  PboiteM^  fro. 
eani  Ss 

WILSON'S   (REY.    T.)    CATECHISMS,  <m  the  saiM 
system  as  Blair's.    Eadi  Od.    Darton. 
1.  Natural    Phikaophy   for  11.  Muste 

Children.  First  Lessons  19.  English  i 
9L  Ditto  ditto.  9nd  Lessons    13.  Astronomy 
9.  Ditto  ditto,  3rd  LeMons     14,  Drawing 
4.  BiUe  History  15w  Fint  C^tcchkm  of  Bo- 

&  History  of  Ei^land  tany 

&  First  Catechism  of  Com-  16.  Second  Ditto 

mon  Things  17.  Ftast  CatfrtiiaB  of  Bw- 

7.  Second  Ditto  snphy 

8.  Third  Ditto  l«.  Second  Ditto 

0.  Modem  History  19.  Agricultural  Chaaktry 

la  Geography  90.  CbUd's  First  ^■^^^'^ 

WINSOR  AND  NEWTON'S  HANDBOOKS  ON  ART. 
foap.  8vo.  osdi  Is 

Anatomy  of   the  Human  Marine  Painting  in  Water 

Figure,  by  Warrca  Cokairs,  by  Caraudiad 

Cleaihig,   Restoring,  &e.,  Mlniatuic  Painting,  by  Day 

OilpQntlngs.byMogford  Painting  and  Drawing  ia 

CokMiring  in  Pautfaig,  by  Coloured    Crayoaa.    by 

Martel  *' 

Drawing  Models  and  their 

UscaTby  Harding 
Klemenu  of  Perspective,  by 

FIgureDrawing.  by  WcAgaO 
Flower  Painttog.by  DuflMd 
Illumfaiation.  by  Bradley  ft 

Goodwin.   Companion  to 

ditto,  by  Lahig 
Landscape  Painting  in  OO 

Coloun 


Murray 
Portrait    Painting    ia  DO 

Colours,  by  Murmy 
Portrait  Palntiitt  in  wstsr 

Coloun,  by  BfccriOeld 
Principles  of  Fonn  la  Ait. 

by  Martel 


LandscapePaintinghiWater 
Colours,  by  Rowbotham 

Marine  Pabthig  in  Oil 
Colours,  by  Caraiichael 


lingfktan 

Rowbotham 
Skctehfaig  in  Water  Co. 

ftom  Nature,  by  Hattoa 
Traasparency  PamtiM  sa 

Linen,  by  WiUkms 
Transparent    Paintiw  ea 

G)aas.  by  Groom 
Water    CoKnu    PlabKiM, 

by  Penley 
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PBRIODIOAL     PUBLICATIONS. 


PERIODICAL  PUBLICATIONS  MONTHLY. 

(Where  no  price  !■  attached,  the  ooat  rariet  with  the  nomber 
of  Saturdays  In  the  month.) 

ABC  Railway  Onide,  «d,  S37.  Strand 

Alexandra  Ha^uine.  6d»  2J,  Patemocter-row 

Aliaoa'a  Cont.  of  HIat.  of  Europe,  Is,  37>  Patemo<ter-K>w 

All  about  It.  Sd,  S4.  Strand 

Ail  th«  Year  Round.  96,  Wenhiaton-rtreet,  Strand 

Annals  of  Natural  Hbtory,  9s  M,  7*  Red  Lion-court 

Anti-Teapoc  Review,  ad,  65*  PaCeinotter-row 

Arabian  NIghu  iDaUiel).  8d,  158.  Fleet  street 

Army  List,  ls6d,  fiO,  Albemarie-street 

Artisan,  la.  19,  Salisbury-street,  Strand 

Art-Jounuu,  2s  6d,  S6,  Ivy-lane 

An^tudent,  6d.  S6.  Patemoster-row 

AthflDcum,  80,  Welliogton-strcet,  Strand 

Atlantie  Monthly,  Is  M.  00,  Paternoster-row 

Anthropologioil  Review,  4s,  60,  Patemoater-row 

BaiJy's  Macaaiae  of  Sports,  Is  6d,  3,  Royal  Exchange-bldgs. 

Bankers'  Magasine,  Is  6d,  5,  Patemocter-row 

Baptist  Magaaine,  6d,  4,  Ave  Maria-lane 

Reporter,  2d.  42.  Paternoster-row 

Baadle^s  American  Library,  M,  44,  Paternoster-row 
Beecfatr's  (ii.  W.i  Sermons,  parts,  6d,  42,  Paternoster-row 
Beeton's  Boy's  Monthly  Magaahie,  2d,  248.  Strand 
•  Household  Management.  6d,  248,  Strand 


>  Penny  Dictionary,  6d,  248,  Strand 
•  Robinson  Crusoe,  6d,  248,  Strand 


Bentham's  British  Flora,  2s  6d,  A,  HenrietU-sL,  Cov.-gard. 
bentlefi  MisceHany,  2s  ed,  1»,  Piccadilly 
Bible  Treasury,  9d,  24,  Warwick-Une 
Blackwood's  Magasine,  2s  tkl,  37,  Patemostcr-row 
Book  and  iu  Mission,  3d,  2»,  Paternoster-row 
Bookseller,  6d,  A.  Warwick-square 
Botanical  Magaaine.  3s  td.  A,  HenrietU-ttreet 
Bow  Bella,  813.  Strand 
Boys'  Friend,  3d.  Fleet-street 

Illustrated  Magasine,  3d,  4,  Sutioner^-hall-eourt 

Journal,  3d,  28,  Holywdl-street 

Own  Library,  (id,  248.  Strand 

Magasine,  6d,  948.  Strand 

BratdahaWs  Continental  Guide,  3s  0d,  59,  Fleet-street 
Is  6d,  59,  Fleet-street 


Railway  Guide,  6d,  59.  Fleet-street 
•  3d,  59.  Fleet-street 


Britlah  Controrerslalist,  6d,  6S,  Paternoster-row 

. Journal  of  Dental  Science,  Is,  II,  New  Burlln.-sL 

-' — — Photography,  <d,  4,  Ave  Maria-lano 

Millennial  Harbmger,  4d,  25,  Patemoeter-row 

Mothers*  Journal, 3d,  35,  Patemoster-row 

Builder,  1,  York-street,  Covent-garden 

Bulwark,  24d,  21 ,  Bemers-street 

Bunyan's  Pilgrim  {Book  Society),  5d,  19.  Patemoster-row 

Can  You  Forgive  Her  >    la,  11»,  Piccadilly 

Caasril's  Atlas,  Is,  La  Belle  Sauvage-yard 

Bible,  re-Issue,  7d,  La  Belie  Sauvage-yard 

• Bible  Dictionary,  fid.  La  Belle  Sauvat{e-yard 

— ^-— —  Bunyan's  Pilgrtm,  6d,  1^  Belle  Sauvage-yard 
^— <-^  GoMonith,  La  Belle  Sauvage-yard 


Hist  of  Eiig.,  Continuation,  La  Belle  Sauvage-jd. 
d  Paper,  La  Belle  Sauvage-yard 


Illustrated! 


—  Latin  Dictionary.  Td,  La  Belle  Sauvage-yard 

—  Natural  History,  6d,  La  Belle  Sauv age  yard 

—  Robinson  Crusoe,  6d,  La  Belle  Sauva;;e-yard 
■  Shakespeare,  fid.  La  Belle  Sauvage-yard 


Chambers'  Encyclopscdia,  7di  Patemoster-row 

_ Journal.  Patemoster-row 

Chapman's  Railway  Guide,  lid, Shoe- lane 
Chess  Players'  MM>sin«.  Is,  ft),  Paterao«t4 


ChTbtlaii   \ 


Paterao«ter-row 


i,  lk>fT]i:ij(.srrert 


—  ^ —  Otwervcr/lsi-J.  IB7p  PitrarfitJy 

■  Spectator.  (M.  (52,  I'altrnfjitCT'Tflw 

■  Tfpn*ur5f.  (hi,  5t  P*itmfMter-itn* 

■  '  Wttnnd,  .M^  Cl5,  Patpmofiier'fow 
Wofk.«d,M.  Ludgsfe-hm 

Church  and?^Ui«  Hfview.  U,  i3>  \i\itlc^eh^9tttvt*^ttVid 

■  MlifiLmdrv  IntcllifjcTictT)  Od.  -^  >  ltet-4tTT?i*l 

'  of  KoKlatt'd  M«ga»incr  ^K%  A^e  Miirlji-bn* 

■■■  — ' Sand«y-Seh-  Monthly,  »d,  41,  Ludg.-hill 

Temperance  Mag., 3d,  54,  Fleet-street 

■  the  People,  2d.  23,  Patemoster-row 

—  Work,  3d,  5,  Lyall-plaee,  Eaton-square 
Churchman's  Companion,  6d,  33.  Aldersgiate-street 
— —  Family  Magasine,  Is,  9,  St.  Bride's  Avenue 
City  Mission  Magasine.  id,  54,  Fleet-street 

Civil  Engineer  and  Architect,  2s,  13,  Warwick-ct.Holbom 
CobMn*iChUd's  Commentatoff  fid,  87>  Patemo|ter-row 


PmMUeai  FmbtteaOMu  JfoiUAi^-continned. 
Colonial  Church  Chronicle,  6d,  3,  Waterloo-piace 
Corohill  Magasine.  Is,  85,  Corahill 
Couch's  Brittoh  Fishes,  Is,  5,  Paternoster-row 
Cummlng's  Life  and  Lessons  of  Our  Lord,6d,  48,  P.-row 
Cutter's  Journal.  lOd,  4,  Statloners'-hall-court 
Dictionary  of  Medical  Knowledge,  Sd,65.  Paterao«ter-row 

—  .^^. —  >,,  KTicw.  Ac,  ibi'-lfmn  rtd.imt.  Stntnd 

r»nrnfcnic  MLif(^rigfif,:^i},  '^W  Ntraml 

Dublin  LftiiveT#iLy  M^K^iinc,  ihiJil.  13,  r,i.Marlb-ir!>\i|Jh-«t. 

r>uny%  lll]K>riit4in  Ha^^int,fi1^'^j,  r^teriiqfetcr-ruw 

Kjirlfi^  Viii*tl*  iM.  W.  raiefmMEi?f-rrtw 

RiKt  ATi^rian.  ^,  n.  Avf^  hfikiHta  lane 

EiiLlenla^tic.  Is,  3.1  *  Alilt>r*irJ*te-ttr«t: 

Ecc^iMilaki^^t ,  33,  AlJ^n^atc-i^trbitt 

KckTtir^  llVvifw.  Ill,  a7t  Pftt*mijiler-t(^w 

EiUnburgli  Mrdk-iit  JoiiniBK  as.  4,  ^tiitb*nfi*t-hilT  rWTTt 

VcttrFinu-;  Review.  It  Gd,  4,  Stationer*' hj!l-ct« 

)?durjitioQA|  Tirot*,  i\A^  Hi,  P«ttfiio»U't-tc3i* 

fcn(f  I  iJih  ti  SjU'  J  oil  mal ,  M ,  Eiafx  -^  rwt 

—  — —    JcHiniaJ  tpf  I'ldpeAiion^  *d.  7+  StalloiH^hflll-cniJit 

^    PT«b\tctliin  M»*i"!r>f(i'r.  :vl,  4,  Ave  Mirta-lunc 

KngUthwumait  i  Iitiinc^tiir  MiM^nJine,.  f'rfl*  a-ifl.  Mtui>cI 

" — ^ supprtfreni,  (kL  iAH,  ^tmnd 

J  nil  mal,  Ikh,  Hi.  [.niiirhBm-plare 

l:ntfPimo1fi|^ii{  »  Monthly  Majiittinf,  fWf.  1,  rjltrnoslcr- raw 
tvnnKeLicat  t  hTifitendoni,  <SiI.  1:^*.  Hcciftr<« 

]UA^ulnc>^.^7<  Pstprnotter  niw 

^  IlrnKilnrv,  t«*  3.  WAttTlrw^piljtL'^ 

^ii-nta  ttf  tlH'  MontK.  iiii,  t^.  rfli^nhwtrr-r'"' 
K^try  Unft.  Mtf:si^ne(Uoutlrdge),rtdj  DnMdwaf 
FdrnHy  FHtnd,  th\,  1}S,  Kteei-stretit 

HcTfltd.  (ki,  iiU  sitmid 

— -^IteiLAurv,  fid,  siftt  ra?emriJiter-mw 

Farmers'  ilernUi-  Id^  J,  lVlt"n:o*lt'j:-ri»w 

n Sherman'*  MaffiilnB I  It^t  M^t  I'lccmliHy 

Florsl  Mj^'Hxin^,  ^  Gd,  ."^^  Kmri^tts  itft^H,  Covent-garden 

"  VVorffl,4*i,  5,  Patenifi#rtr-(ow 

Flf>fiBt  And  PE>nu>1itgiAt.  is»  IfQ^  licet  street 

FJorUtN  OiiUle.  id,  HLi,  P^.tvrtiiwtt^f'mw 

rhrt**rjtii[  PI  am  I  of  i;u  Britain,  |i  1**  P.CK.I,  Ot.Qtiecn-JL 

Kra.cT^s  ilitnii.'fTiei  Sv  U^L  ili>,  Pa^l^ntoititT-raw 

Ftvt"mA*Fm-r  Mm^iine,  llf,  %^l*bury-iltuct.  Strand 

Fun  I  7S,  FIfft-iitrtV't 

fJrutng+'e'p*  t>'iif  Dnme^tic  Anfmnln^  Ht  4,  S tai ifrmr*'.  1^4! | .gf . 

fi.if^Spfirf'*  Wi^-fcly  >1iicafiTTrj  .21*^  W.irBrkk-b'nc 

General  Baptist  Maj^aslne,  4d,  4,  A^e  Maria-lane 

Gentlemen's  Fashions,  Is,  4,  Stationers'hall-court 

— ^^—  \iaf  Aslne,  2a  6d,  377,  Strand 

Geolojncal  Magasine  date  Geologist),  Is  6d,  aB,Pntemoatcr-r. 

GIrU' Journal,  1,  Angel-court, Strand 

C •-  r—  "-'»  3d,  85,  Patemoster-row 

V-']'\-*. ^  U..^k^  (Dalaiel).6d.  158,  Fleet-street 

(Mwd  stiirie--^, -ui,  i4,  Patemoster-row 

^ W^jrdit,  irti.  f^2,  Ludgate-hill 

Cii^pd  Hcr.ilHi,  id.  65,  Patemoster-row 

M  leucine, /Td,  II7,  Mdersgate-sueet 

- — —  l*ijlpit.  M,  Llouverie-street 
^—  Sumdard.  9d,  1,  Georse-yard.  BouTerle-atrcet 
NalflKriny  JtPiimal.  Sd.  1"-:^,  I  I  ■  ■<■  -■  u  I 
HjiTb4hi^<>t   iTIict.^lt  J^i' 

Home  VNi^^r,  2X  lr    1 
Hinrw'ft  \^jihoiH  1 1  ir   ' 
HomillsnlM,  2A,  j^^rH^rh":'.  r   rmw 
H'ltoloRltdl  Jouriul,  Ai\.  iJ.  l*jtt>rTir>«t*r  fuir 


.  E'attirnoiltr-tuw 


Hunt'^  VcchtJuff  Mdpijnep  U.  1^,  Strand 
imtihl  London  Ntw*,  IBtl,  ^^trsmt 


Uluiimtihl  1 


— —  1  JiT^M,  a.  Cithciirw-.tfwt,  ytnind 

Impcrbl  Spiakrr,  fid,  ^nUiUury-tiiiArf 
IntrUrrtud  Observer,  It,  5,  PatrmoAte'T-mw 

« Heponilory,  6d,  36,  BloorOibiir^-ittecl 

Intematlonal  Ms^caJlne,  fid,  44 1  Pjit^nio*t<'r  row 
Johnton's  r>ictlotiarj,3i  fid,  Bll,  Pittrticvtcr-row 

-—  Life,  by  QocwelLts  ^tlqutl*dft«J*  Broadway 

Jotiinalof  BotAti|'i2i,  Iflf,  Pi«»dlt[y 

^   MtiiitM.  ill*  art'i.  Strand 

- —  -   L      :^»ard¥tiPTj  le?,  n«t-#treet 

Key  (The),  0d,  Ktrd  Lion-court 

Kitto's  Bible  Cyckipadia,  2s9d,  4,  Stationers'-hall-rourt 

■ re-Issue,  Is,  4,  SUtioners'-lmll-ct* 

Knight's  Half-Hours  with  Best  Authors,  Is,  Broadway 
Ladies'  Cabinet,  la,  Angel-oourt,  Strand 

—  Companion,  Is,  246,  Strand 

Gasette  of  Fashion,  Is,  19,  Holy  well-street 

Treasury,  6d,  66,  Patemoster-row 

La  Mode  lllusir6e.3s,  9,  SUtionera'-hall-court 
Lamp,  65,  Patemoeter-row 

5  a 


»0i 


PERIODICAL  PUBLICATIONS. 


[ArFXVMX  C. 


PtrMltm!  PtMkmHmu  jr«i£My-«oatiou«d. 
Law  Journal,  5,  Qua1Uy-«ouit,  Chancery-lana 
Le  Beau  Monde.  Is,  S3,  Paternotter-row 
Lc  Follet.  U  fld.  8,  Anyll-placa 
Lctmne  Hoar*  part,  6d,  M,  Patemottermw 
LeTer*t  Luttrel  of  Arraa,  It.  199.  PiceadUly 
Liberator,  Sd,  85,  Patemoftcr-row 

Library  of  Uaeful  Knowledfe  Atlai,  8i  6d«  Qi,  Charinc-dow 
Local  Preacher.  9d,  8.  Baeter  HaU.  Strand 
Loodoo  and  Paris  Ladtee'  Fashiom,  Is.  421.  Strand 
■  Journal  of  Arts  and  Sciences.  U,  66*  Chancery-lane 

— (The).  8d.  3W.  Strand 

— Sijdrly,  lt.O»  St.  Britle'i-arrnup 

-—  Wr»t  Knd  r»n)t:'«  Fiuhiom,  ii^pSUllo^Kft'-halUt. 

Low^t  New  *nd  Rsr^  f  tmt.  li.  rfruornEifid/^ 

Haoaulfty'*  KajtluHl,  li,  JH,  ralrriiD4i«t  niw 

MaomJUsn'i  Mtffutne^  1*,  S3.  Hmri^ia-itrept*  Co^nt.-ffcln. 

Mtcnlvm  At  CamriDn'i  Paper  Trwlt  llev.,Odt  4*  Sta.-k-«t. 

MapiiiiM  for  ttie  YouDi,  «d,  &,  PatenicHtef^niir 

HigaMi— 'i  FrlttHl,  Sd,  M,  P4trrt»cter-ro« 

Mi^jnH  Starlet,  ISA,  i.  PalernoiCffr^ioir 

llAyhv«*i  Ldndon  Labciur.  Ifcl,  UK  5iU{^aiuii*-IuUHeoun 

Mfdirai  Time*.  1 1 .  New  Burllnntofi^tirvt 
VetbotiUt  MifiaOfV,  fliie,  it.m.  Pairrnn«tPt ^mr 

cxnoRimip  m,  m,  P«ifmt>4(cr  lo* 

Ipk,  ^^23.  PiUvmoster-mw 


]|pin»alltaa  Tabemibels  P 

Mllncrt  Galkrry  of  GHi^rarihf 


MinitteT'ftGjMette  uf  Fashion*  it,  fl,  Anryllplace 
Ifonthly  Belle  A-»«frnbl^,  li*  Hti,  Strtntf 

' HamsopAthlc  Rerie*.  !i,  J7t  Fl«t-«treet 

Otw*n-frr*  4d.  Ha,  Pim  uj;il-a:r«iC 

Packet,  Bd.  6»  Paternosirr^Tow 

>t<>m**i  Biirfi.  re^ifsuet  li.  A.  riternoat«t-ra« 
"M  uii  Lim  i  The)*  <M .  Sft.  Paleraofiet-favr 
UusicJil  Timci,  I H.  w<  t^Aan^rpet ,  Soho 
^iitM'n.il  MfKi^ifiio*'.   I*.  TF7(  S'fr.iTul 

Sitcieiy '<  Paper,  ad.  SAnctuATV.  We^lnutit^rr 

Natural  History  R>;vfew.  4s.  14.  Henriecta-Mreet 
Ntuitnl  )l««a*Irie,  li,  4,  Statkmen' halt  cmtrt 
New  Monthly  M*i:»*iiiF*  3*  W*  JM.  Pi«*dilty 
^—  HeTk-w.  2^6d,  4.  s^tAtionen  .haJWourt 
- — -r  Sponkig  H4fi»itltie*S^«et|,f^  Strattd 
Note*  and  Qu^rie*.  34,  WdllUfctoii  itTeet,  Strand 
Old  DfamaiiitSp  U,  Unrndwuy,  I.udKmte-hitI 
On«  a  Wft?k,  part.  U.  11.  BcuiTCTie-itrtrt 
Out  ChtiTchw.  M,  Sf.  i>i,r0n]i-rn3^^iv.T4ta» 

^ Uuttial  Fneihl.  h,  193.  Piw^illv 

Uwn  Fireiide.  6d,  ?4,  PaU^rninfEcr'mtf 

D]tf<7ird  MaflaiJrtc,  4i|  (Htvioi^iGn^',  Walertno-placp 
Pafien  for  the  Schoolmatlef  *  :?ic),  4,  ^tatioaer»'-halUeourt 
Paris  EletfaT] I  and  Journal  of  Faih^nti,  U,  i&,  Btj^tt^it. 
ParknjT  Lihmy*  2m,  Aldmc-thambarm 
P^njr  Fiilj^it,  jjiri.  Chapter  Flmiae^court 
Petendorir'a  Abrirtfim-nt,  ii^.  4*  SPtaikHirFi^hall-n^itTt 
Pliarmacvytira.!  Juiirnal,  U*  LU  New  Burlirii^'tOfi-ftieet 
I*h!lo*(-phkAl  Mafaalne.  i<  tf  l»  ?.  Ued  Licmcwirtt  £  C 
rhanrtk  Jituniel,  2(*t  Patrrtiostpr  row 
PhontTfjraphic  Cabineti  Sd*  *Up  pA£cnia«£«r  row 
— — — ^—  Eaprces,  80.  Paternoster-row 

Reporter,  8d,  Sw.  Patcmostcr-row 

PhoCogiaphk  Journal.  6d,  Red  Lion-court 

MMasine.  Is.  5,  Henrletta-st,  CoTent-ffdn. 

PhyColof(ist,  Is,  4ft.  Frith-street 

Plain  Papers  on  Prophetic  Subjects.  8d,94.  Patemost-row 

Popular  Educator,  new  edit.,  part.  La  Belle  SMivage-yud 

Lecturer,  8d.  SO.  Paternoster-row 

Portraits  of  Men  of  Eminenoe.  8s  8d,  5,  llenrieCta-streat 
Practical  Mechanic.  Is,  30,  Pateraosterrow 
Prstt's  Flowering  PlanU.  Is,  Great  Queep-streeC 
Primitive  Church  MsKasine,  8d,  62.  Patemoster-iow 
Pulpit,  part,  83.  Paternoster- row 
Punch,  part,  85,  Fleet-street 

—  reissue,  Vol.  boards,  fia,  86,  Fleet-street 
—  double  Vol. ,  cloth,  10s  6d,  85,  Fleet-street 

Qmvec  I  I  \wt,  iwn,  I. a  Bvlte  i^^uimar-vard 
Hajri^l  nchooi  Uair^n  Mfl«a/iTie,  ?e1.  J.i*  Pairma$ter-rt)W 
Btllwaj  Library,  Vi>Lt  nrcha^lw^iy.  Ludgate-hUi: 
Ratnlxiw,  fiJ*  9,  Pat^moAler-row 
Rei>ivat,  part,  id.  3,  Am*ii -comer 
lleyiiolEU  1  VliiCrllany,  part,  fidi.  313,  Strand 
RirhsFitioi^'a  Ermliah  Dicitonary,  4*  fid,  Ittft,  Flwt-Mtreet 
Rabiiupn  Cru^iX' 4  Lemi.  M.  lid,  Flnt^strf^t 
Romfiircl'i  <Mr.  F*cl)\  Hanndt*  ii,  M.  Hauvrrie -street 
Bt  Jmrnw^n  Mai^oe.  U,  2-1:,  Paierncwter  mw 
lk»ttith  Oaidmer,  6<1.  c^.  i'atemnster-row 
Ebakaip«Ai*(Niiiimos,  H.  4.  .^MtlnrLrrs-HjiU  court 

iPKtciriat  EdLUiitij,  ^  6<i.  Elnrkailway 

' — ►'-^^ — —  (Rcntiledac'i.  re&s«4e).  part,  1»+  Droadway 

(Stratford  Gdttknu  fkl,  U2.  Fleot-ktrvet 

Kharpc^t  LonddD  Mafcaaliie,  ia*  £0.  Pater  Fiosicr-row 

EixptnTiy  Ma^^kne*  iid,  1^.  Fleet-Kin^t 

Siuith'i  nirtionajy  «}f  the  tJibte,  41,  5U>  AtbemarleHitTeeC 

[Jbt.iry  of  the  World*  2».  1^7,  Ivy-lane 

. W^1«van  Method] iirn,  fid.  3S,  Pater [K>sier-row 

BullBu't  Tabemarte,  id,  ^m«^  Corner 
fiowerbv'*  HoUny,  part.  it.  hW.  PiccAdiny 
ipirtttial  Msflaxlne^tid,  W,  pBt^^moater-row 
finortiaiC  Macaaaac.  ^9d,  »\.  \Wwick.«]ua» 

^ ^  Ravlew .  9ii  <ki*  3441.  Strand 

ffpartsicicn*  b  fid*  34(3,  Strand 

Sump  CoZkctor's  Mi^aiiiu^  4d«  4,  Ave  Hula  Lana 


PtrioHeal  PMiemiiam*  Ifonflh^u^soatlnned. 
Statutes,  parr.  Spottiswoode 

Stereoaawic  Macasiae.  Ss  ed,  5.  Henriett»«U  CovvM-adn. 
Sterans'  Metho&m ,  6d.  Willey  &  Co. 
Sunday  at  Home.6d,  56,  Patemceterwrow 

School  Teacher's  Magaxine,  6d.  56,  Old  BaOry 

-^ Treasury,  3d,  19,  PatrrDoater-row 

Times,  part.  3d,  31,  Patemostar-nm 

— Union  Ma«anne.  8d,  56,  Old  BaHer 

Technologist.  Is,  Paternoster-row 
Temperance  Adnxate,  8d,  337.  Strand 
Temple  Anecdotes,  6d,  5,  Patcmoetcr-row 

Bar,  Is,  18S,  Flee^street 

Townsend's  Faahiona,  Is,  4.  Stetionen'-haB-oowt 

Tracts  for  Christian  Seasons.  ls»  372,  Strand 

Truth  Seeker.  3d,  47.  Holywenstreet 

Union  Magasfaie.  for  Teadicn.  Sd,  56.  Old  Bailey 

---—  ReWew,  8s,  5.  Lyail-plaoe.  Caion.a<|«ai» 

United  Presbyterian  Maganne,  4d.  65.  Pateraortcr-ivw 

- — -  Service  Maaasine.  3s  6d,  13.  Gt.  Marlborough  atiaet 

Veterinarian,  Is  6dr,  39,  Patemoaler-row 

Victoria  Msiipttine,  Is,  158,  FlcetrstreeC 

Watt's  Dictionary  of  Chemistry,  8s  6d.  30.  PatemoaL-nw 

Welcome  Guest,  part.  3d.  AMel-covrt.  Strand 

Wesleyan  SpecUtor,  4d,  73,  Fleet-Ftreet 

— —  Sunday-School  Magaahie,  M,  66,  PatcniDst.-iow 

What-Not,  3d.  83.  PatemostM-row 

Wild  Flowers  of  Great  Britain.  Is.  168.  Fleet-straet 

Wilson's  Works,  part.  Is,  37,  Paternoster-row 

—— -—  Tales  of  the  Borders.  VoL.  Is.  158,  FlecC-stnet 

Wood's  Natural  History,  reiss..5d.  Broadwav.  l,nilffaN-hni 

Word  on  the  Waters.  Id.  34.  Patemocter-raw 

World  of  Fashion.  Is.  4.  Statkmenr-hall-eourt 

Young  Enclattd.  id.  337.  Strand 

Ladies*  Journal.  6d.  SalLshury-court 

Youth's  Magaaine,  2d,  56.  Old  Bailey 
Y.  Drysorfa,  4d.  34.  Patemoster-row 
Yr.  Eglwysydd,  8d.  34.  Patemoeter-row 
Zion's  Witness,  9d,  54,  Paternoster-row 
Zoologist,  Is,  1,  Patamostar-row 


PcmooicALa  sioxtblt, 
SeU  at  id. 
Adviser,  65,  Patemoster-row 
Appeal,  48,  Pstrmoster-row 
Band  of  Hope  Review.  9,  Paterooster-row 
Cheering  Words.  54,  Patemoster-row 
Child's  Own  Macaaine,  56,  Old  Bailey 
Children's  Jewish  Advocate,  84.  Patemoster-row 

Paper.  99,  Patemoster-row 

Christian  Pioneer,  48.  Paterao^ter-row 
Church  Missionary  Juvenile  Instmclar,  M,  Fleet- 
Dew  Drop,  97,  Patemoster-row 
Erin's  Hope.  94,  Patemoster-row 
Gospel  Missionary,  1K6.  Fleet-street 

Trumpet,  9.  Patemoster-row 

Happy  Home,  89,  Paternoster-row 

Juvenile  Missionary  Herald,  17,  Ave  Maria-lane 

Magaaine.  35,  Patemoster-row 

Our  Children's  Magazine.  83,  Paterooater-row 
Picture  Magatine.  48,  Patemoster-row 
Sabbath-Schnol  Messenger,  23.  PatcnMXter-row 
Sower  (The).  65.  Patemoster-row 
Wesleyan  Juvenile  OSkring,  61s  Patenoeter-tow 


PaaiODtCALB  V01VTU.T, 

Sell  at  id. 
Anti-Tobaoco  Journal.  &»,  Patemoeter-row 
Banner  of  Troth,  Nisbet,  81,  Bemers-street 
Baptist  Messenger,  1,  Chapter  House^eoort 
Bible-Class  Magazine,  56.  Old  Bailey 
Biblical  Treasury,  56,  Old  Bailey 
Bond  of  Brotherhood,  335,  Strand 
British  Flag.  4,  Trafalgar-square 

Herald,  81,  Beraers-atrecC 

Messenger.  9,  Patemoster-row 

<»—  Workman,  9,  Patemoster-row 

Workwoman,  95,  Patemoster-row 

Child's  Companion,  56,  Pateroostei-row 
Children's  Friend,  54,  Fket-stieet 

Magazine,  48,  Patemoster-nnr 

— ■  Prize,  84.  Patemoster-row 

Christian's  Pennv  Magaaine.  35.  Pateniosler*row 
Church  (The). 49.  Patemoster-row 

Misstoinary  Gleaner.  54,  Fleet-street 

Record.  54,  Fleet-street      X 

Churchman's  Monthly  Penny  Mag.,  94,  Patemoater-row 

Contl  Missionary  Magazine,  91,  Berocrs  street 

Cottager,  56,  Patemoster-row 

Day  Star,  97*  Patemoster-row 

Eerly  Days,  66,  Patemoster-row 

Evangelist,  70.  Welbeck-atreet 

Feroue  Intelligencer,  39,  CheapsMe 

Friend  of  Youth,  98,  Portunl-stTeet 

Girdle  of  Troth,  94,  Warwick -lane 

Golden  Hours,  84.  Patemoster-row 

Good  News,  34,  Paternoster-row 

Home  Srttitor,  83,  Holies-street 

Jewish  Herald.  35,  Patemoeter-row 

Intelligence,  84.  Pateroosier-row 

Juvenile  Instraetor  and  Companion,  42,  Patemoater-row 
MoNiiger,  97.  PortiiiStUtnet  "^ 
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Pmriadhml  PMIemtlom  M<mihl^-€oatinwA. 
Lamp  of  Love*  65,  Pateniotter-row 
Little  Gleaner,  65.  Paterooater-roir 
London  Mencnser 
HlMkmary  HenOd,  17.  Are  Maria-lane 

Maosbie,  36,  Pateraoster-rnw 

— ^—  Notloet,  66,  Patemo«ter-row 

Monthly  Paper  of  Sunday  Teaching.  6,  Patcmoeter-row 

MotheQ'  Pnend,  27,  Patemotter-row 

Treaiury,  19,  P«t«rnoster-row 

MiMion  Field,  IM.  Pleet-«treet 

NoCet  on  Scripture  Le«aons,  56.  Old  Bailey 

Old  Jonathan,  Id,  17,  Aldertgale-street 

Pariah  M agashie,  186,  Fleet-Mieet 

Penny  Poit,  377.  Strand 

Pleaaaat  Houre,  Saaotuary,  Wettmlnater 

Pretbyterian  MI«ionary  Record,  65,  Paternoster-row 

Refonnatory  or  Refbce  Journal,  21,  Patemoater-row 

Servants'  Mansine,  65,  Palemoater-row 

Sunday  Scholar'fl  Companion,  41,  Ludgate-hiU 

School  Penny  Maiiasine,  178,  Strand 

Snnahtae,  M,  Patemoster-rov 
Teanher't  OflMnir.  27>  Paterooster-roir 
Things.  New  and  Old,  S4,  Warwick-lane 
Tonic  Sol-Fn  Rqiortec  43.  Patemoater-row 
Tract  Manah)^,  i9»  Patemorter-row 
Voice  for  South  America.  84,  Patemoiler-row 
Wetltyan  Miarionary  Notieea,  66.  Paternoitcr-row 
Word  on  the  Waters,  24.  Patcmorter-row 
Ziont  TnimpcC,  9,  Chando»«treet.  Strand 


*    PBUODICALS  rVBf.UBBD  QUABTEBLT. 

Asiurance  Magarine.  St,  150,  Fleet-street 
BIhUocheea  Sacra,  3S  6d,  60,  Patemoster-row 


Pmriodtad  PubHeaHtm*  Qlfdrl«Hk^-contlnued. 
British  &  Foreign  EvangeL  Review,  3s  6d,  21,  Beraen-st. 
■  Medical  Review ,6s,  11,  NewBurlington-at. 

Postal  Guide.  Is.  43,  Fleet-street 

Quarterly  Review,  6s,  27.  Patemoster-row 

Chrbtlan  Remembrancer,  6s,  6.  Patemoster-row 
Church  Builder,  3d,  3,  Waterloo- place 

of  England  S.  Seh.  Quarterly,  Is,  41,  Ludgate-hUl 
Circular  of  the  Free  Church  of  Engfamd,  ls,4,  Sta.-hall-ct. 
Dublin  Journal  of  Medicine,  5s,  39,  Pateraoster-row 

Review,  6s,  17,  Portman -street 

Edinburgh  Philosophical  Journal,  6s,  39,  Patemoster-row 

Review,  6s,  39,  Patemoster-row 

Edueational  Record,  2d,  103,  Borough-roa4 
Fine  Arts  Quarterly  Review,  6s,  193,  Piccadilly 
Geological  Quarterly,  4s,  39,  l*aternoster-row 
Hart*s  Army  List,  KM  6d,  MWi,  Albemarle-streeC 
Home  and  Foreign  Review,  6s,  14,  HenrietU-st.,  Cov.-gdn, 
Journal  of  Mental  Science,  Ss  6d,  39.  Patemoster-row 
Royal  Agricul.  Society,  50,  Albcmarle^reet 


Sacred  Literature,  5s,  14.  Henrieitarst.,  Cov.-ga. 

Law  Manxine and  Review,  5s, 7,  Fleet-street 

London  Quarterly  Review,  6s,  Ave  Maria-lane 

Meliora,  Is,  9.  Patemoster-row 

Microscopic  Joomal.  4s,  11,  New  Burlington-street 

National  Review,  6s,  193,  Piccadilly 

Navy  List,  2s  6d,  50a,  Albemarle-strcet 

North  American  Review.  6i.  14,  Ludgate  hlU 

— —  British  Review,  6s,  33.  Pateraoster-row 

Popular  Science  Review,  9s  6d.  192,  Piccadilly 

Quarterly  Jl.  of  Agricult.  (Blackwood), 3s, 37,  Patem.-iow 

— nophecy,  2s  6d,  21,  Beraers-street 

<— ^— ^—  Science.  5s,  11,  New  Buriington-street 

~— Review,  6s,  50a,  Albemarle-street 

Wasonliutar  Review,  6s,  60,  Patemoster-row 
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BOOKS  IN  THB  ENGLISH  LANaUAGB  FIRST  PBINTBD  IN  CONTINENTAL  BUEOPa 


(Tbia  Lrar  ii  kindly  supplied  by  Messrs.  Asrbb  A  Co.,  of 
Lonooa  and  Beriin.) 

A  B  C.  tiM  OoldeD,  deaigBod  by  Gttst  KOnig,  4to.  Gotha, 

1866 
Abu  Zakariya  Yahya  El-Nawavl  (title  tai  Arable).     The 

Biographical  Dictionary   of  Illustrious  Men,  chiefly  at 

the  Beginning  of  Ishunisro,  edited  by  Ferdinand  WOa- 

tenfeM,  roy.  8vo.    GOUingcn,  1642-45 
Account,  an.  of  the  Establishment  of  the  Fatemlte  Dyna^ 

in  Africa,  trom  an  ancient  Arabic  MS.  ascribed  to  El 

Ma#Adi,  with  an  introduction  and  notes,  by  Dr.  John 

Nicholson,  8 vo.    TQbingen,  1840 
A4dlsoB(H.  R.,  F.A.S.)  Belgium  as  she  Is,  16mo.  BrusMls, 

1843 
Adior  (G.  J )  A  Dictionary  of  the  German  and  English 

Languages,  indicating  the  Accentuation  of  every  German 

Word,  8va  Lelpaig.  I860. 
Ahn  (Dr.  F.)  German  Method  of,  1  and  9  coune,  8vo. 

Lelpaig,  1863 

— German  Method  of,  3  course,  oontaiolng  a 

sdectioo  ftom  modem  authors,  3rd  edit.,  8vo.-  Leipalg, 

186B 

>  Key  to  the  Exercises  of  German  Grammar, 


8vo.  Leipslg.  lUtB 

-  Grammarof  the  German  I^anguage,  author's 


own  edltkm,  8vo.    Leipalg,  1881 

-  A  New  Method  of  Learning  Italian,  1  and  2, 


course,  with  a  Key  to  Uie  Exercises,  limo.    Leipalg, 

1860 
. The  Poetry  of  Germany  of  the  Last  Two 

Centnriea    chraookigically    arranged,   8vo.      Leipalg, 

18S0 
Albion,  a  Weekly  Chronicle  of  Literature.  Science,  and 

the  Fine  Arts,  (or  1835,  edited  by  Paul  Neff,  8vo.    Stutt- 

ganlt,18S5 
Alphabet,  the  German,  and  its   Pronunciation,   and  a 

Table  of  the  Genders  of  German  Substantives,  4to. 

Frankfort-on-the-Maine,  1845 
Andenen  (H.  C.)  A  Picture-Book  without  Pictures,  trans- 
lated by  Hanby  Crump,  8vo.    Celle,  1806 
ArchenhoU  (F.  W.)  The  Histmy  of  the  Seven  Years'  War 

In  Germany,  translated  by  F.  A.  Catty,  18mo.  Frankfort- 

on-the-Maine,  1843 
Arnold  (E.  F.)  Elegant   Extracts  ftom  the  Best  English 

Poea,  ]2mo.    Stuttgardt,  1836 
m Little  Stories,  chiefly  in  words  not  exceed- 
ing two  syllables,  16mo.    Leipalg,  1849 
Amstedt  iFr.)  Tables  showhig  the  Value  of  the  moot 

current  Gold  and  Silver  Coiiu  in  Europe  and  North 


America,    calculated    and    arranged.   .8vo. 
18M 


Altona, 


Interaatloaal  Maritime  Law, 


KnplUk  Book*  pHirtMon  <Jhe  UNiClnflnf-oontlnned. 
Asher  (A.)  Bibliographical    Essay  on  the  Collection  of 

VoTMres  and  Travels  edited  and  published  by  Levlnut 

Hulstus  and  his  successors,  from  1566  to   16G0,   4to. 

Berlin,  1830 
— -^—  Bibliographical    Essay    on    the   Scriptorta 

RerumGetmBnicaram,4to.   Berlin,  1843 
— —  Itinerary  of  Rabbi  Bei^ainin,  of  Tndela,  trans* 

lated  and  edited,  2  v.  8vo,  12mo.    Berlin,  1840 

■  Picture  of  BeiHn  and  its    Environs,  8vo. 

Berlin,  18S7 

(Dr.   C.  W.)  German    Resolutions    and    Britbh 

Policy:  Observations  on  " 
8vo.    Hamburg,  Ifl 

• (D.)  Exercises  on  the  Habitual  Mistakes  of  Ger« 

mans  in  English  Conversation  and  Grammar,  8vo.  Lelp* 
aig,  1863  '^ 

'-^- Key  to  the  Exercises.  Ibid.,  1863 

Aubrey  (Jamas  R.)  ElemenU  of  English  CoDvcrsatkin. 

Baedeker  (K.)  A  Handbook  of  the  Rhhie,  ftom  Switaer* 
land  to  Holland,  illustrated,  8vo.    Coblena,  1861 

Balling  (T.  A.)  A  Description  of  Kisshigen  and  its  MtnenI 
Waters,  translated  by  Sir  Alexander  M.  Downle,  illus- 
trated edit ,  8VO.    Frankfort-on-the-Maine,  1841 . 

Berth  (Ch.  G.)  Cuff,  the  Negro  Boy,  translated  from  tb« 
German  by  Robert  Menales,  12mo.    Stuttgardt,  185(» 

Gregory  Kraut  or,  the  Window  Shutter, 

trsHbiated  from  the  German  by  Robert  Menaies,  12mo. 
Ibid,  1851 

Mick  and  Nickj  or,  the  Power  of  Con- 
science, translated  firom  the  German  by  Robert  Menaies. 
32mo.    Ibid.  1850 

Ba*kerville  (  \Ifrcd)  The  Poetry  of  Germany  i  selections, 
tranitlated  into  English  verse  with  the  original  text  at 
the  opposite  page,  2nd  stereotyped  edit.,  16mo.  Leipalg, 

Bauer  (C.  A.)   The  Little  German,  a  Handbook  of  the 

German  Language,  12mo.    Leipalg,  1849 
Beauties  (The)  of  Classical  English  Poetry,  8vo.    Beriin* 

— ._^-.  Shakeapeare,  English  and  German,  9  v, 

12mo.    Frankfort-on-the-Malne,  1105 
Beethoven  (Louis  van)  Studies  in  Thorough  Baas,  trans* 

lated  by  H.  H.  Pierson,  8vo.    Hamburg,  1853 
Benfey  (Theodore)   Grammar  of  the  Sanskrit  Language 

for  the  Use  of  Students,  8vo.    Beriin,  1863 

^'  Practiod  Grammar  of   the  Sanskrit 

Language,  8vo.    Berlin,  1863 
Blumenuial  (Mad.  de)   The  Life  of  General  de  Zlethen, 

translated  by  the  Rev.  B.  Beiasford,  2nd  ediu,  2  v., 

8va    BetUn«181U 
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Boettirtr  (rr.  Aii«.)  Dlctiomrv  of  the  Enf  Itah  •nd  G«naaB 
mt  oooUlBlng  all  tne  Engltah  worUa  «ad  nbnMt 


in  itenerel  uie  up  to  the  preteat  time.  8vn.    Leinig.  183D 
BoilMu-Deiprteux  (N.)  A  Key  lothe  Oermmn  Laiifuafe 

and  ConyenaUon,  by  W.  Howe.  Ph.  D.,  4ih  edit.,  limo. 

Pnnlifort-oo-the- Maine,  11197 
Boltx  (Aug.)  A  New  Coune  of  the  EngUih  L4ni«iiaiie, 

traniiated  from  the  4th  Gennan  edit,  into  Riueian,  Wo. 

Bninawieli.  18W 
Booby's  (A)  Mbfortunat.  eolouNd  iUuatratlona,  9rd  edit., 

4to.    Lelpslff,  lUfiO 
Book  of  Gems,  being  a  Second  SelectioD  from  the  meet 

celebrated  English  Authora,  by  EllaabeCh  Rifharitmn, 

Snd  edit.,  Iflmo,  Bruniwick.  ISftS 
Borrow  (Geo )  Targum  i  or,  Metrioal  Tranalations  from 

I'hirty  Languages  and  Dialects,  •vo.     St.  Petcrsbuxg, 

1839 
Boy,  the  Stupid  t  an  Introductory  Story,  with  illuitmltooa. 

4to.    Leipalg.  IRtt 
Braun  (Era.)  Intioduetlon  to  the  Study  of  Art-Mythology, 

trans,  by  John  Grant,  folio.    Ootha,  1856 
■  The  Ruins  and  Museunu  of  Rome,  a  Ouide- 

Booii.  ISmo.    Brunswiek.  1854 
Brine  (E.)  The  Danger  of  not  being  Prapaied,  a  Sermon, 

8V0b    Hague.  1888 
Brook  (Lydla)  English  Rudiments.  8vo.    Drrsdeo,  18I0 
Blown  (F )  Signor  Maaonl,  and  other  Papera.  edited  by 

Alex.  W.  Thayer.  8VO.    Beriln.  1888 
Bulgarian  Language,  a  Gramntar  of  tlie,  with  Exerrises  and 

Bnglbh  andBuIgarian  VocabuUries. Bvo.    Oalata.  1898 
Bultroan  (Dr.)  The  Heart  of  Man  shown  In  Ten  Picturea, 

as  either  the  Abode  of  Satan,  or  the  Temple  of  G<id.8vo. 

Reutlingen.  1861 
Burckhardt^O.F.)  A  Manual  of  CoaTemtion  in  English 

and  German,  16mo.    Berlin.  1838 
— — — ^— .  Bngliiih-German  and  Oerman-Englbh 

Pocket  Dictionary.  Srd  edit.,  ISmo.    Berlin.  1H35 
— — — -—  English     Reading 

from  English  Writers,  8iro.    Berlin.  1834 
Busch  (Dr.  Osc)  Manual  of  German  ConTersatlon,  8vo. 

Leiptlg.  1881 
CaldwelTiOeo.  C.)  The  Fatty  Acids  eontalncd  In  the  Oil  oC 

the  Arachia  tlypogaa  and  the  Oleic  Acid  Series,  8to, 


GOCtingen,  18AS 

CamerinI  (Eug.)  A  Practical  Guide  to  Italian  Convenatloo, 

8vo.   Leipsig.  IWfJ 
•Carro  (J.  del  The  Mineral  Springs  of  Carlsbad,  their 
Nature,  Eincacy ,  and  Applicability  to  Various  Disorders, 
with  a  Flora  and  Fauna  of  the  Circle  of  Carlsbad,  l8mo. 
Leipiig.  1841 

Carry  (J.  P.)  The  Elements  of  English  Conversation,  for 
the  Use  of  French  and  Germans.  l6mo.    Dresden,  1838 

Catalogue  of  Artldca  in  the  Swiss  Department  of  the 
Great  Exhibition  in  London ,  8vo.    St.  Gallcn,  1851 

.  Official,  of  Articles  from   the   German  Zoll- 

▼erein.  Northern  Germany,  sent  to  the  IxMidon  Exhi- 
bition. 8vaw    BerUn,  1851 

Catalogue  Libronim  Hebraomm  in  Bibliotheea  Bod- 
leiana,  by  M.  Steinschnetder.  4to.    Berlin,  1898-68 

Catty  (Fr.  A.i  Handbook  for  Ems  and  iu  Environs,  with 
Observations  on  the  Use  of  lu  Mineral  Waien,  8vo. 
Ems.  1844 

Chandler  (C.  F.)  MIsoeUaneous  Chemical  Reseaichea,  SvOb 
GOitfaigen,  1856 

Choice  of  Poems  for  Infant  Minds,  8vo.   Bmnen,  1846 
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Coins  (Tne)  or  Germany  and  Switaerland,  aocordipg  to 
the  Usual  Course  of  Exchange  with  Reference  to  the 
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Comet  (Jul.)  A  Manual  of  Russian  and  English  Convers»> 
tion,  8vo.    Leiniig.  18S7 

CraufUrd  (O.)  Oificial  Papers  respecting  Claims  outstand- 
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Environs,  with  Plan,  16mo.    j^-la^rhapelle.  1841 
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tracU  on  its  Curative  Properties,  ISmo.  Wicsbadcii.  \96 
Bxaroteer,  the  British  and  Contfaiantal,  edited  by  Edward 

A.  Moriany.  4ta    Leipaig.  1840 
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Leipaig,  1887 
. iZZ Pocket  Dictiooary,  Bi 

(Eng.43ennan,  G«rm.-EngllBh),  8th  edit.,  3 


FInlay  (G.)  Ranarfca  on  the  Topography  of  OropiaiB4 
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FrankforUm-the-Maine,  1841 
Fauat.     Translatad  into  EngUsh  Veiae, 
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Aia-h^Chapelle,  1K38 

__— New  Manual  for  Travellers  t  or.  Guide 

in  English,  German,  and  French  i  containing  a  vocabii- 
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Uted  Into  English,  by  M.  Thomas,  voL  1, 8vow     Stotta., 
1858 
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Uerrig  iL.)  Select  Specimens  of  the  Lttentuie  of  Bnghmd, 
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Ihn  AbdH»l-Hakem'r  (title  In  Arabic).     History  of  tba 
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-i The  Taunust  or,  Doings  and  Undoings. 
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Springs  of  Nassau,  and  the  Saws  and  Legends  of  the 
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.._._    ..  .  ...  "?eace,  from  the  German,  8vo. 


,  Talea,  and  Poetry,  Vol.  1,  16mo.    GOttingen, 


Kemer  ( Theob.)  Nature  and  Peace, 

Heidelberg,  1861 
Kimball  (J.  P.)  Flora  from  the  Apalachian  Coal-fieid,  8vow 

GOtdngen.  1857 
Kofler  (Fr.)  New  Guide  to  Hamburg  and  iU  BnTlrona, 

8vo.    Hamburg.  1863 
KokeroQUer  (A.)  Stories  and  Sketches,  for  the  Use  of 

Schoola,  selected,  9nd  edit     Hanover,  1853 
— — —  The  Story  of  Reineke  the  Fox,  for  B*- 

rinners.  being  a  supplement  to  Stories  and  Sketches  for 

Jie  Use  of  Schools.  8va    Hanover,  1853 
Kostler  (Laur.)   A    Treatise  on    Eger-Franaensbad,   Ita 

Mineral  Waters,  and  Ite  Iron-salt  Moor,  8vo.  Berlin,  I8ft4 
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Lachenwiu  (T.  L.)  A  Manual  for  Steamboat  TraTellen 
from  London  to  StrMbours,  translated  trr  m  the  Oermaa 
by  John  Wiiklnton,  with  map*  of  the  Rhine  from  Straa- 
bouin  to  Rotterdam,  9vo.    Cn1offDe>  1830 

Laapee  (M.  da)  New  Wlcataadeii  Dkectory,  9rd  edit,  with  a 
pbn,  16mo.    Wicabaden.  1850 

Laurent  (J.  C.  H.)  GecmanOiaremar,  12mo.  Hamburg,  1847 

^— __  Grammatical  Dictionary  of  the  German 
Lan4(ua|{e,  contain  Inc  the  Decleniion  and  Gender  of 
•vary  Noun*  th«  Verba  of  the  Ftnt  or  Irregular  Cot^v- 
gatlon,  and  the  Prepocitiont,  l2mo.    Hamburg,  1846 

Laycocli  (John)  New  Dialogue*.  English  and  German, 
i  paru,  6lh  edit.,  13mo.    Hamburg.  188S 

'  "-" "^  (F.)  Illustrations  to  the  Handboolt  for  Travel. 

the  most  tn- 
and  Germany. 


tAjTBfpn  D. 


lers  on  tne  Continent ;  a  series  of  Maps  of  the  most  tn- 
quentad  Roads  through  Holland,  Belgium,  and  Germany. 
Plana  of  the  Towns  of  Holland.  Bdgium,  tha  Rhine* 


ftc,  9fo.    Frankfort-on-the- Maine,  1840 
LesKing  (G.  E.)  Emilia  Galotti ;  a  Tragedy  la  Five  Acta, 

l^mo.  Vienna.  184? 
Lessons,  original  and  tiaaalated,  by  C.  Van  Dalen,  9m. 

Iserlohn.  1806 
Lewes  (G.  H.)  Selections  tnm  Modem  BrHiah  DramaCista. 

Lelpsig.  1800 
Liber  cure  Cooonim.    Copied  and  edited  firom  the  Sloan* 

MS.  1986.  by  Richard  Morns.  »fo.    Berlin,  18G2 
Library.  Enghsh,  for  the  Young.  6  t.  Iflmo.    Lelpsig.  I8S8 
Little  (Geo,)  On  Selenium  and  some  of  the  MetaUic  Sele* 

nicts.  8yo.    GOttingen,  UtM 
Lloyd  (H.  E.)  English  and  German  DIatognca,  with  a  col- 
lection of  Idioms,  8TO.    Leipsig.  ISflB 
— — —  (H.  E.)  and  Noehden  (G.  H.)   Dictionary  of  the 

English  and  German  Languages,  2  ▼.,  2ml  ed.,  8to.  Ham- 
burg. 1836 
London  (Henry)  The  Elements  of  English  Con  venation 

and  Grammar ,  for  the  Use  of  Germans,  Idmo.    BresUu, 

MSB 
Lovell  (Henry)    Blements    of  English  History,    lauo. 
'    Mamiheim,  1848 
— — —  The  Rudiments  of  the  German  Grammar, 

8vo.    Mannheim,  1838 
Ludewig  (H.  E.)  The  Literature  of  American  Local  HIa. 

tory,  Hvo.    Lelpsig,  1846 
Lyon  (Ch.)  and  Claas  (F.)  Guide  to  the  English  Laniniafe« 

embmcing  Extracts  from  EQglish  Writers,  8vo.    Berlin, 

1838 
Lyre,  The  British}  or.  Selectkms  firam  the  English  Poeta. 

by  W.  O.  Elwell,  16mo.    Brunswick,  1854 
MacGregor  (John)   My  Note  Book :   Switaerland,  18mo. 

Frankfort-on-t  he-Maine,  1837 
Madden  (Ch.)  Sacred  Melodies.  Part  1. 8va    Bonn,  18S8 
Magaalne,  Monthly,  of  Entertaining  Literature,  VoL  1-4, 

8vo.    Lelpsig.  1KS5-M 
Mangold  (Elise)   Lady's  Dreamaking  School,  8nd  edit 

4to.    Hacburg.  1861 
Manitlus  (H.  A.)  Instructkm  and  Recreation  t  a  Selection 

of  English  Literature.  8vo.    Dresden,  1842 
M&nnell  (Fr.  Alb.)  Classical  Utters, 8vo.    Leipaiff,  1808 
Mannheimer  (IL)  The  Study  of  German  simpUfliBd,  8vo. 

Bonn,  1853 
■  Key  to  the  Study  of  German  aimpliiled, 

8vo.    Bonn,  18S6 
MannI  (Rod.)    Carlsbad  and  Its  Mineral  Springs,  Snd 

edit.,  8va    Leipalg,  1860  .  .       _ 

Manual  (A)  for  Christians.  conUlning  Prayers  and  Holy 

PreoepU,  aetocted  from  C  atholic  Authors,  18mo.  Vienna. 

Manual  (The Traveller's)  of  Conversation,  fai  Enaliah,  Oer- 

man,  French,  and  Italian. new  edit.,  16mo.  Coblens,  1840 
Manuel  (Nouveau)  du  Voyageur ;  or.  Traveller's  Pocket 

Companion  t  in  English,  German.  French,  and  luUan. 

3rd  edit.,  16mo.    Heidelberg,  1837  ..... 

Manuscript  of  the  Queen's  cTourt.    A  Collection  of  Old 

Bohemian  LyrlooEptc  Songs,  translated  by  A.  H.  Wratia- 

law,  18mo.    Prague.  1852 
Marc  (N.  F.)  RudimenU  of  the  Oennan  Grammar,  8vo. 

Wiesbaden.  1855 
Mama  and  the  Christmas  Tree;  Two  Tales  for  the  Young, 
*     from  the  German,  by  a  Lady.  18mo.    Berlin.  1882 
May  (A.)  A  Grammar  of  the  Swedish  Language,  with 

Exercises,  8VO.    Stockholm,  1880  «         «      ^ 

Meidinger  (Henryi  First  Lessons  in  German.  8vo. .  Frank- 

fort-on-the-Maine,  184?    ,  ^  .  ^  ^       ^ 

Metjer  (J.  H.)  Manual  of  Letter-writing,  post  8vo.    De- 

vpnter,  1863 
Melford  <H.  M.)  The  English  Reader ;  or,  a  Sclectkm  of 

Pieces  in  Prose  and  Poetry.  2nd  edit.,  8va  Braunschweig, 

1837 
'  Menke  (Theod.)  Orbis  Antlqul  DcM^lptlo,  for  the  Use  of 

SchooU,  2nd  edit.,  4to.    Gutha,  1855 
Merry   Andrew's    Jest  Book}  or.  1001   Anecdotca.    8va 

Miers°  British  Chronicle,  continued  by  G.  Wolbrocht.    A 
Universal  Review  of  BriUsh  Literature,  V.   1-5,  8vo. 

Miscellany.  The  Literary,  for  English  Readers  Abroad  and 

at  Home,  edited  by  H.  J.  Whistling.  1848,  24  Nos.,  8vo. 

Nuremberg 
Moltke  (Max)  The  Fourth  of  July,  a  Poem ;  the  English 

Translation  by  H.  A.  Franklin,  8vo.    Berlin,  1863 
Monachi    Anonymi   Scoti,    Chronicon     Anglo-Scotioim, 

edited  by  C.  W.  Bouterwek.  8vo.    Berlin.  ISrs 
Monicke  (C.  H.)  Book  of  British  PoeU,  16mo.  Lelpatg,  1858 


Ens:lUh  Books  printed  on  the  QmCbMNf— «ondi»ued. 
Monieke  (CH.)   EngUrii   and  German  Dialogues,  Ifmo. 
•  Lelpsig.  1888 
Monod  ( Adolph)  Herod  and  John  the  Baptist:  an  ExpoU- 

tion  of  Mark  IL  14-29.  translaud  by  L.  Rehfuess.  Svo. 

Wildbad.  1859 
Muhl  (G.)  German  Prose  Anthotogy.  8v&   Carl^rub*.  1S39 
MQller  (Adall)  DanausUuf  and  WalhalU;  or.  the  Biogra- 
phies of  Walhallas- Inmates.  8vo.    Regensburg.  1847 
^—  (Rob.)  On  the  Origin.  Devdopment.  Peculianties. 

and  Destiny  of  the  Ei^Ilsb  Langnage.  8vo.    GOttiogcD, 

1860 
Munde  (Carl)    English    Key   to  C.  Mande*s    Familiar 

Letters.  8vo.    Leiuaig,  1855 
Museum.  The  British,  a  Choice  Collection  from  the  Woriu 

of  the 'most   celebrated   KnglUh   Authois.    Edited  by 

O.  L.  B   WoUr  and  C.  Scbutt.  4  vols.  8vo.    Bieleield. 

1H36-1840 
Nasrm  (H.  B)  On  the  Formatkm  of  Ether. 8vo.    Gdctin- 

gen.  1857 
Navigation  Laws  (The  New)  of  Great  Britain,  to  come  into 

Operation  from  and  after  1st  January.  1830,  printed  from 

the  original,  corrected  by  Wm.  Carle.  8vo.    Hamburg. 

1849 
Nevsky  Magaxine  (The),  a  Monthly  Journal  of  Literature. 

Science,  and  Art,  edited  by  Ch.  E.  Turner  and  J.  H. 

Harrison,  Svo.    St.  Petersburg,  1863 
Nibelungenlled ;  or.  Lay  <^  the  Last  Nlbelungecs,  trsns« 

Uted^lnto  English  Verse  by  Jonathan  Birch.  8vo.  BeriiD. 

1848 
Nossek  (J.  C.)  A  Pocket  Dictionary  €a  Proper  Ifamei  of 

Countries.  Places.  &c,  I6ma    Grita.,  1837 
Notices  (Short)  and  Anecdotes  of  Frederick  Villiam  and 

his  Ouecn  Louisa.  12mOk    Darmstadt.  1858 
Oberdleck  (H.)  Pronouncing  Table,  arranged  for  Schools 

and  Self-Instruction.    Luneburg.  18S8 
Observer  (Thel  on  the  Fashions  for  Talkita  and  Drapers, 

folio.    Dresden.  1862 
Ollendorff  (H.  O.)  German  Method,  translated  by  G.  H. 

Bertinehamps.  12mo.    Frankfort-on-the- Maine.  1839 
.... ~  German  Method.  Part  2.  12ma   l-'rank- 

fort-on-the-Maine,  1842 
Key  U>  German  Method,  12mo.   Frank- 

fort-on-tbe-Maine,  1840 
•'— The  German  DcclensioBa,  adapted  to 

the  Use  of  English,  by  P.  Oands,  12mo.    Fraakfort-on. 

•  French  Method.  12nKk     Frankfort-oo- 
Key  to  the    Freocli  Method.  I2mo. 


the-Maine.] 
the-Maine.  1843 


Frankfort-on-the-Mahie.  1843 

Italian  Method.  8yo.  Fnnkfbrt'On-the 

•  Key  to  the  ItalUn  Method.  8to.  Frank- 


Maine,  1847 


fort-on-the-Malne.  1847 

.  Spanish  Method.  9vp. 


tbe-Mafaie.  1857 

—  A  Key  to  the  Spanish  Exerdaes 


Frankfbct-on- 


Oman  (N.  E.)  An  EfUT  on  Construction  In  the  EimUili 
Language.  8vOi    Orebro.  1862 

On  Souna    Dues  and  theii  Relattona  to  GcBecal   Com- 
merce. 8va    Stettm.  1854 

Original  Letten.  Selected  for  Improving  the  English  Lan- 
guage. 8vo.    Nuremberg,  1857 

Oswald.    Anecdotes  for  Seholan.  8vo.    Jena.  1857 

Otto  (Em.i  Firat  German  Book,  8vo.    Heidelbexg,  laUi 

■  French  Conversation  Grammar.  8vo.    H<:«del. 


berg.  1850 


delbeig.  1862 


German  Conversation  Gn 


8niL    Ilei- 


Ann  Burt,  VoL  1,  I6mo.  Chur..  ll 
Pearia  of  Engltah  Litwatnra;  Prcte 


Key  to  the  German  Convenation  Grammar. 
8TO.    HeidelbeM,  1862 
Parkman  (Theo.)  On  a  New  Mode  of  forming  Compounds 
of  Metals  with  the  Sulphur  and  Phoapborua  Gruuiis, 
8VO.    OOtUngcn.  I860 
Parnassus  (The  German):  Specimens  of  the  most  celebrated 
German  Poets,  transtated  into  EngUdi  Verse  by  Ma/y 
-|ur..l8S 

.  Prdkoe  by  Rotbwdl,  16mo. 
Munich.  l&W 
Pearls  of  Poesy  t  or.  Anthology  of  British  PoeU.  edited  by 

Mary  C.  Williams.  16mo.    Hamburg.  185« 
Pedemont  (P.    A.)  Leaaona   in   Engllah    Reading.    8vot 

Wien,  1861 
Peel  (E.  A.)  A  Handbook  of  EiMlish.  French,  and  Datrh 

Conversation,  Ac,  8va    Uticcht.  1881 
Peipera  (W.)  Practical  Method  of  the  German  Language, 
\imo.    Dusseldorf,  1847 

Thermal  Spri 


PeruU  (S.)  The  Tb 


pringsof  TepUU;  a  Homoeo- 


pathic Sketch,  8vo.    Leipalg,  r858 
Petersen  (F.  W.)  Principles  of  German  Grammar, 


8vo. 


Frankfort'<mothe-Malne,  1853 

Phelps  (Rev.  Mr.)  Guide  to  Frankfortron^he-Mabie;  the 
History.  Constitution.  &c  of  the  Town  and  its  Depen- 
dencies, with  a  Plan  and  a  Map  of  ita  Environs,  ihaa. 
Frankfort-on-the-Maine.  1844 

Philosophy  of  the  Plan  of  Salvation,  translated  friim 
English  into  Hebrew,  by  Isaac  Salkinson.  avo.    Aiuma 

Picard.  The  Nephew  aa  Uncle,  a  Comedy,  translated  by 
J.  S.  S.  Rothwell,  2ttd  edition,  8vo.    Leipalg,  1838 

Picture  of  Vienna,  oonUlnhig  an  Historical  Sketrh.  anda 
complete  Notice  of  all  the  Publie  Institutions.  &c.,  wiOi 
a  Map  of  the  Town  and  Suburbs,  I2mo.    Vienna.  1839 
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KngHsh  Books  pHtUtd  on  (ho  CkMifteatt-coiitinued. 
Pienon  (John)^  The  Gatherer  \  a  Colleetlon  of  ADeedotet* 


Nanativet,  Chanirten,  die.,  Svo. 

.  Varietleti 


Leipiia,  1846 
a  Collection    of  Entertaining 


Extracts  from  EnKllah  Aathon,  8to. 
Pyi  (R.  Tan  der)  A  Praetic-al  Gramroar  of  cfie  Dutch 


guan.  tod  edition,  reviaed;  8to._ 


ofCheDi 


iai5 


Rotterdam.  18H1 

^   fF.  R.)  The  Rhenish  Keepsake:  Lays  and  Le- 

Snds  of  the  Rhine,  lUustxated,  4to.    Frankfort-on-the- 
aine.  1837 
Plate  (H.)  A  Course  of  Instruction  in  the  German  Lan- 

guajje.  8to.    Hanover,  1898 
■  Epitome  of   Oeocraphical  Rnowledire,    8vo. 

Hanorer,  18dO  --•    r  --« 

Play  (The>  of  theSaenmient;  a  M kldle.A«e  EnglUh  Drama, 
— •— J  « "".in  the  Library  of  Trinity  Coile 


by  W.  S.,  8vo.  Berll 


lege, 
rlin. 


revised  from  a  IfS. 

with  a  Preface  and  Oloaiary, 
188i 

Pocket-Book  for  ConTersation,  in  Six  Lan^ua-«es.  English, 
German,   French,   Italian,  Spanish,   and  Russian,  6th 

,  — '   '■'     ,,    Leipaig,  18J3 

i  Modern  Greek, 


edition,  augmented  and  improved,  Itfro  t. 
-^—  The  Same  In  Six  Languuses,  with  1 
6th  editkm,  lOmo.   Ibid.,  1103 


•  The  Same  hi  Three  Lani 
French.  6th  edition.  16mo.   Ibid.",  IflSS 
Poetry   (The!  of  Germany.    Selections,  translated 


Dguages.  English,  German, 
Ibid.,  IflSS 

into 


English  Verse,  with  the  origbial  text  on  the  oppodta 
page,  by  Alfred  Baskerville.  8vo.    Leipaig,  laM 
Polttevin  de  la  Croix  (Bdm.)  The  Traveller's  Guide  in  Ant- 


of  the  Paintings,  8vo. 


wcrp.  Including  a 
Antwerp,  1846 

Policy  (The)  of  the  Danish  Government  and  the  *'  Misun- 
derstandings:" a  Key  to  the  Budget  Dispute,  translated 
fVom  the  German,  8vo.    Hamburg,  1861 

Pope  (P.)  Dialogues,  as  as  Assistance  In  Speaking  the 
English  Language.  8vo.    Copenhagen.  1834 

Prentice  ( W.  P.)  The  Indicative  and  Adraonitive  Signs  of 
Sextus  Emnirlcus,  8vo.    GOttingen.  1858 

Prosperity  of  England  amidst  the  CUmours  of  Ruin,  by  a 
Merchant  of  London,  8vaw    Hamburg 

Prytherch  (F.  H.)  Observations  on  the  Mineral  Waters  of 
Hamburg.  iSmow    Hamburg.  1849 

Publicatkms  (London)  Periodical  and  Serial.  Law  Re- 
ports, Trantactkms  of  Various  Societies,  and  News- 
papers,  1851,  12mo.    Leipaig,  1851 

Pugh  (E van) Jiiscellaneoiu Chemical  Analyses,  8vo.    GOt- 

.     A  Selection   of  Anecdotes, 
and  Facetious  Bulls,  1st  series. 


tmgen,  1896 
Punch    (The  Continental). 


Puncl       _  _. 
Bon. Mots.  Repartees, 
3Smo.    Berlin.  1868 

Ratoh  (J.)  The  Pocket  Son/r-Book;  being  a  Collection  of 
the  most  approved  English  Songs,  with  12  Originals, 
32mo.    Dresden.  1848 

Rask  (E.  Chr.)  Grammar  of  the  Anglo-Saxon  Language, 
new  edit.,  transtoted  fhim  the  Danish,  by  B.  Thorpe, 
8vo.    Copenhagen 

Recollections  of  Poland.  In  English.  French,  and  Ger- 
man, Snd  edit.,  8to.    Hamburg,  1838 

Re  (f  (Ch.  Ph.)  English-Russian  Grammar  for  the  Use  of 
Englishmen,  with  Synoptical  Tables  for  the  Declensions 
anaCoi\jugations,  &c.,  Snd  edit.,  9ro.  Carlsruhe,  I8.U 

»  •  New  Parallel  Dietlonaries  of  the  Ruuian, 

French,  German,  and  English  Languages,  in  4  parts. 
Part  4.  English  Dictionary,  with  the  Explanation  in 
Russian,  French,  and  German,  a  new  ed.,  6vo.  Carlsruhe, 

Remy  (A.)  First  English  Reading  Book,  with  EoglUh- 

Ociman  Vocabulary,  8vo.    Berlin,  18S4 
Reumont  (Di.  Alex.)  The   Mineral    Springs  of  Alx-la- 

Chapelle  and  of  Boreette,  their  Medical  Properties  and 

Instructions  for  their  Use.  Aachen,  1861 
Rhine  (The)  and  the  Rhine-lands:    Part  I,  The  Upper 

Rhine,  illust.  from  Drawings  by  Rahbock,  Louis,  and 

Jul.  Lange,  with  HIstorlcaTand  Topographical   Text, 

edited  by  Gaspey.  Noa.  I  and  2.    Darmstadt.  1HA5 
Richardson  (Fanny)  Andry  and  Agnes,  a  Skeidi,  16mo. 

Bninawkk.  1854 
Richier  (Ludw.)  The  Lord's  Preyer,  with  lUustiatloos, 

foUo.    Dreaden,  1857 
» (T.  L.)  A  Sketch  of  the  Thermal  Springs  of 

TepliU,  16mo.    Meissen,  I8S3 
Righton  (H.)  English  Stories  t  or,  A  Hdp  to  English  Con- 

versation.  16mo.    Bramen,  1657 
Riis  (H.  N.)  Grammatical  Outlhies  and  Vocabulary  of  the 

Oil  Language,  with  a  Colieetioo  of  Proverbs  of  the 

Natives.  8VO.    Basle,  1894 
Rltschei  (Jno.)  The  Storm :  Furious  Contest  of  the  Com- 
bined Winds  tai  the  Black  Forest,  wttha  Lithograph, 

fhro.    Frdbura 
Robertson  ( F.  R.)  The  In  Ancnee  of  Climate  on  the  Human 

Organiaation,  8vo.    Wiertwden,  1854 
^- Wiesbaden :  its  Baths  and  Beauties,  with 

special  refennce  to  the  Eflbct  of  the  Waters  on  Gout,  &e. 

8VO.   Wiesbaden,  1858 
RoboiskvJH.  H.)  The  Marhier,  an  English  Raadhig  Book, 

RothweU  (t!s'.  S.)  My  Own  Story-Book  $  Pretty  Little 


Stories, 


1  IT.  S. 
i,Tales, 


Fables,  and  Rhvmes.  l«mo.  Munchen,  1855 


-  New  El 


d  Rhymes, 


and  German  Dli 


J>lalognes, 
with  the  Pronunciation  Phonetically  Indicated,  Iftno. 
Munchen,  1854 
Ruhl  iL.  S.)  Sketches  to  ShakspeanTs  Pkys.  5  Series. 
1.  The  Merchant  of  Venice.  2.  The  Tempest.  3.  Mid- 
sunuBar  Night's  Dream.  4.  Romeo  and  JnUet.   &  What 


EHflUh  BookoprMod  on  iho  Comtimomi    continued. 

You  WilL    With  Introduction  in  German,  English,  and 

French,  4to.    Cassel,  183J-40 
Rundt  (C.)  Views  of  the  Colleges  of  Oxford,  Parte  1  and  2, 

hnp.  folio.    Berlin,  1853 
Samosts  (Eman.)  The  Sovereigna  of  England,  f^.nn  WIU 

liara  the  Conqueror  to  Queen  Victoria,  l6maw    Leipilg, 

1856 
Sauer  (Ch.  M.^    Italian  Convemtkm    Grammar,   8vo. 

Heidelberg,  1858 
Schade  (Ch.  Bei\}.)  Grammar  of  the  German  Language, 

6th  edit..  8vo.    LeIpsis,  1853 
Schick  (Louis)  Guide  to  Hamburg  and  ite  Environs,  transL 

by  Fr.  StelnMosser,  8vo.    Hamburg,  1855 
Schiller  (Felix)  Munich,  ite  Treasures  of  Art  and  Science, 

Manners  and  Customs,  I6mo.    Munich,  1852  " 

iFr.  V.)  Don  Carlos,  a  Dramatic  Poem,  tram  the 

German,  by  J.  Bruce,  2nd  edit,  12mo.    Mannheim,  1843 
■  ■ translated 

Into  English  Metre  by  S.  Fowler,  8vo.     Carlsruhe,  1843 
Turandot,   Princess  of  China,  a    Drama, 

from  the  German,  by  Gumey.  8vo.     Frankfort,  1836 


Mary  Stuart,  a  Tragedy,  from  the  German, 

with  other  Versions  of  some  of  his  Best  Poems,  by  WU- 
11am  Peter,  8vo.    Heidelberg,  1841 

•  The  Bride  of  McMina,  a  Tragedy,  translated 


by  J.  Fowler,  8va    Carlsruhe,  1850 

8vo.    MOnchen,  1839 

The  Hi>tory  of  the  Defection  of  the  United 

Netherlands  from   the  Spanish  Empire,  translated  by 

Eastwick,  Lt.  E.  B.,   12mo.    Frankfort-on-the-Maine, 

1844 

the   Thirty  Years'   War  in 


Germany,  translated  by  CapU  Blaqui^rt,  18mo.    Frank- 
fort-on-the-Maine,  1842 

-—  The  Parasite,  a  Comedy,  translated  into 

English,  by  J.  1.  L.  RothweU,  8vo.    MOnchen,  1829 

■  Wallenstein's  Camp,  translated  by  Edward 


Thornton,  16ma  Frankfort-on-tne-Maine,  1&>4 
William  Tell,  an  Historical  Play,  fkom  the 

German,  with  Notes  and  lUustraUons  by  William  Peter, 

8TO.    Heidelberg,  183B 
German  Text,  with  an  Inter- 

linear  TransUtion  and  Notes,  and  an  Introduction  con« 

tamine  the  Elemente  of  German  Grammar,  by  Arthur 

Ch.  White,  and  Lewis  Braunfels,  8vo.    Bonn.  1841 
Schirm  (J.  W.)  The  Geiman  Speaking  Method,  2nd  edit, 

8vo.    Wiesbaden.  1851 
— ^— —  Key  to  the  German  Speaking  Method,  2nd 

edit..  8va    Wiesoaden.  1851 
Schmfek  (Dr.  J.  H.)  bketchcs  £rom  English  History.  8vo. 

Bremen,  1861 
Schmid  (Chr.  v.)  Clara ;  or,  the  Dangers  of  Innocence, 

transteted  by  Heliodora,  8va    Augsburg,  1843 
Easter  Eggs,  translated  by  H.  J.  Whit. 

ling,  16mo.    Leipsig,  1H44) 
--^— — ^   Moral  Tales  for  Young  People,  in  10 

parte,  8vo.    Heidelberg,  1848^1 

Rosa  of  Tannenburg,  a  Tale  of  Ancient 


Thnes,  6va    Stuttsardt.  J847 

(Joh<  Gr.  v.)  In  «hat  Manner  Henry  von  Eichenfels 

came  t6  the  Knowledge  of  God,  a  Story  for  Children, 

16mo.    Dresden,  1843     , 
Schmidt  (Alex.)  Anthology  of  English  Prose  and  Poetry, 
.  3  vols.  8vo.    Danuig,  1851 
Essay  on  tbe  Life  and  Writings  of  Ben 

Jonson,  4to.    Danisig,  184? 
Schoolboy's  (The)  First  Story-book,  3rd  ed.,  8vo.  Bremen, 

\m> 

Schrieber  (Al.  W.)  Guide  on  the  Rhine,  ftom  the  Sources 
to  Holland,  tran»lated  by  the  Rev.  P.  Will,  with  2 
Maps,  12mo.    Heidelberg,  1835 

— — —  Traditions  of  the  Rhine,  translated  from 

the  German,  by  Ch.  Incledon,  Esq.,  and  the  Rev.  p.  W* 
Chaplain,  33  Engravings,  12mo.    Heidelberg,  1836 

Sehuberth  (Jul.)  Musical  Handbook  t  a  Cyck>paedU  of  all 
the  Technical  Terms  used  in  Music,  16mo.  Hamburg, 
18S9 

Schulae  (Ernst)  The  Enchanted  Rose,  a  Poem  In  Three 
Cantos,  translated  by  William  Waddilove,  8vo.  Ham- 
burg, 1835 

. translated  by  Ca- 
roline de  Ciespigny,  8va     Heidelberg,  1844 

Schumacher  (H.  C.)  Auxiliary  Tables  for  Alex.  BesieU* 
Methods  of  Clearing  the  Distances  for  1835^%,  8vo. 
Copenhagen,  1834-35 

Ephemeris    of    the    Distances    of 

Venus,  Mars,  Jupiter,  and  Saturn  ttom  the  Moon's 
Centre,  for  1812,  4ta    Copenhagen,  1832-39 

Schwars  (Edw.)  Novara  Expedition.  Anthropology;  a  Sys- 
tem of  Anthropometrical  Investigations,  a  Means  for  the 
DilfereDt  Diagnosis  of  Human  Races,  ftc,  4to.  Vienna, 
1862 

Scribe  (Eug.)  The  Glass  of  Water,  a  Comedy,  from  the 
French,  by  J.  S.  S.  Rothwell,  8vo.    Magdeburg.  1842 

Scriptures  (The  Holy)  of  the  Old  and  New  Testament,  in 
100  oopper-platcsi  with  Historical  Explanation  by  David 
John  Lindner,  translated  into  English  by  J.  A.  E. 
Schmidt,  folk).   Uipiig.1836 

Seaman  and  Merchant's  (The)  Con*plete  Expeditious  Mea- 
surer, folia    Hamburg,  1853 

Selection  (A)  fkom  the  Poems  of  Louis  I.,  King  of  Bavaria, 
Imitated  in  English  Verse  by  George  Kvenll,  2im1  edit.. 
ISmo.    Munich.  1844  '         •  » 
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'    I  (A)  to- Vetw  rad  Prow,  ftpm  the  moM  Cd^bmted 


English  Authors,  by  ElUttbeCh  Rlchsrdtfon,  Bvo.   Bruiw- 

wlek,  lB4Jk 
Sclig  (M.)  German  ICade  Easy,  8vo.    Berftn,  1858 

Modem  English  Dtalnguet,  ftvo.    Berlin,  IfMS 

Beymoor  (C.  A.  K.>  A  General  English  and  German  Glos- 

nry.    Revised  by  Dr.  J.  G.  FlOgel.  8vo.    Leipiig.  1835^ 
Shadow  (Thei  of  Lord  Byron  t  or,  the  Volrffcf  AXropolit 

to  the  BrUbh  Nation ,  8vo.    Stralsund,  I89S 
Shoemaker's  Holiday  t  or,  the  Gentle  Craft,  edited  from 

a  copy  of  the  Edition  of  1618,  by  Hermann  Pritsehe,  8to. 

Thorn,  1888  ^        «.    ..  ^ 

ShQta  (II.)  Historical  Series,  Select  Portions  flrom  Englbh 

Hbtorical  Writers.  Series  1.  English  History.  8.  Modem 

HUtory.    Bielefeld,  1863 
The  Story-Teller,  a  Colleclion  of  Later  Stones 

and  Novels,  by  Scott.  W.  Irving,  Dickens,  and  othen., 

8to.    Siegen,  I8M 
■^  Skirmisher,  the  Political:  No.  1,  The  Anstrians  In  luly, 
^      by  Junius,  junk>r,  8vo.     Hamburg.  1858 

Smart  (B.  C.)  Dialect  of  English  Gypsies,  8to.  Beriln,  1863 
Smith  (Duncan)  The  Academical  Instructor,  a  new  Copy- 
book, containing  AlphabeU  of  Round   Text,  Round 

Hand,  and  Currency;  Parts  1  to .').  containing  Round  Teat 

Copies,  9rd  edit.,  4to.    Hamburg.  I89M0 
Sp^e  Momenu.  1st  German  edit,  l6mo.    (SAttingen,  1861 
Specimens  of  the  most  celebrated  German  Poetw,  from 

Klopstock  to  the  Present  Time,  translated  by  Mary 

Anne  Burt,  S  vols.  Iftno.    Leipsig,  18S3  ^   , 

Sponchll  (J. )  and  BOttger  (P.  A.)  Dietionary  of  the  English 

and  German, and  German  and  English  Languages, 8  vols. 

8vo.    Altona,  1888 
Sprenger  (Aug.)  A  CaUlogue  of  the  BIbliotheca  Onentalis 

Sprengeriana,  8vo.    Giessen.  I8ff7 
Spruner  (Dr.  Carl  von)  Historico-Geographieal  Hand  Atlas, 

86  cold.  Maps,  4to.    Gotha,  1861 
Stamrt  (Baron  de)  Fables,  translated  by  J.  H.  Keane,  8vo. 


Brussels  and  Leipsig.  1850 
Stepfting-stonetoRngUsh.  18^.      ^  .^^ 

Stevenson  (H.  D.  R.  J.)  Outlines  of  General  Orthoperdia, 


gUsh.  I8ma    ZweibrOokcn,  1810 


8vo.    Tubingen,  1840 

Steup  (F.  WT)  Picasing  Tales,  a  Seteotkm  of  AnecdoCca, 
Ac,  8vo.    Soest,  188S     ^  ^       ,  *  ^    « 

Stiller  (Erich)  Leading  PolnU  in  the  HUtory  of  the  Evan- 
gelical Protestant  Church,  lOmou  Hamburg,  1857 


Stobart  (H.)   Egyptian  AnUquities  collected  in  Upper 

Egypt  in  1854  and  I8S5,  fol.    Berlin,  1855 
Stories  for  the  Fireside  Circle,  Tales  for  the  Voung.  by 


ypt  in  1854 1 
tcories  for  the  krire«ue  uirac,   ■  «ic»  lor  miw  ■  wuuk,  vj 

B.  M.  P.    Story  L :  My  Old  Nurse  Susan.  8vo.    Prague 
Story  Book,   the   Schoolboy's  First,   a  Preparatkm  for 

Speaking  and  Writing  the  English  Language,  Snd  ediL, 

8vo.    Bremen,  1858  ^_         ^^    .    . 

Sydow  (E.  von)  Handbook  to  the  Series  of  Urse  Physical 

Maps  for  School  Instruction,  edit,  by  J.  Tilleard,  8to. 

Gotha,  1857 
Tables  for  Calculating  In  a  Short  and  Sure  Manner  the 

freight  Arom  5s  to  £5  for  40  cubic  feei  and  ftnm  I  cubic 

Inch  to  60(K>  cubic  feet,  folio.    Hamburg,  1853 
Tales.  Merry  Little,  for  Merry  Little  Hearts, with colottred 

pictures,  8nd  ediu,  4to.    Leipsig,  1859 
Tarlir  (The  New)  of  the  United  SUtes  of  North  America, 

introduced  1846, 8vo.    Hamburgh,  1860 
Tei-hner  (C.)  The  Black  Ant,  Stories  and  Legends  for 

Children,   wood-cuU,  transtoted  by  C.  A.  Dana,  8va 

Thieme  (Dr.  F.  W.)  English   and  German   Dfctiooary, 
S  paru,  8VO.    Braunschweig,  IftJO  ^  ^     _^    ,.  ^ 

Pocket  Dictionary  of  the  English 


and  German  Languages,  4th  edl^,  I8nio.    Leiprg.  1840 

Times  (The  Rhenbh)  edited  by  Calhrey ;  April  to  De- 
cember ,  1868,  39  numbers,  folio.    Neu wjed 

Tollens  (G.  H.)  The  Wintering  of  the  Hollanders  on  Nova 
Zembla  during  1596  and  1597,  translated  by  Anglo-Saxvn, 
8vo.    Lenward,  1860 

Transactions  of  the  Philological  Society.  18S8, 18B8, 1860- 
61, 186S-63, 8vo.  Berltai :  Asher  &  Co. 

Tianslatton  (A)  of  Walhalla's  Inmates,  described  by  Lewis 
I.  King  of  Bavaria  t  a  description  of  Walhalla,  and  a 
Plan  of  the  Interior,  by  George  Everill,  I8mo. 
Munkh,  1845  _         ^     ^  ^  «      ^ 

Translations,  Metrical,  from  the  German  of  Goethe, 
SchiUer,  Uhland,  Heine,  and  others.by  aOemaa  Lady. 
8vo.    Hamburg.  1852  ^  .  ..   ^     „    ^    .     ^ 

Treaties,  The  Japanese,  of  1658,  with  the  Netherlands. 
Russia,  Great  BriUin,  &c.  Facshnllas  of  the  Japanese 
text,4to.    The  Hague.  1862  _  _  „        .    . 

Trial  (The)  of  the  English  Residents  at  Bonn  i  a  Sequel  of 
the  Macdonald  Alllur,  8VO.    Berlin,  1861    ^    „      _ 

Treutler  (C.)  Modem  Prose  i  Passages  fhmrfie  Best  Eng- 
lish Authors,  8vo.    Berlin,  1860  ♦T*.      ^  ..  ^ 

Turner  (W.)  Dictionary  of  the  Geman  and  English 
Languages,  Kkno.    Leipiig.  7th  edit.    1838 

Tutsdiek  (C.)  Dletiooary  uf  the  Galla  Language,  8vo. 
MOnchen,  J844-45  _      .    ,  ^  ^    .  _ 

TutUe  (D.  K.)  MisoellaneoQi  Chemleal  Reseainhea.  8vo. 
GOttingen,  1897 

Uhland  (L.)  Poems,  tnmkted  by  Aleuoder  PUtt,  8vo. 
Lelpiig,  1848 


Bnffif'A  Bsafts^rteMaiiflkeCbii«fnai^i^«nrfhittcd. 
tnivaladatta's  Commentary  on  the   Unadisutras,  edited 

from  a  MS.  In  the  Library  of  the  East  India  Hoase.  by 

Theod.  Aufrecht.  8vo.    Bonn,  18fi9 
Vanier,  Practical  French  Gmmmart  Numerons  EmtiiH 

of  Coi))ugatloQS.  and  Ave  Gradu^ed  Tables,  truisbtrHl 

from  the  FrsDcb.  ttma  the  5th  edit.,  8vok  Aix4a-ChjBFUe 

1847 
Yeoqueray  (J.  J.)  A  Hand-book  forlhe  Rhine fton  Veoa 

to  DusseMorf,  llhistrated,  16mo.    Coblenta,  1845 
Veea  (Geo.  V.)  Logarithmic  Tables,  translated  by  W.  L. 

FTFIseher,  8VO.    Berlin,  1857 
Views  of  Creuinaeh,  and  iu  Bnviraas,  dUk    Pranktot-ea* 

the-Maine.  1850 
YUI  f  Fr.)  Guide  to  the  Chureh  of  St  Unola  tai  Cologne, 

with  a  Catalogue  of  the  Relies»  Monuments,  &e,  l&ao. 

Cok»gne,  1853 
Vogel  (A.  F.)  The  Discovery  of  a  General  ResolutfenoCin 

Superior   Finite  Equations  of  every  nnmeriraL  both 

Algebraic  and  Transcendent  Form.  fhro.    Leiiiaie,  mi 
Yos  (J.  G.  R.)  English  Grammar  for  the  Use  of  the  Csdeu 

at  Willemsoord.  8vOb    Nicuverdlep,  1830 
Waddy  (Sam.  D.)  The  Englldi  Echo ;  a  Guide  to  CoBf«^ 

sation,8vo.    Leipdg,  1861 
Walchner  (Prof.  Alf.)  A  New  Method  of  Laarahig  the 

French  Language.  8vo.    Hamburg,  1800 
Wallace  (Sigm.)   Hamburg  and  its  Nrjgbbourhood :  u 

Illustrated  Ottide,  woodcuts,  and  man,  IdUo.  Hamburg, 

1853  ^^ 

Watson's  Reading  Book  for  Schools,  8vo.    Hamburg,  ])*'i 
Weckers  <P.  J.)  A  Key  to  the  German  Language,  <m  Uts 

Hamiltonian  System.  18nKk    Menta.  1835 
Weeks  ( Bight) in  Germany,  oomprising  Narratives,  Dnrrip- 

tlons  and  Directkms  for  Economical  Tourists:  by  Tuc 

Pedestrian,  18mo.    FrankfbrtKNi-the-Maine.  1813 
Wertheim  (M.)  Enghsh  and  German   Interpieter  for  the 

Use  of  TraveUen  and  Seliools,  Snd  ed.,  Idtnoi  Monchen, 

1863 

r,  Svo.    Csrisnhe,  IWl 

-  The  student's  Assistant  in  the  Mudf  of 

German,  Svo.    Munich,  1846 
Westley  «R.  H.)  The  Island;  or,  Advcntnics  of  a  Litrle 

Girl.  2  V.  8vo.    Lelps%.  1868 
Wetslar  <Dr.  L.)  On  the  Cute  of  Syidillitle  AftctkNis  br 

the   Aix-la-ChapcUe    Hot    Sulphttieous    Waien,   8v.». 

Aachen,  1860 
Wcyman  (Geo.  W.)  Lithium,  and  iU  linowa  Compound*, 

8VO.    GOttingen,  1858 
White  (Charles"  Rnins  of  the  Rhine,  their  Times  and  Tx>- 

ditions,  8vo.    Aix-la-Chanelle  and  Colome,  1840 
WhitekKke  (R.  H.)  Baden-Baden  and  its  immediate  Nenrb- 

bourhood,  described,  with  18  Engrarings  by  H.  A.  Psyne, 

16mo.    Carlsrube.  1840 
WhiUii^'s  Literary  Miscellany  for  Eaglhh  Readcn.  8va 

KrUngen,  1849 
Whitling  ( H.  I. )  Some  Account  of  Nuicmbeig,  Sro.   Na- 

remberg,  1847 
Wiesbaden  and  its  Environs;  a  Guide  to  TraveUen  and 

Visitors,  8va    Darmstadt  and  Wiesbaden.  1841 
WIgand's  Pocket  Misoellany,  V.  1  to  9,  16mo.    Gdttiims, 

1861-68 
Will  (C.)  A  Dictionary  of  the  BngUsh  and  Geieaan  Lan^ 

guages.  In  2  paru.  srd  edit.,  Ittno.    Frankfoft,  1810 
Williams  (F.)  A  New  Poeket  Dictionarr  of  the  English  sad 

Oerman  Languages,  16mo.    Braunacnweig,  1869 
(Jas.)  A  Handbook  of  English  Conretsation,  9%o. 

Frankfrn-on-the-Maine,  1810 


•  (J.)  and  Doering  (H.J.)  The  BMUsb-Geraaan 
Letter  Writer,  8VO.   Jena,  1839 


K(M.  Ci  Pearls  of  Poesy,  i 
British  Poets.  2nd  adit,  16mo.    Hambunr,  1863 
'(T.S.)  An  Enalidi  Dktkmary,  exhibiting  a  Com- 
lete  View  of  the  Verbs,  Noons,  dkc^;  ~    *       "     ~ 
rafft,  12mow    Hamburg,  I83S 

First  Step*   in  the  Practice  of  Ennli-h 


by  Dr. 


Reading,  containing  Prose  and  Poetry,  limo.  Hamburg, 

1840 
Witcomb  and  Fiaeher.  New  Ooide  to  Modem  CoBTcnatiea 

in  English  and  German,  12mo^    Bertin,  1854 
Words  (Some)  about  Rhine  Wines.  8vow    Coblana,  186 
Works  (Select  Dramatic)  of  the  Gcmcan  Thcatn,  Truu- 

Uted  br  John  Hofbtettert  The  Silver  Wedding,  a  Drsias 

in  Five  AcU,  by  Kotaebue,  12nBO.    Vienna,  18«7 
Wundram  (L.)  Blood-sweettiilng  and  Pufntive  Hota, 

lUmo.    Brunswick,  1854 
Yayurveda,  The  White,  edited  by  A.  Webar,  4ta.    Bcriia, 

1H49-50 
Zendavestaj  or.  the  RelMous  Books  of  the  I 

edited  and    interpreted   by  N. 

Copenhagen.  1858 
Zimmer  (7.  F.  W.>  The  German  Teacher,  aid  cd..  8va 

Heidelberg,  18:7 
Zimmerman  (1.)  A  Otammatieal  Sketch  of  the  Akia  or 

Ga  Language,  with  a  Vocabulary  of  thesanne.aad  Appm- 

di I  on  the  AdAnme  Dialect,  2  vols.  8vo.    Stvttg..  ivsn 
Zschokke  (H.)  Journal  of  a  Poor  Vicar  in  Watsbiie.  illas- 

trated,  8va    Stuttgardt.  1852 
Ponutar  History  of  Switserland.  fhm  ibe 

German,  by  W.  Howard  Howcb  18mo.    Franklbit.  UtSi 


Df  the  Zoro%triaas. 
Westetpsard,    4ta. 
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